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Italy, 96, 138, 1 
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Jamaica, 17 

Jarrow, 308, 348 

Jedburgh, 260, 422, 541 
Johannesburg, 180, 291, E81, 511, 541, 


639, 1012 
J ubbulpore (India), 17. 
Kaitangata (Otago) N.Z., 808 
Kensington, 96, 179, 541 
Kidderminster, 845, 928, 1011 
Kimberley, 180, 308, 1012 
Kingston-on- Thames, 511, 541, 1054 
King Williams Town (S. A. ), 422, 511, 
536, 762 


Kingsbury, 223 

King's Norton, 586, 716 
Kirkcaldy, 57 

Klerksdorp, 224, 308, 678 
Kroonstadt, 97 
Krugersdorp, 180 

Lads brand (S.A. ), 422, 586 
Lahore, 57 

Lambeth, 199, 461, 1054 
Lanarkshire, 348 
Lancashire Cotton Mills, 760 
Lancaster, 179 

Langley, 586 


Leek, 228, 717 
Leyton, 17, 760, 1011 
Little Lever, 541 
Liverpool, 677, 760, 928 
bete S 881, 717, 762, 843, 887, 928 
Llandilo, 422 
Llanelly, 223, 461, 966 
Llangollen, 848, 422, 684, 760, 887 
Llanrwst, 260 
Loch Leven, 308 i 
London, 17, 57, 96, 139, 179, 228, 318, 
‚ 422, 461, 541, 586, 634, 
677, 17, 760, 161, 162, 805, 
848, 887, 928, 966, 1011, 1054 
М Power Bills, 96 
Loughborough, 139, 1805 224 
Lourengo Marques, 541, 841 
Louth, 96, 586, 634, 1012 
Lower Bebington, 1054 
Lucknow, 760, 813 
Lucerne-Engelberg, 677 
Luton, 511, 1012 
Lye and Wollescote, 422 
Lytham, 586 
Macclestield, 139, 224, 308, 122, 717, 
805, 966 
Madras, 586 
Maidstone, 139, 849, 511, 813 
Malton, 189, 224, 381, 928 
Malvern, 422 
Manchester, 58, 348, 461, 717 
Mansfield, 308 
Margam, 308 
Market Harborough, 58 ‚ 586 
Marylebone, 17, 96, 139, 348, 381, 431, 
461, 511, 586, 677, 761, 928, 1012 
Melbourne, 58, 676 
Melton Mow bray, 511 
Menai Bridge, 1054 
Merthyr, 718, 
Mexico, 17, 96, 224, 541, 634 
Middleburg, 349 
Middlesbrough, 58, 887, 967 
Mines, 4161. К 
Mining, 502, 685, 805 
Mitchelstown, 17 
Montreal, 804, 965, 1033 
Moose Jaw (N. W. T.), 676 
Morecambe, 678 
Morley, 639 
Motherwell, 58 
Mullinger Asylum, 502 
Mussoorie (India), 684, 928 
Mynyddislwyn, 586, 762 
Mytholmroyd, 511 
Nantwich, 308 
Nantyglo, 887 
Newcastle-on- Tyne, 96, 260, 541, 718 
A under-Lyme, 718 
Newhaven, 718 
Newport, 58, 97, 308, 348, 678 
Newquay, 805 
Newtown (N. S. W.), 260 
New York City, 224, 381, 422, 678, 719 
" co 308, 348, 381, 580, 118, 


Niagara Falls, 461 
North-Eastern Railway, 805 
„ Vancouver, 676 
10 bó Electrical Power Co,, 


Norton, 139 
Norwich, 17 
Nottingham, 1054 
Oakengates (Salop), 58 
Oldham, 97, 718 
Ormskirk, 402 
Ossett, 139, 308, 161, 580, 639, 718 
Ottawa, 676 
Oulton Broad, 586 
Paddington, 1051 
PROUD 422 

Paris, 677, 886 
Partick, 1012 
Pembroke (Dublin), 541 
Penarth, 461 
Pennsy ly ania, 381 
Perth, 260, 387 
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Pontardawe, 908, 718 
Pontnewydd, 805 
Pontefract, 58, 844, 967 
Poplar, 179, 422, 586, 887, 1054 
Port Elizabeth, 140, 541 
Portslade, 1012 
Portsmouth, 139, 1012 
Power sup рріу, 677 

Preston, 

Prestwich, 1051 

Pretoria, 180, 224, 814, 1012 


Provisional orders, 58, 97, 139, 260, 805 . 


Pudsey, 348 

Pwllheli, 381, 5 

Quarry Bank, 308 
Queenborough, 586 
Radclitfe, 462, 541, 811, 887 
Ramsbottom, 462 
Ramsgate, 762 


Rand, 140 
Ravensthorpe, 462 
Rawtenstall, 139, 511, 718 


Redcar, 58, 655, 762 


. Redditch, 224 


Reigate, 462 
Rhymney, 762, 967 
Richmond-on-Thames, 224 
Ripon, 349 
Romford, 805 
Rostrevor, 462, 1054 
Rugby, 139 
Russia, 540, 1011 
St. Albans, 805 
„ Andrews, 462 
» Annes-on-Sea, 224, 162 
„ Mellons, 639 
Е Pee 57, 179, 461, 586, 717, 966, 
1 


Saffron Walden, 308, 462 
Salford, 224, 349, 586, 887, 967 
Scarborough, 260 
Scunthorpe, 844 
Seaham, 887 
Seaton, 381 
Shanghai, 718 
Sheerness, 1054 - 
Sheffield, 58, 887, 1054 
Shoreditch, 17, 677, 805, 928, 1012 
Shoreham, 1012 
Shortheath, 308 
Sicily, 886 
Simon's Town, 967 
Slate mines, 224 
South Africa, 97, 140, 180, 224, 349, 381, 
541, 422, 469, 586, 639, 678, 718, 
169, 805, 814, 928, 967, 1013 
A America, 97, 140, 961, 308 
» Bank, 805 
Southampton, 542, 1012 
Southend-on-Sea, 908 ' 
South Shields, 180, 381, 967 
Southport, 58, 542, 805, 844 
South Stoneham, 805 
„ Wales, 844 
Southwark, 17, 139, 461, 677, 805 
Southwick, 224, 762, 967, 1012 
Sowerby, 91 


я Bridge 
Spain, 848, 885, xn 160, 805 
Spenny ore 
Stafford, 
Stalybridge, 261, 586 
Standish, 308, 967 
Stepney, 58, 179 
Stirling, 887 
Stockport, 422, 546 
Stockton-on-Tees, 762, 844, 928 
Stoke Newington, 223, 461, 843 
Stourbridge, 349, 762, 887, 92 
Stourport, 209, 844 
Stratford (N.Z.), 348 
Stratton and Bude, 163 
Stretford, 428, 805, 844 
Subiaco (West Australia), 759 
Sudbury, 58, 462 
Sunderland, 17, 97, 887, 928, 1012 

Sunninghill, 805 
Sutton, 928 

és Coldtield, 542, 586, 1054 
Swanaze, 639, 762, 1012 
Swansea, 58, 428 
Sweden, 348 
Swindon, 58, 462, 678 
n 'and Pendlebury, 97, 308, 462, 


Sydney (Canada), 804 
10 (N. S. W.), 428, 633, 676, 804, 927 
Taunton, 140, 967 
Tennessee, 719 
Thornaby-on-Tees, 462, 762 
Thornhill, 80, 224, 805 
Timaru (N.Z.), 881 
Tiverton, 97, 140, 887, 967 
Todmorden, 639, 928 
Tokio, 678 
Tonbridge, 762 
Toronto, 676 
Torquay, 6 63, 140, 180, 381, 719, 887, 928, 


oe ane 180, 261, 511 

Trafford Park, 961, B44 

Tredegar, 967 

Trowbridge, 63, 261 

Truro, N, 261, 462, 1012 

тине Wells, 17, 63, 97, 511, 542, 


Tyldesley, 719 
Tynemouth, 511 
Uffculme, 224 

United States, 381, 719 
Upholland, 844, 1054 
Uxbridge, 967 
Vancouver, 676, 804 
Volksrust, 224 
Wakefield, 63 

Walsall, 63 
Walthamstow, 17, 180, 719, 887, 1054 
Walton-on-Naze, 17 
Wandsworth, 96, 422, 805 


LIGHTING AND POWER NoTEs—continued, 
Wantage, 586, 905, 1054 
Warrington, 180, 349, 542, 928, 1012 
Washington (U. S. A.), 587 - 
Waterford, 428, 805 
Water Power, 843 
Wednesbury, 261, 808, 928 
Wellington (N.Z.), 844 
Wembley, 678 
West Ham, 887, 928, 967 

3s чир 63, 428, 719 
Westhoughton, 
West Kootenay, 616 
Westminster, 58, 96, 189, 541, 805, 1012 
Westinount, Р. Q. „ 676 
Whitby, 511 
Whitetield, 967 
Whitehaven, 639, 1012 
Widnes, 689 
Willesden, 17, 63, 140, 542 
Willington, 462, 844 
Wilinslow, 17, 261. 308 
Wimbledon, 17, 261, 593 
Windsor, 462, 542, 719 
Winnipeg, 676 
Wisbech, 63, 261, 639 
Wishaw, 762 
Wolverhampton. 180, 967 
Woodhall Бра, 542 
Woodbridge, 63 
Woodford, 678, 805, 844 
Woolwich, 761 
Worcester, 762, 887 
Worksop, 611 
Worsley, 844 
Worthing, 261 
Yardley, 1054 
Yarmouth, 17, 97, 1012 
York, 63 
Zanzibar, 462 


Lighting, Arc, 699 
ү Car, by В. N. Tweedy, 992 
» of schools, The artificial, 322 
Lightning, The dangers of, 188 
Lights count, Making one's, 655 
Liquidations and dissolutions, 15, 54, 
88, 178, 22, 259, 347, 421, 456, 
502, 539, 583, 632, 675, 715, 758, 808, 
885, 926, 964, 1010, 1052 


Liverpool- Southport electric railway 
accident, 165, 291 
N University, New electrical 


engineering laboratories, 
18 


Load Factor and operating costs, 1062 

Localisation of cable faults, Notes on 
the, by Henry Joseph, 408, 456 

Locomotive, A turbine, 470 


5 contract, Single-phase elec- 
tric, 614 
" оше run of electric, 
T 


Locomotives, Accumulator, 637 
London, Cheap power for, 41 
„ County Council, 106, 596, 686 
M County Council as the electri іс 
octopus, 703 
x County Council, The, r. The 
Electrical Contractors’ As- 
sociation, 1 
я Derelict, 954 
"i Hospital, Electricity in, 765 
M power supply, 247, 747, 795 
traffic, 81, 120, 161 
traffic board, TiO 
Long- distance telephony, 811 
Longsdorf furnace, 648 
Lorain system at Wolverhampton, The, 
361 


Loss, Notes on iron, by Е. Lydall, 3 
Losses in direct current machinery, 
~The separation of iron and 
friction, by Е. Handley Page, 910 
Loughborough electricity works, Gene- 
rating plant in, 383 


ACHINE stoking economical? Is, 
by Alfred W. Bennis, 705. 779 
Machinery in 1904, Breakdowns of, 489 
"i The rating of; its effecton 
British industrialisin, 
302 
Magnesium as ап anodic 
Behaviour of, 5 
Magnetic observatories and tramway 
currents, 228 


material, 


si properties of alloys of nickel 
and cobalt with iron, 187 
“ survey in the Pacitic Ocean, 


American, 270 
Magnetite arc lamps, 307 
Magnets made of hardened cast-iron, 
On the properties of, 411 
of cast-iron, Permanent, 207 
Mains man installing cables in a coal 
mine, To a, 936 
» Overhead, 980 
„ W e and fault finding, Notes on, 
by G. C. Knight, 288, 358 
„ The Board of Trade aud over- 
head, 913 
Making one'sl ights count, 655 
Management of small central stations, 
by Henry Joseph, 1042 
Manchester, Tramcar building in, 685 
Manufacturers’ Association, The 
National Electrical, 626, 1019 
Manufacturing, Colonial, 312 
Marine galvanometer and adjustable 
universal shunt used as a direct- 
reading milammeter or voltmeter, 
by J. Rymer-Jones, 208 
Marylebone, Electricity supply in, 431 
Melbourne Corporation, Large steam 
dynamo for, 115 


Mercury arc lamp and rectifler, ЗЯ, 804 
" lamp, The ultra-violet, 163 
Metals by electricity, Working, 870 
„ Recent improvements in the 
electro-leposition of, 363 
» The electrical heating of, 614 
Meters, Free wiring and prepayment, 


insulation of 
by 5. Worth- 


7s 
Method of testing for 
overhead network, 
ington, 297 
Metric chart, 502 
Metropolitan Electrie Supply Co., The 
Fisher Street sub-station of the, 
142 
Mexico, Fleetrical developments and 
prospects in, 94, 456 
Mica in the Transvaal, 340 
Micanite litigation, 982 
Milan International! Exhibition, 1906, 
310, 284, 631, 673, 759, 925 
„ Trade competitors at, 303 
Mills, Electricity 1n Spanish, 379 
4, Japanese cotton, 925 
Mines, Electricity in, Uses of, 79, 911, 
945 


- Electricity in American, by T. 
Campbell Futers, 522 
" Electricity in Indian, 302 
is Electricity in: Responsibility of 
managers, 186 
Mining, Electricity in coal, 2&3 
M Electricity in subtnarine, 129 
« macbine, 457 
3 switchgear for high and low- 
tension alternating -current 
service, Colliery and, by A. M. 
Randolph, 725, Tol, 825 
Momentum, Energy and, 982 
Monopoly, A Westphaliau electrical, 
¢ 


9: 
Motor-Boat Club, British, 27 
„ -car Commission, A, 229 
„ -car for house lighting purposes, 
Utilising a petrol, RH 
„ Cars, Railway companies and, 
814 


„ cell charging plant, 340 

„ connections, Mistakes in tra- 
way, 269 

„ generators for Acton, 13 

„ men and conductors, The instruc- 
tion of, 366 

„ ‘omnibus accounts, Eastbourne 
Corporation, 208 

„ -Oomnibuses, Sir John Pound on, 
352 


„ show, Paris, 996 
„ Starter, Brooks's, 221 
starters. 222 
Motors and generators, New continuous 

current, 341 

„ for electric cranes, Shunt, by 
C. W. Hill, 44 

^ pou г. two, by R. №. Tweedy, 


M.E.A. discussions, 1905, Notes on, 5 
Municipal activity, Limits of, 127 
"T ingenuity , 831 
^" speculation, The campaign 
against, 167 
б telephony, Exit, 245 
б telephony, The telephone 
agreement and, 310 
i trading, 853 
И trading in America, Dis- 
astrous results of electric 
lighting, 904 
" Tramways Association (An- 
nual Conference), 9 
‘a wiring at Sheftield, 956, 1020 
S wiring clauses, Defeated, 81 


ATAL Harbour Board, Large elec- 
tric crane for the, 381 
Storm in, 107 


National Electrical Manutacturers’ 
Association, 626 
b Physical Laboratory, 27, 999 
stability, On the training of 
engineers and, by R. 
Browne, 75 
d Telephone Co's staff dinner, 


Naval electrician, The, 533 
» Training School, Electrical plant 
at Shotley, 1018 
Negligence, Electric supply undertakers 
and the law of, 125 
National Electrical Manufacturers! As- 
sociation, 626, 1019 
N. E. M. A. Electrical Trades Benevolent 
Institution, 981 
Nernst lamps, Street lighting with, 77 
New apparatus, 1001 
» carbon filament, A, 213 


New CoxPANIES— 
Auto-Claw Co., 107 
Automatic Electric Block Signalling 
Co., 898 
Automobile Cab Co., ROS 
Bell Bros. & Co., London, 556 
Bombay Electric Supply & Tramways 
Co., 28 
„  Hydro-Electric Syndicate, 
188 
British & Continental Traction Syndi- 
cate, 433 
á Electric Car Co., 555 
^ Hosiery & Electrolytic Bleach- 
ing Co., 773 
Brook, E., 271 
Buenos Avres Grand National Tram. 
ways, 1063 
Hue Aires, Port & City Tramways, 
88 


ў ч. 


Nee Compaxizs—continued. 
Bruné Ture Telegraph Co., we 
Burgess Hill & District 
Supply Co-, 392 
Industrial Co., 815 
Caracas Electrio Tramways Co. 28 
Car Trust Realisation Co-, 644 


Co., 229 
Commercial Cars, 516 
Consolidated Supply Co., 16 


Promotion Co., 


808 
Cumberland Power Syndicate, 


dicate, 188 
Dewsb Electric 


Co., 
Diamond Electric Lamp, 687 
Eldon Electric Co., 1 
Electric Accumulator Co., 68 


Fairfax & Co., J. 8 713 


508 
Harris & Co., А. J., 68 
. Health Culture Co., 891 ~ 
Hood & Со., Т., 1068 
Hopper & Со., 644 
Illuminated Signs, 271 
jal Automatic Light, 897 
Improved Electric Supply: 


Water-Power Syndicate, 687 
Johnson Wirel 


68 
Jones & Leslie, 77 


е Со., 1068 
Light Railways of Sicily, 687 


1 
Makin & Co.. ТЇЗ 


‚ 898 
Milnes & Co., G. Е 


1022 
Saxby & Farmer (India), 728 


Sharpe & Co., 156 


Shanghai Electric Construction Со., 


1022 
Sol Man vfactunng Co., 599 
south American Traction Co., TT 
Standard Rubber Co., 482 
Steel, H. E., 940 


-on-Avon Electricity Со., 856 


Code, 128 
Thames Electrical Joinery Co., 1068 
uay Tramways Construction Syn- 


R. W., 318 
Volta ouse 


15 
wright, Methuen & Co., 68 


New glow Bop 858 | 
э” wire cov erin 


т» 


Musselburgh апа District Electric 
_ Light and Traction Co., 68 
N ational Radiator Co., 1022 
Netson Patent Lighting Co.. 617 
Newquay Electric Light and Power 
Co., ae 
North Melbourne Electric Tramways 
end Lighting Co., 212 
Overend & Sons, Joseph, 433 
Para Electric Railways and Lighting 
Co.; 188 
Patent Conveyor Co., 516 
Ж; Electric Carbonising Co., 229 
Penrose & Co., А. Wa 687 
Larges per Syndicate, 68 | 
P.M. Electric Manufacturing Co., Y 
Portable Accumulators, 107 
.C.E.D.A- Syndicate, 1063 
ubber Trade Mutual Insurance Co., 
ғ 
і 
& 


of, Y 
zealand Exhibition, А, 178 


ve 


+” 


railways, 


853 
Nickel on sheet zinc, Electro-deposition 


of, 312 


dary cells, 255 


934, 1020 
Northampton Institute, 982 


Norwegian h 
57 Allred Gradenwitz, 384 


Electric 


City of Ely Electric Light and Power 
5 

Cork City Railways and Works Bill 

Crawford Electric Lamp Syndicate, 


De Forest Wireless Telegraph Syn- 


Manufacturing 


Electrical Instrument Manufacturers, 


and Tramway 


Foot's Cray Electricity Supply Co^ 


1022 
Foreign and Colonial Concessions, 


596 
International Electric Railways and 
Secret ess Telegraph 
and Telephone Testing Syndicate, 
Kamm's Zerograph 8yndicate, 1906, 
London and General Power Supply 


„ 984 
- Outer Circle Railway Syndi- 


cate, 
Macclesfield Tramways Syndicate, 


Midland Counties Railway Syndicate, 


892 
District Tramways Co., 


g, 889 
South Wales An electrical census 
Zeeland vater - power and electric 
tes to шинен Electrolytic reduc- 
‘The fixation of atmospheric, 
Seon 
Wales electric power scheme, 


lectric power plant, 


Onirvany—continuerd. 
Connolly, J. Thomas, 68 
Cuttriss, Charles, 855 
Dawkins, Sir Clinton, 939 
Dick, W. Bruce, 68 
Fowler, Williant, 
Gascard, Е. L., 28, 892 
Grindle, George Annesley, 817 
Hamilton, J. H., 815 
Havilland, I. M. Chas. Jason de, 984 
W. E., 711, 819 


Moore, v 

Morcom, Alfred, 644 

Mott, C. Grey, TT2, 815 

Radiguet, Arthur, 981 

Rankine, William B., 598 
Rayner, Harry, 641 

ganderson, Sir John Burdon, 897 
Thompson, г, A., 107 

Thursby, C. Radcliffe, 687 
Verity, J. B., 68 


OFFICIAL RETURNS- 

Ackroyd & Best, 599 

African Direct Telegraph Co., 68 

Aish's Stores, 433 

Allen, Son & Co., W. H., 517 

Amazon Telegraph Co-, 108, 1064 

Anglo-Portuguese Telephone Co., 856 

Armorduct Manufacturing Co., 

Auckland Electric Tramways Co., 189 

Bastian Meter Co., 924, 

Blackheath and Greenwich District 
Electric Light and Power Co., 918 

Boardman Electrical Patents Co., 108 

Bogota Telephone Co., 89 

Bombay Electric Supply and Tram- 


| Bournemouth and Poole Electricity 


o., 816 
Electricity Co., 


m Electric Co., 898 
» Electric Traction Co.,816 
P Prometheus Co., 517, 808 
„ Tramways and General Con- 
struction Co., 68 
Buenos Ayres Port and City Tram - 
ways, 85 
Callender's Cable and Construction 


Ons 
Car Trust Realisation C. BYR 
Chepstow гесин Lighting and Power 
O., Bib 
Chili Telephone Co., 272 
Chilian Electric Tramway and Light 


China and Japan Telephone aud 
Electric Co.. 189 

Chiswick Electricity Supply Corpora: 
tion, 517 

Chloride Electrical Storage Co., 488 


Clarke, Steavenson Co.. 5l 
Compagnie des Magnetos Simms- 
osch, 1064 


Conduits and Fittings, 599 
Consolidated Supply Co., 16 

Coton & Co., Chas., 856 

County of London Electric Supply 


O., 

Crompton & Co., 433 

Cryselco, 189. 272. 816 

Dewhurst's Engineering Co., 1064 
Dick, Kerr & Co., 816 

Direct West-India Cable Co., 816 
D. P. Battery Co., 272 

Eastern & South African Telegraph 


o., 212, 688 
Edison & Swan United Electric Light 
Co., 816, 1064 


Edmundson'$ Electricity Corporation, 


Fiectric and General Investment Co., 
9 


Construction Co., 272 
Conversion Syndicate, 773 
Law Press, 
Light Insurance & Mainten- 
ance Co., 27 
А Safety Appliances Co., 773 
Supply Co. of Victoria, 212, 


1 

Electrical Bleaching Co. (1904), 517 
Corporation, 898 
Oil Retining Co., 599, 681 
- Power Storage Co., 213 
Electricity Su ply Co. for Spain, 
Electrolytic A Kali Co., 856, 
Electromobile Co., 778 
Engineering Instruments. 816 
Evershed & Vignoles, 189 
Exchange Telegraph Co., 599, 687 
Ferranti, 2T. 
Fife Electric Power Co., 893, 713 
Flather & Co. 1064 
Foster Accessories, 511 
General Electric Co., 493, T78 
Grenfell, Hubert, 838 
Guildford Electricity Supply, 1064 
Halifax and Bermudas Cable Co., TT 
Hall's Transmission Gear Co., 272 
Harris & Co., A. J., 
Harvey & Friend, 718 
Harwich E. L. and Tramways; тз 
Heberlein & Co., 483 
Henley з (South Africa) Telegraph 

Works, 773 
Telegraph 


a 


e 


» S works Co., 
o 41 

Heswall Electric Light Co., 68 

Hirst & Sons, A., 433 

Hodgson, Hartley, 856 

Hopper & Co., 

Hulett & Co., D., 483 

nfracombe Electric Light and Power 


Р. 


о., ‚ 599 
Improved Electric Supplies, 773 
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Wight Electric 


Isle of 


Power Co., 


Jandus Arc 


Lamp and Electric Co., 


g—contiaue 


17 
Johnson & Phillips. 598 


Kent Electric Power 8y 
Keynsham Electric Light а! 


Co., 
Kramos, 108 


Light Cure an 


Institute, 68 


'Q., 517 
Lianrwst Electricity 


London Electron 
United Tramways 


Lowden Electric 


Macartney, 
Malaga E 


Lamp 


d.. 
Light and 


ndicate, 189 
1d Power 
d Electro-Therapeutic 


ic Tramways. 517 
Wells Electric 


Supply Co., 856 


orks Co., 


munication Co., 8 
Mather & Platt, 73 


. Mexico Electric 
Milnes-Daim 
Monte Video Telep 
Musselburgh and 


Light an 


Nalder Bros. & Th 


ler Co., 


“Newcastle сап 
Lighting Со., 816 

Light Co., 898 

Traction Co., 189, 517 


New Centur 
, Genera 
, Phono 
„ St. 


Are 


ways Co., 
Lewtons, 599 


Northallerton 
Power Co., 

Northampton 
Power Co., 

Northern Counti 


Co., ‚ 856 

North Wales Power and 
189, ‚ 81 

N.S. Electrical Storage Co., 


064 
Oriental Telephone and Elect 


Parker, Thomas, 912 
856 


‚ 212, 1063 
raction Co., 


Penrose 


Perth Electric Tramways 
Peterborough Electric T 
189 
Potteries Elec 
lectri 


Premier E 


Prested Miners 


108 
. Oxford Electric Co., 856 
. Pacific and Europe 


es Electric supply 


-$ 


tric Lamp Co., 
Pulford Bros., 212 


Sanitas Electrical Co., 
House-to-House 
Co., 856, 1061 

tain, Ernest, 116 


d District Electric Power 


scottish 


Scott & Moun 
Sheerness an 


and Traction Co., 


Sherardising 


Siemens Bros. & 


Simplified 
Co., 493 


South African 
318 


ы 


39 


Sunbeam 
Suter, F., 
Switchgear 


Tasker, Sons & 


Telephos, 1 


n 
Underground C 


American Cabl 
Metropolitan 
and P 


Thomson-Davis 


108 
Tyer & Co. 189 


„5 5 


189, 433 


Telephone System, 


Video, 1 


29 


Co., 1 
Vaughan 


& Son, 773 
Webster Electrical Engineerin 


1064 
West African Telegraph Co., 189 


India 


9 


189 


White & Co., 


& Panama 


J. G., 488 


Jacoby & 


W itting. Ebora 
Yale Electri 


Oil bath sw itchge 
832 
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Protection against potential rises in 
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75 of coul and ores, Electrical, 
mo 
Reverse current relay, Overload and, 
1048 


ЧАЯ АЫ 
Accumulator? Elettrici, by Dr. V. 
Lucehini, 921 
American Street Railway 
ments for 1905, 16 
Berlin- ren Electric Railway, Testa 
of, 1908, 442 
Bessemer, Sir Henry, F. R. S., An 
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THE L. C. OC. 


THE ELECTRICAL 
ASSOCIATION +. 


“Contractors in the electrical world, as contractors elsewhere, are 
doing wrong to themselves and hence wrong to municipalities when 
they suggest that the field of work which we are taking in hand 
for the good of the community is injuring them.” 


THIS extraordinary statement was made by Mr. С: L. 
Gomme, Clerk to the London County Council, in the course 
of his reply to the toast of * The Council and Munici- 
pulities at the recent dinner of the Electrical Contractors’ 
Association. 

Coming from one who holds such an important position, 
who knows and probably influences the mind and policy of 
the Council, such a remark cannot be treated with the 
derision it merits. The subject matter is-one which so 
vitally affects electrical contractors, and consequently 
manufacturers—as the two sections are mutually: interde- 
pendent—that it is necessary to treat seriously such an 
observation as that quoted above, however intrinsically 
nonsensical and absurd it may seem. 

It is interesting to note the course of reasoning adopted 
in order to arrive at so astounding a conclusion. Mr. 
Gomme's reasons are given in the form of a confession of 
faith as follows :— 


“Tam one of those who believe that extending work in апу 
direction is extending trade. I cannot help thinking that if you are 
hurt in one direction the development of industry will come about 
by which you will gain in another direction . . . . One is also 
confronted with the fact that electrical work is still in its infancy 

. I cannot help feeling that in the new field for electrical 
enterprise there is ample scope for everyone, and it is rather unwise 
that this great body at tbe table should be looking at the past 
instead of at the future." 


Mr. Gomme then went on to say that “ electric lighting is 
one of the great elements of good health in a city like ours, 
and the more that can be spread, the more we can bring 
that home to every household, and make them understand 
that electricity means better health for the community, the 
better it will be.“ As the IL. C. C. looks upon the spread of 
electric lighting as a means of improving the health of the 
city, what is more natural than that it should regard electric 
wiring as a necessary part of the work of the sanitary 
department ! 

It is perfectly true that the spread of electric light 
so also does good 
we may expect, therefore, before long to see municipal 


means better health for the community : 
food ; 
provision stores set up in competition with private enter- 
prise in food supply. And why stop at food when there are 
so many other things which might be altered to the general 
advantage of the community? 

“ Electrical work is still in its infancy," says Mr. Gomme ; 
and he proposes so to stimulate electrical progress, by means 
of municipal competition, that there will be more work for 
all those engaged in electrical pursuits. But why, then, 
Why 
and every 


stop at electrical contracting ? not go iu for electrical 


manufacturing, consulting. other conceivable 


brauch of the electrical profession ? As, surely, the arguments 
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which hold good for one branch of the industry are equally 
applicable to all the others. | 


Sufficient, however, unto the day is the evil thereof ; and 
what we are concerned with more particularly just now is 
Mr. Gomme's proposal that the L.C.C. shall compete with 
contractors for electric wiring work. Feeling, perhaps, that 
the arguments already used werd “a little too thin," he 
proceeded to make the excuse that this work was forced upon 
the municipality by contractors who, instead of making 
it their one object to put in good work and carry it out in 
а workmanlike manner, had chosen to “extract every 
possible penny that they can out of their working." Here, 
again, we would ask, why pitch on electrical contracting 
particularly ? Surely this criticism might be levelled against 
the undesirables in every trade or profession, not even 
excepting the officers of important municipalities. "The case 
of the Holborn town clerk is too fresh in the minds of the 
public to necessitate our referring further to it; we simply 
quote it in order to show that all trades or professions may 
be tarred with the same brush, and to emphasise the hollow- 
ness of the excuse given by the L.C.C. for meddling with 
work which is entirely outside its sphere. 

Assuming, for the moment, that some electrical contractors 
put in bad work, and that others are incompetent, what 
guarantee have we that such work could or would be carried 
out better by municipalities ? 

The Mayor of Shoreditch, speaking at the same gathering, 
showed what a mistake it was for municipalities to embark 
in any such enterprise as this, and referred to the experience 
in his borough, where municipal wiring had had to be 
abandoned. It is a fact that at Shoreditch the work put 
into the Mayor’s own premises by the municipal wiremen— 
and, of course, only the very best hands would be employed 
on the Mayor's own premises—was so bad that a fire resulted ! 
Referring to this, Mr. W. R. Rawlings, the ex-President of 
the Electrical Contractors’ Association, humorously suggested 
that if this was the way in which municipal bodies carried 
out contracting work, he could quite understand Mr. Gomme's 
contention that municipal enterprise in this direction waa all 
for the benefit of the Contractors' Association. 

In taking up electrical wiring, the. municipality must first 
ef all show that it does not intend to make any profit, for, 
if it do, such profit must either be devoted to relieving the 
rates of the general body of ratepayers at the expense of 
the rate-paying electrical contractors, or must be refunded 
to the residents whose premises have been wired. This 
admission at once lays the Council open to the accusation 
of unfair competition, as, if contracting work is to be carried 
out by municipalities at cost price, they must be in a 
position to undercut other contractors who are making, or at 
any rate trying to make, their living out of such work. 

Nor should it be overlooked that these very contractors, 
whilst endeavouring to get work in competition with- the 
municipalities, are at the same time financing the latter and 
providing them with the funds to carry on competitive and 
undercutting work. They are, in fact, making swords 
for their own slaying. Ав we have pointed out before, 
the profits on electric wiring are now cut so fine that to 
make it pay at all necessitates very efficient and economical 
management; and it is very probable that if the L. C. C. suc- 
ceeded in obtaining wiring contracts at competitive prices, 
not only would it not be able to make a profit, but it might 
lose pretty considerably on the work, the loss being made up 
out of the general rates. 


The question, therefore, touches not only electrical con- 
tractors and manufacturers, but also the géneral body of 


" ratepayers, who, if this proposal goes through, will un- 


doubtedly have to bear part of the cost of wiring ‘other rate- 
payers’ houses, whilst at the same time helping to crush out 
fellow tradesmen, some of whom may be their own customers. 
The solicitors of the Electrical Contractors’ Association have 
been instructed to oppose the L.C.C. Bill in the House of 
Lords, and it is to be hoped that the whole trade will rally 
to the support of the Association in resisting this most 


objectionable form of municipal trading. 


THE preliminary report of the Depart- 

The Proposed mental Committee on the Royal College of 
Mi т. ed Science and Royal School of Mines has 
Science. formed one of the most interesting topics 

of discussion during the past week. It 

remains to be seen whether the Committee's suggestions will 
take permanent shape and confer the benefits of science upon 
future generations. Perhaps the most hopeful characteristic 
of the report is that the scheme will lend itself to consideration 
upon Imperial lines. Its least acceptable characteristic is 
the negative one that there is no clear indication of what is 


. to be effected by the fusion of the schools, and, unless 


London County Council scholars are to be admitted on 
special terms, no case appears to be made out in justification 
of tbe proposal to ask for an annual grant from the London 
County Council. If we seem to run against the proposal, it 
is not that we desire in the least degree to check the dis- 
semination of science and scientific methods amongst the 
millions of untaught throughout the Empire; but we have 
not forgotten the Imperial Institute, and we hope to see the 
main details of the scheme submitted to adequate criticism, 
and analysed by competent authorities, before it takes actual 
shape. 

The question is: What is the most effective means of 
imparting scientific principles and quantitative methods of an 
order sufficiently advanced to enable the problems of comfort 
and industry to be understood and pursned, more especially 
by British subjects? We are slow to believe that the 
answer lies in the unification of our technical colleges, sup- 
ported by voluntary contributions. This may be the obvious 
answer, but we confess that it does not convey the impres- 
sion of being the proper one. It is conceivable, as an 
extreme case, that if Oxford were to be co-ordinated with 
Cambridge, Edinburgh and Dublin, if Eton, Harrow, 
Rugby and Clifton were brought into liue, if the Royal 
Society rubbed shoulders with the Society of Arts, and if 
the Society of Arts osculated with the London Institution, 
economies could be effected both of time and means. But 
they would lose in point of character: their work would 
tend towards a stereotyped form, and in the limit there 
would be subversion of originality, and we should be led to 
confess that economy was no recompense for sterility. 

What is it that we want? We require an organisa- 
tion for the training of technical professional men 
of various kinds, the training of science masters, 
and their distribution where they can be properly paid. 
and we are anxious to encourage scientific research. 
These requirements are not necessarily satisfied by the 
same conditions. Possibly a moderate degree of unification 
would assist matters by setting up a standard of what 
teachers ought to know, and imparting it to them, but we 
are strongly of opinion that professional studies and "research 
work are best encouraged by fostering the differences that 
constitute the individualities of every college, every laboratory, 
every workshop throughout the country. Nature has always 
bestowed her gifts according to a plan which seems arbitrary, 
and it is scarcely to be expected that she will make an ex- 
ception, even of South Kensington. Where co-ordination is 
desirable, and where expenditure is, it seems to us, most 
properly applied, is in assisting bright scholars, of restricted 
means, to enter the more advanced colleges, and in giving 
them the chance to acquire not only science but the 
“ humanities.” If the proposed scheme could be shown to 
fall in with that great purpose, and to be essential to it, 
every objection would disappear. The danger is that a 
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stupendous institution · may be brought into existence for the 


training of men so much of one type that their market value 
will fall to a point even below that of men who аге to be 
obtained to-day for research work. 


WERE gas-power engineers more accus- 


ча даулы tomed to work out indicator diagrams from . 
Efficiency. the basis of the absolute vacuum instead of 


| from the atmospheric line, it is probable 
that better results might be secured. Another road that 
might lead to economy would be the practice of taking 


diagrams with a weak spring and a stop on the movement of. 


the piston, in order to obtain a clear picture of the processes 
inside the cylinder within, say, 15 lb. of the atmospheric 
line. As a rule, with a diagram scale suitable for pressures of 
300, or even 500, Ib. per square inch, the scale is so minute 
that nothing.can be read off clearly up to more than 20 lb. 
above the atmosphere. The line drawn by the blunted style 
may very easily cover a breadth of 10 Ib. pressure. 

A thermometer in the exhaust pipe close to the engine will 
greatly help to а clear idea of some of the losses of a gas 
engine. "The ordinary atmospheric or intake temperature is 
520° Е. absolute. Let us suppose, for convenience of cal- 
culation, that the exhaust temperature is 1,040? F. absolute 
(5479 F.). The volume of the exhaust will then be prac- 
tically double the volume of the intake. That is to say, for 
each cubic foot of cylinder capacity there will be 2 cb. ft. of 
exhaust volume, or 1 cb. ft. of gas in excess of the intake 
volume must be forced into the atmosphere. The atmo- 
spheric pressure is 2,117 lb. per sq. ft., or the work done in 
forcing 11 ch, ft. into the atmosphere is 2,117 ft.-lb. At 
the ordinary speed of 80 explosive strokes per minute, there 
will be 161,344 ft.-lb. of energy thus wasted per minute, or 
nearly 5 H.P. 

Nou, a gas engine of 1 cb. ft. cylinder-stroke volume, if 
it secured а mean pressure of 60 lb., would generate nearly 
21 H.P. If the same engine could be made to exhaust into, 
or, rather, through, a large ice-cold surface condenser, it would 
generate 25 to 20 H.P. Thesteam engine secures an economy 
from condensing, not because the condenser and air pump 
remove the atmospheric pressure, for they do not. The final 


. exhaust of the steam engine is pushed into the atmosphere, but 


it is not pushed in until it has shrunk to a small volume ; 
usually it has shrunk to liquid volume, and it does 
not require to displace a large volume of the atmo- 
sphere. In the gas engine there is по intentional 
condenser. Long exhaust pipes have been employed, 
the explanation given of their benefit being that the 
energy of the moving column of gas in the pipe 
exerts a pull upon the engine piston. This is not a satis- 
factory explanation, and the benefit, if any, would only be 
secured by the use of a gradually tapering pipe, so as to 
allow the gas to finish at a lower velocity. But probably the 
true cause of the gain is the cooling effect of the long pipe. 
The volume of gas is reduced, and there is less displace- 
ment of the atmosphere. Thus, in the case assumed, a 
reluction of the gas temperature of about 2609 F. would 
reduce the expulsion effort by one-half, or nearly 24 Н.Р. 
It would add a clear 10 per cent. to the power of the 
engine. 

There must be many cases where the exhaust of a 
gas engine could be cooled between the cylinder and 
the point of entry into the atmosphere without serious 
obstruction of the flowof the gas. The effect of such cool- 
ing would be shown clearly upon the enlarged scale indicator 
diagram. With hydrogenous gas the exhaust is largely 
steam, which would practically disappear with a really cold 
condenser. А gas engine condenser should be cheap to 
make ; its internal pressure would always be higher than 
that of the atmosphere, so that tightness would be of no 
material account. Its use is the same as that of the steam 
engine condenser—namely, to reduce the volume of the 
exhaust, gas, and therefore the work done in pushing aside the 
atmosphere. The doing of this work manifests itself as 
increased back pressure on the piston, but the fine scale of 
the diagram has prevented this from being sufficiently 
appreciated. 


NOTES ON IRON LOSS. 
By F. LYDALL. 


(Concluded from Vol. 56, page 1006.) 


ON comparing the two sets of curves, it will be seen that 
the agreement is very good indeed up to an induction of 
about 18,000 ; but that above this point the observed values 


are higher than the calculated values. ~ 


There are three possible ways of accounting for this, and 
it may be that they are included in the real explanation. 
First, the hysteresis may increase more rapidly than the 1°6th 
power as soon as saturation is reached. 

Secondly, if the induction curve is much distorted from a 
sine wave, as explained above, the curve of the eddy 
currents will be similarly distorted, and the R.M.s. value 
will be greater than that calculated on the basis of a sine 
wave. | | 
Thirdly, the magnetising winding, due to lack of space 
inside the ring, was not uniformly spread round the ring, 
but was wound in four sections, thus :— | 


FIG. 4. 


It will be obvious that for very high values of the mag- 

netising current there will be a certain amount of magnetic 
leakage ; and any such leakage field will. produce eddy 
currents in the plates. 
Of these three possible explanations, a high degree of 
probability can be assigned to the second and third. It 
might be thought that the actual value of the hysteresis 
could be deduced from the two observed curves by analysis ; 
but the curves do not seem to be sufficient!y accurate to 
warrant such treatment. The determination, therefore, of 
the law of hysteresis at high inductions must remain 
doubtful. | 

No claim is put forward for regarding these experiments 
as anything but qualitative. The inherent difficulties and 
possible sources of error can be easily understood when one 
considers that the experiments were made in the testing 
department of a factory with a home-made wattmeter ; and, 
further, that the wattmeter had to read accurately with a 
power factor as low as 3 per cent. The results, however, 
seem to justify the conclusion that the total iron loss in a 


Fic. 5. 


number of laminations subjected to alternating magnetisa- 
tion up to 22,000 c.G.s. lines per square centimetre can he 
calculated from the usual formule for hysteresis and eddy 
currents with an accuracy quite sufficient for most pur- 
Ses. 
e The raison d'être of the experiments was to ascertain 
whether the losses in the highly saturated teeth of modern 
direct current dynamos could be calculated by the ordinary 
rules depending on the density and the frequency. The 
results applied to this problem go to show that the dis- 
crepancy alluded to above cannot be credited to the losses in 
the teeth. It is, of course, possible that the eddy currents 
from plate to plate may vary with the density, but it seems 
D 
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unlikely. If, then, the above experiments can be relied upon, 
one way of accounting for the discrepancy has been 
eliminated. 

In the writer's opinion, the solution of the problem is to 
be found by examining in a general way the curves of iron 
loss of a number of machines. If several such curves һе 
compared, the following general conclusions will at once be 
obvious in all cases :— 

1. The curves do not follow throughout their range 
either the law of the 1:6 power or the law of the square. 

2. The shape of the curve changes gradually from approxi- 
mately the square to higher powers. 

3. This change invariably takes place when the saturation 
curve begins to bend over. 

4. The higher up on the saturation curve, the greater is 
the slope of the iron loss curve, or the higher the power of 
its variation. 

From these observations there is only one conclusion to be 
drawn when taken in conjunction with the experiments 
described above. From these experiments it is fairly safe 
to assume for practical purposes that the hysteresis loss 
varies as the 1°6th power of the induction even up to the 
highest values. The conclusion to be drawn, therefore, is 
that there is an additional eddy current loss which depends 
upon the saturation. 

In almost all cases the first portion of the magnetic cir- 
cuit to become saturated is the teeth, and it is therefore 
reasonable to argue that this additional eddy current loss 
changes its law of variation as soon as the teeth approach 
saturation. | . 

Further, if we analyse the iron loss when the teeth are 
unsaturated, we still find that there is a considerable loss in 
addition to the hysteresis and normal eddy currents їп the 
plates themselves. We therefore arrive at the following 
conclusions :— 

1. Át all values of the induction in the armature of a 
direct current dynamo there is a loss other than the normal 
hysteresis and eddy currents. 

2. This additional loss, to a certain extent, follows the 
9 u curve, and depends partly on the saturation of the 
teeth. 

In casting about for some suggestion to explain this 
additional loss, it must be admitted that there is very little 
reason for locating it in the teeth themselves. Any eddy 
currents caused by filing the slots should vary approximately 
as the square of the density, and it is very difficult to imagine 
any reason why such eddy currents should increase very 
rapidly as the teeth approach saturation. It is similarly just 
as difficult to suppose that, eddy currents from plate to plate 
in the body of the armature can satisfy the same criterion— 
viz., that of increasing very rapidly as the teeth approach 
saturation. 

If, therefore, the teeth and the body of the armature are 
eliminated, there remain only the surfaces—viz., the inside 
` surface, the outside surface and the ends. The air ducts 
may be left out of account, as the peculiar shape of the iron 
= curve is unaltered by the presence or absence of these 
ducts. 

Consider now the possibility of eddy currents in the end 
plates of the armature caused by magnetic flux entering 
them from the poles.* In most armatures the laminations 
are pressed up together and kept in place by means of thick 
end-plates of iron, extending from the shaft or the spider, as 
the case may be, to within 4 in. of the roots of the teeth. 
Now the lines of force that enter these plates from the outside 
will be proportional to the magnetic difference of potential 
between the poles and the body of the armature—in other 
words, to the ampere-turns per pole for the air-gap and the 
teeth. The eddy currents produced by this magnetic field 
will vary as the square of the magnetic density and as the 
square of the frequency. Putting this into the form of an 
equation, and calling E W the additional loss under con- 
sideration, A T the ampere-turns per pole for the air-gap and 
the teeth, / the frequency = г.рлп. x number of poles 
— 120, and ka constant depending on the dimensions of 
the machine— 

EW = K x (AT x fY. 


* Eddy currents in the ends of an armature have been mentioned, 
among other possible sources of dissipation of energy, by Prof. E. 
Wilson.—- Proc. Roy, Koe., June, 1902, 


Now, this equation certainly does fulfil the ои 
criteria. It represents an eddy current logs, as it varies wit 
the square of the frequency ; further, the loss will roughly 
follow the saturation curve, and will vary as the square of 
the density below saturation, and will increase much more 
rapidly as saturation is approached. 

The writer has analysed a great -many curves with the 
object of finding out how far this explanation holds good, 
and also to determine the constant K; and he has found 


that, in many cases, this rule holds good throughout the 


entire range of the observed curve. In some cases the coin- 
cidence of the predicted and observed curves was not good, 
but taking into consideration the fact that there was no 
means of finding out the hysteretic quality of the armature 
iron, and that in any single case there might have been 
further losses due to filing the teeth, the writer came to the 
conclusion that in the majority of cases the additional loss 
could be accounted for as explained above. 

The constant K will, of course, depend on the dimensions 
of the end plates, but for the construction shown iu the 
accompanying diagram (fig. 5, p. 3) the formula could be 
written— | 


| 2 
EW = 115 % (* =) 107? watts, 


where d is the diameter of either end plate in inches, a T the 
ampere-turns per pole for the air-gap and teeth, f the 
frequency = r.pm. x number of poles + 120, s the 
depth of the slot in inches. 

It must not he supposed that this eddy current loss in 
the end plates is the only loss that can occur іп addition to 
the normal hysteresis and eddy currents in the lam nations. 
Other losses can, no doubt, occur under certain circumstances, 
such as surface eddy currents due to filing out the slots, 
eddy currents between laminations due to slight motion 
rubbing off the skin of insulating oxide, or even at high 
saturations eddy currents in the solid copper conductors. 

If the above theory is reliable, all that can be said for it 
is, that it will enable the designer to calculate the minimum 
iron loss that will occur in any given case. 

To a scientific designer, however, such knowledge is of 
great importance in two respects, viz. in regard to the 
actual amount of the iron loss, and in regard to the localisa- 
tion of the various componente. 

For any given machine, the iron loss will. depend partly 
on the length of the air-gap and on the saturation of the 
teeth, and by using the above method the designer will be 
able to determine what price has to be paid for what is 
called a stiff field. "Thus for any given set of conditions 
there should be some definite proportion between the slots, 
teeth, air-gap, &c., to enable the greatest output to be 
obtained from an armature of given dimensions. 

Secondly, the heating of electrical machinery forms a dis- 


tinct problem in itself. One of the chief difficulties in this 


problem is to know to what extent the total watts lost in 
a machine can be pooled together as affecting the tempera- 
ture rise of the machine. There is no doubt that the dis- 
tribution of the losses cannot be disregarded ; in the case 
of a direct current armature the proportion between the 
watts lost in the conductors and the watts lost in the 
iron must be taken iuto account, and these watts cannot 
simply be added together. The best method of dealing with 
this problem is outside the scope of these notes, but the 
localisation of the various components of the iron loss should 
certainly afford some assistance in studying the question. 

In conclusion, {һе writer would suggest that the above 
explanation as to the iron loss could be very easily tested, 
either by taking comparative curves on the same armature 
with different air-gaps, or by fitting magnetic shields over 
the end plates, in the form of masses of iron as nearly as 
possible covering the ends of the armature, and remaining 
stationary while the armature revolved. 

Acknowledgements are due to Messrs. Siemens Bros. and 
Co. for permission to publish this account of the experiments 
carried out at their works at. Woolwich. 
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EnRATUM.—The paper on “ Iron Loss" referred to on 
page 1004, Vol. 56, as by Mr. Mordey, was the joint pro- 
duction of Messrs. W. M. Mordey and A. G. Hansard. | 
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INTEREST ON DEPOSITS. 
[Ву Оск LEGAL CONTRIBUTOR.] 


THE question whether those die supply electricity for 
lighting’ purposes under the terms of a provisional order 
have.any power to refuse to pay interest on deposits paid to 
them by consumers has recently been considered in the City 
of London Court. It is an important question, not from 
the point of view that there is a large sum of money at 
stake, but owing to the fact that the payment of interest to 
а very large number of consumers must inevitably complicate 
the accounts of an electric lighting company. 

It appears that the judge decided (a) that where a con- 
sumer has paid a deposit to secure the price of a meter, the 
compány or local authority must pay interest on the deposit ; 
(4) that the deposit cannot be applied in payment of an 
account for energy рө, unless the consumer assents to 
that course. 

Let- us inquire into the lav applicable: to these two 
questions. 


"The law ав to the provision of meters for the measurement: 


of electric current appears to be founded upon, but neverthe- 
less differs in important particulars from, that which applies 
to gas meters. By the Gasworks Clauses Act, 1871, Sec. 
14, “the undertakers shall supply to any owner or occupier 
of premises within the limits of the special Act requiring 
the same, a meter for registering gas supplied by them ; 
Provided always, that such owner or occupier shall, if 
required, previous to receiving such meter, give to the under- 


takers security for payment to them of ‘the price of such 


meter if he desires to purchase the same, ог of the rent of 
such meter if he desires to hire the same." By this Section 
the obligation to give security only arises if the consumer 
desires to purchase or hire the meter. In the case of electric 
meters, it is provided by the Electric Lighting (Clauses) Act, 
1899, that * where the value of the supply is under the special 
order required to be ascertained by means of an appropriate 
meter, the undertakers shall, if required by the consumer, 
supply him with an appropriate meter . . . . provided that 
previously to supplying any such meter the undertakers 
may require the consumer to pay to them a reasonable sum 
in respect of the price of the meter, or to give security 
therefor, or (if he desires to hire the meter) may require him 
to enter into an agreement for the hire of the meter as 
hereinafter provided." Clause 53 provides that a meter 
may be hired on terms arranged between the parties, or, in 
case of difference, as may be determined by the Board of 
Trade. Assume, then, that the undertakers simply demand 
and receive a sum of £2 as security for the price or hire of 
a meter; are they entitled to retain the interest ou this 
dum? 

It is submitted that unless there is some special provision 
allowing a consumer to demand interest, he must be taken 
to have agreed to forgo the interest as part of the con- 
sideration for his use of the meter. Otherwise it would 
appear that he is (in effect) allowed to have the meter free 
of charge, for the undertakers are bound to return the corpus 
of the deposit when the consumer ceases to take a supply. 

Further, by the common law of England, there is no 
right to interest upon money, except by contract ; and in an 
ordinary contract for repayment of money lent, or for pay- 
ment for goods sold, there is no implied contract for payment 
of interest. 

The same considerations appear to apply to a claim for 
intereat on a deposit paid for the express purpose of securing 
the charges for current supplied. Thus, where a prov isional 
order contains the following clause: Every owner or 
occupier of premises requiring a supply of energy . . . shall 
give-to the undertakers (if required by them so to do) 
security for the payment to them of all moneys which may 
become due to them by such owner or occupier, in respect, of 
апу electric lines to be furnished by the undertakers and in 
respect, of energy to be supplied by them," it is apprehended 
that interest need not be paid by the undertakers. — 

The above opinion is based on the statute law ; and inas- 
much as there may have been a special agreement to pay 
interest от other exceptional circumstances attending the case 


in the City of London, it does not necessarily conflict with 
the judgement in that case. 

As to the second question, there would appear to be no 
room for doubt that where a deposit is paid to secure the 
price or rent of a meter, that deposit cannot be applied to 
arrears of money due for energy supplied. 


—— | 
THE ROYAL SOCIETY CONVERSAZIONE. 


AT the second Royal Society conversazione of the season, held 
at Burlington House on June 23rd, there were very few 
novelties in the physical or electrical departments of science. 
A considerable number were exhibited at the previous 
conversazione in May, and these we have already described. 
The General Electric Co. exhibited several examples of 


` the “Osmi” incandescent lamp. This lamp in appearance 


is similar to the ordinary electric lamp, but in place of 
carbon the filament is made from the rare metal osmium, 
which when in a state of incandescence glows with extreme 
brilliancy. The advantages claimed for this lamp are: high 
fusing point, white light, higher efficiency, longer life and 
less heat. "The blackening of the bulbs is said to be in- 
appreciable. The consumption of power with the ordinary 
carbon filament is 3:0 to 4 watts per candle-power ; the 
consumption with the Osmi lamp is 1°5 watts per candle- 
power. 

Messrs. Siemens Bros. & Co., Ltd. had on view a 
specimen of the recently introduced tantalum lamp, 
described in our issue of January 27th last. The resist- 
ance of tantalum being much lower than that of carbon, 
a much greater length of filament is required for the 
110-volt lamp. The filament is wound in zigzag fashion on 
an insulating support, in the necessarily restricted space in 
the bulb. The efficiency of this lamp is stated to be the 
same as that of the Osmi lamp—namely, 14 watts per 
candle-power. The lamps exhibited required 3 ampere at 
110 volts, and gave a light of 25 x.c. 

Dr. W. J. Russell, F.R.S., exhibited photographs showing 
some curious effects of wood on the photographic plate. The 
pictures were produced by placing polished surfaces of wood 
in contact with the photographic plate in the dark. The 
action on the plate is supposed to be due to the action of a 
gas generated in the woody fibre. 'The photographs of the 
fibre of the wood obtained in this way do not always 
resemble those obtained in the ordinary way by illuminating 
the surface. RN 

А new kind of sundial designed by Prof. Albert Crehore 
was shown by Sir W. Н. Preece. The gnomon of the 
common form is abandoned, and tlie shadow of a small bead 
fixed on & wire is cast on the interior of a true cylindrical 
surface, upon which figure-of-eight, curves are drawn, mark- 
ing standard noon for each day of the year. The cylindrical 
surface is inclined, во that its axis, upon which the bead is 
fixed, is parallel to that of the earth. It thus represents the 
latitude of the place. · Тһе shadow of the bead travels 
across the cylindrical surface parallel to or on one of the circles 
drawn thereon. These circles represent days of the months. 
Each hour described in the circle is always of the same 
length, and a scale of minutes engraved on the cylinder 
enables true mean time to be read off directly to a few 
seconds. 


NOTES ON M.E.A. DISCUSSIONS, 1905. 


THE first paper of the session, which dealt with the subjec t 
of * Load Factor and its Effect upon an Electricity Station," 

was read by Councillor Sinclair, and ealled forth sundry 
criticisms at the hands of Mr. J. F. C. Snell, of Sunderland. 
The latter demurred to the author's load factor values, 
preferring to halve them as far as his own experience went: 

he further considered that £60 to £70 per Kw. of plant in- 
stalled being a usual figure, the authors figure of £120 per 
KW. of maximum demand, on which he had based a cost 
turve, was much too high. Ав regards the shortcomings of 
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the maximum demand system, he was in agreement with the 
author, and -felt that its days would be numbered во soon 
as electrical supply conditions approximated to those obtain- 
ing in connection with gas, by which time a flat rate would 
become general. In order to meet the severe competition of 
gas in Sunderland, his department had laid itself out to 
supply the large works, and he anticipated that it would sell 
7,000,000 power units this year, and 11,000,000 next ; the 
coal per unit generated had already fallen from 8 or 9 lb. to 
4˙8 lb., with а load factor of some 47 per cent. 

Both Bailie Willock (Glasgow) and Mr. H. Boot. (Tun- 
bridge Well&) dissented from the last speaker's views re- 
garding the maximum demand system; but Mr. Н. Faraday 
Proctor (Bristol), although a user of the latter system, was 
in agreement with Mr. Snell. The system, he pointed out, 
was correct in principle, but its fault lay in that it regulated 
the charge according to the individual consumer’s demand, 
and not according to the class of consumer. 


Mr. E. E. Hoadley’s paper on * Street Lighting " drew a | 


considerable expression of opinion of a not very hopeful 
character as to side street lighting by electricity and as to 
the means available for that purpose. 

Thus Mr. G. Wilkinson (Harrogate) pointed out that for 
this important work practically the only hope at present was 
the Nernst lamp. The latter was a monopoly, made only in 
Germany, and it was impossible to get improvements or 
modifications in constructive detail carried out. The 
average life test of his lamps was 580 hours, and 1,000 
hours he regarded as the maximum useful life for street 
lighting purposes. He reminded the author that in con- 
verting street lamps it was necessary to allow for the residue 
of capital expenditure on the displaced lamp. 

Councillor Stevenson (Edinburgh) contributed some inte- 
resting figures regarding the Edinburgh street lighting, from 
which it appeared that the cost per annum of the two- 
burner Nernst lamps was 45s., as against 44s. for the 
incandescent gas lamps. — In regard to the arc lamps, which 
will shortly number 1,200, the last instalment would cost 
per annum £9 10s. each only, as compared with £9 168., the 
cost of the four incandescents which each one replaced. 

Mr. Wilmshurst (Derby) commended the arc for main 
street lighting, but expressed disappointment at the short 
burning hours of the flame arc. He attributed much of 
Mr. Hoadley's success in street lighting to his large revenue 
per lamp, a figure quite double that obtaining in many 
localities. He further found fault with the construction of 
the Nernst lamp, and recorded but poor. results from 
its use. 

Mr. Haydn Harrison drew attention to the published 
results of Mr. Bradley, of Westminster, and Mr. Pearce, of 
Manchester, which he considered showed the inferiority of 
the incandescent gas mantle ; he further suggested that some 
common practical basis of comparison was necessary, and 

Mr. Fedden, following, considered it all a matter of price— 
an opinion which is certainly borne out by the fact that at 
Sheffield, where the price of gas is only 1s. 2d. per thousand 
cb. ft., there is no public electrie lighting. Mr. Fedden's 
extended trials of different types of lamp led him to favour 
the Tantalum lamp, and he is fitting à number of these 
two in series on 200 volts, the power consumption being less 
than 2 watts per candle. 

Curiously enough, if we remember aright, only one 
speaker referred to the Bastian mercury vapour lamp as a 
medium for side street lighting. Such lamps, rated at only 
у watt per candle, have burned for 2,500 hours in the 
St. Pancras streets, although that does not represent their 
limit ; and taking account of their simplicity, adaptability 
and cheapness, both in first cost and renewals, we were 
prepared to hear considerably more of them than we actually 
did. 

Turning to the Glasgow meeting, at which Mr. Kilgour's 
paper on ** Costs and Tariffs, &c.," claimed first place, it was 
apparent that the majority of the members were in favour of 
a simple system of charging, and furthermore, that it should 
be based rather on the commercial possibilities of the case, 
than on the costs of supply. - | 

The question of preferential treatment of, say, a power 
consumer having works close to the generating station was 
raised by Mr. Shawfield (Wolverhampton), it being 
impossible to frame either flat rate or sliding scale, which 


would treat such а consumer, and one at a considerable dis- 
tance from the station, equally fairly. Against this, of 
course, it may be argued that all consumers have a right to 
equal rates, they not being responsible for the location of 
the generating plant : this argument is clearly of little value, 
ав the principle of giving good terms to the most profitable 
consumer underlies nearly all systema of charging. 

Alderman Robb (Tunbridge Wells) gave expression to the 
troubles involved in connection with the maximum demand 
system of charging, and in finding a suitable substitute. 
Business men will appreciate his remark, that the scientific 
aspect, of the sale of electricity should be strictly confined to 
the works, and- should not in any way enter a consumer's 
premises. He considered it impossible to classify consumers, 
and suggested that the question would be solved eventually 
by a flat rate for ordinary work and special charges in special 
cases. 

Mr. J. F. C. Snell (Sunderland), whose advocacy of flat 
rates excited some comment on the previous day, pointed 
out that underlying them was the maximum demand 
principle. His method of fixing charges was to calculate 
the costs of the last year, and estimate those of, say, 
two or three years ahead ; with these limita 16 was possible 
to fix a mean price, which, although barely profitable in the 
first instance, would be so a few years ahead: this method 
he recommended, as being easily understood by a committee. 

Ав to whether it is legally possible to differentiate in 
favour of individual consumers, much doubt seemed to exist. 
Alderman Pearson (Bristol), however, pointed out that in 
changing their town clerk they had changed their legal 


opinion, and judging from what has been accomplished else- 


where without hindrance, the difficulty in the majority of 
cases would appear to be more imaginary than real. 

The second paper read at Glasgow was by Councillor 
Hodgson (Salford), and dealt with the question of power 
supply by municipal authorities. 

This paper, which was dealt with on p. 1076 of our last 
issue, led to somewhat protracted remarks from the civic 
representatives of Bristol, West Ham, Poplar, Sunderland, 
&c. As might be expected, all were agreed that the power 
companies must be excluded from their respective areas, and 
that to this end it was necessary to be in a position both to 
give a supply and to quote power rates comparable with 
those of any competitor. Instances were given of the 
policy pursued by Bristol and Sunderland, although the 
prices quoted for power supply appeared somewhat high. 

Alderman Pearson (Bristol) stated his belief that finan- 
cially everything favoured the municipality as against the 
power company, and that, in any case, the majority of the 
latter would never get as far as practical operation. 

Although the financial status of municipal electrical work 
is at. least open to question, and though it may never 
happen that the boroughs represented by the worthy coun- 
cillors are entered by a power company, yet to the latter 
is due the sudden awakening and great solicitude for the 
welfare of the power consumer, so much in evidence at the 
meeting. 

The remaining contributions to the proceedings came front 
Mr. A. B. Mountain (Huddersfield), who dealt with“ Ex- 
tensions to Outlying Areas,’ and Mr. А. К. Sillar (Col- 
chester), whose subjéct was “ Free Wiring." 

The former paper led to an expression of opinion that the 
outside bodies were averse to taking a supply from a central 
authority, on the ground that this was a first step towards 
incorporation with the latter. 

Mr. S. L. Pearce (Manchester) thought that such exten- 
sions were often inadvisable from an engineering point of 
view, from his experience in the Manchester district, and, 
furthermore, that difficulties existed in the carrying out of 
overhead transmissions in any but rural districts. 

Mr. R. A. Chattock (Birmingham) considered that Parlia- 
ment did not favour outlving distribution by central 
authorities, although such a system was cheaper for the 
outside community than buying and distributing for itself. 

Both speakers agreed that the Board of Trade was not 
favourable to overhead mains, and that a uniform price over 
the whole area of distribution would be a necessity. In 
regard to the latter, however, the representatives of Birken- 
head and Eastbourne pointed out that they were already 
supplying such outlying areas at an increased price, and had 
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experienced no difficulty from the B. of T. То sum up, it 
would appear that local prejudice is the great obstacle 
to the development on commercial lines of electricity supply 
in outlying areas. | ö 

The figures given by Mr. Sillar, in the last paper of the 
session, were the subject of much discussion, evidently 
varying according to the locality with which the speaker 
happened to be acquainted, and being generally regarded as 
too favourable. -The deficiencies of the average slot meter 


were generally conceded, although Mr. Sillar expressed com- . 


plete satisfaction with the working of the B.T.-H. prepay- 
ment meter, adopted in Colchester. | 

‘Mr. E. T. Williams (Gibraltar) referred to his experience 
in that town, half the revenue being derived from pre- 
payment installations. Не commented on the unfairness of 
charging extra per unit, as in that case the good consumer 
paid more than the bad one. In Gibraltar- a ‘hire-purchase 
system at 15s. per lamp was in vogue, the installation 
becoming the property of the user in 14 years; for smaller 
installations a fixed charge of 1s. 6d. per 8-c.P. lamp per 
month was made, dispensing with meters, &c. 

Mr. Vignoles (Grimsby) had known many free-wiring 
contractors go bankrupt before their installations were paid 
for, and Alderman Butterworth (Derby) expressed the 
opinion that there was no real security for free-wired instal- 
lations, an opinion which is supported in more than one 
quarter, and is generally justified. | | 

On the whole, speakers in the various discussions were not 
lacking, and one is bound to concede the fact that the 
average councillor found much more to interest him and to 
talk about (especially the latter) than in former years. 
This is a good sign, if, as we believe, it indicates a more 
thorough comprehension of the business of electricity supply, 
à knowledge of which has not necessarily accompanied the 
holding of office under such circumstances heretofore. 


М.Е.А. ANNUAL BUSINESS MEETING. 


The annual business meeting of the Association was held at 
Edinburgh on Friday, 30th ult., the retiring President, Mr. F. A. 
Newington, presiding. The first business was the selection of a 
President for 1906, and Mr. J. E. Edgcome, of Kingston-on-Thames, 
was duly elected, it being also agreed that next year's conference 


The other office-bearers elected were: Mr. S. E. Fedden, 
Sheffield, апа Mr. C. D. Taite, Salford, vice-presidents; Alderman 
G. Pearson, Bristol, hon. solicitor; Mr. J. H. Rider, London, hon. 
treasurer; and Mr. H. Faraday Proctor, Bristol, hon. secretary. 
The Council was elected as follows: Alderman Bruce, Sunderland ; 
Alderman Е. Elvy Robb, Tunbridge Wells; Alderman J. P. Smith, 
Barrow-in-Furness; Bailie Willock, Glasgow ; Councillor Sinclair, 
Swansea; Mr. R. A. Chattock, Birmingham; Mr. W. Lackie, 
Glasgow ; and Mr. Day, Bolton. 

Mr. J. H. Rider submitted the annual report, from which it 
appeared that there had been a continued increase in the member- 
ship, the total now being 391. The principal matters which the 
Council had dealt with were the Supply of Electricity Bill, and the 


` should be held in London. 


Board of Trade and Home Office proposed revised regulations. 


Referring to Local Government Board loans, the report commented 
on the hardships imposed by the lack of uniformity in terms for 
the repayment of loans, it being felt that some united action 
should be taken in this matter. The Supply of Electricity Bill in 
its present form, the report said, was much improved, aud possessed 
many good features. It, however, did not appear to define as 
clearly as desirable the limitations of the powers conferred on 
the Board of Trade. | 

The treasurer's report stated that the Association had £187 1s. 4d. 
in hand, as against £141 5s. 3d. in 1903. 

Alderman J. P. Smith (Barrow-in-Furness), referring to Local 
Government Board loans, moved a resolution to the effect that the 
meeting viewed with serious apprehension the recent action of the 


Local Government Board in reducing the already short period for . 


the repayment of loans for electrical undertakings, and empowering 

the Councilto take such steps as were thought necessary to secure 

more equitable апа uniform terms. | 
Mr. J. Е. С. Snell, in seconding, said they were prepared to take 

a period of 25 years, but not one of 20 years. i 
The resolution was adopted unanimously. 


Baling Press.—Mr. Н. I. Ковккта, of Victoria 
Chambers, 42, Castle Street, Liverpool, is showing at the, Colonial 
and Indian Exhibition at the Crystal Palace, his patent baling 
press, driven by a 2]-H.P. G.E. Co.'s motor. These presses are 
designed for baling cotton, wool and jute, and, it is claimed, 
possess exoeptional advantages in the way of ease of working and 
economy, as compared with hydraulie presses. 


detail. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until thé following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer's name and address in our possession. 


Imperial Preferential Policy. 


Though taking two columns of your space to criticise, in 
the style of the very superior, but anonymous person, a small 
shilling book on a subject with which he says “ the country 
is gétting a little bored,” your reviewer does not think it 
worth while to give any idea of the date of these reprinted 
lectures. Had he done so, his criticisms would be liable not 
to have the same point to the impartial reader. 

Your reviewer suggests that my position as a believer in 
the theory of Free Trade, whilst pronouncing myself as 
opposed to its present form, in practice is illogical. In 
reply, I can only repeat, if Free Trade were practised 
throughout the world, there would, in my opinion, be no 
need for fiscal reform. Moreover, I see no objection to the 
term Protection when used in a political sense any more than 
when used in a general sense. I am not, however, in 
sympathy with those who desire Protection merely for selfish 
reasons, connected with their own particular business only, 
and who are in no way concerned with the position of their 
country and its empire as a whole. This was the Protection. 
first brought forward many years ago. 

Your reviewer expresses many statements of opinion as 
though they were statements of fact. For example, he says 
* throughout the book Chamberlain is the Court of Appeal." 
Your reviewer also indulges in various cheap forms of sneer, 
and quotes single sentences without giving the context or 
general sense of my remarks. Further, he finds it con- 
venient, apparently, to refer to the fact that I do not give u 
large number of statistics, but omits to mention mf reason 
for not doing so. Не also fails to refer to the circumstance 
that these lectures were intended as a preliminary survey, 
and that I expressed my iutention of dealing with the various 
branches of the subject in greater detail later. 

Your reviewer takes up the line that, as a matter 
of course, his knowledge of political economy must be greater 
than that of the.author he is anonymously reviewing ; but 1 
suggest that there is no necessity to drop gentlemanly con- 
sideration for your fellow beings, because you do not happen 
to agree with them—especially in political matters. 

I am disinclined to go into your reviewer's remarks in 
No useful purpose would be served thereby with a 
“ cock-sure " individual at the other end. We all know it is 
uncommonly easy to write in the style of criticism indulged 
in by your reviewer. I should be glad, however, if your 
reviewer would read some recent remarks of Mr. James 
Swinburne (for whom, if he is a member of the same pro- 
fession, he probably has as much respect as I huve) on the 
subject of reviewing. Mr. Swinburne is, I believe, а worthy 
representative of the Free Import School, and for this reason, 
too, his remarks may appeal to your reviewer. Mr. 
Swinburne comments on the fact that we have too many 
anonymous reviewers who find it necessary t$ adopt the 
„superior person“ tone that 1 allude to. The impartial 
mind of any worth is not, as a rule, convinced by such a 
tone. 

I am glad to see that, оп p. 1002, the ELECTRICAL 
Review, in its leading article, is willing to adopt Mr. 
Chamberlain's phrase, think Imperially," and wants its 
readers to think Imperially," even though in the same 
number it publishes a review which is largely taken up with 
condescending adverse criticism concerning Mr. Chamberlain. 
Charles Bright. 


Reform Club, June 28th, 1905. 


P.S.—As an example of your reviewer's contention that 
“the country has shown itself to be surfeited with the sub- 
ject,” he says that * publishers find that the demand for 
literature on the subject shows a remarkable falling off.” 
If, however, he cares to inquire from my publishers 
Messrs. P. S. King & Son—he will find that some 350 
copies of the book under review were sold within the first 
fortnight of publication, and that at the present time there 


are only 81 copies remaining in stock.—C. B. 
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The Value of Consular Reports. 


P= The omniscience of the commereial attaché is a thing that 
must astound all those who are not personally acquainted 
with that gentleman. 

He is, no doubt, a man with an abnormal mind, and what 
he does not know cannot be worth knowing. One attaché 
is appointed by Н.М. Government to answer every kind of 
commercial inquiry relating to France or Belgium, another 
is supposed to be able to deal with all the details of the 
trade of Austria-Hungary, Italy and Greece, while a third 
keeps an eye on what is happening in such little places as 
Germany, Denmark, Holland, Sweden, and Norway 

All this is very wonderful—in the words : * And still the 
wonder grew, that one small head could carry all he Е 
our state of mind may be summed up. . - 

Your readers will probably continue to wonder to some 
practical issue. At all events, the ELEcTRICAL REVIEW 18 
to be congratulated for setting another stone rolling. 


Н. 8. 


“А. Ав” comments upon the subject of consular reports 
will, it is to be hoped, have drawn additional attention to 
your able leader upon that theme. For any nation having a 
defective intelligence department to hope to realise commer- 
cial prosperity through the world's markets is absurd. For 
such a nation as Great Britain, which is essentially a trading 
community, to neglect to inform herself upon all matters 
touching in any degree the commerce upon which her exist- 
ence depends, would be to seek extinction. 

Every Britisher, and all who know the British character, 
will be certain that this country’s trade would not be per- 
mitted to leave these shores without a desperate struggle on 
the part of John Bull & Co. That goes without saying. 
Already, however, pressure is very heavily upon us, in our 
electrical industry often cruelly so, and to wait until depres- 
sion in foreign trade compels us to hold, as with bull-dog 
tenacity, to the trade we own by acquisition, and, therefore, 
love, would be to add misery to the struggle. Already we 
are on our mettle, and every manufacturer and shipper 
means to be, for is it not a fact that our electrical exporta are 
practically stationary ? 

When Great Britain first became a trading community, 
her traders worked as self-contained individuals, each 
acquiring by his own wit the intelligence concerning his 
own trading house. The nation is now grown to first rank 
in the commercial world, and some of the conditions have 
become modified. The question for to-day should, therefore, 
be, Are our means of acquiring intelligence concerning our 
industry efficient, and could the cost be reduced ? 

“А. A.'s" suggestion that the manufacturers should 
tackle the question seems to be good and timely. To the 
REVIEW we owe the suggestion that our consular reports 
should be dealt with by technical experts. In no other 
branch of industry is this more marked than in electrical 
engineering, which, as every engineer will recognise, abounds 
in technicalities beyond the scope of any but the highly- 
trained specialist. Such an expert, if properly selected, 
should be able, by fulfilment of his office, to very materially 
increase our foreign trade, and at a time when money circu- 
lates as hardly as at present, foreign trade is indeed, a boon. 

As to whether this specialist should be a Government 
official or a servant of our own institution, another pen may 
perhaps deal. 

B. B. 


The state of things to which 1 was called in the 
leading article of your issue of June 16th would appear to 
account very largely for the curious coincidence, that the first 
person we meet on arriving at a Continental centre of com- 
mercial activity is usually the German representative of a 
competing firm, who appears to have settled there about two 
days earlier, 

‘It is difficult to say if this is due to more perfect organisa- 
tion of the Commercial Intelligence Department of a country 
which has always been celebrated for co-operation amongst 
its traders, or if it is merely evidence of the resources at the 
command of very extensive private concerns. 

We appear to be inclined to throw the onus of the matter, 


as usual, upon the Government ; but surely the function of 


the Government is rather to protect the trader as he goes 
about his business, than to come and call him in the 
morning. It must, also, be a matter of some delicacy for a 
Government official to show himself actively interested in 
endeavouring to secure early information in the interests of 
his own country, as it were, though really in the interests of 
commerce generally. 

An association for the purpose of keeping the oneris 
well informed, supported by subscription of those firms 
receiving the intelligence, and having representatives at 
suitable centres, reads very well, but might not commend 
itself to the parties interested, amongst whom competition i8 
necessarily keen. 

The most satisfactory solution would appear to be for the 


matter to be taken up by some society which already hus 


members in every country, such as the Institution of Elec- 
trical Engineers. Of course, one would not anticipate that 
every member could, with justice to his employers, enrol 
himself as agent, but there must be а very large number to 
whom it would be possible. A central bureau to receive and 
disseminate the information gathered would complete the 
organisation. The expenses might be met by special sub- 
scription from the recipients of the information ; or even а 
small percentage devoted out of the present contributions 
without seriously affecting the quality of the post-symposial 
coffee. 
C. B. 


Indication of Leakage, and the Home Office Rules. 


In your issue of June 30th, Mr. M. B. Field very rightly 
draws attention to the disturbing effect of capacity currents 
in connection with the various three-phase leakage indicators 
which have recently been described in your © Correspondence "' 
columns. We venture to think, however, that he is wrong 


.in assuming that the designers of such instruments have 


overlooked this matter. 

It is really a question throughout of whether absolute or 
comparative indications are required. In the case of direct- 
current systems, we have, as already mentioned, devised an 
apparatus by means of which both the leakage current and 
the insulation resistance of each main can be absolutely 
determined. In the case of three-phase systems, however, 
owing to capacity currents and other causes, it is, as Mr. 
Field points out, a much more difficult matter. As a matter 
of fact, however, the capacity current will be almost constant 
from day to day, so long, of course, as the same sections of 
cable are employed. "That being 80, any increase or decrease 
in the deflections obtained indicates а change in the 
insulation of the system, for better or worse, as the case 
may be. 

We shall hope shortly to publish some typical readings 
taken on our various instruments ; for the moment, how- 
ever, we may say that, as far ав our experience goes, the 
capacity currents do not generally reach serious proportions. 

It should be remembered that we are now speaking only 
of insulated systems, and that these are, as a rule, low 
tension. 

The following set of readings, which were recently seut 
us, are interesting in this connection :— 

Reading on line А, 0 milliamperes. 
» " B, (2 ” 
” C, 11 

It should be mentioned that the resistance of the instru- 
ment in this case was 3,500 ohms, and the voltage was 550. 

With reference to Mr. Field’s remarks on the subject of 
instruments for earthed systems, it should be mentioned that 


‘Rule 7 only lays down that leakage indicators are to be fixed 


on wholly insulated systems, but the Home Office inform us 
that they consider the use of leakage indicators on earthed 
systems also to be very useful. Under these circumstances, 
however, it is not, of course, essential that the instrument 
should accurately indicate the thousandth part of the leakage 
current, but should rather serve as an indicator of the 
occurrence of a fault which would be too high in resistance 
to be discovered in the ordinary course. 

We quite agree with Mr. Field as to the difficulty of 
winding transformers for a constant ratio at all currents. 

Everett, Edgcumbe & Co., Ltd., 
KENELM Ерасомве, Dircetor, 


W T July 4th, 1905. 


— 
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Costs of Power Generation. 


As a matter of interest to the electrical trade in general, 
but more especially to those engaged in the sale of machinery 


and current for power purposes, would it not be possible for 


you to publish in your valuable paper an article dealing with 
the cost per B.HeP. per hour of the various motive powers, 
such as steam, town gas, suction gas and oil, giving, at the 
same time, the price allowed for coal, gas or oil, as the case 
may be, and allowing a fair and reasonable amount for 
maintenance, depreciation, &c., but ignoring the question of 
skilled or other labour for running same ? 

Being engaged myself in pushing the sale of electric 
motors, I find the manufacturers do not know the actual Н.Р. 
being used by them, апа not being in possession of the 
necessary figures myself, I should, and I have no doubt 
many others would, find them most useful in combating the 
Statements of our rivals. 

Motive Power. 


[The great difficulty in the way of adopting our corre- 
spondent’s suggestion is that of finding anyone qualified to 
speak with the authority of wide personal experience on all 
these points. If readers who are interested in the subject 
will furnish us with brief statements, each based upon 
personal knowledge of one or other of the agents named, we 
shall have pleasure in publishing them in a suitable shape for 
ERT provided that sufficient data are received.— Ens. 

.R. 


Novel Methods in Australia. 


We are learning something new every day. According 
to Mr. E. Kilburn Scott, M. I. E. E., A. M. I. C. E., in a certain 
Australian station, when one of several compound-wound 
generators, running in parallel, is taken off load, they have 
discovered that by cunningly inserting shunt resistance 
presumably by means of the field rheostat the current 
taken from the machine in question may be reduced to a 
minimum, and а very small arc is the result of switching 
out. Perhaps Mr. Scott will tell us how this is usually 
done in similar cases if not in the manner described. 


. Equaliser. 


A correspondent inquires for the names of firms who make 
а light portable punch for shipyard work, driven by an 
electric motor through a chain. 


Another correspondent wants to know the name and 


address of the manufacturers of the“ Bandy " arc lamps. 


MUNICIPAL TRAMWAYS ASSOCIATION 
(ANNUAL CONFERENCE.) 


APPROPRIATELY enough, this Association held its annual 
Conference at the Agricultural Hall during the opening duys 
of the Tramways Exhibition, and considerately enough the 
business of the Conference, as represented by the papers 
which were read, was neither of sufficient bulk nor of import- 
ance enough to withdraw the attention of the members for 
any length of time from the much more interesting business 
which awaited them outside. 

Mr. Alfred Baker opened the proceedings of the Conference 
with his Presidential address, which covered the usual 
dicam in the able fashion for which we are accustomed to 
ook. 

The membership has not increased so rapidly as in pre- 
vious years, but there are 55 corporations and 82 managers 
and chief assistants enrolled. The total capital sunk in the 
undertakings represented by members exceeds twenty-one 
millions sterling. 

Mr. Baker waves the scalp of the Chicago tramways com- 
panies in triumph, and chuckles blood-thirstily at the 
thought that British example supplied the knife. He 
expresses the hope that it will be kept whetted for future 
nse, and considers that the action of Chicago should stifle 
the arguments which the opponents of municipalisation 
have drawn from American freedom and individualistic 


ко 
l we think it unwise to adorn arguments for 


either side by American illustrations, and we cannot refrain 
from suggesting that although “ it must be remembered that 
the civic life of America is comparatively young . . . it 
i8 older in vice than ever we hope to see the equivalent 
British institutions. Chicago sent for Mr. Dalrymple, of 
Glasgow, to teach it how to set about municipalising its 
tramways, but Mr. Dalrymple is reported to have seen such 
sunken rocks ahead that he thinks poorly of the city’s pros- 
pects in its new endeavours. " 
Knowing, as we know, and as all the world knows, to 
what base uses the powerful forces of municipal control are 
put in many American cities, and how much more powerful 
those forces would become if the vast tramway systems were 
put into the same side of the scale, we cannot applaud the 
sense that prompts the champions of local government in 
England to make capital out of the dubious moves of the 


local politicians of America, for such a course will re-act un- 


t 


pleasantly later on. 

Mr. Baker proceeded to speak of the possibilities yet before 
tramways in the almost unexplored field of parcels and goods 
traffic on a large scale. The suggestion made by Mr. 
Bellamy in his presidential address last year, that the Asso- 
ciation should confer with representatives of municipalities 
and County Councils as to the preparation of a memorandum 
on the subject for presentation to the Minister of Agricul- 
ture, has been considered during the past year by the execu- 
tive committee, but no definite proposal was to be laid before 
that meeting, as the subject is so large and important that 
more time has to be spent over its consideration. 

Let us hope with Mr. Baker that the scheme may fructify 
during the coming year, and let us suggest that the in- 
clusion of certain private tramway interests in the future 
conference would tend to make the eventual solution of the 
problem more universally satisfactory. 

A good deal of stress was laid on the crying need for 
increased speed limits on tramways, and effective use was 
made of the Liverpool concessions, which are well known to 
our readers. The helpful evidence of the Chief-Constable of 
Liverpool before the Royal Commission on London Traffic was 
quoted again. It is to the effect that increased speeds 
have resulted in an actual decrease in the number of street 
accidents. . 

In view of the recent perturbation of the public mind 
over the revolution which motor vehicles were to make in 
strect traffic, Mr. Baker did well to mention the subject at 
some length. He quoted the only published figures (out- 
side the pages of a prospectus) relating to the cost of 
running motor-buses. They refer to Hastings, and 
appeared in the Tramway and Railway World for February 
qth. They read as follows :— 


General repairs and tires per mile pe 3°50d. 
Wages „ driver, cleaner, &c.) ... 2:50d. 
Oil, fuel, &c.... ' .. ios ay ps T 2:00d. 
Other expenses, including depreciation at 20 
per cent. И a Sy 98 н 330d. 
Total 11:5d. 


Mr. Baker stated further that the result of а year's 
working shows a heavy loss, and he compares the above 
total with the average cost per mile of six of the largest 
electric tramways in England, which comes to 6:12d., and to 
*'15d. only when the interest and sinking fund on the 
permanent way and overhead equipment are taken iuto 
account. We might add, in justice to the motor-'buses, that 
a further addition ought to be made for depreciation, but it 
would be difficult for the most pessimistic accountant or 
auditor to annihilate the outstanding balance of 4:354d. in 
favour of tramways by the inclusion of this item. 

Tires, of course, are the chief trouble. "They cost 2d. to 
21d. per car-mile, and Mr. Baker estimates the cost 
per bus per annum for tires alone at £342, whereas the 
corresponding cost for steel tires, running only 50,000 miles 
per tire, i8 £5 58. | | 

Perhaps Mr. Baker might have gone on to explain that 
motor-' buses have a distinctly useful field, which is likely to 
be exploited and much extended in the future. 

With a few remarks on the danger of standardisatiou 
affecting progress, the address was brought to a close. 

That Mr. Rider is too busy to write papers is reflected in 
the paper which he read on ** Charges for Supply from Com- 
bined Lighting and Traction Stations," for in the doubtful 
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phrase of an unlettered humorist of our acquaintance, much 
of it “has got whiskers,” being occupied by an explanation 
of the elementary principles on which all tariff systems of 
charging are based. | 

The author does little to prove his thesis, which, in reality, 
needs no proof, but confuses the issue by mixing up cost of 
production and selling price. He says, for instance :— 
* To show the absurdity (of regarding the costs of generating 
at separate traction stations given in certain statistical 
tables as standing for the real total costs) we have only to 
ask whether they (the undertakings owning the stations) 
would sell energy at the total costs there given, plus 10 per 
cent. We have an answer from Glasgow, where, although the 
so-called total power costs were only *41d. per unit, 1,243,532 
units were sold last year to the electricity department at an 
average price of 1:474. per unit." And he proceeds imme- 
diately :—“ There is no doubt that in some cases the price 
charged for tramway energy is too high. n. 
. He clinches the argument by the use of an isolated 
instance, to which the very fault which he exposes in the 
next sentence appears to attach in rather an exaggerated 
form. But have we nothing to say for Glasgow? Whether 
we agree with her policy of separating the two supplies is 


outside the immediate question. Mr. Rider refers to the 


emergency supply which the Glasgow tramway plant 
gave to the lighting maius, and he wants us to see with 
him that the charge of 1:47d. per unit is excessive if the 
total costs were only *41d., and that the latter figure is really 
incorrect. 

It may be true that it does not include all that ought to 
be included before such a complete title can be applied, but 
Mr. Rider forgets for the moment the very point that he 
presses later, that the million odd units sold at 14d. were 
supplied (we take it) under the high maximum demand 
and low load factor conditions of a lighting station, and 
formed a tithe only of the total output. 

If such an emergency supply had beeu sold by the tram- 
ways to the lighting department at a price three times that 
of the total cost, the use of the illustration would have been 
more than justified. 

We like the paper in that it may bring home to many of 
the councillors who heard it the conscience-stirring thought 
that the tramways in their respective towns are being 


inuleted for the sins of the lighting undertaking, but that is 


а point which has been sharpened and dug in by us, and by 
our contemporaries, so often that no councillor should have 
been unprodded, although many may be unrepentant. But 
then 

It does seem an obvious proposition that a town owning 
both tramways and lighting, is well advised to reduce the mean 
total cost of both services by using the virtues of the one to 
palliate the shortcomings of the other, and to debit each 
with the actual cost of generation as nearly as it can be 
ascertained in each case, instead of playing a game of shop 
between two pockets of one purse. Й 

The discussion on Mr. Rider's paper was about as illu- 
minative ав a penny dip in a fog. 

No worse place than Berner's Hall in which to hold а confer- 
ence ean be imagined. Underneath our feet the floor heaved 
with the thud and boom of the gas engines in the basement, 
from the right came а hubbub of street traffic. passing over 
stone setts, while the rear was bombarded by the cheerful 
blast of the Luton Red Cross Band. 

Mr. McElroy thinks that the question of a combined or 
separate generating station for traction and lighting is one 
Which is answered according to the point of view of the 
speaker. For the sake of the honesty of the parties to the 
discussion we should hope that he is right. Не believes, 
with us, that the true point of view is that of the munici- 
pality, not of a department or individual. In this he was 
supported by several speakers, notably Bailie Alexander, of 
Glasgow ; Treasurer Lyon, of Aberdeen : Alderman Нау; 
and Mr. Peter Fisher, of Dundee. But there were others 
who floundered about in a comical and withal a tedious Way, 
trying to prove, by the handle of their own village pump, 
that separation is the best policy. "n | 

Mr. Spencer, of Bradford, acknowledged that hitherto 
the price to be paid by the tramways department for energy 
supplied by the electricity department has been settled as a 
bargain between antagonistic committees, but he thinks that 


sounder views are about to prevail. Не was ill-advised 
enough to start quite gratuitously the: depreciation hare, and 
said enough to show that he is a heretic of the worst kind. 
Mr. Tittensor, of Preston, kept him company by remarking, 
in the course of a speech which might have had been shorter, 
that the depreciation fund ought to be looked on as “ avail- 
able profit." His whole speech was more Ibcal and dogmatic 
than impartial and broad. 

Bailie Alexander took our ground in explaining that the 
1} million units annexed by Mr. Rider for his own purposes, 
were generated at a time of peak load in the lighting system, 
but were charged at 14d. instead of 6d., which was the rate 
charged by the lighting department for the same units to 
consumers. 

Mr. Peter Fisher paved the way for Mr. Rider's reply by 
re-stating the principles which the paper enunciated. 
Mr. Rider had asked, Can combined stations supply all 
services better than separate stations, and suggested that 
the price of traction supply from a combined station should 
be based on the well-known principles of the maximum 
demand system. 

The discussion, however, had gone off on the lines of 
* Do combined stations supply tramways on better ternis 
than would be obtained from a separate station ? and * the 
price at which combined stations actually supply tramways 
is outrageous." 

Mr. Rider further elaborated those remarks, and laid 
stress on his real contention, that there ought to be one 
electricity department, which should control the whole 
Supply of energy for any purpose whatever, and that if a 
proper and equitable basis of charge were formulated by every 
central committee, there would be no room for the troubles 
adumbrated by some of the speakers. 

Those are really sound principles, and if every chairman 
and manager who heard them enunciated were to go to his 


own place revolving them in his mind, he would find him- 


self shortly drawing in deep breaths of a wider and purer 
atmosphere than he had previously dreamed of. | 

Municipalism runs too much to air-tight compartments, and 
the men who help to knock down the intervening bulkheads 
will live to rejoice in the free air of the single house, in. 
which each man’s work adorns the whole, rather than the 
chamber in which he lived before. 

Mr. Luntley's paperon ** Motor-’buses” is of but little value, 

as it is not based on ascertained figures or experience of any 
sort. 
. Mr. Blain, as we all know, has decided views on the 
subject of ** Rules and Regulations for Tramway Emplovés," 
and his remarks are to be respected as those of an expert. We 
agree that vicarious discipline, as expounded by too many 
managers, expecially of the smaller undertakings, is 
deleterious, however you look at it, and some definite code 
of rules, such as Mr. Blain recommends, ought to be put inte 
the hands of every driver, conductor and inspector. Those 
rules should be as simple in form and wording as they can 
be made, should be as few as possible, and, above all, should 
be respected. 


THE THIRD INTERNATIONAL ELECTRIC 
TRAMWAY AND RAILWAY EXHIBITION. 


Tars Exhibition was opened by the Earl of Derby on 
Monday last, his inaugural speech being followed by a 
luncheon to 300 guests, at which Mr. J. W. Courtenay 
presided, supported by the Earl of Derby, the Hon. 
Arthur Stanley, Sir Chas. Rivers Wilson, Sir Edmund 
Monson, Lieut.-Col. H. A. Yorke, Sir Guilford Molesworth, 
Mr. Hadfield, Mr. Alex. Siemens, and many other gentlemen 
who are well known to the engineering profession aud tram- 
way industry. І 

After the loval toasts the Earl of Derby proposed ** The 
Industry of Transport,” which he traced from the uncertain 
time when man first used a log of wood to roll Lurdens 
which he was too lazy to carry, up to the present day. 
Nevertheless, the speech was neither so long nor so tiring 
as one or two which followed, and the comparative statistics 
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given by the noble Farl were mest interesting. Еспе of 
them may be reproduced :— 


Miles open Cars, Cars, 
Year. for в. horse. electric. Passengers. 
1878 269 1,124 — 146,000,000 
1903-4... 1,840 2,336 7,132 1,799,500,000 


Lord Derby also quoted a table dealing with the present- 
day electric traction, 1898 the height of the steam period, 
and 1879 the horse period of the tramway : | 


1908-4. 1898. 1879. 
Capital expenditure per mile o 
single track T - .. £16,018 £10,649 £9,877 
Percentage of net receipts to 
capital ontlay iss is 6:27 6:38 3:97 
Percentage of working expenses to 
gross receipt m Vas 6615 76:93 83:81 
Passengers carried per mile of 
route open cat 977,951 806,703 469,641 
Average fare per passenger 17114. 1:284. 1°844. 


His Lordship pointed out,in conclusion, how great was 
the future for electric traction in local haulage. He touched 
on most of the subjects which have held, and still engage, 
the attention of the men who control our magnificent trans- 
port facilities, and foreshadowed still further advances in the 
near future. | 

Wise caution marked his comments on the possibilities of 
electric traction on main railway lines, which have set the un- 
balanced imagination of some untechnical writers ablaze, but he 
was hopeful that recent experience on the branch lines of the 
N.E. and L. and Y. Railways, as well as on the under- 
ground railways in London, would result in the substitution 
of electricity for steam on many branch lines. 

He felt that the time would come—and he could not 
understand why it had not come before—when other traffic 
besides that of passengers would be conveyed in some form 
by tramways. The day must come when a great deal of the 
traffic would be distributed by tramways, then perhaps by 
motors, the one feeding the other, апа the great railway 
lines acting as arteries. It was not infrequently found that 
where there were two competing lines and an attempt was 
made at first to cut rates that the traffic had increased pro- 
portionately, so that finally there was work enough for both. 

Other toasts followed. 


The germ idea of exhibitions in general is to bring together 
under one roof the completest possible collection of articles 
which are required, or which some people think ought to be 
required, by that section of the community which is interested 
in one | or another, and the success of ап exhibition is to 
be gauged, therefore, by the degree of completeness which it 
displays, and by the manner in which it meets the real or 
fancied wants of the public for which it caters. 

It is at an exhibition that the busy man sees, in whatever 
time he has to spare, the material contents of all the catalogues 
which have been sent to him during the last year. Those 
catalogues either swelled the patient W.P.B., or were put 
aside under the pious impression that to-morrow or next 
week there would be five minutes to spare for their ex- 
amination. | 
When an article is examined critically in the pages of a 
catalogue, as often as not it is by the light of the reader’s 
unaided intelligence ; at an exhibition, which partakes of 
the nature of a living catalogue, the light of a specialist’s 
intelligence illuminates the particular points which are 
claimed as advantages for everything which catches the 
wandering visitor’s eye, and sales which are, Jet us hope, 
mutually beneficial, will result. 

The educative influence of an exhibition is one of its 
most valuable attributes, for it brings together in a way 
which is impossible otherwise the thousand and one neces- 
sities, conveniences and luxuries which go towards making a 
business successful, and it provides the men who from lack 
of inclination or time do not read the literature of his 
subject, and the men who have to stick at home from one 
year's end to another, with an opportunity for bringing them- 
selves up to date at a bound. 

It is for these reasons that every engineer and manager of 
the tramways of Britain should be permitted by ‘his 
directors or committee to attend this present exhibition, for 


it provides in a manner which excites our admiration for the 
energy and organising faculties of the promoters and 
exhibitors, all the advantages of which we have written, in 
an exceptional degree. 

We shall deal with the various exhibits in some detail in 
later numbers, but in this place we can do no more than 
write of the general impression which the exhibition has 
printed on our mind. "m 

There is nothing like an exhibition to indicate the progress 
which an industry has made in a given time, and this one 
ought to supply that indication when compared with the 
Exhibition which was held in 1902. 

Although the number of exhibitors was slightly greater in 
1902 (184 against 163), and notwithstanding the fact that 


several large manufacturers such as the Westinghouse, 


B.T.-H., and Dick, Kerr, have stood out this year, we believe 
that in point of quality this Exhibition is on a higher plane 
than the last. ый 

It seems to us to set a keynote of homogeneity in the 
tramway industry which was absent from those which pre- 
ceded it. ‘There is hardly an amateurism in the building. 
The three years which have passed between the second and 
third exhibitions have wiped out the faddist and the crank 
to a degree which must surprise even those who are most 
sanguine of the general sanity. О, 

One of the most gratifying features of the Exhibition is its 
absolute demonstration of the power of British manufac- 
turers to supply every want of a tramway, from the largest 
power station to the smallest button on a conductor's uniform 
—not, of course, that there are as many large stations as 
small buttons on view. It is, in fact, a triumph of Home 
over Alien industry. 

Of surface contact systems there are still four, and the 
best of them—the Kingsland—has not yet been permitted 
to demonstrate its qualities outside an experimental track. 

It is somewhat remarkable, and gives food for reflection 
to the thonghtful, that there 1s only one surface-contact 
system of Continental origin on exhibition, although it is 
from the Continent that we have heard so much of them in 
time past. Surely they have not failed! 

We must own to disappointment at the meagre display of 
rails. Although there are no foreign rails here, the fact is 
notorious that contracts still go abroad, and this was an 
opportunity which British steel makers need not have missed, 
to bring their goods before the eyes of their countrymen— 
and others. 

It is with a feeling of deep satisfaction that we record the 
failure of the crop of life-guards and dry seats which 
flourished so exceedingly in 1902. Presumably we have got 
down to bedrock in these matters. | 

In trucks there is not much novelty except in the two 
rival exhibits of radial-action single trucks. The radial 
truck is well known to the Patents Office, and it“ ів 
improbable that any patent of the principle is valid, so that 
we need be interested only in the particular application of 
the general principle. We fear the demand for long-base 
single trucks will be so large that many will be tempted to 
the pitch of bitter disappointment and the loss of money 
in their endeavours to go one better than the last. 

In ordinary tramcars there are improvemente in detail 
only, but improvements which by no means are to be 
despised, for as with trucks, во with cars and all other gear, 


‘the perfection of detail is" the criterion of successful 


operation. 

An opportunity is given to all to see for themselves the 
beautiful simplicity of the Thermit process of welding, and 
we believe that the next few years will witness an astonish- 
ing advance in the number of tramway undertakings 
which have used this system to overcome tlie. vital disease 
of the joints to which almost all are subject at the present 
time. 

The display of switchboards and gear, including cireuit- 
breakers, switches and all kinds of electrical instruments, is 
remarkably complete and interesting. | 

In the overhead equipment department there is not much 
of novelty, but every type of fitting is represented on several 
stalls. So far as we could see, there was but one device for 
earthing fallen wires, which compares favourably with the 
numbers shown in 1902. As the B. of T. are not pressing 
for the installation of such safety devices, it is probable that 
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they shrink from forcing expensive experiments down the 
throats of the tramways, which they have half garotted 
already with guard-wires and other devices for the protection 
of the P.M.G. and the public, while they recognise that 
better than any automatic bag of tricks is a line well- 
constructed and well maintained. Cables and accessories 
are well represented. 

In 1902 а motor-car was u curiosity and а motor-'bus 
non-existent ; this year the latter are to be seen all over the 
floor, looking very spick and span, and suggesting nothing 
of evil smells, or vibration, or 2d. a mile for tires. 

Perhaps the greatest novelty of the Exhibition, certainly 
the item which will draw the engineer as honey draws the 
bee, is the continuous-current three-phase traction equip- 
ment which is to be seen on Stand 48. Many, too, will 
not have seen in the flesh an example of the single-phase 
repulsion motor, which is exhibited on this stand: 

An exceptionally representative selection of modern 
technical literature is on view and for sale, for the first time 
at these exhibitions, at the stand of the ELECTRICAL REVIEW. 

The general exhibits will be dealt with in greater detail 
in future issues. 


~ 


RAIL BONDING. 


A THOROUGHLY sensible and practical paper on this vital 
subject was read by Mr. Ricker before the American 
Institute of Electrical Engineers, and reprinted in the March 
number of the Street Railway Journal. 

We English have been forced to pay closer attention to 
keeping down the resistance of the return circuit than have 
the Americans, for, while the citizens of that country have 
a legal remedy when the tramway current eats up their 
gas and water pipes, our tramways are not allowed to start 
that game, and the only way in which they have avoided 
doing so has been by taking particularly good care about the 
bonding of the rail joints. This being so, it would be 


natural to suppose that the Americans would have to come 


to us for the latest improvements in the design, manufacture 
and application of bonds and other jointing devices. | 
It is true that there are hundreds of miles of tramways in 


the remoter States which retain the absurdly inefficient - 
bonds of 15 years ago, while there is probably no single mile 


of track in Great Britain which has not two bonds per joint and 
cross-bonds © every во often," unless, of course, a still better 
system is in use; but on how many of those miles will the 
curious investigator discover one bond either of British 
design or manufacture? We cannot recall to memory a 
single all- British design, and only recently have any consider- 
able number of bonds been manufactured within our shores ! 

We have made practically no improvements in the design 
or the application of bonds, but we have been lazily content 
to take what was given to us by the Americans. 

Until recently the standard practice in this country was to 
use solid wire bonds which stretched across the fish-plate and 
terminated in riveted heads of various shapes. These were 
named Chicago, Crown, Neptune, &c., and were used in 
numbers which bore for the first few years no particular pro- 
portion to their relative merits, but more to fashion or to the 
interests of the contractors. Some dropped out by degrees 
as our native consulting engineers. became educated in their 
new line of business, and for a time there was little diver- 
gence from one design of head. Latterly catalogues have 
been swelling in the bond section, and the chief run seems to 
be on the short flexible **fish-plate " or “ concealed " type. 
The earlier of these were made in three parts, solid terminals 
being welded to а stranded body which was flattened by 
compression. Most joints, when any type of bond has been 
but newly applied, will test well, but faults in design, manu- 
facture or application will show themselves later without fail, 
and the risk about these welded bonds is that the welding is 
incomplete, for it is most difficult to weld pure copper per- 
fectly, on account of the readiness with which it oxidises at 
high temperatures. The obvious, improvement is to elimi- 
nate the welding altogether by forming the whole bond out 
of stranded copper under high compression. If that can be 
done so perfectly that the contact surface of the terminals 


has lost the minutest appearance of corrugation, the bond 
will be as good аз can be wished, but if perfection in this 


respect cannot ‘be attained the contact surface must 


deteriorate gradually and certainly by corrosion and 
oxidation. 


This type of bond is not mentioned in the paper under 


review, but it is suggested that the nature of bonds to be 
used on а contract should be inspected just as carefully as 
any other part of the material. The welded terminal type 
may be inspected by sectioning the terminals in various 
places, polishing the cut surfaces with a smooth file, emery, 
and crocus to remove all burrs, and then etching with a mix- 
ture of strong sulphuric and nitric acids, when the defective 
welds will show as fine black lines, and the actual welds and 
the form of the various component parts of the bond at that 
surface can be traced by the different colours of the metal 
after etching.” 

The concealed bond was introduced in the States primarily 
to foil the worthies who have now taken to removing high- 
tension transmission wires without the consent of the 
owners. Bonds external to the fish-plates, and easily acces- 
sible as they would be on so many miles of unpaved track, 
proved too rich an outcrop to escape the notice of these 
prospectors, and the only thing for the owners to do was to 
contrive bonds which might be put under the lock of six 
fish-plate bolts. The concealed bond resulted, and followed 
the general features of the long solid bond which it replaced. 
The next thing the owners knew was that the movement of 
the rail-ends was loosening the bond terminals or alterna- 
tively breaking the neck of the bond. As the rails were 
laid on sleepers just like a steam railway, this flexibility of 


‚ the rail-joints was not a thing to be cured, so the bond was 


improved by being made flexible. Now we who deal only in 
the solidest of solid paved track may find that a 6-in. bond 
under the fish-plates is cheaper than a 30-in. external bond, 
but the flexibility of the bond should not matter one way or 
the other, for there ought not to be any flexibility in the 
rail-joints under such conditions. Nevertheless, movement 
of rail-ends is not quite unknown even in England, so it 
will be just as well for purchasers of short bonds to have 
them made of stranded wire, or in any better way to secure 
flexibility. 

We (meaning we British) have seldom heard of troubles 
due to bonds breaking or to the loosening of terminals from 
rail movement, and that is not because rail movement has 
been absent, but because the terminals have been beyond the 
area of disturbance. It will be interesting to hear from 
anyone who has had troubles of the above description. 

A few years ago a certain amalgam bond was boomed 
extensively, but was taken up to no great extent in this country. 
The author of the paper, whieh we have rather neglected, 
informs us of the utter failure of this type of bond after 
from two to four years’ service on an American line. He 
warns us, too, against the use of soldered joints. 

The best area of contact surface has been a subject of 
discussion, but the best result will be got by not worrying so 
much about the diameter of the terminals as about the 
certainty of intimate contact over the whole surface inside 
the web of the rail, for while the selection of the bond is 
important, the proper application of the type selected is much 
more 80. 

While discoursing on bonds, we ought to say that the 
best method of joining rail-ends under British con- 
ditions is, to our mind, to weld the rails into one piece, 
with, perhaps, occasional reversions to the most rigid 


mechanical rail joint bridged for electrical purposes by a 


good copper bond carefully applied. Wherever the rails are 
exposed, of course rail welding is out of the question. 


Train Lighting,—The three new and sumptuous trains 
which have been brought into use on the Great Western Railway 
for the London-Penzance service, and in connection with which 
many interesting and novel features have been introduced, repre- 
sent an entire departure from established practice, and raise the 
standard of comfort in railway travelling to & higher plane than 
has elsewhere been attained. 1% is significant, therefore, to note 
that the Leitner-Lucas system of electric lighting, of which we 
gave a description in our issues of March 17th and 24th, has been 
installed on each of these trains, by the ACCUMULATOR INDUSTBIES, 
Lrp., of Woking, in an improved form. 


— 


Vol. 57. No. 1,441, JULY 7, 1905.] 


THE ELECTRICAL REVIEW. Z2 18 


MOTOR-GENERATORS FOR ACTON. 


THE accompanying illustrations relate to the new motor-alter- 


nators which have beén supplied to the Acton U.D.C. by the 


Lancashire Dynamo and Motor Co. Ltd. The motors will take 
current from the Metropolitan Electric Supply Co.'s mains at 
10,000 volts, 60 cycles, two-phase, without transformation, and it is 
to be noted that this pressure is 10,000 volts to earth (the outer 
conductor of cach cable being carthed), not 5,800 volts, as it would 
be if the supply were 10,000 volts three-phase. The induction- 
motor stators are built up of specially-selected sheet-iron, and 
the coils are laid in half-closed slots lined with. special mica 
insulating tubes, which extend some distance on either side of the 
core. 

All the coils are former-wound, and are insulated and taped up 
at the end, afterwards being served with varnish in such a manner 
as to make the whole air-tight, thus preventing any damage which 
might result from static discharge. | 
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LEGAL. 


In re Junius Sax & Co., LTD. E | 


IN the Chancery Division of the High Court on June 29th, before 
Mr.'Justice Swinfen Eady, Mr. E. F. Ford, on behalf of a debenture- 
holder, applied for the appointment of a manager of this company, ' 
his Lordship having appointed a Receiver last week. Counsel read 
an affidavit by the managing director of the company, giving 
evidence as to details of the business. From this it appeared that 
the company had been carrying on business for nearly six years. 
The business was for the wholesale supply of electrical accessories. 


It was expedient that a manager should be appointed: The whole 


issue of debentures was £1,200, of which the plaintiff held £600, 
and there was a valuable,turnover and goodwill. B 

His Lorpsuip made the usual order in a debenture-holder's 
action, and appointed a manager (Mr. T. S. Wederell) to carry on 
the business under existing conditions, adding that an amendment 


might be made and the application treated as a motion for 


judgement. 
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LANCASHIRE D. & M. Co. 's Moror-GENERATORS FoR Acton U.D.C. 


The rotors are also built up of laminated plates with half-closed 
slots, and the winding, consisting of copper bar, is laid in these 
slots and connected together by heavy copper end connections. 
. These end connections are held in position by special wedge- 
shaped rings, making a first-class mechanical job. The slip rings 
are of brass and the brushes of copper gauze. 

The generators. are rated at 250 xw. each, 550 amperes at 460- 
500 volts, and the sets run at 440 r.p.m. The magnets are six- 
polar, the field coils being former-wound and taped. The brush- 
gear is of the makers' standard type, and the armatures are of the 
slotted drum type, bar wound. The machines are designed to stand 
heavy overl without undue heating or sparking. 

The yokes are of cast-steel, with steel poles and specially shaped 
pole-pieces to prevent sparking. Ample ventilation is provided 
inside and outside the coils. The bearings are of the spherical- 
seated self-oiling type. The armature core is also well-ventilated, 
and is mounted on a cast-iron sleeve, extending from the bearing to 
the coupling, of which it forms one-half; the commutator is also 
carried on this sleeve. 


Harrow en Féte,—On Friday last King Edward visited 
Harrow in connection with the annual Speech Day, and the con- 
Biderable extension to the playfields of the school. The town of 
Harrow, in celebration of this event, special illuminated the 
streets with the Union Excello flame arc lamps, with very satis- 
factory results | 


e 


ALLEGED DEFECTIVE ELECTRICAL SPARKING PLUGS. 
IN the Lord Mayor's Court, on Tuesday last week, before Mr. F. S: 


Jackson, assistant judge, and Mr. Cozens-Hardy, electrical expert, 


as assessor, the case of Réne & Co. v. Wolf came on for hearing. 
The plaintiffs, who carry on business at Snow Hill, sought to 
recover a sum of £20 12s. 1d. in respect of certain Fafnir electrical 
sparking plugs sold and delivered to the defendants, Messrs. 
Wolf & Co. 

Plaintiff's CounsEL said the matter was one that had been 
referred by the Recorder, Sir Forrest Fulton, K.C., at a previous 
sitting of the Court, as one involving a question of electrical 
engineering knowledge, to be tried before the assistant judge with 
the assistance of an electrical expert. The defendants alleged that 
the plugs supplied were not according to m ue and that the bulk 
of the plugs were faulty, being short-circuited. | 

After hearing evidence, the Assistant JUDGE said that the 
assessor had intimated his willingness to take away a certain 
number of the plugs which had been supplied by the plaintiffs to 
the defendants, to test them himself. In that case he should 
reserve his decision until after the assessor had given his opinion. 


DRIVER ACQUITTED. 


Ат the Middlesex Quarter Sessions on Saturday, William Goodchild 
surrendered to his bail on an indictment for wantonly driving an 
electric tramcar at Edgware Road, Cricklewood, causing bodily 
harm to two men. The grand jury threw out the Bill, and Sir В. 
Littler, K. O., discharged the accused. ! 
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Mrpwoop & Co. v. MANCHESTER CORPORATION. 


Tuts case came before the Court of Appeal on the 27th ult. 

The plaintiffs, it will be remembered, obtained judgement against 
the Corporation for £677 in respect of damages arising from a fault 
on the defendants' mains. 

It was directed that the Corporation's appeal against the above 
decision should not be listed until yesterday. 


TELEPHONE DISCONNECTION CASE. 


Tue National Telephone Co. sued Mr. Henry John Barclay, of 
Silverdale, Sydenham, for £2 7s. 6d. in respect of a telephonic 
service supplied. Defendant denied liability on the ground that 
he had given instructions to remove the instrument and cut off the 
connection. It being proved that he had recently used the instru- 
ment, judgement for the amount claimed, with costs, was given. 


SwANSEA TELEPHONE LITIGATION. 


Tue N.T. Co. has entered its appeal against the judgement recently 
given by Mr. Justice Buckley in favour of the Swansea Corporation. 


Lrovp's v. MARCONI INTERNATIONAL MARINE COMMUNICATION 
А Co., Lrp. 


Ма. Justice KEKE wich, in the Chancery Division on Wednesday, 
concluded the hearing of an adjourned summons in this action by 
the defendants against the plaintiffs asking for a further and better 
affidavit of documents. ' 

Мт. Р. О. Laurence, K.C., and Mr. Ashwood appeared for the 
plaintiffs, and Mr. Stewart Smith, K.C., and Mr. Gover for the 
defendants. 

Mr. Stewart Smita, for the applicants, said the action was by 
Lloyd’s, well known in the insurance world, against the defendants, 
and was brought upon an agreement of September 21st, 1901, of 
which both parties in the action claimed specific performance. Each 
alleged that the other had been guilty of breaches of the agreement, 
so that a large number of issues were raised. The International Co. 
had obtained from the Marconi Wireless Telegraph Co. the right to 
the use of the Marconi Wireless Telegraph Co.'s patents in respect of 
maritime information. The International Co. had entered into an 
agreement with Lloyd's to allow Lloyd's the use of the invention 
for the purposes of obtaining information which was called mari- 
time signalling, and maritime signalling was defined by the agree- 
ment ав being the collection, publication and diffusion of all such 
intelligence and information as was at present collected or diffused 
by Lloyd's, but the International Co. had retained for itself sea 
telegraphy, which was also defined and contrasted with maritime 
intelligence. Sea telegraphy included the receipt and transmission 
of messages to aud from passengers on ships, and this right was 
very valuable to the International Co., who had retained 
the right to Lloyd's signalling stations. These, however, 
under the terms of the agreement were to be worked by 
Lloyd's. There were a number of points in dispute between 
the parties, and the defendants had set up а counterclaim 
and in their defence traversed the claims made by the plaintiffs. 
Lloyd's had contracted with the Admiralty, with regard to certain 
signal stations, and the defendant compauy had asked for dis- 
closure of certain documents, but as an affidavit had been put in 
from the secretary to the Admiralty, stating that it would be to 
the detriment of the public service if these documents were dis- 
closed, he could not ask for disclosure of these particular docu- 
ments. It was the defendant company's case, however, that there 
was an arrangement or projected arrangement between the 
Admiralty and Lloyd's, by which some information which would 
probably come under the heading of sea telegraphy, would be given 
to the Admiralty by Lloyd's. If that were so, it wasan extremely 
serious thing for the International Co., because they had rights under 
their patents, and neither the Admiralty nor any other Government 
department had any right to use the patents without making the 
International Co. proper compensation. Lloyd's reply was a denial 
that they were handing over the working of the defendant com- 
pany’s system to the Admiralty, or to anyone acting for them. The 
learned Counsel said he asked for a further and better affidavit of 
documents, but if his Lordship thought that was too wide, then he 
would ask for disclosure of documents relating to Lloyd's title to 
signal stations and documents relating to Lloyd's Committee. 

Mr. LAURENCE submitted that there was no need for the order, 
and that it was mere curiosity on the part of the International Co., 
so that they might see what arrangement Lloyd's made with the 
Cape Government with regard to stations out there, and that it did 
not affect the matter at issue in the action. 

His Говрѕнір, in giving judgement, said he had come to the 
conclusion that he should order a further affidavit of documents. As 
to the point made with regard to the title of Lloyd's to the signal 
stations, it seemed to him that on that point the defendants were 
wrong. The costs would be costs in the action. 


To “Motor” Manufacturers.—The BRITISH EMPIRE 
Motor TrapEs ALLIANCE has received an inquiry for the names 
and addresses of British firms who manufacture gear boxes, axles 
and steering connections. British manufacturers of the above and 
of motor engines ate requested to communicate with Mr. J. B. 
King, secretary, 11, Red Lion Square, W. C. | 


BUSINESS NOTES. 


Bankruptcy Proceedings.—J. T. Armstroxc.—The 
public examination was held on Wednesday before Mr. Registrar 
Giffard, at the London Bankruptcy Court, of James T. Armstrong, 
Moorgate Station Chambers, whose accounts show total liabilities 
£6,933 and an estimated surplus in assets of £7,101. Under 
examination by Mr. E. Leadham Hough, Senior Official Receiver, 
the debtor said he had during the past 10 years given his attention 
mainly to electrical and other inventions for wireless telegraphy, 
telephones, and torpedo boats. He claimed to held some 40 
patents, under which it was possible to direct torpedoes in a 
novel manner, and to exercise control over the projectiles for some 
distance from the firing point. For some years past he had been 
short of capital, and with a view to obtaining some relicf, in 
October, 1902, he assigned his business and patents (other than 
those of Norway and Sweden) to the General International Wircless 
Telegraph and Telephone Co., Ltd., which was registered with a 
nominal capital of £175,000. The only cash subscription was £1,615, 
and that was provided by himself. As vendor he received £120,000 
shares. Some of them he sold for £5,000; a considerable number 
was given to other persons for services rendered and to be rendered, 
and the remainder were held by creditors by way of security. 
Witness acted as managing director of the company, which, to all 
intents and purposes, was a one-man company. He still regarded 
himself as a solvent man, and hoped to pay the creditors 208. in 
the £. His present poeition was caused by financing the company, 
pressure by creditors and inability to realise hix share holdings in 
the General International Wireless Telegraph and Telephone Co., 
Ltd. In the deficiency account hc had valued his shares therein at 
par. Two years ago the shares were quoted in the financial Press, 
and blocks had been sold at 25s. to 30s. per share. The Official 
Receiver: Then why could you not realise your holding ? Witness 
explained that, unfortunately for himself, a pool was made, and all 
his shares were locked up, while those held by other persous were 
sold. His unsecured liabilities were chiefly in respect of money 
borrowed on behalf of the company. The examination was 
concluded. 

The first meeting of creditors of GERALD LEsLIE, 5, Denning 
Road, Hampstead, electrical engineer, will take place at Bank- 
ruptcy Buildings, Carey Street, on the 12th inst., at 11 a.m., and 
the public examination at the same place on August 4th, at 
11.30 a.m. 


Portable Petrol Dynamo, — Messrs. DE Diox 
Bouton, Ітр., of 10, Great Marlborough Street, W., send usa 
photograph of one of their 15-H. P. four-cylinder petrol dynamo 
eombinations, complete with water and petrol tauks, radiator fan 
and switchboard, fixed on a horse-drawn vehicle made with tubular 
frame. The whole forms a complete movable electric power instal- 
lation developing 10 xw., and is specially suitable for lighting for 
military work, travelling exhibitions, &c. The dynamo is specially 
light, aluminium being used wherever practicable to reduce weight. 
These light petrol-dynamo combinations are also used on motor- 
propelled vehicles with electric transmission. An electric depart- 
ment where dynamos, motors, accumulators, dry batteries, &c., are 
made, forms an important portion of the De Dion Bouton factory, 
a large demand being experienced for petrol-dynamo combinations 
for lighting country houses, &c. A handsome catalogue has been 
issued giving particulars of combinations up to 8 H.P., and one set, 
which is used for lighting the company's workshop at Islington, 
can be seen there in operation. 


Zoelly Steam Turbine.—4A powerful syndicate has 
been formed in Germany, consisting of the great engineering firms 
of Krupp, of Essen; Maschinen-Fabrik, of Nurnberg; Augsburg 
Nord-Deutsche Lloyd, Escher Wyss & Co., and Siemeus-Schuckert, 
for construéting the Zoelly turbine for marine and other purposes 
in Germany, and elsewhere on the Continent ; aud a similar com- 
bination has ben made in France, under the leadership of Messrs. 
Schneider, of Creuzot. In England a syndicate has been recently 
formed consisting of Messrs. Escher Wyss.& Co., Messrs. А. G. 
Schiff & Co., and Messrs. Mather & Platt, Ltd., of Manchester, for 
the construction and sale of the Zoelly turbine in the United 
Kingdom and British Colonies, aud for granting licences under the 
Zoelly patents. Already Messrs. Escher Wyss & Co. nnd their 
various licensees have over 30,000 н.р. of turbines at work or under 
construction, including several for marine propulsion, and have 
realised a notable success with the first turbine constructed by them 
for electric light апа power, which has been at work for some 
months in the Central Station at Muhlhausen, in Thuringia. 


Change of Address.—The Stk Hrram MAXIM ELkc- 
TRICAL Co., Lro., which has acquired the assets of the lamp and 
accessories business recently conducted by the Sir Hiram Maxim 
Electrical and Engincering Co., Ltd., has established its head 
office at 38, Gillingham Street, S.W. 


Cost of Service Cables.—The City of London Electric 
Lighting Co., Ltd., sued Mr. Paul Dvorkowitz, formerly a printer, of 
Bevis Marks, for £7 7s. 9d., the cost of laying certain electric cables 
for the supply of current. The plaintiffs’ case was that the 
defendant required electric current to be supplied to his premises, 
and entered into a contract by which he agreed, in the event of his 
not taking electric energy for a period of three years, tu pay the 
cost of laying the cable to the premises, which were beyond the 
distance to which plaintiffs were bound, under their statutory 
powers, to supply. The defendant admitted that he had signed the 
contract referred to, aud the jury found a verdict for the plaintiffs 
for the amount claimed. 
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Outings.—On Tuesday, 27th ult., the employés of the 
Hanwell line of the Lonpon UxrrgD Tramways, Lrp., had their 
annual outing. They left Hanwell station by a special train for 
Henley-on-Thames, where a launch was in readiness to convey them 
up the river to Caversham Bridge, Oxford, arriving there at 
12 noon. A capital dinner was provided at Thames Valley Hotel. 
After the usual toasts had been honoured, the party went for another 
irip up the river, arriving back at Henley at 7 p.m., where an 
excellent tea was provided at Broad Gates Hotel. There were 110 
men present, as wellas a number of guests, and a most enjoyable 
day was spent. The party arrived at Hanwell at 10 p.m. 

The heavy rain of Saturday morning in no way damped the spirits 
of the ROBERTSON Evectric Lamp Co.'s employés, Sho started for 
Margate in a special train soon after 8 a.m. The beanfeasters had for 
months past looked forward to their annual outing, and they meant 
to enjoy it despite the weather. The sun wasshining brightly when 
the company detrained, and Margate looked particularly clean and 
inviting after the downpour. 
under the presidency of Mr. C. Wilson, the company's joint 
manager. One of the most popular toasts proposed was the 
“Robertson Electric Lamps, Ltd.” In the afternoon the staff 
drove to Birchington and Minster, and on returning to Margate a 
second substantial meal was served at Lilley's Hotel. It was 
nearly midnight when the excursioniste arrived at Victoria, just in 
time to catch the last train to Hammersmith, after a most successful 
and enjoyable outing. i 


Public Lighting in India.—The latest volume of the 
Judicial and Administrative Statistics for British India” states 
that the municipal expenditure on lighting is gradually increasing. 
In the year 1898-9 the expenditure was £113,869, whereas in 
1902-3 it amounted to £127,380. At present there are not half a 
dozen municipalities actually using electricity as an illuminant for 
their streets. There are a large number of cities in which elec- 
tricity supply licences have been granted or are pending, so a large 
business may shortly be expected in the supply of arc lamps, 
standards and incandescent lamps“ for street lighting. It is to be 
hoped that the Indian Government will differentiate in its returns 
between the amounts expended on gas, oil and. electricity for 
municipal lighting. 


Trade Announcements.—Messrs. C. W. WATERS, 
Lro., of 72, Great Eastern Street, E.C., who have carried on 
business for many years as shellac bleachers and manufacturers of 
methylated spirit, varnishes, polishes, &c., have made satisfactory 
arrangements for the transference of the business to a new com- 
pany, which will carry it on under the same name and on the same 
lines as hitherto. The new company will have a capital of £40,000, 
the directors being Messrs. Stanley Hoare, F. A. Glaeser and 
W. R. Honeywell. The company has undertaken to discharge in 
fall the trade debts of the old company. The new works which 
have been erected-at Brimsdown for the manufacture of the various 
specialities for which the firm has become noted will be in full 
working order within the next few wecks. 

Mr. G. STEVENSON, of 65, Renfield Street, Glasgow, has assumed 
Mr. Н. A. McGuffie, A. M. I. E. E., as a partner. The business will 
be carried on under the name of Stevenson & McGuffie, at the 
above address. 

The Dover branch of Messrs. LEA & WARREN has been taken 


over by Mr. L. T. Young, the firm's former manager there, and will 


be carried on as L. T. Young & Co., electrical engineers, Dover. 
Mr. Young will be responsible for debts dating from June 10th. 

Messrs. H. J. Casu & Co., Lro., of 1, Belvedere Road, S. E., 
S.E., announce that (from June 24th) they have removed to tem- 
porary offices in Tothill Street, Westminster, S.W., to which 
address all communications should be sent. | : 

Мг. Н. GREENWAY Goopman, who for some years was with the 
Edison and Swan U.E.L. Co, Ltd., at their Broadheath and 
Ponder's End Works, has commenced. business as au electrical 
contractor at 183, Westbourne Grove, London, W. 

The Sm HRAM Maxim ELECTRICAL Co., Lrp., has acquired the 
assets of the electric lamp and accessories business recently con- 
ducted by the Sir Hiram Maxim Electrical and Engineering Co., 
Ltd., and some of the liabilities of the latter. 

Mason’s Gas PowER Co., Ітр., of Alma Works, Levenshulme, 
has acquired the works and business in gas producers and furnaces 
carried on by Messrs. W. F. Mason, Ltd., including the sole rights 
in the Duff & Whitfield patent gas producers, the sole licence for 
the Weardale patent furnace, &c. Mr. C. G. Norris has accepted 
the position of general manager, and Mr. Thos. Wright that of 
works manager. 

Messrs. E. P. ALam & Co., of 11, Red Lion Street, Clerken- 
well Road, E.C., have recently opened а department for the repair 
of dynamos and motors. 

A private company, named ERITH's ENGINEERING Co., LTD., 
with a eapital of £30,000, has been formed to acquire the patents, 
goodwill and pending contracts of the existing Erith's Engineering 
Co., and to carry on the business. The directors will be Messrs. 
Charles, George and Henry George Erith; all necessary working 
capital will be subscribed by them and their friends, and no shares 
will be offered to the publie. The address will remain the same, 
and no change in the staff and agencies is contemplated. Mr. 
Percy Dupont Simmons will be secretary, and Mr. Thomas Black 
auditor. 

Mr. E. T. OUBRIDGE has been appointed sole agent for cables, 
&c.,for London and South Coast for Messrs. I. Frankenburg and 
Sons, Ltd., Salford, Manchester. 


Catalogues, Lists, &¢.—Positive Rorary Puups,. 


Lorp., 23, Northumberland Avenue, W. C. T nstrated card showing 


. bituminous coal, suction gas plants, &c. 


The staff dined at Lilley's Hotel. 


various forms of rotary pumps (not- centrifugal), several of which 
are electrically driven. ae | 

RroHARDsoN ELEOTRICAL Co., Lro., 16, Dorset Street, Baker 
Street, W. Leaflet showing two handsome electroliers. 

Н. B. BROORS, Granville Works, Tennant Street, Birmingham. 
Price list of patent differential Fool-proof motor-starting 
rheostats. | 

GENERAL. Exxectric Co., Lro. Pamphlet relating to pocket and 
hand electric lamps, fitted with primary batteries. The batteries 
can be had separately, and do not deteriorate in stock. 

Mason’s Gas Power Co., Lro., Alma Works, Levenshulme. 
Illustrated brochure on gas producers (Duff-Whitfield patents) for 
The leading types of 
British gas engines are illustrated, numerous sections and 
diagrams of gas plants are shown, and much useful information 
on gas power in general is given, the brochure being admirably 
produced. à | 

ELECTRICAL PowER SToRAGE Co. Lro. А neat little pocket 
catalogue, the pages being reproductions of the company's larger 
lists relating to lighting and traction cells, &o., with particulars 
and prices of cells and accessories, and sectional paper for notes. 

E. Book, Threadneedle Street, Market Street, Huddersfield. 
Pamphlet relating to the E.B.H. single-phase А.С. motors and 
starters, giving dimensions and prices. The motors are made from 
à H. p. to 10 H. p. 5 

Уквттүз, Lro. Pamphlet describing the Verity-Gott two: voltage 
or series-parallel controller, which gives continuous acceleration 
from rest to full speed, and delicate adjustment at any point in its 
range. The controller can be made for series, shunt, or compound- 
wound motors, and the change from one voltage to the other, when . 
two voltages are used with one motor, or from series to parallel 
where two armatures are used with one voltage, is made imper- 
ceptibly by the contínuous movement of the controller handle. 

GENERAL SToRAGE BATTERY Co., 42, Broadway, New York. 
Catalogue “ A" of Bijur storage batteries, “ High-duty " type for 
stationary service, handsomely illustrated, and containing dimen- 
sions and prices of the cells. | VEL 

Ввгтівн Тномвох-Носвтох Co., Lro. Pamphlet No. 181, super- 
seding Nos. 140 and 159, and illustrating continuous current motors 
and generators, type D А.” The nomenclature of the Engineering 
Standards Committee is adopted, the machines being either pro- 
tected,” *''ventilated,". or “totally enclosed." Automatic belt- 
tighteners for short drives, geared motors, &c., are shown, with full 
details of dimensions and prices. 


Oxford University Lighting.—The following electric 
lighting work is to be carried out during the long vacation at 
Oxford, under the supervision of Mr. MonGAN WILLIAus, M. Inst. C. E., 
consulting engineer to the University:—The Indian Institute 
and University Museum (contractors, Messrs. Hill, Upton & at 
the Bodleian Library (camera) (Messrs. W. A. S. Benson & Co. 
new examination schools (extensions) (Messrs. Lucy & Co.). 


Liquidations.—Notice is given of intended dividend in 
the case of J. W. HUNTER, of 8, Norwood Road, Leeds, electrical 
engineer and motor-car dealer. Last day for receiving proofs, July 
17th. Trustee, W. H. Platts, 1, Oxford Row, Leeds. i 

A first meeting of creditors and contributories is announced in 
the case of the Garcin RENAULT ELEcTRIC CARS AND ACCUMU- 
LATORS, Lrp., 5, 6 and 7, Denman Street, London, at 33, Carey 
Street, July 11th, 11 and 11.30 a.m. respectively 

Creditors of the ELEcTRO-SULPHUR AND LIGHT SYNDICATE, LTD., 
are required before August 12th to send particulars of their claims 
to Mr. E. T. В. Wilde, 614, Fore Strect, E.C., the liquidator. 


Port Elizabeth (8,A.).—The new Harbour Board offices 
were opened on the 2nd ult, These offices are the finest yet buit in 
Cape Colony, nearly all the internal decorations being of antique 
style. They are also welllighted by electricity and ventilated by 
fans, while all the principal rooms are connected by telephone. 
All the wires and cables have been drawn into steel insulated 
conduit pipes, and all the electroliers in the principal offices have 
been made specially to match the antique metal of the different 
rooms. The centre electrolier fixed in the board room was made 
of hammered copper representing ships in full sail, sunrise, &.; 
this fitting was specially designed and made by Messrs. Thursfield 
and Co., Hatton Garden, London. The ventilation by motor fana 
has been well planned out by the architects, Messrs Jones and 
McWilliams, Port Elizabeth, air-shafts in the walls being taken 
from the different rooms to the roofs, where the exhaust fans are 
fitted ; the result is very successful, as the rooms are kept very cool 
without inconvenience to the occupants. 

The telephone system which is installed is one of the most com- 
plete in the colony, intercommunication service being provided for 
each office, {while the heads of departments have also secret 
service to each other. Provision has also been made for cach office 
to have communication with the proposed Harbour Board Exchange, 
which is to connect all the workshops, jetties and outlying offices 
аё а later date. The Berliner Telephone Co., of London, supplied 
Rpecial instruments of the magneto type for this work. The entire 
installation has been laid down without joints being made in any | 
part of the wiring, and a plan showing the positions on each floor 
of the pipes, telephones, iuspection boxes, &c., has been provided 
by the contractor. The insulation resistance of the wires and 
cables in use for the electric light, measured by the Harbour 
Board's electrical engineer, was nearly double the requirements of 
the British Fire Assurance rules. 

Antique electroliers were supplied by Messrs, Thurafield & Co. 
and the Edison & Swan United E.L. Co.; wires, oables and insu- 
lated steel pipes by the British General Electric Un, Cape Town; 
switchboards by Messrs. Spagnoletti & Co,, af Phepherdis Bush; 
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telephones by the Berliner Telephone Manufacturing Co., London ; 
motor-fans by Messrs. Blackman & Co., London. This important 
contract was carried out by Mr. A. G. Кміснт, electrical engineer 
and contractor, Port Elizabeth. 


Book Notices.—American Street Railway Investments 
(the Electric Traction “ Red Book”) for 1905, has just been issued 
by the MeGraw Publishing Co., of 114, Liberty Street, New York, 
publishers of the Street Railway Journal. This is the twelfth 
annual edition of this manual, and is the recognised authority on 
financial statistics of American street railway companies. The 
book contains 415 pages of statistical matter, and is 53 pages 


larger than the edition of 1904, due in part to the addition of 


76˙9 per cent.—a rise from 351,472 units to 621,829 units. 
number of motors connected at February last amounted to 508, 


reports from new roads, and largely to the fact that more com- 
panies have furnished a statement of their earnings this year. 
Among the new features in the manual this year is an increase in 
the index, which is bound in the back of the book. As usual, the 
introduction to the book contains а summary of the gross receipts 
for the last two years of the principal companies reporting. As 
there were many incorporations during 1904, this table is not an 
exact index of the growth of business, as the figures in a number of 
cases represent receipts for a larger mileage: Nevertheless, the 
increase is such а steady one as to indicate а substantial gain in 
street railway earnings for the past year. The price of the annual 
is $5.00. 

“ Magnetism and Electricity for Students.” By Н. E. Hadley. 
London: Macmillan & Co. 6s. 

“ Report of the Council to the Members of the City and Guilds 
of London Institute, 1905.” London: Gresham College, Е.С. 

* Physical Review,” Vol. XX., No. 6, June, 1905. Lancaster, Pa., 
and London: Macmillan & Co. 

" Proceedings of the American Institute of Electrical Engi- 
neers,” Vol. XXIV., No. 6, June, 1905. New York: The Institute, 
95, Liberty Street. 

" Annual Report of the Commissioner of Patents of the 0.8. for 
the Year, 1904." Washington: By Authority. 
Record of Transactions of the Junior Institution of Engineers," 
Part 1, Vol. XV. Address by the President, W. Н. Lindley, F.G.S., 
on ' Municipal Engineering |on the Continent." London: The 
Institute, and Percival Marshall & Co. | 

" Notes on the Induction Motor as Generator.” Ву T. P. E. 
Butt. . Paper read before the South African Association of Engi- 
neers, Johannesburg. | 


LIGHTING AND POWER NOTES. 


Australia. MELBOURNE.—The gross revenue of the 


“electricity undertaking for the year ended February 28th last 


amounted to £69,585, and the working expenses to £34,741, leaving 
a balance of £34,843. Interest charges amounted to £13,395, 
£3,615 was put to sinking fund, and £7,230 to depreciation and 
renewals; the net profit amounted to £10,601. The year was 
started with a debit balance of £1,241, so that a surplus of 
£9,360 is. available. An additional £2,000 is to be set apart for 
depreciation and renewals, making the total contribution to that 
fund for the year £9,230; the depreciation and renewals account 
now stands at £21,461. The cost of changing over the installations 
from overhead to underground—was £25,555, which was charged 
against capital. The Committee has provided for the payment 


of 46,000 out of the surplus on account of this expenditure, and 


£1,000 is to be set apart as a contribution to the town funds. 

The, business done has grown steadily during the year. The 
demand for lighting by private - consumers was very satisfactory, 
the consumption for this purpose having increased. The units sold 
amounted to 1,915,185, as against 1,764,097 in the previous year. 
The demand for power and heating purposes showed an increase of 
The 


equivalent to 1,326} н.р. The price of energy for heating and 
power was reduced from 3d. to 2d. a unit. The principal items of 
expenditure during the year were extensions of buildings, £8,658; 
additional boilers, mechanical stokers, coal bunkers, conveyors, &c., 
£10,463 ; mains, £5,413. The total revenue showed an increase ef 
£4,738. The works expenditure decreased by £525, although the 
output increased by 468,646 units. 

The following reductions in the charges for lighting were recom- 
mended as from June Ist: Flat rate, from 5d. to 44d. per unit; 
max. demand system, from 8d. and 2d. to 7d. and 2d. per unit. 
Arc lamps: seven nights, till midnight, £22 per annum to £20 per 
annum ; six nights, till midnight, £20 to £18; till 9.30 p.m. and 
till midnight on Saturdays, £17 to £15 10s. per annum; burning 
five nights till 9.30 p.m. and till midnight on Saturdays, £15 to 
£13 10s.— Australian Mining Standard. 

SyDNEY.—The City Council proposes to absorb two private elec- 
{тїс lighting companies, and a resolution authorising. the engineer 


to enter into negotiations with the companies as to the terms of 


purchase has been carried. 
Negotiations have been completed between the City and Padding- 
ton Councils for extending the electric light to Paddington. 


Birstall.— About six months ago the B. of T. wrote to 
the Council, stating that unless some action was taken the E.L. 
order would be revoked. The Council, owning the town gas works, 
feared that if a private electricity company were allowed to come 
in the gas profits might be seriously affected, and, on the other hand, 
it was not prepared to go to the expense of putting down an elec- 
‘tricity plant. Negotiations have now been concluded with the 
Yorkshire Electric Power Co. for a bulk supply for 15 years. А 
distributing station is to be erected, and application will be made 
to the L.G.B. for sanction to borrow £2,000 to carry out the work. 


Beaconsfield (S.A.)—In the Cape Legislative Council the 
Hon. W. Ross, in moving the second reading of the Beaconsfield 
E.L. Bill, explained that its object was to enable the residents to 
obtain a supply of electricity from De Beers. The price would be 
6d. per unit. The second reading was passed. ; 


Cardiff.—The Lighting Committee proposes to erect, at a 
cost of £2,200, a sub-station in Cathays Park, to be exclusively used 
for the distribution of electric lighting and power within the park. 


Caterham.—Owing to the increased demand for energy, 
both for lighting and power, the Urban Electric Supply Co. has 
found it necessary to extend the plant st its Caterham Valley 
works. А new water-tube boiler, with mechanical stokers, and a 
120-н.р. steam set is to be put down. These will be supplied by 
Messrs. Babcock & Wilcox, Belliss & Morcom, and the G.E. Co. 
Considerable mains extensions are also to be put іп hand. The 
whole of this extension work is being carried out under the com- 
pany's resident engineer, Mr. F. Bruton. 


Clydebank.—Messrs. John Brown & Co., shipbuilders, 
Clydebank, are now equipped with а complete electric power 
installation. This has been recently inaugurated, and will take the 
place of steam power, which has hitherto been used for driving pur- 
poses. Some years ago the company started a power station with 


` gas engines on a small scale, but so planned аз to be capable of 


extension to any capacity. The experiment proved very successful, 
and gradually the plant has been extended, until now it is sufficient 
for all the work of the engine and boiler shops. - 


Continental Notes.—SPAIN.—A concession has been 
applied for, to put down a water-power plant on the Pineda River 
(Burgoss) to supply energy for lighting and power purposes. 

ITrALY.—La Società Idro-Elettricá Alessandria has just been 
formed at Alessandria, with a capital of £44,000, to undertake the 
electric lighting of the town. 


Coventry.—The annual report of the Corporation E.L. 
undertaking for the 12 months ended March 31st, 1905, states :— 
The capital to date is £134,504, against £119,471 in the previous 
year. The amount raised on loan is £149,875, while other receipts 
on capital account have amounted to £1,776. The amount of capital 
repaid is £29,000, and the sinking fund amounts to £12,032. 
During the year the number of consumers increased from 536 to . 
637, and lamps connected from 53,746 (8 с.р.) to 71,727. The 
number of units sold increased from 920,192 to 1,375,735 ; the total 
revenue from £10,844 to £13,248; working expenses were £5,031, 
as against £4,599 in the previous year; leaving a gross protit of 
£8,217, against £6,246 in 1904. Capital charges amounting to £8,812, 
the net result was a loss of £229, against a profit last year of £776, 
and a loss the year before of £189. There is a balance in the hands 
of the treasurer on net revenue account of £1,625, and the Com- 
mittee has recommended that the deficit be paid out of that 


amount, and the balance of £1,396 carried forward to next year's 
account. 


Dudley.—The total revenue of the Corporation electrical 
undertaking for the year ending March 31st was £10,707. The 
gross profit amounted to £5,170, from which sum £2,071 has been 
set aside for interest and £2,067 for sinking fund. Thereisa net 


Profit for the year of £693. The total expenditure now amounts 


to £77,562. 
Durham Collieries.—The Lambton Collieries, Ltd., 


who recently decided to introduce electricity on an extensive scale 
for pumping, hauling, coal-cutting, and lighting purposes at their 
collicries, have placed the contract for the necessary plant with 
the A.E.G., of Berlin, and Messrs. Bruce Peebles & Co., of 
Edinburgh, at a cost of about £26,000. The Burn Moor, Lady 
Aun, Lumley, Newbottle (Dorothea and Margaret) and the 
New Herrington pits, as well as the Lambton Co.'s brick and tile 
works at Philadelphia, are to be equipped. Power will be taken 
from the Durham Electric Power Co.s station at Philadelphia, 
which in the course of a short time is also to supply energv for 
pumping and hauling purposes at the Eppleton, Lyons and Elemore 
pits of the Hetton Coal Co. The electrical supply will be three- 
phase 50 cycles at 6,000 volts, and will be conducted by six lines 
about two miles to the pits, and there transformed to a working 
pressure of 500 volts; the lighting pressure will be 110 volts, 
The underground cable is to be three-core, Jead-covered, paper- 
insulated, and double armoured. Most of the motors for mining 
purposes will be gas proof. Motors for pumps, fans, and air com- 
pressors are included in the contract. Two of the turbine pumps 


will deliver 700 gallons of water per minute against a head of 
588 ft. | 


Fenton.—The B. of T. having asked the U. D.C. what steps 
had been taken to carry out the E.L. order of 1899, the 
Council has replied that it has come to the conclusion that the 
demand for energy in the district would not warrant. the expendi- 
ture of providing works, 


Clasgow.— The Clyde Navigation Trustees have given 
permission to the Clyde Valley Electrical Power Co. to lav a tem- 


porary cable across а river at a point outside the statutorv limits of 
lateral deviation. 


Heavitree.— Exeter T.C. has decided to apply for a 
prov. order to enable the Corporation to supply energy to Heavi- 
tree, and the U.D.C. at the latter place has given the necessary 
consent. It was originally intended that Heavitree should obtain 
the order and lease it to Exeter for 21 years, but the В, of T. 
declined to sanction such a course. | 
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Hebden Bridge.—The report on the past year’s working 
of the U.D.C.’s electricity undertaking shows a gross profit of £37, 
and a deficit to be met out of the rates, of 2469. 


IIford.— With the object of increasing the number of 
consumers of energy, the U.D.C. has decided to appoint a canvasser 
at а salary of £2 per week and commission. 


Jamaica. — According to latest mail advices, the 
Jamaica Datly Telegraph announces that the arrangement entered 
into with the debenture, preference and ordinary shareholders of 
the Jamaica Electric Light and Power Co. for the taking over of 
that concern by the West India Electric Co. has been ratified in 
Canada, and a circular has been issued for scrip to be lodged with 
the Colonial Bank. The majority of shareholders have decided to 
take cash for their shares instead of shares in the new concern. 


Jubbulpore (India).—Messrs. Kilburn & . Co., of Cal- 
cutta, have applied for a licence to supply energy for “electric 
traction and to the public for all purposes” within the Canton- 
ment of Jubbulpore in the Central vinces. The system of 
supply to be used is specified in such a manner as to leave the pro- 
moters practically free to put in whatever they please. 


Leyton.—The U.D.C. has been asked to give lighting 
consumers the option of a flat rate, or rebate system of charging. 

The accounts of the E.L. ‘undertaking for the past year show a 
net profit of £1,444. i 


London.—SnoreEDITCH.—The accounts of the electricity 
supply department for the year ending March 31st last, show а 
gross profit of £17,275 (after allowing for bad debts), which is 
equal to 5°5 per cent. on the average capital invested, and after 
meeting financial charges, and change of pressure expenses, a 
surplus of £1,230 remains. £1,000 of this is to be credited to the 
reserve fund, and the balance is to be carried forward. The elec- 
tricity department is charged only the value of the steam supplied 
by the destructor ; the net cost being borne out of the general rate. 
The expenditure incurred in the change of pressure of supply has 
been spread over aterm of five years at £1,500 per year. The 
Bet Green B. C. has asked Shoreditch if it чо be prepared 
to supply the former with energy in bulk, and the borough elec- 
trical engineer has been instructed to report terms at which such 
supply could be given. 

L.C.C.—The Parliamentary Committee reported that an 
adjourned meeting was held on the 5th ult. of the conference of 
representatives of the Council, the City Corporation and the 
borough councils to discuss the action to be taken in regard to the 
Power Bills. As a result, resolutions were passed to the effect that 
such Bills as those of the Administrative County of London and 
District Electric Power Co. and the Metropolitan Electric Supply 
Co. should be strenuously opposed; and that the L.C.C. be 
requested to arrange for a deputation to wait upon the President 
of the Board of Trade to urge members of Parliament to strongly 
oppose the motion for second reading, and to communicate with 
the various authorities throughout the country with & view to 
organised opposition being made to the Bills. The committee 
stated that steps were immediately taken to give effect to the 
resolutions. 

At the meeting on Tuesday, it was decided to sanction the 
borrowing by Islington Borough Council of £4.885 for electric 
lighting works, to advance £15,304 to the same Council for 
installation and meters, and to lend £900 to the Stoke New- 
ington Council for the acquisition of a site for а transformer 
station. 

MARYLEBONE.—The reinstatement of the trenches after the 
laying of the E. L. mains appears not to have been done well 
enough by the contractors to satisfy the Council. An independent 
surveyor was called in on the suggestion of the E.S. Committee, 
but his views did not meet those of the B.C. surveyor. The Works 
Committee states that it will claim against the Electricity Depart- 
ment for its expenses in this matter, and has also decided to engage 
a qualified person to supervise the reinstatement work and to 
charge the cost to the latter department. 

Owing to change of pressure of supply, some days’ delay may ensue 
in endorsement of insurance policies, and, in view of the risk, the 
E.S. Committee has taken up a temporary floating loan to the 
extent of £100,000 at Lloyds to cover any liability. About 40 
consumers object to the change of pressure. The Committee has 
made formal application to the B. of T. for sanction to the change 
without the consent of these consumers, but the Board [proposes 
holding a formal inquiry into the matter. 

SourHWARK.—The City of London Electric Lighting Co. has 
asked the B.C. if it might quote for a supply of electricity to the 
Council] in bulk, it having been reported that the latter might 
consider such an offer. The company's area of supply, however, 
does not include that of the Council, and therefore no action has 
been taken in the matter. 

The County of London Electric Supply Co. has written stating that 
it is prepared to submit proposals for dealing with the electric light- 
ing undertaking of the Council on either of the following alternative 
bases:—(a) To supply energy in bulk for distribution by the 
Council at a price cheaper than it can be generated at by the Council ; 
and (b) to take over thc undertaking on lease, and work it for a 

eriod of years, guaranteeing а sum sufficient to provide sinking 

d and depreciation on the capital expended. The matter is to 
be considered by the General Purposes Committee. 


Mexico.—The Mexican Light and Power Co., a Canadian 
concern which is completing a large power plant at Nexaco, has 
acquiréd the plant and businesses of the Mexican Gas and Electric 


\ 


Light Co. and the San Ildefonso Electric Light Co.,. and now 
controls the electric lighting and power supply in the city of 
Mexico. 


Mitchelstown.— Local residente urge the raising of a loan 
for the lighting of the town by electricity, in accordance with plans 
and specifications prepared by Mr. G. Marshall Harris, of Carlow. 


Norwich.— Messrs. J. and J. Colman, Ltd., have resolved 
to take a supply of energy from the Corporation mains for use at 
their works. It was stated recently that the Electricity Committee 
had accumulated a surplus of about £6,000, but it recommends that 
this should be retained, and no surplus profit should be applied, at 
present, in reduction of rates. 


Sunderland.—The Assessment Committee has reduced 
the rateable value of the Corporation Electricity. Works from 
£6,500 to £5,580. C 

Tunbridge Wells.—A proposal was to be made at 
Wednesday's meeting of the T.C. that it is desirable in the interesta 
of the ratepayers to dispose of the Corporation electricity under- 
taking to а company, in order to obviate further capital expendi- 
ture, and in view of the disadvantages of the control of the under- 
taking by the municipslity. Evidently the telephone fiasco is 
fresh in the memories of the residents. 

Walthamstow. — The L.G.B. has sanctioned the 


borrowing of £1,500 for mains extensions. 


Walton-on-Naze.—The Coast Development Corporation 


has informed the Council that it intends applying for electric 


lighting powers for the district. 


Willesden.—The Council's consulting electrical engi- 
neer has suggested that owing to the low rate at which energy is 
purchased for public lighting, an additional 50 arc lamps might be 
erected without further charge, and upon this а scheme for public 
lighting extensions is to be drawn up. Draft agreements have 
been submitted to the Council for the hire-purchase or simple hire 
of motors, and the resident engineer has been instructed to obtain 

iculars of the probable demand for them, and what charges 
should be made ; it is anticipated that the maximum demand at the 
end of the present year will total between 650 and 700 KW. The 
Electricity Committee has accordingly instructed the consulting 
electrical engineer to obtain quotations from the British Westing- 
house Co. for the supply of an additional 250-kw. machine for its 
distributing sub-station, or for replacing the present plant and sub- 
stituting two 300-Kw. and two 150-K w. sets. 


Wilmslow.—The new street lighting scheme will soon 
be completed. 'The whole of the cable has been laid, covering 
a length of about 15 miles. | 


Wimbledon.—Commencing on the 1st inst. the Council 
has decided to supply energy for driving motors of 2 н.р. and over 
at 12d. per unit, but the charge for motors under 2 н.р. will remain 
at 2d. per unit. Meter rents are also reduced to 1s. per quarter. 
Sanction to another loan of £5,000 for E.L. purposes is also to be 
applied for. 


Yarmouth.—On June 29th a L.G.B. inquiry was held 
into the application of the T.C. for a loan of £10,000 for E. L. pur- 
poses. There was no opposition. 


„—— ͤ——— —u.——— 


TRAMWAY AND RAILWAY NOTES. 


Birmingham and Midland Tramways.—The total 
revenue for the year of the above company amounts to £108,626, 
and there is an available balance of £20,951, with which it is pro- 
posed to pay a dividend of 54 per cent. on the preferred ordinary 
shares and to carry forward £1,701. The traffic recipts have 
suffered by reason of the reconstruction of the lines for electric 
traction. This work has, however, now been completed, and the 
receipts have materiaily increased. The expenditure on capital 
account during the year amounted to £160,913, including outlay on 
the reconstruction of lines, the erection of & power-house and 
transforming stations, the purchase of cars, &c. 'The number of 
passengers carried during the year was 8,504,584; the average 
receipts per passenger, 1'264.; and the average expenditure per 
passenger, apart from line, rent, &c., 76d. 


Cairo.—The Belgian Société des Tramways du Caire has 
concluded a fresh convention with the Egyptian Government for 
the construction of new lines and extensions, and for the doubling 
of the tracks. It is proposed to pay £50,000 to the Government as 
the company's share in the expenditure on the erection of bridges 
over the Nile, in order to facilitate the connection of the Pyramids 
line with the urban network, and in return the concessions have 
been extended for a period of five years—that is, until the end of 
1951. Тһе share capital is to be increased from £240,000 to 


£400,000 by the emission of 8,000 £20 preference shares, and ап 


issue of 4 per cent. bonds to the extent of £100,000 is also to be 
made. M. E. Empain, and a group associated with him, have 
been declared concessionnaires of an electric railway and two tram- 
ways, which they are engaged in establishing in the Desert of 
Abbassieh to serve the Oasis. It is intended to form for this 
undertaking a separate concern under the title of the Compagnie des 
Chemins de Fer Electriques et Tramways des Oasis, with a share 
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capital?of{£500,000,!capable of being increased'to £1,000,000. The 

lines conceded are a railway from Pont Simoun to the Oasis, 

a tramway from ‘the same starting point to the Djellah-Racha 

o and a tramway connecting the Abbassieh tramway and the 
asis, 


Continental Note. — Paris.—The State Council has 
granted a concession, for which application was made several years 
ago, for the construction of an underground electric railway 
between the north and the south of Paris. The length of the rail- 
way, which will connect Montmartre and Montparnasse, will be 
seven miles, and it is expected that three years will 
be occupied in its construction. As portions of the line 
will be built at a considerable depth, the obligation has been 
placed upon the concessionnaire company to provide lifts at all 
stations which are lower than 40 ft. from the street level. The 
stations, which will be built in the vicinity of existing stations of 
the Metropolitan Railway, are to be connected with the latter by 
means of underground passages so as to facilitate the transfer of 
passengers from one line to the other. It is estimated that the 
cost oť construction will amount to £2,800,000. This sum will be 
provided by the company which will both construct and work the 
line, the concession for which will expire simultaneously with that 
for the third network of the Metropolitan Railway, when the 
former’s whole line, equipment and accessories will pass into the 
possession of the Paris Municipal Council. The latter, however, 
has the right of purchase at any time. The company will be 
required to pay to the Couneil 1 centime for each passenger ticket 
issued, in so far as the annual number does not exceed 30,000,000. 
Above this total the payment will be 2 centimes for 15 and 20 
centime tickets, and 24 centimes for 25 centime tickets. In 
addition, the town will receive one-half of the income from 
advertisements, 


Folkestone-Hytlie.—A conference of representatives of 
Folkstone and Hythe Corporations, and the Sandgate and Cheriton 
U.D.C.'s was held last week, when it was decided that there was a 
necessity for a system of electric tramways to connect the four 
districts. It was further resolved that the authorities should work 
together in the matter of negotiating for tramways. 


Great Yarmouth. — Au extension of the Great 
Yarmouth municipal electric tramway from Southtown to Gorleston 
was opened for service on Tuesday, by the Mayor. The line was 
originally laid as а horse tramway in October, 1872. In 1903 it 
pissed into the hands of the British Electric Traction Co., Ltd., 
from which the T.C. purchased the line at a price fixed by arbitra- 
tion at £15,000. It was considered advisable to relay the line, and 
& double track was also laid from Yarmouth Bridge along the 
route to the Half-Way House. Cars identical with those already 
running on the Yarmouth municipal system were supplied by the 
Brush Electrical Engineering Co. at a cost of £5,646. Overhead 
equipment wns supplied by the British Electric Equipment Co. for 
£2,357; and Messrs. J. Dennis & Co. took a contract for rail bonds 
at £480. Passengers will be carried from the Southtown terminus to 
Gorleston for 2d., instead of 3d. as hitherto. 


Leyton.—The T.C. has appointed a sub-committee to 
consider the purchase, and the taking over of the Lea Bridge, 
Leyton and Walthamstow Tramways Co.’s undertaking. 


Liverpool, — The stator of the last of the four 
6,000-volt three-phase induction motors which the British Thomson- 
Houston Co. has been supplying for the principal sub-station in 
Fairclough Lane, Liverpool, was received recently. The motors are 
of 790 fl. P. each, with a frequency of 50 cycles, and run at 292 r. p. m. 
The first two motors of the four covered by the order in question were 
delivered in November last, and have been in use for some time. 
Each motor drives а 500 to 550-Kw. generator. Four more induc- 
tion motors of the same capacity as those named above, but of 
romewhat different design, are about to be supplied by the B.T.-H. 
Co. for the Paradise Street generating station, Liverpool. All of 
the above machines are, or will be, hand-wound. The company 
has also erected a large switchboard at the Fairclough Lane 
‘station, This board has 10 panels, with black enamelled slate 
front, and carries no high-pressure gear. J 

The traffic on the West. Derby and Old Swan tram routes has 
become very heavy, and, in order to relieve the congestion, a new 
belt service between the Old Haymarket and Sheil Road via 
Kensington and West Derby Road alternately is being tried as 
an experiment, the fare being 1d. either way, 


Liverpool Overhead Railway.— On Sunday the 
connection made between the Seaforth Sands terminus of the 
Liverpool Overhead Railway and the Lancashire and Yorkshire 
Railway, Liverpool-Southport line at Seaforth was operated forthe 
first time, when a large number of persons made the journey to 
Southport. from stations on the overhead railway. No through 
trains are possible as yet, owing to the different arrangement. 
of track on the two lines, the overhead. railway being worked by 
д “dive” middle rail, and the Lancashire and Yorkshire 
Railway by the four-rail system. It is, however, intended to adopt 
trains which will be able to traverse both systems, and thus atford 
а through service. Therefore, the present time-table is purely 
experimental, and modifications and improvements will be made as 
required, 


London,—(1..0.C.)—~The Highways Committee stated 
that the Islington Borough Council had approved the introduction 
of the overhead system on the tramways trom thu Archway Tavern 
via Archway Road to the county boundary аф Highgate Archway, 


snbject to the details of the work being agreed between the officers 
of the Council and of the Borough Council. The decision of the 
local authority was communicated to the Board of Trade, and the 
latter sanctioned the system, subject to any requirements 
which might be necessary on the inspection of the completed works, 
and at any time for the protection of the Government observatories 
and laboratories, It was, however, stipulated by the Board that 
electrical energy should not without its consent be supplied throug} 
the feeders at a pressure higher than 650 volts. po 

An expenditure of £1,000 was sanctioned for the provision of 
additional cranes at the New Cross car-shed, and £780 for the 
wiring of the Streatham car-shed. 

The Highways Committee suggest the expenditure of £13,500 for 


` constructing and fitting roof-covers to 150 of the electric cars on 


the Council's tramways. Already 160 covered cars are either in 
use or under construction. It is recommended that the covers shall 
be made and fitted at the Council's own car works. 


Metropolitan District Railway.— It was very unfor- 
tunate that the opening of the electric service on the Underground 
Railway on Saturday last should have been marred by a flood, 
which rendered it necessary to withdraw the electric trains for a 
time; the flood occurred in the same place as on previous 
occasions — namely, in the hollow at Hammersmith, the 
sewers being unable to cope with the sudden influx of water 
following a heavy fall of rain. The traffic was entirely dis- 
organised, and great inconvenience was caused to business people. 

On Sunday morning the electric service was resumed, and has 


continued since then. Great delight was manifested by the public 


in the showers of sparks emitted from the contact shoes, due to the 
variable contact with the rough surfaces of the conductor rails, but 
as the latter become smoothened by wear this entertainment will 
lose its attractions. 

Attempts were made to inaugurate the electric service on the 
Inner Circle, but it was found necessary to postpone the running 
for a few days in order to carry out further adjustments in connec- 
tion with the arrangement of the contact shoes. 


North Shields.—4As two men named Buck and Leighton 
were walking near the electrified branch of the North-Eastern 
Railway, near North Shields on Sunday, the former stepped on the 
“live” rail. He immediately fell to the ground, and came in 
contact with the live rail. Although Leighton also received a 
severe shock, he at once jumped to his friend’s assistance, and 
succeeded in lifting him free from peril. Buck was placed ina 
passing car and taken to the Tynemouth Infirmary suffcring from 
shock and severe burns about the hands and feet. 


Poole-Bournemouth.—The inauguration of a through 
service between Poole and Bournemouth, and the official cele- 
bration of the purchase of the Poole tramways by the local 
governing bodies at a cost of over £100,000, took place on Monday. 
The members of the Bournemouth Corporation and the Branksome 
U.D.C. were conveyed over the route in gaily-decorated cars, and 
were met at Poole by the Mayor and Corporation of that town. 


Rochdale.—The conversion of the Rochdale tramways 
from steam to electric traction has now been completed. The 
B. of T. inspection of the two new sections in the borough was 
to take place on Tuesday last, and arrangements have been made for 
a frequent service of cars. 


St. Helens.—The solicitors of Mrs. Williams, widow of 
the Prescot Union workhouse master who was recently killed while 
on atramear near Rainhill Bridge, have made а claim against the 
St. Helens Corporation Electricity, Committee on the ground that 
the accident was caused by the overhead equipment belonging to 
the Corporation being defective. After considering the matter, the 
town clerk was instructed to write repudiating all liability. 


South Africa.—Dtrpan.—The tramway manager, Mr. 

Н. N. Thomas, reports that dering May the revenue of the depart- 
ment amounted to £7,431, an increase of £116 over the same period 
of last year. The mileage for 1905 was 94,734, and the revenue 
per car-mile, amounted to 1876d. А re- adjustment of tram fares is 
to be presented to the Council at their next meeting ; a cash system 
is now proposed in place of the present coupon system. 
B. OI FON TN. — The matter of the tramway concession at 
Bloemfontein seems to. be the cause of much ill-feeling, and the 
Bloemfontein Post for June 7th contains affidavits by Mr. H. F. Gill, 
a prominent Bloemfontein citizen and chairman of the Chamber of 
Commerce; Mr. Otto Lenz, of the firm of Reunert & Lenz, elec- 
trical engineers, Johannesburg; Mr. Charles G. Fichardt, of the 
firm of Fichardt & Daniels, Bloemfontein; and Mr. Alfred Clarke, 
electrical engineer, Johannesburg, tending to show that in the 
matter of the electric tramways’ concessions in Bloemfontein, 
other tenderers than Messrs. Davies & Spain were not fairly 
treated. The Post now urges the holding of an indignation 
meeting. К. 


Whitefield (Lanes,),—The U. D.C. has applied. to the 
B. of T. for a further prolongation of the periods for the commenee- 
ment and completion of the tramways, the former to August 6th, 
1906, and the latter to August 6th, 1907, 


Willesden.—At the meeting of the U.D.C. on Tuesday, 
the town clerk reported the result of the conference convened by 
the Council in reference to the claim of the Metropolitan Electric 
Tramways Co. to pay rates Jevied under the Publie Health Acts on 
one-fourth part of the net annnal value of the hzghbt railways or 
tramways leased by them from the Middlesex County Council. It 
was resolved that proceedings be taken to test the case in a court 
of summary jurisdiction, 


—— — — ——— 


— 


Vol..57. No. 1,441, JULY 7, 1905.] 


THE ELECTRICAL REVIEW. 


19 


THE NEW ELECTRIC POWER HOUSE AT DETROIT, MICHIGAN. 


THE Detroit Edison Co. has quite recently built a large 
electric generating station at Delray, З} miles from the city 


of Detroit, Michi- 
gan, which, being 
equipped with ver- 
tical steam turbines 


coupled direct to 
generators supply- 


ing three-phase cur- 
rent аб 60 cycles, 
4,600 volts pressure, 
has many points of 
interest to the elec- 
trical engineer on 
this side. 

The demand for 
electrical energy for 
both lighting and 
power purposes 
Detroit had reached 
such 


in 


proportions 


some three years ago that it was found necessary to build an 
entirely new station on a large scale. 


were four electricity stations in Detroit, supplying both 
direct and alternating current at various voltages. 
Appreciating the need for a reorganisation of the electric 


Fic. I. VIEW OF THE2DeErTROIT. Eptson Co.'s POWER STATION? AT, DELRAY.) 


At that time there 
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Fic. 2. — INTERIOR OH ENGINE Room, SHOWING THE 3,000-KW. Curtis TURBO-GENERATORS. 


forced evaporation. 


to carry out the plans. 


supply undertakings in the city, two of the companies 
entered into negotiations for acquiring land adjoining their 


stations to take new 


generating plant, 
but before these 
schemes were 


carried into effect, a 
project was put for- 
ward by Mr. W. F. 
White, of New 
York, for the con- 
the 
“salt lands,” some 


struction, in 
little distance from 
the city, of a large 
generating station, 
which would sup- 
ply energy in bulk 
to the 


panies specially in- 


two com- 


terested, and to any 


others. who would ipurchase energy in {large quantities, also 


to produce salt, which abounds in the neighbourhood, by 


Mr. Whites scheme was, after con- 
sideration, adopted, and the Detroit Edison Co. was formed 


Е 
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The station has now been completed, and is supplying 
energy to the Edison Illuminating Co., the Peninsular 
Electric Light Co. and the Detroit United Railway. The 
company will supply none but wholesale purchasers of elec- 
trical energy, thus not competing in any way with persons 
or companies supplying current. to 
small users and private consumers. 

Messrs. Westinghouse, Church, Kerr 
and Co. were selected as engineers for 
the undertaking, and were instructed 
to prepare reports and plans embracing 
several schemes, and, after having 
given due consideration to the ques- 
tion of the best location for the power 
house, the cost of electric transmission, 
the future needs of the city, the salt 
project, the cost of property, facilities 
for the delivery of coal and for ship- 
ments of salt, a 30-acre tract at Delray 
was selected, which gave ample room 
for the carrying out of the selected 
scheme and for future extensions. on 
a large scale. It was decided to 
install plant having а total capacity 
of 12,000 Kw., this being deemed 
sufficient to deal with all probable 
requirements up to the end of 1906. 
[t is probable that before that date 


another station of similar design and Fic. 


arrangement will be under construction. 

Below the boiler and engine room floor-line, concrete has 
been used entirely, the footings being carried down to the 
blue clay bottom well below the extreme low-water level of 
the river. Above the main floor-line the walls are of red 
brick and steel, curtain walls being used between the steel 


` 


Fig. 4. VIEW or ENGINE Room, SHOWING Switch GALLERIES. 


columns. Reinforced concrete has been used in the con- 
struction of the floors and roof, Kahn bars being used 
throughout to reinforce the concrete work, thus rendering 
the building fireproof throughout. In the boiler house are 
installed 24 boilers of the Stirling Cp.’3 manufacture, each 
having 4,834 sq. ft. of water-heatiug surface, and 2,000 sq. ft. 
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of superheating surface, steam being delivered at a pressure 
of 200 Ib., superheated 200° F. Each of the four turbines 
is fed by six of these boilers, and this allows for an ample 
supply of steam. By slightly overrunning the remaining 
boilers, one out of each battery of six may be'shut down for 
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3.— THE Power HOUSE UNDER CONSTRUCTION. 


examination or repairs, without affecting the output of the 
unit to which it is attached. — 

The combined boiler and superheater units are so arranged 
that each unit can be used a boiler having 6,834 sq. ft. 
ofi water ! heating: surface, or as a combined boiler and super- 
heater, in which case 
a regulator is pro- 
vided for adjusting 
the degree of Super- 
heat in the steam 
delivered; this can 
also be regulated by 
the use of spray 
piping, which intro- 
duces water into the 
lower  superheater 
drum. 

The boilers аге 
equipped with Roney 
mechanical — stokers, 
coal being supplied 
to the latter by 
gravity, from over- 
head bunkers, the agh 
and clinker being 
delivered into a 
hopper again by 
gravity. 

The 12 stokers 
under each battery 
of six boilers’ аге 
operated by two 
steam engines, and 
each engine can 
operate all of the 12 
stokers in the row, 
or half that number, 
or any other desired 
combination, thus 
allowing for one of 
the two engines to 
be shut down for 
overhauling or repairs 
without affecting the 
stoking. 

Both natural and induced draught are provided for. There 
are three steel chimneys lined with red firebrick throughout, 
and these are 132 ft. high. Two have an internal diameter 
of 11 ft., while the third measures 16 ft. across inside. 
These stacks provide the necessary draught to operate the 
boilers at about three-quarters of their, rated capacity 
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with the economisers cut out, and when the economisers аге 
in operation at about one-quarter of their rated! output. 
The mechanical draught equipment consists of four'fans, each 


15 ft. dia. by 6 ft. 
6 in. wide at the 
periphery, these 
being located 
directly beneath the 
chimneys, each in 
line with the flue, 
which under ordi- 
nary working con- 
ditions it serves. 
The four boiler 
flues, however, are 
cross-connected, so 
that three’ fans can 
serve four rows of 
boilers, in case one 
of the fans has to 
be shut down for 
any reason. 

When the econo- 
misers are in opera- 
tion, the four fans 
produce the neces- 
sary draught to 
operate 20 of the 
24 boilers at 50 
per cent. above their 
rated capacity, with 
fuel giving ап 
evaporation of 74 
lb. of water per 
pound of coal. The 
fans are driven by 
Chandler & Taylor 
automatic steam 
engines, the steam 
required to drive 
the fans at their nor- 
mal output being 
materially less than 
1 per cent. of the 
boiler horse-power 
they serve. 


There are eight separate economisers of the W estinghouse 
patent circulating pattern, provided with scraping gear and 
manufactured by; the Green Fuel Economiser Co. Each 


Fic. 6.—STATIONARY ARMATURE Fon B. T. H. TvnBo-GENERATOR 
SHOWN ABOVE. 


economiser is made up of 52 sections consisting of 12 tubes 


each. 


The arrangement of economisers and flues ia such that 


(CONSTRUCTED BY THE B.T. -Н. Со. FOR THE YORKSHIRE ELECTRIC PowER Со.) 
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5.—1,500-kw. TRREE- PHASE TURBO-QENERATOR. 


each economiser serves three boilers, and any economiser can 
be by-passed as desired.“ 
In designing the flue construction, К 40 sq. ft. 


of flue area was 
allowed per 1,000 
rated boiler H.P. of 
the station, but as 
the boilers are de- 
signed to run con- 
siderably above-rat- 
ing, this cuts down 
the flue area per 
nominal  H.P. 
delivered by the 
boilers to ар- 
proximately 30 sq. 
ft. per 1,000 boiler 
H.P. 

The engine room 
contains four 3, 000 
KW. four -stage 
Curtis turbines, 
built by the General 
Electric Co., of 
Schenectady,: New 
York. These tur- 
bines are of the 
vertical pattern and 
closely resemble, 
above the floor line, 
the generating units 
installed in the 
Cataract Construc- 
tion Co.'s power 
house at Niagara 
Falls. The genera- 
tors deliver three- 
phase alternating 
current at a pressure 
of 4,600 volts, the 
frequency being 60. 
The machines have 
been designed {о 


withstand v ery 


heavy overloads, and 
they can be run eon- 


tinuously кйш damage at 50 per: cent., and for a short 
time at 70 per cent. above their rated capacity. The 
generating units are carried on hollow circular concrete 
foundations arranged to give access to the step-bearings, 


which are one of the most novel features of the station. The 


entire weight of the revolving portion is carried. oi a. film of 
water, the water pressure being maintained by asystem wf pumps 


Fic. 7.-—REVOLVING FIELD FOR TURBO-GENERATOR SHOWN 


and pipes leading to the step-bearings and an accumulator, 
which ensures an even pressure on the bearings at all times, 
this keeping the rotating element in a fixed horizontal plane. 


Oil is used only on the steady bearings, which keep the rota- 
ting element in a vertical position, this oil being circulated 


and purified by а specially-designed oiling system; the oil 


circulation is maintained by small duplex steam pumps, 


Which are in duplicate. 
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The excitation current for- the alternators is ‘supplied: by 
two 50-Kw. motor-generators. These. are used in connection 
with a storage battery of.83 cells, which is kept as a reserve 
to maintain a uniform excitation in the event 'of accident 
to an exciter unit. The battery at 125 volts -has a capacity 
of 400 ampere-hours for two consecutive hours. 

The battery floats at all times on the exciter system, each 
motor-generator set being protected by a reverse current 
circuit-breaker, which, in case of an accident to the exciter 


IG. 8&.—FovnTH-sTAGE DIAPHRAGME OF: B.T.-H.- 
CURTIS TURBINE, SHOWING NOZZLES. 


in use, automatically ‘disconnects it from "thei'system. and 
leaves the excitation of the generators entirely to the battery. 
The latter is charged by raising the voltage of the exciter, 
which can be varied from 125 to 200 volts. 

f+ The current generated by the four main units is taken 
direct to the bus-hars of a 24-panel high-tension switch- 
board, through various oil switches and instrument trans- 


» 


Fic. 9.— REVOLVING BuCKETERING. 


formers located in the two lower switchboard compartments. - 
The bus-bar construction of this board is divided into four 


sections, which can all be interconnected when desired or run 


Fic. 10.—COMPLETE ,WHEELSFOR FOUR-STAGE 
TURBINE. 


independently, each section being provided with a switch for 
а 3,000-KW. alternator, and five switches for feeders. 

Nine feeder panels are already in use, six of which control 
trunk feeder lines. These trunk lines are cross-connected 
in the town by what are known as ties, thus reducing to a 
minimum the possibility of a shut-down, due to the burning 
out of any one of the trunk feeders. 

The conduits carrying the trunk lines have sufficient 
capacity for 18 additional trunk feeders, of which three will 
be installed this year, to serve three additional 1,000-Kw. 
motor-generator sets, which are already on order. 


The engine room is spanned by ап ‘overhead: travelling 
electric crane, capable of dealing with loads up to 35 tons. 
The main exhaust system which serves the turbines is "so 
arranged that when -the exhaust steam is not used. for tlie 
evaporation of salt, it is taken direct to condensers, of which 
there are ,four, one for?each turbine. ~ The condensers were 
specially designed for use with the Curtis turbines ; each has 
12,000 ву. ft. of tube cooling surface, and when the turbines 
are running at their rated output, a vacuum of 28 in. is main- 
tained with circulating. 
water at 70? Е. Басһ 
condenser is provided 
with a triplex motor- 
driven Edwards wet 
vacuum pump, and an 
18-in. motor - driven 
centrifugal circulating 
pump. 

The whole of the 
water used in the 
Station i8 taken from 
the Detroit River 
through screens into 
a pumping house, from 
which it is circulated 
to the various points 
in accordance with 
requirements. 

The pumps supph- 
ingthecirculating water 
to the condensers and 
those supplying water 
to the heaters and to 
some elevated tanks 
are located оп the 
main floor of the pump 


house, each pump: having lan independent suction line about 
14 ft. long. Each battery of six-boilers is fed by an indepen- 
dent boiler feed pump, which -receives its supply from a 
separate feed-water heater. — The condensing systems are 
entirely independent, the idea being that it would be cheaper 
to run one of the generating rets аб high pressure for a short 
time in the event of ‘anything happening to its condensing 
equipment, rather than to have the constant expense of 
keeping a complicated system of cross-connecting exhaust 
iping, air-tight. 
Phe circulating water, after having passed through the 
several condensers, discharges through an overflow pipe into 
a common culvert extending beneath the four condensers. The 
overflow pipe is carried below the water line of the canal, so as 


FIG. 11.- STEAM CASING OFƏFOUR-STAGE TURBINE, SHOWING 
STATIONARY - INTERMEDIATES. 


to get the benefit of the siphon effect in operating the svstem. 
The only valve or regulating device in the system is the one 
in the discharge pipe from the condenser, which regulates 
the amount of water passed through the latter. The 
overflow canal under ordinary working conditions is arranged 
to discharge iuto the river, but there is a bye-pass arrange- 
ment, so that in the winter the circulating water can be used 
over and over again, it being discharged against the screens, 
in order to keep them free from ice. 

The water used for boiler feed and other purposes in the 
station, is taken from a hot well outside the pump house 
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basement, the make-up water only being taken from tle 
latter. Duplicate 8-in. motor-driven Worthington low- 
pressure turbine pumps, each capable of supplying all the 
water required to operate the station, force the hot-well 
water through cast-iron mains to four 5,000-H.P. Cochrane 
feed-water heaters. Connected to the two mains are two 
elevated tanks of 65,000 and 10,000-gallon capacity respec- 
tively, which serve the two purposes of keeping a uniform 
pressure on the mains and of providing an emergency supply 
in case of accident to the operating pump. 

As а precautionary measure, each of the boilers is fitted 
with a 500-H.P. Penberthy injector, which receives its 
water supply. under pressure by means of a special piping 
system from the elevated tanks, there being thus three 
separate ways of boiler feeding. 

In order to minimise a8 much as possible the expansion 
and contraction of the steam mains, and radiation losses also, 
the pipes are made as short as possible, the expansion being 
allowed for by bends and cross-runs. 

Superheated steam is only used for the main generating 
sets, the auxiliary plant being run with saturated steam at 
200 lb. pressure, the boiler connections for which are so 
made, that it is impossible for superheated steam to reach 
the auxiliaries. | | 

The steam pipes are covered with a built-up covering of 
plastic asbestos and magnesia cement, 34 in thick. 

]t now only remains to refer to the methods employed in 
the handling of coal. Briefly, the scheme consists of an 
elevated railway track for bringing the coal into the yard ; 
a hoisting tower for raising the coal to the level of the top 
of the bunkers over the boilers, and an industrial railway for 
taking the coal from the tower and delivering it to the 
bunkers. This arrangement was selected after various coal 
handling schemes had been investigated, such as bucket and 
belt conveyors, telpherage schemes, &c. The railway trucks 
filled with coal are shunted into the power station siding by 
‘the railway company ; they are then hauled up the incline 
to the coal tower, or the coal is dumped from the elevated 
trestle to the ground, from which position it can be taken up 
at any time by a locomotive crane, loaded into a gondola car, 
and delivered to the coal tower. The elevated coal track is 
fitted with a runway on both sides, so that the coal can 
either be dumped or shovelled out ; it being finally shot into 
an unloading hopper under the coal tower. | 

Should the coal be brought in, in such a frozen condition 
that it cannot be moved, it can be thawed by means of a 
steam jet leading from the boilers. 

From the unloading hopper the coal is raised by a steam- 
operated “ Hunt” tub coal hoist, capable of dealing with 
70 tons per hour, which discharges its contents into a 20-ton 
hopper situated 110 ft. above the level of the boiler room 
floor. This hopper is provided with a bar or grill bottom, 
which allows the fine coal for use in the stokers to fall into 
a lower hopper. The large lumps are subsequently broken 
up by heavy engine-driven coal crackers until able to pass 
through the grill bottom. This hopper is se designed that 
all or any part of its contents can be delivered either to 
revolving screen or to a third hopper beneath it, from 
which the Industrial coal trucks, which receive the screen- 
ings, are loaded. From the screen the chutes are also 
arranged to deliver screenings to the third hopper, and nut 
coal to a fourth hopper, both these hoppers delivering their 
contents to trucks on the industrial railway, which in turn 
delivers the coal to divided bunkers over tlie boilers. By this 
means the screenings and nut coal are kept entirely scparate, 
and it is, we believe, the first central station where such an 
arrangement has been successfully carried out. 

With two varieties of coal available, it is always possible 
to increase the capacity of the station fram 50 to 75 per cent. 
above ordinary working conditions for a short time, by feed- 
ing the furnaces solely with nut coal. 

Ву a special arrangement of trips, every other car on the 
Industrial Railway can be filled from the third or fourth 
_ hoppers, and will deliver its charge into the proper hopper 
compartment of the bunkers. | 

This coal-handling scheme is operated throughout by 
steam, with the exception of the revolving screen, which is 


motor-driven ; the initial and operating costs coming out ` 


rather on the side of steam than of electric driving. Coal is 
delivered from the bunkers oyer the boilers, direct to the 


stoker hoppers by gravity, the chutes being bifurcated at the 
top, so that one branch goes into each of the com ents 
of the bunker. Each of these branches is fitted with a valve, 
so that the fireman can, by means of a chain, feed either 
class of coal to the stokers at any time. | 
The coal yard has a capacity for about 80,000 tons of coal, 
the consumption per day varying from 215 to 300 tons. 
When the plant is running non-condensing in connection 
with the salt works, about twice as much coal is needed. 


"The coal-handling apparatus runs for 4 hours per day when 


running condensing, and 8 hours per day when non- 
condensing. | A 

The ash-handling apparatus consists merely of concrete 
brick-lined hoppers situated beneath each pair of stokers, 
which deliver their ash automatically. From ‘these hoppers 
the ash is delivered by gravity to trucks running of an 
industrial railway in the basement, the cars of which can be 
run out into the yard and dumped when convenient. 

At the present time the grade is such that these cars can 


‚ be pushed by hand, but as the property is brought up to the 


contemplated level round the power house, it will probably 
be necessary to provide some mechanical means for. hauling 
the cars. In all probability an electric storage battery loco- 
motive will be installed. О, Er cd 


THE BRITISH Тномкох-Носѕтох Co’s. TURBINES. 
Whilst figs. 5 to 11 do not actually. represent the 


identical turbines installed in the Detroit station, we 


have thought it worth while to add. them to the 
article as representing the parts of exactly the same 
type of machine; they are taken from the Curtis 
turbines manufactured by the British Thomson-Houston 
Co., at Rugby, and described in our issue of May 19th 
last. Fig. 5 is a view of a 1,500-kw. Curtis turbine 
on the test bed at the B.T.-H.-Co.’s works, one of the 
machines built for the Yorkshire Electric Power Co.'s 
Thornhill station, with separate vertical condenser adjoining. 
Figs. 6 and 7 illustrate the construction of the stator and rotor 
of this machine, showing the special construction of the latter 
in order to cope with the severe stresses due to centrifugal - 
force. Fig. 8 shows one of the diaphragms intermediate 
between two of the four stages, pierced with holes forming 
the so-called nozzles. Fig. 9 shows one of the bucket rings, 
consisting of a single solid ring of weldless steel, out 
of the edge of which the buckets are cut, and -pro- 
vided with steel straps round the periphery riveted on 
the ends of the vanes, so as to form а shrouding. 
Fig. 10 shows the complete rotor of a four-stage Curtis turbine. 
Fig. 11 represents the interior of the casing of the turbine, 
and shows the arrangement of the successive rings of stationary 
vanes, corresponding with the various stages of expansion. 
These rings do not consist entirely of vanes, the width of 
the sections of vanes depending upon the stage, and therefore 
the volume of steam passing through them. Ls 


TELEGRAPH AND TELEPHONE NOTES. 


Australia,—Advices received by the Australian mail 
delivered in London on Wednesday evening, state that the Federal 
Postmaster-General, the Federal Minister of Defence, and the 
British Admiral in commaud of the Australian squadron, have 
under consideration an important and far-reaching scheme for the, 
installation of the Shoemaker system of wireless telegraphy which 
has been submitted by Mr. J. W. Hamilton, attorney in the Com- 
monwealth for the International Telegraph Construction Co., of 
London and New York. The scheme, so far as it affects the Com- 
monwealth, proposes to couple up New Zealand with Australia 
direct, and again via Tasmania, and also via Lord Howe Island 
and Norfolk Island; then to link Queensland with Port Moresby 
in New Guinea, and with Samari in the same possession, It also 
embraces a series of stations beginning in Queensland and reach- 
ing out to Tapp Island in the Caroline Group, and so on to the 
cable routes radiating from Tapp Island via Samari and Herbert’s 
Shoe in German New Guinea. So far as the Admiralty is con- 
cerned, the scheme proposes to. install six of the ships of the Aus- 
tralian squadron with instruments at a cost which, for a few 
hundred pounds will, it is stated, place Admiral Fanshawe in 
possession of absolute control of the receiving and trans- 
mitting apparatus, without any vexatious royalties to pay or out- 
side interference to combat. The inducement held out in oonnec- 
tion with the linking of New Zealand and Tasmania with the 
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Shoemaker system is a reduction in the rates for messages from 43d. 
to 14. per word. The guarantees in the matter of a continuous 
service that are offered by Mr. Hamilton to the Commonwealth 
Government embrace a minimum continuous transmission of 25 
_ words a minute where poles or an elevation of 200 ft. are obtain- 
able, and a maximum of 40 words per minute. 


Halifax,—From a joint report of the Chamber of Com- 
merce and the T.C. dealing with unsatisfactory trunk services, we 
gather that the average time of 211 calls to Bradford was 9°67 
minutes, the shortest time one minute (frequently), and the longest. 
. 88 minutes ; whilst in the case of 107 calls to Huddersfield the average, 
time was 11:5 minutes, and'the shortest and longest times 1 and 35 
minutes respectively. The trunk wires at present available for 
traffic between Halifax and certain towns are as follows:— 
Bradford, 10; Leeds, Manchester and Huddersfield, 4 each ; Shef- 
field, 1; Dewsbury, 2; Liverpool, Rochdale and Todmorden, 1 each. 
The trunk circuits in course of construction from Halifax are 1 
to Leeds, 2 to Huddersfield, and 1 to Manchester. The report 
concluded by stating that the N.T.C. had agreed to a scheme for 
bringing all subscribers within the mile tariff; the rentals to be on 
the basis of one mile within the borough, and extra mileage 
rentals to be reduced. Arrangements were authorised by the com- 
pany for enabling a subscriber to ascertain the probable delay in 
the event of the line being engaged. 


Melbourne.—The estimated cost of the proposed tele- 
phone between Melbourne and Sydney is £30,000. The Victorian 
section will cost £11,000, and the New South Wales Section 
£19,000—the line proposed being of sufficient capacity to carry 
extension traffic to Brisbane and Adelaide if required. The pro- 
bable value of the line is still under consideration, 


Natal Telegraphs.—The report of the Postmaster- 
General of Natal states that the receipts for telegraph business for 
the financial year ended June 30th, 1904, amounted to a total of 
£69,474, a decrease on the previous year of £19,521. Of this 
revenue, £10,984 represented the value of work done for Govern- 
ment departments, and £866 the 50 per cent. reduction on tele- 
grams transmitted on behalf of the military authorities. The total | 
number of messages dealt with was 2,266,697, a decrease of 89,581 
on the previous year. The most important works carried out were 
new lines from Pietermaritzburg to Mooi River, Natal-Cape Rail- 
way Line, Pietermaritzburg to Dundee, Dundee to Newcastle, 
Charlestown to Natal-Transvaal border, the latter three lines pro- 
viding improved facilities with the Transvaal. The construction 
of the main lines throughout the Colony puts the télegraph system 
in a most excellent condition. 

In connection with the Durban telephone construction, 2,050 ft. 
of 3-in. cast-iron pipe has been laid, and 3,350 ft. of cable has 
been drawn in during the month of May; seven new telephone 
connections were made during the month, making a total of 1,000 
subscribers. 


New Marconi Services.—The Marconi installation at 
Sable Island and Halifax (Camperdown station) installed under 
contract with the Canadian Government, has been completed, and 
these two stations are now in full operation. Marconi wireless 
stations at Whittle Rocks and Cape Rich are in course of erection, 
‘and it is expected that by July 31st a complete inter-station service 
will be provided between the following stations on the Canadian 
and Newfoundland coasts:—Fame Point, Heath Point, Cape Ray, 
Whittle Rocks, Cape Rich, Point Amour, Belleisle, Cape Race, 
Halifax, and Sable Island. This service has been established by 
the Canadian Government primarily as an aid to navigation in 
Canadian waters, and as a substitute for the landline service along 
the shores of the St. Lawrence, which is subject to frequent break- 
downs owing to bad weather. 


Newfoundland.—The Morning Chronicle of Halifax, 
Nova Scotia, in dealing with Newfoundland’s new Budget, sum- 
marises some of the new proposals for raising Revenue. These 
would not appear favourable to telegraph interests, for companies 
doing telegraphic business are called upon to contribute $4,000 a 
year for each live cable landed in Newfoundland; $4,000 a year for 
each wireless telegraphic station; 1 per cent of the total earnings 
from messages passing either over landlines or by wireless means 
within the Colony, and $4 for each telephone. 


The Commercial Cable Co. has agreed to lay, for the Newfound- 
land Government, by September next, some 200 miles of submarine 
cable between Port-au-Basques, Newfoundland and Canso, Nova 
Scotia, to connect with the Cable Co.’s landlines. The Canadian 
Government has granted permission for the cable to land in its 
territory. 


Pacific Cable Conference.—Further meetings of the 
Conference have been held at the Colonial Office, Mr. Lyttelton 
presiding. 


Russian Telegraphs.—The Journal Télégraphique in 
its last issue reviews the official report on the Russian telegraphs 
and telephones in 1902. During this year there were 152,229 kilo- 
metres of line, and 351,853 of wire, being an increase of 2,506 and 
9,895 kilometres of line and wire respectively over the previous 
year. Altogether, 2,333 faults in connection with the poles, and 
18,309 with the wire were attended to, and 114 new offices were 
opened during the period under review, bringing the total number 
of offices up to 3,024. The railway systems own 66,860 kilometres of 
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line with 178,745 of wire, and 3,458 offices. The military and 
police systems comprise 498 kilometres of line, of which 316 are 
aerial and 182 subterranean. During the year 20,113,291 telegrams 
were dealt with, being an increase of 409,964. 85'4 per cent. of 
this traffic was private inland, and 14°6 per cent. private inter- · 
national telegrams, and the number of all telegrams averages .142 
per 1,000 inhabitants. There were 2,471,320 European telegrams, 
of which 1,013,659 were sent to and received from Germany; 
377,183 to and from Great Britain ; 307,357 to and from France; 
and 200,278 to and from Austria and Hungary, Belgium being the 
next highest with 93,907 telegrams. Telegrams to extra-European 
countries were not numerous, as the following figures will show :— 
To and from China, 15,472; Persia, 24, 157; America, 15,227 ; 
Japan, 8,263; Egypt, 6,604. 


Telegraph Convention.—The adhesion of the Deutsch- 
Niederlandische Telegraphen-Gesellschaft to the Telegraph Con- 
vention of St. Petersburg has been officially announced. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1) Aug. 26, 1901 
Trinidad-Demerara (No. 2) July 1, 1905 
Dominica-Martinique .. May 7, 1902 
St. Lucia-Martinique May 7, 1902 
Cayenne-Pinheiro Aug. 18, 1902 
Paramaribo-Cayenne .. "S May 25, 1905 
Reissa-Issa (Yemen) Camaran Oct. 22, 1902 
Tarifs-Tangier .. e Vu Jan. 18, 1904 
Closed Vladivostock-Nagasaki Feb. 9, 1901 

9 Port Arthur-Chifu .. Mar. 9, 1904 
Jamaica-Colon Pee “з .. Jan. 5, 1905 .. 
Bolame-Bissao .. X .. June 21, 1905 .. 
8t. Jacques-Haiphong .. .. June 26, 1905 . 

: LANDLINES. 
uerto-Barrios ; .. July 28, 1902 .. 
а .. Sept. 27, 1904 .. 


Kertch-Soutehoum 


—  — ——PnÀ 
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CONTRACTS OPEN AND CLOSED. 


OPEN. 
Austria.—The River Danube Regulation authorities in 


Vienna are inviting tenders until the 29th inst. for the establishment 
of an electric lighting and power station at the Port of Freudenaer. 


Bath.—July 17th. Supply and erection of a storage 
battery. See “Official Notices“ to-day. 


Burton-upon-Trent.—July 7th. Overhead equipment 


of 1} miles of tramways. See" Officia] Notices” June 23rd. 


Caerphilly. —July 24th. Cables, kiosks, transformers, 
switchgear, lamp pillars for the U.D.C. See Official Notices“ 
June 30th. 


Dublin. July 21st. Machinery oils for the Corporation. 
See Official Notices“ to-day. ; 


Dublin.—July 25th. Tenders to the Corporation for 
three electric locomotives, tramways, mains, trolley wires, capstans, 
&c. See Official Notices“ to-day. 


Erdington.—Construction of Section 1 of the U.D.C. 
tramways, about 21 miles double track. Names and addresses of 
those wishing to tender should be sent to Mr. R. Green, 37, 
Waterloo Street, Birmingham, and Mr. Н. H. Humphries, Public 
Hall, Erdington. 


Fulham.—July 12th. 
* Official Notices " June 23rd. 


Extension of mains, &c. See 


Hamilton.—July 15th. The Corporation invites offers 
for the construction and working of electric tramways. See 
“ Official Notices” June 23rd. 


Iford.—July 11th. Cable for the U. D.C. 
Notices ” June 30th. 


Islington.—July 12th. (d) 1,500-Kw. steam turbine, 
alternator, exciter, condensing plant, &c.; (b) cooling tower; (c) 
steam, water and circulating pipes. See „Official Notices“ 
to-day. 


L. C. C.—July 11th. Two low-tension feeder switch- 
boards for L. C. C. tramways suh- stations. See Official Notices " 
June 23rd. 


L. C. C.—July 11th. Four sets of switchgear for tram- 
way sub-stations at Battersea. Clapham, Streatham and Wands- 
worth. See “Official Notices” June 23rd. 


See “ Official 


Loughborough.—July 18th. Stores, &c., for the elec- 
tricity department. See “Official Notices” June 30th. 


Melbourne.—July 14th. Arc lamps, ⸗ poles, brackets, 
&c., forlstreet lighting for the Council. See Official Notices“ 
May 12th. . | 
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Neath.— July 17th. Mains, sub-stations, switchboards, 
feeder and switch pillars, excavations, &c., for the U. D.C. electric 
lighting scheme. See Official Notices " June 30th. 


Newport (Mon.).—July 8th. Piping, cooling tower, and 
condenser, for the Electricity Committee. See “Official Notices " 
June 23rd. — 


Rotherham.—July 8th. Tramway department stores 


and materials for one year. See “ Official Notices " June 30th. 


Salford.—July 10th. Fuel for the electricity works for 
one year. See “ Official Notices” June 30th. 


Shorediteh.—July 18th. Two 1,500-Kw. steam turbo- 
generators, condensers, pumps, piping, &c. See Official Notices” 
June 23rd. 


Spain.—Tenders have just been invited by the municipal 
authorities of La Rambla (province of Cordoba) for the electric 
lighting of tbe town during а period of 20 years. 


War Office.—September 1st. Tenders invited for the 
purchase of surplus boilers, dynamos, &c., at Bermuda, Barbados, 
St. Helena and Woolwich. See “ Official Notices " to-day. 


Weymouth and Melcombe Regis.—July 14th. Stores 
a coal a the electricity department. See two “ Official Notices ” 
une 23 


Wishaw.—July 11th. Mains, roadwork, and street arc 
lamps. See “ Official Notices” June 30th. 


CLOSED. 


Aston.— The tender of the Brush Electrical Engineering 
Co. for the overhead equipment of the tramways in High Street, 
Birchfield Road, Lozells Road, Witton Road, and Wheeler Street, 
has been accepted, at 24,506. 


Barnstaple.—The T.C. has accepted the tender of the 
Tudor Accumulator Co. for the maintenance of batteries at the 
electricity works for five years, at £120 per annum. 


Bolton.—The Maco Spinning Co., Ltd., has accepted the 
tender of Messrs. W. P. Theermann & Co., of Manchester, for 1,050 
lights, with all fittings, also dynamo and main switchboard. 


Buxton.—The U.D.C. has accepted the tender of Messrs. 
Veritys, Ltd., for the supply of their single enclosure “ Aston” arc 
lamps for street lighting. 


Bristol.—The electric lift installation at the tobacco 
warehouse of the Corporation has been ordered from Messrs. Holt 
and Willetts, of Cradley Heath. 


Cable Contracts.—Messrs. Johnson & Phillips have 
obtained contracts for the supply of cables from the Corporations 
of Ipswich, Grimsby and Handsworth, the Great Northern Railway 
Co., and the Admiralty (for Pembroke Dockyard). 


Cradley Heatli.— The electric power and lighting plant 
for Lloyd's Proving House Co., Ltd., comprising a Belliss engine 
and dynamo, electric and portable crane, &c., is to be carried out 
by Messrs. Holt & Willetts, also of Cradley Heath. 


France.—The French Post and Telegraph authorities 
in Paris have just placed an order with La Société Industrielle des 
Telephones, Paris, for 80 kilometres of telephone cable (7 pairs of 
conductors), at 1,699 fr. per kilometre. 


Glasgow.—The contracts for the generating plant and fcr 
the boilers and superheaters required for the electrical installation 
at Clydebank Dock, belonging to the Clyde Navigation Trustees, 
have been placed with Messrs. Siemens Bros. & Co., Ltd., London, 
and Messrs. Babcock & Wilcox. 

The tender of Messrs. W. C. Martin & Co. for the electric lighting 
of the outer basin of the Dock has been accepted by the 
Trustees, as also the offer of the General Electric Co., Ltd., to 
supply electrical stores for one year. 

The Tramways Committee has recommended for acceptance the 
offer by Messrs. Crompton & Co. to supply batteries, generators, &c., 
and operating switchgear. 


London.—The Fire Brigade Committee of the L.C.C. 
has accepted the following tenders for the wiring of new fire 
stations by Mr. A. Н. Marshall :—South Battersea Station, £155 10s. ; 
Westminster Station, £196 10s. 


Luton.—The T.C. has accepted the following tenders :— 
Section A, boiler house plant, Messrs. Tinkers Ltd., Hyde, £756; 
Section. В, one steam dynamo, Messrs. W. Н. Allen, Son & Co., 
Queen’s Engineering Works, Bedford, £1,713 10s.; Section C, 
steam, exhaust, feed and blow-off services, drain pipes, floor 
plates, &., Messrs. Babcock & Wilcox, London, £280; total, 
£2,749 10s. 


т 


Marylebone.—The B.C. has accepted the following 
tenders for annual supplies of stores for the generating station :— 
Geo. Hatch, Ltd., white cotton waste, £1 13s. 6d. per cwt., common 
ditto, 18s. 6d. per owt.; W. H. Wilcox & Co., Ltd., mutton cloths, 
£1 188. per owt., sponge cloths, 18s. per cwt., lubricant, for grease 
lubricators, 3d. per lb., asbestos packing, 1s. 2d. per lb., rubber 
insertion, 18. 6d. per lb. И 


Shoreditch.—The B.C. has accepted the tender of the 
Éloan Electrical Co. for the annual supply of arc lamp carbons, at 
prices ranging from 15s. 9d. per 1,000 for 9 in. by 13 mm. to 338. 5d. 
per 1,000 for 10 in. by 18 mm. 


Stoke-on-Trent,— Messrs. Couldon's Ltd., have accepted 
the tender for 850 lights, with all fittings, main switchboard, six 
motors, dynamo, steam engine and boiler, of Messrs. W. P. Theer- 
mann & Co., Manchester. | 


——— 
FORTHCOMING EVENTS. 


Baturday, Jay 15th.—At 7.80 p.m. Birmingham and District Electric Club. 
г. W. 8. Yarrow on High Tension Switchgear and Apparatus.“ 
Wednesday, July 19th. — North of England Institute of Mining and 
Mechanical Engineers. Excursion to inspect the Barton and 
Forcett Mountain Limestone Quarries. ‘Assemble at Darlington 
Railway Station at 1 p.m. 


THE ELECTRICAL ENGINEERS К.Е. (VOLS.). 


THE following orders are issued for next week :— 


Thursday, July 18th.—Recruits and non-efficients for Felixstowe Camp, parade 


at Live l Street Station (G. E. R.) at 11.15 a.m. 
Saturday, July 15th.—Efficients for Felixstowe Camp, parade at Liverpool Street 
Station (G. E. R.) at 11.15 a. m. - 
" -J. Gunn, Sgt.-Majo 


т. 
For O. C. E. E. R. E. (V.). 


a 


| NOTES. 


Conversazione of the I.E.E.—On Thursday last the 
annual conversazione of the Institution of Electrical Engineers 
took place at the Natural History Museum, South Kensington ; the 
guests, numbering more than 1,400, were received by the President 


‘and Mrs. Siemens, the President-Elect, Mr. J..Gavey, and Mrs. 


Gavey, and members of the Council. 

The string band of the Royal Engineers, under Mr. Neville 
Flux, performed an excellent p e of music in the Central 
Hall, and the Leoni Ladies Quintette played in the Reptile 
Gallery ; the arrangements were, as usual, excellent, and the func- 
tion was in every way a success, in spite of the fact that it fell on 
the same evening as the conversazione at King's College and during 
the convention of the Municipal Electrical Association in Edin- 
burgh. Surely it would be possible to avoid the clashing of these 
events. | 

His Excellency the Diplodocus Carnegii held a well-attended 
reception during the evening in the Reptile Gallery, with stoical 
endurance—without turning a hair, in spite of the warmth of the 


evening. In fact, his cool appearance presented the ideal of com- 


fort and ease. It was doubtless the fact that he was only '' paste," 
and not the real insect, that permitted irreverent visitors to address 
him as diplochocolates.“ 

Many distinguished guests were present during the evening; 
amongst these were the Hon. Sir W. Arbuckle, Col. G. F. O. Boughey, 
the Hon. Sir H. B. Buckley, Sir C. P. Clarke, Sir W. Crookes, Mr. 
R. K. Gray, the Hon. W. C. Gully, Capt. H. B. Jackson, Sir J. N. 
Lockyer, Sir H. C. Mance, Lord Strathcona and Mount Royal, Sir 


J. W. Swan, Mr. Jas. Swinburne, Prof. S. P. Thompson, and other 


well-known visitors and members of the Electrical and other 
Institutions. 


Institution Notes and Lectures,—The members of 
the Civil and Mechanical Engineers’ Society on Thursday last week 
paid a visit to the generating station of the London Underground 
Electric Railways Co. at Chelsea, and were shown over the 
buildings. 

THE ACADEMIC SIDE OF TECHNICAL TRAINING.—On the very eve 
of the public announcement that the well-deserved honour of а 
knighthood had been conferred upon him, Prof. A. B. W. Kennedy, 
F. R. S., &c.. delivered on June 29th last before the Union Society 
of University College, London, the foundation oration bearing the 
above title. Sir Alexander, as we may now call him, began his 
lecture by briefly sketching the rise and progress of systematic 
engineering education in this country, referring to the paper which 
he had himself read in the same theatre on the same subject 30 


` years ago, and devoting a few words of kindly recollection to the 


early days when, he said, both professor and students at Gower 
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Street had- much to learn, doing good work,-although they were 
only allowed £500 a year to spend on the laboratory. The orator 
next proceeded to review the present position of affairs, and to 
outline his aspirations for the future. When dealing with tbe 
present, two points in Prof. Kennedy's: address were very con- 
Spicuous: his almost unrestrained admiration for the methods 
adopted by our medical men for the training of their students and 
successors, and his sturdy belief in the excellence of the engineering 
edueation now given at most British Institutions, University College 
not excepted. -` . аи ee т EE QUEE | 

_Dr. Kennedy holds that the academic training of engineers should 
be so arranged as best to train the best engineers, by which he 
means that the complete engineer is neither a man who knows 
nothing but engineering, nor a “by-product” of the training. 
There is a tendency among mathematicians to exalt the processes 
by which & certain result is obtained at the expense of the result 
itself; in daily life, and in practical engineering, it matters lese if 
the methods are admirable, so long as the result is correct. In 
order to be sure that his result is trustworthy, а man must bave 
some knowledge of the subjects lying alongside his own; and 
therefore a student in applied science cannot be said to understand 
his own branch up to the point at which his studies have stopped. 
Nevertheless, in those departments of science that the student is 
not afterwards to make his own, he may with advantage be taught 
to some extent dogmatically, for statements made in general terms 
are better.and more intelligible than when they. are safeguarded 
with the qualifications which perfeet accuracy demands. In ex- 
aminations (and elsewhere) answers cannot be more precise than 
the questions propounded, and it would perhaps benefit all if 
examiners would seek the aid of consulting engineers in assuming 
data that are not ideal. 

Prof. Kennedy brought his address to a conclusion by advo- 
cating, in somewhat guarded terms it seemed to us, the plan 
whereby professors and consultants occasionally or periodically 


exchange posts, and the former are encouraged to practise. The. 


argument usually employed for this system is that it prevents the 
crystallisation of the professor, but Dr. Kennedy puts the matter in 
another shape. Unless the consultant re-appears at the lecture 
table a few years after he has left college, and soon after he bas 
become successful in the world, his efficiency as a teacher begins to 
diminish, for he forgets how to impart knowledge and loses 
touch with students and their ways of thought. This is a neat 
retort, for no doubt from an academic point of view at least the 
consultant is as prone to solidify as the professor. A pessimist may 
conceivably urge that the practising professor and the teaching 
consultant both resemble the Church at Laodicea in being neither 
cold nor hot; but cptimists, like Dr. Kennedy and our American 
friends. who have thoroughly investigated the question, may reply 
that they also resemble the crystalline fluid or fluid crystal which, 
though lukewarm, is ready under comparatively slight changes in 
external conditions to assume either state of matter in full per- 
fection. Prof. Kennedy pointed out that besides this direct 
association of industry with science, there should be a closer 
relationship between the practising graduate and the college whence 
he has come—a relationship which we fear is not always cultivated 
by the institution—so that good contact may be always maintained 
not merely between student and adept, but equally between adept 
and student. Sir Alexander Kennedy thus gave us an address con- 
taining much matter for fresh thought and even satisfaction, 
although in many passages it was. unintentionally reminiscent of 
the report drawn up by the Mosely Educatianal Commissioners. 
. In seconding the vote of thanks to the orator, which had been 
moved by a student, Lord Reay, the President of the College, made 
a. short but interesting speech. After expressing his natural 
pleasure at hearing that Prof. Kennedy was satistied with the 
present phenomena of engineering education, Lord Reay went on to 
say that the authorities of University College were fully prepared 
to give every possible assistance to any scheme which the 
шч! Committee appointed by the Board of Education, 
and now in existence, might formulate. As a member of that 
Committee, he was unable to speak definitely on the subject, but 
he could assure his audience that London students of engineering 
would eveutually be as well off for educational facilities as any 
students in the United States. | 

At the close of the proceedings a pleasing episode occurred. 
The students of the Engineering School at University College took 
the opportunity of presenting an inscribed silver bowl and stand to 
Prof. L. F. Vernon-Harcourt, M. I. C. E., on the occasion of his 
retirement from the Chair of Civil Engineering, a post which he 
has occupied since 1882. The presentation was made in suitable 
terms, and on rising to return thanks, Prof. Vernon-Harcourt was 
received in a most enthusiastic manner by the company of 150 or 
200 persons, among whom there were many coloured hoods, some 
borne by ladies. 

SOCIETY OF ARTS.—-On Tuesday evening the annual conversazione 
was held in the gardens of the Royal Botanic Society, 
Regent's Park; Sir William Abney, K.C.B., the chairman, and 
other members of the Council, received the guests, who attended 
in great numbers. The ‘Tropical House and Conservatory were 
open, and there was an exhibition of roses and other flowers by 
Messrs. Paul & Sons, of Waltham Cross, in a marquee, while the 
grounds were beautifully decorated with myriads of lamps. The 
string band of the Royal Artillery and the band of the Grenadier 
Guards provided a musical entertainment, and in addition there 
was an excellent concert in the Club House; Mr. Patrick Kirwan’s 
Idyllic Players gave two selections from pastoral plays (“ Mid- 
summer Nights Dream,” and “The Tempest”), in the gardeus, 
which wury highly. appreciated, though, unfortunately, Mr. Kirwan 
was attacked by a sudden illness, which prevented him from taking 
part in the second performance, The weather was favourable, and 


all the conditions contributed to render the occasion in every way 
successful. 3 . ; | 

INSTITUTION OF MECHANICAL ENGINEERS.—The summer meeting 
of the Institution was held this year at Liége, where the members 
were received by the Bourgmestre, Mr. Kleyer, and aldermen, on 
June 19th. A reception committee of the Liége Association of 
Engineers made arrangements for the entertainment of the visitors. 
There were several excellent papers read during the meeting. The 
most interesting from the clectrical engineer's point of view were one 
by Prof. Paul Habets, of Brussels, on “ Electric Winding Machines, 
in which the problem of electric winding was treated mathematically, 
with illustrations from practice; one by R. E. Mathot, of Brussels, 
on the growth of large gas engines on the Continent. forming a very 
complete summary, with numerous excellent illustrations, of the 
subject named, and the present stage at which the construction of 
gas engines has arrived; and “An Investigation to Determine the 
Effects of Steam-Jacketing upon the Efficiency of a Horizontal 
Compound Steam Engine,” by A. L. Mellanby, of Manchester. A 
paper on Ferro-Conerete Construction.“ by E. Маон, of 
Chénée, also is of indirect interest to electrical men. We shall 
deal with these papers in later issues. 

Rovan InstirutTion.—At a general monthly meeting of the 
members on the 3rd inst., Sir James Crichton-Browne in the chair, 
the special thanks of the members were returned to Sir Andrew 
Noble for.his donation of £100 to the Fund for the Promotion of 
Experimental Research at Low Temperatures: and to Mr. Rollo 
Appleyard for his gift of a portrait of the late Prof. J. D. Everett, 
F. R. S., M. R. I. | 

INDUSTRIAL FREEDOM LeaGre.--The third annual meeting was 
held at the Westminster Palace Hotel on Friday last ; Lord Avebury 
presided, and in moving the adoption of the report, made a 
powerful protest against “the portentous and rapid increase of 
municipal expenditure,” which had aroused the anxiety of all 
thoughtful citizens. Lord Brassey was elected president of the 
League. 


The Prodigal's Return.—4An entertaining young con- 
temporary, who has always looked upon us with a measure of filial 
regard, some little time ago, in spite of our protests, took a journey 
into the far country of fiscal myth. We are very pleased to learn 
that he is coming to himself, and that we may shortly have the 
pleasure of welcoming him back home. In the last issue of our 
contemporary we read: “Broadly speaking, the claims of the 
power-user ought to take precedence in questions of this kind, even 
over the claims of the existing companies to the protection of their 
capital.“ This remark is in connection with the Electrical Power 
Bills now before Parliament. The same sentiment applied to the 
general question of international trading, viz., the claims of the 
consumer before those of the manufacturer, precisely expresses those 
views upon which we have sometimes been taken to task by our 
youthful contemporary. We are fattening up the calf, and have 
given the order for the wedding robe aud ring, and are now on the 
look out for a suitable bride. One with plenty of money would be 
preferred, who would look проп the partnership in the light of au 
“electrical investment." 


British Fire Prevention New Testing Ntation.—^ir 
William Preece, K.C.B., F.R.S., as senior member of the Council of 
the British Fire Prevention Committee, on June 28th, started the 
first test at the Committee's new testing station near Regent’s Park, 
when various systems of floor construction, doors, and. fire-resisting 
glazing were under investigation. There was a large attendance of 
public officials during the afternoon, including several representa- 
tives of foreign authorities. In his opening address, Sir William 
Preece specially remarked upon the necessity of the municipal 
authorities aiding the voluntary efforts of the Committee in the 
investigation of fire preventive questions, 


Tramway Deputation to the B. of T.—Sir Herbert 
Jekyll, on behalf of the Board of Trade, has arranged to receive 
representatives of the Tramways and Light Railways Association 
and of the Municipal Tramways Association for the diseussion of 
certain questions in regard to tramways, viz.: (1) The incidence 
of cost of guarding new post office wires crossing existing tramway 7? 
lines; (2) the memorandum on details of construction aud equip- 
ment issued by the Board in January, 1905; (3) the proposed 
monthly inspection of each separate insulator on the overhead 
equipment. 


Canal Traftie.—At the quarterly meeting of the 
Birmingham Chamber of Commerce last week, а discussion took 
place on the development of the inland waterways of this country, 
Sir J. Brunner pointed out that the rates for the carriage of woods 
in the United Kingdom were the highest in the world. АП the 
Chambers of Commerce and Agriculture were agreed that efforts 
should be made to develop the canal system, which would benefit 
all classes. According to the provisions of the Canals Bill, the 
eanals would be bought with stock guaranteed by the State. A 
resolution was passed to the effect that the canals should be trans- 
ferred to and worked by a central trust with statutory powers. 


London Power Bills.—The keenest interest is mani- 
fested in the fight over the Administrative County of London and 
District Electrie Power Bill, which was to come before the House 
of Commons for second reading yesterday, and a strenuous 
campaign has been conducted in the daily Press on both sides, 
The proceedings will be reported in our next issue, 

On Wednesday the Central Electric Supply Bill and the County 
of London Electric Supply Co. Bill, which have passed the Lords, 
were read a second time, 
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London Traflic.—The report of the Royal Commission 
on the Traffic of London was presented to Parliament on Wednesday 
in dummy. The chief recommendations of the Commissioners 


Better locomotion to facilitate the settlement of the housing 
question. 

A great extension of tramways linking up the entire system of 
the metropolis. 

Free passage for tramcars over the Thames bridges and. along 
the Embankment. 

A tribunal or board to be created. This board not to be executive, 
but selective, and to consider all the schemes which may be sub- 
mitted for adoption under the report of the Commission. 

In all 400 miles of trams are advised. 

The Metropolitan Underground Railways and the tube systems 
are not interfered with.— Standard. 


* 


Appointments Vacant.—Canvasser for Ilford U.D.C. 
(£2 per week and commission); the Bombay Electric Supply and 
Traction Co. requires a chief engineer for Bombay; electrical 
engineer for West Bromwich, at £300 per annum. See our 
“ Official Notices to-day. 


Fátality.—A man named John Rooney was killed. by an 
electric shock in the Imperial Tube Works, Airdrie, on Tuesday 
last week. He was found by а fellow-workman lying across the 
iron railing which guards the electric switch of the scarfing and 
plugging machine. On the current being cut off, Rooney was dis- 
covered to be unconscious, and in spite of artificial respiration, he 
died from the shock. 


British Motor-Boat Club.— The Lords Commissioners 
of the Admiralty have been pleased to issue a Warrant, authorising 
members of the British Motor-Boat Club to fly the Blue Ensign of 
His Majesty’s Fleet. The privilege is a much coveted one, and this 
is the first occasion on record on which such а permission has been 
granted for vessels of so small a size. 

Various concessions are granted by Port Authorities to beats 
allowed to fly the Blue Ensign; these include the use of the naval 
part of harbours, and in foreign ports this is of particular value. 
The Lords of the Admiralty are watching with interest the 
development of the motor-boat, and though they do not see their 
way at present to using them for naval purposes, there is no doubt 
that the granting of this Warrant is due to the particular interest 
they take in the movement, and the part motor-boats may play 
should war unfortunately break out. 

The Warrant authorises the Blue Ensign, without any device in 
the fly, to be worn; this is an extra privilege which has been 
granted to but, few of the most important yacht clubs. 

The club has an excellent programme of races for the season, 
including the Entente Cordiale Challenge Cup for 40 footers, to 
be raced for on August 7th. 'The membership is rapidly increasing, 
and the headquarters are now at the Craven Hotel, Craven Street, 
Strand, London, W.C. 


Junior Institution of Engineers.—Not the least 
pleasant excursion last week was that of Thursday, the 29th, com- 
prising a journey for four hours on the P.s. Clacton Belle to Chatham, 
B two hours’ inspection of Chatham Dockyard, and the return trip 
to town by the steamer. It was, perhaps, unfortunate that with 
the President, Mr. Lindley, on board, all the chimneys on the 
Thames should have selected June 29th as а sort of féte-day on 
which to display their worst powers of smoking, for never did we 
see the lower Thames more smoky. The passage up the Medway 
was of interest, for there were many naval vessels to be seen. In 
the electrical department were noted the magnetic clutches on the 
shafting, by which machines were put in motion without shifting 
belts, aud the visitors were also shown the method of hardening the 
new steel tools electrically by connecting the tool in a clamp to а 
negative wire and dipping it in a potash solution on the positive 
pole, so that an arc was formed at the tool point, which, when it 
acquired the correct temperature, was simultaneously quenched as 
the current was cut off. They saw also the mechanism for correctly 
laying gun-sights. Luncheon was served on board on the trip down, 
and tea on the return trip. "There came also on board uninv ited 
two streams of air, each several hundred feet long, which had just 
passed over two soap works. The President had to return to town 
by train from Chatham, in order to catch the Continental boat that 
evening. Altogether, the Chatham excursion was very enjoyable, 
especially to those to whom a visit to the dockyard was a fresh 
experience. 


National Physical Laboratory.—A meeting was held 
at the House of Commons on Tuesday, on the subject of an addi- 
tional State grant to the National Physical Laboratory at Tedding- 
ton. The chair was taken by Mr. R. B. Haldane, K. C., M. P., and 
Dr. Glazebrook, the head of the laboratory, made а statement as to 
its aims and wants, The Government grant to the Laboratory has 
been raised to £6,500 for this year, and is to be £6,000 next. The 
Committee entrusted recently with the duty of drawi ing up a scheme 
of work placed the additional annual requirements in the course of 
a few years at £10,000. The staff needs increasing; the salaries 
are low compared with those in Government institutions of a similar 
character, and there are no funds for the supply of apparatus. 
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Central Station Engineers.—On Sutardoy, June 24th, 
the staff and employés of the Ealing Electricity Works held their 
second annual outing at Burford Bridge, Box Hill, Surrey. A party 
of 37 travelled by brake through Kingston, Hook and Leatherhead. 
On arrival at t de ‘Burford Bridge Hotel the party жаз photo- 
pro e of sports was successfully carried 
out. Mr. J. D. Knight acted as starter, Mr. Pullen as timekceper, 
and Mr. Foster as judge in all the races, Dinner was served at the 
Burford Bridge Hotel, and was presided over by Mr. J. Doudras 
KNIGHT, borough electrical engineer, by whom, and Mrs. Knight, 
the whole cost of the dinner was borne. The long list of toasts ad 
to be omitted in order to get through the remainder of the sports, 
A hearty vote of thanks was given to the chairman and his wife, 
and Mr. Knight responded. A cricket match and tea followed. 
Great credit is due to the outing committee, consisting of Mr. 
J. D. Knight, chairman; Mr. G. Watts, hon. secretary and treasurer ; 
and Messrs. Pullen, Payne, Schubert and Clements. 

On Sunday 1 morning, 25th ult., Mr. W. E. J. Heenan, the borough 
electrical engineer and general manager of Southend, was presented 
with a silver cigarrette box, silver cigarctte case and, silver match- 
box by the members of his staff on the occasion of -his leaving to 
take up the appointment of borough electrical engineer to the 
Metropolitan Borough of Bermondsey. Mr. Heenan was also the 
recipient of a silver clock, presented to him by the borough officials 
on 26th ult., when a smoking concert was held, the town clerk, Mr. 
W. Н. Snow, presiding. . 

Mr.G. K. NowLAN has resigned his position with the British 
Insulated and Helsby Cables, Ltd., to join the staff of the New- 
castle-upon-Tyne Electric Supply Co., Ltd. 

The Ladysmith T.C., on the recommendation of its E.L. Com- 
mittee, has resolved not to increase the salary of the electrical 
engineer. 

Mr. G. ANDERSON, of the Dundee Corporation electricity works, 
has been presented by the staff with a handsome set of carvers and 
silver-mounted vases as a token of esteem on the occasion of his 
marriage, 

Mr. Нлмплох KiLGoUR. has resigned. the post of borough 
electrical engineer at Cheltenham, which he has held for 10 years. 

Mr. J. Н. Wray, electrical engineer to the West Bromwich 
Corporation, has resigned his appointment. 

Mr, Ernest T. WILLIAMS, borough electrical engineer, Gibraltar, 
and formerly of Belfast and Salford, was married, on July 5th, to 
Miss М. С. Catleugh, only daughter of R. Catleugh, Esq., of King's 
Lynn. The first part of the honeymoon will be spent in Derby- 
shire, after which Mr. and Mrs. Williams will leave for Gibraltar 
via Switzerland and Italy. 


Tramway Officials.—On 27th ult. the € of the 
Paisley District Tramways Co. assembled at the Elderslie depót to 
take farewell of their traffic superintendent, Mr. Harry W. LAING, 
on the occasion of his leaving to take up the management of the 
Cambridge Motor-Omnibus Co. Mr, Fred Coutts, general manager, 
presided. Inspector Byrne, in an appropriate speech, presented 
Mr. Laing with a rosewood clock, Japanese vases, and a case of 
pipes, together with a gold bangle for Mrs. Laing. After Mr. 
Laing had responded, an impromptu concert was held. 


General.—On Friday last, prior to the departure of 
Mr. R. SHEPHERD (superintendent of the Western Province of 
the National Telephone Co., Ltd.) for Liverpool, to take up his 
new duties as superintendent of the North-Western Province, 
the opportunity was taken of presenting him with a silver tea and 
coffee service, subscribed for by the staff of the province as a slight 
recognition of the esteem in which he was held by them, and as a 
memento of over nine years spent in the neighbourhood during 
which it had been their privilege to be associated with him. "The 
presentation was made by Mr. A. PERKINS (manager. for Bristol 
district) with a cordial speech. Mr. B. WAITE (manager for Cardiff 
district) ably followed Mr. Perkins, and Mr. P. F. Curran 
(manager for Plymouth district) expressed his deep regret in 
parting with Mr. Shepherd, who had been with them for so many 
years. Mr. Shepherd, in returning thanks, stated that he should 
look back with very tender memories on the time he had spent as 
superintendent of the Western Province. Since he came into the 
Province in 1896, very considerable development had taken place, 
there being four times as many members of the staff, and five times 
as many telephones, and there was every evidence of still greater 
increase in the future. Mr. W. E. GAUNTLETT (Gloucester district 
manager), Mr. H. S. Distin (Swansea district manager), Mr. A. B. 
GILBERT (Exeter district manager) were also present, representing 
their respective staffs, besides a large number of the local clerical, 
engineering, electrical and operating staffs. 

Mr. W. Н. ALcock, late with the Pietermaritzburg Corporation 
Electrical Department and Messrs. Collens, Ressler & Co., engineers, 
Maritzburg, has been appointed electrical engineer to Messrs. 
Jenkins & Co., Cape Town. Messrs. Jenkins & Co. have the Cape 
Colony and Natal agency for the Allgemeine Electricitäts Gesell- 
schaft, Berlin. We understand that Mr. Alcock takes control of 
Messrs. Jenkins's electrical and engineering department. 

Mr. кинон C. РоцрЕн, electrical engineer to the Rhodesia 
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. Railways, Bulawayo, has returned home for a few months’ holiday. 
His address is c/o Messrs: J. Stone & Co., Deptford, S. E. 
On June 6th, at Pernambuco, Mr. F. W. A. KNIG Hr, electrician с.в. 


Norseman, the Western Telegraph Co., was married to Mary Gerard: 


Rawlinson, only daughter of the late James Rawlinson, С.Е. 

Mr. Henry CLIFFORD, of Blackheath, formerly engineer-in-chief 
of the Telegraph Construction and Maintenance Co.’s Works, who 
died last May, left estate valued at £89,210 gross, with net 
personalty £87,718 2s. 9d. 

In view of the extension of his consulting practice, Mr. MORGAN 
WIILlaus has taken into partnership Mr. HABoLp W. Couzens, 
M.I.E.E., and the business of the firm will henceforward be carried 
on under the title of Morgan Williams & Couzens. Mr. Couzens, 
in addition to his extensive experience of electricity supply work- 
ing, has for several years past been engaged in the design and 
supervision of electric power, traction and lighting undertakings on 
behalf of Messrs. Kincaid, Waller, Manville & Dawson, so that he 
will be in a position to devote himself more particularly to these 
matters. 

Mr. A. E. Ѕновт was again appointed on Friday last to the 
position of electrical instructor, under the Middlesex Education 
Electricity Class, Enfield Centre. 

Mr. L. E. Wirsos, chief electrician for the National Telephone 
Сб. in the Manchester district, was last week presented with a 
Sheraton bureau bookcase by the staff, as a token of esteem on his 
retirement from the company's service to take up an important 
position with the General Electric Co. Mr. Wilson has been asso- 
ciated with the development of telephones since 1885, and has 
carried out some notable work. In July, 1898, when the King (then 
Prince of Wales) was confined to his room with an injured knee, he 
installed the electrophone there, and remained in personal attend- 
ance to ensure the supply to the royal patient of music, &c., from 
theatres and the opera, and of Church services, In May, 1899, he 
was in personal attendance on Queen Victoria at Windsor Castle 
for a similar purpose. The great fire at the London Wall exchange 
in 1902 brought Mr. Wilson's organising capacities to the fore. 
The fire was still burning when reconstruction was begun, and over 
3,000 subscribers' lines were replaced within a short time by a large 
staff working day and night. No sooner had this exchange risen, 
as it were, from its ashes, than Mr. Wilson was sent to the important 
centre at Manchester, where, by much uphill work, he has re-organ- 
ised the system, to the benefit of the company and the satisfaction 
of subscribers. That in so doing he has gained the confidence and 
affection of the staff, was evident at the farewell meeting when the 
presentation was made. 

BIRTHDAY Honovurs.—It is with great pleasure that we record 
the fact that a few crumbs of distinction have fallen to the 
scientific and engineering world in the recent distribution. Lord 
RaYLEIGH, O. M., F. R. S., has been sworn of his Majesty's Privy 
Council, of which he will be one of the most distinguished 
members. The honour of knighthood has been conferred upon 
Prof. Sir A. B. W. KENNEDY, LL. D., F. R. S., of whom it must be 
said that the honour was richly deserved many times over, and 
should have been conferred long ago; Sir J. C. Lams, C. B., late 
assistant secretary to the Post Office, sand most highly esteemed by 
all classes; and Sir J. CLIFTON Roprnson, whose activities in tram- 
way development are well known. We tender our congratulations 


to the worthy recipients of these honours, and regret that the list is 
not longer. | 


Obituary.—The Journal Télégruphique announces the 
death of Mr. Gascard, secretary to the Bureau Internationale des 
Administrations Télégraphiques, which took place on the 19th ult., 
at Berne. The compilation of the official vocabulary was under- 
taken by this gentleman when the work was entrusted to the 


Bureau at the International Telegraph Conferences at Paris and 
Buda-Pesth. 


NEW COMPANIES RÉGISTERED. 


Bombay Electric Supply and Tramways Co., Ltd. (85,055) 
This company was registered on June 27th, with a capital of £1,200,000 in £10 
shares (60,000 preference), to adopt an agreement with the British Electric 
Traction Co., Ltd., providing (1) for the transfer to thís company of the existing 
tramways їп Bombay and of the freehold апа leasehold property of the Bombe 
Tramways Co., Ltd. ; (2) for the grantto this company of the concessions referre 
to in an agreement dated March 11th, 1901, between the Corporation of Bombay 
of the first part, W. L. Harvey, the Commissioner for Bombay of the second part, 
&nd W. G. Bingham of the third pert with certain modifications; (3) for the 
transfer of & licence for the supply of electrical energy, and the grant to this 
company of a licence for the supply of energy for electric traction in the city of 
Bombay; апа (4) for the transfer of certain plant and materials already 
supplied, and the carrying out of certain works therein mentioned, to take over 
the said tramways and the undertaking of the Bombay Tramways Co., 
Ltd., to reconstruct and equip such tramways for electrio traction, to 
lay down, construct,. equip and maintain new electric tramways in 
connection therewith, to on in Bombay the business of tram- 
way and railway proprietors, suppliers of electrical energy, carriers of 
posse pore and goods, electrical engineers, electricians, contractors and manu- 
acturers of electrical apparatus, to register the company in India in pursuance 
of the Indian Companies’ Acts, &c. The first subscribers (each with one share) 
are :—C. В. B. Hilton, Donington House, Norfolk Street, W.C., managing 
director; E. Garcke, Donington House, Norfolk Street, W.C., managing 
director; C. H. Dade, Donington House, Norfolk Street, W.C., company secre- 
tary; C. W. G. Little, Donington House, Norfolk Street, W.C., engineer; Lord 
Vaux of Harrowden, Harrowden Hall, Wellingborough; E. Hopwood, Оол. 
ington House, Norfolk Street, W.C., company secretary; and F. C. Rimington, 
c/o the Credit Lyonnais, Cockspur Street, S. W., managing director Bombay 
Tramway Co., Ltd. No initial publio issue. The number of directors is not 
to be less than three nor more than seven; the subscribers are to 1 the 
first; qualification, £500; remuneration, £2,000 per annum (£ for the 
chairman and the balance divided between them). Directors“ power of 
n on debentures or debenture stock limited to &mount of nominal 
oapital.€ Registered office, Donington House, Norfolk Street, Strand. 


Dewsbury Electric Manufacturing Co., Ltd. (85,100).—This 
company was registered on July 1st, with а сара of 25,000 in 21 shares, to 
acquire the business of friction, derrick and locomotive crane overhead 
traveller makers, machinery merchants and general engineers carried on at 22, 
Listerhills Road, Bradford, and elsewhere, as Roberts & Kaye," to adopt an 
agreement with C. H. Kaye, W. G. Thomson and J. Bentley, and to carry on 
the said business and that of electrical engineers, manufacturers of and dealers 
in clectric, magnetic, telegraph, telephonic and other appliances and apparatus, 
&c. The first subscribers (each with one share) are :—O. H. Kaye, 20, Chesham 
Street, Bradford, mechanical engineer; W. G. Thomson, 87, Waverley Road, 
Bradford, mechanical engineer; J. Bentley, 11, Grange Road, Bradford, builder 


` апа contractor; W. Fowler, 128, Salisbury Terrace, Bradford, electrical engi- 


neer ; Н. Green, Westfield, Bradley, Keighley, electrical engineer; Miss A. М. 
Bentley, 11, Grange Road, Bradford ; and J. C. Whitaker, 9, Heath Road, Brad- 
ford, clerk. No initial public issue. The first directors are J. Bentley (manag- 
ing director), W.G. Thomson, C. H. Kaye and H. Green; qualification, £150. 
Registered office, Engineering Works, Kilpin Hill, Heckmondwike. 


Caracas Electric Tramways Co., Ltd. (85,073).—This com- 
pany was registered on June 28th, with a capital of £25,000 in £1 shares, to 
acquire concessions, rights and privileges for the construction of tramways, 
light or other railways, or systems of communication or conveyance in 
Venezuela or elsewhere, and to carry on the business of tramway and railway 
proprietors, carriers of passengers and goods, electrical engineers and con- 
tractors, electricians, manufacturers of and dealers in railway, tramway, 
electric, galvanic, magnetic and other apparatus, &c. The first subscribers 
(each with one share) are :—J. E. Gunyon, North Cray, Kent, secretary; E. C. 
Smith, 1, Crichtons, Romford, clerk; P. J. V. Capern, Kingswood, Stradella Road, 
Herne Hill, 8.E., clerk; Е. Н. Burr, 9, Trinity Avenue, Southend, secre ; 
W. R. Jones, 2, Tenby Villas, St. Stephen's Road, Hounslow, clerk; 8. V. 
Lewis, Honeglade, Park Road, Forest Hill, 8.E., clerk; and A. В. Wigmore, 
5, Benson Road, Forest Hill, S.E., clerk. No initial public issue. The number 
of directors is not to be less than two nor more than five; the subscribers are to 
appoint the first; qualification, one share; remuneration as fixed by the 
company. 
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CITY NOTES. 


Chili Telephone Co. 


THE report of the directors for the year ended March 31st, 1905, to 
be presented at the ordinary general meeting on the 13th inst., 
states that the gross revenue in Chili from all sources was $978,746, 
showing an increase of $62,204. The expenditure in Chili was 
$445,140, an increase of $22,731. The net income in Chili from all 
sources was $533,606. The average rate of exchange for the year 
was 16:30d., as compared with 16:36d. in the previous year, giving 
a decrease for the year of 0:064. Converted into sterling at this 
rate, the net income was £36,227, an increase of £2,540. The 
liquid assets and liabilities in Chili on March 31st, 1905, were 
valued at 163d., the current rate of exchange on that day, as com- 
pared with 168d., at which they were valued on the corresponding 
date of the previous year. The balance tothe credit of the revenue 
account, including £2,502 brought from the previous year, is 
£34,547, of which £15,360 has been carried to reserve for renewal 
of plant, &c. An interim dividend of 3s. per share, less income- 
tax, was paid on January 14th last, and the directors now recom- 
mend a final dividend of 5s. per share, less income-tax, leaving а 
balance of £2,467 to be carried forward. The total mileage was on 
March 31st, 1905, 10,759 miles 1,658 yards, an increase of 875 miles 
1,190 yds. In accordance with the articles of association, the 
Hon. Herbert T. Allsopp retires from the board of directors, and, 
being eligible, offers himself for re-election. The auditor, 
Mr. Thomas A. Welton, also retires and offers himself for re- 
election. ‘ 


Edmundson's Electricity Corporation. 


THE directors’ report for the year ended March 31st, 1905, says 
that, including the sum of £13,924 brought forward from last year, 
the net profit, after payment of debenture interest, amounts to 
£68,916. After deducting dividends on preference shares paid and 
accrued, amounting to £22,007, and an interim dividend at the rate 
of 5 per cent. per annum on the ordinary shares, amounting to 
£8,750, there remains a balance of £38,159, which the directors 
recommend should be appropriated as follows :— 


Final dividend on the 70,000 ordinary shares at the rate of 9 per 


cent. per annum, making 7 per cent. for the year .. .. £15,750 0 0 

Dividend at the rate of 7 per cent. on 10,000 ordinary shares 
issued in November, 1904 .. m "i ne Кя А 766 0 0 
Reserve fund с» ae - 6,635 9 11 
Carried forward 15,007 6 7 
£98,158 16 6 


The trading profit for the first time shows a small decrease, but, 
on the other hand, the income derived from investments has con- 
siderably improved. It is on а continuance of this improvement 
that the progress of the corporation will in future mainly depend. 
During the year 10,000 preference shares, 10,000 ordinary shares, 
and £37,804 debenture stock have been issued. The premiums 
received in respect of these issues, less expenses, amount to £13,365 
and have been added to the reserve fund, which, with the contri- 
bution proposed to be made from revenue account, will be thereby 
increased to £90,000. The growth of the electric lighting and 
power stations in which the corporation is interested continues to 
be satisfactory, the lamp connections having increased from 568,549 
to 761,453 during the year. The central station at Newbury was 
completed and opened in January. Good progress has been made 
in connection with the central stations at Inverness and Ramsgate, 
both of which will be opened during the next few months. These 
will complete the whole of the central stations which the company 
at present proposes to erect, 
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Greenwood & Batley. 


Tuer seventeenth ordinary general meeting of this company was 
held at16, Gt. George Street, Westminster, on Saturday last, Mr. 
Arthur Greenwood in the chair. | | 
In moving the adoption of the report (ErEcTBICAL REVIEW, 
Vol. 56, p. 1069), the CHAIRMAN said that he must con- 
gratulate the shareholders upon its satisfactory character. 
There was a further increase of £6,000 upon last year’s report, due 
very largely to important orders received during the latter part of 
the year, and which were completed within the specified time. The 
result of the year's trading, together with the carry over from last 
year, left them with £35,859 to deal with, and out of that the 
directors had devoted £7,500 to depreciation. That was an increase 
over the amount allotted to depreciation last year, and they thought 
it was advisable, because they had turned out a lot of old plant to 
make room for more improved plant. The sum of £5,000 had been 
added to the reserve account— bringing it up to £35,000. The divi- 
dend proposed on the ordinary shares was 6 per cent., in place of 5 
per cent. The directors intended to continue their policy of paying 
a moderate dividend upon the ordinary shares until the financial 
position of the company had been strengthened. The dividends 
and provisions absorbed their available funds with the exception of 
£06,026, which they proposed to carry to the next account, and that 
was over 50 per cent. more than was carried over in any previous 
year. The shareholders would remember that last year they did 
not add to the reserve account, but wrote off the sum of £5,000 for 
their investments in affiliated companies. He was pleased to say 
that the directors considered the figures at which those investments 
now stood—£37,625—was a justifiable one, and they did not pro- 
pose to alter it. The principal company in those investments was 
the de Laval Steam Turbine Co. They had spent a great deal of 
money in the development of that steam turbine, and they were 
now making substantial progress. The experimental stage was 
passed, and the sales of the turbine were steadily increasing. The 
slight profit made during the year before last had been considerably 
increased, and he looked forward with great confidence to that 
business. Referring to the Russian Engineering Co., the chairman 
remarked on the state of that country, and said that as matters 
must at some time become more settled, he hoped that brighter 
prospects were in store. In conclusion, he said that the company’s 
central electric station was now practically completed. They had 
800 н.р. entirely consisting of de Laval turbines, and the result 
had fully justified the expenditure. 
п, motion was seconded by Major-General [E. MIcKLEN, and 
carried. 


Birmingham and Midland Tramways Co. 


Tue directors state in their report that the total revenue for the 
year, including £695 brought forward from the previous account, 
amounts to £108,626, and, after deducting expenses chargeable to 
revenue (including repairs and maintenance), there remains 
£35,948. Deducting interest on the debenture stock and the 
dividend on the 54 per cent. preference shares, amounting together 
to £14,996, there is an available balance of £20,951, which the 
directors propose should be applied as follows:—To payment of a 
dividend on the preferred ordinary shares at the rate of 54 per 
cent. for the year ended December 31st, 1904, £19,250; to be 
carried forward to next account, £1,701. The traffic receipts have 
suffered during the past year by reason of the dislocation of traffic 
brought about by the reconstruction of the lines for electric traction. 
The work has, however, now been completed, and the receipts have 
materially increased. The expenditure on capital account during 
the past year amounted to £160,913, including outlay on the 
reconstruction of lines, the erection of a power house and trans- 
forming stations, the purchase of cars, &c. The balance of the 
outstanding debentures of the old issue, amounting to £9,900, was 
paid off in May, 1904. An issue of £200,000 44 per cent. first 
debenture stock was made in June last, in order to provide in part 
for the reconstruction expenditure. A further amount of stock has 
recently been iseued, and will appear in the accounts for 1905. 
The subscribed share capital and debenture stock of the company as 
on December 31st consisted of 20,978 54 per cent. fully-paid pre- 
ference shares of £10 each, 35,000 fully-paid 7 per cent. preferred 
ordinary shares of £10 each, 35,000 fully-paid deferred ordinary 
shares of £10 each, and £200,000 4$ per cent. debenture 
stock. The total route mileage of tramways operated by the joint 
committee is 984, of which 792 are electric, and the remainder are 
worked by cable, steam and horses, while there are 132 miles of 
tramways and light railways for which powers have been obtained, 
but which are not yet constructed. | 


United River Plate Telephone Со. . 


Тнв nineteenth ordinary general meeting of this company was held 
on Tuesday at Winchester House, Mr. J. Irving Courtenay pre- 


siding. 
In moving the adoption of the report (ELECTRICAL REVIEW, 
Vol 66, p. 1070), the CHarmman said that since he last 


addressed the shareholders he had been to South America 
and had oarefully inspected all the principal properties and 
stations of the company in Buenos Ayres, Rosario, Cordoba, 
La Plata, and elsewhere, and as the result of his investigations 
he was able to give the shareholders the assurance that the com. 


pany was firmly rooted. The progress of the company, during the 


year under review was shown by the increase in the number of 


subscribers in the Buenos Ayres section, which had been con- 
siderably in excess of that of any previous ycar. The revenne 
had increased proportionately, although the net revenue 
had not increased in quite the same ratio because ex- 
penses of all kinds had materially advanced in the River 
Plate during the year. The capital of the company had 
been increased by £60,000 by the issue of 12,000 new ordinary shares 
in June, 1904. Sundry creditors were £10,874 less than the 
previous year. A further sum of £10,000 had been put aside for 
renewal of plant, while £15,000 had again been added to the-reserve 
fund. On the credit side of the balance-sheet they had the addi- 
tional capital outlay for the year—£52,501 12s. 10d. The increase 
in subscribers had rendered necessary the incurring of an expendi- 
ture for instruments, lines, underground plant, &c. Sundry debtors 
stood at £5,540, but that sum included a large marine insurance 
claim for copper wire lost in transit through the foundering of a 
vessel. The company’s real estate had been increased by £6,040, 
and their securities at cost showed an increase of £11,690. The 
profit and loss account showed that the receipts in the River Plate 
had increased by £16,260, while maintenance charges and 
general expenses were £12,057 higher than during the 
previous year. The latter increase was due to somewhat 
exceptional circumstances, for they had renewed and greatly im- 
proved some of their more important trunk lines entirely out of 
revenue, and they had also had to suffer an unusually large amount 
of damage occasioned by storms. The balance of profit for the year 
was £2,448 in excess of the preceding year, and the directors were 
thus able to recommend a final dividend of 5 per cent. on the 
ordinary shares, making with the interim dividend a return of 
8 per cent. for the year, free of income-tax. As was stated in the 
report, the directors intended to make an immediate issue of 
£50,000 in ordinary shares, which would be offered to the ordinary 
shareholders at par. 
The report was adopted. 


Tramcar Manufacturers’ Combine. ; 


ACCORDING to а correspondent of the Financial Times, the 
acquisition by the Electric Railway and Tramway Carriage Works, 
Ltd., of Preston, of the Castle Car Works (late G. F. Milnes & Co., 
Ltd.) of Hadley, Salop, and the British Electric Car Works, of Old 
Trafford, Manchester, has now been completed. It has been decided 


‚ to raise the share capital of the Preston company to £300,000 by 


the creation of 150,000 6 per cent. cumulative preference shares of £1 
each, and to change the name to the United Electric Car Co. The 
debenture capital remains at £50,000, but the £5 ordinary shares 
are to be split into £1 shares. 

The Castle and the British Works recently went into liquidation. 


Their works were then offered for sale, and were purchased jointly 


by the Metropolitan Amalgamated Railway Carriage and Wagon Co., 
Ltd., and by representatives of the Preston Works and Messrs. Dick, 
Kerr & Co., namely, Messrs. John Kerr, George Flett and William S. 
Laycock. 'These purchasers have now resold the two works to the 


United Co. for, it is stated, £85,000. In order to provide the purchase 


money and £15,000 for additional working capital, the directors of 
the United Electric Car Co. are about to issue 100,000 of the new 
preference shares; 75,000 will be offered to the share and stock 
holders at par, and 25,000 are being taken at par by the Metropolitan 
Amalgamated Carriage and Wagon Co. 

In the opinion of the directors, the serious drop in the profits of 
the Electrie Railway and Tramway Carriage Works for the year 
ended June 30th, 1904 (when only 5 per cent. dividend was paid on 
the ordinary shares), was chiefly due to severe competition and the 
cutting of prices. "The acquisition of the above-mentioned concerns 
will, they consider, not only lessen the competition, but should also 
enable the United Co. to largely increase its own output. Two 
gentlemen connected with the Metropolitan Amalgamated Railway 
55 and Wagon Co. have been nominated directors of the 
United Co. 


The Electric Construction Co. 


THE report of the directors, to be submitted to the shareholders at 

the annual general meeting, to be held on Thursday next at 
Winchester House, Old Broad Street, E.C., at 12.30 p.m., states 

that the net profit of the year is £3,908 14s. 3d., and, adding 

£3,805 38. brought forward from last year, the amoünt available for 
distribution is £7,713 17s. 3d. The directors recommend that a 
dividend at the rate of 7 per cent. per annum be paid on the pre- 

ference shares, absorbing £4,394 12s., and leaving a balance to be 

carried forward to next account of £3,319 58. 3d. The buildings 

апа plant have, as formerly, been thoroughly maintained out of 
revenue, and £5,000 has been credited to depreciation account. 

The latter account now amounts to £58,000, and the general 
reserve fund to £32,000. The competition referred to in the last 
report has been intensifled during the year, and still continues, but 
there are signs of improved trade in the near future; meanwhile 
every effort is being made to meet by economy and improved 
administration the low prices now current. The directors who 
retire at the annual general meeting are Sir James Pender, Bart., 
and Mr, Philip Edward Beachcroft. They are eligible for re- 
election. The auditors, Messrs. James Meston & Co., offer u 
renewal of their services, 
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The Electric and General Investment Co. 


"Tun 16th ordinary general meeting ef this company was held on 
Wednesday at Winchester House, Mr. George Herring in the chair. 
In moving the adoption of the report (ELECTRICAL. Review, 


Vol 56, p. 1029) the CHamman said that last year he. 


was father doleful when he addressed them, but this year 
he thought that there was reason to be cheerful It was 
true that there was a decrease in the profits of some £2,600, 
but things were not so bad as they looked. The capital account 
remained the same. The loan account stood at £46,000, against 
£122,000 for the previous year, and £309,000 the year before that. 
They had, therefore, greatly reduced that item. The loan account 
on behalf of clients was much smaller, but that was not so satisfac- 


tory, as it meant less business done. Sundry creditors stood at 


£56,361, and the balance of profit and loss account was £4,276. 
The investments of the company had progressed very favourably, 
and they had sold some at an advantage. 

The report was adopted, and it was agreed to pay a dividend 
of 4s. per share on the ordinary shares for the year and £20 per 
share on the founders' shares, which, with the £10 per sbare out 
of dividends received on the trust investments, would make a total 
distribution of £30 on each founders' share for the vear. 

Mr. Emile Garcke was re-elected on the board, and the pro- 
ceedings terminated with a vote of thanks to the Chairman. 


Electrical Power Storage Co. 


Tue report of the directors to be presented to the shareholders at 
the ordinary general meeting, to be held on Thursday next at the 
offices of the company, at 2.30 p.m., states that the profit for the 
year ending May 31st, including the balance of £470 17s. brought 
forward, is £9,600 14s. 8d. Out of this sum the directors have 
carried £1,000 to the contingent fund, and set aside £2,500 for 
depreciation of patents, good will, &c. They recommend again the 
payment of a dividend of 6 per cent. on the ordinary share capital, 
which will absorb a further £5,389 13s. 7d. and leave £711 1s. 1d. to 
be carried forward. In addition to the £2,500 set aside as above, 


the directors have transferred £13,500 from the special reserve 


account, making £16,000 in all, which has been applied in reduction 
of patents, goodwill, &c. This leaves £10,000 at the credit of 
Special reserve to provide for possible diminution in the value of 
the assets, for repayment of debentures, &c. The buildings, plant, 
tools, &c., have been maintained in thorough repair and condition 
at a cost of £3,540 18s. 4d., which sum has been provided out of 
revenue. The directors are glad to record another satisfactory year, 
notwithstanding the continued industrial depression and increased 
keenness of competition. The retiring director is Mr. Frederick 
Green, who offers himself for re-election. The auditors, Messrs. 
James Meston & Co., chartered accountants, also offer themselves 
for re election. | 


Marconi's Wireless Telegraph Co.—An extraordinary 
general meeting will be held on the 11th inst. to consider a 
resolution to increase the capital of the company to £500,000 by the 
creation of 200,000 further shares of £1 each. It is also proposed 
to make certain alterations in the articles of association.— 

чпатси Times. 


Barcelona Tramways (Co.—A_ contract has been 
entered into, subject to the approval of the sharcholders, for the 
sale of the company's undertaking at a price which, including 
accrued profits to June 30th last, will permit, after paying off the 
debentures, debenture stock, and preference shares with interest, 
of в return to the ordinary shareholders of approximately £14 
per share. An extraordinary general meeting of the company will 
be called in the course of a few days to submit the agreement for 
approval. Financial News. 
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Stock Exchange Notices,—Applications have been 
made to the Committee to appoint a special settling day in, and 
to grant a quotation to— 

County of Durham Electrical Power Distribution Co., Ltd.—50,000 ordinary 
shares of £5 each, and 50,000 preference shares of £5 each (special application). 

Hastings and District Electric Tramways Co., Ltd.—4£125,000 44 per cent. 
debenture stock. 

The Stock Exchange Committee has ordered the following 
Securities to be quoted in the Offlcial List :— t 

British Electric Traction Co., Ltd.—Further issue of £415,422 5 per cent. 
perpetual debenture stock, and £160,178 14 per cent. second debenture stock. 

Eastern Extension, Australasia and China Telegraph Co., Ltd.— Further 
issue of £150,0004 per cent. mortgage debenture stock (perpetual). 

Potteries Electric Traction Co., Ltd.—Further issue of £25,000 44 per cent, 
debenture stock. 


The Electric and General Investment Co.—The 
warrants for the half-year’s dividend, payable July 1st, on the брег 
cent. cumulative preference shares of this company have been posted. 


Cape Electric Tramways.— An interim dividend of 


24 per cent., free of tax, has been declared. 
South Metropolitan Electric Light and Power Co.-- 


Allotment letters in respect of debenture stock, and also of the 
ordinary and preference shares, offered for subscription on the 
terms of à circular dated June 23rd, 1906, have been posted. 
The ordinary and preference shares were very largely over-stib- 
scribed by the existing share and debenture stock holders. 


STOCKS AND SHARES. 


Wednesday evening. 
Wrra the half-yearly dividend money coming into the Stock 
Exchange, investment markets all round received a fillip, although, 
on the whole, prices did not respond so readily to the demand as 
is usually the case. 

Electricity Supply securities, for instance, cannot boast a single 


advance on the week, but, on the other hand, Telegraph descriptions 


show а good sprinkling of rises, and in one or two cases stocks have 


‚ recovered the whole of the dividend. Anglo-American 6 per cent. 


Preference is a point better at 1064-1071, but tbe Deferred has 
slipped back { to 144-15. Cuba Preferences have risen $ to 17-18 


оп а small demand. Great Northern Telegraphs are the same price: 


ex dividend as they were cum dividend— viz., 33-34 —апа the same 
may be said of Westerns at 133-14 cx dividend. National Tele- 
phone Preferred stock was wanted, and is 4 percent. up at 112. 
Underground Electric Railways have enjoyed a little activity. 
Baker Street and Waterloo Debentures were in fair demand at 
about 6 premium, and Great Northern and Charing Cross issues 
were also in some request. The mishaps on the Inner Circle last 
Saturday, the first day's running of the electrified trains, had little 
or no effect on the prices of the stocks. It must not be forgotten 
that many people who would not travel on this railway before, 
owing to the objectionable fumes, will now be returning, and, 
therefore, the increase in the traffic receipts should go up by leaps 
and bounds. Take, for instance, the Metropolitan line, where an 


increase of 25 per cent. in the gross traftics would increase the, 


dividend by 3 per cent., making it a 6 per cent. stock. 

Again, an increase of 50 per cent. in the gross traffica of the 
District would enable the company to pay the interest on all the 
pre-Ordinary stocks in full aud give 14 to 2 per cent. on the 
Ordinary stock. 

As regards the City and South London, the market is going for a 
reduction in the dividend owing to the competition of tramcars ou 
the South side of the river. It will be remembered that the electric 
tramways to Clapham were opened in May, 1903, and those to 
Streatham on July 1st, 1904, so that we have now seen the worst of 
the tramway competition as regards the City aud South London. 
The Northern extension from the Angel to King's Cross and Euston 
is in course of construction. As this extension will bring the line 
into communication with the three most important trunk lines, 
namely, the North-Western, Midland and Great Northern, we think, 
when the extension is completed, the line will have a bright future 
before it. | 

As regatds Electrical Manufacturing concerns, there is little of 
interest to be noted. Telegraph Constructions have fallen a point to 
31-33. The dividend on Electrical Power Storage Ordinary shares 
for the year ended May 31st is 6 per cent, A year ago the dividend 
was at the same rate. 

As we said above, there are no movements to record in Electri- 
city Supply shares. The market at the moment is inclined to be 
tender, as the “ Administrative County of London Bill " is up before 
the House of Commons this week. 

We understand the new issue of South Metropolitan Electric 
Ordinary and Preference shares was over-subscribed for to some 
extent. 

An interim dividend of 24 per cent. on Cape Electric Trams has 
been declared. The price is steady round about 1§. 

The capital of the Urban Electric Supply Co. is to be increased 
to £650,000 by the creation of 30,000 new Ordinary shares of £5 
each, to rank puri passu with the existing Ordinary shares. А 
resolution to this effect was passed at a meeting of share and 
debenture-holders held on the 5th inst. The shares аге not likely 
to be issued for some time to come. 

The report of Edmundson's Electricity for tbe year ended 
March 31st, 1905, shows that the company is continuing to make 
excellent progress. The profit for the year is, roughly, £68,800, as 
against £63,800 odd for the corresponding period of last year, 
whilst income from investments amounts to over 430,000, as against 
nearly £19,000. About £4,000 less has been written off, which, 


however, is accounted for by the fact that the capital is much bigger 


this year than last, and therefore considerably more had to be paid 
away in interest and dividends. The shares are unchanged in price, 
both the Ordinary and Preference keeping steady at 58-63 and 6j 
respectively. 


gui . —. ... eS 
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Eastern Extension, Australasia and China Telegraph 
(о, — The directors have declared an iuterim dividend for the 
quarter ended March 31st of 2a. 6d. per share, free of tax, payable 
on the 15th inst. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


$ ` Stock i ; Business done 
Present NAME or Dividends for the last 5 Ne week ended 
Isaue. ; Share. three years. une Weh July 5th Jul 6th, 
t . e а 
j 1902. | 1903. | 1904. Highest| Lowest, 
84,800 | African Direct Telegraph, 4 % Debs. is ee. 100 4 4% | 49 98 —101 xd T 
25,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 sd NA 10 il Nil Ni 
119,700 Do. do. 5 % Debs., Nos. 1 to 1,250 Rede. 100 Nil Nil Nil 70 — 75 bs Е 
Anglo-American Telegraph  .. : e... o. | Stock | 60/6 | 61s. | 2 $ 59 — 61 si 5 
8,118,210 | Do. до. do. 6% Prem. Stock | 6 6% | 5% 1074 1074 "i 
$18,210 | Do. do, do. Deferred e. s... s. | Btock | 1/- 2s. il 149— 15. 16 14 
44,000 | Chili Telephone, Nos. 1004400 .. .. .. .. .. .. 6 6 1 8 "ü Түз 
15,000,000@ | Commercial Cabl . | $100 8 8 8 OUO " e 
1,992,856 Ро. 905 Sterling 500 уеаг 4 4% Deb. Btock Red. ... | Stock | 4 4 4 964— 984 xd 97 962 
16,000 | Cuba Telegraph | 6: Ee .. œ| 10 645° | 10 5 8— B К v5 
6,000 Do. 10 % Pre .. .. ..' .. .. .. .| 19 10 5 10 11 — 18 
12,981 | Direct Spanien Telegraph, Ord. ren gl ge 5 4: 4 4 84— 4 
S0 000 ро до diem Pref. We. i. Rear PIER x. 10 w p^ Е, = 
60,7101 | Direct United States Cable ^ | 20 4 3 д 8 114— ui ij 113 
74,500 | Direct West India Cable, 9% Reg. Deb. ‚жишп? Nos. 1 to to 1,200, Red. | 100 44 4396 99 —101 xd | .. T 
4,000,000 | Eastern Telegraph, Ord. 8 Stock | 7 1 24 141 —144 14 141 
2,000,000 Do. 83 % Pref. Stock e. e] 10 |8 84 — 91 
1,896,814 Do. 4% Mort. Deb. Stock Red. ..  .. | Stock | 4 4 4 107 —1 1 
300,000 | Eastern Extension, Australiasia, and China Telegraph " m 10 1 1 1 194— 1 1348 1 
602,400 Do. 4% Deb. Stock. Stock | 4 4 4 1 107 or 
800,000 | Eastern & South African Tele., 4% Mt. Db., Nos. 1 to 8 ‚000, гей. 1909 | 100 4 4 4 1 1 
200,000: Do. do. 4 % Reg. Mort. Debs. (Mauritius Sub.) 1 to 8,000 25 d Ф 4 4 1 102. 102 
180,887 | Globe Telegraph and Trust n VÉ Я 10 23 16 7+] 64 5B 104— 1 mi 
180,897 Do. do. 69, Pret. .. .. . .. 10 s% 6 14 14 — 141. 1478 1 
150,00] | Great Northern Telegraph, of Copenhagen 10 123 15 24 $3 — 84 
46 ‚500 | Halifax and Bermudas Cable, 41 % 1st Mort. Бер с, Red } 100 44% 44% 44% 99 —101 ха 991 
^ 1 to 1 
17,000. | Indo-European Telegraph jar. - s ‚| 95 |10 $ 10 18 96 — 5) 504 49 
72,680 | Monte Video Telephone Co., Ltd. Ord. `. И is s PX 1 8 8 .. 1— of - 
1,963,888 | National Bo Pref. Stock ss А da ag xu ..| 100 6 % 6 6 1114-11 1128 ы 
1,968,667 | Do. Def. Stock |) у уу n оу | 10 925 T | § 102 — 104 109 
16, Ро. 695, Cum. Ist Pre mn. 10 | 6 6 6 18 — 14 T 
15,000 Do. do: 6 % Cum. 2nd Pref. . US ue 10 6% | 6% | 6 19 — 18 123 
Do. do. 5 4 Non-cum.8rd Pref., 1 to 250,000 e el 6159 | 5 b Sh 6? 
2,000,000 Do. do. 5) Deb. Stock Red. PN .. | Stock | 84% | 84 83 99 —10 xd el 
1,689,598 Do. do. Deb. Stock Red. . «| 100 | 4% | 4955 | 4 1014—1084 xd | 1 - 
179,813 | Oriental Telephone an Elec. Nos, 1 to їп, 501, fully paid die rA 1 6% | 64% | 6 1l$— 1 1 lá 
50,000 Do. do. do. 6 % Cum. Pr dec e 1 6 6 6 7 — 1 z 
100,000 | Pacific and European Tel., 4 % Guar. "Debe. 1 to E 000 es ..| 100 4 4 4 —100 xd "a 
11,890 Reuters DDR 8 5 5 5 ї— 8 2 
3,237 | Submarine Cables Trust , " ds а - 2 .. | Cert. 6 6 6 195 —128 - 
58,00 | United River Plate Telephone i» 5 1 8 8 1— Ty's 7i 
40,000 Do. do. 5 % Cum. Pret. Nos. 1 to 40,000 з б 5 б 5 5 — xd 5 
179,947 Do. do. 5 % De .. | Stock 5 5 5 106 —108 xd Р 
15,609: | West African Telegraph, Shares „ 29 4 9 4 9 
$0,008 | West Coast of America, 1 to 80,000 and 58,001 to 53,008 - 23 Ni a Ye 
190,000 | West Coast of America, 4% Debs. „1101, 500 guar, by Braz. Sub. Tel. 100 4 4 & 4 —101 ха 
207,980 | Western Telegraph, Ltd., Nos. 1 to 207, 990 me dx 10 1 7 1 194— 14 xd 194 13°, 
76,000 : Do. 5 % Debs. 2nd series, 1906 `. is .. | 100 5 5 5 100 —102 xd T 
Do. do. Deb. Stock Вей... ... ..  ..| 100 4 4 4 100 —108 xd | 109j 
88,921 | West India and Panama Те egraph.. i ee 10 Nil il i à— af 
94,563 Do. do. do. 6 % Cum. 1st Pref. — .. i| 10 | 7% | 7% 6% 8 — 8 
4,669 Do. do. do. 6 % Cum. 2nd Pref. : ia 10 i Nil il 52— 6i = 
80,0001 Do. do. do. 5 9 Debs., Nos. 1 to 1,800 100 5% | 5% | 5% 101 —104 xd 


i 
n 


40,000 ritish Aluminium 7 95 Cum. Pref. . А T is T 6 


А Nil Nil Nil 4 es T 
20,000 Do. do Q. '* A" 6 Cum. Pref. . ee t ae ee ee 5 Nil Nil Nil 44— 4 @e ee 
20,000 Do. do. 4% Funding Certs. . id bs be 6 ЕН i Ў | is T 
900, 0007 Do. do. 5 % 1st Mort. Deb. Btock Red. is ..| Stock | 5% 5% 6% 100 —104 100 —104 a $5 
189,900 | British Electric Traction : 4% 5 га © 10 8 % 6% T 11 14 1— 11 94 9j 
156,491 Do. do. 69% Cum. Pref. Se: wap. 0 6% | 6% Ss 115— 11 1 11 111 114 
1,000, 00 Do. do. б % Perpetual Debenture Stock .. | Stock | 5% 5% 5 192 —124 122 —124 129] C 
260,000 Do. do. 44 % 2nd Deb. Stock Red. — j| 100 5 ы 44 97 — 99 98 —100 5 981 
100,000 | British Insulated and Helsby Cables 5 $a ks m bs 6 10% 8 Фф 8 6 6 e 
100,000 Do. do. 6 % Cum. Pref. k 5 6% | 6 6 6 6 » 
500,000 Do, do. 43 96 lst Mort. Deb. Red. 100 ES 44% % 108 —106 101 —104 xd | 1023 
50,000 J Browett, Lindley & Co., O rd. . : #1 il Nil il iL 3 ечи 90 = 
50,000 о. do. 6 % Cum. Pref. .. £1 Nil Nil Nil 14/0 to 15 14/6 to 1 
106,781 | Brush Electrical Engineering, Ord., 1 to 105,781.. 2 Nil Nil Nil 2— 
150,000 Do. do. Non-eum. 6 Pref. .. 2 6 6 % 6 96 um 1 1— 1 
125,000! Do. do. % Perp. Deb. Stock 5% Stock | 44% 44% 44% 92 — 95 92 — 96 
195,0001 Do. do. 45 % Perp. 2nd Deb. Stock » Stock 13% | 49% | 48% 79 — 82 77 — 80 xd 
35,000 | Callender's Cable Construction shares 8 5 115% | 124% 123% 10 — 11 10 — lt 10 
40,000 Do. 20: do. b 95 Cum. Pref. b 5 % 5 5 — 58 xd 58 — 58 5 
800,000 Do. do. 44 % 1st Mort. Deb. Stock Red. Stock | 43% | 48% | 48% | 106 —108 ха | 106 —108 03 
1,963,908 | Central M London Railway, ош: Stock A Stock | 4 % 49 4 90 — 92 — 92 91 
623,896 do. DS Pref. Stock Stock 4% 4 4 101 —108 101 —103 102 
599,996 Do, до. do. .. Stock | 4% 4% 4% 78 — 81 78 — 81 
1,890,000 | City and South London Raley Stock | 33% 215 2 | 99— 41 99 — 41 404 
85,000 po pg cut 6 Sg tat Mort Reg. 558 no 3 8 5 96 24% 2s lj— 9 li— 2% 
А st Mort. Reg. ebs., 1 to ot £100, and udi aon 
99,961 | Edison & Swan United Elec. Light, A ORATOR £8 paid, 1 to 99, 261 6 Nil Nil 9 11— 13 lj- 1 T 
17,199 Do. do. “ A" shares, 01—017,139 Я 5 Nil Nil 82 2 — 24 2 — р : 
844,0331 Do. . | do. 4 95 Deb. Stock Red. 100 4% | 4% | 49% 84 — 99 53 — 88 xd | 
100,000] Do. do. 5 % 2nd Deb. ек Certs. - all pd. 100 5 % if 5% 85 — 90 89 — к T 
112,100 | Electric Construction 1 to 112,100  .. 9 695 | 4 is — 1 — 4 $3 24 
81,900 Do. do. 7 % Cum. Pref., 1 to $1,890 - A 2 I. 7 96 ue 21— 23 21— 22 T i 
Do. do. 4 95 Perp. lst Mort. Deb. Stock . p .. | Stock | 4 4% 4% 95 — 98 95 — 98 3 
26,000 | General Electric Со. (1900), 5 % Cum. Pref. E : HP a 10 5% 5% zu 98— 103 91— 10 xd ; 
200,000 Do, do 4% Mort. Deb. |... .. .. Stock | 4% | 4% | 4% 97 —101 97 —101 | 
20000 | Henley's (W. T.), Telegraph Works, Ord. . " "EC 5 20 9% 115% | 15 96 li 123 11 15 112 j 
200,000 Do. do. 44 %, Pref.. ы wes b 4% | 44% | 43% 51— 51 5 5 j 
45,900 Do. do. 4i Bort. Deb. Stock ..  .. | Stock 44% 43% | 44% | 109—111 109 —111 ; 
60,000 | India-Rubber, Gutta-Percha & Telegraph Works i К 10 10% | 10 % EM 154— 164 xd 154— 163 xd 
800,000 Ро. do. do. 4% Ist Mort. Deb. | 100 4% | 4% | 4% | 100 —103 100 —103 
87,500 *Liverpool Overhead Railway, Ord. . ЧА es S: " 10 14% 18% 14% 3%— } 33— 3 
19,0000 |+ Do. do. Pref. £10 paid s Д an se 10 5% 5 % 5 9 91— 9 94— = 2x 
87,850 | Telegr Construction and Maintenance 12 20% 20 % 115% 32 — 94 31 — 33 32} 81} - 
150,000 до. 4 % Deb. Bds., Nos. 1 to x 500 Red. 1909 100 4 96 4% 4% 103 —105 10] —103 xd m oy 
40,0001 | Waterloo & City Railway, Ord. Btock 100 | 33% | 345 83 % 800 — 92 90 — 92 | 90 | 
І 


»A period of nine months. + Quotations on Liverpool Stock Exchange. { Unless otherwise stated all shares аге fully paid. J From Manchester Share List. 
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. | Bank rate of discount 21 per cent. (March 9th, 1905). 
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SHARE LIST OF ELECTRICAL COMTANIEE (continued). —ELECTRICITY SUPPLY COMPANIES. 


Present D = | Stook Dividends for the Closing Closing Business done 
NAME. or Quotations Quotations week ended 
Issue. Share. |  12®t three years. June 28th. Julv5th. July 5th, 1905. 
б 1 an De 156 i i Highest Lowest. 
‚377 | Brompton & Kensington Electric Light Sup. „ Ord. d to 20,0000 5 к Е 
10,628 Do. do. acon Pret. ер 7 9 1 9 1 
288,782 | Central Electric Su Bt Guar. Deb. Stock is e. 1| 100 4 4 4 108 —106 103 —106 
80,000 | Charing Cross and d — vs ss zo 5; 5 10 8 8 im 8 7 8 a a 
. 80,000 Do. % Cum. Pref. ..| б 14 y, 4 à 
· 40,000 Do. до. “ City Undertaking ” 4 % Cum. Pref. .. 5 4 5 — xd 
40,000 "Do. ‘do. 1903 REC Ces a ЗА 5 EN 4 6 — xd 418 
850,000 Do. do. 4 V Deb. Stock Red. .. iA is ..| 100 4% 4 4 106 —107 ха 106 —107 108 105 
44,496 |*Chelsea Electricity Supply, Ord. ре ae з 5 % 6 63— 6 6— 6% 
150,000 Do. do. 44 % Deb. Stock Red. | 00 .. | Stock 4 4 44 109 —111 108 —110 ха на 
‚ 10,595 | City of London Electric Lighting, Ord. 40 ‚001—110,595.. 4 fe 10 5 5 6 & 102— 11 12 - ul 11 
40,000 Do. 6 Cum. Pref., 1 to 40,000 a. See! 10 6 d 6 1 14 1 1 ка 
400,000: Do. Deb. Stock, Scrip. (iss. at 115) all paid . Es Sis АИ 5 5 5 124 —128 122 —126 xd s 
800,000 Do. 43 2nd Deb. Stock, Prov. Certs., all paid ..| 100 43 iuo Hi 104 —106 108 —105 xd s 
40,000 | County of London Electric Lighting, Ord. 1— 40,000 10 4 4 44: 81— 8 5 13 ; 
90,000 Do. do. do. 6 96 Pref., 40,001 -60,000 . 10 6 6 6 123— 1 1 128 . 
400,000! Do. do. 44 % Deb. Stock .. ' Р ds 4 4 Hi 113 —116 112 —115 xd i 
250,000 Do. do. 4à % 2n Deb. Stock ЕЎ .. | Stock % 4 103 —106 108 —106 us E 
0 ndern в Electric . 1 Shares. UN zs - 5 i Ц i g в 1— 63 
900, 00 | do. 43 % lat t Mort ‘Deb: Stock ..| 100 4à 43 4} 107 —109 107 —109 109 
21,000 E С and Knightsbridge Blectric Ord. m 5 10 12 12 11 124 11 124 
186,000 Do. do. do. 4% Debenture Btock .. | Stock | 4 к 49 4 101 .—103 101 —109 
89890 London Electric Supply Ра Limited, Де. E ч Ey i о d | 2 — 9 - — Hd 
371, 895 Do. do. do. 4% lst Mort. Deb. Stock Red. Stock | 4 $ 4 $ 4 99 —101 xd 98 —101 101 
100,000 | Metropolitan Electric Supply, 1 to 100,000.. 6 139%, 89€, | 10 95 — 10 10 911 924 
76,121 Do. do. 44 % Cum. Pret. 1—71, 106, £8 реа. 5 4 ф 44% | 4 — 5g 573 
200, 0001 Do. do. 4 lst Mort. Deb. Stoc sis К 2 4 4 4 111 —115 109 —118 xd M ET 
250,000! Ро. до. % Mort. Deb. Stock Rod. z? .. | Btock 2 99 —101 98 —100 xd 100] 993 
260,000 | Midland Electric Corporation, 96 1st Mort. Deb. .. 25 ..| 100 4 4 101 —108 99 —101 xd 1 100 
10,852 | Notting иш Electric Пише. de т и 10 6% 6 7 144— 15} 143— 15i " 
59,000 do. 4 9 1st Mort. Deb. Vs 5 . | 100 4 4 4 % 100 —102 100 —102 " 
40,000 | 8t.. J удо, and Pall Mall Electric ен Ord. .. 5 1144 144 144 Dm 144 184— 144 
20,000 Do. do. 1% Pref. 30,081 to 40,080 b 7 Le 7 9 9 
‚ 150,000! Do, do. do: 84 % Deb. Stock Red. 100 2 84 84 97 — 99 97 — 99 xd 3 
‚ 12,000 | Smithfield Markets Electric Supply, Ord. .. T 5 4 4 о— 34 2$— 34 
50,000. Ро. do. do. 4 % Deb. Stock . .. | Stock | 4 4 4 79 — 88 79 — 83 
65.000 South London Electrioity Supp ply, Ord és : Зр 5 M 8 4 9 — 4 — 4 35 э? 
100,000 | South Metropolitan. Electric Light and Power (Ord .. en ДК 1 Nil Nil Nil 
50,000 (Late Blackheath and Greenwich 7 Pref. .. T l Nil 7 3% 1 1 1 1 ak ae 
100,000 Dist. E.L.Co.) Vid 76 1s Ist Deb. Stock | 100 44 44 se 106 —108. 106 —108 i алу - 
80,000 | Urban Electric Supply, Ord. .. T a - | ad 5 X. 5 5 4@— 3 5 ч 423 41 
80,000 Do. do. 5 % Cum. Pref. Vs = 5 5 5 Pa 64— ad " 
200,000 Do. do. 44 % lst Mort. Deb. Stock Red. - ..| 100 4à 104 —106 — 106 105 
110,000 | Westminster Electric Supp Y P ; we ET 5 12 o 184% 14 % pw 13 1 18 E me 
28,151 Do. do. 5% Cum. Pref, .. ze ©» ae 5 5 5% 6 6 6ixd 
Shares not officially quoted :—Mackay Companies, oråd., 392—403. Pref. 731—741. 
* Subject to Founders Shares. 1 Unless otherwise stated all shares are fully paid. 
ELECTRIC TRAMWAY AND RAILWAY TRAFFIC RETURNS. 
Fort- Receipts for | No. Route Receipts for | N Route 
cality. night о otal to date. miles y. e о to date. miles 
Locali igh the { | Total to date il Localit th { | Total to date il 
ended. fortnight. |wks. open. ended. fortnight. wks open, 


£ * £ £* ^ t. ` 2 &* 8 £* е 
Aberdeen .. July 1 3.102 + 49; 6 7,458 — 82141 Cardiff es .. June 24 | 4,906 |+ 720 | 12 25,172 — 81 99:87 .. 
Ayr is ..| June 25 704 — 15, 6 1.870 — 99| 8 x Carlisle " July 1 446 |— 98 | 26 4,496 |— 449 7 oe 
Bath .. v .. „ 28 | 1,509 |+ 190 | 26 16,404 | + 1,348 | 19 Chatham and Dist. | June 99 1,878 |+ 70 | 26 16,056 |+ 1,624 95| .. 
Birkenhead .. . . July 2 | 9,56 |+ 39 | 18 18,993 | — 211/18:5|.. Colchester .. т эз 482 . 48 10,323 se O |... 
tBlackburn . .. June 28 | 1,100 + 110 134 13,657 + 648 14:25 Oork .. as Ux „ 29 1,175 |+ ®9 | 26 11,999 + 617 , 9°69; ©» 
Blackpool mu 3,994 (41,511 | 13 | 19,521 | + 1,949 11-81] .. Darlington July 1 417 — 14|18 2,681 . 187 
„ —Fleetwd|July 1 1,773 |+ 290,96 9.812 — 180 8 Darwen oe uf 497 1+ 48118 | 8299 |+ ‘169 495|.. 
„  —Lytham June 22 | 1,600 |+ 753 54 1,608 . 7À || Dover .. May 13 | 894|+ 10 19 3,396 — 65 85... 
Bolton . . July 9 | 4,918 (+ 185 | 14 26,652 | + 990 26 Dublin .. June 90 | 11,470 ＋ 438 125,878 |+ 2,869 , 48:5 + н 
Bournemouth .. June 28 | 2,860 |+ 766 | 124 | 15,217 12°5 Dundee ka „ 28 | 1,743 + 58 ка КЕ 4°25 
Bradford ..| July 1 8,843 — 857,1 58,752 | — 1,716 | 54 East Ham .. . . July 1 1,781 |+ 944 138 11,119 17 7764 | 68! .. 
Brighton ..  ..| » 2| 2,187 — 31 14 13,363 zs 9:51 .. Glasgow sa i „ 1 | 32,865 73,884 | 44 544 (2,885 76 (+ 5 
Bristol T .. | June 30 | 11,305 1+ 720 | .. zs же? 98-5|.. Gloucester .. .. | June 28 656 |+ 20 | 114 8,976 e.. 1 9 |a 
Halifax ..| „„ 21| 4,028 |+1,067 |18 | 18,746 |+ 980 35˙5 |4- 4 
| Huddersfield .. July 1| 9,711 |+ 158|18 17,175 9041/28 |.. 
: Hull І M 4,333 | — 18 | 28,129 |+ 10 |1855|.. 
Brit. Elec. Trac. Co. Ilford .. June 17 683 | + 180 11 5,430 — 148 | 6°62 
Ilkeston Р " 954 |— 42 | 18 1,648 |— 269 4 
Airdrie .. .. | June23 417 |— 10 25 4,918 | + 9| 85| .. Ipswich ; х July 1 975 — 89 13 5,809 — 588 |108 
Barnsley .. "ET. 971 — 30| „, 8, — 119 8 Isle of Thanet ] и 1| 1,707 — 182 26 10,618 — 570 11 
Barrow... „ B 646 |+ 824 | „, 5,409 | + 1,416 | 5:871] .. Kirkcaldy .. . | June 28 489 |,— 1|... E z 5:51 .. 
Birmingham (City) „ 28 118,004 |+ 120 | „ {$141,081 | + 8,746 | 14-5) .. Lan'kshire Trm. Co. 29 | 1,107 |— 86 | 26 17,160 f 1,2C0 | 8°66 
Birmingham (Mid.) „, 28 | $4,741 }+1,528| „, 45,614 | + 7,296 19:95, .. Leeds ag . July 1 | 12,388 |+ 884 | 15 88,660 |+ 3,660 : 42:5 
Devonport » 93 | 1,037 211] ,, 11,252 | — 1,287 | 8-85 tLeicester .. К e 2,392 Sa 28 52,201 ae | 28 
Dudley—Sto'rb'ge „ 28 | 2,527 |+ 857) „, 21,813 | + 1,121 |21-25 Liverpool .. .. | June 24 | 23,177 |-- 1,646 | 25 | 258,054 |+ 9,086 | 103 | .. 
Gateshead. . „ 23] 1,971 — 126 , | 22,917! + 991 11:95 L.C.C. ..| „ 17 31,642 |+6,851 | 11 | 162,006 |+33,548 51-75 + 
Gravesend, N’ fleet „ B 601 |+ 28 „, 5,315 — 625 6 65 Lowestoft .. А Уз 482 |+ 75 - HP 46|.. 
Gr'n'k, Pt. Gisgw| , 23 | 1,518 |+ 224| ,, 14,944 | + 1,983 | 7-95 Manchestei.. .. July 1 | 26,655 |41,525 | 13 | 160,976 |+ 6,189 | 84 Е 
Hartlepool el „ B 659 — 8j „ 277 — 467 6.72 Newcastle .. не „ 1| 9,605 |+1,181 c Ms 25:3 | .. 
Kidderminster ..| ,, 28 298 |+ 117, ,, 2,711 | — 121} 4-5! .. Newport  .. ka „ 1| 1,237 |+ 1% |18 7,850 |+ 1,262 | 8:51 .. 
Merthyr ..| „ B|) 449 2, 4,739 — 205 2.9. Oldham „, 23.347 41,045 18 | 992,950 |+ 6,903 2212|.. 
Metropolitan „ 28 27,559 4 4,594 „ | 156,410 | + 2,538 Plymouth .. RS : И? - " E Ма 41 
Middleton.. „ B 960 |+ 189 | „ 7,958 | + 369 8:5! .. Pontypridd .. vs е 1 801 М 18 2,287 be 8:15, .. 
Oldham — Ashton „ 28 | 1,286 |+ 155 , | 13,2899 | + 108 9.18 +Portsmouth .. June 24 | 2,051 |— 262 | 12 29,04 |— 556 14.5 
Peterborough ..| , W 414 |+ 102| ,, 8,107 — 235 5:91 | .. ing К 1 1,355 |+ 80 | 18 8,168 — 47 T5j.. 
Pole .. ..| - Mi x . 1875|.. | Rochdale .|July 1| 1,705 |+1,421 |18 | 8,962 |+ 7,046 1646 | + 18] 
Potteries .. .. » 23 8,641 |+ 21] „ | 41,548 | + 440 29 Balford 5 x „ 3! 9,041 |+ 785 14 59,167 |+ 3,314 | 80 
Rothesay . |» B 485 |t 78 „ 2,251 | + 144|9-15|.. Scarborough sa d. | 842 Bs 26 ‚509 sá 45\|.. 
Sheerness .. 3 174 + 18 ,, 1.572 + 969] 26] .. Sheffield - 2x н 2| 9,877 |+ 481 | 14 68,515 |+ 1,956 84:25 |+ 1i 
Southport ..| „ B| 1,020 |+ 342 „ 7,072 | — 218 18-17 |. Southampton .. June 28 | 2,065 + 66 | 13 12,448 |— 306 11 ET 
South Staffs. » 2 | 1,881 |+ 466 „ 17,350 | — 562 113-87) .. Southend-on-Sea .. " ӨП |+ 59 13 4,517 |+ 368% | 6:95 | .. 
Swansea .. ..| „ 29, 1,964 |+ 899 „ | 15,09 | + 2,553 | 55 Stockport „„ M 612 46 12 7,464 1+ 296 115|.. 
Taunton .. e|» B 127 |+ 21|, 1,149 — 127 1-5! ., Sunderland .. .{July 3 | 2872;,4 177 138 17,248 + 284 10:87 | .. 
Tynemouth .. 9 B| вз — 27 „ 5,871 | — 1, 035 3-75 | .. +Tyneside .. | June 21 378 — 802 25 407 i+ 538 | 8'87 a 
eston-s-Mare ..| „ 21 501 |+ 195 „ 1,888 | + 208 | 8 Lu arrington М "i 336 T 20 138 3,954 -+ 166 75i.. 
спаек. » W | 1110 |+ 292 „, 9,925 + 74 14775| ... West Ham .. .. „ 29 | 8,880 41,141 i 18 20,161 |+ 8,945 |109 i+2°9 
Worcester. „ 29, ‘822/+ 150 „ | 7118.4 789 575 | +Wolverhampton ,. „ 28 855, 13 » „5 DN 
Wrexham. „ 28| оз M|, 2.461 — 242) 4 | 
Yorks, Wool. Dist. » 28 | 1,647 + 363 | , | 15,413 | +1,259 | 17 
: | Cen. London Rly. July 1 19,981 — 165 26 179,900 + 1,676 6 |.. 
ren З. Lon. Rly. „ 2! 4,675 |— 38 27 75,242 |— 8,939 6:25 | .. 
| lin-Lucan Rly. June 80 5317 — 7 26 2,89 + 167 
Burnley . July 1, 92,998 |+ 199 2 T5, .. G. N. and City Rly. | July 1, 2,943 71.141 26 40,677 | TE 3.55 
Burton - on · Trent . June 25 322 — 19 12 3,992 18 25 we 1L'poo! Overh'd Rly. | June 26 - ‚602 — 119 | 25 89,453 |— 1,767 | 6°75 | . 
Bury .. 2s .. „ 2| 1,757 * 12 8,640 10:5, .. Mersey Railway . July 1 | 8,262 |+ 801 | 26 41,932 |+ 2, 871 | 4:5 
| 
| ; _|_ Е. QNS 
id Compared with the corresponding period of 1904. One Week k only. 4 t Inoludes horse and other receipts. 
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Witwatersrand (S. Africa). — A 650-н.р. electrical 
hoist, together with an engine and generator, for the new inclined 
underground shaft, ison order. 
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Surbiten Electric. Lighting. 


On Thursday, June 29th, Sir J. Woodhouse's. Committee considered 
the Surbiton Electric. Lighting Order in Confirmation Bill. No.. 5. 
The order was opposed by Mr. Hutchinson on behalf of the Kingston 
and. Surbiton Gas Co. ae NC wor x oh е „ аа" $7, 4 4 41:4 

Mr. WEDDERBURN, K. C., who appeared for the promoters, ; said 
that in 1901.Surbiton obtained. an order Which gave them, an elec- 
tricity. area, which was. the existing urban distriet of Surbiton, 
Since then there had, heen an extension of the urban district, 
Iu. 1894 Southborough was added, and in 1895 Tolworth and Hook 
werd. added to the district. Those, additions. were the cause of this 
order, for it sought to make the electricity ares of Surbiton 
co-extensive with the urban district. Under the order of 1901 
nothing was done until. 1902, as the Urban District Council did not, 
wish to run any financial risks. In that year, 1902, they got a loan 
of £50,000 from. the Local. Government: Board, but even they they 
did not think it right themselves to enter upon ап, electricity, under- 
taking. ..Accordingly, they entered into an agreement with 
Callender's Cable and Construction Cu,, and by that agreement the 
Council were to provide the site for and erect the buildings of the 
generating station. The company were then ta provide all the 
necessary. plant: and apparatus, and. to provide the expenses of 
management, and also ta pay the sinking fund and, interest. The 
agreement was for 25 years, . Practically it meant that the under- 
taking was leased to the company, and it would be seen that the 
arrangements were such that nothing could fall upon the ratepayers. 
The only opposition to the order was from the Gas Co., and it was 
really. a question of whether or no the, Bermondsey or Duke of 
Northumberland’s clause should be inserted ір. the order. The 
Board of Trade, before whom the whole case had, been argued out, 
had come to the conclusion that this was not., a case where the 
clause should: be inserted. The Committee would see. that there 
was no chance.of any loss falling upon the ratepayers. Ge d ad 

Mr. FRANoIS J. BELL, deputy clerk to the U.D.C., was then called, 
and cross-examined by Mr. HuTcHINSON, admitted that in reality, 
what had happened was that the Council had paid for the plant, 
and the company were really running the undertaking ; and during 
the first two years were to pay the interest and sinking fund upon 
the machinery. = = Net 

Mr. HuTOHiNSON put it to witness that the Council were under 
the legal obligation to prepare themselves the annual statement. of 
accounts, and that that power had been delegated to the company. 

Witness said that the company did prepare the accounts. 

In reply.to a question by the CHAIRMAN, Mr. WEDDERBUAN, said 
that his contention was that this was а case where the Bermondsey 
clause was not applicable. The Urban District Council had never 
supplied electricity ; it was the company which had done so. И 
the clause were put upon them, how could they work it? He knew 
that it might be said that a provision should be inserted во that the 
clause should be put in at any time that the Council decided to 
determine the agreement. But the answer to that was this; the 
Council would not determine the agreement unless there was a 
possibility of the result being profitable. T i 

The CHAIBMAN remarked that it might not follow that the 
Council would manage thé undertaking so well as the company had 
done. There might be a subsequent loss. : 

Mr. WEDDERBURN said that the clause was а hampering 
clause, . А : : AME | 

Mr. BELL, in reply to Mr. Wedderburn, said that up to the pre- 
sent there had been no loss on the undertaking. The Gas Co. were 
taking advantage of the fact that the Council were coming to ask 
for an extended area. Г 
, Mr. Нотсніхвом then addressed the Committee on behalf of the 
Gas. Co., and dealt with the history of the Bermondsey clause. Не 
cited as а case similar to this, the Watford Order, In tbe 
case before the Committee the District Council would, in five 
or seven years’ time, or whenever they took over the undertaking, 
have to provide for the depreciation of the plant, for by that time 


. much of the plant would have become obsolete. 


Mr. WEDDERBURN, replying on the question of precedent, said 
that the Watford case was entirely different. There had been a 
loss for some years, whereas, in the present case, not only was there 
not д loss, but the Council had not been carrying on the under- 
taking themselves. : | 

The Committee passed the preamble of the Bill, and ordered -t 
to be reported for third reading. po i 
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.. St. Albans Electric Lighting Order, 
On Thursday, June 29th, a Select Committee of the House of- 
Commons considered the Bill confirming an electric lighting order 
to the St. Albans Rural Electric Lighting Со, p P Fe 

Mr. Moon, K.C., in opening the case, said that the only opponents 
to the order were the County Council of Hertfordshire, who asked 
for certain protection to be given to them. The County Council. 
were the road authority, and they wished to have a protective clause 
in regard to their bridges. | 

At this point, Lord Roperr Ckcir, K. C., who appeared for {һе 
Hertfordshire County Council, conferred with Mr. Moon, and the 


latter counsel said he thought they could come to an agreement as 
to a clause, After further conferring, a protective clause was agreed: 


— = 
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to, and the preamble of the Bill having been proved by Mr. 
Devonshire, the chairman of the St. Albans Rural Electric Lighting 
Co., the Committee confirmed the order. 


Hessle Electric Lighting. 


A SELEcT CoMMITTEE of the House of Commons, presided over by 
Sir James Woodhouse, on Wednesday and Thursday last week 
considered the order authorising the Hessle U. D.C. to supply 
electricity within their district. The confirmation of the order 
was opposed by the Hessle Gas Co. 

Mr. HurcHINSON, who appeared for the promoters, said that 
Hessle was an urban district on the Humber adjoining the City of 
Hull It had an area of 2,111 acres, a population of 4,800 persons, 
а rateable value of £97,000, and а debt of only £6,482. 'The Bill 
was opposed by the Hessle. Gas Co., which was a non-statutory 
company, and merely existed by the goodwill of the Urban District 
Council. As a matter of fact, by a Bill before Parliament, the old 
company would be dissolved in а few days, and a new company 
would come into existence. The gas supplied was bad, and that 
was one of the reasons why the Urban District Council came 
forward. In the Bill there was a clause stating that по loss should 
fall upon the ratepayers, so that he saw nothing for the Gas Co. to 
complain of. Clause 8 was the model clause put in by the Duke of 


Northumberland's Committee in several Bills, whereby no loss in. 


the working of the electric light was allowed to fall upon the rates. 
At the end of 5 years the Urban District Council would have to 
take into review the position of the undertaking, and adjust the 
charges accordingly. The Gas Co. alleged in their petition that 
they had enlarged their memorandum of association, and would be 
prepared if there was а demand to obtain a provisional order 
themselves. 

Mr. APPLETON, Chairmau of the Urban District Council, was 
called in support of the Bill, and said the Hull Corporation were 
willing on suitable terms to supply energy in bulk. The Bill for 
the Supply of Electricity " was now before Parliament, and if that 
passed, Hull Corporation would be able to supply them. If that 
Bill did not pass, then the Hull Corporation would go before 
Parliament with a Bill to give them the necessary power. 

In eross-examination by Mr. Ram (who appeared for the Gas Co.), 
WITNESS said they hoped to supply at 6d. per unit. It was frue 

that the Urban District Council had tried to buy the gas under- 
taking, but he did not see that it would depreciate the value of the 
gas undertaking if the U.D.C. obtained the order. 

Mr. MILLINGTON, chairman of the Electric Lighting Committee 
of the Hull Corporation, said he believed the undertaking would 
be remunerative in Hessle. Electricity was supplied at 434. per 
unit in Hull for lighting, and 1d. per unit for power. 

Mr. BELL, electrical engineer to the Corporation of Hull, said he 
estimated that about 63,000 units per annum would be sold iu 
Hessle for private buildings. 

In reply to Mr. Ram, Witness said that Hull could supply 
Hessle in bulk at 34d. per unit. In his estimate of 63,000 units, he 
ineluded street lighting. 

Several local witnesses were called in support of the Order. 

Mr. Ram addressed the Committee on behalf of the Gas Co., and 
submitted that a Bill of this character had never been allowed by 
Parliament. The Gas. Co. had gone carefully into the question of 
applying fora provisional order for electric lighting themselves, 
and had satisfied themselves that it could not be done’ remunera- 
tively. Notwithstanding this, the U.D.C. asked for powers which 
would cut the Gas Co. in two ways—they would limit their supply 
and largely affect them as ratepayers. If the Committee passed 
the preamble, he would ask that Clause 8 should be amended, so 
as to shorten the period at which the financial position of the under- 
taking should be reviewed. 

The Committee decided to allow the Bill to proceed, subject to 
what might be done with Clause 8. On Thursday, after discussion) 
the Committee ordered the insertion of the Bermondsey Clause in 
its ordinary form. 


‘Rutherglen Electric Supply. 


On Tuesday, Wednesday and Thursday last week, Sir James 
Woodhouse's Select Committee of the House of Commons con- 
sidered the Bill, by which the Corporation of Rutherglen sought to 
obtain confirmation of a provisional order to allow them to take a 


supply of electricity from the Corporation of Glasgow, upon terms 


to be agreed by the Board of Trade. 
Mr. BALrovR Browse, K. C., in opening the 5 case, said 


that the majority of the clauses were the ordinary clauses to be 


found in provisional orders. Clause No. 7, by which it was pro- 
vided that the undertaking might at any futute time within one 
year be taken over by the Corporation of Glasgow, was opposed by 
the Clyde Valley Electric Power Co.: Mr. Browne said that for a 
long time past the Borough of Rutberglen had desired to have a 
supply of electricity, and they had placed themselves in communi- 
cation with the Corporation of Glasgow and also with the Clyde 
Valley Electric Supply Co. They had found that they could get a 
cheaper supply from the Corporation than they could get from the 
Supply Co., and as a matter of fact, the company up to the present 
time had not been able to supply at all. After further considering 
the matter, the Borough Council decided to apply for a prov. order. 

Provost ҢОСЕВ was called in support of the Bill, and said it was 
contended by the Clyde Valley Electric Power Co. that a competi- 
tion would be set up between the company and the Glasgow Cor- 
poration in Rutherglen, and they complained that the Corporation 
supply would be rate aided. 


In cross-examination by Mr. Lrovp, К.С. (who appeared for the 
Clyde Valley Co.) he said it was not proposed to generate for them- 
selves. The Glasgow Corporation was paying the costs of the pro- 
motion of the order. If the burgh took the Bill and generated 
themselves the Glasgow Corporation would still pay the costs, but 
if they took their supply from any other company or authority 
then the Glasgow Corporation would not pay the costs. "The Clyde 
Valley Co. did not apply for a provisional order for Rutherglen 
because the local authority informed them that they were seeking 
an order. 

In re-examination, WirNEss said they considered whether they 
could get a supply more cheaply from the company, and came to the 
conclusion that the Glasgow Corporation was the cheapest source 
of supply. 

Mr. А. W. McFARLANE, convener of the Lighting Committee of 
the Town Council of Rutherglen, said he negotiated with the 
Glasgow Corporation. Glasgow offered to supply for general 
lighting at 6d. per Board of Trade unit for a certain number of 
hours, and then at 14. per unit; for domestic consumers a uniform 
charge of 31d. per unit; for theatres and halls a uniform charge of 
34d.; for churches, 3d.; and for street lighting the same as in 
Glasgow. The offer of the Clyde Valley Co. was much dearer. If 
they obtained the order they were not bound to hand it over to 
Glasgow. 

In cross-examination, WITNESS said the Town Council of Ruther- 
glen would be free to get their supply elsewhere than from the 
Glasgow Corporation if they liked. He had no knowledge that the 
terms quoted by the Clyde Valley Co. were their maximum prices, 
and that the company stated tbat their prices would certainly not 
exceed these.’ 

Mr. W. W. LackrE, chief engineer of the electricity department of 
the Glasgow Corporation, said it would only meau laying about 
220 vds. of mains to supply Rutherglen, and they could give such a 


supply in about 14 days. Glasgow charged 6d. for the first 365 


hours, and 14. per unit afterwards, but the Glasgow Corporation 
were considering a reduction in price. He believed that the Clyde 
Valley Co. had mains laid within 5 miles of Rutherglen, and it 
would take them at least two months to give Rutherglen a supply. 

In cross-examination, WrTNESS said there were no distributing 
mains at present in Rutherglen. 

Mr. LLOVD, K. C., addressed the Committee on behalf of the 
Clyde Valley Electric Power Co., which, he said, came into exist- 
ence under an Act of 1901. Rutherglen was within the district of 
the company, and the company had the right of supplying to all 
persons for power purposes and the privilege of supplving in bulk 
to any authorised distributor in the district. He agreed that he 
was not entitled to oppose the Rutherglen local authority obtaining 
an order to generate, supply and use electrical energy, but he did 
oppose Clause 7, which enabled that order to be transferred to 
the Glasgow Corporation. Asa matter of fact, this was simply an 
application to allow the Glasgow Corporation to supply the district. 
Instead of coming boldly to Parliament and asking for the power, 
the Glasgow Corporation was trying to get into the district by a_ 
side wind. He did not suggest for a moment that his company 
had a monopoly, and it was open to Parliament to allow others to 
compete. He did claim, however, that there was no necessity for 
any such competition, and that no case was made out. It was 
admitted that his company could give a supply within two months, 
and they had also offered to supply for public lighting at £10 per 
lamp, and for private lighting at a maximum of 6d. per Board of 
Trade unit with a reduction for long hours use. 

The CHAIRMAN said that apart from the merits of the case, it 
appeared to him that by Clause 7 Rutherglen would be shut out of all 
possibility of changing their minds. 

Mr. Lrovp said it shut him out of the market altoge ‘ther. If the 
Bill passed with Clause 7, he would still have the power of com- 
peting with the Glasgow Corporation for power purposes, but the 
bulk supply would be in the hands of the Glasgow Corporation. 
It was a little hard now that the company's capital was raised and 
they were about to reap some benefit to find a considerable number 
of their prospective customers cut off. 

Mr. RoBERTSON, of the firm of Strain & Robertson, engineers of 
the Clyde Valley Electrical Power Co., said the capital of that com- 
pany was £600,000. They could supply Rutherglen from tlie 
Motherwell generating station, which was 10 miles away. А great 
deal of cable work had been done, and they could give а supply to 
Rutherglen by the end of August. 

When the Committee sat on Thursday, June 29th, the CHAIRMAN 
asked if the Clyde Valley Electricity Supply Co. were prepared to 
give an undertaking to supply Rutherglen on the same basis as the 
Glasgow Corporation. 

Mr. HAROLD BEVERIDGE said that if the order were transferred to 
the company, no doubt they could undertake to supply on the same 
terms as Glasgow. 

Mr. Macassay remarked that he did not know of any power 
which would authorise a company to accept such a transfer. 

The CHATRMAN then adjourned the consideration of the case for 
the attendance of other counsel. 


London County Council (Tramways) Bill. 


Mr. KEARLEY. reporting from the Cummittee in the case of the 
London County Council (Tramways) Bill, stated that a report from 
the Secretary of State for the Home Department was laid before 
the Committee and considered by them, and that after hearing the 
evidence of the Chief Commissioner of Metropolitan Police and 
other persons, the Committee were satisfied that the additional 
obstruction to the access to the Houses of Parliament which would 
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result from the construction and working of the proposed tram- 
ways would not be considerable and did not constitute а sufficient 
reason for refusing to grant the proposed powers. With the object 
of securing that the working of the proposed tramways over West- 
minster and Blackfriars Bridges, and along the Victoria Embank- 
ment, should involve the least amount of interference with the 
traffic using the roads on which such tramways would be laid, the 
Committee had determined that the position in the roadway of 
certain parts of such tramways should be so altered that the same 
should be adjacent to the kerb of the footway, and had amended 
the Bill accordingly. The Committee further thought it expedient 
to insert a provision that the said proposed tramways on West- 
minster and Blackfriars Bridges and the Victoria Embankment 
shall not be commenced until Blackfriars Bridge has been widened, 
ora new bridge has been constructed for carrying the tramways 
over the River Thames. The Bill authorises the London County 
Council to construct and work a portion of a tramway beyond the 
limits in respect of which they are the local authority under the 
Tramways Act, 1870, namely, in the City of London. This portion 
of tramway will connect at each end with tramways belonging to 
the said Council already authorised or constructed, and the Com- 
mittee were of opinion that having regard to the special local cir- 
cumstances such construction and working ought to be sanctioned. 
The total length of tramway to be constructed beyond the said 
limits was about 3 furlongs 4 chains. Inasmuch as Part III. 
(which includes Sec. 43) of the Tramways Act, 1870, is incorporated 
with the Bill, the Committee had not inserted any special clause 
for the local authority under the said Act of the district consisting 
of the said City in the terms of the said Seo. 43. 


North-East London Railway Bill. 
Thursday, June 29th. | 


Тнв Bill came up for consideration by Mr. Ashton's Select Com- 
mittee of the House of Commons. Ав our readers are aware, it is 
practically the same Bill as that which came before Parliament in 
1903, and was then rejected. 

The promoters were represented by Mr. Balfour Browne, K.C., 
with whom were Mr. Bushe, K.C., Mr. Page, K.C., and Mr. 
Macassay. The opponents were the London County Council, repre- 
sented by Mr. Lewis Coward K.C., and Mr. Adkins; the Great 
Eastern Railway Co., counsel, Mr. Freeman, K.C., Mr. Honoratus 
Lloyd, K. C., and Mr. Forbes Lankester, K. C.; the promoters of the 
Hammersmith, City and North-East London Railway, counsel, Mr. 
Mr. Moon, K.C., Mr. Vesey Knox and Mr. A. Maconachie. The 
managers of the Bank of British North America also petitioned 
against the Bill. 

Mr. Batrour Browne, K. C., in opening the case for the pro- 
moters, said that the line would start from the Monument, and 
its total length, when Waltham Abbey was reached, would be 
144 miles. It would pass through Shoreditch, Hackney, Wal- 
thamstow, and Chingford. Roughly speaking, about 4 miles 
of the railway, from the City to Hackney Marshes, would be in 
tubes of a similar size to those of the Central London Railway. 
The remainder would be on the surface right away to Waltham 
Abbey. The trains would be constructed on the multiple-unit system. 
Proceeding to the question of cost, learned counsel said 
that the average capital cost of construction worked out at 
£275,862 per mile of line, which compared favourably with the cost 
of the Central London Railway, which was £700,000 per mile. The 
latter railway was, of course, wholly in tube. The total estimate 
for land and works was £2,692,405, and the rolling stock, generating 
station, &c., would be provided out of the difference between that 
sum and the sum of £4,000,000, which was the capital proposed to 
be raised.  £3,000,000 would be issued in shares, and the other 
£1,000,000 would be their borrowing powers. . There could be no 
doubt about the urgent necessity of the line, for it was very strongly 
supported by the various local authorities through which it would 


At the conclusion of Counsel's opening statement, the CHAIRMAN 
of the Committee intimated that the Committee wished to hear 
the finanoial evidence as soon as possible. It will be remembered 
that the Bill of two years ago was rejected on the financial 
evidence. l . . 

Mr. BaLFOoUR BROwNE said that he would call the witnesses on 
the next day. - 

Sir Doveras Fox, the engineer to the scheme, was then called, 
and, examined by Mr. Page, said that he had had 44 years 
engineering experience, and had given evidence in all the tube 
Bills. The promoters of the present Bill were the Hon. Reginald 
Parker, Mr. John Henry Brixton, Mr. Edwin Wilfrid Stanyforth, 
Col. C. J. Lewis Stuart, and Mr. R. Foster Collinge. Resolutions 
in favour of the present scheme had been passed by the following 
local authorities :—Shoreditch, Bethnal Green, and Hackney; and 
also by the Urban District Councils of Leyton, Walthamstow, 
Chingford, and Waltham Abbey. The line was 144 miles long, 4 
miles being in tube, and the remainder in the open. It would 
commence at the Monument, which would be the southern 
terminus, and there they would have an exchange station with the 
Monument statiog of the Metropolitan District Railway, and also 
with the City and South London Railway. The line would then 
proceed under Gracechurch Street to a station, which they had now 
been able to agree upon without any opposition, at Gresham House. 
That station would be near Bishopsgate Street and Broad Street, 
and would consequently be in a very central position From that 
point the line would proceed to Liverpool Street, where they 
would have subways to the station of the Great Eastern Railway, 
and to Broad Street station of the North London Railway. 


There also there would be a junction with the proposed extension 
of the Central London Railway. The line would proceed from 
Liverpool Street to the junction of the Hackney Road with the 
Kingsland Road, and at that point they would be able to serve the 
trams, which would soon be electrified. Two years ago, it was 
proposed to have a branch to Tottenham, but now, on account of 
the Great Northern and City Railway, they did not propose to do 
so. Furthermore, that line being wholly in tube, would have 
been very costly. From the Hackney Road the line would go to 
Victoria Park, and no objection had been made to it running under 
the Park. When the line reached the further side of the Park, it 
would emerge into the open and proceed to Leyton, Walthamstow, 
Chingford, and Waltham Abbey. On the way it would pass a 
number of cross-running tramways, which were only local lines. It 
was a remarkable fact that there were no really direct roads to 
London from those parts of the north-eastern district which the line 
would serve. Therefore, the line would be a great advantage, and 
it was proposed to make through-booking arrangements with the 
local lines of tramways. Witness then made the following state- 
ment regarding the estimated cost of the line: — Section No. 1 
(Parliamentary estimates) will cost £195,582. That is for the works. 
The land is £203,847, making a total of £399,375. He had made 
the usual allowance for contingencies, such as the use of compressed 
air, of 15 per cent., as that part of the line was in tube. No. 2 
would cost for works and land £324,130. No 3 was partly in tube 
and partly in the open, and he had divided the estimate into two 
parts. The first part, which was in tube, would cost £753,110 for 
works and £159,283 for land. The open portion, which was a much 
longer length (104 miles, against the 2? miles of this part of the 
tube), would cost £526,920 for works, and £378,946 for land. The 


| total, £912,393, for the tube part of this section, was very little 


more than the total, £905,866, for the open part. Section No. 4 had 
been dropped out, and No. 5 was a short branch, and would cost 
£2,992 for worka, and £1,630 for land. The grand total for railway 
and land was £2,546,400. 


Friday, June 30th. 

WITNESS was cross-examined by Mr. Moon (for the Hammer- 
smith, City and North-East London Railway promoters), who 
endeavoured to show that there was no necessity for the line coming 
into the City. Witness said that he considered that about 90 per 
cent. of the traffic would wish to get to the Bank, or, at any rate, to 
the City. j 

Witness was also examined by Mr. Freeman, K.C., on behalf of 
the Great Eastern Railway, and by Mr. Lewis Coward, K.C., for the 
London County Council. | 

Mr. D. J. Moraan, М.Р. for Walthamstow, was then called and 
spoke in favour of the scheme. 

Sir ALEXANDER BINNIE also gave engineering evidence. 


Monday, July 3rd. 


Sir THOMAS TRUEBRIDGE, of Messrs. Linton & Clarke, stock- 
brokers, of the City, was called. He said he had looked into the 
scheme for making the railway, and he thought it would bea 
financial success. There would be no difficulty in raising the 
£3,000,000 share capital which would be necessary for carrying out 
the coustruction of the line. Personally, he would be prepared to 
subscribe some £50,000, and he would, of course, recommend the 
line to his clients. There would be no difficulty at all about placing 
the debenture stock. 

Cross-examined by Mr. FREEMAN: He was first consulted about 
two months ago, when he was shown a report of the scheme made by 
Sir Douglas Fox. He had taken a broad view of the scheme, and 
had come to the conclusion that it would be financially successful. 
He had not had any special experience of floating railway com- 
panies. When he said that he would subscribe £50,000, he meant 
that he would do that himself. In reply to the CHAIRMAN, witness 
said that he would underwrite the £50,000. 

Mr. RicHarp B. MaRTIN, chairman of Martin's Bank and 
director of a number of companies, also gave evidence of a similar 
character, and said that he himself would be prepared to subscribe to 
as well as recommend the scheme. 

By Mr. FREEMAN : He had no particular knowledge of the dis- 


trict through which the line would pass. It was about a month 


ago when he was first consulted in the matter. He was not pre- 
pared to guarantee any of the capital of the company, but if the 
Bill went through satisfactorily, he would recommend it to his 
companies as a safe investment. 

Mr. ARTHUR GRENFELL gave similar evidence, and Mr. J. B. 
BRAITHWAITE, of the firm of Foster & Braithwaite, said that his 
firm would take part in the distribution of the capital. 

On Tuesday and Wednesday a large number of witnesses were 
called to prove the necessity of the line, and much of the evidence 
was similar to that given when the scheme was before Parliament 
{хо years ago. 

(To be continued.) 


The Telephone Agreement. 


CONTINUING his evidence on June 27th, Alderman FREDERICK 
LaRARD, Mayor of Hull, said that he had been chairman of the 
Telephones Committee of the Hull City Council since it was con- 
stituted in 1899. The National Telephone Co. established an over- 
head system in Hull in the year 1890. In and prior to 1898 there 
were very numerous complaints as to the inefficiency of the service, 
and in answer to such complaints the company alleged that they 
were unable to give an efficient service with overhead wires. On 
February 22nd, 1898, they accordingly applied to the corporation 
for permission to place their wires underground so as to convert 
the system to an underground one. А sub-committee met the com- 
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pany.on March 18th, 1899, with the result that the application of 
the, com was granted оц certain, conditions, the agreement 
being: terminable by the corporation on six months’ notice. On 
March 18th, 1899, the Government brought in their Bill to give 
municipal. corporations the power to establish telephone systems 
within their areas. Witness then described how on account of the 
introduction by the Government of the clause requiring any cor- 
poration fo continue to the National Telephone Co. the wayleave 
already granted, the Corporation of Hull decided to give the com- 
pany notice that the corporation would determine the agreement, 
and how the company denied the validity of the notice relating to 
the agreement. In November, 1899, the City Council appointed a 
special committee to consider and report as to the advisability of 
the corporation. providjng a municipal telephone service. After 
eonsidering the matter, the committee reported favourably to the 
scheme. . In the previous October the  Postmaster-General 
approached the corporation witl reference to a proposed extension 
of the Post Office telephone service in.the city, and an interview, at 
which witness was present, took place on the 19th of that month, 
with the then Postmaster-General, when the position in Hull was 
explained by Sir James Woodhouse. The result of the interview 
was that the Postmaster-General said the Government would 
favourably consider any application from the corporation to purchase 
the Post Office system in ease the corporation desired to establish 
and. maintain.a municipal service., Witness then described the sub - 
sequent negotiations.with the Post Office, and submitted to the Com- 
mittee the correspondence which took place. The.corporation obtained 
its ligence on August 8th, 1902, and thereupon engaged Mr. A. В. 
Bennett, M. LE. E., as consulting engineer.;.with the sanction of the 
Local Government Board £43,292 was borrowed, . and. the construc- 
tian pf, the lines commenced in January, 1904, the official -opaying 
of the exchange taking place in November of the same year. On 
June 15th of the present year 1,536 telephone stations had been 
actually connected, апа. 439 orders were on hand. Fresh orders 
were continually coming in, and it had been found necessaty te 
extend the undertaking, and an application had accordingly been 
made for sanction to borrow a further sum of about £21,000. 'The 
Hull telephone area embraced about 121 sq. miles, and included 
the borough of Beverley and the districts of Hessle, Cottingham, 
and. Brough. There were exchanges at each of those places. The 
effect.of the competitión in Hull had been mot only to popularise 
the telephone to the extent shown by the business of the Corpora- 
tion exchange, but also by the increase of business done by the 
National Telephone Co. Ninety-seven per cent. of the calls in 
Hull were. local calls. In conclusion, witness said that in his opinion 
the “ Agreement” was not in the public interest, (1) because its 
‚ avowed object was the unification of the entire telephoné system 


of the country in the hands of the Government; (2) because it did 


not prevent the National Telephone Co. charging ite present high 
rates in non-competitive areas, and unremunerative rates in com- 
petitive areas; and (3) because it did not make it a condition of the 
purchase of the company's plant in 1911, that in the meantime, the 
company should treat alike, and without preference, all areas which 
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England to the same company; general manager and chief 
engineer to the Mutual Telephone Co., general manager and 
chief engineer to the Corporation of Glasgow Telephone 
System (from 1900 to 1904) and engineer to the telephone 
systems owned by the Corporations of Hul, Portsmouth, 
Brighton and Swansea, and the States of Guernsey. All 
the corporation exchanges in existence had been laid out and 
engincered by him. The віх local authorities owning telephones 
whose interests were affected by the Purchase Bill, and also a con- 
ference of municipalities not owning telephones, but who feared 
that their interests in the future would be jeopardised, had 
requested him to give evidence before the Committee. Witness 
handed to the Committee the table given below, giving par- 
ticulars of the six municipal telephone systems; he also handed 
in a statement showing the tariffs charged. Continuing, witness 
said. that. in coustructing the municipal telephone systems 
efficiency had been the first consideration. The chief technical 
features were (1) metallie circuits everywhere; (2) underyround 
air-space cables with twisted, conductors on all main routes; (3) 
distribution to. subscribers’ premises. overhead by a bronze wire 
(except in Glasgow, where the distribution in the centre of the 
city was underground); (4) hard-drawn, low-resistance copper wire 
on junction routes; (5)- central-battery signalling (except in 
Guernsey and partly in: Glasgow); (6) systematic protection of 
switch rooms and subscribers’ instruments by lightning and high- 
voltage guarde ; (7) the most effieient transmitters and recejvers 
proeurable, arranged invariably in the form of hand sets; and (8) 
multiple switehboards. - In only. one case had intercommunication 
been established between a municipal exchange and that of. the 
competing company in the same area; that had been done in the 
case of Hull, by special- agreement. . In the case of Swansea, the 
National Telephone Co. had not hitherto been willing to allow such 
intercommunication to be established, and although an order was 
recently made by the Court of Chancery on the company to permit 
of and facilitate such intercommunication, up to the present time 
nothing had been done. Dealing with the third schedule to the 
purchase agreement, which contains the specification to which new 
work will have to conform, the witness said that he had compared 
it with the specification annexed to the licences of the munici- 
palities, and found that it was very much less drastic than the 
latter specification. The test cable provided for iu Clause 1 of the 
schedule was distinctly inferior to any used by the municipalities. 
Under the municipal licences cables up to half-a-mile radius from 
an exchange might not contain copper wire weighing less than 
124 lb. to the mile, while beyond a mile radius the minimum 
weight of the wire had to be 2077 lb. to the mile. The test cable 
proposed їп the purchase agreement contained copper wire weighing 
only 94 lb. to the mile, and there were no limitations as to distance 
imposed, so that the company might put such small wire over the 
whole of a large town. The insulation resistance prescribed for 
future cables was 200 megohms per mile as measured between two 
wires of the same pair. The minimum insulation adopted by the 
corporations for completed cables was 500 megohms per mile 
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н |o ^ No. of | | | | 
| ; Date | Date stations D | | i irs е ne 5 e. 
of Ёё m" xs ббс. de " 8 Capital cost Annual 5 1 expenses, | per station, Last annual 
centre. ^ of of ex- to last “expenditure. per station. revenpe. | - АЙ. including _ including surplus. 
licence. change.! published | | uo e ; i interest and interest and. 
PN 3 accounts. Я sinking fund. . sinking fund. 
зни Е. ЕКЕ X DPAP: Sa et e ш — TTT — in = 
t [ „жек. dus NE i 2 
Guernsey. . . 1911 | 1898 | 1,375 | £23,590 | £17 3 1 £4,546 ° 9 £3 6 14 £4,261 14 9* 43 2 0 | £284 14 0 
Glasgow ... 1 1913 + 1901 11,405: 4320, 727 £28 2 7 449,639 1 2 | £4 7 O £45,988 3 3 £4 O 74 £3,650 17 10 
Portsmouth 1926 | 1902 2,147 439,240 £18 5 6 £9,366 12 8 £4 7 3 £7,393 13 5 £3 8 104 | £1,972 19 3 
Brighton. 1926 1903 1,775 445,323 425 10 8 46, 787 16 10 43 16 6 £6,374 2 6 £311 9 £413 14 4 
Swansea ..; 1920 | 1903 1,207 420,978 £17 7 7 | £3,963 8 9 43 5 8 42,413 14 10 £119 1134739 11 7 
Hull .. 1911 1904 1,341 |, £20,370 | £22 12 11t £1,261 16 111. 41,335 1 BE .. 7. us 
| +, 1 | ee ол P | б а. КЕРІ КМ - чаре d 3 е. DUES, hoan finit 
4 Iu E Average. | | 
Totas .. | 19,250 | £480,283 | £24 18 11 | | 


. * Working expenses include depreciation. 


were similar in size and circumstances. Other objections which he 
had to the “ Agreement " were that it was unfair as regards the 
purchase of land and ‘buildings and plant, and that it was unfair 
to the competing municipalities, and that the preference clause did 
not cover the whole of the telephone areas in the kingdom. Wit- 
ness submitted to the Committee a table comparing the charges of 
the National Telephone Co. in Hull and those of the Hull Corpora- 
tion. From this it was shown that the annual rental charged by 
the company for an unlimited service was £10, while the charge by 
the corporation for the same service was only £6 6s. The corpora- 
tion's charge for an exclusive line for private houses was £5 5s., 
with an unlimited number of calls, whereas, although the company 
charged £5 for a similar exclusive line, the number of calls during 
the year was limited to 3,000. The corporation made no charge 
for installing telephones. | | 


Wednesday, June 28th. 


Nr. ALFRED R. BENNETT, M.LE.E., was called. He said that he 
had bad fully 25 years of practical telephone engincering, in- 
cluding the designing, estimating, constructing and maintaining of 
many telephone exchanges. He had held the app“ intments of 
divisional engineer to the United Telephone Co., engineer for 
Scotland and Ireland to- the National Telephone Co., general 
manager and. chief engineer for Scotland and. the north-west of 


+ Including 29,957 for preliminary expenses. 


: Installation not complete ; five months’ working only, 


measured with all other wires in the cable and the sheath put to 
earth. That was a very much more searching test; and, further, 
while no pressure was prescribed in the purchase specification, the 
municipal test was prescribed under an electrical pressure of not 
less than 300 volts. Under Clause 6 of the schedule the standard 
of speech was made equal to that obtained through 20 miles of test 
cable. He had no hesitation in affirming that 20 miles of the 
cables used by the municipalities would furnish a much higher 
standard, although it would be one more costly to maintain. The 
difference would be most marked in speaking over the Post Office 
trunk lines. In the municipal specification, cable junction circuits 
in excess of 5 miles in length must have a weight of 36°8 lb. to the 
mile; no provision of that kind was to be found in the purchase 
specification. As to Clause 2. which provided that all circuits 
should be free from inductive and other disturbances, and that each 
subscriber should be unable to hear what passed on any other than 
his own circuit. or those to which it was joined thrcugh, the 
witness thought that it was a wise provision, and the ends proposed 
were, he said, accomplished by the municipalities, but as far as 
present experience indicated, they were not realised by the London 


telephone system of tbe Post Office. In regard to Clause 4, which 


provided tbat concrete or cement blocks might be used to contain 
cables if they were thorcughly matured, be thought tbere ehculd 
bé some provision for ascertaining that- tbe blocks were tboroughly 


b= 


* 
-— — À— —᷑ͥ— me —- — cam — 


Vol. 57. No. 1,441, Jury 7, 1905.) 


matured, as, if they were not, they would be liable to exert a most 
destructive effect upon the cables drawn into them. Clause 5 (1) 
provided that overhead distributing wires might be either open or 
in an overhead cable. As no specification was given, cables pro- 
tected by india-rubber envelopes would be admissible, and such 
sables, although extensively used, had an extremely short life, and 
ought to be barred absolutely. There were no such restrictions in 
the purchase agreement with regard to the weight of overhead 
open wires as there were in the case of the municipalities. 
Clause 8 provided that on a multiple switchboard multiple jacks 
should be constructed on the branching. system, except in cases 
where not more than 10 jacks were in series. On this witness 
remarked that under the municipal licences, branching jacks were 
obligatory on switchboards of all sizes, except with the special 
consent of the Postmaster-General, a consent which, when asked 
for, had not been granted. Criticising further clauses, the witness 
remarked with regard to 12 and 13, which dealt with the provision 
-f lightning protectors, safety fuses, &c., that, according to his 
observation, the Post Office itself did not supply such devices. His 
opinion .was that, as drawn, the purchase agreement specification 
was calculated to open the door to plant much inferor to that which 
bad been installed by the municipalities. - Witness, at some con- 
siderable length, then went into the question of what might be 
done at the various provincial towns to replace the existing plant 
on the lines sketched by Mr. Gavey, and dealing with the subject 
of cables, ваја. that he had consulted with a leading firm of cable 
manufacturers, and had been informed that, with the certainty of a 
large demand in view, they would be prepared to lay.down a great 
deal of extra plant во as to facilitate the output of cables. 
There would be no difficulty about getting ducts, as they were 
generally of cast-iron or earthenware, which could be manufactured 
quickly. He thought that there would be no need to commence 
duplicating plant until January 1st, 1908, and if work were com- 
menced then very many exchanges would be in operation and 
earning dividends before the end of that year. 

On Monday evidence was given by Sir WOLLASTON KNOCKER, 
the Town Clerk of Dover. Witness appeared on behalf of the 
Association of Municipal Corporations. He said that in May of 
this year the Council of the Association passed a resolution at the 
annual meeting referring it to the Law Committee to take any 
necessary action to safeguard the interests of the municipalities. 
That Committee, having considered the matter, passed the follow- 
ing resolution :—'' That this Committee, while approving of the 
proposal of the Government tó acquire the undertaking of the 
National Telephone Co. with a view to the early reduction of tele- 
phone charges, urges that the Postmaster-General should make all 
necessary provision for safeguarding the general interests of the 
municipalities with regard to wayleaves and to the breaking up of 
streets.“ As chairman of the meeting at which this resolution 
was passed, he was directed to hand а copy of it to the Select 
Committee. 

Mr. Н. E. HAwanp, the Comptroller to the London County 
Council, then went into the witness chair. He said that since 1893 
the Council had given close attention to the telephone question, 
and had оп various occasions laid its views before Committees of 
Parliament and the Postmaster-General. 'The proposed purchase of 
the company's system outside the London area could not fail to 
affect finahcially the interests of telephone users in that area. 
Witness put in a number of tables giving statistics. One of these 
tables compared the rate of charge for exclusive lines in the London 
telephone area under the agreement of 1901, and in the country 
under the new agreement. 
company and the mode and price of issue; the dividends paid; 
prices of the company's stock; and an abstract of the company's 
accounts for the 33 years to June 30th, 1904 (compiled from Garcke's 
" Manual of Electrical Undertakings”). Witness also put in a 
comparative statement of the purchase sections in the various acts. 
Speaking of the advantages obtained by the company and the public 
respectively under the agreement, Witness said that the principal 
gain of the company under the agreement was undoubtedly the 
right to be purchased in 1911. This was an enormous gain. Sir 
Robert Hunter had stated that the company's plant was practically 
worth nothing as material; its only value was in situ. Under the 
London agreement the Post Office undertook to buy such of the 
company's plant as was at the date of the termination of the com- 
pany's licence in use by the company for the purposes of the 
company's London system and suitable for the actual requirements 
at that date of the telephonic service of the Post Office. Under the 
London agreement the Postmaster-General apparently had the 
power, subject to arbitration, to question the suitability in 1911 of 
any of the company's plant, whether existing at the date of the 
agreement or laid down subsequently. The new agreement 
extended the purchase in the London area to buildings, stores and 
furniture, which were to be purchased at their fair market value, 
and also to any private wire business which the company might 
have. The agreement did not provide specifically that no addition 
was to be made to the value of buildings, stores and furniture in 
respect of compulsory purchase, or of goodwill or of profits, aud 
that should, in his opinion, be made clear. The purchase of the 
licensed telephonic business of the company which does not cease 
in 1911 did not directly affect London, as it did not 
extend beyond those cases in which the company's licence 
had been extended to the same period for which a municipality 
had been granted a licence. An important point under 
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. royalty payable to the Post Office. 


Other tables showed the capital of the 
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£120,000 a year, did not appear to be а business which it | 
‘would рау the company to continue by itself after 1911, and no 


' provision was made, so far as witness was aware, to provide that in 


calculating the proportion. of the company’s profits attributable to 
the private wire business, which were to be capitalised at three 
years’ purchase, this fact should be taken into account. Sir Robert 
‘Hunter, in respect of the purchase of the company’s telephonic 
business, the licence for which continues after 1911, pointed out 
that regard was to be had to the circumstances and conditions in 
which the company would carry on such business after 1911, and, 
in witness's opinion, some such provision should have been inserted 
in Clause 4. There was no indication whether in arriving at the 
“ net profits” of the private wire business to be capitalised at three 
years’ purchase, there would be deducted interest on the capital, 
which would be returned to the company in respect of plant, land 
and buildings used for such business, The company might there- 
fore receive back their capital, which could be invested to earn 
interest, and also three years“ purchase of so much of the net profits 
as represented interest on that capital. The company would 
in the future be able to extend its business without a large 
capital outlay, and the new business so obtuined would, no doubt, 
increase the profits of the company, even after allowing for the 
To whatever extent the new 
agreement assisted the company to increase or maintain its profits 
it conferred a great pecuniary benefit upon the company. It was 
also to be noted that another advantage which the company obtained 
under the agreement, was that for the remainder of the term of its 


licence it was in effect; if not in words, freed from competition. 


Speaking of the advantages which the public would obtain, Mr. 
Haward said that the Post Office had secured that there would 
be no interruption of the telephone service of the country in 1911, 
althongh, as had been pointed out before, that result could have 
been attained by other means, perhaps less convenient, but probably 
no more expensive.. Provisions had also been inserted in the agree- 
ment to secure intercommunication between the Post Office and 
company's systems, but although that advantage was greater to the 
Post Office subscribers owing to the greater number of the company з 
subscribers, nevertheless the latter, and, therefore, also the company 
would obtain some advantage. He gathered from the evidence 
given on behalf of the Post Office that the view taken had been 
that unless some agreement was now come to the Postmaster-General 
would be a forced buyer of the company's undertaking at the 
expiration of its licence in 1911, and that the company would be 
able to dictate terms. While there was some force in that conten- 
tion, nevertheless it must be remembered that the company would 
have been in a much greater difficulty in being in possession of pro- 
perty useless ав в going concern to anyone but the Post Office, and, 
moreover, the Post Office had the alternative of at once establishing 
a system which should between now and 1911 compete with the 
company, by way of either unrestricted competition or limited com- 
petition as it now prevailed in the London area, and in 1911 be 
ready to take over the company's subscribers. | 

* Mr. ALPHEUS C. Morton, chairman of the Strects Committee of 
the City Corporation, was then called. He said that he was chair- 
man of the conference of delegates of the authorities in the London 
telephone area in 1898, and had given evidence before the Select 
Committces of 1895 and 1898. He wished in the first place to deny 
the accuracy of Sir Robert Hunter's statement that there had been 
any inaction on the part of the Corporation in preventing the com- 
pany from laying their underground works. Ав a matter of fact, the 
Corporation took every step in its power to prevent the company from А 
placing their works underground. Witness then handed in copies 
of the various resolutions passed at the different conferences of the 
authorities, and said that in his opinion the object of any agree- 


. ment should be to secure such a reduction in the charges for using 
‚ the telephone as would ensure its most general use. The effect of 


the proposed agreement in that respect could not, in his jadgement, 
be foretold with anything approaching accuracy, unless some 
estimate was made of the probable amount to be paid by the Post- 
master-General for the undertaking. In the absence of any such 
estimate, and of the information upon which alone it was possible 
to judge of the effect of the purchase upon the charges to users, it 
would appear, he thought, to be most unwise that the agreement to 
purchase should be sauctioned. | 

Mr. W. E. L. @АтнЕ gave further evidence, rebutting the state- 
ments put forward by the Corporation witnesses. With regard to the 
cutting of prices, he asked who began it. In every case the Cor- 
poration started by offering service at a lower rate than the com- 
pany's, and it was obvious that the company. had to meet this 
competition m the best way it conld. The omnibus service intro- 
duced by the company at 25s. & year was a profitable one, and was 
not allowed with less than 12 stations per line. The average 
number in Glasgow was 12°1, and in Hull 137. It was not a fact, 
as stated by the Mayor of Hull, that 20-party lines existed in Hull 
with only one subscriber each. The large development which had 
taken place in Glasgow was not, as alleged by Mr. Stevenson, 
entirely due to the competition of the Corporation ; the increase 
had been 65 per cent. between December 31st, 1900 and 1904, and 
the increase throughout the whole country 58 per cent., but in 
places where there was no competition there had been an equal or 
larger increase than in Glasgow. The Corporation of Glasgow had 
reached the stage when replacement of obsolete plant was necessary, 
and-had no fund to meet it. There were four different systems In 
use by that Corporation; their eall-wire system was notoriously 
inefficient, and the Corporation were considering its replacement 
by more up-to-date plant. If the cost were charged to revenue, as 
it should be, they had no chance of making ends meet for years to 
come. The municipalities claimed that the Postmaster-General 
should be enabled to extend their licences and grant new ones 
beyond 1911 without being obliged to correspondingly extend 
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the company's licence. If this were done, it would be a 
distinct breach of a Parliamentary contract. The agree- 
ment would not affect the rates charged in Glasgow, 
Portsmouth or Swansea, which were fixed by the licences 
and were the same for both parties. In Hull it would place the 
company on the same minima rates as the Corporation, and in 
Brighton it would impose upon the company higher minima rates 
than the Corporation. Local intercommunication and the abolition 
of. terminal fees could not be imposed without disturbing Parlia- 
mentary contracts. The policy advocated by Mr. Stevenson and 
other municipal witnesses, of leaving the areas to be developed by 
local authorities and the trunk wire system by the Postmaster- 
General, was at variance with the policy of the Government, as 
shown by the report of Mr. Hanbury's Committee, and was imprac- 
ticable owing to the mutual jealousies of local authorities in the 
same area, ав had беер demonstrated in the Manchester area, where 
33 authorities were coneerned. The witness emphatically denied 
Mr. Stevenson's statement that no rate over £6 was necessary in the 
provinces. None of the municipal services was getting more than 
£4 105. per station, a sum wholly insufficient to pay. The Mer- 
chants’ Association of New York had investigated the telephone 
rates in that city, and agreed with the Telephone Co. there that net 
earnings of 10 per cent. on the capital invested were reasonable ; 
the National Telephone Co.'s earnings last year were 8:1] per cent. 
on the net capital, after deducting the so-called water. In com- 
paring tariffs, it was necessary to take into account the local con- 
ditions; much had been said about the Stockholm system, but he 
calculated that relatively the company's charges in large provincial 
towns were about the same as in Stockholm. As to the specifica- 
tion in the third schedule to the agreement, the company was 
entirely at issue with Mr. Benvett. He had stated that the test 
cable proposed contained copper wires weighing only 94 lb. per 
mile; it was really 20 lb. The standard of speech over the trunk 
lines was based upon five miles of the test cable, not 20 miles. 
The witness's statement that the company paid for replacement of 
plant out of revenue, challenged by Mr. Bennett, was perfectly 
accurate. "The Mayor of Hull had stated that the Corporation 
were induced to go into the telephone business on the faith 
that the policy of the Government was to develop the trunk 
lines and to leave the local exchanges in the hands of the local 
authorities; but this never was the policy of the Government. 
The latter also had expressly stated to the company that the 
renewal of a competing licence would entitle the company to a 
corresponding extension of their licence. 

Mr. J. GaveEy, engineer-in-chief to the Post Office, replying to Mr. 
Bennett's criticism of the specifieation in the 3rd schedule, stated 
that Mr. Bennett had erroneously taken the term “test cable“ as 
defining the standard form of cable to be used in future under- 
ground work, and had further erred in assuming that the conductors 
weighed 93 lb. per mile, instead of 20 lb. This had led to a whole 
series of errors in his statements. The test cable was to be used only 
fpr measuring purposes, to afford a definite measure of the efficiency 
of telephone intercommunication under all conceivable conditions. 
Innumerable experiments had been carried out on every class of 
conductor with a view to providing a defined and scientific method 
of measuring results and attaining thorough efticiency in the most 
economical manner possible. No doubt if the Corporations desired 
that the present specification should be substituted for that under 
which they worked, the Postmaster-Gencral would agree to that 
course; but since Mr. Gavey's first interview with Mr. Bennett on 
the subject of the municipal specification, no suggestions bad been 
received from the latter upon it. The insulation of the test cable 
had no reference to the insulation to be specified for individual 


cables. Speech through 20 miles of the test cable would be the same 


as through 20 miles of the 20-lb. cable referred to by Mr. Bennett. 
The results specified were the worst that would be accepted, and in 
certainly 80 per cent. of the cases of intercommunication a far 
larger volume of speech would be obtained. The objection to the 
use of cement blocks was based upon the supposition that they were 
not matured before being used; any defects due to this cause 
would have made themselves manifest before the purchase of the 
plant. The method was largely used on the Continent, for pro- 
tecting lead cables. Mr. Bennett had laid considerable lengths of 
so-called armoured cable in the bare earth, a most undesirable 
practice; some cables so protected had failed rapidly when exposed 
to strains due to excavations for other works, and the Post- 
master-General had insisted on the provision of proper protection. 
The question of the value of overhead cables was not a serious one. 
Mr. Bennett appeared to be a recent convert to she automatic 
signalling, as he did not provide it at Glasgow on his local service, 
and the witness had considcrable difficulty in inducing him to 
provide it in connection with the trunk service. Large exchanges 
fitted with the common battery system were more economical than 
the ordinary type; small ones less so. A new design, which 
would render small common battery exchanges economical, 
had been invented, which involved the use of series jacks. 
Municipalities had not been refused, the use of series jacks. In one 
instance Mr. Bennett asked to be allowed to introduce the system, 
and on being required to furnish particulars and reasons for the 
change, he withdrew his application rather than furnish the infor- 
mation. The statement that the new specification admitted plant 
inferior to that installed by the municipalities was wrong, aud the 
same applied to his statement that if municipalities had a similar 
specification attached to their licences, they could have carried out 
their works more economically. Mr. Bennett had stated that witness's 
estimate per station amounted to £33, but the average number of 
stations was 20 per cent. greater than the average number of lines, 
so that for £13,250,000 he provided for 500,000 stations, at the rate 
of £26 10s. per station. 


( To be continued.) 


THE MERCURY ARC LAMP AND 
RECTIFIER. 
DR. E. WEINTRAUCB has contributed an article of no small 


interest, under the above title, to the Electrical World and 
Engineer, New York, for June 3rd, 1905, in which he 


describes some of the work he and others have been engaged 


upon in the laboratory of the General Electric Co. The 
article commences with some brief remarks on the 
history of the mercury are lamp. From 1853 onwards 
patents have been granted to quite ап army of in- 
vestigators, who have sought to produce light by the use 
of mercury and the electric current. Каре (date not 
mentioned) appears to have been the first to make use of 
mercury vapour (vacuo, the ате being started by shaking 
the vessel. The Ann. der Physik for 1896 contains an 
extended study of the mercury атс a vacuo, by Arons, who 
determined the connection between current and potential, 


Ke. То start the arc, Arons made use of two methods: (1) 


That by contact and then separation of the electrodes, and (2) 
that by an initial high potential. ** Arons constructed a lamp 
which was used quite extensively by different scientists for 
various purposes (Gumlich, Summer, Lummer, Paschen, Le 
Chatelier, &c.)." As early as 1882 Jamin and Manceuvrier 
found that an arc could be maintained by an alternating 
current between a mercury and a carbon electrode, and that 
rectification of the current took place. 

Cooper-Hewitt was apparently the next to attack the 
subject, and the first to prominently attempt the production 
of a practical lamp, by his patent of 1900 and exhibition of 
lamps in 1901—an attempt which has been taken up by a 
number of others, amongst whom is Dr. Weintraub. 
Cooper-Hewitt has used both of Arons’ methods of starting 
the mercury arc, and has gone back to the contact plan as 
the more practicable, but Dr. Weintraub has developed a 
new means of striking the are. This is based on the 
principle that when a small spark or arc is produced by some 
auxiliary means at the surface of the cathode, an emanation 
of conductive vapour is projected into the vessel, and upon 


this reaching the anode the regular arc is established. By 


this method the pressure of the mains, or even less, is 
sufficient to start the lighting. The name of side-branch 
lamp has been given to lamps of this type. Fig. 1 shows 
the lamp in its simplest form, in which к represents the 
negative electrode of the source of direct current ; B and A 
are connected to the positive—a through a resistance r, which 
nerves to regulate the current; B through a large resistance. 
By shaking or tilting the lamp, the arc K B is formed : the 
cathode emanations next start the arc, and the switch in the 
line to B is then opened. But in order to start the are 
instantaneously by this simple means, certain conditions are 
necessary. A very high degree of vacuum is needful, which 
is brought about by long heating and running of the lamps 
on the pumps, as with ordinary incandescent lamps. The 
shape of the tubes must be such as to allow the free flow of 
cathodic ions to the anode ; capillary or bent tubes hinder 
or prevent the starting of the main arc. Moreover, 
the arc does not start freely when the lamp is in a heated 
condition, as after use, but only when cold. 

What seems, however. principally to impede the prac- 
ticability of this pretty device in its simplest form, is the 
fact that the vacua of the lamps, although good at the com- 
mencement, become impaired with use. The introduction 
in some form of coco-nut carbon—so successfully used by 
Sir James Dewar in his low temperature work—into this 
lamp, to keep the vacuum sufficiently perfect, and to 
preserve the simplicity of construction, would be an experi- 
ment worth trial. A modification of the arrangement has, 
however, been devised which it would appear, renders the 
lighting of the lamp perfectly practicable at all times. This 
consists of the introduction of a carbon filament of high. 


resistance into the tube, suspended from the anode, with the 


lower end not far distant from the mercury cathode. After 
the main arc has started, the filament carries but an 
insignificant amount of current. Metallic wires ате 
inadmissible by reason of their lower resistance and 
fusibility. | | 

„Fig. 2 represents such a lamp, with some additional 
parts, which permit the automatic formation of the side- 
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branch arc and the cutting out of this arc from the circuit as 
soon ав the main arc starts. s is a solenoid, K H is an iron 
core enclosed in a sealed glass tube. "The cut-out is at the 
top. On closing the switch the current flows through the 
contact in the magnetic cut-out, then through the coil s and 
the mercury surface which connects two mercury cups 4 and 


B. The magnetic action of the solenoid в lifts the iron core 


out of the mereury, whereby the mercury level in A is 
lowered, the surface k Е broken and the little auxiliary arc 
formed. As soon as the main arc is started the action of 
the magnetic cut-out interrupts the auxiliary arc." 
Two modifications of the device with the filament are 
described, in one of which the filament is raised after 
starting the arc by contact, in the other the level of the 
mercury is lowered. | 

Some brief remarks аге made оп the use of the mercury 
arc lamp. The ordinary type is called the mono-chrome 


lamp. Тһе only attempt described to introduce the 


much needed red and yellow rays into the mercury arc light 
(the lack of which constitutes the real defect of lamps of this 
type) is the plan, suggested by others, of running incan- 
descent lamps im conjunction, and of blending the rays 
emitted by а holophane globe. The standard lamp manu- 
factured is 16 in. long and 3 to 1 in. in diameter, and it works 
on 32 volts. The anode is invariably made of artificial 
graphite. The lamps may be used two in series with a resist- 
ance, оп 110-volt constant potential circuits, or in series on 
constant current circuits, or again on the direct side of a 
mercury arc rectifier (see below) connected on its alternating 
current side to а constant current transformer. "Theaverage 
life of the lamp is in the neigbourhood of 2,000 hours. 
“ The efficiency goes down 15 to 20 per cent. in the first 


A е . 


Fic. 1, Fic. 2, Fic. 3. 


1,000 hours, and remains afterwards nearly constant, the 
discoloration of the glass is the cause of this decrease of 
efficiency." Practical tests made with the lamps in the 
workshops of the General Electric Co., and in the strects of 
Schenectady, have given good results. In the latter case 
they were run on the circuit of the trolley line, with the 
voltage varying to such an extent that no other lamp could 
be used with nearly as good resulte. 

The description of the alternating current rectifier we 
quote in extenso. 


THE MERCURY Arc RECTIFIER. —1.— PRINCIPLE. 


Tbe mercury arc rectifier, which, in the course of my researches, 
I have invented in the Research Laboratory of the General Electric 
Co., is founded on the principle that current flows in an arc in 
mercury vapours only so long as the ionisation process is going on 
at the cathode surface. If the ionisation process is allowed to die 
out, even for а very short interval of time, the current flow ceases 
and the ionisation process at the cathode must be started anew. 
If an alternating electromotive force is, therefore, to maintain a 
continuous arc in mercury vapours, a mercury electrode must be 
provided which keeps permanently its negative sign, notwith- 
standing the continuous change of polarity of the applied clectro- 
motive force. The two main methods that I used for this purpose 
are :— 

First, an auxiliary direct-current arc, the cathode of which is 
one of the electrodes of the alternating current. Second, one or 
more reactances which, by their discharge in the proper direction, 
keep the cathede alive while the alternating F. u. F. is of the wrong 
polarity. ^ 


2.—THE RECTIFIER WITH AUXILIARY Direct CURRENT. 


In this type (fig. 3) the tube possesses three cups. a and B are 
connected to the alternator, aud B and c to a direct-current source. 
Under these conditions one half wave of the alternating current 
passes through the rectifier in the direction a B; and the other half 


Fic. 4. 


wave is suppressed. Combining two rectifiers of tuis kind allows 
the use of both half waves, and if Gractz’s conne-tious are used with 
four tubes, both half waves can be rectified and superposed in the 
same wire. | i 

' Another more simple way of using both half waves has, however, 


been devised, and is represented in fig. 4. T represents а trans- 


former. The ends of the secondary are connected to the two anodes 
(we call “anode” those electrodes of the rectifier which are anodes 
of the rectifying arcs). | | ^ 

The neutral wire is connecced to the cathode. The current flows 
in the direction indicated by arrows aud the rectified current con- 
sists of unidirectional pulsations. 'The auxiliary direct current, 
possessing the same cathode, keeps that cathode alive during the 
time when the current derived from the alternating source is zero 
or in the neighbourhood of zero. This auxiliary direct current can 
be made very small. 


3.— TRE RECTIFIER BASED ON THE USE OF REACTANCES. 


(a) The Half-wave Rectifier (fig. 5).—The half-wave rectifier is 
described first because it illustrates the principle best. The alter- 
nating k. M. F. is applied to the two electrodes, A and B. The 
reactance is placed between B and c. The half wave derived from 
the alternating current source takes the path A с р. The reactance 
discharges itself in the tube, producing the arc, Bc, and filling out 
by this discharge the iuterval of time during which the alternating 
current eource has the wrong polarity and cannot maintain an arc 
with a cathode, c. The unidirectional current flows in the 
wire, C E. | | 

(b) The Complete Rectifier (fig. 6).—It is sufficient to make the 


above-described arrangement symmetrical by the use of two 


reactances to allow the rectification of both half waves and their 
super-position in the same wire. This arrangement is shown on 
fig. 6. The mode of operation of the rectifier aud the working of 
the reactances would be clear from what I said under (a). ‘This is 
the form of the rectifier which is used in most, cases and was 


developed commercially. ix =...) 
| í 4.—PoLyPHAasE RECTIFIER. ^ -- ^ О d 


'The application of the principles stated above to-the rectification 
of polyphase currents is во obvious that I will not dwell upon it to 


Fic. 6. 


, 


any length. For three-phase current, three anodes are providedfin 
the tube aud reactances are inserted between the cathode and each 
anode respectively. The rectified current flows in the wire, con- 
necting the cathode to the point where the three reactances are 
joined together. 


Current rectifiers constructed on this principle are no 
mere laboratory toys, but are being manufactured in 
three sizes to give 10, 20 and 30 amperes direct current 
respectively, and are in actual use. In the streets of 
Schenectady they are employed on both ordinary and mercury 
arc lamp circuits. Rectifiers have been constructed with a 
capacity of 100 amperes and over, but there are practical 
limits as to size beyond which it is not desirable to go. The 
current is led to two electrodes placed inside the arc, and 
there is probably a slight leakage of current between them 
a leakage which increases with the voltage. Under certain 
conditions, of which increased voltage is one, this small 
discharge develops into an arc discharge. It cost Dr. Wein- 
traub and Dr. Kruh long study and a great amount of 
experimental work “ to differentiate the factors influencing 
the arcing. As a result, rectifiers are being built for as high 
as 25,000 volts alternating, delivering a constant current of 
6°6 amperes.” The efficiency of the rectifier increases as the 
voltage to be rectified is increased. By a judicious selection 
of reactances the power factor can be made to exceed 90 per 
cent. The rectifier is specially adapted for use in charging 
batteries. | 

In conclusion, Юг. Weiutraub refers to an article һе 
published a year ago in the Philosophical Magazine and to 
his recent paper before the American Electro-Chemical Society 
for further details of his researches. 
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" NEW. PATENTS APPLIED FOR. 


Compiled 5 this journal by W. P. THompson & Co., Electrical Patent 
Agents, 399 igh Holborn, London, W.C., and at Liverpool, to whom all 
‚ inquiries should be addressed. 


6,9874. =“ Improvements in electric stop-motion mechanism for looms." 
J. B. Wnrrwxy. June 28rd. (Date applied for under Patents Rule 9, April 3rd, 
1905.) (Complete.) 

6,9815. ''Improvements in fallers for electric stop-motion mechanism for 
looms.” J.B. WHITNEY. June 28rd. (Date applied for under Patents Rule 9, 
April 3rd, 1906.) (Complete.) 

. 12,616. ‘Improvements in and connected with electric railways and tram- 
ways.” A. Swanson. June 1 

12,618. An apparatus for automatically recor mooning awe number of times а 
telephone is used. R. RicHMOoxp and б 9th. 

12,645. Improvements in means for кош 5 H. LEITNER. 
June 19th. 

12,682. Improvements in telephone apparatus for use for diving and like 
purposes." A. GRAHAM and R. H. Davis. June 19th. 

12,600. Improvements in intercommunication-telephone systems." I. B. 
BunNBAUM and H. G. Wirz. June 19th. (Complete.) 


, 12,725. "Improvements in arc lamps." B. M. DnAkR. June 20th. 


12,778. "Improvements in electric unloaders for air compressors." H. Н: 
Laxe. (The Ingersoll-BSergeant Drill Co., United States.) (Complete.) 

12,91. Improvements in electric locomotives." THe BRITISH THomson- 
Hovsros Co., тр. (The General Electric Co., United Btates.) June 20th. 

12,792. “Improvements in and relating to dynamo-electric machines.“ 
THE ALLGEMEINE ELEKTRICITATS-GESELLSCHAFT. June 90th. (Date applied 
for under Patents Act, 1901, September 17th, 1904, being date of application in 
Germany.) (Complete. ) 

12,818. ‘‘An improved electric safety switch having or posses d а gas- 
tight sparing chamber." F. E. OLDFIELD and О. G. Cowper. June 2184. 


12.822. An electric door locking device." С. Peter. June 21st. (Com- 


12,852. Improvements in electro-plating." R. B. Roxsy. June 2156. 


12,853. Improvements in or connected with the e!ectro-plating of aluminium.“ 
В. B. Көхвү. June 218. 


12,875. ''Improvements in and relating to electric arc lamps." THE BRITISH 
Tnomwson-Hovston Co., тр. (The General Electric Co., United States.) June 
21st. (Complete.) 


12,876. “ . in and relating to alternating current dynamo-electric 
machines.“ HE British THomson-Hovuston Co., LTD. (Allgemeine Elek- 
tricitäts.-Ges., Germany.) June Ast. (Complete.) 


` 12,880. "Improvements in electric conductors." A. G. Betts. June And. 
r 12,899. ‘“ Improvements in dynamo-electric generators and motors." L. К. 
CLARK. June And. 
12.915. Improveinents in dynamos for railway train lighting.“ 
and R. N. Lucas. June 22nd 
12,917. Improvements in or relating to the storage of electrically transmitted 
energy." Н. W. Fox. June And. 


12.953. Improvements relating to у devices for electrical apparatus.” 
L. KorrMAIR and R. Zwack. June 


12,964. “Improvements in electric arc lamps." THE BritisH THoMSON- 
Нотѕтох Co., Lro. (The General Electric Co., United States.) June 22nd. 


12,973. * Ап electrical timing apparatus for timing motor-cars, and for other 
analogous purposes." J. M. Inuuis. June 28rd. 


12,976. “Improvements in the methods of and means for the distribution of 
electricity to street lamps and the like.“ G. WiLkiNsoN. June 23rd. 


12,999. ‘‘ Improvements in means for ensuring the continuity of movements 
derived from electric energy." A. B. WEBBER and THE StTanparp Time Co., 
Lap. June 23rd. 


13,009. ‘‘ Improvements in automatic signalling apparatus more especially 
for use in connection with electric traction systems." M. Вүхо and W. C. C. 
Hawrayne. June Ard. 

13,025. ‘‘ Improvements in electric arc lamps." W. R. Ripixcs. June Ard. 

13.002. Improvements in or connected with insulators of electric railways, 
tramways and the like." R. N. TweEepy. June 24th. (Complete.) 

13,063. ''Improvements in or relating to electric clock and alarm systems.“ 
W. Rausch and Н. GoNpoLr. June 24th. (Complete.) 

13,073. ‘‘ Improvements in telephone and telegraph relays." 
June Mth. 

13,004. ‘‘Improvements relating to controllers for single-phase induction 
motors R. P. Jackson. June 24th. (Date applied for under Patents Act, 
1901, June 30th, 1904, being date of application in United States.) Complete.) 

13,093. “Improvements in or relating to electric drills.” A. J. Bovrr. 
W. О. Duntley, United States.) June 24th. (Complete.) 

13,107. "Improvements in dynamo-electric machinery.“ 
Paxsons and А. FLiNT. June 24th. 

13,108. *' Improvements in dynamo-electric machinery. 
Patsons. June 24th. 

13,112. Improvements in and relating to dynamo-electric machines." THE 
Brnitisn Tuowsos.Hovsros Co., Lrp. (The General Electric Co., United 
tates.) June 24th. (Complete.) 

13,213. ‘Improvements in holders for commutator brushes." 
©азссып,кы Co., Ітр., and C. W. Srkigs. June 24th. 


H. LEITNER 


W. AITKEN. 


The Hon. C. A. 
The Hon. C. A. 


THE MORGAN 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
Тномгчох & Co., 322, High Holborn, W.C., and at Liverpool, price, post 
free, 9d. (in stamps). 


1904. 


Сомн!хк› ELECTRIC REGULATING AND MEASURING APPARATUS. E. Fauvin, E. 
Amiot and E. Cheneaux. (Date claimed for patent under Patents Act, 1901, 
November 28th, 1903, being date of application in France.) 13,483. 
June Lith. | 

Ешкстшщс DRiLLS. W. O. Duntley. 13,724. June 17th. 


EBEwectricaAL DISTRIBUTION, PARTICULARLY APPLICABLE FOR CONTROLLING 
El- CIC Morors. G. З. Dunn. (Date claimed for patent under Patents 


Act, 1901, June 19, 1903, being date of application in U.S.A.) 13,709. 


; Juno 17th. 


MEANS FOR PRODUCING ELECTRIC Ancs FROM ALTERNATING CURRFNTS, ALSO 
APPLICABLE FUR REcTIFYING ALTERNATING CURRENTS. E. Weintraub. 

‚* (Date claimed for patent under Patents Act, 1901, June 20th, 1903, being 
date of application in U.S.) 13,908. June 20th. 


Livrs anv Hoists. E. Chandoir. 3,356. February 10th. 
Hand TELEPHONES. A. Friedlaender. 3,723. February 12th. 


BRACKET FOR CARRYING ELECTRIC. Lighting LAurS. E. G. Taylor and R. L. 
Ratcliffe, 3,013. February 13th. 

MANUFACTURE F INSULATING MATERIALS. Pontite, Ltd., and S. de Pont. 3,826. 
February 18th. 

SWITCHING Systems. G. Wright and F. V. Nicholls. 3,885. February 16th. 

Ergcinic Соххест. на. W. C. Martin and J. Lowson. 4,110. February 18th. 


CONTROLLERS FOR USE WITH CRANES, WINCHES, AND THE LIKE. The Cleveland 
Bridge and Engineering Co., Ltd., and С. W. Hill. 4,913. February 29th. 


гаса c Moroas. Mavor & Coulson, Ltd., апа Н. A. Mavor. 5,996. February 
1 ; 


Авс Lamps. H.C. Levis. (General Electric Co., U.8.A.) 6,040, 6,041 and 
6,048. March 11th. 


CONTROLLING Devices rog ELECTRIC Morons. 
March 18th. 


Авс Lamps. E. A. Carolan. (General Electric Co., U.S. A.) 7,662. March 81st. 

INcaNDESCENT Lamps. Н. D'Olier, Jnr. 7,985. April 6th. 

Devices FOR CATCHING AND SuPPORTING OVERHEAD ELECTRIC CABLES OR WIRES 
WHEN Fracrurep, Н. W. D. Ingham and T. M. Jones. 8,006. April 8th. 

ALTERNATING CURRENT Motors. The British Thomson-Houston Co., Ltd. 
(General Electric Co., О.8.А ) 8,309 and 8,402. April 12th. 

Brosn-Hotpers ron DvNAMOo-ELECTRIC MacHiwES. The ‘British Thomson- 
Houston Co., Ltd. (General Electric Co., U.8.A.) 8,590. April 19th. 

Wispines ron DvrxAMO-ELEcTRIC Macnines. The British Thomson-Houston 
Co., Ltd. (General Electric Co., U.8.A.) 8,699. April 12th. 


ATT\CHMENT OF GLOBES OR SHADES TO ELrornic LAMP Fittines. J. 8. W. 
Thomas. 8,777. April 16th. 


AUTOMATIC ELECTRO-MaaxETIC SaxXDING GEAR РОВ Use ох ELECTRIC 
RAILWAYS AND TRAMWAYS OPERATED INSTANTAREOUSLY WITH THE ELECTRIC 
BRAKE FROM THE CONTROLLER HANDLE. С. W. Crosbie and A, Ward. 

9,497. April 25th. 1 
CONSTRUCTION OF MOUNTING OF TROLLEY ARMS FOR COLLECTING ‘ELECTRIC 


ENERGY FROM OVERHEAD CABLES FOR ELECTRIC Traction. Е. B. Phillipe 
and T. C. Parkin. 10,856. May 5th. 


AUTOMATIC ELECTRIC CUT-OUT MECHANISM. А. P. Jones. 18,928. June 20th. 

IGNITER FOR SIMULTANEOUSLY IGNITING, AND SIMULTANEOUSLY OR SUCCESSIVELY 
EXTINGUISHING Gas Вовикав. О. Candi and C. Candi. 20,968. September 
29th. 

Мотов CONTROLLING Systems. A. C. Eastwood. 26,699. December "7th. 

CouPLINes. F. W. Sorg. 71,185. December 13th. 


TRANSFORMING DIRECT CURRENT INTO MULTIPHASE ALTERNATING CURRENT. C. P. 
Steinmetz. 27,538. December 16th. 


DvwAMO-ELECTRIC MACHINES. Phoenix Dynamo Manufacturing Co., Ltd., and 
R. Pohl. 28,155. December 22nd. 


CONSTRUCTION AND VENTILATION OF Freip Coins or DyYNaMO-ELECTRIC Ma- 
CH NERY. Phoenix Dynamo Manufacturing Co., Ltd., and R. Pohl. 28,156. 
December 22nd. 


ATTACHMENT FOR USE IN CONNECTION WITH SUSPENDING аети Lamps. E. A. J. 
Hooper. 28,850. December 27th. 


SwrrcHkS. G. Harrison. (M. Guett, U.S.A.) 98,969. December Pith. 
COUPLINGS FOR USE IX Lamp Fitrincs. W. F. Simmonds. 28,875. December 
30th 


R. A. Marples. 6,817. 


RAILWAY Conpvit Systems. J. van Aerschot. 29,001. December 30th. 
INSULATORS AND Supports THEREFOR. E. Н. Fairbanks. 29,118. December 


Юуклмов. P. A. J. Lapeyrade. 3,837. February 10th. 

ALTERNATING CURRENT DyNamo-ELEcTRIC MacHiNES. М. Latour. (Date 
applied for under Patents Act, 1901, January 21st, 1902, being date 
of application in France.) 1,494. January 20th. 

Lirrs AND Hoists. Е. Chandsir. 4,116. February 18th. 

INCREASING тич DiscHARGE ENERGY OF ELECTRICAL VIBRATION SysTEMR. W. P. 
Thompson. (Gesellschaft für drahtlose Telegraphie m.b.H., Germany.) 
5,104. March Ist. 

'TRoLLEy Heaps rog ELECTRIC TnAwcABRS, 8. R. Thompson. 8,077. April sth. 

ALTFRNATING CURRENT Motors. British Thomson-Houston Co., Ltd. (Gen. 
Electric Co., U.H.A.) 8,401. April 12th. 

Lamp Horper. R. E. Rees. 8,477. April 13th. 

Primary Gatvanic Battery. Р. Delafon. &,€86. April 15th. 

Posttive Evectropes ron Gatvanio BATTERIES. P. Delafon. — 8,984. 
April 16th. 

DyNAMO-ELkcTRIC MacHiNER,. The British Thomson-Houston Co., Ltd. (The 
Gen. Electric Co., U.S A.) 9,117. April 20th. 

ARMATURES FOR DyNAMO FLEcTRIC MacHines. A. F. Hills, D. Urquhart and 
A. E. Honey. 9,372. April 23rd. 

Tramway OR КАП мАҮ VEHICLES. J. S. Raworth. 9,565. April 26th. 

TRANSMISSION OF Sound TO Lonag DISTANCES AND T&LEPHONIC APPARATUS 
THERBFOR. V. Tardieu. 11,262. May 16th. 

TUCMRLER AND LIKE SWITCHES. M. Lawton and Н. N. Whatson. 11,777. 
May 24th. > 

ELACTRIC LiouT Fittines. Н. Lea. 13,169. June 10th. 


SWITCHES PARTICULARLY ADAPTED FOR Usk WITH TAROE TS. C. Chevallier and 
E. Cadet. (Date applied for under Patents Act, 1901, August lith, 1903, being 
date of application in France.) 15,322. July sth. 


TROLLEYS FOR ELECTRIC Traction. J. Lauvernier. 17,939. August 18th. 
Evectric LiaBT Firtines. H. Lea and S. Mitchell. 19,242. September 6th. 
CONTROLLERS FOR ELECTRIC CURRENT. P. M. Justice. 22,3264. October 17th. 


Arc Lamp ELECTRODES. Körting and Mathieson Actien-gesellschaft. (Date 
applied for under Patents Act, 1901, October 31st, 1903, being date of appli. 
cation in Germany.) 22,342. October 17th. 

SCRAPER POR ELECTRO-MAGNETIC SEPARATOR. E. Н. Geist. (Date applied for 
under Patents Act, 1901, January 18th, 1904, being date of application in 
France.) 22,813. October 22nd. 

ELxCTRIC Brakes R. B. Ransford. (The American Elec. Brake Co., U. S. A.) 
24.675. November l4th. 

ELECTRIC Arc Lamp. W. Fairweather. (The Marquette Elec. Co., U.S A.) 
28,409. December 27th. 

INSULATORS AND PROTECTIVE Devices FOR OVERHEAD ELECTRIC CONDUCTORS. 
E. Giraud. (Date applied for under Patents Act, 1901, May 2nd, 1904, being 
date of aplication in France.) 29,0603. December 30th. 

SAFETY DEVICES FoR OVERHEAD ELECTRIC Conpuctors, E. Giraud. (Date 
applied for under Patents Act, 1901, April l4th, 1904, being date of applica- 
tion in France.) 29,064. December 3th. 

ELECTRIC Fixtvres. Н. Н. Lake. (W. Lincoln, Bradshaw, A. Keough, M. 
Keough and J. Keough, U.S.A.) 29,397. December 3lst. 

CIRCUIT Cl“ ER FOR FIRE ALARMS. J. E. Bemiller and E. C. Weisendale. 
29,538. December 31st. . 

Form оғ CARBON SPECIALLY RUITABLE FOR FILAMENTS OF ELECTRIC INCANDESCENT 
LAMPS AND THE MANUFACTURE THEREOF. H. C. Levis. General Electric 
Co. (Date applied for under Patents, Rule 9, March 22nd, 1904.) 6,9594. 
March 22nd. 

SAFETY DEVICE FOR OVERHEAD ELECTRIC Conpuctors. F. W. Hayward and 
R. C. Fox. 11,84. May 25th. 


Rotary ELECTRIC SwiTCR.. John Dugdill. 11,887. May 25th. 

ALTERN TING CURRENT ErkcTic METERS. Allgemeine Elektricitits Ges. (Date 
розв for under International Conv ention, June 2nd, 1903.) 12,545. June 
21 

ELECTRICALLY-PROPELLED RAILWAY AND TRAMWAY VEHICLES. R. J. C. Collins- 
13,353. June 13th. 

CONTROLLING SWITCHES FOR ELECTRIC CIRGUirs. British Thomson- Houston Co., 
Ltd. (General Electric Co., U. S. A.) 13,570. June 15th. 

APPARATUS EMPLOYED FOR MEASURING WAVE LENGTHS IN WIRELESS T. LE - 
GRAPHY. J. А. Fleming. 13,736. June 17th. 

SkLrF-LockiNaG ELECTRIC CoNTAcT-MakER OR SWITCH FoR FIRE ALARM AND 
OTH R PURPOSES. J. H. Golding. 14,111. June And. 
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JULY 14, 1905. 


No. 1,442. 


CHEAP POWER FOR LONDON. 


Ox Thursday night last week, after all the influence and 
pressure that could be brought to bear for and against the 
Bill of the Administrative County of London and District 
Electric Power Со, had been exerted, and after three hours' 
discussion, the Bill was read a second time by a majority of 
10. Strenuous efforts were made by the champions of 
municipal trading and the existing companies, led by Mr. 
Burns and Mr. Cripps respectively, to quash the Bill, which 
was supported by Mr. Bousfield and Mr. Bonar Law; bit 
the case for the Bill was too strong. Indeed, after the 
masterly exposition of the facts by Mr. Bonar Law, on 
behalf of the Board of Trade, it is difficult to imagine any 
other outcome of the contest ; the mere fact that the Board 
of Trade vigorously supported the Bill was a most powerful 
argument in its favour, for the single-minded zeal of the 
Board in the publie service, and its absolute honesty of 
purpose, irrespective of party or person, are beyond question 
or dispute. The Bill; now goes before a Committee, where 
the opponents of the measure will have full opportunity of 
stating their case. | 

Considering the whole question from an impartial stand- 
point, one is confronted with two main considerations :— 
First, that cheap electrical energy for motive power is not 
merely desirable, but a necessity, and must be supplied, by 
whatever authority. In this connection it is noteworthy 
that there is over half a million horse-power at work in 
London factories and workshops, not 5 per cent. of which is 
supplied by electrical means. Secondly, the existing com- 
panies, which have been amongst the world's pioneers in 
electricity supply, and have developed their undertakings in 
the face of innumerable obstacles, are subject to severe 
restrictions, especially in regard to the limitation of their 
areas of supply, and the imposition of a clause rendering 
their undertakings liable to purchase by local authorities at 
the end of a comparatively brief term of years. These com- 
panies, therefore, are entitled to adequate and effective 
protection against unrestricted and consequently unfair com- 
petition. | 

It is greatly to be regretted that а campaign of falsehood 
and misrepresentation should have been carriel on against 
the new company's proposals. It has been repeatedly 
shown that, unless the average price obtained by the company 
for energy does not exceed 34. per unit, it cannot pay its 
dividend; yet it has been stated again and again by 
its opponents that the company seeks to establish a 
monopoly which will enable it to charge whatever it likes. 
It has been suggested that the existing companies will 
eventually amalgamate with it, and thus share in the mono- 
poly ; but we must confess that a monopoly compelled by 
Statute to supply electrical energy at ап average price of 3d. 
would, in our opinion, be a most beneficent undertaking, a 
factor of the first importance in the prosperity of London 
and the welfare of its inhabitants. If the County Council 
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had obtained the monopoly of electricity supply after which 
it hankered, would it — could it—have dared to hint at, such 
a price? | 

Again, it is urged that the company will pick and choose 
its areas of supply, rejecting the lean districts and gorging the 
fat; yet it has been most explicitly laid down that if the 
company enter an area of supply at all, it shall ipso facto be 
compelled to undertake exactly the same obligations to supply 
all comers, in all parts of that area, as are imposed upon the 
existing supply authority in the said area. Moreover, the 
supply authority can itself demand a supply of electrical 
energy from the company, at rates which will enable it to 
supply ordinary customers at a reasonable profit—that 
reasonable profit being determined by the Board of Trade. 
In the remote contingency of the existing company or local 
authority being able to supply as cheaply as the new com- 
pany, the latter is absolutely debarred from coming into the 
area of supply at all! | 

As for the demand for electrical motive power, as Mr. 
Bonar Law clearly pointed out, London as a manufac- 
turing town is of greater importance than any other 
town in the kingdom ; and in London there are innu- 
merable small factories, precisely the kind which cannot 
generate power cheaply for themselves, and which would 
most readily become consumers, were it possible to obtain 
cheap power. Coal and land are excessively dear in London, 
Whereas no other large city in the world offers equal possi- 
bilities of generating electrical energy cheaply ; and that it 
can be generated cheaply was conclusively established before 
the Committee of the House of Lords. Over 250 London firms, 
employing 100,000 men, and therefore representing 500,000 
persons directly, and a very much greater number indirectly, 
petitioned the House of Lords and the Board of Trade in 
favour of the Bill. Only half of the London Borough 
Councils are opposing the Bill ; some are actively supporting 
it, and seeking bulk supply. Some are arguing that the 
cheap competition will be their ruin, whilst others urge that 
they can supply as cheaply as the company, and St. Pancras 
and Hackney are lowering their prices already. Others again 
say that the power cannot be supplied cheaply ! 

It is impossible to deny that in London there is an 
immense opening for the supply of electrical motive power ; 
but the existing authorities are mainly concerned with light- 
ing, а business which the new company cannot touch. More- 
over, so far as the companies are concerned, their interests 
lie mainly in the West End, where there is no great demand 
for motive power. It is in the East End that the factories 
are found, and until recently the ‘supply in this quarter has 
been absolutely inadequate, being mainly in the hands of 
local authorities, whose prices are far above those proposed 
by the company. The large railway, dock and steamship 
companies, like the manufacturers above cited, are support- 
ing the company, and so is the County Council of Essex. 
The Borough Council of Stepney, which possesses its own 
electricity works, is numbered amongst the company's 
supporters. 

The financial standing of the promoters, and. their ability 
to carry out their proposals, have been admitted by the 
House of Lords Committee. 

To conclude, we аге convinced that, provided the 
interests of the existing companies are adequately and 
securely safeguarded, it will be of the greatest advantage 
to the public in and around London that this great project 


be authorised by Parliament, and power made available 
to all at lower rates than are charged in any large city in 
the world. 


THE current number of the Light 
Railway and Tramway Journal con- 
tains an editorialette, which touches a 
spot of interest to all tramway undertakers. 

In almost every tramway or light railway order, provision 
is made for running municipal services over the lines at 
night. For instance, the collection of refuse is permitted 
toa municipal authority in whose area the tramways are 
run by a company, and naturally a local authority secures 
the same rights when retaining the tramways in its own 
hands. | 

Orders do not limit, as a rule, the hours of running, so 
that an all-night service, whether it be for freight or 
passengers, is more a question of expediency than of law. 
Popular opinion has limited hours of running in certain 
towns, especially оп Sundays, and popular opinion might. 
prevent at any time the all-night running of cars ; but, so 
long as the work that has to be done is done without 
unreasonable disturbance of the essential quiet of the night, 
there is not much reason to anticipate popular outery. 

Frontagers soon “ got used to street noises, which in во 
many cases include tramway noises, but among which the 
tramway noises are by no means predominant ; and street 
noises continue with considerable intensity in most towns 
after the average citizen is a-bed, and recommence long 
before he recovers consciousness. 

Let anyone analyse the sounds that come through his 
window from the street ! 

He has said, many a time, ** Those beastly trams make 
such a noise that І can't work or read or sleep!" But let 
him listen, and he will have to confess that the continuous 
noise is made by the clatter of horses’ hoofs and the rattle 
of heavy springless carts and lorries on the paving, not by 
the poor innocent trams which are up and by ina fraction 
of the time taken by a coal cart to get out of hearing. 

In many towns that continuous noise has been intensified 
by the coming of the tramways, if these have been paved 
with stone, for the vehicles and horses make a greater clatter 


Tramway 
Use-factor. 


over the setts than they did over the inferior mucadam and 


mud paving which preceded it. On the other hand, the 
continuous noise is actually decreased when the tramways 
are paved with wood in exchange for the noisier material 
of pre-tramway days. 

Similarly, then, when refuse has to be collected at night, 
not only might it be collected more expeditiously and at 
less expense, but with less disturbance of the night by 
electric car than by horse-drawn vehicles, and the Light 
Ravway and Tramway Journal argues that the tramway 
equip ment may be used in this and in several other ways 
during the hours when capital as well as burgesses is 
sleeping. | | 

Every year sees us becoming more owl-like in our use of 
the night, and it may be that managers in many towns 
would find themselves repaid for going carefully into the 
possibilities which their routes present. for making the rails 
and the rest of the equipment bear fruit for those four to 
six hours out of the 24 during which they now lie idle and 
worthless. It may mean small beginnings, and it may mean 
nothing at all, but it is worth the consideration of every 
manager. So long as an adequate profit is made, after due 
provision for replacement, the sooner the rails are worn out 
the better from a true economical standpoint. 

The life of every part of the equipment can be expressed 
in car-miles. and the sooner those car-miles cau profitably 
be run out, the better for the tramway. 

The complete formula of maximum efficiency takes the 
cars owned into account, and should be as much before the 
eyes of the manager as that other perfect load factor which 
the engineer seeks with such admirable persistence ; it is— 

cars run x honrs run x m. -h. actual 
cars owned x 24 x m. p. h. (schedule) — 
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FLUE-GAS ANALYSIS. 


By F. H. CORSON. 


IN all central power stations, except those of the smallest 
size, the prineipal item in the costs of production of current is 
undoubtedly the fuel bill, and the price. at which electrical 
energy can be profitably sold, must depend to a great extent 
upon the economy with which the boiler house is worked. 

Much has been written on the subject, and many attempts 
have been made to account in some way for the very varied 
results obtained under the several conditions existing in 
different stations. ! 

The load factor of the output from the feeder bus-bars, 
and, perhaps in a greater degree, the plant load factor, have 
some considerable bearing on the amount of coal required, 
but these do not carry us far in our endeavours to discover 
a reason for the widely differing fuel bills. We find stations 
with a poor load factor, but with a very low fuel cost, and again 
others where the conditions of demand are more even, with 
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bad figures in this direction. Condensing must certainly 
result in economy of steam, but, here again we find no law 
on which to base our calculations. Some condensing stations 
are using as much as 15 lb. of coal per unit, while others 
Mor the plant is run non-condensing, only consume 5 lb. to 
6 Ib. 

The price of fuel delivered 2t the works is equally un- 
satisfactory as a basis, and gives little or no help in the 


quiry. 
B must be presumed, tben, that some other agency than 
those enumerated above, is largely responsible, and the 


results obtained. 


. 


writer is of the opinion that the human element has a good 
deal to do with the question. The amount and character of 
the supervision bronght to bear on the fuel-consuming 
department, has an enormous influence on the economic 
In many stations too little attention is 
paid to the boiler house, and everything is left to the 
knowledge of a more or less ignorant fireman. Can it be 
wondered that the expenditure on coal is excessive ? 

The fireman may be, and often is, а skilful workman as 
far as his knowledge goes, but the combustion of fuel is a 
matter demanding treatment of a far higher order. of 
intelligence, than is usually allotted to it. So long as steam 
pressure is maintained, and smoke avoided, little inquiry is 
made as to the methods by which these two desirable ends 
are attained, or as to the cost to the power station at which 
the steam is supplied. | | 

The writer submits that highly scientific control is 
essential to good results in the boiler house, and that there 
is no safety in trusting that the fireman will find ош by 
trial and error that course which entails the least work for 


himself, and will consequently use the least possible quantity 


of coal. | 
It is not an uncommon thing to see firemen clean out 


. fires, charge them heavily with green coal, and then open 


Ше fire doors to avoid the heavy smoke which is naturally 
the result of such a procedure. There is no doubt that the 
remedy is successful, and that the supply of an enormous excess 
of air does prevent smoke; but at wliat cost? The boiler — 
attendant, in the absence of supervision, finds the method 
effective, judges it to be therefore the right thing, and 
employs it at almost every time of firing. n 

The installation of a flue gas analysing apparatus reveals, 
in boiler houses which are run on apparently economical 
lines, many points at- which improvement can be effected. 
It is very improbable that in the case of a boiler house where 
the draught, thickness of fire, and such points are left to the 
stoker, the proportion of CO, in the flue gases will be higher 
than perhaps 7 per cent. With the furnaces under control, 
this percentage might easily be increased to 13 or even to 
14, with a consequent saving of something like 10 per cent. 
on the fuel bill. - | 

The apparatus for the analysis of the products of com- 
bustion is on the market in various forms. Two types 
are employed—the one based on the actual absorption of the 
CO, by the action of caustic potash or soda; the other a 
barometric one, depending on the weight of a column of the 
flue gas varying in proportion to the amount of CO, con- 
tained in it. An instrument of this latter class is shown 
in the illustration (fig. 2), and is the apparatus from which 
the accompanying charts have been taken. 

The action of the analyser is shown by the diagram 
(fig. 1) : « and 6 are the two tubes through which air and 
the gas to be tested, are drawn by the air ejector or pump. 
At the bottom of each tube is a pipe coupled to the 
barometer q, the liquid in which is raised or depressed in the 
inclined tube r, by increase or reduction in the amount of 
CO, in the flue gases. The inclined tube is graduated 
and calibrated to read directly in percentages of CO,; 
и and u are reservoirs containing alcohol to ensure the dry- 
ness of the gases, and to avoid the deposition of moisture in 
the tubes of the instrument. | 

The whole apparatus is provided with levels s апа /, and 


le rests on three adjustable supports. The recording mechanism 


is simply a camera containing a revolving drum, the position 
of the liquid in the inclined tube being photographed on the 
sensitised film carried by this drum, and the record of 24 
hours being developed as an ordinary negative. 

Thé first chart shown (fig. 3) was one of the earlier 
records obtained on a Lancashire boiler burning a fairly low 
grade Wigan slack. The record, as will be seen, indicated a low 
percentage of CO, showing excess air over that required for 
combustion. The draught was regulated, the performance 
of the mechanical stokers improved so as to give a better 
distribution of fuel over the grate, leakages in the brick- 
work setting of the boiler were plastered up, and the second 
chart showing 14 per cent. (fig. 4), was obtained within a 
fortnight. The sudden drops in the percentage of CO,, 
show times of opening the fire doors for the purpose of 
levelling up the fires, and lifting clinker from bars, or of 
opening ash pits to withdraw burnt coal.“ The apparatus 
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was coupled up to-all the boilers in turn, exhibiting similar 
weaknesses, and calling for similar remedies. и 

When all possible has been done to effect improvement in 
the conditions as existing on the individual boilers, it 
. beeomes desirable to obtain a record which shall be repre- 
sentative of the whole work of the firemen, and not merely 
that done on any one boiler. Where the instrument is 
connected to one boiler, it is a perfectly easy matter for the 
stoker to find out which, if he has access to the record, and 
he naturally devotes his energies and attentions to that 
particular опе, often to the neglect of the rest. It is 
unfortunately impossible to pull the gases from all boiler 
flues simultaneously by simply opening the cocks together. 
If this is done, the boiler which carries the least draught 
either from being banked, or from ite distance from the 
chimney, supplies all the gas for the apparatus, and the 
other boilers worked under keen draught do not come under 


test. Assuming, then, that one or two of the boilers are 
banked, we have those boilers which are doing the least work 
supplying the test gases for the record. 

This method being of no use, the next suggestion is to 
make one connection to the main flue, but here again 
difficulties beset the way. By making a series of holes 
across the main flue and taking simultaneous samples from 
each, the writer found that the CO, percentage varied very 
widely. The logical deduction from this is that the flue 
gases from the boilers do not become thoromghly mixed in 
the main flue. This inference is borne out by the records 
of some tests made by Mr. Downe at the Southport Electri- 
city. Works, and communicated to the Municipal Electrical 
Association at Sheffield. These tests, carried out with a 
view of finding the temperature drop in the flues, showed that 
widely different records were obtained at various pointe across 
the flue equally distant from the boilers. 

To obtain an accurate idea of the work done, it is of 
course necessary that the sample gas drawn through the CO, 
instrument should represent the average chemical constitu- 
tion of all the gas passing at the time. 

The swirling action of the gases, induced by some obstruc- 
tion, such as а damper, or hy some sharp change in the 
direction of flow, would appear to be requisite to the attain- 
ment of this desirable uniformity of composition. 

On making further tests, the mixing of the gases showed 
considerable improvement immediately after a right angled 
turn in the main flue, but the best results were obtained at 
the outlet end of the economisers, which appeared to com- 
plete the operation. A further advantage of taking the 
sample from the chimney bottom lies in the fact than any 
leakage of air into the flues or economisers, which might 
otherwise pass unnoticed, is immediately detected in the lower 


Fig. 4 | | 


percentage of CO, recorded. Such leaks naturally reduce 
the temperature of the gases, and affect the draught-producing 


power of the chimney, necessitating a fairly high exit tem- 


perature from the boilers. It is obvious that the lower the 
final temperature of the gases, other things being equal, the 
more heat is absorbed by the boiler, and consequently the 
greater theeconomy. In the installation of six boilers which 
was the subject of the experiments here detailed, if was 
at first found that while maintaining an average of 12 per 
cent. or 13 per cent. in the hoiler side flues, the percentage 
аб economiser outlets had fallen to 6 per cent. Under these 
conditions the flue gas temperature fell from a mean of 
600? F. at exit dampers to about 500? at the economiser inlets. 
By carefully overhauling all brickwork and dampers, the 
chimney bottom percentage was raised to 11 per cent., the 
fall in gas temperature was reduced by 50? F., and it was 
found possible to lower further the boiler exit temperature 


Fig. З 
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while maintaining sufficient draught for the same rate of 
combustion as had previously existed. 

It should be remembered that, at the time of the installa- 
tion of the gas-testing apparatus, the economy achieved was 
regarded as fairly satisfactory, and only when the recorder 
was put to work was it found that the existing state of 
things was capable of so much improvement. 

It is believed that, working on such lines, the engineers 
of most power plants would he able to effect considerable 
saving, and that thus a great deal of the discrepancy in 
the resnlta obtained by plants of similar design, working 
under similar conditions, would be removed. 


SHUNT MOTORS FOR ELECTRIC CRANES. 


By CLAUDE W. HILL. 


THE object of these few notes is to point out the advantages 
which the shunt motor offers for driving the hoisting gears 
of cranes, more especially when these gears are remote from 
the controller. 

In driving a hoisting gear we require, whether lifting or 
lowering and irrespective of the actual load on the hook, to 
be able to run ata very slow speed for purposes of adjustment, 
and to be able to increase the speed to a maximum which 
shall vary in some inverse proportion to the load, so that 
light loads can be lifted more quickly than heavy ones. 

With a properly-designed controller, this can to a certain 
extent be accomplished when lifting with a series motor. 
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The controller can be designed to give a very slow speed 
on the first step regardless of the weight on the hook. and 
the motor, when the controller is full on, will, in a limited 


8 e. 
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Fic. 1.—SrRED AND LOAD CURVES. - 


degree, accommodate its speed to the load. This is shown 
on the curves А and 8, fig. 1. Both of these are taken from 
actual tests, B representing the best result which the writer 
has met with. 


As the speed range so obtained is insufficient, it is usual to 


provide change gear giving either two or three speeds. 

The changing of these gears, especially in cases where the 
driver has to walk some distance or climb on to a platform 
to make the change, is frequently neglected, so that the 
change gear is of little use. : | 

With a shunt motor the speed can be varied instantly 
and without trouble, through a wide range, by means of a 
regulating switch and resistance connected in the magnet 
cireuit and placed close to the driver. 

Curves c and р, fig. 1, show the speed-load curves of two 
cranes equipped with shunt motors and regulated in this 
manner. "n 

The complete equipment for a shunt motor hoisting gear 
consists of the motor itself, a plain on and off electro- 
magnetic brake, a drum controller and a shunt regulating 
switch placed handy. А circuit-breaker is also advisable. 


With this arrangement the controller is so designed that, 


on the first step, the motor-magnet is always fully excited, 
Irrespective of the position of the shunt regulator, so that on 
this step a speed as slow as desired is obtained. . The con- 


troller has contacts corresponding to and connected with the 


contacts on the shunt. regulating switch. As it is moved 
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Fic. 2.—LoweERING 5 Tons. 


over it cuts into the magnet circuit the amount of resistance 
determined by the position of the shunt regulating switch, 


во that when the controller is full on, the speed of the motor 


corresponds to the position of this switch. 

For lowering, the series motor is not satisfactory, as, 
without the assistance of a mechanical brake, it cannot 
prevent the load running away. | 

It is when lowering that the shunt motor shows specially 
to advantage, as, when overhauled by the load, it commences 
to generate current, and tlie current so generated not only 
opposes a torque to the motion of the load sufficient to keep 
its speed within the limit set by the regulating switch (so 
saving. wear of brakes), but it also feeds the circuit, and so 
helps to drive other machines. | 

Fig. 2 is an amperemeter diagram taken on а 5-ton crane 
on the Cleveland Bridge Co.'s works аб Gateshead, showing 


the flow of current when the controller is put on slowly, step 
by step, on the lowering side with full load on the hook. 
It will be noted that on step 5the current reverses, and beyond 


this point there is no change in the current diagram on the 


succeeding steps of the controller. The speed on the first 
Step is 5 ft. per minute, and on the last step 50 ft. per 
minute. І к ! 
Fig. 3 is from the same crane with 14 tons on the hook, 
This shows the starting current diagram when the controller 
is put on in the ordinary way, giving a 3j sec. start, the 
current when the load is running down steadily amounting 
to about 32} amperes, and the stopping current diagram, 


when the controller handle is moved back slowly, step by 


step. The speeds in this case are, first step, about 14 ft. 

per minute, and last step about 120 ft. per minute. | 
Fig. 4 is a slowly taken starting diagram when lowering 

the hook only. In this case there is no regenerative current, во 
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Fic. 3.—LoweERinG 14 Tons. 


that the shape of the diagram differs from the preceding ones. 
The speed with hook only is 160 ft. per minute, and when 
the controller ів put on іп the ordinary way, a 34-sec. start 
is obtained. TE | ЖАЙА А Ж 

On the first step of the controller on the lowering side the 
magnet winding only is connected to the line, the armature 
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being short-circuited through a resistance of suitable amount 
to give the lowest speed required. 

The magnet current takes about 1 to 14 seconds to attain 
its full value. This slightly retards the acceleration, во 
that, in cases where full speed has to be attained very 
quickly, a few turns of series might be added to the magnet 
coils, the series turns being cut out when the magnet attains 


its full strength. 


Foreign Engineering Enterprise.—A_ recent visitor 
to one of tbe engineering workshops of the Continent states that he 
found them exceedingly busy, and he especially remarked that in 
one small detached part of the shop there were a few men expcri- 
menting with an oil engine, in another similar space other men were 
making experiments on A gas engine, and so on. There was every 
evidence that the firm meant to keep to the front. How much do our 
home firms expend on experiments? It is certain, he says, that there 
is considerable evidence of prosperity in the Continental shops. Does 
not the continual expenditure on experiments account for much of 
their prosperity ? Our own meu of means seem to have no fight 
left in them. They will not experiment, and though there is any 
amount of capital forthcoming to float obvious swindles, a really 
good and genuine thing can rarely find support. When such is the 
case, is it not a proof of the Jack of technical knowledge on the part 
of the men at the head of affairs? 7 
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NOTES ON THE WINDING OF POLYPHASE 
ROTORS. 


By LEONARD J. PUMPHREY. 


Now that three-phase installations are becoming more and 
more common in this country, the attention of electrical 
engineers generally is being turned with augmented interest 
to the design of polyphase revolving machinery. Our 
English motor makers are rising to the occasion, one 
by one, and it is no longer necessary to go abroad to 
Oerlikon or elsewhere for a reliable induction motor. 

It is with the design of windings for three-phase motors, 
as regarded from the standpoint of one whose time is largely 
spent in the design of polyphase resistance apparatus for 
о and starting gear, that the present article proposes 
to deal. 

Polyphase motors for this purpose may be sub-divided, 
broadly, into those with * squirrel саре” and those with 
“wound” rotors.. The “squirrel cage type, although 
simpler to design and cheaper to build than the other, has 
an inherent defeet that seriously limits its use in practice. 
The available starting torque is extremely low, even when 
switched directly across the mains. The initial rush of 
current through the stator may, it is true, be limited by the 
insertion of resistance in the stator winding, hnt this has 
the unfortunate effect of still further reducing the torque. 
One method of overcoming the difficulty to some slight 
extent i8 to employ a “delta” connected stator. Starting 


may then be accomplished with “star” connections, with 


the aid of а suitably-designed change-over switch, and the 
subsequent conversion to “delta” is made when the motor 
has attained a moderate speed, as shown on the. accompany- 
ing diagram :— 


CHANGE-OVER STARTING DEVICE. 


Nowadays, “ wound" rotors are almost invariably used 


for ordinary industrial purposes, and it is to these that the 
writer wishes to draw special attention. 

By “ wound rotor, we understand that it is built up of 
slotted laminations in the ordinary way, wound with an 
ordinary three-phase winding, and fitted with three slip 
rings. 

It is thus possible to insert external resistance in the rotor 
circuit, and as the insertion of such resistance enables the 
motor to develop a large starting torque, the value of the 
arrangement is at once apparent. As is generally known, 
an ordinary three-phase starter consists of a lever with three 
arms arranged so that each arm moves over a series of con- 
tacts, thus cutting resistance out of and finally short-circuit- 
ing the three phases in the rotor winding. 

Now, in an ordinary stationary transformer, the respective 
voltages across the primary and secondary coils are pre- 
determined by the working conditions. But in an induction 
motor, which is to all intents and purposes a transformer 
with a rotating secondary coil, this is not the case, aud the 
primary voltage is alone fixed by the conditions of operation. 
The fixing of a suitable secondary voltage is thus left to the 
discretion of the designer; moreover, it will be seen that for, 


кау, а 10-horse motor connected across 250-volt mains 
(between phases) the design of a suitable starting switch 
cannot be proceeded with until the pressure and current in 
the rotor winding are known. 

The writer has, therefore, been at considerable pains to 
collect, data from the leading English makers bearing upon 
their standard practice in this connection. 

A few of the figures are shown in the adjoining table. 
Makers' names are not given, by request, and the different 
firms are merely referred to by letters. 


| Voltage in rotor (between slip-rings). 


Maker. XU DT VU RU 
5 И.Р 10 n.» 20 H.P 75 H. 2 
(^ 70 100 | 120 | 140 
B | 90 90 1120 | 275 
C | 220 zd 400 
D 200 200 200 500 
E 30 40 60 100 


These figures clearly show that a wide difference of 
practice exists, and the resulting difficulties experienced by 
the unfortunate man who wishes to standardise three-phase 
starting and controlling year become at once apparent. 

Cases frequently arise where two motors of similar horse- 
power and connected on the same circuit, but of different 
makes, have rotor currents in the ratio of two to one. The 
copper required in one set of controlling gear is thus double 


that of the other, the resistances are of widely different 


design, and the prices also differ considerably. This is 
especially the case with controllers of the tramway type. 
Tt is thus impossible for the rheostat maker to standardise 
his apparatus, unless he is prepared to standardise for each 
horse-power a complete set of gear from which he can pick 
and choose to accommodate the whims of different designers. 
To illustrate this point, the writer has only to refer to a 
recent, price list before him. | 

To fully meet the eccentricities of different designers, it 
has been found necessary to list starters for rotors with vol- 
tages varying from 30 to 400 by gradual increments, and 
with corresponding increments of current from 10 to 200 
amperes. In all there are no fewer than 230 different sizes of 
starter with corresponding prices, covering a range from } to 
40 H.P. Ў 

This is unsatisfactory from everybody's point of view, and 
is а continual source of annoyance, fruitless correspondence, 
and delay. | 

A suggestion has been made that at some early date it 
will be possible for motor makers to come to some agree- 
ment amongst themselves as to the most suitable working 
values. Possibly the Institution of Electrica] Engineers will 
see its way to issue an official recommendation in the matter. 
which should go a long way towards the standardisation 
which is becoming every day of more vital importance. 

The text-books have very little information bearing upon 
this point, and it is well that the attention of electrical 
engineers should be drawn to it, so that opinion on the 
subject will have an opportunity to mature. 

In the meantime, it may be worth while to indicate briefly 
one or two of the factors that have to be taken into con- 
sideration. 

From the point of view of cheapness of starting and con- 
trolling gear, it is certainly advisable to work with low 
currents and moderately high voltages. Where female labour 
can be employed for rotor winding, it is essential to use thin 
wire, for obvious reasons, and practice shows that it is cheaper 
to wind thin wires in series than in parallel. This, of course, 
necessitates high voltages. 

On the other hand, where male labour is employed, it 18 
usually less expensive to wind with thick wire or copper 
strip, and designers, as a result, prefer to employ large 
currents in the rotor, and correspondingly low voltages. 
Moreover, if the voltage is kept low, the insulation question 
becomes of less importance, and additional saving can be 
made in this direction. 

The issues involved thus seem to be rather conflicting, 
and it would be interesting to have a general expression of 
opinion from those who are interested in the application of 
polyphase power for industrial purposes. 
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ELECTRIC TRAMWAY AND RAILWAY 
EXHIBITION, 1906. 


DESCRIPTION OF INTERESTING EXHIBITS. 


AN attempt has been made to arrange the many items of 
interest in an order which has no relation to the numbers of 
the stalls or the names of the manufacturers, and it is hoped 
that this arrangement will make the whole thing more 
interesting than is the case sometimes; detailed des- 
criptions of exhibits compiled in no particular order are 
apt to be confusing and lifeless. | | 


Owing to the difficulty in obtaining blocks or photographs 


from exhibitors in time, it is almost too much to hope that 
the first part of the descriptive matter will be as complete 
or well arranged as we coüld wish, and we are con- 
strained to pray for the clemency of our readers and of the 
exhibitors. A word of thanks is due to the latter for the 
courtesy invariably extended to our representative, without 
which, of course, we could have done nothing effectually. 

Wherever it has been possible in the following columns 
we have tried to include only those articles which have 
something of novelty to commend them to the notice of our 
readers, for however ingenious and however useful the older 
or better-known articles may be, we conceive that we should 
earn no thanks for filling our columns with detailed 
descriptions of them. 


1. Automobiles. — Six firms showed public service vehicles, 
chiefly omnibuses, and we do not agree with the remarks which we 
heard drop from several gentlemen that it was a shame to let these 
motor-'buses be shown in competition with electric tramcars. ‘That. 
is not the attitude which we should like to see taken towards 
vehicles which are likely to become highly useful auxiliaries and 
pioneer seonts to the more substantial electric tramway. There is 
lote of room for both, and there is much scope for improvement in 
both—most room naturally for the junior partner in the business 
of carrying the people. 

The Moron-CaAR Emporium, LTD. show a double-decked 36- 
passenger 30-H. p. petrol bus, with both inlet aud exbaust-valves 
operated mechanically, and having two independent sets of electric 
ignition. Both these provisions ought to reduce the number of 
involuntary stops. They exbibit also а char-à-banc carrying 20 
passengers, and two lorries. 

Messrs. CLARKSON, LTD., of Chelmsford, are represented bya 
chassis for a 32-H.P. steam engine and by a pair of steam engines, and 
a new type semi-flash boiler. They obtain the well-known advan- 
tages of a steam car, and burn paraffin for fuel instead of the more 
expensive petrol. 


Messrs. DURHAM, CHURCHILL & Co., Sheffield, were unable to 


spare the two 'buses which they wished to exhibit, but they have an 
interesting char-àÀ-banc on view. 

The 12-H.P. 16-passenger single-decked "bus on Messrs. Ѕсотт, 
Sri&LING & Co.s stand is particularly interesting, because of 
the elimination of the circulating pump with its troublesome leaks, 
wearing spindle and glands, and chain belt or friction drive which 
was ready to give trouble at any moment. The tbermo-siphon 
system, as used by the Scott, Stirling Co., which is nothing but the 
natural circulation system of every hot-water heating apparatus, is 
coming into wider use as its capabilities become known. The 
makers claim for this form of omnibus greater economy in running 
costs and maintenance than any other system of street locomotion." 
Perhaps one of tbese days the makers may be able to substantiate 
that claim against electric trams—but we have our doubts. 

The WoLsELEY Тоог, AND Motor-Car Co. show a 20-H.P. motor- 
omnibus, similar to those which tbey have supplied to the London 
companies. It has the characteristic horizontal engine. Most 
20-H.P. motor-car engines are divided into four cylinders, but the 
Wolseley Co. is content with two of 6 in. diameter x 7 in. stroke. 
Three independent brakes are provided, and the front wheels 
cannot be deflected by encountering an obstruction, owing to the 
steering motion being transmitted through a worm wheel and 
sector from the pillar. 

MESSRS. STRAKER & SQUIRE exhibita “Standard” 24-H.P. 34- 
passenger double-decked bus, which has run over 10,000 miles 
already. The car is started through а spring drive, to cushion the 
disagreeable shock which is too commonly felt on other automobiles. 
All valves are operated mechanically, and the valve-gear can be re- 
moved easily —a valuable feature in any motor-car. 

‘THe PERBLES STEAM САВ Co., Ltp.—The rail car which forms the 
sole exhibit on this stand has to be included under the general 
heading of automobiles. Rail-cars of this pattern built by 
Ganz & Co. have been supplied to foreign railways, and there is an 
excellent opening for them in Britain, for the enterprising example 
set by the Great Western is being followed by all the other com- 
panies, and we believe that the single rail-car system will do more 
within the next ten years to brigliten up the divide.ds of our rail- 
ways than any improvement of the last 50 years. Not only will 
these cars reduce the cost of running on branch lines and on main 
lines between small stations, but they will increase the gross revenue, 


too. These rail-cars will form the intermediate step between heavy 
steam trains and electric traction. | 

The Hungarian Government made extensive trials with three of 
these Peebles cars, ordered 25 on the strength of the trials, and now 
have ordered 300 more. 

At present the cars are made in three sizes, as follows:— 


1. 35 H. p.; 36 passengers; 30 miles per bour. 
2. 50 R. p.; 48 T 35 „ » 
8. 80 н.р.; 64 j 40 „ » 


The car shown is not built according to English ideas, and looks 
somewhat strange to English eyes in consequence, but it is very 
substantially constructed and is.claimed,to have a greater fuel and 
water capacity аптовага. | 
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Fic. 1.—PEEBLES STEAM CAR: INTERIOR OF DRIVER'S 
COMPARTMENT. 


Fic. 2.—TRucK оғ PEEBLES STEAM CAR. 


The car runs on two bogies, one of which carries the engine. 
This engine is coupled to the boiler on the car by means of a multi- 
tude of small flexible pipes, and drives the wheels through gearing. 
Owing to the method of driving, the impulses upon the driving 
wheels аге made more uniform, while oscillation is reduced to a 
minimum. 

The accompanying illustrations, figs. 1 and 2, show the interior 
of the driver's compartment and the construction of the truck. 

2. Boilers and Accessories.—There is a representative display of 
boilers, stokers and parts, but nothing of any great novelty. 

Taking the exhibitors in the order of their stands, we come first 
to the STIRLING BoiLER Co., LTD., who show the usual working 
models, and some interesting photographs of installations, including 
the Greenwich power station of the L.C.C. | | 

Although the Huntconveyor made by Messrs. BABCOCK & WILcox, 
Lro., is well known, it has not been on exhibition before. It is of the 
bucket type, and is beautifully designed. The qualities of the 
bucket conveyor in general and of the В. & W. conveyor in 
particular are so widely realised that we shall not attempt a 
description. Attention is drawn to the main features in the 
Exhibition catalogue. On the same stand are to be seen models of 
the B. & W. boiler, chain-grate stoker, and Guttman's patent water- 
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softening plant—altogether an' Interesting stand for the steam user. 
The illustration belowishows the conveyor exhibited. 


Fig. 3.--Bascock & WI. cox CoNVEYOB, FITTED WITH FILLER 


AND AUTOMATIC OILING APPARATUS, 


Owing to an unfortunate accident to their machinery, MESSRS. 
GRAHAM, Morton & Co.’s stund is bare, except that the walls are 
covered with photographs of conveyors of all: kinds as installed for 
all purposes. They intended to show tive different kinds of con- 
veyors actuallv working, and much regret is felt that such an 
educational opportunity has been lost. ` m 

МсРнлп, & SINMPSOR's Dry STEAM Patents Co., Lro., Wakefield, 
have a stand containing parts of their independently-fired super- 
heater. A 

Messrs. MELDRUM Bros. have a large stand, the contents of which 
comprise the stoker and furnace specialities for which they are famous. 
The most interesting, perbaps, is the improvement by which the 
supply of air over the grate is regulated automatically, being cut off 
altogether when the volatile gases have been consumed. 

Besides their ever-green fuel economiser, which is too well known 
to need description, Messrs. E. GREEN & Son, Lrp., show the 
“ Wakefield” patent pump, which has several points of merit. 

Messrs. HOLDEN & BROOKE are represented well. The most 
interesting itenis are Leinert’s water meter, and Brooke's oil 
separator and discharyer. 

Fig. 4 shows a sectional view of the water meter. The 
power station engineer has sighed long enough for a meter which 
will even work under all conditions of temperature. That it 


Га. 4.— SECTION OF LEINERT WATER METER. 


should work accurately has been a dream in which he has not 
indulged unless of an extremely sanguine temperament. 

The exhibition of the Leinert meter should go far to make our 

engineers happy, if it performs in practice what we might 
prophesy for it after an examination of the apparatus. 
It is constructed on the principle of an automatic weigher. The 
water runs continuously to the meter, but is diverted by an auto- 
watic feed alternately to one or tbe other of two similar tanks 
Aj Аз. These tanks are balanced on knife-edges in such a way that 
a certain weight of water will tilt the tank, and at the same 
moment trausfer the feed to the other tank. Each tank upon 
tilting, commences to empty through a siphon d, and returns 
empty to its original position in time to receive tbe feed a3 the com- 
panion tank falls and tilts the feeder В, and recorder р. 

The water, therefore, is measured by weight, and the meter can 
thus deal with water of varying temperatures without impairing its 
accuracy iu the slightest. It is very simply and strongly соп- 
structed. 

The “high velocity” feed-water heaters, water separators, ex- 
pansion steam traps, exhaust heads, injectors, and a variety of 
Green's pateut balanced stop valves are exhibited, together with a 
novelty in the shape of an automatic heat regulator, by which hot 
water of any desired temperature can be supplied to lavatories, 
shops, factories, &c. The regulator is set to allow steam to be con- 
densed until the water is heated to any desired temperature, when 


steam is at once shut off and re-admitted only when the temperature 
of the water falls from any cause. The whole action is automatic. 

Messrs. AITON & Co., London, show some remarkable specimens 
of wrought-steel piping, the way in which some of the pipes have 
been bent proving the high quality both of the material and of the 
workmanship. 


Messrs. Bennis & Co., Lro., claim with good reason that their 


exhibit “ is the most complete of its kind that has ever been shown 
to the public.” It consists of acomplete installation of overhead coal 
storage bunkers, to which coal is supplied by the Bennis steel chain 
conveyor, which is made of a Siemens-Martin mild-steel drag chain 
running in a hard cast-iron trough. The chain is used on its 
return journey from the coal bunkers for removing ashes from the 
boiler fronts. Coal descends from the hoppers of the bunkers to 
the hoppers of Bennis patent automatic stokers, from which it is 
supplied to the fire by a sprinkling blade at rates and in amounts 
which can be varied, the grate being covered evenly by regulating 
automatically the force with which the sprinkling blade is 
released. 

The most interesting part of the system is the Bennis and Miller- 
Bennett chain-grate stoker, which is on view for the first time. 
The ELECTRICAL Rxvixw has criticised the defective design of 
every cbain-grate which has been used in this country, and the 
designers of the Bennis-Miller-Beunett grate seem to have done much 
to remedy previous faults, which lay chiefly in the excessive leakage 
of air at the front and back of the furnace. 

Excellent results have been obtained with this. grate at the 
Kensington and Notting Hill electricity works. 

The Bruun-Lowener water softening system is exhibited bv 
Messrs. Lassen & Нзовт, London. The principal feature of this 
apparatus is the simple and automatic way in which tbe chemical 
reagent is mixed with the bard water. ` 

The water to be treated is let into an oscillating receiver, which 
tips over every time it is filled. This movement opens a valve, 
through which an ascertained quantity of the chemical reagent 
passes. The quantity of chemicals can be adjusted to suit the 
degree of hardness of the water. After receiving the chemicals the 
water passes to a heater and filter, and thence to the storage tank. 

Messrs. CHas. WINN & Co, THos. Noakes & Scns and 
S. Dixon & Son all show a variety of steam and boiler fittings ; 
while Messrs. A. Haacke & Co. and CIRCULATORS, LTD., 
exhibit non-conducting compositions for covering boilers and steam 
pipes. 

THE TRIUMPH STOKER Co. and Mrssrs. JAMES Proctor, LTD., 
each show their own kind of mechanical stoker and furnace, which 
are too well-known to need description. | 

Messrs. CIRCULATORS, LTD. Anything which will improve the 
sluggish circulation of the contents of a Lancashire or Cornish boiler,- 
and anything which will ameliorate the harsh vonditions of com- 
bustiou in the furnaces of those boilers, -ought to be 
examined with much attention. Ihe stand of Circulators, 
Ltd., is occupied by appliances which are directed towards the 
attainment of both these ends, and working models are in opera- 
tion. It is claimed for the “ Schofield” circulators that they are 
self-fitting and self-supporting, requiring no hole to be made in any 
part of the boiler. They can be removed for inspection, and while 


fi 
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Fic. 5.—SEcTIONS OF “CIRCULATORS” FURNACE. 


permitting an economy of 10 per cent. to 15 per cent. in fuel, they 
enable steam to be raised in less than half the usual time without 
unequal expansion of the boiler structure. Fig. 5 shows the 
firm's patent deflector and furnace bridge applied to a Lancashire 
boiler, which secure further economy by forcing the coal gases 
and air to mix intimately, and by adding a certain reverberatory 
element to the furnace which is badly wanted in all internally 
tired tubular boilers. | 

The UNDERFEED STOKER Co., Lro., London, exhibit their well-. 
known coking stoker, of which 4,000 are in use all over the world. 

Air pumps, by the EDWARDS ArR-PUMP SYNDICATE, and feed 
pumps made by the Haste Pump Co., LTD., are well representative 
of the best of their respective kinds. 


For а Trumways Exhibition we think that the boiler and 
accessories section has been very well filled. Almost every con- 
ceivable necessity of economical working is stalled, and the 
actual operation of the machinery either on the full size or 
on the model scale added attractiveness to many visitors, 
and served to explain in the most graphic manner possible 
the various advantages which the energetic representatives 
of each firm lost no opportunity of pointing out. 

Next week we shall deal with the many interesting 
exhibits pertaining to cars. ' 
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CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer's name and address in our possession. 


~N 


. Refuse Destructors. 
I should like to add a little discussion of an unbiased 


description to the somewhat useless contributions that have 


appeared in your issues of June 2nd and 22nd. * Cell" 
has evidently been having a time.with his committee, and 
from the tone of his letter does not seem to have impressed 
them. Mr. Goodrich, on the other hand, has not taken 
into consideration all the facts of the case. 

Referring to “ Cell's" remark that it is cheaper to work 
а destructor alone than when combined with an electricity 
works, Mr. Goodrich says that the labour cost in à com- 
о, ed destructor is lower than in one worked separately: 
this is unlikely, but at any rate, he has altogether omitted 
Lo consider any of the other costs. 

An electricity works, as he himself states, is usually built 


in he iniddle of the town where land is dearer, and where. 
it is usually desirable to erect a somewhat more costly build- ' 


ing, and in the combined station with which I am connected, 
I estimate that in this one item alone 1s. per ton would 


have been saved by putting up a common brick building at 


a very suitable site about s mile away. "The extra cost of 
carting would have been absolutely nothing, us although 
some districts wonld be further away for carting, others 
would be quite close. When a destructor gaius £650 per 
annum for sale of steam us in Partick, and pays away 
£700 in increased capital charges as well as larger main- 
tenance charges owing to longer lengths of flues, &c., it is 
carrying the economy craze a little too far. 

And this is only one side of the question, namely, that 
from the Sanitary Committee’s point of view. But is the 
electricity department to get no benefit from this combina- 
tion? There is not the slightest doubt as to the dirt and 
filth of such a place. The dust, in spite of 18-in. walls in 
between, gets out and in through louvre ventilators and 
settles on everything in the engine room in a few hours, 
thick enough to write your name in. This must increase 
the maintenance on the station, as it is а particularly gritty 
form of dust. Then the destructor takes the best of the 
load factor, leaving the coal boiler the peaks, and yet the 
Sanitary Committee expect to be paid the same price for 
steam as your coal boilers produce it at. Also steam pipes 
are about three times the length, with a large increase in 
valves and joints, and with bigger radiation losses, main- 
tenance and capital charges; апа us the destructor boilers 
can only work at a very low duty, they are numerous, with 


more radiation losses, maintenance and capital charges. 


Our coal costs last year were 0:35d., and we paid the 
destructor department 0°375d. per unit for what was gene- 
rated from refuse, and I have not the slightest doubt that 
with a decently designed coal burning station my coal costs 
would be 0-15d. Every Sunday, when the destructor is not 
working, our coal cost is ошу 0'20d., even under the pre- 
sent poor conditions of steam pipes, &c. I estimate that 
the loss to the electricity department by the combination is 
about £1,200 per annum. 

I do not wish to give the impression that a combined 
destructor and electricity works is always undesirable, but 
that all the points should be fairly considered before rushing 
headlong into such a scheme. | | 


There is no doubt that there is some economy in small: 


Stations in combining where there is nothing else lo combine 
with but the electricity works, but where pumping or other 
work is available, let it have the pleasure of the combina- 
tion. . 

I do not consider that either of your correspondents has 
written anything at all to the point on this subject, but I 
have stated a few facts which I am prepared to substantiate 
at any time, and for that reason I do not make use of a 
nom de plume. 

H. B. Maxwell, 


| Burgh Electrical Engineer. 
Partick, July 6th, 1905. 


greater than on motors. 


Costs of Power Generation. "d 
I have read with interest your correspondent “ Motive 
Power's" letter, also your note on the same, which is very 
much -to the point, and it is only by comparing notes that 
we are likely to arrive at reliable figures. MCN 
I give my experience.with a gas engine on town's gas at 
2s. 4d. per 1,000 ft. I had a new 12-H.P. gas engine put. 
down to cope with on occasional load of about 10:B.H.P. and 
a mean load of about 4 B.H.P. Result, an average gas bill 
of 14& per week of 50 hours, which, with oil and repairs 


reaches 178, or 1°02@. per B. H. P. per hour, and I have not 


included im this the man's time in looking after it, particu- 
larly in starting. Ав for steam for small power users with 
no complications, it is even more expensive than town's gas. 
I have before me particulars.of a test taken аб a small mill 
using 11 B. H.P. mean over the day, the mean 1. H. P., 80. The 
mill-owner admitted costs of £40 per quarter ‘of, say, 700 
hours, which works out at 1:24d. per B.H.P.-hour. The com- 


plication, however, arises by the use of stean for purposes other 


than driving, and is a serious one. For mills of over 100 
B.H.P. the cost varies very considerably. A mill of, say, 
400 B.H.P. with well-arranged drive and modern engine, 
with good slack at, вау, 6s. per ton delivered, will get its 
running costs down to ‘4d. per B. H. P.-hour, and its capital 
costs will be *2d., making a total of 6d., and between this 
and 1d. will be found the cost per B.H.P.-hour of most mills of 
between 100 and 400 н.р. One point which we, as electrical 
engineers, cannot make too much of, is that our savings do 
not end in the engine room. In one case which has lately 
come under my notice, the main belting alone cost more 
than the electrical equipment of the mill. We are often 
toid, when we mention capital charges, that motors are 
capital ; quite so, but the motor replaces belting and shaft- 
ing, and, what is more, the depreciation on belting is much 


Engineer. 


Engineering Mathematles. 


Mr. F. W. Carter has discovered an illegitimacy in the 
article on ** Transformer Design“ appearing in your issue of 
June 16th. In reality, the differentiation is only per- 
missible where given stock transformers may have to be 
placed on circuits having a difference in frequency (of 
course, this difference must necessarily be quite limited). 


The writer is, however, aware that in designing a trans- 


former for a given: electric lighting or power station the 
possible time load curve should be taken into consideration, 
and the interest on the cost, and with respect to the losses 
in the transformer, should be gone into. This was left 
entirely open in the above article, and the value of m (the 
relation of the iron loss to the copper loss) was left to be 
determined by the cut-and-try method. The suggested 
value for m was 1:5, and occurred before the differentiation 
with respect to frequency, which latter was not made a vital 
point of the article. 


New York, July 3rd, 1905. 


A. Press. 


The Value of the A. M. I. E. E. 


Referring to the letter re the above in the ELECTRICAL 
Review of June 16th, I regret that no further notice has 
been taken of the matter by other correspondents. — I think 
there are three chief reasons why belonging to the Institution 
is of little value. 

1. It is so easy to join the Institution. | 

2, No two members have been through the same course of 
training. : ! 

3. Influence has a lot to do with obtaining appointments. 

With reference to No. 3, the following will serve as an 
illustration. "The well-known firm of tramway contractors, 
Messrs. Rail Bond & Co., Ltd., are at the present time con- 
structing a tramway at Shingleton-on-Sea. That and the 
паше of the firm are noms-de-what you may call em; I 
do not give the proper names, for obvious reasons. Before 
work was started, a Mr. X applied with letters of iutro- 
duction to the firm for an appointment in connection with! 
this contract, but was told that, owing to the large staff, there 
was no vacancy, nor likely to be апу. бооп, however, after 
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work was begun, the son of the borough surveyor was taken 
on by the contractors, though he had neither previous 
experience nor three recent testimonials. Comment is 
needless. 

. Referring to No. 1, a short time ago I had occasion to 
go to an ironmonger's here, and was surprised to find in the 
shop the last number of the [.E.E. journal. On reference 
to the list of members, I find this gentleman is an Associate. 
It is to be hoped in the interests of the profession that the 
I.E.E. will soon draw up strict rules with to persons 
seeking election. | 
vincial " that some reduction should be made in the subscrip- 
tion for members residing a given distance from London. 


| Commonsense. 


P.S.—The I.Mech.E. sends out to members a list of 
persons seeking election; why does not the Т.Е.Е. ? 


Motor Load Factor y. Station Load Factor. 


There seems to be a delightful variety of ideas among our 
station engineers on the subject of tariffs. On the one hand, 
we find them giving discounts in direct proportion to the 
load factor of the individual consumer’s motor, thus in great 
measure neglecting the station load factor, and on the other 
hand, we have the “ Dundee " system of charging, which 
practically bases everything upon the station load factor. I 
submit that neither of these is right. I will, with your per- 
mission, Mr. Editor, try to formulate a simple hypothetical 
case to illustrate the various relations of motor load factor, 
diversity factor, station load factor (** Cromptonian " sense), 
and standing charges. | 
. Consider (1) a station which supplies 24 motors, each 
fully loaded throughout the 24 hours, Let the motors be of, 
say, 100 H.P. each. The station load factor is, here 100 per 
cent. ; the motor load factor, 100 per cent.; the diversity 
factor, unity. | 

Next consider (2) а smaller station snpplying the same 
24 motors, but in the following way. Each motor ошу runs 
for one hour, one motor being shut down before the next is 
started up. Неге the motor load factor is 4} per cent., 
instead of 100 per cent., the diversity factor is 24:0, and the 
station loud factor is 100 per cent. The station capacity is, 
however, now only 100 H.P.; so, to put things on all fours 
as far as the two stations are concerned, let the number of 
motors (J. e., consumers) be increased 24 times. 

We may then express results as follows :— 


Case (1). Case (2). 
Number of motors... m ou ut 24 576 
H. P. of each... T ich р "es 100 100 
Units sold per consumer per annum (say) 200,000 say 8,333 
Diversity factor .. Ж - T 1 24 
Motor load factor ... a 100% 44% = у; 
Station load factor 100% 100% 
Station H.P. 77 Te - 2,400 2,400 
Total units sold per ammm say, 4,800,000 4,800,000 
Total н.р. connected to mains 2,400 57,600 


Now consider the annual charges, and, for the sake of 
fixing proportions, take figures roughly as for Brighton in 
1900, and we have, say :— 
Case (2). 


Case (1). 
Interest, &c., charges on central station £10,000 £10,000 
Interest, &c., charges on feeders, mains, 
and service connections 10,000 50,000 
Management charges 1,000 say 2,000 


Clerical staff 1,2200 say 28,800 


Rates, taxes and insurance ; f 1,200 say 2, 400 
Motor readings and repairs... ... ie 1,000 sav 24,000 
Repairs to mains and service connections 1,500 say 7,000 


Net profit ... 0,000 say 5,000 


£31,400 £129,700 

Add :— Production costs at station 9,000 9,000 
Preparation costs at station (ex. manage- 

ment, &c.; | 10,000 10,000 

£50,400 — £14H,700 


Some engineers, who maintain that each consumer should 
pay an equal profit, would put the item for net profit in cuse 
(2) at £120,000, but to spare the feelings of those who 
object to such а course, we will assume that it is a constant 
sum ! 

The totals, it will be seen, are in the ratio 1 to 3, and as 
the total number of units sold in each case is the same, it 


I quite agree with © A.M.IE.E. Pro- 


follows that the average prices per unit must be fixed also in 
that ratio. 

Of course, it will be objected that the case is a purely 
imaginary and greatly exaggerated one; but it shows that 
motor load factor and station load factor must each be used 
with judgement, the one to determine charges outside the 
station, and the other those inside it. 

In actual practice it will be found that station load factor 
diminishes with a decreasing motor load factor, even though 
the motor connections be increased in the inverse ratio, ав 1 
have shown elsewhere. This would aggravate the cost per 
unit in case (2). 

A. M. Taylor. 

King's Heath, July 10th, 1905. 


= 


PARLIAMENTARY. 


The Telephone Agreement, 


(Mr. J. GAvEY'S evidence, continued.) 


On the question of the time required to erect a complete alter- 
native plant throughout the country, which the Corporation 
witnesses had estimated at four years or less (doubtless the opinion 
of their consulting engineer), the Witness thought that the latter 
had not given the question the consideration it deserved; a com- 
parison of the estimates which he had prepared with the results 
obtained in practice, showed that in the majority of cases 
the provision he had made at the outset had been found within a 
very brief period to be utterly inadequate for the requirements. 
Hasty and ill-considered designs for a wholesale replacement of the 
company's existing plant would result ultimately in a very large 
expenditure. If the work were done wisely and well, the time the 
winess had specified was noue too great. Proper buildings should be 
provided, and makeshifts avoided. Witnessthought that the need for 
a thoroughly effective survey of every large town had been over- 
looked; the expense and time devoted to this would be recouped 
many times in the ultimate development of the system. lt 
was rarely that a great enterprise was completed and ready for 
opening on the date fixed, and assuming that the plant were to be 
replaced, if 20 or 30 per cent. of the plant were not ready for use 
in 1911, the condition of things that would arise might well be 
imagined. His estimate was not hastily formed ; he had reported 
on the whole subject in 1896, when he suggested that action should 
be taken in 1904, and, with a full sense of his responsibility, he 
reaflirmed his statement as to the length of time that should be 
devoted to working out the scheme. There had been a good deal 
of misconception with regurd to cheap rates. So long as the great 
majority of users were large users, the flat rate was fair enough, but 
when the telephone reached small users, it ceased to be appropriate, 
as the large user got far more for his money than the small. The 
telephone service was not one which could be carried on wholesale 
eheaper than retail; the eost was about in proportion to the 
increased user by the subscriber. А really cheap servicé would be 
promoted by the use of some measured rate system, by which the 
large user would not be over-taxed, while the small one got bis 
telephone ав cheaply as possible. It was misleading to represent 
the advocates of a low flat rate as advocates of a cheap telephone, 
against those who advocated the more logical and scientific 
measured rate. The failure of the Post Office to establish exchanges 
in the provinees in competition with the company prior to 1900 
was due to the fact that the Post Office was not allowed to canvass 
for subscribers. Since 1900, many successful services had been 
established in the provinces. The witness negotiated the purchase 
of the trunk lines with the engineer of the company. The price 
was £459,114 3s. 7d., and he was confident that it was very 
moderate. Е 
Monday, July 10th. 


AT the sitting of the Committee on Monday, Mr. BaRINGTON SMITH, 
secretary to the Post. Otfice, continued his evidence, and. said that 
the statement of Mr. Stephenson as to charges wanted explanation. 
It would appear as if the Corporation charges at Glasgow and 
Brighton were £3 10s, as compared with £4 10s. by the Post 
Office, but asa matter of fact, the £4 10s. rate of the Post Office 
compared with the £5 rate of Brighton and Glasgow. It was said 
that it would be necessary for the Post Otlice to maintain the rates 
which the National Telephone Co. charged at present. That was 
not the case, Under the agreement in places where there was 
competition between the Post Office and the company, and where 
intercommunication was given, it was laid down that the rates 
should be fixed ; that the two parties should do their best to arrive 
at an agreement as to rates, and that if they failed to arrive at such 
an agreement, the matter should be referred. to the Treasury for 
final decision. Therefore there was no reason to suppose that the 
rates fixed in those places would be the rates at present charged by 
the company, and as a matter of fact, the Post Office was under no 
obligation to maintain the present rates at all. 

The CHatkMAN: It was suggested that large users would object 
to a measured rate. 

WITNESS said that it was quite natural that they should. Under 
the unlimited service rate the large user paid an insufficient sum, 
while the small user paid too much. If, therefore, the charge was 
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made in proportion to the extent to which the telephone was used, 
it was natural that the large consumer should dislike it. That, 
however, was not a reason why the measured system should be con- 
demned. . By giving an unlimited service there was no doubt they 
encouraged the user to make the best of his bargain, and they put 
no check on-the unnecessary and unprofitable use of the telephone. 
He claimed that the measured rate interested the user in economy, 
and tended to give a cheaper service. He thought there was no 
fear of the country being saddled for all time with a £10 rate for 
telephones, Even if the present Post Office rate were substituted 
for the company's rate, there would be a reduetion. 

The CHAIRMAN: You think that the present municipal experi- 
ence is too short to form a sound opinion as to the working of 
municipal telephones ? 

Witness said that was his opinion. In several particulars the 
cost of the telephone system was lower in the first than in suc- 
ceeding years. In some cases the maintenance of the plant was 
guaranteed by the contractor in the first year, and then, ayain, the 
wages and salaries of the operating staff were at their lowest point 
in the first year. As the system grew, the cost per subscriber grew. 
The number of calls by each subscriber tended to grow, because he 
eonld communicate with more subscribers, and there were more 
junction calls, which tended to increase the cost of operation. He 
bore out the statement of other witnesses that no undertaking was 
given to any municipal authority that its telephone licence would 
be renewed. ў 

Questioned as to the statements made by the municipal witnesses, 
that by the agreement the National Telephone Co. would be 
enabled to compete unfairly with municipal corporations, WITNESS 
said he believed that in several respects the company would, 
when the agreement came into force, be in a less favourable 
position for competing. In the first place, they would 
not have such a strong inducement to carry on active 
competition, because, even if they were successful in squeezing out 
the municipality, they would not reap the result of their success, 
since it would be open to the Post Office to take over the muni- 
cipal system and compete with the company on more favourable 
terms than the Corporation could, because then the company would 
be bound to give intercommunication. By the agreement, the 
Postmaster-General would have full right to compete by taking 
over the municipal system. Further, the Postmaster-General would 
have statutory powers with regard to underground works, and the 
company would not have any such powers except with the consent 
of the local authority, which, under the circumstances, they were 
not likely to get. The result, therefore, of the company squeezing 
out the municipality would be that the company would find substi- 
tuted for the municipality another competitor with more formidable 
powers, It had been stated that the company might raise their 
present rates in non-competitive areas, and so compensate them- 
selves for losses incurred where there was municipal competition, 
but the agrecment prevented them from raising their prices above 
the schedule, and the schedule prices were about those the company 
were now charging. The general conclusion he had drawn was that 
so far from placing the compemy in a better position for carrying 
on competition with the municipalities, the agreement would place 
the company under certain circumstances in a worse position. 

The CHAIRMAN: Іа reply to the municipal complaint that the 
agreement injures, or might injure, them, would your reply be that 
they are not 80 much injured but they are disappointed of obtaining 
certain things they would like to obtain ?—Yes: that appears to me 
to be the basis of the greater part of the municipal evidence. 

It has been said that the present capital of the company is 
watered, and that that constitutes an objection to the present agree- 
ment ?— My answer is that one of the advantages of the agreement 
is that it entirely sets on one side any question of the company’s 
capital. Nothing is to be purchased but tangible assets—the wires, 
instruments, buildings and lands—at their fair market value, with- 
out any allowance for compulsory purchase or profits. Therefore, 
in carrying out this purchase, the Postmaster-General would have 
absolutely nothing whatever to do with the company’s capital. 
How much water it contains is a matter with which we have abso- 
lutely nothing whatever to do. All the Postmaster-General is 


interested in is to see that he does not pay more than a fair price 
for what he buys. 


Continuing, WITNESS said there were other objections to the setting . 


up of an alternative system, besides the engineering difficulties. One 
thing was that it was doubtful if the Postmaster-General could give 
such a service without further powers as regarded wayleaves. 
Further, the Postmaster-General would have to create an engi- 
neering staff, and the result would be that in 1911 the company’s 
staff would be thrown out of employment, with nowhere to go to. 
By the agreement, the staff would come over to the Postmaster- 
General. Further than this, unless there was to be purchase it 
would, of course, be to the interests of the National Telephone Co. 
to get the last penny it could out of the service. It was not 
с that they would double their rates; and although they 
would lose many subscribers, yet others would be obliged to keep 
on, and the company’s expenses would be reduced. К. 

In cross-examination by Mr. Benn, WiTNESS said he knew 
nothing of what outside people thought of the agreement. The 
market price of the company’s stock might have appreciated, but 
Stock Exchange opinion was often erroneous. He denied that in 
any of the negotiations which had taken place the Post Office 
had done anything to enable the company to maintain its 
dividends. 

Mr. Kern Han: If Parliament refuses to sanction this agree- 
ment, has the Post Office any alternative scheme to put forward for 
continuing the telephone system in 1911 ?—In that event the only 
course would be to have a fresh agreement, or to put up an alternative 
system, to which there are grave objedtions. 


Mr. DaLZzBLL, on behalf of the Employés’ Association of the 
National Telephone Co., afterwards gave evidence, and asked that 
provision should be made in the agreement for continuity of service, 
compensation for loss of office, and superannuation on the same 
lines as G'overnment officials. ' | 


On Tuesday Mr. R. DarzELL was recalled. He said that he 


wished to emphasise the fact that the Postmaster-General had been . 


receiving each year, without incurring any risk or capital expendi- 
ture, a royalty of 10 per cent. on the company’s gross revenue from 
its exchange business, so that the staff had been working partly for 
the benefit of the Postmaster-General, and through the Postmaster- 
General, of the ratepayers. Already the Postmaster-General had 
received £1,800,000 in royalties. Witness proceeded to deal with 
the claims of the staff, which he said could be stated as follows: (a) 
Continuity of employ ment, with the benefit of past services for all 
members of the staff in the company's service immediately before 
December 31st, 1911; (ö) compensation for loss of office; (x) super- 
annuation for all members occupying a post or office which, if 
occupied in the permanent Civil Service of the State, would entitle 
the occupier to a superaunuation allowance, or receiving a salary of 
£100 per annum and upwards, Witness then proceeded to point 
out various clauses їп the agreement which, һе said, clashed with 
those claims. 


Evidence was also given by Mr. Vincent ALSOP, a member of the 


Staff Association. 


North-East London Railway Bill. 
Wednesday, July ЫЛ. 


Мв. ARNOLD HILLs was called as a witness on behalf of the oppo- 
sition of the Hammersmith and North-East London Tube pro- 
moters. He said that he had made every effort to get the scheme 
in which he was interested before Parliament, and had spent some- 
thing like £90,000 on its promotion. Referring to the omitted line 
to Tottenham, witness said that he could not see how the opening 
of the Great Northern and City line had affected that, for it served 
an entirely different district. Не did not object to the present 
Bill so long as it would not bar the construction of his own scheme, 
or as much of it as was coincident with it. Не saw no objectiou 
to a joint construction of the portion of the railway from the 
Monument to the Hackney Road. E | | 

Mr. Moon, K.C., then addressed the Committee on behalf of the 
promoters of the Hammersmith, City and North-East London Bill, 
pointing out to the Committee that the scheme did not carry out 
the requirements of the Traffic Commission. It would, he said iu 
conclusion, interfere with the intramural communication of the 
whole of London. 

The case for the Great Eastern Co. was then proceeded with, and 
Mr. J. F. S. Goopay, the general manager of the company, was 
called. 


| Thursday, July 6th. 


Col. YoRKE attended at the request of the Committee. He wished 
to express no distinct views on the Bill, but said that the Board of 
Trade held the view that the ordinary conditions of the Cheap 
Trains Act should apply to the scheme. In his opinion a 13 ft. 6 in. 
tube would have been better than the size proposed—11 ft. 8} in. 
The Board of Trade had never yet held an inquiry into an accident 
on a tube line. 

In reply to the Chairman, Sir Doveras Fox said that to increase 
the size of the tube from 11 ft. 8} in. to 13 ft. 6 in. would involve an 


extra cost of £185,000. To increase the size to 16 ft. would meam 


another £460,000. = 


Мт. SELLON was again called, and spoke as to the cost of working 
electric lines, and 

Mr. К. P. Brousson, the engineer to the Great Northern and City 
line, also gave evidence in support of the promoters’ scheme. 


Monday, July 10th. 


Nr. J. Е. S. Goopay, called on behalf of the Great Eastern Railway 
Co., said that that company had done all that it could to meet the 
increased traffic. He was sure that the line was not required, and 
could not see how it could pay. The Great Eastern Co. had, by 
widening and lengthening ite trains, greatly added to their carrying 
capacity, and it would in the future provide such further 
increased accommodation as would be necessary. 

Mr. CoNACHER, formerly manager to the Cambrian Railway, was 
called in support of the opposition, and 

Mr. W. FoRBES, the general manager of the London, Brighton 
and South Coast Railway, also gave evidence. Witness said that 
railway companies could not now derive profits from their short- 
distance traffic, but must rely upon the long-distance runs. 

Mr. FREEMAN, K.C., then addressed the Committee. 


Tuesday, July 11tÀ. 


On Tuesday, after hearing the conclusion of Mr. Freeman's case for 
the Great Eastern RailWay Co., the Committee considered the 
opposition of the London County Council. 

Іг. E. J. HARPER, the statistical officer to the Council, in giving 
evidence, dealt with the question of workmen’s fares, and Mr. 
MAURICE FITZMAURICE, the engineer to the Council, criticised the 
scheme from an engineering point of view. The latter witness said 
that the line should be so constructed as not in any way to interfere 
with future schemes of transit or drainage. 

Mr. Вліғоов Browns, K. C., having replied on the whole of the 
opposition, the CHAIRMAN ordered the room to be cleared. On the 
re-admission of parties, the chairman gave the following decision: 
—'' The Committee has come to the conclusion that it will pass the 
preamble of this Bill, but that it will put upon the promoters 
clauses to ensure that the promoters’ pair of tubes from the Monu- 


` 


ment to the Hackney Road shall be at such a depth as will admit 
of another pair above them. It will also put upon the promoters 
the obligation to find at least half their share capital within a 
eriod of one ycar from the passing of the Bill, and also to com- 
mence construction within two years of that date. The Committee 
is of opinion that if the contractors аге to take a portion of their 
payment in shares, only half the shares so taken shall count towards 
the amount of capital stipulated to be raised within the one ycar; 
but we are willing to hear counsel upon this point. The fares to 
Walthamstow must not exceed those of the Great Eastern Railway 
Co. As to the report of the Royal Commission on London Traffic, 
the Committee is of opinion that it will be available before the Bill 
leaves the House of Lords. Due consideration can be given there 
to any findings of the Commissioners which affect this project.” 
The Committee then adjourned. Clauses will be considered 
to-day. . 


- Metropolitan Electric Tramways Bill.—This Bill came before the 
Unopposed Bill Committee of the House of Lords on Tuesday. 
The proposal of the Bill is to authorise the widening of a number 
of streets in the parish of Edmonton, and to empower the com- 
pany to enter into agreements with the North Metropolitan Elec- 
tric Power Co., or any other authorised body, to supply electrical 
energy to the company. Formal evidence having been given, the 
Bill was ordered to proceed. 

Dublin United Tramways Bill.—This Bill, which is to authorise 
the transfer of the undertaking of the Dublin Western Tramways 
and the Dublin Sonthern Tramways Co. to the Dublin United 
Tramways. Co. was passed by the Unopposed Bills Committee of 
the House of Lords on Tuesday last. | 

Nottingham Corporation Tramways.—Mr. J. W. Wilson's Com- 
mittee, reporting on the Nottingham Corporation Bill, states that 
the Board of Trade pointed out that the proposed fareson through 
cars by Clause 18 would confer powers to charge in excess of those 
which have commonly been granted by Parliament in respect of 
tramways, but as similar powers were given to Leeds and Glasgow, 
they did not suggest any alteration. The Committee did not 
suggest any alteration in the clause. The Committee fixed 30 
years asthe period for the repayment of the £57,000 wanted for 
tramways. 

Airdrie Electric Lighting.—The Airdrie Corporation has given 
notice of its intention to oppose the Airdrie Burgh Electric 
Lighting Order, No. 8 Electric Light Confirmation Order Bill. 

. The London Electric Power Bills.—The following House of Com- 
mons Committee has been appointed to consider the Administrative 
County of Londoh and District Electric Power Bill:—Sir James 
Kitson (chairman), Sir John Stirling-Maxwell, Sir Francis Evans, 
and Mr. John Rutherford. 

Notice of opposition to the Central Electric Supply Bill has 
been given by the London County Council, St. Marylebone 
Borough Council; the Great Northern, Piccadilly and Brompton 
Railway; Baker Street and Waterloo Railway ; and the Charing 
Cross, Euston and Hampstead Railway Companies. 

The County of London Electric Supply Co.'s Bill will be opposed 
by the L.C.C. and the Camberwell Borough Council. i 


———— 


LEGAL. 


MipwOOD v. ConPonaTioN of MANCHESTER. 


THB Case of A. Н. Midwood & Co., Ltd., v. the Lord Mayor, 


Aldermen and Citizens of the City of Manchester, came before 
the Court of Appeal, consisting of the Master of the Rolls and 
Lords Justices Romer and Mathew, on Tuesday, on the application 
of the defendants for judgement or new trial on appeal from 
verdict and judgement at trial before Mr. Justice Lawrance and a 
special jury. The action was brought to recover £677 4s. 6d. 
damages sustained by the plaintiffs by the destruction and damage 
to their stock-in-trade merchandise and other property, No. 81, 
Fountain Street, Manchester, by a fire on May 24th, 1903, caused 
by the fusion of one or more electric cables or service lines belong- 
ing to the defendants, which fusion was alleged to be owing to a 
dangerous fault or leakage in the circuit in which the cables in Foun- 
tain Street were. Plaintiff further alleged that the defendants’ 
system of electric lighting constituted a nuisance. Defendants 
pleaded that the matters complained of were incidental to, or in- 
evitably resulted from, the due discharge of their public duty 
under the Electric Lighting Acts, for the result of which they were 
not responsible, and that the short-circuiting in their mains was 
not due to their negligence or the negligence of thoir servants, or 
the persons iu their employ. The jury found that the system 
adopted by the defendants constituted a nuisance by causing 
‘danger to persons having premises adjacent to the mains, that they 
were guilty of negligence in adopting their methods of localising 
and dealing with the fault, and that when they became aware 
of the fault they did not deal with it for the purpose of 
preventing fire in a reasonable and proper manner. On these 
findings his Lordship accordingly entered judgement for the 
plaintiffs for the amount claimed, with costs. Hence the present 
appeal. | 

Mr. Fletcher Moulton, K.C., and Mr. J. W. Gordon appeared for 
the appellants; and Sir Edward Clarke, K.C., Mr, Boustield, K.C., 
aud Mr. Wood Hill for the respondents, 
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Mr. Mourros, K.C., in opening the case, said that the Corpora- 
tion of Manchester had the electric supply, the gas supply, and the 
water supply in its own hands, and it was the undertaker of a 
provisional order granted to it for a supply of electricity. The first 
point which was raised in the case was whether the accident 
was due to any negligence on the part of the Corporation, and a 
still more serious point involved in the case was ay to whether or 
not the defendants were guilty of a nuisance in having their mains 
in the streets of the City of Manchester. Dealing with the ques- 
tions left to the jury, the learned counsel said that when he came 
to the question of nevligence, he should submit that there was not 
the slightest evidence of negligence at all on the part of the Cor- 
poration. If the system was a nuisance to the city, that would 
carry the verdict no doubt quite apart from any question of negli- 
gence. 

Lord Justice MaATHEW said that the quest ion appeared to turn 
on certain sections of the Act of Parliament. 

Mr. MOULTON agreed. He thought the plaintiffs admitted that 
the defendants’ system of laying mains was the best known, and 
that they had supplied с in accordance with the condi- 
tions laid down by the Board of Trade. He confessed he did not 
understand the finding of the jury, or the summing up of the 
learned judge, on the subject of nuisance. It appeared to him 
that the finding of the jury amounted to saying that the carrying 
out of the statutory duties was per se à nuisance, and he could not 
believe, if he established that that was the effect of the finding, that 
it was consistent with legislation. 

The learned counsel continuing, said the legislation with regard 
to electric lighting undertakings was based on two fundamental 
Acts of Parliament of 1882 and 1888, which were public general 
Acts. Under those Acts each particular undertaking bad to be 
authorised by a provisional order, which order was statutory as 
much as the Acts themselves. The position of an undertaker under 
such a provisional order was not that of a person who might, or 
might not, supply electricity as he liked. He was bound to supply 
to the public according to the provisions of the order, the obliga- 
tion of the supply beiug an absolute one on the undertaking. 
There were penalties for the failure of the supply ; Sec. 67, of the 
Act of 1888, stated that the undertakers should be answerable for 
all accidents, damages and injuries happening from an act of, or 
default of, the undertakers. That section, however, he submitted, 
referred to unlawful acts and defaults, and not to the 
proper carrying out of the undertaking. The regulations 
of the Board of Trade, which were made binding on the 


defeudants, required that the defendants should keep a con- : 


stant electrical pressure in all their mains. "lhey had to keep it 
constant and going day and night. ‘The system of supply adopted 
was the system of supply of every electrical undertaking, and was 
A svstem which had essentially at least two mains. "This system had. 
five. The whole idea of the electrical supply was to use two copper 
maius—one positive and the other negative—and there was an 
electrical pressure in the positive one, say 100 volts higher than iu 
the negative. These were laid all overthe town. Branches from them 
went into every house, and every lamp stood astraddle those 
mains. The consequence was that the little filament 
of each lamp was the means by which electricity ran 
from one main to the other. They must use both negative and 
positive mains, There must be metallic connection going into 
every house. For the purpose of saving copper in the mains, the 
system had been elaborated, and instead of having two mains they 
had three. Dr. Hopkinson had a more elaborate one, he had five 
wires. For the purpose of this case their Lordships might 
take it that these were all wires surrounded by india- 
rubber or some insulator, and they were buried in a 
trough filled with bitumen, so that the wires could not 
touch one another. He could not find that that was 
objected to. It was practically admitted that that was the 
way of laying the mains. It was absolutely essential that the elec- 
trical pressure should be constant. Defendants were only allowed 
to vary 2 per cent. from the standard over the whole area, In 
order that that might be so, it was essential to have the network of 
mains fed with electricity at а large number of points. The only 
objection raised to the system was this: It was suggested that the 
method of having the network all over the town made it ditlicult, 
if there should be a breakdown, to see where it was. In the present 
case there was a leak across the mains. On Sunday morning of 
May 24th, about half-past one, the instrument at the central 
station in Dickinson Street showed indications that a leak 
had broken out. Thereupon the mains engineor was tele- 
phoned for, and told that there was a leak somewhere. He 
telephoned back telling them to divide the system. The system 
then consisted of three districts—-the northern, central and south- 
eastern. Howard, the mains engincer, told them to divide the 
system by throwing off the south-eastern. That left the northern 
and the central united. The south-eastern had generators of its 
own. It received a supply from an outside station a long way off, 
which worked gencrators in the south-eastern. Howard then came 
down to Dickinson Street, and proceeded to separate the 
central and northern, but before he did that, he had to divide the 
supply so as to feed both. He was just doing this when 
someone said that smoke was seen coming from the pave- 
ment in Fountain Street. Howard jumped into a cab 
and went to Fountain Street in order to cut off the 
main, but just before he arrived the explosion had taken place 
Which caused the damage. He was going to show their Lordships 
that the defendants’ was the best system for finding where there 
was a leak and getting at it; and secondly, that on the night in 
question defendants did all that is was possible to do after the 
breakdown occurred. 

The hearing was adjourned. 

On Wednesday, Mr. FLETCHER Мосттох, continuing his argue 
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ments, said the system of interlinked circuits with feeders was 
unquestionably the best according to electrical knowledge and 
reliable expert evidence. He felt he was exaggerating the evidence 
against him when he took any notice of this point. The only 
person called to suggest there was another system gave a perfectly 
fanciful description of the Liverpool system. The system described 
by that witness was the worst system of maintaining pressure, and 
it had the disadvantage, if a fault occurred, of putting the whole 
region in darkness. It was too preposterous that the evidence of a 
man who had no extensive experience of works of this kind should 
be allowed to weigh in the decision of a point so grave as this. 
The Board of Trade had sanctioned this system, and the 
engineers . of two of the largest systems in London, 
as well as experts like Mr. Swinburne, had said that the 
system was the best for all purposes. There was fa 


obligation under the Board of Trade regulations and under 


the statute that the pressure must be kept. constant and not 
allowed to fall. A nuisance was a thing that must be abated. It 
must be removed. The statute did not allow the Corporation to 
remove this system. . 

Lord Justice ВомЕв: What is contended is that where you have 
a leakage like this resulting in cxplosion, that is a nuisance. If 
you let these things go om and pay no attention to such explosions, 
can they not stop you? | | 

Mr. Моогтох contended that if it turned out from thc evidence 
that they were carrying on their system in the best way possible 
there could be no nuisance. If negligence was proved, then, of 
course, the Corporation could be held liable. There could be no 
nuisance if they did in the ordinary way what they were obliged to 
do by statute. It had been suggested that what they were doing 
was analogous to storing gunpowder in a house without adequate 
protection. Unquestionably, the supply of electricity bad been of 
the very greatest benefit, and the risks of fire had been very largely 
diminished. Everyone appreciated the conveniences of electricity, 
but now it was said by the verdict in this case that the Corpora- 
tion, in giving this advantage to the public by the very best system 
they knew of, were creating a nuisance, because they had laid 
down electric power in all the streets. | 

Lord Justice MaTrHEW: Where is to be the limit? On that 
principle every electrical supply company would be liable to the 
same attack. 

Mr. MouLTON: Yes, absolutely. 

Lord Justice Romer : Is it said that your system necessitates such 
accidents as these ? 


Mr. MourToN: No. Ме say it is absolutely impossible to pre- 
vent occasional accidents. 

The learned counsel proceeding, argued that there must be a risk 
with every system, and that there was nothing in this case to show 
that there was a wanton tisk in connection with the Manchester 
system, or that that system was а nuisance. It was perfectly in- 
possible to work a large system and keep up the pressure adi 
over, unless they had a linked-up circuit. 

(То be continued.) 


Broce PrEBLES & Co., Lyp., v. Mica INSULATOR Co., LTD. 


Tms reclaiming note brought under review of the Court of Sessioti 
the interlocutor of Lord Stormonth-Darling, allowing proof in the 


action by the Mica Insulator Co., Ltd., against Bruce Peebles & Co., 


Ltd. The pursuers sued for £500 damages in respect of alleged 
breach of contract, aud also for interdict in respect of the alleged 
infringement of two patents for improvements in electrieal 
insulating sheets. The defenders denied the breach of contract, and 
disputed the validity of the patents on the ground of anticipatien 
and prior use. It was admitted that there must be a proof on the 
question of breach of contract, but on the other branch of the case 
the defenders maintained that the pursuers’ allegations were not 
relevant, in that they were wanting in sufficient specification to be 
remitted to probation. 

The Division gave effect to the defenders' contention, and the 
interlocutor of the Lord Ordinary was accordingly recalled and the 
case continued for 10 days in order that the pursuers might coa- 
sider whether they would amend their record or not.— Scotsman. 


British ELECTRIC Traction Co. e. CuapwELL—Tum BIDEFORÐ 
AND WESTWARD Ho TRAMWAY.. 


IN the King's Bench Division of the High Court of Justice om 
Monday and Tuosday, Mr. Justice Walton had again before him the 
action of the British Electric Traction Co. v. Chadwell, which was 
part heard before his Lordship on May 30th last; and reported ii 
the ErLEoTRICAL Review. The case arose out of a contract by the 
British Electric Traction Co., Ltd., and the Bideford and Westward 
Ho and Appledore Railway Co. with Mr. Charles Chadwell, con- 
tractor, of Blackburn, and the claim was for money expended by 
plaintiffs in completing certain works undertaken under an agree- 
ment dated February 9th, 1900. The plaintiffs said it was agreed 
between all the parties that in the event of the defendant wilfully 
making default in proceeding in due course with the execution of 
the works, which consisted of certain electric tramway constructions, 
the plaintiffs might complete them and recover any extra expense 
which they might incur. The plaintiffs claimed over £12,000, but 
after certain allowances had been made to the defendant for 
materials left on the ground, and other items, it was reduced to 
£8,690. When the сазе was before his Lordship in May last, the 


defendant did not appear, and he was now allowed to come inte 
Court and defend. | 


Mr. Llewellyn Davies and Mr. Jones now appeared for plaintiffs, 
and Mr. Ashton for the defendant. B 

Plaintiffs' case, put shortly, was that the defendant commenced 
the work in question, but that after a short-period, viz., on July 
16th, 1900, he ceased, with the result that plaintiffs had to 
continue and complete it; and they sued for the cost of doing this, 
less what had been allowed to the defendant. А 

Mr. ASHTON argued, and called witnesses in support of his con- 
tention, that the true construction of the agreement gave plaintiffs 
no power to remove the defendant from the execution of the work, 
which they purported to do, by giving him seven days’ notice. The 
defendant, he said, also contended that as plaintiffs had failed to 
obtain the approval of the Board of Trade and the Corporation of 
Bideford to the construction of certain portions of the Bideford 
Tramways, he was totally unable to continue the work, and he 
counterclaimed damages in consequence. 

There was a good deal of evidence called as to disputed accounts 
between the parties, and many details were gone into. 

Mr. Justice WALTON in the result entered judgement for 
plaintiffs for £7,500, with costs. 
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ROGERS v. THE Mayor, &c., oF CARDIFF. 


Tus case came before the Court of Appeal, consisting of Lord 
Justices Romer and Mathew, on Monday, on the application of the 
defendants for a stay of execution with regard: to costs, pending an 
аре from a judgement of the County Court Judge in favour of the 
plaintiff in arbitration proceedings under the Workmen's Com- 
pensation Act, 1897. 

‘Mr. BAILHACHE, for the defendants, said that the County Court 
Judge made an award in. the plaintiff's favour for 12s. 6d. a week 
during the continuance of the disablement, and he directed. that 
the defendants should pay the costs of the arbitration proceedings. 
Defendants did not ask for a stay with reference to the weekly 
compensation which they were paying, and were content to pay, to 
the plaintiff until the appeal could be heard. The defendants, 
however, asked for a stay with regard to the costs as the plaintiff's 
Solicitor had refused to give an undertaking to return them if the 
defendants appeal proved successful The learned, Counsel said 
that the Corporation ran their own electric tramway, and the 
plaintiff was а man who drove a tower-wagon about to attend to 
the overhead wires. The question to be decided was whether 
at the time of the accident he was engaged on, in, or about an 
engineering work" within the meaning of the Act. 


Their Lordships granted а stay of execution as to the costs as 
asked. | | 
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WaTER-ToBER BOILER CASES. 


IN the Chancery Division of the High Court of Justice on Monday 
(July 10th), in the cases of Spearing v. Babcock & Wilcox, Ltd., and 
Francis v. the same, Mr. Rurus Isaacs, K. C., on behalf of the 
plaintiffs, moved that these cases might be advanoed, or that the 
trial might be postponed so that Spearing's action might be tried 
immediately after the other. He said the object of the motion 
was to save expense, as one of the main issues involved the same 
evidence in each case. An action had been brought by Babcock 
and Wilcox against Bugden, Ltd., and Spearing, which had for its 
object to restrict the defendants from manufacturing water-tube 
boilers. The result of that action was а compromise. In these 
actions that compromise was impeached on the ground that certain 
material facts were not known to the plaintiffs. 

Mr. BuckMaSTER, K. C., for the defendants, opposed the applica- 
tion on the ground that there was no foundation for it. 

Mr. Justice BuckLEx dismissed the application, the costs to be 
the defendants' in any event, 


7 А 


NonrH-WxsT LoN DON ELECTRIC SUprrx Co., Їр, 


In the onse of Tucker v. this company, which came before Mr. 
Justice Swinfen Eady on Tuesday, the plaintiff, who is а debenture- 
holder, sought an order to enforce his security. 

Mr. Frank RUSSsELL said the plaintiff was the holder of 32 
debentures of £50 each, out of an issue of £30,000. Interest was 
due and owing for the half-year ending December 30th, 1903, and 
notice had been served calling in the principal moneys. There had 
been negotiations for the sale of the property, and a deposit had 
been paid, and it was hoped that by the time the purchase money 
was available for distribution among the dobenture-holders, the 
inquiries directed under, bis.Lcrdship' s order would be completed. 

His Losp$zmie. directed cértain M counts and inquiries to be 
taken, anu nde the usual'jtdgcment in a debenture-holder's 
action, The further consideration was adjoufned to Chambers, 
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British Motor-Cars.—It is satisfactory to note Шар in 
the recent series of reliability, non«step, speed and hill-climbing 
trials, British-made motor-cars have carried off all the premier 
honours. In the Scottish reliability trials a British сат, in addition 
to gaining'the full complement of marks—-viz., 1,000—nnd a non- 
‘stop certificate, also beat every foreign car by making the fastest. 
time on the combined hill climbs. This isa point well worthy of 


the attention of buyers of touring cars, as showing all-round 
excellence, 
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BUSINESS NOTES. 


Trolley Standard Earthing. — The dangers to 
passengers which may arise through leakage from the trolley head 
or cable to the standard оп a double-deck car are well known, and. 
one of the Board of Trade regulations issued in January last pro- 
vides for the earthing of the standard by a low resistance fuse or 
automatic switch, together with a warning signal bell which sounds 
when the fuse or switch opens. This kind of device, however, has 
the disadvantage that after the danger signal is given, some time 


must necessarily elapse before the trolley pole can be removed from . 


the wire, and during this interval accidents may happen. Earthing 
the standard by a direct connection is cer- 
tainly ‘an absolute protection, but has the 
drawback of putting a-dead earth on the 
trolley wire until the pole is removed, thus 
stopping the traffic on the sections con- 
nected with the same feeder, and when the 
pole has been pulled down, the car is help- 
less. Po obviate these difficulties, Mr. P. J. 
Pringle, engineer and manager of the 
Burton-upon-Trent Corporation tramways, 
has designed the automatic indicating and 
earthing device illustrated herewith. 

The earth lead from the trolley standard 
is taken to the terminal a, which is in 
connection with the switch contact B. The 
switch blade c pivoted on the screw D is 
directly connected to earth through a sole- 
noid attached to the back of the base board 
shown. в is the indicating lever, pivoted 
at F, and fitted at its lower end with a 
segment piece, and at its upper end with 
an indicating red flag and a catch piece, 
which engages in the armature G. The 
solenoid is wound round an iron core, 
and а is attached to its lower end, 
the upper. end being normally a short 
distance away from the pole-piece. When the lever E is in the 
position shown in fig. 1, the segment piece J prevents any movement 
of the earth switch handle H, making it impossible for the earth 
switch to be opened. Should a leak develop in the trolley standard 
and а small current pass to earth, the armature a is attracted, and 
releases the lever E, so that it falls into a half-cock position. It is 
held there so long. as the current continues to pass through the 
solenoid. When in this position the segment J still continues to 
lock the -switch handle н, otherwise it would be possible to open 
the earth switch in error before the trolley was removed from 
the wire. As soon as the indicator lever has got to the half-cock 
position, the red disk becomes visible, and the two contact springs 
to the left of the indicator lever are brought into contact, and ring 
either the car electric bell or a supplementary one. On the con- 
ductor removing.the trolley from the trolley wire, the armature 
а regains its normal position, and the indicator lever falls to full- 
cock, the bell continuing to be rung. 

The interlock is now taken off the handle н, and the earth switch 
can be opened. Once the handle н has-been pushed up (fig. 2), the 
earth switch is locked in the open position with the indicator at 
danger, and neither can be interfered with until the car has returned 
to depót for repairs. When the repair is completed, the indi- 
cator lever can be pushed into its normal position, as shown iu 
fig. 1, when it is interlocked again with the armature piece. 'The 
action of moving this lever releases the earth switch-blade, and a 
spring automatically pulls it into its normal position, causing the 
earth connection to be renewed. } 

In the event of the fault being a dead short, the circuit-breaker 
or breakers supplying the section on which the car is running come 
out, the solenoid is demagnetised, and the indicator lever falls at once 
to its full-cock position, the cycle of operations being the same as 
before. 

The solenoid, in an earthing device suited to the Burton-on-Trent 
tramways,-will operate with a leakage current of 3 to 4 amperes, 
and carry a short-circuit discharge current of 1,500 amperes. 

The usual custom, when a trolley standard has become alive, is to 
clear the top deck and proceed with the journey as far as is 
necessary, and then return to depét. It is always possible under 
these conditions for a passenger to ascend the top deck while the 
conductor's attention is withdrawn. To avoid this possibility Mr. 
Pringle has devised the use of chains or bars at the bottom of both 
staircases to prevent access to the top deck, in conjunction with 
а contact normally closed and in parallel with the bell operating 
contacts connected with the earthing switch blade. With this 
arrangement the bel ‚уоп Sontinuet to* ring until bpth staircases 
had been barred, the action оба фое ої der geress causing 
the bell contacts to become opened. Shod the earth switch be 
opened before the staiscages уеге barrad, the alarm would still con- 
tinue to ring, drawing thpqttantign of the tar аНердепі to this 
omission. "o Oe ee Bae эс ЖЕ 272 
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Dissolution, Liquidations, &c. — The partnership 
hitherto existing between Mr. R. G. TYLER and Mr. W. E. Duncan 
has been dissolved, owing to the latter having accepted an appoint- 
ment in Canada. Mr. Tyler has taken into partnership Mr. E. Н. 
FREEMAN, A. I. E. E., late of Johannesburg, and the firm will 
continue to carry on the business at 20, New Bridge Street, E.C., 
under the title of TYLER & Бвивмах. 

The блвстк-Ввклсіл ELEOTRIO CARS AND ACCUMULATORS, LTD. 
—On Tuesday the statutory meetings of the creditors, and share- 


holders of this company (in liquidation) were held before Mr. 
Winearls, Assistant Official Receiver. An approximate statcment 
of affairs was submitted showing total liabilities £3,284 15s. 6d. 
(unsecured £2,774 198.) and assets £71 28. 10d., after deducting 
£10 3s. 6d. for the preferential claims. The account with the 
contributories disclosed a deficiency of £2,773 98. 2d. The chair- 
man reported that the company was formed in October, 1904, with 
a capital of £20,000, divided into 2,000 shares of £10 each, for the 
purpose of dealing in motors, and to adopt au agreement dated 
October 13th, 1904, between Mr. Paul Verhaeghe and Mr. H. T. 
Page as trustee for the company. The only officer from whom the 
Officia] Receiver had been able to obtain information was Mr. 
Paul Mitton, the secretary. The only shares issued were the seven 
subscribed for by the signatories, six of whom had paid up 
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TROLLEY STANDARD EARTHING. 


£2 10s. Od. per share. The agreement between Messrs. Verhaeghe 
and Page was adopted by the cumpany, and provided for the 
purchase by the company from Mr. Verhaeghe of (1) the benefit of 
an agreement which he had entered into with Messrs. Garcin and 
Renault, of Paris, for the sole ageucy in the United Kingdom and 
the Colonies for Garcin-Renault cleetric cars and accumulators ; 
(2) four electric motor-cars, a carriage lift, and two Westinghouse 
generators; (3) goodwill of the business of motor-car and 
accessories dealer carried on by Mr. Verhaeghe at Addison Bridge, 
Kensington; and (4)the benefit of an agreement for the lease of 
the premises at 5, 6 and 7, Denman Street, W.C., for twenty-one 
years, at a rent of £1,200 per annum, increasing to £1,700 per 
annum. The consideration was £3,774, payable as to £3,174 in 
cash and £600 in shares, and Mr. Verhaeghe was to be managing 
director for five years at a salary of £480 per annum with a 
percentage of the prefits. In addition, 10,000 fr. iu cash were to be 
paid and 200 fully-paid shares were to be issued to Messrs, 
Garcin and Renault, of Paris, and 30 fully-paid shares to the 
landlord of the Denman Street premises. The company entered 
into possession of the premises in Denman Street, but 
was not executed, and no rent was paid. Mr. Verhaeghe 
resigned office on December 15th, 1904, and signed a document 
acknowledging that he had no claim against the company. On 
March 28th, 1905, execution was levied on the company's premises 
for rates, and one of the electric landaulettes and all the movable 
goods on the premises were seized and sold for £205. At the begin- 
ning of April the landlord distrained for £1,210, and seized another 
electric landaulette which had not yet been sold. At the date of 
the winding-up order the landlord claimed to be in possession of 
the premises, and that the carriage lift and generators were 
fixtures, and as such belonged to him. The remaining electric 
landaulette was stated to be held by the company's foreman, M. 
Paillot, who retained it as security for his claim against the com- 
pany. In the course of his efforts to trace the car, whose 
registered number was A 7,660, the Official Receiver was informed 
that M. Paillot had purchased the car for £200, which had been 
paid to Dr. Rene Lemaitre, à director, who claimed to be its 
owner. The Official Receiver had written to Dr. Lemaitre asking 
for information on the matter, but as yet he had received no reply. 
In the absence of а quorum, both meetings were formally adjourned 
for a week, when, unless resolutions are passed for the appointment 
of an outeide liquidator, the matter will remain in the hands of the 
Official Receiver. 

‚ YORKSHIRE ELECTRIC Tramways CONSTRUCTION  SYNDICATH, 
Ltp.—Creditors should send particulars of claims before August 
19th to the liquidator, Mr. W. Н. Andrews, of 14, Victoria Street, 
S.W. 

EDMONDSON ELEOTRICITY METER SYNDICATE, Lrp.—A general 
meeting of the company will be held at 1, Cheapside, Bradford, on 
August 14th, at 3 p.m., to hear the account of the winding up of the 
company from the liquidator. 


Catalogues, Lists, &e,—BniTISH JOHNS-MANVILLE 
Co., LTD., 81, Fenchurch Street, Е.С. A very complete series of 
catalogues, three of which relate exclusively to the Noark fuses, 
giving exhaustive particulars and price of fuses for 250, 600 and 
1,500—10,000 volts respectively; these are printed on paper 
coloured to correspond with the respective colours of the labels on 
the fuses in each section. A fourth (the principal) catalogue 
relates to Electrical Materials, and is a comprehensive list, with 


t 


à 


; ...... EE ITT ы ЕСЕ TORE 


Vol. 57. No. 1,442, Jurx 14, 1906.) 


THE ELECTRICAL REVIEW. 55 7 


deseriptions and prices, of trolley wire insulators, porcelain and 
glass line insulators, car heaters, third rail insulators and other 
traction and genéral accessories, well printed and strongly bound. 

BAXENDALE & Co., Miller Street, Manchester. A collection of 
lists and pamphlets relating to the Economical Turn-Down lamp, 
flexible cords, 500-volt ironclad switches and fuses, a new 
“ Prismatic ” electric light shade, cheap electroliers, “ Beamolite ” 
reflectors and Parlyphones, electric fans and machine tools. 

BarckE & Co., 27, Clement’s Lane, Е.С. Pamphlet relating to 
natural and fan draught cooling towers of wood and iron. 

Матов & CoursoN, Lrp., 47, King Street, Glasgow. Card 
giving particulars of the performance of a Pick-Quick coal-cutter, 
with calendar for July. ў | 

METALLIC SRAMLESS Tuse Co, Lrp., Wiggin Street, Bir- 
mingham. New price list of Metallic” steel conduits and 
accessories for electrical wiring, including fittings of various kinds, 
switches, distribution boards, tools, " Grip” fittings, &c., and a 
leaflet relating to “Metallic” fuse boxes in cast-iron cases, for 
pressures up to 500 volts. | | | 

Ногрех & Brooke, Lro., Sirius Works, Manchester. Abridged 
catalogue of appliances for steam-power plants, such as feed-water 
heaters, temperature controllers for hot water systems, separators, 


traps, injectors, stop valves, gauges, &c.; also separate leaflets 


relating to some of the above. 


TRADING AND MaNvurFacTuRING Co., Lro., Temple Bar House, 


E.C. Leaflets relating to the Patent Perpetual Pocket-book, ver- 
tical filing system, Dade" perpetual ledgers, &с. _. | 
ELECTRIC AND ORDNANCE AccEssORIES Co., Lp. Leaflets 
relating to electric fans, А.С. and р.с., and the Stellite medical coil. 
: SIEMENS BROS. & Co., Lro. Pamphlet V. M. За, describing the 


electric winding engines of the Siemens-Ilgner system, as installed: 
at the Zollern II. pit, the Government salt mines, &c. The 


pamphlet is handsomely produced, and contains half-tone illustra- 
tions and drawings. An interesting load diagram, taken from а 
Siemens-Ilgner winding engine, is given, showing the wide fluctua- 
tions of the load. 

STURTEVANT ENGINEERING Co., Lrp., 147, Queen Victoria Street, 
Е.С. Leaflets Nos. 10 and 20, relating to the Igranic ” motor- 
starting rheostats, overload and underload types, for which a reduc- 

tion in price is announced. | 
^. ARCHIBALD J. WnianT, Lro., 318, Upper Street, N. Removal 
sale list of new and second-hand electrical and other goods, includ- 
ing bells, indicators, batteries, dynamos, &c. | 

Messrs. ELLIoTT Bros. Catalogue of direct current electrical 
measuring instruments for switchboard and portable use. The 
instruments are entirely of British manufacture, and interchange- 
ability of parts has been made a special feature of their construc- 
tion, so that new shunts, resistances, &c., can be supplied without 
returning the instruments themselves. Тһе zero can 1n all cases be 
adjusted from outside without removal from the switchboard, and 
the finish can be chosen to match other fittings. 


The TELAUPAD SYNDICATE, Ltp., 10, Coleman Street, Е.С. List 


of London telephone subscribers using the “ Telaupad." 

Messrs. KnUPKA & Jacosy, 61-62, Watling Street, Е.С. Leaflet 
giving particulars of the Siemens tantalum lamp, from 11 с.р. at 50 
volts to 25 с.р. at 120 volts. 

Messrs. De Drox-BouroN, Lro., 10, Great Marlborough Street, 
W. Description and price list of dynamo-“ motor" combinations 
for electric lighting, &., stationary and portable, and belt 
pulley-“ motor" combinations for driving agricultural and other 
machines, motor" pumps, &c. 


Messrs. GRIFFITHS Bros. & Co., Macks Road, S.E. Cireular 


giving particulars of “ anti-sulphuric " enamel for protecting wood, 
metal, &c., against acid fumes, especially in battery rooms. | 

Messrs. Емп, Buscu OPTICAL Co., 35, Charles Street, Е.С. Lists 
of Busch photographic lenses, field glasses, camera fittings, 
cameras, &c. 

The BRrriSH ALUMINIUM Co., Lro. Particulars relating to the 
use of aluminium for electrical conductors, giving dimensions, 
weights and carrying capacities of cables from `02 to 1°67 sq. in., 
equal to copper cables from ‘012 to 1-00 sq. in. Interesting lists of 
actual power lines of aluminium, carrying up to 15,000 H.P., over 
distances up to 154 miles, and at pressures up to 60,000 volta. 
Aluminium sheets and tubes are also listed. | | 

THE METALLIC Part Co., Їтр.‚ Cardiff. Leaflets relating to 
metallic paints, black enamel, &c. 


Messrs. E. Goossens, Pork & Co., 5, Arthur Street, W. Leaflet _ 


describing the Johnson patent lamp cap, specially designed for 
temporary electric lighting purposes. | 

Тнв SUNDERLAND FORGE AND ENGINEERING Co., Ltp. Price 
list of “ Pallion” induction motors, a new series, for which special 
advantages are claimed—from 3 to 50 н.р. 


Bankruptcy Proceedings.—A. G. InriG.—At Guild- 
ford Bankruptcy Court on July 4th, Alec Gavan Inrig, electrical 
engineer, of Bruce Grove, Tottenham, and late of Calydon, Golds- 
worth Road, Woking, was examined. Debtor said that about £260 
out of his total liabilitics of £290 represented law costs. He had 
been in business at Woking asa consulting engineer, having no 
capital when he commenced. He had been bankrupt previously, 
and bis discharge was suspended fortwo years. Then his liabilities 
were over £4,000. He intimated that under the present failure 
there were debts due to the estate of £6,242. Mr. J. W. Brittin, 
assistant official receiver, said those debts were repudiated. The 
examination was adjourned until August 22nd. 

GERALD ALGAR.—The first meeting of creditors was held on 
Wednesday at the London Bankruptcy Court, before Mr. W. G. 
Williams, Assistant-Receiver, under the failure of Gerald Algar, 
known as Gerald Leslie, Denning Road, Hampstead, electrical 
engineer and amusement agent. The debtor states that during 


the last. two years he has engaged halls in provincial: towns and 
opened exhibitions and carnivals. . He owes £360 to two creditors 
who hired from him part of a hall at Portsmouth and erected а 
roundabout. He sued them for the rent, and they counterclaimed 
for breach of agreement on his part. They obtained a verdict for 
£95 and costs, and obtained a receiving order against him. The 
meeting was adjourned for a fortnight with a view to a settlement 
being madé between the parties. 

C. A. SwurrH, trading as C. J. Smith, electricign, at 23, King 
Street, Regent Street. Last day for receiving proofs, July 26th. 
Trustee, R. J. Ward, 2, Clement's Inn, W. CO. 


Imports of Foreign Electrical Machinery.—So far 
this year there has been a further falling off in the importation of 
foreign electrical machinery into this oountry. The imports in 
June last amounted to only £43,577 or £11,056 less than in the 
same month a year ago. The aggregate imports daring the six 
months ending with June are returned at £250,616, which compares 


with £269,444 in the corresponding period of last year and £313,002 


in the first half of 1903. 


Bombay Electric Supply and Tramways.—In con- 
nection: with the registration of a company to take over the 
concession for electric lighting and traction in Bombay, Mr. 
W. Gentry Bingham has written to the financial papers stating that 
he is taking proceedings to restrain the Corporation of Bombay 
from granting the concession to any company without his consent. 


Steam in Sewers.—The WESTMINSTER ELECTRICITY 
SuPPLY Co., the CHELSEA Exvecrriciry Suprty Go. and the 
QUEEN ANNE’s RESIDENTIAL Mansions AND Hore: Co., LID., 
were recently summoned for permitting waste steam or water of a 
higher temperature than 110° F. to flow into the sewers. Mr. H. C. 
Dumas, counsel for the London County Council, said there was 
extreme danger to the health and lives of the men employed in the 
sewers by incoming steam. For water to enter the sewers at 
110° was unpleasant to the men, and at 160° there was very great 
danger. In these cases the temperature of the water when tested 
ranged from 146° to 162° For the defence it was urged that the 
necessary apparatus was being provided to prevent a recurrence. 
The Westminster and Chelsea Companies were each fined £20 and 
£16 17s. costs, and the summonses against the Queen Anne’s Mansions 
Co. were adjourned. | 


An Electric Lamp Account.— Jack De Frece, licensee 
of the Metropole Theatre of Varieties, Camberwell, was sued at 
Lambeth County Court on Tuesday, before Judge Emden, by Wm. 
Goodson, trading as Goopsox & Co., 63, Finsbury Pavement, E. C., 
electrical engineers, to recover £7 7s., being the price of seven 
dozen Wallace lamps supplied in January last at 1s. 9d. each. Mr. 
De Frece alleged that he had been paying 1s. per lamp for South 
London lamps, and that he only agreed with plantiff's traveller to 
рау 88. per dozen for the Wallace lamps. Plaintiff swore that he 
himself paid 1s. 9d. each for the Wallace lamps, less 334 per cent., or 
1s. 2d. net. Mr. Willoughby, defendant’s manager, deposed that 
the average life of the lamps which used to be purchased at 1s. each 
was 1,000 hours. Those lamps were known as South London lamps. 
Some of the Wallace lamps only lasted 60 hours; only two 
now remained after 800 hours. They were now getting the South 
London lamps at 7d. each. He happened to be in a public house near 
the theatre some time ago, and overheard a conversation between 
Noakes, the theatre electrician, and Mr. Goodson. The former. 
asked, "When may I expect my little bit out of those Wallace 
lamps? and Mr. Goodson replied, “ I will send it on op Tuesday.” 

Mr. Goodson, recalled, stated that, although he recollected being 
in a public house with the theatre electrician, he could not call to 
mind the conversation sworn to. It was, however, the usual 
custom in the trade to pay electricians ld. per lamp on orders 
received. Judge Emden then entered judgement for defendant, on 


i 


the ground that the £3 Зв. paid into Court was sufficient. 


Constant Current Street Lighting.—During the last 
week Messrs. GILBERT Авс Lamp Co., Ltp., Chingford, have had 
on view at their works one of their special moving-coil constant 
current transformers, and series of arc lamps and apparatus, which 
they invited various people who might be interested to inspect, pre- 
viously to the dispatch of the apparatus to Melbourne for street 
lighting. | 


Telephone Installations.—We understand that the 
TELEPHONE AND ELECTRICAL INSTALLATION Co., of 11, Queen 
Victoria Street, E.C., with which Mr. Н. Bell, A.M.I.E.E., and Mr. 
Stanley C. Russ, late of the National Telephone Co., are now 
identified, has within the past month or two carried out a number 
of telephonic installations, including one for Madame Melba, the 
renowned prima donna. 


Carnival Illumination.—At a huge carnival held at 
the Bristol and Clifton Zoological Gardens in aid of the Bristol 
Royal Infirmary funds, the illuminations were carried out on an 
extensive plan, there being no fewer than 12,000 lights outlining 
the various buildings, tents, and the bridge across the lake, all wired 
on VERITY's pateut fairyland strip. Out of the 10 days allowed to 
carry out the wiring, four were wet, the men being unable to work. 
During the carnival week three days' rain were experienced without 
the slightest effect on the fairyland strip. Subsequently the whole 
of the strips, which were in lengths of 72 ft., were taken down in 
а day and a half. The supply was taken from the city alternating 
current system at 200 volts, Mr. W. H. Munton, of the Bristol 
Tramways Co., being responsible for carrying out the whole of 
the work. Not one of the many fuses used blew during the whole 
week, 
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Book Notices.— Wechselstromlechnik. By M. T. Zsakula. 
In four volumes, price 4 M. each. Vienna: A. Hartleben. These 
four volumes form yet another general treatise on alternate-current 
work, and, except as filling a gap in Hartleben's Elektrotechnische 
Bibliothek," to which series they belong, it is difficult to see what 
useful purpose they serve. The subject is treated much ав іп 
previous text-books, including the repetition of а good deal of 
historical information, but the mathematics 
reasonable bounds, and the graphical treatment is simple. Vol. I. 
deals with general principles, and with single-phase work ; Vol. II. 
with polyphase work and transmission lines; Vol. III. with alter- 
nators (principally single-phase oncs); and Vol. IV. with trans- 
formers and alternating motors. The portions dealing with 
measuring instruments, alternator and motor testing, and with the 
design of the various classes of alternatiug current machines are 
incomplete, whilst some other subjects, such as the effect of armature 
coil and pole span on the induced voltage, the working of syn- 
chronous motors, and the action of direct-current generators when 
used ав polyphase generators, are very fully gone into. Each 
volume is complete in itself, and is furnished with its own index, 
and with-a useful collection of the principal formule employed. 

"'The Theory of Experimental Electricity." By Wm. C. D. 
Whetham. Cambridge: The University Press. 8s. net. 

„Hydraulic Power Engineering.“ Ву G. Croydon Mark. 
London: Crosby Lockwood & Son. 108. 6d. net. 

* Electrical Instruments and Testing.“ By N. H. Schneider. 
London: E. and Е: ЇЧ. Spon. 4s. 6d. net. 

* Journal of the Institution of Electrical Engineers.” 
Vol. 35, June, 1905. London: E. and F. N. Spon. 5s. | 

» Principles of Electrical Power (Continuous Current) for 
Mechanical Engineers." Finsbury Technical Manuals. By A. Н. 
Bate. London: E.and F. N. Spon. 4s. 6d. net. 

Journal of the Western Society of Engineers.” 
June, 1905. Chicago: The Society. 50 cents. 

“The School of Mines Quarterly." Vol. XXVI, No. 3, April, 
1908. New York: Columbia University. 50 cents. 

“Year Book of the Armour Institute of Technology, 
Chicago: The Institute Press. 

“ Modern Lightning Conductors: An Illustrated Supplement to 
the Report of the Lightning Research Committee of 1905.“ By 
Killingworth Hedges. London: Crosby Lockwood & боп, 
6s. 6d. net. 

“ The Improvement of London Traffic.“ Paper read by Chas. S. 
Meik and W. Beer before the Society of Engineers on June 5th, 
1905. London: Р. 8. King & Son. 2s. net. 


The Telegraph Cable Export Trade.—June рбай to 
be rather a busy month in the export trade of this country in 
- telegraph cables and apparatus connected therewith, the ship- 
ments attaining a value of £157,326, or about three times those in 
the same month a year ago. For the six mouths ending with 
June, the returns first issued show that the shipments reached a 
total of £624,119, as against only £513,359 in the corresponding 
period of last year. The trade is, however, much quieter than in 
1903, in the first half of which the exports amounted to 
£1,438,854. 


The Transvaal.—The imports of electrical cables, wire 
and fittings, into the Transvaal during the three months ending 
with March last, attained a value of £46,000, as compares with 
only £19,000 in the corresponding quarter of 1904. 


Automobile Notes.—Lonpox.—The ELECTROMOBILE 
Co., Lrp., of Curzon Street, W., whose electric broughams have 
become a feature of the West End are now turning their attention 
to delivery vans, and have lately supplied a neat vehicle to V. 
Benoist, of Piccadilly, W. 

ARGENTINE REPUBLIC. —Quite a large number of electric motor 
broughams are now in use in Buenos Ayres, where 'several well- 
equipped garages and accumulator charging stations have recently 
been established with the view of hiring out such vehicles; a com- 
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pany has lately been formed in the city, under German auspices, ` 


aud with the title La Compania NACIONAL DE CaRRUJAs ELEC- 
TROMOVILES. 

IrTALY.—AÀ company has first been formed in Turin with a 
capital of £36,000, and the title La SOCIETA AUTOMOBILE KRIEGER, 
to build electrical motor-cars on the Krieger system in Italy. 


' Agricultural) Machinery. — At the annual Highland 
and Agricultural Society's Show in Glasgow, there were a number 
of interesting exhibits of electrical plant suitable for agricultural 
purposes. 

Messrs. CARRICK & RITCHIE, Edinburgh, had one of their com- 
bined turbines and dynamos, which, by the addition of an improved 
governor, allows the lamps to be run direct from the dynamo, no 
accumulators being necessary. This plaut is suitable for drivi ing 
thrashing or other “machinery, and ventilating fans, The “ACME” 
ENGINE Co., LTD., Shettleston, had a horizontal oil engine of 
40 B. H. P. coupled to a dynamo and fitted with electric ignition; this 
was arranged to work with produeer gas, and. has been sold to the 
Highland Railw: ay Co. for the purpose of ge nerating electricity at 
Dornoch Hotel. 


Santo Domingo.—In a recent dispatch, the British 
Consul reports that there is an opening for the building of a rail- 
way connecting the southern ports with the interior, where there 
are valuable forests of hard woods and pines. Other enterprises 
which would pay, would be the construction of an electric tramway 
in the same city, and the establishment of wireless telegraphy 


locally and in connection with the new stations in Puerto Rico aud 
other islands, 


is kept within 


апа Ogilvy, of Prudential Buildings, 


Outings.—On Saturday lust both the Bankside and 
Sumner" Street Works'of the STURTEVANT ENGINEERING Co., LTD., 
were shut down for the employes’ annual outing, the venue being 
Hastings. The party left London Bridge at 8.15 a.m., arriving at 
Hastings at about 10.30. They were met at the station by a number 
of brakes and taken for a drive in the country to Battle, returning to 
the Cricketers’ Hote) about one o'clock for dinner. At this function, 
after giving the toast “ The King," Mr. Gurry proposed “ Success 
$e the Sturtevant Engineering Co.,“ and tersely referred to the 
saccess and advancement of the Sturtevant Engineering Co., and to 
the greatly increased manufacturinꝑ facilities which they now have 
in this country, referring particularly to Bankside and Sumner 
Street Works. The toast was responded to bv Mr. Brooker. Mr. 
Holder (secretary) then read the report, which was satisfactory to 
all present. The party subsequently enjoyed the various amuse- 
ments to be found in Hastings, some of them forming small boating 
parties, after which the whole party partook of tea. Some returned 
by the 7.30 p.m. train to London Bridge, and the remainder by a 
later train, after having spent a most enjoyable day, the weather 
being all that could be desired. 


- Fire.—One of the most complete installations of electrical 


apparatus for medical treatment in Scotland, was hopelessly 
destroyed by fire recently at the Peebles Hy dropathic. 


Hundreds 
of visitors annually came to Peebles to receive special electrical 
treatment. 


Trade Announcements. — Messrs. JOHNSON AND 
PHILLIP S, of Charlton, Kent, have appointed Messrs. Guthrie Bros. 
Newcastle-on-Tyne, their sole - 
representatives for the Counties of Northumberland, Durham, 
Cumberland and Westmorland, with a view to giving increased 
attention to their business in th: it district. 

The offices of SIEMENS ELECTRIC APPLIANCES, LTp., have been 
removed, as from July Ist, 1905, to 12, Queen Anne's Gate, 
Westminster, to which address all future orders and correspondence 
should be directed. 

Mr. F. W. CARPENTER has opened an office and show room at 8, 
Cecil Court, Charing Cross Road, W.C., where will be kept а com- 
plete'stock of Van Raden’s woven glass accumulators, induction 
coils, magnetos, and other motor-car accessories. All orders for 
these goods should now be sent to this office, instead of to 
Coventry. N 
p The Dover business of Messrs. LEA & WARREN, electrical 
engineers, of Kettering, has been purchased by Mr. L. T. Young, 


. who will carry it on under the style of L. T. Young & Co. 


Mr. H. Moss has been appointed manager of the business of the 
METEOR ELECTRICAL ENGINEERING Co., 44, Swan Arcade, Bradford, 
апа the company will be pleased to be favoured with manu- 
facturers’ latest catalogues, price lists and discount sheets. 

CORRECTION.— The notice in our last issue concerning Mr. 


‘Oubridge should read ;—'* Mr. E. T. Oubridge has been appointed 


agent for cables, &c., 
AND Sons, Lp.“ 

The branch business at Bristol of the INprA-RUCBBER, Gra- 
PERCHA AND TELEGRAPH WORKS Co., Ltp., of Silvertown, has been 
removed from Clare Street, to 22, Victoria Street. 


for London for Messrs. I. FRANKENBURG 


Sale.—Notice is given in the London Gazette of the sale, 
pursuant to an order of the High Court, of the LINCOLN Exar- 
NEERING Wonxs, Chesterfield, on August 18. 


LIGHTING AND POWER NOTES. 


Aspull.—Tlhe U.D.C. has applied to the B. of T. for a 
further extension of time for carrying out the E. L. order, which it 
is proposed to hand over to the Wigan T.C. 


Birkenhead.—In a report of the audit of the Corpora- 
tion accounts for the financial year, 1904-5, it is stated that the 
Corporation holds £33,661 debenture, and £4,805 consolidated 
ordinary stock of the Mersey Railway Co., which has been received 
for compensation, &c., except a small amount specified. The profit 
on the tramways undertaking amounted to £1,894, which has been 
added tu the renewals account, bringing the total up to £10,550. 

he aecounts of the electric light undertaking showed an income of 
£13,322. The profit was 42,109. This sum had also been trans- 
ferred to the renewals account, which now stands at 44, 568. 


Bishop Auckland.—An agreement to transfer the 
powers of the County of Durham Electric Power Supply Co. to the 
Cleveland and Durham County Electric Power Co., has received the, 
consent of the U. D.C. The latter company basa station at Fvlands, 
near Auckland, aud contemplates a more energetic utilisation of its 
powers. 


Bognor.— The B. of T. has informed the U.D.C. that 
it intends to revoke the E. L. order granted six усагѕ ago, and has 
further declined to sanction the transfer of the order to a company. 
No fewer than five companies are applying for prov. orders for: 
electric lighting in the district. 


Brandon.—The County of Durham Electric Power 
Supply Co. has informed the Council that it intends applying for a 
prov. order to supply energy in Brandon'and Byshottles. 
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Brentwood.— The U. D. C. has received intimations that 
the United E. L. and Traction Со, and the Empire E. L. and Power 
Co. intend applying for Parliamentary sanction to supply energy 
within the district. 

Bristol.—The Corporation Electrical Committee has 
decided to reduce the price of energy from October next, from 5d. 
to 44d. per unit. 

Burnham.—The Slough and Datchet Electrio Supply 
rie intends applying for an electric lighting prov. order for tho 

istrict. A 


Caversham.—The Reading Electrical Supply Co. having 
intimated its intention to apply for a prov. order for E. L., the 
U.D.C. has decided before taking similar steps, that it will 
confer with representatives of the company on tho subjeot. 


Chertsey.— Messrs. Foote & Milne intend applying for 
a prov. order to supply energy to Chobham and Windlesham. 


Clacton.—No fewer than four companies have notified the 


U.D,C. of their intention to apply for prov. orders for electric 
‘lighting. 


Continental Notes,—Spain.—Application - has been 
made for a.concession to put down a plant to utilise the water 
power of the river Pedroso at Fuentelbaul (Burgos), for the 
generation of electrieal energy for lighting and power purposes. 

ITALY.—A company has just been formed in Verona with a capital 
of £12,000, and the title of La Societa per l'Impianto della Luce 
Elettrica, to establish and work a central electric lighting station 
in the town. 

La Societa delle Tramvie e Ferrovie Elettrichi di Rome has 
secured a concession to utilise the water power of the river Mariana 
at Grottaferrate, for the generation of electrical energy. 


Dorking.—A L.G.B. inquiry into the U.D.C.'s applica- 
tion for a loan of £12,000 for E.L. purposes was held on J uly 4th. 
There was no opposition, but the inspector criticised the increase 

of 25 per cent. on the estimated cost of the buildings. 


Dublin.—On the 10th inst. a resolution was passed by 
the Corporation in favour of extending the electric lighting system 
in the city at a cost of £100,000, and the L.G.B. will be approached 
for sanction to a loan. 


-Dunfermline.— This week a test was made at the 


new generating station of the Fife Electric Power Co. at 
Townhill, and it is expected that consumers will shortly. be 
supplied. 


Edinburgh.—The surplus on the past year’s working of 
the E.L. department is £21,140. 


Erith.—The U.D.C. has decided to supply energy for 


motive power in the daytime at a flat rate of 14d. per unit. 


Folkestone.—The local electricity supply шр, is to 
extend its powers to Cheriton. 


Frome.—The U.D.C. has applied for a loan of 2114 000 
for electricity purposes. The demand for energy is unprecedented 
fora town of the size of Frome, and, according to a local paper, 
Mr. Medhurst, the Council's consulting engineer, states, that the 
number of units now being sold equal that at Exetcr. 


Glasgow.—The Electricity Committee’s report for the 
year ending May 31st last show that the gross revenue amounted 
to £186,372, and the working expenses to £71,721, and after 
deducting interest on loans, amounting to £38,182, and £15,475 
for the sinking fund, there remains a balance on the year's working 
of £60,993. From this total there has been deducted £2 ‚876, being 
the proportion of the cost of lamps and fittings supplied to con- 
sumers consequent on change of voltage, and the net balance Over 
expenditure is thus £55,117. Of this balance the Committee has 
decided to write off £41,841 in name of depreciation from the several 
items of the capital account, being £7,726 over the ordinary amount 
written off, which would be £34,114. The depreciation is at the same 
rates per cent. as last year, with additional depreciation on the 
machinery and plant in Waterloo Street, Port Dundas, Pollokshaws 
Road and Kelvinside stations. This left a surplus on the year's 


operations of/£16,277, from which £3,554, the sum at debit of profit 


and loss account brought forward from lnst year has been deducted 
and there remains a sum of £12,723. The revenue account con- 
tinues to show favourable results. ‘The income has increased by 
£28,181, while the working charges have risen by £10,932. 'The cost of 
generation and distribution shows a slight decrease in proportion to 
the quantity generated, the economy showing principally in the 
items of fuel and repairs. The result of the increased revenue and 
relative reduction of costs is that the balance on the year's ordi- 
nary working is £60,993, as compared with £45,222 last year. The 
capital expenditure during the year amounted to £125,115, making 
the total capital expenditure as at May, 1905, after deduction of 
the depreciation referred to, £1,244,163. Oue interesting fcature 
in connection with the increased revenue is the large sale of energy 
for power. Energy is supplied for power purposes to all classes of 
trádes, but principally to the engineering and iron trades. Many 
consumers in these trades have discarded steam more or less 
in favour of electricity. . The favourable results of tbe year's 
operations have justified the Committee iu proposing a substantial 


reduction in the charges for energy used for private and stair 
lighting purposes, and the rates have been reduced from 6d. and 
1а. on the maximum demand system to 33d. for the first two 
hours and 1d. thereafter. For stair lighting purposes the charge 
has been reduced from 258. to 158. per annum, while the charges 
for motive power purposes remain as last year. The number of 
units sold to private consumers during the past year was 16,642, 253 
as compared with 13,604,119 шш {һе previous year, an increase. 
of 22:36 per cent. 


Gomersal.— The Yorkshire Electric Power Co. “Dar 


informed the Council of its intention to apply for a prov. order for 


the district, but before giving assent the Council decided to 


interview the company’s engineer. 


Gorton.—The U.D.C. has decided to accept the terms of 
the Manchester Corporation Electricity Committce to supply and 
maintain “Gilbert” arc lamps in certain streets at £8 cach per 
annum. 


Gov ал. The report for the year of the Corporation 
Electricity Department shows a credit balance of £411. ‘The energy 
E during the year amounted to 1,086,008 units as against 

894,702 units in the preceding year. The total capital скрыт 
to date is £85,206. 


Halesowen.—A prov. order for E.L. is being applied 
for by the Empire E. L. and Power Co. 


Harrogate.— The working of the electrical department 
during the last 12 months has resulted in a net profit of over 
£3,000, after meeting all working and financial charges, and кан 
£500 to the reserve fund, 


Hastings.—The T.C. has applied to the L.G.B. for Y 
loan of £2,000 for electricity purposes. Of this, £1,100 is for 
moters, £600 for transformers and £300 for instrumenta, 


Horwich.—The U.D.C. has consented to Bolton — 
ing energy within its area, until such time as the Council can оа 
а supply itself. 


India.— BougA v. — А recent issue of the Bombay y 
Government Gazette contains 34 pages of particulars concerning the 
licence for the supply of energy within the city, town and island of 
Bombay for all purposes save electric traction, to the Brush Elec- 
trical Engineering Co. The area of supply covers the whole of the 
municipal area, with the exception of cvery cantonment, fortress, 
arsenal, factory, dockyard and camp, and building or place in the 
oceufiation of Government for naval or military purposes situate 
within, or partly within such area. There is a smaller compulsory 
area within which mains must be laid and distribution commenced 
within two years from the granting of the licence. Considerable 
latitude is allowed to the licensees with regard to the system which 
they may adopt. Clauses cover (a) the right of purchasing the 
undertaking from the licensees by the’Corporation r by the Local 
Government, which is only exercisable at the end of 42 years from 
the commencement of the licence or at the end of each subsequent 
period of 10 years; (b) the right of the licensees to transfer the 
whole of the undertaking for which the licence is granted, to a 
limited liability company, subject to the Local Government being 
satisfied with the financial status of the purchasing company ; and 
(c) a maximum scale of charges for any amount up to 40 units for 
all purposes, 20 rupees, and for each unit over 40 units, 8 annas per 
unit. 

LAHORE. — The conversion to electio driving of (ha^ Labore 
locomotive workshops of the North-Western (State) Railway is at 
last to be commenced. — A start is being made on a moderate scale, 
but large extensions are to be carried out. The plant, now under con- 
sideration, for which tenders will very shortly be invited, comprises 
two 120-Kw. generators, high-speed engines, water-tube boilers and 
the usual power house equipment and accessories, including an 
induced draught plant. There is some 120 B. H. P. 'of motors for 
the machine shops, four 40-ton cranes and sundry portable electric 
tools for a large new erecting shop, now being built. The supply is 
direct current at 440 volts. Further large extensions are in imme- 
diate contemplation, which will include two 250-Kw. units, some 800 
B.H.P. of motors, and six electric travellers of 5 and 10-ton capacity. 
A large expenditure on machine tools is also under consideration, the 
intention being to more than double the present output of the Lahore 
shops. This expenditure is urgently called for by the fact that the 
present facilities are quite inadequate for the needs of this 
great railway system, which operates over 4,000 miles of open line, 
and on which the volume of trattic has, during the last three or four 
years, advanced with great rapidity. The electrical engineer to 
the railway, Mr. G. E. Wright, is on his way home. 


Ipswich.—On July 7th a L.G.B. inquiry was held into 
the application of the T.C. for loans of £2,438 for a 360-н.р. set, 
extension of the switchboard and pipework, &c.; and £12,851 for 
other electricity purposes. "There was no opposition. 


Kirkealdy.—The deficit on the tramways for the past 
year was £1,500, and on the electric lighting £400. | 


Ledbury.—The U.D.C. has decided to take no action 
with reference to Messrs. Foote & Milne’s application for a prov. 
order for electric lighting. 


London.—St. Pancras.—Owing to the fact that the 
Administrative Power Bill proposes supplying energy for power 
purposes on a scale of charges which undercuts. the B.C.’s tariff 
from 6 hours use per day and upwards, the Lighting Committee 
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proposes to amend ite charges as follows:—(a) That the present 
rate of 1d. perunit for energy for motive power be amended by the 
adoption of the following scale of charges:—From 1 to 5 hours’ 
daily use, 1d. per unit ; 6 hours, 0°94d.; 8 hours, 0:83d. ; 10 hours, 
0°76d.; 12 hours, 0°72d.; 18 hours, 0:64d.; and 24 hours, 0:609d. 
(b) That from August Ist, 1905, proprietors of factories using 
energy for power purposes, be allowed to light their premises at 
ld. per unit up to 20 per cent. of the units they have used for 
ower. 

i FurHaM.—The B.C. intends shortly to apply to the L. C. C. for a 
о £63,328, to be taken up in three instalments, for electrical 
works. 

НАСЕкКЕҮ.—ТМе Electric Lighting Committee of the B.C. has 
resolved, subject to the usual sanction, to adopt, as a revised rate 
for power supply, a fixed charge of £1 per quarter per Kw. of 
maximum power required, and $d. per unit for energy supplied. 
The annual progress of the power demand in Hackney has been as 
follows:—At March 31st, 1902, 11 motors of 24.H.P.; 1903, 48 
motors of 260 H..; 1904, 178 motors of 614 H. p.; 1905, 223 motors 
of 797 Н.Р. 

The Committee having studied the various electrical power Bills, 
has noted that the prices scheduled have been based on a sliding 
scale dependent upon the number of hours’ use of the maximum 
demand, and the system is similar tothat on which the charges at 
Hackney are based. 


IsLINGTON.—At the meeting of the B.C. on Friday last, the Light- 


* 


ing Committee brought forward the following recommendations:— : 


(a) That the present sliding scale of 7d. per unit for the first 
hour's daily use of the maximum demand in the quarter, and 
4d. per unit for all consumption beyond, be altered to a 
sliding scale of 7d. and 3d. per unit respectively. (b) That the 
present uniform rate of 5d. per unit for lighting be reduced 
to 4d. per unit. (c) That the price of electricity to private 
consumers for arc lighting purposes be 34d. per unit. (d) That the 
present rates for the supply of electricity for power, heating and 
cooking purposes bé altered from 2d., 14d. and 14d. to an uniform 
rate of id. per unit. (e) That the time limit in the case of supply 
of electricity for power be abolished and that the rate be uniform 
throughout the 24 hours. (/) That a discount of 24 per cent. be 
allowed on all quarterly accounts exceeding £5, and of 5 per cent. 
on all quarterly accounts exceeding £10, provided such accounts are 
paid within 14 days of presentation. (g) That the foregoing 
charges take effect as from the end of the next September quarter. 
A long debate ensued upon a proposal to refer back the whole 
matter so that reports from the borough treasurer and the electrical 
engineer might be submitted, showing the effect of the proposed 
reductions upon the financial position of the electric lighting 
undertaking. It was argued that it was essential that reductions 
should be made at once to fight the Administrative Co.'s"pro- 

в. One member, however, ventured to welcome a company 
which could supply for ld., energy which cost the Council itself 
3d. per unit. The amendment to refer the matter back was 
eventually carried by a large majority. 

STEPNEY.—The B.C. has ratified an agreement with the Adminis- 
trative County of London Power Co., whereby the Council's opposi- 
tion to the company's Bill is compromised or withdrawn. The 
principal heads of the agreement are as follows :—The Council—(a) 
To use all the energy which the plant that the Council's station is 
capable of accommodating, will produce. (b) To supply any consumer 
within the Council’s authorised area of supply except railways. The 
Company—(a) To supply, in bulk, the energy that may be required 
by the Council beyond this. (Б) To supply railways only. It is 
further agreed that the Council may require the company to pur- 
chase a portion of Blyth’s Wharf, which has been acquired as a site 
for another generating station. The Council has also, under the 
terms of the compromise, the right of asking the Board of Trade 
for a reduction in price at the end of each period of five years. 
The terms are to remain in force for a period of 50 years. In 
the event of the Council determining the agreement, it is to 
pay the company such sum as may be required to cover the 
unredeemed portion of the special plant and mains used to supply 
Stepney, the life of the plant being taken as 25 years. The com- 
pany has undertaken to pay the Council’s taxed costs of its 
opposition to the company’s Bill in the House of Lords. The ful- 
filment of the above is subject to the passing into law of the com- 
pany’s Bill. 

. WESTMINSTEB.—The Charing Cross Co. has agreed to supply 
energy to the Council at 23d. for lighting and 2d. for power, for 
three years, and a contract is to be entered into on these terms. 

L.C.C.—At the meeting on Tuesday it was resolved to advance 
£8,830 to the Battersea B.C. for electric lighting purposes, and 
£6,796 to Bermondsey for extension of works. | 


Manchester.— From the annual report of the E.L. Depart- 
ment, we gather that the total output of electricity from the Cor- 
poration works during the past year ending March 31st reached the 
high figure of 41,170,721 units, or 8,559,799 units more than in the 
previous year, the increase being 22°17 per cent. The quantity 
measured and accounted for was 36,979,552 units, showing a 
difference of 10,191,169 units, or 21:60 per cent., being the quantity 
used in distribution or otherwise not accounted for. The mains laid 
up to March 31st last measured 292 miles 165 yards. The income 
last year reached £302,200, including £182,560 for lighting and 
power, and £117,590 for traction. The working expenditure was 
£174,320, and, after interest on the mortgage debt and the sinking 
fund have been provided for, there remains a net surplus of £4,544. 
The reserve fund at the beginning of the financial year stood at 
£32,561, but now only amounts to £20,387, the decrease being 
mainly due to expenditure in respect of vibration and explosion 


lawsuits. The capital outlay shows a total at March 31st, 1905, of 
£2,199,689. 


Application has been made to the L.G.B. for further borrowing 
powers to the extent of £60,000, for additional machinery to be 
erected at several of the distributing sub-stations. | 

It is proposed to reduce the price of energy supplied for 
lighting purposes, and the Council will be asked to sanction a 
reduction to short-hour consumers from 54d. to 44d. per unit, to 
take effect from September 29th next. ‘An agreement has been 
entered into with the Gorton U.D.C. to take over its prov. order 
for the supply of electricity in that district. 

At the Dickinson Street generating station, substantial progress 
has been made with the erection e£ the two 750-Kw. Parsons- 
Siemens turbo-generators. These sets will supersede several belt- 
driven sets of smaller size, which have been sold. The erection 
and equipment of the additional 12,000-H.». installation at the 
Stuart Street generating station has made steady progress; the 
two 6,000 н.р. generators are practically complete and ready for 
running. А large number of feeder-ducts are being laid from 
Dickinson Street works to various parts of the city, in readiness to 
meet the increased demands for next winter. 


Market Harborough.—A private company having 
informed the U.D.C. that it intends applying for a prov. order, 
the Council has intimated that it will oppose any such 
application. 


Melbourne.—The Sydney Daly Telegraph of May 26th 
states, in reference to the maximum demand system of charging for 
electric light, that a writ has been issued against the City Corpora- 
tion on behalf of the Metropolitan Gas Co., claiming an injunction 


to restrain the Corporation from charging for energy except at 
uniform rates. 


Middlesbrough.—The E.L. Committee reports to the 


T.C. that the net profit on the electricity undertaking for the past 
year amounts to £766. 


Motherwell.—The T.C. has agreed to the following 
reduction in charges to consumers: That all energy for power over 
25,000 units per quarter be charged at the rate of #4. per unit. 


Newport.—In reply to the South Wales El. Power 
Distribution Co., which isanxious to supply certain consumers within 
the area at 2d. per unit, the E.L. Committee states that it is not 
prepared to give its consent, being itself in a position to furnish a 
supply on reasonable terms. 


Oakengates (Salop).—Mossrs. Baker, Lees & Co. have 
informed the U.D.C. that they intend applying for a prov. order 
for electric light on behalf of the Shropshire and Worcestershire 


Electric Power Co. The Council has decided to take no action in 
the matter. 


Pontefract.—A prov. order for E. L. is being promoted 
by a private company. 


Provisional Orders. — The annual report of the B. of T. 
for 1904 shows that 74 prov. orders were applied for, 65 made by 
the Board, and 57 confirmed by Parliament. Since 1882, 1,171 
orders have been applied for, 925 made, 909 confirmed by Parlia- 
ment, and 172 revoked or repealed. 


Redcar.—The U.D.C. has declined to treat with the United 
Electric Construction Syndicate with respect to the latter taking 
over the Council's E.L. order, obtained four years ago; it is now 


negotiating with the Cleveland and Durham County Electric 
Power Co. for a supply in bulk. 


Sheffield.— Mr. S. E. Fedden has issued a pamphlet on 
the prevention of down draughts in public buildings, and invites 
inquiries from places within the borough suffering from this incon- 
venience. By suitable disposition of electric radiators, this can be 
ensily and cheaply overcome. 


Southport.—Flame arc lamps are to be substituted for 
the present arc lamps in Lord Street, which have been in operation 
10 years. The standards have been raised an additional 3 ft. 6 in., 
and considerable alteration to the present arc lighting mains has 
been necessitated. 


Sowerby Bridge.—Tlie B. of T. has sanctioned a supply 
of energy in bulk being obtained by the U.D.C. from the Yorkshire 
Electric Power Co. for the purpose of carrying out the E.L. order. 


Spennymoor.—The U.D.C. has aceepted the tender of 
the Northern Counties Electricity Supply Co., for lighting 
the district for one year at £2 5s. per lamp. Two gas companies 
tendered at £2 19s. 6d. aud £3 per lamp respectively. 


Nudbury.—Acting on counsel's opinion, the Т.С. has 
decided not to appeal against the decision in the recent law action 
against the Empire E. L. Co., and has paid the taxed costs of the 
company, which amount to £79. 


Swansea,—The Corporation E.L. and Tramways Com- 
mittee has recommended the T.C. to refuse permission to the 
South Wales Electrical Power Distribution Co. to supply energy 
for power purposes to works within the borough, at #d. per unit. 


Swindon.—The T.C. has authorised extensions of the 
E.L. mains at an estimated cost of £3,921. 


(Continued on page 63.) 
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THE CALCUTTA ELECTRIC TRAMWAYS. 


THE Calcutta Tramways system is the largest and most 


important of the tramway systems in the East, and it 


possesses more than usual interest, having regard to the con- 
ditions under which it operates. 

The city lies low, and an extensive system of artificial 
drainage has been adopted. This, however, is not nearly 
sufficient to cope with the extraordinary downpours during 
the rainy season, which flood the streets in certain sections of 
the city for the greater part of. the day, sometimes to а 


peopled, but the southern European residential area is 
traversed by wide and well paved roads. 

The first tramway company was registered in England on 
December 23rd, 1880, and operated its system by steam trains 
on the Kidderpore section, and horse cars on the remaining 
section, until 1901, when the original concession expired. In 
1899 an agreement was entered into with the Corporation, 
whereby the company was granted a new concession for 30 
years from January Ist, 1901, in consideration of the con- 


Fic. 1.—GENERAL VIEW OF ENGINE ROOM, SHOWING 


depth of 2 ft. Further difficulty is encountered from the severe 
wind-storms, approximating to cyclones, which sweep over the 
city at the beginning and the close of the rainy season, which 
lasts from the middle of June to the end of September. 

Calcutta is divided into three natural parts :—The 
European business district; the native residential and 
business district ; and the European residential district. 

The total population, with certain adjoining suburbs, is 
about 1,000,000, but this does not include the municipality of 
Howrah, located on the opposite side of the Hooghly River, 
with a population of 157,594, nor two other suburbs 
which will soon come within the tramway zone, and which 
have an additional population of 51,806. The total popu- 
lation can thus be put down at 1} million. 

In the native town the streets are narrow and densely 


YaATES^& THom—Dick KERR GENERATING PLANT. 


version of the system from horse to electric traction within 
three years. | | 
The electrification of the system was undertaken by Messrs. 
Dick, Kerr & Co., of London and Preston, who carried out 
all the work except the buildings and the reconstruction of 
the permanent way, this being done by the company. itself. 


All the rails, iron work, bonds, &c., for the permanent way 


work, were. however, furnished by the above firm. 

The present tramway routes, covering a total length of 23 
route miles (double track throughout), all radiate from one 
small section of the city, where the majority of the Govern- 
ment offices and European business houses are located. The 
cars on the various lines are run to either one of two ter- 
mini, one being at the loop near the High Court, and 


the second, the Esplanade Junction, shown in fig. 4, 
F ] 
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which forms the connection between the northern and 
southern lines. The number of cars at these two 
pointe during the rush hours is very large, amounting 
on a average to: High Court, 750; Esplanade junction, 
1,150. 

The northern section of the city is served by three routes ; 


| та. 2, — CALGUTTA TRAMWAYS POWER STATION. 


the central portion by three; and the southern portion 
(including suburbs) by two, all double track. 

There are eight main routes, and these, with two excep- 
tions, can be considered city lines. The Chowringhee line 
runs southward to а densely populated suburb, Bhowanipore, 
touching upon the way the western extremity of the European 
residential zone. 
On this route is 
also located. a famous 
Hindoo temple, which 
attracts * а constant 
native. traffic through- 
out the year, and 
. during. certain holy 
festiv als the service has 
to be doubled to. eope 
with the rush. 

The line ёо Kidder- 
pore which feeds the 
populated. suburb 
which lies to the south 
near the river, caters 
for the large traffic 
between the extensive 
docks and Calcutta, 
and derives а large 
traffic from the гасе 
meetings which. аге 
held on the Maidan. 

The first line under 
electric traction in 
Caleutta was open for 
regular service on 
March. 27th, 1902, 
and the entire system 
was. operated elec- 
trically оп November 
20th, 1902. An ex- 


When converting from horse to electric traction, it was 
decided to adopt the train system, consisting of one motor 
and one trailer car ; the former serves first- -class passengers 
represented by Europeans and well- to-do natives who 
previously never made use of the tramways, and the latter 
provides accommodation for the old patrons. This system 
made it necessary to construct loops or 
triangles at various points on the routes 
for the turning of the trains. 

The car service, or rather train service, 
regulated carefully according to require- 
ments, begins at 5 a.m. and ends at 
10.30 p.m. The native being an early 
riser, traffic begins quite briskly in the 
morning, takes a sudden rise at 9.30 to 
11 a.m. during the office traffic, falls 
off during the afternoon, increases rapidly 
again at 4. 30 for the return office traffic, 
and is practically finished at 9.30 in 
the evening, since the native travels 
about but very little at night. 

The maximum number of trains that 
is operated at the same time during an 
ordinary week-day, on the present 
46 miles of track, is 132; this number 
is incrensed to 145 on race days, 
and during the Pujah festival of 
the Hindus (which corresponds to some 
extent with our Christmas in import- 
ance), the then full equipment of 151 
trains was required, the traffic to the 
temple at Kalighat, from all parts of the city, being very 
large. 

The traffic staff is all native with the exception of the 
superintendent and his two first assistants, who are 
Europeans. 

A few traffic results are herewith given, which are of 


ceptionally large in— Fic. 3.— VIEW OF THE MAIN SWITCHBOARD. 


crease of traffic, imme- 

diately followed the opening of each section, which, however, 
was to be expected, since under the steam and horse traction, 
there was only one class of passengers. Owing to the severe 
-climatic conditions of excessive heat and humidity prevalent 
in Calcutta during the summer months, and the consequent 
exhaustion of the horses, even this second-class service was 
not nearly sufficient to cater efficiently to the riding public. 
The total traffic revenue increase with electric traction over 
e of horse traction, after two years of operation, is about 

9 per cent. 


interest for comparative purposes with those found in the 


West :— 
Total number of passengers carried per year... 21,000,000 
Total yearly train-miles run... m" ... 3,300,000 
Passengers per train-mile ез $e 64 
Average distance travelled per passenger . 2to 2? miles 
Average fare per passenger ios 1:46d. 
Traflic operating expense per train-mile sis 1°25d. 


The operating expenditure per train - mile of 
about 1:254. includes salaries and expenses for the 
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superintendent, assistants, motormen and conductors, regu- 


lators, starters, cashiers, &c. 


rails. 


The setts are bedded in sand and grouted with 


four parts of river sand and one of Portland cement. 


CALCUTTA 


A considerable 
portion of the track 
in the early days 
of the company was 
single with. turn- 
outs. This was 
found to be very 
unsatisfactory, and 
it was therefore 
gradually doubled 
throughout, the last 
route dealt with 
being the Kidder- 
pore section, just 
before the . intro- 
duction of electric 
traction. 

The gaugé of the 
track is the stan- 
dard 4 ft. 84 in. 
The girder rail was 
substituted for 
the old box rail 
throughout, the 
weight being on the 
first sections 95 lb. 
per yard, with z in. 
and z in. groove, 
and oh the more 
recent sections . a 
101 Ib. rail with 14 in. groove. The 
usual. tie-bar construction is employed, 
five bars being provided on an average, 
per rail length of 30 ft. 

Two No. 0000 B. & S. Neptune bonds 
are used for every joint, and the track 
is adequately cross-bonded. 

The rail is bedded on a lime con- 
crete stringer, having a width of 16 in. 
and a depth of 9 in. "This concrete is 
made up of 10 parts of broken brick, 
three parts of ground brick and two 
parts of slaked lime; this method of 
making up concrete is prevalent in 
Caleutta, since broken stone is expensive 
and the high price of Portland cement 
prohibits its use in this connection. 

The edges of the rails on all lines in 
the city are paved to a width of 18 in. on 
the outside of the double track rails 
and 9 in. on the inside, Indian granite 
setts being used. In some streets and parts 
of streets where the track is especi- 
ally heavy, paving is carried across 


TRAMWAYS: 


the double track 
to ^ distance of 18 in. on Ше outside of the extreme 


ESPLANADE 


5.—VIEW 


ON ROUTE: 


JUNCTION. 


NATIVE 


QUARTER. 


In its agreement with the Corpora- 
tion, the company undertakes to keep 
the roadway in proper repair within the 
distance of 18 in. on the outside of the 
extreme rails. 

The system is worked throughout by 
means of the overhead trolley, and on 
account of the peculiar “conditions 
existing, a part of the lines had to be 
equipped for side-running. 

The poles used are of steel tube, built 
up of three sections, socketed into eacli 
other; the average distance between the 
poles varying from 100 to 120 ft. on the 
straight. 

The brackets on the side-running 
portions vary in length, from 3 ft. for 
centre pole to 15 ft. in side pole ‘con- 


struction. 
The trolley wire is of hard drawn 
copper of 000 S. W. G. gauge, and is 


generally supported by double insulating 
hangers of the rigid 
suspension type ; the 
flexible suspension 
has been substituted 
on that section of 
the — Chowringhee 
lines, where the 
speed attained is 
greater than the 
average, so as to 
lessen the effect of 
the blow on the 
cars. A Similar 
improvement will be 
made on the 
Kidderpore line. 
The majority of 
the feeder cables 
are led to the cen- 
tral point of the 
city, where all 
the lines converge. 
There are nine 
positive feeder 
cables, varying in 
cross-section from 
19 to 6215 Sq. 
in., which  con- 
nect up the power 
house to 43 feeder 
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Fic. 6.—VIEwW ох Косте: EUROPEAN QUARTER. 


The 


and section pillars distributed over the various routes. 
negative cables are 


three in number, one of 
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them having a cross-section of 7942 sq. in., and the other 
two, 3 sq. in. each. | | 

These cables are paper-insulated and lead sheathed, and 
were laid underground in cast-iron 
troughs on the solid system, although 
in all future cable laying, earthen- 
ware troughs are to be used. The 
cables used for connecting from the 
feeder pillars to the trolley wires are 
61/17 s. w. g. rubber-insulated, heavily 
braided and lead covered. The feeder 
pillars themselves are in the form of а 
cast-iron box, which is raised 2 ft. 
above the ground in those places where 
there is danger of flooding, due to the 
rains. Each pillar contains the usual 
standard switches and connections 
mounted on a marble or slate switch- 
board. 

At present there are 171 single-deck 
motor-cars, of which 96 are of the 
open type, and 75 of the closed 
type. The motor-car bodies and 
equipments were made at the Preston 
works of Messrs. Dick, Kerr and 
Co., and the trucks were furnished by 
Messrs. J. G. Brill & Co. 

The ear-bodies are of plain strong 
construction, made to suit the climatic 
condition, teak wood being used through- 
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Fic. 8.— PLAN oF Routes: CALCUTTA TRAMWAYS. 


. and low-pressure sides of the engine. 


40 passengers, are single-ended, with the entrance from’ one 
side only, this being dictated by the loop system that was 
adopted. 


Fic. 7.— VIEW oF CAR-SHED: TALLYGUNGE. 


The electrical equipment «for! each car con- 
sists of two 25-H.P. motors with one controller 
and all accessories. As previously pointed. out, 
the motors have to stand very severe operating 
conditions due to the flooding of certain parts 
of the city. 

The situation of the power station with 
respect to the tramway system can be seen in 
fig. 8. The building is a brick structure 
covered on the outside and inside with sand 
plaster, the form of building construction prevalent 
in India. The chimney, of brick, has a height 
of 150 ft., the inside diameter at top being 7 
ft. 6 in. | 5 

The engine room, shown in, fig. 1, at present 
contains three generating units, in addition to 
which there is a supplementary unit of smaller 
capacity, suitable for supplying energy during 
the hours when the traffic is light. |. 

The three large engines are of the hori- 
zontal cross-compound condensing type, with 
dynamo and fly-wheel located between the high 
They 
are of the Yates & Thom type, and run at 
90 r. p. m. with a working pressure of 120 lb. pet 


sq. in. and under these conditions the engines 


develop at their most economical. load about 
675 I. H. p. They are, however, capable of 
working satisfactorily up to 950 I. H. P., re- 
presenting 25 per cent. overload. The cylinders 
are 21 in. and 40 in. in diameter, with a stroke 
of 3 ft. 6 in. The valve- gear for working 
the admission valves is of the improved“ Dobson "- 
Corliss type, consisting of hardened steel catch- 
plates attached to blocks which are connected 
by links to the steam valve levers. 

The governor is of the quick-speed type, and 
a sensitive knock-off appliance is fitted to the 
governor, arranged to disconnect the trippers and 
hold them in such a position as to prevent 
Steam being admitted to the cylinders in 
case the engine should attain an excessive 
speed, or an accident happen to the govern- 
ing gear. 

The fly-wheel is about 164 ft. diameter, 
constructed in sections, апа. has а weight of 
about 29 tons. 


The smaller engine is of the Robb-Armstrong tandem 
compound, side crank, D.C. type. This engine develops 
250 l. H. P., with 135 lb. initial steam pressure, at 200 r.p.m. 


out, owing to its being impervious to the ravages of white'ants. 
[4 . О а — 
The closed cars each have a total seating capacity of 27. 

The open-type cars, each of which has a seating capacity of 
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The three large generators are of the contractor's standard 
direct-coupled continuous-current railway type; the normal 
output of each being 500 Kw. with а pressure of 550 
volts. Each of these generators can safely carry 25 per cent. 
overload for an hour without injurious heating ; the efficiency 
being about 95 per cent. at full load, and 983 per cent. at half 
load. The generator, which is coupled to the smaller engine 
unit, has a capacity of 150 Kw., the general arrangement and 
mechanical and electrical features of this machine being 
similar for the larger units. 

The condensing plant is located in the basement of the 
engine room, and consists of a surface condenser of sufficient 
capacity to deal with the exhaust from all three main engines, 


together with two steam-driven air-pumps (each having a 


capacity of two units), and two electrically-driven centri- 
fugal circulating pumps, each pump being capable of dis- 
charging 72,000 gallons of water per hour through the con- 


` densers and up to the water inlet on the cooling towers. The 


latter pompe are each direct conpled to a 85-Н.Р. motor. 
This p 

dense 36,000 lb. of exhaust steam per hour. This gives a 
vacuum of ?1 in. to 22 in. in the condenser during the cold 
season when the atmosphere is dry. During the rains, how- 
ever, the humidity in the atmosphere is large, and, in conse- 
quence, the efficiency of the cooling towers is very much 
reduced, making it possible to attain a vacuum of only 18 in. 
to 19 in. with maximum load on the station. 

At present there are two towers, with fan draught, installed 
for the purpose of cooling the water from the condensers, 
one being of Klein's patent type, and the other, which was 
recently installed, being of the Zschocke type. 

The switchboard is constructed of enamelled slate 
panels, and is placed on a gallery at one end of the 
engine room. There are four generator panels, one main 
output panel, ten feeder panels, one lighting panel, 
one motor panel, three negative booster panels, and 
one Board of Trade panel. A general view of the board 
is shown in fig. 8. ` 

For assisting the rail return, во ав {о comply 


with the regulation that по part of the track 


return shall show a greater drop than 7 volts, three 
boosters have been installed, connected to the track by 
insulated return cables. These boosters have a respective 


capacity of 800 amperes at 80 volte, 300 amperes at 120 


volts and 300 amperes at 70 volts. 

The engine room is spanned with an overhead crane, 
designed to lift 15 tons, and operated by hand. 

In the boiler room there are installed six boilers of the 
Galloway (Lancashire) type, 30 ft. x 8 ft. in diameter, 
each containing two furnaces joined into one Galloway flue, 
the furnaces being 3 ft. 3 in. in diameter. То the above 
plant has just been added one B. & W. boiler, which will form 
part of the large extensions to the entire plant referred to 
below. | 


In connection with the boiler plant, a Green economiser, 


consisting of 480 tubes, is arranged in the main flue. 

Three Weir's patent direct-acting boiler feed-pumps are 
provided, each having ample capacity to feed four of the 
boilers, thus leaving one in reserve for the present nominal 
output of the power house. Each pump is capable of delivering 
to the boilers 30,000 Ib. of water per hour. 

Ample coal storage is provided in the bunkers, which 
face the boiler fronts, the storage being sufficient to 
operate the plant for а month. 

Four car-sheds have been erected, these being located 
at various extremities of the system. 

The principal shed i8 situated on the same premises as the 
power station; adjoining it are the workshops, smithy, 
foundry, paint and wood-working shops, armature-winding 
department, &c. 

To provide sufficient power for the steadily increasing 
traffic demands on the existing lines, and also for the tram 
service on Harrison Road and several new suburban lines 
which will be opened in the near future, the power station 
i8 being considerably increased, and three-phase alternating 
current generators are being installed, generating at 6,600 
volta pressure; energy will be transmitted to several 
rotary convertor sub-stations in outlying parts of the city by 
means of duplicate three-core cables, laid separately on the 
solid system, in earthenware troughing. 


ant, in conjunction with the cooling towers, will con- 


LIGHTING AND POWER: NOTES. 


(Concluded from page 58.) 


Torquay.—The L.G.B. has written to the T.C. with 
reference to the application by the latter to borrow £42,000 for 
E.L. and power supply purposes, stating that the Board adheres to 
the view that the T.C.’s proposals would involve a serious loss to 
the borough. The difficulty in which the T.C. is placed in conse- 
quence of its agreement with the Dolter Electric Traction Co. is 
realised by the Board, but it states that the company might be 
willing to enter into an arrangement whereby the Council would 
be relieved of its obligations, and suggests that negotiations should 
be opened to this effect. i 


Trowbridge.—The Western Electric Distributing Co. 
has informed the U.D.C. that it intends laying cables for electric 
lighting in the town. 


Tunbridge Wells.—Consumers are petitioning the T.C. 
to reduce the price of energy from 6d. to a maximum of 44d. per 
unit; im addition, a discount to large consumers is asked for. 
The petition states that, failing the concession, those signing will 
be compelled to consider the desirability of ceasing to take a 


supply. 


Wakefield. The past year's working of the Corporation 
electricity undertaking has yielded a net profit of £1,288. 


Walsall.—The L.G.B. has sanctioned the borrowing of. 
£1,350 for the purposes of eleciric lighting. | 


West Hartlepool.—The T.C. has agreed to supply 
energy to the Seaton Carew Iron Works for power purposes. The 
cost of the requisite mains is estimated at £4,000, but the works 
will take a million units per year, and the net annual return to the 
Corporation from the transaction will be between £1,200 and 
£1,500. 


Willesden.—The working of the E.L. undertaking has, 
during the year ended March 31st last, yielded a profit of £204. 
The revenue amounted to £13,301, and the expenditure to £13,097, 
including a sum of £335 for legal charges, &c. The report states 
that the company has paid to the Council for interest and sinking 
fund on capital account, an average of 1'083d. per unit sold. As the 
average price paid throughout the year for units bought was 
1:298d., or on the basis of units sold by the Council was 1:598d., 
the company received 515d. per unit to cover their costs of pro- 
duction. The estimate of production costs on a somewbat 
similar output, which was criticised as being unattainable, 
was 1°155d. per unit. If the difference between this figure 
and that received by the company (:5154.), amounting to 
0:640d., be added, and the total cost of production by the Council 
be taken at the above 1155d. the costs are increased by 
£2,333 5s. 3d., with the result that the profit of £204 would have 
become а deficiency of £2,129, which has been saved to the rate- 
payers as the result of the Council having purchased the supply 
instead of generating for itself. 


Wisbech.—The L.G.B. has decided not to grant the 
application of the Corporation for power to raise a loan of 
£25,000 required for the purpose of carrying out an electric light 
scheme. Strenuous opposition to the suggested outlay was forth- 
coming from a strong minority of the Council, supported by a large 
body of the ratepayers, when the Government inspector held the 
public inquiry last September. 


Woodbridge.—Messrs. Foote & Milne intimate that 
they intend to apply to the B. of T. for a prov. order for the 
district. | | 


York.—From the annual report of the electrical under- 
taking, we gather that 9,819 equivalent 8-c.p. lamps were added 
during the past year, making the total connected to the mains 
62,293. Some 904,000 units were sold, compared with 776,542 in 
1903-4. The revenue from the sale of energy was £10,704, and the 
gross profit amounted to £5,021. Owing to increased financial 
charges this year, amounting to £6,850, as compared with £3,799 in 
1903-4, a deficit results on the year's working ; 147 motors with a 
H.P. of 660, are now connected up, and 230,677 units were sold for 
power purposes, compared with 184,427 in 1903-4. "The destructor 
during the past year destroyed 10,657 tons of refuse, compared 
with 8,664 tons in the previous year. Р 


‘TRAMWAY AND RAILWAY NOTES. 


Ardrossan.—A new electric tramway service is proposed 
between the golf house at Stevenston and Ardrossan. "The pro- 
moters are the Electric Traction Co., who are to have а lease for 
30 years. ; 


Bath.—The Light Railway Commissioners have granted 
an order for the construction of the proposed electric railway to 
run from the suburb of Weston to the top of Lansdown, which is 
780 ft. above the sea-level. The scheme will cost £17,000. i 
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Belgium. A company has just been formed in 
Brussels, with a capital of £100,000, to be known as La Société du 
Chemin de Fer Electrique d'Ostende-Blankenberghe et Extensions, 
to construot and work an electric railway between Ostend and 
Blankenberghe. 


Buenos Ayres.—The first sections of the Buenos Ayres 
Grand National Tramways are now being operated elec- 
irically. 


Colne.— The T.C. has granted ап honorarium of £75 to 


the surveyor for special work in connection with the light railway 
construction, 


Dartford.—The ceremony of the laying of the first rails 
of the Dartford U.D.C. tramways at the terminus of the Bexley 
Heath tramways took place on Wednesday afternoon last. 


Derby.—The working of the tramway during the past 
12 months has resulted in the receipts from horse traction amount- 
ing to £10,298, and from electric traction to £17,800. The sum of 
£507 was received for advertising upon the cars, making a total 
revenue from them of £18,307. The net revenue was 47,620. The 


repayment of loans and interest absorbed £4,899, leaving - 


a net profit upon the cars of £2,721. The number of miles 
run by the electric cars was 411,822, and the cost of energy 
per car-mile was 1:56d. The receipts per car-mile came to 10:31d., 
and the cost of working was 6:31d. per car-mile. The number of 
passengers carried on the cars was 4,001,009. The receipts for the 
last quarter amounted to £8,000, or nearly a half of the whole 
Amount taken since they have been running, and there is every 
probability of the receipts for this, the summer quarter, exceeding 
that amount. The opening of the Kedleston Road route will, it is 
expected, make a big difference to the summer trade. 


Ettrick Bay.—The- Ettrick Bay extension of the 
Rotbsay tramway lines is now completed. The Board of Trade 
inspection was carried out on Thursday last week. 


Folkestone.—The В. of T. has granted the T.C. an 


extension of time for carrying out the tramways order. 


'London.—L.C.C.—The Highways Committee this week 
brought forward a proposal to reconstruct on the conduit system a 
portion of the tramways in Woolwich Road аба cost of £23,200. The 
consideration of а recommendation to this effect was adjourned for a 
wcek. In the opinion of the Finance Committee the scheme should 
be postponed until a project for dealing with the whole of the 
Woolwich lines had been prepared, but the Highways Committee 
stated that economy in working would be effected by recon- 
` struction, and that as the existing rails, cars and plant were in а 
defective condition, they would in any event require shortly to be 
reuewed. 

The Council also postponed for a week the consideration of a 
recommendation to accept the offer of G. Skey & Co., Ltd., to supply 
250,000 stoneware cable ducts for £3,193 158., and that of Stanley 
Bros. to deliver 500,000 ducts for the sum of 46,800. The ducts 
are required in connection with the reconstruction of the first 
sections of the northern tramways, on the transfer of the lines 
from the company to the Council in April, 1906. 

The General Purposes Committee has been considering a scheme 
for an ambulance service to deal with street accidente within a 
three-mile radius of Charing Cross. The proposals provide for 
motor ambulances worked by electricity, апа a method of giving 
calls by means of street call-posts fitted with telephones. The 
Committee proposes to purchase 10 electric motor ambulances, at a 
cost of £5,600. One will be maintained at each station, and two or 
three will be held in reserve. The General Purposes Committee 
recommends the Council to apply for the necessary powers in the 
next Session of Parliament, 


Llandudno-Colwyn Bay.—4^A short extension of time 
for the construction of the light railway from Llandudno to Colwyn 
Bay has been granted by the B. of Т. to the Llandudno and 
Colwyn Bay Electric Traction Co. No further extension will be 
granted. 


Horwich.—At the meeting of the U.D.C. on July 5th a 
letter was read from the Preston and Horwich Tramw avs Co. 
stating that it intended applying for a further extension ot time 
of a yeur for the completion of the tramways. 


Nagpur (India).—With the consent of the Municipal 
Committee, au application has been made by Messrs, Crompton und 
Co., Ltd., for an order authorising the construction of au electric 
tramway within the municipal area. The duration of the licence 
would be for 42 years. : 


Newport.—In the statement of affairs of the Corporation 
electricity aud tramways undertakings for last year a gross profit of 
£12,695 19s. 3d. is shown. The electricity account shows a surplus 
for the year of £304 1s. 1d., апа the tramways show a deficit of 
£595 5s. bd. A number of economies are to be effected during the 
current year, and energy is to be charged at 14d. per unit, less a 
discount of 10 per cent., as against the present charge of 11d. per 
unit net. 


Nottingham.—The tramways last year yielded a surplus 
of £20,181 over expenditure, and the passengers carried numbered 
over 27,496,477. Since 1902 the cars have run over 72 million 
miles, and carried upwards of 80,000,000 passengers. Only one 
fatal accident has occurred. 


` Pontypridd,—The T.C. has fixed the charge for energy 
to the tramways at 144, per unit. 


Sunderland,—On the 5th inst. the inquiry was concluded 
into the circumstances of the death of the boy Herbert Curry, the 
victim of the tramway accident on Whitsuu Monday at Silksworth. 
The jury returned a verdict of accidental death, adding their 
opinion that the causes of the accident were a defective brake, over- 
crowding the car, and want of greater caution on the top of the 
bank. ¢They informally acknowledged that the company was 
taking every possible precaution in working the cars. 


Walsall.—Negotiations are pending between the Cor- 
poration and the Birmingham and Midland Tramways Co., for 
through communication from the Pleck, Walsall, to Darlaston and 
Wednesbury. Hitherto this has not been practicable, mainly on 
account. of the voltages on the two lines, but it will be possible when 
the re-equipment of the Wednesbury and Darlaston sections is 
completed, and, when carried out, should be of benefit to all con- 
cerned. A 20-minutes' service to and from the Bridge, Walsall, 
and the Market Place, Willenhall, is to be arranged. The fares to 
be adopted on the Willenhall section when the through service is 
commenced have been fixed. 


Wigan.—On Wednesday last week the Government 
inspection of the Wigan tramway route between Wigan and 
Standish took place, Col. Druitt, C.E., making the inspection, 
accompanied by the Mayor, Alderman Johnson, and members of 
the Corporation, 


Molverhampton.— The Corporation Tramways Com- 
mittee has issued the abstract of accounts for the working of the 
tramways undertaking for the year ended March 31st last. The 
report shows that the total income in excess of working expenses 
amounted to £15,169 (£37,272 income, less £22,103 expenditure). 
This has been dealt with as follows:— Contribution to renewals 
fund, £4,790; instalment of interest, £7,533; repayment of loans, 
£3,453.  Deducting bankers’ interest, £801, the balance, being 
profit for the year, is £193. The Committee states that a general 
reduction has been effected in the costs of operation and mainten- 
ance. An increase in expenditure in respect of maintenance of feeders 
and conduits is accounted for by the fact that in two cases feeder 
pillars have been entirely wrecked by collision with some vehicle, 
of which it has not been possible to trace the owner. The total operat- 
ing costs are about 4d. per unit less than for the corresponding period 
last year, and the Committee is of opinion that the figure of 6˙55d. per 
car-mile must be regarded as very satisfactory. The Committee also 
emphasises the fact that a thoroughly adequate allowance has been 
made in respect of future renewals, On three of the routes, viz., 
Willenhall Road, Wednesfield Road and Bushbury, a full year's 
working has not yet been completed. The Committee also presents 
the following statistics. The figures in the first column are the 
results obtained in Wolverhampton, and those in the second column 
the average of 39 municipal tramway undertakings in Great 
Britain :— 


ГА 


Wolver- Average of 
hampton. — 39 under. 


takings, 

Percentage of costs to revenue. eo 598%, 66°, 
Percentage of gross profit to average capital. .. 699, 6°08, 
Passengers per car- mile. oe oe 974 89 
Journeys per head of population рег annum. oe 80 но 
Revenue per car-mile va ‘ © es ee 10898d. 975d. 
Average fare. 56 КА sä 1`154. 1:124. 
Total operating с osts per passenger T s Ss 69d. “Ted, 
Units per car- mile .. 1°58 194 
Repairs and mainte nance per car-inile (inc luding 

clectrical equipment) —.. T А T ` и. ]: OM. 
Management .. 25 T "T "Did. Фа. 
Total operating costs per car-mile - os s 6:551. 6750. 


In a report on the question of intercommunication with the out- 
lying districts, from which Wolverhampton has been se long isolated 
by the Lorain system of. traction, the Committee states that it has 
been in communication with the Wolverhampton and District 
Electric “Tramways Co., Ltd. (the company now controlling the 
Bilston, Willenhall and Sedgley lines outside the borough), with a 
view to obtaining a working agreement (involving mutu: 1 running 
powers) under the provisions of the Wolverh: upton Corporation 
Act, 1899. Terms have been provisionally agreed with the com— 
pany whereby it is proposed to establish a through service of cars 
hetween Dudley and Snowhill, Wolverhampton, and between 
Bilston and Victoria Square, Wolverhampton. | 

The Corporation ears running to Bilston will be equipped with 
trolley arms for use on the overhead system outside the borough, 
whilst the company's cars will be equipped at the company's 
expense with Lorain skates, &c., to work on the Lorain system on 
the Dudley Road. 


TELEGRAPH AND TELEPHONE NOTES. 


Edinburgh.—It is proposed to institute a telephone 
exchange in connection with the various city departments, and the 
matter has been remitted to a sub-committee for consideration, 


German Telegraph Cables.—The cable steamer 
Stephen, belonging to the Norddeutsche Seekabelwerke Aktien- 
Gesellschaft, of Nordenham, Germany, passed Dover on the 
10th inst. on her way home after an absence of as nearly as possible 
six months. She has during this time laid the section of cable 
between Menado, in the Celebes Islands, aud Yap, iu the Caroline 
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Islands, some 1, 150 miles, and also that between Lap and Guam, 
600 miles. In addition, she has taken numerous soundings, and 
laid a length of heavy cable off Shanghai as part of the Shanghai- 
Yap section, which will be taken in hand shortly. All these cables, 
of a total length of over 4,000 miles, are for the Deutsche- 
Niederlandischen Telegraphen Gesellsohaft, of Cologne. 


‘Telegraphic Interruptions and Repairs :— 


CABLER. INTERRUPTED. REPAIRED. 
Trinidad-Demarara (No. 1) .. Aug. 26, 1901* .. У 
Trinidad-Demerara (No. 2) .. July 1, 1905 v 
Dominica- Martinique. T xx “Оле . . May 7, 1902 ; .. 

St. Lucía-Martinique .. vs ya Vs .. May 7,1002 *..- 
Cayenne-Pinheiro is 25 чИ А .. Aug. 13, 1908 °.. 
Paramaribo-Cayenne .. T “% .. May 25, 1905 sš 
Reíssa-Issa (Yemen) Camaran 55 НР .. Oct. 22, 1902 F.. "à 
Tarifa-Tangier .. КИ js .. Jan. 18, 1904 ' a 
Closed {Pore Апак Chl -Nagasaki Feb. 9, 1904 } e 
Port Arthur-Chifu .. E .. Mar. 9, 1904 
Jamaica-Colon .. ; as > els .. Jan. 5, 1905 .. ša 
Bolama-Bissao _. : $t Xe e .. June 21, 1906 l. us 
8t. Jacques-Haiphong . 95 . June 26, 1906 .. July 5th 
. LANDLINES. 
Puerto-Barrios .. `.. et T "n .. July 28, 1902 .. ae 
Kertch-Soutehoum is - a .. Sept. 27, 1904. 
Alaska landlines .. . July 10, 1905 


Telegraphs and "Telephones of Belgium during 


1908.— Since June 1st, 1903, at the instance of the Department of 


the Interior and Agriculture, telegraphic weather bulletins for the fol- 
lowing day have been distributed, issued by the Royal Meteorological 
Observatory at Uccle, and this service has been instituted entirely 
in the interests of agriculture. The bulletins are displayed at the 
telegraph offices of districts which have subscribed therefor for a 
minimum period of one month ; and in the event of any district so 
failing to subscribe, any individual may become а subscriber. 
The largest number of subscribers were obtained during the 
month of August, when there were 21. Traffic between Belgium 
and foreign countries increased during the year by 14 per cent., 
but transit traffic decreased by 7:01 per cent, chiefly due to 
Anglo-German traffic “ vía Belgium " by reason of interruptions 
and the more rapid working on the direct wires connecting those 
countries. 

Germany again leads in the number of telegrams exchanged 
with Belgium, with 701,848 as against 686,434 for France and 
502,282 for Great Britain. But it is interesting to note that while 
the profit to Belgium on the German telegrams amounted to 
503.980 fr. (£20,159) that on French messages was 484,212 fr. 
(£19,368) and Great Britain gave them 533,249 fr. (£21,329). 
The system of lines, cables, &c., increased during the vear by 
93 kilometres to 6, 608 kilometres of line, or 135,467 kilometres of 
wire. There are also 3,050 metres of pneumatie tubes connecting 
the central station to each office on the Exchange. 

The receipts for the year amounted to 10,401,599 fr., or £416,064, 
1.e., 4,896,878 fr., or £195,875, on account of the telegraphs, and 
5,504,721 fr., or £220,181, on account of the telephone service. 


Receipts for registration of abbreviated addresses amounted to 


£2,262. Expenses for the telegraph and telephone services 
amounted to 7,410,902 fr. (£296,436), leaving a surplus for the year 
of £119,628. Up to December 31st, 1903, the total capital expeudi- 
ture was £1,821,482.—Jowrnal Télégraphique. 


Wireless Telegraphic Communication with Iceland, 
—The Standard states that according to Reuter advices from 
Reykjavik, dated July 4th, agents of Messrs. Siemens & Halske, 
Berlin, and of the Marconi Co., are both in communication with 
the Althing, and have proposed to install wireless telegraphy 
between Iceland and the Continent and between the four com- 
mercial towns of the island. The Siemens offer agrees to provide 
the installation for about £36,666, and offers to deposit a guarantee 
for efficient working. 'lhe cost of maintenanee per annum is 
estimated at about £2,777. 

The first Marconi wireless messages, containing the latest items 
of European news, arrived on Junc 28th, and the same evening the 
newspapers published special editions containing these dispatches, 
which initiated a new era in Icelandic journalism. The trans- 
mission Of the messages was entirely successful in аре of the 
distance-—960 miles. 

Wireless Telegraphy in the Navy.—sSir Thomas 
Dewar asked the Sccretary to the Admiralty to what extent the 
system of wireless telegraphy has now been applied to His Majesty’s 
Fleet, and Mr. Pretyman, in replying in the Parliamentary papers 
for Wednesday, stated that the system had been generally applied 
to all battleships and cruisers and certain special craft. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Bath.—July 17th. Supply and erection of a storage 
battery. See Official Notices” July 7th. 


Beckenham. — July 22nd. Water-tube boilers and 
steam alternator for the U.D.C. See Official Notices“ to-day. 


Belgium.—The State Railway Authorities at La 
Bourse, Brussels, are inviting tenders until the 19th inst. for 
the supply of 35 220-volt motors, three 550-volt motors, 10 440- 


volt motors; also for one 110-volt dynamo, aud one 600-volt 


dynamo. 


Caerphilly.—July 24th. Cables, kiosks, transfermers, 
switchgear, lamp pillars for the U. D. С. See “ Official Notices 
June 30th. o^ аё | 


Dublin.—July 21st. Machinery oils for the Corporation. 
See Official Notices“ July 7th. : 
Dublin.—July 25th. Tenders to tlie Corporation for 


three electric locomotives, tramways, mains, trolley wires, р 
&с. See “ Official Notices ” July 7th. 


Dudley.—July 29th. 
See Official Notices to- duy. 


Ebbw Vale. — August ^th. 


street lamps and fittings, and meters, for the U.D.C. 
Notices“ to-day. 


f 


Supply of oils to the 0 10 


Cables, overhead lines, 
See Official 


Germany.—Tenders are about to be invited for the 
establishment of a central electric lighting station in the town of 
Feldkirch at an estimated cost of £65,000. 


Hamilton.—July 15th. The Corporation invites offers 
for the construction and working of electric tramways. See 
“ Official Notices“ June 23rd: 


Kilkenny.—The Corporation having obtained a prov. 
order, will, if necessary, leasc the same for a term of years, and will 
pay £400 a year (or more) to any firm or company providing the 
light and supplying all plant, &c. Ample water power available 
within and outside the City. For gorans apply R. J. Gore, C.E., 
Town Hall, Kilkenny. 


Loughborough.—July 18th. NN &c., for the elec- 
tricity department. бее “ Official Notices" June 30th. 


Metropolitan Asylums Board.—Tenders are to be 


invited from eight selected firms for the installation of electric 


light, telephones, fire alarms, &c., at the South Eastern. Hospital. 


Mussoorie (India).—October 23rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores. Bee „Official 
Notices " to-day. | 


Neath.—July 17th. Mains, sub-stations, switchboards, 
feeder and switch pillars, excavations, &c., for the U.D.C. electric 
lighting scheme. See “ Official Notices " June 30th. 


Olympia Exhibition. 1905.—July 18th. Tenders are 
invited by the Committee for the loan or hire of a 300-K W. D.C. 
set. See our Advertisement pages to-day. 


Roumania.—The Municipal Authorities of Turn- 
Severin are about to invite tenders for the с concession for the elec- 
tric lighting of the town. 


Sheftield.—Sand drier for the Corporation’s Tinsley Car 
Depot. See “ Official Notices " to-day. 


Shoreditch.—July 18th. Two 1,500-Kw. steam turbo- 
generators, condensers, pumps, piping, &. See Official Notices” 
June 23rd. : 


War Oflice.—September Ist. Tenders invited for the 
purchase of surplus boilers, dynamos, &e., at Bermuda, Barbados, 
St. Helena and Woolwich. See “ Official Notices“ July 7th. 


Weymouth and Melcombe Regis.— July 14th. Stores 
and coal for the electricity department. See two “Official Notices“ 
June 23rd. 


Worthing.—July 24th. Dry-back boiler with fittings, 
piping, cables, stoneware conduits for the Corporation. бее 
Official Notices“ to-day. 


CLOSED. 
Battersea.—The B.C. has accepted the tender, at £770, 


of Messrs. J. Cochrane & Sons for work in connection with the 
condensing plant at the central station. 


Birmingham University.—4 motor-generator set for 
educational purposes has been ordered from the Brush Co. 


Bombay.—The extension power house and sub-station 
plant, consisting of two 500-KW. steam turbo-eluctric generators, 
two 500-Kw. motor-generators, two 50-kw. motor-generators, with 
boilers, condensers, switchboard and accessories, has been placed 
with the Brush Electrical Engineering Co. 


Cheltenham.—The Т.С. has accepted the tender of 
Messrs. Johnson & Phillips, of Old Charlton, for the = of аго. 
lamp carbons, at £1 10s. 6d. per,1,000. Be У 


66 THE ELECTRICAL REVIEW. 


[Vol. 57. No. 1,442, Jury 14, 1905. 


Aston Manor.—The following tenders have been received 
for contract No. 7, in connection with the overhead electrical 
equipment of the Corporation tramways (Robert Green, A. M. I. C. E., 
engineer) :— 

Brush Electrical Engineering Co. (including paper lead- 


sheathed cable).. v Vs Ps NS 24 . £4,888 5 4 
Robert W. Blackwell & Co. (including paper lead-sheathed 

cable) ея se 928 oe is 8 =. Em 4,496 5 8 
Johnson & Phillips (including paper lead-sheathed cable) 4,567 11 1 
Brush Electrica! Engineering Co. (including vulcanised 

bitumen cable) .. ко „6 - .. (accepted) 4,505 15 7 
British Insulated & Helsby Cables (including paper 

lead-sheathed cable) .. T ©з ыз an = Te 4,627 2 6 
British Electric Equipment Co. (11, Queen Victoria Street, 

London, E.C.) .. $c bee x T va is 4,651 17 6 
Robert W. Blackwell & Co. (including vulcanised bitumen 

cable) a өө T En a 185 T T 4,751 4 1 
British Insulated & Helsby Cables (including vul. 

canised bitumen cable) d " d ©з 4,902 6 6 


Darlington.—The Т.С. has accepted the tender of the 
Tudor Accumulator Co., Ltd., for the supply and erection of a 
storage battery, and for maintenance for 10 years. 


Fulham.—The B.C. has received the following tenders 
for coal-conveying apparatus in connection with the extension 
scheme :—Messrs. Mather & Platt, conveyor only, £630; Wantage 
Engineering Co., conveyor only, £725; Graham, Morton & Co., 
conveyor only, £958; ditto. £1,186; Heenan & Froude, Ltd., 
£1,383; Temperley Transporter Co., Ltd., £1,700; ditto, £2,165; 
ditto., £1,700; Transporter Co., Ltd., £1,732; ditto, £1,853; R. 
Dempster & Sons, Ltd., £1,834; E. Bennis & Co., Ltd., £1,982; 
ditto., £1,749; New Conveyor Co., Ltd., £2,140; Somervaile & Co., 
£2,210; Barry & Co., Ltd., £2,060; Fulham Steel Works, £2,975 ; 
ditto, (accepted) £1,935. 


Gillingham (Kent).—The T.C. has accepted the tender 
of Messrs. Babcock & Wilcox, Ltd., for the supply of а boiler and 
piping to the electricity works, at £1,010. 


Hackney.—The B.C. has accepted the tender of Messrs. 
Le Grand & Sutcliffe for an artesian well and pumping plant, at 
£1,370 16s. 


Salford.—The T.C. on July 5th accepted the following 
tenders for supplies to the electricity and tramway departments :— 
Electrical Co., Ltd., heating apparatus, &c. ; Mesars. L. Andrew and 
Co., Manchester, boiler gauge cones, sight feed rings, fuse wire, 
foil, rubber gloves, bells, lamps, &c. ;. Messrs. Johnson & Phillips, 
fire resisting rubber-covered cables; Messrs. R. W. Blackwell and 
Co. and the Malleable Stecl Castings Co., mechanical car acces- 
sories; Mr. S. H. Heywood, Manchester, trolley heads and wheels ; 
Liverpool Electric Cable Co., cables; B.I. & Н. Cables, Ltd., rubber 
solution and strip, mica, fuse boxes, &c. 


Swindon.— The T.C. has accepted the tender of Messrs. 
Crompton & Co., of Chelmsford, for the supply of arc lamps for 
hiring out. 


Walsall.— The T.C. has accepted the tender, amounting 
to £721, from the G.E. Co. for supplying and erecting electric fittings 
at the Council House. 


——MÉÁ 


FORTHCOMING EVENTS. 


Saturday, т 15th.—At 7.80 p.m. Birmingham and District Electric Club. 
г. W. S. Yarrow on High Tension Switchgear and Apparatus.“ 
Wednesday, July 19th.— North of England Institute of Mining and 
Mechanical Engineers. Excursion to inspect the Barton and 
Forcett Mountain Limestone Quarries. Assemble at Darlington 
Railway Station at 1 p.m. 


London Congress of the Royal Institute of Public Health opens. 
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THE following orders are issued for next week :— 


Thursday, July 20th.—Recruits and non-efficients for Felixstowe Camp, parade 
at Liverpool Street Station (G. E. R.) at 11.15 a.m. Those for Isle of Wight 
Camp, at Waterloo Station at 12 noon. 

Saturday, July 22nd.—Efficients for Felixstowe Camp, parade at Liverpool Street 
Station (G. E. R.) at 11.15 a.m. Those for Isle of Wight Camp, at Waterloo 
Station at 12 noon. 

J. J. F. O'SHavcunessy, Captain. 
For O.C.E.E.R.E. (V.). 


NOTES. 


National Telephone Co.'s Staff Dinner.—Owing to 
an unfortunate mishap at the moment of going to press, we are 
unavoidably compelled to hold over our report of this dinner until 
next wcek. 


Hydraulic Main Burst.—Considerable excitement was 
caused in the West End on Tuesday by the bursting of a hydraulic 
water main at the corner of Lower Regent Street and Piccadillv 
Circus. It was through this main that the London Hydraulic 
Power Co. served a large number of its subscribers in the district, 
and as а result of the accident practically all the lifts in that sec- 


tion became inoperative. At Daly's Theatre the performance had 
to be closed; the fireproof curtain had been lowered, and it was 
found impossible to raise it. Moral: Use electric lifts. 


The Brush and В.Е. Sports.—On Saturday last 


we were privileged spectatore at the second annual athletic festival 
organised by the staff of the Brush Electrical Engineering Co., and 
held on the football field adjoining the works. The events are, of 
course, equally open to representatives of the B.E.T. companies, 
and a contingent some 90 strong journeyed down to Loughborough on 
the Saturday merning, from St. Pancras. 

The first event, not entered on the Sports programme, was a 
luncheon; this naturally attracted a substantial entry, and whether 
due to the shortness of the course, or the excellent training of the 
competitors, resulted in a close finish. 

The interval which followed was profitably employed by our- 
selves and others in a tour of the works, which are just now very 
fully employed. In the car-building shops were to be seen 
excellently finished specimens of the genus electric tramcar for 
the Corporations of Belfast, Leith, Derby, &c., aleo many skeletons 
of its would-be rival, the mobus, not, of course, that the former 
species are in any way carnivorous. 

In the engineering shops, one might easily, without going out 
of one's way, fall over turbine parts, во prominent are the latter 
class of prime mover among the firm's productions at the present 
time. We were shown turbo-generators either completed, or in 
course of construction for installation at, among other places, 
Middlesbrough, Bombay, Willesden, &c., the plant for the lattor 
place consisting of a 1,000-Kw. two-phase set. There were also on 
view Brush high-speed engines, generators and motors of various 
gizes. 

But to return to the sports, which had started, or, perhaps, we 
should say had been resumed in our absence ; some 15 events were to 
be decided, which included flat races over distances up to 880 yards, 
and for which the entrants varied in age from bare 'teens to the 
respectable 784 years of Mr. George Offer, whose energetic display 
in the veterans' race was vigorously applauded. Relay races, 
scratch football races, a tug of war, high and long jumps, push ball, 
and the exciting, albeit cooling pastime, of tilting the bucket, 
helped to pass a very pleasant afternoon. The programme was 
carried through without a hitch, and its punctual performance 
reflects great credit on the organising secretaries, Messrs. J. S. 
Turner and W. S. Wreathall, and others concerned. 

Through it all, the band of the local Rifle Volunteers, under 
Sergt. H. G. Lovett, provided suitable musical entertainment, and 
with a self-denial as regards intervals, which, in such weather, 
deserves placing on record. 

Shortly after 5 p.m. the prizes were distributed by Lady Vaux of 
Harrowden, and although we did not stay later, we understand 
that dancing and cake walking completed a very enjoyable day. 

Locally, the event evidently excites considerable enthusiasm, 
and the very numerous attendance would lead us to surmise that 
the sports are successful in more ways than one. 


Appointments ъасапї. —А п assistant lecturer in elec- 
trical engineering, at £160 per annum, at the Municipal Technical 
Institute, Belfast; an assistant eleotrical engineer is required by 
the Acton U.D.C. at £130 per annum; Depót and rolliug stock 
superintendent for Brighton Corporation Tramways, at £3 per 
week. See Official Notices“ to-day. EN 


Institution Notes, — THE IvsrrrUTION. oF Суп, 
EwNGINEERS.— The annual "Squash" of the Civil Engineers and 
their wives, daughters and lady friends was held at the Institution 
in Great George Street on Wednesday, Julv 5th, from 9 to 12 
midnight, the guests being received by the President and Lady 
Molesworth. After the reception the guests had the choice of a 
large number of entertainments, both intellectual and frivolous, 
from which they could derive amusement, there being an excellent 
musical programme, ап interesting collection of paintings (mostly 
portraits), and an exhibition by Sir William Abnev, K.C.B., F.R.S., 
of landseape views illustrating developments in colour photo- 
graphy ; as regards this latter, however, the room was very crowded 
and hot, and the lecturer often. inaudible owing to the rustling and 
moving about, hence much of. what was doubtless valuable was lost 
by those anxious to learn. On the top floor was an electrophone 
in connection with the theatres, and this was largely patronised by 
the visitors, a constant stream of people continuously flowing in 
and out of the little room. The Misses Eugénie and Virginia 
Sassird sang, and the string band of the Royal Artillery 
gave a large and varied selection of music. 

MuxicibeAL Tramways ASSOCIATION. On Thursday, July 6th, 
through the kind invitation of Mr. Councillor A. H. Bull, J.P., 
Chairman of the Reading Corporation Tramways Committee, the 
Members of the Municipal Tramways Association attending the 
Conference in London journeyed to Reading by special train. The 
members, who were accompanied by a large number of ladies, were 
received at the station by Mr. Walter Binns, general manager and 
engineer of the Reading Corporation Tramways. The Town Hall 
was tastefully decorated for the occasion, and at noon the party 
were received by the Mayor ot Reading (Martin J. Sutton, Esq., 
J. P.), Mr. Councillor A. H. Bull, J. P., and Mrs. Bull, in the Council 
Chamber. Subsequently the party adjourned to the large Town 
Hall, where a first-class luncheon was provided through the kind- 
ness of Mr. Bull An interesting souvenir of the occasion was 
prepared by Mr. Binns. A short toast list was gone through, and 
the party then walked through the Forbury Gardens, where the 
flower beds were most beautifully laid out, to the ruins of 
the old Abbey, where the whole of the party were photographed. 
The steam launch England, the largest launch on the upper 
Thames, was requisitioned by Mr. Bull, and the party embarked 
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at Caversham Lock and proceeded down the Thames to Henley, 
tea being served on board during the trip. On reaching Marsh 
Lock, Mr. C. R. Bellamy, of Liverpool, expressed to Mr. Walter 
Binns, on behalf of the Association, their best thanks and apprecia- 
tion of the admirable arrangements which had been made for their 
comfort and pleasure. Mr. Binns briefly acknowledged the vote of 
thanks, and referred to the great kindness of Mr. Councillor Bull, 
who had spared no pains or expense to make their visit a happy 
and memorable one. Arriving at Henley, through the kindness of 
the Mayor of Reading, members were permitted to go on to the 
lawns at Phyllis Court, from which a splendid view could be had 
of the Regatta and fireworks, while concerts were given during the 
evening in the grounds. The'members returned to London later in 
the evening, and all who took part in the day’s proceedings will 
retain a pleasant recollection of the occasion for many years to 
come.} P 


Royal Institute of Public Health.—The London. 


Congress of this Institute will be opened on Wednesday next, and 
will continue until 25th inst. The congress will be received by a 
reception committee of Metropolitan mayors, headed by the Lord 
Mayor, and will afterwards be conducted in sections at King's 
College and the Polytechnic, Regent's Street, & large number of 
papers being set down for discussion. While none of the papers 
appears to be of direct technical interest to electrical engineers, the 
subject, as à whole, is of interest to everybody, and we therefore 
have pleasure in drawing attention to the congress. Further par- 
ticulars may be obtained from the secretary, The Hoyal.Institute 
of Public Health, 37, Russell Square, W.C. 


Perpetual Motion.—The day of the perpetual-motion 
man is not yet over. He has been ousted from many of the 
favourite mechanieal regions in which he used to earn a reputa- 
tion, but he finds а new field in electrical mysteries. 
have thought that the public would bave been satisfied with the 
disappointmente attaching to some of the fanciful schemes of 12 or 
15 years ago, but there is evidence of survival still, and survival 
means that members of the public are being smitten. А letter 
recently received by one who is addressed їп his capacity аз an 
electrician, asks him to subscribe for shares in a company which is 
to “abolish generating stations, live rails, live wires, бс.” Such a 
degree of success has already attended the preliminary work, that 
the first 500 shares sold at £1 are at a high premium; others 
have been sold at £25 each. The method is to use a dynamo which 
will run electrically instead of mechanieally—a self-generating 
dynamo without steam or water power. "The secret lies in the fact 
that “ one of the currents (the induced) in the production of elec- 
tricity, which has hitherto been lost (all attempts to use it having 
been baffled), can be harnessed, controlled, and used.” This gives 
the inventor so much power, that "he can do without any 
mechanical power at all.” 

The recipient of the letter is informed that he can secure а few 
£1 shares (mot more than 15) at 45 per share. The risk is a 
„minimum; the shares would necessarily become of incalculable 
value.” The works of the perpetual-motion worker are over all 
this. The sanguine anticipation of success is not more striking 
than the implication of ignorance of the whole subject. Yet it is 
to be feared that money was forthcoming for this venture. Cer- 
tainly the writer of this letter could not maintain the position 
indicated in his address, unless he “induced ” a current of ready 

cash to flow into his coffers. 


Corliss Valves.—A trade journal referring to some 
recently published tests of an engine in Belfast made by Messrs. 
Cole, Marchent & Morley, refers to them as proving the revivifica- 
tion of the Corliss engine. Now we believe that those particular 
engines have valves of the so-called drop piston type, and not 
Corliss valves. The engine worked with superheated steam, and 
the temperature is said to have been 700° Е. at the stop valve. 
Hence the song of praise about the Corliss valve. The Corliss 
valve is not suitable for superheated steam beyond about 500* F. 
So at least one would judge by the attitude of Corliss engine 
makers, who appear to be afraid of superheated steam. Nor can 
we well wonder at it. The form and method of working the Corliss 
valve do not commend themselves in this direction. As a matter 
of fact, the Corliss valve is by no means the excellent thing it has 
been represented to be.  Placed at the ends of a horizontal 
cylinder, the Corliss valve certainly did give excellent drainage, 
and the economy due to this was credited to the sharp cut-off. 
But when the Corliss valve was put into the cylinder ends, when 


it was put upon the top cover of a vertical cylinder, its advantage. 


of location was destroyed, for no longer did it give a drain- 
age better than other valves. The Corliss valve was an American 
importation, and it has still а considerable vogue in America as well 
as in this country, but it is not, nor ever has been, a valve to be 
used with superheated steam of high temperature. The drop 
piston valve is more suitable because the valve is kept away from 
flowing steam. The double-beat valve used by Continental engi- 
neers is more exposed than the drop pistoa, but it has no sliding 
contact. It merely shuts down on а seating, and is claimed to 
remain tight for a long time. The superiority of the mere disk valve 
over flat slides or Corliss valves ought to be considered proved by 
the fact that such valves are exclusively employed in gas engines, 
whete they are exposed to temperatures much higher than those 
in the steam engine. e Corliss valve has bad its day, 
апа no power station is going to secure the best results until it 
ts superheating as a means towards the abolition of those losses 
which are due to imperfect vaporisation of water. 


One would* 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and ratlway officials, to keep readers of the 
ELECTRICAL REvIEW posted as to their movements.) | 


Central Station Engineers.—The employés of the 
Ilford Electricity Works held their fourth annual outing on 
Saturday last, when about 30 journeyed to Clacton-on-Sea, leaving 
Ilford a few minutes before 8 a.m. They were favoured with one 
of the most beautiful days that our English climate cán give; conse- 
quently, swimming, boating and driving were freely enjoyed. At 
12 o'clock dinner was partaken of at Day's Restaurant, being pre- 
sided over by the mains superintendent, Mr. J. E. ALLEN, supported 
by the station superintendent, Mr. J. R. Myers, and the chief clerk, 
Mr. H. King. After dinner the health of the chief electrical engi- 
neer, Mr, A. H. Shaw, was proposed by Mr. Allen. Mr. Myers sup- 
ported the toast, which was drunk with musical honours, and a tele- 
gram was dispatched to cheer Mr. Shaw in his absence. Mr. King 
proposed thanks to Mr. Robt. Stroud (late chairman of the Council) 


. for his good wishes to the staff, to Mr. Edgar Porter for his presence 


with the party, and especially to Mr. J. Busby (works foreman) for 
acting as secretary of the outing; and he asked the chairman to 
present Mr. Busby with a pipe and case. Mr. Robins (mains fore- 
тап) then proposed the chairman's and Mr. Myers' health, which 
was drunk with musical honours. The party returned by the 7.10 
p.m. train from Clacton, and arrived home about 9 p.m., after a 
most enjoyable outing. 

On Saturday, 1st inst., the third annual outing of the staff of the 
Stepney Borough Council's electrical department took place at 
Hastings. Leaving Cannon Street in a downpour of rain, the party 
was agreeably surprised to find fine weather prevailing at this 
renowned watering place, which was reached about 11 o’clock. An 
excellent dinner was thoroughly enjoyed at the Priory Café at 
noon. In the unavoidable absence of Mr. W. C. P. Tapper (engi- 
neer and manager), Mr. W. Young was elected chairman, with Mr. 
T. G. Bransford in the vice-chair. Thanks were voted to the hon. 
secretary, Mr. T. J. Archer, and the hon. treasurer, Mr. R. Baker, to 
whose efforts the success of the outing was largely due. In the 
afternoon some of the party strolled along the Cliffs and visited 
the Castle Ruins, Caves, &c., while others indulged in a “dip in 
the briny.” Leaving Hastings at 7.30 p.m., London was reached at . 
9.32 after a very enjoyable day. The committee is again indebted 
to Mr. Alderman R.A. Kearsey (chairman of the Electrical Com- 
mittee), Mr. Arthur Wright (consulting engineer), and Mr. W. C. P. 
Tapper, for financial support in connection with the outing. 

Stockton-on-Tees T.C. has increased the salary of Mr. J. J. 
SMITH, electrical engineer, by £25 per annum. 

The Aston T.C. has appointed Mr. RoBERT Foster as resident 
electrical engineer, at a salary of £300. 

Leek U.D.C. has increased the salary of the electrical engineer 
from £150 to £175 per annum, and that of the assistant electrical 
engineer, from £91 to £104. 

Dover T.C. has increased the salary of Mr. L. W. Woopman, the 
electrical engineer, from £350 to £425 per annum, on condition that 


no further increment is asked for, for two years. 


The Tunbridge Wells T.C. on July 5th discüssed а récommenda- 
tion to increase the salary of Mr. D. SwITH, assistant electrical 
engineer, from £175 to £200 per annufn, but the matter was referred 
back. One member who opposed, asserted that ''engineers were 
very cheap now, and were simply tumbling over one another." 

In consequence of recent promotions in the Battersea electricity 
department, the committee has recommended that Mr. A. WurTIE 
be appointed station superintendent at £140 per annum. 

On Monday last week, the staff and employés of the Paisley elec- 
tricity department, accompanied by the convener, Bailie Fisher, and 
the chief engineer, Mr. Parkinson, and a few friends, held their annual 
outing. Leaving Paisley for Gourock at 8.57 a.m., and taking the 
Lord of the Isles across to Dunoon, the party left Dunoon in 
coaches for Inverchapel, where the Fairy Queen awaited them to 
sail up Loch Eck, and then coaches were again taken to Strachur. 
A halt was made at Strachur, dinner being served at Creggan’s 
Hotel, where full justice was done to an excellent meal, Bailie 
Fisher presiding. Atfer the usual loyal toast had been given, the 
party left Strachur by the Lord of the Isles, arriving at Rothesay at 
5.30 p.m., where tea was taken’ at the Royal Hotel. Having an 
hour or so to spare before returning home, the party dispersed until 
7.50 p.m., at which time they left for Paisley, arriving home at 9.45 
p.m. Great admiration was expressed for the lovely sceney passed 
through. 

The marriage took place on July 3rd, at Birstall Parish Church, 
of Mr. G. H. CARTER, resident and consulti engineer to the 
Heckmondwike District Council, to Miss E. К. (Katie) Fillingham, 
eldest daughter of W. E. Fillingham, Esq., Bramley, Yorks. The 
ceremony was conducted by the vicar, the Rev. Hervey. 


Tramway Officials. — The Tramway Committee of 
Ashton-under-Lyne T.C. on July th appointed Mr. JOSEPH 
DUGDALE as tramway manager. Mr. Dugdale has for the past year 
been manager and engineer of the Oxford tramways, and previously 
was traffic superintendent at Sheffield. 

Eccles T.C. has granted an honorarium of £250 to the surveyor (Mr. 
Picton) for extra services rendered in connection with the construc- 
tion of the electric tramways. 


General.—Mr. Srpnry C. SHEPPARD wishes to thank 
the various firms who have sent him catalogues and information 
about their electrical plant. Ashe has had to leave for Bolivia a 
good deal earlier than expected, and is unable to reply individually 
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to the various letters in connection with the above, he takes this 
opportunity of thanking each, for the information received. 

“Crry or Lonpon.—The salary of Mr. HAROLD LESLIER Dixow, 
Inspector of Overhead Wires, has been increased to £220 per 
annum, with anuual increments of £10 per annum for three years 
up to a maximum of £250. 

Mr. R. Heywoop CLAXTON, on retiring from the position of 
superintendent of the north-western province of the National 
Telephone Co., after 26 years’ service, has been presented by the 
company's staff iu the area, with an ornamental Shannon desk, four 
framed water colours of Lakeland scenery, and a copy of “ Beautiful 
Wales " (Robert Fowler). 

Мт. R. Seymour Benson, who has resigned the position of 
managing director of the firm of Messrs, Ashmore, Benson, Pease 


and Co., Ltd. of Stockton-on-Tees, has been presented by the 


officials with & massive silver tray, and by the workmen with a 
silver fruit dish. 


Obituary. — Mr. Henry (Tr rnb, of Blackheath, 
formerly engineer-in-chief of the Telegraph Construction and 


Maintenance Co.’s Works, who died last May, left estate valued at 


£89,210 gross, with net personalty amounting to £87,718 28. 9d. 
Mr. J. B. Verity, late chairman of Messrs. Verity's, Ltd., 

director of the Metropolitan Electric Supply Co., Ltd., and con- 

nected with the Alliance Electrical Co., Ltd., who died at Walling- 


ford on April 6th, last, left estate of the gross value of £45,210, of 


which the net'personalty has been sworn at £39,568. 

We regret to announce that Mr. WiLLiam Bruce Dick, founder 
of the electrical engineering firm of Messrs. Dick, Kerr & Co., dicd 
suddenly on Tuesday, at the age of 75, at Carrick Grange, Sevenoaks. 

We have also to record with regret the death, on July 5th, after 
a short illness, of Mr. JoHN THOMAS CONNOLLY, one of the directors 
and founders of the firm of Connolly Bros., Ltd. 


NEW COMPANIES REGISTERED. . 


Johnson Secret Wireless Telegraph and Telephone Test- 
ing Syndicate, Ltd. (85,182).—'1 his company was registered on July 7th, with a 
capital of £15,000 in £1 shares, to acquire the interests and patents of the уеп. 
dors in the Johnson System of Secret Wireless Telegraphy and Telephony,” 
together with all subsequent improvements thereon by the inventor, to test and 
develop the said system, to promote an exploitation company to be called the 


Johnson Secret Wireless Telegraph and Telephone Co., Ltd., the nominal 


capital of which is intended to be £250,000, to adopt agreements (1) between the 
Invention Proprietary Syudicate, Ltd., and Dr. E. J. Richardson of the first part 
A. T. M. Johnson of the second part, W. F. C. Michaelis of the third part, and 
this.syndicate of the fourth part, and (2) with M. Hohner, to acquire, construct 
and deal with land, rial, marine and submarine telegraphs and telephones, Фе. 
The first subscribers (each with one share) are: A. T. M. Johnson, 77, Shep- 
herd's Bush Road, W., inventor and engineer; W. F. C. Michaelis, 7, Lancaster 
Road, Tulse Hill, S. W., manager in England to M. Hohner; E. J. Richardson, 
41, Brook Street, Grosvenor Square, W., gentleman; A. G. Hellyar, 196, King 
Street, Hammersmith, W., electrical engineer; T. Barnett, 9, Great College 
Street, Camden Town, clerk; A. Angold, 12a, Green Lanes, Newington Green, 
N., auctioneer; and H. Blamey, 36, Westwick Gardens, West Kensington, 
musician. Minimum cash subscription, £2,500. The number of directors is not 
to be less than three nor more than seven; the first are A. T. M. Johnson, 
A.M.M.C.LE., and W. F. C. Michaelis (joint managing directors), and E. J. 
Richardson, with power to add four others. Remuneration of joint managing 
directors, £250 each per annum; of chairman, £75 per annum; of ordinary 
directors, £52 each per annum. No dividends will be paid on the capital of this 
syndicate, but any sums received will be einployed in furthering the tests and 
facilitating the formation of the Exploitation Co., after which any surplus funds 
will be distributed іп the usual manner. The vendors (the Invention Proprie- 
tary Syndicate, Ltd., and Dr. E. q. Richardson) have fixed the price of the in. 
vention at £10,000, payable wholly in shares, plus the amount of certain expenses 
undertaken by this syndicate, estimated not to exceed £250. It is proposed that 
on the formation of the Exploitation Co. this syndicate shall receive not less 
than £150,000 (payable half in cash and half in shares) for the patents and their 
interest therein, or a larger price if the nominal capital of the Exploitation Co, 
be more than £250,000. Registered office, 40, King Street, Cheapside, E. C. 


Musselburgh and District Electric Light and Traction 


Co., Ltd. (85,169).—This company was registered on July 6th, with a capital of 


4120, (00 in £1 shares (60,000 6 per cent. cumulative preference), to carry on the 
business of railway and tramway proprietors, suppliers of electric light and 
power, electrical engineers and the like, to adopt an agreement with the 
National Electric Construction Co., Ltd., to acquire (under the provisions of 
the Tramways Act, 1870) the undertaking authorised by the Porthello and 
Musselburgh Tramways Orders, 1900 and 1903, as amended һу any subsequent 
orders, to take a transfer of the undertaking authorised by the Musselburg 
Electric Lighting Order, 1904, Ke. Tbe first subseribers each with one share) 
&re:—W. В. Cownie, 22, King's Avenue, Muswell Hill, N., accountant; J. T. 
Jervis, Queen Anne's Chambers, S.W., M. I. C. E.; B. Bernheim, 41, Lansdowne 
Road, W., gentleman; К. Watson, Queen Anne's Chambers, S. W., accountant; 
C. R. Hewson, Queen Anne's Chambers, S. W., cashier; E. A. Mitchell, 
Carshalton, electrical engineer; and F. E. Stanley, Queen Anne's Chambers, 
S.W., electrical engineer. No initial public issue. The number of directors is 
not to be less than three nor more than seven; the first are W. H. Fowler, 
L. B. Schlesinger, J. T. Jervis, B. Bernheim and W. B. Cownie; qualification, 
£200; remuneration, £50 each per annum (eharge £50 extra), and 10 per cent. 
of the surplus profits available for distribution after 5 per cent. has been paid 
on the ordinary shares, divisible. Registered office, Queen. Anne's Chambers, 
Westminster, S. W. 


Electric Accumulator Co., Ltd. 85,17 4).— This company was 
registered on July 6th, with n capital of £60,000 in £1 shares, to acquire from 
E. L. Opperman, of 21, Ashworth Mansions, Elgin Avenue, W., the benefit of 
certain existing inventions in relation to the manufacture of plates for 
secondary batteries or accumulators, to adopt an agreement between the said 
veador of the one part and W. J. Webb (for the coinpany) of the other part, and 
to curry on the business of makers of electrical apparatus, contractors, 
Inporters. exporters, merchants, electricians, engineers, producers of and 
d»alers in electricity, Ke. The first subseribers (each with one share) are :— 
Н. C. Walrond, Charterhouse, London, Shipowner: E. L. Opperman, 21. Ashe 
worth Mansions, W., electrical engineer; W. J. Webb, 18, Leadenhall Street, 
E. C., secretary; F. A. Macrae, Belmont, Bowes Park, N., director; J. Morrish, 
13, Leadenhall Street, E.C., manager; R. Cans, 42, Rosenthal Road, Catford, 
accountant; and J. MeCanna, 9, Upper Chadwell Street, К.С, managing clerk, 
No initial publie issue. The number of direetors is not to be less than three 
nor more than seven; the subscribers are to appoint the first: qnalitiention, 
£100; remuneration, £100 each per annum chairman £50 extra) and 10 per 
cent. of any surplus profits remaining after payment ofa dividend of 10 per 
cent. on the ordinary shares, divisible. Registered office, 18, Leadenhall 
Blreet, FE. C. 


A. J. Harris & Co., Ltd. (85,118).—-This company was registered 
on July 3rd, with a capital of 42,000 in £1 shares, to acquire the business of an 
electrical engineer carried on at Borough Mills, Bradford, Yorks., by A. J. 
Harris as A. J. Harris & Co., to adopt an agreement with the said vendor, 
and to carry on the business of electrical and mechanical engincers, machinists, 
tzmiths, fitters, founders, wire drawers, tube makers, metallurgists, galvanisers, 
japanners, annealers, enamellers, electricians, &e. The first subscribers (each 
with one share) are:—A. J. Harris, 7, Elizabeth Street, Bradford, electrical 
engineer; Н. Myers, 8, Wellands Terrace, Bradford, electrical engineer: 
L. Longthorpe, 42, Bridgewater Road, Bradford, merchant; J. W. Newall, 4, 
Bridgewater Road, Bradford, tea merchant; F. J. Sampson, Glenalinond, 
Sydenham, engineer; W. Harrison, 18, Ellercroft Terrace, Bradford, incor- 
porated accountant; and J. J. Oates, 6, Rand Place, Bradford, clerk. No 
initial public issue. The first directors are not named; qualification, £20. 
Registered office, Borough Mills, Manchester Road, Bradford. 


Wright, Methuen & Co., Ltd. (85,173).--This company was 
registered on July 6th, with a capital of £2,000 in £1 shares, to take over the 
business of electrical engineers, electricians, contractors und factors, earried on 
by J. Lockwood at 34, Pall Mall, Manchester, ag Wright, Methuen & Co.,“ 
and to adopt an agreement with the said vendor. The first subscribers (each 
with one share) are:--J. Lockwood, Waverley, Stretford, electrical engineer; 
J. Lawrence, 10, Curzon Avenue, Victoria Park, Manchester, electrical engi- 
neer; Mrs. E. Lockwood, R1, Cromwell Road, Stretford; J. W. B. Lockwood, 


' RI, Cromwell Street, Stretford, engineer; Miss E. L. Lockwood, R1, Cromwell 


Street, Stretford; Mrs. М. Lockwood, Waverley, Stretford; Mrs. E. Lawrence, 
10, Curzon Avenue, Victoria Park, Manchester; and Miss E. M. Lawrence, 
10, Curzon Avenue, Victoria Park, Manchester. No initial public issue. J. 
Lockwood (chairman) and J. Lawrence are the first governing directors (both 
permanent, subject to holding 300 Shares). Remuneration of J. Lockwood £200 
per annum; of J. Lawrence, £150 per annum. Registered office, 34, Pull Mall, 
Manchester, 


Pianophone Syndicate, Ltd. (85,154).—This company was 
registered on July 5th, with a capital of £25,000 in £1 shares, to adopt an agree- 
ment with Howard Bell & Co., Ltd., for the acquisition of the exclusive licence 
to manufacture, use and sell the electric pianophone and coinophone outside 
the U.S. A., and to carry on the business of musical instrument and apparatus 
makers, dealers and agents, engineers, financiers, bankers, underwriters, con- 
cessionnaires, &c. The first subscribers (each with one share) are: — A. Frith, 
87, Queen's Gate Gardens, South Kensington, S. W., solicitor; R. T. Harper, 87, 
Ebury Street, 8. W., chartered accountant; M. P. Gossett, 21, Great Winchester 
Street, E.C., mining engineer ; D. 8. З. Stuart, Roselea, Muswell Hill, N., 
mining engineer; R. C. Vidler, 31, South Street, Thurloe Square, S. W., mining 
engineer; Н. B. Horn, 404, Hosack Road, Balham, S. W., secretary; and E. W. 
Turley, 1, Northumberland Street, Baker Street, W., accountant. Minimum 


s cash subscription, 10 per cent. of the shares offered to the public. The number 


of directors is not to be less than two nor more than nine; the subscribers are 


to appoint the first; qualification, 100 shares; remuneration as fixed by the 
coimnpany. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


British Tramways and General Construction Co., Ltd. 
(78,034).—A memorandum of satisfaction in full of a charge dated April 20th, 
1904, securing £120,000, has been tiled. 


London United Tramways (1901), Ltd, (71,844). — An 
acknowledgement of indebtedness under seal, dated June 13th, 1905, creating 
£258,000 further debenture stock (making, with £1,081,000 already created, В 
total of £1,259,000, and being supplemental to a trust deed, dated February 
26th, 1902, and an acknowledgement of indebtedness dated July 28th, 1908, 
securing the said £1,081,000 debenture stock), has been tectsterad. Property 
charged: Land and premises at Turnham Green, Acton, Richmond, Hanw 
and Hounslow, and the company's undertaking and property, present and 
future, including uncalled capital. Trustees: Right Hon. Lord Revelstoke and 
Sir George White. Bart. A further acknowledgement of indebtedness under 
seal, bearing same date, creating £42,000 debenture stock, in addition to the 
abovennentioned £1,289,000 (making a total of £1,331,000, and being supple- 
mental ae deed and acknowledgements covering the said 41, 29, 000 


debenture stock), has also been registered. Property charged and trustees: As 
above. 


Light Cure and Electro-Therapeutic Institute, Ltd 
London (78,946). —Issue, on June 29th, of £50 debentures, part of series Seuated 
December 15th, 1904, to secure £1,500, charged on the company's property, pre- 
sent and future, including uncalled capital. No trustees, Previouly issued of 
game series: £540, 


Londen Electron Works Co., Ltd. (82,209).—-£2.300 deben- 
tures, created June 19th, 1905, charged on the company's undertaking and pro- 
perty, present and future, including uncalled capital, have been registered. No 
trustees. Holder: E. de Back, Vienna, . 


African Direct Telegraph Co., Ltd. (21,895).—This com- 
pany's annual return was filed on June 15th, when 23,600 shares had been taken 
up out of a nominal capital of £300,000 in 30,000 shares of 410 euch. 
£236,000 has been received. Mortgages and charges: £57,800. 


Heswall Electric Light Co., Ltd. (55,452).— This company's 
annua] return was filed on June 27th, when 1,225 shares had been taken up and 


paid for in full out of a nominal capital of £1,500 in £1 shares. Mortgages and 
charges: Nil. 


ELECTRICITY SUPPLY ACCOUNTS. 


THE satisfactory feature of the Hull Elec- 
Hull tricity Department was last year, аз in 1904, 


Municipal the growing power load, the supply for which 
Electricity increased from 1,186,456 units in 1904, to 
Nupply. 1,318,792 last year, or some 132,306 units, out 


of the total 195,624 extra units sold by the 

department during that period. During the year the working costs 

improved to the extent of ‘28d. per unit, and, probably due to 

more economical working rather than increased output, the revenue 
substantially beuefitted. 

On the years working, after meeting financial obligations, & 


balance of over £6,000 was carried. to reserve and depreciation, . 
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this comparing with some £2,800 similarly dealt with in the pre- 
vious year. The prices charged are: — Private lighting, 44d. per 
unit flat rate, or 5d. and 2d. on the maximum demand system; 
power, 2d. to 1d. per unit оп a sliding scale; public arcs, £22 per 
annum. The chief engincer is Mr. H. Bell. 


GENERAL STATEMENT. 


For year ending March 31st— 1906. 1904. 
Total capital expended ... .. .. £302,933 £282,910 
Number of units sold— : 
Private шш in T .. 1,827,870 
Motors мош E 1518201 2,971,428 
' Public lighting Кер 66,150 45,760 
Total number of units sold .. 3,212,812 3,017,188 
Equivalent No. of 8-0. p. иш connected 240,512 217,916 
H. P. of motors connected ... ux 2,670 2,280 н.р. 
Number of public lamps ... i 2 62 32 
Maximum load in KW. ... T Ses 3,520 3,090 
Revenue Account— 
Cross revenue ... £39,867 £37,887 
» expenditure £17,167 £19,660 
„ Profit 422,700 418,227 
Average price obtained per unit 
Lightiug supply M 4'06d. 3˙25d 
Motors 1:324, na 
Public lighting 1:804. l'56d 
REVENUE ACCOUNT FOR YRAR, 1904-5. 
Gross revenue £39,867 = 2:984, per unit. 


Works and distribution costs (in- 


cluding public behing) £13,777 = 103d. „ 
Total working costs.. vos £17,167 = 18d.  ,, 
Pnorir STATEMENT, 1904-5. 

. Interest on loans oe d £9,482 

Sinking fund 6,985 

Balance carried to reserve 4,981 

To depreciation on meters 1,252 

Gross profit £22,700 

‘ i 0 


А“ 
CITY NOTES. 


Edmundson's Electricity Corporation. 


THE eighth ordinary general meeting of this company was held at 
the Westminster Palace Hotel on Thursday last week, Mr. Francis 
E. Gripper, in the chair. 

In moving the adoption of the report (ELECTRICAL REVIEW, 
р. 28), the CRaArRMAN remarked that the year’s work had, on the 
whole, been satisfactory. When he addressed the shareholders a 
year ago he explained that it was not the intention of the directors 
to seek for any further powers for new undertakings, as they had 
ample scope in the development of the undertakings in which they 
were already interested. During the year the electric lighting 
works at Newbury had been completed and opened, апа the works 
at Inverness and Ramsgate had been so far completed that a supply 
had been commenced at Inverness in April last. They would be 
ready to give a supply at Ramsgate during next August. The works 
in connection with the Lancashire Electric Power Co. had also been 
80 far completed that a commencement of supply would be possible 
at the end of this month. The progress of the various undertakings 
in which the company was interested was shown by the: ihcrease 
during the year of the lamps connected from 568,000 to 761,000. 
The result of the year's trading was а net profit of £38,618, 
which was about £1,000 less than last year. That wasthe first time 
the directors had had to note а decrease in their trading profits, 
and the explanation of such decrease was that a smaller amount of 
work had been carried out for their various subsidiary companies. 
That must naturally be the case as the growth of the capital expen- 
diture of those companies decreased. The revenue which they had 
received as interest and divideuds on their investments during the 
year had been £30,104 17s. 8d. That was about £11,000 more than 
the amount'that was derived from that source during the previous 
year. "The total profits, including a small amount for transfer fees, 
amounted to £68,882, as against £63,698 last year. That was an 
increase of about £5,000, aud including the balance of £13,923 
11s. 3d. brought forward from last year's account, the total amount 
to be dealt with was £82,746 4s. 6d. The directors recommended 
that £6,635 :9в. 114. be carried to the reserve fund, and that а 
final dividend at the rate of 9 per cent. be paid on "Ше ordinary 
shares. They would carry over £15,000. 

The report was adopted. 


Neu General Traction Co. 


THe ninth annual general meeting of this company was held on 
Thursday last weck at the offices of the company, Baron Emile B. 
d'Erlanger presiding. 

In moving the adoption of the report, the CHAInNIAN said 
that during the past year it had been the policy of the board 
to réduce expenses as much as possible, General expenses, 
which were 43,272 in tbe previous year, had been reduced 
to £2,586. The company had received in the way of dividends 


from its sub-companies the sum of £9,878, to which sum 
should be added £2,211 paid to them after the end of March. "The 
amount received from the sub-companies showed an increase over 
the year 1904 of £2,675, and of £3,724 over the year 1903. That 
was certainly progress, and he trusted with confident hope that 
oonsiderable further improvement would be shown in the future. 
Dealing with the credit side of the balance-sheet, the chairman 
pointed out that the securities in hand amounted to £646,298, 
against £611,496 in 1904. 'To that they must add the sum of 
£9,843 for remittance to Philadelphia and also a sum of £5,000 
expended in rolling stock for the American lines. The Phil- 
adelphia system was now completed, and the company had received 
the whole of the securitics—£170,000 bonds and £139,000 shares. 
They would also be creditors for the sum of £5,000, having acted 
towards the subsidiary company in the capacity of a car trust. 
The reconstruction of the Coventry Tramways had now been com- 
pleted, while in Norwich the company had had no capital outlay of 
any importance to mect, and the Norwich Co. was more or less in 
stalu quo. The receipts from Philadelphia had shown a good 
expansion, having amounted to £7,632 up to June 18th of this year. 
The Coventry Tramways showed a decrease in the receipts, but it 
was due to disorganisation of the traffic by the reconstruction. The 
new lines were opened in March last. 

The report was adopted, and the Hon. A. G. Brand, M.P., was 
re-elected on the board. 


~ 


The British Continental Electricity Co. 


THE report of the directors, to be submitted to the ordinary general 
meeting at the company's offices on Friday, 28th inst., at 12 noon, 
states that during the year 71 new installations have been connected, 
while the number of lamps added during this period has been 2,413 
equivalent 8-c.P. Notwithstanding this satisfactory development, 
however, the gross receipts from sale of energy have fallen, owing 
to the season having been а very unfavourable one. The all-day 
supply from the Societé Negri“ was initiated in December. After 
writing off £113 13s. 8d. as depreciation in respect of furniture, 
tools, meters, &c., £75, as usual, from preliminary expenses, and 
£100 as depreciation of plant, the balance standing to the credit of 
revenue account, including the sum brought over from last year, is 
£760 138. 4d., which amount the directors recommend shall be 
appropriated to pay a dividend at the rate of 54 per cent. per 
annum on the 54 per cent. cumulative preference shares for the 
year ended April 30th, 1905, absorbing £550, and leaving a balance 


to be carried forward of £210 13s. 4d. The sum of £1,105 l4s has 
been spent on capital account during the year, chiefly to give effect 


to the agreement with the “ Societaé Negri," under the terms of 
which future capital expenditure will be reduced to a minimum. 
In accordance with the articles of association Mr. Н. W. Buddieom 
retires from his directorship, and, being eligible, offers himself for 
re-election. The auditors, Messrs. Hercules Nicol and Barker, also 
retire, and, being eligible, offer themselves for re-election., : 


! 


Marconi's Wireless Telegraph Co. 


AN extraordinary general meeting of the shareholders of this 
company was held on Tuesday at the offices, Finch Lane, Cornhill, 
Mr. Cuthbert Hall presiding. The C HARMAN proposed certain 
alterations in the articles of association that were needed to 
comply with the requirements of the Stock Exchange, in order to 
get an official quotation for the shares. The following resolution 
was also proposed, in order to raise additional capital to meet 
the expansion of the business, it being the’ intention of the 
directors to offer the new shares to tho existing shareholders :— 
„That the capital of the company be increased to £500,000 by 
the creation of 200,000 further shares of £1 each." 
Major Froop Pao seconded the resolution, and it was carried. 


National Telephone Co. 


Tue report of the directors for the half-year ending June 30th, 
1905, to be presented to the shareholders at the ordinary general 
meeting of the company to be held at Hamilton House on 20th inst., 
at 12 o'clock noon, states that the income accrued in respect of the 
business of the half-year amounts to £1,086,506 178. ld., as com- 
pared with £935,273 198. 2d. for the corresponding period of 1904, 
being an increase of £101,232 178. 114. The working expenses for 
the half-vear amount to £630,250 11s. 44., as compared with 
£563,060 1s. 10d. for the corresponding period of 1904, being an 
increase of £67,190 9x. 6d. The net result for the half-year (after 
deducting the Post Office Royalties, amounting to £100,637 16s. 7d.) 
is a profit balance of £355,618 9s. 2d., as compared with £331,471 
13s. 9d. for the corresponding period of 1904, being an increase of 
£24,146 158. 5d. The rentals carried forward for unexpired terms 
of running contracts amount to £1,018,882 Os. 4d., as compared with 
£937,296 16s. ld. at the corresponding period of 1904, being an 
increase of £81,585 4s. 3d. Out of the available balance of 
£208,615 195. 5d. shown by the net revenue account (No. 3) the 
board will recommend the payment for the half-ycar of a dividend 
at the rate of 6 per cent. per annum on the first and second pre- 
ference shares, 5 per cent. per annum on the third preference shares, 
6 per cent. per annum on the preferred stock, and 5 per cent. per 
aunum on the deferred stock, less income-tax in all cases. The 
board also propose to transfer £110,000 to the reserve fund, and to 
carry forward the balance of £9,699 Єз. 1d. The sum of £477,156 
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168. 9d. has been expended on capital aocount during the half-year 
in the erection of 22,405 additional exchange and private stations, 
and in the construction of underground works. At the general 
meeting four directors retire, and being eligible, offer themselves 
for re-election, viz., Mr. Charles Swain Agnew, the Rt. Hon. Lord 
Harris, Mr. George Hunter Robertson, and Sir Albert Kaye Rollit, 
M.P. The auditors, Messrs. Welton, Jones & Co., also retire and 
are eligible for re-election. The transfer books of the company 
were closed on 10th inst., and will remain closed until 20th inst., 
both days inclusive, and the dividend warrants will be posted on 
the latter date. | 


Shanghai Electric and Asbestos Co.—The report of 
the directors for the year ended March 31st, 1905, shows that an 
interim dividend of 4 per cent. was declared and paid in February 
last, on 4,859 shares; after deducting this amount, directors’ and 
auditor's fees, and making provision for bad and doubtful debts, 
there remains at credit of profit and loss account $20,275.21. The 
directors propose to pay a final dividend of 6 per cent., making 10 
per cent. for the year, $7,500; to write off furniture, fixtures and 
iron godowns, $1,796.59 ; to write off steam launch Electra, $1,500 ; 

to present as a bonus to the staff, $2,500; to carry forward to new 
account, $6,978.62. 


New Issue.—The Northern Counties Electricity Supply 
Co., Ltd., announced this week the issue at par of £100,000 44 per 
cent. first mortgage debenture stock. 


The Electric and General Investment Co.—The 
warrants for the dividends, &c., on the founders' and ordinary shares 
for the year ended May 31st last, and for the distribution by the 
trustees of the founders and ordinary shares reserve funds have been 
posted. . 


Eastern Telegraph Co.—The accounts show a balance 
sufficient to pay a final dividend of 1} per cent. and a bonus of 
2 рег cent., making a total distribution of 7 per cent. on the 
ordinary stock for the year ended March 31st, 1905. 

North Metropolitan Tramways. — The directors 
recommend a dividend at the rate of 34 per cent. per annum for 
the half-year ended June 30th last, carrying forward about £200. 


British Electric Traction Co.—The directors propose 
to pay a dividend at the rate of 6 per cent. per annum for the half- 
year to March 31st, making 6 per cent. for the year. 


Direct United States Cable Co,—The directors have 
resolved to recommend a final dividend of 3s. per share, together 
with a bonus of ls. per share, both free of income-tax, such divi- 
dend and bonus to be payable on and after the 31st inst., making, 
with the three interim dividends already paid, a total distribution 
of 31 per cent. for the year ended June 30th last, and after placing 
£6,000 to reserve fund account, carrying forward a balance of about 
£2,525. Notice is also given that the transfer books of this com- 
pany are closed from July 11th to 25th inclusive. 


The St. James’ and Pall Mall Electric Light Co.— 
The directors have declared an interim dividend on the preference 
shares at the rate of 7 per cent. per annum, and on the ordinary 
shares at the rate of 10 percent. per annum for the half-year 
ending June 30th. The share transfer books are closed from 
July 18th to 31st inclusive. 


Stock Exchange Notices.—The Committee has ordered 
the undermentioned securities to be quoted in the Official List :— 
Newcastle-upon-Tyne Electric Supply Co., Ltd., 57,009 ordinary 
shares of £5 each fully paid Nos. 1 to 57,009; 17,991 ordinary 
shares of £5 each Nos. 57,010 to 75,000; 57,0096 per cent. pre- 
ference shares of £5 each fully-paid Nos. 1 to 57,009; and 17,991 
5 per cent. preference shares of £5 each Nos. 57,010 to 75,000. 


STOCKS AND SHARES. 


Wednesday evening. 
Tre Administrative County of London Power Bill, passing its 
second reading in the House of Commons, was the cause of a severe 
slump in the Electric Supply market. As will be seen from our 
Share List of Electricity Supply Companies, prices all along the 
line are lower, and in some cases the fall has been very considerable. 
Of course, should the Bill eventually go through, and it has many 
stages still to pass, some of the companies will be affected more 
than others. This fact, however, seems to have been overlooked in 
the rush to sell shares, and one company has suffered the same as 
another in the general decline. During the past day or two, how- 
ever, the market has been rather more steady, as the public are 
getting over their first spasm of nerves, and knowing ones are 
picking up cheap parcels of shares whenever the opportunity 
Presents itself. It is quite unnecessary, and would only be tedious 
to our readers, for us to remark on each concern separately. Move- 
ments range from 28. 6d. to £1, and are all downwards, except for 
B rise of 1 per cent. in London Electric Debenture to 99-102 on a 


strong demand for the stock with none offering. St. James's were 
. quite unaffected by the announcement of the interim dividend at 
the rate of 10 per cent. 


Holders of Chelsea Founders' shares are advised that the Royal 
Assent having been received on June 30th for the cancellation of 
these shares, they must send in their certificates by the 29th inst. 
in order to receive in exchange а certificate for 10 Ordinary shares 
for every Founder's share. The dividend on these Ordinary shares. 
for 1905 will be half of that paid on the existing shares, after 
which they will rank pari passu. The transfer books of the 
Founders’ shares were closed on the 30th of last month. 

The Bill to include the borough of Stoke Newington in the area 
of supply of the North Metropolitan Electric Power Co. was 
allowed by а Select Committee of the House of Commons to 
proceed as unopposed. 

Calcutta Electric Supply shares continue to attract attention, and 
the price keeps firm at 94-8. The company reports that the sale of 
electricity during the week ended June 16th amounts to 113,229 
units as compared with 78,730 in the corresponding weck last 
year. | 

We are given to understand that application has been made to 
the London Stock Exchange for a quotation for River Plate Elec- 
tricity Ordinary and Preference shares and Debenture stock. 
During the past six months or во an enormous business has been 
put through in the securities of this company, so that an official 
quotation will be very welcome to both shareholders and dealers 
alike. 

A good enough investment in its way is the issue made by the 
Northern Counties Electricity Supply Co. of £100,000 44 per cent. 
First Mortgage Debenture stock at par, the subscription list for 
which was closed on Tuesday last. The prospectus reads well, and 
shows the company is making rapid headway. 

No. 3 of a little publication by the South Wales Electrical Power 
Distribution Co., called “ Electrics,” has been issued, and like its 
predecessors, is an interesting booklet. Its compilation is, of 
course, more or less téchnical, but the “man iu the street“ will 
find some useful reading in its pages. 

As regards Underground Electric Railways, a good deal of 
liquidation has taken place during the past week in Metropolitans 
and Districts, owing to the fall in prices in the South African 
market; several holders of the Railway Stocks having to realise in 
order to meet their Kaffir differences. It is significant to note that 
the contango rate on Mets.“ last Tuesday was only à per cent., 
after having been } percent. for many accounts past. The City 
and South London dividend, which it is expected will be 
announced next week, is anticipated by dealers to be 1j per cent. 
Should this be the case, the yield to an investor at the present 
price of the stock would be, as nearly as possible, 43 per cent., 
which, considering the prospects of the company, makes the Stock 
look a more or less cheap investment. The weak spot in the Elec- 
tric Railway market is Central Londons, the company already 
beginning to feel the effect of the District electrification. Stock 
has been freely offered in the market, but jobbers object to put any 
amount on their books. A very fair amount has been put through 
in Great Northern and City £10 fully paid preferred shares, round 
about 5. 

The principal movement in manufacturing concerns has been 
the fall in Electric Construction shares on the passing of the Ordi- 
nary dividend. The report states that competition has been 
extremely keen, and this is no doubt the cause of all the trouble, 
but all the same to shareholders a net profit of only 43,908 
against £14,773 for the corresponding twelve months is very dis- 
heartening. The Ordinary shares were marked down to 10s., aud 
the Preference to 2. TS 

British Election Traction Ordinary shares hardened fractionally 
on the announcement of the dividend of 6 per cent. for the year, 
being at the same rate as for the previous twelve months. The 
report is looked forward to with considerable interest by dealers in 
the market. The Preference shares are just the turn lower at 
114-8, and the 43 per cent. Second Debenture has been put down 
1 per cent. to 97-99. Edison & Swan £3 paid shares were offered 
in a small way, and fell à to 14. Callender Preferences rose 3 to 
54-2, Henley Preferences receding to the same extent to | 
58-8. 

E Telegraphs and Telephones the general tend of prices has 

been downwards, but the market is not by any means weak. On 
the whole, there are very few alterations to record, our list of 
quotations only numbering about half a dozen movements. Anglo- 
American Preferred stock is down 4 per cent. to 106-107, and the 
Deferred is 4 lower at 144-3. Globe Trusts are 3 off at 108-&. 
National Telephone securities were unaffected by the announce- 
ment of the 6 per cent. dividend on the Deferred stock for the past 
half year, United River Plate Telephones have shed 3, to 68-72. 
On the other hand, Great Northerns have risen £1, to 34-35. 
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i à SHARE LIST OF ELECTRICAL COMPANIES. 
TELEGRAPH AND TELEPHONE COMPANIES. 
| Stock Business done 
B Closing Closing 
Present or | Dividends for the last А | week ended 
Issue, NAME. rd three years. July öth. N J Een 
| VV СЕ 
| 1902. | 1908. | 1904. : Highest Lowest. 
84,800 | African Direct Telegraph, 4% Debs. ыз $4 - ae ..| 100 4 4% 4 15 98 —101 ха 96—101 xd 
000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25, 000 i - " 10 il Nil Ni 21— 23 
. Anglo Am rion T ro Dore! Nos кш ңе. “+ sa i Pa 60/6 a Nil о mcs 
o-American Telegra y X T 828 fe toc 8. = т * zs 
9,118,210 do. ET «Pref.  .. .. .. .. Stock | 6 6 96 iM 1 1074 106 —107 107 1064 
3,118,210 Do. do. do. Deferred we ee e o | Stock | 1/- да. il 144— 15 143— 1 14 es 
44,000 | Chili Telephone, Nos. 1 to 44 0 . „6 5 | 6 1 8% Tè 1—1 7 e 
16,000,0008 | Commercial Cable 2: ..1$100 8 8 8 ws X 
1,982,866: Do. do, Sterling 600 year 4 4% Deb. Btock Red. ... Stock | 4 4 4 964— 992 xd | 964— 98i xd 972 973 
16,000 | Cuba Telegraph . . . 10 | 0$ |10 Б 8 — 8 — 
6,000 Do. 10% Pref. .. ЕР x к M Е © 10 10 Б 10 17 — 18 17 — 18 . 
12,981 | Direct Spanish Telegraph, Ord. x УЗ a id 5 4 4 96 4 3à— ЗӢ 4 
6,090 pe: 45 o. 10 Cum. Pref. a si T va b 10 p 10 9 — 9 — 
30,000 ET „%%% om xl 260 43 4 100 —103 ха | 100 —103xd |. 
60,7101 Direct U United Staten ‘Cable 20 s B % 114— 112 114— 114 118 11% 
74,500 | Direct West India Cable, Lx Reg. Deb., within Nos. itol, 200, 0, Red. 100 | 4 700 4% | 99—101 xd 101 —103 1 
4,000,000 | Eastern Telegraph, Ог Stock | 7 1 gi 141 —144 141 —144 144 142 
2,000,000 Do. of Pref. Stock ve o we | 100 84 949% г. 90 — 92 — 92 tel 
1,836,814 Do. Mort. Deb. Stock Red. 11] stock | 4 4 8 4 107 —109 107 —109 107 
300, Eastern Extension, 1 and China Telegraph p 2s 10 7 7 $ 7 193— 14 132— 14 144 1 
602,400 Do. 4 96 Deb. Stock Stock 4 4 4 1 107 106 —108 
900,000 | Eastern & South АСАЛ Tele., 4 % Mt. Db., Nos. 1 to 3, 000, red. 1909 100 4 4 4 1004—1009 101 —108 
200,000? Do. do. Reg. Mort. Debs. (Mauritius Sub. )1to о 81000 25 4 ё 4 4 1004—1 1004—1 1 Г 
190,887 | Globe Telegraph кы ix 10 {£816 7*| 53 5g 104— 1 1 1 10,7 
180,897 Do. do. 6% Pref. .. .. .. .. 10 6 % 6 6 144— 14 144— 14 ир Ж 
150,000 Great йү n Telegraph, ot Copenhagen .| 10 | 124 15 H — 94 854 33% 
ax an rmu Cable, 44 % Ist Mort. Debs., within Nos. bros —]01 xd if 
46,500 1 to 1,00, Red. } 100 | 4% | 4% | 44% | 99—101 xd | 99—10 
17,000 | Indo-European Telegraph 24 s "e 10% | 10 b 18 96 49 — 51. 494— 51 504 ед 
72.080 Monte Video Telephone Co., Ltd. Oord. o qe S 1 8% | 8 fe E Á t- .. .. 
1,988, National Tele shone, Pref.Stock .. «00. we | M0 6% | 6% | 6 1114 - 1124 106 10 112} | 1118 
1,966,667 | Do. 0. Def. Stock ; 2% xa s * n 100 44% 5% 5 102 — 104 1 107 106 102 
15,000 Do. do. 6 % Cum. Ist Pref. .. gs Ке m v 10 6% 6 2 6 13 — 14 13 — 14 13g "E 
15,000 | Do. do. 6 % Cum. 2nd Pref.. e 2d 10 6 % 6 0 12 — 13 12 — 13 4 
260,000 Do. do. 6% Non-cum. 8rd Pref., 1 to o 200, 000 | 5 5% | 5% | 5 5i 51 
2,000,000 | Do. do. 84 % Deb. Stock Red. Stock | 84% a% 3} 99—101 xd | 99 —101х4 | 100 
1,689,593 | Do. do. Deb. Stock Red. . | M |4% |4 4 1014-103} xd | 10: —104 xd | 1 102 
179,813 ; Oriental Telephone and Elec. Nos. 1 to 171,504, fully paid E el A 6% | 64 6496 lá- 1 1 11 1 
000 | Do. do. do. 6% Cum. Pref. eso] Uu 6% | 6 6 1та—_ lih 97 — lis je 
100,000 ; Pacific and European Tel. 4 ^ ‘Guar. ‚ Debs. 1401 500 100 4 4 4 —100 xd — 100 xd а 
11,889] Reuters „ a 5 5 5 7ài— 8 71— 8 m 
8,297 | Submarine Cables Trust ; E es sa m .. | Cert. 6 6 6% 125 —128 126—129 bg 
68,000 | United River Plate Telephone M M - T b 1 8 8 % 171— 7 62— i 715 
40,000 Do. do. 5 % Cum. Pret., Nos: 1 2040009 cp 6 5 5 b $ 5 — xd b — b$xd - 
179,947 Do. do. b 00 Debs. .. $s .. | Stock 5 Б b 106 —168 ха 108 —110 xd is 
15,6091 | West African Telegraph, Shares Иб m 10 2 4 t% 84— e 
80,008 | West Coast of America, i to 30,000 and 58,001 to 53,008 - 24 il Nil Nil ai — V. Па 1 I 
150,000 West Coast of America, 4 96 Debs., 1 to1 500 guar. һу Braz. Sub. Tel. 100 4 4 4 —101 xd 93 —101 xd - 
207,980 | Western Telegraph, Ltd., Nos. 1 to 20 490 5 3 10 7 1 1 184 - 14 xd 1 14 xd 194 133 
76,000 Do. f? 96 Debs. 2nd series, 1906 АЫ Кх .. | 100 5 6 5 100 —102 xd | 100 —10!xd ЧР 
Do. do. 4% Deb. Stock Red. РЕ x s 100 4 4 4 101 —103 xd | 101 —103 xd 
88,821 West India and Panama Telegraph .. 3 10 Nil Ni il 4— $— X 
84,063 Do, do. do. 6 9 Cum. 1st Pref. 10 TA NS e 8 — 8 8 — 8 83 
4,669 Do. до. йо. 6 % Cum. 2nd Pref. ; | 10 Ni Ni i 53— 51— .. 
80,0001 Do. do. do. . 5 9 Debs., Nos. 1 tol, 800 ; 100 5% 5% 5% 101 —104 xd | 101 —101 xd | 
Р Ё | | | 
— и. | | EE сосы V 
| \ 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| ; | 
40,000 | British Aluminium 7 % Cum. Pref. e. 6 | 86 | Ni | Ni | юй 4g— 42— 65 
20,000 ` Do. . do. „A 6 Cum. Pref. ЛА ба ЕА - 5 Nil Nil Nil 4 44— ia 
20,000 | Do. do. 4% Funding Certs. - x 2 5 25 - А 22— 3 9i. is 
Bo. do. 6 18: Mort. Deb. Stock Rede. Stock 5 | 5% % | 100 —104 100 —104 | os 
1 1 ! British Electric Traction : ae - t ds 10 8% 6 X 6 9— 93 98— 11 9 T 
166,487 | Do. до. 6 % Cum. Pref. e 110 | 6% | 6% | 6 111— 117 Hà— 11 11 11 
1. ! Do. do. 5 & Perpetual Debenture Stock |. |. | Stock | 6% | 5 % | 6% | 122 121 1292—14 | .. Ка 
Do. do. 44 % 2nd Deb. Stock Red. $a - 100 s EN 444, 98 —100 97 — 99 | 98 , 
100,000 | British Insulated and Helsby Cables . T vs 3 | б 10 % 8% 8 % 6 | 54— 6 " T 
Do. do. 6% Cum. Pref. T » 23 b 6 % 6% 6 % 54— 6 | 6 -" js 
500,000 | Do. do. 44 % 1st Mort. Deb. Re de. 100 43 4% | 44% | 101 —104 xd 101 —104xd | 102 
60,000 ,"Browett, Lindley & Co., Ord. . АЕ és - £1 il Nil Nil ï R É— 1 ы У 
50,00 © Do. do. 6% Cum. Prell. 21 | м Ti! Ni | 1 бю 15/6 | 14/6 to 15/ 
105,731 Brush Electrical Engineering, Ord., 1 to 105,731. 9 6 ы „© 2 Nil Nil | Nil i | à— i : : 
Do. do. Non-cum. 6 % Pret. Ea Pu es 2 6% % | 6 1— 1 1 — 145 d 
125,000 ‚ Do. do. 1 % Perp. Deb. Stock Es .. | Stock 96 44% 43% $2 — 95 52 — 95 ae 
125,000) Do. do. 4% Perp. 2nd Deb. кек M. .. | Stock 4495 44% 44° Ti — 80 xd 71 — 80 xd ; 
35,000 | Callender's Cable Construction а 25 is . | 5 15 % 1212 124% 10 — 11 10 — 11 1 : 
40,000 Do. 45 do. б % Cum. Pref. — 5 5 % 5% 5% 4— 5 5 85 
800,000 Do. do. 43% Ist Mort. Deb. Btock Red. .. | Stock | 4% | 44% | 44% | 106 —108 106 —108 107 » 
1,909,208 Central 188 0 Railway, Ord. Stock . .. | Stock | 4 & 4% | 4% — 92 — 913 
623,396 Do. do. 4% Pref. Stock ies vs US .. | Stock 4% 4% 4% 101 —108 101 —103 1024 102 
523,396 Do. do. Def. do. = T з .. | Stock 4% 4% 4% 78 — 81 78 — 81 - 
1,330,000 | City and South London Railway " ate - TN t .. | Stock 8195 s 25% 89 — 41 89 — 41 40} 39 
ттар с уз Fo mu a | 3 5 96 24% po lài— 23 li— 24 2 
| А 6 % 1st Mort. Reg. De з., 1 to of £100, and 
100,000 ; | 501 to 11,000 of £50 Red. * 5% | 5% 5 % э4— 99 xd 91 — 99 xd 
99,261 | Edison & Swan United Elec. Light, A shares, £8 paid, 1 to 99, 201 5 Nil Nil А 11— 25 11— 13 1 
11,189 | Ро. до. “ A” shares, 01—017,139 5 Nil Nil А 2— 9 2— 2% z 
844,093], Do. do. 4% Deb. Stock Rede. 100 . 4% 4 4% 83 — 88 xd 83 — S8 xd sk 
100,000 | Do. do. 5 & 2nd Deb. Stock Prov. Certs. all pd. 100 5955 | 5% | 6% 89 — 94 8) — 94 z 
112,100 | Electric Construction 1 to 112,100 .. К 2 6 % 4 i 1— 1 Н 
E | Do. do. 7% Cum. Pref., 110 31.9900 бк NE 217% 17% 7 2— A 12— 2} of 191 
200,000 | Ро. do. . 4% Perp. Ist Mort. Deb. Stock .. ^ ..  ..|Stok 4% | 4% | 4% 95 — 98 95 — 98 N 
25,000 | General Electric Co. (1900), 455 Cum. Pref. zi is te m 10 5 % 5% es 91— 10 xd 94— 10 xd 
200,000 | Do. do $ Mort. Deb. ғ: vs " .. | Stock 4% 4% 4% 97 —101 $7 —101 28 1 
200,000 , Henley's (W. T), Telegraph Works, Ord. оо оо оо 3 [20d [15 115% y 13 114— 123 122 123 
200,600 | do. 44 9 Pref.. ке м Б 44% | 44% | 44% 54— 52 Ld— 58 T ix 
45,900 ` Do. do. 44 Mort. Deb. Stock .. | Stock | 44% | 44% 43% | 109 —111 109 —111 
50,000 | India-Rubber, Gutta-Percha & Telegraph Works .. . 100 110% 110% Е. 151— 164 xa!  151— 164 154 
300,000 | Do. do. do. 4% Ist Mort. Deb. | 100 4% | 4% | 4% 100 —103 100 — 103 
87,500 Liverpool Overhead | Railway, Ord. . pi К T i 10 14%, 12% 13% | 3à— a 9$ — 3i 
10,000 Do. Pref. £10 paid |. = és ss 10 5% D 0 5 X, 91— 9 93— 92 i 
87,350 | Telegra h бй он Ач, Maintenance 12 0 20 15 8] — 33 81 — 33 3.4 81 
150,000 do. % Deb. Bds., ee 1 to 1, 600 Red. 1909 100 4 9 4 'àQ 4% 101 —103 xd 101 —103 xd E Е" 
640,000 | Waterloo & City Railway, ora’ Stock 100 3% | 38% | 38% 90 — 92 & —92 | . 
| ! 


^A period of nine months. E Quotations on Liverpool Stock Exchange. { Unless otherwise stated all shares are fully paid. 4 From Manchester Share List. 
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Bank rate of discount 21 per cent. (March 9th, 1905). 
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c ISHARE LIST OF ELECTRICAL COMPANIES (continued)—ELECTRICITY SUPPLY COMPANIES. 


Present Dividends for the E 
Iasne, NAME. last three years. Auf Sth 
29,877 B &к El Ligh Ord., s% 
А rompton ensington кше & Sup., ‚ 1 to 20,000 = 
10,628 Do. 7 €, Cum. Pref. 1 — T 
288,782 | Central Electric end Brand 4 % Guar. Deb. Stock .. ae vi 4 108 —106 
80,000 | Charing Cross ctrici y Supply " 10 7 8 
Fass Я 4 Cum. Pref 
000 Do. a. City Undertaking 4 % Cum. Pref ха 
40,000 Do. He O. 1908 ee . а 
850,000 Do. do. 4 % Dı Deb: Stock Red. - 4 96 106 —107 
44,496 *Chelsea Electricity Supply, Ord б— 6 
150,000 Deb. Stock Red. 4 108 —110 xd 
70,596 | City of London Electio Ligh e Ord. ио 001—110, 595.. 5 1 
40,000 Do. : Cum. Pref., 1 to | 6 1 
400,000! Do. Deb. Stuck, Serip. 195 at 115) all paid . bs 5 129 —126 xd 
300,000 Do. 4 9nd Deb. Stock, Prov. Certs., all paid 4 108 —106 xd 
40,000 | County of London Electric Lighting, ‘Ord. 1— 40,000 к 4 
80,000 Do. о. до. 6 % Pret., 40,001 —60,000 RE 6 
400,000 ро. 58. 4j % Deb. Stock . Mi 112 —115 xd 
250,000 Do. % 2nd Deb. Stock 108 —106 
70, 000 | Edmundson's Electr Corporation, Ord. Shares 1 53— 
80,000 Do: 48: 6 % Cum. Pref. 6 6 — 
300,0007 44 % 1st Mort Deb. Stock 4 107 —109 
21,000 Kensington and Knighisbridge Electric rien 10 114— 124 
136,000 do. Debenture Stock Stock | 4 11 101 —108 
111,000 London Ё Electric Su pir Corporation, Linkei SU. ies 8 Ni 2 — 
. 60,000 Do. do. 6 % Pr 5 6 5 — | 
871,896 Do. do. . 4961st Mort. Deb. киоск Red. Stoek | 4 98 —101 
100,000 | Metropolitan Electric Supply, | {о 100,000.. 7 — 10 
76,121 Do. do. Cum. Pref. 1—71, 106, £3 paid. 5 а 
220,000! Do. do. Ist Mort. Deb. Stock xà 4 109 —118 xd 
250,000! Do. % Mort. Deb. Stock Red. .. Stock 98 —100 xd 
250,000 | Midland Electric rot 44 96 18$ Mort. Deb. vs 100 ‘4 99 —101 xd 
10,852 | Notting Hill Еее inung. m x 10 6 141— 15 
59,000 Do. 4% 1st Mort. Deb. M ВЯ 00 4 100 —102 
40,000 | St. James’ and Pall Nall Electric Light, Ord. .. b 144 18@-— 144 
20,000 Do. do. do. 1% Pref. 20,081 to 40,080 5 1 at 9 
150,000 Do. do. do. 84 % Deb. Stock Bed. 100 3 97 — 99 xd 
19,000 | Smithfleld Markets Electric Supp Ord. . Б 8$ 
50,000 Do. do. de. 4 96 Deb. Stock . Stock | 4 79 — 88 
66,000 | South London Electricity Supply, О b 13 
100,000 | South Metropolitan Electric ight and Power Ord . 1 i 
50,000 (Late Blackheath and. Greenwich u % Pref. 1 Nil 1 1 
100,000 Dist. E.L.Co.) 44% 10 Deb. Stock | 100 | 44 105 —108 
30,000 | Urban Electric Supply, 99 0 : 5 5 X, — Н. 
.80,000 Do. do. 5 96 Cum. Pre 5 b 96 
200,000 Do. do. 44 96 1st Mont. Deb. Stock Red. 100 es 04 06 
110,000 | Westminster Electric Supply, Ord. vs b 19 12 
28,151 Do. do. 5% Cum. Pref, 5 „ 5 pd 


Shares not officially quoted: Mackay Companies, ord., 40—41. Pref. 74—76. 


* Subject to Founders Shares. 


t Unless otherwise stated all shares are fully paid. 


MARKET QUOTATIONS, Wednesday, July 12th. 


— go, | ш | me or Deo: 


a Acid, Hydrochloric per смі. 
а „ Nitric .. xt per cwt. 
а „ Oxalic.. per cwt. 
a „ Sulphurie per cwt, 
a Ammoniac, Sal per cwt 
P Ammonia, Muriate (crystal) per ton 
T per ton 
d Bleaching powder s per ton 
a Bisulphide of Carbon per ton 
a Borax .. ; per ton 
: Benzole in E per gal. 
» /90 96) per gal. 
H гог т рь рег ton 
а » Nitrate ; per ton 
a „ ' White Sugar.. per ton 
а „ Peroxide per ton 
a Methylated Spirit . r gal. 
a Naphtha, Solvent (90 96 at 160° С) рег gal. 
а Potassium Bichromate, in easks per lb. 
a Potash, Caustic (75/80 * .. per ton 
a Potassium Cyanide " per lb 
a. Shellac ; per ewt 
a Sulphate of Magnesia per ton 
a Sulphur, Sublimed pone per ton 
s И Du ; per ton 
Lum per ton 
a Soda, Caustic (white 70 90) per ton 
a per ton 
a Sodium enemas casks per lb 
a б Cyanide .. per lb 
METALS. ао. z 
ò Aluminium Ingots, in ton lots .. per ton 
b ss Wire, in ton lots .. perton 
b Sheet, іп ton lots. per ton 
b Babbitt’ s petal ingots . r ton 
c Brass (rolléd metal 2" to 12) basis per lb. 
с „ Tube (brazed) i per lb 
Gi. n „ (solid drawn).. per lb 
c „ Wire, basis per lb 
: Copper Tubes (brazed) per lb 
» (solid drawn) per lb 
9 Copper Copper Bars (best selected) .. per ton 


Quotations зщ 1 b 
Smith & Co.; ia · Rub 
Co., Ltd.; К 


Messrs.:—a G. Boor & Co.; 
т, G.P. and Teleg. Works Co., Ltd.; g James & 
fe Ashby, Ltd.; m W. T. Glover & Co., Ltd. ; z n P. Ormiston & Sons; о Johnson, Matthey & Co., Ltd.; 


Price. 
5/- | ae 
22. | >» 


Inc. or Decr 


b The British Aluminium Co., Ltd.; 


METALS, &c. (continued). 


g Copper Sheet iJ s .. рег ton 
9 ” .. per ton 
E iy (Electrolytic) Bars per ton 
€ n T Sheets per ton 
е Ш »" Qe per ton 
e e H.C. Wire per lb 
Ebonite Rod ns i^ .. per lb 
eet per lb 
n German Silver Wire per lb 
h Gutta-percha, fine ; per 1b 
h India-rubber, Para fine .. per Ib 
i Iron, Charcoal Sheets . per ton 
i , Pig (Cleveland warrants) per ton 


„ Forgings, according to size 


{ 
і » Scrap, heavy per ton 
i „ Wire, galvanised No. 8 per ton 
g Lead, English Ingot per ton 
9 Sheet per ton 
m Manganin Wire No. 98 . per lb. 
g Mercury. per bot. 
4 Mica (in original cases) small . per lb. 
» ji medium per lb. 
d » large .. per lb 
p Phosphor Bronze, plaincastings per lb 
р " rolled bars & rods per lb 
р "a snips sheet per lb 
0 Platinum s per oz 
e Silicium Bronze Wire .. per lb. 
i Steel, Magnet, acc'd'g юе р" п per ton 
„ + in bars 
g Tin, Block .. per ton 
н Wire, Nos. 1 to 16 per lb 
p p White Anti. friction Metals 
* White Ant” brand. per ton 
j Yarns, ae Srey eon. on зр'із рет 1Ь. 
ј i lea. Flax per lb. 
j » 8 100 . Ibs. Russian per lb. 
j Russian, single .. per lb. 
80 Ibs. Jute rove r ton 


j pe 
k Zinc, gh't "t (Vieille Montagne bnd. ) per ton 


done 
uotations week ended 
uly 12th. July 19th, 1906. 
Highest Lowest. 
9 — 10 98 А 
9 — 10 T M 
103 —106 - - 
os . $ 
Pai dao. 
4 5 xd 4 t 
510 10 І 
108 —110 xd M € 
101— 113 10$ 104 
13 — 14 © ae 
122 —1926 xd i 
108 —106 xd vs 
74— Dt 
114—1 12. 12,4 
111—114 xd 111 111 
ше 108 75 
6— d "es 
ш. c ii y 
98 ---101 1004 10⁰ 
P 
99 "y a E 
109 —118 xd um у; 
98 —100 xd | 1003 906 
99 —101 ха E "m 
14 — 15 xd sud : 
100 —102 9 2 x 
134-- 14} 1 18 
8— 9 vs 
97 — ^ xd | 98 
T9 TM 83 | ee | ee 
4 | 38 | А 
P RENE 
105 —108 | ui | ie 
4 8 ' 4 т 
= E | IE 
1 о 
11 1 11 
1h na 69 xd | va üt 
Latest Fortnight's 
Price. Dec. or Inc 
£80 га 
£80 ‚ ds 
£70 10 | . 
£87 ee 
£81 v 
vid. У 
3/3 а » 
З/- | is 
1/6 | t 
6/- to 7]- m 
| 5/44 to 5/54 d dec. 
£18 А 5 
| 456 4. dec 
From £11 | x 
47/6 to 50/- | х 
Er " 
to | . 
{ £13 176 } | 6j. ine. 
£15 10 | 5/- ine 
8/- : 
£776 И 
6d. to 1/- ИО 
2/6 to 4/ ; 
4/6 to 8/6 
1/1 to 1/3 ' 
1/1 to 1/8 | 
1/8 
оза pem 
1 D to . 
#58 
215 to £40 e 
( £142 10 40/- to 
to £143 10 50 / inc. 
1/8 g ix 
£43 to £65 
oF 
bid. | 
i 43d. | 
424. 
£11 | " 
227 15 VJ inc. 


c Thos. Bolton & Sons, Ltd.; d F. Wiggins & Sons; e Frederick 
Shakspeare ; h Edward Til & Co.; i Bolling & Lowe; j Walter H. Hindley and 
р The Phosphor Bronze Co., Ltd. 


* Zorene."—On the 6th inst. a demonstration of this 
material was given at the Westminster Palace Hotel by a foreign 
gentleman, who was addressed as “ Doctor," and, according to the 
Evening News, has a Chair at Brunn University. 


the Doctor's secret, but it appears to be some form of coal tar pro- 
duct and an acid. Applied to wood, rope, stone, iron, steel, slag, 
&c., Zorene is claimed to render them more dense or waterproof or 
rustproof, according to their quality. It is claimed that Zorene 
will penetrate even so dense a substance as hard granite, and that 
it forms a compound with water or as the result of the presence of 
water, which fills the pores of the material with a vulcanised sub- 
That Zorene does waterproof surfaces it has been applied 


stance. 


Its composition is 


to may be conceded as the result of dipping treated articles in 
water, but we could detect no sign of the alleged penetration even of 
а porous sandstone, and we consider that too much has been claimed. 
Bright iron will not rust if covered with a skin of varnish, so that 
treatment with Zorene may not amount to more than a surface 
lacquering. We are informed that a committee is to be formed of 
independent engineers and othersto make thorough tests of Zorene. 
The necessity for such a committee was, we are inclined to think, 
demonstrated by the demonstration, for it should certainly be 
made quite clear whether the claims made for Zorene can be sub- 
stantiated. Its penetrative power in particular was not by any 
means proved, nor so far is there any proof of the endurance of the 
treatment longer than paint, creosote, &c. 


v 


* > 
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NEW ELECTRICAL ENGINEERING LABORA- 
TORIES, LIVERPOOL UNIVERSITY. 


THE new Laboratory of  Electrotechnics in connection with 
Liverpool University was opened on Saturday afternoon last, the 
event being one of much scientific interest in the North. Р fore 
the opening of the laboratory, the Degrees of the University were 
conferred on the successful candidates by the Chancellor of the 
University, the Right Hon. the Earl of Derby, K. G., G. C. B., LL. D., 
at a large and influential gathering in St. George's Hall. The 
ceremony of opening the new laboratory was performed by Sir 
Joseph Wilson Swan, M. A., D. Sc., F. R. S., and was of a two-fold 
character. After the Degrees had been conferred at St. George's 
Hall, Sir qoseph delivered an address in which he reviewed the 
progress made by electrical science during the last 25 years, 
especially їп the domain of electrical engineering, in which an 
amount of capital was engaged which Mr. Garcke reckoned 
at 230 millions sterling; how far it was going to extend it was 
impossible to say.. Electrical industries had a close relation with 
another industry, that of chemistry, and in that neighbourhood ther 
had examples of it; he referred to the electrical production of 
sodium, soda and chlorine at Runcorn. Sir Joseph proceeded to 
. allude to the new laboratory, and closed his remarks by expressing 
the hope that it might be of use not only to the students, but also 
to the University and to the world. 

The new laboratory is situated in Brownlow Street, and here, in 
the lecture theatre, Sir Joseph Wilson Swan addressed a crowded 
assembly on the position and objects of the laboratory, and 
expressed the earnest wish that prosperity might attend those who 
taught in it and those who worked in it. 

Electrotechnics has been taught at Liverpool for the last 12 years, 
first at University College, and latterly at the matured University of 
„ For the first se ven years of the 12, electrotechnics formed a 
branch of the department of physics, and was 
under the control of the Professor of Physics. The 
work was carried on in temporary premises 
adjoining the original building of University 
College. In the year 1900 a lectureship of 
electrotechnics was established, and Dr. E. W. 
Marchant was shortly afterwards appointed 
lecturer to this department. At that time 
efforts were being made to establish a Univer- 
sity of Liverpool, and funds were being raised 
for that object. Among the donors to the funds 
was Mr. David Jardine, of Liverpool, who 
coutributed the sum of £10,000, expressing 
the wish that the money should be used to 
endow a Chair of Electrotechnics. Such a 
chair was, accordingly, established, and the 
professorship was offered to Dr. Marchant, who 
accepted the position. Steps were then taken 
to provide a suitable home for the work of the 
department, and the building of the new 1аһо- 
ratory. was erected from the designs and plans 
prepared by Messrs. Willink & Thicknessc, 
Liverpool. The contractors for the building 
work were Messrs. William Thornton & Sons, 
Liverpool. А sum of £12,000 was advanced 
from the University Fund to defray the cost 
of the building, and a sum of £1,000 was 
provided by the Lancashire County Council 
towards the cost of fitting up the laboratory. 

The new laboratory has a plain front, show- 
ing four stories and a basement, and is con- 
structed of brick with stone dressings. An 
arrangement has been made by which, for the 
time, the large basement of the natural history 
and botanical laboratory adjoining will be used for electrotechnies, 
and the two upper stories of the new laboratory building will be 
used for geological work. 

A dynamo room measuring about 60 ft. x 56 ft. was constructed 
in the basement, the walls being lined with white glazed 
bricks. The heavier machines stand on brick beds furnished 
with foundation rails, some 16 in. above the level of the concrete 
floor. 

The principal source of electrical power in the laboratory is a West- 
inghouse standard direct-current four-pole generator giving 224 Kw. 
at 230 volts, to run at 300 r.p.m. "This is driven by a Westing- 
house two-cylinder vertical gas engine. The set is intended mainly 
to supply current for lighting the building, but it will also be used 
to charge a battery of 68 cella which has been installed in a 
room on the ground floor. The item of next importance 
in the dynamo room is а fully-equipped electric tramcar 
truck of Schuckert pattern and construction, which has been 
presented to the laboratory by the Corporation of Liverpool. 
The truck has two Schuckert motors of 25 нр. each, and 
a controller by the same makers. Among the other machines 
in the room are two single-phase generators and a two-phasé 
motor-generator, by Witting & Eborall; a direct current generator 
of 55 volts x 85 amperes at 960 r.p.m., by Siemens Bros. ; a three- 
phase generator with 10 poles, by Fuller & Wenstrom; a rotary 
converter of 460 volta x 22 amperes, to run at 1,500 r.p.m., by the 
same makers; a Johnson-Phillips dynamo of 55 volts x 80 
amperes; and a Heylaud single-phase motor. Other machines 
have been Jent to the laboratory by the Lancashire Dynamo and 
Motor Co., J. Н. Holmes & Co., Crompton & Co., and other firms. 
The dynamos are worked by motors driven by current obtained 
from the Corporation mains. Driving is done chiefly by belts, 


\ 


shaft ing and pulleys, but ft is inténded to dubstitute direct driving 
by motors for the belt system. _ ` 
If necessary, current for lighting the building can be obtainod 
from the city electric mains, but ordinarily it will be obtained 
from the generátor worked by the gas engine. It is contemplated 
to make free use of the. lighting system of the building for 
demonstration purposes, the system being regarded аз a loadfwhich 
may be varied to suit the work in hand. db E 

The available energy will be distributed and controlled chiefly 
by two main switchboards, whith stand at one end of the dynamo 
room. One of these will control the supply for lighting. Fhis board 
is of slate, and has two panels, black enamelled on the front, 
carrying в change-over switch by which the supply can be taken 
from the city mains or from the principal generator, three 
direct current meters of the International Electric Co.'s manufac- 
ture, and three N. C. S. ammeters. 

e second switchboard is intended for general use by the 


students. It consists of four panels of marble, each furnished with -. 


а number of screw terminals. From the back of the board wires 
lead to the principal rooms. Ву this means any machine may be 
brought into communication with a particular class room, or with 
the lecture room. с Qoc <: . 

A spacious and well-fitted workshop adjoins the dynamo room 
The chief machines which it now contains are a planing machine, a 
drill and two lathes, belt-driven by a 2-H.p. British Thomson- 
Houston motor. 

A laboratory for senior students, 34 x 28 ft., has been fitted up in 
the basement for the study of transformers and alternating currents. 
Two three-phase transformers of Witting & Eborall's core type, and 
a synchronous motor of Mather & Platt’s construction are installed. 

High-tension work will be carried on in a room 35 ft. X 13 ft., 
also in the basement. А 20,000-volt transformer of , itt ing and 
Eborall's oil-cooled pattern has been provided for work of this 
kind. The testing of insulating materials for “ breakdown“ strains 
will be done here. An adjoining,room has been set apart for the 
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testing of iron and steel for magnetic and other properties. Gal- 
vanometers, permeameters, and other instruments for work of this 
kind have been provided. | 

A museum has been established in a well lighted room in the 
basement. 

The testing of electric lamps will be carried on in two rooms in 
the basement, in which suitable apparatus has been installed for 
carrying on life tests at constant pressure, the latter being auto- 
matically regulated within 1 part in 400. The generator employed 
is driven at constant speed by a motor which receives cur- 
rent from the main battery. A room has been set apart for 
photometry. Е 

Another room will be provided with standard instruments, which 
will be compared periodically with the standards at the National 
Physical Laboratory. A small battery consisting of some 20 cells 
will be installed for use in this room. 

Two other rooms in the basement, each 27 ft. x 20 ft., will be 
used for original work. One of these contains a Duddell high- 
frequency oscillugraph. The second room will be used as a motor- 
testing room, and a switchboard has been provided, by which 
current can be obtained from the dynamos or from the main 
battery. , 

Dr. Marchant's office and private experimenting room are on the 
ground floor, and on this floor there is a galvanometer room. Eight 
galvanometers, made by the department, are now in use in the 
laboratory, and there are also three ballistic yalvanometers—two of 
Crompton & Midgett’s construction, and one of Nasmyth & Mather's. 
For Wheatstone bridge work and other special observations, a 
galvanometer by Nalder Bros. & Thompson will be employed. 

A room on the ground fluor will be used asa junior laboratory, 
and possesses a marble switchboard fitted with screw terminals. In 
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an adjoining room, at the back of this board, the main battery of 


the laboratory is situated. The battery consists of four sets of 10 
cells each, and two sets of 9 cells each, the cells being of Chloride, 
Tudor and Electrical Power Storage Companies’ types. The cells 
are connected with the terminals of the switchboard. 

A lecture theatre which will seat 130 persons has been provided 
on the first floor. In another room on this floor there is a Duddell 
oscillograph, and provision has been made by which any dynamo in 
the dynamo room may be connected with this room. А library and 
reading room will be established on the same floor. 

The electrical fittings, throughout, were supplied by Messrs. John 
Hunter & Co., Liverpool. 

A special feature of the laboratory and ite arrangements, is the 
provision which has been made by which the different generators, 
batteries and more important instruments can be utilised in the 
lecture room and other rooms for demonstrating purposes, through 
the system of wires and terminals which has been adopted. 


THE EFFECT OF STEAM JACKETING ON 
EFFICIENCY. 


THE author of a paper on this subject, read at the Lidge 
meeting of the Institution of Mechanical Engineers, is Mr. 
A. L. Mellanby, of Manchester School of Technology, and he 
belongs to that school of thought which would have us believe that 
the effects of condensation in the steam cylinder are due, not to 
condensation, but to leakage past the valve. This demands that 
we should abandon the belief that the interior surface of the 
cylinder, &c., suffers a very considerable range of temperature when 
in contact with stenm of varying temperature. It asks us to 
believe that while valves leak steam from the steam chest into the 
cylinder, the piston kindly refrains from any such amount of 
leakage. 

It is at least certain that there is usually more steam present, as 
steam, in a cylinder at the end than at the beginning of the expan- 
sion. From D. К. Clark and Hirn onwards this has been reasonably 
explained by cylinder condensation, and the newer school do not 
appear so far to have advanced equally cogent reasons for their new 
theory. Our present author also does not seem consisteut in his 
findiugs, ав we shall see later. It is well proved by years of 
experience that the jacket will secure economy according to its 
conditions. Watt understood the jacket, or he would not have 
used it as an antechamber to the cylinder. 

By so doing he transferred condensation from the cylinder to the 
jacket, whence it could be drained without re-evaporntion. Men 
who do not understand steam may be heard to rail at the Watt 
jacket on the ground that it is folly to cool the steam by passing it 
through a jacket in hopes uf making the same steam act better in 
the cylinder. Such an argument, of course, arises from an entire 
misconception of the properties of saturated steam and its behaviour 
in the jacket and in the cylinder. The inconsistency of the position 
to some extent comes in the fact that the use of jackets in the 
present case was to lessen the steam consumption of the engine. 
This points to a reduction of cylinder condensation, not to reduced 
leakage. 

The engine tested was а little one of the compound horizontal 
side-by-side type, with cylinders 114 and 20 x 36-in. stroke, and 
with Corliss valves to the н.р. and slide yalves and Meyer plates to 
the L.p. cylinder. In orderto magnify the effect of the jackets, it was 
run at about 60 r.p.m., or half its normal speed, and tests were made at 
81, 12°3, 180 and 25 expansions with and without jackets, the L. p. 
cut-off remaining fixed throughout. 

The effect of jackets at 25 expansions was such that while 163 lb. 
of steam was condensed in the L.P. steam chest when jackets were 
off, this was reduced to 129 lb. with steam in the н.р. cover jackets, 
and to 99 lb. with steam in all cover and barrel jackets. The н.р. 
cover jacket condensed 66 lb. when it alone was acting, and 46 lb. 
when all jackets were acting. Without jackets the engine used 
1,603 lb. of steam per hour. With н.р. cover jackets only, it used 
only 1,569 lb., including the jacket, and with all jackets on it used 
1,693 lb. Taken alone these figures would show the H.P. cover 
jackets to be worth about 2 per cent., and all the jackets to be a 
loss of 6 per cent. But the r.H.P. in each case was 81:0, 780 and 
92:0, and the steam per r.H.P. hour 19°75 lb.; 20°1 lb. and 18 35 lb. 
Now, if these figures mean anything, they mean that the H. p. 
jacket prevented a lot of condensation in the н.Р. cylinder, and the 
engine was therefore kept so short of steam that, instead of a mean 
pressure of 8:4 in the L.P. cylinder there was only 7:3. When, 


however, jackets were steamed throughout the engine, such water 


as there was condensed in the first cylinder was re-evaporated by 
them, and the mean pressure in the L.P. cylinder was raised to 
130 lb. ! ! ! and the mean referred pressure in the three trials was 
247, 2876 aud 28:3. 

The steam fed to the H.P. cylinder was respectively 0:452, 0421 
and 0415 1b., and to the г.р, cylinder 0:406, 0:335 and 0:387 lb. per 
revolution, the difference being, of course, drained from the jackets. 
At 18 expansions the use of the H.P. cover jackets made the engine 
a mere fraction less economical per rH.P.-hour, and the most 
economical result was when the г.р. barrel jackets were off. 

At 12:3 expansions the H.P. cover jackets did succeed in produc- 
ing economy, and again the best result was with the т.р. barrel 
jacket off, but it was ошу as 17:2 to 17:3 better than with all the 
L.P. jackets off. 

Again, at 8'1 expansions the best result was with all jackets on, 
and the next best witb all off. 

It is clear that, at least as regards this particular engine, the benefit 


t 


of jacketing arises from more steam, as steam, and less steam; as 
steam and hot water, being passed through the г.р. cylinder, and 
the figures appear to be a powerful argument in support of the 
established theory that cylinder condensation, and not leakage, is 
the responsible factor in reducing engine efficiency. | 

As with superheating so with jackets, less steam can get into an 
engine with a given cut-off. Given a fixed cut-off to the first 
cylinder, more work can only be got out of an engine by using the 
cylinders as a continuation of the boiler to which end one would 
omit H.P. jackets, and thoroughly jacket the receiver and L.P. 
cylinder. The H.P. cylinder might even with advantage at times 
be specially cooled in order to admit more steam for subsequent re- 
evaporation. Wasteful, of course, as such a practice would be, it would 
enable a maximum of power to be got out of an engine; witb super- 
heated steam a later cut-off may be necessary, unless the benefit of 
superheat is sufficiently great to extend to the increasing of the 
mean pressure in the г.р. cylinder. 

We regret the author of this paper did not extend his researches 
in this direction. A few trials would be interesting to show how 
far the effect of superheat will extend in the direction of a higher 
mean pressure with less steam, to obviate the necessity of any later 
cut-off in the first cylinder. It is news to us, however, that it is 
the “general opinion that the temperature of the cylinder walls 
follows that of the piston, and that at the end of release the walls 
are cooled down to the exhaust temperature." We admit the 
follows but the sequel depends entirely on the speed, &c. The 
steam has a certain range of temperature, and the cylinder 
wall is always attempting to attain the same temperature, 


and succeeds partially at every speed, perhaps wholly 
at very low speeds. It seems absurd to hagyle over 
such a matter. Time is so essential to the equalisation 


of temperature in even closely contiguous bodies, that we cannot 
imagine how the instantaneous coincidence came to be set up by 
the author, unless purely for the fun of arguing it down. If 
leakage is the serious matter claimed by the author, it is curious 
how the jacketing of the H.P.-cylinder cover should so seriously 
diminish it. 

Though jackets are more or less obsolete, these tests are useful 
as an addition to the knowledge of steam behaviour, though we 
read the figures differently from the author. 16 is, of course, true 
that there is leakage; it is equally true, probably, that leakage 
takes place as water, not as steam, and, therefore, that super- 
heating should be a cure for both the faults of leakage and of 
cvlinder condensation. | 

We quite agree with the conclusion of the author that with 
150-10. boiler pressure the mean referred pressure should be, at 
least, 40 lb. for best efficiency per B.H.P., the very usual method of 
judging an engine by its I. H.P. always showing the apparently best 
economy at а lower mean pressure per I. H. P. than per B. II. P. 

The impossibility of getting full economical load upon a com- 
pound engine with a low load factor points to the probability of 
better results being obtainable from simple engines, especially witb 
superheated steam. If cylinder condensation were of the small 
importance that some have lately attempted to show, there would 
scarcely be so early a limit set by practice upon the ratio of expan- 
sion. It is because of cylinder condensation that engines must be 
kept small. 


A NEW METHOD OF TESTING 
ALTERNATORS.“ 


THE testing of large alternators under normal full-load conditions 
is troublesome and expensive, even when the necessary amount 
of energy is available, and muny suggestions, such as those of 
Mordey and of Behrend, for reducing the power wasted duriug the 
test have been made. These methods necessitate alterations in the 
connections of either the armature coils or the magnet coils; if 
serious mechanical stresses are to be avuided, they can only be 
employed with machines having very large numbers of poles, and 
even then the magnetic conditions are not accurately the same ав 
those which exist at normal full load. The method described below 
involves no change whatever iu the connections of the machine, 
and requires the expenditure of only suflicient energy to cover the 
losses of the machine, and yet every part of the alternator reaches 
the same temperature as it would after a real full-load heating test. 
The method involves a previous kuowledge of the separate losses of 
the machine, but these are, in any case, determined in the ordinary 
course of a svstematic test. 
Suppose a eertain machine has— 


a friction loss of 10 KW., 
an armature c?R loss of 20 Kw.,8 
and an iron loss of 100 KW. 


In the course of an hour's run at full load the loss of energy will 
be:— 


10 x 60 = 600 Kw.- minutes as friction, 
20 x 60 = 1,200 Kw.-minutes as с?н loss in armature, 
100 x 60 = 6,000 KW.-minutes as iron loss. 


Let the machine run for five minutes with the armature short- 
circuited, and at such an armature current that the armature c’R 
loss is 60 KW., 4.c., at a current equal to УЗ times the normal current. 
Next let the machine run for a further 10 minutes with open arma- 


— * Abstract of an article by Messrs Hobart апа Punga iu the 
Elektrotechnische Zeitschrift for May 11th, 1905. 
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ture circuit, but over excited, so as to give an iron loss of 150 Kw. 
If this cycle of operations is repeated regularly throughout the 
time of the test, it is obvious that— 


10 x 60 = 600 Kw.-minutes will be lost in friction per hour, 
60 x 20 зж 1,200 kw. „ - in armature c*R watts „ 
150 x 40 = 6,000 Kw. „ „ in the iron is 


or exactly the same loss in each case as would have occurred under 
normal full load in the same time. "There is still the loss in the 
magnet windings to be considered.* During the short-circuit test 
this will be less, and during the open-circuit test it will be greater 
than the normal, so that on the average it will not differ very 
greatly from the normal. If, however, great exactness in this 
respect is required it can be obtained as follows:— | 
In the above example one-third of the time of each period of the 
test was devoted to the short-circuit test and two-thirds to the open- 
circuit test. These proportions can, however, be changed at will, 
and by varying the short-circuit current and the over-excitation 
correspondingly, the total energy expended in the armature copper 
and jron per hour can be kept at the right value whilst the average 
exciting energy will have some other value than before. 
Except in very extreme cases (¢.g., in the case of alternators which 
require only a very small change in excitation between no load and 
full load, and which at the same time have a very low value for the 


short-circuit current at full excitation 


normal full-load current 
sible so to adjust the two time intervals that, whilst keeping the 
С?в loss and the iron loss per hour at the correct value, the 
exciting loss per hour shall also have exactly the same value as at 
normal full load. i | 

The writers, in fact, show how, with the aid of a curve con- 
necting exciting watts with the corresponding iron losses on open 
circuit, and on the assumption that the ratio of short-circuit current 
at full excitation to normal fall load current is known, the exact 
proportions of each period to be given to the short circuit and 


ratio ) it will always be pos- 


open circuit tests respectively, as well as the exact values of the 


short-cirenit current and of the over-excitation to be employed, 
in order to keep not only the armature loss but also the field los 

right, ean be determined. This exactness would, however, hardly seem 
necessary, as, in any case, a simple calculation will always enable 
the temperature rise of a field coil at the correct full-load loss to be 
determined from the temperature rise measured at some other 
known number of watts. 

The well-known fact that the armature iron losses are always 
somewhat greater at full load than at no load with the same 
terminal voltage, is approximately allowed for in the above method 
of test. As La Cour has shown, the full-load iron losses are fairly 
well represented by the sum of the no-load iron losses and the iron 
losses with short-circuited armature, so that the iron losses which occur 


during the short-circuit intervals of the above-described test will 


more or less exactly compensate for the low iron losses (obtained 
from a no-load test, of course) employed in the calculation of the 
no load interval. 

In conclusion, the writers poiut out that a great saving in the 
time taken to test a large generator can be effected by heating the 
machine up to the maximum temperature it is likely to reach before 
the commencement of the periodic test. The continuation of this 
test for an hour or an hour and a half will then, even in the case of 
the largest generators, allow the steady final temperature to be 
reached. Such a test is, however, somewhat unfavourable to the 
machine, «ог, starting with a cold machine, the temperature is 
rising asymptotically towards its fina] value, whilst if the machine 
is previously heated up, the temperature has to fall asymptotically 
towards ite final value. ° 


ON THE TRAINING OF ENGINEERS AND 
NATIONAL STABILITY. 


By R. BROWNE. 


ALTHOUGH the well-being of this country depends prin- 
cipally on engineering, there is not a college or institution in 
the land where a complete training is given in any one 
branch of engineering, with the exception, perhaps, of the 
School of Mines, where, I am told, the student is fully 
trained, and, if successful in his examinations, leaves the 
school as qualified to start his work outright as a mining 
engineer. This, if true, is satisfactory for the young fellow, 
and for the parents or friends who pay for the training ; but 
how is it with the civil, mechanical and electrical student ? 
Why, it is not only highly unsatisfactory, but is a discredit 
to the institutions which represent the engineering pro- 
fessions ; а discredit to the rich men of the country, espe- 
cially those who have made their fortunes out of engineer- 
ing, or those who could not have become rich without 
mechanical contrivances and engineering skill ; and, lastly, a 
discredit to our statesmen, who should be unceasing in their 
endeavours to help on our industries and trade by every 
means possible. 

Being a member of any of the engineering institutions 
does not entitle that member to call himself a qualified 
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engineer, as no certificate of qualification can be given ; and 
the diploma of membership issued by these institutions 
cannot be considered as carrying any qualifying title. There 
is, therefore, the greatest possible need for two or three large 
training colleges, with workshops attached, where a com- 
plete training could be given in every branch of engineering ; 
and after about five years of study and work, the qualifying 
certificate could be awarded, and the student sent forth to 
make his way in the world. The State, India, and the 
Colonial manufacturers and other emplovers would then 
know where to apply for properly trained men. 

We see fathers and mothers stinting themselves of many 
things for the purpose of educating their sons, and giving 
them a start in the world ; what, therefore, can be more dis- 
heartening to them than to find that after they have kept 
their boys at a technical training college or institution for 
three or four years, they have then to worry themselves 
as to where a practical training can be had. А good 
practical training can be had only in busy engineer- 
ing firms, or with architects and civil engineers who 
have work on hand all the year through, but on application 
to these firms they find to their dismay that no pupils are 
wanted. | 

But what do we see at the present time in the electrical 
engineering profession, and what can be more galling to the 
parents who spend their last shilling on their sons in order 
to give them the necessary training? We see in almost 
every issue of the ELECTRICAL REVIEW that about £100 
a year, and in many cases much lese—less even than some 
labourers can earn—is the usual salary offered when a shift 
engineer (another name for charge engineer) is wanted at 
any of the borough or municipal electricity works throughout 
the country; and for this pay he is tied up every day 
throughout the year, with the exception of the very short 
holiday allowed, which is generally a fortnight or three 
weeks. Just think of. it! for £2 and less a week, Borough 


and District Councils make it a condition in their advertise- 


menta that all applicants for the. post of charge engineer 
must have the necessary technical and practical qualifica- 
tions, and also some years of mechanical engineering experi- 
ence. Here we see that skilled and scientific attainments 
are called for, and only & labourer's pay offered in return. 
There are, of course, a few corporations which pay their 
electrical engineers fairly good salaries, but with the exception 
of these few, the treatment is nothing short of disgraceful. 
If the electric lighting of towns and running of trams were in 
the hands of private companies, the pay of the properly 
qualified electrical engineer would be not less than double 
what it is now. : 

There are, at the present time, thousands of well brought- 
up, well educated young fellows training as best they can 
for electrical engineering, but they are nearly all ignorant of 
the miserable prospects before them. | 

It is of the utmost importance to the public that electrical 
engineers should be properly trained and qualified men, as 
unskilled work has been the cause of so many accidents of 
late to life and property. Is it not time, therefore, that the 
public were safeguarded by the Board of Trade, and incom- 
petent contracting men and others prevented from calling 
themselves electrical engineers, and undertaking work which 
should only be carried out under the superintendence of a 
skilled electrician ? 

It is exceedingly mean, unbusinesslike, and bad policy 
for municipal councils to want to run their electricity 
works on the cheap at the expense of or by underpaying their 
engineering staff. But in too many instances it is the 
municipal chief engineer himself who is to blame for the 
small salaries given, as he is unprincipled enough not to 
mind in the least what pay his assistant engineers are 
receiving, as long as he is himself getting credit for econo- 
mies and cheap management, which are usually the dearest 
in the long run, for men inadequately paid take but little 
interest in their work. 

But to be plain, it is not only the engineering staff but 
the ratepayers who have to suffer in so many towns, owing 
to the large sums that have been taken in bribes by the 
promoters of municipal electricity undertakings, and to dis- 
honest management. Clerks of councils who are, with few 
exceptions, solicitors, appear to have everything in their own 
hands, and in some places do pretty well as they like, the 
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chairman and his friends on the council being influenced 
beforehand as to what business they should carry through at 
the council meeting : and the clerk and chairman usually 
get their way. The Holborn. frauds and other recent cases 
ought to be a warning to the public that they should take 
more interest in municipal management. 

The rates at the present time are out of all proportion to 
the incomes of at least 90 per cent. of the people who have 
to pay them; is it not, therefore, enough to drive provident 
men to despair to think that they may soon be called on to 
feed as well as educate the children of the improvident. 
The men and women who, through drink and self- 
indulgence, neglect to feed and clothe their helpless little 
children are contemptible beyond all words, and a pestilence 
to their sober and decent living neighbours, as well as to the 
community at large. Further, it would appear that no man 
has any right whatever to get up in Parliament or on a 
public platform and tell other men that a law should be 
passed to compel the people who work and are thrifty to 
educate and feed the children of those men who will only 
work when they think proper, and who when earning good 
wages will make no provision for hard times. 

W hen times are bad and there are many men and women 
thrown out of work through по fault of their own, 
then works of public utility, suitable for men апа 
women, should be started and paid for out of the subserip- 
tions which are always generously forthcoming from the 
well-to-do people of the empire, at home and er hut 
certainly not out of the rates. In this way the living 
would be earned, and self-respecting people would be saved 
the humiliation of receiving charity doles. And what a 
help it would be if the million and a quarter or во of 
pounds sterling that leave this country every year for foreign 
missionary work were annually subscribed for home missionary 
work, where it is infinitely more needed in this climate of raiu 
and cold. | | 

But I ask all right-minded men, especially men who read 
the papers, and think sometimes of the general welfare, as 
well as their own, what do they think is the real cause of 
the want of steady trade and regular employment ? То this 
question, the answer is, that it is the constantly-recurring 
` trade strikes which are almost wholly the cause of preventing 
the trade aud commerce of the country from being steady and 
flourishing. Providing that we refused to be unfairly dealt 
with by other nations, I believe that trade would nearly 
double in volume, especially if workers in all trades were 
to free themselves from being the slaves and dupes of 
trade union despots, and give up strikes as a .means of 
bettering their position. 

The big engineering strike of a few years ago did incal- 
culable damage to the whole trade of the country, and 
business generally has suffered from the effects of it. ever 
since. If manufacturers and merchants could depend on 
their workmen, they would soon be in a position to pay 
good wages, as contracts could be made and ful- 
filled, and regular orders would be coming in; but 
business has never time to steady itself before коте 
senseless strike is ordered by the strike masters, and every- 
thing is put back again. How, therefore, can there be any 
stability while the workmen of the country submit themselves 
to the orders of men, who know in their conscience that 
strikes will never better the pay or position of the working 
man or anybody else, and who must also know perfectly well 
that nearly all the misery now existing in this country has 
sprung from the paralysing effects of the strikes which have 
taken place during the last 10 or 15 years? And yet these 
are the men who have the audacity to go up and down the 
country stump-speeching the doctrine that industrions men 
who work all the year round for what they can get, and by 
their industry keep themselves and their families decent, 
should be made to pay rates for the support of the families 
of men who stop work at the time their services are most 
needed, and remain idle until they are ordered to begin work 
again. This is what the liberty-loving British workman of 
the present day has come to. He is no longer a free man to 
do as he likes, but has to obey the orders of men who are 
getting their living out of strikes, and by the sowing of 
discord throughout the land. The injury caused during 
long strikes to the health of the strikers and their families 
through bodily suffering, and to their morale and welfare 


` 


generally, can never he repaired, and the money lost in wages 
is never regained. 

Without trade, where would we be? Why, 30 millions 
out of the 40 millions of the English population would have 
to со over the seas to find bread, or die for want of it in 
this country of eternal rams and biting winds, where hardly 
enough corn can be grown to feed our poultry on. There- 
fore, unless our trade is maintained and increased as times go 
on, and our fine ships kept filled with cargoes on their out- 
ward and homeward voyages, a decline might set in from 
which there could be no recovery. But let us keep our star 
in the ascendancy, and prosper hy honest trading, pluck and 
hardihood, as in the olden days. The honest man, let him be 
ever во poor, can look the whole world in the face. I cannot 
believe that my countrymen, English, Scotch and Irish (I 
am an Irishman myself), will let themselves be beaten in the 
big world struggle going on for supremacy in trade and 
commerce ;. but let us without delay be up and doing, and 
give up despairing ; let men give up whining and poor- 
mouthed talk, and be men, showing a determination that by 
honest endeavour they will succeed in their business affairs, 
keeping in mind always that wealth obtained by unfair 
means and without work i$ certain sooner or later to bring 
& curse or a taint on those who gain it, or on their 
BUCCESSOTS. 

The men who gain wealth by successful enterprise 
and hard work, doing others good as well as themselves, 
should Бе esteemed and not envied: in fact, men of this 
stamp are the salt and mainstay of the country. 

When I look at the fine warehouses of the London 
merchants, and the fine shops of the retailers, I say to 
myself were it not for these business houses in London and 
the big towns, the beautiful equipages and horses and other 
splendours which we see daily would soon disappear from 
our streets and houses : and yet there are tens of thousands 
of people, young and old, who, in their supreme conceit and 
ignorance, speak of trade and tradespeople in the most con- 
temptous terms. 

I wish also that our young men would talk less of cricket 
and football and think more of what good they might be 
doing their employers, as by helping their employers they 
would be also helping themselves. I never take any interest 
in cricket now, for the reason that far too much valuable 
time i8 wasted over the game, out of the most useful years of 
men's lives; and for the reason also that when one side or 
the other think they are going to be beaten, they do their 
utmost to drawlout the time во that the game can be 
declared а draw. It is not sport. The game used to be 
considered more of a schoolboy pastime, but it is made a 
business now, by men who ought to know better : and the 
professional cricketer who can hit up а big score, or screw 
the-hall in on the wickets is talked about as if he were a 
great hero who is performing splendid services for his 
country’s good. I wonder that some of these men do not 
exhibit. themselves at the public halls, as they would be sure 
to draw full houses. It is, however, another thing to 
watch a game of football, played and -finished in one 
afternoon ; but I hope we shall not again hear of football 
matches being played on any days except Saturdays, for the 
reason that thousands, would be drawn away from their work 
to go and see the play. 

There is one subject, which I would respectfully remind the 
directors of large companies and employers about, and which, 
I think, deserves their serious consideration. 16 is the shame- 
fully low salaries they pay to their clerks, and the lack of 
interest they take in their daily life and personal welfare. 
In fact, the salaries paid to the majority of young City men 
are barely enough to pay for the decent clothes they are 
expected to wear, cheap board, and. the season ticket on the 
railway. In the first place, better salaries ought to be paid 
where it is possible ; and in the second, when there has been 
a good vear's business done, the clerks апа warehousemen 
shonld be paid a bonus out of the profits. The prospect of a 
bonus once a year, would encourage men to take more interest 
in their work and their firm, as it would. be like sharing the 
profits with them ; and if all employers were to adopt. this 
system they would find themselves better off at the end 
of each year. Indeed, I believe that many employers are 
doing this at the present time. 

It is deplorable that there are &o many men in almost 
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every occupation who want to do as they like and as little 
as they can for their money, having no thought for the 
interests of the employers who have to find the work and 
the money to pay them with. This sort of unmanly 
behaviour is before our eyes every day: and it is only too 
true that many contractors and employers are driven into 
bankruptey owing to their workmen taking a fortnight to 
do work that might be easily done in a week. This is also 
а bad sign for the future prosperity of' the country, and 
unless men alter and conduct themselves with more manli- 
ness and honesty, employment and pay will become less and 
less as time goes on. 

Of all the sorry and senseless labour demonstrations 
which have taken place of late, I think the march of the 
Northampton and Leicester mem to London has outdone all. 
If the labour members of Parliament and the strike masters 
think that the Government and Parliament can be forced 
into finding work for the unemployed everywhere, at the 
expense of the already heavily-taxed ratepayers, they are 
making a very grave" mistake, unless they wish to see the 
break up of the British Constitution. All that any Govern- 
ment can do is to uphold and further by every means ров- 
sible the trade interests of the whole country. er 
. Returning to the question of the training of engineers, I 
remember that a hert time ago the governing body of 
King’s College appealed to the public for half a million 
pounds for the purpose, no doubt, of enlarging the college 
and equipping it with plant and machinery of all kinds, 
with the view, I presume, of making it possible for the pro- 
fessors and staff to give a complete еро and practical 
training im every branch of engineering. Whether the 
- appeal has succeeded to any extent-or not I cannot say, but 
what I can say is that King’s College should be backed up, 
if England wants to retain its world renown for engineering 
skill and good workmanship. 
well-off Englishmen think only of their own personal com- 
fort, and forget they ought to have а. heart and mind to 
give what help they can to further the general well-being 
of their countrymen. А 
37 When the foregoing was written I had not read Mr. Gerald 
Balfour's speech on the Unemployed Bill: but now that I 
have read it, I can only say that it is not within the 
rights of Parliament to pass a Bill that will rob provident 
men of their earnings to provide work for the. improvident, 
and -for men who are themselves the actual cause 
of shortage of employment, owing to the employers being 
unable.to depend on their services when there is work to be 
done. Should this Bill be passed into law, I foresee that a 
greater mistake for the well-being of the British race will 
have never been made. ә 


Le RULES GIVING THE DIRECTION or 
ROTATION OF THE FIELD AND ROTOR OF A 
POLYPHASE MOTOR. 


By.W. PERREN MAYCOCK. 


THE | following ‘Rules, "which have been formulated by the 
writer, may or may not be of practical utility. They are of 
some interest, however, as they enable the direction of 
rotation to be found from simple diagrams of the stator pole- 
windings and phase polarity-curves, with the pole numbers 
marked thereon :— | 

RULE 1.— FOR A Two- PHASE Motor.—Considering the 
sign f. any pole at un instant when it has definite polarity, 
whichever «pole in the other phase (on either side of tt) is 
** approaching” or “increasing” in the same polarity, will be 
in the direction of rotation round the face of the stator.: 

RvLE 2.—FoR А THREE-PHasE MoroR.— Considering 
the sign of any pole in any phase at an instant when it has 
definite polarity, the nearest pole (on either side of it) т the 
nert phase (taking the order A BC A, бе. ) that is Mor 
** approaching "—the same polarity at that instant, will be in 
the direction of rotation round the face of the stator. 

t-- In the case of a three-pole machine, there is only one pole in 
the next phase to consider, and the direction of rotation 1s then 
the nearest way round the stator face to that pole. 


I am afraid that too many . 
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STREET LIGHTING WITH NERNST LAMPS. . 


THE paper on this subject read before the Municipal Elec- 
trical Association by Mr. E. E. Hoadley, borough electrical 


engineer, Maidstone, was perhaps the best of the lot—certainly 


. to their wider spacing. 


condition. 


the most practical and useful. Mr. Hoadley's experience of 
the subject, to which he has given special attention, extends 
over some seven years, and he is to be congratulated upon 
the considerable measure of success which he has attained. 
The importance of the subject needs no demonstration ; we 
shall, therefore, proceed to discuss the means adopted by 
the author to compete with the incandescent gas mantle. - 

The most satisfactory form of Nernst lamp he finds to be 
the *A" type, having a vertical glower, and taking 
4 ampere at 230 volts, with a luminosity of about 75 C.P. 
The “В” and “С” types were tried, but abandoned: 
better results, however, are being obtained with the new 
“D” type, an improvement on the “ B," giving 75 ОР. 
for about 110 watts. А variation of pressure of 4 per cent. 
above normal made very little difference in the life of the 
lamps, and vibration appeared to be equally harmless. "The 
best resulte were obtained by using a 220-volt burner with a 
20-volt resistance on а 230-volt circuit, а conclusion some- 
what at variance with the statement that a 4 per cent. rise 
of voltage did not matter. About 350 of these lamps have 
been in use in Maidstone for three years, and in actual 
working it is found that the average life of the lamps is 676 
hours, with a tendency to improve. Clear glass globes are 
used, though prismatic globes give a better light distribution 
—it being a well-known. fact that the British ‘public, in 
estimating the effectiveness of a lamp, always looks straight 
ut it, instead of turning its back to the light as it 
should, and is thus more favourably impressed by а 
brilliant point of light than by а really good 
illumination. Thirty posts have been fitted with the * D" 
type, which the author thinks will: prove^ the most useful 
type for street lighting, but, with commendable caution, he 
will not commit himself to a definite opinion until he has 
had a longer experience with this lamp. | | 

It is curious to note that wet weather appears to be 
detrimental to the burners, for some unexplained reason. 
At a distance of 10 ft. from the post, the lamp being 
11 ft. high and provided with a reflector, the average 
illumination is 0°14 .candle-foot ; the illumination falls off 
to 0:06 candle-foot at 15 ft., 0°03 at 20 ft., and 0:007 at 
40 ft.—figures which compare very favourably with many 
results obtained by the. author from gas mantles in good 
The author considers that the lamps may be 
placed 55 yd. apart, against 40 to 50 yd. for gas lamps, 
and as he puts the annual cost (inclusive) of both gas 
mantles and Nernst lamps at £3 10s. each, there is evidently 
а considerable margin of cost in favour of the latter, owing 
The lamp takes 390 units per 
annum, and has actually cost 9s. for renewals, 10s. for 
lighting and cleaning, 7s. 6d. for interest and sinking fund 
(6 per cent. on £6) and 2s. 6d. for repairs and maintenance. 
The cost of conversion of a post, purchased from the gas 


company for 30s. and fitted with a swan neck and fitting 


for £1 19s., and including the lamp, globe, wiring, labour, 
&c. is £6. The author credits the street lighting with a 
load factor of 40 per cent., and as the result of long and 
careful tests, he places the total cost of production of 
the energy at 0°75d. per unit; with capital charges added, 
the sum amounts to Id. per unit, leaving 0'3d. per unit 
profit. 

Mr. Hoadley touches briefly upon the various rivals to the 
Nernst lamp—mercury vapour, osmium and tantalum— 
and points out that it is in the lamp that advances must 
be looked for, as no great reduction in the cost of production 
can be expected. He thinks that small 100-watt flame arcs 
with magazine feed are likely to prove the ideal for lighting 
the less important streets / Me they become more reliable. 
It will be seen that, like many other electrical questions, 
street lighting has by no means approached finality, though 
it can already be carried on more efficiently than with incan- . 
descent gas. There is abundant room for improvement, and 
the value of the load renders it desirable that every effort 
should be made to secure the street lighting as a consumer. 
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NOTES ON COSTS AND TARIFFS FOR 
ELECTRICITY SUPPLY. 


Mr. KincovR's paper before the Municipal Electrical 
Association provides a somewhat abstruse answer to a 
brief question as to “On what do the costs of supply 
mainly depend? The author takes the line that these 
depend, in. general, almost entirely upon the present 
liabilities undertaken, and but little upon the actual supply 


given. His proposition is as follows :— 

The liabilities include the provision of the necessary 
plant, mains, &c., for giving a supply, and also the running 
of the plant for that purpose. 

The capital expenditure and financial charges upon an 
electric supply undertaking are absolutely determined by the 
total liabilities undertaken, and are quite independent of 
whether supply is, or is not, actually given to customers. 

The revenue expenditure of an electric supply undertaking 
is obviously divisible into two distinct parts, viz.: that 
dependent upon the liability undertaken to give supply, and 
that dependent upon the extent to which customers avail 
themselves of their opportunities for taking supply ; these 
are the * cost of getting ready to give supply," and the 
“© running cost " respectively, and the former plus the annual 
charges on capital is usually called the “stand-by " cost. 

The “cost of getting ready to give supply" clearly 

includes all costs of distribution, of meter reading and main- 
tenance, and of management (in fact, all costs except those 
of rates and taxes, and of labour and materials employed at 
the. works). It is indisputable also that a part of the works’ 
costs is due to the undertakers’ obligation to be always ready 
to give supply. 
The quantity of plant in use, and of labour in attendance 
thereon, are determined entirely by the expectation of load 
proper to any given instant, but it makes, in general, very 
little difference in costs whether the plant runs loaded or light, 
especially in cases of bad load factor. 

The method of determination of the running costs is then 
discussed : in а modern works with fairly large units the 
average value of the “running cost" per unit generated 
should not exceed one-fifth of а penny, unless the circum- 
stances are peculiarly adverse. 

The works’ “cost of keeping ready to give supply" 
during a particular period is, of course, the difference 
between the total works’ cost for that period and the total 
* running cost" of the energy generated therein; in 
general, it will be found that the ratio of the works’ “ cost 
of getting ready to give supply" to the total works’ 
“© running cost " for any year ranges from about three to one 
for a bad load factor and а small output, up to about one 
to one for a very good load factor and a fairly large output. 

The total “ cost of getting ready to give supply includes 
the corresponding works' cost plus the costs of distribution ; 
and the “ stand-by cost is the total “ cost of getting ready 
to give supply plus the charges on capital. Obviously, the 
* gtand-by cost" of an undertaking must, in general, be 
very much larger than its total © running cost." 

The annual charges against an undertaking for rates and 
taxes are totally different in character from any of the costs 
and charges previously considered, depending presumably on 
possible trading results, and should be regarded as first 
charges upon the profits rather than as elements in the cost 
of working. For this reason it appears correct to take no 
account of them when considering costs; they have, of 
course, to be allowed for when settling tariffs. 

With reference to the undertaking as a whole, the con- 
clusions arrived at are summarised as follows : 

1. The total annual costs are divisible into two distinct 
parts :— | 

(a) “Stand-by costs,” or costs entirely dependent upon 
liabilities. 

(b) Running costs,” or costs entirely dependent upon the 
quantitv of energy actually generated. 

2. The profits of the undertaking are subject to an annual 
charge for rates and taxes, and should therefore be at least 
sufficient to defray this charge. | 

The author then proceeds to consider the question of 
charges for energy, suggesting that customers should be 
grouped into a few distinct classes, when the different supply 


costs of the different classes can often be approximately 
ascertained, and a tariff, or set of tariffs, determined, which 
will ensure that each class pays its supply eost plus the same 
percentage. 

The method of fixing the tariff must include :— 

1. The allocation of the energy wasted in distribution, 


and of the energy used in the works, offices, &c., between 


the different classes of customers, so that the number of units 
generated for each class—and, therefrom, its total running 
cost — may be known. 

2. The allocation of the total capital expenditure between 
the different classes of customers, so that the annual capital 
charge proper to each may be known. 

3. The allocation of the total * cost of getting ready to 
give supply " between the different classes of customers. 

And, when these allocations have been made, it 
remains to allocate the annual charge for rates and taxes. 

Finally, the author at some length proves that the methods 
he advocates in the earlier portion of the paper, t.e., dedu :- 
tions from present day costs, are likely to be misleadiry, 
and that it is also very necessary to consider future devel p- 
ments in fixing tariffs. 

While it is very probable that few have drawn :ny 
tangible conclusion from the arguments advanced in the 
paper, we do not doubt that those who have attempted ‘its 
digestion could briefly express their opinions in language 
more forcible than polite. 


- 


FREE WIRING AND PREPAYMENT MET. RS. 


THE paper read before the M. E.A. by Mr. A. R. Шаг, 


. borough electrical engineer, Colchester, on the advantages of 
electricity supply оп the system above named, was intended | 


for the edification of those of his brother engineers who 
despised it or would not be worried with it. The author 
had evidently gone into the business with an amount of 
energy which compelled success, and he spoke highly of 
the results, both direct, and indirect. 

Mr. Sillar makes some quaint observations on the class of 
consumers obtained. Old houses rented at 5s. 6d. а week 
inclusive yield no takers, whereas houses five or ten years 
old, letting at 7s. a week, rise freely to the bait. The best 
type is the house with six rooms, and it doesn’t matter 
whether there is an entrance hall or not ! 

It is certainly interesting to note that many men earning 
not more than £1 a week are customers; evidently 
electricity is already the poor man’s light, in Colchester. 

The author gives full details of his mode of operation in 
securing consumers. He fits any desired number of lamps 
in business premises, with reasonable prospects of use: in 
private residences, however, only four lamps are installed 
free, one of these being in the hypothetical entrance hall, to 
encourage the others, and further lamps may be fixed for 
Ss. each. Every 40 units consumed entitles the consumer 
to one new lamp free. The agreement is very simple, to 
avoid frightening would-be consumers. 

We are pleased to note that the wiring is done by a local 
contractor, in batches of 50 installations. The cost works 
out at 35s. per house, + 48. for the lamps. The service 
cable is looped into several cottages, and costs, with joint 
box, meter, labour, &c., £4 19s. 3d. on the average. 

The meter is the most expensive item; the author says 
get а good one, though it costs more. He prefers the 
mercury type to the motor type. but is evidently not satisfied 
with any at present in use. Sticking of the motor, or of 
the coin, is a great trouble with these meters. Three times 
as many shilling-in-slot meters as penny meters are called 
for. The best class of lamp to use is a first-class ** 4-watt " 
lamp. 


The charge in Colchester until April last was 6d. per 


unit, compared with 5d. to ordinary consumers. In April 
the prices were reduced respectively to 54d. and 454., the 
difference, 1d. per unit, being applied to the repayment of 
cost of the installations. "The meters are visited every three 
months in the summer, and every month in the winter. 
Discussing the financial results, the author gives two 
tables of considerable interest ; we therefore reproduce them 
in full. The total cost for generation and distribution in 
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Colchester last year was 1:70d., and the capital charges were 
exactly 1d. per unit. The cost of ineters, services, &c., for 
“slot” consumers was more than six times as much per 
lamp as for ordinary consumers, namely, 11s. 3d. per 8-C.P., 
compared with 1s. 11d. The cost of the installation is to 
be written off in five yearly instalments of 20 per cent. 


each. 
TABLE А. 


Number of consumers, 82. 

Units supplied, 7,433. 

Units sold per consumer per annum, 90:6. 

Amount received per consumer per annum, £2 58. 4d. 

Average cost of installation, complete with lamps, £2 Rs. 1d. 

Average cost of meter, terminal box, and service cable fixed, 
£4 196. За. 

Average cost of meter, &c., per equivalent 8-с.р. lamp, 12s. 3d. 

Average cost of meter, terminal box, service cable, &c., to the 
ordinary consumer per equivalent 8-c.P. lamp, 1s. 11d. 

Number of lamps actually counected, 422. 

Number of equivalent 8-c.p. lamps, 665. 

Number of lamps connected per consumer, 5:14. 

Number of equivalent 8-c.P. lamps connected per consumer, 8:11 


TABLE B.— REVENUE. 


90°6 units at 6d. per unit ... ee i e . £9 5 4 
EXPENDITURE. 

Cost of generation and distribution, 90°6 units at 1774. 0 12 10 

Standing charges on 90:6 units at 1d. per unit. 0 7 6 
Repayment of installation at the rate of 20 rer cent. 

on £2 8s. ld.. 09 7 
Additional interest. and sinking fund on slot meters 

and service mains at 64 per cent. on £4 4s. 6d.. 0 5 6 

Cost of lamp renewals at 4 per cent. of the revenue 0 1 9 

Net profit per installation... i es 08 2 

Total £2 5 4 


The author naively remarks that whereas some towns have 
obtained special permission from the Local Government 
Board to raise loans for free wiring, he has marazed to pay 
for his system by means of an overdraft at the bank ! 

After the cost of the installation is paid off in. five years, 
the net profit per installation (so long as it lasts) will rise 
to 17s. 9d. per annum. In conclusion, “the author repeats that 
this class of consumer is well worth catering for, if only for 
the sake of competition with the gas department, and of the 
excellent advertisement obtained. 


EXTENSIONS TO OUTLYING AREAS. 


Mn. A. B. MOUNTAIN, borough electrical engineer, Hudders- 
field, read a paper at the Municipal Electrical Association 
Convention on this subject, dividing it under two heads— 
that of policy, and that of engineering. — Alluding to the 
enormous development of municipal “work (to w chicli he 
might have added municipal debt) during the past 30 years, 
and the effect of electric traction in spreading population 
over a larger area, the author pointed out that the latter 
carried the disadvantage of reducing the rateable value of 
the central area and increasing that of the outer areas. 
Allowing for the time occupied in transit, the practical limit 
of expansion of the residential area was placed at about five 
miles from the central area. In the author's view it was the 
duty of the central authority to extend its electric supply 
mains into the surrounding districts, if there were any likeli- 
hood of these becoming eventually incorporated within the 
boundaries of the central authority : but if this were not the 
ne the matter became a question of municipal trading, and 
ust be considered upon purely business lines. 

The price to be charged for energy supplied to external 
districts was difficult to fix: it might be uniform over the 
whole area of supply, were it not for the fact that the cost 
of mains to the outlying districts was greater than in the 
central portion of the area. Generally an addition of 10 per 
cent. would suffice, and it was doubtful whether this could 
be exceeded without exceeding the cost of a local supply. 
Steps should be taken at once, if at all, to supply such 
areas ; otherwise the neighbouring Power Со. would forestall 
the municipality. It will be seen that the shadow of the 
Power Co. has fallen upon Mr. Mountain, as well as upon 
Councillor W. Hodgson. 


Turning to the engineering aspect of the question, the 
author suggests, as the most suitable system for supplying 
districts within 5 miles of the centre of the town, high- 
pressure alternating-current, single or polyphase, fed to the 
centre of each village by underground mains, transformed 
and distributed by overhead conductors. The author has 
found that the average cost of connecting consumers with 
underground mains is about £7 each, whereas with ov erhead 
wires the cost is only £4, including meters and fuses in both 
cases, Overhead mains cost only half as much as underground, 
are easily extended or removed without loss, increased in 
section, and maintained in good order. At present, how- 
ever, the feeling against overhead mains seems so strong that 
it is only possible to obtain consent for their erection in the 
more enlightened areas." This is an admirable statement 
of the actual facts, and we heartily endorse it. 

The author views with disfavour bulk supply to a district 
council, with distribution by the latter; it is bound to 
increase the cost of supply. 

Low pressure, low price, and the use of prepayment meters 
are essential to success in supplying small houses. 

An improvement in the load Га ог, in the author's opinion, 
would result from supplying the outer areas, from several 
Causes. 

The author concludes with analy&s showing the com- 
Mrative cost of supplying from a small v llage installation 
and from a central area, respectively, basing his figures upon 
an actual case recently carried out by him. The local installa- 
tion is of 68-KW. capacity, and is, of course, gas-driven ; 
overhead wiring is used.. The capital outlay for 80 con- 
sumers and 40 street lamps amounted to £3,000, whereas 
the central authority would have had to spend £4,300, or, 
with underground distributors, £5,330. The cost of supply 
from the local plant was 4'4ld. per unit, and from the 
central station 4*09d. with overhead wires, 4°85d. with 
underground conductors, which thus made a difference of 

75d. per unit. Evidently there is much to be said for the 
small local plant. 


Electricity in Mines. — Mr. Hall, one of Н.М. 
Inspectors of Mines, at a recent necting of the Manchester 
Geological and Mining Society, called attention to Mr. Holliday's 
paper read before the North of England Institute of Mining and 
Mechanical Engineers, with reference to the ignition of coal dust 
by electric lamps. Mr. Holliday had had a fire in his colliery, 
with which he suspected the electric lights had some connection. 
This led him to make experiments, which, as appeared from his 
paper, confirmed his suspicions. Mr. Hall said it had usually been 
held that electric lamps gave off very little heat, and that they might 
be placed almost anywhere with safety. This impression Mr. 
Holliday had proved to be quite erroneous. ‘He shows there is 
considerable danger from fire, and also from the exposure for an 
instant of an open light when the lamp bursts. 1 Lave repeated Mr. 
Holliday’s experiments, and the results bear out entirely what he 
has stated. I found that when a 16-candle lamp either rested 
uncovered on coal dust, or partially covered, heat was generated 
very rapidly. In one case, with а slight covering of dust, the 
temperature rose in 10 minutes to 370˙ F., and in 21 minutes the 
lamp exploded at a temperature of 450. The highest temperature 
registered was 650°. In two out of three experiments the coal dust 
was found to be red-hot on poking into the dust, although the lamp 
—the apparent source of heat—had been removed some time. The 
interesting part of these experiments seems to be that when the 
dust has been raised to a certain temperature, the action of spon- 
taneous combustion begins to operate, and the temperature goes on. 
increasing till fire is reached, although the lamp has been removed. 
These phenomena show that, unless care is*used in the placing of 
electric lights underground, there will be danger of underground 
fires and some danger of fire-damp being ignited by the explosion 
of a lamp. The experiments will be carried further with the view 
of finding what is the temperature at Which coal dust will begin to 


develop spontaneous combustion.” 


Improper Parliamentary Tacties.— Every duly-quali- 
fied citizen of London has his Parliamentary vote, yet, says a corre- 
spondent, it seems to us, and the impression is strengthened by 
the action of certain London County Councillors who have seats in 
Parliament, that the L. C. C. expects London to have a donble repre- 
sentation, first, by its lawfully-clected members, and, secondly, in а 
corporate sense through members who speak in the House not as 
members of the House so much as members of an outside body. It 
is time that a stop was put upon such abuses. Why should the 
time of the House be wasted in listening to tae outpourings of men 
who speak as County Councillors, and endeavour to forward, not the 
interests of London, but the ideas of the County Council, whieh ure 
making for municipal extravagance and bankruptey ? 
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NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Тномрвок & Co., Electrical Patent 
gents, 922, High Holborn, London, W.C., and at Liverpool, to whom all 
inquiries should be addressed. 


16,0984. 1904. Central exchange telephone systems." B. VRAN DA. (Date 
applied for under Patents Rule 9, July 20th, 1904). June 28th. 

13,140. Improvements in and relating to electric arc lamps." A. W. Нит, 
aud THE SIR Hinas Maxim ELECTRICAL Co., тр. June 26th. | 

13,150. ‘‘Microphonic diaphragm coupling for phonographs, gramophones 
and others." M. Monpracon. June th. (Complete.) 

13,154. Improvements in or relating to scouring and plating machines.“ 
L. GROTE. (L. Schulte, United States.) June 2th. 
= 18,156. '*Improvements in automatic electric switches.“ 
(The Phelps Co., United States.) June 26th. 

19,158. ‘‘Improvements in or relating to electric lamps of the character 
known as vapour lamps, in part applicable to other electric vapour apparatus." 
C. O. Bastian and G. CALVERT. June 26th. 

19,163. “Improvements in electric machines." W. А. Јонхвох. June 26th. 
(Complete.) 

13,182. ‘‘Improvements in electric switching apparatus." 
June 26th. 

18,227. "Improvements іп and relating to electrical lighting or heating 
devices, other than crucibles.” Е. W. V. FirzeERAID and Н. 8. REVELL. 
June 2'ith. | 

13,28. Improvements in telephone or like transmitters." J. 8. RAWREY. 
Jane Zith. 

13,235. Improvements in and connected with e'ectrically and otherwise 

lled tramcars, omnibuses, and other road vehicles." G. S. THoMPsON and 

. M. THompson. June 27th. 


18,252. Improvements in magneto-electric machines for use in connection 


H. BIRKBECK. 


F. M. Lewis. 


with tion devices of internal combustion engines." H. pF LA VALETTE. · 


June 27th. 


13,298. Improvements in electric automatic cut-outs with time „lag 
element." E. W. Cowan and W. P. HAMLYN. June 28th. 


13,927. ‘‘Improvements in responders for wireless telegraphy." 
Hancocx. June th. (Complete.) 


13,392. “Improvements in swivelling trolley heads, current collectors and 
the like.“ P. T. J. EsrLER. June 38th. 


13,946. A device for testing or detecting electrical sparking.” F. E. SMITH. 
( Complete.) 

13,978. Improvements in thermal electric cut-outs.” THe BRirisn Тномкох- 
HovsroN Co., Lrp. (The General Electric Co., United States.) June 29th. 
(Complete.) 

13,979. “ Improvements in dynamo-electric machines.“ 
'(THoxsos-HousToN Co., LTD. 
June th. 


13,390. **Improvements in systems of electric control and apparatus therefor.” 
Tur British THomMson-Hovston Co., LT». (The General Electric Co., United 
States.) June 29th.. 


18,381. “Improvements in electrodes for electric arc lamps." THE BRITISH 
'Tuoxsos-HousToN Co., Lro. (The General Electric Co., United States.) June 
29th. Complete.) 

13,582. ‘Improvements in systems of motor control." 
THOMSON - HOUSTON Co., LTD. 
June 29th. (Complete.) 

13,383. “Improvements in and relating to electric eonductors. THe BRITISH 
Tuoxsox-HovsroN Co., Ltp. (The General Electric Co., United States.) 
June 29th. (Complete.) 

13,884. Improvements in and relating to electric conductors." THE BRITISH 
Tuomson-Houston Co., LTD. (The General Electric Co., United States.) June 
29th. ( Complete.) 
^ 13,394. “Improvements in or connected with telephone apparatus." C. J. 
MONTGOMERY. June 25th. 

13,424. Lamp sockets." W. FAIRWEATHER. (The Benjamin Electric 
Manufacturing Co., United States.) June 29th. (Complete.) 

13.425. Cluster lamp sockets.“ W. FAIRWEATHER. (The Benjamin Electric 
Manufacturing Co., United States.) June 29th. (Complete.) 

13,427. “Improvements in secondary batteries." I. КІТУЕЕ, 

(Complete.) 


13.490. Improvements in coin-freed apparatus for the supply of gas, elec- 
tricity and the like." J. M. Тоснткі. June 29th. PP!y ot gas, elec 


13,464. Improvements in and relating to wireless telegraphic apparatus.“ 
A. An ron. June Bth. graphie apparatus 


13,471. Improvements in and relating to accumulator grids and moulds 
therefor.” H. W. Cox, LTD., and A. C. Mircuarp. June 29th. (Complete.) 


13,482. “Improvements in and relating to electric switches with enclosed 
fuse." THE BnirisH THomson-Houston Co., Ltp. (The General Electric Co., 
United States.) June 29th. 


13,483. “Improvements in electric arc lamps." THe BRITISH Тномвох- 
Hovston Co., ото. (The General Electric Co., United States.) June 29th. 


13,496. Hygienic telephone attachment." H. J. Е. CRosBv. July lst. 


13,509. An improved electric lamp for advertising and other purposes.“ 
A. M. LEHFELDT. July ist. | 


М ул “Improvements in electric drills." J. TauFNER and Р. OBERWFIS. 
uly 1st. 


13,558. Plug switch." P. J. GREAYER. July Ist. 


W. J. 


Тнк BRITISH 
(The General Electric Co., United States.) 


Тнк BRITISH 
(The General Electric Co., United States.) 


June 29th. 


13,563. “ A new or improved electric ignition device or sparking plug for 


internal combustion motors." С. О. Bastian and G. CALVERT. July Ist. 

13,569. An improved telephone attachment." D.C. Davies. July Ist. 

13,577. ‘Improvements in or relating to electric hoists suitable for use on 
warships." CLARKE, CHAPMAN & Co., Ltp., and Н. WALXER. Joly lst. 

13,586. ''Improved method of апа means for supplying current to branch 
stations of telephone exchanges." SIEMENS Bros. & Co., LTD. (Siemens and 
Halske Akt.-Ges., Germany.) July 1st. (Complete.) 

13,587. “ An improved starting switch for three-phase electric motors having 
а resistance in series with the rotor." SIEMENS Bros. & Co., LTD., Н. Berry 
And C. M. Topuis. July Ist. (Complete.) 


13,588. “Improvements in dynamo-electric machines." SIEMENS Bros. AND 
Co., Ltp., and Н. Berry. July Ist. (Complete.) 


13,589. ''Improved method of and apparatus for cooling commutators of 


dynamo-electrio machines. Вємехв Bros. & Co., Lro., and H. Berry. July 
lst. (Complete.) 

13,590. ~“ Ап improvement in electric switches for coin-freed mechanisms 
time switches or the like." SimMENS Bros. & Co., LTD. (Siemens Schuckert- 
werke G. in. b. H. Germany.) July 1st. (Complete.) 

13.597. Improvements in steriliser mouthpieces for telephones and the like.“ 
O. H. Savaozk. July Ist. (Complete.) 

13.605. Improvements relating to telegraphic systems.“ P. Picarp. (Date 


applied for under Patents Act, 1901, December 27th, 1904, being date of applica- 
tion іп Belgium.) July lst. (Complete.) 
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Thornhill Electric Lighting.—The Yorkshire Flec- 
trical Distribution Co., Ltd., is applying for E.L. powers for the 
district. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
THompson & Co., 322, High Holborn, W. C., and at Liverpool, price, post 
free, 9d. (in stamps). 


1904. 


ELRCTRIC Tramways WORKED ON THE CONDUIT SYSTEM. 
14,195. June rd. 

DYXAMO-ELECTRIO MACHINES AND THE LIKE. L. Тогда. 14,250. June 99га. 

InsuLaTING ELkcTRIC CONDUCTORS EsPECIALLY SUITABLE FOR THE FIRING 
PLvos or INTERNAL ComBUsTION Exeixxs. J. Leighton and E. Hacking. 
14,717. June 30th. * 

CONTROL or ELeoctric Motors axp MacHiw»8 DRIVEN THEREBY. British 
Thomson-Houston Co., Ltd. (General Electric Co.) 15,070. July 5th. 
ENcLoskbp Evectric Fuses. British Thomson-Houston Co., Ltd. (General 

Electric Co.) 15,308. July 9th. 


D namo-Evectric MACHINES FoR REGULATING THE CHARGE ABD DISCHARGE OF 
SioRAuE BATTERIES USED IN COMBINATION WITH Main GENERATORS. 
ane Dynamo and Motor Co., Ltd., and B. 8. McLeod. 15,495. July 
12th. 

ELECTRICAL RESISTANCES. Veritys, Ltd., and Gott. 15,648. July 14th. 


ALTEFNATING ELECTRIC CURRENT Maters. Allgemeine Elektricitats-Ger. 


(Date applied for under International Convention July 17th, 1908.) 15,879. 
July 16th. 


VAPOUR ELECTRIC APPARATUS. 
July 19th. 

REevemeE ELECTRIC CURRENT BwiTCHKES OR Circuit BREAKERS. British Thom- 
son-Houston Co., Ltd. (General Electric Co.) 16,109. July 20th. 

ELECTRIC Авс Lamrs. J. Brockie. 16,941. July And. 

ELECTRIC CONTROLLERS. British Thomson-Houston Co., Ltd. (General Electric 
Co.) 16,200. July 22nd. 

Бікствіс CovPLING8B. W. С. Lea. 16,940. July 231d. 

ELECTRIC MkasuvRING INSTRUMENTS. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 16,409. July 25th. 

ELECTRIC AUTOMATIC Stop Motion ron Lack MACHINES. 
Е. Cellery & Co.) 16,746. July 29th. 

ELECTRIC GOVERNOR FOR INTERNAL COMBUSTION ENGINES. 
17,133. August 5th. 

SWITCHING Devices FOR ELECTRIC Lamps ESPECIALLY ADAPTED FOR USE IN 
“ FLASH” ADVERTISING, L. K. Job. 29,125. December 30th. 


W. J. A. Watkins. 


E. A. Carolan. (General Electric Co.) 16,026. 


Mills. (A. Pocheron, 
G. A. E. Roberte. 


TELEPHONIC BPkAKING SYsTEMS. G. C. Dowing. (M. Gally, U.S.A.) 8,323, 
February 10th. 
MOTORS AND GENERATORS, The British Thomson-Houston Co., Ltd. (General 


Electric Co., U.S.A.) 8,408. April 12th. 

CONTROLLERS FOR THE MOTORS CF ELECTRICALLY-PROPELLED VEHICLES. M. 
Cummins. 8,501. April 13th. 

ELECTRICITY METERS. R. C. Griesbach. 10,502. May 6th. 


TRANSMITTING Power ELECTRICALLY AND CONTROLLING SAME. The British 
Thomson-Houston Co., Ltd. (General Electric Co., Ltd.) 10,880. May lith. 


ELECTRIC Meters. The British Thornson-Hcustcn Co., Ltd., and F. Holder, 
10,882. May llth. 


RAIL AND TRAMWAY SIGNALLING Sys1EMB8. The British Thomson-Houston Со, 
Ltd. (The General Electric Co., Ltd., U.S.A.) 11,074. May 13th. 


CONTROLLING THE MOVEMENTS OF A CaGE WORKING IN A LIFT oR Hoist OR OF A 
CAR TRAVELLING ON AN INCLINED OR OTHER RHAiLwAY. E. S. W. Moore and 
W. B. Bennitt. 11,121. May 14th. 


MAGNETO-ELKC TRI GENERATORS. Albion Motor Car Co., Ltd., and T. B. 
Murray. 11,440. May 25th. 


THERMAL Cr T-OvTr8 FoR ErLkcerRIC Circuits. The British Thomson-Houston 
Co., Ltd. (General Electric Co., Ltd., U. S. A.) 12,337. Мау 31st. 

Arc Lamp ELkcTRODES. W. S. Weedon. (Date applied for under International 
Convention, April 21st, 1903.) 9,190. April 21st.. 

ELECTRIC CONTROL SysTEMS. The British Thomson-Houston Co., Ltd. (General 
Electric Co., U.S.A.) 10,459. May 6th. 

Vapour ELkcTRIC APPARATUS. F. W. Le Tall. (The Cooper.Hewitt Electric 
Co., U.S.A.) 10,672. May 9th. 


ELECTRO-MAGNETIC APPARATUS FOR OPERATING RAILWAY SIGNALS AND POINTS. 
E. W. Timmis. 10,962. May 12th. 


Meters. С. W. Atkinson. 11,093. May 13th. 

CouNTER-WEIGHTS FOR ELECTRIC Liour FITTINGS. 
Callings. 11,284. May 17th. 

ELECTRO-MAGNETIC BgLECTING OR DisTRIBUTING DEVICE FOR USE IN ТҮРЕ 
DISTRIBUTING AND OTHER MACHINES. P. Wagner. 11,633. May 20th. 

LiGHTING RaiLwAvs Bv EnEcTRICITY. H. Wright. 11,842. May 24th. 


APPARATUS FOR MOUNTING AND Coonine STATICAL OzoNiZzERS. Compagnie 
Francais de L'Ozone. (Date applied for under International Convention, 
November 20th, 19 3.) 12,060. May 27th. 


WELDED Сокрсітѕ FOR ELECTRIC WiniNG. T. Taylor. 12,196. May 2th. 


SwircHES. The British J homson-Houston Co., Ltd. (General Electric Co., 
U.S.A.) 12,838. May Slst. 


INSULATING MATERIAL. A. Geipel. 13,158. June 10th. 
Rapiators. H. J. Dowsing. 13,180. June 10th. 


CELL Lip FOR ACCUMULATORS ON BOARD SHIP AND Motor Cars. A. А. Smethurst 
and Т. Н. Bishop. 14,087. June 22nd. 


APPARATUS FOR ELECTRICALLY-OPERATING BULKHEAD Doors, HATCHES, OR IHR 
лкк. A. P. Jones. (The "Long Arm" System Co., U.S.A.) 20,351. 
September 215%. 


BATH FOR THERAPEUTIC TREATMENT BY MEANS OF ELECTRIC AND OTHER FORMS OF 
RaDIANT ExkRoY. W. J. Smyth. 20,596. September 23rd. 


ЕхсіовЕр DYNAMO-ELECTRIC MAchiNxks. R. M. Newbold. 23,612. November 
Ist. 


Cook ix G AND HEATING APPARATUS, The British Prometheus Co., Ltd., and A. 8. 
Cubitt. 12,214. May 30th. 


SwiTCHES. F. Н. de Veulle. 12,418. June Ist. 


ELECTRIC CowpbkNskRS, The British Thomson- Houston Co., Ltd. 
Electric Co., U. S. A.) 13,072. June 9th. 


Rall Box ps. The British Thomson-Houston Co., Ltd. (General Electric Co., 
U.S. A.) 13,275. June lith. 


Соп, WINDING FOR ELECTRICAL APPARATUS. The British Thomson-Houston Co., 
Ltd. (General Electric Co., Ltd., U. S.A.) 13,277. June llth. 


MECHANICAL EAR UBED FOR THE SUSPENSION OF OVERHEAD TROLLEY WIRES. 
W. E. Taylor. 13,516. June 15th. 


CONTROLLER”. The British Thomson-Houston Co., Ltd. (General Electric Co., 
Ltd., U. S. A.) 13,569. June loth. 


ALARM CLOCK S. F. W. Baynes. 13,596. June 16th. 


HANDLE Fon Rotary HAIR BRUSHES AND OTHER Devices DRIVEN By ELECTRICIA Y. 
J. MacLean. 13,623. June 16th. 

CLOCKS CONTROLLED BY REVERSALS OF ELECTRIC CURRENT. F. W. Howorth. 
(The Firm Magneta Fabrik Elec. Uhren.) 13,686. June 16th. 

ELECTRICAL TRACTION OVERHEAD CONDUCTOR EQUIPMENT. C. A. Schierwate г. 
13,720. June 17th. 

DyNAMo-ELECTHiC MACHINES. The British Thomson-Houston Co., Ltd. 
(Allgemeine Elektricitats Gesellschaft, Germany.) 13,864. June 18th. 


PRELIMINARY TREATMENT FOR ELECTR'C ACCUMULATOR PLATES. Н, Leitner. 
14,128. June 22nd. 


H. Hirst and J. H. 
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dE LONDON TRAFFIC. 


— —— ee HO 


Тнк long-expected Report of the Royal Commission on 
London Traffic, which has been sitting for over two years, 
has at last been issued ; we commence on another page an 
abstract of the features of the Report which are of special 
interest to electrical men. The Report is a comprehensive, 
broad-minded and weighty one, and if the recommendations 
put forward by the Commissioners are carried into effect, the 
benefits derived by London and Greater London therefrom 
will amply compensate for the long period of waiting. 

At present only the first volume of the report has been 
published, but this contains the whole of the essence of the 
Commission’s conclusions, the remaining volumes—no fewer 
than seven in number—containing minutes of evidence, maps 
and diagrams, the report of the Advisory Board of Engi- 
neers, &c. 

The Commissioners do not advocate anything in the shape 


of half-measures; boldly grasping the needs of London 


traffic, they make a good beginning by recommending the 
construction of two main avenues, each 140 ft. in width, 
traversing London from north to south and from east to west. 
Each of these great thoroughfares would carry four lines of 
tramway on the surface, and four lines of railway below it, 
and their construction would entail an expenditure of 80 
millions sterling. This is magnificent! but, we fear, im- 
practicable, and the Commissioners are obviously of the 
same opinion at heart, for they advise that works of less 
magnitude shall be proceeded with, without waiting for the 
grand avenues. 

One of the most important conclusions at which the Com- 
mission has arrived, and one well within the reach of prac- 
tical politics, is tliat à complete system of tramways should 
be developed throughout the whole of London, including the 
City, along the Embankment, and over the bridges. The 
Commissioners lay stress on the disadvantages of dead-end 
terminals as compared with through running, and of the utter 
absence of through communication between the various 
tramway systems which exist. They think that tramways 
could be laid along many of the existing thoroughfares 
without street widening, which is so excessively costly in 
London, and they suggest a number of routes along which 
tramways should be laid at once, these routes including, 
besides such great arteries as Victoria Street, Uxbridge 


: Road, &c., others, such as Queen Victoria Street, Holborn, 


Farringdon Street, &c., which have been rigidly guarded by 
the City Corporation as sacred to the "bus, cab and lorry. 
But not only does the report reprove the obstinacy of the 
City, it also administers a salutary lesson to the London 
County Council, for it points out that the best way of 
securing the largest profit for the municipality is to entrust 
the working of the tramways to companies, a fact which has 
been most convincingly manifested by the financial returns 
of the County Council's tramways during the past five or six 
years. The profits have been derived, not from the southern 
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tramways worked b Ьу the Council, but from those leased to 
the North Metropolitan Tramways Co. ‘The Commission 
recognises that the municipality’ may, with advantage, pro- 


vide the capital and own the tramways, but draws the line - 


there. If, however, the municipal authorities are so ill- 
advised as to work the tramways also, then, say the Com- 
missioners, they should be worked on sound financial 
principles, with ample provision for depreciation and 
discharge of debt, and any, profit from tramways received by 
a municipality should be applied to development of the tram- 
ways, street improvements, &c. 


Through communication, to which we have-referred above, 
should be euforoed; to-fecilitate this, and for; Other reasons, · · 


the Commissioners consider that, all the tramway systems 
witliin Greater Lendon should be worked by one authority, 
whieh Sbvienslf vould: not be the Connty Council, or'any 
other munieipak authority. 
local authorities and frontagers is recommended by the 
Commission. 

Оһ all these recommendations ' we - heartily congratulate 
the Commissioners, ourselves; arid especially the inhabitants 
of Greater London. We have so: often: placed our Views 
upon the points in question before our readers, that there is 
no need for us to emphasise the fact that we are in entire 
and hearty agreement with the Report, which we welcome 
as а most ‘excellentvand timely exposition of the urgent 
needs of London and of the conditions under. which they 
ought to be satisfied. 


The Commissioners believe that alliés er iod is a large 
traffic, tramways will continue to be the most efficient and 
the cheapest means of street, conveyance, and they deprecate 
the postponement of tramway extension on the ground of 
the possible , supersession of tramways by motor-omnibuses ; 
here, again, we cordially agree. 


As to railways, they draw a sharp distinction between 
urban and suburban traffic, and emphasise the vital import- 
ance of train services of maximum frequency on urban rail- 
ways, Which must not be used for any other purposes. When 
the tube railways already authorised, with the addition of a 
line from Victoria to Marble Areh, have been completed, 
the Commissioners think that the main requirements of the 
central area will have been fairly well provided for. The 
construction of underground railways, in their 6pinion, may 
very well be left in the hands of private promoters, but the 
latter must not be discouraged by the imposition of undue 
burdens, such as, for example, the running of unremunerative 
trains ; it is notorious that workmen’s trains on many lines 
are run at an absolute loss to the companies, and this 
system of subsidising one class at the expense of the others 
is, in our opinion, highly objectionable from every point of 
view. 


Lastly, the report recommends the appointment of a 
central Traffic Board, consisting of three. specially-qualified 
members, capable and energetic men of business, who shall 
devote their whole time to the work of the Board, consider 
all schemes in connection with street improvements and 
traffic facilities, settle disputes, and generally act in 
an advisory and semi-judicial but not executive capacity. 
Those who have had experience in dealing with Boards and 
Committees will agree that the fewer ‘the members of a 
Board, the less unsatisfactory is it to deal with ; the ideal con- 
stitution of a Board is to consist of one man only, but in 
view of the exceptional difficulties and responsibilities laid 
upon a Traffic Board for London, it must be admitted that 
cn: man, however capable, could not possibly cope with 
the work. 

On the whole, and in almost every particular, we regard 
the Report with unqualiticd satisfaction ı and we most 
sincerely trust, not without misgivings, that Parliament 
will approve and carry into effect the bulk of its recom- 
mendations. That our douhts are not unfounded, is attested 
by the deplorable action of the House of Lords last Tuesday, 
in rejecting the Bill of the London County Council for the 
construction of tramways over the bridges and along the 
Embankment.“ What possible justification can be found for 
this arbitrary and irrational step we are at a logs to conceive, 
for there can be no doubt whatever that the passing of the 
measure was desired by the vast majority of persons 
concerned. з 277 


The: abolition of the veto of. 


enterprise. 


w асе . this week able to report that the objec- 
A a tionable municipal electric wiring and 


contracting clauses which the London 
County Council hae been trying to get passed in its General 
Powers Bill have been refused by a Select Committee of the 
Lords. Once again has this ambitious attempt at unfair 
municipal trading. being defeated.. Electrical contractors 
aud all connected with them are to be congratulated that 
what threatened to become a serious hindrance to these 


at any rate—removed. No doubt the present intention of 


Іт is with great satisfaction that we are 


. brariehes of electrical business has been—for the time being 


the Borough Councils is to persuade the I. C. C. to come up 


smiling again next year on their behalf, and anew contest the 
matter, but for the present the fight is at an end. In municipal 
electricity supply in London there may be some important 


happenings during the next 12 months with some consequent ` 


dampening of the agitative ardonr which has produced these 


municipal wiring proposals. It must be distrersing to their 


originators and municipal trading supporters to witness their’ 


skittlelike fall session after session, but it is important that 


wiv, 


the extreme municipalist should be taught that he cannot, 


lay hands on this particular branch of private electrical 
Should it happen that the clauses are again. 
revived, the Council can reckon upon having once more to 
meet the strongest’ possible opposition from the Electrical 
Contractors’ Association, and from the electrical Press, 

In the course of the proceedings before the Lords’ Com- 
mittee, some interesting evidence was given on bebalf of the 
Electrical Contractors’ Association by Mr. Thomas Wright, 
of Glasgow, who showed what had been done in that city. 
The Association had a conference with the Corporation 
Electrical Committee in 1899, with the result that the Cor- 
poration withdrew the offensive wiring and fittings clauses in 
its Bill, and it has since had all such work done through con- 
tractors. There are stated to be between 65 and 75 electrical 
contractors there, and they act, to some extent, a8 contractors 
naturally do everywhere else as well, as canvassers for the 
purpose of inducing people to take electricity from the 
public supply. 
class, but usually through the builders, and they also supply 
the motors and fittings. The number of consumers on the 
Glasgow system has grown very rapidly, and no difficulties 
have arisen there as to the wiring of flats or artizans’ houses, 
snch as are said to have existed in London. When further 
evidence was about to be called by the Contractors’ 
Association their Lordships intimated that it was unnecessary, 
as they had decided to throw out the clanses. 


— 


Tum day last week the staunch believers 


к M in Regeneration a la Камо received 
Control. a substantial addition to their numbers 


The contractors do wiring for the artizam 


The demonstration given at Birmiggham . 
on Friday last in the presence of 50 engineers and tramway - 


experts drove the nail right down to the. head. 

The principal striker was Mr. J. X. Lycett, managing 
director of the Birmingham ‘Tramways, who explained that the 
committee had equipped 41 cars for the purpose of settling 
the economy question on a scale which would. command 
respect. The results had surpassed their expectation, for not 
only was the cost of repairs reduced to about one-&ev enth as 
compared with ** series- parallel, " 
was remarkable, so much so that the new svstem appeared to 
the committee to possess the potentiality of relieving them 
from a portion of the presente heavy burden. of insurance 
against third party risks. The full statement of the, results 


but the absence of accidents „ 


obtained, which we print in another columns disposer of the 


various objections which have on many occasions been put 
forward to damp the ardour of. possible purchasers. 
The surprise packet of the demonstration eonsisted in the 


regenerative series-parallel controller with which one car was 


titted, and for the working out of which Mr. Raworth wives all 


credit to his son, This instrument, which bas the appearanceef > 


an ordinary S. b. controller, per formed ius functions perfectly 8 
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in, fact, the only feature to distinguish it [гота common 


controller was- е. absence of the usual jerk on going 
into parallel. 
For the convenience of the visitors, the floor of the car 


was fitted. with. a ата] trap door over the commutator of 
one oßsthe matora "his hole. in the floor: proved . very 


attractive, hut the resules were entirely disappointing—tliere 
were no sparks. ^ — 
On the question of the; energy | recovered by regeneration 


. little need be said; thé. actual pepcentage:aevesaarily. varies . 


with the nature of the road, but бп all hands the” faet is 
admitted that’there ica Saving of frónr 10'to 30 per cent. 


We observe: that’ ‘the. General Purposes Connaiftce.of the 


» ч Borough. Council :have..inatructod: the mayor to 


W ^ 


L. C. C. tramcars should: be allowed to travel at the highest 
feld of speed consistent With the safety of the general public. 
The Board of „Trude buve ..commissioned .-Lient«CoJonel 


b 
Ll 


uto the’. Bear of- Frade. thas, in: their -opinion, the 


Yorke to inspect the various routes, and to- report £o» the 


Board, the County Council having urged that, in view of: the ` 
fact that the cars аге. ба be equipped with special brakes, and 
that the dri vern have now nequired greater Skill, a higher 


rate of: Speed hauld be -atlowed than was: at fisi-shenght | 
desirable. | : 
Pedestrians ! are, by по. Means too ate at Ha present speed 


of London:electrie:cams.; if they are to be allowed. to travel 
any faster, we commend to the: notice оѓ. the authorities the ` ў 
n. by Mr. мөн in. a d ! 


-op 


А { 

| Lob STANLEY'S: vin 8 regard- 
. Íng the political action of Postal Servants _ 
bas called forth from the Postal Tele- 


The State and 
its Servants. 


graph Clerks', Asiiciation a circular, which states that “ the | 


T Postmaster-Ganeral haa. caused great pain, indignation. and 


= heart- burning throughout а service second to none in the 


world.“ Тһе secretary of the Association has been in- 


structed to state that all that has ever beer asked for by 


: this Association is reasonable remuneration and conditions, 
of environment in return for services admittedly well ren- 


Р - + 


d ered. 39 
the postal telegraph sei vice is second to none in the warld, 


and, it is equally: admissible that concerted action for im- 


provement in position is reasonable and lawful. But the 
postal agitators have gone very far in their methods—so far 


| a8 to necessitate. plain. speaking on the part of the executive 


© eolloquial rather than conventional. 


head. Lord Stanley's language in the House was perhaps 
but he conveyed 
an ideà which will be approved by all who have at heart 
either the welfare of. the State or the interests of the seryice. ^ 
Iu speaking at Bolton on Saturday last, he adhered to his 


Statement, and showed the possible disadvantages of the 


action of the agitators, whilst paying a worthy tribute to 
the bulk of the staff, With Parliamentary government, 
Parliamentary pressure is, to a certain extent, inevitable, but 
the Association’ should recoghise the important difference 
between theniselves and other labour organisations. Par- 


.. diament is, in a sense, an independent body on labour ques- 


tions generally. On postal labour questions it represents 
the pocket of the State, and electoral pressure is in such 
cases highly improper. The perfect freedom accorded to 
State servants to ventilate their grievances and improve 
their lot is а boon which it would be unfortunate to curtail, 
but there must be limits to the methods permitted. The 
line must be drawn certainly at electoral pressure, and per- 
haps might very well be extended so as to ensure that the 
efforts of the staff should be kept within the bounds 
of that consideration and respect which are observed by. 
ordinary labour organisations in controversies with their 
employers. . | * 


THE training of an engineer uj on the 


Finareial technical side is nowadays so, complex 
‚ Analysis in, 
and widely extended that there is great 


Bower panes 
К 25 . danger of sucli à man losing grip of the 


ban: fact that an engincering enterprise is primarily 
established forthe purpose of making money, and that 


лк | Miuadindtion of 
` We presume there is no occasion to question that 7 Central "tation 


eyery function of. the plant laid down for this end. may be 
saddled with a definite proportion of the cost of power. A 
man with engineering instinct is too apt to see no further 
than the mechanical perfection of his plant; he thinks in 
pounds of coal per kilowatt. Yet the man who will satisfy 
his shareholders is he who can fix. а mental label on each 
part of his plant to the effect that “This costs such a pro- 
portion of Id. per hour to тий.” . In other words, Ше 
money-making aspect of a power plaut Should not be added 
to the report on its performance. as. Anm, afterthought, ; finan- 
-oiak analysin should permeate eveny вер af, rene. | 

Such analysis cannot: be. efficiently, undettdkeny haw- 


* prece the accountantis -staff..algne..: It is „the «engineer 
„hd, shold work ont, such-aoomplete.gnd ; зеш state- 


ment of the cost. of all operations, hut thainformation shown 


-u ‘shall be im that form. which iis, maast: -yalnable for the gòm- 


 parison of results, and suggestions for future development 
-or.economyl ' Engineering. ind. acconnbing aire .im,such; савез 
онша connected, aud. should а. man be found to „piace 
at the head of each imdustoial oenceri who combines the 
"qualities of: enginevring ‘insight’ and (business acumen, such 


. а шап is the best. possible guarantee: of: ће» r&dximüm. offi- 


. clency.of the work uudertaken. ...: .. 

Such men, however, are rare; and 1 they -áre dis: 
covered they. cin Command their: dwa price... Let7it be 
remembered that in every oxganisationi ла; Mader who can 
. „analyse, along Jengineering-financial : olineac-whetber’ she. be 


„ called a. managing. director, a chief eügineer,or a consultant 
Eis essentia] to its proaperiby,.and. the , reason for industrial 


/ combinations and ће combined openibion: of mare: then one 
stein of power. supply, unden. bne control, E explained. 
^ Highly:technical supervision, and..:first-olaés : accounting are 
ihe first essbniials. of- nod: business: policy, a% Closa analysis 
‚ of helping and VV and: рор adi Teatilts 
„аге thereby obtainable. : 


d ‘ 


ds the. san days, Eun е Ре ЯЕ 
gear of electrie light ‘stations was -distri- 
‘buted: ‘among. the generating plant, the 
general illumination of the premises 
| satisfied all. requirements, „With the 
centralisation of control existing. in moderu stations, however, 
the problem of lighting switchboards requires special atten- 
tion. The economical running of the station involves 
frequent reference to ammeter or х attmeter indications, and 
poor illumination of the board is a direet enconragement to 
slovenly adaptation of the generating plant to the require- 
ments of the load, more especially in large stations, where 
observation from a distance is often necessary. The scales 
of the measuring instruments, besides being of an open 
nature, should be properly illuminated. However obvious 
these conditions may appear to the reader, an examination 
of the lighting arrangements in some of our generating stations 
will prove that proper lighting of the switehboard is usually 
considered an insignificant detail. Lights are often placed 
so that the eye of the switchboard attendant is dazzled by 
direct view of the lamp, while at the same time the ` 
meter scales may be obscured by intervening projections. | 
We would recommend Ше internally-lighted translucent 
scale instrument.for all important meters, and where this is 
impossible, the provision of an 8 or 16-c.P. lamp for each 
meter, subjected to frequent reference, the light being shaded 
from the eve of the attendant апа directed upon the scale of 
the instrument. To further assist the visibility of the 
readings, we would recommend the avoidance of polished 
marble reflecting surfaces. The switchboard panel finished 
in dull black, although somewhat funcreal in appearance, is 
the b.st possible aid to accurate readings. 

On certain switehhoards plain or coloured lamps are used 
iR danger signals, or aids to operation m connection with 


. The 2 


, Switchboards. 


cirenit-breakers, svnchronising devices, бе. Where these 
are uscd they should be placed as far as сопу stunde possible 
from the ordinary illumination, so that the sudden access of 


may at once attract the 


ИРЕЧЕК 


light in an unaccustomed quarter 
attention of the man in charge of the hoard. 
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ELECTRIC TRAMWAY AND RAILWAY 
EXHIBITION, 1905. 


DESCRIPTION OF INTERESTING EXHIBITS. 


(Continued from page 48.) 


8. Cars and Accessories. Nobody expected to sce any 
notable alteration in the general design of tramcar bodies, 
and nobody was disappointed. Conipared with the cars of 
20 years ago, those exhibited were distinguished by the con- 
siderable improvement in finish ; paintwork, ceilings, mould- 
ings and lighting are all more elaborate, but the *' points " 
of new and old are nearly alike. Except that the electric 


car has to be heavier built to resist the stresses of loco- 


motion, it is only raised above the car which used to be 
drawn by a steam engine by reason of the better finish men- 
tioned above. 

If our readers demur, let them consider whether they are 
not conjuring up а comparison between their own spick-and- 
span two-year-olds and the dilapidated bundle of sticks 
awaiting its metamorphosis, which is all that they remember 
Of the old steam car. Once upon a time even steam cars 
held up their heads, and were clothed in purple and fine 
woods. | 

We are not grumbling at the small advance in design. for 
we believe that there is room for hardly any. The questions 
which arose on the subject of how best to carry the most 
people in reasenable comfort and safety within a certain 
confined space were threshed ont to the last grain іп pre- 
eleetric days, and all that remained for the builders to do 
was to improve the interior decoration. This they have 
done with much good taste and restraint. Pleasant electric 
light fittings, lincrusta ceilings, ornamental brass hand-rail 
brackets, superior mouldings or carvings on the pillars of 
doors and windows, and rattan-covered seats, all help 
towards the illusion of luxurious travelling, by which the 
modern manager hopes to stifle the murmurs of the working- 
шап patron, who desires to go all the way for a halfpenny. 
There were signs, not many years ago, of a tendency on the 
part of corporations to waste money on lavish decoration, 
but we are pleased to think that better counsels now pre- 
dominate, and it is recognised generally that it is foolish 
extravagance to burden a car with the duty of carrying so 
many extra passengers, in order to pay for the gilt and other 


fripperies. | 
` CAR-BODIES. 


We can say little, then, about the car-Lodies at the Exhibition, 
except that the Ввовн Co., Hurst, NELSON & Co. and MILNES- 
Voss helped to make their stands attractive with complete cars. 
The Brush Co., in fact, bad two, one being part of an order for 220 
from Belfast, and the other a bogie car built for Rochdale. E. 


Platform ꝙ Әг — He 


Level o Rails 
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Fia. 6.—Hvupson & BOWRING LIFEGUARD. 


The Belfast car is fitted with scoop ventilators, which cannot be 
regulated by the fuggiest passenger. Only those who have 
travelled on a crowded car in a factory or fishy district can appre- 
eiate fully the necessity for such a provision. In addition to the 
unclosable ventilation, there are the usual hinged sashes over the 
side windows. In accordance with the latest regulations of the 
Foard of Trade, these cars have folding steps and unreversed 
spiral staircases. The Brush folding step, by the way, is the 
neatest and simplest contrivance we have seen. There is nothing 
about it to get out of order, and when it does the repairs will cost 
next to пе - 

The Hurst-Nelson car was built to the designs of Messrs. Kennedy 
and Jenkin for the Kilmarnock) Corporation, and is fitted with all 
the latest improvements. 


— — ee _ ama 
— — 


The Milnes- Voss саг is a trailer for Durban. Its great width must 
have made many a manager's mouth water. Its dimensions are :— 

Length of body, 22 ft.; length overall, 29 ft. 

Width overall, 8 ft.: gauge, 4 ft. 8) in. 

Wheel base, 8 ft. 6 in.; number of passengers, 32. 

To carry a 22-ft. car on a single truck at the time of the last 
exhibition would have been to court “bugging,” but the advent of 
the “ radial” truck has changed all that. Of the particular type of 
radial truck on which this car is mounted we shall write in a later 
issue. The car being of normal railway carriage width, the seating 
arrangements have been carried out by double “walk over" seats 
covered in rattan on either side of a central aisle. The finish of the 
car is bright and handsome without being lavisb. 

It is in the department of accessories that search for novelties 
must be made, and we wil] deal with them under various heads. 

Dry Seats — Messrs. WALKER & THROP, Halifax, were the only 
people who had the courage to pruduce anything complicated. We 
have no doubt that anybody could sit down with comfort on one of 
these seats after a rain-storm, but the job is to get managers to put 
their hands decply enough in their pockets to buy them. 

Messrs. C. Brawn & Co. are about the only survivors of the dry- 
seat brigade, and their success must be attributed to the simplicity 
of the mechanism, which is non-existent. Although “there is 
practically no surface on which the rain can settle,” we understand 
that the surface is sufficient for human comfort. 

At one time we thougbt that even the best dry seat would be 
killed by the universality of top-deck covers, but the Board of 
Trade has given inventors another chance by prehibiting covers on 
narrow-gauge cars. 

Life-guards.— As with dry seats so with life-guards, the fearful 
and wonderful contraptions which met the visitors eye аё every 
other stall in the last exhibition had vanished from this one as 
completely as if they had never been. 

It can be said that lifeguards are now of two kinds, the "gate 
and tray and the “ plough.” The latter ін used in a fixed form at 
Liverpool only, and was shown by the NATIONAL RAIL AND TRAM- 
WAY APPLIANCES Co. in an automatic form, being dropped on to the 
road surface by a trigger gate. 

Messrs. Рнилрвох & Co., Bolton, bad a stand which was 
occupied almost entirely by their ‘‘Life-eaving system.” This 
consisted primarily of a multiple tiay formed of a number of 
spring steel strips hinged to the pilot board, the idea being that 
these flexible components make the tray as a whole adapt itself to 
an irregular road surface better than the usual one-piece tray. 
This flexible tray is brought to the pound ready for action by the 
inward movement of the two front trigger-gates, one of which is 
hinged under the step, and by the motion of an extra gate, which 
is hung under the platform on the side opposite tothe step. "There 
is no doubt that fatal accidents have occurred through a person 
falling on this side of the car Letween the front trigger and the 
tray, and the addition of the side-guard might prevent that 
happening. 

Messrs. Philipson do not use a folding step in order to get that 
obstacle out of the way of a fallen bx dy, but prefer another patent 
device in the shape of a step which is balanced by weights or springs 
placed under the seat. The step will rise when a pressure’ of 3 Ib. 
is put on it. 

The only other guards that we could see were Норвох & Bow- 
RING’s, WILSON & BENNETT'S, and the SIMPLEX, and these seem to 
be all under one hat—that of Messrs. Hudson & Bowring. In 
principle they: are identical, and in construction the “ Simplex,” 
fitted to a truck on Messrs. Mountain & Gibson's stand, differs little 
from the Hudson-Bowring on the Brush cars, although we noticed 
that the action of the Simplex guard was delightfully easy. 

The re-setting arrangement on 
the H.B. guard is particularly 
simple and easy to. work. The 
illustration, fig. 6, will convey to 
the minds of our readers the same 
idea of finality in this approved 
type of guard, as it has impressed 
on ours The parts have been 
reduced, we should think, to the 

n finest point, and the few that 
remain are made of the cheapest 


/nproved material in the cheapest way, во 
Reselling that if the whole thing is broken 
omne up, as it often is, the cost of re- 


newal is small and all the work of 

assembling and erecting the parts 

can be done by an intelligent 
8 labourer. The greatest improve- 
meut to the trigger guard has 
been made in the gate, which in 
all exhibited is free to swing 
. outwards, and to move vertically 
upwards when it strikes an obstacle. Gates of the old design which 
can swing inwards only are very liable to breakage when the trailing 
gate strikes the paving or any obstacle, and the continual repairs 
which have to be made on some tramways where Ње conditions are 
favourable to violent oscillation of the cars might be avoided 
almost completely by the use of some such contrivance. 

The Hudson-Bowring guard has the additional advantage of 
locking the tray in the life-seving position directly the gate pulls 
the trigger. The Wilson-Beni.ctt guard was one of the first of the 
“gate and tray” type, and is made entirely of metal. For this 
reason the re-setting mechanism is heavy. It has also a release 
movement which can be actuated by the driver, and al er it is 
suited admirably to a certain kind of man to whom the lightness, 
cheapuess and simplicity of its companion do not appeal. 
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Roule Indicators. —Some few managers used to consider that a 
capital A or a green light was a clear enough indication that the 
car thus adorned went to some particular place, and to that place 
only. Most managers have agreed by this time that a prominent 
indication of the destination of any car is no mere ornament, 
and they have not enough belief in the powers of intuitive selection 
possessed by the average man to be content with anything less than 
the full name of the route in bold black or white letters, which may 
be read as well by night as by day. 

The type of indicator which has come to stay seems to be the 
roller curtain, in which the curtain, blind, or screen, as it is 
variously called, is made of а length of linen, upon which are 
impressed by painting or printing as many route names as are 
likely to be wanted. : 

One of the indicators made by Messrs. GawTHoRP & Co., of 
Leeds, has several points of advantage over others which we have 
seen in use. The blind will take 40 names, which are all written 
by hand to ensure. correct spacing. The top roller is adjust- 
able, and the blind can*be removed and & new one put in 
with the greatest ease. There is no danger of the blind being torn 
off the rollers by the heaviest-handed cónductor ; rather would the 
winding handle be broken first. The glass front is cemented into 
à non-corrodible metal frame which slips into grooves from the top 
of the box; thus it can be taken out for cleaning, as the top 
of the box is a wooden lid kept tight by a fly-nut. e blind is 


held in any position by a small bull-nosed spring handle which. 


locks the bottom roller by letting a pin drop into one of the holes 
in а circular brass plate which is screwed to the end of the box. 


There can be no slack on the blind, as the spring in the top roller. 


takes care of that. The box is quite waterproof. 

This indicator is adapted for use on single-deck cars by making 
the handles perpendicular, to come through the canopy, and working 
the rollers by mitre wheels.  Messrs. Gawthorp also exhibited 
indicators for use inside cars, getting close to theside windows, and 
in this case the blind is actuated in precisely the same manner as 
in the outside one, but the position of the handle is altered to suit. 
Lamps can be fixed at the back of the blind in the outside indi- 
cators, and, if desired, they can be allowed to shine through lenses 
in the back board on to the top deck. When an indicator of any 
kind is used inside a car, it is always illuminated at night by the 
car lamps. | | 

Messrs. W. S. Laycock & Co., Sheffield, exhibited a somewhat 
similar form of illuminated indicator in several different designs to 
suit any type of car. They are made in wood or sheet metal, but 
illustrations of an oblong box with large type names ex- 
posed might not interest our readers, and it may be taken for 
granted that in general appearance most indicators are alike, the 
design of details deciding the comparative value of the several 
makes. * 

Messrs. G. C. MrLNEs, Voss & Co. were showing Simplex 
Accessories Co.'s roller blind indicators at their stall, and we were 
struck by the new use to which the illuminated roller blind has 
been put by them. It seems to us that there ought to be quite a 
demand for the frames in which can be displayed at a terminus 
from which one or many routes spring the time of departure of the 
next car for any route. 


Trolleys.—This term has to include wheels, heads and standards. 


The show of all three was good, but there was very little which 
could be called novel in the way of wheels or heads, while in 
standards there was an advance in “ retrieving " mechanisms. 

No improvement in rigid trolley heads and wheels has been 
expected or desired for some years, except in the matter of lubri- 
cating the spindle and bush and in the method of securing the head 
во that it will not be deflected under ordinary working conditions, 


but will be detached from the boom before the latter can be pulled. 


out of its Socket, or even worse befall. 

Mussas. FEM, Вткквү & GoopALL, LTD., have persuaded 
most of the buyers in the kingdom that all lubricating and wearing 
requirements are fulfilled by the use of their graphite (“ oilless 
carbonate ") bushes, which they exhibited in sizes to suit all kinds 


Fic. 7.— DETAILS OF TROLLEY WHEEL. 


of whecl, but Messrs. W. S. Laycock & Co. believe that better 
results can be obtained by using their self-lubricating wheel, as 
shown in fig. 7, which is sufficiently clear without verbal explana- 
tion. They say that trial wheels have run 10,000 miles without 
oiling after the first time, and the prices sounded quite moderate. 
Messrs. FLEMING, BIRKBY & GoopaLL showed a complete line 
of their trolley heads and wheels for all kinds of service, including 
Birkby's disk wheel, already well known, in which the centre or 


wearing part of the groove can be renewed, and the rest, which 


constitutes by far the greater portion, used again. 


A 


If. trolley wheels are made of best gun-metal—i.e., containing 
at least 88 per cent. copper—as they should be, if the best life both 
of the wheel and the trolley wire is to be studied, the first cost will 
be high enough to make it cheaper to renew only wearing parts 
rather than to sell the whole wheel for scrap value. 

At the same stand was to be seen Birkby's sliding cable terminal, 
which allows the head to draw off the pole without pulling out the 
trolley cable at the same time. Some provision against this 
eventuality ought to be made in every double-deck trolley so long 
ав the trolley-head is able to entangle itself in the overhead equip- 
ment; otherwise there is always a chance of a car having to be 
pulled home because the motorman cannot get the trolley cable 
back. 

Messes. MOUNTAIN & Grsson showed three trolleys, in two of 
which the chief feature was the special ball-bearing arrangement. 
Their double-deck trolley is of the internal spring type, and con- 
sists of a steel base with tubular mast, upon the top of which is 
fitted a swivelling head. This works upon a ball race of special 
design, constructed with two hardened steel ball-races and balls 
fitted within & retaining ring. Attached to the swivelling head is 
an internal tube, which is carried to the base, and works in a 
bearing provided for it in the base. The tension spring is within 
this tube, and carries a tension-rod attached to the fulcrum lever. 
The arrangement is such as to make the trolley weather-proof, and 
the tension is easily adjusted. The M.G.” trolley for single-deck 
or canopy cars is constructed on similar lines to the double-deck 
trolley, except that the mast is dispensed with, and the base is 
modified to suit the roof of the car. -The third trolley shown is 
constructed on general lines, similar to both the foregoing, but it is 
particularly interesting for its “ retrieving " action. | 

At the present time, almost every tramway is liable to have 
trolley and guard wires damaged and trolley heads pulled off, 
because trolley wheels will jump the wire sometimes, if only 
because a passenger sits on the rope, or pulls it under the impression 
that there is a bell at the end of it! The Board of Trade have 
allowed for this in their regulations, and have recommended that 
trolley heads should come off the booms easily, so that the least 
‘damage may result when they are de-wired. Nevertheless, some 
damage must be done until the head can be prevented from going 
up into the wires at all. Trolley-catchers have been used on 
some tramways, but while excellent things in their way (the 
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The crosshead a takes the thrust of the spring in normal working, being fixed 
in the large inner tube c bya cotter B, and is connected with the clutch £ by the 
tube r. When the wheel leaves the wire and rises, the centre tube x descends, 
and by one of the mitre lugs p withdraws the cotter. The boom then falls, 
lifting the clutch Е into contact with E,; this limits the fall of the boom, and 
swings it into line with the car. To reset the mechanism, a bar is put through 
slot к and link 1, into the stirrup hole M, and is held down by the lip N on the 
weather plate o. The wheel is then replaced on the wire and the bar 
withdrawn. 


Fic. 8.—HINDLEY’Ss PATENT TROLLEY STANDARD; SECTION 


WALLACE SuPPLY Co. had the Wilson catcher on their stall), they 
only held the trolley when it had jumped, so that while it could 
go only an inch or two above the wire, it was imperfect in that it 


did not pull the trolley below the wire out of all harm’s way. We 


do not look forward with ау certainty to a time when trolleys will 
| ies 
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never, under any circumstances, do damage of some kind when they 
de-wire, but such devices as those known as Ross's patent trolley 
standard shown by Messrs. Mountain & GIBSON, and Hindley's 
releasing trolley shown by Messrs. R. W. BLACKWELL & Co., 
oughtsto do the next best thing by reducing these accidents to 
something like vanishing point. 

We illustrate both these trolleys, for which, by the way, the 
term "retrieving " sounds the most appropriate, and we hope to see 
all double-deckers which have no canopy fitted with one or other 


FIG. 10. 


a (shown in thick dotted lines), standard head bracket, which swivels on ball 
bearings as in the usual type; в, trolley pole socket casting; c, fulcrum pin on 
which the trolley arm moves in the working position ; D, casting which supports 
the fulcrum pin; к, knock-out lever, pivoted at 0; F, tail-piece carrying the 
internal spring bolt. 

Fig. 9 represents the condition of the various parts when the trolley is in the 
working position on the wire. Fig. 10 represents the condition of parts when 
it is in the lowered position. 

When the trolley is in the working position, cis the centre of motion of the 
trolley arm, and will continue so .until the trolley rises above a certain 
predetermined height. When it exceeds this limit, the end of the adjustable 
screw a presses against the pivoted lever E, causing the end b to move up 
against c, and thus pushing the casting D ачат from its supportd. When this 
happens the trolley arm falls until it rests on the extension of the standard head 
bracket a at the point e, as in fig. 10. In falling a projection f on casting D 
forces the knock-out lever E downwards, thus pulling up о, which is suitably 
arranged as a wedge brake acting on the special outer ring fixed on the outside 
of the standard. thus checking instantaneously апу swinging &ction of the 
trolley arm. The projection j on the standard head bracket A serves the 
purpose of checking the vertical swing of the arm. 

To reset the trolley it is pulled down against the tension of the internal 
spring by the cord (the projection e on the casting А becoming for this operation 
the fulcrum) until the pin c is raised nearly to the top of the slotted guide 
holes в in casting a, when D, aided by the spring 1, returns to its normal 
position d, and the trolley arm is reset. The whole of the working parts at the 
top of the standard are enclosed in а neat cast-iron hood. 


Fics. 9 AND 10.— Ross's Patent SELF-LOWERING TROLLEY ARM. 


before long. (In how many ways that top-deck cover shows its 
advantages, and how thrice blest are they who do not suffer under 
the disabilities of a 3 ft. 6 in. gauge!) 

While we are moralising, we may as well say what is on our 
minds about trolley wheels. The fact that there are dozens of 
heads which have been designed in such a manner that only one 
particular wheel in the world will fit auy one particular head has 
been known and cursed for some time, but the evil tends to 
increase as time passes, and to anyone who looked for them, the 
Exhibition provided object lessons at every stall on which trolley 
heads and wheels were displayed. Not only does the consumer suffer 
by the higher prices which must be paid for articles, of which each 
maker must needs make and stock so many varieties, but the 
makers are far from pleased at the causes which force them to keep 
prices high, and the time is quite ripe for a movement towards 
the standardisation of both heads and wheels. 

To return for a moment to the retrieving trolleys, Hindley's 
forces the errant pole to come to rest well below the trolley wire 
along the centre line of the car, so that the hoom cannot swing wildly 
when the wheel leaves the wire; and Ross has an automatic 
mechanism which resets the trolley tension spring when the con- 
ductor pulls the pole down still further. It is questionable whether 
retrieving devices will be external to, or integral parts of, trolleys 
in the good time that is coming. Probably both methods will be 
used extensively. 

. Messrs. R. W. BLACKWELL & Co., in addition to their well-known 
trolleys, and the Hindley retrieving trolley, showed a most in- 
genious swivel-head which enables a conductor to find the trolley 
wire quickly and surely. This is done by means of two rods whic- 


are pivoted to and concealed in either side of the head. When 
the trolley rope is pulled these rods spring out and form a smooth- 
sided V above the head, by which the wire is easily found on the 
darkest night. The wire must slide into the groove of the trolley 
wheel, as there is a perfectly smooth and solid path for it all the 
way. The beauty of the design lies in the rods, or wings, falling 
back to form part of the smooth surface of the head when not in 
пке, and in the attachment of the trolley rope to the swivelling 
head, so that the wire finders can be brought into the best position 
by twisting the rope. This head has been in use on the Plymouth 
tramways, and is the invention of Messrs. J. T. Cherry and Е. Н. 
Clive, two Plymouth gentlemen. It was described апа illustrated 
in our issue of January 8th, 1904. 

The NATIONAL RAIL AND Tramway APPLIANCES Co., Liverpool, 
exhibited trolley standards of the usual design, and a “ trolley- 
minder and pull-down " which is intended to control the trolley 
rope ру means of a spring drum. Should the trolley wheel slip 
from the wire, the sudden upward jerk brings the large spring into 
action, which winds up the горе and brings the wheel from 12 in. 
to 15 in. below the wire. They had also a trolley head, which is 
provided with a tapered contact sleeve which can be clamped 
securely to the pole insulation, and is keyed во that the head 
cannot turn on the pole, but will draw off easily in case it becomes 
entangled in the wires. 

Messrs. MILNES Voss, luos. Noakes & Sons, and S. DIXON 
AND Sons showed several swivelling heads. 

Trolley Earth Indicators.— Having dealt with trolleys, we proceed 
to the devices for indicating when the standard of a double-decked 
car is alive.“ First of all it is advisable to state the conditions 
which a perfect earth indicator must fulfil :— 

1. Every standard is earthed normally, and it must be impossible 
to remove that earth without authority for во doing. 

2. Under no circumstances can this earth be removed until the 
dangerous condition of the standard has been signalled. 

3. The earth should be removed automatically directly the pole is 
taken off the wire. 

4. So long as the standard remains alive, and the carth connection 
is broken, the signals must continue to operate if it still remains 
possible for access to be gained to {һе top deck. 

5. The earth must be а true earth unimpeded by any artificial 
resistance. 

6. The signale must be oral and visual, and if a local circuit is 
used to operate the oral signal, the earth connection must remain 
closed whenever the local cireuit becomes defective. 

7. A very small current must suffice to operate the device. 

8. No part of the main or local circuits must be controlled hy 
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Ета. 11.-—Driver’s EARTH INDICATOR, | 


switches or other circuit-breaking arrangements external to the 
sealed case containing the indicator. 

Every earth indicator should be judged by the criterion of these 
conditions. | y 

The Ввовн Co. made a special feature of Driver's patent indicator 
We illustrate}the diagram of connections, and the indicator itself 
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mounted on the show board. This indicator is fitted in the cars 
which the Brush Co. are supplying to Belfast. The car on the stand 
had two switches under the seat, by which the earth and the bell 
circuit could be interrupted at the will of the driver. 


When the trolley standard is charged 
to 50 volts above earth, the indic- 
ator exhibits a card with the words 
“ TroLLEY ВАЗЕ ALIVE," and rings the 
conductor's bell. 


Fic. 12.—Driver's EARTH INDICATOR: DIAGRAM. 


MESSRs. GREEN & Co. were exhibiting Mr. P. J. Pringle's earth in- 
dicator on Mr. E. Freund's stand. With this indicator our readers 
are acquainted already, froin the description which appeared in our 
Business Notes" last week. For that reason we cannot enlarge 
on it here, except to congratulate the inventor on the remarkable 
way in which his indicator complies with the ideal conditions set 
out above. 

The Board of Trade is uo longer tolerating earth lamps as the 
sole means of warning, and managers should hasten to equip their 
uncovered top-decks (the canopy scores again!) with some indi- 
cator which will satisfy its inspectors, lest there be weeping and 
wailing when somcone gets a bad shock. 

We have no room to deal this week with sand-boxes, rail cleaners, 
and folding steps. 

(To be continued.) 


EnRATUM.—The makers of the Peebles steam car write saying 
that the boiler is not connected with the engine by a “ multitude of 
small flexible pipes" as stated in our notice of their exhibit last 
week. The only steam connections are a flexible steam pipe, and a 
flexible exhaust pipe to take the exhaust steam to the condenser. 

Our information was derived from the represe: tative of the 
Peebles Steam Car Co. at their stand, and we were viable to verify 
the statement by & personal examination, even if we had been 
inclined to doubt it. On the contrary, the multiple arrangement 
seemed to have a number of advantages over the single pipe, though 
we have no doubt that the makers are satisfied that the latter 
answers its purpose better than anything else. 


NATIONAL TELEPHONE. COMPANY'S 
STAFF DINNER. 


THE twelfth annual staff dinner of the National Telephone Co., 
Ltd., took place on Friday July 7th at the Trocadero Restaurant, 
under the chairmanship of Mr. W. E. L. Gaine, the general manager 
of the company. 

The members of the staff who were present included Mr. Albert 
Anns (secretary), Mr. Frank Gill (engineer-in-chief}, Mr. S. J. 
Goddard, the provincial superintendents, district managers, 
engineers, electricians and other officers, representing a staff of 
upwards of 14,000, from the head office and all parts of the United 
Kingdom. 

Amongst the guests were Sir Albert Rollit, M. P., Mr. S. Н. 
Sands, Mr. E. M. Barton (of Chicago), president of the Western 
Electric Co., Mr. H. Fedden (Bristol), Mr. T. A. Welton, Mr. H. H. 
Lawless, Mr. W. Compton Smith, and Mr. Dane Sinclair. 

The arrangements were, as usual, unexceptionable, and the pro- 
ceedings were thoroughly enjoyable. The loyal toasts were pro- 
posed by the chairman, and duly honoured, after which Mr. Gaine 
proposed “The Prosperity of the National Telephone Co." The 
chairman referred to the delicate ground upon which he trod. At 
the time of last year's dinner negotiations had been in progress with 
the Post Office authorities, and these had since resulted in an agree- 
ment with the Postmaster-General, which, if approved, would take 
effect on January 1st, 1912, and would profoundly affect the future 
of the telephonic service in this country. In spite of competition, 
the company was still responsible for nine-tenths of the telephonic 


business of the United Kingdom. It was not fitting to say much 
about the agreement, as it was under consideration; but if it were 
approved, the development which had taken place during the last 
few years, great as it was, would be small compared with the 
probable development during the next. few years. One 
point came home to all members of the staff; it wastitbe 
omission from the agreement of adequate and fair provisions 
for ultimately dealing with the staff of the company. Ав it 
stood, the agreement did not represent the views of the 
directors as to the arrangements that ought to be made for the staff, 
nor did it disclose the strenuous efforts made by the board up to 
the last moment to secure them. Fortunately, the staff was to 
have the opportunity of putting its own case before the Select 
Committee, and he hoped that for its own aud the public advantage, 
reasonable and fair provisions would be made on the lines 
approved by Parliament in other cases. Turning to his annual 
budget, Mr. Gaine said that the company had now 1,155 exchanges 
in Great Britain and Ireland, an increase of 60 in the year. The 
number of stations was 335,000, ап increase of 40,000, or 134 per 
cent. in the year. That rate of increase was unexcelled in the 
world except by the United States, with an increase of 19 per cent. 
If the agreement were approved, the impediments which had 
hindered their progress would be removed ; their rate of develop- 
ment would be as great as in any other country, and in 10 years 
there would probably be 2 million stations. During the year over 
1,000 million messages had been sent, an increase of 70 or 80 
thousand millions. Аз for the Post Office telegraphs, their 
messages in 1902-3 were 844 millions, but during 1903-4 the 
number had fallen to 82 millions. The mileage of wire in use by 
the company was 725,000 miles, of which, in spite of the difficulties 
they had had to contend with, two-thirds was underground. Бара 
development was not without its drawbacks, and they found that 
the cheap services which they were introducing tended to make 
inroads upon their revenue, for the working cost was not going 
down in proportion. It was difficult to find a remedy; reduction 
of salarjes would not be popular with the staff, but if any proposals 
were made to the board in that direction, they would receive the 
most careful consideration! It must be their business to impart 
strength and vigour to the organisation as long as it existed, and 
the company must never fall into a comatose or moribund con- 
dition ; let it end in the fulness of its strength, with the support of 
a loyal and capable staff. 

Replying for the company, Sir Albert Rollit expressed regret at 
the unavoidable absence of the chairman, Sir Henry Fowler, and 
the vice-chairman, Mr. George Franklin. In the course of a 
humorous speech, he referred to the efforts of the directors on 
behalf of the staff, whose relations with the directors had always 
been of the most agreeable. It ought never to be forgotten that 
the company, which had existed since 1881, was a pioneer in tele- 
phonic work, and was satisfied with a very moderate return on 
its capital—only 5 per cent. on the deferred stock. He believed 
that a fair and just agreement had been made with the State, and 
said that the Post Office had always shown a fair and reasonable 
spirit. The company had already paid the State £1,800,000 in 
royalties. It was impossible to foretell the future of the telephone 
service; the spirit of the age tended towards rapid locomotion, but 
when everybody had his telephone there would be no need for 
rushing about, and so the telephone would become the antidote for 
the motor. The capital of the company was 11} millions sterling ; 
they had 14,000 employés, and every city and town of any conse- 
quence in the kingdom was included. Sir Albert paid a cordial 
tribute to Mr. Gaine, who, he said, was once an excellent town 
clerk—but Blackburn's loss was the company's gain! Since Mr. 
Gaine took charge, the number of stations had increased from 
45,000 to 335,000, and the revenue from £400,000 to over £2,000,000. 
Mr. Anns was a perfect ^ inquire-within," and Mr. Gill was no less 
invaluable. They should not forget Mr. Dane Sinclair, who laid 
the foundation upon which Mr. Gill was so ably building. Mr. 
S. H. Sands also responded for the company, and said that the 
future development of the huge industry rested with the staff; he 
felt sure that they would raise it from second to first place in the 
world. 

Mr. E. J. Hidden, the company's Liverpool representative, pro- 
posed the toast of Our Guests" in complimentary terms, and Mr. 
Byng, in responding, thanked the company for the help it had 
given to the manufacturers of this country- he would say nothing 
of those of other eountries—and hoped the next 335,000 telephones 
would be made in England. He remembered the time when a 
manufacturer was imprisoned if he even attempted to make a telc- 
phone in England. Mr. Lawless also replied. Lastly, the health 
of the chairman was honoured with enthusiasm and suitably 
acknowledged. 

During the dinner Farban's Viennese Band performed a pro- 
gramme of music, and between the speeches Messrs. W. Churcher 
and Fred. Hudson, and Misses Ethel Walker and Ethel Pound 


gave songs and recitations, accompanied by Miss P. Adami at the 


piano. 


Electrical Fatality at Neasden.—On Monday, at the 
electric power station at Neasden, an electrician) named John 
O'Malley, and a youth of about 17, named William Ruddy, on 
entering one of the transformer chambers, .became entangled in 
some of the live wires, and before the current could be switched 
off O'Malley had been killed, death being instantaneous. 
Ruddy had a miraculous escape. It is stated that he got clear of 
the wires after having come into contact with them. Не was 
severely burned about the body, and was rendered unconscious by 
the shock. He was removed to St. Mary’s Hospital, Paddington. 
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ELECTRICAL EXPORTS AND IMPORTS 
IN 1904. 


By W. POLLARD DIGEY. 


Тнк Annual Statement, of Trade of the United Kingdom 
for 1904 (No. Cd. 2,497), was issued on the eve of the 
Whitauntide vacation. It gives in a convenient form the 
exports and imports of specific products to and from various 
markets during the last five years, except in regard to recent 
classifications of goods only enumerated during a lesser 
period. | | 

Among such headings is * Electrical Machinery of all 
Kinds," which has only received separate enumeration since 
1903. The total trade for 1904 was, as our readers will 
remember, of a very gratifying nature, amounting to a total 
of £522,965, as against £437,186 in 1903. Trade to 
foreign countries increased by 28 per cent., or from £161,784 
to £208,024, and to British. possessions by about 15 per 
cent., or from £275,312 to £314,941. In the former classi- 
fication there has been a general increuse to the continent of 
Europe, and to Japan aud Brazil, but the Argentine trade 
has declined. Of exports to the Empire generally, the 
increase has been pretty well an all round one, the chief 
exception being Canada, where an export of £9,294 declined 
to £4,451. 

Exports of Electrical Goods and Apparatus, a definition 
which has replaced the earlier one of electric lighting appa- 
ratus," have. increased from £678,184 in 1903, to £741,179 
in 1904. The portion of the trade going to foreign coun- 
tries has receded from £217,093 to £213,046. Of indi- 
vidual items, exports to Continental Europe have generally 
declined, the chief exception being Germany, where a small 


Imports of telegraphic cables and apparatus were a fraction 
less than 1903, amounting to £55,074, as against £57,360. 
The chief source was Germany, from whence goods to the 
value of £29,334 were received, France holding second 
place as a sender of £15,047 worth. 

Exports of telegraphic cables and apparatus suffered a very 
great decline, the total value falling from £1,808,465 to 
£866,137. As this has continued without intermission since 
1901 when these exports were valued at £3,147,985, this branch 
of the electrical industry might be acclaimed as on the high 
road to extinction. Despite the purchase or hire of British 
second-hand cable laying steamers by foreign countries, the 
industry is by no means а lost one. Pacific cables are not 
ordered monthly or even bi-annually as manufacturers might 
desire. Ав a general rule, also, activity in cable laying 
would seem to depend on commercial prosperity ; in periods 
of depressed trade extensions are not eagerly entered upon, and 
only necessary renewals are undertaken. Save for one item, 


that of a recorded export of the value of £217,474 to the - 


United States, the bulk of the items seem to be of the repair 
and renewal rather than of the extension order. 

In previous issues of the ErLEcTRICAL Review” the 
writer contrasted electrical exports and imports with certain 
standards of comparison. Before applying these com- 
parisons it will be, perhaps, best to adopt the same classi- 
fication of different zones into which electrical exports may 
be reckoned as geographically distributed during 1904. 
The following figures give the exports to each zone. Com- 
pared with 1903, we find that exports of electrical goods and 
apparatus are less to Europe and to South America generally, 
increasing greatly as regards India and Australia, but, 
decreasing to South Africa, Exports of electrical machinery 
increased to all quarters save India, to which destination 
they remained constant. 


EXPORTS. 
E South Oth British B | Ot! Total Total | 
u er ritis ritish TON British ther otal to otal to 
Classification, ID American | foreign North East н Austra- British British foreign nia 
` | countries. | countries. | America. Indies. Bons lasia. possessions. | possessions. | countries. j 


— — m — — — — — 


Electrical machinery £ | 41,001 | 59,853 | 107,170 4,451 
Electrical goods and 


apparatus... & 53,130 44,279 | 105,637 | 12,383 
Telegraph cables and 
apparatus - £ | 56,347 80,874 | 422,643 | 40,579 


export of £4,658 in 1903 gave place to one of £6,139. 
Trade to Japan increased and decreased in the case of the 
Argentine Republic, remaining practically stationary in the 
case of Egypt, Portuguese East Africa, Mexico, Chili and 
Brazil. Of the exports to British possessions, exports to 
South Africa decreased ; those to the British East Indies and 
Australasia increasing to a marked degree. Exports to 
Canada rose from £3,948 to £12,383. 

Imports of electrical goods and apparatus declined from 
£819,029 to £790,799. Imports from Sweden remained 
at a high figure, being £107,458 as against an import of 
£115,400 in 1904, and an average of about, £13,000 for the 
three years ending in 1902. Imports from Germany 
declined. from £119,044 to £117,611, and from Holland 
they declined from £187,946 to £180,926. Imports from 
Belgium increased from £121,262 to £140,309. Imports 
from the United. States continued to fall, reaching to only 
£103,786, as against eight times this value in 1900. 

Imports of electrical machinery remained. at a fairly con- 
stant figure, being £558,971 in 1904, as against £554,643 
in 1903. While the total remains steady, the contributing 
items show wide fluctuations. For instance, while the 
German imports have fallen from £119,525 to £60,993, and 
the American imports from £305,653 to £289,973, imports 
from Holland have increased from £23,178 to £38,788, and 
imports from Belgium from £53,746 to £113,498. 

Re-erports of Electrical Goods and Apparatus—The 
United Kingdom being a free trade country, is able to main- 
tun a species of warehouse trade, in that firms at various 
seaports purchase foreign electrical wares re-exporting these 
to various other foreign countries and British possessions. 
This trade reached its highest value in 1904, amounting to 
а total of £56,174, as against a previous highest of £37,062 
in 1900, and only £32,642 in 1903. 


| 
-— -j7 — 
| 


107,078 | 95,087 | 61,899 | 46,426 | 314,941 | 208,024 | 522,965 


144,492 | 159,965 | 178,459 | 35,039 | 528,133 | 213,046 | 741,179 


31,942 | 61,058 | 25,739 | 146,955 | 306,273 | 559,864 | 866,137 


Pursuing parallels of comparison along the same lines ав 
were pursued in the previous articles, it becomes possible to 
compare the gross total of all electrical exports for 1904 with 
the aggregate capital invested in electrical. manufacturing 
concerns at the end of the year. The average percentage of 
exports per £100 of invested capital of five years ending 
1902, and the figures for 1908 are given for the purpose of 
comparison. 


Ageregate ede Gross EN 
Period. Capital at end electrical ' 4100 ска 
of period. exports. | capital. 
ANC ENDE SCENE a = p? е =. еа мә сд: 
i 
Five years ending | £29,852,575 | 42,778,962 £13:28 
1902. | | (Average for | (Average for 
| | period) | period) 
12 months ending 435,768,000 | £2,923,845 ' 47 98 
1903. AE | | 
12 months ending 438,644,302 | £2,130,281 | £551 
1904. | | 


In the above figures the estimate of aggregate capital is, 
of course, from Mr. Garcke's manual. Contrasting 1904 
with the preceding year, we find that, while the gross total 
of electrical exports is less than in 1903, the increase in 
manufacturing capital is so great as to cause a still further 
retrogression of the ratio figure of exports to capital. "That 
is to say, capital invested in electrical manufacturing 
industries is attracted by the large home demand which is 
increasing at a greater rate than are the exports to over-sea 
markets or even the competitive Imports. 

If we contrast imports of electrical goods and apparatus 


* Pages 88 and 1044, Vol. 55. 
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with capital invested in manufacturing concerns, we find 
that these imports only amount to £2 19s. per £100 of 
invested capital. The average value for three years ending 
1908 was £271, and for three years ending 1900 was £4°32. 
If we balance increase in purchasing capital, i. e., the increase 
in capital of traction lighting, telegraph and telephone 
companies, which form a portion of the purchasing com- 
munity, against manufacturer's capital and against imports, 
we have the following state of affairs :— 


; 1908. 1904. 
Net increase in subscribed capital 
in certain limited liability pur- 
chasing concerns ... m ; 
Ratio of increase of manufacturer's 
capital per £100 increase of sub- 
“scribed purchasing capital " 
Ratio of imports of electrical wares, 
apparatus and machinery per £100 
of increase in subscribed pur- 
chasing capital . Ma 


233,270,230 238, 413,625 


£18'6 £134 


£35 
The state of affairs pointed out last autumn is continued 

in the figures for 1904. 

less proportion than ever before to the aggregate increases of 


capital of purchasing concerns coming under the Companies' 
Acts. If, to the value of the imports of electrical goods is 


44˙28 


added the value of the electrical machinery for 1904, we . 


‘have a standard of comparison available for setting against 

the similar value for 1903, when the combined ratio 
of all electrical imports to the increase of capital invested in 
non-manufacturing electrical concerns was only £4:28 per 
£100. For 1904 the combined ratio was only £3°65 
per £100. 

With this comparison the present review may cease. "The 
reader, if he so chooses, can apply other comparisons, such 
as ratio of increase in lamp connections to imports, or 
whatever others he may devise. It is safe to contend that, 
whatever test is applied, the result is only to emphasise the 
more clearly that, taking the electrical manufacturing 
industry as a whole, even the suppression of foreign imports 
would do little to increase the volume of the home market, 
although there might be a teudency towards the raising of 
prices, a not undesirable process in the eyes of certain 
manufacturers. 


CORRESPONDENCE. 


Letters received after first post оп Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer's nume and address in our possession. 


Refuse Destractors. 


In reply to Mr. Maxwell I deny that my contribution was 
« somewhat useless,” in view of the fact that it has been the 
means of drawing from him an exceedingly useful communi- 


cation, which, by the way, supports and agrees with my poor. 


attempt! This was really one object of my letter, i.e., to 
obtain the support of men actually working а combined 
scheme who are willing to set forth—not necessarily in their 
own name—certain defects which consulting engineers, 
sitting in their armchairs, surrounded by volumes of statis- 
tics, reports, briefs, &c., fail to recognise, either through 
ignorance of practical work or through intent. 

Mr. Maxwell has, in his letter, mentioned two drawbacks 
in connection with the Partick plant. Would he be good 
enough to further support, or, as far as Partick is concerned, 
to contradict my “useless contribution" by answering the 
following :— 

1. How long has Partick destructor been at work ? 

2. Has the crown of any cell been absolutely rebuilt from 
the furnace bars ? 

3. Has & flue crown ever given out, or, I should say, 
ein“? 

4. Have any furnace fronts had to be renewed, and have 
the original ones all proved more or less costly and a trouble, 
due to expansion? 

5. Have damper frames burnt away and dampers been a 
source of trouble? 

6. Have the original top doors (I understand Partick is top 
feed) all been renewed ? 


Imports of electrical goods bore a 


7. Is it not a fact that the average labour cost at Partick 
per ton of refuse destroyed is extremely high ? 

8. Have the Partick electricity works completely outgrown 
the destructor, so that the latter is now only а hindrance 
and expense to the former ? ' 

In asking these questions, let it be clearly understood that 
J am not hinting anything against the Partick destructor, 
for, used as a destructor, it is, I consider, excellent in every 
way. | 

I merely contend that there is no destructor built which 
can be, ав maintenance—for one thing—economically 
worked with an electricity works. For instance, there are 
destructors (and I have reason to suspect that Partick is an 
example), combined with electricity works, which, owing to 
the extremely severe duties imposed on them in the genera- 
tion of steam, have, at the end of one, two, or three years, 
been in а worse condition as regards wear and tear than 
similar plants 9 and 10 years old, which, however, have been 
used for the sole purpose of burning refuse. From figures 
before me I find that the cost in wages per ton destroyed 
i&, on an average, 30 per cent. higher in a combined destructor 
electricity works than in a destructor pure and simple. 

Let Mr. Maxwell, or any other manager of such a plant, 
put, down his present labour cost per ton destroyed, and then 
estimate the wages cost he could destroy refuse at under 
above conditions, and he will see that my figure of 30 per 
cent. is not on the high side. | 

Mr. Maxwell’s personal remarks about a committee and 
trouble are rather unfortunate. . " 

п. 


Costs of Power Generation. 


I have been greatly interested in the last numbers of the 
REVIEW re cost of power generation, and I herewith enclose 
you a copy of our last twelvemonth’s working. 

The plant is situated in the basement of our establish- 
ment, and consists of three 50-B. H.P. National gas engines, 
running at 220 r.p.m. "The generators are of the Morley 
Electrical Engineering Co.'s make, shunt-wound, with a- 
capacity of 150 amperes at 230 volts, belt-driven. 

The plant was put in in May, 1901, at a capital outlay of 
£1,600. "The total cost of generating 36,170 units for seven 
months ending December 318t, 1901, including interest and 
depreciation at 10 per cent., was 2°U6d. per unit, which 
effected a net saving of £354 2s. 11d. 

For the twelvemonth ending December 31st, 1902, unite 
generated, 67,077. Total cost, 1:96d. per unit, saving 
£729 88. 11d. 

For twelvemonth ending December 31st, 1903, units 
generated, 64,504. Total cost per unit, 1-43d. ; net saving, 
£677 98. 5d. 

For twelvemonth ending December 318t, 1904, I am 
sending you one of our printed forms, filled in. 

I have calculated the Corporation charges at 4d. per unit. 
Our day load is about 50 amperes, night load about 340 
amperes. If you wish for any more particulars about this 
plant, I shall be very glad to give you them. Weare working 
with town gus costing 2s. 3d. per 1,000 net. 

i Andrew Watson, 
` Engineer. 
The Coliseum, Stockton-on-Tees, 
July 17th, 1905. 
M. Rosinson & Son’s ENGINE Room EXPENSES 
For 12 months ending December 31st, 1904. 


Gross. Per 
Gas consumed, No. of feet 2,061,000 ... £231 17 3 82 4 
Wages incurred in generation ... . £9710 0 35d 
Total units generated er pn 65,288 
Oil, waste, water and engine room 
expenses fede к ve .. £23 0 0 0844. 
Repairs and maintenance of engines | 
and dynamos, and insurance £18 15 0 '068d. 
General expenses 42 10 0 009d 
Total cost £373 12 3 1 361d 


Corporation charges for same, at 4d. per unit .. 21,088 2 8 
Carried forward, £161 1s. 3d., 1903 £714 10 5 
Gross profit . ч soe i И £875 11 8 
(Signed) ANDREW WATSON. 
[It does not appear that interest and depreciation have been 
taken into account in the foregoing table.—Ebps. E. R.] 
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The Defeat of the L. C. C. Wiring Clauses. 


On behalf of the electrical contractors throughout the 
kingdom, and more especially of those interested in the Asso- 
ciation, I beg tu thank you for the great assistance you 
have given us in our opposition to the L.C.C. Bill, both by 
your admirable leaders and through the publicity you 

ave given to our cause. | 

'" Owing to the opposition we were able to make, through 
the financial support given to us by members of the Manu- 
facturers’ Association and contractors outside of our Asso- 
ciation, . the Committee of the House of Lords decided to 
delete Part 12 of the Bill entirely, that is, those clauses 
relating to municipal wiring. 

I wish to express our thanks to those gentlemen who so 
kindly volunteered to give evidence, and also to the above 
contractors and manufacturers for their financial support. 


Leonard G. Tate, 


Hon. Sec. Electrical Contractors’ Association Incorporated, 


London, July 17th, 1905. 


Inquiry Forms in Duplieate. 


May I make a suggestion through your columns to borough 
and city electrical engineers who send out inquiries to similar 
officials in other places. We freqnently receive lists of 
queries, which we are glad to answer, but it would be a con- 
venience if the inquirers would enclose their lists in duplicate, 
so as to facilitate the keeping of copies for reference. 


W. T. ч. 


А Electrolysis of Water Pipes. 


I should be glad of the opinion of any of your readers on 
the following :— 

In a certain Corporation tramway system it has been 
observed that at night after the tramway plant has been 
shut down, a potential difference exists between the tramway 
rails and water mains up to about °8 of a volt. "The know- 
ledge of this has caused the water company (backed up by 


the private lighting concern) to bring up grave charges of 


electrolysis, &c. An expert who has been called in on behalf 
of the Corporation reports as follows :— 

“Таш of opinion that this is only due to a chemical action 
between two electrodes of enormous surface, and that. it is 

urely а secondary action of the tramways current which has 
een flowing throughout the day.” 

Tests have been taken, and it has been found that the 
р.р. varies at different points from :1 to °3 of a volt, and 
that by connecting the water main and tramrail by a con- 
ductor of low resistance a current of 5 ampere flows between 
rail and water main (whilst the tramway system is absolutely 
dead). This, I hold, cannot be in any way blamed to the 
tramway system, but is obviously caused by а leakage from 
some other source of supply. 

The “expert” recommends, as you will see by the 
enclosed report, that a new return feeder of 1'8 sq. in. 
sectional area be laid down. I may say that the average 
load on the tramway plant is 200 Kw., and that there are 
already two return feeders connected to different points in 
the system, and also that even with one of these disconnected, 
the rail drop does not approach the Board of Trade limit of 
4 volts. 

Anti-Expert. 


[The existence of a potential difference between the rails 
and water pipes does not necessarily imply that any current 
is flowing at all. Any two metal rods of slightly different 
composition, driven into moist earth, will show a P.D., but 
no current flows between them unless the circuit is 
completed. Current cannot flow from the rails to the 
pipes unless it returns at other points, either to the rails 
or to earth plates connected with the earthed pole of the 
power station: a proper survey of the system during the 
operation of the tramways should readily disclose any such 
circuital flow, and would show P.v.’s in opposite senses 
corresponding to the entrance and exit of the current. 


Without such a survey it is impossible to form a definite 
opinion on the question.— LES. E. R.] 


Novel Methods in Australia. 


Although it is three weeks since Mr. E. Kilburn Scott's 
article on the Empire electric lighting station at Syduey 
appeared in the ELECTRICAL Review, I do not think it is 
yet too late to draw attention to the arrangement of the 
generator and switchboard connections, a diagram of which 
is given in the article. On referring to the diagram 
(p. 1048, June 80th) we shall see that, on the positive, the 
current traverses the series coils, thence to the circuit- 
breaker and bus-bar. On the negative there is an 
ammeter and single-pole switch, and the equaliser 
connection is presumably а single-pole switch on 
to а common bus-bar. This description, of course, 
applies to each machine. Now suppose the circuit- 
breaker of any one of the generators while working on load 
with the others was tripped by reverse current, over load or 
any other means, that machine would not be cut out, but 
would still be in circuit as a shunt-wound machine, with 
nothing to protect it from being burnt out by the others 
until the equaliser, or negative switch, was opened. The 
connection is practically direct from the brushes of one 
machine to those of all the others on load, by way of the 
equaliser. This is not the first instance of the same arrange- 
ment which I have come across, and І daresay there are a 
few more knocking around. 

The series coils should be connected so that the return 
current circulates around them, in the same direction, of course, 
1.¢., the negative lead should be connected to the end 
of the series which is at present connected to the 
positive brushes, the other end of the series should ро to the 
negative brushes with the equalising connection at the same 
place, and a lead direct from the positive brushes to the 
circuit-breaker ; it will then be scen that the equaliser is on 
the opposite line to the circuit-breaker, and when the latter 
is tripped there is no other means of making a circuit except 
by earth, but that possibility we can leaveout. As the direc- 
tion of the current in the series coils will be the same as at 
present, the excitation of the field will be unaltered, but 
with the ammeter being on the same pole as the series, au 
equalising current passing round the series of any one 
machine will read on that ammeter, although not generated 
by that machine. 


Ө. W. Weston. 
Blackburn, July 18/5, 1905. 


[A simpler remedy for the defect indicated by our corre- 
spondent would be to put the circuit-breaker on the negative 
instead of the positive, leaving the other connections un- 
altered. But there is nothing in the diagram to show that 
the equaliser switch is not mechanically interlocked with the 
circuit-breaker, so as to open with the latter. 


In any case, unless the machine had developed a fault, it 


would run as a shunt inotor without fear of burning out, 
under the conditions described by our correspondent.— 
Eps. E. R.] 


LEGAL. 


Miůẽpwoop r. CORPORATION OF MANCHESTER. 


Mr. Mouton, continuing his speech on Wednesday, July 12th, 
said he wished to summarise the whole case of neglivence made 
against the defendants. There was no negligence, he understood, 
in the choice of system. Certainly there was no negligence in the 
choice of the bitumen method of laying mains which was admitted 
to be the best known, and there was no negligence alleged in the 
carrying out. He wished to put fairly the position of the people 
carrying this out and the things which were said to have been 
negligent in their conduct. It was said that Goff was told at 
11 o'clock that the lights in the ‘Crown Hotel” had gone out and 
come on again. He accepted that statement. Was there any 
negligence in Goff's conduct or in the conduct of anybody else? 
Such a thing as that must occur many thousands of times in the 
course of a year utterly unconnected with any leak at all. Goff, 
when he was told about it, did not associate. it with any 
leak at all. He thought it was caused by there being more 
demand on one pair of mains than on another pair, the 
consequence being that the pressure would go down. Nobody 
suggested that there was negligence аз to that. It was necessary 
to consider what people who had to manage undertakings 
of this kind had to do. Small want of uniformity was the 
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sort of thing in which they lived. You might as well say that a 
mariner ought to be aware of a storm eoming if the sea was not 
calm, and that he ought to be afraid of every ripple. Goff 
said he saw nothing which indicated trouble until 1.30, and it was 
not pretended that anybody else did. At 1 o'clock. the gentleman 
in charge kept up the proper pressure. That was the defendants’ 
absolute duty. At 1 o'clock the thing became serious, and then 
Howard was telephoned to. А great deal was made in the Court 
below about Howard's conduct, but Howard, he submitted, had 
done everything that an experienced man would do. Before 
Howard dressed he told them to cut off the South-Eastern from 
the Northern and Central networks. Nobody could say that that was 
"negligent, unless they said that he ought to have gone straight to 
Fountain Street. Nobody could say it was negligent in Howard 
beeause, instead of at once jumping at a conclusion, he had acted 
systematically. He submitted that the plaintiffs had not succeeded 
in establishing the case of negligence against the defendants. On 
the question of nuisance, he submitted that the defendants could 
not, because of their statutory duties, fail to keep up the supply. 
Defendants were supplying under powers given to them. 
There was a provision in the Board of Trade regulations as 
to linking up, and they were only allowed to touch the earth 
at one point, and there the current must be of a certain amount. 
That being so, the circuits must be linked up together. Defendants 
were bound to maintain the pressure, and in all the circumstances 
of the case he failed to see how it could be said that the defendants’ 
system was a nuisance. 

Mr. боврок followed on the same side. 

Sir EDWARD CLARKE then proceeded to open the case for the 
respondents in support of the verdict and judgement in the Court 
below. Не said that the jury answered all three questions left to 
them by the learned judge in favour of the plaintiffs, and ue sub- 
mitted there was ample evidence to support their findings. ‘There 
were two systems of electric supply, either of which could have 
been followed by the defendants. The great advantage of the link- 
ing up system was, that the undertakers could deal with the supply 
of electricity to a particular place and keep it constant; but 
then there was great difficulty in localising where the mischief 
was, if there was mischief, and the defendants choosing to use 
that system, ought to be reasonably liable for damage caused 
to persons by reason of defeudants being oblived in that svstem to 
go on pouring electricity through the damaged place in the cable. 
That that happencd frequeutly was proved abundantly in the 
course of the case; twenty accidents had taken place іп Man- 
chester in three years. "They were accidents of different kinds, 
but 13 occurred in consequence of the breaking down of the service 
mains. 

Sir EDWARD CLARKE, continuing his address on Thursday, July 
13th, cited а number of cases with a view to showing that it had 
been decided that where this liability for nuisance was kept open, 
persohs in the position of the defendants were liable for proceed- 
ings such as these, and were liable quite apart from the question 
of negligence altogether. 

Lord Justice RoMER said that Mr. Moulton's suggestion seemed 
to be that there was no nuisance because the explosion occurred 
suddenly. Electricity was like à wild beast, which was perfectly 
safe when it was controlled, but very dangerous when it was not. 

Sir EDWARD CLARKE submitted that Section 67 of the Act, which 
entailed liability on the undertakers for negligence and default, 
prevented the Corporation from taking advantage of their statutory 
powers when a nuisance occurred. 

Lord Justice Комек said he did not think anything’ in the Act 
expressly authorised an explosion. 

Sir EDWARD CLARKE, in conclusion, submitted that the verdict of 
the jury should be upheld, and the defendants made liable for 
what had occurred. „ D 

Mr. BovsriELD then followed on the same side. 

The MASTER ОЕ THE RoLLS, in giving judgement, said this was 
an action brought against the Manchester Corporation, who con- 
ducted the electric lighting of the city, for damages sustained by 
the plaintiffs, and which was brought about by the operation of 
electric lighting as carried out in Manchester. An explosion took 
place by reason'of the escape of electricity, which had the effect of 
fusing bitumen in which wires were cased, with the result that a 
gas was produced, and that gas exploded, and the explosion resulted 
in damage to adjoining premises which, belonged to the plaintiffs. 
The question for discussion before them was, firstly, whether the 
defendants were protected by statute inasmuch as they supplied 
electricity under statutory powers, and defendants had laid their 
mains, as they contended, in accordance with the regulations im- 
posed upon them by the Board of Trade. Defendants said that 
there was no want of care and skill on their part, and that they 
were therefore protected by statute from any liabilty. The 
plaintiffs’ case was, the defendants were not protected by statute 
from what had occurred, and Clause 70 of the Electric Lighting 
Confirmation Act, 1890, expressly provided that undertakers should 
not be excused from any liability caused by nuisance by them. 
That raised the principal point of their decision. But, apart from 
that, there was another point, which was relied upon at the trial, 
and upon which the jury were asked a question, aud that was, 
whether the mischief which oecurred was brought about by the 
negligence of the defendants. The plaintiffs’ case was, that there 
were defects in the defendants' system, under which they worked 
their electricity supply, which rendered the mischief which occurred 
in this case probable in itself; and, secondly, that the defendants 
had not supplied themselves with the best aud most reasonable 
known means of ascertaining where the mischief was, aud so cor- 
recting it within а reasonable timc; and plaintiffs further con- 
tended that there was evidence of negligence by the defen- 
daute, which negligence resulted in the mischief of which they 


complained. The jury found that there was negligence, and that 
it led to the accident, and judgement had been given on the footing 
that the defendants were liable on the statute for nuisance irrespec- 
tive of negligence, and the appeal was brought against those find- 
ings and the judgement. It was contended on behalf of the 
defendants that there was no nuisance in fact, but he did not 
think for a moment that that contention could be supported. It 
seemed to him quite impossible to say in this case that there was 
uot а nuisance. There was a gradual accumulation of gas by the 
fusion of the bitumen, and that process lasted some two or three 
hours at least, and that finally culminated in an explosion. If that 
was not a nuisance from the point of damage of which the plaintiffs 
could complain, he did not know what was. Having found that, 
uuless there was а statutory protection, there was a clear liability 
on the defendants. One section of the Act of Parliament expressly 
provided that nothing should exonerate the undertakers from any 
action for nuisance in the event of any nuisance being occasioned. 
Thelearned counsel for the appellants argued that, notwithstaud- 
ing the clear language of that provision, it must be read subject to 
whatappellants said was the underlying right given by the Legisla- 
ture to the Corporation, to place their electric maius in the position 
iu which they had been placed, and the obligation imposed upon 
the Corporation to keep the supply up to a certain pressure. 
Appellants said they had done nothing except what was authorised 
by statute, and that provision 70 with regard to nuisance was 
inconsistent. with the paramount provision relating to laying down 
the mains and keeping up the pressure. His Lordship was of 
opinion that where mischief had been caused to a person by what 
was found to be anuisance, the Corporation were clearly unpro- 
tected and clearly liable under the provisions of the Act. The 
Corporation were liable to make good the damage. It was said 
that the learned judge ought not to have left to the jury any ques- 
tion of negligence. The learned judge would not, however, have 
been justified in withdrawing the question of negligence from the 
jury, because there was a very great deal of evidence given as to 
the difficulty which the defendants were under in localising the 
mischief which was going on. It was pointed out that the system 
embraced one supply of electricity to the whole district, and that 
when the undertakers became conscious of a fault anywhere which 
involved a waste of electricity, extra power was supplied to make 
good the waste. This carried with it the aggravation of the mischief 
in the particular place, and that aggravation ultimately found its 
remedy in an explosion. When the explosion occurred, the place 
where the mischief had been going on became apparent. It was 


said that this was not a proper system, ог was not the best system 


known for the protection of the individual, and it was pointed out 
that by the system in Liverpool, the area of the city was divided 
into several different circuits, so that when a fault occurred it was 


at once apparent in which circuit the fault was. That system did 


not involve any great loss of time in order to localise the fault. 
In Manchester, to find out the fault, it was said they had to break 
up the whole system into different sections. Further, there was a 
conflict of evidence as to what was actually done with a view to 
mitigating the mischief when it was discovered. It seemed to his 
Lordship, therefore, that there was evidence fit for the considera- 
tion of the jury as to whether the defendants—the obligation 
being on them —took reasonable means of safeguarding the public 
against this accident. The judge would not have been justified in 
withdrawing from the jury the question as to whether reasonable 
care had been exercised in ascertaining the mischief, and in 
stopping it when it occurred. As to the particular form of the 
question put to the jury, he did not think it necessary to express 
any opinion upon it. The appeal, in his judgement, must be dis- 
missed, with costs. 

Lord Justice RoMER said the electricity which the defendants 
stored in their mains had leaked considerably, and the explosion 
which oceurred in consequence caused damage to the plaintiffs 
premises adjoining the spot where the leakage occurred. There. 
was а clear case, therefore, under Section 70, for liability beiug 
established against the defendants in respect of that nuisance. His 
Lordship could find nothing iu the provisional order which would 
prevent the defeudants being made liable under the circumstances. 
He agreed that in the provisional order certain works by the defen- 
dants were expressly authorised, and that it could be properly said 
those special works could not be treated as a nuisance within the 
operation of Section 70. Defendants had express powers to break 
up roads for the purpose of laying their electric mains, had power 
to lay those mains, and to send electricity along those mains, but 
he could find no express authority, or even any implied authority, 
given by this provisional order to the defendants, authorising them 
to allow leakage from their maius so as to cause explosions, or any- 
thing which would expressly authorise them to injure the plaintiffs 
in the way they had done. That being so, there was an end to the 
case. It was unnecessary, he thought, to consider the findings of 
the jury on the questions submitted to them, but his Lordship 
thought it right to say that, at present, he was not satisfied that 
the first finding of the jury could be supported if that finding was, 
as he understood it, that the mere system alone which the defen- 
dants adopted in itself constituted a nuisance. He thought it right 
to state this, having regard to the great liability such a finding 
might cast upon defendants if it was held, or supposed to bave 
been proved before this Court when the case came up for considera- 
tion. 

Lord Justice MatHEW concurred as to the finding by the jury to 
which Lord Justice Romer referred, as it would lead to this extra- 
ordinary consequence. When a system was perfected and in work- 
ing order, it would be open to anybody who might possibly be in 
dauger to indict the Corporation on the ground of nuisance. That 
could not be what the Legislature intended. 

The appeal was therefore dismissed, 
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SPmARING v. BABOOCK & WiLoox, LTD., AND OTHERS. · 


Ма. Justice Buckrzy, in the Chancery Division on Monday, con- 
cluded the hearing of this case. 

It appeared that the plaintiff апа Mr. Thos. Sugden were 
formerly employed by Babcock & Wilcox, but left that firm in 
1902. A company, called Т. Sugden, Ltd., was formed to work an 
invention in water-tube boilers of Mr. Sugden, the latter being 
managing director of the company and the plaintiff manager. The 
latter received 3,200 “ B" shares in Sugdens, Ltd. Subsequently 
Babcock & Wilcox sued Sugden, Ltd., for alleged infringement of 
their patents. Finally an agreement was entered into in favour of 
Babcock & Wilcox, by which injunctions were submitted to with 
regard to Sugden’s patents and manufacturing under them was to 
cease. In consideration of this Babcock & Wilcox were to 
pay £2,000 on certain terms as to transference of orders 
obtained by Sugdens and other matters. The plaintiff asked 
by the action to have the agreement set aside on the ground that he 
was not informed and was not aware of another agreement under 
which Babcock & Wilcox were to buy the A” shares in Sugden's. 
These were shares which had been subscribed for while the “ В” 
shares held by the plaintiff were vendors’ shares, and he alleged 
that, had he known of the existence of this agreement to buy; he 
would not have been a party to the other arrangement, 

The PLAINTIFF, in cross-examination, said that the purchase price 
of Mr. Sugden's patents was £10,000 in shares, of which he (plaintiff) 
held 3,200. "They were “ B" shares, and no cash was paid on them. 
At the time of the agreement under which Babcock & Wilcox were 
to take over the "A" shares, Mr. Thos. Sugden himself was the 
holder of В” shares only, but he would not admit that the 
majority of the board of Sugdens, Ltd., thought it desirable to get 
the actions brought against them by Babcock & Wilcox settled. 
Mr. Sugden was of that opinion, but that gentleman now told 
plaintiff he had put the question of buying out the А shares in 
the foreground, while discussing the settlement of the litigation 
with Babcock & Wilcox's representative. 

Other evidence having been given on behalf of the plaintiff, 

Mr. Тноз. SuabEN was called for the defence. He said that 
when Sugdens, Ltd., was formed in 1902, he gave Spearing 3,200 
“B” shares out of the purchase price paid by the company for the 
patents. When the actions were brought by Babcock & Wilcox 
against Sugdens, Sugdens could not afford to go on fighting the 
litigation, and being advised to compromise, he did so. During 
the whole of the discussiou of the terms of agreement, witness 
added that he always kept to the front the fact that the “А” 
shareholders who had paid their money should be protected. Mr. 
Spearing knew of this. А 

Other evidence having been given, his LonpsurP dismissed the 
action with costs. 


MANCHESTER VIBRATION. 


ACCORDING to a local paper, the alleged excessive vibration at the 
Dickinson Street electricity works, Manchester, was mentioned 
once more at the Chancery Court in Manchester, on Monday. The 
litigation began as long ago as 1902, and there had been adjourn- 
ments from time to time, in order that improvements might be 
made in the machinery. In one case the plaintiff was Mr. Harter; 
in the other Messrs. Sillitor & Seares.—Mr. Maberly, representing 
the Corporation, applied for an order to stay proceedings in each 
case, on an agreement arrived af between the parties.—Mr. Grant, 
for the plaintiffs, mentioned that in Mr. Harter's case judgement 
had been already given, but the order now asked for would finally 
close the action. The desired orders were accordingly made. 


A Tramway COMPANY'S APPEAL. 


THE МАЗТЕВ OF THE Rorrs aud Lords Justices Romer and 
MATHEW on Tuesday and Wednesday heard an appeal by the 
London United Tramways (1901) against the verdict and judge- 
ment given in the trial of the action of Beard v. the Company. 

Mr. RosxiLL, K. C., for the company, said it was an accident 
case and the jury had awarded £75 to the plaintiff. Mr. Justice 
DakLING was thoroughly dissatisfied with the verdict and had 
granted an unconditional stay to enable the company to appeal. 

The MASTER OF THE ROLLS, in delivering his judgement, said that 
the Court was justified in acting on its own view of the effect of 
the evidence, notwithstanding the opinion of the judge. "The other 
Lords Justices concurred, and the appeal was dismissed. 


FOUR MOTORS v. TWO. 
By ROBERT М. TWEEDY. 


IN our issue of May 31st, 1901, we published an article 
with this title which dealt with the advantages to be 
obtained under certain conditions by the use of four motors 
instead of two, under cars carried on bogie trucks. 

At that time it was a question which appealed more to 
Americans than ourselves, although even Шеп there were a 
large number of * inaximum traction " trucks running (and 
slipping) under unsuitable conditions. Is it of more interest 
to us to-day ? That depends on the increase in the number 
of * maximum traction" trucks running. The title of that 
truck is put between inverted commas for the same reason 
that obtains with a rightly celebrated General.” Аз a very 


general thing our traffic is carried by single-truck double- 
deck cars, to which four motors cannot be applied, but there 
are quite enough bogie cars running to make it worth while 
to discuss the situation again, and a recent paper which was 
read before the American I.E.E. in New York will serve as 
a spring board. - ' 

Four cars were tested under service conditions: 

1. Single-truck, single-deck, 20 ft. body, two 25-H.P. 
motors, gear ratio 1 to 4:87. 

2. Double-truck, single-deck, 26 ft. body, two 85-H.F. 
motors, gear ratio 1 to 2:82. 

3. Double-truck, single-deck, 26 ft. body, four 35-H.P. 
motors; gear ratio 1 to 2:82. 

4. Double-truck, single-deck, 29 ft. body, four 40-H.P. 
motors, gear ratio 1 to 3:67. 

The route traversed by these cars is lightly graded, and 
runs through a business centre, so that the stops are fre- 


quent aud the acceleration has to be fairly high to maintain 
` the schedule speed of 8°45 m.p.h. Tables I. and II. below 


give the main results concisely :— 


TABLE I. 

2 > Ё 8 a z E * | м > 
# 33 3 £ 8 9 | Èg | Be | Be 
ы 2 2 E a E 2 E à | gS | Bee 
Sis) 2 18 8 fe le ie ise 

169 | 26 | two 25 | 1:4°87 | 9075 4530] £21 | £59°7 17% 
138 | 34 | two 35 | 1:289 | 12:425 | 4655 £19 452˙5 131195 
101 | 34 | four 35 | 1:27:82 114:675 | £870| £26 | £59°5 1253% 
480 


42 four 40 | 1:3°67 | 20°680 41,100 £24 £48°6 10 6695 
: | 


` TABLE II. 


Units. | Aver. stops. | Max. stops. Pass'gers. 


Car No. Miles. Miles. Miles. Miles. | Ра88' егэ. Miles. 
| о ТЕ 
169 136:5 69 46 73 633 46 
138 | 126 1:40 5:0 81 585 46 
101 136°5 1°80 45 72 600 44 
480 126 175 47 72 580 45 


— — — M — MR — — — —— 


So far as the conditions of traffic were. concerned, all cars 
seem to have been treated alike; but it passes our compre- 
hension why the tests were ever made with such a hetero- 
geneous lot of cars; and, without going any further, one is 
able to say that the results are interesting but not useful, 
while their value for comparative purposes is low. 

We gather that the manager found it difficult to compress 
his passengers into seats on cars of 169 type, and rather 
than put on more similar short cars, he carried out these 
experiments "with the idea of finding the car and equipment 
which would carry all his traffic seated with an economy 
approaching that obtained with the smaller cars. 

If he had constructed Table III. in the first place, he 
might have saved himself the trouble and expense to which 
the experiments must have put him. 


TABLE III. 


- 
— 


Relative weight. 


Relative 
Car No. seating н.р. per | Tons per Tons > e f onis 
capaoity. passenger: passenger. per H.P. " . N 
169 1 1:92 35 18 1 1 
138 1:31 2:06 366 18 1:06 1 
101 131 4°12 432 :105 1:23 '58 
430 1°62 3°82 494 '13 1°41 72 


When it is recollected that all these cars were bound to 
run at the same schedule speed, it becomes obvious that 
Nos. 101 and 480 are grossly over-powered or under-sized. 
The motors under both cars would run a 35-ft. body-car 
carrying 50 to 55 passengers over a lightly-graded road at 
845 m.p.h. average speed with ease, so that to compare 
those cars ав built and motored with the first two is purely 
misleading. 

How lightly-graded the road was, can be judged by any- 
one connected with tramways when he notes that a 9-ton car 
took no more than :69 unit p.c.m. Probably the figure 
would be higher on a correspondingly graded English line, 
for it is not unlikely that grove friction was reduced by the 
use of a “step” rail. Be that as it may, there was no single 
element present in the “ proposition " which would suggest 
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the necessity of four motors, unléss the higher aceelerative 
powers of that equipment proved attractive. Our own 
experience with bogie-cars, having only two driven-axles, is 
that the driving wheels slip at starting on a greasy rail, so 
that acceleration under conditions which are rather too well 


known in England, cannot be carried to a high figure, 


whereas with four driven-axles it can be taken up to the 
point of complaint from the passengers. 

The solution of adding a top-deck was not open to the 
author of the paper, so that he had to find the best kind of 


single-deck to suit him, but he went off the track altogether - 


when he increased the horse-power in a ratio so much greater 
than the ratio of increased seating accommodution. 
Perhaps the most striking feature of the test is the cent. 


per cent. difference in energy per car-mile taken by the 
single-truck ear (No. 169), and the two-motor bogie car 


(Na. 138). The difference between the two-motor and four- 
. motor bogies is only 25 to 30 per cent. 

The last column in Table I. purports to give the “ com- 
mercial efficiency " of each car, but it is compounded of such 
strange ingredients that'it must be considered only an 
arbitrary, amateur determination. Nevertheless, the relative 
efficiencies must be ranked in the order given, although the 


values are of no account in themselves. i 
Our object in going into these tests at some length is to 


emphasise the vital importance of proportion when similar 


tests have to Бе made. Probably there are only two sets of 
conditions under which all the axles of a bogie car can be 
driven with economy. | | 

They are, first, on a line with fairly heavy to heavy grades 
where stops are frequent; secondly, on a line where speeds 
are high and stops infrequent : but no really set rule can be 


formulated, and every manager must work out the problem 


for himself after making sure of his ground work. He must 
he able to appreciate at their true value any statistics which 
bear on his case, for the failure to do this has led constantly 


to the use of unsuitable apparatus. 


Some years ago the writer had to buy a number of large- 


capacity single-decked cars for operation on very heavy routes. 
There were not 100 yds. of level track on the system, and 
the average rise over the whole was 11 per 1,000, the 
maximum grade being 1 in 10. 

[t was evident enough that there was really no necessity 
to argue about the best form of equipment, for nothing but 
fonr motors per car would do the work. Yet the question 
was raised, and perforce had to be argued, because nothing 
of the kind had been done with success in England before. 

There was only about one man in England at the time 
who had worked four-motor cars in the States, and he wrote 
ав follows on the matter: | 

* ct * may вау Lam also. ordering six long double- 
deck four-motor cars, to seat 101 passengers, and my argu- 
ment in favour of these for hilly districts, such as we both 
have to contend with, is based entirely on my practical 
experience with these equipments. . 1 adopted 
double-trnck cars as a standard on my road in the States 
four years ago, and they have been in use ever since. Many 
engineers state that four motors do not take any more 
current than two motors, but my experience has been that 
while they will take about 20 per cent. more current, you 
will get а service that will be 50 per cent. better, and I 
found that I could get much better results from 150 K. P. in: 
four motors under a car than I could with 250 H. p. in two 
motors under a car. 

Jam quite satisfied as to the slight increase in con- 
sumption of current, as the four-motor cars and two-motor 
cars were run not for the [sole] purpose of test, but in 
regular service on city lines with wattmeter, voltmeter and 
ammeter in circuit on the cars, so ав to cover all points, but 
the acceleration and the service was 50 per cent. better, and 
especially would the benefit of the four motors be apparent 
in greasy weather, as you have no slipping wheels, and it is 
an important matter if you can save a second or two at 
starting after each stop. The main question with com- 
panies in this matter is the increased capital charge, but I 
proved that you can more than save the interest on the 
investment, in reduced cost of maintenance... . 

The cara were built and equipped with four G.E. 
60-6-turn motors rated at 20 H.P. each, and chosen to do a 
mean speed under ordinary traffic couditions of 7:5 m.p.h, 


throughout. 


They were required to take the car up a grade of 1 in 20 at 
10 m.p.h., and the following is a résumé of the first, test, 
which was made against a double-decked car mounted on 
maximum traction trucks, and driven by two G. E. 58-4-turn 
motors rated at 35 H.P. | 


TABLE IV. 

| Type Units | Units | Average | 
Route. | Length. | of Units. car- n. |“, Speed Maximum 
ik | car. mile. mile. | cns current. 

1 6 miles | 4-motor | 11:8 | 1:97 | 184 10:5 126 

‚ 2-moter | 100 | 1:67 [171 11:37 150 

:2 33 „ | motor | 2:0] :667| 052. 10°24 93 

| 2-motor | 20 | 667 062 843 90 

3 133 „ | 4-motor | 80 | 242 | 210 9-4 170 

| 2-motor | 69 | 209 | 214 ! 973 | 190 

Totals | 1976 ;, | 4-motor | 21:8. | 1°73 | 150 10:8 — 

! 189 1.50154 | 1088 — 

| 


2-motor 
i | 


. * Notes on Table IV.—Every care was taken to ensure 
the conditions of the tests being uniform, particular attention 
being paid to the adjustment of the brakes so that tlie 
motion of each car should be quite free. It was impossible 


‚ to take both tests ou one day, but the condition of the rails 


was Just as good on the first day as on the second. 

** The same driver was used on both occasions; and he had 
strict instructions to drive as economically as he could. 

* The instruments were read by the same observers 

* With regard to the speeds given, the figures do not give 
ап accurate comparison, as both cars were hampered to a 
greater or lesser extent by service cars. 

The four-motor саг was equipped with slipper brakes 
on both trucks, thus adding to its weight, somewhat as com- 
pared with the two-motor car. Е 

„The tests tend to show in the first place that the 
energy used per car-mile by four motors, which huve been 
chosen properly for their work, does not nearly reach the 
figures quoted hy the alarmists, and that it is only mode- 
rately in excess of a two-motor equipment on a lighter car. 
Moreover, the energy per ton-mile is less than with two 
motors. | 

„Showing how impracticable a two-motor double-truck 
equipment becomes when the grades are severe—as they are 
on the particular route for which the four-motor car was 
designed—it is necessary to say that, even on a good clean 
rail, it was only with difficulty and much sand that the two- 
motor car surmounted the steepest grades. Оп a greasy 
rail, as we have proved many times prior to these tests, the 
slipping difficulty becomes very acute, and has the effect of 
disorganising the entire service. | | 

* Another very noteworthy point to the disadvantage of 
the two-motor equipment is that the maximum current 
exceeds that taken by a four-motor car; so that а certain 
number of two-motor bogies will demand a power station and 
cables of larger capacity than the same number of four-inotor 
bogie cars. | - 

* From the motorman's point of view, these four-motor 
cars are much preferred to the maximum-traction type, as 
the braking is во much easier and more effective, while the 
danger of skidding is reduced. 

* The danger of derailment with equal-wheeled trucks is 
reduced to the lowest limit, but the maximum traction truck 
is not so safe in this respect."' 

While the units per car-mile taken by the four-motor car 
are 15 per cent. higher than with the two-motor car, the 
units per ton-mile are 2:7 per cent. legs. 

These tests are not strictly comparative, but the results 
were sufficient to prove that, for the given service, the four- 
motor car was the correct thing. 

Tests are valuable us indicating what practical resulte 
may be expected, but those practical results should be allowed 
the same publicity as the tests, otherwise misapprehensions 
may arise. 

Table V. shows the cost of all repairs done to the four- 
motor cars for eight months. The cars had been running 
some six months previously. | | 
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TABLE V. 
; Cost per car-mile. 
Car. Motors only. Total repairs. Miles run. 

1 009d. 17d. 12,677 
2 080d. 45d. 9,211 
3 060d. 36d. 3,476 
4 0104. 30d. 11,682 
5 040d. 33d. 9,291 
6 850d. 72d. 6,930 
7 110d. 36d. 7,070 
8 500d. 91d. 7,228 


That table is instructive for another reason than the one 
for which it is printed. While showing that the cost of 
repairs to &x of the cars їз no more than normal, it gives 
numbers 6 and 8 a very bad name, but when the motor 
repairs are deducted from the total repairs, the remainder is 
about on all fours with the average of the other six cars. 

Now, the moral of that is, Select the type and make of 
motor with care." It so happened that the two culprit cars 
had to be equipped with motors which were not G. E. 60, 
nor made by the same people, and events have proved once 
more that the best place for а badly designed piece of goods 
is the scrap heap, and that quickly. 

Table VI. and following should be compared with 
Table V. as clinching the statement that the cost of repairs 
on a four-motor car need not be more than on other kinds of 
car, and may be much less. 


TaBLE VI.—Cost оғ Reparrs.to 10; CONSECUTIVE SINGLE-DECK 
SINGLE-TRUCK, Two-MOTOR CARS. 


No. Cost of repairs per car-mile. Miles run, 
1 ©з» 19d. ias 19,760 
2 yi *60d. ix 13,440 
3 63d. i 11,572 
4 39d. ei 13,426 
5 48d. vis 13,067 
6 67d. 5a 12,929 
7 vus 34d. 25 13,915 
8 € 43d. - 14,350 
9 Sus 42d. vds 12,440 

10 sige 26d. T 13,696 


TABLE VII.—Cost or REPAIRS TO 10 CONSECUTIVE DOUBLE-DECK 
SINGLE-TRUCK Two-MoTOR Cans. 


No. of car. Cost of repairs per car-mile. Miles run. 
1 zs 43d. T 14,731 
2 25d. s 17,107 
3 20d. hs 14,763 
4 38d. UR 20,022 
5 47d. "T 13,541 
6 28d. РЕТ 17,790 
7 m 26d. vis 19,391 
8 T 48d. i. 18,976 
9 ss 92d. hs 11,681 

10 42d. "T 9,679 


TABLE VIII.—CosT or REPAIRS TO Four CONSECUTIVE DOUBLE- 
DEOK, DouBLE-TRUCK (Max. Trac.) Two-MoTOR Cans. 


No. Cost. Miles run. 
1 vs 22d. p 2,795 
x 2 en 62d. кез 6,819 
3 ex 1°014. ase 2,317 
4 eae 1:90d. uA 3,070 


These four cars ran so little simply because they could 
not be sent out without getting into trouble. Finally they 
were exchanged with a line which offered no serious difficulties 
in the way of hills. 


TABLE IX.—Cost or REPAIRS TO THREE CONSECUTIVE SINGLE- 
Deck Maximum Traction Trucks, Two-MoroR Cars. 


No. Cost. Miles run. 
1 suia 46d. as 10,324 
2 ree 1:23d. Е 9,330 
3 ved 76d. Get 11,670 


This table supplies a striking illustration of the cost of 
maintaining maximum traction trucks, for these three cars 
ran on a line which afforded almost ideal conditions. 


TABLE X.—Cost oF Repairs TO THREE CONSECUTIVE SINGLE- 
Deck Maxmoum Traction Two-MotTor Cans. 


No. Cost. Miles run, 
1 ue 56d. РАР 5,656 
2 сад 1:04 "T 4,940 
3 les 1:55 эз 3,252 


These cars were uscd for summer traffic only on the line 
to which reference was made in the note under the last 
table. They were longer and heavier than those cars, and 
were equipped with motors of the same type and make as 
those which disfigured Table V. 


All these costs have been taken over the same period. 

The best advice we can offer to those who have had no 
previous experience with four-motor cars is :—First, make sure 
that you want them ; secondly, make sure that you get what 
you want. Simple sayings those, but presenting many thorny 
pitfalls to the unwary. 


BUSINESS NOTES. 


Electrically-driven Winding Plant.—In connection 
with the note on this subject, which appeared in our issue of the 
30th ult., we learn that the ALLGEMEINE Co., of Berlin, have also 
an electrically-driven winding engine at work at the Matthias 
Stinnes Pit, in Westphalia, where the Siemens-Schuckert machines 
are installed. This engine is driven by two motors, each of 560 Н.Р. 
normal output, with a maximum of 1,000 н.р. cach. The plant has 
been fitted with special safety appliances, апа the Government 
mining authorities, after a satisfactory inspection of the arrange- 
ments, have sanctioned the use of the winding plant for conveying 
mincrs at the speed of 10 metres per second. 


Electrical Developments aud Prospects in Mexico. 
—The annual report of H.M. Consul fur Mexico has just been issued 
by the Foreign Office. Among its contents may be noted some 
remarks on the application of electricity to the industrial develop- 
ment of the country. Abundant water power, cheap labour, climatic 
stability and gcographical position all contribute to raise Mexico to 
в respectable position in the scale of manufacturing countrics. To 
these must be added the discovery of coal and petroleum. Notes 
are given of the leading Mexican power installations, and it is 
stated that in one generating station, partially destroyed by tire in 
January, 1905, the plaut destroyed is being replaced by steam tur- 
bines. The installation at San Lazaro, which is the property of a 
British company, has English-made boilers of a total capacity-of 
6,000 н.р. and cables, the latter being laid partly underground and 
partly overhead. At Contreras water-driven turbines supply power 
during the day for driving cotton mills, and at night for lighting 
the suburbs. As regards electric traction, there are at present only 
tavo lines electrically operated, but eight towns are mentioned as 
likely to introduce some electric traction system. The Consul also 
reports that electricity has been successfully used in the reduction 
of ores at Monterrey and in Chihuahua. This must have been on an 
experimental scale only, as the preceding paragraph states that “it 
is prebable that electrical energy may be used in the near future in 
electro-metallurgical methods of smelting iron ores" А note 
on the failure of rubber plantations, many of which have been 
so much of the wild cat order, conveys with it a caution to 
British investors. A warning to British traders with, and shippers 
to, Mexico should be read by the heads of any firm doing half- 
a-crown's worth of annual business with Mexico, and should be 
remembered by their clerical staffs. On these accounts, no less than 
on account of the minimtfm number of technical errors, this report 
(which costs 6d. and is numbered Cd. 2,236-176) should be purchased 
by each engineering firm at present trading, or hoping to trade, with 
Mexico. 


A Sanatorium Installation—Messrs. FALCONAR, 
Cross & Co., of Neweastle-on-Tyne, have received the order for the 
complete installation of electric light and bells at the Barrasford 
Sanatorium, Northumberland, which is being built for the New- 
castle-on-Tyne and Northumberland Branch of the National 
Association for the Prevention of Consumption. The work is being 
carried out in accordance with a specification by Messrs. Shepherd 
and Watney, of Leeds. 


Annual Outings.—The employés of the ELECTRICAL 
Co, Ітр., held their annual outing at the Crown Hotel and 
Pleasure Gardens, Broxbourne, Herts, on Saturday, July Ist. 
Sports were held duriug the morning, and prizes were secured by 
successful candidates in the different races, &c. In the unavoidable 
absence of Mr. J. Stottner, Mr. O. Loewi, took the chair, and made 
a speech regarding the prospects of the company. He was 
supported by Dr. Herzfeld, as vice-chairman. The prizes were 
distributed at tea-time by the chairman. 

Last Saturday week the annual outing of the employés of MESSRS. 
STEGMANN & Co, electrical engineers, Clapham Junction, took 
place at Brighton. Through the unavoidable absence of Mr. 
Stegmann, Mr. Stanford, the firm's manager, presided at the dinner, 
which was partaken of at the Queen's. 

On Saturday last the staff of Messrs. E. P. Атт.АМ & Co., of 11, 
Red Lion Street, E.C., to the number of 40 odd, held their annual 
dinner at the Brunswick Hotel, Clacton-on-Sea. Mr. E. P. Allam 
occupied the chair, supported by Mr. А. R. Lovell. 


A South African Failure.—A first meeting of the 
creditors in the estate of CoLLINS, KEssLER & Co., electrical 
engineers, Maritzburg, was held in the Master's Office, Supreme 
Court Buildings. Three proofs of debt were put in. Mr. Kessler, 
one of the members of the firm, in response to a call from the 
trustees, filed a statement of assets and liabilities. The latter were 
£15,242, and the assets £16,300 odd, showing a credit balance of 
£1,058. In the absence of further proofs of debt, the examination 
was postponed. 
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German Imports and Exports of Electrical 
Machinery.—So far this year there has been an increase in the 
importation of forcigu electrical machinery into Germany, the returns 
for the four months ending with April last showing a total of 
423 tons, аз compared with only 399 tons iu the corresponding 
period of last year. On the other hand, a decline is to be recorded 
in the exports of German electrical machinery from 4,370 tons in 
the first four months of 1904 to 4,267 tons in the four months ending 
with April last. 


Australia.—The Australian Customs authorities have 
lately given a decision to the effect that “electric passenger lifts” 
are to be classified for purposes of import duty as “ machinery 
n. e. i., the duty being 20 per cent. ad valorem. 


Fires.— Messrs. VERITYS, Ltp., state that the small fire 
which occurred at their King Street, Covent Garden, premises ou 
Saturday morning caused damage only of the most trivial descrip- 
tion, and no interference whatever with the ordinary course of their 
business has occurred. The portion of the premises affected was а 
skylight in the centre of one of the fittings showrooms, underneath 


which some drapery caught alight, presumably due to. spontaneous 


\ 


combustion, caused by the heat rays of the sun on an uneven piece 
of glass. 

A fire occurred on Monday evening in the premises of the Dis- 
TRICT ELECTRICAL Co., at Wolverhampton, and damage was done 
to the extent of £200 to thc premises aud fittings, the whole of the 
electrical appliances having been totally destroyed or badly spoiled. 


Catalogues, Lists, &c.—Mkssus. A. REYROLLE & Co., 
Lro., Hebburn-on-Tyne. — Pamphlet No. 22/6.5 (superseding 
No. 7/8.3) descriptive of new 10-ampere wall plugs, with two or 
three pins, for use on circuits up to 200 volts, and double-pole con- 
centric for 250 volts. These plugs are tery stoutly made for use in 
workshops, &c., or out of doors; they are tested with 2,000 volts a.c., 
aud will break the full loads named without damaging the contacts. 

BritisH ELECTRIC EqQviPMENT Co., LTD., 11, Queen Victoria 
Street, E.C.—Bulletin No. 1 of the Ohio Brass Co., Mansfield, 
U.S.A., giving details of rail bonds, tools, hangers, sanders, third- 
rail insulators, switches, anchors, &c.; but the special feature of 
interest of this pamphlet is the list of single-phase line material of 
various kinds, suitable for voltages up to 10,000 volts. Evidently 
America, the home of rigid standardisation, has accepted the new 
régime. Additional leaflets deal with cable connectors and Dirigo 
ovcrhead line material. 

The SIMPLEX STEEL CoNpuiT Co. Lrp.—Loenfet describing 
sample cabinets fitted with drawers containing complete sets of 
samples of conduits, fittings, and accessories of all kinds used in 
erecting and wiring conduits. These cabinets may be had on loan 
free of charge by engineers, architects, lecturers, &., the samples 
being much more conveniently accessible in this form than when 
mounted on boards. i 

Messrs. NICHOLSON & HRobBiNsoN, Lrp., 53, Victoria Street, 
Westminster, S. W.--Various cards giving prices of. metal conduits, 
conductors, &c. 

The Kent SLAB Co., 27, Queen Street, E.C.— Pamphlet relating 
to Kent slab, an incombustible mineral composition for roofing, 
walls, partitions and ceilings. It is used in wiring and other 
electrical work because of its fire-preventing properties. 

Messrs. FALK, STADELMANN & Co., Lro., London, E. (. IIlus— 
trated list of statuettes in faience and bronze, showing a number of 
new models for attractive electrical illumination. All of the 
models are kept in stock by the company. 

SUNBEAM Lamp Co., Lro., Gateshead-upon-Tyne.--Pully illus- 
trated catalogue of Sunbeam electric fans for alternating and direct 
current. Various types are shown for table, ceiling or bracket use, 
ship cabin service, railway carriages, also porthole, battery and 
oscillating base patterns. Tabulated particulars of sizes, pressures, 
speeds, code words, prices and weights are given. 


Book Notices.— Wireless Telegraphy: Theory and 
Practice.” By Wm. Maver, jun. New York: Maver Publishing 
Co. $2. 

“Third Report of the Committee on Current Classification and 
Nomenclature.” Read before the American Electro-Therapeutic 
Association, September 15th, 1904. New York: Chairman of Com- 
mittee, 120, Broadway. 

„The University of Leeds: 
University. | 

The Commercial Management of Engineering Works.” By F. G. 
Burton. Second edition. Manchester: The Scientific Publishing 
Co. 128. 6d. net. 

„Practical Alternating Currents and Alternating Current Testing.” 
By Chas. F. Smith. Manchester: The Scientific Publishing Co. 
6s. net. 

The Motoring Annual and Motorists Year Book for 1905. 
London: Motoring Illustrated. In view of the rapid progress of the 
automobile movement, it is not surprising that literature of all 
kiuds in connection with motor vehicles is growing apace. Quick 
to recognise the importance of the modern method of locomotion, 
the publishers brought ont the first edition of the Motoring Annual 
three years ago, -and it met with so hearty a reception that its 
publication has become an annual event, each succeeding volume 
showing an increase in size over its predecessor. The object of the 
publishers is to present motorists with an encyclopedia of motor- 
ing—a task which they appear to have performed very thoroughly. 
The first 80 odd pages are devoted to * Who's Who in Motoring,” in 
which the names and a few particulars of the leading motorists in 
the world, arranged in alphabetical order, are given. A useful sec- 
tion of the work is that dealing with the various motor clubs in the 


First Report, 1903-4.” Leeds: The 


country, and there is now hardly a county without its automobile 
club, the addresses and officials of the various associations being 
mentioned. A résumé of the principal motor-car and cycle races, 
reliability trials and non-stop contests during last year is given, 
while a further section deals with the best-known motor-cars on the 
market, their features in the way of engine, transmission - 
mechanism, carrying capacity, &c., beiug briefly but clearly out- 
lined. Useful chapters on pneumatic tires for motor-cars aud on 
insurance are included, while the Motor-Car Act of 1903 and the 
Local Government. Board regulations anent the same are explained. 
Altogether the Annual is a work which should prove a useful 
addition to the motorist’s reference library. 


Dissolutions and Liquidations.— The таку ELEC- 
TRIC CARRIAGE Co., Lro., on July 10th resolved to wind up volun- 
tarilv, with Mr. S. Н. Bersey, 41, Coleman Street, E.C., as 
liquidator. 

Messrs. J. B. Rowell and J. A. Henderson (HENDERSON, BLANCHET 
AND Co., electrical engineers and contractors, 19, Old Queen Street, 
Westminster) have dissolved partnership. Mr. Henderson will 
attend to debts, &c. 

The Everypay ELECTRICITY PUBLISHING Co., Lro., resolved at 
Manchester on June 20th to wind up voluntarily, with Mr. Н. L. 
Price, Fountain Street, Manchester, as liquidator, as it could not, 
by reason of its liabilities, continue its business. 

Messrs. W. G. Leather, T. H. Cockin and W. J. Riley (the 
Winpus Exvecrrio Co., of Sheffield) have dissolved partnership. 
Mr. Leather will carry on the business. 


Trade Announcements,— A short time ago we. 
announced the registration of OLDBURY STEEL Conpuits, LTD. 
The business is now fully established, and the factory is in running 
order at Birchfield Lane, Oldbury, in readiness to execute orders 
for all kinds of conduit tubes and fittings. Price lists of the com- 
pany's light gauge conduits for socket junction, and heavy gauge 
for screwed junction were recently issued. | 

The BRITISH ELECTRIC EQUIPMENT Co., LTD., of 11, Queen 
Victoria Street, E. C., have removed their registered office to Danes 
Inn House, 265, Strand, W.C., where all communications should be 
addressed. Their telegraphic address aud telephone number will 
remain unchanged. 

The address of the Cardiff branch office of the Britiso WESTING- 
HOUSE ELECTRIC AND MANUFACTURING Co., LTD., has been changed 
to 102, St. Mary Street, Cardiff. 


Bankruptcy Proceedings, — HOLMES & McCtt.0M.— 
At Blackburn Bankruptcy Court on July 12th, Alex. Helmes aud 
Alex. MeCullum, trading as Holmes & McCullum electrical enyinecrs, 
at the Crown Works, Darwen, were examined. The accounts showed 
gross liabilities amounting to £2,047 ; unsecured liabilities, £1,133 ; 
assets, £311 15s. 1d. ; deficiency, £821 178. 11d. Want of capital, 
bad trade, and having paid too much for the business,” are the 
causes of the failure. The Official Receiver (Mr. C. II. Plant) 
stated the debtors filed their petition owing to pressure by creditors. 
They commenced business in June, 1900, purchasing Crown Works, 
fixed machinery, tools, &., for £1,650. The vendor was paid £800 
in cash, and the balance still remained as a mortgage on the 
premises. Hach partner found £50, and each borrowed an addi- 
tional £450, the greater part of which is still owing. They dis- 
covered their insolvency three or four months age, but continued to 
trade, hoping the business would improve. MeCullum stated that 
he and his partuer took out of the business 258. per week cach as 
wages, and the business at its best probably made £100 а vear. 
The examination was adjourned for closing. 


Exports of British Electrical Machinery.—4^ steady 
development is taking place in the export trade of this country. in 
electrical machinery. With the exception of April each inonth 
this vear has shown a substantial increase over the same period of 
the preceding twelve months, the aggregate shipments during the 
six months ending with June last being returned at £324,249, . 
which contrasts with £214,854 in the corresponding half of 1904. 


God Save the King !—Messrs. Dorman & SMITH 
inform us that the electrical switch made by them for the Ship 
Canal Co. for use by His Majesty the King when performing the 
ceremony of opening the new dock at Salford, on the grd inst., 
was one of their standard С type switches in à special case. They 
point out that these switches are * good enough for kings as well as 
strong enough for navvies." 


_ LIGHTING AND POWER NOTES. 


Argyllshire,—4A daily paper states that a lake is to be 
constructed on Rannoch Moor, Argyllshire, to furnish power for 
the Loch Leven Water and Electrie Power- Co. It will be seven 
mules long, and the cost is estimated at 6500.000. 


Ashton-under-Lyne.— The T.C. has revised the price 
of energy as under:— For the first 250 units per quarter, 32. per 
unit; for the next 220, 3d. ; all over 200, 23d. 


Bristol.— The Electrical Committees annual report 
states that the revenue for the past year’s working was 469,687, 
and the gross profit £37,751. "The output during the year was 
5,217,000 units, and the number of consumers connected, 2,677. The 
total length of mains now laid amounts to 246 miles. 
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Canada.—An Electric Power Commission has been 
appointed by the Ontario Government, to go into the whole question 
of electrical power for municipalities from Ni iagara Falls aud other 
sources, the cost as compared with steam power, &c., and on its 
report the Government policy will probably be framed. 


Ceylon.—Mr. А. S. Barnard, the consulting electrical 
engineer to the Government, reports that several of the under- 
ground mains at Kandy have been fenewed during the past vear, 
and considerable extensions have been carried out at Colombo. In 
the Fort area some trouble has been experienced. from storms and 
lightning, and on November 16th last, the supply was seriously inter- 
rupted on this account. After that date the pressure of supply was 
altered to 220 volts, and energy supplied from the power station 
in Gasworks Street iustead of from the old works at Galle Buck. 
Mr. Barnard states that iu the climate of Colombo, the insulation 
used on E.L. wires deteriorates very rapidly, and in some instauces 
the leakage has caused small fires. No alteration has beeu made 
in the electricity ordinance or in the municipal electrical rules, 
action in the matter having been deferred until the revision of the 
British B. of T. rules are complete. 


Clacton-on-Sea.— By a large majority, the ratepayers 
have decided that the town shall not lose its E.L. order, and that 
in order to retain it, the U.D.C. shall proceed, as а commence- 
ment of the scheme, to lay down the smallest possible plant to 
give effect to the order. The Council will, however, apply for a 
further extension of time, and if that is refused by the B. of T., 
the scheme will be carried out. 


Colne.—A L.G.B. inquiry was held on July 13th into 
the application of the T.C. for a loan of £1,700, required to cover 
excess expenditure in connection with the electricity works. There 
was no opposition. 


Continental Notes, —ITALY. —La Società Elettricita 
Alta Italia has secured a concession to put down a hydro-electric 
plant on the River Sturia di Viu. Energy is to be transmitted to 
Turin for power purposes. 

A company has been floated in Florence with a capital of’ 
£160,000, to acquire aud work some lignite deposits and establish 
an electricity works in Tuscany. 

` GERMANY.— Tho municipal authorities of Offenburg have decided 
on the establishment of an electric lighting station in the town at 
au estimated cost of £11,500. р 


East Ham.—The T.C. has made the following revisions 
in the price of energy for lighting and power: — Maximum demand 
rates from 6d. and 2d. to 5d. and 2d. per unit; flat rate from 44d. 
per unit to 32d. ; ате lamps, a special flat rate of 34d.; power for 
tramways, from 144. to 14d. per unit. 


Falkirk.—The T.C. officials, including the Provost, were 
in London this week for the purpose of interviewing the В. of T. 
in connection withe a dispute between the T.C. on the one 
hand, and the Falkirk aud District Tramways Co. and Scottish 
Central Power Co. on the other. The tramway company entered 
into an arrangement with the Scottish Central Electrie Supply Co. 
to take electrical energy from it, and while the T.C. does not 
question the right of atramway company to get power front sources 
other than the Corporation electric works, it contends that the 
supply company is debarred by its own Act from supplying power 
within the burgh of Falkirk, unless with the consent of the T.C. 
In any case, the Т.С. holds that the sanction of the B. of Т. is 
required. It is understood that if the power company secures the 
Board's consent to supply energy within the burgh, the T.C. purposes 
appealing to the Court of Session. 


Gordon Castle.—To light the castle, the River Spey has 
now been harnessed. A concrete channel, 1 mile long, 16 ft. wide 
and 6 ft. deep has been constructed, for diverting one-eighth of the 
normal volume of water from the river to two turbines of 50 and 
30 n.P. respectively. From one set, supply will be available for 
public and private purposes at 200 volts, and the other will be used 
for charging a battery of accumulators. The power house is 
situated on the east bank of the river, 4 mile above Fochabers 
Bridge, and is of concrete. 


Grimsby,—The Corporation E. L. Committee — 
that the past year’s working of the electricity undertaking shows a 
net profit of £895, which will be devoted to the relief of the 
rates, 


Heywood.—The T.C. has resolved to apply to the 
B. of T. to sanction the borrowiug of £37,200 for the buildings, 
plant, cables, permanent way, aud ov erhead equipment, required in 
connection with the electrification of the Heywood tramways. 


Ince.—The B. of T. has deferred consideration of the 
revoking of the E. L. order for another year, but if at the end of that 
period no steps have been taken in the matter, the order will not 
be allowed to remain in force. 

The United E.L. and Traction Co. is applying for а prov. order 
for E. L. 


London,—W EsTMINSTER.—The City Council has accepted 
the tender of the St. James's and Pall Mall Electric Light Co. for 
lighting and maintaining for five years, 66 lamps of a minimum 
candle-power of 900 each, in the parish of St. dames, at £17 per 
lamp per annum. The Gas Light and Coke Co., who had tendered 
at £15 1s. per lamp per annum, with £10 each for installation, pay- 
ment of the latter sum to be spread over five yours without interest, 
wrote offering to withdraw a condition that the 415 18. would be 
subject to an increase or decrease of 9s. 6d. for every 1d. per 1,000 


РА 


cb. ft. increase or decrease in the price of gas for public lighting; 


being willing to agree that there should be no variation of the £15 1s. 
duriug the five years. 

The City Council has entered into an agreement with the 
Charing: Cross, West-end and City Electric Supply Company for 
the supply of energy to the various buildings of the Council at 24d. 
per unit for lighting, and 2d. per unit for power. The contract is 
for three years. 

BETHNAL GREEN.- The Electricity Committee has received 
applications from the Councils of Shoreditch, Hackney and 
Stepney, suggest ing that it js desirable that the time fixed for 
receiving offers for the supply of energy in bulk to Bethnal Green 
should be extended. The Committee bad fixed September 18th as 
the time by which offers should be sent in. 

MARYLEBONE.— An inquiry was held on Saturday last into an 
application made by the B.C. to the B. of T. for permission to alter 
the pressure of supply. Mr. Balfour Browne, K. C., in opening the 
case for the Council, said that all persons occupying premises sup- 
plied before March, 1896, had been applied to for their consent ; 
1,048 of these had consented, and 750 had objected. All costs and 
expenses to consumers iu connection with the alteration of pressure 
would be borne by the Council. Mr. Arthur Wright, the consulting 
engineer, was examined. at some length, and he stated that there was 
an element of unsafety in the present system of both ий and low 
pressure; instead of an increased risk by fire the risk would һе 
lessened. Opposition on behalf of 115 consumers in the Portland 
Mausions was withdrawn. The inquiry was adjourned until 
22nd inst. 

WaNpbswoRTH.—The General Purposes Committee reported 
recently having had under consideration the subject of the 
Administrative County of London and District Power Co.'s Bill, and a 
letter received from the company s Parliamentary agent stating that 
the promoters had considered the suggestion that the borough 
should be included in the industrial portion of the area of supply, 
but they felt that as the arta was settled by the Lords Committee it 
will not be expedient in view of the serious opposition the Bill 
would encounter to make the suggested amendment. The Com- 
mittee has conferred with the solicitor as to the probability of 
securing the insertion of the provision. asked for by the Council, 
and decided by a majority of 10 to 2 to withdraw it. 

KENsINGTON.—' Ihe Kensington and Knightsbridge Electric 
Lighting Co. has offered to erect. four Exeello arc. lamps and 
maintain them free of cost to the B.C. for опе month. This offer 
has been accepted. The company has informed the B.C. that if 
it adopted these lamps and extended its are lighting system, the 
cost would be for 3,600 hours, about £18 158. per lamp, as against 
£24 4s. for the present ares, The company also offers to light the 


aide streets with Nernst lamps at 1d. per unit, which would work out 


at about £2 155. per annum. 


London Power Bills.— In the House of Commons on 
18th inst., Mr. Lough asked the Secretary te the Board of Trade 
whether he had noticed the announcemeut that the Administrative 
County Со. had commenced to buy up electrical undertakings 
throughout London, and whether it was necessary that agreements 
of sale made with a local authority possessing authorised. electrical 
undertakings should be submitted to the Board of Trade before they 
were confirmed by the local authority; whether the Board of Trade 
had seen and approved of the agreements that had been made by 
the company with the Barking and Bexley Urban District. Councils, 
and what was the nature of these arrangements ; whether the agree- 
ment with Stepney involved the ultimate acquisition of the elee- 
trical undertaking of that Council. 

Mr. Bonar Law, in reply, said he had no information as to the 
particulars of the agreements or negotiations. The Bill as at 
present drawn provided that no agreement for the sale of an under- 
taking should be of force until it had received the approval of the 
Board of Trade, but. until the Bill had received Royal. assent no 
сазе could be submitted to or considered by the Board of Trade. 


Louth.—4^A I.. G. B. inquiry was held last week relative to 
the Corporation's application for a loan of £17,000 for the establish- 
ment of an electricity works. The Council's e consulting engineer, Mr. 
Dykes, said he estimated that with energy. at Gd. per unit, the 
iucome would be £3,200 per annum, aud the expenses, £1,075, 
leaving a balance of £2,125 to meet interest, sinking fund and 
depreciation. The inspector said the amount asked for would have 
to be reduced to the sum proposed to be spent now, viz., £14,000, 
Opposition was offered by the gas company. 


Mexico.—Application has been made to the Mexican 
Government for a concession to put down a plant on the River 
Balsas in the State of Guerrero; for the generation of electrical 
energy. 


Newcastle-on-Tyne.— The general manager of the Cor- 
poration tramways (Mr. E. Hatton) has just made а report in 
regard to street lighting. He shows that the net receipts over 
expenditure for the present 200 are lamps at an annual cost to the 
Lighting Committee of £2,980 are £317, which sum allows for 
ample depreciation on the equipment. The number of units 
generated for the vear ended March 31st, 1905, was 8,581,301. The 
units used in the power station were 273,325, at the pumping 
station 380,575, leaving for disposal a net balance of 7,027,401 units. 
The total generating cost was 433,541, or. 10154. per unit. For 
the present 200 are lamps 328,303 units are used. It is proposed to 
increase the number of lamps by 160, making the total 360. This 
Will necessitate a further expense of £4,500 on new cables, lamps, 
K., and the cost of the energy will work out at 989d. per unit. 
As it is proposed to reduce the price from £15 108. to 412 per 
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annum per lamp, the total revenue derived from the lamps will 
be £4,320, and tho expenditure will be £4,229 per annum, leaving a 
net balaüce of £91 in lieu of £317, now derived from the 200 
lamps 


Oldhant.—The report on the past year's working of the 
Corporation’s electricity undertaking shows that there has been a 
loss of £1,307, the gross profit being £14,447, and interest and 
sinking fund payments £15,753. Last year there was a deficit of 
4771. 

A report has been prepared by Sir A. B. W. Kennedy, 
advising the transfer of a portion of the plant at Rhodes Bank to 
Greenhill, for more economical working, and the Corporation has 
decided to carry out the work forthwith. 


Newport,—At the annual meeting of the Ratepayers’ 
Association, Mr. A. J. Stevens, the president, said that they held 
that municipal trading was not to the interest of the ratepayers as 
a body. The refusal of the Corporation to allow the South Wales 
Electrical Power Distribution Co. to supply electrical energy in 
the town at 2d. per unit was a clear case in which the municipality 
preferred the protection of its own industry. The past years 
working of the electricity undertaking shows a net profit of 
£394. 


Provisional Orders.—A pplication is to be made for 


E. L. powers for the following districts as under, and the local. 


authorities have heen notified by the applicants :— 
Alnuouth.—HBy Mr. E. P. Harvey, of Newcastle, 


Arleedon and Frizington.—The West Cumberland Electric Power. 


and Tramways Co. 


Brownhills.—The Shropshire and Worcestershire Electric 
Power Co. 

Burnham.—The Slough and Datchet Electric Supply Co. 

Castle Ward.—Newcastle-on-Tyne Electric Supply Co. Supply 


is promised at 32d. per unit аз at Newcastle. 
- Cheshunt.—North Metropolitan Electrical Power Distribution Co., 
with the consent of the J. D.C. 
Creirkerne,— Messrs. J. & W. Purves, of Exeter. 

Cronk: — County of Durham Electric al Power Distribution Co. 

Easthampstead.-—Mutual Electricity Supply Co. 

Haywards Heath. —H.H. Electric Supply Co. 

Herham.—Fexham and District Electric Supply Co. 

Kidderminster H. DU. C. —Kidderminster Electric Traction Co. 

Loughton,—Mutual Electricity Supply Co. The Council will 
oppose the application. 

Midsomer Norton.—Radstock aud District Hlectric Supply Co. 
also in Clutton R.D. and Wells R. and U.D. 

Nacton R. D.— Edmundson's Electricity . for powers 
for Kingsteignton. 

Northampton N. . County of Northampton Electric Power and 
Traction Co. The same company Will also apply for powers in the 
Raunds U.D. 

Ryton.—County of Durham Electrical Power Distribution Co. 

Neaton.—Mesers. J. and W. Purves, of Exeter. 

Siranaye.—Messrs. Cecil Cooper & Co. Messrs. Foote & Milne 
and the Bournemouth and Poole Electricity Supply Co. 

Tiverton.—National Provincial Electric Corporation. 

. Wellingborough. Northampton Electric Power and Traction Co. 

Willington.—County of Durham Electrical Power Distribution 
Co. The U. D.C. will not oppose the application. 

Feovil.— Mutual Electricity Supply Co. 


South Africa.—Krooxstapt.—The price of energy 
bas been reduced to 9d. per unit as from July Ist. 


South America.—Messrs. Boero Huos & Lanfranchi, 
of Cordova, have obtained a contract for the lighting of that town 


by electricity. 
Work will be commenced on the erection of an electricity works 


at San Luis in August, Mr. Е. К. Sanchez having obtained a conces- 
sion from the legislature. 


Sowerby.—The P.C. has accepted the tender of the 
Tbirsk E.L. Co. for public lighting at 29s. 6d. per lamp per 1,380 
hours. 


Lunderland.— The following alterations in the charges 


to consumers for the supply of electricity for lighting purposes 


has been adopted:—To churches and ch: apels at a flat rate of 
34d. The lighting scale to be extended in discounts up to 200 

B.T.U. per quarter, 24 per cent. ; 201 up to 600, 5 per cent. ; 601 to 
1,000, 74 per cent; 1,001 to 1. 500, 10 per cent.; 1.501 to 2.000, 
10 per cent. ; 2.001 to 2,500, 20 per cent.: 2,501 to 3.750, 274 per 
cent.; 3.751 to 5,000, 334 per cent. : 5.001 to 7,500, 384 per cent.; 
above 7,500, 444 per cent. The several business premises belonging 
to one firm will be grouped together, and the collective amounts are 
to be charged on the foregoing scale. 


Swinton and Pendlebury.—The U. D.C. has entered 
into au agreement with the Lancashire Electric Power Co. for the 
supply of energy in bulk at £6 per Kw. up to 100 KW. per annum, 
£5 between 100 and 200, £4 10s. between 200 апд 300, 
£3 10s. oetween 300 and 500, and £3 beyond, with a fixed 
charge of 45d. for each B. r. u. supplied. If a direct current supply 
is required the increase in prices shall not be more than 
10 per cent. The charges to consumers are: — Lighting, 4d. 
per unit; power or heating. 24d. There is an alternative charge 
of 4d. per unit for lighting, heating. ard power, with the follov ing 
charge perannum per Kw. demanded ;—Not exceeding 1 KW., 


18s. per ру of-a Kw.; exceeding 1 xw., £3 рег} of a км. The 
agreement is for 25 years. There is also a free wiring scheme at 
4$d. per lamp per quarter. 


Tiverton.—The T.C. obtained a prov. E.L. order во long 
ago a8 1890 ; last year i* thought of making some use of the order— 
which one would have expected to he addled after being sat on so 
long—and a L.G.B. inquiry was held in September last. The 
L.G.B. has only bad 10 months in which to consider the scheme, as 
compared with the 14 years taken by the T.C., yet the latter is 
already impatient, and is actually going to send a Coputation up to 
interview the Board! Why this unseemly haste? 


Truro.—The T.C. has, by eight votes to three, rejected a 
recommendation that the Council permit a company to establish an 
E.L. plant, the Corporation applying for the necessary prov. order 
on terms to be agreed upon. 


Tunbridge Wells.—In our note last week, it would 
perhaps appear that the Corporation is charging 6d. per. unit for all 
energy ; the price is 6d. per unit for the first hour's consumption 
and 3d. per unit afterwards. For energy used for power in the 
day time, 3d. per unit is charged, and for street lighting the price 
is 14. per unit. Coal costs the department 25s. per ton and water 
1s. 6d. per 1,000 gallons, 


Yarmouth.—The T.C. has offered to supply energy to a 
local firm for power at 2d, per unit, on condition that no supply 
wW i be needed from June to September, | 


“> 


TRAMWAY AND RAILWAY NOTES. 


. Aberdeen,—On Saturday Col. von Donop, of the B. of T., 
inspected the new tramway line in Bridge Street and Guild Street, 
Aberdeen, as well as the portions of the line that have been doubled 
in Holburn Street and King Street The inspector expressed 
himself throughly satisfied with the new lines. 


Chicago (U.S. A.).—According to a correspondent. of 
the Morning Post, the report of Mr. J. Dalrymple өп the muni- 
cipalisation of the tramways in Chicago is unfavourable to the 
project. The Mayor has refused to discuss it or to make it public. 


Derby.—A_ L. G. B. inquiry was held on July 4th into 
the Corporation's application for a loan of £9,960 for electricity 
purposes, the extensions being necessary through the development 
of the tramways, while £360 was for arc lamps to be attached to the 
tramway standards. There was no opposition. 


Folkestone.—The Joint Committees of Folkestone and 
Hythe T.C.' and Sandgate and Cheriton UD. C 's have passed a 
resolution in favour of a surface contact system of tramways. 
Folkestone T.C. has, in addition, decided to invite offers for con- 
structing and working the tramways in the town under the Council's 
order. The Sandgate Council has resolved to open negotiations 
with all surfaee contact tramway companies, and the Ern 
Council has taken a somewhat similar course. 


Germany.—In addition to the Berlin-Hamburg electric 
line, on which trains will run at a speed of 125 miles an hour, a 
project is at present under consideration to unite the principal 
cities of the empire by electric lines. The trains will run. at a 
speed of 78 miles an hour. The first lines will, in all probability, be 
laid between Halle, Leipsic, Frankfort and Wiesbaden, and between 
Cologne and Darmstadt. 

An electric tramway is to be constructed between Castrop and 
Rauxel. 


a ` 

Huddersfield. — The borough treasurer's financial 
statement for the three months ended June 30th shows a capital 
outlay to date of £414,667. The receipts amount to £18,486, or 
10:32d. per car-mile, compared with 993d. last year. The total 
working expenditure is £9,381, leaving a gross surplus of £9,106. 
The net surplus amounts to £2,977. The statement does not include 
any provision for depreciation purposes. 


India,—Cancurra.—tThe Calcutta Tramways Co. have 
prepared their plans, and have signed an agrecment with the 
Howrah municipality for the tramway service. 


Llandilo-Lampeter.—On Friday an inquiry was held by 
the Light Railway Commissioners with reference to the proposed 
light railway from Llandilo to Lampeter. The line will be 
224 miles in length, It was intimated that the order would be 
granted. 


Jondon.— IIXKuMENSMUTHTH.— The Borough Council has 
decided to make representations to the В, of T. in favour of the 
overhead trolley system being adopted, on the County Council's 
Queen Street to Putney electric tramway. 

DEPTFTORD.— The General Purposes Committee of the Deptford 
Borough Council has instructed the Mayor to represent to the 
B. of T. that the County Council tramears should be allowed to 
travel at the highest rate of speed consistent witb the safety of the 
public. It 15 thought that, in view of the fact that the cars are to 
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be equipped with special brakes, and that the drivers have now 
acquired greater skill, a higher rate of speed should be allowed than 
was at first thought desirable. ` 

CAMBERWELL. The B. of T. is to be informed that the Borough 
Council strongly opposes, in connection with the proposed new tram- 
ways in the district, the construction of slot rails nt a greater 
distance apart than {ў in. 


Lucan and Leixlip.—Mr. J. H. Ryan has been 


appointed by the Commissioners of Public Works, Ireland, to make 


.the necessary inquiry into the proposed. electric tramway line from 


Lucan to Leixlip. The inquiry was to open on the 19th inst. 


Mossley.—The Т.С. on July 13th decided to oppose the 
Bill of the Oldham and Saddleworth Tramways Co. because of the 
withdrawal of a clause by which the company undertook to take the 
whole of the power required from the Joint Teamway Board. 


New Brighton,—On the afternoon of 13th inst., whilst 
a саг from Scacombe to New Brighton was going down Rowson 
Street into Victoria Road, New Brighton, the driver lost control, 
and the car rushing down at a great pace, jumped the metals at 
the bottom, and dashed into the walls of the North and South 
Wales Bank. Three lady passengers and the guard were injured, 
The accident was due to the breaking of a chain. The car 
was completely smashed, and considerable damage was done to 
the bank. 


Newcastle-on-Tyne.—The economies that have been 
made in connection with the Corporation tramways are beginning 
to show fruit, and the new manager (Mr. E. Hatton), in his first 
quarterly report, states that during the first 13 wecks of the present 
financial year a profit of close upon £6,000 has been earned. 


Oldbury,—An electric tramear belonging to the Bir- 
mingham and Midland Tramway Co. was overturned between Old- 
bury and Dudley on Sunday night. The car had reached the 
Limekiln Bridge on the Dudley Road, where there is a loop, and 
it appears to have jumped the points. The front whecls travelled 
along one set of rails, and the rear wheels upon another, with the 
result that the car was twisted round, and fell over on its side. All 
the outside passengers were thrown violently to the ground, and 
some of them appear to have been badly injured; few escaped 
without cuts or bruises. 


Rushden.—The U.D.C. has passed a resolution pro- 
testing against the opposition of the County Council to the B.E.T. 
Co.'s Bill. 


Sheffield.—Tle annual report of the tramway depart- 
ment shows that the capital expenditure during the past vear 
amounted to £57,772, making a total to date of £1,043,582. The 
receipts amounted to £240,566, an increase of £8,214 compared 
with last year. The expenses were £163,283, or,6'477d. per car- 
mile, compared with 6˙507d. last year. The net revenue was 
£79,568, and after deducting capital charges there remained а sur- 
plus of £17,329, compared with £27,300 in ihe previous year. 4 
sum of £13,000 has been allotted to the relief of the rates, and 
contributions have been made towards music in the parks, &e. 
Sufficient allowance, however, has not been made for depreciation 
—which would result in a serious deficit being shown-— whereas the 
track and equipment are showing signs of deterioration, Universal 
1d. fares on all routes are charged, and it is possible to ride over 
three miles for 1d., but in view of the unsatisfactory state of the 
undertaking, it is probable that the fares will have to be increased, 


Wolverhampton and Cannock Chase Light Railway, 
—At Wolverhampton on Tuesday Colonel G. F. O. Boughey, R. E., 
C.S.L, and Mr. Henry Allan Steward, two of the Light Railway 
Commissioners, held a publie inquiry as to the expediency of 
granting an application made to them by the Wolverhampton and 
Cannock Chase Railway Co. fora light railway order. Mr. Rhys 
Williams, who appeared for the promoters, explained that the 
application was for leave to construct and work a light railway 
already sanctioned by Parliament in 1901. The proposed line 
would be 81 miles in length, and would connect Wolverhampton 
with certain collieries in the Cannock Chase district. In 1903 an 
extension of time was applied for, and this would expire in August 
of the present year. They had agreed on terms with the Stafford- 
shire County’ Council, and the Wolverhampton Town Council was 
supporting the scheme. They had practically the whole of the dis- 
trict on their side. Sir Douglas Fox, one of the engineers for the 
line, said the proposed light railway would serve a distriet which had 
a considerable number of collieries in it; and they would be able to 
serve it much more conveniently if they could have stopping 
places at frequent points along the road. Under the light. railway 
powers they could also deal adequately with the mineral trafie. 
After further evidence, it was intimated that the order would he 
granted, subject to the re-adjustment of clauses for the line to be 
run as a light railway. 


* 


TELEGRAPH AND TELEPHONE NOTES., 


Canadian Telephones.— The Parliamentary Committee 
appointed to inquire into the telephone system of Canada has con- 
cluded its sittings. and has reported that evidenee bas been taken, 
but that it is loo late this session tonmake any recommendation in 


А * ^. „ b 


just to hand showing a total of only £1,389. 


* 


the direction of Government control or ownership. This subject is 
left over until next ycar.— Standard. 


Electric Time Signals. — The laying of the submarine 
cable to Manila has rendered it possible to compare local time 
round the world, and it has been found that the aggregate error in 
time amounts to lesa than }th sec. The net interval of time 
occupied in transmitting a signal through this American Pacific 
cable, 7,846 nautical miles in length, is 0°648 sec. 


German Cables in the Far East.—According to the 
“nancial Times, it appears from the first report of the German- 
Dutch Telegraph Co. that a joint subsidy of £95,000 per annum for 
a period of 20 years has been granted to the company to the extent 
of £76,250 by the German Government and £18,750 by the Dutch 
Government, although 90 per cent. of the cable receipts will be 
reckoned towards the subsidy during the 20 years. The company 
is engaged in the establishment of submarine cables from Menado, 
in the Celebes, ria Jap, in the Carolines, to the United States 
island of Guam, where a connection is being formed with the 
American-Pacific cable, and from Jap to Shanghai, where a junction 
wil be effected with the German cables between Shanghai, 
Tsingtau and Chifu, and thence with the network of the Great 
Northern Telegraph Co., whose lines run over Siberia to Europe. 
Cable landing rights for 40 years have been granted for Jap and 


 Menado, while similar privileges have been secured from the 


Chinese Government for Shanghai, and from the United States 
Government for Guam, where the Commercial Pacific Cable Co. 
will work the cables by virtue of an agreement with the German- 
Dutch Co. The latter has also arranged with the Great Northern 
Telegraph Co. to maintain and repair the cables for a fixed sum 
during the first 10 years’ working. 


Imports of Foreign Telegraph Cables.—June proved 
a quiet month as regards the importation of foreign electrical cables 
and apparatus connected therewith into this country, the returns 
Nothwit hstanding 
this, however, the heavy imports during the early part of the year 
have brought the aggregate for the six months well in advance of 
those in the same period of last year, the respective figures being 
£30,510 and £16,485. 


Pacific Cable Conference.—The last sitting of the 
Pacific Cable Conference was held on Wednesday last week. In 
addition to the sittings of the conference itself, meetings are being 


held of the committees which occupy themselves with various | 


branches of the question. The date of the next sitting of the con- 
ference is not yet fixed; it is hoped, however, that the conference 
will be enabled to conclude its labours in about a fortnight or three 
weeks. 


Post Office Telephone Service.—In Peterhead Small 
Debt Court last Friday, evidence was heard iu three actions at the 
instance of the Postmaster-Gencral against subscribers to the Post 
Office telephone service recently established in the town and dis- 
trict, for the second year's rent. Defenders pleaded that they were 
iuduced to enter into the agreement. through misrepresentation as 
to the area of service, and they paid the first vear's rent on the 
faith that the verbal promises would be implemented. They each 
lodged a counterclaim of 410 for breach of bargain. Much 
interest was takon in the case, as behiud these actions were a con- 
siderable number of subscribers who had yet paid no rent at all. 
Evidence was led to prove that an unconditional promise was made 
that telephonic connection would be made with Boddam, Port 
Erroll and St. Fergus. That had not been done, and the limited 
number of town subscribers made the system almost useless, com- 
pared with that of the National Telephone Со. Mr. G. M. Weir, 
Edinburgh, who canvassed the district, denied that he made any 
false representations, stating that the establishment of connection 
with these places was wholly dependent on the number of sub- 
scribers. Sheriff Henderson Begg assoilzied the defenders, and 
sustained the counterclaims to the extent of the sum sued for, with 
expenses.— Seolsman, 


Swansea,—At a meeting of the Telephones Committee 
last week, the manager reported that the cost of connecting up the 
system with that of the National Telephone Co, would be about 
£500, and it would take 10 weeks to effect. 


Telegraphic Interruptions and Repairs :— 


CABLES. 
Trinidad-Demerara (No. 1) 
Trinidad-Demerara (Хо. 2) 
Doniinica-Murtinique 
St. Lucia-Martinique ? 
Cayenne-Pinhetro 2s Si gå .. Aug. 13,1902 .. 
Paramaribo-Cavenne 1 us а .. May 25, 105 
Reissa-Issa (Yemen) Camaran .. Oct. 22, 1002. . 
'Tarifa-Taniier at p .. Inn. 18, 1904 
Closed. Vladivostock-Nagasnki . Feb. 9, 1901 

‘Losec ; Bias 
(Port Arthur-Chifu . Mar. 9, 194 
Jamnicn-Colon 5 .. Jan. 5, 1905 
Bolama-Bissuo . June 21, 1905 .. 


INTERRUPTED. REPAIRED, 

ie .. Aug. 26, 1901 
we oe July 1, 1905 
. May 7, 1902 
. May 7, 1902 


July 16 


LANDLINES, 
Puerto- Barrios 
RKerteh-Sautehbonm 
Alaska landlines . 


.. July 28, 1902. 
.. Sept. 27, 100 
. July 10, 1005 


Wireless Telegraphy.—In the House of Commons 
recently Lord Stanley referred to the Wireless Telegraphy Act, 
and said that it was not till they began to grant Hieences that they 
realised the endless ditliculties that were to be encountered, and not 
till February of this year that they were able to begin the issue of 
licences, No licence had been given or refused without the full 
consent and approval of the Admiralty, 
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Proposals having been made for installing a wireless telegraph 
system at an important coast military station, for the instruction of 
selected officers and men with a view to the adoption of this form 
of telegraphy for fortress defence, the Army Council has forbidden 
any installations of the kind without its sanction. The Council 
considers that the application of wireless telegraphy to fortress 
communications will require most careful consideration and experi- 
ment in order that there may be no interference with naval and 
commercial stations, and it is not proposed to prooeed with such 
experiments at present. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Beckenham, — July 22nd. Water-tube boilers and 
steam alternator for the U.D.C. See “ Official Notices" July 14th 


Caerphilly.—July 24th. Cables, kiosks, transformers, 


switchgear, lamp pillars for the U.D.C. See Official Notices“ 
June 30th. 


Dublin.—July 21st. Machinery oils for the Corporation. 


See Official Notices July 7th. 


Dublin.—July 25th. Tenders to the Corporation for 
three electric Jocomotives, tramways, mains, trolley wires, capstans, 
&c. Bee “ Official Notices " July 7th. | 


Dudley.—July 29th. Supply of oils to the Corporation. 
See Official Notices July 14th. 


Ebbw Vale.— August 5th. Cables, overhead lines, 
street lampe and fittings, and meters, for the U.D.C. See “ Official 
Notices" July 14th. 


France.—July 29th. The French Post and Telegraph 
authorities in Paris are inviting tenders until the 29th inst. for the 
establishment of ап underground telegraph and telephone line 
between Villejuif and Juvissy-sur-Orge. Particulars may be 
obtained from, and tenders are to be sent to, Le Sous-Secretariat 
d'Etat des Postes et des Telegraphes, 103, Rue de Grenelle, Paris. 


Mussoorie (India).— October 23rd. Supply and егес- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machiues; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores. See Official 
Notices " July 14th. | 


Spain.—July 28th. The municipal authorities of 
Calavas (Huelva province) are inviting tenders until the 28th inst. 
for the concession for the electric lighting of the town during a 
period of ten years. Particulars may be obtained from, and tenders 
are to be sent to, El Secretario del Ayuntamiento de Calavas 
(Huelva). 


War Office.—September 1st. Tenders invited for the 
purchase of surplus boilers, dynamos, &c., at Bermuda, Barbados, 
St. Helena and Woolwich. See “ Official Notices " J uly 7th. 


Worthing.—July 24th. Dry-back boiler with fittings, 


piping, cables, stoneware conduits for the Corporation. See 
“ Official Notices" J uly 14th. 


CLOSED. 


Bermondsey.—The Electric Lighting Committee has 
received the following tenders for the supply of jointers’ tents :— 


Callender’s Cable Co. . (accepted) £510 0 
Heathman & Co. as ie - m ә аа 5 15 0 
Johnson & Philli as "- oe ә as э» 67 6 
W. Т. Glover & si з es ex - es 710 0 


Burslem.—The T. C. has accepted the tender of Mr. 
E. M. Evans, for wiring the Town Hall, Surveyors Office, fire 
station and baths for the electric light, at £318 10s. 6d.; that of 
Callender's Cable & Construction Co. for electric light mains; that 
of Mr. E. M. Evans for fuse boxes (5 to 50 amperes), and that of 
УГ сагв. Chamberlain & Hookham, of Birmingham, for meters up to 
20 amperes. 


Belfast.—The Corporation has aecepted the tender 
of Messrs. Johnson & Phillips for 3 and 1 V. I. R. cables. 


Eastbourne.—The Corporation has accepted the tender 
of Messre. Johnson & Phillips for н.т. concentric and L.T. triple- 
concentric paper-insulated cables, 


Gibraltar,—The Crown Agents for the Colonies have 
accepted the tender of Messrs. Johnson & Phill ips for high and low 
tension concentric paper-insulated lead-covered cables, twin ditto, 


single ditto, and concentric and single V. I. R. cables; also for a 


quantity of junction boxes of various types, 


Horsham,—The U.. C. has accepted the tender of 
Messrs. Johnson & Phillips for the supply of mains and distributors, 
at £609. 


London.—The L.C.C. has received the following tenders 
for the paving and platelaying in connection with the construc- 


tion or reconstruction of the tramways from York Road, Wands- 


worth, via Red Lion Street, South Street and Garratt Lane, to 
Defoe Road, Tooting :— | 


Paving works 

Name. Tramways for street Total. 

work. widenings. ; 
R. W. Blackwell & Co. £68,042 13 0 283,159 12 6 Ee 202 4 6 
Dick, Kerr & Co. (recommended) 64,459 6 9 31, 782 16 10 96,242 8 7 
J. Mowlem & Co. ee ec ee 65,851 18. 7. 81,089 1 Б 0 0 
W. Griffiths & Co. .. ее ws 68,581 16 1 28,559 5 4 9,001 1 5 
J. G. White & Co. . oe 64,794 18 0 68811 6 96478 9 6 
Muirhead, Greig & Matthews „ 671,875 12 7 82,017 14 7 99,698 7 2 
Т. С. Starkey, а ќе ee ee 208,687 1 а 58,583 16 0 962,271 8 9 
Engineer's estimate. £65,291 9 1 #£88,44416 5 298,796 5 6 


The tender recommended for acceptance, although £40 higher 
than the lowest offer, provides for the completion of the work in 
less time, a matter which the Highways Committee consider of 
great importance. 

The tender of Messrs. Mountain & Gibson, Ltd., of Bury, 
amounting to £2,360, has been accepted for the supply of four elec- 
trically-driven watering cars, with Westinghouse equipments, 
similar to those fitted on the Council's tramcars. Selected firms 
were invited by the Highways Committee to submit prices, and five 
availed themselves of the opportunity. 


Manehester,—The contract for the supply of starting 
switches for 12 months has been placed with Veritys, Ltd., for 
their improved “Aston starting switches. 


Marylebone.—The E.L. Committee received 46 tenders 
for the annual supply of stores to the generating station. The 
following were accepted :— 

Geo. Hatch, Ltd., cotton waste; W. H. Willcox & Co., Ltd., cloths, ан cans, 
packing and insertion; British Insulated and Helsby Cables, Ltd , vul 
rubber cables &nd workshop flax; Baxter & Caunter, cable pints materials ; 
very в, Ltd., india-rubber gloves; ; 8t. Helens Cable Co., prepared rubber 
ubing. 

Ossett.—In connection with the establishment of elec- 
tricity works, the T.C. has accepted the following tenders :— 

Messrs. Willans & Robinson, engine S $4 s £1,115 - 
Messrs. Greenwood & Batley, dynamos  .. e ve 760 
Electrical Power Storage Co., storage battery .. oe 901 
Messrs. 8 olétti & Со Co., switchboard .. oe T 814 
Messrs. orris & Bastert, crane .. oe ө» T 184 
Messrs. Johnson & Phillips, cables .. os ve 1,402 

Port Elizabeth (S.A.).—The contracte to fit up inter- 
communication telephones throughout the offices in the Port 
Elizabeth Town Hall and throughout the new sanatorium at 
Walmer, have been placed with Mr. A. G. Knight, of Port Elizabeth. 


Shoreditch.—The B.C. has accepted the tenders for nine 
months’ supply of coal to the electrical undertaking, of Charles 
Gothard & Co., for Manners nuts at 12s. 2d. per ton, delivered in 
barge, and Charles Franklin £or best Welsh smokeless No. 1 Bwllfa 
at 195. 5d. per ton, апа Wollaton nutty slack at 118. 3d. per ton, 
delivered in van. 


Stepney.— The B.C. has received the following tenders 
for the annual supply of meters and demand indicators in connec- 
tion with the electrical undertaking :— 
METERS UP TO 10 AMPERES. 


Reason Manufacturing Co. .. (accepted) 4890 0 0 
Chamberlain & Hookham, Ltd. is А ae 820 0 0 
Ferranti, Ltd. ee ve ee 326 6 0 
METERS ABOVE 10 AMPERES. 
Ferranti, Ltd .. (accepted) £29718 0 
Chamberlain & Hookham, Lid. “> we ae 306 19 6 
Reason Manufacturing Co. — .. « .. .. DHOO 
There were seven informa! tenders. 
COMBINED METER AND DEMAND INDICATOR. 
Reason Manufacturing Co.  .. . (accepte LTW 4 6 
General Electric Co. € s5 es 877 1 
DEMAND Коон бур 
Reason Manufacturing Co. va . (accepted) £3717 0 
ANNUAL SUPPLY OF CARBONS. 
F. Henrion .. ee oe ee . £450 18 6 
Sloan Electrical Co. M ко we 462 6 2 
Johnson & ee ES zs Se ex 52114 0 
Mayer & Co. 7 «a ae ex oe А 624 10 9 
Electrical Co. РЕ = Ве б 533 15 0 
Birmingham Carbon Works is a А 5 b43 10 9 
General Electric Co. ; EE 543 10 9 


ee е е ee. 
SUPPLY AND urs TION OF BTORAGE TANKS. 


Newton, нш vs шене) о 0 0 
Royles, Ltd. . 752 0 O 


The tender of Hinchliffe & Co. for ike TT ЧЫП. of coal was 
accepted at the following prices: 


Large Bwllfa, 19s, 6d.; large Nixons, Merthyr, 20s. 8d.; N. small, 15s. 3d- 
Graham's navigation, large, 19s. Gd.; nuts, 19s. 6d. ; pea nuts, 175. 6d. Fern- 
dale, 225. ; N. small, 15s. öd. ; Nottingham hard steam, large, 14в.; N. small, 
12s. ; fine, 10s. 6d. Stockingford spires, large, 168. 9d. ; N. small, 118. ; slack; 
10s. 6d. ; Broomhill (London made small for underfeed stokers), 10. 6d. ; Resolven: 
large, 19s.; nuts, 188. 6d. ; N. small, 14s. 9d. ; Llwydcoed, large, 20s. ; N. small, 
15s. 2d. ; Rheola Merthyr, large, 198. ; N. small, 158. 2d.; Cwmaman, large, 208. 


nuts, 20s. ; pea nuts, 188. There were 17 tenders, 


аа —ꝛ—— Es 
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Ета. 5.—SwiTCHGEAR AND TRANSFORMERS, ENTRAYGUES. 


Entraygues, near 
Vidauban (Var). It 
utilises а natural 
fall of the § river, 
followed by-a suc- 
cession · of! rapids ; 
the dam and the 
hydraulic works 
have been designed 
to allow of the stor- 
age of sufficient 
water to take care 
of the peaks in the 
load, and the length 
of the crest of the 
dam is sufficient to 
allow the dispersion 
of the highest floods 
of the river, with- 
out flooding the 
land lying above 
the station. | 

The dañ, is pro- 
vided Een two 


r 
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diameter of 3°30 metres, and terminates 
in an equalising tube used to lessen 
the shocks produced in the conduit by 
the action of the turbine speed regu- 
lators. The equalising tube, con- 
structed of sheet steel, is of cireular 
section, 2°50 metres in diameter, and 
is surrounded by a second circular tube 
or tank, of 4°50 metres diameter. 
When the turbine admission valves 
are closed rapidly, the water flows over 
the top of the smaller tube into the 
space between the two tanks and 
then away through discharge tubes. 

The generating plant includes three 
uain units, each composed of a 1,000- 
Н.Р. double turbine, with a horizontal 
axis, on the Francis system, direct- 
coupled ёо a three-phase alternator of 
700 KW. capacity. The main, tur- 
bines are designed to operate under а 
head of water varying from 15 to 20 
metres, with a. maximum exhaust of 
6:60 metres from the floor level 
of the turbines to the water level 
in. the feeding canal; their nor- 
mal speed is 300 r.p.m. 

The turbine shaft 
is connected, by 
means of а belt 
transmission, to an 
automatic regulator, 
operating by means 
of а  servo-motor 
the turbine valves 
in the inlet crowns, 
thus reducing to a 
minimum the 
shocks in the. in- 
terior of the tur- 
bines when the feed 
water is reduced. 
The degree of open- 
ing of the valves 
for the feed water, 
and in consequence 
the output of the 
turbine, is shown 
by an index con- 
nected to the 
piston of the servo- 


Bluices, used for Fic. 6.—MoTon-GENERATORS AND SWITCHGEAR, TOULON Tramway SUB-STATION. motor, which moves 


water supply to 

irrigation ditches 

and for some: mills, also three overflow 
sluices and an intake of 2°90 metres 
diameter. A rack and pinion valve is 
provided, and an iron grid protection to 
the intake. 

The conduit leading to the station is 
in the form of a ferro-concrete tube, 
2:90 metres diameter, working under a 
pressure varying from 12 metres at low 
water, to 15 metres during floods. This 
tube, which is 18 cm. in thickness and 
500 metres long, rests in a concrete 
foundation. Mild steel hoops, braced 
with mild steel wire, form the frame- 
work: of the conduit. А settling 
basin is placed along the course of the 
conduit, and а, large grid, composed of 
closely spaced bars, is provided, fixed 
very obliquely relative to the arrival and 
departure of the conduit, so that at the 
opening of a valve the water cleans the 
basin very effectually. 

The ferro-concrete conduit on its 
entry to the station is connected to a 
sheet-steel collector by means of an 
inclined steel tube. "The collector has a 


over. a graduated 
scale. 


Fic. 7.—Orr, Pumps ғов TURBINE REGULATORS, ENTRAYGUES, 


| 
| 
| 
| 
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The oil for the servo-motors is supplied under a pressure 
of 15 atmospheres, by triple-action pumps, operated by 
electric motors. 

By means of turbine regulators, the speed « 


ап be varied 
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‘Fig. 8.—PoweEerR TRANSMISSION LINE CROSSING RAILWAY. 


5 per cent. under or over the normal, the control being 
either by hand 'or'at a distance, by means of a small electric 
motor operated from the switchboard. The synchronisation 
of the alternators is thus easily ‘controlled, and the load can 
be'evenly'divided between the units, from the:switehboard. 


“BRUNET SUB-STATION. 


Fi1a.89.—TRANSFORMERS, &., 


Each turbo- generator is provided with a -ton cast-steel 
fiy-wheel, balanced between the turbine and the alternator. 
The wheel is three metres in diameter, and has a peripheral 
speed of 50 metres per second. 


The alternators are of the fixed armature, revolving field 
type, directly coupled to the turbines by rigid couplings. 
Each has an output of 700 KW., and generates three-phase 
current at 3,500 volts when. running at 300 r.p.m. The 
machines are designed, however, to withstand a speed of 550 
r.p.m., without undue strain, in case of racing of the tur- 
bines. The armature was tested at 9,000 volts (alternating ) 
for one minute between windings and frame. 

The excitation of the alternator fields, is effected by 
means of two 30-KW. 60-volt dynamos, one being spare, 
operated by 75-H.P. turbines, at a speed of 600 r.p.m. Each 
of these dynamos is rigidly coupled to another machine on 
the same base, developing at least 20 Kw. at 600 r.p.m. 
giving, under compound excitation, a constant. pressure of 
110 volts at the terminals. These latter machines are for 
the auxiliary services of the station—such as the lighting, 
pumps, &c.—so as to be independent of the excitation 
cireuit, which may have a variable voltage, the simultaneous 
modification of the excitation of the whole of the alternators 
in service being obtained simply by the modification of the 
excitation voltage. 


2 — —— 


Fic. IO. VIEW or 30,000-vonrT OIL SWITCHES. 


The pressure of the three-phase current generated by 
the alternators.is stepped up in three-phase transformers, 
having:a voltage ratio of 1: S that is, to 28,000 volts, the 
line pressure. There are three transformers, one for each 
generating unit, and the station is really grouped into units, 
each comprising a generator and transformer ; this disposi- 
tion permits the use of very simple connections on the switch- 
boards, and assures a perfect division of load between the 
transformers. The latter are of the air-cooled type, and 
give an output of 650 Kw. at a frequency of 25 cycles. 

They. are connected in triangle on the low tension side 
and in star on the high tension side, the neutral point being 
connected to'a bus-bar which may be earthed. The ventila- 
tion is effected by two blowers, one being spare, and ae 
capable of displacing 225 cubic metres of аі рег minute, о 
sufficient for the service of all three transformers. These 
blowers are operated by a direct coupled 4-н.р. continuous 
current motor, having a speed of 750 r.p.m. and operating 
at 110 volts. 

The temperature rise of these transformers, after 10 hours’ 
service at full load, will not exceed 40? С. above that of the 
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The motors in use on the Birmingham cars, whether 
series-paralle] or regenerative, are of the same pattern, viz., 
1002 В; they differ only in the field windings. The cars are 
also alike. It ів, therefore, an easy matter to compare the 
results obtained ав between series-wound and shunt-wound 
motors. 

The R2 controller is, in appearance and construction, 
similar to the ordinary standard tramway controller, though 
its connections and functions are entirely different. | 


the sterling merits of the Diesel engine, and our numerous 
articles, descriptive and critical, on this prime mover extend 
over several] years. Ав an instance of their economy the 
Yardley case may be cited. Only two of the four sets are 
usually required to work at any one time, though occasion- 
ally all four are in use, and any set can be put on load jn 
two minutes. On these small sets the fuel cost is only 185d. 
per unit, and the total works cost, including fuel, labour, 
stores, repairs and maintenance, 44d. per unit! 


COMPARATIVE TABLE OF PowkEkR STATION Costs AND RECORDS FOR Foun WEEKS ENDED JUNE 23RD, 1905. 


Station 
Year in 
operation 
Engines. 
Traction 
generated 
tal gene- 
rated. 
sed on 
works 
Bent out 
Maximum 
demand on 
station 
t 


Yardley | 2nd | 400 Diesel | 66,162 | 67,862 1,700 66,162, 400 Kw. | 31 


oil 


a 95 Works cost per unit generated. m 
TEN p DES 
52 3 8 . | SB. BaD | di é 3 2 8 
© =a — ' 5 - Q e . — 1 
ap 52 a eel gee! 68 
EB | 32 | 00285 s 2 3 е |” 
E | 65 45 | AS 
c ES | | | rcm 

52/6 | 66 185d. | 0444. 038d. | 1614. | '014d. | 442d. 96 


The statement below of the results obtained at Birming- 
ham from March to June shows that regeneration produces 
great economy in maintenance. 

The power bill is also remarkably low, and will be still 
lower with the R2 controller, as it reduces the copper loss in 
the motors with heavy load. | 


The line on which the trials and tests of the regenorative control 
system have been made, runs from Station street, Birmingham, to 
Yardley, a distance of 4 miles. This route has a gradient varying 
from 1 in 16 to 1 in 20 for 34 furlongs, and there are also several 
shorter gradients. 

There are 10 right-angle curves on the round trip. 

The time allowed for the round trip, including time for picking 
up and sotting down passengers and etanding at the termini, is 63 
minutes. 

The tests commenced on March 12th last, when all series-parallel 
cars were withdrawn, and only regenerative control cars have been 
running since that date. 

The energy consumption during this period has averaged ‘97 
Board of Trade units per car-mile. 

The regenerative control acts as a perfect brake, and no brake 
blocks have been fitted to the cars since they were started. Тһе 
wages paid for brakework, which is chiefly for men’s time in 
examining, comes out as follows :— 


Wages p" eae .. ‘004d. per car-mile. 
Stores Р sini . 70014. 


005d. „ " 


This compares with the costs for brakework on series-parallel 
cars of exactly the same age as the regenerative control cars, аз 
follows :— i | 

Wages isi T ... 038d. per car-mile. 
Stores е. е eee [EXEC '025d. 


79 77 


39 9? 


Total ... 063d. » jj 


For repairs to trucks, which includes new wheels, the compara- 
tive figures under like conditions as the brakework are ag follows :— 


SERIES-PARALLEL. Wages 044d. per car-mile. 
Stores .. 033d. „ ji 


— —Umü⁴— 


Total .. 0774. 9 77 


REGENERATIVE CONTROL. Wages... 014d. per car-mile. 
Stores ... 002d. 


” 77 


Total... 0164. 


No armatures have yet failed through the breakdown of insulation, 


” 9) 
and there are no signs of the insulation deteriorating. 

The average temperature of the armature cores and windings, 
after running 18 hours under service conditions, comes out at 140° F. 
This compares with about 120° F. for series-parallel system. 

The motor field coils are in excellent condition as regards 
insulation. 

The car pinions and gears up to the present show very few signs 
of wear. 

In streets with heavy vehicular traffic the regenerative control is 
most useful, and there have been practically no accidents. This is 
largely duc fo the fact that the speed of the regenerative ears ean be 
reduced to that of moving vehicles in front of them, and to the ease 
with which the cars can be stopped. 


One of the most interesting features of the day was the 
visit to the Yardley power station, the motive power being 
supplied by four Diesel oil engines of 160 в.н.р. cach. The 
station is illustrated on page 104, and we give herewith a 
table of power station costs for four weeks, which will supply 
food for thought to station engincers. | 

We were amongst the very first to recognise and appreciate 


A Diesel day-load plant would be the salvation of many 
a small electricity station now operated by steam. 

We are indebted to Mr. Raworth and his assistants, to M r. 
Lycett, and to Mr. Conaty, engineer-manager to the Bir- 


mingham and Midland Tramways Joint Committee, for their 


ready willingness to supply every information, and we con- 
gratulate the chairman and directors of Raworth's Traction 
Patents on а demonstration which, we believe, must have far- 
reaching effects in the immediate future. — If any man 
deserves success for persistent effort, boundless energy, un- 
failing good humour and unflagging spirit, to secure general 
recognition and adoption of a most useful invention in the 
public service, that man is J. 8. Raworth. 


D See 


NOTES. 


(Concluded from page 100.) 


London County Council.—At the meeting on Tuesday 
the report of the General Purposes Committoe was again brought 
forward in regard to the proposed ambulance service by means of 
electric motor vehicles and street call posts fitted. with telephones. 
The consideration of the scheme was postponed in order that the 
Finance Cominittee might report on the question. 

The Parliamentary Committee submitted a report in relation to 
the electric supply Bills of the present Session, and stated that Mr. 
Bonar Law, in the absence of the President of the Board of Trade, 
had received a deputation who placed the views of the London 
local authorities before him in regard to. the Power Hills. Regret 
was expressed at the second reading of the Administrative 
County of London Bill and its reference to a select com- 
mittee. Having regard to the additional complications which 
had arisen since the County Council last promoted legislation on the 
subject of electricity supply, the Committee recommended the 
Council to urge upon the Government the desirability of the 
Administrative County Bill being rejected, and to suggest that a joint 
select committee or some special tribunal to be selected by the 
Government should be appointed to consider the whole question of 
the supply of electricity for London. After sume observations from 
Mr. McKinnon Wood and Mr. P. Harris, the recommendation was 
agreed to without any dissentient. 

The Council postponed. for а week the consideration of а recom- 
mendatiou in favour of an expenditure of £50,000 in connection 
with the acquisition of lands and easements required for the con— 
struction of the tramway subway from the Strand to the Victoria 
Embankment. The Highways Committee asked for authority to 
obtain tenders for the supply of a further batch of 150 cars at а cost 
of £126,000, the tenders to be alternative for (1) саг bodies, (2) car 
trucks and (3) motor equipments. The cars would be fitted with 
roof covers and direct staircases, It appeared from a further report 
of the Committee that, in order to comply with the by-law, апа 
at the wish of the Commissioner of Police, the reversed staircases 
on the existing cars are to be gradually converted into direct stair- 
Cases, 

The Highways Committee stated that, early in 1904, when the 
New Cross, Peckham and Greenwich sections of the Councils tram- 
ways were opened for electrical traction, considerable ditlienlty was 
experienced with the working of the conduit ploughs used оп the 
cars owing to the exceptionally bad weather which prevailed. In 
view of the importance of the matter, it was deemed advisable to 
obtain special assistance with a view to obviating the diflienlties 
referred to, and arrangements were made with Mr. А. N. Connett to 
assist the Council in the matter. Me paid a visit to Paris in com- 
pany with certain of the Councils officials to investigate the system 
in operation there with regard to the preparation and use of ear 
ploughs, and the difliculties in question were speedily aud satis- 
factorily overcome. The Committee had arranged for the payineut 


to Mr. Connett of a fee of 50 guineas, in addition to a sum of £42 10s, © 
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for out-of-pocket expenses, making a total of £95, which sum the 
Committee thought was reasonable. 

The Theatres Committee announced that the Metropolitan 
Electric Supply Co. had asked that the two systems of electric 
lighting which they had arranged to supply to places of public 
entertainment in their district might be regarded as complying 
with the regulations of the Council. The two sources were the 
generating station at Willesden and that in Amberley Road, Pad- 
dington, and they each supplied independent sub-stations, which in 
turn supplied two independent sets of street mains. It was decided 
to grant the application for a period of three years. 


The Supply of Electricity Bill.—In the House of 
Commons on 18th inst., in reply to Mr. Lough, Mr. Balfour said he 
understood this measure was not uncontroversial, and, if so, there 
was little hope of its passing this session. 

Crieket.—On Thursday, the 13th inst., a cricket match 
was played between the Woking Electric Supply Co. and the 
Woking Gas Co., the former winning by 97 runs to4% Mr. Hallons 
made 45 for the Electric Supply Co., being the highest score of the 
ae The manager of each company captained his respective 
side 


Appointment Vacant.— Working electrician for the 
Monmouthshire Asylum, Abergavenny (£2). 

Memorial to Sir Humphry Davy. — At Clifton, 
Bristol, last Friday, Mr. Marconi unveiled a tablet, which tho 
Clifton Improvement Association proposes to place on 3, Rodney 
Place, Clifton, where Sir Humphry Davy formerly lived. 

Storm in Natal.—The whole Colony of Natal will have 
reason to remember the great gale of May 31st and June Ist, 1905, 


and electrical and telegraph engineers especially, tho town of | 


Durban more particularly being a great sufferer by serious tele- 
phone, telegraph, tramway and electric lighting interruptions. The 
gale lasted over 15 hours, during which time 15 in. of rain fell. 
Houses were unroofed in many places, and in Durban a portion of a 
roof was blown on to a trolley wire of the tramway system, with 
disastrous results to the trolley wire. A few of the cars were held 
up by silting up of the lines and blocking of the track by fallen 
trees, and had to remain out all night, and for a few hours traffic 
was interrupted until the fallen telephone and telegraph wires, &c., 
were cleared from the trolley wires and track. The electric light- 
ing of the Berea suffered very severely, there being about 3 miles 
of overhead mains down, due entirely to fallen trees. The down- 
n and gale continued practically the whole day, and greatly 

dered the work of removing the faulty sections. In all, probably 
700 consumers were affected the first night; it reflects great credit 
on those engaged, that by the next night only about one-third of 
that number were affected, and normal conditions were soon 
restored. 

The after result of the 1 was, however, more serious, as, 
owing to the bursting of the main pipe line supplying water to 
Durban, aud the reserve supply not being sufficient to meet such 
abnormal conditions, the town was entirely without water for 
10 hours, during which time the power station had to shut down. 
Fortunately, this happened to be a Sunday. Water was available 
at 10 a.m., and the service of cars was soon resumed. The tele- 
phone and telegraph departments suffered equally, and for three 
days Durban was practically isolated from the outer world. The 
main telegraph line beyond Pietermaritzburg suffered very con- 
siderably owing to heavy snow, and for miles along the track poles 
and wires were lying about in all directions. In the Durban 
district the chief damage was due to washaways, falling trees and 
various missiles being blown about, and on the North Coast line 
there were 14 miles down. The work geuerally, however, stood the 
test very well, considering the force of the gale, and the depart- 
ment manfully grappled with the task of restoring communica- 
tion, though it will take some time yet to have everything in its 
normal condition. By the end of the first day the railway staff 
wires and Pietermaritzburg wire were got through, as well as a few 
local wires, and the following day communication was practically 
restored in all directions from the Durban district. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engincers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELectrricaL REVIEW posted as to their movements. | 


Central Station Engineers.—The Electricity Depart- 
ment of the Islington Borough Council visited Portsmouth for 
their annual outing on Saturday last. The weather was all that 
could be desired, but the sume cannot be said of the railway 
travelling, the train covering the distance of 85 miles in four hours. 
As the destination was reached three-quarters of an hour late, the 
time allowed for the visit to the Dockyard had to be somewhat 
curtailed, but the visitors spent а very enjoyable hour viewing the 
vessels and submarines under repair. Lunch was served at North's 
Hotel, Cambridge Junction, and after this Mr. Gay, the chief engi- 
neer, proposed a toast to “The King,” and Mr. Rycroft, chief 
assistaut engineer, followed with a toast, Success to the Depart- 
ment,” with which he coupled the name of Mr. Gay. Both toasts 
were very enthusiastically received, aud after a vote of thanks was 
passed to the stewards, most of the party adjourned to the landing 
stage, where a steamer had been chartered, and a most enjoyable 
two hours was spent on the water. A number of the Channel fleet 
were seen st anchor off the Harbour, also several submarine and 
torpedo boats. A piper accompanied the party, and his efforts 


were much appreciated by the sailors on board the ships in the 
harbour. After the steamer had landed her passengers, and they 
had partaken of toa and visited Southsea, the return journey was 
made. 

Mr. G. C. Law, chief assistant engineer at Barnes U.D.C. Elec- 
tricity Works, was last Saturday made the recipient of a handsome 
tea and coffee service on the occasion of his marri The pre- 
sentation was made by Mr. C. 8. Davidson, the chief enginecr. 

The Poplar Electricity. Committee reported at the last meeting 
of the Council having received 71 applications for the position of 
assistant borough electrical engineer. They had interviewed 
several applicants, and submitted four for the Council’s decision. 
In the result, Mr. W, INNES, St. Andrew's Cross Electrical Works, 
Glasgow, who has been engineer-in-chargo there for 23 years, and 
who was previously with Messrs. Drake & Gorham, Ltd., and 
Messrs. Mavor & Coulson, was appointed, at a salary of £200 per 
annum, rising by annual increments of £10, to a maximum of 
£300. 

The Stafford T.C. has increased the salary of Mr. R. E. MEADE, 
electrician at the E.L. Works, from £150 to £175 per annum. 

The staffs of the Stamford and Grantham E. L. stations have pre- 
sented a clock and an illuminated address to Mr. F. B. Hinr, 
assistant engineer, on bis marriage. 

The King's Lynn T.C. has increased the salary of Mr. J. PILLING, 
electrical engineer, from £200 per annum to 4220, with. a ‘further 
increment of £10 per year until £250 is reached. 


Tramway Officials.— In connection with the taking 
over of the Poole and District Electric Traction Co.'s lines, the - 
Bournemouth Council, upon the recommendation of Mr. C. Barber, 
traffic manager, has sanctioned increases in salaries as follows:— 
Mr. F. T. OLDING, chief clerk, £160 to £175; Mr. H. BAKER, 
assistant clerk, £120 to £130; Mr. Н. PALMEm, chief inspector, 
£2 5s. to £3 per week; and Mr. W. B. LAIT, car-shed superin- 
tendent, £3 to £3 3s. per week. 

Mr. F. O. J. Коозк, who has been engaged with the Bourne- 
mouth Corporation for the past three years as assistant to Mr. 1. 
Bulfin, the borough electrical engineer, has been appointed assistant 


‘resident engineer for the London County Council’s Tramway 


extensions, and takes up his new duties carly in August. 

Mr. J. BrLEMMINGS, late tramway motor inspector at Newcastle- 
on-Tyne, who is leaving to become chief motor instructor at Belfast, 
has been presented by the officials and inspectors with a writing 
desk, and by the motormen and conductors with a silver tea service. 


General,.—Mr. W. Н. WATRIN SON, of the Glasgow and 
West of Scotland Technical College, has been appointed to the 
Harrison Chair of Engineering at Liverpool University, vacant by 
the resignation of Prof. Hele-Shaw. Prof. Watkinson served his 
apprenticeship at Keighley, and after holding an appointment in 
engineering works at Bradford, went through a complete course of 
engineering at the University of Glasgow. Subsequently, he held 
a research studentship at Glasgow University, and was a laboratory 
assistant to Lord Kelvin. In 1888 he was appointed to take charge. 
of the engineering department in the Central Science School, 
Sheffield. In 1893 he was elected to the Chair of Engineering at 
Glasgow Technical College. 

At the end of last month Mr. GISBERT КАРР, who is coming to 
Birmingham University in the autumn as Professor of Electrical En- 
gineering, retired from the secretaryship of the Verband Deutscher 
Elektrotechniker. He was succeeded by Herr Georg Dettmar. 


Obituary.—We regret to learn that Mr. W. А. Тномь- 
SON, assistant mains superintendent at North Shields Electricity 
Works, lost his life at Tynemouth on 14th inst. He and a friend 
went iuto the water, aftor bathing, to assist another bather who had 
been caught by the current, and before it was possible to get а boat 
out, the whole three were drowned. Mr. Thompson was a hard- 
working and promising man, who was greatly esteemed by all in 
the works, 


NEW COMPANIES REGISTERED. 


Portable Accumulators, Ltd. (85,225) —Тһіѕ company has 
just been registered with a capital of £25,000 in £10 shares, to acquire the 
business and the sole right of manufacture and sale in the United Kingdom of 
electrical portable accuinulators which heretofore formed part of the business 
carried on at various addresses by the Tudor Accumulator Co., Ltd., to adopt 
an agreement with the said company, and to curry on the business of makers 
of electrical accumnlators and primary and secondary cells, suppliers of electric 
light and power, electricians, mechanical engincers, &c. The first sub. 
scribers (each with one share) are:—A. Muller, Berlin Karlstr, 5b, director; 
А. B. Pescatore, 24, Upper Hamilton Terrace, N. W., electrical a 
E. Jacob, 16, St. Johns Wood Park, N. W., electrical engineer; E. G. Lind, 
64, Thurlow Park Road, Dulwich, S. E., electrical engineer; €. L. Waltner, 
74, Sheen Park Richmond, electrical engineer; L. Mellinger, 12, Bedford 
Place, W.C., electrical engineer; and E. Riesch, 19, Springticld, Upper 
Clapton, N.E., book-keeper. No initial public issue. The number of directors 
is not to be less than three nor more than 11; the subscribers are to appoint the 
first ; qualification, £10; remuncration as fixed by the company. Registered 
office, King Edward's Mansions, 210, Shaftesbury Avenue, W.C. 


Auto Claw Co., Ltd. (85.218).—This company was registered 
on July 12th, with a capital of £15,000 in £1 shares (2.000 preference), to carry 
on the business of elec triciuns, electrical engincers and mechanicinns, engineers, 
manufacturers and owners of electrical vehicles and carriages, supplie rs of elec- 
tricity, dealers in electrical machines and apphances, &., and to adopt an 
agreement with C. Markt and G. Markt. The first subscribers (each with one 
share) are :—G. X. Markt, 8. Elms Avenue, Muswell Hill,sN., merchant; C. Markt, 
23, Church Crescent, Muswell Hill, N., merchant; б. F. Eschner, 29, Priory 
Avenue, Hornsey, N., merchant; E. Caccialupi, 122, Warwick Street, Eccleston 
Square, S.W., works manager; 8. Hereford Lavery, Moorgate Station Chambers, 
E.C., clerk ; C. W. Langford, Moorgate Station Chambers, E. C., solicitor; and 
W. H. Fisher, Moorgate Station Chambers, E. C., solicitor. No initial public 
issue. The number of directors is not to be less than two nor more than three; 
the first are C. Markt and G. Markt (life directors); qualification, 100 shares; 
remuneration of life directors, £50 each per annum: of others, 25 guincas each 
per annum. Registered oftice, $8, Beech Btreet, Barbican, E. C 
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Bruné-Turchi Telegraphic Co., Ltd. (85,252).— This com- 
pany was registered on July 15th, with a capital of £30,000 in £1 shares, to 
acquire inventions or rights relating to telegraphic or telephonic processes or 
instrnments, or to the production, treatment, storage, application, distribution 


and use of electricity, in particular to acquire certain inventions and patents: 


owned by E. Bruné and C. Turchi, relating to simultaneous telephony and tele- 
graphy, to erect, work, manage, control and regulate joint simultaneous or 
separate telephone and telegraph exchanges and works, and to carry on the 
general business of a telephone, telegraph, electricity, heat and power supply 
company. The first subscribers (each with one share) аге :--В. H. Knights, 
Sunnyside, Cromwell Avenue, Cheshunt, Herts, shorthand writer ; G. R. Burgess, 
4, Stapleton Hall Road, Stroud Green, N., clerk; J. Stewart, 31, Lombard Street, 
E. C., chartered accountant ; V. C. Doubleday, 37, Walbrook, E.C., chartered ac- 
countant ; A. S. Chetwood, Rossmoyne, Mayfield Avenue, Woodford Green, solici- 
tor; G. E. Bird, 15, Benedict Road, Brixton, S. W., clerk; Е. A. Н. Walker. 15, 
Kingston Road, Ilford, seoretary. Miniinum cash subscription, 10 per cent. of 
the shares offered to the public. The number of directors ів not to be less than 
two nor more than six, so long &s E. Bruné and C. Turchi, or their executors or 
administrators, hold between them one-third of the issued shares or stock they 
may jointly appoint two persons to be directors, or if they hold one-sixth of 
such shares or stock they may appoint oue director; qualification of directors 
(other than such nominees who shall not require qualification), £250; remune- 
ration, £100 each per annum (chairman, £150) and 10 per cent. of the surplus 
profits available for distribution after paying 10 per cent. on the ordinary shares 
and setting £1,000 to reserve, divisible. Registered office, 31, Lombard 
Street, Е.С. 


RETURNS OF ELECTRICAL 


OFFICIAL 
| COMPANIES. 


Uxbridge and District Electric Supply Co., Ltd. “62,706).—- 
Issue, on June 22nd, of £600 debentures, part of series created July 14th, 1904, 
to secure £35,000, charged on the company’s undertaking and property, present 
and future, including uncalled capital. No trustees. 
series: £28,400. 


` Boardman Eleetrical Patents Co., Ltd. (63.712).— This com- 
pany's annual return, made up to December 29th, 1904, was flled on June 24th, 
1905. 1,000 shares have been taken up out of a nominal capital of £2,000 in £1 
shares. £1,000 is considered as paid. Mortgages and charges: Nil. 


Amazon Telegraph Co., Ltd.—(44,532).—4 board resolution 
under seal, dated June 20th, 1905, creating £35,900 further debentures, has been 
registered. Property charged: A subvention of £17,125 per annum and all 
other monies payable by the Government of Brazil under Clause 10 of a con- 
cession dated April th, 1895.: Trustees under deed mentioned below: Sir 
William C. Quilter, Bart., King's Arms Yard, E.C.; and Sir John D. Pender, 
K.C.M.G., Electra House, Finsbury Pavement, Е.С. The present issue ranks 
pari passe with £119,700 like debentures issued in 1897. Both issues are 
covered by a trust deed dated August 5th, 1897. The company reserves power 
to issue further debentures ranking pari passu with the above to the extent of 
£39,100. The whole of the above debentures rank after £150,000 6 per cent. 
debentures created in 1901. A trust deed dated July 11th, 1905 (supplemental 
to said trust deed of 1897), securing £75,000 debentures created by resolution of 
June 20th, 1905 (? consisting of the £35,900 and £89,100 above mentioned), has 
also been registered. Property charged and trustees as above. 


Kramos, Ltd., Electrical Engineers, Bath (82,859).— Issue on 
June 26th of £300 debentures, part of series created February 22nd, 1906, to 
secure £4,000 charged on the company's undertaking and property. present and 
future, including uncalled capital. No trustees. Previously issued of same 
scries, £1,600. А 


Oriental Telephone and Electric Co., Ltd. /40.691'.- A 
trust deed dated June th, 1905, to secure £100,000 debenture stock, has been 
registered. Property charged: The company's undertaking and property, 
present and future. Trustees: Sir Auckland Colvin, Earl Sahan, Framlingham, 
Suffolk; and G. F. Braithwaite, Kendal, Westmoreland. 


Premier Electric Lamp Co., Ltd. (66,327).—This company’s 
annual return was filed on May 22nd, when 67,757 ordinary and 10,037 preference 
shares had been taken up out of a nominal capital of £100,000 in 67,757 ordinary, 
and 32,243 preference shares of £1 cach. £1 per share has been called up on 
257 ordinary and 10.087 preference shares, resulting in the receipt of £10,294. 
67,500 ordinary shares are considered as fully paid. Mortgages and charges: 
£12,500. 


Thomson-Davis Telephone System, Utd. (64,901). — This 
company's annual return, made ор to January 13th, was filed on June 22nd. 
5,695 shares have been taken up out of a nominal capital of £6,000 in 6.000 
shares of £1 each. £1 per share has been called up on 842, and 7з. 6d. per 
share on 860 shares, resulting in the receipt of £947. The amount of calls 
unpaid is stated in the return as £255, but apparently should be £30, the 
remaining £225 being uncalled. 4,493 shares are considered аз fully-paid, 
Mortgages and charges: Nil. 


‚ CITY NOTES. 


N 


Electrical Power Storage Co. 


Тие sixteenth ordinary general meeting of the shareholders of this 
company was held on Thursday of last week at the offices, 4, Gt. 
Winchester Street, Mr. J. Irving Courtenay presiding. 

The CHAIRMAN, in proposing the adoption of the report, said that 
the net profit for the vear was £9,129 17s. 8d., Which. with 
a balance of £470 17s. from last vear'*s account, amounted to 
£9,600 14s. 8d., out of which the directors had applied. £2,500 on 
account of depreciation in respect of patents, &c., and carried 
£1,000 to the contingent fund. They recommended payment of a 
similar dividend to last vear—viz, 6 per cent. on the ordinary 
share capital; which would leave £711 1s. 1d. to be carried forward. 
They had also transferred £13,500 from the special reserve account 
which, with the £2,500 already mentioned, had been applied in 
reduction of pateuts, goodwill, &c. The directors considered it 
desirable to write off a substantial sum from the patents account. 
The upkeep of the works, owing to the special nature of the business, 
was always а heavy item of expenditure, and amounted to 
£1,922 15e. 8d. ; in addition to this, £1,618 2s. Rd. had been written 
off for depreciation of buildings and plant. &c. During the vear 
£1,210 15s. Rd. had been expended in new plant, tools, &c., of the 
most modern description. The investments were greater by nearly 
49,500. 


Previously issued of same . 


The company during the year, in addition to the smaller class of 
business, obtained a ful] share of the large central station contracts 
throughout the country, and had completed central station batteries 
for 16 companies or local authorities, including the North Metro- 
politan Electric Power Supply Co.; Metropolitan Borough of 
Poplar; Acton Urban District Council; Royal Mint; Metropolitan 
Electrie Supply Co., Ltd. Fisher Street): Metropolitan Electric 
Supply Co., Ltd. “Tower Street; ; Pembroke Dockyard; Lloyds; 
Haslar Hospital; Chelsea Electricity Supply Co., Ltd.; Midland 
Railway (Heysham Harbour’: Gibraltar Dockyard, and the 
Boroughs of Bridlington, Londonderry, Sunderland and Tynemouth. 
It was therefore evident that, in spite of the competition which 
every Year increased in severity, and the condition of trade, the 
Electrical Power Storage Co. had not only held its own, but, taking 
everything into account, had done remarkably well, With the 
gradual expansion of the uses for electricity, the company’s manu- 
factures were constantly being called upou to adapt themselves to 
fresh conditions of working, and as a few years ago it was necessary 
for them to infroduce a one-hour rated cell in order to meet the 
requirements of electric power circuits, chiefly those of electric 
tramways, so this year it had been necessary for them to in- 
troduce a heavier type of cell with a Planté formed positive, and 
capable of discharging all its energy in half-an-honur : in other words, 
having а half hour rated capacity inorder to meet the requirements 
of electric railroads, and although at present there was a tendency 
among some engineers to question the utility of storage batteries on 
these electric railways, yet they felt sure that when the peculiar 
circumstances of working were more fully developed it would be 
found both useful and economical to employ storage batteries as 
part of the working plant for such purposes. While devoting their 
attention to these larger types of cells, the smaller types had not 
been neglected, and various modifications and improvements which 
they had been able to embody in their automobile cells had secured 
them practically the whole of the market for such types in this 
country. 

During the year the usual crop of new discoveries in accumulators 
had appeared with its accustomed regularity. Many of these were 
old friends resuscitated which were exploited and buried Vears ago, 
Others had а certain amount of novelty in them, but very few were 
entirely novel in character, Practically all those which bad been 
placed prominently before the public had teen examined and 
tested Yn their laboratory at Millwall. and, although it was true 
that in some cases certain features had been found which were good, . 
yet, unfortunately, those good features had always been more than 
counterbalanced by bad ones, and, of all those tested, they had not 
come across one which, when taking tbose various points into 
account, could be called a commercial article. Again, as regards the 
alkaline accumulator, popalarly called, or rather mis-called, the 
Edison cell, their experiments in this direction tended to confirm 
the previously expressed opinion on the subject, viz. that it was 
more expensive to make, and in addition, more expensive to 
maintain, than the lead cell. It was Interesting to note that their 
experience was fully borne out. by the. experience obtained in 
Germany, where they had. been working on this type of cell even 
longer than themselves, their conclusions being that. the cost of the 
alkaline accumulator per kilometre for the running of an ordinary 
automobile was about three times that of the lead accumulator, 
taking into acwonnt the first cost and upkeep. Their works were 
fully employed and had work in hand for several months ahead, 

. but there were certainly signs that the business in aecumulaters 
were not so brisk as it was 12 months ago, in addition to which the 
cutting of prices, which had now become general. rendered it possible 
to make only the smallest profit on cach individual transaction. 
They hoped, however, that a revival in trade, of which there were 
some indications, would come before very long, and enable them to 
put before them next year an equally good report. 

Mr. F. GREEN seconded the motion, and the report was adopted. 


General Electric Co. 


THE directors’ report to March 31st, 1905, states as follows :— 


The net trading profits and income from invest- 
ments, &c., amount to.. 125 ra S : 
After deducting depreciation and debenture in- 

terest amonntingto .. ©з М: 25.919 13 11 
There remains a balance of — 
Out of which the dividend on the preference 
shares at the rate of 5 percent. for the vear 
ended March 3lst, 1905, has been paid, absorb- 
ing.. - vs zx - P. ; 


£73,222 16 9 


£47,903 2 10 


- 


12,500 0 0 


£35,403 2 10 


Leaving an available balance of 


Which the direetors recommend showd be 
appropriated as follows :— 


To payment of managing directors’ and employes’ 
bonus Ss $^ 85 id Es | 
To payment of dividend on ordinary shares at the 
rate Of 5 per cent. for the year ended March 
ist. 1905.. s ds xus 22 15,875 0 
To reserve account ЕА - M T .. 15,987 16 
, — ——— £35,403 2 10 


480,265 7 2 


43,510 6 6 


* о 


The reserve account stands in the necounts nt .. 
Being the amount of undivided protits 
as at March 3157, 1904. 
The proposed appropriation of the undivided 
profit of the year ended March 3lst, 1905, 
amounts to 


M шу ba T e at 15,957 16 4 
Giving a total of reserve account of .. 


——— — 490.253 8 6 

The trading profits have suffered under the continued depression 
of trade. The Witton engineering shops and foundry have been 
fully occupied during the last 12 months, and the results have been 
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satisfactory. The carbon works have throughout the year been 
working at their full capacity, and produced a uniformly high 
standard of quality. The directors hope that the unprecedented 
cutting of prices by foreign competitors may soon end, and allow 
the company to reap the commercial benefit of this important 
The Manchester, Birmingham and London factories 
continue in their normal progress, During the year further 1,570 
ordinary shares have been allotted to the directors of the company 
and members of the staff at par. Mr. Н. Bevis retires by rotation 


from the position of director, and offers himself for re-election. 


British Electric Traction Co. 


THE directors’ report for the усаг ended March 31st, 1005, states 
that the total amount for appropriation, including £38,148 brought 
forward from last year, is £267,176. The net premiums, amounting 
to £17,814, received in respect of debenture stocks and preference 
shares issued during the year, have not been brought into this 
account, but have been carried direct to reserve. The following 
amounts in respect of interest on debenture stocks and dividends 
on shares, have already been paid or provided for, viz.:— а 


Interest on 5 per cent. perpetual! debenture stock for the year 


ended March 3lst, 1905 £68,196 16 10 
Interest on 4à per cent. second debenture stock for the year 
ended March 31st, 1905 .. 12,286 13 1 
Dividend at the rate of 6 per cent. per annum on the prefer- 
ence shares for the year ended March 31st, 1905 . 93,765 19 10 
Interim dividend at the rate of 6 per cent. per annum on the 
ordinary shares for the half year ended September 30th, 1904. . 89,900 6 O 
Leaving а balance of £51,586 14s. 7d., to be applied as follows : — 
Dividend at the rate of 6 per cent. per annuin on 
the ordinary shares for the half ycar ended 
March 31st, 1905, making 6 per cent. for the 
year M : . £39,990 6 0 
Carried forward to next account + .. 14996 8 7 | 
——— 54,986 14 7 
5 £267,175 10 4 


t 


Capital Account—In the last annual report it was stated that 
arrangements had been made with a syndicate for advances to 
the company of £550,000 by instalments, and that an option had 
been given by the company to the syndicate to call for allotment at 
any time before December 31st, 1905, of debenture. stocks and 
shares of the company. At March 31st last, this option had been 
exercised to the extent of £148,965 of 5 per cent. perpetual deben- 
ture stock, £128,790 of 44 per cent. second debenture stock, and 
5,000 6 per cent. cumulative preference shares of £10 cach, and the 
whole of the amount advanced by the syndicate had been repaid. 
In addition to the stocks and shares referred to above, £43,463 of 
5 per cent. perpetual debenture stock was sold to the above syndi- 
cate. The net premiums received in respect of the above issues 
amount to £17,813 10s. id., which sum has been added to reserve. 
The subscribed share and debenture capital at March 31st, 1905, 
was :—-£1,333,010 in ordinary shares of £10 each; £1,614,370 in 
6 per cent. cumulative preference shares of £10 cach; £1448,653 in 
5 per cent. perpetual debenture stock; £378,790 in 44 per cent. 
second debenture stock. | 

Progress of the Business. The mileage of the lines worked by the 
company and its associated companies at December 31st, 1904, was 
354°37 miles of tramways and light railways and 77 62 miles of 
omnibus routes, or a total of 431-99 miles, as ‘compared with 396°31 
miles at December 31st, 1903. The number of passengers carried 
was 242,640,521, as compared with 219,714,189 at December 31st, 
1903, and the traffic receipts amounted to £1,264,061, as compared 
with £1,162,005 at December 31st, 1903. The increase in the 
traffic receipts was not so large as had been expected, mainly 
owing to the general depression in trade which prevailed through- 
out most branches of industry during the past year, and which 
materially restricted the spending power of the public. During the 
past year the directors continued the policy previously announced 
of restricting, as far as possible, the capital commitments of the 
company. This has enabled considerable reductions in the 
administration expenses to be effected, the total manayement and 
general expenses having been reduced by £20,659 5s. 2d. The 
whole of the company's temporary loans from bankers, amounting 
to £200,000, have been repaid. 

Airdrie anl Co albridge.—The Airdrie and Coatbridge Tramways 
(about 34 miles) have been constructed, and were opened for traffic 
by electric traction on February 8th, 1904. The capital expenditure 
is about £55,000. "The profit to ‘December 31st, 1904, before pro- 
viding for interest on capital expenditure, amounted to £4,345. An 
issue of the capital of the Airdrie and Coatbridge Co. will be made 
shortly. 

Aucklund.—The present system of the Auckland Electric Tram- 
ways Co., Ltd., consists of 18°64 miles. The net profit for the past 
year, after payment of debenture interest, amounted to £26,275, 
which is in excess of the estimate contained in the prospectus of 
the company. The dividend on the ordinary shares for the past 
year was 6 per cent., and the depreciation and reserve fund stands 
at £18,050.. £85, 100 further debenture stock has been issued during 
the year, independently of the B. . T. Co. 

Barrow.—The Barrow-in-Furness Tramw ays, Which were formerly 
worked by steam, have been reconstructed, and were opened for 
traffic by electric traction partly in February and partly in June 
and October, 1904. The capital expenditure amounts to about 
£92,000. The profits to December 31st, 1904, before providing for 
interest on capital expenditure, amounted to £4,425. The total 
length is 54 miles; they are owned and worked by the B. EK. J. Co. 

Birmingham and Midland.—The Birmingham and Midland Tram- 
ways Joint Committee, which was referred to in the last report, 
has managed the lines of the five companies in Birmingham and 


— 


proved advantageous. 


electric traction during the currency of the leases. 


. energy for lighting and power. 


- 
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adjacent distficts since July 1st, 1904, and the arrangement has 


The Birmingham and Midland Co., which 
holds the majority of the shares and debentures of the other com- 
panics, has made financial arrangements independently of the 
B. E. T. Co. An amalgamation of the Birmingham Motor Expresa 
Co., Ltd., with the horse omnibus departments of the Joint Com- 
mittee has recently been arranged. Agreements have been made 
by the City of Birmingham Co. with the Birmingham Corporation 
for mutual running powers on several lines, and, in the opinion of 
the directors of that company, it should be possible to make satis- 
factory arrangements in regard to other routes as the leases of the 
lines held by the company "within the city expire. An agreement 
has also been made with the Birmingham Corporation for the 
purchase of the company's main depot and some of the company's 
lines at an agreed price, and the company has agreed to give the 
Oorporation facilities for recoustructing portions of the lines for 
Owing to 
exceptional local difticulties, the accounts of the South Staffordshire 
(Lessee) Co. for the past year show a loss. In order to overcome 
Some of these difficulties, and. to further the interests of the com- 
pany generally, the South Staffordshire (Lessee) Ca, has acquired a 


| controlling interest in the South Staffordshire Tramways Co., the 


lessors of the lines. 

Bombay.—The B. E. T. Co. has taken over the interests апа 
obligatious of the Brush Co. in the concession for the working uf 
the tramways in Bombay. by electric traction, and for the supply of 
A company has been registered 
called the Bombay Electric Supply and Tramways Co., Ltd., to 
take over the tramway and lighting undertákiugs, and a syndicate 


has been formed to provide £1,200,000 to enable this enterprise to 


be carried out. The ЕТ. Co. has retained a substantial interest 
iu the syndicate. The City of Bombay has a population of over а 
million, and offers exceptionally favourable scope for tramways, 
iE for the supply of clectric light and power. 

County of Murham.--The B. E. T. Co. has sold its interest in the 
County of Durham Electrical Power Distribution Co., Ltd., and in 
County of Durham Electric Power Supply Co. to the Newcastle- 
upon- Tyne Electric Supply Co., at the price of £256,000, pay neut 
of part of which is deferred. The price, which provides tor a fair 
profit to the B.E.T. Co., includes the cost of completing certain 
specified works. Тһе B.E.T. Co. was prepared to accept £100,000 
of the purchase price in preference shares of the County of Durham 
Electrical Power Distribution Co., Ltd., but the purchasing com- 

ny has exercised its option to pay the whole amount in cash. 

Cavehill (Belfust).— The B. E. T. Co. has ceded а one-third 
participation of its interest in the Cavehill and Whitewell tramway 
undertaking to Messrs. J. G. White & Co., Ltd., and contracts have 
been placed with that firm for the immediate reconstruction of the 
tramways for working by electric traction. Arrangements are iu 
progress for takiug the supply of energy required for the tramways 
from the Belfast Corporation. 

Leamington апа Warwick.—The tramway between Leamington 
and Warwick (3 miles), hitherto worked by horses, has recently 
been reconstructed for electric traction, and the lines will he 
opened for traffic in the course of the present month. А power 
house has been creeted for the supply of electric energy for the 
tramways aud for lighting in Warwick. 

Metropolitan Electric Lramunays.—Good progress has been made 
by the Metropolitan Electric Tramways, Ltd., during the past year. 
There are now 184 miles of electric tramw ays and light railways in 
operation by the company, and further lines аге under construction. 
The traffic receipts are satisfactory, and the company іх 
already earning sufficient profits, including dividends on shares 
held in the North Metropolitan Tramways Co. and other sources of 
income, to defray all prior charges and dividends оп preference 
shares. There is reasonable prospect that a dividend on the 
ordinary shares will not be Jong delayed. Arrangements are being 
made between the North Metropolitan Tramways Co. and the 
London County Council for the surrender of the lease of the horse 
tramways in North London and for the sale to the Council of the 
horses, cars, plaut aud certain leasehold properties. An agreement 
made in 1903 for the purchase of the Harrow Road and Paddington 
tramways has been confirmed by Parliament. The business of the 
North Metropolitan Electric Power Supply Co. (which is con- 
trolled by the M.E.T. Co.) is developing satisfactorily. "The com- 
pany owns three power stations, at Willesden, Brimsdown (Enfield) 
and Hertford, and has sub-stations at Wood Green, Edmonton, 
Hendon and Finchley, and is alrendy selling electricity in bulk to 


the Willesden Urban District Council, and has made a 
contract to supply current in bulk to the Metropolitan 
Borough of Stoke Newington. Other like agreements are 


in course of перо Чоп. The Power Supply Co. has also 
purchased the B. . T. Co.' interest in the electric lighting under- 
takings at Hertford, Barnet, Enfield and St. Albans. The Power 
Supply Co. is promoting a Bill in the present session of Parliament 
for the extension of the area in which it is authorised to supply 
electricity in bulk and for other purposes. The Bill has been 
passed by Lord Camperdown's Committee in the House of Lords, 
and is unopposed in the House of Commons. An issue of 141,396 
ordinary shares of £1 cach was made in April last at par to the 
share and debenture stockholders, and beyond taking up the 
Proportion to which it was entitled, the ВЕТ, Co. ‘has not 
entered upon further financial obligations in connection with the 
M. E. T. Co. 

Nelson, B. C.— The working of the tramways at Nelson, British 
Columbia, has resulted in a loss. The lines have been leased to 
the City of Nelson, B. C., for a period of four years from January 1st 
last at a nominal rent, with the right to share equally in any profits, 
while, in the event of a loss being incurred, the company’s liability 
is limited to 4300 per annum. 


i 
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Poole.—The award of the umpire in the matter of the sale of the 
undertaking of the Poole and District Electric Co. to the Bourne- 
mouth Corporation was given in December last, and amounted to 
£112,000, exclusive of various agreed sums. Other points arising 
ont of the agreement for sale to the Corporation remain to be 
settled, but it is estimated that the distribution which the purchase 
price will allow will be about £17 per £10 share. The transfer of 
the undertaking to the Bournemouth Corporation has been effected 
without prejudice to the outstanding points. The B.E.T. Co. held 
about three-fifths of the capital in the Poole and District Co. 

South Metropolitan Tramways and Lighting.—' The South Metro- 
polffan Electric Tramways and Lighting Co., Ltd., holds orders 
confirmed by Acts of Parliament for electric lighting at Sutton, 
Carshalton, Wallington and Cheam and the supply of clectricity 
has been commenced. The company bas  acquiréd the 
B. E. T. Co.'s rights under the Croydon and District Electrict Tram- 
ways, Act, 1902, the Croydon and District Electric Tramways 
(Extensions) Act, 1903, and the Mitcham Light Railway Order of 
1901, authorising the construction of about 184 miles of tramways 
and light railways in the vicinity of Croydon. The construction of 


parts of the tramways authorised has recently been commenced. - 


An agreement made in 1903 between the Beckenham Urban District 
Council and the B.E.T. Co. for a lease of the tramways proposed to 
be constructed by the Council is being rescinded by mutual arrange- 
ment, the Council having decided not to construct the tramways. 
The B.E.T. Co. proposes to establish a service of motor-omnibuses 
between Penge and Beckenham. 

South Shields and Jarrow.—The Corporation of South Shields has 


served notice upon the South Shields Tramway and Carriage Co., 


Ltd., to determine the lease of the tramways, in accordance with 
the terms thereof. Application has been tuade to the Corporation 
by the Jarrow and District Electric Traction Co., Ltd., for running 
powers into South Shields. | 


Swansea.—In the last annual report roference was made to an - 


important decision given by Mr. Justice Buckley in favour of the 
Swansea Tramways and Improvements Co. in regard to the question 
of tenure. In the present session of Parliament the Corporation of 
Swansea promoted a Bill which, if passed, would have serionsly 
affected that decision, but the clauses of the Bill relating to the 
tramways were rejected by Parliament. The tramways and light 
railways constructed by the Corporation have been leased to the 
company, and about six miles were opened for traffic by electric 
traction on April 22nd last. 


Wellingborough.—The B.E.T. Co. promoted a Bill in the present 


session of Parliament to obtain an extension of time for the con- | 


struction of the Wellingborough and district tramroads, to abandon 
portions of the lines, and to obtain power to supply electricity in 
bulk for power and other purposes in the district. The Bill was 
supported by nearly all the local authorities, but owing to the 
opposition of the County Council of Northampton, whose consent 
could have been obtained upon terms which the company was 
unable to agree to, the Bill was rejected by Parliament. "The time 
allowed by the existing Act for the construction of the tramroad 
not being sufficient to enable the work to be completed, the directors 
have no alternative but to abandon the enterprise. The directors 
are of opinion that the loss, when ascertained, is one which will be 
properly chargeable against reserve fund, in accordance with the 
policy which was announced at the time when the purposes of the 
reserve fund were explained. 

IWorcester.—The tramways and light railways of the Worcester 
Electric Traction Co., Ltd., have been constructed within the city 
boundary, and were opened for tratlic by electric traction partly іп 
February and partly in July, 1904. The capital expenditure at 
December 31st last was £114,319. The revenue for the year 
amounted to £15,611, and the expenses, iucluding repairs and 
maintenance, to £10,444. Р 

Yarmouth—The undertaking of the Yarmouth and Gorleston 
Tramways Co., formerly worked by horses, has now been purchased 
compulsorily by the Yarmouth Corporation under the terms of 
Sec. 43 of the Tramways Act, and it is estimated that the sale will 
result in a loss of about £700, which will be brought into next year's 
accounts, 

Yorkshire (Woollen District ).—The Corporation of Dewsbury has 
exercised its option to purchase the light railways within its area 
(24 miles), and has leased the same to this company for 28 years 
in accordance with agreements previously made. 

The lines of the Dewsbury, Batley and Birstal Tramways Co., 
Ltd., hitherto worked by steam, are being purchased by the local 
authorities, and will then be leased to the Yorkshire (Woollen Dis- 
trict) Co. for working by electric traction. | 

Raworth Traction Palents.— Raworth's Traction Patents, Ltd., 
has been formed to acquire the British patents granted to Mr. 
Raworth for the system of automatic regenerative control and the 
one-man car, and has an issued capital of £25,224 in 10,224 pre- 
ferred ordinary shares, and 15,000 deferred ordinary shares of £1 
each. The B.E.T. Co. has surrendered a free license to use the 
patents in consideration of the transfer of 3,000 deferred ordinary 
shares of the company. | 

Motor-Omnibuses.—The policy explained in the last report in 
regard to motor-haulage and motor-omnibuses, has led to the 
formation jointly with the Brush Co. of the British Automobile 
Development Co., Ltd, with a nominal capital of £100,000, 
for the purpose of developing this branch of industry in conjunction 
with the associated companies. It is proposed to erect suitable 
works for the manufacture of these vehicles at Longhborough 
adjoining the works of the Brush Co., and agreements have been 
made under which the new company will acquire the goodwill of 
the B. E. T. Co. and of the Brush Co. in regard to this business. 

Mutual Insurancc.—An insurance fund has been constituted by 
the associated companies to provide mutual insurance against lia- 
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bilities for accidents to third parties. The essential features of 
the scheme are that the whole of the companies are divided into 
five classes in accordance with an estimate of the comparative risk 
of each, that the scale of contribution of cach company is fixed by 
the Advisory Committee (clected by associated companies) on a 
basis of the traffic receipta, that cach associated company is covered 
for an unlimited number of accidents, and that a reinsurance is 
effected for the excess over £2,000 up to £10,000 in respect of any 
one accident. So far as can be judged at present, the associated 


companies will effect a considerable saving on the cost of insurance. 


"Electric Construction Co. 


Tar twelfth annual general meeting of this company was held at 
Winchester House on Thursday last weck, Mr. James W. Barclay 
presiding. 

In moving the adoption of the report and accounts, the CHAIRMAN 


said that he greatly regretted that the accounts which the directors і 


had to submit were not of a more satisfactory character. Thè profit 
was only sufficient to justify payment of the dividend on the pre- 
ference shares, but they carried forward £3,319 5s. 3d. to the credit 
of next year's profit and loss account. The gross profit on manu- 
facturing and contracting had been £10,864 less than it was during 
the previous year. That falling off was not-due to any mistakes 
or slackness оп the part of the managers or the staff; 
it arose solely from a decline in prices, brought about by excessive 
competition, combined with a general depression in trade. The 
dividends on shares in other companies showed a decrease, but it 
was to be kept in view that they took 450, 000 out of those pro- 
регез and paid off their debt to the bank, with the result that 
their interest charge was reduced by the sum of 42,392. The 
Madras Tramways had not done quite so well as was anticipated, 
but they were assured that the falling off was only temporary. 
There was this reason for confidence in the future of that property. 
They bad obtained from the ,Government of Madras a concession 
for 44 miles of additional tramways, and the construction of that 
new portion was being proceeded with. The increased mileage 
would reduce the percentage of standing charges on the earuings, 


and thus leave a larger margin for dividends. The Electrical 


Power Storage Co., in which they had a large interest, continued 
to do very well in spite of the general depression. Its position as 
tbe maker of the best accumulator in the market was now well 
established, and its dividend of 6 per cent. was maintained, The 
directors were of opinion, however, that part of the funds invested in 
that business might be more advantageously employed in their 
own, and part of the holding would probably be offered 
to the shareholders within the next few months. 
Dealing with the effects of competition on the company, 
the chairman said that there had been a great extension 
of factories for making electrical plant in this country ; in fact, he 
thought that the eapacity had doubled in the past few years. The 
accounts showed that the company was in a stronger financial posi- 
tion thin ever before. At present they were installing fonr large 
dynamos at Greenwich for the L.C.C. tramways, and were ready to 
install at Park Royal the plant for the suburban traction of the 
Great Western Railway. 

The motion was seconded by Mr. PurLiP E. BEACHCROFT. 

Mr. W. Hancock, а shareholder, said that, as one who had been 
connected with electrical matters for some 59 years, he could not 
understand how it was that the company had come to its present 
position. He could not think that the position was entirely due to 
depression ; in fact, he could not think that with the great Increase 
in electrical enterprise, the construction of tramways, &c., and the 
gradual displacement of the steam engine by the electric motor, 
there could really be any serious depression. In his opinion, the 
directors had made a mistake in financing other companies, 
instead of using their money in their own company. He thought 
also that a mistake had been made in purchasing for cash the 
Electrical Power Storage Co. 

The CHAIRMAN replying to this, and to criticisms by other share- 
holders, said that the people with whom the company had to 
compete, were in very much the same position as themselves. He 
was happy to say that as nianagers of their business, they had got 
as good men as they could hope to get. "There certainly was a 
depression in trade, and it was due to competition. 

The report was adopted. 


Thomas Parker, Ltd. 


THE directors in their report to April 30th, 1905, state that 
they regret to have to report that the severe competition and 
reduced prices, combined with trade depression, still continue in 
the electrical industry. After deducting general charges, mainten: 
ance and interest on debentures, the accounts show an adverse 
balance which it is proposed to meet by transferring £6,000 from 
the reserve fund, carrying forward £153 19s, to next year's account. 
The directors have thought it advisable to trausfer £1,500 from the 
reserve fund to a suspense account, to mcet a possible loss that may 
be made in connection with foreign agencies. The buildings and 
plant have been well maintained, and in view of the large amount 
written off for depreciation in former years and the sums spent out 
of revenue for maintenance of plant and machinery, the directors 
have not considered it necessary to draw on the reserve fund for the 
depreciation account, as the average over the 11 years during which 
the company has been working is well above the usual figures for 
similar manufacturing companies. The directors have decided to 
forego one half of their fees for the year. The directors attribute 
the unsatisfactory results entirely to lack of orders during the year, 
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as although the works were full at the beginning of the year's 


working it became advisable later to stop all night work and reduce 


the number of hands employed and eventually to resort to short 


time rather than attempt to keep the works full of orders at prices 
which would not pay the cost of production. During the last few 
months it is satisfactory to note that the works are again working 
full time. The works staff has been kept in a fully efficient state, 
and the directors are satisfied that no opportunities have been lost 
to secure work at remunerative prices, or to improve desigus and 
reduce cost of production to meet the adverse conditions. Owing 
to а serious illness, Mr. Thomas has resigned his position as a 
director of the company. The directors have elected Mr. E. S. G. 
Rees to fill the vacancy. | 


Indian Electric Supply & Traction Co. 


Tue statutory meeting of the shareholders of this company was 
held on Thursday of last week at Winchester House, Old Broad 
Street, Sir W. R. Lawrence, the chairman, presiding. There was 
no business transacted, but, from a report issued to the shareholders, 
we learn that the total number of shares allotted is 1,007, upon 
each of which 10s. has been paid in cash. £120,500 of construction 
debenture stock has also been allotted, upon which 30 per cent. has 
been called up and paid in cash, and instalments in advance, 
amounting to £41,005, have also been paid up in cash. £4,500 of 
this stock, fully paid, was allotted to Messrs. Kilburn & Co. and 
Messrs. Begg, Sutherland & Co., in terms of the agreements dis- 
closed by the prospectus. 'The total amount of cash received by 
the company in respect of shares issued wholly for cash is £503 10s., 
and in respect of the construction debenture stock is £77,155. 


Direct United States Cable Co. 


THE directors’ report for the six months ended June 30th says :— 
The revenue, after deducting out-pay mente, amounted to £49,470, as 
compared with £43,121 for the corresponding period of 1904, 
showing a difference of £6,348 in favour of the half-year under 
review. The working and other expenses for the same period, 
including provision for pensien fund, endowment assurance, and 
income-tax, but exclusive-of cost of cable maintenance, amounted to 
£22,572, leaving a balance of £26,898 as the net profit, making with 
£2,876 brought forward from the previous half-year a total of 
£29,774. For the corresponding period of 1904, the working 
expenses and other payments amounted to £21,186. Three quarterly 
interim dividends of 3s. each per share amounting to £27,320 have 
been declared and paid during the financial year, and a final 
dividend of 3s. per share is now proposed, together with а bonus of 
18. per share, making with the three interim dividends, 3$ per cent. 
for the year, being a total distribution of £39,462. After trans- 
ferring £6,000 to the reserve fund account the balance of £2,526 on 
the revenue account is proposed to be carried forward. The reserve 
fund account has been debited with £3,946 for cost of cable main- 
tenance, aud after being credited with interest on the investments, 
profit on sale of securities, and amount transferred from revenue, 
the balance now amounts to £482,948, taking the investments at 
cost price. 


- 


Chili Telephone Co, 


THE sixteenth ordinary general meeting of this company was held 
on Thursday last week at the offices, 42, Old Broad Street, Mr. 
George Keith presiding. : 

The CHAIRMAN, in proposing the adoption of the report, said it 
was a very satisfactory record. The improvement shown in the 
business was very similar to .that of the preceding year. The 
revenue in Chili had increased by $62,204, while the working 
expenses had proportionately increased by $22,731, that working 
out at about 46 per cent. of the revenue. The business was well 
organised under the able and energetic management of Mr. Johnson, 
their general superintendent in Chili, and the ratio and working 
expenses varied very little from year to year. The average rate of 
exchange for the year was 16:3d., and the income: from Chili, when 
reduced to sterling, came out at £36,227, which, with iuterest on 
investments, made a total income for the year of £36,870. The 
London expenses remained the same as last year. The debenture 
interest was £1,410 less in consequence of the reduction of the out- 
standing debentures, while the income-tax was £358 more. When 


these charges were met and £2,502 brought forward from the last . 


account was added there remained a balance of £34,547. An 
interim dividend of 3 per cent. was paid in January and £15,360 
had bcen transferred to the reserve. It was now proposed to pay 
a final dividend of 5 per cent. and to carry forward £2,467. He 
thought the result of the year's business might be considered very 
satisfactory. The interim and the final dividend made a total 
distribution of 8 per cent. The amount transferred to the reserve 
had increased it to £79,000, the outstanding debentures had been 
reduced from £35,000 to £22,000, while cash investments in 
securities outside the business remained tbe same as last year. As 
regarded the position in Chili, the law regulating electric services 
there had been passed by Congress in August last. Under its 
provisions the Government had legalised the company's position as 
regarded ite property throughout the country. The provision for 
putting the telephone wires underground in the central parts of 
Santiago was still under discussion. The work could not be com- 
menced' until the new drainage system, which was about to be laid 
down, was completed. The delay would not interfere with the 
company's business as meanwhile the permission for the overhead 


plant held good. In conclusion, he said that Chili was increasing 
in prosperity, and the company's business continued to grow in the 
large centres of population, and the proepects for the current year 
were exceedíngly good. 

Mr. F. Jones seconded the motion, and the report was adopted. 


Metropolitan District Railway Co. 


AN extraordinary general mecting of this company was held on 
Monday. Mr. R. W. PERKS, M. P., presided, and said that the 
object of the meeting was to authorise the creation and issue of 
£300,000 of either ordinary or preference stock and shares, and of 
£100,000 debenture stock, and £75,000 of either preference or 


ordinary stock authorised by the Whitechapel and Bow Railway 


Act, 1902. The directors had made arrangements that both of 
these stocks should be issued as a second preference stock, ranking 
on an equality with the second preference stock, the whole of which 
had been paid over to the Underground Electric Railways Co. for 
construction purposes at the price of 65. The assent of the existing 
shareholders had to be obtained, and this assent had been unani- 
mously given. If the shareholders gave the directors authority to 
create and issue the stock, it had been agreed to sell the whole of 
it at the price of 65. When this second preference stock was dis- 
posed of, the first preference stock would amount to £1,500,000, 


and there would be ranking after it second preference stock, 


amounting to £1,470,000, which was a totally new stock, and which 
had all been taken up at an average price of 65. That stock would 
depend for its interest upon the success of theft electrical enter- 
prise. The £100,000 of debenture stock to be issued under the Bill 
was required by the District Co. for various purposes of its own, 
particularly for the payment for certain alterations of roads, con- 
sequent upon electrification, the reconstruction of some important 
stations and the widening of the line from West Kensington to 
Hammersmith. Satisfactory arrangements had been made with 
the Brompton and Piccadilly Railway Co. for the use of this com- 
pany's widened lines between Hammersmith and West Kensington. 
The total expenditure in cash at present upon the electrification 
had been £1,375,768, and there was further expenditure, for which 
funds were available of £250,000, making a total expenditure for 
all purposes of the electrification of the railway of £1,623,766. 
With the exception of £515,000 of that amount, which had been 
provided by debenture stock, the whole of that capital had been 
raised by second preference and ordinary stock, which ranked after 
the fixed charges and the first preference stock of the company. 

. The necessary resolutions were passed. 

The CHAIRMAN said that, with regard to the electrification, there 
was nothing to cause any serious trouble or anxiety; they had only 
had to contend with little mishaps which were incidental to the 
conversion of the system. | 


Birmingham & Midland Tramways Со, 


Тҥз Co.'s meeting was held on 6th inst. at Birmingham. Mr. C. S. B. 
Hilton presided, and in moving the adoption of the report, pointed 
out that that was thasfirst time that the accounts had been presented 
since the capital was increased and the interests acquired iu the 
other companies working in the district. The total capital was 
41,050,000, of which £909,780 had been issued. To meet the eost 
of reconstructlon and electrification an issue of £200,000 44 per 
cent, first debenture stock was made in June, 1904. То complete 
payments under the contracts and to provide moneys for loans to 
subsidiary companies, a further issue of £75,000 of stock һай since 
been made which was not included in the accounts under review, 
во that they had at the present moment £275,000 debenture stock 
issued, out of a total authorised issue of £525,000. The loan from 
the B.E.T. Co. had since been paid off. Depreciation and reserve 
stood at the same figure as last year. The line having been 
entirely reconstructed throughout and only operated for some five 
or six weeks before the accounts closed, the directors did not deem 
it necessary this year to increase this figure. The total amount 
spent on electrical reconstruction to date, including the erection of 
the Smethwick power house and the plant for the supply of energy 
for power and light and the expenses of the debenture issue, 
amounted to £213,021. The net receipts from traffic during the 
past year showed a slight falling-off, caused by the dislocation of 
traffic during the reconstruction. The total number of passengers 
carried showed a considerable increase, owing to the great develop- 
ment of traffic during the six weeks in which the lines were 
running electrically before the accounts were closed, and that was 
a very good augury for the future. The receipts from investments 
in affiliated companies were not quite up to their expectations. 
The bad trade in the district no doubt had decreased the spending 
power of the population, and consequently they had not received 
the iucreased dividends from those companies which might other- 
wise have reasonably been expected. Not only had these 
companies suffered in receipts from the severe depression ruling 
during the year, but local rates had increased by about 15 per cent., 
which was а very serious item on the expenses side. He might, 
however, say that the receipts from the subsidiary companies from 
January 186 to date showed increases, and а further increase was 
expected to take place after the opening in August of the line from 
Darlaston to Wednesbury, which was now undergoing elec- 
trification. Negotiations were pending for through running in 
Walsall from which good results were expected. Owing to the 


opening of new electrical tramways on some of the routes served 


by the company’s omnibuses and more particularly by reason of 
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competition from motor-omnibuses operated by another company, 
the receipts from the omnibus department had somewhat 
diminished. 
shareholders that arrangements had been made since for the sale of 
the company's omnibus undertaking to a new company, called the 
Birmingham & Midland Motor-Omnibus Co., which would also 
absorb the Birmingham Motor Express Co., and operate all the 
motor-omnibuses in Birmingham. « 


Blackpool Electric Tramways (South), Ltd.—A 
meeting of the stockholders of this company is to be held at the 
Grand Hotel, Blackpool, on July 24th to consider their position. 


Stock Exchange Notice. — The 


Electro-Peat-Coal Co., Ltd.—40,796 shares of £1 cach, fully paid, 
Nos. 1 to 7 and 43,503 to 84,295. 


south Metropolitan Eleetrie Light and Power Со. 
—It is stated that the ordinary and preference shares were very 
largely over-subscribed by the existing share and debenture stock 
holders. 


Lisbon Electric Tramways.—The report for the year 
1904 states that the result of the operations for the past vear, after 
deducting interest and amortization due on the debentures of 
" Companhia Carris de Ferro de Lisboa," and after payment of 
debenture interest and other charges, together with London office 
expenses and directors’ remuneration, and providing reserve for 
depreciation, insfrance reserve account, and exchange reserve. 
account, shows a net available balance, including £7,312 brought 
forward, of £42,730. Out of this amount the usual preference 
dividend of 6 per cent. tor the year 1904, amounting to £25,533, 
has been paid, leaving £17,197 to be carried forward. 


Prospeetuses.—2O//o Electrical Manufacturing Co. (1905 ), 
Ltd.—The prospectus of this company has been before investors 
during the past week. The company was formed with a nominal 
capital of £75,000 in ordinary shares of £1 each to take over and 
extend the business of the Otto Electrical Mfg. Co., Ltd., formed in 
1904, at Stockport Road, Longsight, Manchester, to manufacture the 
* Otto " electric arc lamp. The present output of lamps is said to 
be 25 per week, and for the works, lease, plant, machinery, stock, 
patents, &c., it is proposed to pay the original company £14,500 in 
eash and £37,000 in shares. Mr. Otto Gross is the managing 
director of the company, and he considers that the works should he 
immediately enlarged, so as to euable a weekly output of 100 or 
more lamps to be reached. The présent issue is of 28,000 shares 
at par, and it was underwritten. ‘The list was to close vesterday. 
We imagine that few, if any, of our readers have been favourably 
impressed by the statements in this prospectus. The complete 
copy has reached ùs just as we go to press, and we have only space 
this weck to describe them in a word as a tissue of absurdities. 

J. G. White & Co., Ltd.—This contracting company, whose exten- 
sive power station and permanent way operations are well known to 
our readers, is about to offer for subscription 5,000 6 per cent. pre- 
ference shares of £10 each, making its total capital £200,000. The 
contracts now in hand are equal to £1,779,000. The company has 
also a half interest in the Waring White Building Co., and out of 
the present issue £12,500 will be applied to éhe purposes of this 
subsidiary, while the remainder will be employed in extending the 
general business of the parent company. The preference shares 
are entitled to a further share of the profits up to 12 per cent. 
after the ordinary shares have received 6 per cent. The actual 
rate already paid has ranged from 6 fo 10 per cent. The list will 
close on or before July 27th. 


Metropolitan Railway €o.—The directors recommend 
а dividend on the ordinary stock for the past half-vear at the rate 
of 24 per cent. per annum, carrying forward about £6,000 and 
charging a portion of the cost of experiments in electrical working 
to the reserve fund. The dividend on the surplus land stock will 
be at the rate of 28 per cent. per annum. 


City and South London Railway Co.—The accounts 
for the half-year ended June 30th show a balance, after providing 
for the debenture stock interest, the payment of the dividend ou 
the preference stocks, and the transfer to the renewal fund of 
41,500, sufficient to allow the payment of a dividend on the con- 
solidated ordinary stock at the rate of 2 per cent. per annum, 
curry ing forward a balance of £1,041. The dividend for the corre- 
sponding period last year was at the rate of 24 per cent. per annum, 
carrying forward a balance of £701. 


Electric Supply Corporation.—The report for the 
year ended December 31st states that since December 31st. last the 
stations at Exmouth and St. Andrews have been erected and 
equipped and the supply has commenced. Owing chiefly to the 
dividend on the Chelmsford undertaking, the net revenue account, 
after providing for debenture interest, &c., admits of a small, 
balance, £216, beiug carried forward. 


South London Electric Supply Corporation.—Thc 
sales of current for the quarter ended June 30th last amount to 
£10,620 against £15,654 for the corresponding quarter of last усаг, 


STOCES AND SHARES. 


Wednesday evening. 
Money being plentiful and cheap, it is all in the “ contrairiness” 
ої things that foreign politics should be regarded in а less favourable 


It was, therefore, satisfactory to be able to tell the. 


Committee has 
appointed Wednesday, August 2nd, as a special settling day in * 


light. Consols and other gilt-edged securities have, therefpre, been 
dull, but other influences than those which govern. such stocks are 
now at work in the departments with which we deal. The railway 
descriptions are affected by dividends, electrical supply shares show 
pronounced recovery from their slump, Telegraph issues alone 
display little variation. 

As а matter of fact, the quotations for electrical supply shares 
were not allowed to fully reflect the weakness from which they 
suffered. 
to sell certain of these shares at the lowest prices given in the 
official record. That phase has now passed away. Enterprising 
investors who had the courage to take the shares at the reduced 
levels can already secure profits in several directions. Charing 
Cross Ordinary were amongst the most depressed Jast week, but 
their improvement, on paper, amounts to no more than 4 at 
73. Westminsters are 3 higher at 123, and so are Kensingtons at 
114. Of the shares scoring advances of 5s. may be mentioned 
Brompton Ordinary at 9f, Chelsea at 64 and City of London shares 
of both classes, which have recovered their dividends. Metro- 
politans are also 4 up at 93. Edmundson's Ordinary at 52 are 1 
lower, but the deducted dividend is 4s. 6d. "The large line of 
shares—said to be 5,000— which has been overhanging the price of 
Edmundsons on account of a deceased estate is now liquidated, and 
the quotation should not be long in feeling the relief. Smith- 
fields are 4 duller at 27, but except for this the list is firm 
throughout. 

Applications for the Northern Counties Debenture stock received 
about 25 per cent. of their subscriptions, a decidedly good result in 
such dull days as these. The price has steadied at 2 premium, 
and the new Debentures of the Newcastle-ou-Tyne Electric Supply 
Co. are 3f premium. The Ordinary and Preference shares of this 
latter undertaking stand at 8 and 6} respectively. 

Agreenble disappointment at the City and South London Rail- 
way's dividend at the rate of 2 per cent. caused a temporary rally 
of a point in the price of the stock tp 41, but it soon fell back to 40 
again. The Metropolitan dividend announcement, on the other 
hand, caused dissatisfaction by reason of the large reduction in the 
carry-forward, and the [price dropped to 904, firming up to 914 
upon bear purchases, Districts sagged away to 38, and the new 
system is still far from being perfect in its time-table arrangements, 
The proprietors sanctioned, almost unquestioningly, the directors’ 
demand for powers to raise more money, but the 14 per cent. 
dividend on the Guaranteed stuck goes against 2 per cent, declared 
a year ago. East London changed hands at 43 early this week, 
and Central Londons have not altered. The “Twopenny Tube“ 
dividend is expected at the end of yext week, and the market looks 
for a continnance of the previous 4 per cent. rate. 

From the interesting report of the British Electrie Traction Co., 
it is difficult af first sight to see why some newspaper authorities 
should speak so highly of its finances. The friendly critic notices 
that the gross profit forthe year has shrunk by no less than £29,512, 
which is more than 2 per cent. of the dividend of З per cent. (at 
the rate of 6 per cent. per annum) now declared оп the Ordinary 
shares. The carry-forward has fallen from £38,148 to £14,996, and 
we are not the only ones who think the company would have been 
better served by the earry-forward being maintained even at the 
expense of the dividend. Satisfactory items from the report are the 
reduction in expenses aud the repayment of all temporary loans from 
baukers. Seeing that the number of passengers carried has risen by 
23 millions during the vear, although the gross profit fell off £29,500, 
the natural wonder is that these reductions in charges were not 
made before. The reserve fund has risen to nearly £600,000, equal 
to about an eighth of the total share and debenture capital of the 
company. The price of the Ordinary relapsed 8 to 9 after the 
issue of the report —a significant Stock Exchange comment upon the 
document. 

That part of the recent Debenture issue of the London United 
Tramways which was not placed at the time, has now, we believe, 
gone into investment hands, aud the price of the senior stock in the 
market is 993 middle. The Preference shares аге 9%. Anglo- 
Argentine Ordinary at & and the Preference at 6, remain firm. 
Metropolitan Eleetrie Preference hardened a trifle to 145, and the 
Deferred shares are s. 3d. There is a little business doing in Bath 
Electric Tramway issues, and in Birmingham and Midland ,44 per 
cent. Debenture, the price of which is 993. South Wales Ordinary 
have picked up to &4, the fraction representing the rise. 

In the Telegraph section, Great Northern of Copenhagen 
shares are 10s. up at 353, a rise of £2 in a fortnight. Indo- 
Europeans have risen а £1. But the market as a whole is 
very uninteresting, and calls for no detailed statement. National 
Telephone Deferred spurted. a further 2 points as the 
dividend became generally known, although the Preferred at 1114 
is 4 easier, United River Plate Telephone quickly recovered their 
dividend. Globe Trust shares are featureless, but Submarine Cables 
Trust certificates are fairly active, and the price at 1274 is well 
held. 

Electric Constructions fail to raise their heads after the poor 
report, but Telegraph Constructions are the dividend of 12s. per 
share better. Westinghouse Preference went to 2,45 sellers the 
other day, but are now buyers at that price. Chanees of a 
dividend seem to be still remote. At 34 Babcock & Wilcox are a 
shade easier, 


That is, at one time last week it was exceedingly difficult: 
7 — oe 


Vol. 57. No. 1,443, JULY 21, 1905.] THE ELECTRICAL REVIEW. 118 


SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


: Closing Business done 
` Present tations week ended 

Ізаве: шу 19th. July haa 

Highest Lowest. 
84,800 African Direct Tel h, 4% Debs. ... МЕ х ‚| 100 98 —101 . T 
26,000 | Amason Telegraph 's shares Nos. 1 to 25,000 WE. ae 10 21— 23 T 
119,00 | Ро. 59% Debe, Nos. 1 to 1,950 Reed. 100 70 — 5 „ 
763,580 3 5 F Stock 09 — 61 
8,118,910 | Do. do. do. 69% Pre. ... .. is Stock 106 —107 1 
8,118,210 | Do. do. do. TON 7 ; ў . | Stock 144— 143 vn 1 
44,000 | Chili Telephone, Nos. 1 to 44,000 6 | ic 
1,982,856! | Commercial Cable Sterling 500 year 4 & Deb. Btock Red. ы Stock 964— 98 
16,000 Cuba Telegraph ; * 35 ae 10 8 — . .. 
6.000 10 % Pref. бы! у NEN: 10: 17 — 18 : Ai 
12,981 3 Spanish Tearen, pra бя КР ie 6 8— 9 is $3 
6,000 Do 72 qui. Pret. zo ox — 6 T 0 . 
74500 Direot иеа! States ‘Cable 4 = oh 1010 11 lA 
4,500 | Direct West India Cabl ' Beg. Deb. within Nos, ito}, Red. = T 
4,000,000 | Eastern Telegraph, Ord Ord. Stork d 200, Stock 141 —144 144 14 
2,000,000 Do. 83% Pref. Stock — .. oe 05 we | 100 ВӘ — #1 xd ot T 
1 4 Do. 4 % Mort. Deb. Stock Red. . P | Stock 07 —109 1 1191 

300, Eastern Extension, Australiaaia, and China Telegraph M 10 131— Mixd| 14 1873 

602,400 Ро. 4 % Deb. Stock. Stock —108 107% T 

300,000 | Eastern & South African Tele., 4% Mt. Db., Nos, 1 to 8,000, red. ‚1909 100 101 —108 je : 

200,000 Do. do. 4% Reg. Mort. Debs. (Mauritius Bub.) 1 to 8 000 95 1 

Globe Telegraph and Truss. 5 10 1 1 

180,887 Do. do. PX Pret | ma We. Сш 10 144— 14 14 

150,060 | Great Northern Telegraph, о 10 86 — 96 
46,500 5 and Bermudas Cable, withing lat Mort, Debe, within Nos. } 100 99 —101 m 
17,000 по European Telegraph ХА vs 5 ; as 25 10% {10% b 613 51 
72,080 | Monte Video Telephone Co., Ltd. Ord. .. T ENDE bs 1 8 ч 8 % ИН 

1,983,888 | National Telephone, Pref. Stock .. ex m ME ex 100 6 < 6 = 111 —119 100 поў 
1,966,667 Ро. о. Def. Stock шо фо; Мо. ш 100 4% | 5% 1074 - 1094 1 1 
15,090 Ро. до. 6 €, Cum. Ist Pref. .. 10 6 K 6 «X 18 — 14 #2 s 
1000 ро; do. са са _ 3nd Pret.. : 0 б 7 6% 19 — 18 a" 
; o. on · um Pref., 1 to ы ; ^ 
2,000,000 Do. do. 5) Deb. Stock Red. 000 Stock | 84% | 83% 99 —101 99 
1,080,508 Do. do. Deb. Stock Red. 100 4% | 4% 1024—104 1 ey 

179,313 | Oriental Telephone and Elec. Nos. 1 to 171,504, fully paid 1 6 9 64% 175— 1 122 1 
50,000 | Ро. 6 % Cum. Pref. 1 6 $ 6 7 1 " К 

100,000 | Pacific and European Tel, 4 * oe Debs., 1 to 1 000 3 100 4% 4% 97 —100 T3 
11,8801 Reuter 's А 8 5 X% 5 % 7 8 a р 

8,997 | Submarine Cables Trust ie 5 2s Cert. 6 & 6 % 196 —199 197 127 
58,000 | United River Plate Telephone, 5 7 < 8% 6]— 7 Ad ч 
40,000 Do. do. Cum. Pref., Nos, 1 to 40,000 6 5% 5 * 5 — 

179,947 Ро, до. ..|Btock | 6% | 59 d 2: : 
15,600! | West African Telegraph, shares Et „г 10 20 4% 9 £s 
80,008 | West Coast of America, 1 to 30,000 and 58,001 to 59,008 ' 94 15 . 

150,000 | West Coast of America, 4% Debs., 1 to 1,600 guar. by Braz. Sub. Tel. 100 4 4 —101 

207,980 | Western Telegra ph, Ltd., ов. 1 1 to 207,980 WES й ..] 10 1 1 184— 14 14 184 
75,000 Do, Debs. 2nd series, 19906 .. . ‚‚ | 100 5 b 100 —102 . 

Do. do. mue Red. ee oe Р 100 4 4 101 — 108 . e 
88,521 | West India ane canes Т Te egra ‚ 10 N N i— A 
84,568 Do. at Cum. Ist Pref. : Ss 10 т 1% 8 — а i 
6 €, Cum. 3nd Pref. i ..| 10 N . 52— 
5 % Debs., Nos. 1 to 1, 80 | 100 5% 5 101 —104 xd | 101 —104 = 


40,000 | British Aluminium 7 % Cum. Pref. . T - T és Б Nil Nil Nil T 
20, 000 Do. do. “ Ga " 695 Cum. Pret. . T s i ri 6 Nil Nil Nil 4 | 
20,000 no do. Funding Ce 46 et a b ee ee ee 
300,0002 do. 1st Mort. Deb. Btock Red. .. vs .. | Stock | 595 5 5 100 —104 99 —103 
188,901 вн Eat Tract m T 2s -à x ‘ 10 8 6 6 99— ii | 9% 
1,000,000 Do. do. à Perpetual Debenture Stock. Di à Stock 5 5 5 199 —194 —194 980 199 
250,000 Ро, do. 44% an Deb. Stock не - T " 100 s s 44 97 — 99 98 —100 98i 
100,000 | British Insulated and Helsby Cables is " Е ; 5 10 8 8 5 6 6 us " 
100,000 Do. do. 696 Cum. Pref. . 8 x à 5 6 6 6 6 ВА 
500,080 Do. do. 96 - Mort. Deb. Red. "T 100 4 4 Ф 101 —104 xd 101 —104 > 
50,000 |{Browett, Lindley & Oo., " s МЕ £1 |. i W 4 an 
50,000 |" Do. do. ' 695 Cum. Pref. .. wis £1 Nil Nil Nil 14/6 #01 14/6 to 1 ex 
106,731 | Brush Electrical Engineering, Ord., 1 to 106,781. . е" 2 Nil Nil Nil $— Sh 
150,080 Do. do. Non-oum. 6 Pref. os ee 9 6 6 6 XD 1 1 — 1 là ae 
125, 00 Do. 59. d rep b. Stock * e tock 4 92 UT. 95 92 == 96 ee ry 
1956004 Do. Perp. 20058, jd vas Stock 77 — 80 xd 77 — 80 e T 
85,000 | Callender’s Cable Construction $ vs Б |15 1 10 — 11 10 — 11 108 d 
40,000 n do. 455 5% Cu Cum. Pret. ee | 5 5 5 5 54— 53 52 es ‘és 
800,000 do. 43 % 1st MON Deb. Btock Red. ..| Stock | 4$ 43 43 106 —108 106 —108 1 е 
1,963,908 8 London Railway, Ord. Stock AY : .. | Stock | 4 4 4 90 — 92 — 92 91 90 
528,896 Do. do. 4% Pref. Stock ..| Stock | 4 4 4 101 —108 101 —108 1 > 
593,396 Do. do. Def. do. .. .. | Stock 4 4 4 78 — 81 78 — 81 78} 3 
1,830,000 | City &nd South London Railway  .. £d Е E í .. | Stock | 8} 23 80 — 41 89 — 41 41 
85,000 ороп & Co., Pe йуз а А Dos i a0 ; 2155 3 8 b 96 iu lj— 2 11— 23 ss 
Я 0 Е. to o an ds oa 
100000 | | 1 to 11,000 of 260 Red. Sd). [6% | 5% | 5% | 9(—99xà | ы 0 9 
99,261 | Edison & Swan United Eleo. Light, A shares, £8 paid, 1to n 6 Nil Nil vs 14— 1 13— E 2 
17,199 |, Do. до i21 shares, 01—017,189 5 Nil Nil 24 2 — 2 — ga aS 
344,08 ро : Deb. Stock Red. 100 4 96 4 4 83 — 88 xd 83 — 88 i i 
100,000 до: Б 100 aud eb. Stock Prov. Certs, - all pd. 100 5 5 6 83 — 94 89 — 94 va - 
119,100 Eleotrio С Construction 1 to Can 2 6 4 i- i i Я 
81,900 Do. 1% Cum. Pref., 1 to 91,990 2 7 7 7 1 1 P А 
200,000 ро. do. 4 P 1st Mort. Deb. Btock . Stock | 4 4 4 96 — 98 98 — 96 xd 8 
25,000 General есше Со. ). 5 Cum. Pref. " ; 10 b 5 5 10 xd 10 MN 
200,000 Mort. Deb. "o Stock | 4 4 4 97 —101 —101 v 
900,000 Henley’ 8 OY: T, 3. Telegraph orks, Ord.. A 5 90 15 15 11 r ш 1 19 M 
209,000 do. & Pret. b 5, 5% 
45,900 йо. rt. Deb. Stock .. | Stock 4 109 —111 100 —111 és 
60,000 : Indin-Rabber, Gutta-Percha. & тешр Works - a 10 10 10 e 154— 164 154— 163 154 
79.300 "T поо елый ota: 496 lat Mort. Deb. 100 A 10 11 100 —108 100 —108 p 
ve er was. - T - - 1 . © 
- 10,000 |t do. Pref. £10 paid xs T oi 10 5 5 6 ot of of af ‘a 
37,350 Taibat Construction sae Maintenan 12 20 20 15 81 — 81 — 83 312 
Do. do. 4 De b. Bda, Nos. 1 to 1,500 Red. 1900 100 4 4 4 101 —108 xd 101 —108 108 Be 
640,000 Waterloo & City Railway, Ord. Stock .. .. . .. 100 34 34 8 — — 92 91 : 


А кн of nine months. + Quotations on Liverpool Stock Exchange. 


a — — — —_ a e MÀ i Lim 


Ё 
2 


t Unless otherwise sta shares are fully paid. 9 From Manchester Share List. 


Bank rate of discount 281 per cent. March 9th, 1906). 
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SHARE LIST OF ELECTRICAL COMPANIES (continued)—ELECTRICITY SUPPLY COMPANIES. 


Present Stock 


Closing Closing Business done 
Dividends for the 
NAME. or Quotations uotations week ended 
Issue. Share. last three years. July 12th. uly 19th. | July 19th, 1905. 
| i 1902 1903. 1904. Highest Lowest. 
29,871 | Brompton & Kensington Electric Light Sup., Ord., 1 to 20, 000 Б 8% |10% |10 9 — 10 91— 10} 948 98 
10,628 ро. до. 795 Cum. Pref.  .. 5 1 9 — 10 9 — ЗА 

288,782 | Central Electric Supply 4 % Guar. Deb. Stock * z 100 4 4 4 108 —106 108 —106 105} | 1043 
80,000 | Charing Cross and Strand lectricity Supply ..  .. _.. 5 | 10 8% | 8 — 7 615 te 
80,000 Do. do. do. 44 9% Cum. Pref... 5 2 449, 4 — 5 58 576 
40,000 Do. do. City Undertaking '' 44 % Cum. Pref. .. b 459% 4 44— 5 xd 4M— 554 5 * 
40,000 Do. do. 1903 ODE NO DEDE 5 . 4: 4j— 5 xd a—_ 5px .. e 

350,000 Do. do. 4 % Deb. Stock Red. 100 4 & 4 4 104 —106 104 —106 04 2n 
44,486 |*Chelsea Electricity Supply, Ord. ..  ..  .. . 5 4 6 53— 64 6 — 64 6 ZU 

150,000: Do. do. 44% Deb. Stock Red. " ..| Stock | 44% | 4 4à 108 —110 xd | 108 —110 109 55 
70,596 City of London Electric Lighting, Ord. 40, 001 110,595. . : 10 5 5 6 101— 11} 103— 11 xd ^ 
40,000 Do. 6 % Cum. Pref., 1 to 40,000 $a Яе гж 10 9 7 6 6 18 — 14 18 — 14 xd er ВЕ 

400,0007 Do. 5 % Deb. Stock, Scrip. (iss. at 115) all paid .. .. E 5 5 5 192 —196 xd | 122 —126 ч | 

800,000 Do. 44 á 2nd Deb. Stock, Prov. Certs., all paid | 100 44 44 4 103 —105 xd | 108 —106 . 5 

-40,000 | County of London Electric Lighting, Ord. 1—40,000 ʒtæu .. ..{ 10 | 4 4 18 2 i 8 8 1 
80,000 Do. do. do. 6 % Pret., 40,001 —60,000 .. 10 6 6 6 11$— 12 114— 123 12,4 » 

400,0001 Do. | do. 44% Deb. Stock ..  .. ... .. .. n" 4 4 111 —114 xd | 111 —114 - 

250,000 Do. do. 45 % and Deb. 8tock ..  ..  .. Stock 4 4 108 —106 103 —106 e ; 
70,000 | Edmundson's Electric Corporation, Ord. Shares Mero be %: 5 7 1 7% 52— 6)— 6 xd 1 9013 
80,000 Do. do. 6 % Cum. Pref. .. sos Кт s 6 6 6% 6 — — . 

300,000 ‚Ро. до. 44 % 1st Mort Deb. Stock ..| 100 44 44 44 107 —109 1054—1074 xd | 107 
21,000 | Kensington and Knightsbridge Electric Ord. ..  ..  ..  .. 5 |1109 12 13 103— 11} 11— 12 

186,000 i do. do. 4 % Debenture Stock .. | Stock | 4 % 4 4 98 —101 , 98 —101 

* 111,000 | London Electric Bupply Corporation, Limited, Ord. .. M 125 8 Ni Ni 8 у 2 14— 24 
60,000 Do. о. йо. % Pref. .. _.. 5 6 6% | 6 4 4% 

871,895 Do. do. do. 4% 1st Mort. Deb. Stock Red. | Stock | 4 4 4 99 —102 99 —102 | 

100,000 | Metropolitan Electric Supply, 1 to 100,000 . . " ed is x 5 7 8] 10 А — 10 91 94 
16,121 | Do. do. 43% Cum. Pref. 171, 106, £3 paid .. Б 44% 4 5 — 

220,000: do. ° Ist Mort. Deb. Stock .. 2 43%, | 4 109 —118 xd | 109 —113 

250,000 |- ^ Do. do. % Mort. Deb. Stock Rede. | Stock 96 98 —100 xd 98 —100 

250,000 | Midland Electric Corporation, % Ist Mort. Deb. ..  ..  ..| 100 4 44 4 99 --101 xd 99 —101 
10,852 | Notting Hill Electric Lighting „FF Ошу лу 10 6 6 j| П 14 — 15 xd 14 — 15 i 
59,000 Do. do. 4 % 1st Mort. Deb. e. e. 100 4% | 4 4 100 —102 100 —102 yo 
40,000 | St, James’ and Pall Mall Electric Light, Oord. " 57 es 5 144% | 144% | 144 131— 14} 131 — 111 
20.000 Do. do. do. 7 Pref. 20,081 to 40,080 5 1 д 1 1 8 — 9 8— 9 | . 

150,0001 Do. do. do. 84 % Deb. Stock Red. .. | 100 3 84 84 97 — 99 xd 91 — 99 | .. 

12,000 | Smithfield Markets Electric Supply, Ord. .. gi e v ix 5 24% 4 4 28— 34 24— 3 
50,000 Do. do. о. 4% Deb. Stock .. . ..| Stock | 4 4 4 9 79 — 83 78 — 82 | 794 
65,000 | South London Electricity Supply, Ora .. ш ш з 5 12 3% | 4% 4 4 | .. 

100,000 | South Metropolitan Electric Light and Power (Ord .. | ..| 1 Nil | Ni | Nil m { d | 
50,000 (Late Blackheath and Greenwich t % Pref. .. " 1 Nil 7 96 17 b 1 1 1 13 Mi 

100,000 Dist. E.L.Co.) 143 % 1st Deb. Stock | 100 95, 44° 44 105 —108 106 —1 105 à 
90,000 | Urban Electric Supply, Ord. .. a zs He Eu tu Lr 6 5 X, 5 5% c " 4g— a ке 
80,000 Do. do.5% Cum. Prei. 5 5% | 5 5 5)— 5 " 

200,000 Do. do. 44 % 1st Mort. Deb. Stock Red. ..  .. | 100 Pe D 44 104 —106 104 —106 

110,000 | Westminster Electric Supply, ria. Б 12 % | 184% | 14 114— 123 12 — 13 125 12 
28,151 Do. do. 5 % Cum. Pref, Sto Ой 5 595 | 5% | 5 — 68 xd 64— 68 | 

Shares not officially quoted :—Mackay Companies, ord., 414-424. Pref. 76—77. 
* Subject to Founders Shares. t Unless otherwise stated all shares are fully paid. 
ELECTRIC TRAMWAY AND RAILWAY TRAFFIC RETURNS. 
Fort- | Receipts for | No. Route Fort- | Receipts for | No. Ronte 
Locality, night . the of Total to date. miles Locality. night the of Total to date. miles 
ended. fortnight. | wks. open, ended. fortnight. | wks. | open, 
a a ne ean | 
„ | БЕ 
£ | £d £ £* M | 48 £* £ 2 M 
Aberdeen. . July 15 | 8,145 — 992| 7 | 10603 — 403|141|.. || Cardiff — ..  .. July 16 | 4,418 \+ 9/15 | 92,491 1+ 648 2937 
Ayr | » 8 751 |+ 24 8 2631|— 75) 8 j.. Carlisle „„ ar d 514 |+ 70 28 5,011 |— 678 7 
Bath .. .. „ 18 | 1,598 |+ 101 28 | 17,993 | + 1,445 | 13 Chatham and Dist, , „„ 18 | 1,634 |+ 219 |98 | 17,690 + 1,700 93!+ 8 
Birkenhead . „ 16 2,212 — 26 16 16,146 — 223:18:5| .. Colchester. „, 12 475 .. 50 Ж 1 
Blackburn .. E „ .12 | 2,027 — 51 | 154 | 15,685 | + 598 14:95, .. Cork .. - T „ 13 1,241 7 19 | 28 13,240 1 8685 9.89 Р 
Blackpool 13 | 2,837 |+ 267 15 | 15,358 | + 1,555 11:87 .. Darlington | „ 16 228 — 1 |15 3801, . 4°87 
„ —Fleetw'd; , 15 | 1,761 |— 18 2 1,908 | — 198; 8 |.. Darwen ww we) ogg 1 2517 96 15 3,746 |+ 183 4:36 |.. 
»  — Lytham June 22 1,602 + 753 | 3 7,608 TÀ | .. Dover .. . . May 18 891 + 10 19 8,396 — 65 85| 
Bolton Е, July 16 4,288 + 58 16 90,891 + 983 26 |+ 1 || Dublin .. . . July 14 | 11,347 |+ 488 | .. 11,347 ＋ 406 485 4 14 
Bournemouth .. „ 12, 3,043 + 825 | 144 | .18,960 ; 19:5, .. Dundee М a „ 12 1,743 14+ 73 се А 1425 | 
tBradford ..  ..| 8 | 48:8 — 151 13 | 63,581 — 1,861 | 66 | 1. East Ham ..  ..| „, 15! 1,829 |+ 252 | 15 12,948 |+ 1,010 68'.. 
Brighton „, 16, 92,956 — 29 16 15,720 Р 9-5, .. Glasgow — .. „„ 15 92,202 1 3,299 104,747 |+ 6,184 76 |+ 5 
Bristol se „ 14 10,917 — 161 ^ 28 5| .. Gloucester „ 12 60+ 51 4,686 NE 15-5 2 
Halifax. . June 28 | 1,822 |+ н 14 | 20,601 (+ 1,085 |35'5:+ N 
Huddersfield .. July 15 | 9,903 + 67 | 16 20,079 + 971 288 
Hull. „ 15] 4.51 86 15 | 3295 i+ 7 13 |. 
Brit. Elec. Trac. Co. Шога,  ..  .. 8 1,094 |+ 55|14 7.089 — 98 65:.. 
Ilkeston .. | June28 254 |— 42 | 13 1,648 = 269 | 4 ©... 
Airdrie July 7 498 | .. 27 5,816 | + 9| 855 Ipswich .. .. July 15 1,087 |— 97 15 6,895 — 682 | 105; .. 
Barnsley . » 1 330 + 11|,, 4,809 | — 108 3 Isle of Thanet ..| „ 15 | 2,418'4- 2 | 28 13,060 — 568 11 
Barrow .. „„ 7 675 f 215 „ 6,084 | + 1,659 | 5°37 Kirkcaldy ..  ..| , 12 482,— 55 i | ge ВБ 
Birmingham (City) „ 7 11,794 f 194 | „ ($152,895 | + 8,940 | 14:5 Lan'kshire Trm. Co. | ,, 19 | 1,351 |+ 29 18 | 18,511 j+ 1,290 | 86) .. 
Birmingham(Mid.)| „„ 7 14,281 f 946 | „ | 149,899 | + 8,241 19-25 Leeds eo e| 15 | 18,948 |+ 718 |16 | 96,902 + 4,173 | 89°5 +8 
Devonport lom T 980 |— 224 | ,, | 12,932 | — 1,461 #5, Leicester. „ 1 2.392 | 26 | 52,201 .. 193 
Dudley—Sto’rb’ge | s 7| 1,921 1+ S1, „, 23,234 | + 1,158 (21°25 Liverpool К „ 8 | 22,685 l+ 143 | 27 | 280,740 |+ 9,568 108 К 
Gateshead..  ..| e 7) 2,030 f 262 „ | 94,947 | 4 563 (12-25 L.C.C. „ 192.287 (45,558 | 13 | 194,294 139,107 5175 11$ 
Gravesend, N'fleet s» 7 555 |-- 34 „, 5,869 — 659 65 Lowestoft e » 8 457 |—- 12l.. Ж S | 46,.. 
Gr'n’k, Pt. Glsgw | „ 7 | 1,616 |+ 238 | „ | 16,561 + 2,221 | 7:25 Manchester.. — ..| ,, 15 | 90,798 44,096 15 | 200,774 1 10,285 4 
Hartlepool . „ 7 528 — 157 „ 6.805 — 624 |672| .. Newcastle .. — ..| 5, 15 7285 — 418 .. ‚<< Mad Lc 
Kidderminster ..| „ 7 293 ,— 20 „ 3,004 | — 141] 45 Newport... 2 „ 14 1294 4 198 | 15 9.145 + 1,460, 8.5 
Merthyr .. ..|» 7 373 E: 21 „, 5,113 — 232 29) .. Oldham  .. „, 16 3.500 |+ 97 16 | 26,455 f 7,177 23.70 52 
Metropolitan. 7 | (6,981 3.952 ,, | 163,840 729,344 Plymouth PT der зе ; IR 8 М ре 
Middleton. „ 7 840 + Тү, 8,797 | + 447 | 8-5 Pontypridd .. . » 15 322 15 2,610 ig | 825i .. 
Oldham — Ashton » 7, 1,209 |t 64 „, 14,448 | + 172 19-13 Portsmouth .. ..| „ 8| 4,936 '4 327 14 28,340 |— 2290 14.5 
Peterborough .. 7 431 |- 57 „, 8,538 | — 290 5:81 | .. Reading „ 13 1,462 0+ 174 |15 9,631 + е 27 87:5: .. 
Potteries .. ..| » 7] 8,615 |+ 4] „ | 45,158 | + 443 | 29 "i Rochdale ..  ..| „ 15 1,864 |+1,515 15 | 10,726 . 8.561 | 18:5 | 14) 
Rothesay .. ..| » 7 532 + 85 „, 2,783 | + 230 19-75 | ., Salford 0 we „„ 17 | 10,701 1,866 16 | 69,869 / 5,193 ; 80 І 
Sheerness.. l» 5 1744 — 8 „. 1,746 | + 261 25]... Scarborough s „ 15 535 Е 28 3,045 : 5 
Southport ное | 748 |— 56 ,, 7.819 — 904/817! ., Sheffield ..  ..: „ 16 11,852 4 2,026 | 16 | 80,866 |+73,982 25 1 12 
South Staffs, ..| » 7 | 1,498 |+ 189 „ 18.813 — 873 1987! .. Southampton es j3 12 | 2,184 ,+ 82 15 14,632 |— 222 11 " 
Swansea „ 7. 1,721 |+ 586| , | 16,812 | + 8,198 | 55| .. Southend-on-Sea . „ 12 990 |+ 49 15 5,507 |+ 424 | 6°25 
Taunton .. . „ 7 107 |-- 16 „ 1.257 — 143 1:5) .. Stockport. „ 7 1.487 ( 222 14 8944 4 510 11˙5 
Tynemouth panes! 7 854 |+ 135 | „ | 6,231 | — 900 ' 3-75, .. ‘Sunderland МИ „ 16 1567.4 13 15 20,343 f 3576 1087 
eston-s-Mare ..| » 5 437 /+ 26) „ fs 20 8 |.. | Tyneside ..  ..| „ 12 999 + 136 2 | 11,602 4 L,90X S87 .. 
Wolverhampton D. » 7 | 781 — 42| , 10,112 4 32 147 tWarrington vedo ay 1З 312 + 10 15 5,037 177 Т5 .. 
Worcester. |» 7 692 — 20 ,, | DTI 768,575... West lam „ 13 5,404 41,239 1 23.657 |+ 9,483 10.95 4 2˙9 
Wrexbam.. ol» 1 197 e 36, „, 2,009: — 277 4 Wolverhampton. „, 12 1,739 + 164/15 12,071 . . 10 
Yorke, Wool. Dist. „ 7 3,374 + 101! , 16,787 4 1.300 17 | | | | | | 
| | | al 
| | ! | | ! 
| | | | | Cen. London Rly. July 15 12494 + 222 2 | 19,494 222 6 l.. 
| | | | City & S. Lon. Rly. „ 16, 4,5% — 50 2 , Ab — 50 625... 
| | Dublin-Lucan Rly. „ 16; 273 — 92 2 | dau RG Taan 
Burnley T .. July 15 2,440 + 153 | | T G. N. and City Rly. „ 15 2,958 71.031 2 2,958 51,031 955, .. 
Burton-on- Trent „ 16 687 — 125 15 5,00 — 410, 85 .. L'poo! Overh'd Rly. „ 16 3,262 — 142 Mot DOE 6:16 | 
tBury.. .. „ 2 710 | , 13. , 9,409 105; .. Mersey Railway ..| ,, 15 S,033 4 215 | 2 3,035 (+ € 215 45 
| | | 
| — | | E 
i | | 


* Compered with the corresponding period of 1904. One week only. 1 Includes horse and other reoeipts. 
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LARGE STEAM-DYNAMO  . 
FOR MELBOURNE CORPORATION. 


THE set, of which we give a view herewith, has been built to the 
order of the Corporation of Melbourne, Victoria, to form the main 
part of the generating equipment of their lighting installation. 

The plant in question consists of a large 1,160-r.H.P. engine 
running at 275 r.p.m., built by Messrs. W. Н. Allen, Son & Co., Ltd., 
of Queen's Engineering Works, Bedford, and coupled direct to a 
750-Kw. dynamo, built by Messrs. Crompton & Co., Ltd., of Arc 
Works, Chelmsford, who were the chief contractors. | 

The engine is of Messrs. Allen’s standard three-cylinder double- 
acting triple-expansion vertical enclosed type, the cylinders 
driving three cranks, set at angles of 120°. It has been designed 
throughout with a view to obtaining economical results over widely 
varying conditions of load when working with steam at 160 lb. per 
sq. in. at the stop-valve, with 150° of superheat, and exhausting 
either into the atmosphere or into a con- 
denser capable of maintaining a maximum 
absolute pressure of 4 in. of mercury; the 
full load when running non-condensing being 
maintained by automatically by - passing 
high-pressure steam to the intermediate 
cy linder. 

The dimensions of the cylinders, and 
the successive points of cut-off, are so 
arranged as tu produce as nearly as possible 
an equal distribution of power between 
the three cylinders, thereby ensuring an 
even turning-moment throughout the revo- 
lution of the shaft. The weights of 
the reciprocating parts on each crank are 
also equalised in order to produce a good 
balance. With a view. to still further 
reducing the vibration when running, cast- 
iron balance weights have been securely 
fixed to each of the cranks, and arranged at 
such an angle with the cranks as to reduce 
as far as possible the unbalanced couples due 
to the inertia of the valve gear, as well as 
those of the main reciprocating parts. The 
three cylinders are respectively 18 in., 27 in. 
and 44 in. diameter, with a stroke of 16 in., 
and are made of a special mixture of hard, 
close and tough-grained cast-iron. 

The valves are all of the solid piston type, 
and take steam on the inside cdges. 

Each cylinder is cast in one with a 
flanged distance piece, by means of which it 
is securely bolted to the top of the trunk, 
the cylinders being completely isolated from each other; this design 
has been adopted by the makers for all their standard types of 
engines, excepting the smaller two-cylinder types, as it ensures 
that there shall be no distortion of the frame of the engine under 
any conditions of varying temperature. Oil is supplied at a pres- 
sure of about 15 Ib. per sq. in. to all the working parts by means of 
a small valveless force pump, driven from one of the eccentrics of 
the engine. 

The apertures through which the piston and valve rods enter the 
engine trunk are fitted with a bush of special construction without 
packing of any kind, which effectually prevents water from the 
cylinders from entering the crank chamber, and oil from the crank 
chamber from passing upwards to the cylinders. . 

The governor is of the company's standard crankshaft type, and 
can be regulated by hand whilst the engine is running, to give a 
speed variation of at least 5 per cent. above and below the normal. 

On trial the governor showed a maximum momentary speed 
variation of 4'4 per cent., the steady variation from no load to full 
load beiug 21 per cent. 

The dynamo is of Messts. Crompton'* standard design, giving 
1,560 amperes at 480 volts, at full load. Тһе set ran most satis- 
factorily on the official test, which was superintended by Mr. C. 5, 
Vesey Brown on behalf of the Melbourne Corporation. The tem- 
perature rise on the shunt was 46° F., on the armature 41° F., and 
on the commutator 53^ F. The steam consumption was also satis- 
factory, being within the guarantee at all loads. 


== 
PARLIAMENTARY. 


North-East London Railway. 
Thursday, July 13th. 


Tur House of Commons Committee which is considering 
the above Bill met to consider clauses. The following clause 
was agreed upon to apply to that portion of the railway 
from the Monument to Hackney Road, to meet the decision 
of the Committee that the tube tunnels of the proposed railway 
should be constructed at such a depth as to allow of an additional 
pair of tubes to be laid above them :—-'' Shall be constructed at such 
a depth, to be determined by the Board of Trade, as shall admit of 
the construction over the same of another pair of tube tunnels, with 
the necessary enlargements for the statiou tunnels, and of the new 
intercepting and storm relief sewers of the London County Council. 
The company shall, before commencing to construct the tunnels, 
give the Council and the Corporation of London, and any other 
person whom the Bonrd of Trade may judge to be interested, 14 


` the matter. 


days’ notice of their intention so to do, and the Council and the 
Corporation and such other persons shall be entitled to appear and 
be heard before the Board of Trade upon any matters arising under 
this section." 

Mr. Moon, K.C., for the Hammersmith, City and North-East 
London Railway Co., asked that the company should be included 
specifically by name as entitled to appear before the Board of 
Trade, so that if anybody came to Parliament next session to take 
a line from the north-east to the west of London. they should not 
find a pair of tubes already constructed under this Bill to prevent 
the project being carried out.— The CHAIRMAN said the Committee 
could not allow the request. 

The following clause with regard to the finance of the company 
was inserted :—'' The powers of the company under this Act shall 
cease unless the company shall, within 12 months from the passing 
of the Bill, obtain а certificate from the Board of Trade that half 
the share capital of the company authorised by this Act has been 
bona fide subscribed. Provided always that in such half only one- 
half of the total number of shares to be issued under any contract 


for the construction of the works shall be included. The company 
shall give to the Council and the Corporation 14 days’ notice of 
their intention to apply for апу certificate under this section, and 
the Board of Trade shall give to the Council and Corporation an 
opportunity of being heard thereon." 

Mr. BaLrour Browne, K. C., asked that the question of bond fide 
subscription should be settled by the Board of Trade alone, and 
that the local authorities should not be allowed to intervene. 

The CHAIRMAN said the Committee were of opinion that the 
County Council and the Corporation should be allowed to appear 
before the Board of Trade. 

Other clauses were inserted, providing that the powers of the 
company should cease, unless within two years they obtained a 
certificate from the Board of Trade that the undertaking had been, 
or was about to be, substantially commenced, or that the failure to 
substantially commence was owing to any cause not within the 
control of the company ; placing upon the company the obligation 
to construct not less than two stations in the City ; and making the 
fare 2d. for the double journey by trains arriving at any of the 
City stations at, or before, seven o'elock in the morning applicable 
from Forest Road, Walthamstow —74 miles distant. 


North Metropolitan Electric Power Supply Bill. 
Thursday, July 13th, 


MR. LavreNcE Hanpy's Committee of the House of Commons 
оп Unopposed Bills considered the North Metropolitan Electric 
Power Supply Bill, which was considered and allowed by Earl 
Camperdown's Select Committee of the House of Lords. | 

Mr. Pritt, Parliamentary agent, said that the Bill authorised the 
company to supply in Stoke Newington. Clause 7 provided for the 
supply of power to railway and tramway companies, and the Board 
of Trade, in their report, thought the power of supply ought to be 
limited to those railways and tramways authorised by Parliament 
to use electrical energy. — A similar clause to that which they now 
submitted was in other Bills before other Committees, and he did 
not want to be put in a worse position than other companies. 

Mr. GREENE, M.P., asked what was the reason for the Board of 
Trade wishing the words inserted. 

Mr. Pritt said it would affect their prospective customers more 
than it would the company. 

Mr. GREENE: But what is the motive of the Board of Trade? 

Mr. Pritt said he took it that they wanted to have control over 
He fancied they did not like the railway companies 
using electricity witMout their sanction. If the Committee said 
the clause was to be amended, they were prepared to put it in the 
way suggested by the Board of Trade. He would undertake not 
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to take the matter through until they saw what was done in the 


case of the other Bills. All they wanted was not to be worse off 
than the others. 


Mr. GREENE said if the Committee decided in the way 


suggested. by Mr. Pritt, there might be a precedent either way. 

Sir CRANDos кан (Speaker's ош said the Board of Trade 
sent him a special letter on the Gosport and Fareham Bill, but not 
oue word had he had from them on this Bill. . 

Mr. GREENE said he took it that the Committees dealing with 
the other Bills would know what was done in this case. 

н Pritt said he would be satisfied if they were all in the same 
wat. 

Sir Снлмроз LkiGH said if the Committee, considering the 
Administrative County of London Bill got to clauses, he would go 
in and see the Committce. | 

The Committee then passed the clause as amended by the Board 
of Trade. | 

Some discussion took place on Clause 10, which gave power to 
the company to take transfers of electric lighting orders, and to 
carry out the powers conferred by such orders. 

Mr. Prirt said the company in its old Act had a clause dealing 
with this. The company had entered into negotiations with three 
local authorities to take transfers, but there was some difficulty 
with the old clause, and they asked for an amendment now. The 
Poard of Trade recommended an amendment of the new clause, 
which practically was the old clause again, and which would give 
the local authority power to purchase not only the undertaking, 
which might be carried out under the electric lighting order, but 
also the undertaking of the Supply Co. carried out under their own 
Act. By the agreement entered into with the local authorities, 
they were bound to lay down a network of mains, which were to 
be considered the undertaking, and they had also to keep separate 
accounts. 

The Committee allowed the new clause, and ordered the Bill to 
be reported for third reading. 


London County Council (General Powers) Bill. 


On Thursday and Friday last week a Select Committee of the 
House of Lords, presided over by the Duke of Northumberland, 
had under consideration the London County Council’s General 
Powers Bill, which contained the two following clauses with regard 
to the supply of electric fittings:—Clause 62: “То empower the 
Councils of the metropolitan boroughs being authorised to supply 
and supplying electricity to provide, sell, let for hire, fix, set up, 
alter, repair and remove wires, lamps, motors, meters and all 
manner of electrical machinery and apparatus, and to expend 
money upon the wiring and fitting and supplying with wires, 
fittings, machinery and apparatus the premises of any of their 
consumers, or prospective consumers, of electrical energy, and 
to enter into and carry into effect agreements and arrangements 
with respect thereto, and to make such charges therefor whether 
directly or otherwise as they may think fit.“ Clause 63: “То 
empower the Councils of the metropolitan boroughs or any of them 
to borrow in the same manner and subject to the same conditions 
as if such expenditure were for the purposes of the Electric Lighting 
Acts, 1882 and 1888, as amended by any subsequent Act, and upon 
such terms and conditions as to repayment and otherwise as may 
be specified in the Bill, such sums of money as may be required by 
such councils for the purpose therein before mentioned." 

Mr. Freeman, K.C., opened the case for the L.C.C., and said that 
when before the House of Commons the following provisos to the 
clauses were agreed to: “ (1) Provided also that every such Council 
shall so adjust the charges to be made by them as aforesaid as to 
mect amy expenditure by them under the powers of this section 
iucluding interest upon any monies borrowed under and for the 
purposes of this part of this Act, and payment to sinking fund in 
respect of such monies (2) Every sum charged by any such 
Council to a consumer in respect of the wiring and fitting of the 
premises of such consumer and the supplying of wires, fittings, 
motors and apparatus shall be clearly stated on every demand note 
by such Council for payment for electrical energy supplied to such 
consumer distinct from the charge for such energy. The total 
sums received and expended by any such Council under this part 
of this Act in each year, includiug the amount required for 
interest on and payment to sinking fund in respect of any 
monies borrowed shall be separately shown in the published 
accounts of the electric lighting undertaking of such Council for 
such year." 

No evidence was called in support of the proposals. 

Mr. Pace, K. C., who appeared for the Electrical Contractors’ 
Association, called Mr. WRIGHT, of Messrs. Wright & Anderson 
Glasgow, who spoke of the evil effect upon local contractors by the 
granting of such powers to municipalitics. Glasgow Corporation 
had power to supply, but did not exercise their powers directly and 
supplied through a contractor. 

Mr. Josephs, of the British Electric and Telephone Co., was 
called, but the CHAIRMAN said the witness need not give evidence. 


a After. consideration the Committee struck the clauses out of the 
i. 


The Administrative County of London and District 
Electric Power Bill. 
Thursday, July 13th. = 


Sir. J. Kitson's Select Committee of the House of Commons 
sat to consider the above Bill. The promoters were represented 


by the Hon. J. D. Fitzgerald, K.C., Mr. H. Lloyd, K.C., Mr. 
Chatteris, Mr. Lyndon Macassey, and Mr. T. Richardson. The 
petitioners against the Bill were as follows: Corporation of West 
Ham, Corporation of Egst Ham, Camberwell Borough Council, 
Deptford Borough Council, Fulham Borough Council, Poplar 
Borough Council, Shoreditch Borough Council, St. Pancras Borough 
Council, Woolwich Borough Council, Charing Cross, West. End and 
City Electricity Supply Co., Ltd. (represented by Mr. C. Baggallay, 
K.C., Lord R. Cecil, K.C., and Mr. Sidney Holland), Metropolitan 
Water Board, Southwark Borough Council, Westminster City 
Council, Bromley Rural District Council, Croydon Rural District 
Council, Empire Electric Light and Power Co., Corporations of 
Bromley and Gravesend, Urban District Councils of Beckenham 
and Dartford, Dartford Rural District Council, Wimbledon Rural 
District Council, Lewisham Borough Council, Bermondsey 
Borough Council, Islington Borough Council, London United 
Tramways Co., Great Northern, Piccadilly and Brompton 
Railway, Baker Street and Waterloo Railway, Euston and 
Hampstead Railway, Metropolitan Electric Supply Co., South 
Metropolitan Gas Co., Gas Light and Coke Co., Lambeth 
Borough Council, London Electric Supply Corporation and 
other electric lighting companies (represented by Lord 
R. Cecil, K.C., and Mr. Cleese), City of London Electric 
Lighting Co., Corporation of London, Leyton U.D.C., Croydon 
Corporation, Barnes U.D.C., Metropolitan District Railway Со. 
and the Underground Electric Railways, Ltd. (against alterations), 
Westmiuster Electric Supply Corporation (represented by Mr. К. 
Pollock and Mr. W. J. Kennedy), Kensington and Knightsbridge 
Electric Lighting Co. and the Notting Hill Electric Lighting 
Co. (represented by Mr. C. C. Hutchinson), Hackney Borough 
Council, London County Council (represented by Mr. L. Coward, 
K.C. and Mr. Clode), Kingston-on-Thames Corporation, Chelsea 
Electricity Supply Co. and the St. James' and Pall Mall Electric 
Light Co. (represented .by Lord R. Cecil and Mr. Du Cane}, 
Richmond Corporation, Richmond Electric Light and Power Co., 
Central Electric Supply Co., County of London Electric Supply 
Co. (represented by Mr. Balfour Browne, K.C., Mr. Shaw, Mr. 
Moon and Mr. Davis), the South Metropolitan Electric Tramways 
and Lighting Co. and the Ilford U.D.C. 

Mr. FITZGERALD, K. C., said the Bill incorporated a company to 
venerate and supply electricity throughout a large area, comprising 
the greater part of the County of London, and the adjoining dis- 
tricts in Essex, Kent and Surrey. It was the intention to erect 
three large generating stations upon the banks of the Thames, 
situated so that a cheap supply of water-borne coal eould be obtained. 
The prices scheduled in the Bill were lower than anything which had 
yet been in an Act of Parliament. Asa matter of fact, this was a 
power Bill arranged on the same lines as the 20 power Bill3 which 
had been passed in the last five or six years, practically for every 
large industrial area throughout the United Kingdom. Having 
dealt at some length with past legislation, including the recom- 
mendations of Lord Cross’s Committee, Mr. Fitzgerald pointed 
out that the idea of all past legislation was that electricity would be 
used merely for lighting, and this was strikingly shown by the fact 
that of the output of the companies and local authorities 
last year, only 8 per cent. was for power purposes. This 
showed two things—(1) how inadequate had been the attempt 
of the existing electrical authorities to give a supply of power to 
the London manufacturers; and (2) how very confined was the 
competition under that Bill, for they would find that, under the 
provisions of the Bill substantially there was no competition for the 
supply of electricity for lighting purposes. There were now 51 
generating stations in the area scheduled by the Bill, and there 
were 29 different systems of generation at these stations aud 18 
different systems of supply. In the industrial area of London 
there were 456,000 н.р. installed, but only 16,000 H.P. was driven 
by electricity supplied by the existing undertakers. The fact was 
that, under existing conditions neither the companies nor the local 
authorities were in a position to give the sort of supply the manu- 
facturers and the railway companies wanted. The existing 
authorities could not get cheap water, and their plant was obsolete, 
and even the most modern of the stations were open to one or more 
objections. The average price for power iu London now was about 
2d. per Board of Trade unit, which was a price at which it was abso- 
lutely impossible,to induce manufacturers to take а supply. There 
was, however, no reason why London should not be supplied at a 
price not only as cheap, but cheaper than any other city in the 
United Kingdom. Asa matter of fact, now, owing to the positions 
in which the existing generating stations were situated, it was as 
costly to get the coal from the Thames to the generating station as 
it was to get it from the Tyne to the Thames. 

The CHAIRMAN: You have referred to antiquated machinery, 
water and position. You will probably give the Committee an 
analysis of the different companies under these heads. 

Mr. FITZGERALD said his witnesses would speak to that, but 
these were not the only objections to the existing stations. To 
generate cheaply they must generate on a large scale; magnitude 
was one of the great factors ina cheap supply. Those generating 
stations which only generated for small areas could not get the 
benefit of that factor of magnitude. Another factor of con- 
siderable importance in a cheap supply of electricity was 
the amount of capital expenditure. The average cost of 
the present stations was 450 kilowatt capacity, but in the 
large generating stations they proposed to erect, the capital cost 
would be ошу about £8 10s. per kilowatt capacity. Even if they 
took the cost at £10, the difference was enormous. When they 
were dealing with a station of the capacity of 90,000 KW., as these 
two large stations would be, they would see at once the enormous 
difference. Another matter was that the efficiency of generating 
plant was increased with its size. They would employ in these 


stations the Parsons turbines, and the etticiency of a turbine was 
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increased with size. The Fulham station would he used for the 
peak supply—that was to give a supply in the busiest hours of the 
day. The capital of the company would be £5,000,000, with the 
usnal borrowing powers of one-third. Of course this would be 
raised as required, but if the anticipations of the promoters were 
realised the whole of it would he required in a short time. The 
promoters were 70 in number, and seldom if ever had a 
Bill come before Parliament with promoters of such business 
experience and financial strength. They proposed to supply 
authorised undertakers, manufacturers, and railways, tramways, 
canals, docks, &c. Since the Bill was before the House of Lords, 
several of the authorised undertakers had agreed to take their 
supply from the company if the Bill became an Act. The manu- 
facturers as a body supported the Bill, and petitions signed by 
gentlemen employing 100,000 hands had been presented in favour 
of the Bill. As to railways it was obvious that in а few years the 
great railway companies would have to adopt electricity as the 
motive power for their suburban traffic, and it would be of the 
greatest advantage to them to have a company in existence which 
would be able to give them a supply of electricity at a low rate. 
This Bill was no mere dream of a fanguine promoter, for what was 
suggested had already happened on the Tyneside, where on the 
north bank steam as motive power had almost disappeared owing 
to the manufacturers being able to get electricity at the cheapest 
rate. Ву the sliding scale, to earn their standard dividend, 
the company must keep the average price down to 4d. per unit. 
"The main opposition. to the Bill was from the existing 
authorised undertakers who opposed on the ground of competition. 
The cases they set up in the other House were entirely inconsistent, 
for at one moment they said there was no reason for the passing 
of the Bill because they could do all that was required, and in the 
next moment they said if the Bill were carried they would be 
crushed out of existence. He contended that neither of those 
statements was correct. In the first place, the existing under- 
takers could not do what his company could, and secondly, there 
would be little competition, and the existing undertakers would 
be amply protected. None of the existing undertakers could obtain 
the class of business which this company aimed at obtaining. Now 
with regard to the supply to existing undertakers, one of the most 
successful authorities in London was the Stepney Borough Council. 
That Council had considerable works, and were supplying a 
large amount of electricity. That Council were supplying 
electricity for power purposes at the lowest price in 
London, viz, 1d. per unit, and they gave evidence 
before Lord Camperdown's Committee that the demand was 
increasing so much in Stepney that their existing station was prac- 
tically working at its full capacity, and that they were contem- 
platiug spending a further sum of £250,000 in erecting a new 
station or in enlarging their present one. Before the House of 
Lords Committee he ventured to take the case of Stepney as an 
illustration, and he pointed out what a valuable thing it would be 
to Stepney that, instead of having to spend £250,000, it would be 
able to come to a company like this and say, Give us a supply at 
as cheap or a cheaper rate than we can supply ourselves, and save 
us this large capital expenditure." Well, һе was glad to say that 
that was exactly what the, Stepney Borough Council had done. 
Since the Bill left the House of Lords the Stepney Borough 
Council had come to terms with the promoters, by which the 
Council would continue to supply themselves from their 
existing station so loug as they wished, but any further 
supply that they required they would take from the com- 
pany. The company would give that supply in bulk on terms which 
worked out at ‘66d. per unit, апа the Council would supply the 
manufacturer for power on terms which worked out at about 8d. 
per unit. By that arrangement the interest of the local authority 
was protected and highly advantaged, while the interest also of the 
consumer was protected, as he would get his supply in future at a 
cheaper rate. The interest of the local authority was most 
beneficially dealt with, for they were saved the large contemplated 
expenditure of £250,000, and they would consequently have no 
interest or sinking fund to provide. On the other hand, they got a 
supply of electricity at a price which enabled them to sell to the 
manufacturer at 20 per cent. less than they were selling to him 
now, which price was, he believed, the lowest of any undertaker in 
London. They had also come to terms with the Barking Urban 
District Council. Barking was a rapidly growing place їп Essex, 
and was a district where factories were certain to be erected in the 
future. Subetantially the arrangement was this. 'The Barking 
Urban District Council who had up to the present made 
а loss on their electrical undertaking, proposed to transfer their 
undertaking to the company, and the company undertook to supply 
electricity in Barking at prices which were in round figures 30 per 
cent. Jess than the prices now ruling in Barking. The result was 
that the Barking Council got rid of an undertaking which had not 
been remunerative ; they got rid of interest and sinking fund on 
capital expenditure, and the consumer benefited by getting his 
supply of electricity at 30 per cent. less than he had paid before. 
Another local authority was the Bexhill Urban District Council. 
They had agreed to take over their generating station, and to supply 
the local authority with electricity at prices which were in round 
figures 40 per cent. below the prices at which they could generate 
electricity for themselves. The Urban District Council would 
distribute the electricity to their customers, but the company could 
supply direct to power users. Here were three cases all 
different, which illustrated the value of the proposals in the Bill. 
He had not the least doubt but that, if the Bill passed, a 
very large number of other local authorities would follow in the 
footsteps of these three authorities, and take advantage of 
the great facilities which could be obtained from a scheme of this 
character. Equaly he imagined that the companies supplying 


electricity in London would do the same. What the companies jn 
London wanted to do was to make the largest possible profit for 
their shareholders, and when they found that they could get a 
supply of electricity for distribution more cheaply than they could” 
produce it themselves, they would, like business men, avail them- 
selves of the opportunity, to the advantage of the companies and of 
their own shareholders. With regard to the opposition of the 
London County Council, when the Bill was before the House of 
Lords, they called no evidence at all, and their counsel took litt'c 
part in the cross-examination of witnesses. Counsel made a spcech 
for the London County Council, but it was difficult to understar d 


what the Councils attitude was except that they wished 
the Bill rejected. The question arose in the  petiticn 
of purchase, and the promoters were willing, if the 
Committee thought fit, to settle terms of purchase. In 


conclusion, Mr. Fitzgerald said that here were a body of gentlemen 
combined together to ask Parliament for sanction to a Bill which 
they were prepared to carry out, and which would give London as 
cheap a supply of electricity as any town in the United Kingdom. 
Mr. CHARLES H. MERZ, engineer for the promoters, was called, 
aud said that the importance of cheap electric power had been 
obvious for a very long time, апа it was a point not disputed before 
the House of Lords Committee. It seemed, however, to be scarcely 
realised what an important bearing the magnitude of the operation 
had upon the question. This had been realised on the Tynesice, 
and one shipyard showed a saving of 40 per cent. by the use of 
electric power as compared with their previous methods. The ch cf 
advantages of electric power could be summed up under three 
heads: (1) Adaptability ; (2) economy ; and (3) absence of noxicus 
characteristics. By adaptability he meant that a manufacturer in 
laying out his works now had no longer to consider primarily the 
question of how exactly he was to get his power, for electric powcr 
could be used under so many conditions, and under such differc: t 
conditions and speeds, so that, practically speaking, a man in laying 
out his works could put any particular tool or shaft where he likcd. 
Then the economy was due to the high efficiency of an electric 
motor at all loads, whereas the ordinary steam engine, ard 
especially a small engine, used as much steam whether running :t 
full load or not. The motor, on the other hand, had efficiency, 
whether with a quarter load or with a full load. Then the clen: - 
liness of a motor was obvious. With regard to the absence of 
noxious characteristics, that was extremely important in Londcn, 
where everything was under such dense conditions. There 
was no doubt that the introduction of electric motors 
rendered new processes of manufacture commercially possible. 
The cheapness of coal had very considerably affected electrical 
enterprise in certain parts of the country, and the cheaper the cc a1 
the less economy there would be in using clectrical energy. 
London was particularly adapted for the use of electricity for thice 
reasons. In the first place, it was, he thought he could say,the 
largest manufacturing centre in the world. In the second place, 
the manufactures were of a kind to which electrical energy was 
particularly adapted; and, thirdly, it was possible to supply 
London with electricity more cheaply than any city in the world 
because of its great size. He considered that the use of electricity 
would result in improving the existing labour conditions. For 
power purposes London had been divided into two arcas, the 
industrial and non-industrial (witness here handed in plans to the 
Committee showing the respective districts), and it was proposed to 
have three large generating stations from which to supply the 
power. Two of these were on the banks of the Thames and one 
was at Fulham. All were in positions where coal could be 
obtained cheaply, where plenty of water was accessible and where 
they could get sufficient land for extensions. Questioned by Mr. 
Lloyd as to the promoters, witness said that they were all gentle- 
menu of position and repute, and were well able to see the scheme 
carried out. Witness handed in tables showing the probable horse- 
power which would be required and also the probable prices to be 
charged. He said that the prices compared most favourably with 
any prices in all Bills passed before. Tables showing the total amount 
of horse-power in London factories were handed in. Witness explained 
that the figures had been obtained from the Home Office returns. 
It was a fact that а large number of manufacturers had found it 
necessary to have an installation of their own, and, in his opinicn, 
only the fringe of the electric power supply question in London 
had been touched upon. The existing companies had, of course, 
dealt with the question of lighting, but they had not attempted to 
deal with the supply of power in bulk. It would, he was sure, be 
in the interests of the manufacturers to take their supply from tbe 
promoters. The use of power on tramways, &c., would be an 
important matter in the future. At the present time, with the 
exception of some systems supplied by the local authorities them- 
selves, very little of the power used for traction purposes was taken 
from the public supply. It was of the greatest importance to апу 
railway or tramway company to obtain their supply on the cheapest 
terms, and the terms proposed by the promoters would be very much 
cheaper than anything done before. Witness handed in a table 
showing what he estimated would be the requirements in the pro- 
posed area of supply in 1911. Power was estimated at 340,000,000 
B. of T. units, lighting at 324,000,000 B. of T. units, and traction at 
567,700,000, or & total of 1,141,700,000 units. Within the next 
10 years that would have been increased to 2,000,000,000 units. 
In the non-industrial area it was proposed to supply only existing 
undertakers or railway and canal companies, but they would also 
supply a user who could not get a supply by any other means. ‘The 
power business would never become a monopoly like other forms of 
supply such as lighting, because there were various competing kinds of 
power. Witness likened the present electrical power supply of London 
toa by-product of the electric lighting business. Works for the 
supply of power should be specially. constructed, and should be 
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made adaptable to the future. There should also be a minimum 
opening up of the streets, and the scheme should be so carried out 
as to appreciate instead of depreciating the value of the existing 
undertakings. Explaining a table which he handed in showing the 
cost of the existing stations, the works cost, &c., witness said that 
the capital expenditure on stations per Kw. installed of £50°5 was 
due to the fact that the stations were very often small, and, 
accordingly, costly. The works cost per unit generated in the case 
of the existing stations was ‘98d. Gross revenue was £1,770,907, 
while the revenue from power supply was only £131,656, or a pro- 
portion of 7:4 per cent. There were 51 stations in the proposed 
area of supply, the average size in Kw. being 2,720. There were 
31 different systems of generation, and the number of different 
voltages was 19. Further tables showing the published tariffs of 


the various authorities, &c., were then handed in, and the average 


price obtained for power in London, as given in evidence before 
the House of Lords Committee was shown to be 1:944. 
The prices which the promoters would accept at once would 
be very much lower than those charged at any other place. Where 
there was a deficit in the case of the local authorities, the deficit 
was made up on the tramways or the lighting, or some other branch 
of the undertaking. Fora company such as that to carry ou the 
undertaking successfully it would, of course, be necessary for 
promoters to approach manufacturers on the subject, and advise 
them as to the plant to be used. Witness handed into the 
Committee a specimen booklet OE the power required to 
drive various machine tools. 


Friday, July 14th. 


At the outset of the proceedings a discussion arose as to when the 
purchase clause should be put in by the promoters. 

The CHAIRMAN intimated that the Committee would like to have 
the clause by Monday, but they would leave it to the promoters. 

The examination-in-chief of Mr. Merz was then continued by 
Mr. Luoyp, Witness said that the small size of the existing 
stations had meant that the best sites had not been adopted. 
Many of the sites were exceedingly cramped. An additional reason 
why power could not advantageously be supplied from a small 
lighting station was that the lighting required the utmost steadiness, 
and this was impossible to maiutain when there was a great 
variation of load. Not only would there be “large variations," 
but there would be momentary variations as well. A combination 
of bad load factors might produce a good load factor, providing 
there was sufficient diversity. One load factor would “ dovetail” 
into another. Witness showed the Committee diagrams explaining 
this. Continuing, he said that the capital expenditure, allowing 
£40,000 for land, on the first station which the promoters would 
put up in London would work out at £84 per kw. That figure was 
to be compared with the £50'4 actual expenditure per kw. on the 
existing London stations. One-third to one-fourth of the existing 
stations were non-condensing, and one-third could only condense 
by the use of cooling towers. That fact greatly influenced the price 
charged for current. Comparing the values of the various kind of 


coal used, Mr. Merz said that Northumberland steam coal had a - 


calorific value of about 11,000 B.TH.U., while Welsh coal had a 
value of 15,000 в.тн.с. The cheapest coal which could be used 
if the demand were large was Northumberland steam coal, which 
cost about 5s. per ton free on board Tyne. Witness put in tables 
showing the cost of coal to the various companies and local 
authorities. An important factor in the proposal of the pro- 
moters was the use of turbines for driving the generators. That 
would mean that the cost of the buildings would be smaller than if 
ordinary steam engines were to be used. The boilers, too, would 
show a saving on the capital cost. The boiler house aud the 
machinery would be put up "in a way similar to the installation of 
machinery on board ship." 

Witness was then cross-examined by Mr. Lewis CowaRp, K.C., 
(for the L.C.C^. He was aware that the L.C.C. had sanctioned 
very large borrowings by the municipal authorities in. connection 
with their electric light undertakings. He would not agree that 
under any circumstances, the promoters could become the sole 
producers and distributors in the district. He certainly hoped that 
the whole of industrial London would ultimately be dependent 
upon electric power. Counsel endeavoured to get witness to admit 
that the Bill was not in accordance with the recommendations of 
Lord Cross’s Committee. Witness said that it was true that, but 
for the Board of Trade clause, the promoters would be able to supply 
direct to consumers. 

Mr. LEWIS Cowarp: And Lord Cross's Committee said, “chiefly 
in bulk or to authorised undertakers.”—-The reduction in the cost 
of the generating stations would, to some extent, be due to the 
exemption from the London Building Act. 

Mr. Lewis Cowarp: Why should you be exempt when all the 
others have been subject to it ? 

WITNESS said that he thought the promoters who were to give a 
cheap supply should be allowed to erect their buildings cheaply. 
The difference due to that exemption was very little—only £1 or 
£2 per кж. Не did not know exactly how much. Не knew of no 
station which had been erected at £8 per kw. The Tyneside 
station, without the land, cost £10 per кж. He admitted that 
there would be no opportunity for the promoters to supply the 
existing tramways in London.  Cross-examined on the cost of the 
transmission main, witness said that there would be 57 miles of 
route, but he could uot say exactly what the price per mile would 
work out at. 


Monday, July Yrth. 


At the commencement of the proceedings, Mr. FiTzGERALD, K. C., 
on behalf of the promoters. submitted four new clauses embodying 
the agreements which had been arrived at with the local autho- 
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rities of Stepney, Bexley and Barking, and with the Kent Electric 
Power Co. He stated that the proposed purchase clause would be 
submitted later. The following are briefly the heads of the 
agreements contained in the clauses which covered 12 pages of 
printed matter:— 

Stepney.—Clause 85 dealing with Stepney provides that the 
following provision shal] have effect for a period of 50 years from 
the passing of the Act unless the Council by notice in writing given 
not less than six months previously to the expiration of a period of 
25 years from the passing of the Act signify to the company 
their integtion to annul the same and pay to the company such 
sum as may be required to cover the unredeemed portion of the 
plant and mains of the company appropriated exclusively to. the 
supply of energy to the Council, the life of the said plant and 
mains being assumed to be 25 years. (1) The company shall not 
supply energy within or for use in the borough except to the 
Council, and to any railway company for the purposes of their 
railway; (2) subject as hereinafter provided the Council shall 
purchase in bulk from the company all the electricity which 
they may require beyond that which their present exist- 
ing generating station was capable of furnishing within 
the dimensions of the present building; (3) the Council 
may maintain in efficient working order, and make improvements 
and additions to the plant installed or to be hereafter installed at 
their present generating station, but shall not increase their 
generating plant beyond that which their generating station as now 
constructed is capable of accommodating ; (4) the Council shall not 
be required to guarantee to take any fixed amount of energy from 
the company ; (5) the company shall within a period of 18 months 
from the passing of the Act erect a generating station and plant 
having a capacity of at least 500 KW., and do all such things as may 
be necessary to enable them to afford a supply of energy to the 
Council ; (6° if the company are unable to prove to the reasonable 
satisfaction of the Council within 12 months from the passing of the 
Act, that they will be in a position to give the Council a stated 
supply of electricity within 18 months, then the provisions of the Act, 
so far as they relate to Stepney, shall cease to have effect except in 
so far asthey authorise the company to supply energy to the Council 
aud to railway companies; (8: the supply shall be diverted, con- 
verted to the form and transformed to the pressure reasonably 
required by the Council; (11) the charge to be made by the com- 
pany in respect of the bulk supply shall not at any time exceed the 
fixed sum of £3 per annum per kilowatt of the maximum demand, 
and a running charge of 33d. per unit, and the Council shall have the 
right at the expiration of every period of five years from the passing 
of the Act tu appeal to an arbitrator to be appointed by the Board 
of Trade for a reduction of the running charge —such arbitrator to 
have regard to the company's actual cost per maximum kilowatt 
demanded ; (12) the price charged by the Council to the power 
consumer shall not exceed by more than £1 10s. per annum per 
kilowatt demanded the price charged by the company for the bulk 
supply. Other clauses provide that the compauy may be required 
to purchase so much of Blyth's Wharf as has been allocated for the 
purpose of a station site, and to take over at cost price so much of 
the cable system which the Council bas put down for three-phase 
high tension trausmission as is now laid in Mile End Road and 
Commercial Road. с 

Bere, Aqreement.—By Clause R52, it is provided that the com- 
pany shall, two years from March 31st. 1906, take over the gene- 
rating station (including lands and buildings) of the Council, and 
all plant, machinery and stores used by the Council in connection 
therewith. The Council is not to incur any further hability on 
capital account in the generating station plant and machinery 
without the consent of the company, which consent is not to be 
unreasonably withheld. The company shall, as consideration for 
and subsequent to the taking over of the gencrating station, pay to 
the Council sums equal to the sums payable by the Council for 
interest, repayment of instalments and charges in respect of the 
loans raised by the Council for capital expenditure. All stores not 
paid for out of capital shall be taken over by the company ata 
reduction. The company shall supply, and the Council shall take, 
all current required for the electrical undertaking and tramways 
of the Council at a flat rate which shall not exceed 1:354. per unit, 
provided that if the company call upon them to do so the Council 
shall supply all power users in the Council's area with current at а 
lower rate than this, on condition that the company compensate 
the Council for any loss resulting from such supply, including loss 
of profit to the Council, such loss of protit to be agreed between the 
respective engineers of the Council and the company, or failing 
agreement to be determined by an umpire, to be appointed by such 
engineers, whose decision shall be final. When the liability of the 
Council has been discharged it will be open for the parties to 
agree to a reduction of the price per unit. The company may dis- 
pose of the generating station taken over, provided that they 
have given the Council a satisfactory guarantee for the repay- 
ment of the outstanding loans and interest thereon. The company 
shall be at liberty to sell current direct otherwise than through the 
Council's mains to all power and traction users, but the company 
shall not otherwise compete with the Council. At the expiration 
of 42 years after the passing of the Act the Council may, on 12 
months’ notice, cease to take a supply in bulk. from the company 
provided that the termination of the bulk supply shall not affect 
the company’s right to supply power consumers. 

Barking Ayrecment.—This agreement provides for the company 
taking over the electrical undertaking of the Council with all lia- 
bilities on the same not exceeding £100,000, including the liability 
of £2,000 being, or towards, the deficiency made in past years on 
the undertaking. All plant ordered, and money expended on the 
undertaking during the intervening period is to be subject: to the 
reasonable approval of the company. The company shall be 
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responsible to the Council for the payment of all interest and sink- 
ing fund charges on the loans raised by the Council in respect of 


the undertaking, and shall pay the £2,000 referred to within а ' 


month from the day on which the undertaking is taken over by 
them. Clause 6 states that the average prices to be charged by the 
company for electrical energy within the Council's area shall not 
exceed the following:—Energy for power purposes, 1d. per unit ; 
energy for traction purposes, 1d. per unit; energy for public light- 
ing, 15d. per unit; energy for private lighting, 4d. per unit. 
Clause 7 provides for the provision of prices after the loan is paid, 
and Clause 13 enables the Council, at their discretion, to extend 
their public lighting system, but not to reduce or modify the annual 
demand so as to consume less energy per annum than the amount 
consumed during the 12 months immediately preceding the transfer 
of the undertaking. Clause 13 provides that all energy required 
for light railways or tramways which may be constructed by the 
Council shall be purchased from the company. Clause 14 states 
that the company shall supply the Council with energy for the 
whole of their existing, or any. future sewage pumping systein, аф 
an average price not exceeding 3d. per unit. Clause 15 enables the 
company to dispose of the generating station, as in the case of 
Bexley; and Clause 16 provides for the company taking over the 
staff now employed in the Council's electrical undertaking, or com- 
pensating them for lose of office. | 

Agreement with the Kent Electric Power Co.—Clause 1 states that 
the object of the agreement is to mutually co-operate in promoting 
the use of electrical energy to the mutual advantage of the parties 
in the area of supply common to their respective undertakings, By 
Clause 2 it is provided that the London Co. is to give to the 
Kent Co. and the Kent Co. is to take from the London 
Co. all energy required for supply to their customers within the 
common area, and the control and management of the distribution 
of energy therein shall be in the hands of the Kent Co. It is 
further provided that the London Co. shall not erect or operate or 
be interested in a generating station in the area of the Kent Co., 
outside the common area. The London Co. shall deliver the energy 
at points from time to time agrced upon between the parties, and 
the Kent Co. shall pay to the London Co. for all energy so supplied 
the gross amount received by the Kent Co. for the current distri- 
buted by them to consumers, less the following deductions: (v) A 
sum equal to 10 per cent. per annum upon the capital eost to the 
Kent Co. of all main feeders and distributing apparatus in the 
common area, which amount of 10 per cent. is intended to cover 
3 per cent. for depreciation and 7 per cent. for interest on capital ; 
(^) the amount of the actual cost to the Kent Co. of all their work- 
ing expenses and annual payments contributable to the revenue 
account in the common area; (c) a fair proportion of the adminis- 
trative expenses of the Kent Co. contributable to the common area. 
Nothiug in the agreement shall be taken to apply to the supply of 
energy to be given by either party to railway companies (which 
terms shall not include light railway companies or tramway com- 
panies}, but the London Co. shall not erect a generating station in 
the area of the Kent Co. outside the common area for the purpose 
of such supply. Clause 13 provides that inasmuch as the generating 
station of the Kent Co. at Frindsbury now in course of erection 
wil be completed in about seven months' time, and is nearer to 
Gravesend, Northfleet, Swanscombe and Stone than the proposed 
station of the London Co., and the provisional orders for the two 
last places are held by the Kent Electric Power Syndicate, Ltd., 
nothing in the agreement shall prevent the Kent Co. from supply- 
ing any energy required within those districts. 

Mr. €. MERBZ, in cross-examination by Mr. Cowarp (for the 
London County Council) said by Clause 71 the company took 
power to take transfers of undertakings, and they could charge the 
prices fixed in the schedules of such orders, and in Clause 72 they 
took power to themselves to apply for provisional orders. If there 
were two undertakers in a district, it would be possible, if the 
Board of Trade approved, for them to buy out one undertaker and 
compete with the other. 

And I suggest you might be able to drive them out of the field, 
or force them to sell on your terms ?— The answer is that the Board 
of Trade have to approve. The Board of Trade have given 
the powers to the existing companies and local authorities, and, 
if they considered that such competition would not be beneficial, 
they would not approve of it. 

Mr. СожАВр; So far as your Bill goes, you are to be freed from 
all restrictions as to purchase, of all restrictions under the London 
Building Act, and of all the- provisions which have hitherto 
obtained in reference to tramways. Does not that spell 
monopoly ? 

Mr. FITZGERALD said, with regard to the London Building Act, 
they only asked to be placed in the same position as the railway, 
gas and dock undertakings. 

WITNESS pointed out that the Metropolitan District Railway 
Co.'s generating station was exempt from the London Building 
Act. 

Questioned whether he was prepared to drop Clauses 71 and 72, 
WirNESS said the usefulness of such clauses was proved by the 
agreements they had already entered into. There were a number 
of undertakers in London who, in a financial sense, had had enough 
of it, and if they were prepared to hand over their undertakings to 
the company, it appeared to him to be a very good thing. 

Cross-examined by Sir R. LrrTrERn, K. C., on behalf of the City 
Corporation, WiTNESS said that the City was not part of the 

industrial area. Two companies were already supplying the City, 
and both had stations outside the, City. The City Corporation had 
power to purchase in 1914. 

Бо if the two companies agreed to take their supply before that 
date from you, the City would be at your mercy ?— That would 
be to the advantage of the City. T T | | 


Further examined, WiTNEss said he did not think there was any 
necessity for the company to pass through the City, except on the 
question of expense. The difficulty was that if they exempted the 
City from the liability to having the streets taken up for mains, all 
the other districts would ask for a like exemption. Не agreed 
that it would be necessary in laying mains through the City to do 
the work at night, but after all these things had to be approved by 
the Board of Trade. | 

Sir R. LITTLER: Our objection is that seeing the company can 
only supply the existing authority, and as neither the City 
Corporation nor the two companies want them, there is no reason 
why they should come into the City at all where every inch of 
space is wanted for undertakings which may be of use to the City. 

Mr. CHATTERIS pointed out that the company took power to 
supply railways and docks. | 

Sir R. LITTLEB said there was nota railway in the City which 
did not communicate with places outside, and, therefore, there was 
no reason why they should come into the City for that. 

WITNESS said he saw no reason why the City should be 
exempt. | 

Mr. FREEMAN, K.C., cross-examined witness on behalf of the 
Borough Councils of Camberwell, Deptford, Poplar and Woolwich. 
Witness did not agree that the present local authorities were 
supplying energy at the price proposed by the company. бї. 
Pancras had power to cut off the supply whenever they pleased. 


PuRCHASE CLAUSE. 


At the mid-day adjournment, Mr. Fitzgerald handed in the 
following draft purchase clause :— 

“Clause 79a. In the event of any public authority or body of trustees 
(hereinafter called the ‘purchasing authority’) being authorised to 
acquire the undertaking at the expiration of a period of 50 years 
from the passing of this Act and of subsequent periods of 10 years 
thereafter, the following provisions shall apply and have effect, that 
is to say :— 

“1. Twelve months’ notice in writing shall be given to the company 
by the purchasing authority intimating their intention to acquire 
the undertaking. | 

“2. The price to be paid by the purchasing authority to the com- 
pany shall be a sum equal to the amount standing in the books of 
the company at the date of the purchase as representing the capital 
expenditure of the company as audited in the manner hereinafter 
provided, and without any allowance to the company for compul- 
sory purchase or for the goodwill or prospective value of their 
undertaking. 

“3. For the purposes of the immediately preceding sub-section, 
the accounts of the company shall be annually audited by an 
auditor to be appointed by the Board of Trade, and a copy of 
the accounts, as audited, shall be filed with the Board of Trade. 

“4. The purchasing authority shall also pay to the company for 
the materials and stores on hand at the date of purchase a price to 
be agreed on, or in case of difference, to be determined by an 
arbitrator to be appointed by the Board of Trade, and in addition 
the value of the debts due tothe company, and the company shall 
discharge all debts due by the company at the date of purchase, 
and all liabilities with respect to any debenture stock or mortgage 
debt of the company. 

“ 5. The expression ‘undertaking’ shall, for the purposes of this 
section, include all rights of generating, purchasing, using, trans- 
mitting, transforming, distributing, supplying and utilising energy 
and all other rights, powers, authorities and privileges of the com- 
pany, and all such property, real and personal, and all other 
interests and rights in to, and out of, the property, real and personal, 
and obligations and things in action as may be in the possession of 
the company or belong to them immediately before the date of 
purchase, and all books, accounts and documents relating thereto, 
but subject to all liabilities and obligations of the company other 
than the debts due by the company, and the liabilities with respect 
to the debenture stock and mortgage debt of the company. 

“6. As from the date of purchase, the undertaking shall be trans- 
ferred to and vested in the purchasing authority, and such 
authority shall have, and may exercise, all the rights, powers, 
authorities and privileges of the company, and shall, to the exclu- 
sion of the company, be subject to all the duties, obligations, agree- 
ments and liabilities of the company in like manner as if they 
were the company, except the debts due by the company at the 


date of purchase, and the liabilities with respect to the debenture - 


stock and mortgage debt of the company." 

Mr. BaGGALuay then cross-examined Mr. Merz. WITNESS, in the 
course of his answers, said that the Electric Power Development 
Co. was formed to promote this Bill. He supposed that the com- 
pany would have power, if they wished, to purchase shares in the 
electric lighting companies of London, without obtaining the 
authority of {һе Board of Trade or Parliament. 

.Cross-examined by Lord RoBERT CECIL, К.С. (for the South 
London Co., South Metropolitan Gas Co. and London Electric 
Co.): He supposed that the companies had done their best for the 
publie. He thought that the price of power was of the greatest 
importance in London, where rents were high. 

Mr. BaLFour Browne, K. C., mentioned during the proceedings 
that negotiations were going on between the promoting company 
and the County of London Electric Lighting Co., which he hoped 
would result in an understanding being arrived at. 

The Committee adjourned. 


(To be continued.) 


In the Commons on the 14th inst. Mr. Lough had a motion on 
the Paper to the effect thatthe order of July 6th for committal of 
the Administrative County Bill be read and discharged, and that 
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the Bill be committed to a Select Committee of nine members, five 
to be nominated by the House and four by the Committee of Selec- 
tion. This was postponed till the 24th inst. 


The Telephone Agreement. 
Monday, July 17th. 


Mr. Garne was re-called and corrected certain errors in his pre- 
vious evidence, and put in a table showing the rates of pay to the 
company's staff. | 

Mr. BABINGTON SMITH, secretary to the Post Office, then re- 
entered the witness chair, and dealt with the questions raised by 
the witnesses called last week on behalf of the staff. Не said that 
the claim of the staff appeared to be divided into two parts—con- 
tiuuity of employment and compensation for loss of office and loss 
of pension. The only assurance which the staff had at present that 
their services would be continued was dependent on their services 
being required. They would have the same assurance when their 
services were taken Over by the Post Office. There was no trained 
telephone staff outside the Post Office except that of the company, 
and therefore there was every reason why the services of that staff 
should be retained. It was true that there might be some over- 
lapping in certain. cases at first, but as time went on the service 
would grow, so that he did not think there would be any need for 
any of the staff to be discharged. 

The CHAIRMAN asked if witness could obtain a list of the public 
utterances of Postmaster-Generals on the subject. ` 

Witness said that he believed that the only statements which 
had becn made by Postmaster-Generals had been made in the House 
of Commons. He would procure for the Committee all such 
references. 

Continuing, Witness pointed out that, if the members of the 


Staff became civil servants, they would, if discharged, be subject to . 


compensation for loss of office. Ав to the labour staff, they would, 
at any rate, be in a good position, as they were under the company. 
The staff had based the wording of their claim on the clause in the 
Metropolitan Water Act, but had omitted that part of the clause 
which said that the staff of the water companies should be taken 
over by the Water Board on the same terms and conditions as 
accompanied their services on the old companies. "The reason for 
that omission was, be thought, evident—the staff wished to have 
all the advaptages which they had under the company, as well as 
those which they would get from the Civil Service. 


Shepton Mallet Gas Со. (Electric Lighting).—' This Bill, which 
empowers the Shepton Mallet Gas Co. to produce electricity and to 
erect works for that purpose within the limits of gas supply, came 
before the House of Commons Committee оп Unopposed Bills on 
July 13th. Mr. Heard, chairman of the directors, proved the 
preamble, and stated that the bulk clause in the Bill had been struck 
out. The Bill was ordered to go for third reading. 

South Lancashire Trammrays Bill.—On July 13th this Bill, which 
authorises the abandonment of certain tramways in Leigh and 
Hindley, the transfer to the company of the Lancashire Light 
Railway Co., and the rearrangement of capital, came before Mr. 
Laurence Hardy's Committee on Unopposed Bills, and was ordered 
to proceed. 

Second and Third Readings.—In the House of Lords on 17th inst. 
the following Bills were read a third time: - Metropolitan Electric 
Tramways, Dublin United Tramways, Cbaring Cross, Euston and 
Hampstead Railway, Baker Street and Waterloo Railway, and 
Great Northern, Piccadilly and Brompton Railway (No. 1). In the 
Commons the following Bill, which has passed the Lords, was read 
a second time :— Oldham and Saddlesworth District Tramways. 

Metropolitan Electric Supply Co. (Acton District) Bill.—This Bill, 
which gives the Metropolitan Electric Supply Co. power to supply 
in bulk to Acton, came before Mr. Laurence Hardy's Committee 
of the House of Commons on July 13th. Mr. Cripps (Parlia- 
mentary. agent) said the company had entered into an agreement 
with the Urban District Council of Acton to supply electrical 
energy in bulk to be distributed by the local authority. There 
were a few amendments suggested by the Board of Trade, and these 
had been carried out. Formal evidence in support of the 
preamble was given, and the Bill was ordered to be reported to the 
House. 

Glasgow Corporation Tramicays.— The. National Telephone Co., 
the Renfrew County Council and the Dumbarton County Council 
have deposited petitions against the Glasgow Corporation (Tram- 
ways Consolidation) Order Confirmation Bill. 

Canals (No, 2) Bill.—'This Bill, presented by Sir J. Brunner, Sir 
A. Hickman, Sir J. Lawrence, Colonel Pilkington, Mr. Channing, 
Mr. Kerr, Mr. Trevelyan, Mr. Crombie, and Mr. Alexander Cross, 
was considered on Monday by the Examiner of Standing Orders of 
the House of Commons. The Times says that the Bill proposes to 
constitute a central canals trust for the purpose of obtaining 
provisional orders authorizing the trust to take over, improve, and 
manage, in the first instance, certain specified canals which form a 
chain of navigation between the principal ports of England. This 
initial stage was opposed by the great railway companies, who 
alleged non-compliance with the standing orders. The Examiner 
decided that the Bill might proceed. 

Royal Assent.—The Royal Assent has been given to the following 
Acts:i— 

Electric Lighting Orders Confirmation (No. 7) Act, 1905. 

University College, London (Transfer) Act, 1905. 

Hastings Tramways Act, 1905. 


REPORT OF ROYAL COMMISSION ON 
LONDON TRAFFIC. 


THE first volume of the report of this Royal Commission has now 
been issued. The following extracts are taken from a digest of the 
report, which has been courteously supplied by the secretary, Mr. 
Lynden Macassey, M. A., LL. D., ёс. The Commission was appointed 
on February 9th, 1903, by Royal Warrant to inquire into the means 
of locomotion and transport in London, and to report :— 

“ (а) As to the measures which they deem most effectual for the 
improvement of the same by the development and interconnection 
of railways and tramways on, or below, the surface ; by increasing 
the facilities for other forms of mechanical locomotion ; by better 
provision for the organisation and regulation of vehicular and 
pedestrian traffic, or otherwise. | | | 

“ (b) As to the desirability of establishing some authority or tri- 
bunal to which all schemes of railway or tramway construction of a 
local character should be referred, and the powers which it would 
be advisable to confer upon such a body.” 

The Commission held 112 mectings, not including many sub- 
committee meetings, and examined orally 134 witnesses. The 
chairman and four other members of the Commission, together with 
Mr. Lynden Macassey, the secretary, visited, in September, 1903, 
New York, Boston, Philadelphia and Washington. 

The Commission obtained expert and technical advice from the 
Advisory Board of Engineers which they appointed. One of the 
members of the Commission, Sir John Wolfe Barry, K.C.B., under- 
took, without remuneration, to act on and preside over the advisory 
board, and they state that they were fortunate to obtain the services 
of Sir Benjamin Baker and Mr. William Barclay Parsons, M. Inst. C. E., 
chief engineer to the Board of Rapid Transit Hailroad Commis- 
sioners of the City of New York, who was well acquainted with 
London. 

The Commission state that they have not attempted to pass 
judgement upon the projects of particular promoters that have been 
or are before Parliament, or to diseuss their relative merits. 

There is no finality, the Commission state, in the question of the 
best means of locomotion and transport for great cities; and in the 
case of London it is necessary, in а very special degree, that the 
problem should be considered in the first instance on broad and 
general lines, and that, subsequently, a series of separate and 
distinct inquiries should be undertaken in order to provide the 
means of meeting new wants, and to take advantage of fresh 
scientific discoveries. 

One of the most important features of London locomotion being 
the diurnal movement from suburbs to centres and vice versa, the 
Commission included in their inquiry not merely the Administra- 
tive County of London, but the residential districts in “Greater 
London,” a total area of 692 square miles, and emphasised the 
necessity for the future extension of those limita. 

The population of Greater London" in 1901 was 64 million 
persons, and the number of rides per capita per annum by all local 
means of transport, excluding trunk line railways, is 200, compared 
with 300 in New York and 270 in Berlin, thus indicating statistic- 
ally a substantial comparntive deficiency. 

Particularly in relation to the working classes, facilities for 
locomotion are deficient. Under existing conditions, the serious 
overcrowding in the central districts of London cannot be alle- 
viated ; the population per acre in those districts is 148, in tho rest 
of the County of London 54; in districts adjacent to the county 
166; and in the rest of “Extra London" 2:5. Upwards of 
14 millions of persons live in the central districts. Inthe Boundary 
Street clearances of the London County Council, out of 5,719 
persons displaced, only 11 returned to the new buildings erected - 
by the Council. Iu the central districts, the ratepayers have sus- 
tained a loss of £412,683 in rehousing 7,586 persons ou 18°55 acres ; 
in the suburbs they have already housed 1,797 persons on 14°15 
acres without any loss to the rates. 

The-Commissioners have come to the conclusion that, in order to 
relieve overcrowding, means must be provided for taking the 
population into and out of London in many directions, at rapid 
speed, frequent intervals, and cheap rates. 

The importance of facilitating rapid and ‘cheap locomotion is not, 

the, Commission state, a matter that concerns only the working 
classes. It materially affects the health, comfort, and cfliciency for 
work of the whole community. ANE NM NE: 
. The magnitude of the population’ of London, and the. extent of 
the area over which that population is spread, make the problem of 
locomotion specially important for London, and if the standard of 
movement cannot be raised to the level attained elsewhere, London 
must. fall behind in competition with other cities, and the life and 
growth of the metropolis will be slowly, but not the less surely, 
strangled by the choking of the great arteries of traffic. 

The Commission estimate that at the present rate of increase the 
population of Greater London in 1931 will amount to 11 million 
persons, but point out that the rate of increase of use of and 
requirements for facilities for locomotion is invariably greater than 
the increase of population. In London there are special cireum- 
stances conducing to this result. The demand for further facilities 
for locomotion will rapidly equal the supply, however liberal the 
scale on which they are provided. 

The ideal scheme, the Commissioners say, is the construction of 
railways in London for purposes of long-distance urban traffic, and 
of railways radiating to the suburbs for purposes of suburban 
traffic, the railways both in urban and suburban localities being 
connected with tramways for short-distance distribution ; the con- 
nection of all main line terminal stations with urban tramways and 
railways; the widening of existing and provision of new,streete for 
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local urban traffic and the regulation of street traffic to prevent or 
reduce congestion; and the provision of complete facilities for 
passenger interchange. 

The Commission enumerate the various proposals made to them 
in regard to street improvements, which they remitted to the 
Advisory Board of Engineers for critical technical examination, 
and they set forth the proposals of the Board und their own 
opinion in relation thereto. 

The most important is a proposal for the construction of two 
main avenues through London, one 4? miles long from west to east, to 
connect Bayswater Road witb Whitechapel, the other 44 miles long 
north to south, to connect Holloway with the Elephant and Castle. 
Each avenue would be 140 ft. in width, from house to house, with 
subways for water mains; with four lines of tramway on the 
surface, and four lines of railw ay below the surface, for exprese and 
local stopping trains. 

The tramways on the main avenues are intended to connect with 
the tramway systems at both ends, and afford interchange ої traffe 
with the various systems of tramways crossed on the route. The 
four lines of electrical railway in the sub-structure would be con- 
nected with the various railway systems. 

The Advisory Board of Engineers, it is stated, attach more 
importance to the west and east main avenue than to ibe one 
running north and south, mainly because statistics show that the 
volume of tzafhe to the enst and west is greater. 

The east and west avenue, with its subways, railways, and tram- 
ways, ів estimated approximately to cost about £15,550.000, and the 
north and south avenue about £8,550,000 net. Supposing that а 
sum of 30 millions sterling would accomplish the work, it would 
probebly require £1,100,000 to £1,200,000 a year to cover interest 
and sinking fund on the borrowed money. In return for the out- 
lay, the municipality would own 9 route and 36 track miles of 
tramway, and 9 route and 36 track miles of underground railway, 


putting aside the immense advantages of two great thoronghfares. 


The tramways and railways would bring in a considerable profit. 

The Commission allude to New York, where an underground 
railway, with similar accommodation for express and local trains, 
has been constructed at the expense of the municipality, by a com- 
pany, under a contract for construction and for operation at an 
annual rent, sufficient to defray interest and sinking fund, on the 
municipal bonds issued for construction of the work. 

It must be understood, the Commission state, that the Advi isory 
Board of Engineers do not themselves put forward their scheme of 
new avenues as a project for immediate accomplishment under 
existing conditions. 'They desire that its great utility should be 
realised, and that it should find a place in a general plan for the 
future development of London, as means aud opportunity offer. 
The Commission recognise its utility to the full, and agree that it 
should find a place in the general plan, if further careful study of 
the project, from all points of view, shows that it is financially 
practicable; but do not think that works of less magnitude. which 
may be within available resources, should be retarded in the 
expectation of its early accomplishment. 

The Commission recommend—“ That, so far as practicable. a pre- 
ference should be given to such street improvements as are indis- 
pensable for the development of a complete system of tramways 
throughout London. 

“ That, іп regard to other improvements, those that will relieve 
the congestion at important places, where traffic crosses in different 
directions, should be speedily takeu in band. 

That steps be taken at once for the purpose of preventing the 
creation of further obstacles to the future widening of existing 
streets, with proper provision for compensation where legal rights 
are infringed." 

The Commission deprecate the fact that in London, unlike many 

cities abroad, no “ building plan” is in existence to regulate the 
line of, and bring into mutual co-ordination, all new streets and 
roads. 
. The Commission preface their statement of recommendations in 
tegard to tramways, by the*enumeration of a number of fundamental 
propositions applicable to urban tramway operations in general, and 
to London conditions in particular :— 

Wherever tramways can be laid on existing streets in London 
without widening, they can, when worked cvmmerciully, be made а 
direct source of profit. 

London, in comparison with American and Continental and pro- 
vincial English cities, is conspicuously deficient in tramway facili- 
ties; there are extensive districts in the“ West-end " and centre of 
London entirely unprovided for. 

There is, even where tramways exist, an entire absence of through 
communication between the various systems within, aud between 
those within and those without the County of London, and every 
through passenger is obliged to change cars at the junctions, if any, 
of the various systems. 

" Accordingly, all the cars are obliged to discharge their passengers 
at dead-end terminals. At the six principal terminals (West- 
minster Bridge, Shepherd’s Bush, Blackfriars Bridge, Aldgate, 
Moorgate, and Euston Road), nearly a quarter of a million of 
passengers alight from, or join, the cars every day in the streets. 
Apart from the great inconvenicnce caused to all or most of the 
passengers, the result is a very great congestion, both of tramcars 
and of ordinary vehicular and pedestrian trafic at these terminal 
points, and the same congestion, though in а less degree. occurs at 
the other terminals in London. The Advisory Board of Engineers 
estimate that the carrying power of a tramway system may be 
diminished by about one-half by rcason of the cross-shunting neces- 
sary at dead-end terminals." 

It wil be seen that, from every point of view, tramway 
accommodation is glaringly defective. In a great area, there is no 
tramway service at all. Where there is such a service, travellers 


^ arraugement is commou abroad, and appears to work satisfactorily. 


do not obtain the full advantage which it ought to provide in eheap- 
ness, expedition and convenience. An ‘ end-on ! break in the course 
of a journey probably causes additional expense (for two indepen- 
dent fares usually cost more than a through fare), whilst the conse- 
quent delay and discomfort, especially in bad weather, and the 
uncertainty of transhipment, are great drawbacks. Where the 


.line abruptly terminates in the middle of crowded streets, even 


greater discomfort is caused, together with serious diminution of 
efficiency in the entire tramway service, and an intolerable conges- 
tion in the streets. 

“ It is difficult to appreciate how such a state of things can have 
been tolerated so long. Whatever view may be held upon the 
expediency of extending tramways in London, it cannot be 
expedient to work those we have upon inefficient methods“ 

In smaller cities, tramways, the Commission state, supply u 
double want. They carry passengers from one part of the city to 
another, and also between the city and adjoining areas, to a distance 
of 8 or 10 miles. In London it is probable that their usefulness 
will be more restricted. They will be chiefly used for short 
distances in urban and suburban districts. Experience shows that 
the metropolitan railways, even where no tramways compete, 
practically do not attract passengers for journeys of less than a 
mile. | 

Railways and tramways can, with advantage, it is stated, be 
worked in conjunction. “Tubes ” might be prolonged till they 
reach the surface, at some poiut in the more open country, and 
then be continued, on the surface, as railways or tramways to, or 
beyond, the suburbs, Tramways on the streets, in urban aud 
suburban districts, should, where possible, be laid out in inter- 
change connection with main line, tube and other railways, by 
arrangement with the railway companies. 

The competitor of the tramway for short-distance traffic is the 
omnibus, and the horse omnibus, it is said, will always serve a 
useful purpose in London, unless superseded by the motor-omnibus, 
in distributing passengers where tramways do not penetrate, but 


i 


the Commission believe that on all the routes, where there is fair 


competition, the same thing will happen in London as happened in 
Liverpool between the years 1897 and 1903. Within a period of 
seven years all the omnibuses disappeared from the streets, and 
gave place to electric tramcars, while the number of passengers 
carried was nearly trebled. These results, which have been 
repeated in other cities both at home and abroad, show, it is 
claimed, how eagerly the public avails itself of tramway facilities. 
Motor-omnibuses will doubtless supersede horse omnibuses, and 
remove from the streets, greatly to the public advantage, a form of 
vehicle which, although it has been of great public utility, is now 
one of the principal causes of congestion in many streets. But the 
Commission think that, on routes suitable for tramways, where 
there is a large traffic, tramways will continue to be “the most 
efficient and the cheapest means of street conveyance, and cannot 
recommend the postponement of tramway extension in London on 
the ground of any visible prospect of the supersession of tramways 
by motor-omnibuses. 

Is widening needed to admit of the construction of S 
“That indeed,” the Commission state, is the point upon which 
everything turns. Few would object to an extensive tramway 
system being laid down all over London, but for the belief that 
it must involve an extensive system of street widening. This is. 
the great difficulty.“ 

In this connection, the Commission state that. the London 
County Council aim at a minimum width of 33 ft. between the 
kerbs, but that the Commission think that a greater width than 
33 ft. is desirable as a rule for a double line of tramway, save that, 
for short distances, or in less frequented thoroughfares, even a less ` 
width may be accepted. A single line might be Јаіа in still- 
narrower streets, either for traffic in both directions, with passing 
places at intervals, or for traffic in опе direction only. Such an 


“Judged by the above standards of widtb," the report proceeds, 

“many of the main tboroughfares of London will admit of tram- 
ways. We are persuaded that a great deal can be done in the way 
of tramway extension, without any great expense of this kind.” 

No good purpose, the Commission state, could be served by their 
attempting to lay down a hard and fast scheme for the construction 
of tramways. The selection of proper routes would require minute 
examination. They describe and criticise the important proposals 
reported upon by the Advisory Board of Engineers, who, at their 
request, have indicated the various directions in London in which 
the construction and operation of tramways, after making the 
necessary street improvements, would be beneficial and useful. 

The routes in question are :— 

Across Hammersmith Bridge; Hammersmith to Knightsbridge ; 
Knightsbridge to Aldgate in subway ; Fulham and Brompton Roads ; 
Grosvenor Place and Hyde Park in subway; Edgware Road and 
Maida Vale: Harrow Road; Cambridge Avenue: Uxbridge and 
Bayswater Roads; Westminster Bridge and Victoria Embank- — ' 
ment; Waterloo Bridge and Blackfriars Bridge: Queen Victoria 
Street and Southwark Bridge; New Bridge Street nnd Farringdon 
Street; Holborn and Charterhouse Street; York Road, Stamtord 
Street and Southwark Street; Tower Subway: Tottenham Court 
Road and Whitehall; Moorgate, Liverpool Street and Norton 
Folgate; Aldersgate Street to post oflice in subway: King's Road, | 
Chelsea, and Buckingham Palace Road; Victoria Street, West- 
minster; Marylebone and Euston Roads; Finchley Road. 

The advantages, the Cummission state, of some of these proposals 
are obvious. If they were carried out, a tramway along the Euston 
and Marylebone Roads and the Edgware Road would connect the 
existing eastern and western systems, passing quite close to tive of 
the principal railway termini in London. North and south would 
be connected by two lines outside the City. Four lines frum the 
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west would penetrate to the central area, and thente be continued 
to the eastern districts. Not least in importance, tramways would 
cross the Thames on two existing bridges (Westminster and Black- 
friars), which would be united by a line along the Thames Embank- 
ment. Thus, urgently needed through communication would be 
afforded. In short, the three isolated systems wopld be linked 
together; the central area, hitherto destitute of tramways, would 
be partially opened out; and the Thames would no longer inter- 
rupt communication between north and south. | 
Some of these proposals of the Advisory Board of Engineers аге 


undoubtedly‘ open to eriticism. "They involve in all about 7 miles 


. (excluding the subways under.the proposed main avenues) of 
tunnels qt subways. There are parts of London, the Commission 
say, where the value of laud is so great, notably in the City, 
hat widening for tramway purposes is not to be thought of. In 
such places, the only course is td construct subways; but that is 


4 


* 


. 308.80 everywhere, and forthe most part, if the choice lies between 


ergebe ne bud, widening, the Commission; believe that it. will be 
. Found nearly аз cheap to widen de streets and lay tramways on 
the вагѓасе. In any case, it must be'a questiou of relative cost, 
with tbe additional consideration that. travelling on the surface is 
always preferable, anda wide streut älwahs an advantage. — . 
As to the proposals within the City of London, some involve 
зарру, gthers. are for surface tru.nways. The Commission think 
hat surface thm ways should be-laid ‘down’ in the City, where they 
' сац be shown to be reasonably practicable, and that subways should 
. , be made whore sprfage.tramways.gre not, pract icable. 
wr Ле e Think, tue rberenor Vigne and Hyde Park 
_ Subway, which. would 
. Hyde Park Corner and Marble Arch, is so important that it should 
be taken in hand with as little delay ав is possible. M 
On the Euston and Marylebone Roads, Bayswater Road; Hammer- 
smitb Road, Fulham Road and Kiug's. Road, Chelsea, as well as on 
_o the other roads on which tramways are proposed, some street 
improvements will, at places, be required, and extensive improve- 
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all the routes. | | | 

„. Тре Commission believe that, most of these routes could be laid 
.. gut for tramways with only a moderate outlay for widgning in 
.. Particular places, and are so convinced of the urgent necessity for 

_ tramway accommodation jn Londou that they recommend that the 


ments in the way of widening streets, would be an advantage upon 


work on the five routes in question should be taken in hand as soon 
. < ай posaible. The Commission think it unnecessary to. indicate 
„ae Other, rautes with regard to which the same course might be 


followed. If these works are executed, and the travelling public 
realise the advantages anticipated, further extensions, they say, will 
., fallow as a matterof course. | ne 
„% Through communication, that is, the running of through cars over 
tramway systems, separately owned, without rebooking or tran- 
|. shipment of. passengers, is of great importance in the interests of 
.., heap, expeditious and, convenient locomotion, and the refusal of 
reasonable facilities for that purpose should not be allowed, but 
should be enforced, if necessary, by the grant of running powers. 
.. Where, however, through running of cars is impracticable, through 
_ bookings and an interchange of passengers, at convenient times and 
places, should be secured, Tramway systems within Greater 
London" ought tp be worked by one and the same authority, for 
this and other reasons. | 

The Commission do not deal directly with the question of the 

municipal operation of tramways, as being outside the terms of their 
reference. They state, however, that they think it reasonable that 
some profit should be derived from the tramways for the benefit 
of the municipality, but that it does not follow that the best way 
of securing the largest profit will be that the municipality, even 
if it finds the толеу for construction, should undertake the task of 
operating. In other countries it is not unusual for municipalities 
to construct, purchase, or otherwise acquire the tramways, but in 
such cases the actual working is generally left to operating com- 
‘panies, with provision for proper rates and general control. It is 
claimed that such methods vield better financia] results to the 
municipalities, and avoid difficulties which might arise from muni- 
cipal authorities carrying on a business of this kind on a large scale. 
Abroad, the work of construction is also often facilitated by the 
same company, that is afterwards to operate, also undertaking the 
construction, by contract with the municipal authorities, who are 
thereby saved. from the risks and disadvantages attendant upon the 
making, as well as the working, of a line by a municipality. 

If the tramways are operated by the municipalities concerned, 
the Commission say they should be worked on sound financial 
principles, with ample provision for depreciation and repayment 
of capital or discharge of debt, and that any profit from tramways 
received by a municipality should, preferentially, be applied to 
necessary trunway developments, and to street improvements, and 
to meet expenditure which otherwise would fall on the rates. 

The Commission strongly recommend the consolidation of tram- 
way and light railway law. 

The Conimission recommend the abolition of the ** veto " of local 
and street authorities and of frontagers, and to provide that, in 
„Greater London,“ the County Councils and the Corporation of 
the City of London shall have а preferential right to construct any 
tramways within their districts, if they are prepared to do so. 

Instead of a '" veto," they recommend that local and road 
authorities should have a locus standi to appear before the Traffic 
Board and Parliament in opposition to апу tramway scheme within 
their district, by whomsoever such tramway scheme might be 
promoted. In the same way, frontagers, who have at present £ 
veto under the Tramways Act, 1870, should have a locus stendi upon 
any tramway scheuie affecting their property. 


( To be contin ted.) 


d relieve the congestion at the ‘crossings at 


' THE FUTURE SUPPLY OF ENDIA RUBBER. 


By H. L. TERRY, F.L.C., A. I. M. M. 


Tur the present high price of india-rubber is à matter of 
concern to. manufacturers and users alike’ needs» no 
emphasis, and it would be quite superfluous to enlarge 
upon. it. With regard to the future, however, we are largely 
ci the region ‘of hypothesis and in the presence of - such 
divergent statements as we have made by this or that 

' authority, it is permissible to attempt to review the situation 
ini a concise manner for the benefit: of those Who may be 
interested, but whose leisure er technical knowledge. does not 
permit them té imdertake the task for themselves: : If we 
put tabber а?у ptodueéd by thie cherrilst-aside as not 
© coming within the palé’ of practical poktics—whatever may 

: be booked for in the dim ard. distant--foture—there.are only 


"C two sduree of supply which come up for’ serious considera- . 


tion.“ One of these is, of conrke, what: пабе has provided 
with a lavish һапа in ошар sub-tropical e rin 
of our globe; the other the product of the plantations which 
` +H rapidty increasing ‘numbers, are to be found in Coxlon, 
the жү Settlements, Mexico; ‘Central: America, &c.- It 
- neéds ho great discernment of mind ta зое that the interests of 
those supplying rubber from plantations and from untended 
^ nature ure not identical, and it behoves us therefore to weigh 
^^ caiefully the arguments put forth by interested persons us to 
where we must look for ‘the’ rubber of the future. More 
especially is this cautionary measure - necessitated, owing to 
~: the’ fact’ thut joint stock enterprise is rapidly taking the place 
‘of individual’ effort, and it is quite conceivable’ that the 
` investing’ public, as а whole, knows no more about the 
‘intricacies of the rubber trade, than it does about the stopes 
. ard eróss-cute of- its gold-mining ventures. Now, in writing 
about rubber" plantations to-day, one is ip а very different 
position to 30, I might in truth say 10, years ago. 
was at one time entirely experimental and gained for its 
initiators the title of faddists, is now a demonstrated fact, 
and those who loudly preditted failure have been effectively 
silenced. This, however, ів not the same ав saying that 
financial success is assured: for all time, as some would bave 
it, and it will be advisable, therefore, te look into the general 
situation somewhat closely. i | 
The bulk of the supplies of raw rubber comes to the 
world's factories from Brazil and the Congo region, the 
main point with regard to future supplies being that in Brazil 
the product is obtained by merely tapping the trees without 
"affecting their vitality, while in Africa the tree, which is a 
kind of creeper, is cut down and destroyed in the gathering 
process. It will be recognised then that withont replanting 
it is only a matter of time for total exhaustion in: the prin- 
cipal yielding grounds of West Africa ; on the other hand, the 
Hevea braziliensis, which may be named as а typical South 
American tree, continues to yield year by year, thus requiring 
practically no oversight or capital outlay. That there is-still 
plenty of this Brazilian rubber, which is of a much higher 
quality than the African, to be had for the gathering admits 
of no doubt. The difficulty is to get sufficient labour t: 
gather it in order to keep up with the constantly increasing 
demand. There can be little doubt that if an unhntited 
supply of acclimatised labour were available, we should soon 
see a decline in the high prices now ruling. Mr. Samuel 
Colt, an American authority, expresses the opinion that 
American enterprise will, before long, put the raw rubber 
supply straight, as it has overcome in the past other threat- 
ened dangers. Still, as far as l am aware, Mr. Colt does 
not eo beyond indicating the road by which we must expect 
deliverance : he gives no sort of guarantee that the obstacles 
in the path will be removed in the near future, and it is this 
absence of more than a hopeful feeling that is buoying up 
the hopes of those who are investing their money in growing 
Para rubber in countries where the labour question i8 not 
likely to become acute. Of course, progress has been made 
in augmenting the Brazilian output. It has only taken 
five years to show a rise from 22,000 tons to 30,000 
tons. Still, there is room for a much greater. production, 
and in face of the limited uumbers of the Seringuer, or who 
can withstand the deadly miasmatic swamps of Brazil, it is 
a matter of the first. importance. for present and. prospeotive 


What 


Vol. 57. No. 1,443, Juty 21, 1905.) 


THE ELECTRICAL REVIEW. 


123 


planters to know if there is any reasonable prospect of Mr. 
Colt'a optimistic ‘forecasts being fulfilled... Not that the 
planters regard the issue with fear and trembling, for, to 

. Judge from some reports, which have recently been made 
public, they are prepared to witness a very considerable re- 
duction in the present selling price with equanimity. Though 


it is still rather early to arrive at а correct estimate of the pro- ' 


fits of rubber planting, it appears to be the fact that, given 
favourable conditions, the Para rubber tree can be grown in. 


Ceylon and the Straits Settlements at a cost of 28. per lb. of 


pure rubber. Indeed, one authority gives it as his experience 
that it- can be grown for 18. 2d. per Ib., but this has not,, I 
understand, found, generat corroboration. 


- 
2 


‘Supposing, there- C 
fore, that, we take the higher figure of cost, it is clear that at 


the present selling price of Para rubber (bs. 7d. per Ib.) the- 


profits are very large. 


Brazil on account of its freedom from water. There does not 
seem any ground, to suppose that it is intrinsically superior, 
thongh some aver that it is. On the contrary, it is quite 
probable that, owing to the tapping of immature. trees, or the 
effect of; climatic, conditions which differ from those in 
deterioration may show itself. 
of the rubber from the latex, or milk, is carried out on the 
plantations under more skilful management than is the case 
in Brazil, where the gatherers are under no scientific super- 
vision. It is this careful preparation of plantation rub 


and its consequent purity, that has attracted the. anit 
As I have said, there is no reason to 


facturer's attention. 
suppose that it is in any way superiór to the wild product, 


and it would seem that any difference is more likely to be on 


the side of inferiority arising from circumstances which are 
as yet but incompletely understood. For instance, the 
nature of the soil has a good deal to do with the yield of 
rubber and its quality, and in this connection I am informed 
by those who know Ceylon well that а good deal of rubber 


planting is now going on in localities where the soil is quite 


unsuitable. . The tree may grow well enough, but will yield 
rubber deficient, in quantity and quality on arriving at 
maturity. This point, among others, is one which should 
engage the atteution of those whose financial co-operation is 
invited for the numerous schemes iu existence, or in process 
of development. This, however, is only by way of a warning 
note that, though considerable progress has been made in 
rubber growing, there are still possible disappointments in 
Store for those who invest even in reputahle concerns. | 
That plantations laid out on scientific lines, and under 
good management, wil yield a very handsome profit 
to those who are content to wait seven or eight years for a 


return upon their capital certainly now seems to be a demon- 


strated fact, and investors who take the trouble to dis- 
criminate between the good and bad schemes brought before 
their notice should be under no. anxiety as to their money. 
I refer to the necessity of discrimination, because there will 
undoubtedly in the future, as in the past, be propositions 
put forward which have but very slight prospects of success, 
even if such a strong appellation -as swindle-cannot fairly be 
used in connection with them. 

To revert now to the all-important matter, the selling 
price, even if a considerable reduction were experienced, it is 


clear that, that at the proved cost of production, a good 


margin of profit will be available. 

Suppose that Mr. Colt’s prognostication of American push 
and energy were realised, and that Biazil yielded up an 
increased amount of her latent rubber, there is the continu- 
ally increasing demand to set against this. Except for such 
purposes as motor tires, where the best rubber is imperative, 


there is по doubt that the trade is being hindered in its 


development in‘ other directions by the high prices now 
ruling.. Should a fall, therefore, take place, we should 
undoubtedly see the demand increase, which would mean a 


bigger turnover at reduced profits for the planters. On the 


whole, therefore, although I sce no immediate prospect of 
any fall in price, it is clear that this eventuality can be faced 
with composure by the planters, provided, of couse, that the 
stated cost of production i is strictly accurate, and not liable 
to any incase, А statement recently made at the Colonial 
Institute, to the effect that rubber planting will yield wealth 
beyond the dreams wf, avarice, must, in the light of our 
present know ledge, be received with & certain amount of 


azil,- 
At present. the preparation 


attention at the present time. 


caution, but that the outlook for those who get into reputable - 


concerns at first hand is distinctly bright, i is an assertion that 


can be made in all confidence and sincerity. 

I have spoken chiefly of Para rubber because it is Ше. 
planting of this sort which is attracting the greatest 
In Mexico and Central 


America, however, the indigenous tree, the Castilloa, is 


being extensively planted, and there is no good reon to 


doubt of satisfactory results being obtained. In this connection 
it may not be superfluous to say а word as to relative 


quality. 


4 


Plantation-grown rubber, we may вау; - ·. 
- fetches a higher price in the market than. the product of. 


they can only haye the ultimate result of bringing discredit ` 


The product of the Castilloatrees ів a good rubber, 
and under cultivation it will, doubtless, command. higher . 
values in the market than it has done in the past when 
prepared by the natives without supervision. At the same 
time there ів по ground for supposing that this rubber will 


ual Para rubber. in. price as has been asserted in connection... . 
Exaggeroted state- 


with the flotation of some companies. 
ments of this sort ought to be refuted as soon as possible, as 


upon the rübber-planting movement generally. 
In this brief survey many points of interest have had per- 


. force to be ignored, and not the least of these is the question 


as to how far the existing high prices are the result of “ oppor- 


tunism " on the part of the importers and brokers. At present 
the amount of rubber from cultivated sources, is not great 


enough to cause perturbation in the brokers’ camps, but with- 


out going 80 far as. to predict anything of the sort, one can 


imagine the‘ occurrence of such a conflict: between the pro- 


ducing interests of Brazil and Ceylon which might result m 


a material drop in prece 


ELECTRIC RAILWAYS IN GERMANY. 


AT the recent general meeting of the Verein Deutscher Ingenieure 
(Association of German Engineers) held at Magdeburg, Dr. 
Eichberg, of Berlin, presented a paper dealing with the recent 
progress and future of electrio traiu haulage. In the course of his 
observations, the author stated that the Prussian Railway Ministry 


had come to the conclusion, that, from ап electrotechnical point of 


view, neither the double overhead conductor nor the third rail was 
suitable for the working of trains on large railway networks. A 
technically satisfactory solution, as had heen clearly proved by the 


‘experiments at Spiudlersfeld, near Berliu, was afforded only by the 


combination of a single aerial wire with high pressure current and 
a single-phase motor. The same system had been employed with 
success iu the Stubbai Valley, Innsbruck. 
no material difficulties. A pressure of 5,000 volts to 6,000 volts 
has been used on the Spiudlersfeld line, and it would be possible to 


employ a pressure as high as 15,000 volts on mountain railways. 


On the German line in question, electric heating bad been adopted, 
the current being mostly used for this purpose while the trains 
were at rest, and also occasionally during running at full speed. 
The heating was regulated by a switch on the driver's platform. 
As a result of those experiments, the Prussian Railway Ministry 
had decided to introduce the single-phase system on the section 
connecting Hamburg, Blankenese aud Ohlsdorf, which was to be 
set in operation in a year. It was intended to work the line at a 
pressure of 6,000 volts, the trains to be composed of motor-cars and 
trailers in accordance with the traffic requirements. 

The works in connection with the, extension in Charlottenburg 
of the Berlin Elevated and Underground Electric. Railway were 
commenced last year at the Knie in the Bismarck Strasse, and the . 
company hopes to begin the service to the Wilhelms Platz before 
the end of next year. A statement to this effect was made at the 
recent general meeting of the company, when it was alxo mentioned 
that the prolongation to the West End depends upon the conctu- 
sion of an agreement now being negotiated with the Charlotten- 
burg authorities. The tunnel works in this respect, and on the 
basis of the suggested agreement, are proposed to be completed 
next year, and this particular section opened for traffic in 1907. 
As far as concerns the extension of the underground line in Berlin 
from its terminal point in the Koniggratzer Strasse to the Spittel- 
markt, it appears that negotiations are still proceeding between the 


company and the Berlin Town Council, and an understanding is ` 


anticipated to be arrived at in a short time. It is intended later 
on to prolong the line from the Spittelmarkt to the Alexander 
Platz, although the exact route has not yet been determined. The 
traffic on the railway during the past year largely increased, and 
the net profits have allowed of the payment of a dividend : t the 
rate of 4 per cent. It is noteworthy that the existence of the rail- 
way has created a demand for residential and otlice accommodation 
along the line of route, together with the establishment of large 
publie and private buildings in its vicinity. 

The Berlin Town Council has under consideration a scheme for 
the establishment of a network composed of tive high level and 
underground railways as а municipal undertaking. 16 is under- 
stood that Herr von Budde, Minister of Public Works, has expressed 


It practically presented. 
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himself in favour of the project. In his opinion, the municipal 
authorities come first into consideration, as private firms could 
scarcely be found who would be ready to proceed with the scheme 
without financial assistance on the part of the city. The proposal 
to construct an electric railway between Berlin and Schmockwitz 
takes the form of the suggested building of tbe line on a separate 
road at the side of the footpath. The Imperial forest authorities 
are supporting the scheme in the hope that it would lend to sales 
of land for building purposes. In addition to this, a high level 
project is being promoted in the northern suburbs from the district 
of Wedding Platz via Reinickendorf, Dalldorf and Tegel to Herms- 
dorf. - 

The proposal to build a high-speed electric railway between 
Dusseldorf and Cologne now forms the subject of negotiations 
between the local authorities of the two towns with special 
reference to the discussion which has taken place with representa- 
tives of the Allgemeine Electricity Co. and the Siemens-Schuckert 
Works Co. It appears that the Railway Minister has requested the 
various Government officials concerned to submit reports on the 
scheme, which contemplates the working of traffic between the two 
towns without the establishment of intermediate stations. So far, 
however, the negotiations between the promoters and the two 
towns have only been of a preliminary character, and the question 
of the financing of the railway has yet to be settled. This 
observation applies equally well to the projected lines Leipsig- 
Halle and Frankfort-on-Main-Wiesbaden, which, together with the 
Cologne-Dusseldorf scheme, are jointly promoted by the two lead- 
ing electrical groups already mentioned. 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. THompson & Co., Electrical Patent 
Agente, 322, High Holborn, London, W. C., and at Liverpool, to whom а! 
inquiries should be addressed. 


18,633. “Improved central exchange telephone systems." B. BRANDER. 
July 3rd. 
13,608. “An arrangement for raising electric tramcar windows.“ C. A. Cass. 
July 8rd. 
3,677. ‘‘ Improvements in electric condensers.“ R. A. FEseENDEN. July 3rd. 
боол. ) à 
18,678. “Improvements in signalling by electro-magnetic waves." R. A. 


FESSENDEN. July Ad. (Complete.) 

19,679. Improvements in aerials for the transmission and receipt of electro- 
magnetic wave energy." July 8rd. (Complete.) 

16,682, ‘‘ Method and apparatus for the manufacture of electrical condensers.” 
SIRMENS Bros. & Co., LTD. (Siemens & Halske Act.-Ges., Germany.) July 3rd. 
(Complete.) 

13,683. “ Improved method of braking cars propelled by alternating current 
electric motors." BigMENS8 Bros, & Co., LTD., and Е. Lvypar. July 8rd. 

13, 688. Improved construction of electrie switch. " C.8cHMAHL. July 8rd. 


13.689. Improvements in the method of deviating or drawing out electric 
aros or electric discharges, and also apparatus for chemical decomposition and 
combination of gases—for instance air, by means of such devia or drawn 


electric arcs or electric discharges." R. C. GARDNER. (J. J. Thoresen and F. 
Tharaldsen, Norway). July 8rd. (Complete.) 

18,000. Improvements in electric furnaces.” Р. Giron. (Date applied for 
under Patents Act, 1901, July 4th, 1904, being date of application in France.) 
July 8rd. (Complete. ) 

13,696. ‘Improvements in alternating-current electricity meters."  W. 
HAMILTON & FERRANTI, LTD. July 3rd 

13,706. Improvements in and relating to electric motors for use with either 
alternating or continuous currents.“ THE ALLGEMEINE ELEKTRICITATS-GES. 
(Date applied for under Patents Act, 1901, July 4th, 1904, being Gate of appli- 
cation in Germany.) July 3rd. (Complete. ) 

13,708. ''Improvements in and relating to dynamo-electric ВРА е THE 
BRITIRH THomson-Hovustron Co., LTD. (Allgemeine Elektricitats-Ges., Ger- 
many.) July 3rd. (Complete.) 

13,709. ‘‘ Improvements in systems of motor control." Е. E. Caste. Date 
applied for under Patents Act, 1901, July 2nd, 1904, being date of application in 
United States.) July 3rd. (Complete.) 

13,779. “Improvements in apparatus or appliance for more readily adjusting 
the trolley wheel of arm of electric cars to the overhead wires." T. F. ST1iDOLPH. 
July 4th. 

13,794. Improvements in armatures for magneto-electrical machinés or 
electric dynamos or motors." Е. BALpANA, (Date applied for under Patents 
Acts, 1901, July Sth, 1904, being date of application in France.) July 4th. 
(Complete.) 

13,7963. Improvements relating to electrical signalling and controlling 
devices.“ L. KorrMAIR and R. Zwack. July 4th. (Complete.) 

13,808. Improvements in the electrolytic production of metallic sheets, 
tubes, wire, strip or the like.“ S. O. Cowpen-Co.es, July 4th. 

13,815. Improvements in or connected with safety fuses for electrical con. 
ductors.” W. О. MANNINd. July 4th. 


13,815. Ап electro-magnetic reversing gear." F. JENSEN. July 4th. 
(Complete.) 

13,828. ** A new or improved receiving instrument for wireless telegraphy.” 
€. V. Boys. 


13,842. Improved trolley head for electric tramway cars." Н. N. DAVIDGE. 
July 5th. 

13,856. '*Improvements in or relating) to the electrical steering of ships.“ 
B. P. Haran. July 5th. 

13,874. “Improvements in electrical transmission apparatus for causing the 
movements of any mechanism to be exactly repeated upon distant mechanisms.“ 
EvERRHED & VIGNOLES, LTD., and 8. EVERSHED. July 5th. 

13,909. An electric purifier for use in milling or any other trades to which 
it may be applied." J. L. Lawson. July 6th. 

13,918. “ Improvements in electrical junction boxes, switch boxes, ceiling 
rose boxes and the like.” J. W. Brooxs (trading as the Walsall Hardware 
Manufacturing Co.) and A. E. Reap. July 6th. 


13.919. An improved switch and rheostat controller." E.Bawxs. July 6th, 

13.953. Improvements in and relating to recording devices." G. HARRISON. 
(The Electric Railway Improvement Co., United States.) July 6th. (Сошрек) 

13,954. ‘‘Improvements ín and relating to electrical testing devices." G. 
Harrison. (The Electric Railway Improvement Co., United States.) July 6th. 
(Complete.) 

13.958. Improvements relating to transformers and dynamos." A. Dresp- 
NER. July 6th. 

13,964. “Improvements in apparatus for automatically opening or breaking 


an electric circuit or circuits and system of wiring in connection therewith.” 
P. F. Соккнпл.. July 6th. (Complete.) 


13,974. ‘‘ Improvements in fase boxes Tur BnirisH THomson-Hovston Co. 
Lro. (The General Electric Co., United States.) July (th. 


13,976. Improvements in electrical indicating instruments.“ TRE Вкгтївн 
Тномвох-Носкгох Co, LTD. (The General Electric Co., United States.) 
July 6th. : 

13,977. “Improvements in electric fuses or cut-outs.” Тнв BnririsH 
ү a a Co., Lrp. (The General Electric Co., United States.) 

uly 6th. 

14,000. An improved method of тш off electricity either automatically 


orat will." W. А. Jones. July "th 


14.006. An improved detachable ‘trolley pole head." Е. Banks. July 7th. 

14,013. "Improvements in or connected with electrical distribution or 
junction boxes." В. S. Downe and А. 8. Brack. July 7th. (Complete.) 
7 ao ' Improvements in mercurial vapour electrical lamps. Е. Harrison. 

y "th. 

14,060. ‘Improvements in electric quantity meters of the electrolytic type.“ 
E. J. Piper. July "th. 

14,069. 


“Improvements relating to the trolleys or current conductors o 
overhead driven tramways and the like." Т. CowsunN. July Tth. 


14,129. “Improvements relating to primary batteries." C. G. Luis and Е.В. 
Larg. July 8th. 

14.131. Improvements in the constructicn cf sound-proof telephone cabinets 
and other chalnbers.“ R. HADDAN. (Akt.-Ges. fur Holzverwertung, Germany.) 
July 8th. (Complete.) 

14,141. Improvements in electric signalling." E. R. E. Rotrer. July 8th. 


PUBLISHED SPECIFICATIONS. 


Copies of апу of these Specifications TAY. be obtained of Messrs. W. P. 
Тяомрѕох & Co., 323, High Holborn, M. C., and at Liverpool, price, post 
free, 9d. (in stamps). 


1904. 


ELECTRODES ron Акс ІЛөнтгко. The British Thomson-Houston Co., Ltd. (The 
General Electric Co., U.8.A.) 14,196. June 28rd. 


Process oF ELECTRO-DEPOSITING Antimony. A. G. Betts. 15,29). July Rth. 
ALTERNATING CURRENT ELECTRIC Motor. К. Lundell. 22,968. October End. 
BECONDARY Batrerizs. W. Gardiner. 27,902. December 20th. 

SwrrcHES. G. Harrison. (M. Guett, United States.) 28,370. December th. 


ELECTBRO-CAPILLARY APPARATUS. J. T. Armstrong and A. Orling. 7,04. 
March 23rd. 


P Burrows ков Сіовіко ELkcTRICAL Circuits. C. J. Klein. 8,610, April 
h. 


ELECTRIC TRANSFORMERS. A. F. Berry. 10,800. May 10th. 


PROTECTING ALTERNATING CURRENT EL¥CTRIC APPARATUS. The British Thom- 
son-Houston Co., Ltd. (General Electric Co., U.. A.) 10,878. May lich. 


ELECTRICAL MOTOR AND SPEED CONTROL ARRANGEMENTS THEREFOR. J. Bentley. 


12,737. June 6th. 
мы i SwiTcHES. А. P. Lundberg and G. C. Lundberg. 13,040. June 
th. 


REDUCTION or DISPLACEMENT OF PHASE IN ELECTRIC CcRRENT Circuits. J. Y. 
Johnson. (Badische Anilin & Soda Fabrik, Germany.) 14,460. June 2Tth. 

BEconDaRY ВАТТЕВ1ЕВ. W. Gardiner. 27,900. December 20th. 

JOINT ARM APPLICABLE FOR BUPDPORK TIN ELkcTRIC LAN Va. H. Nieriker. (Date 
applied for under International Convention, October Bth, 1904.) 28,980. 
December 30th. 

HANGERS on EARB FOR OVERHEAD ELECTRIC TnoLLEY WIRES. 
Sree H. Heap, J. Bailey, F. Brierley and R. Billington. 

1. 

EvectricaLLy Driven CoAL WH rs ок Hoists. J. Wilhelm. 9.696. April 30th. 

REGULATING Воскктв OR SWITCHES FOR ELECTRIC. LIGHTING, HEATING, CB 
Power Purposes. L. F. Bogia, jun. 10,070. May 2nd. 

SYSTEM AND APPARATUS USED 7HEBEIN FOR THE DISTRIBUTION OF ELECTRICAL 
ENERGY OVER A LARGE SUB-DIVIDED AREA. A. E. Tanner. 10,080. May 2nd. 

METERS. R. F. Venner. 10,081. May 2nd. 

MvurLTiPLE ErkcTRIC Switch RHkosTATS. The British Thomson-Houstcn Co. 
Ltd. (General Electric Co., U.S.A.) 10,461. May 6th. 

Type PRINTING TELEGRAPHS, E. J. Bteljes. 10,575. May 7th. 

ELECTRIC SWITCHES SUITABLE FOR Usk IN CONNECTION WITH TELEPHONIC 
APPARATUS FOR OTHER PURPOSES, E. A. Graham. 11,368. Мау 17th. 

ALTERNATING CURRENT ELecrRIC Motor. The British Thomson-Hcuston Co., 
Ltd. (General Electric Co., U. B. A.) 11,980. May 25th 

Brusn Holp ERA FOR DyxAMo-ELEC TRIO Macnuines. The British Thomson- 
Houston Co., Ltd. (General Electric Co., U. S. A.) 12,192. Max th. 

ELECTRIC CuT-OuT8, SWITCHES AND THE Like. The British Thomson- Houston 
Co., Ltd., and A. S. Cubitt. 12,340. May 31st. 

ELECTRICAL Maximum Demand IxDICA Ton. Nalder Bros. and Thompson. 
12,373. May 3196, 

Dynamos AND Motors. A. J. Wright. 12,970. June 8th. 

BRUSH GEAR SPECIALLY APPLICABLE TO COMMUTATORS OF THE INTERNAL RING 
Type коң Dynamos AND ELECTRIC Motors, J. MacLean, 13,024. June 
16th. 

Arc Lamps. The British Thomson-Houston Co., Ltd. 
tricitats-Gesellschaft, Germany.) 13,462. June 18th. 

RAISING, SUPPORTING AND LOWERING or ELECTRIC Arc Lamps. Н. Н. Berry 


A. Richardson 
9,518. April 


(Allgemeine Elek- 


and E. Skinner. 14,071. June 2lst. 
Arc Lamps. E. А. Carolan. (General Electric Co., U.S.A.) 14,733, 14,734 and 
14,735. June 30th. 


ELECTRIC Ілонт RkrLEcTOnS, H. Hirst and J. H. Collings. 14,770. July 1st. 

Books or MEMORANDUM FORMS Fon TELEPHONE MESSAGES AND HOLDERS FOR 
Same. R. D. Cole. 14,806. July ist. 

Arc Lamps, Crompton & Co., Ltd., and A. J. Hodgson. 15,034. July 5th. 

ELECTRO-PLATING OF METALLIC ARTICLES. Veritys, Ltd., and A. E. Gott. 
16,048. July l4th. 

AUTOMATIC Ej.rcrRIC SWITCHING DEVICES APPLICABLE TO FLASH ALVERTISING 
SIGNS AND THE LIKE. P. B. H. Seabrook and Н. H. P. Seabrook. 21,18). 
October 1st. 

SwircHES. T. A. Cameron. 21,846. October lith. 

SWITCHES OR CuT-0UTS8 FOR DISCONNECTING CONDUCTORS IN CABE OF BREAKAGE. 
E. Ellor and A. Ellor. 23,399. October 31st. 

DEVICES FOR PREVENTING SPARKING AT THE COMMUTATORS AND LIKE CONTACT 
Devices oF Exectric Motors. Allgemeine Elektricitats - Gesellschaft. 
(Date applied for under International Convention, November 2nd, 1908.) 
23,716. November 2nd. 

MAGNETIC SUSPENSIONS FOR THE MOVING PARTS oF MEASURING INSTRUMENTS. 
Allgemeine Flektricitats-Gesellschaft. (Date applied for under International 
Convention, November 25th, 1903.) 23,991. November 7th. ` 

Spack TeLEGRaPHY. J. S. Stone. (Date applied for under International 
Convention, November 25th, 1908.) 25,637, 25,640, 95,043 and 25,646. Novem- 
ber 24th. 

METHOD OF ACCELERATING THE Excitation OF Dynamo-Evectnic MACHINES. 
Riemens Bros. & Co., Ltd. (Siemens Schuckertwerke G.m.b.H., Germany.) 
27,199. December 18th. 
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ELECTRIC SUPPLY UNDERTAKERS AND. 


THE. LAW. OF NEGLIGENCE. 


© THE case of Midwood . the Mayor, &c.; of Manchester, the 


result of which we recorded in our issue of last week, merits 
something more than passing notice. It raises іп a very 
interesting manner, the whole question as to the legal 
liability of. electric supply undertakers when & charge of 
negligence is preferred agaiust them ; for although it is true 
that the defendants -were a local authority, and that the 
decision of the case turned upon the construction of certain 
sections in their own provisional order, yet the decision is of 
universal application, inasmuch as the clauses under review 
are now to be found in the Electric Lighting (Clauses) Act, 
1899, which applies to nearly every ру and local 
authority supplying electricity. 

The decision of the Master of the Rolls emphasises the fact 
to which we have adverted on more than one occasion, that 
electric supply companies are in scarcely any better position as 
regards the law of negligence than if they supplied electricity 
otherwise than in accordance with the provisions of an Act of 
Parliament. It is true that in constructing their works 
and in laying their cables, they are afforded.a certain meed 
of protection ; but in the giving of a supply, and in taking 


steps to secure the maintenance of pressure in their mains, 


the cas» under notice illustrates the proposition that they 
may claim no protection. 


It 18 of interest to inquire into the present state of the 


law of nuisance and negligence in so far as it affects 
electric supply undertakers. The law of nuisance may be 
said to be settled, but it is by-no means in a satisfactory 
Ву Sec. 10 of the Electric Lighting Act, 1882, 
undertakers may, subject to the provisions and restrictions of 


eondition. 


the Act, and of any rules made by the Board in pursuance 
thereof, construct such works, and generally do all such acts 
and things as may be necessary and incidental to such 
supply. The effect of this section was to protect a company 
whose works occasionc] a nuisance. So where a tramway 
company acting under a provisional order and using the 
best-known system of electric traction, cansed electrical 
disturbance in the wires of a telephone’ company acting 
under licence from the Postmaster-General, it was held that 
the tramway company was protected from liability for 
v. Baker (1893) 2 Ch. 
186). Since this case was decided it became the practice 


nuisance (National Telephone Co. 


to insert the following clause in provisional orders, and, 
indeed, it has been inserted in the schedule to the Electric 
1899 :— Nothing in this order 
shall exonerate the undertakers from any indictinent, action, 


Lighting Clauses Act, 


or other proceedings for nuisance in the event of any 
nuisance caused by them." It was under this clause 
(together with another to which we shall preseutly refer) 
tat the Manchester Corporation was held liable. 
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The effect of the clause was well illustrated by the case of 


Shelfer v. the City of London Electric Lighting Co. (1895), 
1 Ch. 287. There an electric lighting company had 
erected powerful engines and other works on land near a 
house which was subject to a lease. Owing to excavations 
for the.foundations of the engines and to vibration and noise 


from the working of \hem, structural injury was caused to . 


the house, and annoyance and discomfort to the lessee. 
The lessee and the reversioners brought separate actions 
against the company for an injunction and damages in 
respect of the nuisance and injury thus occasioned. Mr. 
Justice Kekewich, after finding on the evidence that the 


defendants had created a continuing nuisance as regards the 


lessee and had caused structural injury to the house, held 
that both the lessee and the reversioners were entitled to 
relief, but under the circumstances by way of damages and 
not of injunction. | e 

The plaintiffs in both actions appealed against the refusal 
of the injunction, and the Court of Appeal held that there 
was nothing in either case to justify the Court in refusing to 
aid: by injunction the legal rights which had been established, 
and that the appeal must be allowed. 

When the above case reached the House of Lords, Lord 
Halsbury said :—. — ' 


The nuisance being established, it is said, first, that the defendant 
company were authorised by law to carry on their business, and 
that as they have done all that skill and care can effect to prevent 
any nuisance, they are in the same position as a railway company, 
and are entitled to do what they have done under the authority of 
the Legislature. If the analogy were a correct one, I should think 
the defendants had fallen very far short in their proof that they 
had done all that was possible to prevent a nuisance. А railway 
company has a definite line of operation within which it may make 
its works, and, if it does all that can be done to prevent a 
nuisance in that place; the things having to be done in that place, 
and by locomotive engines with the necessity for fire being carried 
along the railway, the Legislature is taken to have sanctioned that 
proceeding. No such considerations apply here. 


This decision was followed in a number of subsequent 
cases, and is still good law ; but it has been the subject of 
adverse criticism on the part of a Joint Committee of both 
Houses, which was presided over by Lord Cross in 1898. 

It will be noticed that the foregoing considerations relate 
only to the establishment of a generating station ; so far as 
the laying of cables and the construction of other necessary 
works is concerned, it is clear that electrical undertakers are 
under serious liabilities in respect of nuisance. 

Coming now to the question of negligence, it is provided 
by the Electric Lighting (Clauses) Act, 1899, (Schedule 
Clause 77) that undertakers shall be answerable for all 
accidente, damages and injuries happening through the act 
or default of the undertakers, or of any person in their 
employment by reason of, or in consequence of, any of the 
undertakers’ works, and shall save harmless all authorities, 
bodies and persons by whom any street is repairable, and all 
other authorities, companies and bodies collectively and 
individually, and their officers and servants from all damages. 
and costs in respect of those accidents, damages and injuries. 
So far as we are aware there have been no decisions bearing 
directly upon the construction of this section, but it is clear 
that to make the undertakers liable in accordance with its 
provisions, the plaintiffs must prove negligence. 

Take, for instance, the 
by the explosion 


case of а person injured 


of a street box. For him to re- 


cover damages against the undertakers whose mains 


the accident happened ; 


ran through the box, it would not suffice to prove that 


he would have to go further 
and prove that the accident happened owing to some 
negligence on the part of the company, such, for instance, as 
negligence in allowing a short-circuit. There must be some 
"act" or “default on the part of the undertakers before 


they can be fixed with responsibility. 


In the case of Midwood v. Manchester Corporation, the 
jury were satisfied that there was some negligence, other- 
wise there could have been no liability except on the ground 
of nuisance. 


In the Electrical World and Engineer 
(New York) of July Ist, Messrs. A. E. 
Kennelly and 8. E. Whiting describe a 
novel method of working a sensitive relay for regulating the 
potential of a circuit. The novelty consists in taking advan- 
tage of the change of resistance taking place in carbon and 
tantalum incandescent lamps with change of terminal voltage. 
Whereas the hot resistance of a carbon filament is about one 
half that of its resistance cold, the resistance of a tantalum 
filament hot is about six times its cold resistance. 

The first method suggested by Messrs. Kennelly and Whiting 
is to arrange the carbon and tantalum lamps in the form of 
a Wheatstone bridge. Two arms of the bridge are composed 
of carbon lamps and the other two of tantalum lamps. The 
voltage of the circuit to be regulated is applied where 
ordinarily the connections to a battery would be made, and a 
polarised relay of ordinary construction takes the place of a 
galvanometer. The resistance of the lamps must be such 
that at normal voltage no current passes through the relay. 
On a rise of voltage occurring, the resistance of two arms of 
the bridge will increase and that of the other two arms decrease, 
thus sending a small current through the relay and causing 
it to close a circuit which will put in motion the necessary 
mechanism to bring back the voltage to normal in any of the 
many ways that are already well known. Оп a decrease of 
voltage occurring, a current is sent through the relay in the 
opposite direction, which will cause it to make a second con- 
tact dnd set in motion the mechanism required to increase 
the voltage to normal. 

À second method suggested aud tried by Messrs. Kennelly 
and Whiting is as follows :— The carbon and tantalum 
lamps are connected in series with the two windings respec- 
tively of a differentially wound relay, and are then connected 
across the circuit to be regulated. At normal voltage the 
currents in each winding of the relay are equal. On the 
voltage rising, the current through the carbon lamps increases 
at a отс: бет rate than that through the tantalum lamps, and 
the 1elay comes into action. On Ше voltage falling below 
normal tlie 1everse takes place. 

Employing a Western Union polarised relay, as used in 


Potential . 
Regulators. 


duplex telegraphy, and with three 120-volt 16-C. . carbon: 


lamps in series in one circuit and six 110-volt 25-c.P. tan- 
talum lamps in series in the second circuit, Messrs. Kennelly 
and Whiting obtained a voltage regulation of } per cent., 
that is, } per cent. each side of the mean. 

It isobviousthat in employing these arrangements it is neces- 
sary, in order that the greatest sensitiveness may be obtained, 
that both the carbon and tantalum lamps shall be worked 
at that temperature which will give the greatest rate of 
change in resistance with variation of terminal voltage. 


IN the пех for July 24th there 
appeared a lengthy forecast of the mect- 
ing of the British Association for the 
Advancement of Science, which opens at 
Cape Town on August 15th. A number of those taking 
part in the visit embarked a weck ago, and others are to 
leave Southampton to-morrow. Altogether it is estimated 
that about 400 members and guests. from this country will 


The British 
Association in 
South Africa. 
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be present at the meetings, while there will also be a large 
attendance of the members of the South African Associa- 
tion for the Advancement of Science, and a large number 
of local associates. It is estimated that from start to 
finish the visit will occupy about 70 days, one-half of 
this time being required for the voyages to and from 
the Cape. The first half of Prof. б. Н. Darwin's 
presidential address will he delivered at Cape Town 
on August 15th, and it will be concluded at Johannes- 
burg on August 28th. From an electrical point of view, 
the gatherings will not be of commanding interest. The 
papers, which are announced in the article referred to as 
coming under the consideration of Section A, include the 
following :—“ To what extent can the Ether effect the 
Motion of Matter?” by Prof. Larmor ; “ Radiation at Low 
Temperatures," by Dr. J. T. Bottomley ; “The Leak of 
Electricity from Certain Heated Substances,” by Prof. 
Beattie ; Observations of Atmospheric Electricity in South 
Africa,” by Prof. Beattie and Mr. Lyle ; “ The Strength of 
Winding Ropes in Mines,” by Prof. Perry; Magnetic 
Survey of South Africa” and “ Electrical Conductivity in 
Relation to Chemical Action,” by Prof. Beattie; “ On 
Flight," by Prof. С. Н. Bryan; * Form of Dry Daniell 
Cell," by Mr. J. Brown ; “ The Experimental Foundations of 
the Theory of Heat Conduction,” by Dr. C. Н. Lees. The 
Mathematical and Educational Sections will jointly discuss 


“The Teaching of Elementary Mathematics, Prof. Perry - 


contributing a paper on “The Teaching. of Elementary 
Mechanics." The Engineering Section will have as its president 
Sir Colin Scott Moncrieff, whose discourse will be devoted to 
irrigation. Papers are expected on roller bearings, wire ropes 
in mines, and probably automobiles, but the section does uot 
promise to be an exciting one for electrical engineers. The 
evening lectures include ohe by Prof. W. E. Ayrton on 
Distribution of Power," one on “ Diamonds," by Sir Wm. 
Crookes, and one on The Bearing of Engineering on 
Mining," by Prof. Porter, of McGill University, Montreal. 


Ix these days of immensity it is well to 


Limits of ber val is : 
Municipal remember vulgar aphorisms, even when 
Activity. these are tinged with the crudities of 


| American slang. We would commend to 
the London County Council the advice—which is redolent 
of the Mississippi days of Mr. S. L. Clemens—anent biting 
off more than can be chewed. The action of the Council 
and its spokesmen in the House of Commons in regard to 
the Administrative County of London Co.'s Power Bill is 
extremely unsatisfactory to many who are normally asso- 
ciated with the Progressive cause in municipal politics. 
Primarily, the councillors should be the watch-dogs of the 
citizens, and there is little doubt that the purity and 
zealousness of their administration have, on the whole, made 
for efficiency and the common weal. Even good watch- 
dogs are apt to bay at the moon, and the policy of opposing 
large power Bills because the County Council has not a cut- 
and-dried policy ready to hand seems a questionable pro- 
ceeding, apt to exasperate the nervous ratepayer in much 
the same manner that the howling of a dog, without reason- 
ahle cause, vexes both its owners and the neighbonr- 
hood. Тһе present majority on the Council should 
remember that in Nature there is such a phenomenon as 
saturation. The absorptive capacity of a sponge is a very 
fair parallel case. When dry, its pores readily suck up 
water from the basin in which it is placed ; but after a while no 
more can be retained. As regards municipal activities, the 
London County Council has surely reached a point of 
saturation. То go beyond the saturation point in the 
magnetisiug of a bar of iron means that a greater flux can 
be secured only by the expenditure of a -magnetising force 
out of all proportion to the result attained. To go beyond 
the legitimate sphere of municipal activity, to attempt to 
control more than can be conveniently managed, is merely 
to promote an ultimate all-round inefficiency. When one 
remembers that the London County Council is responsible 


for main drainage, the fire brigade, parks and open spaces, 
an elaborate tramway system, the inspection of theatres, a 
fleet of steam boats, the inspection of weights and measures, 
workmen’s dwellings, the control of certain asylums, and the 
drafting of building regulations, and has its delepates upon 
the Water Board and the Thames Conservancy Board, it is 
manifest that in these spheres alone there is an enormous 
responsibility. When it is remembered that the recent 
Education Act has thrown the whole of the School Board 
system, together with the denominational schools, upon the 
County Council, it is surprising, nay, astounding, that its 
members should seek to add to their labours. To attempt 
to assimilate more than an organisation can comfortably 
deal with, is folly in its extremest form ; to attempt to pro- 
ceed beyond the point of saturation is to travel in the 
face of all natura] laws and to waste energy prodigiously 
and prodigally. — >- | | 

Certain advocates of the advanced municipal school would 
say in effect that the Council works through its several 
Committees, who exercise a directive influence over their 
permanent officials, and that these permanent officials are 
the best that can be obtained by the offer of high salaries 
and the prestige of serving the greatest city in the world in 
an important capacity. All this may be true, yet it is an 
undoubted fact that management (or supervision) by a 
Committee cannot produce the same economy that can be 
secured by a board of directors of business men, having 
large personal interests at stake. In a well-organised 
private business undertaking, the gearing must work 
more smoothly, there must be more efficient con- 
trol throughout the various departments than can 
possibly be the case with a committee, no matter 
how able its individual members may be. A sense of lack 
of continuity, realised or unrealised, cannot but permeate the 
middle and lower grades of a municipally directed scheme, 
when it is remembered that the members of the supervising 


committee are subject to the caprices of the electorate, and 


that by reason of popular indignation against the. members 
of Committee No. 1, the members of Committee No. 6 may 
be rejected аё the polls, although the operations of Com- 
mittee No. 6 may have been as perfect as if they had been 
controlled by omniscient archangels. т 

Humanity has not yet evolved the omniscient archangel - 
type of administrator. The shoemaker who may be sans 
reproche at his last, would scarcely be in his place on а. 
Lunacy Committee, or on the directorate of the Bank of 
England. It is surely better that a public body should pro- 
ceed to do better in the spheres in which it has already done 
well, in preference to taking over duties best performed 
by individual enterprise. To do well: administratively in a 
few things is a better policy than that of running the risk 
of doing badly all round because the tasks are too great. 
To guard the community against excessive charge by secur- 
ing sliding scales, and to provide for an equitable system of 
purchase a half-century or so hence, in case the public 
representatives at that date should wish to acquire 
the business, is all that is required of the London County 
Council in connection with the Electric Power Bills. To 
do more is to bite off more Шап the municipal jaws can 
masticate. | 


Edison Incandescent Lamp Manufacture.—In the 
journal of the Franklin Institute for July, there is published a 
paper by Mr. J. T. Marshall (who has been continuously in the employ 
of the Edison «und allied companies since 1881), in which an excel- 
lent account «f the evolution of the modern Edison lamp is given. 
In 1881 there were made in the United States 34,000 very crude- 
looking lamps, taking 5:8 watts per candle, lasting 3,000 hours 
(with a great decline in candle-power), and selling at 28. 81d.—less. 
than half their cost price. Last vear, on the other hand, 45 million 
Edison lamps were made in the States, of artistic appearance, 
taking 3:1 watts per candle, and lasting 800 hours, with very much 
better maintenance of candle-power than the old ones, while the 
selling price was only 8d. The author compares the essential features 
of the 1881 and 1905 lamps, and it is interesting to follow each 
process through its various stages of development; almost the only 
operation which has not suffered improyement is that of soldering 
the wire to the brass cap. Тһе use of red phosphorus in conjunc- 
tion with mechanical pumps to produce a high vacuum was a not- 
able advance over the mercury pumps. It is a pity that users here 
cannot be educated to understand that a 3-watt lamp, though 
shorter lived, is far more economical than the 4-watt lamps that we 
find in general use at 100 volts; or a 4-watt lamp at 200 volts than 
the 5-watt lamps with which the market is flooded. 
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WE made a brief reference in our last weck's issue to the 
demonstration of the Galbraith proces which took place at 
the works of the Brush Electrical Engineering Co., ough- 
borough, on July 19th, in the presence of representatives of 
the steel industry, the. technical Press, and others . chiefly 
interested in electro-metallurgieal progress, or in the in- 


dustrial development -of New Zealand. We must, at the 


outset, confess to having some difficulty in understanding 
what object the Galbraith Co. could. have had in view when 
they decided to go te the expense and trouble of organising 
a semi-public demonstration of a process which, however 
interesting or promising, has obviously not yet epic ed from 


the laboratory stage. The purpose of a public or semi- Publio 


demonstration to which tlie Press ig invited is,one would think, 
the very legitimate one of trying to convince first the technicel 
world, and. finally the investing publie, of the commercial 
value and the future possibilities of the process, with a view 
to its further development and ultimate application to the 
problem it presumes to solve. Ме regret that with all the 
goodwill in the world it is impossible for us to look.upon the 
Galbraith furnace as in any way, at least in its present form, 
a commercial solution of the problem of smelting New 
Zealand ironsands. Even the inventors seem to have an 
uneasy feeling that they have up to now taken only the 
first step forward towards the successful realisation of their 
hopes, for Mr. W. Steuart—the courteous- representative 
of the company who was in charge of the demon- 
strition—was їпозі careful to point out that the efficiency, 
that is, in other words, the conimereial practicability of 
the process as shown, was not to be considered; 
all that the inventors’ wished ‘to demonstrate was 
the | possibility of doing what, up to the present, 
no one had ever succeeded in doing, namely, the pr oduction 
of steel direct from titanic ironsand, 

So disappointing, indeed, was the Loughborough demonstra 
tion, that we would not have thought it at all necessary to 
describe and criticise the process at any length, did we not 
believe that the inventors are after all on the right track, 
for there can be little doubt that one must look to the 
electric furnace finally to solve this ironsand problem, and 
the inventors do, moreover, scem to have grasped— perhaps 
in a somewhat halting fashion—the fundamental, principles 
underlying the application of the electric: furnace to us 
smelting of steel. 

"The treatment of the famous ironsands found on the sea- 
shore in the province of Taranaki, New Zealand, is a pro- 
blem which has long engaged. the attention of metallurgists, 
and since 1884 numerous attempts have been made to smelt 
these deposits, largé sums of money having been sunk in the 
efforts, but hitherto without success. The ironsands, 
which have been ground by the action of the sea 
into finely-divided particles of remarkable uniformity, 
consist chiefly of magnetic oxide of irori, the iron 
content often reaching 70 per cent., or over. The 
amount of impurities is extremely small, sulphur and 
phosphorus—the undesirable impurities—being, as a rule, 
present only in the merest traces, but titanium is present as 
titanic oxide in quantities: varying from about 1 to 4 per 
cent.  'lhe sands are in too finely-divided a state to be 
smelted in the hlast furnace in the ordinary way, and briquet- 
ting, which has been tried with some measure of success, has 
not, up to the present, yielded really satisfactory results, on 
account of the tendency which the briquettes have to fly, 
before reaching the zone of fusion of the blast furnace. A 
further difficulty in the way of smelting these ironsauds is 
caused by the presence of the titanium, which prevents the 
slag from becoming properly fluid. The advent of the 
electric furnace as а practicable medium for the smelting of 
iron and steel has now put a somewhat different complexion 
on the possibilities of commercially tackling the ironsand 
problem, and the inventors of the Galbraith process are to be 
5 on having grasped the opportunity thus offered 
to them, by abandoning the beaten track, and working on 


lines which there are strong reasons for believing -must 
ultimately lead to success. 

The Galbraith furnace is of the electro-thermic type; the 
electric current is merely used as a substitute for fuel 
in' supplying the necessary heat for the smelting of 
the ore and the melting of the product. It ' consiste 
essentially ef a space which is rendered incandescent by the 
radiation from a series of graphite or earben bars breught to 
a bright red heat by the electric current, which-is passed 
through.them in parallel. Through the incandescent space 
is fed а suitable mixture of the ironsand and powdered coke ; 
reduction of the iron oxide at once takes place, and as the 
reduced particles gradually fall throngli' the furnace, they 
coalesce "toprethett- ti form larger globules, and thus fall into 
the heatéd ‘well nt the bottom of the furnace; whence the 
product’: may be tapped in the fhiid state. The ironsand ‘is 
first concentrated’ magnetically з 4 ns it consiste so largely of 
the magnetic oxide, this is: n very simple and cheap 
operation. 
tains’ ten horizontal us of graphite * incandescents,” 
each being practically a — grid made up of four 
bars and five bars in the ‘alternate rows. ^ Thése bars 
are diamond-shaped in section, and are about 23 in. broad 
and 6 in. long ; they were made by the Morgan Crucible Co. 
The four-bar grids. were supposed to carry: about 800 
amperes and the five-har grids 1,000 amperes, but they were 
actually taking less current than this, abont 5,000 amperes 


in all, sinde а 100-Kw. transformer was supplying current 


to the farmcé at 18 volts. : Connections were made by 
means of iron slabs pressed hard tip against the machined 
edges of tho graphite or- ars at each side of the grids ; 
prestimably this is not ue type of connéction inte nded to be 
used · in · practice. 

These incandescente, "or carbon "d are dne " the 
weak, or, аб least, one of''the “ unknown quantities " of the 
furnace. At present made from ‘graphite, it is intended 
ultimately to make them from gus carbon, but it is abso- 
Intely necessary that they shodld- be perfectly unifofmi and 
homogeneous, otherwise loca 
furnace, and the temperature conditions generally will be 
impossible of adjustment. What their depreciation is likely 
to be it is impossible to вау, for absolutely no experience at 
all is at present available, the furnace linving only been in opera- 
tion for short runs of a few hours’ duration. It is true that 
oxidation can be prevented by keeping an atmosphere of carbon 
monoyjde inside the furnace, but the continual. wear and 
tear cXused by the falling charge must, one would think, 


produce in time a very appreciable amount: of 'abrasioi 


only prolonged esperience can decide how much. 

The maximum capacity of this 100-Kw. furnace жав 
stated to be 18-19 oz. of ironsand per minute, or 280 tons 
рег annum working continuously, but. оп account of the 
furnace having become , choked during the rup, far less 
charge than that equivalent to this rate was fed in during 
the demonstration, and the three or four hours during which 
the furnace waa in operation yielded only a few pounds of white 
pig in all. Assuming, however, that the maximum rate of 
feed could be maintained, the efficiency of the furnace works 
out at about 0:36 E.H.P.-year per ton of ironsand, or 
assuming a 70 per cent. charge, 0°51 E.H.P.-year per ton of 
product. No attempts were made, in the furnace as shown 
working, to conserve the heat evolved ; the inventors, how- 
ever, state that under proper working conditions a 100-K W. 
furnace could treat over 5 lb, of ironsand per minute, 
equivalent to an efficiency of about 0°10 E.H.P.-year per ton 
of product. Whether this figure could or could not be 
reached in practice is, of course, a matter of pure conjecture ; 
as it was, not even the lower efficiency of 0°51 E.H.P.-year was 
anything like attained. 
that the lower figure will eventually be reached, the furnace 
will absorb almost exactly the same amount of power as 
the 450-H. P. Héroult furnace at La Praz, or the 300-H.P. 
Kjellin furnace at Gysinge. Leaving, for the moment, the 
question as to the cost of the energy for operating the fur- 
nace, there are а few remarks to make regarding the pro- 
duct yielded by the Galbraith process. It is claimed that 
the aim of the furnace is to produce steel direct. from the 
ironsand, although considerable doubt seems to exist in the 
minds of the inventors as to whether the metal tapped from 
the well of the furnace will be steel or not.. Certainly the 
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The + furnace ` shown ‘at "Loughborough con- 


heating will -ocetr in tht 


If we suppose, with the inventors, - 
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product hitherto obtained with a 2 per cent. carbon udi 


can hardly be classed as.steel, In their pamphlet, “the 
inventors speak of decarburising by iren oxide, or. Besse- 
merising ". the initial product, but during ‘the’ demon- 
stration the opinion. was expressed that by suitably adjusting 
the composition of the charge.and, generally, the conditions 
under which the furnace is working, it will be possible to 
cause the furnace to yield a steel with any desired carbon 
content. At present, however, the possibility of effecting 
this is mere conjecture, and so much depends upon it, 
that it is idle to assume it can be done when up to ibe 
present it does not appear ever to have been attempted, 
Adjustments of this delicate nature in metallurgical opera- 
tions are not, by any means, foregone conclusions, and по 
claim in this direction can be considered as valid that cannot 
satisfy the test of experimental proof, If, on the other hand, 
“ Bessemerising ” has to be resorted to, the process 1в merely 
one for the manufacture of pig- iron, and not, as claimed, for 
the produc tion of steel direct from the ironginds. There 
remains the method of decarburisation, but if this is to be the 
method of procedure, and it is our opinion that the process 
will ultimately so resolve itself, the whole intermediate portion 
of the furnace, the “ incandescent, ” space, with its carbon or 
graphite resistances, must disappear. - It is a well recognised 
fact that the temperature of the electric furnace is un- 
necessarily high for the actual reduction’ of, iron ores. 
Moreover, in the present case, it is not. the reduction per se 
that causes the treatment of ironsands to be so troublesome, 
but the difficulty of getting the reduced metal to melt and. 
` flow together into a homogeneous fluid. The inventors of the 
Galbraith process apparently realise this fact, becgüso it 
was mentioned that probably in practice reduction. would 
take place in an external furnace using producer сав ав 
the reduci agent. This is admirable, but what it means 
is that all that is wanted is a satisfactory melting furnace, in 
which to melt the particles of. reduced ironsand, and convert 
them into steel of any required grade. Now such a furnace, 
in an ideal form for this class of work, already exists in the 
Kjellid 
an efficiency of 0° 12 в.н.р.-уевг per ton of steel. The 
Kjellin is an induction furnace in which. the molten charge 
forms the secondary of what. is practically a step-down trans- 
former. The steel is thus melted without coming into con- 
tact with either electrodes, air, or furnace gases, and this is, 
therefore, almost an ideal forin of electric crucible furnace. 
Molten pig-iron is charged into the circular hearth to start the 
furnace, and from that moment the furnace works con- 
tinuously, and is under perfect control. It does not, of 
course, eliminate impurities, but in the caso of the ironsands 
there are no impurities to eliminate, nothing“ but a possible 
excess of carbon to get rid of, and this can be brought about 
either by the slight amount of oxidation that goes on in the 
furnace, or by adding to the charge a certain proportion - of 
iron oxide. 

It is into a melting furnace something like the Kjellin— 
although not: necessarily heated. inductively—that we believe 
the Galbraith furnace must eventually develop, if: it is to 
tackle with any hope of success the problem the invéntors 
have laid themselves out to solve. 
Present form, requires the addition of some means for heating 
the well at the bottom in which the product is collected 
and from which it is tapped, and doubtless electric heating 
is the means contemplated, for bringing this about. If, in 
addition, the ore is reduced outside the furnace, no purpose 
is served by retaining the Galbraith furnace in its present 
form, and the unnecessary incandescent bars—we are full 
aware of the dangers of propuecy must, as we have sid 
disappear. 

And now a few words as to costs. Will a perfected 
form of electric furnace be able to make steel in New 
Zealand that can compete with the imported products of the 

Bessemer.and Siemens furnaces ? It is clearly nothing but 
a question of the cost of power. Mr. Harbord tells us, and 
his opinion has been generally confirmed by other metal- 
lurgists, that even pig-iron can be produced on а commer- 
cial scale at a price to compete with the blast furnace when 
electric energy can be had for about 42s. per E.H.P.-year. 


We are unable to state here the total amount of water- 


power that will in time be available in New Zealand for 


the production of electrical energy, but it was stated at. 


Country, at freights ‘of 30s. а ton of. more ; 


furnace which, as already stated, has even now reached. 


The furnace, even in its 


Loughhórongh that, the o Galbraith G0. will be able: е have 
at their disposal the energy of two 10,000-H. р, Water- 
falls at a ` cost of about 40s: per H.P.-year, or’ 538. 
per . H, P.-yeur. This, te be sure, ів equivalent to only. 0:074. 
per unit, but in Norway and Canada large quantities of 
water-power are available for only 308. per K.H.P.-yeary and 
there ig, therefore, no substantial reason to donbt that New 
Zealand: can produce eleetrical: energy at the figure: stated. 
If she can do во, she will certainly. be in & position to: manu- 
facture electrically all the steel she wants for her own 
requirements, without having to import from the Old 
for à furnace 
absorbing only 0:12 k. H. P.-year per ton will make steel at 
the rate of 6s. 4d. per ton, excluding the “costs of: raw 
material, labour and other. charges, and 20, 000. H.P. will 
enable New Zealand to produce 125,000 tons of steel 
per annum, a number far i jn excess of het present 1 
ments. P | д 
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ELECTRICITY IN. SUBMARINE, ‘MINING. . 


——— —— — at 


THE almost бй шө use of „mines in naval аге аа 


_ practised by the two belligerents in the Far East, has gone far 


to illustrate the practicability of modern methods of exploding 
them, and not the least significant fact brought to light is 


the unsuitability of. electricity’ where it can be ‘avoided. 


The chief reason for this is. liability to. deterioration jn. the 
Leclanché cell, which even on open cireuit is. apt. to Fun 
down in consequence of leakage. 

‘Those who are accustomed to associate the Тева cell 


with the common house. 'aystem of bell. circuits. will hardly 


realise this liability to deterioration, but it. must be borne 
in mind that the conditions under which the cell has to 
carry out its functions аге very. different. sade sate f 

In the ordinary house circuit. the, Wires аге, ‘under. ёоу er 
aud protected from damp, and even where they. аге exposed 
to the weather, they have the advantage of evaporation for 
drying purposes. Thus it is that ће’ insulation'i is so perfect 


that leakage is practically % negligible quantity. , It is vey 


different in submarine mining. 
To begin with, the type of cell usod in the Navy i 18 of 


| very low resistance; in the ordinary“ boat's: battery type 


which we have in mind, it is. about. two-tenths of an ohm, 
and therefore capable of giving & comparatively : karte 
current. 

The cells are eitlier malle up into Татре batteries of abont 
80 cells, for use in controlling the mines from a shore 
station, or. are placed in the mine itself, a pair to a mine ; 
in the latter case the mines яте self-contained, and are known 
as " electro-mechariical " mines. The. tirenit ‘has, only one 
break, known as the circuit closer, and is otherwise com: 
pleted through the detonators, А 

The circuit closer is а form of mercury. contact which acts 
when the mine is bumped. Now, when a mine has been 
laid out for somè time, the interior of it, even supposing 
there to. be no leakage of-water through. the jointe, gets very 
damp, the iron case sweate a good deal, there is & certain 
amount of leakage, therefore, across the terminals of the 


battery, and this is assisted by the. slight creeping of sal- 


ammoniac, which, in spite of preconuone alinost invariably 
takes place to some extent. Е" Uu. cuu va 

This créeping may, perhaps, be in a lins measure caused 
by the tidal and waye motion to which ther mine is subjected, 
causing the liquid to wash about and leave deposits above its 
normal level: the Japanese have; it seems, rather successfully 
used dry cells in spite of their liability to deterioration, and 
here we may, perhaps, digress for a space, to give our 
experience of the deterioration of dry cells stored under naval 
conditions. These cells, when their internal resistance has 
gone above a certain standard, are broken up as old zine, 
and it is almost invariably found that the cause may be 
traced to local action in tho- zinc. eating it ay and covering 
it with scale. 

From whatever cause it may be, however, experience has 
shown that batteries used inside a mine deteriorate quickly, 
and are, therefore, unreliable after.s certain length of time. 
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Batteries used outside a mine and on a circuit to be 
closed by a mechanical device inside it, run down through 
leaks in the submarine cable. The circuit here is invariably 
* earthed ° through the steel armouring and so back through 
the sea water, and consequently the minutest leak soon 
develops. ' 
It would appear, therefore, that electricity for automatic 
mines is doomed, and that its place will be taken by some 
purely mechanical device which will become released when 
the mine is struck, like the * horned " mines of the Russians ; 
it is a pity that it should be so, for such mines, breaking 
adrift as many have done in the China Sea, become a lasting 
danger to shipping until they have been destroyed. 

While speaking of mines and the application of electricity 
to them, it is curious to note that there have been proposals 
to fit them with zinc plugs, which, by galvanic action, 
eventually become eaten away and drown the explosive, 
sinking the mine, and thus putting it out of action. 


PARLIAMENTARY. 


The Administrative County of London and District 
Electric Power Bill. 
| Tuesday, July 18th. 


At the outset of the proceedings, the CHAIRMAN asked if the pro- 
posed purchase clause had been communicated to the Board of 
Trade. . i 

The Hon. J. D. FITZGERALD said that it had not. 

The CHAIRMAN: I think that should be done. 

Mr. FITZGERALD: Very well, Sir; a copy shall be sent. 

Sir RALPH LITTLER, K.C., asked that he should have an oppor- 
tunity of cross-examining Mr. Merz on the purchase clause later on. 
So far as there was cross-examination, it had, perhaps, more to do 
with the exccutive of the company than with the engineer, but he 
might wish to cross-examine Mr. Merz on some of the details. . 

The Hon. J. D. FITZGERALD said that he could see no objection, 
although he thought that there was very little that the engineer 
could speak to. 

Mr. Merz was then cross-examined by Mr. RALPH NEVILLE, K. C., 
on behalf of the Westminster Co. 

WiTNESS would not admit that the conditions on which he had 
calculated the figure of 8:3 per unit were not conditions which 
would actually be found in practice. He had not calculated the 
figure on 100 per cent.; it was calculated on 33 per cent. 

Mr. NEVILLE: It is calculated that during the 8 hours the 
maximum load will be in operation ? 

WriTNESS: We don't say that the man runs his works only 8 hours 
а day; that is the average. — ` 

Mr. NEvILLE: I don't see anything about maximum demand; 
only 8 hours a day. That table affords no clue as to what an 
ordinary manufacturer would pay who runs his works 56 hours per 
week ? | 

Witness: No. We should require to know what his load factor 
WAS. 

Mr. NR VILLE: Then it does not show the actual charge? 

.WiTrNESS: No, it does not. That would be impossible. 

In reply to further questions, WITNEss said that they had esti- 
mated the sale of 33,500,000 units at 7d., the load factor being 
35 per cent.; 23,000,000 units would be for traction purposes. He 
did not think that 7d. was an impossible price. It was not a high 
price for bulk. Of course the distributor would have to charge 2d. 
or 3d. The actual price to the consumer would depend upon the 
load factor. In Newcastle the average price to consumers was 
37d., less discount. There was another rate at which only large 
users could be supplied, which worked ont at 23d. 

Questioned as to the Central Supply Co. of the Westminster 
Co., WIr NEss said that he was quite aware that provision had been 
made there for a large bulk supply. He thought that there were 
consumers in the Westminster Co.'s area which that company could 
not get on account of their high prices. No doubt the prices would 
be reduced in the future. 

Further cross-examined, Witness” said that where they 
approached a railway company for the purpose of supplying it 
with power for traction, they would, or course, supply for lighting 
purposes as well. There would, however, be a limit of 20 per cent. 
to be used for light in such a case. 

Mr. NEvILLE: А large factory would show a more uniform load 
than a small factory on account of the number of motors? 

WITNESS: No, I object to making generalisations of that kind. 
It does not follow. А small factory might run its motors con- 
tinuously. | 

Mr. NEvILLE: Why have you dragged the Westminster area into 
your own area when the only people you can supply сап either be 
supplica outside that area or else show no great demand for 
power? 

WITNESS: Because we want to supply you. 

Mr. NEVILLE: Then what are you going to supply us witb. 

WITNESS : Electricity. 

Mr. NEVILLE: In bulk? 

WITNESS : In bulk. SEE. 

Mr. NEvILLE: Do you mean asa standhy ? 


the needs of the borough for a. very long time." 


power decreased with the increase in size of the machine. 


Wrrness: We think we can supply you more cheaply than you 
can generate yourselves. 

Mr. NEVILLE: From your point of view аге we to continue our 
generating stations, or are we to give them up ? 

Witness: I anticipate at present that your stations would be 
used to advantage for giving a separate supply. 

Mr. NEVILLE: Then we should be liable to pay you under 
Sec. 55? | 

WITNESS: Yes, if we enforced that. 

WITNESS was then cross-examined by Mr. ERSKINE POLLOCK, on 
behalf of St. Pancras. He said that he had included St. Pancras 
in the industrial area, because it was a factory district. . 

CovNSEL proceeded to point out that a great part of St. Pancrag 
was essentially residential in character, and that there were few 
factories. 

A long cross-exainination followed on the question of the price 
charged for power by St. Pancras. 

Mr. PoLLock said that the average charge for power since July, 
1904, had been 1d. 

WiTNESS said that the supply was liable to be cut off, 

Mr. Porrock: But it has never been cut off? 
= Witness: No. 

Mr. PourLock said that the reason for the statement was that 
preference would always be given to the consumers of light rather 
than those who took power. | 

Witness could not agree with that interpretation of the Act." 

Mr. Porrock: There is no company competing with us at all. 

WITNESS: No. 

Mr. PoLLocx: And it has been a very successful undertaking ? 

WITNESR: Yes, I believe so. 

Mr. PoLrock: Then why do you wish to come in? 
know anything about the factories in the district ? 

Witness: There is no reason why your undertaking should not 
be made more profitable. 

Mr. Рогл,оск: But we don't think your coming in will be of any 
value to us. 

WiTNESS : That is because vou have not gone into the matter, so 
that your opinion is worth nothing. 

Cross-examined by Mr. MaciNERNEY (for Hackney), WITNESS 
admitted that the promoters could supply all the rest of their area 
if Hackney were omitted from the scheme. | 

A long cross-examination of Witness followed, in which counsel for 
Hackney attempted to show that the prices charged by the Borough 
Council were lower than those proposed to be charged by the pro- 
moters of the Bill. Mr. Macinerrey also cross-examined on behalf 
of Stepney. 

Mr. MaACINERNEY caused some amusement by asking Witness 
whether he thought it was right for the promoters to have written 


Do you 


‘to the Hackney Borough Council a letter in which that Council 


was referred to as baving “ joined thé ring of opposition." Was 
that proper langnage to use to a Borough Council ? 

Witness made no reply, and counsel proceeded to say that ring“ 
was ап Américan term, and was not applied to tbe victims, but to 
the vampires. 

Mr. Morten then cross-examined witness on behalf of West 
Ham. Witness admitted that the existing station of the Borough 
Council which had a capacity of 18,000 Kw. would be sufficient for 
The reason 
why the promoters wished to come into West Ham was that they 
thought they could supply power more cheaply. 

Mr. Morten: Do you know that we are now supplying manufac- 
turers with power at less than 1d. per unit ? 

Witness: I should think it very possible. He thought that the 
promoters would be able to “ push” their supply better than the 
Borough Council were able to do. He knew of no reason why 
municipal authorities should not use the same business methods as 
private companies, but they had not done so up to the present. 

Mr. Vesty Knox, on behalf of Southwark, asked that he should 
have an opportunity of seeing any agreement which had been 
arrived at between the promoters and the County of London Co. 

The Hon. J. D. FITZGERALD said that the terms of such an agree- 
ment would, of course, be put before the Committee. 

The Hon. €. A. PARSONS was then called, and spoke as to the ad- 
vantage of large-size turbines. He said that the price per horse- 
The floor 
space occupied per horse-power was comparatively small, and did 
not increase in proportion as the power. The steam consumption 
per kilowatt in turbines of the size proposed to be used by the pro- 
moters would be about 15 lb. per hour. 

In the course of. eross-examination by Mr. Vesey KNOX, witness 
said he knew that inventors were busy on the gas turbine, but he did 
not know what progress had been made, Counsel questioned Mr. 
Parsons as to the actual working results of two turbines which had 
been supplied by his firm to the St. Pancras Borough Council. In 
one case counsel alleged that, working at quarter load or 250 Rw., 
the steam consumption was 6,800 Jb. instead of 6,000 Ib. 

WITNEss said that the tests in question were merely preliminary 
tests. 

Similar evidence was given by Mr. C. Bnows, of Messrs. Brown, 
Boveri & Co. He thought that the amount of steam used in the 
larger size of turbines would be 40 per cent. less than in the smaller 
engines. The capital outlay for steam plant was very much less 
than that for water-driven turbines. He thought that the coal 
consumption per unit generated by turbines of the size proposed by 
the promoters would be under 24 lb. 

Mr. MERZ was then recalled and cross-examined by Mr. Сосвт- 
HOPE MUNROE, on behalf of Shoreditch. Witness did not know 
that 66 per cent. of the factories in Shoreditch were being 
supplied by the Borough Council; he thought it was extremely im- 
probable. 
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In reply to learned Counset for Battersea, WITNESS said that he 
was not aware that the South-Western Railway Co. had entered 
into a contract with the Council for taking a supply of power at 1d. 
per unit. ; 
€ Wednesday, July 19th.4, 


= 


Mr. Menz, cross-examined by Mr. BLENNERHASSETT, for the 
Westminster City Council, said that he was aware that in that City 
the company would supply the existing companies, and that the 
City Council had no electric undertaking of its own. There was 
по necessity for coming into Westminster to supply any railways or 
tramways. Docks and canals within the area were certainly 
negligible. 

Mr. BLENNERHASSETT : Then why do you take power to supply all 
such undertakings in the City? Are you willing to consider a 
proposal to strike them out of the Bill? 

WITNESS could not say. In reply to further questions, he said 
that he did not think that the Westminster Co. would be able to 
supply so cheaply as the promoters, although they might put up a 
new station of a capacity sufficient to supply all the railways, tram- 
ways, &c., in the district. 

Mr. BLENNERHASSETT asked if the promoters would agree to a 
clause providing that no part of the ring main should come within 
the City of Westminster? : 

Mr. Merz said-that he certainly could not agree to that. 

CoUNSEL for Westminster asked Witness if the promoters would 
agree to pay any expenses which the City Council might be 
involved in on account of the laying of the ring main. Would 
he be willing to have an arbitration instead of going to the Board 
of Trade. E 

WITNESS thought-that sufficient protection was given by the Bill. 

Replying to Mr. Vesey Кмох, who appeared for a number of 
local authorities іп the industrial area, WiTNxss said that he could 


give no assurance that the promoters would not oppose any . 


company which might in the future seek powers in their area. 


Mr. Vesey Knox: You take power now to compete with the - 


local authorities ? 

WITNESS; Yes, with leave of the Board of Trade. 

Mr. Vesay Knox: And in the case of the Kent Co. that will 
give that company powers which they did not have in 1902. 

Witness: No. I don't think we are seeking to give the. Kent 
Со. any powers. The promoters would, of course, make business 
ктен with any authority, and would supply the Kent Co. in 


Mr. Vesey Knox contended that that was practically helping the 
Kent Co. to compete with the local authorities. 
Questioned as to Bexley, Mr. Merz said that the reason why 


the promoters proposed to charge so high a price as 1°35d. ' 


to the Bexley Council, was that when the company took over the 
Council's station they would have to pay interest aud einking fund 
upon.that generating station, which the Council had already 
erected. That came to ld. per unit, so that the price really 
charged to the Council would be only 35d. per unit. 

Mr. Vesey Knox: But you won't take over the station until two 
years' time? | 

Witness: That is so. 

Mr. Vesey Knox asked why Chislehurst had been included in 
the industrial area, and WITNEss said that the area was based on 
a plan of the districts which it would be most economical to supply. 
He knew that places nearer London had been omitted from the 
scheme. 

During а lengthy cross-examination on the position of the supply 
company at Newcastle, Mr. Vesey Кхох drew witness's attention 
to the fact that while the Newcastle Co. had during its 13 years of 
existence obtained only.2,400 customers, the Ilford Council had in 
three years obtained 1,800 customers. 

WirNEss thought that if that were su it only showed that the 
Ilford Council had conducted their business properly. 

Cross-examining on behalf of Southwark, Mr. Vestry KNox 
asked Mr. Merz if he were aware that in all parts of that district 
there were already two competing companies; why, then, did the 
promoters wish to enter the district as well ? 

Mr. Merz said he could ошу give “the old answer.” | 

By Mr. BERNARD WILKINSON (for the Gas Light and Coke Co.): 
He would not go so far as to say that there would have been no 
necd to go through Westminster except to get to the Fulham 
generating station. It was possible that the Fulham station would 
not be erected until the other two stations bad full loads. It would 
probably be erected in:1911. The land on which the promoters 
propose to build their Fulham station was the property of the 
Gas Co., and counsel asked witness if he thought that the company 
would sell, as the effect of the statieu would be that a competition 
would be started with the gas power supplied by his clients. 

Mr. MEnz could not see that that would have anything to do with 
the sale of the land. The company would get a good price. 

After the luncheon adjournment Mr. BarrovR Browne, K. C., 
announced the effect of the agreement which had been come to 
between the promoters and the County of London Co. He said 
that the promoters had approached them, and that in future what 
would take place would be this: When the promoters got their 
system into proper working order, and three vears was allowed for 
that purpose, the County of London Co. had agreed to take power 
from the promoters for any additional requirements bevond what 
they could supply for their present plant on terms to be agreed 
upon, or failing agreement, upon arbitration terms, the arbitrator 
to be appointed by the Board of Trade. The supply would be on à 
basis of & substantial reduction upon the cost at which the County 
Co. at present generated. The County Co. would undertake to adopt 
the prices scheduled by the Administrative Co., so that the consumer 
would at once get the benefit of cheap power. They were perfectly 


satisfied with this agreement, which they considered was also in the 


public interest. They no longer opposed the Bill, and, in fact, 


wished itto proceed. ' : 

Mr. Укѕкү KNox asked whether the Administrative Co. would 
compete for power in the County Со.'в area. 

Mr. BALFOUR BRowmE said that they would not do so after three 


years. 

The Hon. J. D. FITZGERALD, on behalf of the promoters, said 
that he could confirm the statement made by Mr. Balfour Browne. 
He handed a copy of the clause to the Committee. 

Mr. CouRTHoPE MUNROE said that the Camberwell Borough 
Council had powers of purchase over a certain part of the County 
of London Co.'s undertaking. He asked the Committee not to give 
any decision on the agreement until he had ascertained what effect 
the agreement would have upon the position of the Borough 
Council. 

The Hon. J. D. FrrzaEnRALD said that the purchasing powers were 
not affected at all. | | 

Mr. Merz was then further cross-examined.by Мг. SANDERS (for 
Islington), and Mr. C. C. Hurcuinson (for the Notting Hill Co.). 

Mr. HuTCHINSON put it to Witness that the cost per mile of main 
as estimated by the promoters, was £1,000 per mile under what it 
should be. * . 

WrrxkEss said that he was sorry that the person who gave counsel 
that figure did not know more of the subject. 

If that were correct, it would make a difference of £400,000. —Y es. 


Thursday, July 20th. 


Mr. MERZ was re-examined at some length by Mr. Honoratus 
Lloyd, K.C. As to the statement that had been made that the 
local authorities could combine and do what his company proposed 
to do, he pointed out that a conference of the local authorities was 
held in January last, when the question was discussed. The deci- 
sion was in the negative. The promoters desired to be in the same 
position as the gas and dock companies in regard to the operations 
of the Building Act of 1894. 16. was not true, as had been sug- 
gested, that the majority of the promoters came from Newcastle, 


as a matter of fact, only 17 came from that part of the country, 


while 42 came from London. The reason why the promoters wished 
to have a long term in the purchase clause, was that they wished to 
have time to get their undertaking into proper working order, and 
that would probably take a few years. : 

The CHAIRMAN: You desire to have 50 years so as to attract 
subscribers ? і 

Mr. Merz: Certainly. 

Mr. S. Z. ре Fsrrantr was then called. Не said that 
he full agreed with Mr. Merz's figures and estimates, having 
considered them carefully. То enable London to have a really 
cheap power supply adequate to its needs, it was absolutely neces- 
sary to obtain it from a central producing centre, such as was pro- 


posed by this scheme. Witness, at some considerable length, dealt 


with the advantage of the turbine over the ordinary reciprocating 
engine. Replying to a member of the Committee, he said that he 
did not see how the mains could possibly be a danger to the public. 
He agreed that the company could purchase the shares of the 
existing companies, but did not consider such a course probable. 


Friday, July 21st. 


Mr. FERBANTI was cross-examined by Mr. Lewis Cowaprp, К.С. 
(for the London County Council) He said that he interpreted the 
purchase clause as being a clause to fix the price of purchase—if 
the undertaking was to be purchased. "There was no provision in it 
that the undertaking should be purchased. | | 

Mr. Cowakp suggested to witness that the clause was contrary to 
the statement made by the promoters before the second reading. 
Had the clause in its present form been submitted, then the Bill 


. would never have come before the Commons Committee. 


WirNEss made no reply to this, and Mr. Cowarp further asked 
if the sum to be paid were not the capital expenditure standing in 
the books of the company. | 

WiTNEsS replied that that was true, but it would have to be 
certified by the Board of Trade auditor, who would adjust the 
accounts year by year. 

Мг. CowarpD: The more you waste the more you get? 

. Witness thought that that was “ridiculous.”  ' 

In the course of further cross-examination, Mr. FERRANTI said 
that he agreed with Mr. Merz's estimates. The estimates for the 
mains were based upon an offer by the British Insulated and 
Helsby Cable Co. 

WITNESS was then cross-examined by Mr. BLENNERHASSETT, 
K.C., for Westminster, and other counsel representing the local 
authorities. | 

Replying to Mr. MaciNERNEY (for Hackney), Mr. FERRANTI said 
that it was impossible to say yes or no to the question whether it 
was not better to have а good power load and a good lighting loud 
ut the same time. So much depended upon circumstances. 

By Mr. Rica, К.С. (for the City Corporation): He did not see 
why the works of the two companies supplying the City should 
not be in existence in 1914. The Corporation might either take a 
supply from the promoters when they took over the stations of the 
two companies, or they might erect a generating station of their 
own. He did not anticipate that the Administrative Co. would 
buy up the two City companies; he could not see that it would be of 
any advantage. 

Cross-examiued by Mr. CourtHorE MUNROE (Shoreditch), WITNESS 
would not admit that the maximum prices were dependent upon 
the diversity of the load alone, and not upon the actual load of the 
consumer. ` 


| 
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„SIN Wat] Warte, formerly, abief абра: Совабкисіоп. Department 
f the. Admiralfy, wap then, оед, gaa gave eyidence in support of 

e Bill. | КО X 
Беу ал) алзы ыл o Monday, July 240. 4. ed 
„A number, of, witness were called, іа воч, that there were many 
manufacturers who would take a supply from the promoters. 
Mr. Ввоокв, the managing director of the Associated Portland 
Cement Manufacturers, said that. at. bis own: works current was 
generated at a compazatively high. price. and. he would be, glad to 
have an opportunity of taking a supply. gt a cheap price. 


“Mr, Јону Cowan,, managing director of Messrs, Redpath, Brown 


and Co., gave similar evidence. 


Mr. Francis Vernon, the chief engineer io the London and 


India Docks, Co, said, that the Docks бо. would be їп a position 
to take a supply in bulk from the promoters if the Bill passed. 
Cross-examined by Mr, Vesey Knox: The Dock Co. would 
require about 90 per cent. of the énergy for lighting in some of 
the docs. | 


i Purpose. 

current for 

what purpose they liked. MG 

- Mr. Vesey..Knox;: But you. can, use only 20 per cent. for 
lighting. | WP AEN ОЧИК И" 

Witness gaid that he was дор aware of that; it had, поё been 

brought-to his notice. T" oe | 


Sir ALEXANDER BINNIE was then called, and said that he agreed | 


with the estimates of Mr. Merz ih regard to the ring main. If 


that there, would, be, plenty p room. for laying the main in the 


g had, as chiet engineer to the Council, considerable 
experience of the laying of electric mains. | 
Crosg-examined by Mr. Cowarp, Witness admitted that if the 
L.C.C, and , the КЕЯ Board were about to add to their mains and 
pipes in the tunnel, there would, be very little room for the main. 
He was aware that there was no room лп the Greenwich Tunnel for 
laying the main. ` Ко : ks » e t | : k . | 
"The. Committee adjourned early in: the day, the Hon. J, D, Frrz- 
GER4LD .anpgun¢ing that be hoped ta conclude the case for the 
promoters on the next отш ы. 2, 75 
| E cc Ce 


` pue E CS ee p Wf 
teo „ he Tuesday, July 5h. у с. 


. Mr. A. R. StENNENG, surveyor, of the fir ! 

was called, and.gave evidence as to the estimates. 

dete stations; &c. He. said that, MP 
sites, he considered them quite suitable. The estimates were also 
quite sufficient.” .d 
Mr. JAMES. FaLCON ER, chairman of the Mersey Railway Co., was 
then calléd to speak’ as to the financial aspect of the’ scheme. 
Хе said that a company bad, been "formed to promote the Bill, 
and when. it had fulfilled its purpose, it would be wound up. 
When the measure. was first promoted, all the local authorities 
were communicated with, and, except in a few cases, no answer 
was reeeived. Then the local authorities joined iu opposition to 
the schemé without having met the promoters. Dealing with the work- 
ing of the electrical system on the Mersey Railway, witness said that 
since the installation had béen made; the working cost per train-mile 
hag been reduced ќо 6d, from the former figure of 13d. In such 
a ‘scheme ав that before the Commitee, 3 very largé capital expen- 
diture ‘would have to be made before a süpply could be given. 
The question of rdigiug the necessary capital had been gone into 
fully from the very first, and the promoters and their friends could 


ing) 
г the land for 


certainly raise the rst issue without going to thé public at alf. 


Having conferred with the promoters a few days previously, he was in 
а position to say that définitely. A number of. the promoters were 
largely interested in thé Tyneside undertaking, and for that scheme 


they and their friends had raised £1,000,000, When, in April last, the 


Tyneside Co: took over the Durham Co. and issued 4350, 000 of 
stock, it wás subscribed for three tithes over. "Thé present scheme 
had been submitted to Messrs. Baring Bros., who had advised the 
promoters on the financial matters. As to the purchase clause, ho 


had taken the Period of 42 years under tlie Electric Lighting Acts 


Mr. FALCONEB said that that was true, but it was so high as not 
to be any Control at all. | 

Cross-exatnined by Mr. Erskine Porrock, К.С. (for the L. C. C.), 
Witness admitted that thé company which promoted the Bill 
could, if they wished to do so, transfer the undertaking to any 
other body after the Bill was passed. There was no likelihood of 
such á thiug being доп ^ ^ 1 A A 

Mr. PoLLock; There bas been no arrangement about repaying 
the expenses ‘of the Prohtotion ? The promoting company could 
transfer the Bill to any other company at any price they like. 

"NurNESS said that it'eould be done, but was not likely to be 


aving inspected the 


і 


депе. The. capital. of the promoting company, which would be 
wound up if the Bill became law, was £50,000. 

. Mr. PoLLock: And there is no agreement that the only thing to 
be paid to the promoting company shall be the actual promoting 
expenses. ois 4 

Wrrness: There is no agreement. | 

Replying to Mr. Freeman, К.С. (for the Borough Counells), 
WITNESS said that about £2,000,000 would be required to set the 
undertaking on'its feet. did 
„АТ. BREEMaN® Is it. true that there are certain large German 
firms interested in this company ? | УМ 

 WirNESs : No, it is not true. & 

Mr. Freeman: And you have no firm of contractors backing 
you 72 ‚у ‚ y š 4 Ы 
WITIIN HSS: NO e e a 

Mr. Freeman: Then the company is alone in the world, without 
a friend ontside the promoters. TAS 

In reply to further question, WiTNESS repeated the statement 
that if they did not give a supply at $d. per unit, they could not 
рау в dividend, but he admitted that that meant an average of jd. 

He thought that the purchase clause carried out the suggestion 
made in the House of Commons on the second reading. The idea ofa 
local authority purchasing a big station of 100,000 Kw. capacity, 
because it happened to be in its area was absurd. He did not think it 
was likely, that the Borough Councils would join in purchasing the 
undertaking. А : MS ! dco 5 ; a 

Mr. FREEMAN: So you really think that this elaborate clause will 
lead to nothing ? | 
WINE ASG: No, I don't say that. The clause was put forward to 
meet the requirements of the local authorities. He was responsible 
fof the form of the clause. He did not agree that when the time 
of. purchase. came the purchasing authority would be buying 
antiquated plant. He considered that, an auditor of the Board of 
Trade would be able to engage expert advise as to the value of the 
plant, if his own experience was not sufficient. He would object 
to an engineer valuing the plaut; he objected to vague valuations. 

Mr. FREEMAN: Vague! | 

Witness: Well, I think it would be vague. | 

Mr. FREEMAN asked witness why the valuation should not be 
conducted on- the lines of the Metropolitan Water Board 
arbitration. с... ie i. D. E | 
 WrTNESS gaid that the clause was introduced to safeguard the 
public from a similar result to that of the Water Arbitration. 

Mr. FREEMAN: I see; this is a self-deuying clause ? | 
 WirN&SS replied that in the case of the water companies some of 
them obtained three times their capital value. ... . 

Mr. FRERMAK : І am dure you would not object to that. 

Mr. FREEMAN then questioned. witness as to the agreements 
with the existing companies. | 

WrruESS said that, so far as he knew, an agreement had been 
arrived at in the ense of the County Co. Negotiations were -/ 
pending with others, but he was not at liberty to state the nature 
of them. , | 

The Hon. J. D. FirzGEBALD said that, as soon, as any new 
agreements were arrived at, they would be put before the 
Committee. 

Lord RonBERT Ckcir, K. C., then crogs-examined on behalf of the 
Charing Cross Co, and the South Metropolitan Gas Co, | 
By Mr. Lewis Cowarp, K. C.: The purchase clause did not. 
secure purchase at all, He did not антсе that the pruposals were 
unprecedented. ar 

By Mr. Rcg, K. C., (for the Corporation): The limited. com- 
pany would have fulfilled its purpose when the statutory company 
came into existence. The Bill would then belong to the pro- 
moters. The question of what the separate shareholders of the 
company would get would be a matter for consideration. 

The CHatRMAN remarked that the matter had been gone into 
before, but Е m i 

Mr. Вав said that no answer had yet been given to the 
question. „ ис 

The Committee then adjourned. 


à 


ed 


Nerth-East London Railway Bill. 
Mn. ASHTON reporting from the Select Committee on Railways 
Bills, which considered the above Bill, states that with respect to 
Clause 91 (agreements as to the supply of energy) and Clause 92 
(agreements with Councils and others as to works) the Cummittce 
has struck those clauses out of the Bill and substituted new clauses 
therefor iu order to comply with the recommendations of the 
report. In pursuance of Standing Order No. 1454 a report from 
the Board of Trade was laid before the Committee with respect to 
the maximum fares, rates and charges proposed to be made 
applicable to the railways authorised by the Bill, in which it was 
stated that the fares proposed were in certain respects in excess of 
those usually allowed in Bills of this class, and that no provision, 
has been made in the Bill with respect to small parcels of а perish- 
able nature conveyed by passenger train exceeding 56 lb. in weight. 
The Committee have amended Clause 83 (maximum rates for 
passengers) and Clause 89 (trains and cheap fares for working 
classes) so as to give effect to the report, and have struck Clause 87 
out of the Bill and have inserted a clause prohibiting the company 
from carrying goods. By the Bill it is proposed to authorise the 
payment of interest out of. capital during the construction of the 
railways, but it was proved to the Committee that the power 
to. pay such interest would facilitate the raising of the 
capital authorised “by the Bill, and the Committee having 
found that the restrictions contained. in the Bill are in 
accordance with Standing Order No. 167, recommended that 
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payment of such interest not exceeding 3 per cent. as proposed by 


the Bill should: be allowed. The Bill contains power enabling the 
promoters to borrow byirístalments in respect of the capital pro- 


posed to be raised by. the Bill; and: inasmuch as ‘such borrowing 
would facilitate the raising. of the- capital, and is. accompanied by 
the usual restrictions, the Committee is of opinion that Standing 
Order No. 153 need not be enforced. r 
"Low V B cL un 
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County of London Electric Lighting Co, Bill. 

: . Tuesday, July 184À.. .. , ET 
Tux Court of Referees, presided over by Mr. Parker Smith, sat 
to consider the objection of the Qity of London Electric Supply 
Co. to the London County Council'and the Camberwell Borough 
Council being allowed a locus in respect of the Bill. 

"Mr. Sip&zv Мовёв, Parliamentary agent, intimated to the Com- 
sr ы the London. County Counoil had withdrawn their 
petition. E Y D | 

Mr. Мохнвок, who appeared for the Camberwell Borough Council, 
said that in 1896 the County of London Có. obtained a provisional 
order on agreed terms for Camberwell. The company had a Bill 
now before Parliament under whieh it was proposed to alter some 
of the terms of the order of 1896, and to impose certain additional 
terms on the agreement. 

Mr. BALFOUR Browne, К.С. (for the County of London Co.), said 
they were not proposing to alter any of the terms. 

Mr. MUNROE said under the Bill it was proposed to vary the terms. 
The order said that the undertakers should not supply energy or lay 
down electric mains or works beyond the area of supply except 
with the sanction of Parliament, and there was also contained in 
the bargain.some curious powers of purchase. 

А The CHATRMAN said the order appeared to be quite іп the common 
orm. : | . 
‚Мт. MUNROE said that was so to a certain. extent, but. under 
Sec. 60 three different methods of purchase were given, and the 
whole scheme from the Camberwell point of view was to get a 
separate and complete undertaking. Now, as a matter of fact, the 
company, instead of putting up a generating station in Camberwell, 
supplied Camberwell, through Lambeth, from a generating station 
in Wandsworth. There had been communications between the 
Borough Council and the company on this matter, and the Borough 

Council contended that the action of the company was illegal. 

The Cnataman: If it is illegal why have you not taken pro- 

ceedings ? | 


Mr. Munnox said it had not been thought desirable so far to do | 


so, but when the time came for purchase, the matter would have to 

be gone into. By Clause 19 of the company's present Bill, they 

were seeking the power to supply for haulage and traction purposes 

. any railway or canal or tramway at a point within the area, for use 
outside the area. : 

Sir CHANDos LEIGH pointed out that Clause 19 would not affect 
the local authorities' right of purchase. E MP 

Mr. Munnos said if the Bill went through, the company could use 
the existing mains to give the supply for haulage and traction. 
The Borough Council was only entitled to purchase under the 
Order of 1896 the undertaking authorised by that Order, and, 
therefore, anything authorised by the present Bill would not 
come in. cm 

The CHAIRMAN asked if this Act would not be construed as part 
of the provisional order. б. e rag 

Mr. MUNROE thought not. » | 

The CHAIRMAN said he did nob see where the Council would be 
damnified, although possibly at the time of purchase if the com- 
pany was supplying through one of the mains to a railway they 
might be in an awkward position. ; ' | 

Mr. MuxBEox said that assuming the Bill passed, and assuming 
the company laid a fresh main in Camberwell which ran to a point 
and supplied a railway. When. the timo for purchase came the local 
authority would naturally want to make all the profit it could, but they 
would find that one of their biggest customers would be in the 
hands of the company from whom they had to purchnse. The 
company would: say “You cannot touch the independent cable 
we have put down with the authority of Parliament.” 

Mr. BALFOUR Browns said the company took no power to lay 
down mains by the Bill. 

Mr. Munroe said the local authority had negotiated for the 
purchase of the undertaking, and were told that a certain portion 
of the Wandsworth station belonged to them. The company had 
avoided putting up a generating station in Camberwell, and now 


they wanted to complicate the matter more by mixing up the , 


business. Since 1896 there had been an attempt to mix it up so 
that when the local authority came to buy they could not vet а 
separate and complete undertaking. 5 = 

Mr. BALFOUR BROWNE pointed out that there was nothing in the 
agreement with the Camberwell Borough Council which provided 
for a generating station in Camberwell. 


The Court granted the Camberwell Borough Council a locus on 


Clause 19 only. . : 
Wednesday, July 19th. | 


Sir A. H. Brown’s Select Committee of the House of Commons. 


sat on Wednesday, to consider the Bill of the County of London 
Electric Supply Co. The promoters were represented by Mr. 
Balfour Browne; K. C., Mr. Moon, K. C., aud Mr. Shaw, and the 
Camberwell Borough Council, who opposed, were represented by 
Mr. H. Lloyd, K. C., and Mr. Munroe. The Borough Councils of 


Southwark and Battersea petitioned ugaiust alterations in the Bill. 


Mr. Moon, K. C., opened the promoters’ case, and said the Bill 


had passed the o deal of consideration h Тога Camperdown's 
Committee ofthe Pause of Lords. "The County of London. Co. waa 
authorised to Supply eledtricity for all purposes in a number of 
different атсаѕ, including Finsbury, Shoreditch, Wandsworth, 
Southwark, St. Olaves, Camberwell, Holborn, and St. Giles. The 
effect of the Company's legislation was to authorise the company to 
supply in the districts of eight local authorities, with а total area of 
nearly 23 sq. miles. The company had algo obtained a Board of 
Trade order for the supply to à further large district ithe neigh- 
bourhood of Croydon. The Bill now before the Committee was 
mainly to put the company into the position of being able to meet 
the very largely increased demands for electricity which had arisen 
and wad arising, and also ‘to supply electricity at в cheaper rate. 
The units sold by the company had increased , from .3,000,000 in 
1900 #6 over 7,000,000 in 1904, which was an increase of 140 per 
cent., while the power units sold had increased from 478,000 units 
in 4900 (which was the infaucy of power supply) to 2,318,000 units 
in 1904. The company also asked for power to supply electricity 
for railway companies and tramway companies, te be used not only 
in.the area of supply but also outside the area of supply. 
The CHAIRMAN asked if it was not the fact that the Bill of the 


North Metropolitan Electric Power Co., which contained a similar 


clause, had been carried? i 


Mr. Moon said that was 80. АШ that they were asking was to 


adapt past legislation to modern requirements. There were a 
number of railways.which went through their districts, which they 
might supply if they had the powers. The various districts of the 
company were supplied from two generating stations—one in the 
City ‘Road and one ín Wandsworth. The company had been in 
negotiation with both the London and Brighton Railway Co. and 
the ‘London County Council for a supply of electricity for traction, 
but, of course, as they had not the power to supply for use outside 
the area, they were unable to make any contract. The power they 
asked for was in Clause 19, and the Court of Referees had limited 
the opposition of the Camberwell Borough Council to this clausc. 
The clause was assented to by.all the other bodies in whose districts 
the company operated, and therefore the sole question for the 
Committee was whether Camberwell should be excluded from the 
operation of the clause. By the terms of the Camberwell provisional 
order of 1896, the Borough Council had power fo purchase in 1931, 
but they could exercise the right of purchase at any time before 
that date, on condition that they paid £133 [for every £100 
properly expended by the company on the undertaking, and 
charged to capital account The petitioners objected to Clause 19, 
on the ground that it would prejudicially affeet them when the 
time for purchase came, and they pointed out that the powers would 
apparently all form part of the undertaking, while there would be 
nothing to prevent the company from using works which would 
form part of the undertaking. The looal authority was afraid that 


the company might construct. works far in. excess of the require-. 


ments of the borough, and that they would be required to buy. 
them If the company did lay a main for the purpose of carrying 
oub.the. powers of the clause, it would. have to be determined 
whether that wpuld be part of the, undertaking which the Borough 
Council would have to buy. oy Ар ' "T 
Mr Lrovp pointed ont that the only power the company. had to 


. lay mains, would. be under the provisional order of 1896 . No 


power to lay mains was taken under the. Bill now before the 
Committee. А bs ae. - | 

Mr. Moon said that һу the Order. of 1896 the company was 
obliged to kcep proper accounts of the Camberwell undertaking, 
which were to be audited by an auditor appointed by the Board of 
Trade, and further, au arbitrator of the Board of Trade was to 
determine what had been properly expended on the undertaking, 
If, therefore, any works were carried out for tho purpose of Clause 
19, the Board of Trade would net allow it as capital properly 
expended on the undextaking, and, therefore, the Camberwell 
Borough Council would not be affected. X E 

Tbe OHAIERMAN asked whether, in respect of any works tbe com- 
pany might eonstruct for carrying out tbe powers in. Clause 19, they 
could be bought out. | 

Mr. Moon replied that the company would be left with those 
works. They had mains running through other districts in the 
same way. | 

Mr. C. P. SPARKS, chief engineer of the company, was eulled, and 
bore out Counsel's opening statement. He stated that negotiations 
had taken place with the London and Brighton Bailway Co. for a 
supply of.1,500 kw. to commence their electrification next year, 
and these negotiations were on the basis of making a contract for 
seven years. Не bad also negotiated for the supply of electricity 
to the London Southern Tramways Co., but the Bill of that com- 
pany was thrown out by a Parliamentary Committee. It. might 
be necessary to expeud .money in Camberwell to carry out the 
powers under Clause 19, but there was no present intention to 
do so. 

Cross-examined by Mr. Lioyp, Witness said the company 
supplied Camberwell from the Wandsworth generating station, 
and the auditor charged part of the machinery to the Camberwell 
undertaking. Up to the present about £24,000 was charged for 
machinery. If the present mains were utilised for the powers 
under. Clause 19, һе supposed they would be charged to Camberwell 
as part of the undertaking. * . . 

Mr. R. Renwick, secretary of the County of London Electric 
Supply Co., said the Board of Trade auditor would decide what 
maius should be charged to Camberwell. At present certain mains 
in Camberwell were not charged to capital. a i 

After further discussion, the Committee intimated that they would 
be prepared to pass the preamble if the promoters would bring up 
a clause dealing with any mains which might be laid for the 
purposes of Clause 19. 
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After an adjournment, Mr. Shaw submitted the following 
proviso to Clause 19:—' Any expenditure on electric lines to be 
laid down by the company in the Metropolitan Borough of Cam- 
berwell for the purpose of this section shall not be charged against. 
the Council of that borough in the event of their purchasing the 
undertaking authorised by the Camberwell Electric Lighting 
Order, 1896, under Sub.-sec. 2 and Sub.-sec. 3 of Sec. 60 of that 
order.” 
The Committee adopted the clause. 


Central Electric Supply Co. Bill.—The Court of Referees, on 
Tuesday, July 18th, had before them the objection of the Central 
Electric Supply Co. to the London County Council being allowed a 
lucus against their Bill now before Parliament. Mr. Blennerhassett 
appeared for the County Council, whose Jocus was disallowed 
except so far as it had reference to Clause 4, which related to the 
question of the Buildiug Acts. 

Aberacon Tramways.—The Chairman of Committees of the 
House of Lords has informed the House that the promoters of the 
Aberavon Tramways Order in Tramway Orders Confirmation Bill 
(No. 2) do not intend to proceed further with the order. 

‘Third Reading.—In_ the House of Commons on July 20th the 
North-East London Railway Bill was read a third time. 
. In the Hause of Lords on July 21st the Great Northern, Picca- 
dilly and Brompton Railway (No.1) Bill was read a third time, 
amended апа passed. à 

In the House of Lords on Monday the Shropshire, Worcester- 
shire and Staffordshire Electric Power Bill, the Paisley District 
Tramways Order Confirmation Bill, and the Glasgow Corporation 
‘Tramways Consolidation) Order Confirmation Bill were read a 
third time. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be written оп one side of the paper. Free use of fictitious names, &c., 
may be made. 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express. | 
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“ CABLE" writes:—“ Cau you say whether an electrical supply 
authority (corporation or company) can legally make a charge for 
laying in a supply main from a street where no private service is 
used, except the short length through the wall and to fuses, say, 
2 ft.? Cau they give any reduction in the price of current con- 
sumed by one shopkeeper, while another pays the ordinary price 
charged in the district?“ 

%“ The law relating to the first question put by “Cable” 
appears to be laid down in the schedule to the Electric Lighting 
(Clauses) Act, 1899. It is there provided (by Clause 27) that the 
undertakers shall, upon being required to do sa, by the owner or 
occupier of any premises situate within 50 yds. from any distributing 
main of the undertakers in which they are, for the time being, 
required to maintain or are maintaining a supply of energy 
for the purposes of general supply to private consumers 
under the special order or the Board of Trade regulations, 
give, and coutinue to give, a supply of energy for those premises 
in accordance with the provisions of the special order and of tbe 
said regulations, and they shall furnish and lay any electric lines 
that may be necessary for the purpose of ‘supplying the maximum 
power with which any such owner or occupier is entitled to be 
supplied under the special order, subject to the conditions following 
(that is tu say): The cost of so much of any electric line for the 
supply of energy to any owner or occupier as may be laid upon the 
property of that owner, or in the possession of that оссирісг, and 
of so much of any such electrie lines as it may be necessary to lav 
for a greater distance thau 60 ft. from any distributing main of the 
undertakers, although not ou that property, shall, if the under- 
takers so require, be defrayed by that owner or occupier. К 
follows from this that if the boundary of the consumer's premises 
is within 60 ft. of the mains that distance must be spanned by the 
undertakers at their own cost; the eost of the lines laid on the con- 
sumer's premises must be paid by the consumer. 

The second question appears to be answered by the Electric 
Lighting Act, 1832, Sees. 19, 20. Sec. 19 provides that where a supply 
of electricity is provided in any part of an area for private purposes, 
then except in so far as is otherwise provided by the terms of the 
provisional order authorising such supply, every company or 
person within that part of the area shall, on application, be 
entitled te a supply on the same terms on which any other 
company or person in such part of the area is entitled. under 
similar circumstances fo a corresponding supply; and by 
Sec. 20 the undertakers shall not. in making any agreement 
for a supply of electricity, show any undue. preference to any 
local authority. company, or person, but, save as aforesaid. thev 
may make such charges for the supply of eleetricitv as may be 
agreed upon. not exceeding the limits of price imposed by or in 
pursuance of the licence, order, or special Act authorising them to 
supply electricity. It is apprehended that these sections operate 
to prevent undertakers making any difference in their treatment of 
two shopkeepers within their district. 


Answers are Furnished by a duly qualified lawyer, 


CORRESPONDENCE. 


` Letters received after first post оп Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer's name and address in our possession. 


Electrical Engineering Extraordinary in South Africa. 

In craving a small amount of your valuable space, [ must 
offer as my excuse, amongst other things, that this із my 
first offence, апа that my subject is of the utmost import- 


' ance to the engineering profession. 


At the present time South Africa is inflicted with a surfeit 
of gentlemen sent thither by firms of good standing in the 
‘electrical industry, both in England and other countries 
(although, being a firm believer in Mr. Chamberlain’s fiscal 
policy, I have more interest in the former), to represent 
them in the electrical engineering industry. That these 
gentlemen have most inestimable social and commercial 
qualitics is without a doubt, but that they have only the 
most meagre technical knowledge is, I regret to say, the rule 
rather than the exception: in fact, in most cases, the repre- 
sentatives of large electrical engineering firms in this country 
are purely gentlemen versed in commercial knowledge and 
entirely devoid of technical knowledge of the important 
specialities they represent. | 

Can it be wondered at then that electrical engineering in 
South Africa is suffering from “ quackism," aud that the 
industry is stultified, and is not making such rapid strides as 
those interested in the ** profession " from more than a mere 
avaricious point of view could wish ? | 

I do not for one moment say that it is necessary or even 
possible to find gentlemen possessing both the requisite 
technical and commercial training to represent such firms in 
South Africa, especially when 16 is understood that intrigue 
plays such an unfortunately large part in all business, and that 
in the case of the engineer, if he gives such time and attention 
to his profession as will enable him to master its intricacies, 
he has not the time at his disposal to fathom the sordid 
idiosyncrasies of commercial life. 

It would therefore appear necessary, if adequate repre- 
sentation is to be afforded to such an important industry, to 
provide the services of both a qualified engineer as well as a 
commercial manager. 

I am afraid that the electrical engineers and their“ Com- 
mercial Satellites " in. England are inclined to. look down 
upon the electrical engineers of South Africa, but do not let 
the fact he lost sight of that the electrical engineers of South 
Africa are the“ Pioneers of the Electrical Empire.” 

In this country electrical engineers have many and vast 
obstacles to surmount before their objects can be achieved, 
and vet how often are schemes in this country condemned 
out of hand by visiting engineers because such economies are 
introduced as overhead mains, and such expensive apparatus 
as superheaters, fecdheaters, &c., are omitted, and “smoke 
stacks " are made of steel and are not superb and expensive 
structures of brick. - 

Is it supposed for one moment that the designer of the 
scheme did not know that underground cables are more 
desirable than overhead mains, or that brick stacks are more 
beautiful than common steel ones, or, again, that feedheaters 
aud superheaters, &c., lead to economies. which vastly out- 
balance the annual charges on the first cost? I say is it 
supposed that the designer did not know these facts? If so, 
let my criticising technical. brethren pack up and return 
Whence they came before the superstructure of reasoning, 
based upon such a false foundation, crumbles about their ears. 

There is only one reason, and can only be one reason, for 
not introducing such economies: into the first cost of a 
scheme, and that is shortness of capital, for had the designer 
included in his estimates all the appliances he would have 
Wished to have seen installed, then the necessary capital would 
not have been forthcoming and the scheme would. not have 
had existence. 

Let us go a step further. In this country technical labour 
іх expensive and rare, and engineers are called проп to carry 
out vast schemes without the usual engineering facilities: it 
therefore behoves them to have an intimate and practical 
knowledge of all details of their profession. fu some cases 
it has been necessary for the engineer-in-charge to give 
actual practical tuition in коше remote branch of engineering 
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science, and woe betide him if he has not had the advantage 
of a sound and practical training, and has not an intimate 
knowledge of his profession—he little wots of the troubles 
that await him in South Africa. 


Then how in the name of goodness can manufacturing 


firms suppose that commercial men, who go through every 


conceivable contortion, and twist themselves into every con- 
ceivable shape in their endeavours to carry on such a tech- 
nical business as electrical engineering, can ever be a 
success ? 7 К 

Neither are the technical men always truly commercial, 
for within a very recent period one of the satellites of high 
standing in that particular branch of the electrical industry 
visited our shores, and during his sojourn amongst us was 
requested to give an opinion upon a case where a foolish 
mistake had been made. The circumstances of the case were 
briefly as follow :— 

A small supply company having somewhat outgrown its 
distributing system (a common ailment which distributing 
systems have, especially when requested to perform a much 
greater duty than they were designed for), the supply com- 
pany had (no doubt through inadequate technical advice) 
made the foolish and elementary mistake of planking down 
another generating station at the end of the line and in a 
sparsely populated district, and, forsooth, had equipped such 
generating station with oil engines. 

ге question asked the satellite was what should be don 
now Í 

The answer given was: —“ As you have installed the oil 
engines, keep them, otherwise I should have recommended 
you to increase your copper.” 

Imagine it, what an uncommercial technical satellite, to 
give advice to run two stations, pay out extra waves, incur 
the extra annual charges of depreciation, repairs, stores, &c., on 
running a station, rather than, having made a mistake, to get 
out of it as cheaply as possible, and increase your copper and 
make use of the plant you already have, and. thereby make 
an enormous annual saving. l 

But, perhaps, I am at fault, it ів not so much a question 
of the“ uncommercial technical man” as the“ commercial 
non-technical man ; " however, have it which way you will, 
it has equal weight of argument. 

But to return from my digression. Let me give two 
amusing, but true, instances which serve to bring home to 
my professional brethren some absurdities to which this 
commercial would-be-technical element leads. 

In one case the © representative " of a large engineering 
firm asked а South African engineer if there were many 
steep gradients on the Cape Government railways, and on 
being informed thut there were many gradients of 1 in 40 
he replied :—“ Oh! that is nothing, in my professional 
travels, I have come across many railways with gradients as 
steep as 1 in 80!” 

Being of a polite nature and not wishing to hurt the 
representative's susceptibilitics, the South African engineer 
said :—“ Yes," and smiled, but like the parrot, he thought a 
lot, and being charitably inclined put it down to a disordered 
bread basket due to the combined effect of a sea voyage and 
a change of climate. 

In the other case the “representative,” being shown 
some new boilers, and being informed that they were rather 
expensive, remarked, “Why? are they all cast in one 
piece? à 

In this case I believe the smile broadened, but after all 
the poor “ representative " was not to blame; he was placed 
iu a false position, and was only doing his best to sustain his 
end of life's little burdens. 

In conclusion, let me say that the engineers of South 
Africa have the temerity to consider themselves equal to 
their technical brethren in the same status **at home." 
After years of practical experience in & country practically 
devoid of the usual engineering facilities for carrying out 
work, I have definitely come to the conclusion that they are 
not far wrong, but I have also arrived at auother conclusion, 
and that is, that “ representatives ” in South Africa do more 
to retard the progress of the electrical industry and *hammer 
nails into its coffin” than anything else. 


| Е. J. Clifford-Jones. 
Cape Town, June 96%, 1905. 


Telephone Etiquette. | 
For some time past the unsatisfactory arrangements made 


. by some firms with their telephone service have been the 


cause of some little vexation to myself and to others. 

To illustrate my meaning, I will relate ап experience of 
yesterday :—I had occasion to call up a well-known firm of 
cable makers, and on getting through was greeted by a small 
boy with the usual, Who are you“; having given full par- 
ticulars and stated the nature of my business, I was told to 
* Hold on," and after a little delay a female voice required 
to know who I was and my business. This I repeated, aud 
once again was requested to “ Hold the line.“ Some further 
delay occurred ; then a man's voice called, Who are you?“ 
This I again stated, and thinking at last that I had got 
hold of the proper person to deal with the matter, I entered 
fully into the business. I was required to ** Hold оп” the 
third time, and a second man's voice desired to know who I 
was. Evidently not one word of the information given to 
the three previous speakers had been passed on. I protested 
that I had already given this information, and stated my 
business to previous speakers ; thereupon the gentleman at 
the telephone took umbrage and hung up his telephone, and the 
order which I desired to place with the firm has been given 
elsewhere. Surely there should be-no difficulty in arranging 
for the lad at the telephone to take down the name and 
message, secure the attendance of the gentleman who could 
deal with the matter, and state the information already 
received. . jo 

If this were a solitary case, it, perhaps, would not be 
worth while asking you to draw attention to the matter; but 
a number of firms that I have to deal with manage their 
telephone in the same manuer, causing a woeful waste of 
time, not a little vexation, and sometimes, as in. the above 
case, loss of business. | ; 

Telephone. 


C, & C. Patent Trolley Head. 


In your short, but excellent comment upon our invention, 
the “ Cherry & Clive” patent trolley head (shown by our 
agents, Messrs. R. W. Blackwell & Co., Ltd., at the Tram- 
ways Exhibition), there was one remark meant to be favour- 
able, but misleading somewhat, and detracting from the 
efficacy of our invention, and is not according to the perfected 
principle we have produced. ‘Your report stated that “ the 
wire finders can be brought into the best position by fetsting 
the rope.“ After years of thought we have arrived at the 
independent revolution of the fork and wire finders ; so that 
the rope is not intended to twist either by accident or the 
operator’s will. This independence of revolution is produced 
by a revolving table on the top of the shaft; this table, 
when lowered by the pulling of the rope by the operator, 
jams the two rocking levers, which force up the two vertical 
links, which raise the two wire finders and hold them erect 
until they claim the current wire. The fork, &c., not only 
revolves in the pocket of the frame, but also around the 
centre shaft, which shaft is held stationary by the rope's 
downward pressure. I feel sure you will permit this expla- 
nation to reach your subscribers, as the above remarks are 
according to our specifications (provisional and complete 
accepted), and this improvement is ғе-раѓеліе upon our 
master patent, which you so kindly alluded to January 8th, 
1904. 

John T.: Cherry. 

Plymouth, July 23rd, 1903. 


N.B.—Our putent trolley head is known now as the “G. 
and C. Trolley Head " among business firms, 


The Value of the I.E.E. 


I had intentions of asking you to insert à. letter im these 
columns in answer. to the above correspondence a few weeks 


uro, but on second thoughts refrained from doing so, thinking 


it might only be waste of time; but as the so important 
matter is being taken up let us hope for some sound lines of 
reform. 

* Is a member admitted iuto the Institution by his ability 
or his popularity?“ The majority will answer the latter, 
and in my cuse I have found it so. One need not suppose 1 
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am prejudiced because I have not been successful, and I 
don't think I am the only one who has been во unfortunate 
as not to be able to grasp the hand of a M.I.E.E. 

About two years ago, desirous of becoming an associate, I 
wrote for and received a form to be filled in, together 
with regulations, &c. I therewith started writing to the 
engineers I had served. Some replied, others did not—as 
to what became of Шеш or my letters I could not say ; those 
who replied gave me every assistance, but, alas, I was one 
M. I. E. E. short, which up till now still remains the case. As а 
great deal of time was being lost looking for the missing one, 
I thought it advisable to write to the secretary (giving him 


all particulars of training, &c.) who might give me some 


assistance, but to my surprise he told me he was unable to 
do anything in the matter until I could get the other 
signature, also enclosing another revised form. 

I cannot see my way clear to keep moving about in order 
to secure the signature I require, consequently I have 
given it up. І may say I am not one such as“ Common 
Sense" describes in his No. 1, for I have had 3 years’ 
practical workshop and 5 years’ central station experience, 
including apprenticeship, assistant and charge. e 

I write this not to be shquldered into the “ golden bed,” 


us no doubt many are, a few of whom I know of. 


Thanking you for the insertion of this, and hoping for a 
better system to test ability, until Шеп 1 am 
Hopeless. 


66 Steel Direct.“ 


The steel turned out, on analysis, to be white pig (carbon 
2°38); beyond this, I offer no comment on this remarkable 
piece of apparatus, and the still more remarkable claim for 
making steel direct. 

I will, however, for your information, submit the follow- 
ing, as it bears directly on the electric smelting of ironsand. 

Some months ago I was requested by a New Zealand 
syndicate to report upon the possibilities of making iron and 
steel from ironsand. І operated upon some 35 cwt. of the 
sand without briquetting, first reducing it to pig-iron, and 
then, by a second process, converting this pig to steel. The 
result of the double operation was 18 cwt. of good market- 
able steel, made up in billets. This steel (or some of it) 
was made up in Sheffield, and now takes the form of files, 
saws, knives, &c. | 

The cost of electric energy in the first operation was 
roughly 8s., and for the second operation 8s. 6d., basing 
these figures on the 40s. per E.H.P.-year valuation. No 
effort was made in the direction of efficiency or the preven- 
tion of waste. 

There is not the slightest doubt as to the value of the 
process for this New Zealand industry. The type of furnace 
used by me for the work was the “ arc,“ which very readily 
lends itself to re-fluxing and perfect refining. I have my 
own patented furnaces for the two processes, and am now 
building both to a capacity of 2 tons. I shall be pleased 
to send you samples of the steel made from ironsand, and 
to afford any fuller information. - 

The time occupied in the two operations referred to by 
me was 36 hours, but І was working with a small furnace 
and under difficulties. 


Sheffield, July 24th, 1905. 


T. Scott Anderson. 


(Owing to great pressure upon our space, a letter on 
„Political Blackmail” is held over to next week.— 
Eps E. R.] 


LEGAL. 


Gorry v. SLATTER. 


Mr. Justice RIDLEY, in the King’s Bench Division on Saturday, 
heard this action, in which the plaintiff sought to recover a sum 
of £500 alleged to be due under a covenant in a deed dated 
June, 1899. The defendant was an electrical engineer, and chair- 
man of the High Wycombe Electric Lighting Co. 

Mr. SHEWELL Cooprr, for the plaintiff, said she was desirous 
of having her son apprenticed to the defendant to learn the 
business of electrical eneineeriug, with a view to his becoming 
a partner and purchasing a share of the business. For this 
purpose she advanced the defendant £650, of which £150 had 
since been returned, the remaining 4500 being set off against 


the share of the business. Plaintiff's son received a salary 
of £2 а week, and it was provided in the deed that if the interost 
was duly paid and no covenant broken, the principal sum was 
not to be called in, except in accordance with the terms of the 
agreement. 16 was, however, mutually agreed in February, 1901, 
that the share of the business should not be purchased, and 
plaintiffs case was that, on that agreement being come to, what 
was left of the deed became a simple mortgage, and that the 
principal money could be called in. 

Mr. Gore Browy, K.C., for the defendant, said the money had 
been advanced to put into the business, and it was known to both 
parties that it could not be repaid without breaking up the business. 
It was for that reason that the express bargain was Nnade, that so 
long as the defendant paid interest and did not make default he 
should not be required to pay the principal. The fact that he had 
been released from taking plaintiff's son into the business did not 
alter the bargain. 

His LonpsurP said it was true that as the deed was originally 
drawn, the usual result of a mortgage was interfered with by the 
proviso, but the proviso turned on the clause by which plaintiffs 
son was to become a partner. The money was not to be repaid 
except by taking him into partnership. When that clause ceased 


to exist the whole reason for the proviso was taken away. The | 


money was clearly repayable, and there must be judgement for 
the plaintitf, 


Rene & Co. v. WOLF. 


IN the Lord Mayor's Court, on July 19th, judgement was given in 
this case. The case was previously before the Court, the procced- 
ings at the time being reported in the columns of the ELECTRICAL 
Review. The plaintitfs had brought an action against the defen- 
dant to recover the price of goods supplied. Amongst the items 
sued for was the price of certain electric sparking plugs. These the 
defendant refused to pay for on the ground that the bulk supplied 
were not according to sample, and were defective by reason of their 
becoming short-circuited when used in а motor engine. The 
Assistant Judge, Mr. F. S. Jackson, before whom the case was tried, 
had the assistance of Mr. Cozens-Hardy as an assessor. The 
Assistant Judge said that at the trial it was agreed that Mr. 
Cozens-Hardy should take away a certain number of the plugs for 
the purpose of tests being made, Those tests had now been made, 
and he (the Assistant Judge) had received a report. According to 
that report Mr. Cozens-Hardy came to the conzlusion that the mica 
cigarette iu the plugs supplied by the plaintiffs was not iu accord- 
ance With the sample, and that although some of the plugs were 
capable of being used on, motor-cars, they occasionally missed fire. 
When there was a breakdown it was generally at the end of the 
mica cigarette. Upon the report he would enter judgement for the 
defendant. Leave to appeal was given. 


BUSINESS NOTES. 


The King's Visit to Manchester.—On the occasion 
of the King's recent visit to Manchester, the manufacturers of 
Trafford Park combined to erect a triumphal arch, and a photo- 
graph of this has been sent to us. The idea is somewhat original, 
inasmuch as the arch is composed of manufactured products of 
almost every kind. At the back of the arch to the left the 
WESTINGHOUSE Co, had the carcass of a large alternator. The 
cables of Messrs. W. T. GLover & Co., LTD., stood out well, and 
various other electrical industries in the park occupied prominent 
positions. The principal motto, printed right across the arch, 
“Wake up, England; Trafford Park is Awake,” was rather a happy 
one, and we understand that it drew a letter of interest and com- 
ment from the Prince of Wales. The other mottoes at the sides 
were “ Facilities Beget Trude“ and “ Trade Begets Prosperity." 


Tramway Contraet.—We understand that MESSRS. 
J. а. Waite & Co., LTD., who are now making an issue of capital, 
have just secured a contract. amounting to upwards of £400,000 for 
the complete construction of tramways, &c., at Para, Brazil. 


Electric Motors in Cas Works.— The BRITISH 
ELECTRIC PLANT Co., Lro., have obtained an order from the 
Falkirk Corporation for the complete equipment of electric motors 
for their new gas works. This gas works is believed to be the first 
in Great Britain to be completely and exclusively driven through- 
out by electrie motors. 'The power will be supplied from the 
Falkirk Corporation electrie supply station. 


Switchgear Contracts. —MEssRs. FERRANTI, LTD., 
have recently received the following orders for switchgear, &c :— 
Cardiff.— Motor-generator switchboard. 


Burnley.—D.c. switchgear extension. NE | 
Newcastle and District Electric Lighting Co., Ltd.—p.c. switchgear 


extension, | 
Metropolitan E. S. Co., Ltd., Willesden.—8,000-xw. 11,000-volt switchgear 


extension. | | | . 
10 A. C. and n.c. à&witehboards for private installations. 
Heriot-Watt College, Edinburgh.—' Three 10-kw. А.С, transformers. 


Mauritius.— Two 20-Kw. three-phase transformers, 


French 
Owing to the restricted number of entries, the French Automobile 
Club has resolved to postpone the trials of electrical vehicles which 
were to have been held early next month. 


Trials of Electrical Motor Vehicles.— . 


p bos Oe 
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Sunbeams at Play.— The workmen with members of 
the staff of the Sunbeam Lamp Co. journeyed to Redear on Satur- 
day, the 22nd inst., for their annual onting. A very enjoyable 
time was spent. Sports were indulged in during the morning, and 
the rest of the day was given up to boating, bathing and driving. 
The company partook of a substantial repast at the Old Swan, 
afterwards driving iu brakes to Saltburn and returning to the 
hostelry for tea. Mr. T. J. Grainger presided at the dinner, sup- 
ported by Mr. Herbert Edmundson, Messrs. Young, Berresford, 
Potts, Barrass and others. The principal toast, The Sunbeam 
Lamp Co.,” was given by Mr. W. Young, who remarked upon the 


success which had attended their efforts during the past year. 


With such captains of industry as Mr. J. Үү. Edmundson, the 
managing director, Mr. H. Edmundson, and a commercial man of 
such business acumen as. Mr. Grainger at the head, greater success 
in the future was assured them. Mr. Barrass, representing the 
Glass Works now identified with Sunbeam, supplemented Mr. 
Young’s remarks. 
The former gave some very interesting figures as showing the 
great advance the company had made since it began manufacturing, 
how the output had steadily increased, and their position in the 
market to-day. Only that morning, said the secretary, further 
orders had come to hand from the Admiralty, and generally their 
business, despite the competition of the foreigner and competition 
at home, was in a highly satisfactory state. He welcomed t 
glass-makers who were present with them in a social way for 
first time, expressed pleasure at the cordial relations which exis 
between management and men, and provided théy each did th 
part in the various operations in which they were engaged, һе р 
dicted a still brighter future for the Sunbeam Lamp Со. I 
assistant manager, Mr. Edmundson, briefly responded. Votes « 
thanks to the firm for generously contributing to the outing, and t« 
the committee responsible for the arrangements, were heartily 
accorded. 


Book Notices.—‘ Steam Engineering: A Treatise on 
Boilers, Steam, Gas and Oil Engines and Supplementary Machin- 
ery.” By W. W. Е. Pullen. Second edition. Manchester: 
The Scientific Publishing Co. 4s. net. 

“ The Engineering Standards Committee’s Report on the Effect 
of Temperature on Insulating Materials Report No. 22. London: 
Crosby Lockwood & Sons, and The Committee, 28, Victoria Street, 
S. W. Bs. net. \ . 

„The Physical Review." Vol. XXL, No. 1, July, 1905. Under 
the co-operation of the American Physical Society, Lancaster, Pa., 
N.Y., and London: Macmillan & Co. 

“ Electric Traction.” 
Harper & Bros. 9s. net. М 

“Commercial Economy in Steam and other Thermal Power 
Plants as dependent upon Physical Efficiency, Capital Charges and 
Working Costs.“ By R. H. Smith. London: Archibald Constable 
and Co. 24s. net. 

We have received a copy of the first number of the Rhodesia 
Review, a quarterly for shareholders and settlers. It is edited by 
Mr. Percy Lindley, and can be obtained at 30, Fleet Street, E.C. 
It is a publication which will interest those who are following the 
course of Rhodesian affairs and finance. 


Catalogues and Lists. —-MssRSs. FRAMPTON, . PAINE, 
AND JACKSON, 29, Old Queen Street, Westminster. Illustrated -price 
list of ventilating fans, table, bracket and ceiling patterns, railway 
carriage, porthole, and other types. Sizes, code words, weights and 

prices are given. 

Mr. C. R. Heap, 28, Hatton Garden, E.C.— Circular describing 
the “ Case " controller for crane motors, hoists, and all work where 
a wide range of speed is required. х s 

The ELECTRICAL TRADES Ѕорріү, Lrp., Britannia Works, Great 
Charles Street, Birmingham. Various new publications have just 
come to hand. One is a catalogue and price list of electrical porce- 
lain ware; another is an abridged list of cord pendants, ceiling 
fittings, brackets, electroliers, and standards; a third is a well- 
ilustrated and interesting catalogue of portable electric drilling 
machines, and yet another gives prices and illustrations of E.T.S. 
damp and dust-proof electrical fittings for collieries, ironworks, 
ships, mills, &c. | 

Messrs. Влвсоск & Wircox, Lro., London.—Interesting pocket 


pamphlet with many reproductions from photographs, showing their 


well-known water-tube boilers in use in electric light and traction 
stations in all parts of the kingdom. An imposing list of some of 
the more important stations at home and abroad is given as 
evidence—if any be needed—of the great popularity of this boiler. 

Mr. DovuGras WELLS, Brussels.—A 54-page pocket-size catalogue, 
printed in French, of the electric conduit wiring and fittings 
specialities of the Metallic Seamless Tube Co., Ltd., for which Mr. 
Wells is Continental agent. 

Messrs. J. Н. Tucker & Co, Sampson Road North, Bir- 
mingham.—Full catalogue (64 pp.), giving particulars, illustrations 
and prices of a great variety of electric lighting accessories, in- 
cluding tumbler switches, ornamental switch-covers, wall and floor 
sockets, distributing fuseboards, ceiling roses, counterweight sets, 
cut-outs, lampholders, knife and other types of switches, &c. 

Messrs. Mavor & CoursoN, Lro., Glasgow.—August calendar 
card, on the reverse side of which are given curves plotting data 
relating to a Pick-Quick electric coal-cutter installed at a Lanark- 
shire colliery. ` | 

Messrs. WarLACH Bros., 57, Gracechurch Street, E.C.—List of 
the “ Evertrusty " wire-embedded gauge-glass protectors. 

IMPROVED ELECTRIC Grow Lamp Co, Lrp., 7, Great 
Newport Street, W.C.—lIllustrated circular of their new patent 
Titania fans and scent-diffusers. 


Mr. Grainger and Mr. H. Edmundson responded. - 


Ву R. H. Smith. London and New York : 


Aron Егистаістү Merer Lip., 114, Union Street, Borough 
S.E.—'' Notes on Meters and Useful Data” is the title of anew 
pamphlet just received containing numerous illustrations of the 
Aron types of meters (motor, switchboard, supply type, battery, 
tramcar, and other meters) anda good deal of information of 
value relating to them. Particulars of some recent vam che mig a 
such as silent winding, help springs, and springing counter ate 
detailed. | ч. | 

Messrs. MICHAEL Pat & Co. Parliament Mansions, Victoria 


Street, S.W.—Cireular of their Palite commutator compound. 


WESTERN ELECTRIC Co, North Woolwich. Information 
Bulletin No. L 102, describing their latest type of telephone set, 
specially adapted for electric traction systems. 

THE GENERAL Exxcrric Co., Lrp., London.—New catalogue, 
well illustrated, dealing with the “ Witton” single and polyphase 
induction motors. A full specification of the motors is printed 
accompanied with views of parts and complete motors, also - 
ticulars апа prices of starters, tables and diagrams of dimensions. 
Half tone views are given of three-phase motors supplied to the Man- 
chester Corporation, Woolwich Corporation, Westminster Electric 
Supply Corporation and the Admiraltv’s new naval hospital sub- 
station. "Т | t. nrogress with its 
sing; ! contracts 


holder by two small rollers attached to the end of a lever pivoted 


on the brush pillar. The worm gear, also centred on the latter, 
when rotated by means of a thumb-screw, exerts through a spring 


‚ connection the requisite pressure on the lever and brush for the 


required adjustment. The lever is extended beyond the pressure 
rollers to provide a ready means of raising it, to try the tension or 
remove the carbon ; its downward movement is confined to a slot, 
and it cannot touch the commutator. As the thumb-screw is pro- 
vided with an insulated knob, it can be safely adjusted while 
running. This simple device has been approved in many quarters, 


and will doubtless interest all dynamo and motor users. 


Automatic Fire Alarms,—From the Aberdeen Free 
Press.—The utility of the May-Oatway fire alarm was demonstrated 
on 21st inst. in connection with an outbreak of fire at the meal mill 
in Berryden. The fire was caused by an overheated bush on the 
first floor of the mill, and at once the alarm automatically notified 


' the fire brigade of the outbreak. Nothing was known at the mill 


about the fire until a telephone message was received from the fire 
brigade station. On receipt of the information, steps were 
instantly taken to put out the fire, and the result was that by the 
time the brigade had arrived the flames were extinguished. 

News has also come to hand from New Zealand to the effect that 
the Deaf and Dumb Institute at Sumner (a wooden building) recently 
got alight, but the May-Oatway alarm is said to have saved it 
from total destruction. There were no lives lost, aud the damage 
was trifling. 


To British Automobile Makers.—Messrs. LANG“ 


.DowN & Co, importers and inventors, of Christchurch, New 


Zealand, have written to the BRITISH Empire MOTOR TRADES 
ALLIANCE, of 11, Red Lion Square, W.C., asking for catalogues of 
automobiles and accessories of all British manufacture, together 
with best prices f.o.b. for cash in London. Separate quotations are 
asked for, for chassis and cars complete of from 5-H. P. to 16-H.P., also 
chassis suitable for delivery vans and omnibuses. Communications 
should be sent direct to Messrs. Langdown. 


Hardware and Electrical Exhibition.—On Tuesday 
the sixth annual International Ironmongery, Hardware and Elec- 
trical Trades’ Exhibition and Market was opened at the Royal 
Agricultural Hall, Islington. It will continue open until August 
4th. 
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sold. the portion of their business relating to the manufac- 


7H ture and sale of gas producer plant and furnaces, together 
b with. their works and patent rights, to Mason's Gas Power Co., 
Id., have arranged with the new company for the necessary 


ES accommodation for the other branch of their business pending the 


completion of new works. The chairman of Mason’s Gas Power 
4 Glasgow. 
or to Sanctuary House, Tothill Street, Westminster. 

With reference to a notice under this heading on page 1054 of our 
issue of June 30th, 
: ROBERTS has severed his connection with Messrs. NALDER Bros, 
AND Тномрѕох, Lrp., any orders that may be sent through him 
will be executed as heretofore, 


Wrexham Refuse Desirubtgr. e understand that 
Wrexham has again demonstrated that the combination of refuse 
destructor with electricity works can, under able management, be 
worked successfully. Mr. Sillery, the electrical engineer, reported, 
on June 7th, to his Committee that the Meldrum destructor had 
worked continuously for 12 months without stoppages, and without 
incurring a cost of one penny for repairs. 


Dividend,—A first dividend of 10s. in the £ in re 
McGuire Manufacturing Co., Ltd., is payable from July 21st at 58, 
Coleman Street, London, E. С. 


Annual Outing.—The annual picnic of the employés 
of the Liverpool Electric Cable Co. took place on Saturday, July 
15th. An early start was made from Liverpool, the party travelling 
by the L. and Y. electric railw ay to Southport. A most enjoyable 
day was spent, all the sights, amusements and places of interest 
coming in for attention and being thoroughly appreciated. 


Canadian Steel—aAs the result of the important 
investigation recently carried out by the commission which was 
sent to Europe to inquire on behalf of the Canadian Government 
into the manufacture of steel by electrical processes, it has been 
decided by the Government to allot a sum of £3,000 for the purpose 
of experiments at Sault Ste. Marie. The Héroult system will be 
employed, under the supervision of the inventor. There is an 
abundance of iron ore in Ontario, in the neighbourhood of available 
water powers, and there is every reason to believe: that an 
important stecl-making industry will be established in that 
province, ' 
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e City Council has decided d 16 to 5 to pay the 
sum of $200,000 for the plant, Kc. Should this MS no 
the question will be referred to arbitration. — 

-NaPANEE (Ont.).—It has been decided. to raise $35,000 
= mee electric light scheme. 


Chertsey.— Messrs. Foote. * Milne have red 
N. D. С. that they have abandoned the idea of overhead. lines fo 


supplying energy to Chobham and Windlesham. — - "WOO ME 


Continental Notes,—IrALx.— The Italian Sem 

' has introduced a Bill which proposes to grant facilities to foreign — | 
capitalists, with slight assistance to be rendered by Talim | X. Ў 
investors, for working the numerous deposits of lignite existing D 
'the country. Apart from this, the bank known as the. Credito _ 2% 
Italiano, has just formed the Società Mineraria ed Elettrica del ‚ 
Valdarno to take over the large lignite mines.of the Ferris -NS 
Italiane. It is intended to work the mines оп ап extensive seale; T x 
and utilise the fuel for the production of electrical energy, whith = Rey 
is to be supplied for lighting and power purposes in the industrial 
part of Tuscany. The capital of the company has been fixed at 
£160,000, and it can be increased to £240,000 at any time the 
directors may consider it desirable to do so. 

Permission has been granted to Messrs. E. Ugolini & Modugno, | 
to establish a hydro-electricity works on the River ernie for E 
supply of energy tothe Cosenza Cotrone railway. ^ 2 

The Camisolo Mine Co. has secured a concession for powers to ES 
utilise the flow of the River Troggia in the generation of de s Er 
trical energy for power purposes. It is estimated that 538 н.р. еи 
will be available. 

GERMANY.—A municipal electricity works is sto be established at 
Reichenberg near Gorlitz. : 


Croydon.—The eighth —! report of this municipal 
undertaking shows a gross profit of £24,683 as compared with 
£21,058 the year before; the net profit is £6,332. Nearly £35,000 was ЖЕ, 
expended on new buildings, plant and mains, bringing the total 
capital expenditure to £305,574. The generating expenses were 
reduced from 1°589d. per unit to 1'444d. A total revenue of 
£49,675 was derived thus: Private lighting, £28,128; public - 
lighting, £7,627; tramways, £13,109; other sources, £809. The 
revenue is an increase of £3,079, and 340 new consumers were E 14 
added, the additional lamps fixed being equivalent to 17,011 8-с.р., — 
and over 4,840,000 units were generated. The mains laid in the 
twelvemonth amounted to a length of about 20} miles, making the- -~ 
total laid 182 miles. The total capacity of the station prior to the 
extensions recently carried out was 6,500 H.P., but the station has 
now been enlarged to allow of the installation of plant which will 
double this output. A new set of 1,200 н.р. has been installed, 
bringing the total capacity now up to 7,700 B. H.. А new chimney, 
200 ft. high and 11 ft. internal diameter, has been erected, and the 
boiler house, which now contains 14 boilers, has been enlarged to , 
allow of the number of boilers also being doubled. Extra office 
accommodation and a test room have been provided. 


Edinburgh.—The T.C. has decided to install 50 addi- 


tional electrie lamps for street lighting. 


Erith,—The report on the past year's working of the 
U.D.C's. electricity undertaking shows a gross profit of £2,024 - 
and a net deficit of £800. 


neus 


d ‹ 


— — 


ED. 
~* 
L Ше... 
Sl 


El 
- 
an 


E A — 
à - , 
COM 
= 
э 
b 


-" "^ E 33 


Digitized by Google 


——— 


Vol. 57. Na. 1,444, JULY 28, 1905.] 


THE ELECTRICAL REVIEW. : 139 


Falkirk.—The Corporation has placed an order with the 
British Electric Plant Co. for the complete equipment, with elec- 
trically-driven plant, of the new gasworks now being erected in 
PE Energy will be supplied from the Corporation electricity 
wor 

Fenton.—The London Gazelle for July 25th contains 
notice that the B. of T. has ‘revoked the electric lighting order of 
1899. 


Heavitree.—The U.D.C. has given its assent to the 


Exeter T. C. 8s application for a prov. order empowering the latter 
to supply eucrgy to Heavitrce. 


India,— Another instance of a person obtaining а supply 


of energy from the “free” side of the meter, by placing pins iua | 


cable, was described before the Chief Presidency Magistrate at 
Calcutta recently. The method adopted to obtain a supply was by 
the insertion of two pins connecting the main cable leading to the 
meter withthe one from the meter, supplyiug the premises of the 


person prosecuted. A fine of 200 rupees and one day's imprison- 


ment was imposed. 

ELECTRIC LIGHTING FOR BANGALORE.—The Electrical Depart- 
meut of the Mysore Government states that the new transmission 
line from Sivasamudram to Bangalore was charged under test on 
June 28th, for slightly over three-quarters of a hour under full 
voltage—i.e., 35,000 volts—and the test was successful. 


Londón.—WrsrwiNsTER.—The Works Committee has 
informed the B. of T. that the covers of the distributing boxes forin 
part of the surface of the public street, and that, therefore, the 
material which shall be used for the cover is a matter exclusiv ely 
within the discretion of the Council as the highways authority, 
and does not come within the jurisdiction of the Board. 

LONDON ErEcTRIO SUPPLY CORPORATION. The units sold for the 
half-year ended June 30th last amounted to 6,130,461 /of which 
4,039,970 units were for power purposes), producing a total revenue 
of £62,886; this compares with 4,494,220 units sold in the corre- 
sponding period of 1904, producing £54,776. 

Sovrm LONDON ELECTRIC SUPPLY CoRPORATION.—The SANE 
announces that the sales of energy for the quarter ended June 30th 
pote to £16,620, against £15,054 for the corresponding quarter 
of 1904 

BaTTERSEA.— he Lighting Committee has reported having 
had under consideration the question of the lighting of the whole 
of the Niue Elms Ward by electricity. Several schemes have been 
prepared by the electrical engineer, and the committee has 
decided in favour of the following, ata total cost of £15,140. 
To provide for the extension of the necessary mains for publie and 
private lighting, iucluding arc lamps and the necessary feeder 
cable from the central station. Estimated cost £14,000, made up 
as follows: Extension of distributors, £3,300; 30 arc lamps, 
£930; extension of mains in new road, £700 ; 15 arc lamps, £465 ; 
lay ing ducts, £1,763; feeder from the central station to the 
boundary, £6,842. 

BERMONDSEY. —The E.L. Committee has reported that the ex- 
penditure on the year’s working ending March 31st last was 
£10,875, aud the income £12,016. It has been resolved that from 
October lst next the charge for power purposes shall be 14d. per 
unit for the first four hours'average daily use of the maximum 
demand, and 3d. per unit after. 

Crry.— The Corporation has resolved that the pressure between 
any pair of terminals situate in cellars or vaults shall not exceed 
450 volts, and that the conductors shall be insulated in the best 
possible manner and encased іп а continuous metallic sheathing 
efficiently connected to earth. 

FULHAM.—About 400 flats are to be erected in part of the 
Council’s area, and the builders have offered to have them wired, 
on the condition that the B.C. supplies prepayment meters, T he 
borough electrical engineer favours the adoption of this arrauge- 
ment. The cost of these meters is, roughly, £1 more cach than the 
ordinary meters, and to meet this additional expense the price of 
energy will be at the rate of 4d. per unit. As an experiment 
25 prepayment meters are to be obtained. 

HackneEy.—The responses to the invitation issued to electrical 
contractors to exhibit machinery and apparatus at the proposed 
borough electrical exhibition were not satisfactory, and it has been 
decided to abandon the exhibition for the present. Disputes having 
frequently arisen with consumers whose installations were on the 
border-line between the two sizes, and the higher meter rent for 
the larger size installation being sometimes an obstacle in the way 
of a small consumer slightly increasing bis installation, the 
Committee has gone into the matter, and decided that while 
the loss to the department would be almost negligible, the 
consumers w ould be more satisfied with a uniform rental. 

From the heginning of the December quarter the rental for 
meters has been fixed at the uniform rate of 1%. per meter per 
quarter, 

Is.1xGTOx.— The district auditor, in his report on the accounts 
for the year ending March 31st last. states that since the last audit 
the cost of providing and maintaining the public are lamps has been 
transferred from the electricity to the general revenue account. 
The rate per unit for the supply of energy to these lamps, which 
formerly included the eost of providing and maintaining the lamps, 
remains unaltered; and the general rate has thus contributed 
42,00 in exarss of the former rate to the electricity revenue 
account, The olectricity engineer admits that the rate of charge, 
viz., 94d. per unit, requires revision, The town clerk, in re ply to 
questions, said that the cost to the borough of opposition this 
веваіоп to the Administrative County of London Bill was £250, tho 
North Metropolitan Supply Rill, £60; and for opposing the North 
Metropolitan Bupply Bil in the House of Commons, the cost 


altogether up to the present time was £103. If they were going to 
oppose, by leading counsel and expert witnesses, the costs would 
amount to £1,000. 

MARYLEBONE.—-The Central Electric Supply Co., which secks 
powers to build a generating station alongside the Regent's Canal 
in Marylebone, in order to supply electricity direct to that borough, 
Hampstead, Paddington, Westminster, St. Pancras, Holborn, and 
adjoining parishes, has come to terms with the Corporation, 
assenting that electricity generated at the new station should only 
be supplied through the Westminster and St. James's companies. 

The inquiry as to the proposed change of pressure by the 


Borough Council was resumed on Saturday, when it was stated that 


the system of testing adopted aud used by the B.C. was quite 
inadequate. The consulting electrical enginecr to the Norwich 
Insurance Co. concurred with this, and said that his experience was 
that, while the test used was useful, it did not show whether the 
wires behind walls and under floors, &c., were in an efficient con- 
dition to carry the pressure proposed to be placed upon them, and 
his company, he believed, would not endorse policies until con- 
ditious which they would make were complied with. The inquiry 
was closed, and the evidence is to be submitted to the Board of 
Trade for its consideration and decision. 

SouTHWaRK.—-The General Purposes, Law and Parliamentary 
Committee has decided to hold a conference with the B.L. Com- 
mittee with respect to the offer of the County of London Electric 
Supply Co. to either supply the Council with energy in bulk or to 
take over the undertaking on lease. 


Leughborough. — On the recommendation of the 


borough electrical engineer, the T.C. has decided to reduce the 


price of energy to the following :— Private house and shop lighting, 
4d. per unit; factory and workshop lighting in bulk, 3d.; energy 
for motors, &c., between 5 p.m. and 11 p.m., 3d.; and for other 
hours 1d. per unit. These reductions are to be in operation as from 
July 1st, 1905. 


Macclestield. —A site is to he purchased in Green Street 
for the erection of electricity works. The consulting electrical en- 
gineer has submitted a scheme, and after considerable discussion it 
was adopted, and the committee decided to apply for sanction to 
borrow £16,000 to carry out the undertaking, the principal items 
of expenditure being: Buildings, &c., £3,500; plant, 47,500; 
mains, 43, 500; connections, £600, and contingencies, £900. 


Maidstone.— Mr. E. E. Hoadley, the borough electrical 
engincer, in his report of the past and third year’s working of the 
electricity undertaking, states that after paying interest and sink- 
ing fund charges, there remains a net profit of £466. During the 
year the lighting of the tramway route by 16 arc and 12 Nernst 
lamps was carried out. We give below comparative figures which 
will show the progress made in connection with this under- 
taking :— 


: 1906. 1904. 

Total revenue : gu as X s £9,222 £6,288 

Works and distribution costs es 2 ie s 4,062 8,780 

Interest and sinking fund charges. is es 1,094 8,783 

Balance .. РЕ A 4 + 400 — 1,275 

Average price obtained per unit ыз ъа oe 267d. зола. 

Working costs per unit. 1:424, 1:91d. 
Total units sold, including 141, 199 for traction 

in 1905 be " `. 783,279 474,273 

Capital expended . А 82 458,981 454.632 


MHalton.— The U. D.C. ET Rd the offer of the 


Northern Counties Electricity Co, for public lighting at £357 per 


annum. 


Norton.—The U. D.C. on Monday decided to waive their 


right to the provision of a generating station in the town by the 
Northern Counties Electricity Supply Co., and as a result the laying 
of cables from Malton will be proceeded with at once. 


Ossett,—A ratepayers’ meeting. was held recently to con- 


sider the electric lighting scheme for the borough. A resolution 
was passed, requesting the Council to abaudon the present seheme, 
and to obtain further extension of time to carry out the prov. order, 


Portsmouth.—The past year’s working of the electricity 
undertaking has resnited ina net profit of £5,100; this has been 
added to the reserve fund, which now amounts to £16,825, 


Provisional Orders,.—Application is to be made for 
E.L. powers for the following districts as under, and the local 
authorities have been notified by the applicants :— 

Cirencester.—The Cirencester Electric Supply Co. 

Eton R.D.C.—(Parishes of Burnham, Farnham Royal, Fulmer, 
Horton, Iver, Langley Marish, Stoke Poges and Wrexham).—The 
Slough and Dachet Electric Supply Co., and for Hedgerley and 


the same parishes (except Burnham), the Uxbridge and District 


Electric Supply Co, 

Faruborough.—The United Electric Construction Syndicate. 

Hun iton.—Messrg. J. & W. Purves, of Exeter. 

Meryporf.—The British Electrical Engineering Со, and Messrs, 
Foote & Milne. 

Pullhelii.c Мт. W. Emmott, of Halifax, The Council has ine 
formed Mr. Emmott that it is prepare d to negotiate for the sale 
of its prov. order. 

Radstock.—The Radstock aud District Electric Supply Co. 

Truro, — Messrs, Зеу moup, Williams & Co, of Parliament Street, 
S.W, 


Rawtenstall.—Tho T.C. has applied to the С.Р, 
for sanction to а loan of £12,000 for carrying out the E. U. ocheme. 

Rugby.—A IL. G. B. inquiry waa held on July 19th 
relative to the ^ plication of the U. PD. C. for * loan of £2.000 for 
E. L. purposes, There was no opposition, 
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South Africa, Rann MixixG.— The КЕЕ report of 
the Crown Reef Gold Mining Co., Ltd., states that the value of the 
electric power and lighting plant i is estimated at £13,000. 

Port ELIZABETH.—On the 28th ult, the Mayor laid the 
foundation stone of the new electric power station which it is 
expected will light tbe town within 12 months. 


South Ameriea.— The Esperanza Municipality has 
nceepted the tender of Messrs. Juan Carosio & Co. for the installa- 
tion of an electric light station for the sum of $28,200 gold. The 
installation will consist of 38 arc and 800 incandescent lamps. The 
plant wil be working in January next. 


Taunton.— The T.C. has applied for а loan of £4,844 
for E.L. purposes. 


Tiverton.—The borough surveyor has ascertained from 
the L.G.B. that it is not adverse to tho T.C.’s E.L. scheme, but 
cannot sanction the loan whilst the terms of the proposed three 
years’ lease to the contractors stand as drawn, the ratepayers not 
being sufficiently protected. 


Torquay.—Concerning the question of erecting a new 
station in the town, or extending the present one, it appears that 
on several occasions recently the directors of the Dolter Electric 
Traction Co. have discussed the matter with their engineers. These 
have examined the plant at the present station, and are of opinion 
that it is possible, by rearrangement and slight additions, to supply, 
at least, power for the first section without interfering with the 
supply for lighting and power. The company suggests that its 
engineers and Mr. P. Storey, the borough electrical engineer, 
discuss this scheme. 
shall be put to no expense in the matter. The company is further 
prepared to lease the existing lighting undertaking and pay interest 
and sinking fund and share profits by an equitable arrangement 
with the Corporation; and, in the event of this proposal not being 
entertained, it suggests that perhaps the Corporation would be pre- 
pared to sell the undertaking. Should it be found impossible to 
obtain sanction to the loan, of £42,000 from the L.G.B. to construct 
the proposed new power' station, and also impossible to make 
arrangements for the additional supply of energy from the present 
station, the company intimates that it will be prepared to consider 
the question of providing its own station, on condition that the 
first lines to be laid shall be from Torquay railway station to Torre 
station, vid Torbay Road, and also that it will not be required to 
place the car-sheds on the Corporation site, and shall alsp have 
the advantage of several minor points in construct ion, which, how- 
ever, it claims will be as advantageous to the town as to the 
company. It has been arranged to accept the offer of the Dolter 
Co. for a consultation with the borough electrical engineer on the 
scheme of extension of the present station, the approximate cost of 
which is estimated not to exceed £6,000. 


Willesden.— The resident electrical engineer has sub- 
mitted a scheme for incandescent electric lighting in place of 
incandescent gas lighting in side streets without any increase in 
cost. A sub-committee is to visit other districts in which the first- 
named ig used, to obtain full information. 


| LI 


TRAMWAY AND RAILWAY NOTES. 


Accidents on Electric Railways.—In the annual 
general report on railway accidents in the United Kingdom, issued 
afew days ago, a table is inserted which gives the number of per- 
sons killed and injured in 1904 through coming in contact with 
“live” rails on the Lancashire and Yorkshire and North-Eastern 
Railways. The total deaths amounted to eight, there being four on 
each line, and the number injured to 20, four of whom were injured 
on the Lancashire and Yorkshire and 16 on the North-Eastern line. 
In addition, 12 servants of the companies named were injured by 
electric shoc ks and burns not caused by direct contact with the live 
rail. Through actual contact onc railway servant was killed aud 
seven injured on the North-Eastern Railway, and two were injured 
on the Lancasbire and Yorkshire Railway. Both lines were fairly 
fatal to trespassers, three being killed and six injured on the 
North-Eastern system, and four killed and two injured on the 
Lancashire and Yorkshire. In addition, three persons * on busi- 
ness" were injured near Newcastle. 


Chili,.—The Financial Times says that on the 19th inst., 
at Berlin, at the mecting of the Deutsche-Ubersecische Electric 
Co., the management submitted a motion to increase the capital by 
some 17 million to 36 million marks, the intention being to acquire 
the Chilian Electrie Tramway and Light Co. at Santiago. The 
chairman stated that the company receives in exchange for 
9,768,000 marks in stock £498,738 in 6 per cent. preference shares 
of the Chilian Co. quoted at 80 per cent., and, in addition, £386,000 
in ordinary shares of the same company gratis. The company will 
have power to appoint two members on the board of the Chilian 
Co. The management of the Chilian Co. has hitherto been in the 
hands of Messrs. Wernher Beit & Co., of London. 


Colombo, — ardian Engineering states that the Colombo 
Electric Tramways Co. proposes shortly to reconstruct the whole of 
its tramways. 

East Ham.—The accounts of the tramway undertaking 


for the past year were submitted to the Council meeting on 
Tuesday, and showed a net protit of 42,612. This amount is to be 


The company guarantees that the Corporation | 


placed to tho credit of the reserve fund. A letter was considered 
from the Barking Council, stating that it was prepared to grant a 
lease of its tramway track from tho eastern boundary of the 
borough to Ripple Road for seven years, subject to the same being 
cancelled in the event of any extension boing made. 


Edinburgh and Queensferry.—The inquiry before the - 
Parliamentary Commissioners in regard to the Edinburgh and 
Queensferry Electric Tramways provisional order was resumed on 
Monday. At the conclusion of the evidence the Commissioners 
threw ow the order altogether, thus holding that no case had been 
made ont for the Tramway Co. 


Greenock.—The appeal by the Greenock and Port 
Glasgow Tramways Department against the decision of the Board 
of Trade arbiter, on the question of the proportion of protits due 
to the Corporation of Greenock, has been withdrawn. The Cor- 
poration will thus receive the £600 awarded by the arbiter with 


interest on the eum of £1,500 set aside each year for depreciation. 


Hastings.—The D. of T. inspection of the Hastings 
tramways took place last week; it is understood that the results 
were satisfactory, and in the course of about a fortnight the system 
will be opened to the public. 


Leeds.—The Corporation is taking a pioneer move in 


regard to motor-cars for the use of the staff and members of Com- 


mittees whilst engaged in their municipal duties. In addition to 
the two cars in use for the Tramways Committee, and one for the 
Highways Committee, two motor-'buses are to be delivered shortly, 
and orders have been placed for a couple of Belsize motor-cars, 
fitted with four-evlinder engines, and developing about 40 E. P. 
A motor-van for the conveyance of goods will also be obtained. 
The Tramways Committee has in wc a motor-driven derrick. A 
special motor-car department will be provided /for these nine 
vehicles, and all repairs executed by the Corporation mechanies, 
Each Committee will pay for the hire of the motor-cars, and it is 
estimated that a considerable saving of the ratepayers’ money will 
be effected by the new departure. 


Liverpool-Southport Railway.—On W eines dag last 
week, when the train which left Liverpool about 9.30 a.m. was 
nearing Bootle, a motor under one of the carriages failed, and a 
short circuit being set up the carriage caucht fire. Fortunately, 
the occurrence took place at a time when the traflic from Liverpool 
is not heavy. The flames were extinguished by the officials before 
much damage was done, ара the traffic was not much delayed. 


London.—At the meeting of the L.C.C. held on 
Tuesday, the question of providing improved brakes and increasing 
the speed of the cars was referred to by the Highways Committee, 
which stated. that it had asked the Board of Trade whether the 
department would revise the speeds at present allowed of from 
4 їо 12 miles an hour, and increase them to 16 miles an bour. 
It appeared that the Board would probably be willing to do 
во, subject to first obtaining the views of the local authorities and 
the Commissioner of Police, and the Board had arranged to com- 
municate with those authorities in regard to the matter, while the 
Committee had also approached the Commissioner of Police on the 
subject. Experiments had been made with clectro-magnetic 
track brakes, and the Westinghouse and British Thomson-Houstou 
appeared to give very satisfactory results. The Committee there- 
fore suggested that the sum of £3,500 should be expended for the 
equipment of the Streatham cars to the extent of 50 cars with 
the Westinghouse type, and 10 ears with the B.T.H. type of brake. 
In the opinion of the Committee, the increase in speed would 
result in а considerable addition to the receipts, and there would 
not be any appreciable rise in the running expenses. The cost of 
equipping the remaining 340 cars on the southern lines would be 
£21,000, but the Committee proposed to report on this point when 
the results obtained from the use of air-brakes had. been considered. 
The Committee also proposed to expend £4,500 to form an 
additional junction at St. George's Circus, во as to provide an 


alternative route to the Elephant and Castle via Borough Road, 


Lancaster Street, Southwark Bridge Road aud Newington Cause- 
way, and £1,025 on the construction of additional passing places. 

The Highways Committce further reported that complaints had 
been received as to the noise caused by the running of tramears 
on the Tooting section. It appeared that the rail joints had in 
many cases worked loose, and in order to remedy the defect it was 
proposed to make a trial of the Thermit system of welding the 
joints. Arrangements had therefore been made for 200 rail joints 
to be welded on that system at a total cost of £240. 

The Highways Committee submitted several recommendations 
which were adjourned for a week in compliance with the Standing 
Orders. In the first report the Committee stated that the arrange- 
ments in connection with the equipment of the Strand-Southampton 
Row subway were well in hand, aud the question of utilising the eub- 
way for tramway traffic as soon as practicable had received considera- 
tion. As the construction of the tramways in Rosebery Avenue and 
St. John Street Road would soon be completed, attention had been 
paid to the matter of providing for a through tramway route. from 
the Strand to the Angel cia the tramway subway, Theobald’s Road 
and the new line in Rosebery Avenue and St. John Street Road. 
The North Metropolitan Tramways Co. had expressed its willing- 
ness to allow the Council to reconstruct. the lines in Theobald 5 
Road, subject to the payment of reasonable compensation 
in respect of the suspension or dislocation of traffic which 
would thereby be caused. After the completion of the work the 
company’s cars would use the Theobald’s Road tramway in common 
with the electric cars running from the Strand to the Angel, the 
company having agreed to the proposal. In these circumstances 
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the Committee asked the Council to approve an estimate of 


. £69,394 for the provision of cars, trackwork, cables, switchboards, 


&c. It was proposed to obtain a supply of power from a temporary 


source pending the completion of the Greenwich station. The ' 


second recommendation referred to a proposed expenditure of 
£37,810 in respect of the rebuilding of the car-shed at Jew’s Row, 
Wandsworth, and £16,820 for the erection of sub-stations at Bat- 
tersea and Wandsworth in connection with the tramways in those 
districts. In the third place, the Committee asked for authority to 
expend £30,000 for the construction of the foundations and erection 
of the chimney for the second portion of the Greenwich station. 
The fourth recommendation was in favour of the revival in the 
next session of the Tramways Bill recently thrown out by the 
House of Lords for the construction of lines over Westminster and 
Blackfriars Bridges and in other districts, while the fifth related to 
the promotion of powers to authorise the construction of loop 
lines in Curtain Road and Harwar Stroet as alternative routes to 


 Bingle line sections of the existing tramways in Old Street and 


Kingsland Road. 

Universal condemnation of the action of the House of Lords in 
throwing out the Council's Bill for constructing tramways ,across 
the bridges, and for other tramway matters, has been expressed by 
numerous public bodies, by the Press, and by members of both 
Houses of Parliament. The Highways Committee of the L.C.C. 
has recommended the Council to reintroduce the Bill in the next 
session in its entirety, and has coupled with the recommendation a 


vigorous protest against the rejection of the Bill, a proceeding 


which undoubtedly was absolutely contrary to the public weal. 

HACKNEY.—The Works Committee reported on Monday having 
had before it the views of a deputation from the Leytonj U. D. C. 
in favour of the opposition to the proposed L. C. C. trams being 
withdrawn, and also a memorial from residents of Lea Bridge 
Road, objecting to the adoptiou of the overhead system of traction 
in that thoroughfare. The Committee had decided to adhere to the 
principles of the resolution arrived at in October, 1903, strenuously 
opposing any adoption of the overhead trolley system for the 
working of tramways within the Borough of Hackney. 


Mexico.—A concession has been granted for the con- 


struction and working of an electric railway between Guadalajara 
and Chamela. 


New York City.—The extensions of the New York 
subway system were opened for the first time for passenger traffic 
on July 10th, and it is now possible to travel, for a single 5 cent 


‘fare, all the way from the Battery, at the extreme south end of the 


Island of Manhattan, to 190th Street in Bronx Park, a distance of 
about 14 miles. The journey, however, will not be continuous 
until every part of the line has been perfected, passengers having 
to change cars at Harlem. Gencrally speaking, above Harlem the 
" subway " is above the street level. Large ventilating fans are 
being installed at various points in the underground portion of 
the line for the purpose of exhausting the foul air which accumu- 
lates, and which has led to a considerable falling-off of traffic 
during the hot weather. The larger of these fans will exhaust 
60,000 cb. ft. of air per minutc. 


North-Eastern Railway.—After having for some weeks 
conducted @ series of experiments with Barton limestone, from one 
of the Teesdale quarries, in the neighbourhood of Darlington, for 
the purpose of using it as ballast on the Tyneside electric lines, 
the North-Eastern Railway Co. has now commenced experimenting 
with slag from the Cleveland steel works. Blast furnace slag, of 
which there is an enormous quantity in the vicinity of Middlesbro’, 
is stated to be one of the most perfect non-conductors in existence, 
and, if used in substitution for the coke breeze now so generally 
employed for ballast on British railways, should minimise to a 
great extent the dangers of electric shock. The advantages claimed 
to be derived from the employment of blast furnace slag, in;addi- 
tion to its non-conducting power, are its freedom from dust, the 
comparatively low cost at which it can be obtained, and its self- 
draining properties. . | 


North London.—With the opening last weck of the 
section of the tramway system connecting Finsbury Park and 
Stamford Hill with Lower Edmonton, the electrification of the 
whole of the 84 miles of tramways in Middlesex acquired by the 
Metropolitan Electric Tramways, Ltd., from the North Metro- 
politan Tramway Co., has been completed. 


Poole.—The T.C. has applied to the B. of T. for an 


extension of time of two years in which to construct the tramways 
through Parkstone. Provided Branksome U.D.C. consents, Bourne- 
mouth T.C. will be asked if it is willing to undertake the con- 
struction of the line, and also of the projected line to Sandbanks. 


Portsmouth. — The balance-shect of the Corporation 
electric tramways for the year ended Mareh last shows the total 
receipts to be £100,973, the gross profit £56,807, and the net. profit 
£21,959. After paying out of the revenue for permanent improve- 
menta, a balance of £14,000 is left. 


Potteries.—At Stoke-on-Trent last week, Col. Bongliey, 
R.E., and Mr. Н. A. Steward, of the Light Railway Commission, 
and Mr. A. D. Erskine, secretary to the Commissioners, held an 
inquiry with respect to an application by the North Staffordshire 
Railway Co. for an order authorising them to work 12 mineral 
branches of their system as light railways. The Potteries Electric 
Traction Co. opposed the application. Mr. W. D. Phillips, general 
manager of the North Staffordshire Railway, stated that the appli- 
cation had reference to certain short branch lines over which the 


company at present ran goods and mineral trains only. Jf the 
application were granted it would enable the company to meet a 
very general want in the district in respect of the carriago of 
passengers at a moderate expenditure of capital. It was intended 
to work the branches with self-propelled rail motors, driven by 
steam, petrol or electricity, whichever might ultimately be found 
best. They would carry 40 to 60 passengers, and stop at any 
road crossing or bridge where passengers were likely to wish to 
alight or to join the car. For the tramways company it was con- 
tended that they were providing adequate means of transit for tho 
public in the districts covered, and that the proposed light railways 
would act in direct competition with the tramways. After a long 
inquiry the Commissioners announced that they were ‘prepared to 
submit an order to the B. of T. sanctioning the working of all the 
lines as light railways, oxcept three. 


Shildon.—The U.D.C. has decided to oppose the appli- 
cation of the United Kingdom Tramways and Light Railway Syn- 
dicate for an extension of time until August, 1906, for constructing 
the tramways, uilless the company pays the Council a wayleave of 
£50 per mile per annum. . 


Tipton.—The difficulties which have for some time 
existed between the U.D.C. and the Tramway Co. respecting the 
reconstruction and equipment of the lines in the Council's district 
have at length been satisfactorily adjusted. The company is now 
prepared at once to equip the stage from Dudley to Five Ways, 
Tipton, and also the stage from Wednesbury to Ocker Hill, and to 
pay the expense incurred up to the present time. The only point 
remaining for settlement is the desire of the Tipton U.D.C. to get 
the Tramway Co. to equip a twopenny stage, viz, from Dudley to 
Princes End, instead of a penny stage from Dudley to Tipton only, 
but that will no doubt be also arranged. Itis also stated that little 
or no difficulty will be experienced in respect of the reconstruction 
of that portion of the tram line between Ocker Hill and Princes 
End, owing to tlie continued subsidence of the road, 


Tyneside Electric Railway.—The overcrowded and 
hot condition of the carriages on the North-Eastern Railway Co.'s 
electrified section has given rise to a number of complaints. The 
increase in the traffic during the holiday season, and the hot 
weather, have combined to produce this result, many passengers 
being obliged to stand in the gangways. 


West Ham,—At the meeting of the Corporation on 
Thesday, the accounts of the tramway undertaking for the year 


_ ending March 31st last were submitted. The capital expenditure 


for the 12 months under review was £145,322, making a total 
under this head of £288,344. The gross revenue was £61,748, the 
revenue from the Council’s own cars being £56,194, and the 
estimated profit duc from the North Metropolitan, Tramway Co. in 
respect of the horse cars worked by them on behalf of the Council 
being £5,550. The total expenses were £38,932, and after payment 
of interest, contribution to sinking fund (£4,325), and amounts 
appropriated to reserve or renewal fund (£3,092),there remained 
£7,076, of which it was proposed to transfer £7,000 to the borough. 
fund in relief of the rates. The traffic expenses amounted to 
3°738d. per car-mile; the largest item under this head was wages of 
drivers and conductors, which absorbed 2°428d. per car-milc; 
general expenses amounted to ‘985d. per car-mile; repairs and 
maintenance came to ‘729d. per car-mile; and the purchase of 
energy to 1:697d. per oar-mile. 


Woking.—The Light Railway Commissioners have 
intimated that the application of the West Surrey Light Railway 
Co., Ltd., for the Woking and Bagshot Light Railway (Extension) 
Order will be granted. 


The Barton-Rawson  Airship.—Thc first public 
ascent of this airship took place on Saturday last from the grounds 
of the Alexandra Palace. The airship consists of a balloon, some 
180 ft. in length, and 40 ft. in diameter, from which is suspended a 
bamboo frame car, 127 ft. long, and with a deck of. varying width 
extending over the greater portion of its length. At either end of 
the deck are arranged two 50-H.p. Buchet four-cylinder petrol 
motors; the latter are each connected by belts to two 7 ft. diameter 
air propellers, arranged on either side of the ship, and running at 
а speed of 1,000 r.p.n. А suitable rudder and movable aeroplanes 
are provided for directing the motion of the ship. The total 
weight of the ship is stated to be some 63 tons. To say that the 
spectators of Saturday's performance were disappointed, would 
scarcely be correct; in all probability their anticipations were for 
the most part realised, and the fact that the balloon travelled along 
steadily with the easterly beeze, which on terra firma appeared to 
be of very moderate strength, excited scarcely any comment. 
We have heard that the navigators intended to circle round St. 
Paul's, returning at their leisure to the starting point in the 
Alexandra Palace grounds, a somewhat similar performance to that 
actually accomplished by Captains Renard and Krebs, in Paris, iu the 
year 1884, with an electrically-driven acrostat of similar appearance, 
which was described aud illustrated in the ELEcTRICAL REVIEW of 
September 20th, of that year; but be that as it may, they landed 
or were deposited ultimately at Romford, after an hour's voyage. 
Divested of its romantic halo, and even though deserving of Dr. 
Barton's satisfied testimony as to its performance, this latest air- 
ship does not impress one as being within the region of practical 
utility. From a constructive point of view, it was clearly unsuited 
to such primitive methods of egress from its shelter as were adopted 
on Saturday, and equally so to the descent, which, although on a 
gelected spot, ended so disastrously to its structure. 


142 


THE ELECTRICAL REVIEW. 


[Vol. 57. No. 1,444, JULY 28, 1905. 


THE FISHER STREET SUB-STATION OF THE METROPOLITAN 


ELECTRIC SUPPLY CO. Ltd. 


IN our issnes of November 13th and 17th of last year, we 


referred at some length to recent developments which 
had occurred in 


connection 


with 


The high tension voltage used by this company is, in a 
sense, the highest to be found in the United Kingdom. 


Metropolitan Elec- 
tric Supply Co.'s 


— 


-- 


uf oo*co-" Con «qDE^nB 


<8 едем L'orem 


10,000 volts on 
cac of the two 
phases, with one 


end of each phase 


installations. 

We then des- 
cribed in detail the 
plant installed in 
that company’s 
North Street and 
Tower Street sub- 
stations, and the 
10,000-volt two— 


phase transmission 
ut 60 cycles, con- 
necting these sub- 
stations with Ше 
Willesden power 
station. 

The Fisher 
Street sub-station, 
which forms. the 
subject of the 
present article, is a 
more recent addition 
to the company's 
installations; it having been built to replace the old 
Rardinja Street generating station, acquired by the L.C.C. in 
connection with street improvement schemes in the latter 
neighbourhood, 
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The new building is large and airy, consisting of a large 
machino room in two bays, with a, comparatively, equally 
large battery roon oy erhcad, 

A spacious Basement, contains the Her. switches and cable 
connections, and suitalile office accommodation is provided at 
ane ride of. the peip hnilding, „u eross-section through which 
i elown in fig. 2 | m 


1.—Kty DiAGRAM OF ELECTRICAL CONNECTIONS, FISHER STREET SUB-STATION. 


earthed, gives over 
14,000 volts be- 
tween the un- 
earthed conductors, 
and a voltage to 
earth correspond- 
ing to 17,000 volts 
three-phase, with 
carthed neutral. 

On the other 
hand, the direct 
current voltage is 
unusually low, the 
system of distri- 
bution being three- 
Wire with 100-volt 
lamps, calling for a 
pressure across the 
outers at the sub- 
station, varying 
from 220 to 250 
volts. Thus the in- 
put is of an unusually high voltage, and the output is an 
unusually large current. 

The station has been laid out for an eventual capacity of - 
10 500-KW. motor-generator sets, three three-wire storage 
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2.—SECTION THROUGH SUB-STATION, 


batteries, three combined balancer booster (шан and 
two starting machines. 2 TIL i 

Ofzthis plant, some six motor-generator seta, "supplied 
hy Messrs. Dick, Kerr & Co., are at present installed; these 
consist of 750-H. h. 386-pole two-phase synchronous motors, 
operating at 10,000 volts and 60 cycles, and direct “coupled 


to 000 KW, }0- pole kliunt-wounqd кепегаќогв, glving 2,500 
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amperes at a pressure of 200 volts, and at a speed of 200 
r.p.m. 

The two concentric cables carrying the н.т. current to each 
synchronous motor, end in a special cable box which is bolted 


Fic 3.— VIEW ОЕ Sus-STATION, SHOWING ARRANGEMENT OF PLANT. 


to the frame, and from the machine four terminals are carried 
to the switchboard. The stators of the motors are built up 
on a strong cast-iron frame supporting the iron laminations, 
the winding being carried in rectangular open slots, in 
which the coils are held in position by wedges. 

Damping rings are 
not provided on the 
poles, but the field 
coils are supported in 
spools with solid brass 
flanges, the winding 
being composed of 


edge-wound copper 
strips, insulated by 
means of a special 


fibrous material, the 
outside being left bare. 

The voltage of the 
exciting circuit is 220, 
and a variation of the 
excitation voltage can 
be obtained by means 
of a rheostat in series 
with the field. 

The commercial 
efficiency of the 
machines 18 ав high as 
95°2 per cent. at full 
load, including rheo- 
stat and friction 
losses, and owing 
to the excellent 
ventilation, very 
low temperature rises 
occur. 

This plant is illus- ; Nm Y 
trated in figs. 3, 4 m. 8 e5..- 
and 6, the first of Lier Re F< e 
which also gives a good 


idea of the location Fic. 4.—VIEW OF 


of the switchgear. 

In the battery room, fig. 5, two ‘batteries are completed 
and working, while the third is in course of erection : each 
contains 110 cells. Of these batteries the first, supplied by 
the Chloride Electrical Storage Co., has an output of 1,500 
amperes during 3 hours, or 3,200 on a one-hour discharge ; 


the second and third of the E.P.S. type, are rated at 1,480, 
and 1,200 amperes for 3 hours, and 3,000 and 2,000 
amperes for 1 hour discharge, respectively. Working in 
connection with the batteries will be the balancer booster 

equipments, which 


have been supplied 
by Messrs. Diak, 
Kerr & Co. Each 


of these sets соп- 
sists of four machines 
direct coupled, 
mounted on one bed- 
plate, with three 
bearings. 'lhe boosters 
are capable of dealing 


continuously with a 
current of 1,200 
amperes in each 


machine, with a maxi- 
mum pressure of 35 
volts. They are also 
capable of dealing 
with a steady cur- 
rent of 3,000 - am- 
peres for 1 hour 
without sparking or 
injurious heating, and 
will carry an overload 
of 25 per cent. for that 
time. А view of one 
of the latter sets, to- 
gether with certain 
switchgear, is shown 
in fiv. 7. 

The feature of the installation is undoubtedly the switch- 
gear, which was designed to the specification of Mr. J. S. 
Highfield, the chief engineer to the company, and was con- 
structed and erected by the British Thomson-Houston Co. 
This consists of a main low tension board, running the length 


500-kw. Dick-KERR MoTOR-GENERATORS. 


of the station, a gallery above, filled with instrument panels, 

rheostats, control handles, &., and a subway immediately 

below containing the extra high tension gear: in addition 

there are various incoming line equipments, booster panels, 

balancer starting gear, a station lighting panel, &c., arranged 
F 
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Еа. 5.-—CHLORIDE AND E. P. S. BATTERIES IN BATTERY Room. 


at points con- 
venient to the 
corresponding ma- 
chines or circuits. 
The most striking 
feature of this 
switchgear as а 
whole is the 
arrangement by 
which both  ma- 
chines, constituting 
а imotor-generator 
set, are handled 
entirely by remote 
control from опе 
position, 

In the gallery, 
(fig. 8) opposite 
each motor-gene— 
rator set, there is 
mounted a pedestal 
provided with 
handles for  me- 
chanically operating 
all the switches 
normally used in 
handling the set. 
Thesei (are the 
extra high-tension 
switches feeding the 
synchronous motors, 
and the corresponding 
direct current gene- 
rator switches, both 
of which are mounted 
approximately opposite 
their respective ma— 
chines ; the former in 
the basement, and the 
latter on the L.T. board 
immediately above, 

Behind the con- 
troller pedestal is a 
panel earrying all the 
instruments, both A.C. 
and D.C., and all small 
&witches, such as field 
switches,  synchronis- 
ing receptacles, relays, 
&c., all the alternat- 
ing current instru— 
ments being fed at low 
voltage from current 


Fia. 6.- 


500-KW, 


MOTOR-GENERATOR Unit, D.C. EnD. 


and potential transformers, shunts, 
&с. 

Taking up the switchgear more in 
detail, the extra high tension current 
is received in the sub-station 2 
four transmission lines, two from 
each of two other sub-stations ; those 
various sub-stations being linked in a 
ring system with duplicate lines each 
way around the ring. 

Each such line consists of two con- 
centric cables, one for the red phase 
and one for the blue phase. The 
outers of these concentric cables being 
earthed, are easily controlled by open 
air knife switches of ordinary low 
tension type, while the inners are con- 
trolled by high voltage single-pole 
oil break switches, one in each phase. 
These switches (fig. 11) are arranged 
for automatic tripping by means of 
overload relays, energised by current 
transformers connected in the outers, 
and each phase of the incoming lines 
can be tripped independently of the 
other. 

The oil switches are in masonry 
cells, with вее] 
plate doors, and the 
oil switch tanks, 
mechanism, &с., 
inside are all 
earthed. 

Each of the four 
transmission lines 


two potential trans- 
formers, one on each 
phase, for the supply 
of  voltmeters on 
each phase, power 
faetor indicators 
and recording watt- 
hour-meters, de- 
signed to measure 
the total station 
input. Three of 
the line panels and 
switch pedestals are 
shown in fig. 10. 
The high tension 
sub-station bus-bars 
are made up of 
concentric cable, the 
inner соге of which 
is the only dan- 


— 


Fic. 7.—BALANCER-BOOSTER, AND BOOSTER SWITCHGEAR. EMERGENCY SWITCHBOARD TO THE LEFT. 


is equipped with. 
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gerous conductor, the outer соге being of practically earth 
potential, insulated and surrounded by the usual earthed 
lead sheath. "lappings are taken-iinto the oil switches in 
large cable dividing 'T boxes, mounted on top of the oil 


Fig. 8.—8wrTCH GALLERY. STARTING PANEL (18ST) AND ONE MOTOR-GENERATOR CONTROL GEAR (2ND) ON THE LEFT. 


switch cells, the inner being carried down directly into the 
oil switch cells through long corrugated porcelain insulators. 
No switches are provided for isolating the oil switches from 
the sub-station bus-bars, but the extra high-tension bus is 
divided by three sets of oil (inner) and knife (outer)"switehes 
into four independently | ý 
fed sections, of which 
any опе can be shut 
down; see diagram 
fig. 1. 

The only points at 
which the high ten- 
sion inner conductors 
are at all exposed, are 
the terminals of the 
glass tube fuses used 
to protect the potential 
transformers, and these 
fuses are mounted on 
their transformers in 
locked masonry cells. 

The extra high- 
tension gear for each 
synchronous motor 
consists of two single- 


phase oil - break 
switches in separate 
masonry cells, with 


knife switches in the 
outers; the knife 
switches are interlocked 
with the oil switches, 
so that the former can- 
not be opened or closed 
without the latter. 
In the case of the 
machines, the current Fic. 9. 
trangformers which 

operate. the overload relays are connected in the inners 
between the machine oil switch and the synchronous motor, 
the idea being that a breakdown of the insulation of the 
high-tension winding, to the frame, would cause a heavy 
rush of current from the power station into that motor, and 


VIEW oF MAIN L. T. 


thence back through earth, which current would not pass 
through the outer cables or any current transformers in 
circuit. In this way a certain amount of selective operation 


is obtained between the machine oil switches and. high- 


tension у feeder oil 
switches, any machine 
breakdown tending to 
operate the correspond- 
ing machine switches 
only. 

The machine auto- 
matics are arranged so 
that.a fault or over- 
load on either. phase 
opens both oil switches 
on the two phases, 
differing in this respect 
from the incoming 
line automatics.» Each 
synchronous motor is 
equipped with a 
potential transformer 
for synchronising; and 
for voltage regulation. 

The main  direct- 
current  low-tension 
switehboard on the 
machine room floor is 
made up of black 
enamelled slate panels. 
The lower half of the 
board is devoted to the 
negative, and the upper 
half exclusively to the 
positive side of the sys- 
tem, the two polarities 
being isolated by means 
of a slate shelf extending the length of the board. Each 
polarity is fitted with duplicate bus-bars, which will be used 
for running at two voltages. = Т? 

Each of these bus-bars, which. ате: fixed on the front of 
the board, has a cross-section of 6 “sq. in., and'is divided 


SWITCHBOARD. 


into three sections by means of eight bus sectionalising 
switches, while the feeder panels аге distributed hetween 
the generator panels. A view of this board is shown 
in fig. 9, above. 


Each generator panel is equipped with a watt-hour- 
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Fic. 10.— THREE INCOMINd LINE PANELS AND SWITCH PEDESTALS. 


meter, an ammeter 
shunt, a  doublc- 
throw switch in 
each агу, by = : 
means of which the т imm 
machine сап be 
transferred from 
one set оѓ bus-bars 
to the other. Each 
polarity is also 
equipped with one 
3,000-ampere re- 
mote operated 
circuit - break- 
ing switch, 
handled from the 
gallery above. The 
switch of this type 
on the positive 
polarity is equipped 
with a reversal 
relay, which is set 
for about 600 
amperes, 7.¢., just 
sufficient to act as ап overload relay 
when the machine is being started 
from the p. C. side. 

The 105 direct current feeders for 
which provision has been made ai 
this station, consist of concentric or 
triple-concentric  lead-covered cables, 
varying from 1 sq. in. concentric to 
48g. in. triple-concentric. 

Each feeder is protected by switch 
fuses, which are made double-throw, 
so that the feeder cun be fed from 
either the high or the low ‘hus. 

Each polarity of each feeder is also 
provided with an ammeter shunt : two 
ammeters, one positive and one nega- 
tive, being provided for each five 
feeders, with suitable swivel switches, 
во that each ammeter can be connected 
to any one of five shunts. The outer 
conductors of the  triple-concentric 
feeders are connected through suitable 
clamp fittings and screw plugs to a 
neutral bus, which runs along the base 
of the board near the floor. 
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In the main switchboard there are also three battery 
panels, providing means for connecting the battery to either 
the high or the low "bus on each polarity. 

The main control of the battery is, however, accomplished 
at the booster panels, which will be seen located near the 
boosters in fig. 7. Тһе neutral 'bus is connected to the 
centre of the battery, enabling the battery to assist in the 
balance of the system, especially in the case of out-of- 
balance faults. There are no end-cell switches, all varia- 
tions of battery voltage being obtained from the balancer 
boosters, one of the latter being for the positive and one for 
the negative end of the corresponding battery. 

Kach booster panel is equipped with three main switches, 
by means of which the battery can be connected either 
through the boosters or direct to the bus-bars. 

Each battery equipment is designed for a load of 4,000 
amperes—te., 4 sq. in. of copper have been put in each lead, 
and each meter, &c., has been designed for the same current, 
and each equipment includes two watt-hour- meters, one 
curve-drawing main ammeter, one curve-drawing neutral 
or out-of-balance ammeter and опе curve-drawing volt- 
meter connected directly across the cella. 

The balancers are connected with fields crossed, and each 
booster is equipped with a series shunt reversing rheostat, with 
contacts arranged to connect the booster field across any 
desired voltage, from 125 volts positive to 125 volts 
negative. 

To provide for disconnection of the batteries, the booster 
panels are equipped with brush toggle switches, with mag- 
netic blow-out auxiliaries, which are capable of clearing the 
maximum output of a battery on a short-circuit. 

Various pro- 
visions have been 
made for starting 
the motor-gene- 
rators. As a rule 
they are started from 
the direct current 
bars through a start- 
ing box, with an in- 
duction motor-gene- 
rator set, asa reserve, 
in case the D.C. power 
fails completely. 
This induction 
motor-generator set, 
seen їп fig. 3, may 
be connected on the 
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direct current side 
to any generator, 
entirely indepen— 


dent of the main 
bus-bars. 

An addition tothe 
usual starting equip- 
ment is à motor- 


Fic. 12.— SUBWAY UNDER SWITCHBOARD, SHOWING MACHINE OIL SWITCHES AND CABLE Racks. 
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driven booster, or, to use a somewhat more explicit term which 
has been applied to this machine, a depressor. This machine 
consists of a direct current motor driving a direct current 
generator, which can be connected in place of the starting 
box. In the use of this machine the depressor is thrown 
into circuit with a voltage approximately equal to that 
across the bus-bars ; the depressor voltage is then gradually 
lowered, thus bringing up the voltage on the unit to be 

The advantage claimed for this machine is that a unit can 
he started from rest with about 100 amperes instead of the 
400 or 500 amperes usually required when starting through 
a dead resistance. The starting current runs up as the 
depressor voltage is lowered, since the depressor returns less 
of the starting amperes through its motor, as the voltage of 
its depressing end goes down. As the starting current is 
much more than the accelerating current, the depressor cuts 
down considerably the maximum demand for starting. 

All of the starting gear has been so designed that current’ 
for starting can be taken from any section of the bus, either 
high or low, but no one 'bus or section of a "bus can be 
paralleled with any other by апу accidental manipulation of 
the starting switches. Similarly, no standing machine 
can be thrown in parallel with another up to voltage, 
through mistakes in the manipulation of the starting 
switches. 

In addition to the instrument panels described on the 
operating gallery, a bus-bar voltmeter panel and a pilot 
panel, equipped with six voltmeters for measuring the voltage 
at the centres of distribution of the network, are also pro- 
vided, and on the ground floor ап emergency feeder board 
and station lighting board are installed. 

The former, seen on the left in fig. 7, is designed for 
five 1 sq. in. and ten *5 sq. in. concentric feeders, and a load 
of 4,000 amperes. Its function: is to give an alternative 
independent supply to the larger consumers, and it is con- 
nected direct to the battery, as well as to the main L.T. 
bus-bars. | 

The station lighting panel provides for 26 200-volt two- 
wire and three-wire distribution circuits, fed through a 
suitable watt-hour-meter. 

In conclusion, we wish to express our indebtedness to Mr. 
J. S. Highfield, chief engineer to the company, for the 
facilities which be granted us in the preparation of this 
article. | | 


TELEGRAPH AND TELEPHONE NOTES. 


— — — — — 


Italy.—The Gazzella Officiale of 11th inst. contains a 
law sanctioning the expenditure of 90,000 lire (about £3,600) on 
the erection of a bronze telegraph wire 3 millimetres in diameter 
between Genoa and Chiasso, on the Italian frontier, to form part of 
a new direct telegraph linc from Genoa to Frankfort-on-Main.— 
Standard. 


London. — WESTMINSTER. — The Works Committee 
reported on Tuesday having considered a letter from Mr. J. W. 
Woods, superintending engineer of Post Office telegraphs, with 
reference to the Council's refusal to consent to the erection of two 
test pillars on the public way at Hyde Park Corner, stating that 
the proposal was part of a scheme for the provision of readily 
accessible testing points on all main telephone routes at the 
boundary of the Central Metropolitan engineering district, by 
which the localisation of faults and the restoration of communica- 
tion would be greatly facilitated, and the loss of time and obstruction 
of traffic now associated with the continual opening of surface boxes 
and manholes in the public way would be avoided. Mr. Woods 
stated that these testing points had, as far as possible, been placed 
in the Post Office buildings, and the cable routes had been diverted 
to the buildings, but where this diversion was not possible, it was 
decided that the provision of test pillars would be by far the most 
advantageous arrangement, both for the department and for the local 
authority. Tbe Committee held that the Telegraph Acts did not 
authorise the use of the streets in the manner proposed, and that а 
1nost, objectionable precedent would be established were the Council 
to consent to the erection of these pillars, and would, no doubt, be 
followed by numerous applications by electric supply undertakers in 
the City, inasmuch ав a proposal for street pillar boxes in connection 
with these undertakings had already emanated from thy Board of 
Trade, In the course of time, therefore, enormous obstruction of 
traffio would be caused, The Committee had decided that Mr, 
Woods bo informed that the Council regretted its inability to 
consent to the erection of pillars on the publie way, 


Pacific Cable.—An account relating to the working of 
tls Pacific Oablel Aot, with the report of the chairman of the 


Pacific Cable Board, has been published. Тһе report says that the 
numbers of messages and words transmitted during the year 1904-5 
were approximately 177,968 and 2,056,953 respectively, of which 
106,782 messages and 1,183,929 words were inter-colonial. . The 
audited traffic figures for 1903-4 amounted to 176,824 messages 
and 2,097,897 words, of which 108,211 messages and 1,232,928 
words were inter-colonial. The actual expenditure of the board 
on the service of the cable during the 12 months ended March 31st, 
1905, amounted to £50,751 11s. 2d., against £54,824 19s. 8d. in the 
previous year. The total receipts amounted to £87,446 10s. 8d. 
(including a special item of £5,118 158. on account of repair вег- 
vices rendered by the 7ris), against £80,118 13s. 3d. last year. The 
surplus on actual working was, therefore, £36,694 19s. 6d. The 
board, however, set aside £35,000 for the renewal fund, and they 
had also to provide a. sum of £77,544 18s. for interest and sinking 
fund. This sinking fund will extinguish in 50 years the entire 
capital expenditure. Adding these payments to the expendi- 
ture, the deficiency on the year’s operations amounts to 
£75,849 18s. 6d., against £87,751 4s. Sd. in the previous year. 
This deficiency has to be made good by the contributing Govern- 
ments. Although, in the year 1904-5, the receipts were swelled by 
the earnings of the Iris, an item which cannot be expected to recur, 
it is satisfactory to note that the deficiency to be met by the con- 
tributing Governments in the second year of the cable's working is 
less than the annuity due on account of capital.— Times. 


Roumania,—The Roumanian administration announces 
officially that the Ostcuropacische Telegraph Co., of Cologne, has 
completed the laying of the submarine cable between Constanti- 
nople and Constanza, and that it was open for the reception of 
telegrams on the 20th inst. between Germany, Belgium, Denmark, 
Luxemburg, Holland, Sweden, Norway, Great Britain and Russia, 
and Turkey and Greece. 


Submarine Signalling, — According to the Daily 
Graphic, the experiments carried out by the Cunard steamer, 
Lucania, ате favourably reported on by tlie company. Recently, 
when making New York in rather thick weather, a Cunard steamer 
picked up the signals from each of the lightships at Nantucket, 
Fire Island and Sandy Hook at distances ranging from 24 to 4 
miles, and the captain was thus enabled accurately to check the 
position of his vessel. | 


Telegraphic Interruptions and Repairs :— 
CABLER. INTERRUPTED. REPAIRED. 
А . Aug. 26, 1901 .. 


Trinidad-Demerara (No. 1) ee ee ° 0 oe 
Dominica-Martinique .. és ai us .. Мау 7, 1902 sè 
Bt. Lucia-Martinique .. T 45 . Мау 7, 1902 sis 
Cayenne-Pinbeiro © -" si ae „. Aug. 18,1902 .. 
Paramaribo-Cayenne .. T бе е ае .. May 25, 1905 
Кеівва-Івва (Yemen) Camaran iy А „„ Oct. 22, 1902 
'lTarifa-Tangier .. E eid x Vs .. Jan. 18, 1904 
Closed F M ix „. Feb. 9, 1901 

Port Arthur-Chifu ee ee ee ee Mar. 9, 1904 ee ee 
Jamaica-Colon .. Cae алым T Ss .. Jan. 5, 1905 .. е 
Bolame-Bissao .. i T ix s .. June 21, 1905 se 
Jquique-Antofagasta .. is - ix „. July 21, 1905 a 
Antofagasta-La Serena .. a МЕ - „„ July 21, 195.1 
Cadiz-Tenerif . .. is vx T E „ July 20, 1905 aa 

LANDLINES. 

Puerto-Barrios ios ee . 9 ea ee ee July 28, 1902 ee se 
Kertch-Soutehoum ae ee oe ae ee Sept. 27, 1904 ae ee 
Alaska landlines .. m „ July 10, 1905 .. P. 


Communication with Brazil ria Galveston .. July 18, 1905 .. 


Telegraph and Telephone Contracts. — In reply to 
a Parliamentary question by Sir Thomas Dewar, who desired to 
know the value of the contracts for telegraph and telephone plant 
respectively given to British and forcign firms respectively for each 
vear during the last three years, Lord Stanley, the Postmaster- 
General, states: I am unable to divide the amounts between tele- 
graph and telephone plant, as many articles are used in connection 
with both. The valué of the contracts given to British and forcign 
firms respectively during the last three years was as follows :— 


British. Foreign. 
1902-3 . £757,814 £92,740 
1903-4 669,985 76,883 
1904-5 729,137 228,461 


The orders given to foreign firms included respectively £83,676, 
£69,802, and £220,054 for telephone apparatus, mostly required for 
equipping exchanges worked on the central battery system, for 
which the principal patents are held by foreign firms. Daily News. 


‘Vid Eastern."—The Eastern Telegraph Со. notifies 
the following reduced rates per word for telegrams forwarded from 
Great Britain “via Eastern" on and after the 1st prox. :— India 
and Burmah, 28.; Ceylon, 2%. 1d. ; Cyprus, Is.; Egypt-Alexandria 
and all offices in first region, 18. ; ditto second region, 1s. 1d.; 
ditto third region, including the Soudan, 18. 4d.; Suakim, 1s. 4d. ; 
Aden, 2s.; Perim, 2«. ; Obock, 2s. 1d.; Djibouti, 2s. 3d.; Assab, 
28. 1d. ; Massowah, &c., 2s. 2d. ; Abyssinia, 28. 3d.; Yemen, 28. 7d. 


Wireless Telegraphy.—Negotiations have now been 
completed for the erection of а wireless telegraph station at 
Machrihanish for direct communication with America. The 
National Electric Signalling Co., of Pittsburg, has leased about 
6 acres of ground at Uread Point, below Lossit Park, for the 
purpose of ap experimenta] station, and f tower 400 ff, bigh wil! 
be erected, 

A return has been published relating to the working of tha 
Wireless Telegraphy Act for the first threo months of the 
present year, The following figures are given:—No. of messages 
under the. terms. of the, arrangement with the Marconi Co. 
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handed to the Post Office for transmission to ships at sca, 111; 
failed to be delivered, 21; messages received from ships at вед 
and delivered by the Post Office to the general public, 1,655. 


The following figures relate to the financial side of the 
messages :— 


£ s. d. 
Received by the Post Office for outward messages 55 2 6 
Proportion due to Post Office hs .. 715 1i 
Due to the Marconi Co. ER "T E e 47 7 44 
Received by the Post Office for inward messages . 6 1 2 


Details are also given of the applications for licences. In all 
there were 73 applications, and in 48 cases permission has been 


. given or is about to be given. Ten applications are still being 


considered, nine have not been proceeded with, one was entirely 
refused, another partly refused, and in four cases the applications 
were refused, but alternative sites were offered. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Dudley.—July 29th. Supply of oils to the Corporation. 
See “ Official Notices " July 14th. 


Ebbw Vale. — August 5th. Cables, overhead lines, 


street lamps and fittings, and meters, for the U.D.C. Sec “ Official 
Notices" July 14th. 


France.—July 29th. The French Post and Telegraph 
authorities in Paris are inviting tenders until the 29th inst. for the 
establishment of an underground telegraph and telephone line 
between Villejuif and Juvissy-sur-Orge. | Particulars may be 
ahtained from, and tenders are to be sent to, Le Sous-Secretariat 
d'Etat des Postes et des Telegraphes, 103, Rue de Grenclle, Paris. 


France.—August 2id. The French Post and Telegraph 
authorities in Paris are inviting tenders until August 2nd for the 
supply of 30 kilometres of iron tubing, 65 and 80 mm. diameter 
for pneumatic dispatch tubes, Particulars may be obtained from, 
and tender: are to be sent to, Le Sous-Secretariat d'Etat des Postes 
et des Telegraphes, 103, Rue de Grenelle, Paris. 


Germany. — The following contracts are at present 
open:—The Communal Administration of — Niedderzwornitz 
(Saxony), construction of an electrie power station, at 130,000 
marks. The Communal Administration of Offenbourg (Baden), 
construction of an electric power station, at 230,000 marks. The 
Communal Administration of Lentzchlez-Leipzig, construction of 
an electric power station, at 250,000 marks. | 


Mussoorie (India).—October 231d. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
ewitchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead maius, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores. See “ Official 


Notices“ July.14th. 


War Office.—September 1st. "Tenders invited for the 


purchase of surplus boilers, dynamos, &c., at Bermuda, Barbados, 
St. Helena and Woolwich. Bce “ Official Notices“ J uly 7th. 


oe 


CLOSED. 


Battersea,—The В.С. las accepted the following 
tenders :— 


W. T. Glover & Co., Ltd., cable to connect No. 8 turbo- 


generator set with the main switchboard .. eu . £88 15 11 
Glentield & Kennedy, Ltd., one new pattern 4. in. hot water 

neter with brass lined cylinder we at - is b5 10 0 
General Electric Co., Ltd., Aron watt-hour-meter for No. 8 

machine 2 И ibis E v vy dex vs 27 0 0 
Mather & Platt, Ltd., electric pump and pipes in connection 

with the condensing plant ‘ - 25 . 1,600 0 0 


Brighton.—The T.C. has accepted the tender of Messrs. 


Babcock & Wilcox, Ltd., for coal handling plant for the Southwick 
Electric Power Station, at £1,966. 


Bristol.—The Bristol Tramways & Carriage Co., Ltd., 
has renewed its contract with the Sunbeam Lamp Co., for the supply 
of traction lamps in the next twelve months. 


Cardiff.— The Asylum Committee on July 20th. accepted 
the tender of Messrs. D. Forth & Co., of Manchester, for the 
iustallation of the electric light at Whitchurch Asylum, at £6,293. 


Cardiff.—The Electric Committee on Monday accepted 
the tender of Messrs. Siemens Bros. & Co. for the supply of a 
steam-driven exciter set, at £917. 


Dartford.—The U.D.C. has accepted the tender of 
Messrs. Babcock & Wilcox, Ltd., for pipe work in connection with 
the extension of the generating plant, at £383. 


Fulham.—The B.C. has received the following tenders 


for extension of cables, feeders, &c. :— М 
Mesers. W. Е. Dennis & Со. «s ks HS ga fag .. £1,779 
Johnson & Phillips .. sè ss ese ss i: “ae .. 1,780 
Electrical Co. .. T x vx PE " " Д, 1,905 
British Insulated and Helsby Cables, Ltd. (stoneware ducts) 2,000 
Ditto (fibre ducts) ei es $5 a "m Ae 2,065 
Western Electric Со. T soi os 25 2 2,044 
Ditto, ditto .. js РР "D s T - bs .. 2,116 
W.T. Henley's Telegraph Works Co. (fibre ducts) (accepted) 2,015 
Ditto (stoneware casing! - ©» x is "T .. 2014. 
Callender's Cable Construction Co. .. sa i 2.104 
W. T. Glover & Co... е? 855 i "T T * .. 2,182 
St. Helens Cable Со... "s à "T ^ vd .. 2,909 
Ditto es 55 Р vx vs E * .. 2,316 
Siemens Bros. & Co. (fibre conduit) .. e Ee ec . . 2,362 


Ditto (stoneware conduit) .. Я 2,296 


The Council has placed an order with the British Thomson- 
Houston Co. for 25 penny-in-the-slot meters, at £103. 


Hackney.—The D.C. has accepted the tender of Messrs. 
Le Grand & Sutcliff for the artesian well and air lift pumping 
plant, at £1,370 16s. 


Lohdon.—The Metropolitan Asylums Board accepted on 


Saturday the following tenders for the annual supply of electrical 
accessories :— 


Messrs, Pryke & Palmer, 31 items; General Electric Co., 14 items; Electrical 
Co., Ltd., four items; W. T. Henley's отара Works Co., Ltd., four items ; 
Edison and Swan United Electric Light Co., Ltd., three items; Frankenburg 
and Sons, three items; Goossens, ро & Co., three items; McGeoch & Co., 
three items; Sunbeam Lamp Co., three items; Veritys, Ltd., three items; 
Armorduct Manufacturing Co., two items; Berliner Telephone Manufacturing 
Co., two items; Berry & Skinner, two iteins ; British Insulated and Helsby 
Cables, two items; Johnson & Phillips, two items; London Electric Wire Co., 
Ltd., two items; Sun Electrical Co., two items; Tucker & Co., two items; 
Baxter & Caunter, one item ; G. Braulik, one item; Brush Electrical Co., one 
item; Connolly Bros., Ltd., one item; Davis, Kent & Stewart, one item; Н. 
Greene & Co., one item; Siemens Bros., one item. 


It was explained that as these contracts were almost entirely for 
replacements and renewals, it was impossible to give any reliable 
estimate of their probable respective values. 


Loughborough.—The Town Council received the follow- 
ing tenders for a 10-instrument and exchange installation :— 


Messrs. Gent & Hurley (accepted) - oe 
Messrs. Pullin & Shore - EN sia is .. 435 0 € 
Messrs. W. J. Furse & Co b - 22 
The Electric and Ordnance Accessories Co., Ltd. .. 570 7 0 


London.—The Highways Committee of the L. C. C. has 
received the following tenders for the supply of (1) low-tension 
switchboards for the Battersea aud Wandsworth sub-stations, and 
(2) high and low tension switchgear for sub-stations at Battersea, 
Clapham, Streatham and Wandsworth :-— | 


Low TENSION SWITCHBOARDS. 


Evered & Co. д (recommended) £1,347 10 0 
Edison & Swan Co. e" is d vis .. 1,489 16 8 
John Fowler & Co., Leeds ix m v .. 1,732 0 0 
G. Statter & Co. те is e va .. 173229 0 
General Electric Co. vi V aie а .. 1,855 7 6 
L. Robinson & Co... "m e ve v .. 1,982 18 0 
J. E. Spagnoletti & Co. .. ie ёз we .. 2,005 10 0 
Electric Construction Co. “з $3 8 .. 2,053 10 0 
Bertram Thomas, Manchester. "i "p .. 2,055 18 6 
British Westinghouse Co. эге oe ‘ , 210 1 0 
Cecil Hodges & Co. ar s a - . . 2105714 0 
Consolidated Electrical Co. ox dis бИ . . 2,226 0 0 
Sicmens Bros. & Co. ‚ы T ak zx .. 2344 0 0 
A. Reyrolle & Co. .. ae sa ул zx .. 2,382 Ө 6 
Walsall Electrical CO. ir «s n .. 2,564 4 6 
British Thomson.Houston Со... ya оз .. 2,701 14 0 
Kelvin & James White .. 23 У АР .. 2,453 9 6 
Bailey, Grundy & Barrett РЕ Pu i .. 8,148 5 6 


HIGH AND Low Tension SWITCHGEAR. 


Edison & Swan Co. T or т .. £8,427 0 0 
General Electric Co. 25 (recommended) 10,129 12 0 
Electric Construction Co. in s . . 10,317 10 0 
Siemens Bros. & Co. "m Vs ix .. 10,568 10 0 
A. Reyrolle & Co, .. és е T 11,421 19 0 
Dick, Kerr & Co. $3 is E T .. 12,042 6 З 
Kelvin & James White. «s T 24 .. 12,35 6 O0 
British Westinghouse Co. o 25 б .. 12,705 7 0 
British Thomson-Houston Со... es 3 .. 13178 6 0 


The tender of the Edison & Swan Co. was withdrawn, owing to 
an increase in the prices of the proposed sub-contractors. 


Southwark.—The D.C. has placed an order with Messrs. 
Pritchetts & Gold, Ltd., at £227 18s., for overhauling the battery at 
the generating station, renewing plates, &c. 


West Ham.—The Corporation has received the following 
tenders :—Arc lamps for the lighting of Victoria Dock Road :— 
Gilbert Arc Lamp Co. .. ҮР vs .. £5 9 6ench. 
Brockie-Pell Are Lamp, Ltd... .. 418 Geach. 
Crompton & Со. (accepted) .. 411 O each. 
Two potential regulators to be fitted to two of the feeders at the 
generating station ;— 
Cowans, Ltd. id T T 
British Electric Transformer Co., Ltd. . 
British Westinghouse Co., Ltd. (accepted) 


.. £871 0 Oench. 
H2 0 O each. 
14 12 Geach. 


The Corporation has placed the followiug orders:— 


Dick's Asbestos Co., covering four hoilers at generating station £19 19 6 
S. Dixon & Co., Ltd., six additional sets of gutomatic tramway points. 


rr 
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Willesden.— The U. D.C. had before it on Tuesday the 
following alternative offers from the British Westinghouse Co. :— 


f (a) To supply one 250-xw. - period rotary converter complete with trans- 
formers, regulators, and accessories for the sum of £1,158. 

(b) To exchange the existing 700-kw. 25-period plant consisting of two 100-kw. 
and two 250-xw. rotary converters, and provide plant suitable for Era on on 
50 periods with an increased ү of 200 kw. by installing & jr as 
consisting of two 150 and two Kw. rotary converters for the sum of £800. 


It was decided to accopt the latter offer. : 


THE ELECTRICAL ENGINEERS R.E. (VOLS.) 


TRE following orders are issued :— 


Thursday, August Brd.—Recruits &nd non-efficients for Isle of Wight Camp, 
ps е at Waterloo Station (L. and S. W. R.) at 12 noon. Those for 
lvmouth Camp, at Paddington Station (G. W. R.) at 10.20 a. m., and those 

for Gravesend Camp at London Bridge Station (S. E. & C. R.) at 11.20 a.m. 
Saturday, August 5th.—Efficients for Isle of Wight Camp, parade at Waterloo 
Station (L. and S. W. R.) atl2 noon. Those for Plymouth Camp, at Padding- 


ton Station at 10.20 a.m., and those for Gravesend Camp, at London Bridge 


Station at 11.20 a.m. . 
. J. GUNN, Sergeant-Major. 
For O. C. E. E. R. E. (V.). 


NOTES. 


Institution Notes.—THE [кох AND STEEL INSTITUTE. 
—The autumn mecting of the Institute is to be held at Sheffield on 


Tuesday, Wednesday, Thursday and Friday, September 26th to 


29th. The following papers have been offered for reading :— 


On the Metallurgical Department of Sheffield University," by Prof. J. O. 
Arnold, Sheffield. 

On the Thermal Transformation of Carbon Steels,” by Prof. J. O. Arnold 
and A. McWilliam, Sheffield. | 

On the. Nature of Troostite, by Dr. Curl Benedicks, Upsala, 

On the Occurrence of Copper, Cobalt and Nickel in American Pig-Irons,”’ 
by Prof. E. D. Campbell, Ann Arbor, Michigan. 

On Pipe in Steel Ingots,” by J. E. Fletcher, Sheffield. 

On “Steel for Motor-Car Construction," by L. Guillet, Paris. 

On the “* Presence of Greenish-colonred Markings in the Fractured Surface of 
Test Pieces," by Captain H. G. Howorth, R.A., Sheffield. : 

On *'Over-heated Steel.“ by Arthur W. Richards, Grangetown, and J. E. 
Stead, F. R. S., Member of Council. 

On Segregation in Steel Ingots," by B. Talbot, Middlesbrough. 

On a Manipulator for Steel Bars," by Douglas Upton, Jarrow. 

On Machinery for Breaking Pig- Iron, hy Ceci] Walton, Whitehaven, 


On the Influence of Carbon on Nickel and Iron," by George B. Waterhouse, : 


New York. 


À lengthy programme of works' visits and excursions has been 
issued by the secretary, Mr. Bennett H. Brough, 28, Victoria 
Street, S. W. à 


Electric Shock Fatality.—On 20th inst., at Willesden, 


an inquest was held concerning the death of John O'Malley, 25, an 


electrician, who, as mentioned last week, was killed at the British 
Westinghouse electrical power station at Neasden. In the course 
of the evidence, it was stated by a man who worked with deceased 
that O'Malley had no right to go into the transformer chamber 
where the accident occurred. Deceased was a sober, steady man, 
and was not likely to commit suicide. It was generally known 
that the transformer chamber was a very dangerous iplace, апа no 
one ever went into it while the current was on. Another witness 
said that when he found the deceased his clothes were alight ; 
he must have received an 11,000-volt shock. The door of the 
transformer chamber was not locked, but men were instructed not 
to enter it. The jury returned a verdict of “ Accidental death,” 
adding a rider that the door should be locked and labelled 
“ Dangerous." 


Exhibitions,—The following letter from the Power- 
Saving Pulley Co., of Manchester, appeared in Wednesday's issue 
of Electrical Investinents :—“ With regard to the subject of exhi- 
bit ions, we think that they are generally more successful at first 
appearances—repeated shows get weaker every time. Bands are a 
nuisance, and only serve to distract both buyer and seller. Inviting 
municipal bodies and committees to hold conferences and confer 
together, instead of conducting them to the exhibits, is for many 
reasons irritating to the exhibitor. We have gone to considerable 
expense at several trade shows, but we now feel that the same 
outlay in reputable publications will have at least an equal, if not 
much better practical business result." 


Electric Motor Ambulances,—At the London County 
Council meeting on Tuesday, the General Purposes Committee 
again brought forward the proposal to establish a service of motor 
ambulances worked by electricity. Inthe opinion of the Finance 
Committee the scheme should, on financial grounds, be postponed 
until the estimated recoupments from the Holboru-Strand improve- 
meut have been substantially realised, and until the financial 
position of the steamboat service has beeu ascertained. The 
Couucil, however, decided to apply to Parliament for the powers 
suggested by the General Purposes Committee. 


Gas Accidents,—At Lichfield last Saturday morning, 
Lieut.-Col. О. B. Feilden was suffocated by a gas jet being acci- 
dentally and unconsciously turned on before he retired to rest, 
Mrs. Feilden hada narrow escape, being in a critical condition 
when discovered. 

On 25th inst. a serious accident occurred at the Ashton-under- 
Lyne Gasworks, a воп of the manager who was engaged in the 
texting rooħ at the time being badly injured. The building was 
completely wrecked. 
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Appointments Vacant. — А telegraph officer for 
Bouthern Nigeria; chief clerk, correspondence clerk and working 
depót foreman for Erith U.D.C. tramways department; junior 
assistant engineer for Leek (258); junior assistant electrical 
engineer for Burnley (£119 198.). . | 


Educational Notes.—The report of the first year's 
working of the Leeds University forms an interesting record of 
rogress. The number of students attending the day classes has 
increased to 842, as against 807 previously attending the Yorkshire 
College, and there was also an increase of 52 students attending the 
evening and other clames. The provision of additional accommo- 
dation in the department of Electrical Engineering is urgently 
needed, as it possesses no lecture-room of its own and no drawing 


office, while the laboratories are totally inadequate to mect the 


demands upon their space. Additional plant is wanted, especially 
two p.c. motore of 24 and 10 н.р. respectively, as well as other 
expensive apparatus. In the United States such apparatus would 
be presented to the University by the great manufacturing firms ; 
here, on the contrary, we only read of one donation of this kind— 
a double-pole enclosed switch and fuse, by a Leeds firm, Messrs. . 
Franklin & Isaacson. Having in view the national importance of 
technical training, and the high reputation won by the Yorkshire 
College, we could wish that British manufacturers would more 
freely give their support to institutions such as the Leeds Univer- 
sity, with which the college is now incorporated. 

The June issue of The Central (Central Technical College Old 
Students’ Association) contains, amongst other interesting articles, 
one by Mr. A. T. Larter, оп “ Suction Gas Producers," in which the 
principles of working and the mode of operation of these useful 
gas generators are discussed, with special reference to the Dowson 
type. The article is well illustrated, and there are a number of 
indicator diagrams from various engines working with the Dowson 
suction plant. The number is well upto the high standard which 
has characterised the previous issues of this journal. 

The Council of the City and Guilds of London Institute has 
awarded the diploma of Associate of the Institute to 23 students of 
the Central Technical College who have passed through the full 
course of instruction in electrical engineering, 22 in civil and 
mechanical engincering and three in chemistry. The Siemens 
medal and premium in electrical engineering have beén awarded to 
W. H. Grinsted. In addition, certificates have been awarded to 32 


: matriculated third-year students who have completed a full course 


of instruction at the Central Technical College, and to 68 who have 
completed full courses at the Technical College, Finsbury. . 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession. and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. } 


Central Station Engineers.—The Electric Lighting 
Committee reported to the Bermondsey Borough Council that Mr. 
HEENAN, the newly-appointed borough electrical engineer, took up 
his duties on Friday, June 30th. The Committee expressed their 
high appreciation of the manner in which Mr. Doray, the chief 


. assistant electrical engineer, had superintended the undertaking 


between the departuro of the former chief engineer and the arrival 
of his successor. Although Mr. Doran was only appointed in 
November last, at £145 per annum, the Committee thought it was 
most important to retain во capable an officer, and recommended 
that his salary be increased to £200 per annum. In consequence of 


. а standing order of the Council that applications for increase can 


only be considered in February of each year, the recommendation 
was ruled out of order, but on all sides much appreciation was 
expressed of Mr. Doran's work. А switchboard attendant having 
resigned, it was resolved that he be replaced by a third engincer- 
in-charge, at 40s. per weck. 

Nelson Т.С. has appointed Messrs. W. HARTLEV, J. R. C. Murray, 
and M. E. DENT as assistants at the electricity works, at £1 each 
per week. | 

The second section of the Hastings Corporation clectricity 
employés held their outing to Tenterden on Wednesday last weck. 
The company included the borough electrical engineer (Mr. В. Е. 
FEnGUvSON) Tenterden was reached at dinner-time, when some of 
the party made a tour of the town, whilst others enjoyed а game of 
bowls. The Tenterden Flower Show was also inspected. Ten was 
taken at Northſam, where a vote of thanks was passed to Mr. 
Ferguson. The first half of the employés had their outing on 
the Wednesday previous. 

Mr. Nixon has been appointed chief electrical engineer to the 
Handsworth U.D.C. at 4350. There were 90 applicants. 

The Bray Council has appothted Mr. D. E. M'DoxNELL, of 
Macroom, to be assistant electrical engineer. | 

The salary of Mr. R. S. Downe, the electrical engineer to the 
Southport Corporation, is recommended for an advance from 
£500 to a maximum of £600, rising to this sum by annual 
increments of £50. 

Southend-on-Sea T.C. has appointed Mr. H. К. Коме as switch- 
board attendant at the electricity works; and Mr. A. C. Јонхѕох, of 
Burnley, as assistant engineer at а salary of £150 per annum. 


Tramway Offieials,—' he employés of the Sonthport 
Corporation ‘Tramways had their annual sports on the 19th and 
20th inst., at Kew Gardens. Alderman HULME, chairman of the 
Tramways Committee, presided over the proceedings оп the first 
day, aud Mr. J. Sykes on the second.  Nunlerous events 
were contested, and prizes, contributed by local and outside 
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donors, were presented. An athletic society was formed some timo 
ago, the members paying 1d. per week. 

Brighton Corporation Tramways Committee on 20th inst. unani- 
mously appointed Mr. WM. MansH as tramway engineer and 
manager at an annual salary of £300, rising by £50 a year to £400. 
Mr. Marsh has been acting engineer and manager for the last two 
months. 

Mr. бсотт has resigned his position as tramway overhead 
foreman at Southend-on-Sea. 

Halifax T.C. has received 103 applications for the position of 
tramway traffic superintendent. 


General.—The marriage of Mr. HAROLD W. Davey, 
electrical engineer to the Eastern Telegraph Co., at Durban, and 


Miss Constance Piccione, of Mooi River, took place recently in the , 


Emmanuel Cathedral, Durban. After the ceremony а reception 
was held at Erin Lodge, the residence of the bride’s mother. 

Mr. MARSHALL Н. BENNETT, A.M.I.M.E., A. M. I. E. E., has resigned 
his position with the General Electric Co., Ltd., of London and 
Witton, and is joining the British Thomson-Houston Co., Ltd., of 
Rugby. ' 

The Durban Special Committee appointed for the purpose of 
suitably recognising the extraordinary labours of those employed in 
repairing the havoc made by the recent great storm, submitted a 
report recommending that grants be made to, among others, the 
assistant borough electrical engineer, Mr. A. G. Н. TAYLOR, and 
Messrs. E. Рооге, C. W. BRORENSHA and J. T. SwiTH, of the 
electrical department. à 

The election is announced of Mr. DuGaLp CLERK, M. I. C. E., the 
well-known gas engine expert, as president of the Junior Insti- 
tution of Engineers for the ensuing session. 

Lorp STANLEY, M.P., will to-day, in the refreshment club of the 
General Post Office North, present to Mr. J. C. Bapcock a testi- 
monial subscribed for by his colleagues upon his retirement from 
the position of Controller of the London Postal Service. 

Mr. J. CoxoN was appointed by the West Ham Corporation on 
Tuesday, instructor in electric wiring at the Technical Institute. . 

Mr. ALLAN R. CoNNAL, who has been with the National Electric 
Construction Co., Ltd., for some years, has just resigned his position 
аз engineer and district manager of their Midland branch in 
Wolverhampton, in order to take up the management of the Man- 
chester business of the Alliance Electrical Co., Ltd., and his address 
after the end of this month will be Northern Assurance Buildings, 
Albert Square, Manchester, We understand that he will make a 
speciality of clectrie pumping, haulage and driving generally for 
collieries, chemical works, breweries, and cotton mills. 


CITY NOTES. 


General Electric Co. 


Mr. G. Byna presided at the annual meeting of this company, held 
at the offices in Queen Victoria Street, E.C., on Monday last. In 
moving the adoption of the report (see ELECTRICAL REVIEW, 
July 21st, p. 108), he said that to him the year had been 
one of distinct disappointment.  'They had done rather more 
business than in the previous year, but the effects of com- 
petition had been reduced profits, which symptoms had been felt 
by almost every manufacturer in this country who had had to 
report decreasing business, and either decreasing dividends, or bad 
to take from reserve to make up what they made last year. This 
was not a very satisfactory state of affairs, but in this company they 
had still been able to depreciate £17,920, which was about £300 
more than last year. It was an important thing for a company 
like theirs to look after proper depreciation, because no manufac- 
turer could consider that he had made any money if he had not 
thoroughly depreciated his plant in his books. They had been 
able to put sufficient into reserve to fulfil the hope expressed last year, 
that they should have in their reserve cover sufficient for the item 
of goodwill and patents standing in the balance-sheet at £92,000. 
The policy of the directors had always been to strengthen the 
financial soundness of the business, and that policy had again been 
carried out by reducing the interest on ordinary shares rather than 
seriously diminishing the amount placed to reserve. The income 
from investments to a slight extent counteracted the decrease of 
profits from trading account. There was £16,000 more invested, 
which was principally due to the natural increase of the Uxbridge 
Со., in which they were largely interested, and the formation of the 
General Electric de France. They had acquired the business of their 
former agent, Mr. Lucien Espir, at Paris, and turned it intoa limited 
company under the above name; Mr. Espir was a considerable 
shareholder. The concern was an important one to them, as Paris 
was very near, and they not only sold in France, but were also 
buyers of many electrical articles therefrom. Selling in France 
would be very considerably increased if the duties were not so 
very high. Many of the articles that this company made were 
produced far superior in quality than anything to be found in 
France. He had been last winter at Cannes, and the manager of 
the hotel there expressed a wish to have everything electrical 
brought in from England, but the duties were so high that with 
many of the articles it was impossible, If one day they 
could induce the French to reduce those duties in their favour, 
it would be an enormous pull to such a concern as this, 
The other figures were fairly similar to the balance-sheet of Jast 
ear, Bundry creditors were £30,000 more, which was principally 
due to the Dublin contract, and sundry debtors and stock-in⸗trade 
had only inorensed in proportion to the increased turnover, A. 
regards the general features of the year’s trading and manufacture, 
the new department at Witton had gone ahead extremely well; 
and thosg works had shown a very fait profit on work completed, 


The Underground order for 340 motors mentioned in last year's 
report had, however, only recently been put into the shop, the 
detaila of construction, and supply and delivery having only just 
lately been settled, and it had therefore not contributed to this year's 
results. An important contract had been obtained for the supply 
and erection of motors for electrifying all the workshops of the 
Portsmouth Dockyards—the receipt of this Government contract 
had been very gratifying to them from every point of view. "They 
had received a fair amount (of orders for large machines, such as 
contracts for Cardiff, South London, Woolwich, Fulham, Man- 
chester and Dublin. As regards the last-mentioned, the new 
1,500-kw. set supplied during last year had turned out a great 
success, whilst the old contract had at last been satisfactorily com- 
pleted. It would be ramembered that they supplied with their 
generators, through sub-contractors, engines which did not pass the 
necessary tests, and the company as main contractors were com- 
pelled to undertake the re-construction of these engines. He was 
pleased to say that they had on all points come well within the 
specification, as the chairman of the Dublin Electric Light Com- 
mittee, the resident engineer, the consulting engineer, and the 
Lord Mayor of Dublin recently stated at a public banquet, and. the 
plant had been taken over. This was а contract from between 
£50,000 aud £60,000, and he believed, thanks to the great effort of 
Mr. Hirst and the staff at Witton, that what once threatened to 
become a serious failure had turned out a complete success. As 
regards their other manufactures, such as telephones aud bells, 
electric light fixtures and accessories, they had to report increasing 
output, but generally with lower prices and more difficulty to sell. 
The question of difficulty iu selling was one that was engaging the 
serious attention of the directors. People outside the trade bad no 
idea how much more difficult it had become to obtain orders any- 
where. What he called the commercial push—the looking after 
orders, advertising, cost of travellers, and the lowering of prices— 
was а very serious item, which it never had been before. It was, 
he believed, largely due to the enormous competition which they 
bad to meet here in this country from all over the world. It was 
sheer waste. They had to spend a lot of money, and the con- 
sumers gained nothing by it. In America and Germany thgt waste 
had been done away with through combinations and trusts. These 
had а very bad name, but when they looked at it from the point of 
view of avoiding losses in manufacturing and losses in trving to 
get orders, it was a sheer waste to the whole community, and they 
would find that the question of combinations and trusts should be 
considered from some point of view different from that which it 
had been often viewed from by many people. They found 
that the cost of commercial push was quite excessive at the 
present moment. Such conditions had thrown upon their staff 
vastly more work, and they had had to appeal to their loyalty, 
an appeal which had been met with that self-sacrifice which they 
expected from them. The carbon works had, during tbe last 
12 months, arrived in one respect at a most satisfactory stage. 
Under their own management, with self-trained labour, they were 
now producing a quality which was sccond to none, and if the 
prices obtained were anything similar to those ruling at the time of 
the starting of the works, they could conscientiously call these 
carbon works a great success. These prices had, however, in con- 
sequence of unrestrained competition iu this country, dropped 
again. They had it on the authority of two leading manufacturers 
on the Continent that they were selling in this country at an 
absolute loss. Partly through а protective tariff, and partly 
through other legislation, tl eir market in their own country was 
secured, and, therefore, while obtaining a better price at home, they 
could afford to sell at a loss in this country until such time as this 
company might be compelled to close down. Ву support obtained 
from Government departments and other public institutions, they 
had succeeded in considerably reducing the loss of last year, and it 
was their firm intention to keep this factory going until such time 
that by suitable Government measures they could hope to put it ona 
dividend-paying footing, a time which they hoped would not be far 
distant. They could not promise to keep it on for ever. They 
hoped the Goverument would say that this was an industry 
which must be supported by Government help. Considering 
that the manufacture of carbons was an industry which was 
not only a commodity of consumption, but a most essential 
article required for modern defence of our coasts, our harbours, 
our ships, &c. they thought they were entitled to expect 
within a reasonable period some measure of support. To a big 
manufacturing firm like this company, the question of pro- 
tection of the Home Market was of vital importance. It wns of as 
much importauce to them as the obtaining of their daily orders. 
He had previously told them why he was certain such protection 
must come, and he would not then repeat arguments which were 
sufficiently patent, but only refer to two matters which, during the 
last years, had become acute, and which, to his mind, were the 
direct outcome of our mistaken Fiscal policy. Ile referred to the 
question of rates and taxes and the unemploved. The burden of 
rates and taxes upon English industries was becoming a serious 
and a dangerous one. This firm paid directly or indirectly in rates 


and taxes a sum per annum exceeding £15,000, which represented 


б per cent on their ordinary share capital, and they were threatened 
with more imposte In a leading journal it was recently stated 
that the only alternative to tariff reform was more socialistic taxa- 
tion, It war a very serious matter to such firms ах theirs which had 
enormous factories all over the country to be in the position of being 
taxed up to the hilt and alwaysthreatened with more, This already 
scrious situation became immensurably more so when they con- 
pidercd that foreigu manufacturers also sold similar articles in 
competition in their markets and that these foreign manufacturers 
bore no part inthis enormous taxation. If they were not taxed in 
this way, the company could have paid 10 per cent. instead of 
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5 per cent. As forthe unemployed, he wished to say that he con- 
sidered the present state of employment and pauperism the direct 
outcome of our Free Trade policy. He said so as a large employer 
of labour. The G.E. Co. could undertake, if Protection were given 
their firm, to employ within six months, at lenst 2,000 skilled 
workmen more than they did that day, and he knew hundreds of 
manufacturers who could give a similar undertaking. Only the 
other day, 20 manufacturers met together, and he said then that he 
could employ 2,000 more, a large steel manufacturer said he could 
employ an additional 500 people, а cable manufacturer said 300 
more, and between them these 20 manufacturers made sufficient 
promises that between 8,000 or 10,000 more workmen could be 
employed, or guaranteed to be employed, if they had an alteration 
of the Fiscal policy of the country. Surely it was common 
sense to believe that more employment would be given 
to British workmen if these articles which they could make, 
were made in this country, and not imported from abroad. They 
would soon have a change of Government. 
viction that no Government could leave those two acute social 
situations where they were at present; and tbat when.they came 
face to face with the realities of practical politics, they would find 
that the only solution—and a simple solution—would be to secure 
the Home Market to the home population. _ it would be a happy day 
for this firm when once this justice was done to the English manu-. 
facturer. He then formally moved the adoption of the report. 

Mr. M. Вухо seconded the motion. 

Mr. FRED. WALKER. congratulated the chairman that “ even 


under present circumstances," he regarded the protection outlook 


with such magnificent optimism. He was glad that the company, in 
spite of the fierce competition, had not sacrificed quality. "That 
was the basis of tue strength of the company. The tremendous 


competition had argely arisen from the fact that the electrical 


industry had come to us greatly from very active and hasty, and 
sometimes rash and energetic people, like the Americans. The 
impression got abroad that the demand for electrical apparatus, 
machinery and devices would be so colossal and so enormous that 
it would be absolutely impossible to cater for it, and cousequently 
the Westinghouse and others came here. The English people were 
very much slower perhaps they were wise—perhaps otherwise but 
the idea that every 'l'om, Dick and Harry was going to pull out his 
existing gas engines, water wheels and steam engines, and put 
in everything electrical, had not been carried out. We were going 
slower, and had got to put up with it. But the change would come, 
though slowly, all the more certainly. He was vice-chairman of а 
slate quarrying industry in Wales, and they had re-established the 
whole quarry on an electrical footing. They were absolutely sur- 
prised to think how they could have ропе on for the last 20 years 
with the inefficient system they had before, now that they got 
everything so much smoother, better and more satisfactory. Wales 
was most conservative, but they found that big people were coming 
down to see their installation. The electrical industry had a 
splendid future in Wales. 

Resolutions approving of the 5 per cent. dividend, re-electing Mr. 
Bevis a director, re-electing auditors and thanking the directors, 
were passed unanimously. 


National Telephone Co. 


Sin Henry Роуген, M. P., presided over the thirty-sixth ordinary 
meeting of this company, held at Hamilton House, on Thursday of 
last week. 

Tho CHarBMAN, in moving the adoption of the report (ELEC- 
TRICAL Revikw, July 14th, p. 69), said that he had а very 
simple duty to discharge that day. As they were aware, 
that meeting was an interim. one, and at their annual meeting 
they more completely and accurately reviewed their commercial 
апа financial position, but that was held more at the end of the 
year. 'lhe half-year had been a satisfactory one to the directors, 
and he hoped to the shareholders. The income during the half- 
year amounted to £1,086,507, and the figure for the 
corresponding period in 1904 amounted to £985,274, an 
increase of £101,233 in the gross income of the company. The 
first deduction that they had to make was the Post Office royalty, 
which was £90,742 for the first six months of 1904, this year it had 
increased by another £10,000. When the public were told what 
very high charges were made by the company for telephone rates 
in London and the provinces, they should be asked to deduct 10 per 
cent. from that charge, the balance representing what the company 
received. 'lhe working expenses during the six months were 
£630,251, as against £563,060 12 months ago, showing an increase 
of £67,191. If they increased their business, they must increase 
their working expenses. The result which they were most interested 
in was the profit for the half-year, which was £355,618, as against 
£331,472 a net increase of £24,146. They brought forward from the last 
six months £10,141; 12 months ago they brought forward £10,505, 
which showed a decrease of £364. They proposed to pay a divi- 
dend the same as last year, the available sum being £365,759. Their 
debeuture and other interests amounted to £97,143. They proposed 
tu carry £110,000 to reserve, which was £10,000 more than they 
carried to the reserve 12 months ago. He thought the share- 
holders would see the wisdom of that course when they considered 
the very large expenditure made during the year, and the large 
additional capital that had to be protected by the reserve fund. 
They proposed, if the shareholders agreed, to carry forward 
49,699. Their capital expenditure, he was glad to say, had 
been increased. They had spent on construction of exchange 
and private stations and other works £477,156 during the half-year. 
They had spent on lands and buildings £60,000, which brought the 
total up to £534,320. The ordinary expenses, as he had previously 
mentioned, bad steadily iucrcased. Their rents, taxes and 
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It was his firm con- 


insurance had increased, and the maintenance of the Post Office 


underground wires last year cost upwards of £17,000. In their 
balance-sheet their stock of materials had been reduced. They 
were all aware that there had been’ a Committee to whom 
the House of Commons had referred the question of approval 
or disapproval of the agreement which they had entered 
into with the Government last February. The inquiry 
had been closed, and the Committee had adjourned to 
consider their report. He thought it would be very unwise 
to have any discussion that day upon that agreement, or upon 
the effect it would have upon the company’s course, and as to 
the course which the directors should pursue with reference to it. 
Of course when the committec had given their decision they would 
then be prepared to go fully into the matter. The number of 
shareholders six months ago was 10,463; that day it was 10,461. 
The average bolding was £525 per shareholder. The debenture 
stockholders were about 20 more, the average holding being 
£821. Their staff had increased; last year it was 12,902, this year 
it was 14,647, and, of course, there had been an increase in 
wages. Their unexecuted orders 12 months ago numbered 12,902, 
that day they were 10,842. Не drew from that that their business 
was rapidly outstripping their available capital. The number of 
messages in 1904 carried on their system was 995,671,664. 

Mr. GEORGE FRANKLIN seconded the motion, and it was carried. 

The CHAIRMAN proposed the re-election of the retiring members 
of the board, Mr. C. S. Agnew, the Right Hon. Lord Harris, Mr. 
G. Hunter Robertson, and Sir A. K. Rollit, M.P. 

Mr. STRICKLAND seconded the ‘motion, and it was carried 
unanimously. 

Mr. LEA SmirH proposed a vote of thanks to the chairman, 
directors and staff, and Mr. J. GirrosoN seconded the resolution, 
and it was carried. 

The CHAIRMAN having briefly replied, the proceedings terminated, 


The British Electric Traction Co. 


. THe meeting of this company was held at Winchester House on 


Monday last, Sir Charles Rivers Wilson presiding. 


In moving the adoption of the report (ELECTRICAL Review, . 


July 21st, p. 109), the CHaIRMAN said that it presented no 
new feature this year. The general depression had very 
greatly affected tramways, and, in fact, he had found that 
tramways were the first to feel the effects of bad trade. The 
depression was not characteristic of any particular place, but was 
felt all over the country. The company had endeavoured to econo- 
mise in various directions, and had determined to limit its 
further commitments in the way of new schemes; but they 
would not suspend aH enterprise. The exercise of the veto 
by the local authorities had greatly checked tramway enter- 


prise in this country, and there could be little doubt that in 


many cases it had been improperly used. Unless things altered in 
that direction, it would be a matter for serious consideration by the 
board whether any further extensions should be made. Dealing 
with the various undertakings belonging to the company, the 
chairman said that the Pontypridd undertaking had been sold 
complete, and the Barrow line was being reconstructed for electric 
traction. A company called the Bombay Electric Supply and 
Tramways Co., Ltd., had been formed to take over the lighting and 
tramways business in Bombay. The old horse tramways in Bombay 
had been perhaps the most successful tramways system in the 
world, and it was anticipated that when the whole of the 
lines were reconstructed for electric traction, the tramways 
would be even more successful. Bombay had а population 
of over a million people. The company would require a large 
amount of capital, and provision had been made for issuing 
£600,000 debentures and £600,000 preference stock. The Brush 
Co. had already received large orders for plant. At Birmingham 
the company had come to an arrangement which would prevent the 
great inconvenience to the public which would arise from the 
municipality taking over the whole of the lines in Birmingham. 
The company had also amalgamated with the Motor-Omnibus Co. 
in Birmingham, and they had erected works at Loughborough where 
they could turn out motor-omnibuses, Their investment in the 
Metropolitan Electric Tramways Co. was making satisfactory pro- 
gress, not merely in the development of the important tramway 
and light railway enterprise in the northern suburbs of London, but 
also in connection with the electric power supply business. The 
question of electric power for London had recently been very 
much to the front, and he thought it would be a matter of interest 
to the shareholders to know that the company owned a Power Act 
covering over $00 sq. miles, in Middlesex, Hertfordshire and Essex ; 
and the district in question would probably, in the near future, 
show a very considerable development for industrial purposes. 
Coming to the general question of competition by motor-omnibuses, 
the chairman said that he did not think they had anything to fear 
from those vehicles. Well-designed electric tramways need have 
no fear of this competition at all. No doubt petrol omnibuses had 
а special field of usefulness, but it lay in directions other than those 
in which electric tramways had proved successful, and it would be 
merely waste of energy and capital to attempt to гип motor- "buses 
in competition with an electrie tramway. 

Mr. EMILE Олвске seconded the motion. 

A Mr. CHARTIER, a shareholder, raised several objections to the 
report, which he declared was far too long and involved. The sum 
proposed to be divided as dividend was excessive to the extent 
of £23,152, for, he alleged, only £14,000 was rightly so divisible, 
He moved that the report in its present form be not adopted. 

No one came forward as a seconder, and the motion dropped. 

Mr. CROFT, a shareholder, said that, ав n resident in the neigh- 
bourhood of Brighton, he would like to know what the directors 
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intended to do with regard to the Brighton and Shoreham Tram- 
way. Мете they going to electrify the line? He thought that if 
they were going to do so it should be done at once, for the tramway 
was of very little service as now carried оп, 

The CHAIRMAN, in reply, said that he quite agreed with Mr. 
Croft, and the matter would receive the board's earliest attention. 
The company had obtained powers to extend the line to Worthing, 
and the whole matter would shortly be gone into. | 

The report was then adopted. 

Sir C. Rivers WILSON was re-clected a director. 


City and South London Railway Co. 


For the half-year ending June 30th the directors report that the 
receipts from all sources for the half-year amounted to £76,164 and 
the cost of working has been £35,134, leaving a profit of £41,030. 
Inclusive of the balance brought forward from December 31st last, 
the net revenue account shows an aggregate total of £42,926. After 
making provision for the debenture stock interest, and the transfer 
to the renewal fund of £1,500, a balance remains available for 
dividend of £30,200. Out of this sum the directors recgmmend 
that the full dividend of 5 per cent. per annum be paid on the pre- 
ference stocks, 1891, 1896 and 1901, and that a dividend at the rate 
of 2 per cent. per annum be paid up on the consolidated ordinary 
stock for the half-year, leaving a balance of £1,042 to be carried 
forward. The following table shows the number of passengers, 
exclusive of season ticket holders, carried, and dividends paid 
during the last few ycars :— 
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| Number of 
passengers Dividend per 
(exclusive of | Receipts (in- cent. per 
Half. year. | season cluding season | annum оп 
| ticket tickets. ordinary 
! holders). stock. 
| | | E s.d. 
Ended December 3151, 1902. 0,877,199, 82.131 7 1 3 
„ June 30th, 1903 Ki 9,511,450 78,344 19 9 21 
„ December 81st, 1908. .. B,511.062 72,26 3 6 2 
> Inne 38th, 1904. .. x 9,226,087 76,387 14 1 
„ December 3ist, 1904 is 8,401,546 70,705 10 11 d 
„ June 30th, 1905 | 8,662,588 71,802 7 8 2 


ee es 


| 
| | | 
| 


The totals since the opening of | 
the line in 1890 are: | 
[ 


143,371,702 ea 0 8. 


The continued competition of the London County Council 
electric tramways, coupled with the abnormally dry weather that 
prevailed during the greater part of the half-ycar, has adversely 
affected the traffic. To meet the very low fares charged by the 
tramways, the directors determined in May last to make а con- 
siderable reduction in the fares charged on the railway. Ап 
increase has taken place in the number travelling, but not sufficient 
so far to do more than compensate for the reduction made. 
tract for the construction of the extension to Euston was let in 
March last, and the properties required for the stations have all 
been acquired, the shafts for the lifts are down to their full depth, 
and the tunnels have been commenced. It is hoped that the line 
will be opened for traffic before the end of next year. The 
£150,000 of ordinary stuck was disposed of in February last, and 
has provided all the capital required at present. 


- 


Central London Railway Со. 


Tue report for the half-year ended June 30th last states that the 
amount expended on capital account during the half-year has been 
£11,232. The receipts from all sources of revenue amount to 
£185,876, being an increase of £914, and the working expenses to 
£95,674, an increase of £548 compared with the corresponding 
period of last year, leaving a balance of £90,201 to be carried to 
the net revenue account. The total number of passengers carried 
during last half-year shows an increase of 68,038, and the number 
to whom cheap return tickets were issued, workmen and others, was 
3,051,196, a decrease of 30,174, or 98 per cent., as compared with 
the corresponding period. The average receipt per passenger is 
1:86d., the same as iu the half-year ended June, 1904. After pro- 
viding for interest on debeuture stock and other payments, the net 
revenue account shows a balance of £94,886, Including £22,111 
brought forward. The directors recommend the declaration of the 
following dividends :—On the undivided ordinary stock at the rate 
of 4 per cent. per annum; on the preferred ordinary stock at the 
rate of 4 per cent. per annum. After reserving £10,606, the pro- 
portion of dividend applicable to the deterred stock, which is not 
payable until the result of the year’s working has been ascertained, 
there remains a balance of £34,886 to be carried forward. The 
company’s Bill in Parliament for an extension of the line to Ham- 
mersmith and the City reached the stage of second reading in the 
House of Commons, when its further progress was stopped and 
second reading postponed by the authoritics, pending the publica- 
tion of the report of the Roval Commission on London Traffic. 
Having regard to the shortness of the time remaining, it is now 
impossible for the Bill to be proceeded with this session. The 
report of the Royal Commission has just been issued to the public, 
but the'board. has not yet had an opportunity of considering it. 
The Great Western Co.'s Bill, which included provision for a new 
suburban station adjoining the Shepherd's Bush station of the 
Ceutral Loudon Railway Co., has passed through both Houses of 
Parliament, and received the Royal assent on llth inst, Аз 


A cou- 


oxplained in the report for the half-year ended December 31at last, 
this means of exchange with the Great Western Railway should be 
of great advantage to the travelling public and to the companies 
concerned. 


4 


Dublin United Tramways Co. 


THE report for the half-year ended June 30th states that the amount 
available for division is £45,355, out of which it is recommended that 
adividend be paid for the half-year at the rate of 6 per cent. per 
annum, free of income-tax, on the ordinary shares, and that a sum 
of £5,000 be added to the reserve fund. The dividends recom- 
mended and the sum added to reserve will absorb £40,100, 
leaving £5,255 to be carried to next account. Extensions of the 
tramways from Rathmines to Dartry Road and from Dolphin’s 
Barn to Rialto Bridge, South Circular Road, were opened for 


- traffic during the half-year. 


N 


At the half-yearly meeting held in Dublin on 25th inst. 
Mr. W. M. MunPHv said that the revenue account did not 
differ materially from that of the corresponding half-year 
of 1904, and whatever difference existed was а favourable 
one. The gross receipts had increased. by £2,421, and the expen- 


diture by £1,204, leaving an additional profit of £1,217. The 


whole of the addition to the revenue was derived from passenger 
traffic, the other items being practically the same as last year. They 
carried 24,610,000 passengers during the half-year, of whom more 
than twenty millions represented penny fares. They carried 
altogether 332,000 more passengers than in the corresponding. 
period of 1904. They had effected still further economies in the 
cost of generating electric current. Thongh they generated 300,000 
units, or abuut 8 per cent. more than in 1904, the total cost of 
operation was £155 less. The net result of the half-years working 
was, receipts, £130,909; expenditure, £72,377, and profit, £58,532. 


Direct United States Cable Со, 


Мв. E. M. UxpERDOwsN, K. C., presiding at the meeting held at 
Winchester House on Tuesday, said that the report was a very 
favourable one. After referring to the figures as stated in the 
report in our issue of July 21st, p. 111, he said that the improve- 
ment which was shown in the revenue during the last few months 
of 1904, to which he called attention at the last general meeting, 
had continued, and they had in the period under review an increase 
of £6,348, as compared with the corresponding six months of last 
year. That indicated a revival of business, and that communications 
between this country and the United States had not only resumed 
their normal figure, but there was considerable activity in business 
going on, and showing an increase. Not only had that increase 
been shown during the period under review, but since July let а 
continuing inerease of something like 10 per cent. was shown over the 
corresponding month of 1904. The larger amount of business carried 
on involved a slight increase in the expenditure. They bad had 
two repairs to shorter sections, but they had Беер able to add 
£6,000 to the reserve fund, which now stood nominally at £482,947, 
the market value of the securities being slightly in excess of that. 
For the whole year the revenue receipts had been £100,499. less 
expenses £44,680, leaving £55,819. They had paid in dividends 
£39,461, and had placed £16,000 to reserve, and had an increased 
balance in hand of 4358. It was very satisfactory to be able to 
resume the payment. of the addition to the dividend in the shape of 
the bonus. The diminution had been entirely owing to the 
stagnation of business, which lasted some time. The whole of the 
company’s system continued to be in perfectly good working order. 
The staff had served them very well. 

Sir J. PEN DER seconded the motion, which was carried unani- 
mously. 

The retiring directors and auditors were re-elected, aud the 
board and statf thanked. 


Nernst Electric Light, Ltd. 


AN extraordinary general meeting was held at Westminster Palace 
Hotel, S.W., on Monday, 24th inst., when the following resolutions 
were submitted for adoption :— 


1. That the provisional nereement or offer of purchase negotiated in Berlin on 
July lth, 1905, with the Allgemeine Elektricitits-Gesellseliaft and counter- 
signed by the chairman of Nernst Electric Lawht, Ltd., under which it is 
proposed that this company shall sell and the Allyemeine Elektricitits-Gesell- 
schaft shall purchase and acquire all the patent rights possessed by this com- 
pany for manufacturing and selling Nernst lamps elsewhere than in Europe and 
the United States of America and Canada and including this company's rights 
to the royalties payable by the Allgemeine Elektricituts-Gesellschaft on 
deliveries of patented Nernst 105 for Great Britain for the sum of £24,000 to 
be paid in cash by the Allgemeine Elektricitats-Gesellschaft, it being one of the 
terins of the arrangements that the existing agreement with the Allgemeine 
Elektricitats-Gesellsehaft for supply of Nernst lamps be cancelled and that the 
Nernst Eleetric Light, Ltd., renounces all claims to take proceedings in 
Germany against the Allgemeine Elektricitits-Gesellschaft be, and the same is 
hereby confirmed, and that the directors of this company are directed to take all 
Buch steps as may be requisite for carrying the said arrangement into effect. 

2. That out of the consideration (£24,000) to be paid by the Allgemeine 
Elektricitats-Gesellsehaft there be retained and distributed among the directors 
and staff of the company a sum of £3,000 as compensation for loss of office, and 
that such sum be divided in such manner as the board of directors of the com- 
pany may determine. 

3. That Nernst Electric Light, Ltd., be wound up voluntarily. 

4. That Mr. M. Levinger, the manuger and secretary of the company be, 
and is hereby appointed, liquidator of the company at а remuneration of £300. 


The directors, in a circular to the shareholders laying this scheme 
before the shareholders, pointed out that “the existing agreement 
with the Allgemeine Elektrivitiits-Gesellschaft for the manufacture 
of lamps will expire in the early part of 1907, and information has 
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been received from the Allgemeine Elektricitüte-Gesellschnft that 
they are not disposed to renew it. The question, therefore, before 
the shareholders practically resolves itself into the adoption of one 
of two alternatives—cither to sell the rights at the price offered, 
which the directors are satisfied is the highest obtainable from the 
Allgemeine Elektricitäts-Gesellschaft, or to make arrangements 
abroad for the manufacturing of the company's requirements. 
Although the above offer may appear to the shareholders somewhnt 
inadequate, the directors feel that, in view of the difficulties of the 
situation both as regards manufacture and the ultimate value of the 
invention, it should receive the serious consideration of the share- 
holders. Тї the event of acceptance, the directors would be enabled 
shortly to distribute а sum equivalent to 9s, a share, a final pay- 
ment of approximately 1s. being made later, the amount of which 
would depend on the results of the liquidation of the company's 
assets, after providing for compensation for loss of office to the 
directors and staff." 


Thomas Parker, Ltd. 


THE annual general meeting was held on Monday at the works, 
Wolverhampton, Alderman C. T. Mander presiding. 

The CHAIRMAN, in moving the adoption of the report (which 
appeared in last week's ELEHOTRICAT. REvIEW), said he very much 
regretted that (the accounts the directors had to submit were of 
such a disappointing character. The hopes they had a 
year ago that trade might revive somewhat and give them 
a chance by rigid economy and hard work to start on the 


upward track again, had not been fulfilled. Не could refer again. 


to considerable improvements and economies in design, but their 
sole cause of complaint this year was lack of orders. This reduc- 
tion in orders was not the result of any want of efficiency in the 
works staff, but seemed to be universal in the electrical trade in 
England at the present time, and was brought about by the general 
bad trade of the country, combined with the large amount of 
capital which had been sunk in the industry during the last few 
years, and large new works which had been built, leading to exten- 
sions in the old works to meet the competition. For instance, in 
1896, the total capital invested in electrical works in England was 
about two millions sterling, whereas at the present time it was 
nearly 12 millions, and it had doubled even since 1900. They 
could, of course, again show large reductions on the standing and 
general charges, but this was not so satisfying when it was the 
result of a slack shop as well as improvements in management, and 
with works of that size he did not think standing charges could be 
cut down any further without damage to the efficiency of the place. 
The electrical designs were still going through a course of rapid 
improvement, but.he thought they had passed through the greatest 
difficulties in the trade, and in a short time they ought all to be 
able to take advantage of the struggle they were now passing 
through, which at the present time were entirely to the advantage 
of the consumer. The manufacturer would have to wait a little 
longer for his turn. Asthe report informed them, during the past 
year they reduced their hands and went on short time, but he was 
glad to say that a month or two ago they were able to go to full 
time, and they hoped the better state of things would continue, 
so as to enable them to show a better result next year than at the 
present time. 

Mr. ARMISTEAD seconded the adoption of the report, and it was 
carried. 

Messrs. Armistead and Rees were re-elected directors, and Mr. 
W. A. Nelson was reappointed accountant. 
. Mr. J. S. CoLLINGE moved that the directors should make an 
Interim report every six months. He suggested that the shnre- 
holders ought to know what was going on, and contended that a 
balance-sheet ought to be prepared every half-year. He, however, 
сат withdrew this demand, and moved the resolution аз 

ated. 

Mr. Lewis seconded, and it was agreed to. 


Crompton & Co, 


THE report for the year ended March 31st last states that although 
the volume of business done by the company is as large as in 
previous years, prices still rule very low. The results of the 
contracts carried out during the year have proved satisfactory, but 
the profite realised in this direction have been adversely affected by 
the low prices obtained for goods manufactured at the works. 
With a view to greater economy in the future, the directors have 
entirely reorganised the staff at Chelmford. The net profits for the 
year amount to £9,128, which compares with £14,584 in the pre- 
ceding year. After providing debenture interest and other items 
shown in the net revenue account, there remains, with the sum 
brought forward a balance of £2,713. Considering that in 
prosperous years, instead of distributing large dividends, the 
directors placed substantial sums to a reserve fund, they are of 
opinion that the present occasion is one which justifies the appli- 
cation of part of such undivided profits to assist in paying a 
dividend ; they therefore propose to take £4,000 from the reserve 
fund, to pay в dividend at the rate of 25 per cent. per annum for 
the year, and to carry forward a balance of £656. The loans and 
other advances owing to the company by the Chelmsford Electric 
-Lighting Co. have been repaid by the Electric Supply Corporation 
partly by debentures, and the costs of realising the debentures, as 
well as a small discount on the shares held in the new company, 
bave been charged to the contingency fund. The balance of the 
contingency fund, £2,058, has been added to the provision for 
doubtful debts. Important contracts for constructing and equip- 
ping electric lighting and tramway undertakings, both in the 


United Kingdom and abroad, have been secured on terms which 


should undoubtedly result in satisfactory profits for the current 
year, so that the prospects of the company for the future are more 
encouraging. Amongst others, large contracts have been secured 
from the Electric Supply Corporation, and in order to assist in 
obtaining capital for that company it has been considered advisable 
to guarantee its earnings for four years, and for this purpose an 
investment in the shares of a guaranteeing company has been made. 
An insurance has been effected to cover part of this risk. Should 
any money be paid under the guarantec it has to be returned out of 
future profits of the Electric Supply Corporation, with interest. 
The meeting of the company was held yesterday, Thursday. 


Eastern Telegraph Co. 


Tur directors’ report for the six months ended March 31st, states 


‘that the revenue for the period amounted to £676,256, from which 


are deducted £179,330 for the ordinary expenses and £53,263 for 
expenditure relating to maintenance of cables, depreciation of spare 
cable, and income-tax payable abroad, leaving a balance of £443,662, 
to which is added £35,631 brought from the preceding half-year, 
making a total available balance of £479,294. After providing for 
income-tax payable in England, interest on loan from Eastern and 
South African Telegraph Co., Ltd., interest on mortgage debenture 
stock, and for two quarterly dividends on the preference stock, 
which, in all, absorb £93,146, there remains a balance of £386,147, 
out of which the directors have placed £10,000 to the reserve fund 
for maintenance ships, £195,000 to the general reserve fund, and 
have paid an interim dividend of 14 per cent. on the ordinary stock, 
amounting to £50,000. The directors now recommend the declara- 
tion of а final dividend on the ordinary stock for the year ended 
March 31st, 1905, of 14 per cent. and a bonus of 2 per cent., 


‚ amounting together to £130,000, both payable on the 27th inst., 


free of income-tax, and making, with the three previous payments 
on account, a total distribution of 7 per cent. for the year. It is 
proposed to carry forward the balance of £1,147 to the next 
account. The receipts from Indian traffic for the three years ended 
June 30th, 1905, having reached the average “ standard: revenue ” 
stipulated for under the guarantee agreement with the Indian 
Government, it has been decided to reduce the rate between Europe 
and India from 2s. 6d. to 2s. per word. The Indian Government 
will assist the companies in this reduction, which will be brought 
into operation on August 1st. From the same date the tariff between 
Great Britain and Aden will be reduced from 2s. 6d. to 2s. per word. 
An arrangement has been concluded with the Egyptian Telegraph 
Administration for а reduction of tariff between Europe and Egypt 
(ist Region) from 18. 5d. to 1s. per word, which will also come into 
operation on August 1st. | 
Тһе meeting of the company was held on Wednesday. 


Electric Supply Corporation. 


Тн report for the year ended December 31st last, states that the 
company has acquired, at par, the whole of the share capital of the 
Chelmsford Electric Lighting Co., Ltd., by an issue of 7,000 fully- 
paid shares in this company. The Chelmsford undertaking is a 
prospÉrous one, the net profits of that undertaking for last year 


‘amounting to £3,869. By the issue of the above 7,000 shares, the 


total share capital allotted at December 31st, 1904, was 21,492 
shares of £5 each. The directors have made an issue of £50,000 of 
44 per cent. debenture stock, which amount has been secured by a 
deed of trust. Since December 31st last the stations at Exmouth 
and St. Andrews have been erected and equipped, the mains have 
been laid, and the supply has commenced. The capital expendit 
ture during the year has amounted to £43,677. In order to carry 
out the operations of the company further capital was required, 
and since the closing of the accounts for 1904, negotiations have 
been brought to a successful issue for the placing of an additional 
20,000 shares. In consequence the undertakings at Heudon, 
Hitchin, Falmouth and Dumbarton (inthe latter case including the 
tramways) are being pushed forward as quickly as possible. Owing 
chiefly to the dividend on the Chelmsford undertaking, the nct 
revenue account, after providing for debenture interest, &c., admits 
of a small balance, £216, being carried forward. It is proposed to 
obtain a quotation in the shares of the company on the London 
Stock Exchange, but the Committee of that institution require 
certain alterations in the company's articles of association. 
The meeting of the company was held on Wednesday. 


Chilian Electric Tramway and Light Co. 


THE report for 1904 states that the profit and loss account for the 
year, after payment of interest due on debentures, London office 
and other charges, shows a net balance to credit of £23,289, to 
which must be added the sum brought forward, £1,621. It is pro- 
posed to pay a dividend on the preference shares at the rate of 2 
per cent., leaving £12,911 to be carried forward. During the year 
ending December 31st, 1904, a net profit on the operations of the 
tramways was made of $678,197. From this was deducted a sum 
of $232,857, being for a special amortisation under the headings of 
provisional stables and construction incidental expenses. The year 
1903 showed a satisfactory development on the figures of the pre- 
vious year, and the figures for 1904 show still more marked develop- | 
ment in the successful operation of the tramways. During the 
year the electric lighting department earned a net profit of 
$276,597, against $179,723 earned in the year 1903. This shows a 
satisfactory increase in the business of this department, although 
the plant is still not utilised to its fullest capacity. During the 


. year under review the cxisting track was increased by two small 


lines, with an aggregate length of 1,908 metres, so that the total 
length of track at the end of 1904 amounted to 99,200 metres, 
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Held Over.—Owing to heavy demands upon our space 


reports relating to several electrical companies are held over until 
next week. 


Prospectus.— Buenos Ayres Lacroze Tramways Co.— 
An issue of £300,000 5 per cent. first mortgage debenture stock is 
now offered to the public, and the list closes on Monday. The 
system is about to be converted from horse to electric traction, 
Messrs. J. G. White & Co., Ltd., being the contractors for the work. 


Barcelona Tramways Co.—An extraordinary general 
meeting of this company was held last week.at Winchester 
House, Mr. J. B. Concanon presiding, to confirm an agreement 
between the company and the Société Financiére de Transports et 
d'Enterprises Industrielles, Brussels, for the sale of the company's 
undertaking. The necessary resolutions were passed unanimously. 


. London Electrie Supply Corporation.—The units 
sold for the half-year ended June 30th amounted to 6,130,461, of 
which 4,039,970 units were for power purposes, producing a total 
revenue of £62,886, as compared with 4,494,220-units sold in the 
corresponding period of 1904, producing £54,776. | 


Liverpool Overhead Railway Co.—The accounts for 
the past half-year show an available balance of £7,883 6s. 8d. The 
directors have resolved to recommend payment of a dividend at the 
rate of 5 per cent. per annum on the preference shares, and carry 
forward a balance of £4,336 11s.6d. Last year at the corresponding 
period a dividend of 14 per cent. per annum was paid on the 
ordinary shares, and £4,052 5s. 10d. balance carried forward. 


Metropolitan Electric Supply CO.— The directors have 
declared an interim dividend of 5s. per share on the £5 ordinary 
shares, being at the rate of 10 per cent. per annum. In 1904 the 
interim dividend was 9s. per share, or at the rate of 9 per cent. 
per annum. 


Waterloo and City Railway €o.—The directors 
recommend a dividend on the ordinary stock at the rate of 3 per 
cent per annum for the half-year ended June 30th last, carrying 
forward £658. The dividend at June, 1904, was at the same rate. 


Metropolitan Railway €o.—The report for the half- 
year ended June 30th states that the service of electric trains 
between Baker Street and Harrow and between Harrow and 
‘Uxbridge has worked satisfactorily during the past half-vear, and 
from July 1st some few electric trains have been run daily on the 
Metropolitan Co.'s portion of the Circle, in addition to the ordinary 
service of steam trains. An extra outlay for working expenses 
has been caused by the partial change of motive power from steam 
to electricity. 


South Wales Electrical Power Distribution Co.— 
An extraordinary meeting has becn called for August 5th, for the 
purpose of authorising the creation and issue of further debenture 
stuck. The resolution to be submitted provides for the creation 
of £100,000 additional debenture stock, bearing interest at the rate 
of 5 per cent. per annum. 


Anglo-American Telegraph Co,—The directors have 
resolved, after placing the sum of £5,000 to the credit of the 
renewal fund, to declare an interim dividend for the quarter 
ending June 30th, 1905, of 14s. per cent. on the ordinary stock, and 
£1 8s. per cent. on the preferred stock, less income-tax. There will 
be a balance of about £1,260 to be carried forward to the next 
account. The interim dividends in 1904 were :—146. 6d. per cent. 
on ordinary, and £1 5s. on preferred, with £2,500 carried forward. 


County of London Electric Supply Co, — The 
directors have declared an interim dividend on the ordinary shares 
at the rate of 4 per cent. per annum, less tax, payable on 
August 21st. The 1904 interim dividend was at the same rate. 


Official Announcements re Companies.—Thoe fol- 
lowing company is to be struck off the register within three months, 
unless cause is shown to the contrary :—-Neild's Sleeve Electric 
Joint Syndicate. 


Stock Exchange Notices.—The Committee has ordered 
the undermentioned securities to be quoted in the Ofticial List :— 
Sao Paulo Tramways, Light and Power Co., Ltd.—75,000 shares of 8100 each, 
Тоне b per cent. first mortgage debentures of £500 each, Nos. 1 to 
Applications have been made to the Committee to appoint a 
Special Settling Day in and to grant a quotation tu:— 


Durham Collieries Electric Power Co., Ltd.—100,000 6 per cent. cumulative 
preference shares of £1 each. 


And to allow the following securities to be quoted in the Official 
List :— 


Sunderland District Electric Tramways, Ltd.—£160,000 5 per cent. first mort. 
gage debentures of £100 each. 
Westminster Electric Supply Corporation.—luterim 


dividend for half-year to June, at the rate of 13 per cent. per 
annum, Last year the rute was the same. 


STOCKS AND SHARES. 
| fe Wednesday evening. 

Home politics have taken the place previously occupied by foreign, 
as a restraining influence upon financial business. Though the 
General Election is for the time postponed, the knowledge of its 
coming in the autumn is not conducive to fresh enterprize, 
especially as the sloth of summer is also over the markets. Prices 
in the electrical division have steadiness as their dominant feature, 
апа the number of alterations this week is still limited. 

By declaring 4 per cent. on its undivided and Preferred 
Ordinary stocks, the Central London fultils the general anticipation, 
and the Ordinary has gained a point at 92. There is £10,606 
placed to the credit of the Deferred stock dividend account, this 
being 2 per cent. (actual? on the amount issued, so that there would 
seem little fear of the Deferred getting its regular 4 per cent. at 
the end of the year. The company's report speaks of steady 
advance in the number of passengers carried. There was a drop 
the other day in Districts to 36, and the holders who sold appeared 
to realise that the creation of new pre-Ordinary capital will 
place them farther away from a dividend than «ever. Metro- 
politan Consolidated is 91, the market being strengthened by the 
numerous bears who have sold short of stock. The City and South 
London report breathes chastened resignation, and the price of the 
stock is down a point to 39. Waterloo and City at 91 shows no 
change upon the declaration of the dividend at the rate of 3 per 
cent.—the same as that of a усаг ago. Great Northern and City 
Preferred shares are 5, and it is announced that the company's 
books are closed for the purpose of making out the dividend 
warrants. Great Northern and Piccadilly 4 per cent. certificates 
remain at 50, Charing Cross and Euston at 50, while Baker Strect 
aud Waterloo Debenture is 102 er interest. | 

Traction descriptions are quiet, with the exception of Buenos 
Ayres and Belgrano Tramways. The Ordinary bave been up to 34 
within the week, a rise of nearly the fraction, but quickly 
relapsed to their current quotation of 33 upon the issue of the 
directors’ cautivus decision to pay no interim dividend. They 
state that the company could distribute 1s. 6d. a ‘share, as before, 
but that in view of the uncertainty as to the effect of competition 
on the traflics, they deem it well to await the final accounts for 
the year before fixing the dividend to the Ordinary shareholders. 

British Electric Tractions, though unchanged at their lower 
level of 9, are a rather better market upon the Chairman’s speech 
at the mecting on Monday. There was a quiet gathering this 
Wednesday afternoon at the Lisbon Electric Tramways meeting, 
despite the criticism launched beforehand at the non-payment of 
а dividend on the Ordinary shares of the company. London 
United Preference are being negotiated about 97, and the 
Debenture stock at 994. Business has been marked in Potteries 
Electric Traction Preference at 94, the Ordinary being 9. Anglo- 
Argentine Ordinary at 84, Capes at 14, and Calcuttas at BÅ are 
very little altered. Several important propositions are privately 
in circulation for the supply of various districts with electric 
lighting, power {апа traction. It is said that the South Wales 
Power Co. will shortly be issuing some more Debenture 
stock. 

Supply issues have slightly wobbled. Edmundson's rose 4 upon 
the absorption of the deceased account, to which we referred last 
weck, aud St. James’ improved } to 14 on small investment buying; 
but Westminsters have retrograded again to 12], losing part of 
their recovery, and Charing Cross also dropped ф of the former rise, 
leaving the price 7 middle. County of London are better at 84, a 
demand baving arisen by reason of the company’s favourable 
arrangements with the Administrative Power Bill authorities. The 
improvement of £1,600 in the sales of eurrent by the South London 
Co. during the past quarter did not affect the shares, which are still 
about 34. Brompton Ordinary nt 10, and London Electrics at 24, 
mark rises of 5s. each. 

Closing of weak accounts has caused a fall of 32s. 6d. in Anglo- 
American Deferred. The Preferred, too, is à lower, and the 
Ordinary a point, in consequence of the dividend on the former 
being 28s. for the three months, instead of the expected 14 per 
cent. Great Northerns аге back to 35, but otherwise the telegraph 
section is fairly good. The feature is a spurt of 5 points in 
Eastern Ordinary, bringing the price to 1473. The company’s 
report was very favourably received. Up to the present, however, 
Eastern Extensions have failed to participate in the advance. 
Cuba Telegraphs аге up 4 at 82, and Westerns 4 at 14, investors, 
apparently, waking up to the opportunities offered in this market 
for cheap purchases. "l'elephones are erratic, a fall of 4 in National 
Deferred (to 108) synchronising with a rise of 4 in the Third Pre- 
ference to 52. United River Plate Telephone Preference are better 
at 54, and the Debentures at 108 are 4 ир. Chili Telephones at 73 
show 4 rise. 

Of the manufacturing shares, Crompton are easier at 1}, the 
draft upon the reserve for part payment of the dividend not being 
relished. At 34 Babcock & Wilcox show no change, 


Dividends for the last 


Present 
Issue. NAME. three years. 
1904. 
94,900 | African Direct Telegraph, 4 % Debs. ——— - eu Ре 
Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 „ due. s xi 
119,700 Do. do. 5 % Debs., Nos. 1 1,250 Re. Nil 
168,580 Anglo-American Telegraph .. 29 КСГ 
8,118,210 | Do. do. do. 6% Pref. 
$118,210 | Do. do. dd. Deferred 
44/000 | Chili Telephone, Nos. 1 to 400 DERE 8 % 
1,999,856! | Commercial Cable Sterling 500 year 4 % Deb. Stock Red. 4 
16,000 | Cuba Telegraph „ pea т Y 5 5 
6.000 Do. 10% Pret. . 6 s 07 | : 10 
19,981 | Direct Spanish Telegraph, Ord. is es ss . 4 
,000 Do. , do 10 % Cam. Pre. ; 10 
30,000 Do. до. 44% Debs. .. MO К 
60,710! | Direct United States Cable zs is vu " A m 
74.500 | Direct West India Cable, 43 % Reg. Deb., within Nos. 1 to 1,200, Red. 4 
4,000,000 | Eastern Telegraph, Ord. Stock )) X Gy’ О 1 
2,000,000 Ро. 83 Pref. Stock „ .. 0707 гы 33 
1,886,814 Do. 4% Mort. Deb. Stock Кей... n. Е 4 
800, Eastern Extension, Australiasia, and China Telegraph 1 
602, ‘ 4% Deb. Stock. AN a e e is 4 
900,000 | Eastern & South African Tele., 4 95 Mt. Db., Nos. ] to 9,000, red. 1909 4 
$00,0001 Do. do. 4% Reg. Mort. Debs. (Mauritius Вор.) to 8,000 4 
180,897 | Globe Telegraph and Frust , , 071 с ves 58 
180,087 1 do. 6 Prei. 6 
150.000 | Great Northern Telegraph, of Copenhagen Кеи 24 "o 
46,500 Halifax and Bermudas Cable, 44 % 1st Mort. ре wire Nos. | % 43% 
? 3 , 
17,000 | Indo-European Telegraph». cq 77 Б 10 % 18 % 
79,680 | Monte Video Telephone Co., Ltd. Oje. 8 vs 
1,963,883 | National Telephone, Pref. Stock 6 6 
1,966,061 Do. o. Def. Stock ie. (ew d А 4 б 
15,000 до. 6 % Cum. 1st Pref : : 6 6 
15,000 Do do. 6 & Cum. and Pref... n'a 6 6 
- 950,000 Do do 5 & Non-cum. 8rd Pref., 1 to 250,000 И 5 5 
42,000,000 Do. do Deb. Stock Red. Pus md 84 34 
1,680,008 Do. do. 4% Deb. Stock Red. UN ET 4 4 
179,818 | Oriental Telephone ап Elec. Nos. 1 to 171,504, fully paid 6 64 
і Do. do. о. 6 % Cum. puer uv. " dfe 6 6 
100,000 | Pacific and European Tel., 4% Guar. Debs., 1 to 1,000 4 4 
118990 | Reuters .. с Cu amie CSI vai b 5 
3,987 | Submarine Cables Trust ИК ИЕ: 6 6 
68,000 | United River Plate Telephone „ 5 7 8 
40,000 Do. do. 5 % Cum. Pref., Nos. 1 to 40,000 5 5 5 
179,947 Do. do. 5 % Deb. .. e 07 7 7 Stock | б 5 
600 | West African Telegraph, Shares . A e: M M. s 10 2% 
30,008 | West Coast of America, 1 to 30,000 and 58,001 to 53,008 wid vi 23 
150,000 | West Coast of America, 4% Debs., 1 to 1,600 guar. by Braz. Sub. Tel. | 100 4 4 
"990 | Western Telegraph, Ltd., Nos. 1 to 207, „„ „ RM 10 7 7 
15,000 Do. Б Debs. 2nd series, 190 100 5 Б 
390 Ро. о. 44 Deb. Stock Re. 100 4 4% 
88,901 | West India and Panama Te egraph .. АЧ T M ..| 10 N 1 
34,568 Do. do. do. - 6 % Cum. 1st Pref. 10 1 6 
4, Do. do. do. 6 €, Cum. 2nd Pref. sea Be 10 
80, Do. do. do. 5 & Debs., Nos. 1 to 1,809 .. | 100 5% 5% 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 


! š 
40,000 | British Aluminium 1% Cum. Pref. .. . T T ae 


20.005 поо 8 4% Fi х cun Pet ia E ix 6 Nil 
20 о. unding 8. iu а ‘ 25 "S ait 
900,000 Do. do. 5 & 1st Mort. Deb. Stock Red. Stock | 5 5 % 5% 99 —103 99 —108 
1 British Electric action is vs T - d 10 8 6 6 © 82— 
156,491 Do. do. oe Cum. Pref. .. ex э 3 10 6 6 & 6 11 — 1 11 — 11 
000 Do. do. б Бегре! Debenture Stock = - Stock | 5 5 5 ф 122 —124 121 —128 
250,000 Do. do. 44 % опа Deb. Stock Red. vs ..| 100 A is 44 98 —100 97 — 99 
100,000 British Insulated and Hels у Cables 5% - E^ Ра 6 10 % 8 8% 6 : 
100, Do. do. 6 % Cum. Pref. .. a 5 6 6 6 % 6 
500,000 Do. do. 44 % 1st Mort. Deb. Red. 100 K% a a% 101 —104 101 —104 
50,000 JBrowett, Lindley & Co., 018... dun Prein. £1 i il i B. Er n 
50,000 1 Do. do. 6 % Cum. Pref. .. ·· £1 Nil Nil Nil 14/6 to 15/ 14/6 to 15 
105,781 | Brush Electrical Engineering, Ord., 1 to 105,781. . "m 9 Nil Nil Nil s— à— 
150,000 Do. do. Non-cum. 6 Prell. 2 6 6% 6 % 1— 1 NN 5 1: 
195.0000 | - Do. do. % Perp. Deb. Stock js Stock 2 Y | 4490 44% 92 — 95 92 — 
125,000 Ро. ; do. 44 % Perp. 2nd Deb. Stock .. Stock 05 22 44% 77 — 80 TI — 80 
Callender’s Cable Construction shares .- sx 3 5 КА 5 15 12 12 & 10 — 11 10 — 1i 
40,000 Do. do. do. 5 96 Cum. Pref. . ae ee 5 5 5 % 5 D А 
00.000 és DS ae ii do. oid 44 9, 1st Mort. Deb. Stock Red. аат s uo rd 106 —108 1 —108 
1 n ndon Railway, Ото. tock s КР M. e = = 
"598,996 | Do. до. J» 4% Pref. Stock Stock | 4 Ф 49 | 4 $ 101 —103 101 —103 
523,396 Do. do. Det. do. .. Stock | 4 Ф 4% 4 78 — 81 78 — 81 
1,390,000 | City and South London Railway Ms ia bg `` Stock | 84% No 2405 39 — 41 88 — 40 
; Crompton & Co. NOS. t ert da 140 UU : 1105 3: 8 5% 24% 24% 15— 2% и— 2 
: x 18 ort. Reg. Debs., о ‚ап hans __ 
v0 C c 801 to 11.000 of 250 Red. 4. 1 ic N 5% #—®% Mec ee 
99,961 Edison & Swan United Elec. Light, « A” shares, £3 paid, 1 to 99,261 b Nil Nil Ж 1à— 5 1- 18 
11,139 Do. о. „% A shares, 01017, 189 : b Nil Nil - 2— 2 9 — 2 
944,0221 Do. do. 4 % Deb. Stock Red. ..| 100 4 т 4 $ 4% 89 — 88 83 — 98 xd 
100,000! Do. do. 5 % 2nd Deb. Stock Prov. Certs. all pd. 100 5 5 9 zu 89 — 94 89 — 94 
112300 | Electric Construction 1 to 112400... | 81.00 5 2 6% | 4 i i m i - ki 
91,990 Do. do. 7% Cum. Pref., 1 to 81,390 is 2 7 96 7 7 95 1 2 13— 2 
200,000 . Do. do. 4 % Perp. Ist Mort. Deb. Stock Stock | 4% 4 96 4 % 93 — 96 ха | 99 — 96 xd 
95,000 General Electric Co. (1900), 5 % Cum. Pref. - is 10 5% 5% 5 % 94— 10 g4— 10 
900,000 Do. о 4 % Mort. Deb. Stock | 4 % 4 96 4% 97 —101 91 —101 
300,000 Henley's (W. T.), Telegraph Works, Ога... ae : 5 20 % 15 15 % 11 12 114— 124 
200,000 Do. do. . 4495 Pre. 5 Ayo 44% 405 54— 52— 558 
45,900 Do. Я 44 Mort. Deb. Stock Stock | 44% | 44% 44% og —111 109 —111 
. 60,000 India-Rubber, Gutta-Percha & Telegraph Works ux СУ НА 10 10 * 10 % ee 154— 164 154— 163 
800,001 Do. do. do. 4% 1st Mort. Deb. 100 4 4% 4 % 100 —103 100 —103 
$7,500 Liverpool Overhead Railway, Ord. .. s i ES sa я 10 14° 18% 13% 34— a4 35 — a 
10,000 |! Do. do. Pref. £1) paid : 10 5% | 5% | 5% 91— 9 9 
850 Telegraph Construction and Maintenance i ss T Е 12 20 „ 20 % 15 % 31 — 33 31 — 3 
150,000 o. do. 4% Deb. Bds., Nos. 1 to 1,500 Red. 1909 | 100 4 96 4% 4% 101 —103 101 —103 
0001 | Waterloo & City Railway, Ord. Stock vs vs ie .. ..| 100 84% 85% 83% 90 — 92 — 
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• A period of nine months. t+ Quotations on Liverpool Stock Exchange. 1 Unless otherwise stated all shares аге fully paid. 
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Benk rate of discount 2à per oent. (Матсһ 9th, 1905). 
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SHARE LIST OF ELECTRICAL COMPANIES (continued). _ ELECTRICITY 8 SUPPLY COMPANIES. 


usiness done | 
Present EH Btock | Dividende for the 3 nobations week ended 
Issue, a" 2. Share. last three years, uly 19th. шу 96th. | July Beh, 1906. 
| MER: 1908. | 1904. ишен Lowest. 
29,871 Brompton & Kensington SS 5 Он, 109,00 -.. [5 10 10 95— 10} 94— 103 
10,698 Do. 1 % Cum. Pret. % б 1 9 — 10 9 — 10 А 
988,792 | Central Electric Su iy 4% Guar tock .. a. ..| 100 4 4 108 —106 108 —106 1 : 
,000 Charing Cross and Strand scii pply `.. Е 5 8 8 1 1 eis 
2009 96 Cum. Pref. m b 1455 
,000 Do. до. „City Undertaking " 4 & Cum. Pret — 5 4196 ; 442— 57 LT 
40000: |. 50 do. 1909 a 8 4 is E ;- 
850,000 Ро. do. 49% Deb. Stock Red. . 100 4 X) | 104 —106 104 —106 104 ; 
*Chelsea Electricity Supply, rd. P NES 5 с 6 — 64 6 — 6j im 
150,0001. Do. Deb.Btock Red.  .. | Stock 4 3X | 108—110 — 1 
70,596 '| City of London Elecitio Lighting, Ord, 40,001—110,596.. — ..  ..| 10 b X 10g— 11j xd| 101— 111 1 
\ 40,000 Do. : Cum. Pref., 1 to 40,000 2: 10 6 * 18 — 14 xd 18 — 14 .. 
400,000: [De Deb. Stock, Scrip. (iss. at 115) АП paid a » Б * 199 —196 199 —196 А (e 
pur and Deb. Stock, Prov. Certs., all paid .. .. | 100 45 ; 163 —105 103 —106 106 Ek 
40, County of of London lectric Lighting, Ord. i- 40, 000 10 4 7 7 8 — `9 ‘ 8% 
80,000 Do. do. 6% Pref. 40,001 60,000 . 10 6 114—1 11 T 
400,0001 Do. do: 41 % Deb. stock { А 4 ; 111 —114 111 —114 112 119% 
250,000 - Do. до. 4$ % 2nd Deb. Stoerk . Stock 4 17 108 —105 108 —106 104 
70,000 | Edmundson's Electric Corporation, | Ord. Rhares 5 1 1% Ы— 6xd 5a— 6 
80,000 Do. о. ‘Cum. Pref. ы "i 6 6 * — 6 — 6А 1* 
800,0007 Do. do. 4 L lot Mort Deb. Stock .. | 100 4} 44% 1 1074 xd} 1 1 E 
21, Kensington апа Knightsbridge Electric Ord. „ Б 12 12 % и}— 1 11 : 
136,000 до. do, 4% Debenture Stock .. | Stock 4 4% 95 —101 98 —101 i 
111,000 Londan F песие Supply Corporation, Limited, Ord. 8 N B & 1 Hd 1 a Е 
y do, 6 % Pret. 5 6 6 X 4 4 e. 
do. do. ip Mort. Deb. Btock Red. Stock 4 PE —1 99 —102 He ў 
100,000 Жайран Electric Supply, 1 to 100 5 10 4 1 — 10 917 
76, Do. do. Cum. Pref. 1—71,106, #8 paid . 5 4 58 9 бй 5 | бй 
ро, до. Ist Mort. Deb. Stock — .. B cui 44° 109 —118 109 —11$ 8 
250,000: Do. Mort. Deb. Stock Reed. | Btock BAY, 98 —100 98 —100 100 
260,000 Midland Electrie 3 44% lst Mort. Deb. | 100 С 99 —101 99 —101 ха 
10,852 | Notting Hill Electric Lighting : „ we шк 10 6 6 7 9 14 — 15 14 — 15 xd d 
59,000 Ро. 4 9 186 Mort. Deb.  .. .. 100 4 4 4% | 100 —102 100 —102 5 
40,000 St. James’ and Pall Mall Electric Light, Ord. 5 |14 144 144° 191— 143 184— 144 и 
. 90,000 | Do. do. do. "1% Pret. 20,081 to 40,060 6 1 79$, 7 8— 9 8— 9 d , 
150,000 Do. do. do. 84 V Deb. Stock Red. 100 20 5% | 84% 91 — 99 97 — 99 “ 
12, 000 Smithfield Markets Electric Supply, Ord. e 5 2 4: & 4 91— 8 9à)— 8 
50,000 Do. do. 4 Deb. Stock . .. | Stock 4 4 4 T8 — е 78 — BQ 5 
65,000 | South London Electricity Supply, “Ord. 5 ai „ di 5 u 895 | 4 4 4 9 з 
100,000 | South Metropolitan Electric Light and Power (Ord . ps , 1 i} Nil N і і TN 
60,000 | (Late Blackheath and Greenwich 1% Pref. . 1 Nil 1% 1 1 1 1 1 T 
100,000 | Dist. E.L.Co.) E (44% Lat Deb. Stock 100 43 44 44 106 —109 108 —109 107 
80,000 | Urban Electric Supply, Ord. .. .. Б 5 $, 5- б A- Н i- K - T 
30,000 Do. do. 5 % Cum. Pref, T b 5% | 6 6 — 5 - 
200,000 Do. do. 44 lat Mort. Deb. Stock Red. <e.. | 10 n ы) 4 104 —106 104 —106 up ЖЕ? 
110,000 | Westminster Electric 8upply, Ord. .. a x ds 5 12 po 14 19 — 18 119—: 123 160 | 19 
98,161 . Ро. до. 5% Cum Pref, .. у 0 6 5 6 5 6j— 68 — 068 xd . 
Shares not officially. quoted :—Mackay Companies, ord., 41—42. Pref. 75—76. 
* Subject to Founderg Shares I (Unless otherwise stated all shares are fully paid. 


 MAREET QUOTATIONS, Wednesday, July 26th. 
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i | Latést Fortnight's 
CHEMICALS, &с, 5 METALS, G0. (continued). Price. Dec. or Ino, 
a Acid, . ae .. percwt. 6565. .. g Copper Sheet e oe .. per ton £81 #1 inc. 
а „ Nitric .. s is .. рег owt. 27 bó о „ Nod. .. per ton 281 £1 inc. 
a „ Oxalic. vx T per owt. . &3f. T e „5 (Electrolytic) Bars o .. per ton £71 10 £1 inc. 
a „, Sulphuric 95 i S perewt. 5/6 д. е, is .. per ton £87 . 
a Ammoniac, Bal .. per owt. 49J. ves e „ ia Rod ^ .. рег (оп 281 Xx 
a Ammonia, Muriate (crystal) .. per ton £88 10 $i e » H.C. Wire per lb. dad. ad. inc. 
t ЕС per ton T t. Ebonite Rod b. be Сэ» per lb 9/8 сд oe 
i Bleaching powder `. РА y .. per ton £5 6 ux Sheet... Dy .. per Ib. 8/- © 
a Bisulphide of Carbon .. . per ton £15 we и German Silver wire .. per lb. ё T ; 
a Borax. . per ton . £18 n h Gutta-percha, fine . .. per lb. 6/- to 7½¼ T 
а Benzole (90%) .. ..  .. pergal. 7 a h India-rubber, Para fine . per lb. 5/44 $ uf БА * 
a „ (50/90 .. ... per gal. 5/6 T 4 Iron, Charcoal Sheets .. per ton e 
a Co Bulphate .. ys .. per ton -. 890 v i ,, Pig(Cleveland. warrants) . por ton 400. . |- ~- Gd. шо... 
a Lead, Nitrate Е is .. рег ton £95 т a i ,, Forgings, — to size per ton From £11 .. 
а » White Sugar... ae .. рег ton 431 : i ,, Scrap, hea per ton ae 50/- 
es Ь тоно i * hr .. рег о xr ^d a i „ Wire, salvanined No. 8 perton | 15 1% 25 
а Methylated Spirit per А 2 / , 
a Naphtha, Solvent (90 % at 160°C) per gal. Ж m g Lead, English Ingot t . per ton £14 76 1100 ino. 
a Potassium, Bichromate, in casks per lb. З 2 9 n „ Sheet .. per ton #16 10/- inc. 
a Potash, Caustic (75/80 %) .. per ton £22 vs m Manganin Wire No. 98 . .. per db. 8 ' — 
a i Cyanide i .. perlb. Jad. n» g Mercury per bot. 4776 
а She - .. perewt. 185 98 / inc. d Mica (in original cases) mall. per lb. 6d. to 1/- e 
a Sulphate of Magnesia a .. per ton . 10 РЕ | d n КЕ " medium per lb. 2/6 to 4/- es 
a Sulphur, Sublimed Flowers .. per ton 26 10 PS d „ „ „ large. per lb. 4/6 to 8/6 a 
a т eed ered , .. per ton . £ 10 e p Phosphor Bronze, pant castings per lb. 1/1 to 1/8 
a Lum .. рет ton . #5 | ES р » rolled bars & rods per ìb. |. 1/1to1/8 
K Soda, Caustic (white 70 90) .. рег &10 15 "" P э б Pe ^ Mee per Ib. | 
Crystals .. per ton £3 0 o Platinum , per оғ. So B- oe 
a а Sodium Bichromate, casks .. per lb. Я me uu e Bilicium Bronze Wire . per lb. 1034. to 1144. 15 
a „ Cyanide .. per lb. id. sa i Steel, Magnet, acc’d’ g todesc’ р" п per ton 1 bib |, © 
METALS, во. | Ж, ps IUDA 5 2150 10 27 10 to 
b Aluminium Ingots, in ton lots .. per ton £130 "X g Tin, Block vs ‚++ рег ton { to 9 £8 ino. 
b " Wire, in ton lots. per ton £168 Vs » Wire, Nos. 1 to 16 .. per lb. 17 Id. ino. 
b Sheet, in ton lots .. per ton £166 x ы White Anti-friction Metals— 
b Babbitt’ s metal ingots .. per ton £43 to £140 s “ White Ant brand. per ton £48 to £65 | is 
c Brass (rolled metal 2*to 12") basis per Ib. 144. M j Yarns, 10s Grey Cotton, on pris per lb. 8d T 
€ „ Tube (brazed) ЭР рет 1Ь. А га j эӊ lea. Flax per lb. 50, da 
€ „ „ (solid drawn). .. per lb. j „ 3 ply 10 lbs. Russian .. per lb. 434d. 
€ Wire, basis is .. per lb. 744. i j 1 10 Ibs. Russian, single .. per lb. " " 
2 Соррег Tubes (brazed) .. .. per lb. 103d. 92 j „ 180 lbs. Jute rove .. рег ton 211 ‚Тай. 
„„ (solid drawn) . per lb. 104d. s k Zinc, Sh't(Vieille Montagne bnd.) per ton ‚ &91 15 
J Copper Bars (best selected) .. per ton £81 £1 ine. 


oe supplied by Messrs.:—a G. Boor & Co.; b The British Aluminiam Co., Ltd.; c Thos. Bolton & Bons, Ltd.; d F. Wiggins & Sons; е Frederick 
Smith & Co ыы India-Rubber, О.Р. апа Teleg. Works Co., Ltd.; g James & Shakespeare ; h Edward Till & Со. ; í Bolling & Lowe; j Walter H. Hindley and 
- Co., ыш; k Morris Ashby, Ltd.; m W. T. Glover & Co., Ltd. ; п Р. Ormiston & Sons; o Johnson, Matthey & Co., Ltd.; ; р The Phosphor Bronze Co., Ltd. 
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Annual Outing.—On Saturday last the employés of 
Messrs. RAwLINGS BROS., Lrp., of South Kensington and Sloane 
Street, &c., held their annual summer outing at Hastings. Dinner 


was served at the Concert Hall, Warrior Square, The loyal toast sation in tbe event of accident, whether the firm was legally liable 

was proposed by the chairman, Mr. W. К, Rawlings, and in pro- or not, and this arrangement had proved most benefieial. He urged 
posing the toast of the“ zmployés, d ne regretted that, owing to them all to extra effort owing to the increased severity of competi- 
the numerous country jobs on hand in Ireland and elsew here, the tion and consequent reduction of profits. The chairman of the com- 
number of those present was not half what it might have heen, pany also thanked Mr. Rowden, and expressed ‘satisfaction at the 
Mr. E. G. Nicholson, who responded on behalf of the emplovés, amount of business being done in spite of the general depression in 
thanked Mr. Rawlings, aud assured him of the confidence of the trade, and he urged all present to look after details, and so support 
employés in their directors. Mr. T. S. Rowden next proposed the the management. After luncheon the party went for coach rides 
toast of the “Chairman and Managing Directors.“ Mr. J. J. and enjoyed the many other attractions of the town. 


Rawlings, responding on behalf of the latter, referred to the 
question of the insurance of the employés, and reminded them that 
by an extremely small contribution they were assured of compen- 
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EXPORTS AND IMPORTS: OF. ELECTRICAL GOODS DURING JUNE, 1905.. jou 


- 1 - 


We give herewith the. Ju une returns of electrical business in con- practically similar in amount the telegraph exports. for May, 
nection with the United Kingdom. | 2 registered as such, being almost negligible in value. 

A reference to the totals will show that the exceptionally ' Turning to the imports, which totalled £105,210, or 3 reduction 
satisfactory returns of the month of May have not been -main- of £17, 000 on the May returns, deelines are apparent under all 
tained, although much improvement is still apparent over the headings, except electrical: machinery and batteries, the former of 
April figures. | кг which shows an advance of some £11,000 in value. д, 

For the month of de the een — "(a to some The re-exports were fractionally higher than in May, Sd ii 
£129,552, a decline roughly of £9,000; this decline is fairly dis- to some £8,556. In addition to the spasmodic rise in telegraphic 
tributed over the majority of the- items, with the exception of exports, it is satisfactory to note that our exports of telephone material 

_ electrical machinery and telegraph material, the former showing a have this month somewhat exceeded the imports in that line, also that 
reduction of £15,000 on the month, and the latter an increase опг tramway material шч still maintain a substantial value. 


Registered Exports of British and Irish Electrical Goods from the United Khigdom. 


18 19 BEN EK ; 

t | 2 5 E: 2 E & 2 Р [re] 
"e iid он {б ir 
Country receiving exports and inqporting. | 125 B 15 2 gag 15 TE 
| | ОНО | ES z БЕЗЕ 
4 . a. a | L D g 9 В 

pace’ | a} ш |д ne a 

X tp £ £ 
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"Telegraph exports: Marconi apparatus, £15,054, Russia. 
Registered Imports into the United nea of Electrical Goods from al Countries. 
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Nor. The amounts appearing ides the several headings are classified according to the Customs returns. The first aud 
third columns contain many amounts relating to " goods" otherwise unclassified, the аны, doubtless, consisting of similar 


i materials to those appearing in adjacent columns. i 
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ELECTRIC TRAMWAY AND RAILWAY 
EXHIBITION, 1905. 


DESCRIPTION OF INTERESTING EXHIBITS. 


(Continued from page 87.) 

Trolley Retrievers.—Since printing our last issue we have been 
reminded of another retriever, which escaped our notice at the 
Exhibition, and is worthy of attention. Unlike the Ross & Hindley 
apparatus, the retriever illustrated below (fig. 13) which is supplied 
by the NATIONAL. RAIL AND TRAMWAYS APPLIANCES, LTD., Liverpool, 
is external to the standard апа controls the trolley rope itself, being 
in that respect similar to the Wilson “catcher.” It is, therefore, 


Fic. 13.— NATIONAL. TROLLEY MINDER. 


applicable with safety only to centre running lines. The following 
description of its action has been supplied by the makers :— 

1 іза ratchet wheel to which is attached one end of a strong 
flat spring, the other end being attacbed to the spindle (2). 

3 is а pawl fixed to the rope drum which is controlled by a 


light spring for the purpose of taking in and letting out the trolley 


rope, and controls any length of rope up to 16 ft., always keeping 
the rope tight, but allowing the trolley head to follow the wire. 
Should the wheel leave the wire the sudden upward jerk causes the 
point of the pawl to move outward and engage with the teeth on 
the inner side of the ratchet wheel, the position of the pawl being 
indicated by dotted lines. 

It will be seen that when the pawl eomes in contact with the 
ratchet wheel considerable pressure is exerted, and there is a 
tendency to move the ratchet wheel in the direction in which the 
rope drum is moving; this releases the catch (4) which holds the 
pulling down spring in tension, and the trolley cord is at once 
wound round the drum, always pulling the trolley head from 10 to 
15 in. below the wire. 


i 
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Fic. 14.—PRiNGLE's RAIL CLEANER. 


It will be seen that the tension on the pulling down spring has 
to be restored each time the pull down operates. This is very 
simple, and is done by pulling the trolley rope in an upward 
direction a distance of from 15 to 18 in., aud replacing the catch by 
pressing it in a downward direction. 

The re-setting only requires about two seconds, and is only 
necessary when the pull down has operated, not when changing the 
trolley from one end of the car to the other. 


The same firm make the simplest possible form of retriever, which 
consists of a weight attached to the trolley rope and hung in a tube 
on the dash. When the trolley leaves the wire the weight is jerked 
off its supports, and being sufficiently heavy to overcome the 
upward pressure at the end of the pole, pulls it down below the 
wire to any desired extent. This is on the same principle as the 
retriever described in our issue of December 30th, 1904. 

Rail Cleaners. —W e suppose that rail cleaners are as necessary for 
the economical working of a tramway as many an appliance 
for coal saving with which tramway generating stations are 
equipped. In the most numerous cases, where the tramway depart- 
ment or company buys energy from another department or from 


-an outside source, the inducement to run a car-mile on as 


little energy as possible is even stronger than in the alternative 
case. 
But apart from the direct economy which must result from clean 


rails, there are other considerations to which weight should be 


attached. To begin with, a dry, dirty rail means noise approaching 
that heard when cars run over corrugated rails; it means flash- 
ing, which alarms the other users of the street, and has often brought. 
about an action for damages; and it means partial or total 
"grounding" (as the insulating of the car-whecls from the rails 
is called, most inaccurately), with its well-known objectionable 
consequences. Then a clean dry rail never bred a dirty wet rail, 
which is synonymous with a greasy rail, and which has caused more 
serious accidents, and has cost our tramways more in repairs and 
renewals, than any other evil under the sun. 

Why, then, suffer from dirty rails, when by cleaning, either con- 
stant or intermittent, according to the conditions of roads and 
traffic, a clean rail is within the reach of all? - 

Is it that the one or two rai] cleaners which have been offered up 
to now have been ineffective or expensive? Ог is it that the 
gravity of the problem has not been appreciated so fully as it 
deserves? Whatever it is or is not, we venture to prophesy that 
this Tramway Exhibition will have sent many a man home with 
the knowledge that good track cleaners can be bought cheaply aud 
that they can be made effective. 

Messrs. Око. W. GREEN & Co., Crown Works, Lambeth, had on 
their stand а cleaner which is unique in several respects. It is the 
invention of Mr. P. J. PRINGLE, general manager of the Burton 


^ Tramways, and is the outcome of dissatisfaction with the work of 


certain other cleaners. Mr. Pringle appears to have known just 
what he wanted, and hammered away until the apparatus illustrated 
in fig. 14 was evolved. That apparatus bears the marks of an experi- 
ment, and we believe that it is the last of a long series, and has 
been in constant use at Burton for some months. 

Those who can see at a glance the points of a rail-cleaner will not 
ueed to be told that this one differs from all in having two inde- 
pendent cutters, oue for the groove and one for the tread, and 
differs from most in being set vertically to the rail-head, while the 
tread cutter has its edge held at an angle of 45* with the track, so 
that the dirt is thrown clear of the rail, and the cutting is done 
with the least effort. The pressure of the cutters on the rail is 
obtained, not by springs or direct pull, but by the free weight of 
the cutting bars themselves. 

To Mr. Pringle is due the credit of the discovery that the wear 
caused by the groove оп the scraper is about six times that caused 
by the tread, and it will be evident to every one that for unly one- 
sixth the life of a one-piece scraper can that part which типа in the 
groove be of any service. Now, it is the flange and groove friction 
which is responsible for most of the excess drawbar-pull per ton 
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Fia. 15.—“ NATIONAL" RAIL. CLEANER, 


which is required by a tramcar over a railway car, and it is there- 
fore more important that the groove of a tram-rail shall.be kept 
clean than the tread, although we do not wish to minimise the con- 
siderable importance of the latter. 

We need not dwell further on this ingenious appliance than 


-to call attention to the self-feeding of the cutting bars and the 


simple, certain way in whieh the bars are permitted to override а 
stubborn obstacle without damage to any part of the cleaner. We 
are informed that the device is now made to a pattern that will fit 
any type of truck without alteration. | 

The NATIONAL Raw AND TRAMWAY APPLIANCES Co., Ltp., showed 
the cleaner which is illustrated above (fig, 15). It is a simple 
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contrivance, and is attached to the truck frame in the usual way. 
It is under the control ef the driver, and can be removed from and 
replaced on the track while the car is in motion. It will work 
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Fic. 16.—JERRARD RAIL CLEANER. 


over pointe, crossings and curves, and is constructed substantially of 
cast-steel and wrought-iron. The makers consider that it should be 
fitted to every tenth car or thereabouts, in order to keep the rails 
properly clean, but that must depend, of course, on the frequency of 
tbe service. Like all other cleaners, it will be fouud useful in 
winter to keep the rails free from snow and ice, and will reduce the 
quantity of salt which has to be used for thawing purposes, with 
euch disastrous effects on the electrical equipment. The cutter is 
renewable. . 

The BririsH GRIFFIN CHILLED IRON AND STEEL Co. exhibited 
their Jerrard rail cleaner, which has been in use on many British 
lines. It was one of the first cleaners to be used on electric cars, 
and reference to fig. 16 will show that its familiar form has not been 
changed during the last year or two. | 

Sand Bores.—It is а trite saying that the safety of car and 
passengers depends on the sand box more often than managers 
would like to own, even to themselves. The sand box is the 
first article against which many a tyro in tramway work has 
stumbled, and the invariable result of 99 per cent. of the concus- 
sions has been an elaborate contrivance full of valves and elbows, 
joints and knuckles, bell cranks and pedals, which is capable of 
demonstrating to all and sundry who visit the car-shed, or the 
office, or the Exhibition, that it will pass anything, from grit and 
wet sand to bundles of tickets. Some of these find their way on to 
cars for trial under practical conditions," that awful bogy of the 
inventor; and all sooner or.later find thomselves shouldering cast- 
off gears and the rejecta of the smith's anvil. i 

All the time there goes on the real need for something more than 
the flat valve, which has a knack of sticking open or remaining 
closed at awkward moments and for causes various, but there is 
hardly anything but that one type of flat-valve sand box in use in 
Great Britain at the present moment. 

New sand boxes at the Exhibition were in the hands of car 
builders or tramway supply manufacturers of some repute, and all 
were designed by men whose knowledge of the requirements to be 
met, was not that of the tyro afore-mentioned. 

The Barrisu Evecrric EqQurPMENT Co., in other words, the Ohio 
Brass Co., U. S. A., produced the Nichols-Lintern Sander," illus- 
trated below in section (fig. 17). Considering the limited use of 
pneumatic power for any purpose on English tramcars, this 
pneumatic sander will not attract much attention at present, but 
there аге a few systems on which air-brakes are in use, апа it is 
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Fi68. 17 AND 18.—NICHOLS-LINTERN SANDER AND HANDLE. 


quite possible that there will be more in the future, especially 
where cars grow heavy and speeds high. 

The pneumatic sander has many beguiling features. For instance, 
makers say that the Nichols-Lintern sander bears the same 
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relation to ordinary sanders that the modern air-brake does to the 

old form of hand brake. There is the convenience of having the 

sand always under instant control, the certainty of operation, and 

; the absence of all movable mechanism. Fig. 18 

shows how handy the sand air-handle is, and 

reminds us that in an emergenty the driver 

has not to think which are his hands and 

` which are his feet, but can keep both feet 

free for jumping, unless he likes to sound the 

gong with one of them, while with one hand 

he throws the controller handle to “ off,” and 

the air-brake handle to “ emergency,” not 

worrying at all about tbe sand, for the air- 

brake handle interlocks with the sander handle 

iu that position, and turns on full sand auto- 
matically. 

The makers say that, despite a popular 
opinion to the contrary, a car equipped with a 
pneumatic sander and an air-brake will use 
less air than a car equipped with air-brake 
only, the reason being that the braking con- 


` 


— ' ditions are better with the pneumatic sander 


than without, and, in consequence, the car is 
pulled up without the use of so much air. 

On cars where air-brakes are applied already 
a pneumatic sander will cost hut little to instal 
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Fic, 20.— ExpDpEAN's PATENT Sanp-Box. 


. and has many advantages to recommend its 
adopt ion in place of the foot- operated motor- 
man's curse.” 


Messrs. Hurst, NELSON & Co. displayed a 
patented sand-valve which we were unable 
to examine closely, but which is shown in 
cross-section in fig. 19. 


The National RAIL AND TRAMWAY APPLI- 
ANCES Со. showed a swivelling sand-pipe 
connection, which enables sand to be dropped 
on the rail from a bogie car when rounding 
curves. 

Messrs. BRECKNELL, Munro & ROGERS 
had on view Endean’s patent sand-box, which 
is illustrated above (fig. 20). The valve 
box consists of an iron casing containing 
inlet and outlet ports on which works a 
eylindrieal valve. This valve will take all 
grades of sanding material, and can be opened 
full bore with one stroke of the pedal, or 
can be adjusted to give the proper flow 
for any grade of sand. It gives a direct 
flow, is instantaneous in its action, and can 
be operated successfully with wet or dry 
sand. No alteration to the car is required to fit this valve and 
gear in place of any other. | 

The BrusH Co. who should have gathered more practical 
experience about cars and their accéssories than any firm in 
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existence, demonstrated the саге’ of. All- sanding trœubles by medns 
of a working full-sized model ef Leechs valve, of which 
fip. 21 is an illustration. In the words of the patentee, the 
sand gear consists of a hopper to contain the sand, secured to 
a à combined carrier and valve guide arranged for bolting to the 
floor of the car. The carrier is formed with ventilating holes 
through which any obstruction may be removed. А hoppered 
casting is secured to the carrier, recessed at the top to take the steel 
valve plate, and shaped at the bottom to receive the hose pipe 
which conveys the sand to the rail The valve is made with a 
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‘Fic. 21.—LEECRH'‚s SAND VALVE. 


central portion, having a tongue on its upper surface to loosen the 
sand contained in the hopper. Two cells are arranged, one on each 
side of the central ‘portion, and the ends of the valve are 
formed into arms which project outwards, one arm cngaying 
with the release spring, and the other with the mechanism for 
operating the valve by means of a pedal on the driver's 
platform. | | Mire 
When the hopper is filled with sand, a portion rests upon the 
valve plate in the recess in the valve, which is held in the closed 
position by means of the spring. When the driver depresses the pedal, 
а valve is moved forward, and the sand within the cell is pushed over 


Fic. 22.—Enp View. 


the edge of the valve-plate, and falls down through the hose-pipe to 
the rail. Meanwhile the other cell fills with sand, and, upon the 
driver releasing the pedal, the sand contained in the second cell is 
pushed over the other edge of the valve-plate, falling down through 
the hose-pipe to the rail, the first cell in the meantime becoming 
charged with sand. The valve discharges a definite quantity of sand 
both on the forward and backward stroke. It is ventilated, and thus 
free from the objection. of moisture creeping into the sand in the 
hopper, and, in case any obstruction prevents the free passage of 
the sand to the rail, the obstruction may be readily removed. . 

The gear being fixed above the floor, the valye.is entirely guarded 


against: wet und mud thrown from the wheels, which is such a 
source of trouble in the ordinary types of sand gear. It has been 
applied to, or is on order for, 350 cars. „ „ a | 

Folding Steps.—One has the satisfaction of knowing that if one 
is to be killed by a tramcar the B. of T. has done its best to make 
that death as easy as it knows how. We anticipate the time when 
it will be impossible for a tramcar to treat even a would-be suicide 
with the slightest discomfort. All comers, in fact, will be 
picked up by the guard and a brandy and soda supplied auto- 
matically. 8 

Since the last Exhibition the folding step has arisen, possibly 
from the ashes of extinctlifeguards. The term includes not only 
folding steps, but lifting, bobbing, twisting, turning and all kinds 
of acrobatic steps. If the Exhibition had been postponed for six 
months, we believe there would have been an epidemic of folding 
steps, such as to require an additional B. of T. inspector to approve 
them all. 

The folding step was introduced at the recommendation of the 
B. of T. in order that there should be free passage for a body under 
the platform. It was an act in favour of the lifeguard. Henceforth 
that machine has the sole prerogative to kill or catch. 

Messrs. BRECKNELL, Munro & RoGERs gave performances at 
frequent intervals with the * Leicester" folding step. This most 
ingenious invention makes it quite impossible for the most forgetful 
of motormen or the most excited of passengers to break his neck 
or any lesser member by not minding the step. We illustrate it in 
figs. 22 and 23. | 

When the step is down and the gate open as shown, lever B 
lies alongside the car end and acts as a hand-rail. — — 

The lever в is locked in this position by spring bolt с engaging 
with cam L, which prevents vertical rail a being revolved. 

On closing the gate, catch 3 on gate presses spring bolt d back 
and allows lever B to be brought forward in line with the gate; if 
lever Bis not so moved the gate will not be locked and will fly 
open. The movement,of lever B into the line of the gate as shown 
by dotted lines, fig. 23, would raise the step and at the same time 
lock the catch 3, by bringing саш L into the slot in gate catch 3; 
at the same time the pedal lever N engages in the cam м at base 
of vertical rail a, thus securely locking the step in position. The 
face M of the cam having been given a quarter of a turn is hooked 
behind the pedal lever N. JT | 

The gate cannot again be opened till the step is lowered, as to 
open the gate the cam M on vertical rail A must be released and 
lever B replaced. alongside the car end, as shown in fig. 22, unlock- 
ing catch J. This movement lowers the step by means of the pinion 
р keyed to trunion F, and quadrant E keyed to vertical rail a. The 
cam M and pedal lever N then automatically engage, and the step is 
locked in position as shown, for passengers to enter the car; 
meanwhile the. gate being free has automatically collapsed (by 


: means of spring О), leaving the entrance open. 


To fold up the step when required, the gate must be first closed 
and catch 7 inserted in locking box, the handle B is then pulled out 
from end of car to a position in line with gate, when all the 
other movements above described automatically take place. 

. Messrs. PHiLiPSON have patented an automatic step which is 
designed to act both as a step and a side guard, while it obviates 


Fic. 23.— SIDpE VIEW ОЕ LEICESTER STEP. 


the gap in the platform which would be caused by the folding 
step pure and simple. If an object too large to pass upder the step 
in its normal position falls in front of the car, only 3 Ib. pressure is 
required to lift the step and let the object pass on to the life-guard. 
This being done, the step drops into its normal position. The force 
which is required to raise the step may be determined by the appa- 
ratus employed under the seat of the car, by which the step can be 
held in balance. The step may be fixed in the up position by 
means of a lever and catch placed in such a position that when the 
driver closes the gate, the step cannot be let down, but can be used 
ав а step in either position. fo д! | 
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car with a patent, step. As the illustration (fx. 24). shows, this 
step gets itself out of the way by a direct lift up 
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Messrs. Hurst, NELSON & Co. had equipped their Kilmarnock way system in London is nowhere more apparent than in the con- 
| L | fusion which has arisen from not йм ishing, wih ‘sufficient 
a level With thé clearness, between, the fequiremenfé of these different classes of 
platform bearers, and it has the same advantage as the Leicester traffic. Railways intended for urban traffic have been used, and 
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step in being always a step, and never а vertical board, but it does 
not attempt the intricacies involved in interlocking with the gate. 
The Bus Co. were among ‘the’ first to comply with the 
B. of T. recommendation, and their step was to- be seen fitted to the 
two cars oi their stand. Fig. 25 gives An idea of the simplidity and 
solidity of the design. ` ` “ Neu uM. Жы ee 
| | (To be continued.) 


REPORT OF ROYAL COMMISSION ON 
LONDON TRAFFIC. | 


(Concluded from page 122.) 


THE Commission divide railway passenger traffic into (a) long dis- 
tance; (5) suburban; and (c) urban; (1) long distance; (2) short 
distance ; and point out that, as regards a, b and c (1) no means of 
transport other than railways provide the facilitics required. 

The needs of London in the matter of railway accommodation, 
according to the Report, are :— . 

(1) Main trunk railways connecting London with the entire rail- 
way system of the country, with adequate running and terminal 
accommodation, aud sufficient services for the convenient and 
speedy conveyance of long-distance passengers, and for the carriage 
of merchandise traffic. 28 

(2) Railways to every suburban district in the neighbourhood of 
London, with full running accommodation to enable trains to be 


run at quick speed and short intervals, especially during “rush 


hours," to provide for.the conveyance of suburban passengers with- 
out overcrowdiug, and with convenient connections with all urban 
railways and tramways, and with tramways in the suburbs. 

(3) Railways in, through, across, and round the central area of 
London to provide, not only for urban movement at higher speeds, 
and for longer distances than those which can be conveniently pro- 
vided for by street tramways and omnibuses, but also for the dis- 
tribution of suburban and long-distance passengers to the fullest 
practicable extent. — 

The requirements of. long-distance traffic only affect the inquiry 
from the point of view of the location and adequacy of the main 
terminal stations, the sufficiency of the street accommodation 
adjoining, and means of distribution of pgssengers arriving at those 
terminal stations, and the convenience of the train services con- 
necting the various termini, The needs of urban aud suburban 
traffic are, the Commission point out, wholly different in character, 
and many of the mistakes of the past have becn.due to not keeping 
this distinction in mind with sufficient prominence. The con- 
siderations affecting location, accommodation and working of urban 
and suburban railways are-radically different, and, to some extent, 
conflicting; and the. absence of. comprehensive design in the rail- 
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Fi. 24.—HURBsT-NELSON PATENT STEP. 


Rail Levei 


partly designed, for suburban traffic to an extent, and under oon- 
ditions, which have adversely affected their utility fer both par- 
poses. It is of vifal importance not to attempt to use urban 
railways in any way, or for any purposes, which may prevent the 
running on them of trairbervices of maximum frequeney.^ С > 
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r Fic. 25.—BnvsH FoLpIna STEP. . 


The Report then discusses individually the adequacy of the 
central urban facilities of transport for the distribution of pas- 
sengers arriving at the main line stations. in London, and states 
that, after the underground railways now under construction or in 
process of electrification are in operation, all the main line ter- 
minals, with the exception of Paddington, Victoria, and Fenchurch 
Street, are sufficiently provided for. To meet the case of. Victoria, 
the Commission recommend the extension of the North-West 
London Railway from Marble Aren 
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In regard to urban railways, the conclusion is stated as follows: 

Sec. 143.—‘' We have come to the conclusion that, when the tube 
railways already authorised have been completed, with the addi- 
tion of the line we have suggested from Victoria to Marble Arch, 
the most pressing requirements of railway communication within 
the central area, as distinguished from the sulyirbs, will have been 
fairly provided for. We think, however, that greater attention 
should be paid to providing interchange stations, wherever lines 
running north and south intersect those running east and west; 
and that, wherever it is possible, this accommodation for the public 
should be afforded.” 

In regard to suburban railways, the only specific recommenda- 
tion is the following :— 

“ We think that, in regard to both the suburban and central 
urban railway systems, there should be better connection to the 
north-east of London ; апа better connection between the suburban 
systems on the east and the suburban systems on the west, with 
the object of improving central urban communication, and pro- 
viding passengers with fuller facilities than they now possess, by 
convenient interchange stations, for reaching all principal points 
within the central area erved by the central urban railways.” 

The Commission then discuss the practicability of securing the 
construction of further underground railways in London. They 
express their reliance on private enterprise in the following 
terms: 

“ А sufficient number of successful underground railway schemes, 
however, remain to justify the hope that there is no need, as yet, 
to make an alteration in the present system of private promotion 
in the direction of looking to publie sources for any part of the 
funds required for railway enterprise, unless undue financial obli- 
gations are thrown upon the railway undertakings, either in respect 
of works or compensation, or in regard to the carriage of passengers 
at unremunerative fares, or otherwise. 

“ Al that in our judgement is necessary, is to see that no dis- 
couragement shall be created for private enterprise by the system 
of procedure under which railway undertakings are authorised, or 
by the imposition of undue burdens proposed on, or exaction of 
impossible conditions from, promoters." 

If public assistance is inevitable (and the банера think that 
neither the construction of unremunerative underground railway 
lines, nor the се of unremunerative trains should be laid on 
railway companies), the Commission suggest various methods of 
assistance—the remission of rates, direct subscription to capital or 
guarantee of receipts by local authorities, permission to railway 
companies to acquire large tracts of land before development, and 
permission for construction underneath the parks. 

The Commission then discuss the relative advantages of tubes 
and shallow railways under the four heads of :— 

1. Economy of cost of construction. 

2. Avoidance of interference with street traffic. 

3. Avoidance of damage to property. 

4. Ventilation, convenience of access, &c. 

But, although they report in favour of the shallow railway as 
against the tube, they recognise that the construction of the former 
is in many cases quite impracticable. 

The Commission state that all large systems of mechanical trac- 
tion can be worked most economically,-and with the greatest 
advantage to the public when they.are under one and the same 
management, and believe that amalgamation can be carried out in 
such a way as to be profitable to the shareholders and advantageous 
to the public, but they think that it should only be sanctioned on 
terms and conditions which fully secure the interests of the public. 

In this connection they state that their attention has been called 
by the London County Couneil to the case of the Underground 
Electric Railways Co. of London, Líd. 
ground Electric Railways Co. is not а statutory company, but 
the enterprises which it now controls or influences were, or are 
being, constructed under statutory authority, and remain, even 
when under its control, subject to all the conditions imposed on 
them Бу statute; but, the Commission say, it obviously would be 
of advantage in a matter of so much importance to the general 
public, that the conditions under which amalgamation, of a more 
or less complete nature, takes place, should be examinéd and 
approved by some public authority. In connection with this 
" matter," the Commission state, " Mr. Edgar Speyer, who appeared 
before us as representing the firm interested iu the financial arrange- 
ments of these railways, stated that, so far as his interests were 
concerned, he would have no hesitation in laying the whole case 
for an amalgamation before Parliament. when the proper time 
came. Mr. Charles T. Yerkes, chairman of the Underground Elec- 
tric Railways Co. of London, who has also lately succeeded Mr. 
R. W. Perks, M.P., as chairman of the Metropolitan District Rail- 
way Co., likewise informed us that he would be prepared to lay the 
whole scheme for amalgamation before Parliament and take a deci- 
sion on the merits. Under these circumstances, we do not think it 
is necessary that we should say anything further on this subject in 
the present Report. We are satisfied tbat the formation of the 
Underground Electric Railways Co. of London has been of material 
assistanee in raising the capital for works which will be of great 
public benefit.“ 

The Commission next deal with the question of the regulation 
of traffic in the streets, and measures that should be taken to pre- 
vent or remedy obstructions in the streets; they propose to em- 
power the Commissioners of Metropolitan and City Police to make 
regulations: — 

To prevent the standing of vehicles at the sides of the streets, 
loading and unloading of goods, waiting of private vehicles, &c., 
and to fix the stopping places for omnibuses. 

They also strongly recommend that the Commissioners of Police 
shall have power to keep slow traffic to the kerb. 


practical duties. 


The London Under- 


“ The vehicles that proceed at a walking pace through the streets 
of London include a large number of heavy vehicles transportiug 
materials to and from factories and workshops, situated within, and 
adjoining, the central area. . . .. We are glad to learn that the 
changes in progress in modern industrial conditions are tending to 
their removal to less congested districts in the outskirts of London. 
The provision of cheap electrical power is à most potent factor, 
amongst others, in the direction of the decentralisation of mnnu- 
factories, and we think that every facility, both legislative and 
municipal, should be given to that end. Inthis way London streets 
might be relieved of much of the heavy cartage traffic.“ 

The Commission recommend the consolidation of the complex, 
widely scattered, and inadequate legislation that relates to the 
regulation of traffic, and say :-- 

* We are of opinion that, in the legislat ion which we recommend 
for the simplification and consolidation of the statutes regulating 
traffic in London, it should be provided that all regulations and 
by-laws relating to London traffic by whatsoever authority they 
may have been framed, should, in the interests of co-ordination, yo 
before the proposed Traffic Board for examination and report, 
before final approval hy the respective Departments of State having 


control over them, whether such Departments be the Board of 


Trade, the Local Government Board, or the Home Department.” 

The existing defects of the means of locomotion and transport 
in London are, in the opinion of the Commission, due mainly to 
the haphazard manner in which questions connected therewith have 
been treated in the past. The streets were not originally laid out 
on any general plan, nor were they made of sufficient width. 

Railways of all classes have been practically left to private 
promoters, subject to such regulation as could be enforced by the 
intermittent contro] of Select Committees of Parliament. 

While it is necessary that the provision of means of locomotion 
and transport should be carried out in avcordance with a compre- 
hensive plan, it is equally necessary that that plan should be 
modified from time to time to meet the changing requirements of 
the population, and make use of the last scientific inventions. 
Under these circumstances, the only effective remedy appears. in 
the mind of the Commission to be the creation of a permanent 
authority, possessed of special knowledge and experience, and 
giving continuous attention to all questions affecting locomotion 
and transport in London. 

The authority which the Commission recommend to be established 
should be a Traffic Board, and should discharge definite and 
It should make a yearly report to Parliament on 
locomotion, transport and traffic in Greater London,” dealing 
with the whole subject, including such matters as the control of 
traffic, the regulation of the statutory powers of breaking up the 
streets for various purposes, the removal of any special obstructions 
to traffic, the provision of new lines of railway or tramway and 
calling attention to any errors or oversights in the maintenance of 
streets and roads on the part of local or street authorities. It 
would also deal with the question of street improvements, including 
street widenings and the construction of new strects, as well as the 
provision of alternative routes, and of facilities for dealing with 
cross traffic. 

The most important function of the board would be the prelimi- 
nary examination, before consideration by Parliament, of Bills 
secking statutory powers for the eonstruction or extension of works 
affecting the means of locomotion and transport in Greater 
London." | 

The board would sit continuously, and Bills that required serious 
amendment could remain before the board until the necessary ante- 
cedent formalities were completed. The board would use its dis- 
cretion as to suggesting amendments in Bills, in order to bring the 
particular proposals before it into harmony with any general scheme 
which might be approved for the provision of facilities for loco- 
motion and transport in London. It would be at the option of the 
promoters of the Bill to accept or reject such suggestions. The board 
could also with advantage settle, subject to the approval of Parlia- 
ment, all clauses for the protection of publie or private interests, 
On eompletion of their inquiry, the. board. would pass on the Bill, 
with all amendments agcepted by the promoters, to Parliament, 
accompanied by a report. The board would also deal with or report. 
upon any questions which might be referred to them by a Seleet. 
Committee of Parliament. 

The board might also hear and determine all disputes relating to 
through running or the interchange of traffic on or between railways 
and tramways, or as to by-laws, whether between local authorities 
or private companies; and could perform a useful service by 
facilitating and suggesting amalgamation or joint working under 
suitable conditions, which its position as preliminary Examiner of 
Bills would afford it special facilities for so doing. 

It will be seen that the functions of the board are of an advisory 
and semi-judicial character, and. Чо not, as recommended for the 
present, involve the exercise of executive or legislative authority. 
What. is required for such purposes, in the opinion of the Commis- 
sion, is a small number of specially-qualified persons, selected solely 
on the ground of their competence, and holding oflice for a con- 
siderable period, subject always to good behaviour. 

They suggest the board should consist of a chairman and not more 
than four nor less than two other members ; and prefer that there 
should be not more than three members in all. No member of the 
board should engage in any business, or have anv interests, which 
might conflict, or appear to conflict, with the proper discharge of 
his official duties ; nor should he be a member of any local authority 
in London: or have any occupation which would limit the time 
which he could devote to the work of the board. What appears, 
thev think. to be rea!lv essential is that the members of the board 
should be capable men of business, energetic, impartial, and able to 
devote if necessary their whole time to the work of the board. 
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“In conclusion;” the Commission state, they desire- specially to 
represent the ability with which Mr. Lynden Macassey, M. A., 
B.Sc., LL.D., appointed by your Majesty to be Secretary of this 
Commission, discharged the very onerous duties of this office, for 
which he possessed special qualifications owing to his technical and 
legal knowledge of all questions connected with the problem of 
locomotion in London and ite foreign cities. This knowledge has 
‘greatly facilitated our inquiry. We further desire to acknowledge 
the valuable services rendered by Mr. Angus Fraser Macrae, M.A., 
whom he appointed to be Assistant Secretary; by Mr. R. B. 
Dunwoody, Assoc.M.Inst.C.E., who carried out, to our complete 
satisfaction, the preparation of the numerous plans and diagrams 
which we required; as well as by the other members of the staff.” 


THE ULTRA-VIOLET MERCURY LAMP. 


In а recent issue of the Mitteilungen aus dem Glaswerk 
Schott und Ges., Jena, Dr. Schott has published a descrip- 
tion of this apparatus. Its essential feature is that the 
vessel containing the mercury vapour is constructed of a 
special glass pervious to ultra-violet rays, the lamp in ques- 
tion giving “light” of as short a wave-length as 

253 
TARR and exhibited at Breslau last year, emitted rays down 
to a wave-length of 220 pp, but, being constructed of 
quartz, it is too expensive a piece of apparatus to be 
employed for anything but scientific investigation. 

The new lamp for ultra-violet light (which is known 
colloquially at Jena by the convenient contraction “ uviol ”) 
consists of a tube from 8 to 30 mm. in diameter, 
and from 20 to 130 cm. long, made of the special trans- 
parent glass discovered by Dr. Zschimmer, and containing 
from 50 to 150 grammes of mercury. . The length of the 
tube has to be considerable, not merely to hold the necessary 
quantity of mercury, but also to enable the lamp to be 
started, and to allow the negative pole to be constantly 
covered by the liquid, which is indispensable. In practice 
the length can be diminished either by bending the tube 
upon itself one or more times, or by arranging several 
shorter tubes electrically, in series, even if disposed side by 
side or otherwise. Тһе electrical connections are made by 
means of platinum wires fused into the glass, with carbon 
knobs inside as poles. The easiest way of bringing the lamp 
into action is by the Arons’ process of inverting it 
momentarily. Hitherto the Hewitt plan of passing a 
current of high tension backwards through the lamp bas not 
proved satisfactory. 

The ultra-violet rays emitted by the lamp have not yet 
been thoroughly studied: but their presence шау be 
recognised by the odour of ozone, by their power of dis- 
charging a negatively charged electroscope, and by their 
effect on the unprotected eye. As a result of numerous 
measurements with lamps of different sizes, it appears. that 
under the best conditions a visible light of one Hefner unit 
is given by the consumption of 0'64 watt. The specific 
intensity of the visible light varies from 0:31 to 4:3 Hefner 
units per square centimetre (7,е., from 1°75 to 24:3 British 


candle-power рег sq. in.) of the longitudinal section of the 


lamp presented to the. photometer. According to Pflüger 
and  Ladenburg, the intensity of the ultra-violet light 
afforded by the Heraeus apparatus is about equal to, or 
rather weaker than, that of the visible light. 

As regards the uses of the lamp, it has been found very 


serviceable for photography, either for negative making or 


for printing.“ By employing two lamps. one arranged 
horizontally and the other vertically, excessively deep 
shadows are avoided. For this particular purpose it is 
advisable to construct the lam s of glass which does not 
transmit the light of shorter wave- -lengths that tends to 
injure the eye. The apparatus has also been found useful 
for testing the degree of fügitiveness of new dyes and pig- 
mente. In the colour trade of Germany it is customary to 
send such new materials to more sunny latitudes in the 
south, as local climatic conditions are such that they cannot 
be properly tested within a reasonable period of time to sce 
whether they resist sunlight to the necessary extent. No 
other artificial light, not суеп that of the arc, has hitherto 
been found to possess the fading power of sunlight. Experi- 
ments with the Uviol lamp," "however. show that. the per- 


manence of dyes can be estimated with its aid in a few days 
iustead of months. 


The ultra-violet lamp made by Heraeus, of 


The light is very destructive to small insects. It kills a 
house-fly in one minute at a distance of 1:5 em. where the 
warmth can have no effect. After a lamp had been burning 
during a summer night in a room with open window, thou- 
sands of nocturnal insects were found dead beneath it. The 
light also acts like the sun in destroying bacteria, but this 
matter is still under examination by Prof. Gartner, of the 
Jena University. 

In the direction of therapeutics the lamp has an advantage 
over the ordinary arc employed by Finsen, in the larger pro- 
portion of light with short wave-lengths which it gives, and 
in its smaller production of heat. Surfaces of skin up to 
1,400 sq. cm. in area can be exposed simultaneously to а 
light of great intensity, and the heat emission is so small 
that the lamps can be approached to a distance of under 
1 em. When a lamp is allowed to act for from 5 to 15 
minutes at a distance of from 1 to 3 cm. upon the healthy 
skin of (е.у.) an arm, no effect is noticeable at first. 
After а few hours а reddening appears which reaches a 
maximum in one day's time. Soon after, a slight burn 


is visible, the skin becomes irritable aud peels in a few 


days, and in two or three weeks the red colour disappears, 
leaving a brown inark like that caused by prolonged exposure 
to the sun. 
hospital under the direction of Profs. Stintzing and Matthes 
upon the effect of the light upon skin diseases. Several mild 
cases of eczema of some years’ standing have already been 
cured ; more severe cases have been treated every day for 
some weeks to 15 or 30 minutes’ exposure, and. promise 
cure. <A case of erysipelas has been cured almost without 
fever, but the treatment was so short that the influence of the 
lamp could not be appraised. An elderly, strong and well- 
nourished man aud a young man of inferior physique were 
exposed for 20 or 25 minutes at. а time to the light of four 
lamps developing 1,400 Hefner units, the treatment lasting 
for about 10 hours in all, spread over a period of uide 
weeks. The reddening and browning already mentioned wa 
noticed, but, except for some irritation of the skin, no ev il 
effects were to be observed. Both men considered the 
exposure beneficial, and the younger man gained weight, 
acquiring a better appetite. 

With care, a Uviol " lamp will last for more than 1,000 
burner-hours. 


— 


\ 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Тномрвом & Co., Electrical Patent 
Agents, 322, High Holborn, Don on, W.C., and at Liverpool, to whom all 
inquiries should be addressed 


8,890a. “ ы rovements in wireless telegraph transmitting apparatus." Н. 
SHOEMAKER. ate applied for under Patents, Rule 9, April 27th, 1905.) July 
llth. couplets 

8,RO0B. ‘Improvements in wireless mente N. receiving apparatus.“ Н. 
SHOEMAKER. (Date applied for under Patents Rule 9, April Zith, 1905.) July 
llth. (Complete.) 

6,6404. "Improvements in and relating to electricity meters.“ C. W. J. 
Busch and H. Roosex. (Date applied for under Patent Rule 9, March 29th, 
1905.) July 12th. 

7,8224. "Improvements in and relating to controllers dor electric motors.“ 
Tue British THomson-Hovston Co., Lrp. (The General Electric Co., 
United States.) (Date applied for under Patents Rule 9, April 12th, 1905.) 
July 12th. 

12,1604. ‘* Electrolytic process for obtaining fixed gases from any suitable 
carburant.” A. А.Ехкхо. (Date applied for under Patents Rule 9, June 10th, 
1905.) July 12. 

14,146. Improved means for controlling the trolley arms of electric tram- 
cars. J. C. Ferausson and F. Hitcu. July 10th. 

14,167. An improved method of making resistances specially adapted for 
use in 0 үз мекенш: -heated curling tongs and such like.” J. 
MacLean. July 10% 

14,208. ргө electrical switch’ apparatus for supplying current-con- 
suming devices on several motor-cars of electrically-propelled trains.“ 
SIEMENS Bros. & Co., LTD. (Siemens-Schuckertwerke G.in.b.H., Germany.) 
July 10th. (Complete.) : 

14,209. “Improvements in apparatus for supplying electrical energy to a net- 
work by the aid of an auxiliary-current generator and an auxiliary line wire.“ 


SIEMENS Bros. & Co., Lrp. (Siemens-Schuckertwerke G. m. b. H., Germany.) 
July 10th. (Complete.) 
14,211. Starting apparatus with controller drum for induction motors.“ 


(Date applied for under Patents Act, 


SIEMENS-SCHUCKERT-WEnkE, G.m.b.H 
July 10th. 


1901, August 3rd, 1904, being date of application in Germany.) 
(Complete.) 

14.214. Improvements in electric furnaces.” F.A.KoarrLiw. (Date applied 
for under Patents Act, 1901, July 11th, 1504, being date of application in Switzer- 
land.) July 10th. (Complete.) 

14,221. "Improvements in means for producing current or radiations fora 
transportable wireless transmitter station." W. P. THowrsos. (Gesellschaft 
fiir drahtlose Telegraphie, G.m.b.H., Germany.) July 10th. (Complete.) 

14,222. “Improvements relating to the suspension of electric motors of loco- 
motives." THe BRITISH THomMson-Hovston Co., тр. (The General Electric 
Co., United States.) July 10th. (Complete.) 


14,256. Electric heating cartridges." A. VOELKER. July lith. 

14,293. * Improvements in electrical heating apparatus.“ C. MCINTYRE and 
A. U. ALCocK. July llth. 

14,207. '*Improvements in surface contact electric traction systems," E. A. 


MITCHELL and ‘THe DoLTER ELectrric Traction, Lro. July 11th. 


Experiments аге now in progress at the Jena , 
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14,314. “Improvements in or relating to microphone apparatus for telephone ` 


and other circuits." О. Masorana. July lith. (Complete.) 


44.217.’ Amprogements in p hase commutating machines." 
rrizitats ÁCT.-Gk84 VORMALB W. LAHMEYER & Co. (Date applied for under. 
Patents Act, 1901, July 11th, 1904, being date of application in Germany.) July 
llth. (Complete.) i 

14,318. ‘‘ Improvements in and relating to electric ignition gear for explosion 
motors." G. ConNILLFAU and A. Sainte-Beuve. (Date applied for under 
Patents Acts, 1901, December 29th, 1904, being date of application in France.) 
July lith. (Complete.) : 


14,820. Improvements іп single-phase alternating- current motors. 
SIEMENS-SCHUCKERT-WERKE, G. m. b. H. (Date applied for under Patents Act, 
1901, December 19th, 1904, being date of application in Germany.) July 11th. 
(Complete. ) | T | 

14,829. ‘Electrical igniting device for explosion engines." S. BuLLocK and 
A. R. BrLLocx. July llth. (Complete.) 


14,333. "Improvements in electric furnaces." Р. Giron. 
plete.) 


14,945. “Improvements іп or relating to electric switches for use in con- 
nection with motor-controllers, and for analogous purposes." THE ELECTRIC 


THe ELFE- 


July 1th. (Com. 


AND ORDNANCE ACCESSORIES Co., LTD., Ңовкнт F. HALL and J. R. GARNEM.- - 


July 12th. 


14,966. ‘Improvements in electric sparking plugs for internal combustion 
engine ignition.“ R. KENNEDY. July 12th. А 

14,400. “Improvements іп the manufacture of electrical resistanoes." С. 
Ruzicka. July 12th. 


14,401. ‘Improvements in alternate-current induction motors." L. J. Hust 
and TRR Sanpycrort Founpry Co., Ltp. July 12th. 


14,417. "Improvements in and relating to electrical connectiona for accumu- 
lators, induction coils, sparking devices апа the like." W. Garp. July 12th. 


14,420. “Improvements in electrically-o rated cranes, hauling gear and 
similar appliances.” G. R. HINGELBERG, D. G. Jones, F. L. BERRY and E. 
MIDDLETON. July 12th. 


14,441. Improved means for suspending and sustaining electric lamps and 
the like at any desired height." W. WHITAKEH, JUN. (Date applied for under 
Patents Act, 1901, July 14th, 1904, being date of application in United States.) 
July 13th. (Complete.) 


14,457. "Improvements in and connected with electro-magnetic annunciators . 
acting simultaneously as choking coils." Н. OPPENHEIMER. (Akt.-Ges., Mix 
and Genest, Germany.) July 13th. 


14,401.. "Improvements in e'ectric organ actions." Н. C. E. Jacosy. 
July 18th. 


14.465. Improvements in automatic cut-outs or switching devices for elec- 
trical indicating means." G. Harrison. (The Electric Railway Improve- 
ment Co., United States.) Fuly 13th. (Complete.) 


14, 466. Improved electric apparatus for interlocking electric signals and 
points," E.M. T. Boppam. July 13th. | 


14,467. “Improvements relating to electrotype plates." I. T. NELSON and 
J. Murray. July 13th. 


14,471. "Improvements relating to switching devices for use in electric flash 
advertising." L. K. Јов. July 13th. 


14,488. “Improvements in automatic electric switches." J. J. COACHMAN. 
July 13th. 


14,490. Improvements in and relating to electric switches." Тнк BRITIRH 


Тномяок-Ноовтом Co., Lip. (The General Electric Co., United States.) 
July 18th. ; , 


14,491. "Improvements in incandescent electric lamps and methods of 
making the sante.“ THE BRITISH Тноивом.Носѕтох Co., Ltp. (The General 
Electric Co., United States.) (Complete.) July 13th. 


14,496. *''Improvemenjs in electrolytic or liquid resistance apparatus for 
electric regulators, electric motor-starters, or the like." Н. Hirst and C. 8. M. 
MrbpLEN. July 14th. 


14,511. “ Improvements in electricity meters.“ 
LAIN & НоокнАМ, тр. July Hth. 


14.518. An improved system of electric ignition, for gas or petrol engines 


S. Н. HoL DEN and CHAMBER- 


and the like.” W. 8. Frost. Julyl4th. 

14,526. Improvements in arc lamps." B. M. DRaxR. July lith. 

14.559. Improvements in or relating to electric alternating current 
switches." С. W. З. CRAWLEY. July lth. 


14,565. Improvements in devices for protecting electric distribution systems 
and apparatus against reversal of energy." THE British Тномѕох-Носвтох 


Co., Lrp., and J. E. WoobpBnipoE. July 14th. 
14,506. “ Improvements in and relating to electric circuit-interrupting 
кй Тнк British THoxsoN-HovsroN Co., LTb., and E. B. WEpMORE. 
y lith. 


14,567. *‘ Improvements in methods of regulating alternating current dynamo- 
electric machines." THE ALLGEMEINE ELECTRICITATS-G HS. (Date applied for 
under Patents Act, 1901, July Lith, 1904, being date of application in Germany.) 
July lith. (Complete.) 

14,582. "Improvements in or relating to löw tension electric ignition 
mechanism for internal combustion motors." J. S. CRITCHLEY. July 15th. 


14.612. Improvements in apparatus for use in combination with electric 
stop motions as used on drawing, slubbing and other similar machines for 
preparing and spinning cotton and other fibrous materials." T. CHADWICK, 

uly 15th. 

14,014. ''Improved electric stop motion for drawing, slubbing and inter- 
mediate fian;es." Т. SCHOFIELD, July loth. | 


14,015. ‘Improvements in and relating to electric arc lamps.“ 
AND Co., LTD., and A. J. HopdsON. July 15th. 


14,730. ‘Improvements in controllers for electrically-propelled vehicles.“ 
J. S. RawonTH. July 15th. 


CROMPTON 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 


TuowxrsoN & Co., 322, High Holborn, W. C., and at Liverpool, price, post 
fiee, 9d. (in stamps). 


1904. 


ELECTRIC CURRENT GOVERN RS OR ELECTRO MAGNETIC Swi TCHES. А. J. Boult. 
(W. J. Richards, United States.) 28,398. December 27th. 


Етксттс SwircHks. R. Longden. 29,014. December 20th. 
Penpant Evecrnic Fixtures H. H. Lake. (W. 8. Bradshaw, A. Keough, M. 
Keough and J. Keough, U.S.A.) 49,401. December 3136. > 


ELECTRICAL SIGNALLING АРРАнАТОВ F. В. Stohnes. 
International Convention, March 19th, 19 4) 

ALTERNATING CURRENT Motors. A. P. Zuni. 

ALTERNATING CURRENT C. I. T. (TRI C MOTORS. The British Thomson-Houston Co. 
(General Electric Co., C. S. A.) 10.457. May 6th. 

EwNcrLoskp Fusks ron ELECTRICAL. INSTALLATIONS. W. 
May 9th. 


Motor VEHICLE FOR AGRICULTURAL PURPOSES, APPLICABLE ALSO FOR EXTINGUISH- 
On Y . var Я M ` * 
ING FIRES, WATERING GARDENS, GENERATING ELECTRIC LIGHT, AND OTHER 
PURPOSES. А. Frode. 10,711. May 10th, 


RE Cung: ENT ELECTRIC Circuit Breakers. L. Andrews. 
th. 


(Date applied for under 
29,532. December dist. 
4,227. April 9th. 


Fellenberg. 10,556. 


10,722. May 
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ELECTROLYTIC APPARATUS. H. 8. Blackmore and Е. A. Byrnes. 10,794. May 
10th. 


ELECTRIO ACCUMULATOR ELxernobs ов PLATES. A. Ricks. 11,288. May 17th. - 

Prockss FOR OBTAINING Рворисєң Gas AND ELECTRICAL ENERGY YROM PEAT., 
F. T. Warburton. 11,914. May 26th. 

Шон TExsioN ELECTRIC BwiTCHKS. The British Thomson-Houston Co. (Allge- 
meine Elektricitüts.-Ges., Germany.) 12,333. Мау 3ist. 

COMBINED ELECTRIC LAMP-HOLDER AND CANDLE NOA k. 
12,607. June 3rd. 


Е. О. Н. Tiffin. 


CONTINUOUS CURRENT ELERCTR!C MOTORS AND GENERATORS. L. Torda. 19,904. 


June llth. 


SIGNALS IN TELEPHONIC ЁхснАкок. H. Oppenheimer. Actiengesellschaft- Mix 


and Genest, Germany.) 19,648. June 16th. 
tric Co., U. B. A.) 15,118. July 6th. 
ELECTRIC Lionr Firmnes. J. G. Irving. 15,267. July 8th. 
Systems оғ ELECTRICAL DISTRIBUTION AND APPARATUS THEREFOR. 8. 5 0 


15,634. (Date applied for under International Convention, July 13th, 1908 
July 18th. 


Seace TELEGRAPHY. J. В. Stone. 25,641. (Date applied for under International 
Convention, April th. 4904.) November 24th. 

METERS FoR TH&EkE-PHASE ALTERNATING ELECTRIC CIRCUITS. The Union 
Elektricitits-Gesellschaft. (Date applied for under International Con- 
vention, May 15th, 1903.) 11,293. May 16th. 

ELEcTRICALLY-PROPELLKD VEHICLES. R. Thayer. 11,264. May 16th. 

ALTERNATING CURRENT DISTRIBUTING Systems, С. H. Merz. 11,864. May 17th. 

Swircaes. British Thomson-Houston Co., Ltd. (General Blectric Co., U. S.A.) 
11,448. May 18th. 

Switches. F. M. Green and G. Hallam. 11,720. May 2ist. 

SWITCH AXD Circuit Вакаккав. British Thomson - Houston Co., Ltd., and A. 8. 
Cubitt. 12,245. May 30. ' 

PRODUCING ELECTROTYPES. S. Cowper-Coles & Co., and 8. Cowper-Coles, 
13,012. June 8th. 

MEASURING AND lNDicATING Devices. G. Hughes. 13,627. June 15th. 

PROTECTING ELECTRIC APPARATUS AGAINST REVERSAL OF ENERGY FLow. British 
5 Co., Ltd. (General Electric Co., U. B. A.) 14,741. June 


SLIDING APPARATUS rox RA snd OR LowkRING ELrcTROLIERS. J. W. Lea and 
J. Н. Perrins. 15,832. July 9th. 

Dynamo ELECTRIC MACHINES ron HAND WORKING. 
Biegert. 15,517. July 12th. 

Meters. W. M. Mordey and G. C. Fricker. 15,704. July 14th. 

Boxes, Covers on CONTAINING Cases FOR ELECTRIC SWITCHES, FUSES AND THE 
Like. Т. Н. Marsh and A. B. Mudie. 15,770. July 15th. 

Gas ELrecrRic LAMP AND Arc Lamps. H. Beck. (Date applied for under 
International Convention, June 24th, 1903.) 16,242. July 22nd. 

Avromatic ELECTRIC Cut-Out S8wiTcH. E. J. Javaux. 16,993. July th. 

ELECTRICALLY-Dmivxw WINDING ENGiNES. А. Каку. 16,18. July 25th. 

Anc Lamps. A. D. Jones and the Jandus Arc Lamp & Electric Co. 
July 28th. 

SWITCHES FOR REVERSING THE CURRENT IN ELkcrRIC Motors. G. H. Whitting- 
ham. (Date applied for under International Convention, October 29th, 
1903.) 23,084. October 26th. 


Arc Lamps. J. D. F. Andrews and The Manufacturing Electric Co., Ltd. 
4,937. February 28th. 

ELECTRIC AND AUTOMATIC Working SION ALM. D. M, Daboo. 5,064. March Ist. 

ELECTRIC ALARMS, J. Kiewert. 5. WI. March 8rd. 

GEAR rok CONTROLLING Lirts AND Hoists. J. Bjórnstad. 5,874. March ith. 

Lists. J. Bush. 6,690. March 19th. . 

Movie THE Porntr on Exvecruic Tramways AND. Raitways. J. P. Tierney 
and J. Malone. 17,428. March 29th. | 

TELEPHONIC COMMUNICATIONS. J. H. Lee. 7,676. March 3186. 


WorKING OF SINGLE Lines or RAILWAY ON THE ELECTRIC STAFF OR OTHER 
Еікствіс Systems. С. M. Jawhs. 8,064. April 7th. 


SwITCHE8 AND Cincolt Breakers. W. G. Haywood and S. G. Brounger. 
April 19th. 


SrARTING Devices FoR Morons. British Thomson-Houston Co., Ltd. (General 
Electric Co.) 9,660. April 27th. 

CommuTaToRS ков DynaMo-Evectric Macnines. British Thoinson-Houston 
Co., Ltd. (General Electric Со.) 9,841. April 29th. 

RESISTANCE UNITS AND METHODS OF MAKING SAME. British Thomson-Houston 
Co., Ltd. (General Electric Со.) 9,842. April 29th. 

VAPOUR ELECTRIC APPARATUS. British Thomson-Houston Co., Ltd. (General 
Electric Co.) 9,844. April 29th. 

DvNAMO-ELECTRIC MacHiNES. British Thomson-Houston Co., Ltd. 
Electric Co.) 10,019. May 2nd. 


Dynamo-Evecteic MacHixks. L. Wilson. (Date applied for under Patents 
Act, 1901, June 1st, 1909, being date of application in U.S.A.) 11.604. 
May 20th. 


Vapour ELECTRIC APPARATUS FOR RECTIFYING ALTERNATING ELECTRIC 
CURRENTS. M. von Recklinghausen. 11,832. May 24th. 

LINING AND [INSULATING OF CHAMBERS OR CAKES CARRYING SWITCHES OR 
Fuses OR BOTH. J. Н. Ward and M. H. Goldstone. 12,076. May 27th. 
INTERCOMMUNICATION TELEPHONE Systems. I. N. Birnl aum and H. G. White. 

21,995. October 12th. 

CONTROLLERS FOR ELECTRIC Motors. P. M. Justice. 
Co., U.S.) 22,326. October 17th. 

SwitcHes. W. М. Scott. 23,001. October 25th. 

Fire ALARMS. W. B. Hopkinson. (Date applied for under Patents Act, 1901 
April 15th, 1904.) 23,182. October 27th. 

SPARK GAP APPARATUS FOR USE WITH HIGH FREQUENCY CURRENTS, PARTICULARLY 
ADAPTED FOR THERAPRUTIC WORK. Н. H. Lake. (The Electro-Radiation 
Co., United States.) 25,378. November 22nd. 

Rotary SPARK-GAP APPARATUS FoR Usk witH HIGH FREQUENCY CURRENTS. 
H. H. Lake. (The Electro-Radiation Co., United States.) 25,282. Novem- 
Le: 22nd. 

CURRENT CONTROLLING SystEMs. A. C. Eastwood. 
under International Convention, June 4th, 1904.) November 30th. 

Anc LAMP Evectroves. С. P. Steinmetz. 26.917. December 9th. 
ExrnNcovisHiNG Gas Lamps By Exectnicity. G. Giorgi. 27,207. December 
lith. : 
METHOD OF WINDING FOR ASYNCHRONOUS ELECTRICAL MACHINES FOB PRODUCING 
A V RIABLE NUMBER OF POLES IN THE PROPORTION OF 1:2. Biemens- 
Schuckert-Werke Ges. Mit. bes. Haft. 27.702. (Date applied for under 

International Convention, February 13th, 1904.) December 19th. 

ELTCT HIC Percussive Toots. P. A. Newton. (The American Inventions Co., 
United States.) 27,842. December 20th. 

INCANDESCENT ELEcTRIC Lamps, F. W. Howorth. 
United States.) 28,458. December 27th. 


ELECTRIC LIGHTING ARRANGEMENTS FOR INTERNAL COMBUSTION ENGINES. L. 
Renault. 28,424. (Date applied for under Patents Act, 1901, February 21, 
1904, being date of application in France.) December 29th. 

Spack TELEGRAPHY. J. S. Stone. 29,112. (Date applied for under Patents Aot, 
1901, February, 1901, being date of application in United States.) Decem- 
ber 30th. 

Spack TELEGRAPHIC RECEIVING SysTEMs. J. S. Stone. 29,143. (Date applied 


for under Patents Act, 1901, February, 1904, being date of application in 
United States.) December 30th. 


J. L. B. Meuseh and О. 


16,603. 


8,922. 


(The Volt .ge Controllers 


26,098. (Date applied for 


(J. H. Guest and C. I. Hills, 


(General Elec-. 


(General 
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THE L. & Y. DISASTER, 


Тнк deplorable accident which took place on Thursday 
last week at Hall Road, on the Lancashire and Yorkshire - 
Railway Co.’s Liverpool-Southport electrically - equipped 


railway, is another of the occurrences that from time 


to .time startle the public, and illustrate, inter alia, 
the absolute dependence of the railway service upon 
the individual. The occurrence is the first) in this country 
in which a collision leading to loss of life has taken 
place between electrically-driven trains and, whilst we 
sympathise to the fullest extent with the unfortunate 
victims of the accident and their friends, it is some 
satisfaction to note that the accident was in no way 
attributable to the electrical equipment of the line. 
The circumstances attending the occurrence, and the 
signalman’s frank confession of error. put the matter 
beyond doubt. 
_ As the coroner's inquiry stands adjourned to the 10th inst., 
and the Board of Trade inquiry was only commenced on 
Tuesday last, it is not desirable to discuss or comment on 
the actions of any person who may be held to be responsible 
for the accident, the more especially as the coroner, when 
addressing the jury, intimated that one of the questions they 
would have to consider would be the degree of culpability of 
the person found to be at fault. Nevertheless, a 
recapitulation of the main facts connected with the event 
will be useful in showing that the disaster was due, primarily, 
to the same cause that has led to previous accidents, 
namely, to failure of the human element of control. 

The accident occurred to the 6.30 p.m. train from 
Liverpool, which was fairly well filled with passengers. The 


train seems to have passed the Hall Road distant signals at 


“ danger іп the ordinary course, and on arrival near the 
signal-box the driver was called forward by a hand signal 
given by the signalman, who appears to have been under the 


impression that his mechanical signal was out of order. At 


the time, the points over which the train had to pass to 
continue its journey were set for a siding їп which anothet 
train was sanding. The fact that the points were in this 
position would be plainly evident to the signalman by the 
position of the lever controlling them, and was further 
evident from its locking the signal, by which he should have 
given permission for the train to proceed, in the “ danger ” 
position. Notwithstanding these plain indications,» the 
signalman seems to have jumped to the conclusion 
that his inability to lower the signal required was due to 
the interlocking mechanism of the signals, &c., being out 
of order, and without verifying the assumption, or examining 
the position of the levers controlling the operation of the 
signal lever, through the interlocking, he gave the fatal 
hand signal to the driver to proceed, with the result that 
20 persons were killed and others seriously injured. 


[165] D 
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The signalman’s own statement concerning the occurrence 
is as follows :— 


I very much regret to say that I turned the 6.30 p.m. from 
Liverpool to Southport on July 27th into the middle siding. 

I had my outer and inner distance signals at danger, and on the 
train approaching, I lowered my home and advanced siguals for the 
main line, and gave the drivcr a green flag to go ahead. 

At this time the points were set for the middle siding. When I 
gave the driver the hand signal to go right away I was under 
the impression at the time that the N 37 signal was out of order. 

I deeply regret my error in this instance. 


Read between the lines, this is a most pathetic statement. 


Considered from a technical point of view, it illustrates the 
ease with which the most elaborate precautions to ensure 
safety may be made of no avail. What the condition of the 
signalman’s mind was at the time to cause him to misinter- 
pret the plain indications afforded by the apparatus under 
his care, or what were the precedent events which may have 
contributed to that state of mind, there is as yet no evidence 
to show, and it is not our province to inquire. There are a 
number of points in the descriptions given by the daily 
Press which’ are not at all clear, and which are contrary to 
ordinary railway practice. 
however practically they may bear upon the events leading 
to the accident, would be prejudicial to those concerned, and 
is, therefore, inadmissible at present. Under the close 
scrutiny to which the occurrence will be subject in the 
course of the Board of "Trade inquiry, it is quite certain that 
all particulars will obtain full publicity and that the blame 
will be fairly apportioned. 

Leaving this part of the subject for the present, one notes 
with satisfaetion- the eminently sensible remarks of the 


Coroner with respect to the electrification of'the line and the. 


apparent endeavour by certain anonymous persons to pre- 
judice opinion against electric traction, or to connect the 
accident with the fact that electricity was employed to 
furnish the motive power. However remote máy be the 
connection, or however absurd the implication of connection 
may be to the technical man, there are always numbers who 
are misled by such stories, no matter how foolish, improbable, 
or exaggerated they may be. In this case the evidence is ко 
plain аз to require no confirmation. 

The accident was not due to any system of traction, and 
would have taken place as readily with steam traction 
as with electric. Nor was it due in any way to lack of 
apparatus on the part of the company ; the evidence already 
available shows that the signalling apparatus is completely 
up to date, and was in good order at the time of the occur- 
rence. As in so many cases, as shown by the Board of 
Trade inspectors' reports during the last 30 years, the acci- 
dent was entirely due to the failurs of the weakest link in 
the chain of signalling. The weakness of this link has been 
pointed out in these columns again and again. 


APART from all questions as to the 
cause of the disaster on the Lancashire 
and Yorkshire Railway, one fact appears 
prominent, and that is, that passengers were carried at tlie 
very front of the а. with neither locomotive, tender, nor 
evey a guard's van interposed between them and the object 
run into. Of 25 people in the first car, 20 were 
killed outright and the others injured, and just as long as 
passengers are thus carried right in the forefront of, a train 
shall we see what might otherwise be slight accidents 
develop into seriously fatal ones. It has long been known 
that the engine is a great protection to the train behind it, 
and the interposition of the guard’s compartment has often 
helped. to moderate the effect of a collision on the following 
carriages. Something has to smash when a heavy train is 
brought too quickly to a standstill, and nothing better is 


The Need of a 
Buffer Car. 


A discussion of these points, 


known so far than a front carriage. This the accident 
strongly proved, for very little harm happened behind: the 
first car. The only faulty thing was that passengers were 
carried in this leadiug car, and they also were smashed with 
it. The facts have been all too obvious for more 
than half a century, yet nothing .has been done, and in 
the commencement of clectric railway traction it seems 
regrettable that no steps have been taken in this direction. 

: Every train should have an empty leading car. It would 
re juire, of necessity, to be as heavy asthe cars behind it, and 
might be constructed with a special filling of wood or wicker 
or springs capable of being crushed up bv the following cars, 
which would be brought somewhat gradually to a stop. It 
may also be argued, not without reason, that the framing of 
the front buffer car should be so arranged that it should not 
telescope over, but. under, the frames of the following cars. 
With this extra length of buffer car, the platforms of way- 
side stations need be made no longer than they are at present, 
for the front car could always be overrun. 

It is possible that those who believe in having a loco- 
motive at the head of a train will find in this accident 
an opportunity for pushing their views. We are aware 
that some engineers.do not approve of a train being propelled 
entirely by its own wheels. This question we need not stop to 
discuss at length. The opinion exists, and is at least entitled 
to consideration. It may be based only on habit—on a 
mental bias against changing the system of haulage—but 
those who uphold self-motive cars must be prepared to meet 
objections to them. But whatever be done, the front and 
the rear of every train require some sort of a buffer car to take 
the shock of front or rear collision. 

Since writing the foregoing we have received information 
that this question has been raised in the House of Commons 
by Mr. Marshall Hall, who asked the Secretary to the Board 
of Trade whether he would consider the advisability of 
making it compulsory for all electric trains to be provided 
with a buffer or empty carriage in the front, and of issuing 
further regulations with regard. to tie use of facing points, 


‚Мг. Bonar Law replied. that both these questions would be 


taken 1nto consideration. 


THE letter of ** Telephone," published 
im our issue of July 28th, draws attention 
to what is really one of the chief 
difficulties in the working of the telephone service in London 
—the extraordinarily careless and inconsequent manner in 
which the service is often worked from the subscriber's end 
of the line.. The average telephone subscriber is willing on 
all possible occasions to ventilate his grievances as to getting 
* wrong numbers," being prematurely * cut off" from the 
right one, or being told that the number wanted is 
“engaged.” But although these defects in the service 
occur, and, doubtless, will continue occasionally to occur 
until humanity and machinery both become infallible, it is 
too often overlooked that by far the larger propc:tion of the 


Telephone 
. Etiquette. 


friction which occurs in the daily working of the telephone 


service is due to the totally unintelligent manner in which 
the service is handled by many subscribers or their epus 
sentatives. 


The experience of “ Telephone,” asked in succession by 
four different people to state who he was and what his 
business was, is not only not. uncommon, but is so. familiar 
to us all that doubtless it is repeated. thousands of times a 
day in London alone. The drag on the whole service, the 
waste of valuable time, and the exasperation caused by the 
London telephone subscriber's s habit of entrusting his tele- 
phone service to the crass TUR of the average office 
boy, largely detract from the general value of the service to 
the public. It is shocking to contemplate the economie 
waste which arises from the continual. mishandling by a 
large proportion of the users of a complicated organisation 
and service de: ding with an average daily traffic of some half 
a million calls. The lack of intelligent operation of the 
public end of the telephone service is so widespread, that we 
fear it will be necessary for the National Telephone Co. and 
the Post Office to undertake а systematic 


campaign of | 
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education of the telephone- using public, to effect any 
general improvement. Yet one would think that the 
natural intelligence of the ordinary business man would 
be equal to grasping the fact that it is contrary 
to bis own interests to allow his customers and corre- 
spondents to be insulted and annoyed by impertinent 
and slipshod speech and methods on the telephone. There 
is too much tendency to regard the telephone merely as а 
machine, and to ignore the fact that a telephone call means 
that there is a human being—very often of the most 
important type, a customer—-at the other end of the line. 
Аз a result, the caller by telephone is often treated to a 
slovenly lack of attention which would scandalise the most 
rough and ready business man if shown to a caller in person. 

The intelligent way to use the telephone service is to use 
it as ‘directly as possible. Telephone calls are generally as 
important as letters and telegrams—often much more so— 
and no business man dreams of deputiug a raw office boy 
to receive and answer letters and telegrams. In any well- 
organised office it should be the duty of a well-trained and 
responsible clerk to answer the telephone, one who appreciates 
the advantages of courtesy, and of sufficient intelligence 
to ui derstand that to transfer a call to a second person, 
without also passing on the name of the caller, and whatever 


message has been received, is both discourteous and time- : 


wasting. If an office boy must be employed to handle the 
telephone service, at least teach him to handle it efficiently — 
to use the instrument properly, to speak politely, and to take 
down names and messages accurately and pass them on 
quickly. And after having taught him these things, see that 
he does them. 


Вст a few years ago oppesition to muni- 
The o cipal trading had for its ammunition mainly 


ains Gs | | кр 
del political theories, economie — principles, 
Speculation. and general experience. of the common 


deficiencies of human nature. The three 


were enough to make some controversial impression on most. 


men of business, but not to induce them to take active part, 
and, of course, on the bulk of the population there was no 
perceptible effect at all. Now, however, what may be 
termed the purely theoretical opposition to municipal’trading 
has attached to its train a long апау of disagreeable facts 
that make it much more formidable in its appearance. 
Merchants, manufacturers, and shopkeepers are actually 
feeling the pinch of high rates resulting from the careless 
borrowing and prodigal expenditure of local anthorities, 
and at the same time the working classes, who were.che: ated 
into the hope of general municipal employment at fancy 
rates of wages, are finding it, increasingly difficult to 
obtain any kind of ИТИ Consequently, such an 


institution as the Industrial Freedom League, the report of 
whose aunual meeting is now before us in pamphlet form, 
rests on à. much broader and. more popular basis than at the 
time of its inception. Its work touches the everyday expe- 
riences of the people, and the absurd charge is no longer 
repeated that its purpose js to assist. private electrical enter- 
prise alone. We have in this pamphlet impressive warnings 
from seven or eight men of business of the very highest 
rank, whose public responsibilities make it incumbent on 
them to weigh well every word they utter, and whose know- 
ledge has been gained in widely various spheres of activity; 
and what these representative men express, together with 
the approval of those who give only silent support to the 
League, is practically the unanimous opinion of the 
managers of England's industry, that unsound, muni- 
cipal speculation is threatening the foundations of our 
prosperity. The speeches here reported are so closely 
reasoned and stored with important evidence that we 
cannot fairly attempt to make extracts. All we can do 
is earnestly to recommend their study, and at the same time 
to wish more power to the League, whose secretary, Mr. 
P. S. Bridgeford, is entitled to high praise for the discretion 
and perseverance he has shown in the face of senseless abuse 
and demagogue denunciation from parties whose personal 
_duterests oblige them to tight desperately for the continuance 
“of heavy municipal ex| enditure. 


H.M. ConsunL at Moscow, Mr. Grove, 

Ele 5 in his report on the trade in his district 
in 1904 again deals with some of the 

factors which restrict British trade with Russia. These are 


oft repeated, and seem to fall on absolutely deaf cars. There 


is the complaint that it is almost impossible to "induce 
British manufacturers to make minor alterations to suit 
local taste or necessity. -The British manufacturer, also, 
does not offer the same inducements that are offered by his 
German rival of long credit, quotations in Russian weights, 
measures, coins, and language. There is the usual British 
dumping of British catalogues with British descriptions, 
weights, measures, and coinage. The Consul suggests that 
if it is impossible to prepare catalogues in Russian as is 
done by some British firms, lists and prices in German may 
be sent, and are more likely to be understood than those 
printed in English. Electrical manufacturers will be glad 
to learn that the employment of electricity is rapidly in- 
creasing in Russia. "They will not, however, be so glad to 
learn that Germany seems to have the lion’s share, both as 
regards getting the big contracts for electrifying railways, 
and for supplying all sorts of plant. The installation of 
electric lighting, “together with conversions from horse to 
electric tractiou, is taking place in several towns, but ev ery- 
where it is being done by German firms. .Of the total im- 
ports of electrical plant and appliances, more than three- 
fourths come from Germany, and only a very small fraction 
from the United Kingdom. 


f 


THE Telephone Committee appointed to 
consider the agreement between the Post- 
master-General and the National Tele- 
phone Со. has issued its report, an abstract of 
which appears оп another page. It finds that the policy 
of purchase is to be preferred to other alternatives, and it, 
therefore, recommends the adoption of the agreement w ich 
certain modifications, of which the most important are: — 

That municipal licences can be granted between 
August 31st, 1905, and December 31st, 1911, without 
giving the National Telephone Co. rights to compensation 
under the Telegraph Act of 1899. 

With regard. to the staff, the Committee recommends. 
that all officers and servants who have been not less than two 
years in the service of the company on December 31st, 1911, 
shall be taken over by the Post Office. 

Officers and servants not participating in the pension 
scheme of the company, but who would be on the established 
list if they were in the service of the Postmaster-General, 
shall be entitled to count their past years of continuous 
service with the company, subsequent to 1909, as years 
passed in the Civil Service of the Crown. 

From August 31st, 1905, the company should be 
required to submit all candidates for service to the same 
medical examination as the Government service would 
require. Emplovés now in the service of the company, if 
taken over by the Post Office, should not be required to 
submit themselves to medical examination. 

It would seem that the reasonable efforts of the staff to 
improve their prospects have resulted in some satisfactory 
recommendations. 

The other recommendation to which we have referred 
may be regarded as a concession to the municipal idea, and 
an indication that the Committee has not clearly grasped 
the requirements of the telephone service. We do not 
attempt to forecast the attitude of the Postmaster-General 
or of the company upon this recommendation, but it is саху 
to see that it is of little practical importance. We cannot 
conceive of апу additional municipalities. embarking on 
telephone’ enterprise after 1905, and it is still more 
difficult to conceive that the Postinaster-General should, say, 
in 1907, license a municipality whose business would be 
conducted in competition with the licensor after 1911. 
The reason for the recommendation is, as we lave said, nob 
very intelligible, but we do not doubt that the Postinaster- 
General will know how to deal with it. 


The Telephone 
Agreement. 


e тч em 


168 i 


THE ELECTRICAL, REVIEW. [VoL57. No. 1,445, Avavsr 4, 1906. 


JOHNSON - LUNDELL REGENERATIVE 
SYSTEM OF ELECTRIC TRACTION. 


On Thursday last, by the courtesy of the Johnson-Lundell 
Electric Traction Co., Ltd., we were enabled to visit their 
new works at Southall, and to witness tests of the perform- 
ance of a dummy car equipped with the Johnson-Lundell 
regenerative system of motors and controllers. The equip- 
ment behaved exceedingly well, running round а circular 
track оп the premises of the company, at speeds ranging up 
to 17 miles per hour; the acceleration was smooth except for 
a slight jerk at starting, due to a cause explained below, and 
no fault could be found with the running at steady speed. 
When it was desired to stop the car, regeneration com- 
menced at once, without excessive rush of current, and con- 
tinued at a high value down to a remarkably low speed— 
certainly not more than 2 miles per hour; speeding up and 
checking the car, as though making progress at low speeds 
through crowded: traffic, were accomplished with ease, the 
checking being applied purely by the regenerative action of 


the motors, which could easily be observed ou the ammeters. . 
Ав with all regenerative systems, a mechanical brake was. 


necessary, to pull up the car to a dead stop and hold it on 
an incline, and this took the form of an automatic brake, 
which came into action when the controller was put to the stop 


Fic. 1.—Parts or JOHNSON-LUNDELL REGENERATIVE Moron. 


position, but was relieved directly the controller was put in 


operation again. Tte brake could also be applied instantly 
in emergency by the movement of a switch. 

The Johnson-Lundell system is based essenftal/t upon the 
use of the series-parallel principle ; in fact, this is carried a 
Stage further than usual, the motors in the equipment shown 
having double-wound armatures, with two commutators each, 
and all four armature windings being connected in series at 
the lower speeds. Four motors, however, could equally well 
be used, and it is not absolutely necessary to have more 
than two commutators. | 

Thanks to the double series, and the use of strong fields, 
the usual main circuit resistances can be dispensed with ; 
series resistance is used only on the first starting step in 
order to avoid a jerk in starting (the slight jerk noticed last 
week was due to this resistance having been made too small). 
Moreover, when regenerating, the same factors enable the 
process to be continued almost down to а standstill. In 
order to facilitate the obtaining of the most powerful fields, 
the most rapid response in variation of field strength to 
changes of excitation, and perfect equality of k. M. F. between 
the two motors, the field-magnet cores and yokes are 
laminated throughout, in accordance with designs of Mr. 
Lundell, which secure mechanical rigidity independently of 
the laminations. Figs. 1 and 2 show the parts of the 
motor, which looks somewhat different from the ordinary 
type, but is of about the same size, and weighs 2,100 lb. 
for a rating of 374 н.р. (the size used for the demon- 
stration ). , 

Thanks to the elimination of the main circuit resistances, 
the transition from motoring to generating takes place with 
a very small change in speed, or in field strength, and as the 
generating functions are regulated by the main controller, 
starting from the highest step, regeneration. commences at 
the maximum speed attained, whatever it may be, and con- 
tinues down to walking speed, being all the time under full 
control. 

In the earlier days of the Johnson-Lundcll system (our 


readers will remember that it was experimentally in use in 
Newcastle in 1902*, the motors were compound-wound, both 
when generating and when motoring. In a report on the 
above-mentioned trials, Mr. H. F. Parshall pointed out that 
whilst the input was 15 per cent. less than with the series- 
parallel system using  series-wound motors, and the 


Fic. 2.—CoMPLETE McTOR AND GEAR-CASE. 


regenerative function restored 25 per cent. of the input to 
the line, the loss in the shunt winding when motoring 
amounted to 15 per cent. of the input, thus neutralising 
the advantage derived from double-series paralleling. ' ~. 

To overcome this drawhack, the engineer of the company, 
Mr: Gustaf Lang, whose enthusiasm and resourcefulness are 
only equalled by his courtesy, invented a modification of the 
original system which constituted a very important forward 
Step. The following is a brief description of the system 
devised by him. 

Mr. Lang decided from theoretical considerations that 
the machines must be pure series motors when accelerating 
and running, and compound generators when regenerating. 
To accomplish this object, without having idle copper on the 
fields at any time, he sub-divided the fine wire windings 
in such а way that they could be grouped in parallel 
and used as series windings, as shown in the accompanying 
diagrams. - 

The permanent series windings аге few in. number, and 
when regenerating they act in opposition to the shunt wind- 
ings; it might be thought that this implied waste of copper, 


Fic. 3.— PLATFORM CONTROLLER. 


but in practice it is found to be a highly advantageous 
arrangement, preventing sudden heavy rushes of current 
when regenerating. 

The radical changes of connections necessitated by the 
system outlined can be made in the main controller, and 
were, in fact, originally made in this way: it is preferred, 
however, to perform the grouping of the shunt coils with 
the aid of a separate “ field changer,’ which is normally 
held by a spring in the position which gives the motor а 
series characteristic. When it is desired to bring the com- 
pound winding into action for regenerating. a button is 
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pressed in the handle of the controller: this closes the 
circuit of a solenoid, which pulls the field. changer into the 
compound position. Any failure in the solenoid circuit 
merely releases the field changer, and allows it to resume the 
series position, under which condition the car can be operated 
exactly like any ordinary car, but retaining the advantage of 
double series-paralleling. — EE bu AN 

It is important to note that the whole of the control is 
effected with the one controller handle; this is made clear 
by the accompanying diagrams of connections. 

Diagram 1. shows the successive arrangements whilst 
accelerating ; every notch except the “ starting " notch is a 
running point, with full efficiency. The connections are as 
follows, the fields being series wound :— 


| 


* Starting. Four armatures in series, resistance in. 


* Notch‘l. " 2 full fields, no resistance. 
„ 2. a { " fields shunted. % 
„ 3. s з fields further weakened. 
+ 4. Two armatures in series, full fields. 
„ H. " T fields shunted. 
„ 6. i " fields further weakened. 
e „ 7. Four armatures in parallel, full fields. 
„ 8. T Г fields shunted. 
6 9. fields further weakened. 


77 * 77 


* These positions are shown on Diagram I. 


Passing to the regenerating condition, Diagram IT. shows 
the connections and steps; the transition from “notch 9 
accelerating " to “ notch 9 regenerating,” with the differential 
cómpound characteristic, is effected purely by pressing the 
button in the controller handle :— 


* Notch 9. Fourarmatures in parallel, fields weakened. 
stronger fields.’ 

" full fields. 

Two armatures in series, fields weakened. 
stronger fields. 

К 5 stronger fields. 
Four armatures iu series, fields weakened. 
stronger fields. 
LIP ; | - full fields. 

* Starting. " в resistance in main. 


* These positions are shown on Diagram IT. 


77 os * 97 


1 


57 a 
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It will be noticed that the series coil is permanently 
shunted (when regenerating) with a resistance ; there 18 no 
resistance in the main circuit except on the “starting 
notch,” at walking pace. The shunt coils are connected 
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Fic, 4.—FIELD-CHANGER. 


across the outermost terminals, so that the motor fields are 
equal. It will be scen that the connections are by no means 
во complicated as might be anticipated. The ficld changer 
(fig. +) is situated in the truck between the motors, and the 
connections therewith are short. Excessive currents returning 
to the line, with the resulting jerks, are prevented by the 
differential winding, and both the acceleration and the 
retardation were observed, whilst riding on the car, to be 
smooth and gradual, under all the varied conditions that 
could be devised by Mr. Johnson, who captained the car. 
The effect of holding the handle fixed on one of the 
notches when regenerating is simply that the speed falls 
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NOTCH 4 ~ 


a, armatures; F, fields; R, resistance. 


Diagram I.—CONNECTIONS WHILST ACCELERATING ов RUNNING. 


NOTCH 9. 


NOTCH . 


STARTING. 


A, armatures; F, fields ; n, resistance/ 


DiARAM EI.—CONNECTIONS wHILST REGENERATING. 
E 
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until the motors change their function from generating to 
motoring, and the car runs on steadilv at a definite and 
constant speed, the only difference from normal running 
being that the efficiency is. somewhat lower. Directly the 
regenerative button is released, the field changer restores the 
normal series characteristic. The variation of the shunt 
excitation is effected by extra fingers on the platform con- 
trollers, which are brought into play bv tlie field changer, 
the fingers which vary the series excitation when accelerating 
being simultaneously put ont of action. The platform controller 
Closely resembles the ordinary series-parallel type, with the 
afore-mentioned modifications, and is no larger (fig. 3). "The 
field changer was exposed to view during the demonstration, 
and it was noticed that there was practically no sparking when 
changing the connections, due to the fact that the fields are 
always partially maintained by series winding. The aban- 
donment of the compound winding for acceleration greatly 
simplified the design and improved the proportioning of the 
field windings, besides rendering it possible to operate the 
car with one motor in case of need. 

The automatic mechanical brake gear, which was devised 
by Mr. E. Н. Johnson, calls for special mention. Obviously, 
regenerative brakiug cannot alone suffice to hold a car at 
rest on a grade, nor to bring it quickly to a dead stop on 
the level. In order to prevent overlapping of the two 
functions, Mr. Johnson has arranged his brake so as to 


Fic. 5.—JOHNSON AUTOMATIC BRAKE GEAR. 


come into action when, but not before, regeneration ceases. 
The brake is electrically controlled, but is applied by power 
derived from the car axle. Fig. 5 shows the gear in 
elevation and plan, as applied to the ordinary wheel brake 
system ; it can equally be adapted to track brakes, and the 
brakes can in any event be operated by hand also. 

Two stout steel cables are led from the end of the braking 
lever to the ends of a spiral friction band on a drum fixed to 
one of the axles. Normally the band is open and free, but 
when both ends of it are pulled, it binds on the drum and 


puts the brakes on, no matter which way the car may be 


running. This necessary pull is exerted by a weight, 
attached as shown to a pulley, round which, passes a cable 
connected with the ends of the friction band. The weight is 
supported by a solenoid, which is controlled by contacts in the 
platform controller, and comes into action whenever the con- 
troller handle is moved to the starting or any other active 
notch. Putting the controller to „stop“ releases the 
weight and puts on the brake; moreover, any accident what- 
erer causing ‘interruption of the electrical circuit imme- 
diately puts the brake-full on without the intervention of 
the driver. The force with which the brake shoes are 
applied to the wheel depends upon the magnitude of the con- 
trolling weight, and can therefore be adjusted to any desired 
value. А separate switch on the dash may be provided for 
breaking the circuit of the solenoid in emergency, and thus 
applying the brakes instantaneously. | 

Special attention is called to the claim that the сһагас- 
teristic feature of the equipment as a whole is that of the 
ordinary  series-parallel arrangement, carried one stage 
further, and-that the failure of any of the devices connected 
with the regenerative functions affects the latter only, thus 
eaving the reliability of the equipment unaffected. ` 


Ф 


connection with either the controllers or the motors. 


From the foregoing it will be seen that the Johnson- 
Lundell system, as improved by Mr. Lang, possesses many 
interesting and novel features. The behaviour of the 
dummy car (which was loaded with motors weighing 4 tons, 
to bring up the weight approximately to that of an ordinary 
car) was al that could be desired, the slight jerk at starting 
being merely a matter for adjustment. The fact that 
regeneration took place when slackening speed on a level 
track was abundantly demonstrated, and the proper action 
of the mechanical brake was likewise observed. 

Granting, then, the success of the demonstration, the 
question arises as to the prospects of the system under com- 
mercial conditions. The possibility—indeed, the complete 
practicability—of economising expenditure both upon energy 
and upon wheels and brake shoes hy the use of regenerative 
braking has been fully demonstrated, as our columns have 
borne witness from time to time ; the more undulating the 


track, the greater is the economy effected, but even upon 


level tracks important savings can be made. The only matters 
outstanding, therefore, arethe allied questions of reliability and 
maintenance. Taking into consideration the records of 
electrical operation of tramcars and railway trains, of 
which the former is really much the more arduous and 
trying to the electrical connections, there appears to be no 
reason to anticipate that difficulty will be experienced in 
In the 
case of the latter, it is true that a shunt winding i8 more 
difficult to insulate satisfactorily than a series winding—but 
this has been accomplished by others. Given good work- 
manship and materials and competent supervision during 
construction and erection, the electrical equipment can 
certainly be depended upon. As regards the automatic 
brake, it is obviously impossible to set this so as to 
give the maximum braking power (i. e., just short of skidding 
the wheels) under all conditions of rails and weather : the 
brakes must therefore be set in accordance with the worst 
conditions of greasy rails, so that in no circumstances can 
the wheels be skidded. In case of need they can be applied 
by hand, when the driver will be no worse off than at 
present. We think, however, that no car should be wholly 
dependent upon one set of braking conditions ; when the 
wheels are used for electrical braking, as in this case, it is a 
great mistake to use them for mechanical braking also, 


thus absolutely staking the safety of the car upon the con- 


tinned revolution of the wheels. The mechanical brake 
ought to be applied to the track, and might then be 
permanently set for the full braking power. The choice 
between wheel and track brakes lies with the tramway 
engineer; the Jobnson-Lundell Co. are willing to apply 
either, and consequently the drawback above mentioned is 
not inherent to their system. 

We conclude, therefore, that there is no prima facie ground 
for objection to the Jolinson-Lundell system, while on the 
other hand, there are powerful arguments in its favour. The 
verdict can only be given after due trial under commercial 
conditions, and we hope soon to hear of the experimental adop- 
tion of the system by engineers who are in search of economy. 
While the actual saving must, of course, depend upon local con- 
ditions of running aud topography, and therefore cannot be 
broadly stated, we may say tha& the company claim generally 
a saving due to the elimination of main circuit resistances of 
about 15 per cent. of the input: a saving due to regenera- 
tion, with a schedule speed of 8 miles per hour and six stope 
per mile, of 20 per cent. : and a saving due to gravitational 
regeneration, on the average, of 10 per cent., giving a com- 
bined economy of 40 per cent. on the ordinary input. In 
addition, there is, as we have on previous occasions explained, 
a saving in cost of generating plant and mains, and in that 
of wheels and brake shoes. 


Lifts: Hydraulic and Electric. — The. London 
Hydraulic Power Co. have issued а’ small pamphlet on lifts, advo- 
cating, of course, the hydraulic power lift as against the electric 
power lift, and they still further advocate the old ram type of lift 
as the safest of all. They regard the electric lift as a mere rever- 
sion to the abandoned steam winch. Supporters of the electric 
elevator may be expected to counter the claims made for the 
superiority of hydraulic lifts. It is a matter of common knowledge 
that electric lifts are far cheaper to run. 
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THE CONTINENTAL ELECTRICAL 
ENGINEERING INDUSTRY. — 


IT is reported that the financial group associated with the Brazilian 
Electricity Co. have sold the latter's undertaking to an American 
syndicate for the sum of £850,000. The Brazilian company holds 
all the sbares in the Villa Isabel tramway at Rio de Janeiro, and 
works the telephone service in the same city. Its share capital 
amounts to £250,000, of which the Berlin Electric Light and Power 
Investment Co. owns £64,000, in addition to having advanced over 
£185,000 to it by way of loan. It is, therefore, assumed that the 
Investment Co. is one of the principals concerned with the 
rumoured sale. 
interested itself is the proposed reorganisation of the Russian 
business of the Helios Electricity Co., but it is uncertain whether 
this wil lead to any practical result. Ак far as the Helios Co. 
itself is concerned, it ia stated that the balance-sheet prepared for 
the end of February shows a surplus of £30,000. It yet remains 
to be seen whether any of this sum will be available for distribution 
among the shareholders in view of the international engagements 
of this liquidating company, whose works have been purchased by 
the two leading German electrical groups. The position of the 
bondholders and bank creditors has, however, so far been secured 
that repayment will be made at the beginning of next year. 
/ 


GERMAN COMPANIES. 


The Continental Co. for Electrical Enterprises (Gesellschaft für 


Elektrische Unternehmungen), of Nuremburg, which is the financial 
trust of the Schuekert Co., is now for the fifth time unable to pay 
any dividend on the share capital. A loss of £66,169 was incurred 
їп 1901-2, of £21,007 in 1902-3, and of £34,350 in 1903-4, but for 
the past year the accounts reveal the meagre surplus of £260. The 
situation of affairs in the last two vears is set out aa follows :— 


| 1904.5. 1903-4. 
Share capital ... oF -— . . £1,600,000 £1,600,000 
Interest receipts and profits from | 

undertakings ... . ... 135,960 121.880 
Working expenses, taxes, &c. 9,785 15,563 
Interest payments on bonds 19,407 19,800 
Interest and bank charges ... а 62,182 67,173 
Renewal and capital redemption of 

undertakings worked by the 

company ... S TT js 20,401 19,127 
Depreciation and loss on securities 23,925 34,567 


The total outgoing charges for 1904-5 will be seen to amount to 
£135,700, thus leaving the small surplus already mentioned. Of 
the total share capital of £1,600,000 the Schuckert Co. holds 
£1,441,000, which is booked by the latter at one-half, namely, 
£720,500. 'The report of the directors of thc Continental Co., 
which has to record the existence of a debit balance of over £93,000, 
refers in detail to the numerous undertakings in which it is 
financially interested or which are worked Бу the company. A 
larger revenue was realised from these enterprises, but the increase 
was almost counterbalanced by certain losses and by provision for 
depreciation that was found necessary in somecases. The liabilities 
of the company were considerably reduced by the profitable sale of 
& number of securities, while at the same time advances made to 
associated companies were repaid. A further diminution in the 
creditors is expected to take place this year, and, in fact, has already 
commenced. 

The report for 1904 of the Accumulator Works Co. (Akkumu- 
: Jatoren Fabrik Act. Ges.), of Berlin and Hagen, which controls the 
Tudor battery in Germany, states that the volume of business 
increased from £425,000 in 1903 to £524,000 last vear, and the 
improvement in the electrical industry made further progress. It 
was possible for the company to arrange with a number of com- 
petitors to abandon manufacturing operations, whilst an appropriate 
basis for tbe conclusion of sales was secured in other cases. The 
financial results of the subsidiary companies were favourable, 
although the war exercised a certain influence upon the Russian 
undertaking. The position of the parent company for the past two 
years is as follows :— 


1901. 1903. 
Share capital £312,500 £312,500 
Net profits ... 2 e 47,020 53,014 
Dividend, per cent. 888 124 121 


The reduction in the profits was due to the increased expenses 
I pe 


incidental to the larger turnover. The report states that the 
liquidation of the Pollak Accumulator Works, which were acquired 
by the company, was limited to the fulfilment of the battery main- 
tenance contracts, and the business of the Oberspree factory, which 
is also the property of the company, bas not vet been finally 
settled. At the previous years meeting the directors were autho- 
rised to raise £100,000 temporarily, for the purchase of, ar partici- 
pation in, undertakings relating to the objects of the company. In 
accordance therewith some competitors were induced to discon- 
tinue manufacturing, and the company's investment in the Russian 
and English Tudor companies was increased. The necessary funds 
were to be provided by increasing the share capital by £57,500, the 
issue of which was sanctioned at the recent meeting. The accounts 
show that the value of the machinery, plant and patterns has been 
entirely written off. The orders on hand at the end of May repre- 
sented £314,500, or £60.000 іп excess of the corresponding period 
of 1904. 

The ditectors of the Voigt & Haeffner Co., of Frankfort-on- 
Maine, in the course of their report for 1904, state that the pro- 


year. The financial reeults are as undernoted :— 


Another matter in which the Investment Co. bas 


Share capital from £1,500,000 to £750,000. 


gramme commenced in 1903 was continued last year in'regard to 
the construction of large apparatus, switches, safety appliances and 
regulators. This necessitated larger appropriations for bringing 
the manufactures on the market, whereas the results with the main- 
tenance of the present situation of business would only be expe- 
rienced in the current year. The same observation applied to a 
series of other products, and particularly in the case of two groups 
of apparatus of bulk production which ате to be placed on sale this 


1904. 1903. 
Share capital £100,000 £100,000 
Net profits ... id M £4,772 £5,181 
Dividend, per cent. i) 4 3 


The available surplus, composed of net profits and balance 
brought forward, amounts to £5,158. The report points out that 


. the sales increased by 30 per cent., mainly in consequence of the 


improvement in the inland trade. "The prices remained at ahout 


the same level as in the previous year, and an advance could 


scarcely be hoped for, ав the special nature of the company's manu- 
factures would, perhaps, never allow of & combination for the 
purpose of placing prices on a rational basis. A further increase of 
30 per cent. in the turnover has taken place in the first four months 
of this yenr. | 

The report of the Mix & Genest Co., of Berlin, which was 
approved at the recent general meeting, states that a further in- 
crease took place in the business transacted with private customers 
during 1904, but the deliveries for the Government authorities were 
less than in the previous year. Nevertheless, the net profits were 
in excess of those earned in 1903, as is shown below :— 


1904. 1903. 
Capital £180,000 £180,000 
Net profits ... us we £19,857 £18,339 
Dividend, per cent... 2d is 74 7 


The net profits have been arrived at after writing off £9,788 for 
depreciation, as compared with £9,258 in 1903. The report pointed 
out that, owing to the large demands made upon the factory, it was 
necessary to erect an extension, and that the increase in 
the share capital, decided upon in February for this purpose, 
was being carried into effect. At the meeting of the company it 
was explained that.the site for the proposed enlargement adjoin- 
ing the factory had been found to be not quite suitable, and other 
sites were therefore being taken into consideration. The business 
transacted in the first four months of 1905 lead to the belief that 
satisfactory results will attend the operations of the company 
this year. | | 

The International Electricity Co., of Berlin, which was formed 
in 1890 for the purpose of taking over the engagements of the 
Disconto Gesellschaft and the North German Bank in relation to 
the Popp Compressed Air Co., of Paris (Compagnie Parisienne de 
l'Air Comprimé), incurred a total loss of nearly £600,000 when the 
French concern was reconstructed in 1898, and as a consequence 
the German company proceeded. in the following vear to reduce its 
It is now proposed to 
make a further reduction in the capital from £750,000 to £500,000 
bv the return of £250,000 to the shareholders. "This has been 
rendered possible by the improvement in the position of the Paris 
company, which has been paying off floating liabilities, which are 
expected to be entirely extinguished by the end of the present 
year. The accounts of the Berlin company for 1904 show a surplus 
of £9,680 as compared with £11,454 in the previous year, and the 
former sum, as in preceding years, ів to be devoted to writing down 
the value of the shares held in the French company. The latter's 
concession expires in 1907, and until the question of gas supply in 
Paris is settled, it is not expected that the negotiations between the 
Popp Co. and the Municipal Council with a view to an extension of 
the concession will lead to a definite result. 

The Sachsenwerk, Licht und Kraft Actien-Gesellschaft, of 
Dresden, which aequired the manufacturing works disposed of in 
connection with the Kummer crash of two or three years ago, has 
now terminated its first complete year's working. In the course of 
the directors' report for 1904, it is stated that orders were received 
from the Imperial Navy, municipal authorities, shipbuilding yards 
and large industrial works, but, to a large exbent, these could not be 
brought into account for the year, and, as а consequence, the turn- 
over and gross profits were small in comparison with the expenses. 
The final result is a loss of £16,8C0, which becomes reduced to 
£11,500 by absorbing the paper balance brought forward from the 
period forming the initial усаг of the company’s existence, 


Swiss AND Russtan WORKS. 


The Motor Co. for Applied Electricity (Gesellschaft fur Ange- 
wandte Elektricitat), of Baden, which is closely associated with 
Brown, Boveri & Co., earned net profits amounting to £23,637 in 
1904, as compared with 413.308 in the preceding 12 months. The 
former sum has allowed of the payment of a dividend at the rate of 
5 per cent. on a share capital of £400,000, as compared with 4 per 
cent. in 1903. In addition to being an investment company, and 
also operating electricity works оп its own account, the company 
has now established a constructional department which has in hand 
power stations to be erected on the Lontsch, in the Canton Glarus, 
and on the Anza, in the province of Novara, Upper Italy. The share 
capital of the company is being increased to £600,000, for the 
purpose of developing the business in this direction. 

The Swiss Electrical Industry Co. (Schweizerische Gesellschaft 
fur Elektrische Industrie’, of Basle, which stands in intimate 
relations to the Siemens & Halske Co., of Berlin, is an investment 
company having a share capital of £400,000, in addition to à bond 
issue of E1, 200.000. According to the report for 1904, there was no 
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inducement for embarking upon new business during the year. 
The advance of slightly over £240,000 to the St. Petersburg Elec- 
tric Lighting Co. of 1886 was repaid, while the shares held in the 
Société d’Applications Industrielles, of Paris, were disposed of ata 
profit. The working expenses last year were higher, and the gross 
profits lower than in 1903, but by abstaining from making any 
provision for depreciation on investments, and omitting any appro- 
priation to the reserve fund for syndicate business, the net profits 
are shown to be £34,574, as against £18,917 in 1903. A dividend 
at the rate of 5 per cent. has been declared, as compared with 3 per 
cent. in the previous year. 

The record of the Russian Electrotechnical Works (Siemens and 
Halske) Co., of St. Petersburg, is represented by profits amounting 
to £43,277 for 1904. After writing off,the deficit from the previous 
year, and providing for depreciation and reserve funds, there 
remains a balance of £4,856, which has been carried forward. The 
heavy electrical engineering department, in so far as concerns the 
supply of plant to private undertakings, experienced a considerable 
decline, but compensation was obtained in larger orders for the 
purposes of the war. The directors state that it is difficult to judge 
the prospects for the current year, although the higher import 
duties are expected to enhance the company’s turnover. At the 
game time, the economic and political movements may affect the 
results for the year, as it cannot be seen what new burdens may be 
imposed upon trade as a consequence of those circumstances. 

The Russian Felten & Guilleaume Co. (Rieben cable factory) has 
again experienced an unsatisfactory year. In 1902 there was a loss 
of £14,577, and in 1903 one of £7,945, while for 1904 a further loss 
of £38,629 has been incurred. Including earlier losses, the total 
deficit amounts to £69,300, although this has been reduced to 
£46,650 by absorbing the reserve fund. The depreciation in the 
position of the company is materially attributed to the amalgamation 
of local companies of German origin, with the result that the large 
orders for installation cables which were formerly placed with the 
Felten & Guilleaume Co. have been transferred to the amalgamated 
company. It is said to be questionable whether full compensation 
would be obtained by a combination of the F. & G. Co. with the 
Lahmeyer Co., ав the latter's Russian business is not of very con- 
siderable importance. 


\ 


LEICESTER TRAMWAYS: COST OF 
CONSTRUCTION. 


SHORT mention was made of Mr. Mawbey's report in our issue of 
June 9th, but it is worth a further note. 

In the first place, it is refreshing to find a place where the 
Parliamentary estimate has not been exceeded; and that, in spite 
of an expenditure of £13,000 (2:8 per cent. of the total) on 
„miscellaneous“ items, which, we suppose, is equivalent to the 
“contingency " item inserted in most estimates, and а 28 per cent. 
increase in cables laid over cables estimated. 

A large number of extra spare ducts were laid, and the wisdom 
of this provision is evident already, as it appears that the traffic has 
outrun the estimate, although the tramways have been opened for 
a few months only. ` f 

The total expenditure to date is made up as follows: — 


Purchase of old lines (Garcke’s Manual) £134,000 
Cost of reconstruction and new lines 470,000 
£604,000 


The length of single track is 36} miles, so the cost per single 
track mile is £16,500, while the average cost per mile of all tram- 
ways and light railways in Great Britain, according to the B. of T. 
return 1903-4, is £16,000; but that return includes some 300 miles 
of steam and horse tramways on which the capital expenditure did 
not exceed an average of £8,000, so that the cost of the Leicester 
tramways compares favourably with the average, and is much below 
a few undertakings of similar size. Nevertheless, if we are to 
believe the figures compiled by the Electrical Times, the capital cost 
per mile is much lower than £16,500 in many municipal under- 
takings with over 20 miles of single track, but this is accounted 
for generally by the cost of a generating station being excluded. 

The following table gives the total expenditure per single-track 
mile of 10 municipal undertakings with separate traction power 
stations :— 

“ Electrical. “Tramway and 


Times.” Railway World.” 
Birkenhead £14,700 £14,459 
Bournemouth 15,600 12,678 
Cardiff 24,700 28.160 
Glasgow... 2 - 15,000 19,800 
Huddersfield i e. . 11,700 11,398 
Hull io ns T 14,000 16.369 
Leeds 13,500 12,558 
Newcastle 23,500 21,985 
Portsmouth 22.000 21,725 
Sheffield 16,500 15,735 


The first column is an approximation from the figures of total 
capital expenditure and miles of single track as published in the 
last supplement of the Elcetrícal Times, which gives the figures for 
1904, while the second column is taken direct from the table of 
records published in the Tramway and Railway World of April 
4th, 1901, giving the figures for 1903, We make no attempt to 


- 


explain the discrepancies in the two columns relating to Cardiff, 
Glasgow, and Hull, but we should be glad to know which figure 
is right in each case, for it is obvious that the total, capital expen- 
diture will not be greater in 1903 than in 1904. We must assume, 
too, that in all cases the total cost includes the purchase price of 
the old undertaking whenever that existed. 

Leicester, with £16,500, does not compare so well in the light of 
these figures. The enormous cost of the Cardiff, Newcastle, and 
Portsmouth concerns looks very bad, but the remainder are lower 
than Leicester, and Huddersfield is quite remarkable, so that the 
Leicester Corporation would not seem to have quite so much to 
congratulate itself upon as the wording of the report might lead 
us to expect. : 

An analysis of the cost per mile of the various portions of the 
tramway scheme may help us to a better understanding on this 
matter. 


Permanent way p £5,900 approx. 
Cables ... Е a es ж. 800 „ 
Overhead : 85 1,100 „ 
Power station and plant 1,810 „, 
Car-sheds Ж ae д, cs 930 „ 
Cars ET xs o Be ws 1,450 „, 
Laud for buildings  ... " ce ou 280 „ 
Public works charged to tramways ... 300 „, 
Miscellaneous ... ко Се ba 350 „ 
Total ... .. 412,900  ,, 


The engineer makes a point of mentioning- not unnecessarily, 
we fear—that.the tramways have been charged with everything 
that ought to be charged against them, including street improve- 
ments, salaries of borough engineer's staff employed, consulting 
engineer's fees, purchase of land, alterations to and reinstatement 
of roads outside tramway margins, and compensations. 

It is hard to take exception to апу of the costs above, unless it 
be in the direction of power station and car-sheds, but the engi- 
neer explains that the power plant is in excess of present wants. 

If 90 double-deck single-truck cars were bought for £53,000, 
а good bargnin was made. 

The permanent way was constructed by the Corporation, and is 
probably the best of its kind in England; but we do not relish the 
idea of permanent way construction being carried on at full swing 
all the winter, as had to be done at Leicester owing to the acute- 
ness of the unemployed situation, and we hope that the concrete 
will not suffer. 

No provision was made in the estimates for temporary track for 

keeping the horse-car service running during reconstruction, and 
that strikes us as an oversight, for we cannot conceive that the 
Corporation proposed to shut down that publie service for such a 
length of time. 
. Credit is taken that the cost of permanent way was £478 per 
mile less than the Parliamentary estimate, but it wonld have been 
endorsed more freely by outsiders if that saving had been made 
over the lowest of a set of competitive tenders. 

Credit not only is taken but is due to Leicester for proving by 
deeds, as so few have been found willing to prove hitherto, that 


, every bit of the plant which goes to make upa tramway is purchas- 


able in England of English makers ; and that, when every tendercr 
has to comply with identical specifications and conditions of con- 
tract, it is not often that the Britisb manufacturer 1s beaten. 


THE TREATMENT OF ELECTROLYTIC 
SLIMES. 


In a recent number of Electrochemical and Metallurqical Industry, Mr. 
А. G. Betts describes an electrolytic proeess which he has devised for 
working up electrolytic copper or lead slimes, the materials in 
question presumably containing gold, silver, copper, bismuth, anti- 
mony and arsenic. 

The principal reagent is a solution of ferric sulphate, which is 
obtained later on in the process when the copper is thrown out. 
This liquid contains 4 or 5 per cent. of iron as ferric sulphate, 0°5 
to 1 per cent. as ferrous sulphate, 1 per cent. of copper as sulphate, 
and from 4 to 6 per cent. of free sulphuric acid. The solution is 
first agitated by means of a jet of steam and air in а lead-lined 
tank with copper oxide, copper scale, or similar material, in order 
to neutralise the uncombined acid ; and then the slime is intro- 
duced, in the proportion of 100 lb. for every 22 cb. ft. of liquid. 
Chemical reactions proceed rapidlv, the copper, lead, апа silver 
being converted into sulphates, the arsenic, antimony, and bismuth ` 
into sesquioxides, while the ferrie sulphate is reduced to the cor-. 
responding ferrous salt and free sulphuric acid. Plates of metallic 
copper are next hung in the fluid mixture to precipitate the silver, 
and after waiting for several hours for this action to be completed, 
the whole is passed through a filter press. It is possible to leave 
the silver in the liquid, precipitating it with copper subsequently ; 
but the latter method gives a very voluminous deposit, which is con- 
taminated with antimony and arsenic. From the filter press a 
liquid is obtained which contains copper, arsenic, and ferrous sul- 
phate; this is eleetrolysed in the manner described lower down. 
The filter cake is washed free from copper and iron, the washing 
liquors being passed over scrap iron to retain the copper, and then 
run to waste. It does not pay to evaporate this liquid, as ferrous 
sulphate is so cheap; moreover, if there is not enough arsenic in 
the slime to be worth saving, a wastage of 10 per cent. of the 
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original ferric solution keeps the proportion of arseuic in the liquid 
which has to be electrolysed down to 1 or 3 per cent. eventually, 
and so allows the copper to be deposited in a perfectly pure state. 
Arsenious acid is soluble in about 10 parts of the hot solution, and 
in 100 parta of the cold ; so that, if necessary or worth while, the 
arsenic may be recovered before electrolysis by crystallisation. 
The washed filter cake is next extracted in a lead-lined tank with 
a solution containing 2 to 4 per cent. of sulphuric acid, and 12 or 
15 per cent. of hydrofluoric acid (this is also the by-product of a 
subsequent electrolysis). In the course of four or five hours 90 per 
cent. of the total antimony present dissolves, leaving a residue of 
gold, silver, and bismuth, which is collected on a filter cloth and 
dried. This residue is mixed with one-quarter or one-third its 
weight of soda ash, and melted down to a “bullion” containing 
the gold, silver, and bismuth of the original slime, the bullion 
being finally parted electrolytically. 

The copper and iron solution is electrolysed in а cell provided 
with diaphragms constructed of cypress wood in which holes 
plugged with asbestos wads are drilled. The liquid is fed to a 
channel running longitudinally on one side of the cell, whence it 
runs to the cathode compartments; from the anode compartments 
it passes to a similar channel on the other side of the vessel, whence 
it is siphoned off ready for neutralisation with copper oxide once 
more. By this arrangement the level of the liquid at the exit is 
a little lower than at the inlet to the cell, and so a sufficient flow 
through the asbestos is maintained. In each channel there is a 
paddle-wheel agitator. The anodgs are ordinary аге light carbons, 
although Acheson anodes work better. The antimony trifluoride’ 
solution is electrolysed in a lead-lined tank between sheet-lead 
cathodes and rod lead anodes, with a cathode density of 10 to 20 
amperes per sq. ft., an anode density of double that amount, 
and with a voltage of 2:6 to 2:8. There is a tendency to the 
formation of autimony pentafluoride at the anodes, but when they 
are protected by'a layer of cotton cloth, the current efficiency of 
the process is as high as 92 or 95 per cent. The deposit is dense 
and solid, free from “trees,” and contains about 1 per cent. of bis- 
muth. Its purity, of course, depends on the care with which the 
original filter cake has been washed. The residual liquor is the 
solution used for the lixiviation of the filter cake, as mentioned 
already. 

The “bullion” is parted in an acid solution of silver methyl- 
sulphate (methane-sulphonate), containing, preferably, one part of 
gum arabic or gelatin per 12,000 or 15,000 parts (to render the 
silver deposit solid). The bismuth of the anodes passes easily into 
solution along with the lead, copper, silver, aud traces of antimony, 
and it may accumulate to the extent of 4 or 5 per cent. without 
any danger of yielding basic salts. The solution can be elec- 
trolysed for 48 hours without formation of trees. The silver 
deposited oan be scraped from the sheet silver cathodes, so that 
the latter may be used several times. When the quantity of silver 
in solution is reduced to about 1:5 per cent., it is replaced by а 
fresh batch; the residual silver is thrown down by means of metallic 
copper, the copper and bismuth by metallic lead, the methane- 
sulphonate of lead decomposed with silver sulphate, when the 
resulting silver methane-sulphonate is ready to be used over again. 
The precipitate of copper and bismuth can be treated with ferric 
sulphate to remove the copper, and the bismuth oxide can be 
reduced by fusion. 

For a slime containing 1 per cent. each of antimony and silver, 
0:5 per cent. of copper, 0°25 per cent. of arsenic, 0'2 per cent. of 
bismuth, and 1 oz. of gold per ton, Mr. Betts calculates the cost of 
his process per short ton to be $097, as follows :—Reagents, ferrous 
sulphate, 24 lb. (5 per cent. daily loss), at $5 per ton, 6 cents; sul- 
phuric acid, 9 lb. at 1 cent., 9 cents; soda ash, 10 lb. at 1 cent, 10 
cents; nitric acid for gold, and loss in silver solution, 5 cents; loss 
of hydrofluorie acid, 1 lb. at 3 cents, 3 cents; total, 33 cents. 
Power for depositing 20 Ib. of antimony, 18 Kw.-hours; for 52 lb. 
of copper and equivalent ferric sulphate, 25 xw.-hours; refining 
20 lb. of silver, 1 Kw.-hour; total 44, at $30 per H.P.-ycar, equals 
20 cents. Steam for heating solution, coal for melting antimony 
and silver, supplies and repairs, together 19 cents. Labour, 10 
men, 25 cents. Grand total, $0:97 per ton. The copper oxide 
required is not charged, because it is recovered as electrolytic 
metal, and so represents a profit rather than a loss. 


Wages for Beginners in А тегіса. — Тһе following note 
from our esteemed exchange, the New York Electrical World and 
Engincer, will interest many young electrical beginners on this side; 
but when comparing American wages with those prevailing in this 
country for similar employment, they would do well to bear in mind 
the higher cost of living on the otherside:—The General Electric Co., 
which is looking for apprenticesat its West Lynn factory, in response 
to inquiry, announces the following salaries :— To graduates of high 
schools only —drawing office apprenticeship course, $5.33 per week 
for first six months, $6.30 per week for second six months, $7.28 
per week for third six months, $8.25 per week for fourth six 
months, $9.22 рег week for fifth six montbs, $10.07 per week for 
sixth six months. There will also be a bonus of $75 distributed if 
the three years of service have been satisfactory. Shop apprentice- 
ship course—$4.48 per week for first six months, $5.60 per week 
for second six months, $5.72 per week for second year, $7.84 per 
week for third year, $9.24 per weck for fourth vear; bonus of $100 
at expiration of term if services have been satisfactory. For high 
school students and grammar school graduates — shop apprentice- 
ship course—-83.36 per week for first six months, $4.48 per week 
for second six months, $5.60 per week for second year, $7.00 per 
week for third year, $8.40 per week for fourth year; bonus of $100 
at expiration of term if services are satisfactory. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub 
lished unless we have the writer’s name and address in our possession. 


How Can I Become a Commercial Engineer ? 


I remember, some time ago, reading in an account of the 
“annual staff dinner" held in connection with one of our 
large electrical manufacturing companies a speech of one of 
their officials. This gentleman, in describing the onerous 
nature of his own duties, remarked in a humorous, though, 
as it struck me (being myself one of the unfortunates not 
on his staff), a rather unfeeling manner, that “ a great deal 
of his time was taken up in interviewing out-of-work 
engineers who had been discharged from good positions as 
‘The firm were reducing their staff, &c.' " 

As I was then in such a position myself, and was spending 
many hours daily in writing applications to all the firms I 
could find, it occurred to me that my chances of success 
must be small indeed if officials of other companies were 


* kept as busy in that way as this gentleman said he was. 


Experience confirmed me in this view—no engineers were 
wanted by anybody. 

Ав an engineer—and when J say engineer I do not mean 
an alternating engineer, a shift engineer, or а “ greater- 
including-the-less-engineer," but a continuous engineer, that 
is, one having continued being an engineer for some time 
previously—I was evidently not in demand. It seemed to 
be about time for me to ** Get out of the crowd." 

I tried to disguise myself as a ** Wireman who can do the 
thinking,” but found that “Thinking Wiremen” like 
Thinking Parrots were not in great request. 

Then I read in a paper that the need of the times was for 
„Commercial Engineers.“ 

It was а combination of the man of resistance and horse- 
powers with the man of insistence and persuasive powers 
that was really urgently needed if the Empire was to be kept 
in the front rank of nations and maintain the lead in the 
engineering of the world. These combination men (if they 
could be found) might command large salaries, and engineers 
were exhorted to put aside their prejudice to“ touting,” &c. 

My mind was made up—I would become a Commercial 
Engineer! Ё 

I would secure а good salary in place of a bare living wage ; 
I would cultivate my persuasive powers which I had for so 
long wasted upon unappreciative employers, and I would 
assist the Empire in the hour of need ! 

But how to do it ? 

I immediately set to work to study commerce. I looked 
up everything I thought would be useful knowledge to а 
commercial man, including price lists and railway rates, the 
law of supply and demand, the Statute of Limitations, and— 
which I fancied commercials I had known were particularly 
knowing about—the best brands of whiskey and palm oil. 

Had I been a draper or a tripe-dresser and wanted to 
Become an Electrical Engineer," І had only to “ Investi- 
gate this” or Send a postcard " to learn how I might 
become almost anything—except a Commercial Engineer. 

- But postcards were no use for this. 
I thought if I were to apply for a position I might learn 
what were the duties in detail, and ascertain if any of my 
abilities were likely to be of use. 

I did apply—lots ! 

At last I got so far as to obtain an interview. 
got to know all about it. 

It appears that to be a commercial engineer you must 
have much experience. Not of engineering—that is quite a 
secondary matter. 

Suppose that you are a commercial attached to a power 
station. 

The power station people let out motors on sale or hire 
terms and supply power at so much a unit. Your business 
is to go around to the people who have factories and work- 
shops. You have to convince them that they are simply 
missing а good thing by not taking out. their old gas and 
steam engines and putting in your company's motors und 
taking tlfeir motive power at so much a unit. 


Then I 
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Well, I thought this was all right. By years of expe- 
rience and systematic record keeping, I was simply bristling 
with facts and figures, showing that fhe thing for reducing 
working expenses and increasing output was the intelligent 
application of electrical power. | 

If all I had to do was to demonstrate this to prospective 
customers, my training was all right, and the good salary 
was in sight. What could be simpler and more congenial 
to the engineer who really understood and loved his work ! 
When asked if I could get orders, I cheerfully replied that 
I was sure I could. | 

Then came the staggerer ! 

„What, experience have you already had in actually book- 
ing orders? 

{ started out explaining that I had been so busy qualify- 
ing for the engineering part that the commercial or booking 
orders side had not yet received full attention, but I was 
sure that if orders were to be got I shonld be able to get 
thei. 

But it then appeared that it was the getting of orders 
which made you a commercial engineer; the engineer part 
was of very small consequence. , | 

Ав much as to say that if а man had a good commercial 
experience in selling tea he might easily become a commercial 
engineer, but if he were only an engineer he would fail 
undoubtedly as a commercial. 

That which, to me, appeared to be quite an easy matter 
really required a man of large experience. And that even 
men of long commercial experience found very great diffi- 
culty indeed in persuading people to take out their gas 
engines and things. Such men—good commercial men— 
had failed to convert these people, and now they wanted a 
man still more commercially experienced ; they didn’t want 
an engineer. 

Now, it appears to me, that that is where they are 
wrong. 

No manufacturer in his senses is going to take a gas 
engine off his shafting and buy or hire a motor and pay for 
power that will double the expense of running it. And go 
whilst possibly the engineer could show him ways of re- 
arranging his plant and increasing his output and saving 
money, the commercial man, not being so well skilled in 
these matters has to abandon the job—to his own, the 
manufacturers, and the power company’s loss. 

A runs his shop by a gas engine ; B is up-to-date and hires 
a motor from the corporation. Both apparently do the same 
amount of the same kind of work. A pays 38. a week for 
gus, B pays for hire of motor and power 78. a week (this is a 
case from my own experience). What would the commercial 
mau do? What he did was to give it up. Yet both A and 
D now use motors, and neither of them pay 78. а week now. 

However, I was unable to convince tlie people I interviewed 
that any potential abilities I might have at command would 
compensate for my lack of actual experience in booking 
orders—so I am still unemployed. 

So I want to know, if anyone can tell me, how can I get 
hold of some commercial experience, secure that good salary, 
and, incidentally, assist the Empire ? 

What kind of special ability is required, and can it be 
acquired? Is it like that possessed by the reporter? 1 read 
of a certain reporter whose editor sent him to collect the 
views of an uncertain magnate upon a doubtful subject. 
The reporter called early in the morning. 

The magnate (who was shunt wound and of high resis- 
tance) refused to discuss the current topic. The reporter 
returned to his editor, who said: ‘ This is series, but try him 
again, If you go and coil yourself on liis doorstep and howl 
like an alternator he may open the door.“ At last, late in 
the eveniny, the reporter got into contact. 

But the magnate refused to torque to him, except to 
тешагЕ ** What phase! Are you aware that seventeen reporters 
have tried to see me to-day on this matter, but to all J have 
given a most + —." The reporter answered “ Sir, I am 
aware—in fact, I am the whole seventeen reporters ! " 

Would the reporter have made a good commercial engineer? 
Have I begun at the wrong end? Should 1 first have 
apprenticed myself to a tea salesman and picked up а 
smattering of engineering afterwards ¢ Can I do anything 
Lo retrieve my youthful error? In short, can I, and if so 
t How can I become a commercial engineer? . 


in order to ensure a large measure of rectification. 


I feel sure others beside myself would be glad of informa- 
tion, and possibly some of your readers could help us, so 
make that my excuse for this intrusion on vour 


Coulombs. 


Telephone Etiquette. 


Referring to the letter headed ** Telephone Etiquette,” 
which appeared iu your lust week's issue, the harrowing 
experience related by Telephone is unfortunately a very 
common one, and the real remedy is to be found by the 
subscribers involved appreciating the importance of regard- 
ing the telephone not as a nuisance or а kind of indis- 
peusable evil, but а something which should be looked after 
with as much care and attention as any other adjunct of their 
business. 

While on this subject I should like to refer to the fact 
that the average subscriber's operator could very materially 
reduce the daily friction, much of which, of course, is 
inevitable, by the exercise of a little more gumption, and 
if | may say so, suavity. For instance, a very common response 
when ringing up a subscriber, who, perhaps, has anything 
between 10 and 30 internal extensions concentrated on a 
switchboard, is, Hold the line," Wait a minute," it 
being a most exceptional thing for any operator to be polite 
enough to say, Please hold the line," Wait a minute, 
please." It is astonishing whut a difference it does make. 

I think the matter only requires to be properly ventilated 


H. B. 


[There is no doubt whatever that а very large proportion 
of the telephone trouble js due to the slipshod and dilatory 
methods of the users, as well as their suspicious attitude 
towards calls. Every care should be taken—at both ends 
of the line—to ensure promptitude and courtesy in answer- 
ing a call, and in commencing the conversation. 


We refer to this matter in our leading columns.—Ebs. 
E.R.], 


Political Blackmail. 


In your leading note on ** The State and its Servants,” in 
the issue of your paper for July 21st, you lay down the law 
in a manner which is open to severe criticism. 

By what ethical, social, or religious standard do you arrive 
at the conclusion that “ electoral pressure on the pocket of 
the State is highly improper?” Who has the right to 
distribute State funds if not the electors? Would you 
rather leave the distribution of those funds to a clique of 
officials, most of whom already have their own hands more 
deeply in the pockets of the taxpayer than their meagre 
services to the community are ever likely to warrant ? 

If you choose to argue that the Post Office men must not 
use their votes upon this question, because their own interests 
are involved, the obvious reply is, that the interests of the 
rest of the electors are equally involved in the opposite 
direction, to prevent the Post Office servants from getting 
too much, and therefore they must not vote either ! 

lt is perfectly clear that the ** Servants " (are we not all 
servants ?) of the State have every right to discharge their 
own managers, if they cannot otherwise secure justice ; and 
no one who has impartially studied the men’s case, in this 
instance, can pretend that they have yet secured just 
remuneration for their services, or that they are ever likely 
to secure it from the present Administration. 

May I further inquire by what divine right ап employer 
is eutitled to for ever exclude those whom he employs from 
any share in the management of the business in which they 
wm mutually engaged? [s his interest in the concern 
greater than that of the labourer, who must of necessity 
live from hand to mouth, and who stands to suffer far more 
(and there are many more of him!) than the employer, by 
the closing down of the works? 

Those who desire to see industry producing—not divi- 
dends—but men and women, can have little patience with 
the assumption of sole rights of control by those whose 
distribution of the proceeds of industry proves them to be 
infinitely more grasping and callous than those who, after 
meekly bearing the heat and burden of the day, put in a 
claim for about one-third of what they are worth, and are 
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expected to take the bare word of their employer (who is, of 
course, not an interested party!) that the conduct of the 
business in which they are engaged is no business of theirs. 
For shame, Gentlemen of the ELECTRICAL Review! If 
your columns are not the place for the discussion of social 
ethics, still less should they accommodate- those sleek 


platitudes by which the truth is concealed from them that 


are in bondage, and who must remain disinherited until they 
have the courage and patience to insist on that which is 
their birthright —a voice in the direction of their own 
concerns ! 07 | | 

| T. H. Ferris. 

Leeds, July 24th, 1905. 

[Our correspondent, it would seem, in somewhat flowery if 
not high-falutin language, arrogates to the employés of the 
State the right to a share in the control of the national 
affairs! The direction in which their control would at once 
be exerted, were they granted such, is perfectly manifest— 
namely, towards personal profit. Fortunately, the will of 
the majority still rules in this country, and as the vast 
majority constitute the employer in this case (be it noted 
that Here аге many more, of hin") the greed of the 
minority will be curbed. | 

Mr. Ferris is doubtless a telegraphist ; we emphatically 
declare that the duties of the average telegraphist are not 
of an order demanding a high degree of skill or technical 
knowledge ; they are on a par with those of the typist, and 
inferior to those of a shorthand writer or a, compositor. The 
fact quoted by Lord Stanley—that there are six candidates 
for every vacancy in the telegraph service—in itself amply 
suffices to demonstrate that telegraphists are paid at rates 
which compare favourably with those ruling in analogous 
walks of life.—Ens. E. R.] m 


Some Arithmetical Questions for Mr. Byng. 


It is to be hoped that those of your readers who take an 
interest in the fiscal question will not (in the rush of the 
holiday season, or in the large number of similar reports of 
company meetings) refrain from reading Mr. G. Byng's 
annual. address. as chairman of the General Electric Co., 
published at length in your last issue. Whatever their con- 
victions, whether of the settled order or not, their attention 
may be called toa very remarkable statement of Mr. Byng's. 
* The G. E. C. could undertake, if Protection were given their 
firm, lo employ within six months at least 2,000 skilled 
workmen more than they did that day, and he knew hundreds 
of manufucturers who could give a stmilur undertaking.” 

As a critic of certain of Mr. Byng’s views, I am quite 
prepared to leave the ** hundreds of manufacturers to make 
their own pledges; but before. I can accept Mr. Byng's 
specific pledge, І would like to ask a few questions. 

1. Whether he is prepared to accept as corréct the items 
comprising the returns of electrical imports and exports, say, 
for June last, published on p. 157 of the ELRCTRICAL 
REVIEW? "E 

2. If so, is he aware that after deducting the value of 
electrical goods re-exported, the net value during June of 
imports amounted to about, £96,000 ? 

3. Is he aware that, taking only purely manufacturing 
electrical firms with over £100,000 capital, there were 
(including the General Electric Co.) in the United Kingdom, 
when the last edition of Mr. Garcké's Manual went to press, 
no fewer than 30 undertakings with an aggregate capital of 
416,538,000? (From these steam engine makers, &c., and 
foreign firms trading under a British name are excluded.) 

4. Assuming that imports of foreign electrical wares 
ceased, is Mr. Byng aware that a division pro rala among 
the existing manufacturing firms with over £100,000 
capital would have meant an increase during June in 
output of goods valued at £588 per £100,000 of invested 
capital? — | | 

We all know that the world does not work to dead averages, 
and that superior activities secure the largest plums in the pie. 
Assuming, therefore, that by reason of the quality ef the 
products and the energy, efficiency and attention te detail 
which characterise the proceedings of Mr. Byng's firm, the 
G.E.C. obtained, say, three times its normal share, this sam 


trols the actions of distant signalmen. 


would amount to £18,265. On this hypothesis I would 


5. Where, if the G.E.C. paid each of their additional 


‚ skilled artisans an average wage of 30s. per week (a total 


sum of £12,000), the money would come from to pay for 
raw materials, management expenses and dividends, to say 
nothing of the deficit of £1,265 on wages alone ? E 
It is tempting to leave my immediate text, and ask further 
questions on matters in regard to which Mr. Byng’s economic 
faith is based, and without which answers I have no option 
but to hold the Free Trade view. Respect for your space," 
and fears of an editorial blue pencil, restrain me. I would : 
like, however, to draw attention to the fact that Mr. Byng, 
in speaking of the fittings of an hotel in Cannes, suggests 
inducing the French to reduce duties on these goods. Is 
this to be done by cheapening champagne or putting a duty 


on eggs and butter, and then reducing it again as а sort of 


quid pro quo for a reduced tariff on lamps or telephone sets? 
Lastly, how very grieved will be the Imperial soul of the 
author of ‘Imperial Preferential Policy.“ which vou 
reviewed so fully. Mr. Byng never mentions Colonial trade 
or Colonial preferences. 
A W. Po'lard Digby. 
London, W.C., July 29th, 1905. | 


Automatism Extrao: dinary. 


I have followed your admirable descriptions of “ under- 
ground " electrification, but cannot recall any reference by 
you to the remarkable piece of mechanism alluded to in the 
enclosed cutting. This apparatus apparently correctly con- 
Details are anxiously 
awaited. i | 

| Arthar Walker. 
Lewisham, August 1st, 1905. ZEN 


The paragraph in question reads as follows: —“ Automatic 
brakes are fitted to the electric trains on the underground 
railway, so that accidents such as happened recently at 
Liverpool are impossible." 


Nauk OF Maker WaxTED.—Messrs. А. Reyrolle & Co., 
Ltd., will be obliged to anyone who-will recommend a firm 
who manufacture stoves for enamelling. slates. 


: LEGAL. 


Brown v. CARL OPPERMANN ELECTRIC CARRIAGE Co. 
Mn. Justice Warrington, in the Chancery Division, on Monday gave 
the usual debenture-holders judgement in the action of Brown v. 
the Carl Oppermann Electric Carriage Co., Ltd., and also appointed 
a receiver and manager. | 


THE TELEPHONE COMMITTEE’S REPORT. 


THE Committee, which has been sitting in London for some weeks 
past considering the agreement between the Postmaster-General 
and the National Telephone Co., issued its report on Tuesday. 
The Committee was appointed to report whether it was desirable 
in the public interest that the agreement should become binding, 
with or without modifications, and also whether the interests of the 
employés of the National Telephone Co. had been duly considered. 
The proceedings have been reported in the ELECTRICAL REVIEW 
from week to week. The two main points in the report relate to 
the treatment of municipalities and of the staff. The report 
states: 

“On a careful review of the bearing of the agreement аз a whole 
upon the interest of the public, we find that the policy of purchase 
is to be preferred to the other alternatives; and that if safeguarded 
as we recommend in the next paragraph it will leave the position of 
the municipalities unprejudiced as regards the period succeeding the 
cesser of the company’s rights in 1911. We are of opinion that in 
order to make it clear that municipal licences can be granted between 
August 31st, 1905, and December 31st, 1911, without giving the 
National Telephone Co. rights to compensation under the Telegraph 
Act of 1899 in respect of licences granted after August 31st, 1905, 
it is desirable that the agreement should be modified by omitting 
on page 6, paragraph 2 (1) b, line 6, the word whether and the 
words or after.“ i 
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This clause will then read as follows: 

(0) Any licensed telephonic business of the company which by 
virtue of the Telegraph Act, 1899, or of any of the agreements in 
writing between the Postmaster-General and the company par- 
ticularly specified in the first schedule hereto, or of any other 
agreement in writing between the Postmaster-General and the 
company (made before the date of this agreement), can be trans- 
acted for any period after December 31st, 1911. 

The Committee states :— 

“ After allowing due weight to the criticisins that have been 
passed upon details, we think that the agreement provides on 
balance the best security available in the circumstances that the 
property purchased shall be good and suitable in quality, and 
that no more than a reasonable price shall be paid. 

While, therefore, we recommend that in the general public interest 
the House of Commons should not disapprove of the agreement, 
we think that the agreement, with the modifications that we have 

proposed, should not be allowed to become operative until а 
pledge has been given to the House that between now and 
January, 1912, nothing shall be done by the Government whereby 
the question of the future ownership and management of local 
telephone installations (as distinct from the ownership and 
management of trunk lines) may be prejudiced, and that, unless 
by a vote of the House it has otherwise been determined, the Post 
Office shall continue to grant licences to municipalities on terms 
not more onerous in respect of royalties than the terms of the 
standard telephone licence as revised in January, 1902." 

The Committee's recommendations as to the treatment of the 
staff read: 

(a) All officers and servants who shall have been not less than 
two years continuously in the service of the company on December 
. 31st, 1911, shall, as from that date, become officers and servants of 
the Postmaster-General on the terms of hiring and conditions of 
employment which obtain in the grade to which they are trans- 
ferred. 

(6) Such officers and servants as are not beneficiaries of the pen- 
siou scheme of the National Telephone Co., but who, if in the 
service of the Postmaster-General, would be on the cstablished 
list, on entering the service of the Postmaster-General shell, for 
the purpose of superannuation and of being placed on the estab- 
lished staff, be entitled to count their past years of continuous 
service with the National Telephone Co., subsequent to 1909, as 
years passed in the Civil Service of the Crown. 

(c) Тһе company should be required to suomit all candidates for 
the National Telephone Co.'s serviee from August 31st, 1905, to the 
same, if any, medical examination as that required for otficers and 
servants entering the Government service in the same grade. And 
we recommend that employés of any class now in the service of the 
company, and in their service on December 31st, 1911, should, if 
taken over by the Post Office, not be required to submit themselves 
to medical examination. 

The Committee recommend " an undertaking by the Postmaster- 
General that no servant of the company taken over by the Post 
Office shall suffer by this transfer whenever it takes place, i. e., that 
the employés of the company shall have the option of either con- 
tinuing on the same terms as to pensions which they now enjoy 
under the company, or adopting the superannuation terms and con- 
ditions of the Post Office service. Having regard to what we have 
recommended, and assuming that those recommendations are 
carried out, we do not think that the coming into operation of the 
Agreement will place the staff in any worse position jhan that in 
which they stood on February 2nd, 1905." 


BUSINESS NOTES. 


Exhibition.—The Ironmongery, Hardware, Electrical 
und Allied Trades Exhibition and Market, held under the auspices 
of the Ironmongers' Federated Association at the Agricultural 
Hall, Islington, from the 25th ult. to the 4th inst. was an excellent 
one as regards the two former trades. The same, however, cannot 
be said of the electrical industry, but doubtless the approaching 
Olympia Exhibition is monopolising the atteution of the electrical 
manufaeturer. 

Messrs. F. A. GLOVER & Co, Lro., Vine Street, Clerkenwell 
Road, E.C., were represented by an attractive stand, on which were 
displayed electric motors, fans, rheostats, fittings, &., an elce- 
trically driven air deodoriser and also a self-contained polishing 
motor, the polishers being attached to the armature spindle. 

Messrs. RICHARD JOHNSON & NEPHEW, Lrv.,65, London Wall, E. C., 
and Bradford Iron Works, Manchester, had an excellent exhibit of 
steel, iron, barb and copper wires of all sizes, and for all purposes, 
staples, &c. We would draw attention to the fact that Messrs. 
Johnson & Nephew about 18 months ago erected a modern plant 
for the drawing and tinninz of copper wire. This new plant forms 
an addition to tbeir Manchester works, and they are now in a 
position to supply cable-makers, бс. with high conductivity copper 
wire. 

THE AMERICAN ELECTRICAL NOVELTY AND MANUFACTURING Co., 
LTp.,and THE HonsraLL DEsThUCTOR Co., LTb., were also repre- 
sented at the exhibition. 


Petrol-Driven Dynamo Sets.—The Durrisu EMPIRE 
Моток TravEs ALLIANCE has received an inquiry for the names 
and addresses of British firms who manufacture petrol-driven 
dynamo sets. British manufacturers who can supply these are 
requested to communicate with J. B. King, secretary, 11, Red Lion 
Square. 


Electricity and the Chilian Mining Industry.— 
Reporting on Mines and Mining Operations in Chili, the German 
Consul-General at Valparaiso remarks that the question of 
smelting by electricity will in a few yenrs play an important 
part in the Chilian industry, as there is a rich supply 
of water-power from the Cordilleras, particularly in the 
neighbourhood of the iron and other ore deposits. Ву the 
construction of dams the water could be made even more 
serviceable. In the neighbourhood of the iron ore deposits there 
are several valuable rivers, c.g., in Central Chili, the Maipo, the 
Mapocho, and the Aconcagua ; in the province of Coquimbo the 
Illapel, the Choapa, the Limari and the Coquimbo, and in Atacama 
the Huasco. Already a company, the Sociedad de Altos Hornos 
(smelting furnaces) Electricos, has been founded in Chili by an 
Italian, José Pedro Alessandri, which will deal with copper 
as well as iron. The company is seeking to acquire several 
water properties, especially those of the rivers Тепо and Tin- 
quiririca. 


Electricity in India.—The — Englishmen (Calcutta) 
recently published an article on electricity in India, which 
may be of interest {о the  electro-techuical industry of Great 
Britain, as showing the present development of the use of electri- 
city and the further possibilities for its introduction. The writer 
states that electricity was first used in the Madras Presidency for 
tramway purposes Bengal has adopted electric light and elec- 
trical fans. Calcutta is wealthy, and coal is only Rs. 5 per 
ton, so that electrical companies are able to pay handsome 
dividends. Coal and labour are cheaper in Calcutta than 
at any commercial centre in Great Britain. Travelling north, 
the price of coal rises mile by mile, and the general flat ness of the 
country reuders the idea of utilising the sluggish waters of the 


rivers quite impracticable. The only place where water- 
power has been used in Bengal is said to be Darjeeling, 
where a pioneer installation оп a small scale was -earried 


out some few years ago. — Water-power has been used in the 
Southern Presidency at Coonoor to supply power to the Govern- 
ment cordite factory and a further utilisation of the same stream 
to work the railway from Metapalliam to Ootacamund has been 
proposed by a large firm of engineers in London. In Bombay 
there are many small steam-driven installations for light and the 
working of fans, but for tramway purposes horse power is still used, 
although this method of traction is likely soon to be changed. 
Bombay, however, suffers from the absence of cheap coal апа ade- 
quate water power. Rumours are atloat to the effect that it is 
proposed to raise eapital for the purpose of constructing in the 
Ghauts, 40 miles from Bombay, some huge reservoirs to hold up 
sufficient water to produce, all the year round, the power necessary 
to furnish Bombay with the energy so large a city requires. It is 
feared, however, that the cost of the reservoirs and dams necessary 
to effect this purpose would make the power very costly. The 
chief commercial city of the United Province, viz, Cawnpure, 
uses roughly in its factories and mills about 7,000 н.р. To produce 
this small amount of power, and to transinit it from the nearest 
possible source of hydro-electric generation, would mean locating 
the works 230 miles away on the Surda River; Cawnpore 
and Lucknow will, therefore, apparently have to depend on 
ateam-venerated clectricity for light, fans, and traction in 
the future as at the present time. The Indian Electric Supply and 
Traction Co. have undertaken to providg this commercial centre 
with power, Further north there are great prospects of utilising the 
power of the waterfalls of the United Provinces and Punjab Canals, 
and of the rapids of the Himalayan rivers. At Peshawar, the w ater- 
power of a canal deriving from the Cabul River is shortly tu be used 
for lighting and fans for that cantonment, to be followed by an 
extension of the scheme to the city, and, possibly, later on, for traction 
between it and the cantonments, The prospects of a railway Det ween 


the Punjab and Kashmir, starting from Hassan Abdal, and entering 


the Jhelum Valley at Musatlirbad, are being restudied with a 
view of this line being carried out as an electric railway. Further 
east in the Jhelum River, works to generate clectricity to be used 
for pumping for agricultural purposes are in hand. At Lahore a 
concession has been, or will shortly be given, to a svndicate, which, 
probably in co-operation with another powerful syndicate that 
proposes to work the water-power of an adjoining canal, will 
supply electricity at a moderate rate. It is intended also to 
supply Amritzar with cheap power from the same canal, so that 
the city’s commercial future should be assured in spite of the 
hivh price of coal. Delhi is unfortunate in being too far 
from any fairly perm; went source of water power, but this difficulty 
may be overcome in time. Other cities, sueh аз Saharanpure, 
which is situate at the junction of four Innes of railways, and 
has the Eastern Jumna flowing through it, mav, if commercial 
magnates rise to the occasion, become UAE of great industrial 
Importance, 


German Imports and Exports of Electrical 
Machinery.—So far this vear there has been a slight decrease in 
the exportation of electrical mac hinery from Germany, the returns 
for the five months ending with May last showing a total of only 

5,466 tons, as compared with 2,640 tons in the corre sponding period 
of last year. On the other hand, the imports of foreign electrical 
machinery into Germany show a slight increase—from 500 tons in 
the first five months of 1904 to 534 tons in the months euding with 
May last. 


Uralite.—A fire test was carried out on July 25th by the 
BRITISH URALITE Co., Lro., at the Garden City, Letchworth. A 
section of timber partition, ‘protected by Uralite, was subjected to 
a very fierce heat, and in the middle of the flames a wooden box, 


s 
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also шей һу Uralite, was placed. The partition ГЕТ по 
injury, and, after the flames had becn extinguished, the wooden 
box was opened in the presence of the spectators апа the contents 
handed round. The contents consisted of paraffin wax, which had 
not even been melted, pieces of fusible metal, sulphur, and various 
. papers. The spectators expressed great surprise at the wonderful 
fire resisting and non-conducting properties of the material. 


Patriotic - Stamps.— Mr. FREDERICK Hawke, of 
2, Queenhithe, Upper Thames Street, E.C., has sent us some 


specimens of his new Patriotic stamps, which are intended to bo 


placed on the left-hand corner of envelopes or on parcels of goods, 
urging everyone who reads to Buy goods of British manufacture." 
Those who feel inclined to adopt this method of encouraying home 
trade should communicate with him. 


Works Visit.—The members of the Gloucester Engi- 
neering Society visited the works of the LISTER ELECTRIC 
MANUFACTURING Co.'s works last week. A new department has 
been started at the works within the last few months in the 
manufactüre of electrical accessories, under the superintendence 
of Mr. F. H. Headley. The electrical works are under the 
direction of Mr. T. L. Boyden. 


Plant for Sale.—The Fulham Council is 1 dites. 


. for a Musgrave horizontal low-speed engine and G.E.C. alternator. 
. See our advertisement pages for particulars. 


Book Notices.—XAe; y lu the Classifications of the Putent 
Specifications of France, Germany, & e., in the Library of the Patent 
Office. London: The Patent Office. 1905. Price 6d.—This is the 
second edition of volumes No. 1 and 5 of the Patent Office Library 
Series, revised and materially improved, and is specitically designed 
to facilitate the process of ‘searching for novelty." The Patent 
-Office handbooks are models of what such a series should be, and as 
good wine needs no bush, so these books need no commendation. 
“Die Elektrischen Druckknopfsteuerungen für Aufzüge.” By 
A. Genzmer.—This little book belongs to the now numerous 
elass of publications specialising in one particular branch of 
electrical engineering, and gives a satisfactory and compre- 
hensive, survey of the question of push-button control of pas- 
senger and goods lifts. This is a subject on which little has 
hitherto been published in German, and still less in English, 
although it is quite sufficiently standardised to demand some such 
treatment as the present book gives it. A general idea of what 
push-button control involves is first given, and the separate parts 
of the apparatus are then censidered in detail. Of this apparatus 
great importance is justly attached to the motor starting resistance 
and switch, and nearly half the book is devoted to a full descrip- 
tion of the design of starting and regulating resistances for. direct- 
current and three-phase alternating-current motors, together with 
their switches, blow-outs, relays and safety devices, more especially, 
of course, in their relation to push-button control. Then follow 
descriptions, with diagrams of the various schemes of connections 
adopted, descriptions of automatic contact-making devices and of 
auxiliary safety devices. There is also a detailed explanation 
(with worked example) of a method for designing pot magnets, 


with conical plunger ends, for use with brakes, relays or automatic: 


switches. The last part of the book contains useful descriptions, 
well illustrated by photo-reproductions, of standard lift installations 
аз carried out by four leading German makers—the Allgemeine 
Elektricitüts Gesellschaft, the Siemens-Schuckert Werke, Messrs. 

Н. Findeisén and Messrs. Lahmeyer. No index is provided, and 


area 


angle for the coned end of a magnet-plunger is stated to be 20° to 
28°, although 40° to 56° is correctly shown on the accempanying 
curve ; but, as a whole, the book can be thoroughly recommended, 
‘and would appear to be well worthy of an English translation. 

“ Electrical Instruments and Testing.» Ву: Norman H. Schneider. 
New York: Spon and Chamberlain. —The object of this book is to 
explain how to use the voltmeter, ammeter, galvanometer, potentio- 
meter, ohmmeter, and the Wheatstone Bridge. The phraseology of 
the work is decidedly loose; in the opening chapter, for example, 
the writer speaks of the swing" of the needle of a galvanometer, 
when he apparently means the steady deflection. He says "the 
movement of a galvanometer needle from one position to another is 
termed its deflection: " we were not aware that this was the case ! 
The Thompson“ galvanometer also is spoken of. On page 4 the 
author very correctly remarks, it is very common practice to 
speak of a coil as being wound to a given resistance, when ampere 
turns are really desired." The author's definition of a "tangent" 
would hardly be accepted, we think, as being either correct or lucid ; 
he says. a tangent is a straight line perpendicular to (ће diameter 
of a circle limited in length by the sides of the angle, one of which 
is the diameter of the circle." On page 78 we have the following 
brilliant mathematical example :—‘ For example, if 1 = 2, what 
will 4 equal?” On page 137 we are told “its condenser does not 
store up electricity." As a work descriptive of various classes and 
makes of apparatus, the book possesses some degree of merit, but to 
the beginner the book would be of little value, the amount of 
explanation given being insufficient, whilst to the advanced student 
it would be almost equally valueless, as it could add but little to 
knowledge acquired from other works, In fact, the book holds an 
intermediate position which may make it useful as supplementary 
to a junior, student's primer; the loose way in which it is written to 
a great extent, however, discounts its value. The author possibly 
knows what he is writing about, but does not know how to 
write it. 

“Transactions of the International Electrical Congress at St. 
Louis, 1904.“ In three volumes, Published under the care of the 
General Seeretary and Treasurcr. 


= 


. “National Physical Laboratory—Collected Rescarches,” Vol. 1. 
Teddington, Middlesex: The Director, N.P.L. 

Science Abstracts,” Sections A and B, July 25th, 1905, No. 91... 
London: E. & F. N. Spon. 1a. 6d. each section. 


“Proceedings of the American Institute of Electrical 


Engineers,“ Vol. XXIV., No. 7, July, 1905. New York: A. I. E. E., 


95, Liberty Street. . 

Transactions of the Faraday Society," Vol. I., No. 2, May, 1905. 
London: The Faraday Society. 10s. 6d. 

„Meine erste Influenzmaschine und eine ühnliclie Vorlesungs- 
maschine zur Erläuterung der Theorie.” By Prof. W. Holtz. 
Reprint. from the Zeitschrift für den Physikalischen und Chemischen 
Unterricht, for May, 1905. Berlin: Julius Springer. | 

“Uber die Lichtenbergschen Figuren und ihre Entstehung." 
By Prof. W. Holtz. Reprint from the Physikalische Zeitschrijt. 
Leipzig: S. Hirzel. 

„Der negative Büschel mit Stiel und Zweigen in freier Luft.“ 
By Prof. W. Holtz. Reprint from the Annalen der Physik. 
Leipzig: J. A. Barth. . 

"Journal of the Institution of Electrical Engineers,” No. 174. 
Vol., 35, July, 1905. London: E. & Е. N. Spon. s. 


Bankruptey Proceedings. —The public examination 
was held last week, before Mr. Registrar Brougham, at the London 
Bankruptcy Court, of James M. RICRARDSOxN, described as of 


‚ Harvey Buildings, Strand, and who applicd to pass upon accounts 


showing total liabilities £6,929 (unsecured £5,429) and assets £26, 
exclusive of a bad book-debt for £11,000. In the course of his 
evidence, the debtor said he had invested large sums in various 
companies since 1884, nearly all of which had been absolutely lost. 
In 1895 he became ‘interested in the Lithanode Co., which was 
formed to manufacture material for secondary batteries. He acted 
as manager of that company, which went into liquidation in 1899. 
Witness thereupon’ started a similar business on lithanode 
lines, and in April, 1900, he promoted Longstreth's, Ltd., 
to take over his business and the lithanode patents. As 
vendor he received £250 cash and £500 shares, and he acted as 
managing dircctor until this receiving order was made, where- 
upon he resigned. His failure was caused by unprofitable invest- 
ments, in connection with which he had lost over £30,000. The 
examination was concluded. 
At а sitting of the same Court, held on Tuesday before Mr 
Registrar Linklater, the public examination was held of H. THORPE. 
and H. J. SALTER, electrical engineers, &c., lately carrying on 
business in partnership as Thorpe & Salter at 235, High Holborn 
and Eden Grove, Holloway. The joiut statement of affairs shows 
liabilities #705 13s. 4d., and assets nil. Under examination 
by Mr. S. J. Grey, Official Receiver, the debtor Thorpe stated 
that separate receiving orders were made against them 
last April, but in May the proceedings were consolidated. 
Witness commenced businéss in 1877 at High Holborn 
with £100 capital. In 1894 he was joined in partnership by 
a Mr. Waring, who introduced £250 capital in return for a one- 
third share of the business. They traded at 59, Theobald’s Road, 
Bloomsbury, as Thorpe & Waring. That partner retired in 1896, 
and immediately afterwards witness was joined by Mr. Salter, who 
put £260 into the business, and took a one-third share. They 
removed to 17, Red Lion Street, and traded as Thorpe & Salter, 
also subsequently at High Holborn until April, 1904, when the 
business was converted into a limited company, registered as the 
New Century Lock and Enginecring Co., with a capital of £500, 
the idea being to raise money by the issue of debentures. The 
company took over the assets but not the liabilitics. Soon after 
the conversion witness was pressed by creditors, and, one of the 
number having obtained a committal order, he was sent to 
Holloway. His wife paid the debt, and, in order to avoid further 
committal orders, witness filed his petition. The debtor Salter 
was also questioned, and the examination of both debtors was then 
ordered to be concluded. 


Consular Notes,—Cabiz.—In his report for 1904, Mr. 
Consul Keyser mentions that а company has been formed for the 
purpose of constructing an electric tramway from Cadiz to San 
Fernando and Carraca, the Government Arsenal. The company is 
named the Compania del Tramvia Electrico de Cadiz à San 
Fernando y la Carraca, and those chiefly interested in it are the 
Spanish Thomson-Houston Co. and Messrs. Carde & Escoriaza, of 
Zaragoza, who are builders of electric railway carriages. Mr. №, 
Escoriaza is coutractor for the line. The 32 carriages’ will be 
built at Zaragoza, Some progress has been made with the 
7 miles of line under construction. The power station will be 
located at San Fernando, and it will contain two dynamos 
worked by horizontal steam engines of 200 1.н.р. cach, supplied 
from three Cornish boilers. The station site will be arranged to 
allow of casy addition of further plant for extension of the lines 
to Chiclana aud Algeciras. Messrs. Tosi, of Legnano, are supplying 
the engines and boilers— indeed, they have supplied such for all 
Thomson-Houston works in Spain. The eleetric material has been 
supplied by the American Thomson-Houston interests. The tram- 
way company Will also light San Fernando. 

Mr. Keyser also refers to a scheme which has been preposed for 
a coast railway which has not yet passed the preliminary talk 
stage because it is too ambitious, The Consul thinks that a light 
railway constructed at far less cost would equally open up the 
country and be a remunerative enterprise, At present the coast 
towns are away from direct communication with the populous 
centres, where lics a market for all they produce. Consul 
Keyser says that, while railway promoters contiuue their 
discussions, a light line might be laid and opened. The 
proposed route of the railway scheme із from San Fernando 
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through Chiclana, Medina, Conil, Vejer and Tarifa. Among 
other matters touched upon in this report is the question 
of openings for British trade. It is pointed out that the 
South of Spain is full of possibilities for almost every branch of 
commercial expansion. ‘Traders, however, must remember that in 
order to attract purchasers in a foreign country they must put 
before them detailed information in the only tongue and currency 
which they understand. . | 

CENTRAL ЇтАгҮ.—Сопаш1 Morgan, in his report for 1904, men- 
tions that a firm of Belgian bankers has recently formed a company 
with the object of building an electric railway between Rome and 
Civita Castellana, with a capital of £140,000. The present distance 
between the two places by railway is 50 miles, but the proposed 
new line, by following a direct track, will shorten the distance by 
15 miles, It will pass through fertile grounds covered with olives, 
vines and forests. The carriages have already been manufactured 
by Messrs. Tabanelli, of Rome. The electric plaut will be laid 
down by the Rome Agency of the Westinghouse Со. The rails and 
other fixtures will be supplied by the Savona Works. The power 
house plant will consist of steam turbines driving single-phase 
current machines. There will be a service of trains every two 
hours. The line may be extended tater further inland, to Viterbo. 
Full particulars of the scheme were recently published in the 
ELECTRICAL REVIEW. | 


A New Zealand Exhibition.—It has been resolved by 
the Government of New Zealand to open an international 
exhibition at Hagley Park, Christchurch, Canterbury, New 
Zealand, in November, 1906, continuing until early in April, 
1907. A copy of the preliminary prospectus, with rules and 
regulations for exhibitors, has reached us. From these we gather 
that the object of the exhibition is educational, its intention being 
to demonstrate the resources and possibilities of the colony, and to 
bring under the notice of the morc industrial nations of the world 
the great field that it offers as an outlet for enterprise, and for the 
use and consumption of all manner of up-to-date appliances, manu- 
factures, &c. The. sparsity of population is said to provide an 
exceptional market for all labour-saving machinery in the various 
departments of life, and manufacturers are urged to appoint repre- 
sentatives, and to send such exhibits as will show the nature 
and finish of their work, and be suitable for this very progressive 
colony. Electricity will be prominently in evidence for illu- 
minating purposes, and there will be a supply available for 
exhibitors wishing to display machinery in motion. There may be 
а temptation, as the exhibition authorities have issued their pro- 
sp:ctus in such good time, for British firms at home to put off 
tne consideration of the matter. We would urge them not to give 
way to the temptation, but to weigh seriously and immediatelv 
whether it will not be worth their while to strengthen whatever 
hold they may have upon the New Zealand electrical and machinery 
market by taking part in this exhibition. Tothat end they should 
at once ask for copies of the prospectus. Mr. E. J. Righton is the 
secretary, and the principal office is at Christchureh, Canterbury, 
New Zealand. The Exhibition, it might be added, is under the 


patronage of the Governor, and the Premier, Mr. R. J. Seddon, is’ 


president. 

All applications for prospectuses should be addressed to the High 
Commissioner for New Zealand, 13, Victoria Street, Westminster, 
S.W. . 


French Interest in Belgian Works.—The report 
for 1904 of the Société Parisienne pour l'Iudustrie des Chemins de 
Fer et des Tramways Electriques, which has a share capital of 
£2,000,000, states that at the end of that year the company con- 
cluded an agreement with the Société des Ateliers de Constructions 
Electriques, of Charleroi, whereby it took over the working of the 
Jeumont workshops, formerly the works of the Société d'Electricité 
et Hydraulique. By this means the Paris company is able to 
undertake the construction and equipment of central stations, the 
trausmission of power, and electric tramway and railway works. 
The company has received orders from the Metropolitan 
Railway Co., of Paris, and from the Lille tramways, the Paris 
tramways, and other French lines, the Ostend tramways, the 
Bradford tramways, and the London Metropolitan. Railway. A 
large interest has been taken in the Société d'Electricité de Paris, 
and investments are also held in various tramways iu different 
countries. The accounts of the company show a protit balance of 
£57,133 for 1904, aud after placing 5 per cent. to the legal reserve 
fund adividend has been declared at the rate of 4 per cent. on the 
paid-up capital, 


Annual Outing. — On Saturday, July 22nd, the 
employés of Messrs. Markyat & Pack went for their annual 
outing. Starting from Kingston by launch, they steamed up river 
as far as Staines, lunch being served on board. The return journey 
was commenced at 5 p.m., a halt being called at Chertsey for 
dinner, after which a concert was held, Mr. Marryat being in the 
chair. 


Catalogues and Lists,—Easr ANGLIAN ENGINEERING 
Co. LTD., Stowmarket.—Latest price list of ‘ Bull" continuous 
current motors, shunt or series-wound. <A lengthy list is given of 
places where these motors have been adopted for driving organ— 
blowing machinery. 

Messrs. W. Н. PaLFREYMAN & Co., 17, Goree Piazzas, Liverpool. 
—Pamplet entitled “ Case Hardening: What to Use—How to Do 
It," discussing the firm's hydro-carbonated bone-black for casc- 
hardening. 

MESSRS. GEIPEL & LANGE, Westminster.—Illustrated lists of 
Vulcan portable galvanometers (polarised type) and hot-wire 
nmmeters and voltmeters, 


GENERAL Егкотатс Co., Lrp., London, E. C.— A small novelty 
card in the form of one of their K 25 battery wall telephones. This 
instrument, we understand, has recently been remodelled to ensure 
greater simplicity and efficiency. By opening the card, one is able 
to see the connections inside the instrument. It is a happy idea in 
advertising ingenuity. | 

Messrs. W. №. Bruxton & Son, Musselburgh.—Several new 
catalogues relating to wire ropes. The lists are very haudy in size 
and form and neatly produced. Every effort has been made in the 
Arrangement of the particulars to enable customers to find what 
they require easily and quickly. The firm have put into their 
works the latest and most up-to-date machines, and they are manu- 
facturing wire ropes from start to finish, drawing their own wire 
and spinning their own ropes. We understand that there is not 
another firm in Scotland that is doing this. The lists before us are 
entitled respectively :— Hoisting wire ropes; marine and shipping 
wire ropes; and round wire ropes for mines and collieries. Copies 
will be forwarded by the firm to anyone interested in the use or 
application of such ropes. 

Unton ELECTRIC Co., Lro., London.—The company is about to 
issue a new list of low tension switchgear, describing two leading 
types of switches, viz, Pattern B, small ampere capacity, and 
made one, two, or three-pole; Pattern С, for larger currents up to 
6,000 amperes. The latter pattern has a magnet ie blow-out and also 
spark-carrying contacts. Both types are arranged for mounting 
behind the switchboard with the operating handle in front. For 
use in connection with these awitches special open fusible cut-outs 
for low voltage and euclosed handle plug carriers for high voltages 
are also ineluded in the list. | 


Dividends,—Notice is given in the Leadon Gazelle 
of a second and final dividend of 18. 34d. in the £ in re Albert 
Smith (ELEcTRIC Motor SurPry Co., West Bridgford and Notting- 
ham). Payable from August 21st at 4, Castle Place, Park Street, 
Nottingham. 

A first and final dividend is to be shortly declared in re the 
ELECTRICAL Firtincs Co., Lrp. Debts have to be proved by 
August 15tb. J. D. Pattullo, 65, London Wall, E. C., liquidator. 

Notice of a second and final dividend of 1s. 4d. in the & is given 
in the case of CHAS. A. SMITH, electrician, of King Street, Regent 
Street, W. Payable after August 14th at the offices of R. J. Ward, 
2, Clements Inn, Strand. | 

August 14th is the last day for receipt of proofs for intended 
dividend in re PETER Рп.кіхстом, Lro. (liquidator, Mr. James 
Todd, 3, Winckley Square, Preston, Lancashire. 


Electric Coal-Cutters.—The Brush ELECTRICAL ENGI- 
NEERING Co. has secured a contract frum the Cadzow Coal Co. for 
one Birtley-Falcon electric eoal-cutter. 


Dissolutions aud Liquidations.— THE IMPROVED 
ELECTRIC Grow Lamp Co., Lrp., on July 25th resolved to wind 
up voluntarily, with Mr. S. Wiltshire, 19, St. Dunstan’s Hill, E.C., 
as liquidator. 

Messrs. J. Canter & J. HonsrALL Carter & Horsfall, electrical 
engineers, Manchester Road, Nelson, and motor and mechanical 
engineers, Holly Bank, Brierfield’ have dissolved partnership. Mr. 
Carter will continue the Nelson business and attend to debts. The 
Bricrtield business will be continued by Mr. Horsfall. 


Trade Anuouncements.—4A limited company has been 
formed in Italy known as the C. . S. SOCIETA ANONIMA PER INSTRU- 
MENTI ELETTRICA Gia C. OrivkTTI & Co., fonthe manufacture of 
electrical measuring instruments. It is a combination of the well- 
known business of C. Olivetti & Co., of Milan, with the measuring 
instrument section of the Tecnomasio Italiano Brown-Boveri. 

‚ Messrs. W. Н. Isukrwoon & Co., electrical and mechanical 
engineers, Carlton Mills, Leeds, have appointed Messrs. James Gray 
and Co., 212, St. Vineent Strect, Glasgow, as agents for Scotland for 
their mining switches and other goods. 

We are informed that the agency for Great Britain and Ireland 
for part of the manufactures of the Mulheim Works (Carlswerk) of 
Mussks. FELTEN & Gc ksUcME-LAHMEYERWERKRE, viz., all insu- 
lated wires and cables for electric Light and power purposes and for 
the Neptune copper rail bonds, will, from August Ist, be transferred 
to the Lahmeyer Electrical Co., Ltd., 109-111, New Oxford Street, 
W.C., and that their English chief electrical engineer, Mr. R. R. 
Todd, will join the Lahmever Electrical Co., Ltd., from that date, 
as manager of their cable department. The agency for telephone 
aud telegraph wires and cables as well as for all bare iron, steel, 
copper and bronze wires for all purposes. and. their numerous other 
wire manufactures, such as wire rope, wire netting, barb wire, wire 
chains, wire mats, &e., will remain with Messrs. W. F. Dennis & Co., 
49, Queen Victoria Street, E. C., as before. 


LIGHTING AND POWER NOTES. 


Beckenham,—The U. D.C. has approved the signing of 
an agreement with the Administrative County of London and District 
Electric Power Co. It will be remembered that this Council decided 
a short time ago to take over the electric light undertaking from 
the ВІ. & H. Cables, Ltd., on the expiration of the lease in 
November next, and the present agreement with the Electric 
Power Co. will effectually prevent the further development of this 
undertaking, if carried into effect. The agreement provides for the 
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laying of all cables in a manner approved by the Council, 
and for the company to pay all costs for the laying of lines, 
removal or alteration at any time, if required by the 
Beokenham authority. Al differences between the authorities 
must be settled by arbitration, and the reasonablé costs paid by 
the company. Within 12 months of the passing of the Act, the 
Council may require the company to supply all the energy which 
the Council may require, on terms to be settled by arbitration, but 
the company must make it more advantageous for the Council to 
take such energy than to extend its plant. If the Council takes a 
supply for the surplus lhzhting load only beyond what its station 
can produce, the charge is to be 17254. per unit; if it takes the 


whole of the supply for the tramways (at Penge) the price will be 


11а. per unit; but if it takes the whole of the supply it will be 
charged at the rate of 95d. per unit. The company will have to 
purchase all plant which may be put in by the Council to supply 
energy which the company are not in the position to supply after 
the required notice has been given. The Council on its side 


. must not increase, the capacity of the plant in its generating 


4 


station beyond the amount required to meet the demand for 
energy fora period of three years from the passing of the Act, but, 
shall purchase from the company апу additional supply required. 
The supply shall be given by the company for a period of 50 
ycars, but the agreement may be determined at the end of 25 years 
on proper notice being given. At the expiration of every period 
of five years from commencement of supply from the company, the 
Council shall be entitled to appeal to arbitration for a reduction 
of the price charged. The whole of these conditions are also to 
apply to the Bromley (Kent) B.C. in the event of the Corporation 
purchasing the undertakings of the Bromley Electric Light and 
Power Co. 


Bexley Heath.—4A resolution put forward at a rate- 
payers' meeting held on Saturday last, protesting against the 
action of the U.D.C. in arranging terms with the promotérs of the 
Administrative County of London Power Bill without taking the 
ratepayers into its confidence, was carried unanimously. 


Canada.—Ortrawa.—The City Council and the Con- 
sumers' Co. have reached an agreement by which the city pays the 
latter the sum of $200,000 for its plant, the comparry, however, to 
hand over to the city only $3,000 worth of the $10,000 stock on 
hand, this making the price equivalent to 3207,000. 


Continental Notes. — GERMANY. — Tenders for the 
establishment of an electricity works in the town of Celle, at an 
estimated cost of £15,000, are to be invited. 

BRI. GIUM.— The munioipal authorities of Erquelinnes are 
inviting offers for the establishment of ou electric lighting stat ion 
in the town. 

ITALX.— La Società Lombarda per Distribuzione di Energia 
Elettrica has secured a concession to erect a hydro-electric plant on 
the River Ticino at Turbigo. 

A compauy has just been formed at Brescia with a capital of 
£80,000, and with the title La Società Elettrica Bresciana, to under- 
take thc electric lighting of the town. 


Cotton Mills. — The sixth story of the Acme Spit 
Mill, Pendlebury, is to be operated by electricity throughont, and 
for this purpose the Lancashire Electrie Power Co. is about to 
install the necessary machinery. 


Coventry.—The electricity department of the Corpora- 
tion last week opened the electricity works to the inspection of the 
public, with a view to, popularising the electric light. 


Croydon.—On the subject of street lighting, and mainly 
affecting the question of electricity v. gas, an exhaustive report 
has been submitted to the Council by the Lighting and Electricity 
Committee. The report states that with the exception of one dis- 
trict in London, where high pressure gas is being used, no town 
appears to be reverting to gas, and in this case gas has not super- 
seded electric lighting by arc lamps. On the other haud, the Com- 
mittee finds that lighting by electricity is considerably on the 
increase, and several towns have now no gas lighting in the streets. 
In regard to the action of the City of London Corporation in deciding 
to experimentally light three streets with gas, the Croydon Com- 
mittee points out that there has not been any attempt to compare 
the proposed gas lighting with the more modern systems of electric 
lighting. There are now two electric supply companies competing 
in the City of |London, but neither company was asked to submit a 
formal tender for comparison as to the cost of street lighting, and 
under the circumstances, and apart from the fact that the present 
installation is an experimental one, it does not consider that any 
importance whatever can be attached to the action of the City Cor- 
poration. The Committee, in deciding for a continuance of electric 
lighting, remarked that each years working showed a gradual 
reduction in the average cost, and from September 29th next £1 per 
annum per lamp for arc lighting will be taken otf. 


Dover.—The В. of T. has granted the Corporation's 
application for an order extending the E. L. area so as to include the 
Parishes of River, Ewell, Whitfield, St. Margaret's at Clitfe, West 
Cliffe, Guston and part of Alkham. 


Dundee.— The burgh electrical engineer has prepared а 
report on the supply of energy to shipyards. He finds that a 
supply to this industry has a low maximum demand with a large 
consumption, and that prices charged for such supply vary from 
85d. to 12d. per unit. Messrs. Gourlay Bros. & Co. have asked 
the Corporation if it will give a supply of energy to the whole of 
their shipyard at 1d. per unit as an experiment for one year. Mr. 
Richardson recommends the Corporation to agree to this. 


Durham County.—A lengthy report on the projected 
county electricity supply scheme was presented at а meeting of the 
County Council on July 26th. The Committee reported that just 
about one-fifth of the area of the county was covered hy private 
companies operating under Acts of Parliament. The Committee 
appointed to inquire into the matter asked the Council to pass by 
an absolute majority a resolution to the effect that а Bill should be 
promoted in Parliament having for its object the establishment of a 
system of electrical services for the county, and that the expenses of 
such promotion be payable out of the county fund ав general 
expenses. The Coinmittee also advised that an expert report should 
be made on the scheme. The subject has bcen again adjourned 
until the next meeting of the C.C., when more information is to be 
laid before it. ` | 


Eastbourne.—Mr. J. К, Brydges, the borough electrical 
cnginecr, has just presented his annual report on the past year's 
working, and from this we gather that the net profit is £3,858, as 
against £2,726 in the previous year. Out of this sum £1,000 has 
been set aside to depreciation, and £750 allocated to the relief of 
the rates. The number of units sold amounted to 753,562 for 
private lighting, and 24,428 for power, against 714,716 and 18,686 
respectively during the corresponding 12 months. 


Faverkham.— The accounts of the Corporation E. L. 
undertaking from June 9th, 1904, to March 31st, 1905, show a gross 
profit of £240, and a deficit to be met out of the rates of £544. 


Godalming.—The Urban Electric Supply Co., having 
laid mains, and supplied energy outside the arca prescribed by the 
prov. order, the T.C. has advised the company to apply for an 
exteusion of the order so as to takt in that part of the outside area 
being supplied, and such additional area as is thought necessary. 

An electrical exhibition was held last week under the auspices of 
the Supply Co. 


Haydock.— The Wigan Т.С. has informed the U. p.c. 
that it “cannot, for the present, consider the giving of a supply of 
energy to any township outside its district. 


Hull.—The E. L. Committee has decided on the sub- 
stitution for the old н.т. switchboard of a new Ferranti board of 
similar size, at an estimated cost of £6,400, which, together with 
building extensions, amounts to £6,800. The engineer is to prepare 
plans, and Messrs. Ferranti are to submit a tender for the supply 
and erection of the first half of the above switchgear. Messrs. 
Earle's Shipbuilding Co. have entered into an agreement with 
the Council for a supply of energy fora further period ef three 
years. 


Lancaster.—The T.C. has reduced the Pu of energy 
for private lighting from 5d. to 44d. per unit. 


Leeds,—The City Council has decided to provide arc 
lamps on all the tramway routes fora distance of 1 mile from the 
Town Hall. Where it is considered inadvisable to take the supply 
from the tramways plant, special mains are to be laid down. 


London.—Crry.—The City of London Electric Lighting 
Co. bave written to the Corporation in reference to the notice given 
them to remove their electric lamps in certain of the main 
thoroughfares of the City. They point out that under the con- 
tracts for electric lighting large expenditure has been made 
obligatory ;.in all the company have expended in respect of the 
public lighting £128,997. To comply with the present request to 
remove the electric lamps in Fleet Street, Queen Victoria Street, 
Monument Strect and part of Lower Thames Street would mean 
the destruction of part of the capital outlay of the company on the 
contracts to the extent of £1,220 per annum. The company point 
out that they had no choice in the selection of the lamps, standards 
or glass, which were settled by the Corporation as far back as 1891. 
The company add that they are not to blame for the antiquated 
system of lighting yow in force, as they have been precluded from 
incurring any further large expenditure, owing to the uncertainty 
of their position, two of their three contracts having been annulled 
some time ago, and the validity of the third questioned, and they 
state that if the Streets Committee had allowed them to co-operate in 
improving thc lighting of the streets they would, iu all probability, 
have been enabled to submit better terms than the gas company. 


Ihe company consider that they bhaye a just claim on the Corpora- 


tion that it should not destroy their capital as proposed, aud 
suggest that a special committee should be deputed to confer with 
them with a view to the matter being settled in a manner satis- 
factory to both parties. The letter has been referred to the Streets 
Coniniittec. 

KrNsINGTON.-—The B.C. has informed the Kensington and 
Knightsbridge Electric Lighting Co. that it is not prepared, at pre- 
sent, to adopt the company’s snggestion with regard to the lighting 
of the side streets by Nernst lamps. 

BarTERSEA.— The scheme for the lighting of Nine Elms Ward by 
electricity, at ап estimated eost of £15,140, has been approved by 
the B.C. 

STEpNEY.—The B.C. is to tender forthe supply of energy in bulk 
to the Bethnal Green B.C. 

St. Pancras.—The gross income of the electricity undertaking 
during the past year amounted to £68,459—a decrease of £7,652 com- 
pared with the previous year. The decrease is attributed to reductions 
in the charges for energy. There is a net profit on the year's work- 
ing of £13,099. Of this it is proposed to devote £3,000 to the 
relief of the rates, £10,000 being added to the electricity reserve 
fund. 

PoPLAR.—The B.C. has resolved to install additional feeders 
at а cost of £2,035. 
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HAMMERSMITH. —Arising out of the recent difficulty respecting 
the electric wiring contract at the Workhouse, the B.G. on 
July 26th received a letter from Mr. T. Scott Anderson, electrical 
engineer, of Sheffield, whose tender was originally accepted, but 
not sealed, but was subsequently rejected because the L. G. B. 
declined to sanction the expenditure. Mr. Anderson in his 


letter claimed out-of-pocket expenses, &c., incurred through making 


preparations for carrying out the contract, and threatened legal 
proceedings if his claim were not met. "The clerk advised the Board 
that it could do nothing in the matter, as Mr. Anderson had 
never been officially informed that his. tender had been acc epted. 
It was decided simply to ackuowledge the letter. 

The T.C. has decided to appeal against the assessment of the 
electricity works, which has been increased from £3,970 gross to 
also £14,990, and £3 ,309 rateable to £9,500, the new figures being 
deemed excessive. 

The T.C. has also decided to expend £50 in the purchase of tickets 
for the Electrical Exhibition at Olympia, for distribution amongst 
consumers. 

LaMBETH.—An application has been received by the B.C. from 
Mr. A. Cramb, the Croydon borouch electrical engineer, stating 
that an arrangement has been entered into between his Council and 
the South London Electric Supply Corporation, whereby the 
former shall lay a main to Ceutral Hill for supplying energy for 
lighting, and asking for the permjssion of the B.C. to the laying of 
the service. The Council points out, however, that it has no power 
to give the desired consent, as the Supply Corporation can arrange 
only for the supply of energy within the area covered by its prov. 
order. 


Loughborough.—About the Market Place four new 
lamp columns have been erected by the Electricity Department to 
carry Excello arcs of 1,900 ср. each and 25-с.р. Tantalum lamps, 
two of the latter to each column. The total illuminating power of 
the gas lamps which these displace was 640 0. P. 


` Rochdale,—The accounts of the Corporation electricity 
undertaking. for 1904-5 show a very satisfactory year's working. 
Below we give the figures in comparison with those of 1903-4 :— 


ө 

К 1904-5. 1909-4. 
Total revenue. id ys T ry £9,797 £7,540 
Total working cost T sa af 4,975 3,847 
Interest x m. „ ias 1,435 1,372 
Sinking fund, ac. a ЭР ši 1,792 1,698 
' Balance .. 5% ҖЕ + 1,195 + 628 
Number of consumers connected ae га 223 172 
Bquivalent &-c.p. lamps 28,852 26,432 
Units sold (lighting, power and traction). . 1,160,593 840,530 

` Maximum load for lighting .. 391 kw, 319 kw. 

Maximum load for traction .. ix oT 517 kw. 250 kw. 
Average price obtained рег unit а 19 2˙07d. 
Total working cost per unit . ae bs 1:020. 1:03d. 
Capital exp endet " A 85 466,414 £53,768 


From the above surplus of £1,195 obtained during the past twelve 
months’ working, £1,000 has been set aside to the relief of the 
rates, and £195 is to be carried to reserve or depreciation." The 
increase in the maximum load has been in almost direct proportion 
to the number of consumers, but the units sold have considerably 
increased рет '8-с.р. lamp connected. The main engine-room 


building has been practically doubled in length, and three out of 


five new steam sets, for which space has been provided, have been 
installed, together with a new motor alternator. New condensers 
have also been erected. 


South Shields,—The Electrical Committee has recom-. 
mended the T.C. to adopt the following tariff for energy for power 
and heating in lieu of the present charge of 2d. per unit: Where 
the consumption does not exceed 1£0 units per quarter per horse- 
power installed, 14d. per unit; over 150 and less than 300, 14d. per 
unit; over 300 units, 1d. per unit. 


South Africa, — Krucersporre.— The Council has 
recently been advertising the position of consulting electrical 
engineer to carry out the electric lighting of the town. 

Durpan.—It is stated that the Government has practically 
decided upon the centralisation of the electrical distribution at 
the railway power station, Durban. This scheme will embrace 
the supply of lighting aud power for the railway station, Harbour 
and Bluff, 
apparatus there. H 

PRETORIA — Speaking at the Master Builders! Association, the 
Mayor said that in regard to the E.L. scheme, the Т.С. was putting 
by £660 а month for depreciation, aud after paying all expenses, 
was making a profit of £11,000 per annum. The Council expected 
to reduce the lighting rate by 25 per cent. shortly. 

J OHANNESBURG.—The Robinson Deep Gold Mining Co.'s balance- 
sheet for 12 months’ working contains the following item under 
“ Expenditure " ;—Electric power plant, £25,928. 

KIMBERLEY.—The general manager of the De Beers Consolidated 
Mines, Ltd., stated to the T.C. that the present conditions with 
respect to the electric light could not be remedied until a sub- 
stat ion had been installed at Beaconstield. 


Torquay.— The engineer of the Dolter Electric Traction 
Co., Mr. К. A. Mitchell, 9 the manager, Mr. H. Lancaster, have 
visited Torquay in response to the invitation of the T.C. at the 
instigation of the L.G.B., who suggested a conference on the supply 
of energy for the tramways, and the opinion of the Board that 
there is ample lighting plant has been confirmed. The company's 
engineer now suggests that the present station should be enlarged, 
and additional plant laid down, at an estimated cost of about 
47,000. 


including when ee the working of the coaling . 


Tottenham.—The U.D.C., after a long debate, by 14 
votes to 10, has ratified the agreemeut with the North Metropolitan 
Electric Power Supply Co. 


Walthamstow.— The U. D.C. hs asked Mr. J. Enright 


to name his fee to report on the proposed electric supply to W ood- 
ford. During the next six months the price to be obarged for 


public lamps, other than ares, has been fixed at 2d. per unit. The 


L.G.B. has sanctioned a loan of £8,000 for generating plant. 


Warrington.— The Electricity Committee. has recom- 
mended the T.C. to apply to the L.G.B. for a loan of 43, 000 for 
cable extensions. 


Wolverhampton.—The annual report and balance-sheet 
of the Corporation electricity undertaking has just been issued, 
and shows on tho year's working a gross profit of £12,996; 
interest amounts to £4,201, and for sinkipg fund aud repayment of 
loans:a sum of, £5,341 has been set aside, leaving a profit balance of 
£3,451. Substantial reductions have been made during the past 
year on the prices of energy, the actual diminution iu revenue on 
this account being about £3,700. The total working costs were less 
than during the preceding 12 months, although the output increased 
33 per cent. Anew Belliss-E.C.C. set has been installed to cope 
with the tramway load, which also necessitated various other 
extensions, The total number of units,sold during 1904-5 was 
2,628,475, 1,281,626 being for traction purposes. The number of 
32-watt lamps connected was 72,209, and the maximum load 
attained was £1,460 kw. 


TRAMWAY AND RAILWAY NOTES. 


Beckenham.—Under an agreement with the U. D.C. the 
B.E.T. Co. has undertaken to pay £4,000 by 10 annual instalments, 
with interest, towards the cost of the Tramw ays Bill (£4,355), and 
to take all the, power needed for the tramways constructed from 
Beckenham, with a minimum consumption of 240,000 units per 
annum. 


Belfast.— In the Parliamentary papers of Tuesday, Mr. 
Joseph Devlin called the attention of the Chief Secretary to the 
Lord-Licutenant of Ireland to the dissatisfaction which existed 
amongst the ratepayers of Belfast at the refusal of the Corporation 
to introduce 4d. fares in connection with the new Corporation tram- 
way scheme, aud asked whether, in view of the pledges on the subject 
given to the House of Commons during the passage of the recent 
Corporation Bill, he proposed to make representations to the 
Corporation on the subject.— Mr. Long, in reply, said he had no 
information on the subject. The Local Government Board had no 
functions in the matter, and he did not propose to make any repre- 
sentations to the Corporation. 

The reconstruction of the tramway scheme is drawing to a close, 
so far as the relaying of the line is concerned. The suburban lines 
are almost complete, and very shortly the lines will be re-lnid in 
the centre of the citv. Т he entire permanent way will be open in 
September, though electric traction will not be in full operation 
for a considerable time to come. 


Birkenhead.—The report of the working of Birkenhead 
electric tramways for the past year has just been issued by the 
general manager, Mr. W. Wyld. The total income amounted to 
£55,025, against £56,073 last year. The number of passengers 
carried on all routes was 11,145,531. Of the income, operating 
expenses absorbed £32,932, against £34,747 last year, leaving a 
gross surplus of £22,003, against £21,325 last year. The interest 
and sinking fund amounted to £20,199, against £19,442, leaving a 
net profit of £1,893, against £1,883 last year. Owing to an altera- 
tiou in the form of keeping the accounts, an amount of £250 of 
bunk interest, which under last years system would have been 
included as net profit, has not been included this year. Had this 
been done, the net. profit this year would have been £260 over last 
year. Тһе decrease in the revenue is attributed almost entirely to 
the bad condition of trade in the district, the Docks route, which 
is à workman's route, showing a decrease of 4926. 


Brighton.—The new system of tourist cars, inaugurated 
by the tramways engineer, Mr. W. Marsh, has attained a high 
degree of popularity. Morning and afternoon “ tourist cars” leave 
the Aquarium terminus for a circular trip to the points of interest 
about Brighton, The whole trip covers about niue miles, and 
occupies nearly two hours. The tourist. cars carry “ personal cun- 
ductors," who are acquainted with all the points of interest, and 
indicate and describe them throughout the journey. The cars are 
always crowded ; three are now running, and more will shortly be 


required. The fare is 1s., aud, of course, passengers will not. travel 
inside. 
Canada, —According to the Montreal Witness. the 


Canadian Pacific Railway is considering the advisability of utilising 
electricity instead of steam in the operation of its trains оп the 
Boundary system in British Columbia. Exteusive preparations are 
being made in that provinee by a company for the transmission of 
power along the Kootenay river, for the operation of minces. and 
smelters in the Boundary system. The C. P. R. will possibly make 
atest of electricity for haulage power on au extensive scale for 
heavy grades on Rossland Hill, and other neighbouring points, 


and if satisfactory results are obtained the entire Boundary Line 


of the company will be opcratod by electric power. 
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Continental Notes.—GERMANT.— The Prussian Minister 
of Public Works hae refused to sanction the Berlin municipal plans put 
forward for the construction of a surface tramway from the Spittel- 
markt to the Hausvoigtei Platz, and thence through Mohren Strasse 
via the Wilhelms Platz and the Voss Strasse to the Koniggratzer 
Strasse. The grounds for the refusal, and in particular in regard to 
the Mohren and Voss Strasse, are that the time has at length 
arrived when the main arteries of traffic should- not be further 
burdened with surface lines, but that high-speed underground lines 
should be constructed instead. The Reichs Gericht has dismissed 
the appeal of the Grand Berlin Tramway Co. in regard to the action 
brought against it by the Berlin Municipal Council. The latter has 
granted permission for the further extension of the underground 
electric railway from the Potsdamer Platz to the Spittelmarkt. By 
virtue of agreements between’ the tramway company and the 
Council, the former claimed to possess the right to construct the 
railway or to receive compensation in the event of the concession 
being granted to anyone else. The Municipal Council brought an 
action to have the point settled, and with the rejection of the com- 
pany's appeal by the Reichs Gericht, the Council has won the case 
and the company is declared to have no such right aud is not 
entitled to an indemnity under the agreements. 

The German postal authorities at Cologne have lately put in 
service a 20-seated electric, motor vehicle for the rapid con- 
veyance of postmen between the general апа suburban post offices. 


The car is built on the Krieger system, the four-pole motors being 


suspended at the forward ond of the frame and driving the front 
There are two motors, one for 
each wheel; they are rated at 33 н.р. each, but can stand, for a 
short period, a considerable overload: The electrical energy is 


furnished by a battery of Hazen accumulators of 192 ampere-hours ` 


capacity ; it is carried under the body bf the vehicle in three 
sections. The controller is adapted to give eight forward specds, 
neutral and braking position and one reverse motion. The vehicle, 
which was built by the Allgemeine Betriebsgesellschaft für Motor- 
fahrzeuge, of Cologne, is intended for a maximum speed of 114 
miles an hour; it weighs complete 52 cwt., of which the, battery 
is responsible for 174 cwt. 

The intense heat which recently prevailed in Berlin caused 
interruptions in the tramway traffic. One instance occurred in 
connection with a section of the short conduit tramway in operation 
in the German capital. It appears that, in consequence of the 
expansion of the conductor rails in the Koniggratzer Strasse 
(corner of Lenné Strasse), the support of an insulator of the rails 
became broken off, causing damage to the plough of a motor-car 
belonging to Line 7. A complete stoppage of the cars proceeding 
rid the Reichtags Platz in the direction of Moabit or Karls Strasse 
was also brought about by the heat causing an expansion of the 
rails, whereby the width of the slot was reduced. "This incident 


. stopped the traffic on this section for several hours, until the 


continued application of cold water restored the rails to their 
original condition. D 

SwITZEBLAND.—At the recent meeting of the Swiss National 
Council at Berne, a question was raised as to the position of affairs 
in regard to the introduction of electric traction on the Simplon 
Railway. In reply, the principal of the railway department stated 
that the subject had been under investigation for a long 
time past. The department had entered into an agreement with 
the Maschinen Fabrik Oerlikon, which was conducting investiga- 
tions and experimental runs. The results hitherto had not been 
satisfactory. A technical commission, upon which the. State Rail- 
way department was represented, was continuing the inquiry, and 
ene of the members was to proceed to the United States for the 
purpose. The Italian Government had informed the Federal 
Council that there had been successfully introduced on the 
Valtellina Railway a locomotive which was able to haul heavy 
loads at the necessary speed, and that in this way the question of 
electrical working had been solved. The investigation was being 
continued by the Italian Government, and the Federal Ceuncil had 
been invited to make an inspection of the railway. g 

The traftic receipts of the Geneva Tramways Co., Ltd., 
for the month of June last amounted to 191,840 fr., showing an 
increase on 1904 of 5,438 fr. . å 

AUvsTRIA.—The municipal authorities of Gorz are about to invite 
tenders for the construction of an electric tramway in the town. 

JvscrRAU RAIL WAV. —- The section Eigerwand to Eismeer, 
10,362 ft. above sea level, was opened to traffic on July 25th. 


€rovdon.—An important extension of the Croydon 
tramway system towards London is in progress. 
South Norwood is to be carried on through Anerley to the 
entrances of the Crystal Palace at the Low Level Crystal 
Palace Station and at Penge. А further extension to Mitcham 
is about to be commenced. 


East London  Railway.—Lord Claud Hamilton, 
addressing this company as chairman for the first time, on 25th 
ult., said the, Metropolitan District Railway Co. would withdraw 
their trains from the East London line on the 31st inst., and the 
Brighton Co. would take up the working in their stead, but that 
would entail а change of carriages by the passengers at Whitechapel 
Station. The Metropolitan Co. had given notice that they would 
discontinue running trains over the line at some future period. So 


far no day had been fixed, but it would probably be at no distant 


date, and in. this case the South-Hastern and Chatham Companies 
would “take up the running " in the place of the Metropolitan Co., 
but here, again, the passengers would have to change at White- 
chapel Station. He did not think that this was a matter about 
which they need alarm themselves. In time their line would 
ha ve to be “ electrified,” but he was glad that they had not been in 


The line at | 


any undue hurry to take action with that object. Their late chair- 
man (the Hon. A. E..Gathorne-Hardy) told them, in a recent 
speech, that “ he was by no means sure that the live third rail was 
the best, the safest, or the least expensive mode of working an 
electric railway." He thought that they need not regret that this 
matter of the “electrification” of their line had been postponed 
until they had had the opportunity of judging, by actual expe- 
rience, whether the Metropolitan and the District Companies had 
really adopted the right mode of electric traction. When the line 
was “electrified” it was more than likely that the Metropolitan 
and the District Companies would resume their service of trains 
over it. The change of carriages at Whitechapel would be pre- 
judicial, but be did not see how the difficulty was to be got over at 
present. : 


Edinburgh.— Although the Edinburgh and Queensferry 
Tramways Bill was swept aside, there is no doubt that the Edin- 
burgh, Dalkeith and Bonnyrigg line will be in the hands of the 
workmen before very long. A much stronger case was made out 
for the Bonnyrigg route at the official inquiry last week. It is not, like 
Queensferry, dependent upon a summer traffic, and there are more 
villages and towns to tap, each with industries and important 
business concerns. Goods are to be carried by the Dalkcith cars, 
and this is a new departure for Scotland, with the exception of the 
Wemyss line in Fife now under construction. 


Great Eastern Railway.— Lord Claud Hamilton, at 
the half-yearly meeting on July 28th, referring to the falling-off 
in suburban traffic, said that the decrease was partly due to bad 
trade, but it was attributable more to the competition of electric 
tramways, the Great Northern and City Tube Railway, the creation of 
additional facilities in other parts of London, and the'opening-up 
of suburban districts on other lines. In face of this, they were 
threatened with a new tube line into their district, passing through 
Leyton and Walthamstow to Waltham Abbey. The Committee of 
Parliament, in passing the Bill in question, had inserted & clause 
compelling them not to charge higher fares than the Great Eastern, 
and therefore it was evident that this projected line, if constructed, 
could not pay, although it would undoubtedly do them a great deal 
of harm by its unnecessary competition. Their motor-omnibus 


experiments had been so successful that they were constructing 12 


or 14 more. 


Great Northern and City Railway.—Mr. James 


Green, F. S. I., has lately been holding an inquiry into the claim of 


. а freeholder of 21, Highbury Crescent, N., who alleges that 


damage done to the house by the tunnelling operations of the rail- 
way company has reduced the rental value by £50 a year. The 
evidence given by engineers and surveyors showed that there had 
been a serious settlement of the foundations, and that some of the 
rooms had become unsafe for occupation. Last year £1,200 was 


` spent on the reinstatement of the house. 


Hythe (Kent),—The T.C. has received from tlie 
National Electric Construction Co., Ltd., an offer to construct 
tramways in the borough in conjunction with a scheme from Folke- 
stone on the Dolter surface contact system. The offer is either to 
work the tramway on behalf of the Council, or to carry it out 
under ordinary contract. 


Lancaster,—The past year's working of the tramway 
undertaking shows a loss of £3,180, against a deficit in the previous 
year of 22,833. ` 


Leith.—A satisfactory trial of part of the new electric 
tramway in Leith has been made. The B. of T. inspection was to 
be held this week on the Pilrig and Newhaven section. It will be 
some time before the other sections are so well advanced. 


Liverpool-Southport Electric Railway. — On the 
evening of the 27th ult. an appalling disaster took place on the 
Southport-Liverpool Electric Railway (L. & Y.), Бу which 20 


persons were killed. The disaster occurred to the 6.30 p.m. express . 


electric train out of Liverpool. The traiu passed Blundell Sands, 
and Hall Road station was being entered, when, instead of the 
train passing through the station, it turned into the centre line of 
rails, and dashed into the front coach of a train which had been 
drawn up in the usual way preparatory to being sent along the 
Liverpool platform. The first coach of the standing train was shot 
into the air, and the underframe of the express was driven under 
the stauding train. Most of the passengers in the first coach were 
killed outright, and а number were injured and were taken to the 
Bootle Hospital. The affair spread consternation in the districts 
all alony the line, and out-distanced the terrible disaster of July 
13th, 1903. 

The inquest was opened on Friday evening last at Great Crosby 
by Mr. S. Brighouse, county eoroner, A letter was read froin the 
signalman, W. Boote, in which he stated that he regretted having 
turned the 6.30 p.m. train from Liverpool to Southport into the 
middle siding. 

The Coroner said he trusted the travelling public would not be 
alarmed at the occurrence, or think that the electrie service between 
Southport and Liverpool was not safe. The unfortunate calamity 
had nothing to do with the eleetrification of the railway in any 
shape or form. People had come to him and offered most absurd 
propositions in conneetion with the matter. They had evidently, 
without hearing anything, come to a conclusion in the matter 
which, to say the least, was most prejudicial, He did not want 
the travelling publie to think they were in any danger from elec- 
trifieation. So far as he could make out, the electrification of the 
line had not contributed at all to the sad calamity, The inquiry 
was adjourned till August 10th, 


E =, ＋π⏑ 2 e e apd 
` 2 ша = Aa 


„„„„ͤ— ᷑᷑ е ! A ESE WS PSSST VEMM EE TEP I a a IEEE ELE TN TET ETE TRE ESE MELTS 


182 | THE ELECTRICAL REVIEW. 


[Vol. 57. No. 1,445, AUGUST 4, 1905. 


The Board of Trade appointed Lieut.-Colonel E. Druitt, R.E., 
to hold the Government inquiry into the cause of the collision. 
The Inquiry was opened on Tuesday at Liverpool. The pro- 
ceedings were private. The Inspector carefully examined the 
points at Hall Road Station, which were left open by the signäl- 
man, causing the accident, and the working of the line gencrally 
was explained to him. 

Ап exceedingly clever and gallant act took place near Freshfield 
on the clectric railway on July 26th. Edward Rudd, aged 13, a 
schoolboy, saw a hoy jammed between the electric live rail and 
the running rail on the Southport line. He covered his hands with 
his cap and went to the aid of the boy (Robert Partington, aged nine), 
but the current passed through his cap and hurled him back, 
Nothing daunted, he whipped off his coat and threw it over 
Partington, and called to a boy named Smith, who, however, 
tripped aud fellover the live rail. Then another boy came and 
helped Rudd to place Smith on the bank. They afterwards 
managed to remove Partington just as a L. and N.W. train was 
coming. The doctor states that Partington was rescued in the nick 
of timo; he was unconscious when removed from the track. 


London.—L. C. C. — On Tuesday the Highways Com- 
mittee stated that inquiries had been made of several companies 
with а view to securing a temporary supply of power for working 
the tramways from the Strand, vid the subway, to the Angel at 
Islington. As a result, an offer had been obtained from the County 
of London Co., which it was desirable to accept. The company 
would deliver power in bulk to the Council's mains at a point near 
the Holborn Town Hall, at a pressure of 530 volts; the price 
to be charged was 1d. per unit, the Council guaranteeing a minimum 
consumption of 500,000 units per annum, with a maximum demand 
of 400 Kw. It was proposed to enter into an agreement with the 
company for one year certain, the Council to bave the right to 
obtain a supply for a further period at a price not higher than 1d. 
per unit. The Committee also proposed to entrust Messrs. J. 
Mowlem & Co, with the work of reconstructing the tramways in 
Theobald’s Read for the sum of £17,068, as an extension of that 
company's contract in regard to the lines in Rosebery Avenue, 
to obtain the special track work for those tramways from the 
Hadtield Steel Foundry Co. for £8,335, and to procure 16 single- 
deck cars for use on the lines. 

The Council postponed the consideration of recommendations in 
favour of applying to Parliament in the next Scssion for powers to 
construct the undermentioned tramways:—(1) From the Plough, 
Clapham, via Clapham Common north side and Cedars Road, to 
Lavender Hill tramways; (2) from Seven Sisters Road (existing 
tramways), тіп Amhurst Park, to Upper Clapton Road (existing 
tramways); (3) from Aldgate (existing lines), vía the Tower 
Bridge Northern Approach, to a point near the Tower Bridge ; 
(4) from the Lea Bridge Road Terminus, via Lea Bridge Road, to 
Upper Clapton Road (existing tramways); (5) from Tooting 
Broadway, via Mitcham Road, to the county boundary near Tooting 
Junction Railway Station; (6) from High Street Streatham 
terminus, via Streatham High Road, to the county boundary at 
Norbury, with down line via Gleneldon Road, Bournevale Road 
and Stanthope Road; and (7) from near the Marble Arch, via 
Edgware Road, Maida Vale and High Road, Kilburn, to the county 
boundary at Cricklewood. The estimated cost of the lines is 
£414,160. 

It was decided to sanction an expenditure of £59,394 for the 
equipment of the tramways from the Strand via the tramway sub- 
way to Theobald’s Road, and for the reconstruction of the tram- 
Ways in the latter road to the authorised lines in Rosebery Avenue 4 
an outlay of £53,630 for car-shed апа sub-stations in Battersea and 
Wandsworth; and £30,000 for the foundations and chimney of 
the second portion of the Greenwich power station. | 

The Highways Committee reported that it was of great import- 
ance, in order to minimise the risk of accidents on the tramways, 
to ensure that the eyesight of the drivers should be good, and 
arrangements had been made for the testiug of the men. So far 


‘the sight of about 340 men had been tested, and it had been found 


necessary to reject 40 of the men for further service as drivers, 
either through colour blindness or defective sight generally, The 
Committee had been anxious, however, that the men declared unfit 
should not lose employment, but should be provided with other 
work for which their eyesight would be sufticiently good. It 
would, therefore, be of interest to learn that out. of the 40 men in 
question, 28 had been given employment as conductors, four as 
assistant regulators, two as carmen, two as pointsmen, one as а сат 
washer, and one as a vauman, while the remaining two had resigned. 


, It was proposed to continue the practice of finding other employ- 


ment for drivers whose evesight proved to be defective. 

For the construction of tramways on the conduit system from 
York Road, Wandsworth, through Garratt Lane, to Tooting. the 
Committee recommends the Council to accept the tender of Messrs. 
Dick. Kerrand Co., Ltd., at £96,242 3s. 7d. ‘The engineer's estimate 
for the work was £98,736 5s. 6d. | 

The reconstruction of the horse tramways from North Street. 
Wandsworth, to Westminster Bridge is also to be taken in hand, 
and the Committee recommends the acceptance of the tender of 
Messrs, J. G. White & Co., Ltd.. at £163,574 11s. 2d. In this case 
the engineers estimate was 4 165,491 4s. 10d. In the fiet ease 
paving work for the street widenings is included. in the tender 
but in the second case the tender is exclusive of this work. | 

METROPOLITAN HarL way.— Whilst being shunted into a siding 
between Moorgate Street and Aldersgate last weck, an electrie train 
on the Metropolitan Railway came into contact with the Wall. and 
became wedged. A quantity of brickwork was dislodged and the 
footboard of the train was broken off. The accident was, donbtless 
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е 
due to the great length of the new coaches and the overhang in 
going round curves. The train service was not interrupted. 

C. L. Ratnway.— According to the Daily Mail, fire broke out in a 
carriage on the Central London Electric Railway on Monday last, 
but two officials suppressed the outbreak with a fire extinguisher 
before serious damage was done. : ` 

DrpTrorRp.— Notice was received from the electrical engincer of 
the L.C.C. by the Borough Council on Tuesday of intention to 
Jay underground electric mains in Lewisham High Road in con- 
nection with the proposed tramways. He wrote in reply to a 
suggestion previously received from the local authority, that he 
eould not agree to lay the ducts only under the tramway margins or 
$n the clear way between the Nanc fh unless there should not be 
sufficient room for them under the footpaths, and he pointed owt 
that the L.C.C. was acting in the matter under Clause 6 of the 
Electrical Power Act of 1900. The surveyor was authorised to 
interview the electrical engineer of the London Cownty Council 
with a view to an amicable arrangement being arrived at. 

District RAiLWwAY.—On Tuesday last, on the section of the Dis- 
trict Railway between Richmond and Whitechapel, the steam trains 
were superseded by electric trains, about 20 of which were running. 
The section between Whitechapel and New Cross continues to be 
served, the trains withdrawn between those two stations being 
made up for by a service supplied by the London, Brighton and 
South Coast Railway. The Wimbledon to East Ham service and the 
Circle service will continue to be supplied as at present. i 


L. T. and S. Railway.—The directors in their report 
say that the work of widening the line between Bow and Barking 
is approaching completion, and the electrical equipment of the 
section between the junction with the Whitechapel and Bow Rail- 
way at Campbell Road, Bow, and East Ham, is finished. The 
District Company's electrio trains will shortly be extended to East 
Ham. 


Metropolitan District Railway,—The report for the 
half-vear says that the introduction of zone fares has been post- 
poned pending the complete installation of electric traction. and 
the consequent increased train service. T work of clectrification 
is now practically completed. The power house is in working 
order. The sub-stations are completed, and the whole of the 
cables are luid throughout the company's system. Electric trains 
are now running between Ealing and Whitechapel, and from 
Harrow to Mill Hill Park, and from Hounslow to South Acton. 
А service is also running between High Street, Kensington, and 
Putnev. Further electric trains will from time to time, as cars 
are delivered, be brought into running in substitution for the steam 
service. With a view to provide the balance of the moneys 
required for electrical equipment and to meet other obligations, it 
is proposed to sell surplus freehold lands and properties of the 
company to the value of £250,000. 


Metropolitan Railway,—At the half-yearly meeting on 
27th ult., Sir Charles McLaren, M.P., the chairman, said that some 
alteration had been made in their classes, consequent upon bringing 
into traffic their new electrical cars, which were of two classes only, 
and therefore between all stations from Baker Street to Harrow and 
Uxbridge, and from those stations to the "circle," they now issued 
only first and third-class tickets. They would do the same thing 
as regarded persons travelling between Hammersmith and stations 
on the *! circle“ so soon as the electrical service was in full working 
on that line, and be thonght that he might say now that they would 
have only two classes between Harrow and Verney junction in the 
near future. It was proposed to pay a dividend at the rate of 
21 per cent. per annum, Of course, they did not like to see a 
smaller dividend declared, but in the present instauce the cireum- 
stances were altogether exceptional, and a temporary decline in the 
rate of distribution was fully expected by the board, and also һу 
those sbareholders who were acquainted with the circumstances. 
The necessity of working by steam and clectricity at the same 
time, as he pointed out last January, was unavoidably attended 
with greater expense than the working by one system alone, and, 
while they would not keep steam trains ou tbe “electrified ” 
portion of th? line for a day longer thau was necessary, it was 
absolutely essential to use both forms of motive power for a 
time, until the staff got thoroughly used to the working of 
the electrical traius. That transition was not yet completed, 
nor did the directors expect that it would be for another six months, 
The cost of making the change from steam to electricity was 
proving rather greater than was at one time anticipated, but he 
was perfectly satisfied that they had taken the right course, and 
that in a short time they would reap the benefit of the alteration. 
It was only right to say that they were again passing through a 
very trying half-year, because they had not vet wholly surmounted 
the difficulties of transition, The company commenced on January 
Ist last to run some electric trains between Baker Street and 
Harrow, and between Harrow and Uxbridge. The number of these 
trains had been gradually inereased until the whole of the service 
on the extension. lines between Baker Street and Harrow and 
Uxbridge was now worked eleetrieally, though they still had the 
trains from Baker Street Чо and from stations beyond Harrow, on 
the Aylesbury line, worked. by steam. hey had had. some few 
failures and stoppages while bringing in the electrical service, but 
nothing of a serious character, and certainly nothing more than 
nieht be regarded as inevitable iu the making of so radical a 
change. With reference to the working of the “circle” by agree- 
ment with the Di-triet Co, they made arrangements to. commence 
t) work all the trains on the “np” road electrically on the 
ist inst, but, unfortunately, the service over the District Co.'s 
part of the ^ eirele " had to be discontinned in the course of a few 
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hours, as certain difficulties became apparent in connection with the 
conductor rails and car equipments. The matter was still in 
negotiation with the District Co., with a view to deciding upon the 
necessary slight alterations to be made, and they hoped to be ina 
position very soon to resume continuous working round the 
“circle " with electric trains. In the meantime this company was 
running a service of electric trains between 7 a.m. and midnight in 
addition to the ordinary service of steam trains on their portion 
of the “circle,” namely, between South Kensington and Aldgate, 
via Paddington. Mr. Parker, the consulting engineer, had stated 
that there scemed to be little doubt that they would ultimately be 
able to produce their energy at the low figure of 4d. per unit. 


Middlesex.—It was resolved by the County Council, on 
July 27th, that subject to the Herts County Council agreeing to 
construct its authorised light railway from the Middlesex and 
Herts boundary to Watford, the necessary steps be taken with a 
view to application being made in November next to the Light 
Railway Commissioners for an Order authorising the Middlesex 
County Council to construct a light railway 24 miles in length, 
from the Edgware Road at its intersection with Watford Road, 
through the village of Great Stanmore, and terminating in the 
Bushey Heath Road at the boundary of the counties of Middlesex 
and Hertfordshire. "The county engineer was authorised to engage. 
temporary assistance in connection with the light railway scheme. 


Morley.—At a meeting of the T.C. on Monday, the 
town clerk was instructed to write to the British Electric Traction 
Co. stating that the Corporation was anxious’ to h&ve the Morley 
tramways completed with as little delay as possible, also to ask the 
company if it would give an undertaking that the light railway 
would be completed within the period if the Council agreed to the 
company's application for an extension of time. In the event of the 
reply being unsatisfactory, the town clerk will submit the whole facts 
to the Board of Trade. The company has already obtained one or 
two extensions of the Spen Valley and Morley Light Railways 
Order, and is now applying for a further extension. 


Salford.—At the Manchester Assizes last week, John 
Trueman brought an action against the Corporation to recover 
damages for personal injuries sustained in consequence of the 
negligence of the Corporation tramway service. The plaintiff's 
case was that while riding on the outside of a Salford tramcar on 
August 30th; 1904, he was struck by the trolley pole, which was 
hanging loose. The blow rendered him unconscious, and he had 
since suffered from nervousness. Negligence was admitted, and 
the jury awarded plaintiff £90. : 


S, E. Railway and Tramways Competition.—In his 
address to the S.E.R. shareholderson July 31st, Mr. Cosmo Bonsor said 
that the competition of the electric tramways had drawn from the rail- 
way a large number of their short- journey passengers; the principal 
. districts in which they had suffered were Brixton, Peckham, and 
the neighbouring stations. They could not expect to compete 
satisfactorily with the electric tramways, but the traffic taken from 
them was not particularly profitable, and they also had the con- 
solation of knowing that when they came to appeal against the 
assessments in the districts mentioned they would be able to plead 
for a reduction in the amount of the rates paid by them by referring 
to the competition set up against them. 


South Africa.—DungBAN.—Further extensions of the 
municipal tramways are being projected, to include duplication of 
the track along Umbilo Road from Berea to Davenport Road, and 
also the Alice Street extension to Old Dutch Road to be followed 
later with the Umgeni Road extension. The doubling of the track 

*in Berea Road has been completed as far as Musgrave Junction, 
апа was put into use on the Ist ult., affording a 5-minute service 
in place of 74-minute. 


West Ham.—The accounts of the Corporation tram- 
ways for the year ending March 31st last show that the 
gross profit for the year was £23,198 Of this sum £9,020 is 
absorbed by interest on the undertaking, and £7,418 by the sinking 
and renewal fund, and £7,000 has been allotted to the relief of 
rates. | . 


м 


TELEGRAPH AND TELEPHONE NOTES. 


—— ee 


Internal and External Telegraph Charges of the 
Australian Commonwealth.--The dates of adhesion to the 
International Telegraph Convention of the various Colonies now 
forming the Commonwealth and New Zealand are as follows: —South 
Australia, May 27th, 1878; New Zealand, June 3rd, 1878; Victoria, 
January ist, 1880; New South Wales, February 25th, 1884; 
Tasmania, July &th, 1885; Western Australia, January Ist, 1894; 
Queensland, April 9th, 1896; Commonwealth, January 1st, 1903; 
Eastern Extension Co., May 1st, 1963. 

As regards telegrams external to the Commonwealth, the internal 
and transit charges exacted are identical, and, as notified by the Berne 
International Office in its notification No. 541, Junejst, 1902, as 
follows:— For Government telegrams, 41:6 centimes per word; for 
ordinary private telegrams, 52:08 centimes per word; for Press 
telegrams, 20°8 centjmes per word, 


To——— Оа 


The present share taken by the Eastern group in the rates for 
telegrams to Australia and New Zealand -is divided up as 
follows :— 


'To Australian To New 

Commonwealth. Zealand. 
Europe to coast of Australia . 92292 fr. 2:8292 fr. 
Commonwealth  ... m 5208 fr. 5208 fr. 
Australia-New Zealand cablo — 30 fr. 
New Zealand asa ВИ" — 10 fr. 
3°75 fr. 3°75 fr. 


Telegraph Rates in Australia and New Zealand.—The present 
internal charges for telegrams throughout the Australian Common- 
wealth are as follows :— 

For telegrams within the boundaries of each State, 


16 words, including signature and address, town 
and suburban within prescribed limits, or within 


15 miles from the starting station 6d. 

Other offices ... iU Cd aie 9d. 

Extra words, each Jes aa ne aa 1d. 
Press Rates.—25 words and under Vis X j 6d. 

Exceeding 25 words, but under 50 ... Pe Ri 6d. 

Exceeding 50 words, but under 100 ... ee . . 1s. ба, 

For every additional 50 words or portion thereof . 9d. 
Between the various States of the Commonwealth— 

16 words, including signature and address ... vee ls. 

Extra words, each Me. а nie КА .. Id. 
Press rates :— 

25 words and under vus i 1s. 

Exceeding 25 words, but not 50 1s. 6d. 


Exceeding 50 words, but not 100 С и P 3s. 
Every additional 50 words, or portion thereof . . 1s. 
(Address and signature not charged for.) 


In addition to the rate for ordinary telegrams to Tasmania, a | 


cable charge of 4d. per word is added. On Press telegrams from 
and to Tasmania, the charges to be as follows:—100 words or 
under, 18.; each additional 50 words or under, 6d. extra. Double 
prescribed rates are charged on telegrams (Press excepted) tendered 
for transmission after usual business hours, and on Sunday, 
Christmas Day, Good Friday ; and on other days between 6 p.m. 
and 7 a. m., and for urgent telegrams.” 

The charge to or from New Zealand and any of the States of the 
Commonwealth is 434. per word to the public, with the exception 
of Tasmania, when the charge is 5d. per word. : 

The internal rate throughout New Zealand is as follows:— For 
the first 12 words, or less, including address and signature, 6d. for 
ordinary telegrams; for every additional. word, 1d. For urgent 
telegrams the first 12 words or less, including address and signature, 
1в.; for every additional word, 2d. On Sundays, for offices which 
open both morning and evening, the above rates; at other offices, 
double the above rates. 

The terminal tax of 4d. per word is charged by New Zealand for 
messages exchanged with the Australian Commonwealth, except 
Press messages; for all other messages the terminal tax is 1d., as 
against 5d. per word charged by the Commonwealth. 


London.—ManvLEBONE.—Mr. Paul Taylor sat last 
week as arbitrator in a dispute between the Postmaster-General 
and the Marylebone Borough Council. Thelocal authority claimed 
a sun? from the Post, Office for repairsto thoroughfares after the 
laying of underground wires, and until that money was paid it 
declined to allow other wires to be laid. After а protracted hear- 
ing Mr. Taylor decided that the wayleaves appled for by the Post- 
master-General ought to be granted by the Council, irrespective of 
any dispute as to the cost of previous transactions between them. 


London-Rome Telephony.—A special instrument 
invented by an Italian professor, Q. Majorama, is now being experi- 
mented with for telephonic purposes between London and Rome. 
The central office at London clearly heard every word of a con- 
versation with Rome, although the distance is more than 1,500 
kilometres as the crow flies.—Herue de l'Electricité, 


Telegraphic Interruptions and Repairs :— 


CABLES, , INTERRUPTED. REPAIRED. 

Trinidad-Demerara (No. 2) .. es T .. July , 1905 .. 
Trinidad-Demerara (No. 1) E .. Aug. 26, 1901 .. 
8t. Lucia-Martinique .. May 7, 1902 
Dominica-Martinique .. .. Мау 7, 1902 
Cayenne-Pinheiro T" да 805 24 ‚ Aug. 13, 1902 .. 
Reissa-Issa (Yemen) Camaran £x os .. Oct. 2, 1902 
Tarifa-Tangier .. 25 m ife > .. Jan. 18, 1904 .. 
Closed Vladivostock -Nagasaki .. Feb. 9, 1901 

Port Arthur-Chifu . .. Mar. 9, 1904 
Jamaica-Colon .. - .. Jan. 5,1905  .. 
Bolama. Bissao 2 .. June 21, 1905 .. 
Iquique-Antofagasta — .. T vs .. July 21, 1905 .. du 
Antofagusta-La Serena .. eie T ee July 21,1905 .. July 29. 
Cadiz-Tenerif as .. July 20, 1905 . ps 
Paramaribo-Cayenne .. May 25,1905 .. 
Lagos-Kotonon "T s . July , 1905 .. 

LANDLINES, 

Puerto.-Barrios .. A Es © is .. July 28, 1902 
Kertch-Soutehoum “> “> ed T ate ze 27, 1904 . 
Alaska landlines .. iy EM " £s .. July 10, 15 
Communication with Brazil ria Galveston . July I8, 1905 


Wireless Telegraphy in America,.—According to the 
Daily Evpress, Father J. F. Murgas, of Wilkesbarre, California, has 
invented a new system of wireless telegraphy, for which he has 
been paid £20,000, We take no responsibility for the acenracy of 
the report, | oe А | 
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CONTRACTS OPEN AND CLOSED. 


OPEN. 


Acton.—August 21st. Arc lamp carbons and house fuse 
boxes for 12 months for the- U. D. C. Sec “ Official Notices " to-day. 


Dublin.—August 15th. Alterations to coal storing and 


conveying plant at Pigcon House generating station. See “ Official 
Notices " to-day. 


Ebbw Vale,— August 5th. . Cables, overhead lines, 


street lamps and fittings, and meters, for the U.D.C. Sec Official 
Notices" July 14th. 


India.—August 9th. The Secretary of State for India 
is inviting tenders for:—(1) Rolled material for wagons. (2) Elec- 
tric travelling cranes (40 tons). Conditions on application to the 
Director-General of Stores, India Office, Whitehall, S.W. 


Mussoorie (India).—October ?3rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores. See Official 
Notices " July 14th. 


Npain.—August 19th. . The Director-General of the 
Telegraph Department, Carretas, 10, Madrid, invites tenders for 
the supply of 50 tons of galvanised iron wire, 4 millimetres in 
diameter and 5 tons of bronze wire 2 millimetres in diameter. 
The Standurd says that the maximum price at which tenders 
will be received is 1,570 pesetas (about £47) per ton for galvan- 
ised iron. wire, and 3,450 pesetas (about £108) per ton for bronze 
wire. А deposit of 5 per cent. of the value of the goods at 
the upset price is required to qualify any tender. “A foreigner, 
when entering into contracts for the performance of public works 
in Spain, must renounce by public act all rights to which he might 
be entitled by virtue of the law of his own country in so far as his 
contract is concerned, and accept any administrative decisions that 
may be issued respecting questions arising from that contract. Ти 
entering into such contracts а local agent is a praetical necessity." 


Spain,—September 20th. The Directorate-General of 
Publie Works, Madrid, is inviting tenders for the concession of an 
electric tramway in Zaragoza. The Standard says that an 
application for this concession has already been made by the 
Zaragoza Tramways Co., who, at the same rates, will enjoy certain 
preferential rights over other tenderers. The competition will 
turn, in the first place, оп the reduction of the tariffs proposed ; 
and if two or more identical propositions are made, a further 
competition will take place verbally as to what reduction (it any) 
of the period (60 years) of the concession tenderers may be prepared 
to accept. Deposit 474 pesetas (£14). 


War Office.—September Ist. Tenders invited for the 
purchase of surplus boilers, dynamos, &c., at Bermuda, Barbados, 
St. Helena and Woolwich. See Official Notices“ July 7th. 


CLOSED. 


Bolton and Bury.—The Corporation has accepted the 
tender of Triumph Stoker, Ltd., of London and Leeds, for two 
more of their mechanical stokers for the new boilers for the 
electricity works. The Bury Corporation has also accepted the 
tender of the same company for stokers for its electricity works. 


Camberwell,.—The B.C. has accepted the tender of 
Н. M. Leaf, at £881 (including £250 for fittings, &c.), for wiring 
the new baths in Old Kent Road. 


Fulham.—The following tenders were received by the 
Electricity Department for contract P for the supply and con- 


struction of extension of cables, feeders, &. That of Messrs. 
W. T. Henlex's Co. was accepted by the Council; — 


W. F. Dennis & Co., Ltd. ae 41.770 7 
Johnson & Phillips' "Electric Cable Works is .. 1,780 4 
The Electrical Co., Ltd. - . 1,005 7 
British Insulated & Helsby Cables Co. (stoneware 
ducts) : 55 aie .. 2,000 8 
" Do. do. (fibre ducts) 2.064 18 
Western Electric Co. ы: ia "T .. 2,043 19 
| Do. do. ed ND с D " .. 2,115 19 
W. T. Henley's Telegraph Works (fibre ducts) 
(accepted) .. “+ Hr za n T. .. 2.075 3 
Do. do. (stoneware casing) 2.012 3 
Calenders Cable Construction Co. T bd aa. Old 2 
W. I'. Gloyer & Co., Ltd. x те с .. 2,12 8 
St. Helens Cable Co., Ltd.. ыг, - 26 .. 220 0 
Do. ox ec 231515 
Siemens Bros, & Co., Ltd. (fibre conduit) L^ . . 2,2 10 
10. do. (stoneware casing) se 2295 0 


G. P.0.— The Post Office Telegraphs Department have 


accepted Messrs, Johnson & Phillips's tender for 8 miles 7/23 v. I. R. 
_ ible, 


Islington. — The B.C. has received the following 


tenders :— 

One 1,500-Kw. turbo-generator exciter, condensing plant, &c. :— 
Mather & Platt > .. £14,660 
British Thomson- Houston Co. (M irlees- Watson condenser) .. 10,064 

Do (Worthington condenser) ag s . 9.682 
Do. (Allen's condenser) ёа T a $3 9,680 
Bruce Peebles & Co. (Parsons turbine) an i» 5 is 9,750 
Do. (British turbine) .. z EM i: 8,811 
Do. (Richardsons, W estgarth turbine) s es Е 8,170 
Willans & Robinson (Bruce Peebles alternator) .. ds T 9.078 


Do. (General Electric Co's alternator) . .. a 
Do. (Dick, Kerr's alternator) bd еи provisionally) 


Ф 


A x N D O0 oc 
8888422 


Brush ЕЯесігіса! 5 Co. Я ex i si 8 , 
British Westinghouse Co... - .. T з we ба x 

C. A. Pagyons & Co.. RE is "^ 56 aa x 
General Electric Co. (Parsons turbine) 9 v сЕ - " 


De. (Brush turbine) .. m ae x "T 


NATURAL DratuiGHT Cool. ix Tower, 


Richardaons, Westgarth * Co ч "T xc. Муш ss 1,852 
E. Е. Jarvis. с £s x OF 15 Sig " 1,580 
Worthington Pump Co. - << ee 1,226 
Mather & Platt i : 1,180 
Balcke & Co. кера provisionally) is єз 1,118 
Klein. . 925 " - - 1,107 
Rossland dà M Ж ys x ace $e ba Sè 1,090 
Couper.. ЯР ys v PE 95 2s "m s as 940 
-  Zschocke , М 940 


800 ft. of 20-in. diameter steel riveted pipe for circulating mains, 
together with 12 bends of the same diameter i— 


Spencer & Co»t(accepted provisionally) .. ‚> T .. £446 13 0 


London.—The Highways Committee of the London 
County Council has recetved the following tenders for the recon- 
struction of the tramways from North Street, Wandsworth, ve 


York Road, Battersea Park Road, &c., to Westminster Bridge, 
including lines in Lambeth Road and Falcon Road — 

V" Paving works 

ins ав for strect Total. 

i widenings. 
J. G. White & Co. eonun £163,874 11 2 £35,871 З 4 £199,245 14 6 
Dick, Kerr & Co. .. 169,796 8 0 90.483 2 З 200,219 10 З 
W. Griffiths & Co .. js 173.00 4 1 80,541 14 2 204,377 18 3 
George Law, Kidderminster 177,294 19 6 27,5370 0 6 204,655 0 0 
Muirhead, Greig & Matthews 175,548 12 4 45,066 9 7 210, 615 11 


Engineers’ revised estimates .. £165,491 4 10 £33,191 14 7 £198,982 19 5 


The undernoted tenders have been submitted for the supply of 
one 5-ton and one 24-ton overhead travelling crane for изе at the 
New Cross car-shed :-- 


Carrick & Ritchie Я és У oe j 285) 0 OF 
Herbert Morris & Baustert 25 T ii ea #8113 7* 
Ў 915 0 0 
John Hitehen & Son ie oe | уно 0 0 
1,010 0 0 
Joseph Booth & Bros. .. 952 6 0 
Jessop & Appleby Bros. (Leicester ; and London), Ltd. $97 
(recommended) .. : . . 1,009 0 0 
Thomas Broadbent & Sons ii ri . 1,102 2 OF 
Leeds Engineering and Hydraulic Co. se s .. 1,12 17 0 
C. & A. Musker (1901), Ltd. .. b "S .. LEM 4 0 
Dewapury Electric Manufae MES Co. . Sar. s .. 1,230 5 0 
James Spencer & Co. ЗЯ ds е .. 1,310 0 0 
John Musgrave & Sons av ке T PC .. 1,49 0 0 


The tenders marked with an asterisk were not to specification, 


Loudon.—The County of London Electric Supply Co. 
have placed an order with Messrs. Johuson & Phillips for a number 
of hot-wire ammeters and transformers. 

е 


Loughborough.— The following tenders for a year's 
supply of stores, &c., have been accepted by the Electricity Сот- 
mittee :— 


No.1.—Oirs. (16 tenders.) No. 7.—440- vor.rT Motors AND STARTERS. 


(21 tenders.) 


Highest Valvoline Oil Со. 
Lowest Blumann & Stern. Highest Brush Elec. Eng. Co. 
Accepted Valvoline Oi! Co. Lowest Rhodes Elecl. Co. , 


Recommended for acceptance :- Brush 
] 


No. 2. ENUINE Room Srores. Electrical Enginecring Co. 


(12 tenders.) 


Highest United Asbestos Co. No. 8-—220-voLT MOTORS AND STARTERS, 
Lowest George Hatch, Ltd. (14 tenders.) 
Accepted George Hatch, Ltd. Highest Brush Elec. Eng. Co. 
Lowest vs Crompton & Co. 
No. 3.— CABLES. (15 tenders.) Crompton & Co. 
Highest Siemens Bros. & Co. Accepted a and 
Lowest St. Helens Cable Со. T 


Accepted . W. I'. Henley's, Ltd. 
ҮП PETE 
2 (Second lowest.) No, 9,—TaoxMonGeny, SUNDRIES, 
> 8 tenders. 
No. 4.— CABLE AcCKSSOMIFA, 


ds tenders.) Highest Wm. McGeoch & Co, 
Highest W. T. Glover & Co. owes) V 
Lowest Siemens Bros. & Co Accepted W. Armstrong & Son 
Accepted W. T. Henlex's, Ltd. (Loughborough), 
(Second lowest.) 
No. 5.— Hov«r SERVICE METERS. No. 10. -HovsE SERVICE Fuses. 


(12 tenders.) 


Hirhest General Electrie Co. 
Lowest International Elec. Co 
Accepted B. T. H. Co. 


(Second lowest.) 


No. 6.—S8wiTc HES AND FUSES. 
(23 tenders.) 


Highest Johnson & Phillips. 
Lowest 


Accepted . 


Lowest 


Marples, Leach & Co. 
Marples, Leach & Co, 


(19 tenders.) 


W. F. Jones. 
W. T. Henley's, Ltd. 
W. T. Henley's, Ltd. 


Highest - 


Accepted 


No. 11.— TURBINE GENERATOR BRUSHES 
(2 tenders.) 

Highest ч 

Lowest é 

Accepted .. 


C. A. Parsons. 
Brush Elec. Eng. Co. 
Brush Elec. Eng. Co, 


t 
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Hull.—The Corporation E.L. Committee on Friday From the temperature rise of the bolometer grids the total 


accepted the following tenders :— 


Ferranti, Ltd., switchboard (first half), £3,850. 

Oldham Boiler Co., six Lancashire boilers, £4,018. 

Lahmeyer Electrical Co., Ltd., high-tension steam dynamo, 24,066 8e., low- 
tension ditto, £8,838 15s. | 


Metropolitan Asylums Board. — The Board has 
accepted the tender of Messrs. Johnson & Phillips for a year’s 
supply of cables, concentric for c.c. system, and flexible wires. 


Middlesex.—The County Council has accepted the tender 


ef Messrs. Dick, Kerr & Co., at £776, for constructing junctions and 


erors-ever roads at the Stanbridge Park tramway depot. 


Stepney.—The D.C. has accepted ап offer by the Under- 
feed Stoker Co., Ltd., for an automatic stoker, to be six months on 
trial, and if successful it is to be purchased for £452. If unsuccess- 
ful, a renta] of £30 is to be paid. 


* 


REVIEWS. 

Elektrische Traktion. By G. SATTLER. Being the eleventh 
volume of * Repetitorien der Elektrotechnik." Edited by 
A. Kónigswerther. Hanover: Gebrüder Јапеске. 1905. 
Price М. 4.20. | 


As indicated by the title of the series to which it belongs, 
this book contains a summary of information connected with 
electrical traction. The small space available has compelled 
the author to confine himself more especially to standard 
electric tramway practice, so that whilst failing to give any- 
thing like a complete summary of electrical traction in 
general, he has succeeded in giving a connected and well- 
arranged account of this particular part of the subject. 

A previous knowledge of the elements of the subject is 
assumed, although the derivation of the various formule 
used is generally sufficiently indicated. In order to save 
space, all the figures are diagrammatic, and no merely 
descriptive photographs are included. 

The book is divided into nine short sections on the fol- 
lowing .subjects :—The resistance to motion of electrically- 
driven vehicles, motors for electric traction, the calculation 
of the energy consumption, the calculation of the supply 
cables, the laying of the cables, the overhead construction, 
methods of current supply and collection, electrical auto- 
mobiles, and quantity and price estimates. 

The sections dealing with the line are more complete and 
detailed than those dealing with the design of the motors 
and their regulating apparatus, but this is, perhaps, advan- 
tageous, as the latter subject is far more fully dealt with than 
the former in the ordinary text-books. 

One or two errors have crept into the book, such as the 
figure on p. 27, which shows the motors short-circuited 
instead of connected in parallel on certain steps of the con- 
troller, also some confusion between metres, centimetres and 
millimetres on pp. 113, 115 and 126. But the information 
is, on the whole, accurate and the book should prove useful 
for reference purposes both to the advanced technical college 
student, and to the junior tramway engineer. 


Uber den Wirkungsgrad und die practische Bedeutung der 
gebrüuchlichsten Lichtquellen. Ву W. WEDDING. Mün- 
chen and Berlin: R. Oldenbourg. 1905. 


This short monograph, reprinted from the Journal fiir 


Gasbeleuchtung, forms an interesting and valuable contribu- 
tion to the vexed question of the relative advantages of 
various sources of light. The first part is given up to a 
description of the apparatus used and of the results obtained 
in a series of comparative tests carried out on typical 
examples of the following sources of light :—(1) Petroleum 
lamp ; (2) Petrol incandescent lamp ; (3) Incandescent gas 
lamp; (4) High pressure gas lamp; (5) Lucas lamp; (6) 
Millennium light; (7) Incandsscent electric lamp; (8) 
Osmium lamp; (9) Nernst lamp; (10) Arc lamp (ordinary 
and flame). The chief object of these tests was to determine 
exactly what pereontage of the total energy was effective in 
producing the visible rays. For this purpose a sensitive 
bolometer, in combination with a delicate Wheatstone 
bridge arrangement for measuring the resistance, was used. 


(visible and invisible) energy radiated per 1 sq. cm. of the 
surface of a 1-metre radius sphere surrounding the lamp, 
was first determined, and then, by interposing a vessel of 
water between lamp and bolometer, the heat rays were com- 
pletely filtered out, and practically a direct measurement of 
the visible ray energy was obtained. The following informa- 
tion is tabulated for each lamp :— 
1. The mean total energy radiated per 1 sq. cm. of a 
` 1-metre radius sphere. E | | | 
2. The mean value ef the energy actually producing light 
per 1 sq. cm. of a 1-metre radius sphere. | 
3. The efficiency of the lamp stated as the ratio of the 
number of watts actually effective and producing rays to the 
total number of watts absorbed in the lamp (in the case of 
material combustibles, the total watts absorbed were deter- 
mined from the weight consumed and the calorific value of 


the material). | 


4. The ratio of the total light radiated above the hori- 
zontal plane to that radiated below it. ` 
Complete candle-power .curves and curves of energy 
radiated at all angles are also given in each case, but there 
is no information ав to the photometrie methods employed. 
Part I. concludes with a convenient table summarising all 
the results, and also giving the cost рег candle-power-hour 
and the volume of carbonic acid liberated per hour in each 
se. | 
It is interesting to note that whilst the efficiencies of the 
lamps, though ‘always nnder'! per cent., differ widely, 
the visible ray energy. per candle power is almost constant, 
ranging only from 1077 to 10-? watts per sg. cm. of a 
1-metre radius sphere. 
In the second part of the paper Prof. Wedding points ont 
the impossibility of coming to any general decision as to the 
superiority of one source of light overanother. The cost per 


candle-power-hour alone forms no safe criterion, and for every 


particular case, such as the lighting of small living rooms, 
the lighting of workshops, shop windows, streets, &c., the 
effects of a number of factors must be separately considered. 
"The mean spherical or ‘hemispherical candle-power, the 
steadiness and colour of the light, the heat and the burnt pro- 
ducts given off, the costof attendance and upkeep are some of 
these factors, and it is only after a thorough consideration of 
these that a just decision as to the advisability of employing 
оле form of light rather than another in any particular case 
сап be arrived at. | 
A fairly complete qualitative examination of this sort for 
half a dozen typical cases із given, and some of the con- 
clusions arrived at are that: For the “small man,“ with 
whom cheapnéss is the first consideration, the ordinary petrc- 
leum lamp probably still holds the first place. For the 
lighting of the better class houses and workshops, severe 
competition exists between incandescent gas lamps and the 
various types of electric incandescent lamps, whilst for large 
halls and for street lighting there are indications that the 
supremacy of the arc lamp may be interfered with by the 
new types of high pressure gas lamps. 


The Induction Motor as Generator.—In the May 
number of the Journal of the South African Association of Engi- 
neers, besides discussions and replies to discussions on various 
papers previously read, there was included a paper by Mr. T. P. E. 
Butt on the subject above named. The author described some 
experiments which he had carried out in connection with a pro- 
posal to supply a portion of the lighting of Johannesburg from the 
electrical plant of the Robinson Deep G.M. Co.; additional plant 
was required for the purpose, and Mr. Butt suggested that a disused 
induction motor of 300 н.р. should be utilised as a generator, being 
driven from one of the mill engines of 500 H.P. A disused plating 
dvnamo provided exciting current, which was supplied to the rotor 
through the ordinary slip rings, the rotor winding being of the 
three-phase type; two of the branches were put in parallel with 
oue another, and in series with the third, this connection being 
found more economical than to omit one branch altogether. Under 
these conditions the machine worked well as a generator, giving 
normally 260 Kw. as a maximum, and up to 315 Kw. оп emergency, 
with an excitation of &4 Kw. at the last-named load. With a light- 
ing load of 220 kw. the excitation was 45 KW. The results were 
considered very successful, and obviously the possibility of quickly 
converting an induction motor into a generator without impairing 
its qualities as a motor is а decided advantage, for which it has not 
usually received due credit. | 
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FORTHCOMING EVENTS. 


Saturday, August bth.—At 2 p.m. North of England Institute of Mining and 
Mechanical Engineers. Annual general meeting at Newcastle. 
„The Determination of the Specific Electrical Resistance of Coal, 
Ore, &c.," by G. C. Wood. 


THE ELECTRICAL ENGINEERS К.Е. (VOLS.). 


THE following orders have just been issued :— 


Thursday, August 10th.—Recruits and non-efficients for Isle of Wight Camp, 
parade at Waterloo Station (L. and S. W. R.) at 12 noon. 

Saturday, August 12th.—Efficients for Isle of Wight Camp, parade at Waterloo 
Station (L. and S. W. R.) at 12 noon. 


J. J. F. O'SHauGunessy, Captain. 
For O. C. E. E. R. E. (V.). 


NOTES. 


The Administrative Power Bill.— It is more than 
probable that the consideration of this Bill by Sir James Kitson's 
Committee will have been brought to a conclusion before this issue 
reaches our readers' hands. On Wednesday the Hon. J. D. Fitz- 
gerald, K.C., on behalf of the promoters, said that he was informed 
by the Parliamentary agents that unless the Committee stage of 
the Bill were finished by Thursday evening there would be con- 
siderable danger of the Bill being lost, simply by effluxion of time. 
Under those circumstances he had to ask the Committee to sit late 
on Wednesday and Thursday to enable the Committee stage to be 
finished and a decision given on Thursday evening. He was aware 
that that might put the members of the Committee to considerable 
personal inconvenience, and undoubtedly must increase the strain 
on them, but having regard to the time spent in Parliament, and 
the great expenditure incurred by the parties, it would be a great 
misfortune if the Bill were lost. The Chairman, in reply, said he 
felt a very great responsibility in view of the interest raised in 
Parliament in the issues before the Committee, and he would accede 
to the request. | 


Educational Notes,—The June issue of the Faraday 


House Journal із of special interest, as it contains a full descrip- ` 


tion, with illustrations, of the new premises of the Electrical 
Standardising, Testing and Training Institution at Faraday House, 
66-70, Southampton Row, W.C. А historical sketch of the Institu- 
tion is also given, commencing with its foundation, on the initia- 
tive of Mr. Robert Hammond, at No. 2, Red Lion Square. Then, 
as now, Mr. Hugh Erat Harrison, B.Sc. (London), was principal. 
The new building, which has been erected specially for the pur- 
poses of the Institution, is much larger than the one which it 
occupied for 15 years in Charing Cross Road, and is constructed of 
steel and concrete, with a Richmond-Carey electric lift and other 
modern conveniences. The workshops are well equipped with 
machine tools, steam and gas engines and dynamos; storage 
batteries are provided ; there are thrce lecture rooms, a drawing 
office for 70 students, physical and chemical laboratories, library 
and offices, in addition to the standardising and testing depart- 


, ment, which is fitted up for testing instruments, lamps, cables, iron 


and steel, and special work. The building was wired by Messrs. 
Edwards & Armstrong, of Bristol (a firm of old students), 
to.the designs and specifications and under the supervision 
of Mr. Percy Good, and every facility is provided for obtain- 
ing any desired current and voltage wherever necessary. 
Mr. Alexander Russel, M.A., is the lecturer in mathematics 
and physics; Mr. J. Thomas, B.Sc. (London), in chemistry ; Prof. 
C. A. Carus-Wilson, M.A., in dynamo and motor construction; Mr. 
W. Н. Bell, A. M. Inst. C. E., in mechanical engineering; Mr. Р. 
Good, superintendent of the Standardising Department, assisted by 
Mr. H. C. Silver, and Mr. Howard Foulds is the secretary. We heartily 
wish the Institution every success in its enlarged sphere of work. 


Electricity in Mines: Responsibility of Managers. 
At Wakefield, Mr. William Stewart, on 28th ult., was summoned, 
as manager of the Crigglestone Colliery Co., for having failed to 
все that a coal-cutting machine was so worked and maintained as 
to reduce the danger from accidental shock or fire to a minimum, 
and further with failing to have the underground cables suspended 
-by leather or other flexible material. Mr. W. M. Gichard, Rother- 
ham, who prosecuted for the Home Office, said that on the night of 
June 2nd an explosion of gas occurred in Crigglestone Colliery, 
caused by one of the coal-cutting machines, the switch-box of 
which was afterwards found to be defective through the absence of 
the india-rubber ring, through which the electric cables ought to 
pass. The defence was, that a manager could not be held respo- 
sible for every trifling dereliction of duty on the part of those 
engaged in the mine. The charge of non-suspension of the cables 
upon flexible material was dismissed, but on the other summons 
the Bench held the defendant responsible, and imposed a penalty 
of £5 and costs.—- Yorkshire Daily Post. : 


Earls Court Exhibition,—The Commercial and Indus- 
trial Sections of this Exhibition are now thoroughly complete, and 
full of up-to-date interest. The splendid collections Sent from 
Newfoundland by the Government of that colony have only now 
been arranged, owing to delay in. their arrival. Most of the large 
shipbuilders and shipping. companies have extensive displays. We 
reterred to the various interesting exhibits on page 1053 of onr 
jssue of June 30th, | | 


. and’ carboners, £2 88. and £2 1s. 3d. respectively. 


« Tit-Bits" Science.—“ Newspaper Science” -has a 
well-defined meaning, and we may now add tha expression ''Tit- 
Bits Science" as likely to become not less notorious. It is not so 
very long ago that the readers of that periodical were informed of the 
existence of a pneumatic tube extending between London and 
Glasgow, by which telegrams were regularly dispatched. Doubtless 
а careful search through the columns of the same paper would 
unearth other instances of equally valuable and accurate informa- 
tion. In a recent issue under the head of When the Telegraph 
Wire is Broken," we have the following charming effusion (paid 
for, it seems, at the rate of two guineas per columu):— 

“Have you never wondered bow, when a wire is broken or 
damaged, вау, between London and Birmingham, or between 
Bngland and Ireland, the operator, sitting in his office, ean tell 
exactly where the accident has occurred ? 

“The explanation is very simple. It requires force to send elec- 
tricity through a wire. The longer the wire is the greater is the 
force required. This force is measured ; but, instead of calling it 
pounds, as in measuring the pressure in а boiler, electricians call 
the units of electrical force ohms.“ 

“ Suppose a wire between two offices is 150 miles long, and that, 
on a stormy night, it gets broken somewhere. The telegraphist 
knows that when the wire was sound it took just 2,100 ohms to 
send a current through, or 14 ohms per mile. He now finds that 
he can send a current with only 700 ohms. He divides 700 by 14, 
and finds that the break in the wire is 50 miles from his end.“ 

Truly the proprietors of “ Tit-Dits" are to be congratulated on 
the profound knowledge possessed by their science editor; we fecl 
tempted to secure his services for the ELECTRICAL Review, but are 
afraid that his rate of remuneration would be beyond our means. 


An Electrical Census of New South Wales.— The 
Statistical Register for New South Wales (1905) gives, on page 421, 
a list of the number of electric supply works, hands, employment, 
and value and horse-power of plant in the colony between 1894 
and 1903 inclusive. In 1894, 21 works employed 98 persons to 
look after plant aggregating 1,756 н.р., valued at £89,765. At the 
end of 1903, the number of works had increased to 72, the number 
of persons employed to 434. The aggregate horse-power at full 
capacity had risen to 21,994, and the value of plant and machinery 
to £525,587. The section devoted to industrial wages gives the 
following average rates of weekly wages ruling in central 
stations :— Electricians, £2 Вв. to £2 10s. 5d. ; assistant electricians, 
188. 2d.; managers, £6; wiremen, £2 Os. 6d. to £2 58. Зӣ. ; linc- 
men, £2 10s. 3d. ; fitters, £2 128. Gd.; engine drivers, £2 168. 9d. ; 
engineers, £3 168. 10d.; assistants, £1 15s. 2d.; lamp trimmers 
Firemen 
nre said to get an average of £2 6s. 7d. Outside purely 
electrical works, electricians receive varying wages; when em- 
ployed in the making of scientific instruments, £2 15e; 
in shipyards, £3; in factories, making of vehicles, and in paper 
or printing works, £2 10s.; while in factories connected with the 
preparation of food and drink, £3 4s. Rd. is paid. Electroplaters 
average £2 Os. 11d., and their assistants from 7s. 4d. to 16s. 3d. 
There does not seem to be euough elbow room or financial incen- 
tive in New South Wales to attract many students from British 
technical colleges or improvers" from works or central stations. 
With fitters and linemen earniug twice as much as "assistant 
electricians,” the conditions as to overcrowding seem quite home- 
like and familiar. К 


Smoke Prosecution.—At the Birkdale Police Court, 
on the 20th inst., the Lancashire and Yorkshire Railway Co. were 
summoned for causing a nuisance by the emission of black smoke 
from the chimney of the electric generating station at Altcar, near 
Formby. The offence was admitted on bebalf of the company, it 
being explained that at the time of the nuisance certain alterations 


were being made to the plant аца machinery at the power station, 


in consequence of which a nuisance was caused, but when those 
alterations were completed it was hoped there would be no recur- 
rence of the offence. Mr. W. Н. Watson, on behalf of the prosecu- 
tion, applied for ап order of abatement and prohibition, which was 
made by consent. 


Tug-of-War.—On Wednesday, July 19th, the tug-of-war 


team attached to the Hanwell depot of the London United Electric 
Tramways, Ltd., won a silver cup presented by the Acton Horti- 


cultural Society at the annual Flower Show in Acton Park. They. 


had to compete against. teams from the Central London Railway, 
Chiswick Police, Acton Police, and Great Western. Railway. The 
team are a great credit to their coach, Mr. M. Balfe, the assistant 
superintendent of the Hanwell line. They are the holders of the 
“Clifton Robinson” Tug-of-War Challenge Cup. 


South African Notes,—At a meeting of the South 
African Institute of Electrical Engineers, Mr. W. J. Horne read а 
paper on * Alternating-Currents as Applied to Electrical Traction,” 
taking the view that the alternating-current motor would not dis- 
place the direct-current motor, but that it would create a field of 
its own, such as suburban railway work. Dr. Steinmetz was the 
author of the paper. | N 

Kast Loxpoxs.—In the official statement of receipts and ex- 
penditure for the municipal усаг ending February 18th last, on the 
side of receipts the following items appear:—Electrie licht, 
revenue, £17,927 185. ; electrie tramway revenue, £15301, On the 
expenditure side, the biggest items under the heading “ Electric" 
are the following :— light maintenance, £14,579 178. 6d. ; esplanade 
extension, 46,831 14s. 10d.: power station, additional plant, 
43.935 175. 8d. ; new cars, £5,281 13s, 9d, 


Gas.—On July 27th Mis. Sarah Hughes, 82, widow, 
35, Hamilton Street, Birkenhead, died from suttocation by gas. 
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Annual Outings.—The staffs of the Windsor 1 
Installation Co. and of the Slough and Datchet Electric Su 
Co. had their annual river trip on Tuesday last week, when th 
visited Hampton Court by steam launch. Luncheon was served 4 
board under the chairmanship of Mr. A. E. Farrow. 


Cricket.—On 26th ult. a cricket match was played at 
Birmingham between the Dudley and Stourbridge Tramways 
A. and С.С. апа the Birmingham and Midlands Tramways A. and 


C. C., which resulted in a heavy defeat for the visitors. Score, 70— 


206. For the winners, G. D. Vickers, of the power house staff, hit 
up acapital 87. About £10, the proceeds of the match, was handed 
ever to the West Bromwich Albion Football Club Fund. 


On Saturday last the Robertson Electric Lamps Cricket Club 


met Messrs. Drake & Gorham on their own ground at St. Quintins, 
and, after a very even game, Robertson’s won by 3 runs. 
a very exciting finish, Drake & Gorham only having one wicket 
down for 42 runs, being all out for 53. For the Lamp Works, 
Ralph took 3 wickets for 18; Whyatt 2 for nothing. 


Electric Shock Fatality.—* Accidental Electrocution ” 
was the verdict returned in the inquest on Michael Nae, miner at 
the Geduld, Boksburg. Deceased was working at а pump down 
the mine, and was in the wire-protecting-box, when his foot touched 
the livé wire which carried the electric power to the pump. 


Appointments Vacant.—Lecturer in electrical engi- 
neering (£150) for the Heriot-Watt College, Edinburgh; chief 
instructor in mathematics (£150) for the Northampton Institute. 


Curtis Turbine Test.—A test was recently made on a 
2,000-Kw. 900 r.p.m. Curtis turbine (built by the General Electric 
Company, of America) at Schenectady, by Mr. Е. Sargent, of 
Sargent & Lundy, engineers, Chicago, and Mr. Lewis A. Ferguson, 
Vice-President of the Commonwealth Electric Co., the results of 
which, it is claimed, substantiate the claims made for this type of 
turbine, namely, high steam economy coupled with simple and 
strong mechanical construction. The details were as follows:— _ 

| lo, ^ load. “Yond, No load. 
Duration of test, hours.. 1°26 0:916 1 1:38 
Steam 5 (gauge) lb. per 
166:3 170°2 155°5 154˙5 


Back т pressure (absolute) i in. of 


mereury . 1-49 1:10 145 | 185 
Superheat, degrees F. • 207 120 204 156 
Load in kilowatts : 2,023°7 1,0667 555 — 
Steam COBSUIBDMOR per Kw. - f 
hour, lb. .. К 15°02 16°31 18:00 1,510°5 per hour 


Bradford Refuse Destructor,—We have received a 
copy of the test carried out on the refuse destructor at Sunbridge 
Works, Bradford, by Mr. W. N. Binny. The destructor is of the 
Horsfall type, and consists of 12 cells. 
360 sq. ft., and the heat from the cells is given up to two Marine“ 
type B. & W. boilers, having a heating surface of 2,393 sq. ft. each, 
and designed for a working pressure of 160 lb. per sq. in. After 
leaving the boilers, the gascs pass through an economiser, in which 
the feed-water is heated. 
test was carried out from March 15th to the 22nd inclusive, day. and 
night continuously under the personal supervision of the engineer and 
one of the makers’ representatives. ‘The steam produced by the 
boilers was measured by two Kennedy water-meters, which were 
checked by means of two large tanks cabibrated by a standard 
"gallon measure. The temperature of the feed-water was taken at 
the entrance to the economiser, the latter being considered as part 
of the boilers. The temperatures of the furnaces and flues were 
„taken by means of melting standard metals, and also by means of 
apyrometer. The steam generated was used by an electric light 
plant, whose output was absorbed by a water resistance, the energy 
being measured by means of an electricity meter. The average air 
pressure under the grates was 1 in. w.g., the forced draught being 
supplied hy steam-jet blowers. The total quantity of refuse burned 
per cell for 24 hours was 9 tons 18 cwt. 1 qr., which averaged 
6:6 tons per man per shift. The total quantity burned through the 
test was 832 tons 16 cwt. 3 qrs., and the weight of clinker and ash 
was 421 tons, or about 50 per cent. of the weight of refuse put into 
the furnaces. The results of the test show an evaporation of 
1:25 lb. of steam from and at 212° F. per lb. of refuse. The total 
steam generated in the boilers per hour was 13,042 Ib., of which 

2,283 lb. per hour was used by steam-jets for forced draught, 
feed-pump, economiser and leakage; of this amount 1,003 lb. was 
due to the last three items, the difference, namely, 1,280 Ib. of steam 
per hour, being the amount used for working the forced draught. 


Tramway Accident Compensation Case.—On Wed- 
nesday the claim was heard of Dr. White, of Bradford, against the 
Bradford Corporation for £16,000, for loss of practice caused by 
personal injuries sustained through a tramcar colliding with his 
phaeton. The jury awarded plaintiff £1,500. 


The N. Т. Co. and the Telephone Agreement.— The 
Daily Telegraph understands that strong objection has been taken 
by the National Telephone Co. to the modifications recommended 
by the Select Committee to the agreement with the Postinaster- 
General on the subject of municipal telephones. The company 
have informed, the Postmaster-General that, as at present advised, 
they are not disposed to accept a modification in the terms of the 
agreement which they consider to be prejudicial to their interests, 

Electric Power in Canada, — Evideutly it is the 
intention of the Government of the Province of Ontario to make a 


thorough inquiry into the question of power development, the cost, 
possibilities, &., for it has appointed a commission to be known as 


It was 


The total grate area is 


According to the report before us, the , 


. covered to a depth of about 4 in. 


the Hydro-Electric Power Commission, which body is composed of 
Hon. Adam Beck, London, Ontario; Mr. George Pattinson, M.P.P., 
Prescott, Ontario; and Mr. P..W. Ellis, of Toronto. Mr. Beck has 
been selected as chairman; aud Mr. Cecil B. Smith is to be 
engineer to the Commission. The Order in Council giving the 
Commission instructions for its lanours, reads as follows :— 

“Тһе present and probable demand for hydraulic and electric 
power in the various districts capable of being supplied from the 
different water powers within the legislative jurisdiction of the 
Province of Ontario. 

“The location, capacity and capital cost of development of the 
various water powors within the legislative jurisdiction of the 
Province of Ontario at present undeveloped, but whose develop- 
ment is required to supply the present and probable needs of the 
surrounding district, а to ascertain the probable cost of the 
attendant transmission plants necessary to the utilisation of electric 
or hydraulic power to be derived from the aforesaid water powers 
within the respective surrounding districts. 

“'То ascertain the rates or prices that would require to be 
charged, the various classes of consumers of hydraulic or electrical 
power within the respective districts in order to meet all expendi- 
ture of maintenance and operation. 

“To inquire into and ascertain the anno savings accruing to 


the consumers іп the various districts aforesaid by the substitution 


of the rates or prices to be ascertained under the/next preceding 
paragraph, for the rates paid at present in the said districts, so far 
as the commissioners may be able to ascertain or estimate them 

"'lo inquire into and ascertain the cash capital cost of the 
hydraulic and electrical power undertakings of ‘existing companies 
located within the province of Ontario; the capacity and state of 
development thereof, and to ascertain further :— 

“ (а) The quantities of power supplied and contracted for, and 
the rates charged, and to be charged, under such contracts by these 
companies for hydraulic or electric power. 

“ (b) The actual present value of the said undertakings, after 
making such fair and reasonable allowance for existing conditions 
as in the judgement of the Commissioners seems necessary or 
expedient. 

“ (с) The estimated capital outlay, if any, necessary to complete 
these undertakings.” 


Electrolytic Assaying.—4A paper by Mr. F. B. Stephens, 
recently read before the Institute of Mining and Metallurgy, on the 
Treatment of Refractory Auriferous Sulphides at the Cassilis 
Mine, Victoria," contains an interesting account of the method 
employed of assaying the solutions used in the cyanide process. 
The solutions to be assayed are electrolysed for a period of four 
hours, the gold being precipitated on а cathode of lead foil, and tlie 
anode consisting of a wrought-iron rod. The formation of prussian 
blue on the anode is prevented by the addition of an excess of 
ammonia, and the necessary circulation of the solution is caused by 
the liberated gas bubbles and the peculiar shape of the cathode. 
The precipitation of gold is very complete. On solutions assaying 
10-15 dwt. of gold per ton, and containing 03 to 25 per cent. of 
cyanide, the value is reduced to below 3 gr. in four hours with the 
neeessary current density. As compared with evaporation, the 
results are more consistent. In practice, 10 assay tons —212 cc.— 
of solution are taken in а tall beaker, and 12-15 cc. of strong 
ammonia added. The lead cathode consists of a cylinder of lead 
foil 23 in. high and 1 in. in diameter, with three V-shaped notches 
cut in the lower rim, a lead strip being attached at the top with 
which to make connection. The lead foil cylinder should be 
A 6-in. nail is used as an 
anode. The disengaged gas bubkles cause an upward current in the 
solution inside the cylinder, and down round the outside, and 
through the V notches in the bottom. It is usual to make from 
14 to 20 assays at one time, all joined in series between the 
terminals of 110-volt lighting mains. With 20 assays in series, no 
extra resistance is necessary, but with a lesser number than 14, 
incandescent lamps are inserted. The current used is from ‘06 to 
1:2 amperes; the fouler the solution, the higher the current density 
that can be safely used. The gold comes down as a bright yellow 
deposit, and when precipitation is complete the cathode is washed 
in water, dried, rolled up, scorified -with the addition of some test 
lead, and cupelled. 


The Dangers of “Electrolytic Oxygen." — Last 
spring a fatal explosion of a cylinder, nominally charged with com- 
pressed oxygen, occurred in the phy sical laboratory of the Technical 
Institute of Winterthur, in Switzerland. | One man was killed, 
several lads hurt, and the building damaged. It is now stated by 
the Cheiniker- -Zeitung that the gas in question was made by electro- 
lysing water, and that the cylinder (im some way which is not 
explained) had sufficient hydrogen in it at the time of the accident 
te render its contents most explosive. The episode has naturally 
attracted a good deal of attention, and has enabled the makers of 
oxygen by non-electrical methods to point out the purity of their 
products 


Magnetic Properties of Alloys of Nickel and 
Cobalt with Iron.—According to W. Guertler and G. Tammann, 
when mixtures of cobalt with nickel, cobalt with iron, and nickel 
with iron are prepared by fusion and then cooled, the crystals which 
are obtained have the same composition as tho fnsed mixture. 
These crystals are not magnetic, but become so on further cooling. 
If curves are drawn showing the relationship between the composi- 
tion of the crystals and the temperatures at which they become 
magnetic, tbe Co-Ni curve is continuous, the Ni-Fe curve exhibits 
one break, and the Co-Fe curve three breaks. With one exception, 
no change in the composition of the crystals appears to occur when 
they alter into the magnetic condition, 
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The Dangers of Lightning.—According to the 
Statistische Correspondenz, the danger of lightning regarded from 
the number of objects struck fluctuates extraordinarily from year 
to усаг. The years when thunderstorms are numerous differ 


materially from other periods in the sense that the danger sur-. 


prisingly increases, but these ycars are followed by others when the 
danger is much less. These points are illustrated by the following 
table in relation to Germany :— 


Years of slight danger. Years of considerable danger, 
1881-1883 1884-1886 
1887-1588 1889-1891 
1892-1894 1805-1896 
1897-1898 1899-1900 
2 1901-1908 — 


It is pointed out that the lightning © strikes" which did not cause 
апу fires show an astonishing increase, although this is mainly 

attributed to more exact reporting of the results. In the case of 
lightning strikes“ which caused fires, the following position is 
revealed for the German country districts and for towns in regard 
to both light and heavy years of thunderstorms :— 


Slightly No. of cases No. of cases 
dangerous years. in country districts. И in towns. 

1887-1888 ' , 1,470 222 

1902-1903 1,451 186 


No. of cases No. of cases 


Dangerous years. in country districts. in towns. 
1885-1886 . 2,175 283 
` 1899-1900 2,592 | 898 


Ак to the material damage produced by. lightning, it has been 
ascertained that the ‘destructive effects represented £499,500 in the 
years 1885 and 1886 and £306,500 in 1887 and 1888. The greatest 
amount for individual years was £325,000 in 1895 and £328,500 in 


1900, and the flat land in the country suffers the most from damages 


caused in the manner indicated. 


* 


„OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, (о keep readers of the 


ELECTRICAL REVIEW posted аз 10 their movements, | 


Central Station Engineers.—On July 30th, at St. 
Mary's Church, Lewisham, Mr. James P. DELL, charge engineer to 
the L.C.C. tramways, was married to Louise Maud, fourth daughter 


of the late Mr. W. Lusby, of Lewisham. Among the presents, 
which were numerous and useful, was an épergne, given by the 
staff of the sub-stations. 
Bournemouth. 

Mr. H. A. HARDINd, of the Leatherhead Electricity Supply Co., 


has been appointed assistant electrical engineer to the Acton 


U.D.C. There were 114 applications for the appointment. 

Mr. W. A. Jackson has been appointed chief engineer and 
manager of the West Bromwich Corporation Electricity Works at 
£300 per annum. He is at present under the Manchester Cor- 
poration Electricity Department, and was previously with the 
Corporations of Sheffield and Birmingham. 

The Gloucester T.C. on July 26th referred back to the Elec- 
tricity Supply Committee for further consideration a recommenda- 


tion that the salary of Mr. BacHE, gity olectrical engineer, should 


be increased from £300 to £325 per annum, with an increment 
of £25 a year for two years. 


The Dover T.C. has appointed Mr. Н. E. OsBORNH as shift 


engineer at the E.L. works. 


Mr. S. Рооге, of the Grantham and Stamford electricity works 
staff, has been appointed assistant engineer at the Salisbury electric 


light works. 


Tramway Officials.—Bolton Tramways Committee has 
increased the salary of Mr. Е. Tay1or, assistant engineer, by £20 


per annum. 


General.—A hundred friends of Mr. W. S. DORAN 
assembled last Thursday night at the Hotel Cecil to give him a 
farewell dinner previous to his departure for the United States, 
where he intends to take up his residence. Mr. Doran was formerly 
with the Worthington Pump Co., but has been associated for the 
last few years with the Westinghouse interests in this country. His 
genial manner has gained him many friends. 

Mr. WALTER PHILLIPS, having opened at Marken Buildings, 
Apollo Street. Bombay, a consulting electrical engineers practice, 
invites firms interested to forward catalogues, drawings, or samples 
of specialities in lighting and lift work. 

According to the Times a party of about 150 members of the 
British Association left Southampton in the Saron for Cape Town 
on Saturday last. They included Prof. G. H. Darwin, President- 
Elect, Sir William Crookes, Sir Benjamin Baker, Mr. Alex. Siemens, 
Profs. Vernon Boys, Н. S. Carhart, J. Milne aud J. Perry. 

Mr. Luigi VANONI has been appointed Director of Telegraphs of 
Switzerland. | 

On July 27th at the National Telephone Сов electrical department 
at Aberdeen, Mr. FRED HARRISON was presented by his colleagues 
on the electrical staff of the company with a timepiece and orna- 
ments and a rug on the occasion of his marriage. 

In the list of successful candidates for the degree of B.Sc. in 
Engineering of London University, we note the name of Mr. 
A. 5. E. ACKERMANN, A. M. Inst. C. E. . 


The honeymoon is being spent at 


A Jamaica paper says that Mr. L. Foster Davis, manager of the 
Electric Light and Power Co., took charge at the office of the West 
India Electric Co. early in July as manager of the amalgamated 
business. 

On Wednesday evening, 2nd inst., at the Imperial Restaurant, 
Glasgow, Mr. A. Ferauson (of Kelvin & James White, Ltd.) was 
made the recipient of a handsome case of drawing instruments, as 
a token of respect from the staff, on the occasion of his severing his 
connection with the firm. | 


E H 


NEW COMPANIES REGISTERED. 


De Forest Wireless Tele ph Syndicate, Ltd. (85,277).— 
This company was registered on July 18th, with a capital of £120,000 in £1 
shares, to adopt an agreement with 8. 8. Bojesen, and to carry on the business 
of owners of wireless and other telegraph systems, patents and concessions, 
Ko. The first subscribers (ouch with one share) are :—Lord Armstrong, 93, 
Eaton Square, 8. W.; A. M. Grenfell, 6, Princes Street, E.C., gentleman; 8. В, 
Bojesen, Great Swan Alley, E.C., gentleman; N. Maskelyne, 17, Elin Crescent, 
W., electrical engineer; Н. Malpas, 43, Iverna Court, Kensington High Street, 
W., gentleman; А. Н. Leslie, Wynberg, Broomwnter, Teddington, gentleman 3 
and G. Harland, 43, Ві. Mary Axe, E. C., shipbroker. No initial public issue. 
The number of directors ia not to be less than three nor more than nine. The 
subscribers are to appoint the first; qualification. £250; remuneration, £200 
each per annum (chairman £100 extra), and an additional £50 each for every 
1 per cont. dividend in excess of 10 per cent. 


Para Electric Railways and Lighting Co., Ltd. /85,368).— 
Ы / 

This company was registered on July 25th, with a capital of £700,000 in £5 

shares (70,000 preference), to acquire froin the Works Construction Co., Ltd., 


the existing tramway and electric lighting undertakings with the Companhia de, 


Estrada de Ferro Paraense, of Para, and a provisional concession of Jaunary 
27th, 1905, granted to C. Н. C. Moeller by the Municipality of Para, to construct 
or acquire and work tratiways, railways and electric lighting and power supply 
works and undertakings in Para or elsewhere in Brazil, &c. The Works Con- 
struction Co., Ltd., are the promoters of this company, and will re-sell the said 
undertakings and concession at a profit, having acquired from J. G. White and 
Co., Ltd., an option to purchase the same granted to them by the said Com- 
panhia de Estrada de Ferro Paraense, of Para, and C. Н. C. Moeller. The com- 
pany is to enter into an agreement with the Works Construction Co., Ltd, for 
the execution by that company of all necessary works for the reconstruction 
and adaptation for electric traction of the said tramway system, and for the 
development and extension of the tramway and electric light and power busi- 
ness of the company. The first subscribers (each with one share) are:—H, 
Ansell, 75, Lombard Street, E.C., actuary; Е. 8. Baring-Gould, 30, Denman 
Street, S. E., managing director of public *tomnipany ; W. W. Paine, 14, St. 
Helen's Place, E.C., solicitor; W. K. Whigham, 2, Princes Street, E. C., chartered 
accountant; Н. P. Dakin, 130, Holinesdale Road, South Norwood, S. E., clerk; 
W. J. Hill, 14, 8t. Helen's Place, E.C., solicitor; and A. E. Rullard, Burleigh, 
Chudleigh Road, Brookley Grove, B. E., clerk. No initial publie isane. The 
directors may not issue debentures or debenture stock in excess of £700,000, nor 
any debentures or debenture stock bearing more than 5 per cent. interest, with- 
out the consent of the holders of the preference shares, Nos. 70,001 to 115,000, 
and may not exceed the said sum of £700,000 by more than £300,000 without the 
sanction of a general meeting. The number of directors is not to be less than 
three nor more than seven, of whom one shall be appointed by the holders of 
the said preference shares. The remaining first directors are to be appointed 
by the subscribers. The Companhia de Estrada de Ferro Paraense, of Para, 
is to make the first appointment on behalf of the sald preference shareholders. 
Directors’ remuneration, £400 per annum for the chairman, and £200 cach 
for the others. Registered office, 75, Lombard Street, B.C. 


Bombay Hyrdo-Electric Syndicate, Ltd. (85,378). —This com- 
pany was registered on July 26th, with а capital of £15,000 in £10 shares, to 
adopt an agreement between D. J. Tata and E. Miller on behalf of themselves 
and also on behalf of R. J. Tata, J. W. Brown and D. E. Gostling, to produce, 
generate, accumulate, store, acquire, utilise, supply, apply, employ, distribute, 
sell, lease or otherwise dispose of electric current, power and energy, and to 
carry on the business of engineers or contractors in all its branches. The first 
subscribers (each with one share) ure:—E. T. Washington, 32, North Road, 
New Cross, B. E., clerk; J. F. Cooke, 13. Arngask Road, Catford, S. E., clerk ; 
F. C. Booker, 35, Bristol Gardens, Paddington, W., clerk; W. Н. Fay, 14, 
Seymour Place, Fulham Road, S.W., clerk; P. A. Hall, Wenderholme, 31, 
Merton Hall Road, Wimbledon, clerk; W. H. Werner, 15, Chadwick Road, 
Leytonstone, book-keeper: and P. Gibbs, 30, Hemberton Road, Clapham, S. W., 
clerk. No initial public issue. The number of directors is not to be less than 
three nor more five; the subseribers are to appoint the first; qualification, 
£500; remuneration ab fixed by the company. 


Buenos Aires Port and City Tramways, Ltd. (85.427).— 
This company was registered on July 29th, with capital of £200,000 in £5 shares, 
to construct, lay down, equip, work and maintain tramways in the Argentine 
Republic, and particularly in the Port and City of Buenos Aires, to acquire 
running or other powers, rights and easements over or interests in any other 
tramways, telegraph and telephone systems, &c., to adopt agreements (d) with 
B. A. P. Syndicate, Ltd., and (2) with F. W. Lowther (trading ns * Lowther and 
Co.“), and to carry on the business of owners of electrical, steam, horse or 
other tramways, electricians, engineers, suppliers of electricity for light, heat, 
motive power and other purposes, manufacturers of and dealers in rolling stock 
and vehicles, carriers of passengers and goods, Ке. The first agreement above 
referred to provides for the acquisition of a concession for the construction and 
working of a tramway in Buenos Aires, granted to E. B. Gandulfo & Co. The 
said syndicate is to receive 26,000 fully paid ordinary shares in this company, 
and is to procure the company to enter into the next mentioned agreement, the 
syndicate, for £11,900 in cash, guaranteeing the subscription of the whole of the 
£200,000 debenture stock mentioned below, if offered to the publie. «The agree- 
ment with F. W. Lowther is for the construction and equipment of the 
tramway and works, and for providing the company with 426,900 for 
working capital and other purposes, the consideration being — 13,124 
fully paid ordinary shares, and £200,000 6 per cent. debenture stock of 
the company, or the proeceds of such debenture stock us in the 
contract mentioned, E. B. Gandulfo & Co. originally entered into an agree- 
iment with the Government and General Contract Co., Ltd., for the sale of the 
concession to that company, but afterwards, with the concurrence of the said 
Contract Co., entered into the agreement for the sale of the said concession to 
Lowther & Co., and the last-named firm subsequently agreed to sell the conces- 
sion to the B. A. P: Syndicate, Ltd. The first subscribers (each with one share) 
ате:— H. В. Lamb, 5, Connaught Road, Harlesden, N.W., manager: T. G. Н. 
Wilmot, 46, Loraine Mansions, N., clerk; A. E. Wallace, Glenthorne, Worple 
Road, Epsom, scceretary : G. S. Keeble, 27, Soames Street, Denmark Park, S.E., 
engineer's assistant; F. Surman, 120, Tollington Road. Holloway, N., elerk; 
Н. Spinks, 63, Roding Road, N. E.., clerk; and I]. H. Chapman, 78, Algernon 
Road, Lewisham, S. E., clerk. Minimum cash subscription 20 per cent. of the 
shares offered to the publie. The number of direetors is not to be less than 
three nor more than seven; the first are G. Kitchin, M. Graham, NMI. I. C. E., 
J. Kerr, M.P., und A. Wenham; qualitication, £500; remuneration, £1,500 per 
annum and 10 per cent. of the surplus profits remaining after 7 per cent. divi- 
dend has been paid, divisible. The directors’ borrowing powers are limted to 
the amornnt of the issued capital for the time being.“ Registered office, 2, Bread 
btreet Place, E.C, 
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Switehgear Co., Ltd. (85, 405).— This company was registered 
on July 27th, with a capital of £10,000 in £1 shares (6,000 preference) to adopt 
an agreement with J. G. Statter & Ca., and to carry on the business of 
suppliers of electricity in all its branches, electrical and mechanical engineers 
manufacturers of and dealers in electric, magnetic, telegraphic, telephonic an 
other appliances and apparatus, Ke. The first subscribers (each with one 
share) are :—J. G. Statter, Cornwall Buildings, Newhall Street, Birmingham, 
civil engineer; E. A. M. Bindloss, Cornwall Buildings, Newhall Street, 
Birmingham, civil engineer; C. J. Simeon, Cornwall Buildings, Newhall Street, 
Birnringham, civil engineer; M. N. Phelps, 19, Newhall Street, Birmingham, 
solicitor; W. J. Wold, 71, Suffolk Street, Birmingham, clerk; C. R. Gadsen, 
18, Haverhill Road, Balham, S. W., clerk; and J. J. Watson, New River Yard, 
Clerkenwell, E. C., clerk. -No initial public issue. The number of directors is 
not to be less than three nor more than five; the first are J. G. Statter and 
E. A. M. Bindloss (both permanent) and C. J. Bimeon; remuneration, 
25 guineas each per annum. Registered office, Cornwall Buildings, Newhall 
Street, Birmingham. ` А 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. . | 


- Potteries Electric Traction Co., Ltd. (57,968.)—This com- 
- pany’s annual return was filed on Jane 16th, when 24,499 ordinary and 24,500 
preference shares had been taken up out of the nominal capital of £600,000 in 
30,000 ordinary and 80,000 preference shares of £10 each. 410 per share has 
been called up оп 17,833 ordinary and 24,500 preference, and £423,380 has heen 
received. £66,660 is considered as paid on 6,666 ordinary shares. Mortgages 
and charges: £245,000. 


Peterborongh Electric Traction Co., Ltd. (74,562).—This 
company's annual return was filed on June 9th, when 4,000 preference and 
‚ 4,000 ordinary shares had been taken up out of the nominal capital of £60,000 in 
6,000 ordinary and 6,000 preference shares of £5 each. £5 per share has; been 
called up, and £40,000 has been received. Mortgages and charges: £20,000. 


Siemens Bros. & Co., Ltd. (14,777).—This company’s annual 
return was filed on June 9th, when the entire capital of £600,000 in 120,000 
222001 £5 each had been taken up and paid іп full. Mortgages and charges: 


West India and Panama Telegraph Co., Ltd. (11,116).— 


This company’s annual return was filed on June lith, when 127,553 shares had 
been taken up out of a nominal capital of £2,445,680, in 244,563 shares of £10 
each. 41, 75, 500 is considered as paid. Mortgages and charges: £80,000. 


West African Telegra h Co., Ltd. . com- 
о 


pany’s annual return was filed on June 19th, when 23,109 shares had been taken 


up out of a nominal capital of £400,000, in 40,000 shares of £10 each, and paid. 


Mortgages and charges: Nil. 


Spanish Telephone Co., Ltd. (41,589). — This company's 
annual peturn was filed on July 6th, when 1,600 ordinary and 549 preference 
shares had been taken up out of a nominal capital of £41,000, in 1,600 ordina 
shares of £10 each and 1,250 shares of £20 each. £20 per share has been call 
up on 549 preference, and £10,980 has been receivéd ; £16,000 is considered as 
paid on 1,600 ordinary. Mortgages and charges: Nil. у | 


for in full. 


* 


Tyer & Co., Ltd. (56,760).— This compauy's annual return was 


flled on July 17t 1, when 22,007 shares had been taken up out of a nominal 
capital of £25,000 in £1 shares. £2,000 has been received, leaving £7 in arrears, 
and £20,000 is considered as paid. Mortgages and charges: Nil. 


Aucklend Electric Tramways Co., Ltd. (61,199).—This com- 
pany's annual return was filed on May 25th, when the entire capital of £300,000 
in 30,000 shares of £10 cach had been taken up. £10 per share has been 
called up on 28,510, und £285,100 has been received. 414,000 is considered as 
paid on the remaining 1,490. Mortgages and charges: £285,100, 


Sherardising Syndicate, Ltd. (London). (73,024).—Issue on 
June 27th of £210 debentures, part of series create February 27th, 1905, to 
secure £1,100, charged on the company’s undertaking and property, present and 
future, PUE uncalled capital. No trustees. Previously issued of s&ine 
series: à 


Kent Electric Power Syndicate, Ltd. (72,742).—4 mortgage 
or charge on the company's undertaking and property, present and future, in- 
cluding uncalled and unpaid capital (if any), dated July 3rd, 1905, to secure £750, 
has been registered. Holders: The Hon. J. B. Lubbock and G. C. Curtis, 15, 
Lombard Street, Е.С. 


Callender's Cable and Construction Co., Ltd. (48,915).— 
This company's annual return was filed on July 5th, when 85,000 ordinary and 
1 % ade dia shares had been taken up out of a nominal capital of £500,000 
in 60, ordinary end 40,000 preference shares of £5 each; £5 рег share has 
been called up on 65,000, and £275,000 has been received; £100,000 is con- 
sidered as paid on the remaining 20,000 shares. Mortgages and charges: 

{ : 


China and Japan Telephone and Electric Co., Ltd. (17,831). 


This company’s annual return was filed on June lith, when 14,761 shares had 
been taken up out of a nominal capital of £20,000 in £1 shares, and £14,761 was 
considered as paid. Mortgages and charges: £5,000, 


2 r 

United Eleetric Tramways of Monte Video, Ltd. (80,456). 
—А trust deed dated July 12th, 1505, to secure £500,000 debenture stock, created 
October th, 1904, has been registered. Property charged: 90 debentures of 54,100 
gold each and 560 fully paid shures of 31,000 gold each in La Sociedad Comercial 
de Monte Video, any debt that may be incurred by the said company to this 
company in respect of moneys advanced to them out of the proceeds of the 
debenture stock of this company issued or to be issued in accordance with the 
terms of the said trust deed, Xc. Trustees: Major W. E. E. Gordon, M. P., 4, 
Chelsea Embankment, S. W.; Hon. C. G. Hay, M. P., Basildon House, Moorgate 
Strect, E.C.; and Н. A. Trotter, 7, Mincing Lane, Е.С, 


New General Traction Co., Ltd. (47,321).—Partieulars of a 
series of £18,700 debentures, created by resolution of February sth, 19060, and 
having the benetit of a trust deed of June 28th, 1901, have been filed pursuant 
to Sec. 14 (4) of the Companies’ Act 1900. In certain events a bonus of 5 per 
cent. is secured to the debenture holders in addition to the principal moneys, 
Property charged: 19,070 fully-paid £10 shares in the Norwich Electric Tram- 
ways Co., 10,267 fully-paid £10 shares in the Coventry Electric Tramways Co., 
12,262 wed £1 preference shares in the Douglas Southern Electric Tram- 
ways, Ltd., and (by way of floating security) the company's general assets, 

resent and future. Trustees: Captain F. Pavy, Foley House, Portland Place, 

ndon ; and Baron D’Erlanger, 20, Bishopsgate Street Within, Е.С. 


Cryseleo, Ltd., electric lamp manufacturers, London (58,218). 
Issue on June 20th of £600 first and £4,100 debentures, parts of two series 
created June 26th, 1905, to secure £5,000 each, charged on the company's under- 
taking and property, present and future, including uncalled сара and certain 
land and premises at Kempston, Beds, Previously issued of same series, £3,000. 
A trust doed dated pu llth, covering both the above mentioned series, hag 
also been registered. Trustees: A. Baker, Billiter House, Billiter Street, Е.С, ; 
and H. 8. Deacon, Kempston, Bedford, 


Bogota Telephone Co., Ltd., (69,059).—£15,000 debentures 
created March md, and dated July 11th, 1906, have been registered. Property 
charged: Land and buildings in Bogota and the company's concegsions, rights, 
privileges, plant, and other assets, present and future, including uncalled 
capital. Trustees, under deed of May 29th, 1906: R.A. Danvers, 13 and 14, 
Abchurch Lane, E. C.; and 8. Н. Jenks, Barrow Hedges, Carshalton, Surrey. 


Frank Suter & Co., Ltd., electrical engineers, London 
(51,198).—А memorandum of satisfaction to the extent of £1,000 of debentures 
dated April 18th, 1901, securing £7,000, haa been filed. 


Electric and General Investment Co., Ltd. (31,506).—This 
company’s annual return was filed on July 26th, when the entire capital of 
£200,000 in 20,000 ordinary, 100 founders’ and 19,900 preference shares of £5 each 
had been taken up. £1 per share has been called up on the ordinary and £5 

r share on the founders’ and preference, and £120,000 has been received. 

ortgages and charges: Nil. 


Evershed & Vignoles, Ltd. (43,206).—This company’s annual 
return was filed on July 19th, when 2,700 shares had been taken up and paid for 
in full out of the nominal capital of £30,000 in 3,000 shares of £10 each. Mort- 
gages and charges: £14,000. | 


North Wales Power and Traction Co., Ltd. (78,193).—-A 
memorandum of satisfaction in full of charge dated May 4th, 1906, securing 
£185,000 debenture stock, has been filed, 


CITY NOTES. 


- 


| a Crompton & Co. - 


THE seventeenth annual meeting of this company was held on 
Thursday last week at Salisbury House, Mr. J. Trotter in the 
chair. | 

The CHAIRMAN, in proposing the adoption of the report, said it 
was a very unpleasaut task to have to put before them such an 
exceedingly disappointing report. Last year he indicated to them 
the condition of things which prevailed in the electrical engineer- 
ing trade, and he could only repeat that they remained as they 
were. The position of things in the trade generally was excecd- 
ingly unsatisfactory. The production was beyond the demand, and 
the result was that prices had fallen to a level which was unre- 
muncrative, and buyers generally, and those. who sent tenders for 
contracts, had it entirely their own way. In the contract portion 
of the business they had to incur vast expense in getting out 
tenders, and аз there were a large number of tendercrs and only one 
could get the contract, it followed that a very heavy expense fell 
upon those who tendered and were unsuccessful. Notwithstanding 
the low priccs that had ruled where reasonable contracts had been 
secured, there had been a fair and reasonable profit on them. 
Indeed, had it not been for the contracting side of the business, 
which had been satisfactory, the year’s trading would have been 
even worse than it had. The manufacturing side of the business 
had been most disappointing. Prices were at a low ebb, and wages, 
material and expenses generally, had not fallen in proportion, and 
the consequence was that the gross profits of the manufacturing 
business had been most disappointing, and that had been the cause 
of the exceedingly unsatisfactory result of the year. The directors 
had to face the question of whether they should, under the circum- 
stances, entirely pass the dividend, or whether they should openly 
take from the reserve an amount which would enable them to pay 
some small dividend. In coming to a decision on the matter, they 
bad been influenced by certain considerations which were not quite 
apparent on the surface. 'lhere had been a change of fashion in 
the goods which were required, and the result had been that there 
was a tendency towards alternating motors. They had had to 
follow that, and he hoped they had done it with compléte success 
as far as practical results were concerned; but to do it they had 
had to spend a very large sum of money, the whole of which had 
been charged to the year’s work. Had it been possible to accu- 
rately figure out what those expenses had amounted to, it would 
have been a perfectly legitimate thing to have carried them for- 
ward to a suspense account, to be written off future profits. How- 


- ever, they had thought it best not to create a suspense account, but 


instead to use some of the profits which had been put by in 
prosperous years to assist in paying a smalldividend. As to the 
future, he was glad to say that they had made construction con- 
tracts with the Electric Supply Corporation on terms which should 
undoubtedly result in satisfactory profits. The contracts were 
based upon a fixed profit to cost, and therefore they must secure a 
protit when the works were completed. 

. Mr. В. Gisson seconded the motion, and the report was adopted. 


~ 


Lisbon Electric Tramways, Ltd. 


Tux meeting of this company was held on 26th ult., Mr. Ludwig 
Breitmeyer presiding. In moving the adoption of the report, he 
said they had had a successful year. Comparing the year under 
review with the previous one, they had carried 3,000,000 more 
passengers, their cars had covered some 700,000 more car-miles, 
and yet the cost of running the power house remained at the same 
figure as before. The profit for the year, before allowing for 
depreciation and before the payment of £25,000 for debenture 
interest, amounted to £99,000, as against £91,000 in 1903. The 
growth of their business necessitated an increase in the power 
plaut by adding another unit, and they had also had to construct 
three new extensions equal to 4 kilometres single track. During 
this year they had under construction still larger works for new 
extensions, also additions to the rolling stock, and many other im- 
provements necessitated by the great development of Lisbon,’ The 


+ 


€ a Eus JUPE OT 


D 

П 
[ 
' 
| 
' 
[ 

СА 

Й 
» 
D 


77190 


THE ELEOTRIOAL REVIEW. [Vol 67. No.1,445, avover 4, 190 


results achieved during the first six months this year were so 
encouraging as to justify his predicting а record for this year. 
Since the original programme was finished, about 13 kilometres 
of new lines had been added. The expenditure required 
for these new works had so far been borrowed, and financed out of 
the reserve accounts, and no fresh capital had been issued. The 
question of refunding in cash the sums borrowed from the reserve 
accounts would be considered at a later date. The usual necessary 
provision of £20,000 for depreciation had been set aside, bringing 
the dopreciation account to £40,000. Besides this, the directors 
had considered it advisable to create a special reserve accident 
account, and a reserve account against the fluctuations of the 
exchange, with £10,000 and £5,000 respectively. After providing these 
sums and paying the 6 per cent. dividend on the preference shares, 
the balance on hand amounted to £17,197, which sum it was pro- 
posed to carry forward to next year’s accounts. The directors con- 
sidered that a conservative policy should be followed in the distri- 
bution of profits. The intrinsic value of the ordinary shares, as 
well as the other stock of the company, was enhanced by this con- 
servative policy. ; 

The report was adopted. 

A resolution was subsequently passed, removing Mr. A, Parrish 
from the board of the company. 


1 


Great Northern and City Railway Co. 


THe report for the half-year ended June 30th last states that the 
total revenue receipts for the six months amounted to £46,239, as 
against £36,509 for the previous six months. The passen- 
gers carried for the same periods, excluding season ticket- 
holders, were 6,391,574 and 6,227,595 respectively. The number of 
local season tickets issued during the half-year was 2,913, as against 
2,511 for the half-year ended December 31st, 1904. The number of 
three-route season ticket-holders using the company’s line during 
the past half-year was 2,547. The number of through bookings 
from the company’s stations over the Great Northern and the City 
and South London Railways is steadily increasing. 


City and South London Railway Co. 


Мв. C. G. Morr presided on Tuesday at the halfeyearly meeting, 
and regretted that they had again to recommend a reduced dividend. 
They had done all that could be done to meet the various adverse 
iufluences that had been at work. In regard to future capital that 
might be required they proposed to raise it by the issue of preference 
and debenture stocks. They would have abundant capital for all 
that they required when it was placed, and they hoped to get good 
premiums for that stock which would go far to reduce the discount 
on the issue of ordinary stock. The revenue receipts had shown a 
decrease in passengers of 564,399, and in money £4,677. The total 
decrease in receipts was £4,031. The expenditure had been 
decreased thus:—maintenance by £147, locomotive generating 
power £585, carriage repairs £146, traffic expenses £557, and 
several small items. There were certain increases also which made 
the total net decrease £1,436. After payment of debenture and 
preference interest a-2 per cent. dividend absorbed £14,800, and 
£1,041 was carried forward. The reduced expenditure was due 
partlyjto a reduction in the train miles. They had run only 539,000 


against 589,000 in the corresponding half of 1904. The total 


passengers were 8,662,000, against 9,226,000. The passengers per 
train had increased from 95 to 98. The receipts per train had 
been 16s. 3°7d., against 16s. 8d., and per train mile 2s. 7-9d., 
against 2s. 7°3d., and per passenger 1 84d., against 1:854. The 
working expenses had been 46:1 per cent., against 45:6 per cent., a very 
slight increase. The expenses per train mile had been 1s. 3:6d., against 
ls 294. Locomotive charges were 4°79d., against 4°58d., and 
traffic expenses 6'8d., instead of 6°5d., and the number of trains 
run had been 88,056, against 96,229. All this showed great care on 
the part of the officers ip the working of the line. They had 
carefully economised wherever possible without interfering with 
the traffic. The question of what was going to bappen in 
the future had received very much attention. They had been 
going down in their dividend for several years. Was that 
going to continue or were they to look forward to the 
future of the line? They had gone into all the details of 
that question. The  L.C.C. electric tramways competition 
had been for short-distance fares, 4d. and 1d. They had doue 
their worst and had practically annihilated this company's 1d. 
fares on that part of the line. The Council could not do any more, 
that was onc comfort. The company had their long-distance traffic 
left, which was after all the great bulk of their traffic and could 
not be touched by the trams. The weather had also been against 
the company very much of late, but in this country that was not 
likely to continue long. The other question was the motor- 
omnibus from which he thought they had not much to fear. In 
many cases they would bring this company traffic. They had 
evidently got to look in the future to their long-distance trattic and 
to cultivate that in every way. "They had found that the reduction 
in fares had not produced a satisfactory result. They had not lost 
anvthing but they had to carry a great many more passengers for 
nothing. It might be that in the future that reduction would 
recoup itself, but reduction of fares did not seem to be the direc- 
tion in which they must look. It was evidently the extension of 
the line and the long-distance traffic, which they were going to get 
by the extension of the line to Euston. They had hitherto run 
through a district which was already built up and completed with 
houses, 80 that they found that the trafüc became stagnant; it did 


not continually increase as might be expected. That was because 
they had tapped the whole of the traffic at once. · By the extension 
to Euston and St. Pancras they were putting themselves into con- 
nection with four railways whose suburban clement was growing 
very fast. They would thus get a perpetually growing instead of a 
stagnant traffic. When that extension was completed they would 
have a very different story to tell. The time for the completion of 
the line expired in September next year, and they hoped that it 


would be opened for traffic in the course of next year. They still 


believed in the future of their railway, and that before long it 
would be as good a dividend-payiug line as any in the country. ` 
The report was adopted, and the dividend resolution approved. 


e 


Baker Street and Waterloo Railway Co. 


Mn. T. J. Hake presided at the half-yearly meeting held on Tues- 
day at Hamilton House. In moving the adoption of the report, he 
referred to the progress of the works, and said that the running 
tunnels had now been driven the whole way between Harewood 
Avenue and Elephant and Castle; between Harewood Avenue 
and Westminster Bridge Road and the depót. The permanent 
way would be completed in about six weeks' time and the con- 
ductor rails in October. It was expected that the lift works 
would be finished by the end of November. The stairways were 
in use and it would take a month to finish them off. Work 
in connection with the ventilation would be completed in October. 
The arrangements for lighting were well in hand, and as soon ая the 
actual installation could be begun it would not take long to carry 
it out. The high-tension cables would be finished and tested in 
August. There were three sub-stations. “he one at Charing Cross 
belonging to the District Co., which would be used by this company 
under agreement, was completed and working. The one at Baker 
Street was expected to be completed by October Ist, and the one at 
London Road by the end of November. At the car depót all the 
buildings were completed, and most of the machinery was in 
position. All of the sidings will be completed by the end of 
August, and several of them were ready for use. The rolling 
stock was not ready во soon as they expected, ав some was to be 


delivered in May. However, the first cars should be delivered 


next month. The motors and control equipments for the whole of 


the rolling stock had been delivered. The superstructures at the 


station were being built as fast as possible, and between Baker 
Street and Westminster Bridge Road they should be all completed 
by December 1st. It was hoped that the line between the 
Elephant aud Castle and Baker Street would have been opened 
before the end of this year, but there was a very large amount of 
detail work involved in completing án undertaking of this 
magnitude, and the contractors feared that it would not be possible 
to get everything ready for opening for public traffic by then, but 
they expected that the full service of trains would be running 
between Westminster Bridge Road and Baker Street early in next 
year. That would be of enormous advantage to the very large 
number of people crossing over Westminster Bridge. It was 
stated in the House of Lords in the recent debate with regard to 
the extension of tramways over that bridge that the traffic morning 
and evening alone amounted to 45,000 passengers cach way. The 
company’s line would tap at its Elephant and Castle and West- 
minster Bridge Road stations nearly the whole of the tramway 
tratlic of South London, enabling passengers who were now turned 
gut“at Westminster Bridge to go quickly and at a minimum cost to 
the heart of, and right through the centre of, London. Work on 
the sections of the line between Westminster Bridge Road апа the 
Elephant and Castle from Harewood Avenue westward was 
being pushed on as rapidly as possible. The company’s Bill was now 
awaiting Royal Assent. Opportunity would be made in the 
autumn to enable stockholders to exchange their present stock for 
bearer debenture stuck. The Royal Commission on London Loco- 
motion made no recommendation for new railways likely to be 
detrimental to this line. It seemed necessary to wait and see the 
full effect of the Metropolitan and District and the tube railways, 
as well as the altered conditions to be brought about by motor 
traffic now only in its infancy ; unnecessary duplication of lines and 
unnecessary expenditure of capital would be thus avoided. 

Bir ALGERNON WEsT seconded the motion, and the report was 
adopted. 

A resolution was passed providing that the future half-yearly 
meetings may be held on such dates as the directors may determine. 


The Electric Supply Corporation. 


THE third annual meeting of this company was held on Wednesday 
last week at Salisbury House, Mr. Carleton F. Tufnell presiding. 

In proposing the adoption of the report, the CHAIRMAN said that 
since they last met a considerable change had come over the сош- 
pany's affairs. At that time the subscribed capital was £17,000, 
and he informed them that they had arranged for а further issue of 
£50,000 share capital. At the close of the year the capital sub- 
scribed and issued amounted to 21,492 shares, or in round figures 
£107,460 plus £50,000 debenture stock. Since the closing of the 
accounts, negotiations had been carried to a successful issue for the 
placing of an additional 20,000 shares, or £100,000, which would 
bring the total capital up to £207,500. 'That put them in the 
position to make a further issue of £50,000 debenture stock 
whenever required. The company was now in a position to push 
on and complete а great part of the programme mentioned in the 
prospectus. They had the right and duty of establishing and 
working electrical undertakings in 17 towns in the United 
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Kingdom. The brokers with whom they negotiated the issue of 
debentures suggested that they should acquire the shares in the 
Chelmsford Electric Lighting Co. At first the board of Messrs. 
Crompton & Co. demurred to allowing them to have the shares at 
par, but in the end they acquired the property for an 
exchange of shares at раг. When placing a further issue of 20,000 
shares this year, the brokers asked their. chief engineer for 
an estimate of the probable earnings of the company. That 
was prepared very carefully, with the following result :— 
In 1905 the estimated earnings would be 43, 000; in 1906, 27,200; 
1907, 412,900; 1908, £17,000; and in 1909, 419,900, giving 
a return on the capital expenditure ranging from 1:68 per cent. to 
6:05 per cent. in 1909. The brokers thought they would like an 
independent estimate made by Messrs. Crompton. That had been 
made, and it was very satisfactory to know that the two inde- 
pendent estimates did not differ very materially. They also asked 
for some guarantee being given as to the earnings of the company, 
and Messrs. Crompton had obtained for them the guarantee of a 
guarantee company that their carnings for the four years—1906-7- 
8 and 9, should be sufficient, after providing 1 per cent. on the 
capital expenditure for repairs and renewals to enable the company 
to pay a dividend for each of those four years, equal to 5 per cent. 
per annum. АЁ the end of last year they had actually 
working electric supply stations in five towns, and since 
that date they had opened stations at St. Andrews aud 
Exmouth, and, of course, they had had the Chelmsford under- 
taking in full work. The sphere of their operations was a large 
and increasing one. The number of lamps and motors connected 
or awaiting connection was equivalent to 35,220 8-c.P. lamps, and 
they might expect before the end of 1907 that their equivalent of 
lamps would exceed 100,000 8-c.P. The capital expenditure at the 
end of fhe year stood at £123,020, the increase for the year being 

443,677. The revenue for the year from the sale of current, divi- 
dends, &c., amounted to £2,654, and the working expenses to 
£1,472, leaving a balance of net profit of £1,182. From that had 


Чо be deducted interest on debenture stock, aud a small provisicn' 
for repairs and renewals, leaving a balance of £216 to be carried . 


forward. . . 

Col. Henry Wdop, C. B., seconded the motion, and the report 
was adopted. 

Subsequently a special meeting was held, when certain 
alterations in the articles of association were agreed to for the 
purpose of enabling the board to get a Stock Exchange quotation 
for the company's shares. 


Waterloo and City Railway Со. 


Тнв report for the half-year ended June 30th, 1900, states that the 
capital acoount shows a total outlay of £606.551 on June 3Uth last, 
being the same amount as at December 31st, 1904. The gross 
receipts of the line, less Government duty, amounted to the sum of 
£17,577, and the working expenses to £7,974, being at the rate of 
45°37 per cent., as compared with 47:55 per cent. for the correspond- 
ing period of 1904. The balance available for dividend, after pro- 
viding for interest on debenture stock, is 48,758, and a dividend at 
the rate of 3 per cent. per annum on the ordinary stock will absorb 
£8,100, leaving £658 to be carried forward. This dividend com- 
pares with 3 per cent. for the corresponding period of 1904. The 
number of passengers carried during the past six months, exclusive 
of season ticket holders, was 2,219,143, showing a decrease of 8,207 
compared with the corresponding period of 1904. The season 
ticket holders on June 30th last numbered 1,782, as against 1,611 
at the end of June, 1904. Several Bills, more or less affecting this 
railway, have been presented to Parliament. Where nevessary, 
protective clauses have been obtained. | | 

The meeting was held yesterday (Thursday). 


Eastern Telegraph co. 


Sm J. WoL Ek Barry, K. C. B., presided on Wednesday last week 
at River Plate House, E. C., over the 66th half-yearly meeting of 
this company. i 

In moving the adoption of the report, the CHAIRMAN said that 
when he met the shareholders in January last he stated that the 
result of the interim half-year's working to September 30th, 1904, 
might be described as satisfactory, aud the results shown by the 
accounts for the final half-year to March 31st, 1905, which were 
presented to-day, were even more gratifying to them all. The 
gross revenue for the half-year under review amounted to £67 6,000, 
as compared with (for the corresponding period of 1904) £636,000, 
or an increase of £40,000. "l'his increase was, however, largely due 
to additional traffic in connection with the Russo-Japanese War. 
From August 1st the tariff between Europe and India, and between 
Great Britain and Aden, would be reduced from 2s. 6d. to 2s. per 
word. The reduction in the Indian tariff was in accordance with 
an agreement made with the Secretary of State for India some 
three years ago, under which a standard revenue was guaranteed. 
It was then agreed that if three consecutive years produced an 
average of this standard revenue, the tariff with India should be 
reduced by 6d. per word. For the three years ended June 30th 
last the average revenue reached the stipulated figure, and he was 
pleased to say that during the period in which the tariff had been 
2s. 6d. per word the Indian Government had only been called upon 
to contribute some comparatively small amounts under their 

arantee. The increase of traffic with India had been very eatis- 


ry. This was not due, in their opinion, to the reduction of tariff, . 


but to the late general prosperity of the Indian Empire. As a 


result of the increased traffic the reduction in the rate referred to 
would be brought into operation on August 1st next. It would be 
understood that, under the agreement, if the earnings of the asso- 
ciated companies on Indian traffic did not amount at the reduced 
tariff to the agreed standard revenue figure, the Indian Govern- 
ment would bear a proportion of the difference between the actual 
receipts and the standard revenue amount. The tariff between 
Europe and Egypt (1st region) had also been reduced, the reduction 


being from 1s. 5d. to 1s. per word. With regard to this alteration 
. of tariff, negotiations had been in progress for some time aud were 


completed in April this year. Не was glad to say that the various 
existing agreements between this company and tho Egyptian 
Government had now been consolidated, and an arrangement satis- 
factory both to the Government and to this company had been 
concluded, epibodying the reduction of the rates to which he had 
referred and the payment by them of an increased transit rate. 
They were gratitied at being able, with justice to the share- 
holders, to carry out these reductions, but it must be borne 
in mind, however, that should the traffics increase largely, 
they might have to augment their cable capacity. Thus it is 
obviously advisable to carry as much as possible to the general 
reserve ip view of this and also for other contingencies, 
The total expenses for the half-year, exclusive of income-tax pay- 
able in England and interest on loan, amounted to £232,000, as 
against, for the corresponding period of 1904, £216,000, or an 
increase of £16,000. The expenses in London showed a decrease 
of about £1,300, contributions to staff pension fund £800 (due to a 
readjustment of the amount payable by the company as the result 
of the second quinquennial valuation of the fund) and depreciation 
of spare cable £2,000. The working expenses at stations, the 
expenses attending maintenance of cables and income-tax payable 
abroad exceeded the expenditure for the corresponding period to 
the extent of £7,300, £13,600 and £1,020 respectively. Of the 
items comprised in the additional expenditure, salaries and wages 
had increased by £5,400, which was duc to the usual annual pro- 
motions and to a considerable increase in the number of the staff to 
deal with enlarged traffics. Maintenance of instruments accounted 
for £1,200, occasioned by the continuance of their system of adopting 
new methods and apparatus, after careful experiment and trial by 
the technical staff, to improve the speed and accuracy of the 
service. Repairs to buildings, which accounted for an increase of 
about £1,100, was chiefly due to various alterations to certain of 
the station buildings. The expenses attending maintenance of 
cables was necessarily a very fluctuating figure. Many extensive 
repairs had been carried out during the half-year, and the amount 
expended on cable was considerably in excess of that for the 
corresponding period of 1904. Тһе increase under the 
heading. of income-tax payable abroad represented the com- 
pany's liability under the Act recently introduced into Cape 
Colony. They had been obliged to pay this tax although 
urgent representations had been made to the proper quarter, with 
а view to obtaining exemption. "They had during the half-year 
under consideration been able to reduce the loan from the Eastern 
and South African Co. to the extent of £250,000, and the loan at 
March 31st stood at £200,000. In continuance of the operations 
which had been fully explained at previous mectings, they had 
charged against general reserve fund £195,290 in respect of new 
cables, and the balance of expenditure under this suspense account, 
to be dealt with in future years, now amounted to £255,000. 
Capital expenditure had been reduced by ап amount of £70,000 ; 
this represented the cost price of shares they held in “other com- 
panies,” which had been paid off. The amount actually reccived 
for the shares was in excess of that paid for them ; as, however, the 
transaction was not actually completed on the date to which the 
accounts were prepared, the difference between cost and realisation 
would be dealt with in the current half-year. The net result of 
working for the year ended March 31st, 1905, was that they were 
able, after making provisions for the reserve funds, to pay the usual 
dividend of 5 per cent. and а bonus of 2 per cent., and to carry 
forward a small balance. 

Sir JoHN DENISON PENDER seconded the adoption of the report. 

In answer to questions, the CHAIRMAN said he would [refer 
not to enter into the questions of the withdrawal of concessions by 
Colonial Governments in respect to the Pacific cable. 

The report was adopted, and the meeting ended with the usual 
vote of thanks. 


Buenos Ayres aud Belgrano Electric Tramways Co. 


THE directors announce that approximately the result of the work- 
ing for the half-year ended June 30th last is as follows:— Receipts, 
£86,400, against £85,096 in 1904, and expenses £51,500, against 
£45,624. Adding the amount brought forward, £2,086, the balance 
available is £36,986. The increased expenditure is due partly to 
the higher wages bill rising from the concessions made to the 
employés in December last, and partly to exceptional repairs to 
rolling stock, &c. After allowing for interest on debenture stocks, , 
preference dividends and setting aside £4,000 to meet the half-year's 
contributions to the renewals fund, debenture sinking fund, and 
accidents insurance fund on the same scale as those made in 1904, 
there would remain a balance of £10,239. This would allow of the 


"payment of the same interim dividend as last year (ls. 6d. per 


share) with a carry forward of £2,739; but having regard to the 
uncertainty as to the effect on the company's trattics of the approach- 
ing electrification of directly competing lines of other companies, 
the directors have decided not to pay an interim dividend, but to 
await the final accounts for the year before fixing the distribution 
to the ordinary shareholders. 
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- Anglo-American Telegraph Co. . 


THE directors’ report shows that the total receipts from January 
1st to June 30th, 1905, including the balance of £3,194 brought 
forward from the last account, amounted to £183,678. "E 


The traffic receipts show an increase of £15,711 as compared with the Һа. 
year ended June , 1904. The working expenses of the half-year, including 
expenses of as. Miria, pensions account, &c., as shown by the revenue account, 
amounted to £70,925, being an increase of £7,347 as compared with the corre- 
sponding period of 1904. The directors, under the powers conferred upon them 
by the Articles of Association, have, befove declaring the net profits, set apart 
the sum of £10,000 to the renewal fund, leaving a balance of £102,753. 
Quarterly interim dividends of 15s. per cent. on the ordinary stock, and of 
£1 10s. per cent. on the preferred stock, were paid on May 1st, 1905, absorbing 
£52,500, &nd second quarterly interim dividends of 14s. per cent. on the ordinary 
stock, and £1 8s. per cent. on the preferred stock, amounting to £49,000 will be 
paid on August 5th, 1905, The balance of £1,253 will be carried forward to the 
next account. All the main cables and landlines of the company аге in good 
working order. „ в 


i 


Blackpool Electric Tramways (South). — A few 
weeks ago an extraordinary general mecting resolved upon 
voluntary liquidation and the division among the shareholders of 
certain shares held in another company. On 24th ult., however, 
according to a Preston paper, the debenture-holders met and raised 
objections to this proposal, urging that it should not be carried out 
until all questions pending between the committee and the trustee 
had been finally disposed of, and until the debenture-holders had 
received their money. The ordinary sharcholders, at a subsequent 
meeting, resolved not to proceed at present with the winding-up. 


| M 
Prospectuses.— The Urban Electric Supply C., Lld.— 


This company has been before the publie this week (the List was to 
close on Wednesday, August 3nd) with an issue at par of 20,000 five 
per cent. cum. pref. shares of £5 cach. The dividend is guaranteed 
until December, 1910, by Edmundson's Electricity Corporation, 
Ltd. The extensive operations of the company in the provision of 
lighting and power supply and tramways for a number of small 
towns are well known to our readers. The present issue is required 
for paying the contractors who ar» new carrying out various works 
iu connection with the development of the undertakings. 


Buenos Aires Port and City Tramways, Ltd.—This company is 
before the public (the list is to close to-day) with an issue of 
£200,000 6 per cent. first debenture stock at par, of which £126,500 
has been applied for. The company has a concession from the 
Argentine Government, without limit.as to time, for seven route 
miles of electric tramway. An estimate of traffic, working 
expenses and profit prepared by tbe consulting engineers, Messrs. 
Kincaid, Waller & Manville, appears in the prospectus. Mr. J. 
Kerr (of Dick, Kerr & Co., Ltd.), is on the board. 


National Gas Engine Co,—The directors have resolved 
to pay an interim dividend at the rate of 15 per cent. per annum 
on the ordinary shares for the six months ended June 30th. 


Stock Exchange Notices.— The Committee has 

appointed a Special Settling Day as under :— 

August 15th.—Hastings and District Electric Tramways Co., Ltd., £125,000 44 
per cent. debenture stock, à 
and ordered the undermentioned securities to be quoted in the 
Official List :— 

Sunderland District Electric Tramways, td., £160,000 5 per cent, first 
mortgage debentures of £100 each, Nos. 1 to 1,600. 

The Committee has been asked to appoint a Special Settling Day 
in and to grant a quotation to:— 

Yorkshire (West Riding) Electric Tramways Co., Ltd., £275,000 44 per cent. 
first debenture stock, 
and to allow the following securities to be quoted in the Official 
List :— 


Edmundson'8 Electricity Corporation, Ltd., further issue of 10,000 ordinary 
shares of £5 each, fully paid, Nos. 70,001 to 80,000. 


Blackpool & Fleetwood Tramroad Со,—Тһе directors 
recommend the payment of a dividend at the rate of 4 per cent. 
per annum for the half-year ending June 30th, which is the same 
as that for the corresponding period of last усаг. It is proposed 
to place £500 to depreciation reserve and £288 to general reserve, 
and £64 is to be carried forward. 


Caleutta Electric Supply Corporation.— The number 
of units delivered to consumers during the tive weeks ending June 
30th, 1905, were 550,733, compared with 383,457 in the corre- 
sponding five weeks of the preceding year. 


Consolidated Electrical Co.—This company's annual 
meeting was held on Wednesday. Mr. Herbert Allen moved the 
adoption of the report, which showed an adverse balance on trading 
of £3,596, which is reduced by sundry revenue credits to a net loss 
on the year of £717. The report was adopted. Our account of the 
meeting is held over until next week. 


City Meetings.—The half-vearly meeting of the Central 
London Railway was held on Wednesday, and those of the Waterloo 
aud City Railway Co. and the Great Northern, Brompton & Picca- 
dilly Railway Co, took place yesterday. 


: STOCKS AND SHARES. 


Wednesday evening. 
Stock Exchange prices developed an unlooked-for strength earlier 
in the week, cheaper money being the keystone upon which 
advances were built all round the markets, Part of the ifprove- 
ment, however, eased off with the slackening of business as the 
holidays came nearcr. In the electrica) departments the tone 
generally is good. Supply shares. in particular are firm, and the 
last results of the recent nervousness have disappeared. There was 
а plentiful deduction of dividends from clectrical prices last 
weck, and іп а good many cases the amounts have been already 
recovered. ` 

Most of the electric supply companies having now withdrawn 
their opposition to the Administrative Power Bill, the market has 
regained its accustomed serenity, and quotations reflect the satis- 
f ction at the way in which this matter has been smoothed over. 
Several of the changes are in the direction of narrower margins 
between the selling апа buying prices, most of them showing a 
rise in the lower figures. Bromptons, Countys, Edmundson’s, 
London Electric Preference, St. James's Preference, Westminsters — 
these are all 3 to 5 higher on the week. Kensington's are сл 58., 
aud display* no alteration in price. It isa little singular that the 
St. James's Ordinary should be 10s. lower, ex 5s. dividend. The 
Charing Cross City Undertaking Preferences are yy off at 4j. 
Urbans are unaffected by the issue of new Preference shares at 
par, which seem to be a desirable investment. Underwriters who 
have to take any shares that are left over will probably consider 
themselves fortunate. We hear, by the way, that the Buenos 
Ayres Lacroze Debenture issue met with a somewhat lukewarm 
welcome from the publie. The Adelaide Supply Preference, 
lately offered, command a premium of about Fe per share. 
Midland Electric Debentures have stiffened to par. 

To those interested in such things, the quotation for West- 
minster Ordinary, 12 to 12%, may appear a trifle odd. There dre 
not many official quotations which have a difference of 15s. in their 
prices, and Westminsters at the present time are noteworthy on 
this account. | 

Railway stocks have moved but little. Metropolitan Con- 
solidated provided a feature by advancing to 914, ел the dividend 
ef 1} per cent., while Districts are а trifle better at 363, upon the 
further extension of the electrical system. "The City and South 
London meeting on Tuesday gave Mr. C. G. Mott an opportunity 
for declaiming against the competition of the LC. C. trams, and for 
pointing hopefully to the time when the City and South London 
should have its extension ready to Euston and St. Pancras. The 
price of the stock stays at 39. Central London Ordinary relapsed 
to 91, although the, dividend comes off the price on August 16th. 
The report of the Great Northern and City shows that the line is 
advancing in public favour, but the Preferred“ A“ shares are not 
better than 6. The shocking accident on the electrified portion of 
the Lancashire and Yorkshire Railway made no difference to the 
price of the company’s Ordinary stock, 1053, despite the com- 
pensation claims that will, no doubt, be made. 


One of the first important issues after the holidays will be an 
offer of 44 per cent. Debenture stock and 6 per cent. Preference 
shares by the Bombay Tramways Co. The amount of each class of 
security may be £600,000. Ап issue of £200,000 6 per cent. 
Debenture stock is being made by the Buenos Ayres Port and City 
Tramways. Traction descriptions are steady, Calcuttas especially 
having been in demand, The price has risen to 9}, and the buying 


* 


is said to be Indian,” a guess that ought to be safe from fear of 


contradiction. Buenos Ayres and Belgrano are quieter at 33, but 
British Electric Tract ions again came to market after the dividend 
was deducted, and at 84 the price is by no means strong. The 
report is still the reason upon which at least some of the selling is 
grounded. Birmingham and Midland Trams Debenture has 
advanced to the round 100, and Auckland Debenture, consistently 
recommended here since the time the stock stood at 96, is 105, 
with very little left on offer. British Westinghouse Preference 
look rather more healthy at 2,9. There does not seem to be much 
chance of a dividend forthcoming this year. 

Variations in the telegraph section are mainly due to er dividend | 
markings, and salient features are dificult to discover. The Anglo- 
American Telegraph group has surmounted the disappointment 
caused by the distribution announced the other day, and all three 
stocks have advanced, the Deferred being 3 to the good. Great 
Northerns are 10s, higher at 351, and so are Indo-Europeans at 524. 
Several Debenture stocks have small improvements to their credit. 
Globe Telegraphs of both kinds are a shade up. The National 
Telephone issues have also been shorn of their dividends, and the 
Preference shares rapidly replaced the lost fractions, The market 
for these descriptions is aided by the issue of the Telephone Com- 
mission report. Telephone Deferred, however, has fallen 1, to 105. 

Babcock & Wilcox new shares were otlicially valued in the Stock 
Exchange at 24 premium the other day, this applying, of course, 
only to the market quotation at the time that some official price 
had to be fixed. Cromptons are 17, and India-Rubbers are 4 easier 
at 151. The Manufacturing list has nothing more of interest te 
call for mention. 
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TELEGRAPH AND TELEPHONE COMPANIES. 


| 
, Btock Closing Closing | ise + 
Present or Dividends for the last ations Aeg ine week ended. or 
Ізде, и Bhate: „ uly 26th. Quo d | Ама баб, | Fall- 
TTT NERONE r F 53 
, = — М . | \ EE 
А 1902. | 1903. | 1904. 1905. Highest, Lowest. 
$1,000 | African Direct Telegraph, 4 96 Debs... d ..| 100 4 М 4% 4% - . 
000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 | 10 il Nil Nil . 
119,700! Do. do. 5 % Debs., Nos. 1 to 1,250 Red. 100 Nil Nil Nil ; 
969,580 | Anglo-American Telegraph .. ,. cU Stock | 60/6 | 618. 23% 
8,118210 | Do. йо. do. 6% Pret. » Stock | 6 6% % 
9,118,210 | Do. do. do, Deferred E Stock 1/- 2s. il 
44, Chili Telephone, Nos. 1 to 44,000 „ Een 5 6 % 7% | 8 
1,992,856 Commercial Cable Sting. 500 year 4 96 Deb. Sk. Red. Stock | 4 4 4 
16000 | Cuba Telegraph .. zo с 007 7 VU 10 64 10 5 
6,000 Do. 10 % Pref. vis is ; 10 10 5 10 
19,981 | Direct Spanish Telegraph, Ord. vs bs T 5 4 4 4 
6,000 Do. do. 10 % Cum. Pref. 6 | 10 10 10 
‚000 Do. do. 44% Debs. - 50 45 44 
60,710 | Direct United States l 20 8 4 
74,500 Direct W. India Cable, 44 % Reg. Deb.,1t01,200,R. | 100 4 44 4 
4,000,000 | Eastern Telegraph, Ord. Stock as .. | Stock 1 1 1 ‹ 
2,000, Do. Pref. Stock .. ee | 100 83 84 34 
1,896,814 Do. 4 % Mort. Deb. Stock Red. .. Stock 4 4 4 
900, Eastern Extension, Australiasia, and China Tele. 10 7 7 7 
F Do. 4 % Deb. Stock = .. | Stock 4 & 4 4 
І East & B. Afric. Tel., 4% Mt. Db.,1 to 8,000, red. 1909 | 100 4 4 4 
; Do. 4 % Век. М. Debs. (Mauritius-Sub.) 1 to 8,000 25 4 % 4 4 
t Globe Telegraph and Trust .- „ "ae e 10 !23167* 65k 58 
Do. до. 6 % Pref. ё 10 6% 6 6 g 
150,000 iru. Northern Tee de ist M 10 124% 5 24 
ax an rmu ‘able, 4 1st Mort. 
46,500 Debs, within Nos. 1 to 1,200, Red. | | 200 | 4% 44% | 1576 
17,000 | Indo-European Telegraph 2 es 6 „. | 225 10% |10 Ф 13 % 
72060 | Monte Video Telephone Co., Ltd. Ord. : “1 8 96 8 Бе 
1,983,338 National Telephone; Pref, Stock : 100 6% | 6 6 
1,966,667 Do. о. Def. Stock 2% : 100 44% | 5 6 
15,000 Do. do. 6 % Cum. 1st Pref. ; 10 6 $ 6 '6 
15,000 Do do. 6 % Cum. 2nd Pref. 10 6 6 6 
950,000 Do. do, 5 % Non-cum. 8rd P., 1 to 950,000 b 5% | 5 5 
2,000,000 Do. do. Deb. Stock Red Stock 33% | 34 34 
1,689,598 Do. do. 4% Deb. Stock Red. ..| 10 | 4 $ 4% | 4 
179,313 | Oriental Telep. and Elec. 1 to 171,504, fully paid 1 6 64 64 
Do. o. do. 6 % Cum. Pref... 1 6% | 6 6 
100,000 | Pacific & European Tel., 4 % Guar. Debs., 1 to 1,000 100 4% 4 4 
а neurs 0. к уже ee, A ae 8 5 5 Б 
3937 | Submarine Cables Trust E Wen. к Cert. | 6 6 6 
88,000 | United River Plate Telephone "MEET 5 1 8 8 
000 Do. 5 % Cum. Pref., Nos. 1 to 40,000 5 5 5 5 
179,947 Do. do. 5 Debs. . .... „ | Stock 6 3 5 5 
15,090 | West African Telegraph, Shares T T - 10 2 4 ak 
30,08 | W. Coast of America, 1 to $0,000 & 53,001 to 58,008 23 Nil Ni i 
150,000 . 4% Debs., 1 to 1,500 guar. by Braz. Bub. Tel. 100 4 4 4 
990 Western Telegraph, Ltd., Nos. 1 to 207,930 ре 10 4 1 7 
76,000 Do. о. 5 V Debs. 2nd series, 1906 100 5 5 5 
568,380 Do. do. 4 * Deb. Stock Red. 100 4 4 9 4 9 
88,321 | West India and Panama Telegra b .. Р 10 Nil N il 
«94,563 Do. do. 6% Cum. Ist Pref. 10 1% | 1 к oR 
4,669 Do. do. 6% Cum. 2nd Pref. ii к 10 Nil Ni il 
80,0001 Do. do. 5 % Debs., Nos. 1 to 1,800 .. | 100 5% | 5% | 5 % 
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ui | 
40,000 | British Aluminium 7 95 Cum. Pref. .. à NH | 43— 5 — А 
90,000 Do. do. “А 6 X Cum. Pref. Nil , 41— 44— 5 5 à 
20,000 do. 4% Funding Certs. RE as ELI 94— 8d — | M 
,0001 Do. do. 5 % Ist Mort. Deb. Stock Red. 59, 5 | 99 —103 99 —103 " КА 2 
138,301 | British Electric Traction T 5 ae x 6% 6 i 8j— 81— 87 485 “1 ~ 4 
156,437 : do. 6% Cum. Pref. .. 6% 6 | » 11—11 11—114 11 15 Ж 
1,000,000: до. 5 % Perp. Deb. Stock .. 6 96 5 $ - 121 —123 192 —124 122 1224 +1 
250,000 Do. do. 43 % 2nd Deb. Stock Red. x 44% | 97 — 99 97 — 98 98 9777 
100,000 British Insulated and Helsby Cables o 8 % 8 % | 91 — 6 54— 6 үз ы. ae 
100,000 | Do. do. 6% Cum. Pref... os 6 6 % | — 6 51— 6 xd| .. "E M 
500, 000 Do. do. 44 % 1st Mort. Deb. Red. 44% 44% 101 —104 101 —104 . A 
50,000 GBrowett, Lindley & Co., Ord. .. ez v - Nil Ni | fa— б | TRE TE 
60,000 |1 Do. o. . 6% Cum. Pre. Ni | Nil | 14/6 to 15/ 14/6 to 15/ e EE 
105,731 | Brush Electrical Engineering, Ord., 1 to 105,731... Nil | Ni | à— — n -— ЭР 
150,000 Do. Non-cum. 6 % Pref. .. T: 96 6% 1— 1 1— 1 T "MT 
125,000 Do. 44 % Perp. Deb. Stock -. 44% 44% | 92 — 95 92 — 95 - 2 * 
125, 000“ Do. 4, Perp. 2nd Deb. Stock | 5 195 5 44% | T] — £0 77 — 80 ái | E: 
35,000 Callender’s Cable Construction shares T АЕ ; 21 124% | 4 10 — 11 10 — 11 7 T s 
40,000 Do. do. 6% Cum. Pref.  .. M os % 5 % 5 | à 51— 52 51— 54 53 : " 
300,000 Do. do, 45 % Ist Mort. Deb. Stock Red. ay, | 4M | . C6 —108 106 — 108 T "ES 
1,963,208 Central London Railway, Ord. Stock as г % 4% 4% i 91 — 93 90 — 92 917 904 -1 
£03,996 | Do do. 4% Pref. Stock Фа. 161 —103 101 —108 1024 10888 
522,396 Do. do. Def. do. .. 4 | 4% 1 - TB — bl 78 — 81 79 ME 
1,330,000 City and Sonth London Railway 22 X 22% 2% {в — 40 38 — 40 39 98 ^! 
_ 85, Crompton & Co., рор reas 2. К e 8 X 4 | 9% | - 11— 2 13— 2 xd n MEE 
: b st Mort. Reg. Debs., 1 to 04 — P b | 
100,060 900 у £100, and 901 to 11,000 of £50 Red. | 5% | 5% | Mc Wi corum ә e| 
99,261 | Edison & Swan Utd., “A” shrs., £3 pd., 1 to 99,261 Nil m S là— 1à 14— 1 11 
17,139 à „A shares, 01-—017,139 di Nil cs 9 — 23 2— i ' 
314,031 Do. 4% Deb. Stock Red. .- y a% | 4% | 83 — 88 xd 83 — RH 
100,000! Do. 5 % 2nd Deb. Stock Prov. Certs. all pd. 5% 5 | 89 — 84 89 — 94 | 
112,100 Electric Construction 1 to 112,100 И ША, % il | p- 8 2— 8 ) 
51,890 po. do. 7% Cum. Pref., 1 to 31,550 % 7% | 1,— 24. Li — 2{х4 
,000 Do. о. 4 % Perp. Ist Mort. Deb. Sk. % 4% | 94 — 96 xd 95 -— 96 | 
95,000 General Electric Co. (1900), 59% Cum. Pref. КЕ a 5% уа — 10 9 — 10 : 
900,000 Do. о. 4 ^, Mort. Deb. 2 44. 97 —101 97 —101 | 
00,000 Henley’s (W. T.), Telegraph Works, Ord. .. % 15 | 113— 124 111— 124 ри 
200, 000 Do. do. 41 H Pref... А 429, 4Y S | ti— 558 ri E rg 
45,900 Do. do. 41 Mort. Deb. Stock 4a, | di a 109 —111 109 —111 104 
,000 India-Robber, Gutta-Percha & Telegraph Wor hs.. 10 % : 151— 104 15 — 16 2s à 
800,00Cl Do. do. 4% Int Mert. Deb.. 4% 4% 100 —103 100 — 103 | 
= 31,500 tLiverpool Overhead Railway, Oid. .. ia E 18% 110 o! a 52 — i 
10,000 |! Do. do. Pief. £10 paid „ 9 5 „ 5 | 5% ы— 9 (oe N 
31,350 Telegraph Construction and Maintenance E 2 | 90 % 15 % | 6 31 — 33 31 — 88 
150,000 Do. 4% Deb. Bds., 1 to 1,500 Red. 1909 „14% | 4% » 101 —103 11 103 
640,000! Waterloo & City Railway, Oid. Stock W 349 2% 8% 9с — 92 °0 — 92 | 
JJ 86 sal ешн M UE 
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Interim dividends. 


t Quotations on Liverpool Stock Exchange. l Unless otherwise stated all shares are fully paid. 


* A period of nine months. 
. q From Manchester Share List. 


Bank rate of disc unt 21 per cent. March 9th, 1905). 
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SHARE LIST OF ELECTRICAL COMPANIES (continued)—ELECTRICITY SUPPLY COMPANIES. 


х Closing Business done | Rise + 
Present - NAME. ‘a | Dividends for the | Quotations | Quotations week ended or 
Issue. Share, last four years. | Wulv96th. | Aug. md. _Aug. 2nd, 1905. Fall — 
FF as . BNET BER T Мий: EOD Highest Lowest. 3 
29,977] | Brompton & Kens. Elec. Lt. Sup., Ord., 1 to 20,000 pr 5 8% |10% |10% 94— 104 10 — 104 T 5 
10,623 Do. ^'^ 4. з l. 99:19 1% 9 — 10 93— 104 9i ; | + 
288,782 | Central Electric Supply 4% Guar. Deb. Stock  .. | 100 4 96 4 1 103 —106 108 —106 EET l 
80,000 Charing Cross and Strand Electricity Supply ‘tee 10 % - ~ 62— ü 64— d | 05 | e 
80,000 Do. do. do. 44 % Cum. Pref. | 5 40% 449%, 4 | 5 5 2-997] hoc 
10,000 Do. City Undertaking " 4) % Cum. Prf. | 5 | 4 45 5 | si 10 9—5 | 4 | 14 =} 
А 1 è o. 1 8 as s T 92 | — ГЬ. ic 
850,000 Do. do. 4% Deb. Stock Red. ». | 100 4 4 2 | 4% | | 104 —106 |- 104 —106 | A05 = eu 
‚ 44,436 »Chelsea Electricity Supply, Ord. = „. - | uk 4 6 | 6 — 6 6 — 64 105 e| 
150,000! "Do. 40. . .44.% Deb. Stock Red. Stock 4 44% | 43 108 —110 | ив—10 | s Жай 
70,595 | City of London Elec, Lighting, Ord. 40,001—110,595 | 10 5 5 6% | 101— 11} 103— 11 loj | 108 | 
40,000 Do. 695 Cum. Pref., 11040,0000 .. .. |, 0 | 6 6 | 6% | | 18 — 14 13 — 14 | 9 
400, 0001 Do. "e Db. Stk., Scrip. (iss. at 115) all pd. — 5 5 5 DET | 122 —126 ' 122 —126 . * : | 
800,000 Do. 44% 2nd Db. Stk., Prov. Crts., all ра. | 100 44 44 1 * 103 —105 108 —105 | . * e 
40,000 | County of London Electric Lighting, Ord. 1— 40,000 10 4 4 4 | 4% 8 — | | T ++ | 
„ Bea Speman to ас аб , 
3 Ye о. . бос zs m — — : -ls з. 
250,000 Do. do. 4 % 2nd Deb. Stock .. | Stock Hi 4 Hi | | 103 —105 103 —105 sa d ult. 
70,000. | Edmundson's Electric Corporation, Ord. Shares. 5 7 7 1% | | BR 6i — 6 | н 
80000 | po. do. ) % Cum. Pref... , .. |1 i. 6 6 6% | | 6— : PE Ec E 
900,000 |. — Do. do, 45 % Ist Mort Deb. Stk || 100 4% | 44% 14% | | 154—107) 1 "i 3 V IM $23 
21,000 | Kensington and Knightsbridge Electric Ord. P 5 10% | 12 12 | lij— 12 | 114— 124xd 12 | op ГАТ? 
| 136,000 DJ. do. do. 4% Deben. Stk. Stock . % 4 9 4 96 | 98 —101 ӨТ —100 ха h y я 
А 112200 . эш тз a Supply err PM 4 ME * : | | } — si 11— T | | | m ü 
' , ' LI о. о. е eee ә — . | .. | 
371,895 Do. do. 4 Ist Mort. Deb. Stk. Red. | Stock 4 i 44 4 ae 99 —102 99 —102 | ese uir 
100,000 . | Metropolitan Electric Supply, 1 to 100,000 .. TE E 7 10 ‚ 10% | — 10 10 4 | 9i S | 
76121 | |. Do. 14 % pum. Pref. 1—71,106, 23 pd. | 5 | 4 $4 " | QS s I. ғ | e Went 5 
290,000! . Do, 41%, 1st Mort. Deben. Stock . .. i 44% 109 —113 109 —113 PES pedro 
250,000} Do. - x. Mort. Deben. Stock Redem, | Stock 5 | 98—100 98 —100 CN Е го Ry 
250,000 | Midland Electrie Corporation, 44 % 1st Mort. Deb. 100 44% % 4 | | 99 —101 xd 99 —101 p. | * va 
10,852 | Notting Hill Electric Lighting "» P se 10 |, 6 % 6 1 50] "M — 15 ха 14 — 15 a — 4 
59,000 Ро. do. 4% Ist Mort. Deb... | 100 | 4 1% | 4 .. | 10 —102 100 —102 ae APS eS Deo 
40,000 St. James’ and Pall Mall Electric Light, Ord. .. 5 |14 Т 144% | 109%, | 184— 143 13 — 14 ха 3 194. | A 
20,000 Do. do. 7% Pref. 20,081 to 40,086 5 7 T4 177 74 8—9 РЫЗЕҢ УИ ый be? 
150,000 | - Do.» do. 34 % Deb. Stock Red. .. | 100 |. 3 34 84% | 97 — 99 | 97 — 99 | eV ү! <> 
12,000 | Smithfield Markets Electric Supply, Ота, .. set 5. 4 4% | 2à4— 8 28— 24 АХ PORA S 
50,000 Do. do. do. 4 % Deb. Stock | Stock | 4 4 ee) as %— 92 | 76—80xd | .. ry eck 
65,000 | South London Electricity Supply, Ord; =.. .. 5 | 94% | 8% | 4% | .. | 8) 4 | 3 e 
100,000 | South Met. Elec. Lt. & Power(Ord.. |... ...| 1 i Nil N j. { КҮҮ * 
50,000 (Late Blackheath and Greenwich {3 % Pref... T A elt: АП 7 96 7 | 2 | — J | 1 1 an siigh 
100,000 Dist. E.L.Co,) 44 % Ist Deb. Stk. | 100 44 44 44 b 55 106 —109 | 106 —109 1 Te 
30,000 | Urban Electric Supply, Ord... pe | 8 | BH 5 5 2, | a 5 | та 5 | А, n : 
30,000 Do, о, 5 % Cum.Pref. .. a 5 5% | 5 5 AM а 5 " Ра 
200,000 Do. do. 44%1st Mort. Db. Stk. Red | 100 к E ЖЕМ 104 —106 104 —106 1 дә 14 
110,000 | Westminster Electric Supply, Ord. ..  ..  .. 5 |19 1910 14 13% | 113— 123 | 19 — . | 12 12 | +} 
28,151 ^ ANM do. 5 95 Cum. Pref, E] 5 | 5 5 5*6 | ai | — 68 xd 6$— 6 > ELIZA 
4112 | | 
: Shares not officially quoted :—Mackay Companies, ord., 412—421. Pref. 76—704. ef ina 
* Subject to Founders Shares + Unless otherwise stated all shares are fully paid. Interim dividends, 
E —‚— a — eS ete 
LECTRIC TRAMWAY AND RAILWAY TRAFFIC RETURNS. 
Fort- Receipts for | No. Route | Fort. | Receipts for | No. Route 
Locality, night the of Total to date, miles Locality. night the of | Total to date. miles 
À ded fortnight. | wks. open. | ended, fortnight, | wks. open. 


| £ M | E. ^ " а £^ T * 
Aberdeen. . July 29 | 8,883 — 183 9 13,987 — 587 14,1 Cardiff July 2 | 2,81 |+ ; + * $ 
Ayr .. . | „ 22, 1,8988 |— 81 | 10 3,968 | — 105 | 8 Carlisle wl um С 472|— 8 30 5,484 z ee 
BARI ose pon 29 1,591 161 30 | 19,525 | + 1,606 13 Chatham and Dist. | „ 7 1,785 |+ 415 |30 | 19,475 |+ 2,151 | 9°3/+ :8 
Birkenhead oe . ” 2,246 M 246 1 18,393 , — 479 18:5 ee Colchester ee [T] 26 | 520 .. 52 11,320 ee | 7 ee 
Blackburn , 26 | 2,100 4 17 173 17786 + 602 14˙25 Cork .. ..| o 27 | 1,911 (+ 89 80 | 14,452 |+ TU 9+9 is 
Blackpool „‚ 27) 3,548 — 360 | 17 | 18,906 | + 1,282 11-87, .. Darlington sl d m 236 |+ 10 | 16 8, TEC. Lem 
! »  —Fleew'd| , 29 | 2,257 506 4 4,164 | — 69| 8 Darwen bel. a —` 483 |+ 18 17 4,229 T 202 | 4:36 | .. 
„ =L June22 | 1,000 + 753 | 34 7,608 36 1% ver .|May 18 894 |+ 10 | 19 8,396 — 65 | 85|.. 
Bolton .. July 30 | 4,135 + 192 | 18 | 35,027 + 1,175 | 26 1 Dublin . July 98 | 11,191 |+ 10 22,597 |+ 508 | 485 + 14 
Bournemouth T 3,213 + 164 | 21,473 13:9 Dundee „ 26 | 1,992 |+ 48 : War. | eee 
E » 8,600 — 478417 | 77,554 | — 2,785 | 83 East Ham „ 20 1,780 |+ 991 17 | 14,728 |+ 1,934 | 662! .. 
Brighton » 81 2,546 |+ 56 18 ‚261 ix 9:5 Glasgow „ 99 | 26,079 | 4 1,111 4 130,826 |+ 7,295 | 76 +5 
Bristol ee , 10,912 * 174 v9 .. 98:5 . Gloucester » 26 692 — 144 1 5,828 of 15 
tHalifax .. „, 26 1,799|+ 160/17 | 27,656 |+ 1,031 |355 + 23 
Huddersfield „ 29 | 9,941 |+ 250 17 | 23,009 |+ 1,220 | 98 |.. 
Hull .. s. n 29 a + б H py t = ко ef 
it. ‚ Trac, Co. Ilford « 811 + ‚039 — :bi.. 
ip | Ilkeston `. s "26| 32 0|—. 17 2,157 — 866 35| б: 
Airdrie .. | July 21 432 29 3,777 |— 12| 85) .. Ipswich „% 534] „ 29] 1060 1—19 117 7964 — 792/105) .. 
Barnsley .. „ 21 314 » 4,628 | — 187| 3 Isle of Thanet ..| „ 29 687 |— 979 | 30 | 15,759 — 848 11 
‘Barrow oe ee » 21 580 ” 6,664 + 1,691 5°37| .. Kirkcaldy =e „э „ 26 629 — 69 ee ee 55| .. 
tBirmingham (City) „ 21 | 10,469 » | 159,823 | + 4,703 | 14:5 Lan’kshire Trm. Co. | „ 27 1,726 |+ 152 | 30 | 20,237 |+ 1,381 12°06 + 3-4 
Birmingham (Mid.) „ 21 2,830 » | 48,779 + 3,653 12:25 Leeds ..  ..| 15 | 18,248 |+ 718 16 | 96,902 |+ 4,173 | 89°5 |+ 8 
Devonport ..| „ 21] 1,093 » | 18,266 | — 1,602 | 8-85 Leicester „ 04,07 061.6844 | 98 
Dudley Sto'rb'ge „ 21 2,151 „ | 25,980 + 1,905 [01-95 Liverpool „ 22 | 22,730 3,200 29 | 303,470 |+ 6,195 | 108 
„ „ | 26,161 | + 511 [11:25 L.C.C. „ 15 | 33,117 4,292 | 15 | 227,411 |4- 43,898 (52:19 |+ 5-3 
Gravesend,N'fleet | „ 21 550 — 98 „, 6,427 | — 757 65 Lowestoft . „ 633 |— 31 | 48 6,969 |— 368) 4 |.. 
Gr'n'k, Pt. Glsggw | » 21 | 1,568 |— 5 „ | 18,128 | + 2,215 | 7-25 Manchester .. . „ 29 | 26,677 |+ -707 | 17 | 227,451 |+10,992 | 84 : 
Hartlepool e|» 21 618 — 171 | „ 7423 — 796 6˙72 Neweastle . „ 290 17,666 |+ 18 17 876 |+ 2,363 | 25:3 | .. 
Kidderminster » 21 256 |— 32 „ 3,361 | — 173 45|.. Newport. „ 14 | 1,294 |+ 198 | 15 9,145 |+ E 8:5 
tLeamington „ 21] 281 /+ 96) ,, CENE DUMP Oldham „ 30 3,439 |+ 941 | 18 | 29,88 |+ 8,117 23-25 f 5i 
Merthyr e|» 21 403 23 „ 5,515 | — 255 2:9| .. Pivmouth РОИ: ЕУ zi 72 E 41|.. 
: Metropolitan. „ 21 7,022 483,770, „ ,362 | 35,114 | .. à Pontypridd .. ..| , 99 sol 2 1M 2,921 кө 8°15) .. 
Middleton. » 21 989 |+ 110, 9,786 | + 557 851 .. Portsmouth.. ..| , 22 4 - 197 | 16 | 38,963 |— 966 14˙5 
Oldham — Ashton „ 21 | 1,254|— 5 „ | 15,702 | + 1607/913|.. Reading „, 2 692 |— 29 16 | 10,823 |— 1 75| .. 
Peterborough ,.| » 21|] 380 |— 43, „ 3,807 — 334 15:31) .. || Rochdale ..  ..| „ 29 1,773 1.87 16 | 12,500 |+ 9,949 18:8 |+14; 
Potteries .. , 21 | 8,414 |— 236 | „ 48,572 | + 208 29 ‘Salford `.. „ 24 4,489 |+ 105 |17 74,301 |+ 5,298 | 80 |.. 
Rothesay .. sel » 21 | 1,51 |+ 435] „ 4,295 | + 665 2˙75 Scarborough ы. м 7181 .. 130 8,759 a 45|.. 
Sheerness..  ..| » 19 186 + 8 „, 1,981 | + 270} 92:5|.. Sheffield .. ..| , 30 9,971 + 375 18 | 90,837 |+ 4,357 34:95 |. 1i 
Southport |» 2| sn|. 4|. | 860 — 901 |8717 iSouthampfon ..| |, 19 1079 |- 9 16 | 1574 — 24|11 l.. 
South Staffs. „„ 21, 1,576 + 249) „ 20,419 — 124 13:87 .. Southend-on-Sea ..| „ 26 | 1,089 + 67 17 6,596 |+ 468 6:25 |.. 
Swansea .. ...| » 21 | 1,794/+ 29€, , | 18,606 | + 3,368 | 65|.. Stockport. „„ 21 1,998 |+ 575 16 | 10,941 |+ 1,085 |14:5 |+ 3 
Taunton .. „ 1 118 |— 15 „, 1,375 — 158 15| .. +Sunderland „ 30} 160 + 287/17 | 93,460 + 567 10°87) .. 
emouth se ae A 855|— 5 „, 7,106 — 905 3:75 | .. Tyneside ..  ..| n 96 924 + 21 30 | 12,587 |+ 1,824 8-87 | .. 
eston-s-Mare .. | „„ 19 648 |— 18 „ 2,917 | 212 8 + Warrington „ 20 361 |+ 24 16 | 5,98 |+ 198 7.5 
Wolverhampton D. „ 21 870 | .. „ | 106989 + 81 14°75 West Ham. , 27 8,614 71,287 | 17 | 27,170 . 1095 42:9 
t Worcester.. oe} yy 21 738 — 85 „ 8,551 | + 733 | 6°75 | Wolverhampton „ 26 1,727 |+ 195 | 17 | 13,800 T | 10 Zi 
Wrexham .. ми E 225 — 10 „ | 98M — 288 4 | i | | | 
Yorks, Wool. Dist. | n 21 | 1,504 |+ 32 | n | 18,291 (E 1,392 | 17 | | | | | - 
| j | i 
| | | | | Cen. London Rly. July 29 | 11,619 ү 363. 4 24,043 — 585 6 | ‘ 
| m | | City & 8. Lon. Rly, | „ 30| 4198 — 2 4 | 9066 |— 252 635 .. 
| ! E Dublin-Lucan Rl. | » 29. 307 |+ 6141 66 — 8 7 
Burnley .. . . July 29 2.159 70 + „ 2 || G; N. and City Rly. | , 99 2801 * 94 | 4 | 5803 + 1975 8.5 
Burton-on-Trent .. | s WU 689 — 124 17 5,699 | — 544 85,.. L'poo! Overh'd Rly. „ 30 | 9,817 = 219 | e A 2,19 Р 
роо, а ш g 2,744 | .. | 16 | 11,995 | s 105 Mersey Railway. „ 29 | 8,092 [^ 18 4 6,060 + 7 
| | | | | | | | 
* Compared with the corresponding period of 1904, + One week only. t Includes horse and other receipts. 
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Flactuations in July. 


. DESCRIPTION OF INTERESTING EXHIBITS. 
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(Continued from page 161.) 


Couplings.—Because of the Governmental ban against trailers 
tramway managers are inclined to be indifferent as to the kind of 
coupling with which new cars are to be equipped, and we dare be 


27. E LLLLL LLL bound that this indifference has gone so far that, apart from a hole 
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64/- are not a tenth—-no, nor a hundredth of the cars running on ou 
Б3/- tramways equipped with any coupling arrangement whatever, to say 
Бд/- nothing of an automatic coupling. | 
617 So much the more reason, would you say, for а good show of 
50, ||| | [scotce | | couplings at an exhibition and a shower of orders thereafter? We 
ИШ CS КИГЕН ИШ ИШ ШЕ ИЕ ИШ ЕЕ БИШ БЕШ ИШ are inclined to think not. Until trailers are used generally—and 
49/- ume who Would say that the day will never come ?—-the use of couplings 
NER wan | | 
48/- TT is limited to cases of emergency, such as a broken-down car having 
47 EIL to be towed home by a healthy companion, and makeshifts are in 
46/- Bia ome ose the habit of being used on such occasions with some success. When 
45/- ETT cars having bumpers widely varying in height from rail to centre 
44l- EM are in use on the same system, troubles do occur when crippled cars | 
43/. Bmu have to be pushed home, but it is an open question whether 
42) BN managers would think these troubles sufficiently acute to go to the 
3 expense of fitting all their cars with couplers such as were to be 
"y am p ng all thei plers such 
° BH seen at the Exhibition, designed to meet the exigencies of constant 
40/- use on goods and passenger trains, or at least on the two-car units, 


which are common things in some European and most American 
and Asiatic countries. | | 
Nevertheless, the Exhibition, being a tramway and railway exhi- 
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bition, offered a distinct place for couplers suitable for railways, 
and among them we noticed, in particular, the stand of the A. B. C. 
Coupler, Ltd. The action of this coupler is entirely automatic, 
and it was reported upon by Mr. W. F. Pettigrew (Furness Rail- 
way) to the International Railway Congress which was held at 
Washington this year. Du 

After fully describing the action of the coupler, the report pro- 
ceeds :—It will be noticed that the shackles never rise above the 
top of the buffers, consequently they will not interfere with the 
vestibules of carriages where such are provided, . . . . this coupler 
is exceedingly simple in construction, and has few wearing parts, 
and none of these are subjected.to the buffing strains, the latter 
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being passed through the solid metal of the buffer head and shank 
to the springs and on to the vehicle. The buffer faces аге flat, and 
when two vehicles meet on a curve the flexible spring arrangement 
allows the two faces to come together parallel to each other. The 
coupler is so designed that in the event of the disk hook pif or the 
disk hook breaking, the vehicles will not be separated, the hook 
being retained in position by the surrounding metal of the coupler 
head. A further great advantage is that this coupler will couple 
up readily with almost any other. 

The buffer head and shank (fig. 26) are made from cast-steel of 
special quality, the shank being drawn out under the hammer or forg- 
ing press to the required form, and afterwards the whole is thoroughly 
annealed. The disk hook is preferably a steel stamping, or it may 
be 2. the shackle locking-bar and pins ате forged steel of suitable 
quality. 

Mr. P. A. Hyde, late chief locomotive superintendent of the 
Central S.A. Railways, has reported entirely in favour of the latest 
patterns of the A.B.C. coupler. 

Messrs. W. S. Laycock, Lrp., exhibited working models of 
their Buckeye No. 11 light-pattern auto-coupler, of which fig. 27 
is an illustration. : 

This automatic coupler is designed to contour lines, reduced from 
the Master Car Builders’ Association standard, and is especially 
suitable for light railways, tramcars, and light wagon stock. It can 
also be fitted with draught gear designed to act as a buffer and 
coupler combined. Any reasonable amount of lateral motion can 
be given, enabling the coupler to work satisfactorily on sharp 
curves; check springs are also provided to bring the couplér cen- 
tral when on the straight. The lock is controlled by gravity, and 
is released simply by pulling a hand chain fixed to the sill. These 
- couplers are strong, automatic in action and 
interchangeable, and with modifications in 
draught gear can be fitted to almost any 
type of vehicle. 

Messrs. EDGAR ALLEN & Co, Lrp, 
showed the Imperial central radial auto- 
matic coupling buffer illustrated in figs. 28 
and 29. Fig 28 shows the buffer with hook 
down, ready for coupling, and fig. 29 shows 
the buffer with hook in position when 
coupling is not required. These buffers will 
couple automatically on апу. ordinary curve, 
and damage to head and drawbar is reduced 
to a minimum by the radial movement, which is very sensible to 
the least impact. Full and empty wagons on different planes 
couple easily. | 

Car-Trucks.—The most noticeable thing about the car-trucks 
exhibited was their British make, and the next that every rigid 
wheel base four-wheeled truck and every maximum traction truck 
looked as if it had come straight from America. Now that our 
truck trade is safely in all-British hands, we see no barm in paying 
the acknowledgements which in justice we owe to those men who 


Fig. 29.—“ IMPERIAL COUPLING BUFFER OUT OF (EAR. 


have helped us so practically to develop our tramways. They have 
helped themselves to their fees for tuition, and as things stand 
now, we do not believe that our graduates in the difticult craft of 
iruck-building can begrudge them. For nearly 10 years the J. G. 
BRILL Co. shared with another American firm the British market, 
and the Exhibition that has just passed furnished proof enough that 
the characteristics by which every man and boy on the tramways 
of this kingdom learned to recognise the Brill truck have become 
perbaps as indelibly priuted on our British-made trucks as were the 


characteristic lines of the stage-coach transfused iuto the bodies of 
succeeding generations of railway coaches. 

To whatever success the J. G. Brill Co. has gained in these islands 
it is fairly entitled, and we desire to do honour to the man without 
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whose name the title of the firm would excite no more attention 
here than that of any of its American rivals. 

While handing the laurel to Brill, we do not forget the worth of 
McGuire, to whom our truck builders are indebted for valuable 
points in design, nor while praising both can we allow our readers 
to think for more than the moment it has taken them to skip these 


Fic. 31.—BreusH RADIAL TRUCK. 


lines that we desire to belittle our native manufacturers. Far be it 
from us to blame them for assimilating the best features of previous 
work, rather should we praise them for choosing so well. Finally, 
let us rejoice that the conservative enterprise of Englishmen has 
delivered us from the necessity of buying foreign trucks which, 
good as they are, cannot equal for material, workmanship and 
price the Brill-McGuire-Brush, or the Hurst-Nelson-Brill, or the 
Mountain and Gibson-Brill-McGuire. 

That we have advanced in quality of manufacture none who 
visited the Agricdltural Hall 
сап doubt. The steel side- 
bar forgings especially were 
remarkable specimens of the 
best English style, and the 
care with which the com- 
ponent parts had beeu 
assembled so that the frames 
would trammel true every 
way was of good omen to us 
who had seen in days gone 
by, we believe for ever, the 
side-frames and the’ end-sills, 
the braces and the stays, 
thrown together with no more 
respect for the ultimate square- 
ness of the axles than if they 
had been pieces of a sixpenny 
tin locomotive. 

In the remarks which pre- 
ceded this series of articles, 
we suggested that the demand 
for radial action trucks will 
be large, and if only for 
the excellent reason that a 
long wheel base permits 
track renewals to be post- 
poned to a later date Шап 
could be done with small 
wheel-base cars, we think 
that our prognosis is well 
founded. Ona perfect track a 
40-passenger double-deck car 
carried on a 6 ft. or 6 ft. 6 in. 
wheel-base rides perfectly, not 
so perfectly on a track which 
has lived and suffered, and 
abominably on rails that 
have to be kept down for another year. The radial action truck 
gives us something between a rigid whcel-base and a pair of bogies, 
and its 8 ft. 6 in. to 9 ft. wheel-base will be utilised not so much to 
carry a longer car-body with higher seating capacity, as to carry 
the same sized body as before without bringing the real age of the 
track too prominently before the passengers, until at least the 
owners have had time enough to settle the question of a permanent 
way renewal fund. 

Beginning then with that old-established house, the BavsH Co., 


Vol. 57. No. 1,445, AvGusr 4, 1905.] 


it is questionable which was the more interesting, their rolling’ 


stock in print or in cold steel and iron. Never, we think, has a 
more tasteful business attack been made in the history of modern 
illustrated business literature, and their thoroughly artistic and 
clever catalogue should do as much to make Brush cars known as 
the Exhibition itself. 

They had an equal-whceled bogie truck completely equipped, 
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people who do not leave a truck directly it is put under a car, but 
follow that truck through its life and consult from time to time the 
men who have to live with it, are the people who will master not 
only the quickest, cheapest and best way of building trucks to a 
draughtsman’s design, but the best way to build trucks which will be 
the cheapest after 10 years on the hard high road. Our illustrations 
show a four-wheel rigid truck, fig. 34, and a radial truck, fig. 35. 


Fic. 32.— PLAN оғ Ввсвн RADIAL TRUCK. 


and running on а short track (fig. 30) ; maximum traction trucks 


of the “Standard” and “ Eureka" types; a standard four-wheel ` 


truck, and а radial truck (figs. 31 and 32). 

The construction of a truck can be explained almost as well by 
illustration as by words, and we leave the rest of the description of 
the trucks here sbown to the block-maker. The Brush Co. has issued 
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Fic. 33.-—Huisr-N&Enusox FOUR-WHEEL TRUCK. 
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a special pamphlet on radial trucks, in which it is stated that com- 
parative tests under practical conditions over a 6-mile route 
resulted in a consumption of 754 unit per car-mile for a rigid 
wheel-base, and ‘664 unit for a radial truck. | 

Messrs, Horst, NELSON & Co. are well known both in the rail- 
way and tramway worlds, and their exhibit was fairly representative 
of what.they can do, although they had not enough space for a rail- 
way coach or for one of the 12-rail motor-cars which they are building 
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There is a noticeable improvement in the motor suspension bars, 
which are not weakened by the twists which are put into each end 
asa generalrule. Tests have proved the much greater stiffness of 
the straight bar with forged and welded ends. 

The radial truck was the feature of the stand, and naturally it 
was subjected to many comparisons with its sole rival in the 
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building. In this, as in all things else, the simplest design will 
win the day. А | 

The M.G. radial truck consists of an intermediate frame com- 
posed of steel channels with an arrangement of centre stiffeners and 
braces, to which are fitted king-pins, forming the pivotal points 
from which two sub-trucks radiate. These sub-trucks are inde- 


. pendent of the intermediate framing, excepting where attached to 


the king-pin, and the weight of the car body is taken by the 
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Fic. 34.—MovuNTAIN & GIBSON Fotr-WHEEL Тасск. 


^ 


for the G. W. R. We illustrate in fig. 33 the four-wheeled track 
shown, but we have no space for their maximum traction truck. 
Messes. Mountain & GIBSON are successors to the English 
McGuire Co., and have works at Bury, Lancashire. The work on 
their stand was most remarkable for its finish апа serupulous 
attention to details. It was evident cnough that here were people 
who had laid themselves out first of all to discover, then to under- 
atand, then to grapple with, aud at last to overcome every disease 
which attacks even the smallest and the apparently most 
insignificant part of every truck after several years’ run. The 


intermediate frame, which is supported by an arrangement of rollers 
mounted upon the sub-trucks aud working in separate oil-baths, 
the under side of the intermediate frames being fitted with hardened 
steel rub-plates working upon the rollers. The framing of the sub- 
trucks is of forged stcel, fitted with steel horn blocks, within which 
are fitted the axle-boxes, which are of the usual type, made dust- 
roof. 
й Roller Bearings.—Although the Емрївв ROLLER BEARING Co. 
have been before the public with their speciality for some years, 
the improvements which have been made in the direction of perfec- 
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tion, and the distrust with which roller bearings of any make have 
to contend, make it unnecessary to apologise for drawing atten- 


tion to an article more or less familiar to our readers. 


The ordinary journal-brass gives so little trouble, and lasts so 
long, that the arguments in favour of any change bave to be most. 
convincing and often repeated before the average manager can be 
persuaded to make a trial of the very best roller bearing, and it is 
by no means certain that a demonetration of so much saving over 
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numbers are running at Croydon, Liverpool, Barrow and other 
towns. 

We have not the least reason to doubt that the rollers which 
were shown to us at the Empire Co.’s stand had run from 120,000 
miles downwards, and were hone fide samples in every way, and we 
can vouch for it that they gave no sign of being other than brand 
new. It would have been difficult with any gauge so rough as а 
pair of good callipers to pick out old rollers from new. 
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Fia. 35.—MoUNvTAIN & GIBSON RADIAL TRUCK. 


the old style will result in an order, after all, for comparative tests 
of this kind have to be taken over a considerable period of time if 
they are to be of any value, and as often as not the actual running 
cost of the existing bearings is unknown. 

Although the roller-bearing people may have worked a manager 
up to enthusiasm at the outect of the test, several months of waiting 
will act as a damper, and by the time the results are presented in 
all their glory our cold-douched manager has had too much time to 
consider the reliability of tests in general and roller-bearing tests in 
particular. 

The disheartening failure of many patent forms of “ frictionless” 
bearings after the first six months or so of running out of leading 
strings has made most of us despair of final success, although no 
one has failed to appreciate that an economy worth having will be 
available directly a roller-bearing can be proved by lengthy experi- 
ence under ordinary work-a-day conditions to be at least no more 
costly in D throughout the life of the truck than the solid 
bearing, while the saving in energy consumed in driving the car 
will leave a handsome balance after allowing for interest on the 
difference between the first costs of the two kinds of bearing. 

The Empire Roller Bearing Co. have dispensed with the compli- 


Fic. 36.— SECTION oF BRITISH GRIFFIN STEEL-TIRED WHEEL. 


cations which used to be thought essential for overcoming end 
thrust, for they contend that with a properly-constructed roller 
bearing there is no end thrust worth mentioning. That at once 
simplifies the complicated and makes us more hopeful, and hope is 
engendered still further when we see that by enclosing the roller- 
cage in a steel liner which is free to swivel witbin defined limits 
inside the journal box proper, the old serious difficulty of uneven 
wear on the rollers and grinding away of the cage owing to the 
want of absolute alignment between the axle and the rollers is 
cancelled. This arrangement permits the rollers to become self- 
aligning. Last November every paper described a Press run on a 
L. B. & S. C. train equipped with these bearings throughout, which, 
we gather from the Engineer of November 18th, showed no signs of 
wear after 80,000 miles, while it was claimed that the fuel con- 
sumption was reduced by 10 lb. per mile. Careful tests to establish 
the true economy are being made by the Railway Co., and we 
shall hear more about the matter in due course. 

Meanwhile the adoption of the bearings on the Southport 
Tramway Co.'s cars is said to be a leading cause of the phenomenally 
low rate of energy consumption for which the line is famous, and 


It is claimed for these bearings that they will effect economies as 
follows:— ; 


10 per cent. 
25 to 30 per cent. 
50 per cent. 
50 to 75 per cent. 


In coal on railways 

In energy on tramways 
In power on shafting 

In lubrication everywhere 


Now, tramway managers, is it not worth while risking a few 
pounds to make sure whether you can get that 25 to 30 per cent. 
in energy ? 

Wheels.—Our readers cannot fail to have observed our open 
attitude on the ticklish subject of car wheels. While giving good 
reasons for our belicf that at the prices which ruled up to 12 


Fic. 37.— BAKER FORGED STEEL WHEEL CENTRE. 


k 


months ago and on the statistics of life available from many 
sources, the cast-iron whecl was a more profitable investment— 
speculation if you will—than the steel-tired wheel, we have main- 
tained that it is the prime cost only which has stood between the | 
latter and victory. On the word of certain improvements in the | 
method of manufacture which were said to have reduced the cost 
of steel-tired wheels by 50 per cent., we felt that the victory was 
assured if the report could be substantiated. All the world knows 
now that the improvement consisted in replacing the wrought-iron 
or steel centre by а cast-iron centre, an idea for which credit is due 
probably to the British GRIFFIN Co., who have been astute enough 
to turn the steel tire tide in their favour, perbaps after finding 
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that merely holding up a warning finger could not stem it. We 
hear that the experimental wheels which were made by tbe Liver- 
pool Corporation Tramways after this idea have not been uniformly 
successful, but the British Griffin Co. have had too much experience 
in designing wheels to allow any .but the rarest exceptions to 
break, and the steel-tired wheels with cast-iron centres, which they 
showed at Islington, were models of what a wheel should be. 
Fig. 36 gives a drawing of a section through half a wheel. 

The British Griffin Co. point out that the, maximum working 
strain for cast-iron in compression (constant load) is 6 tons рег 
sq. in., whereas it is but 4 tons per sq. in. for wrought-iron. 
Unfortunately, it.does not appear that the consumer is to save 
50 per cent. in first cost, for we. Jearn that the price of a 31-in. to 
32-in. steel-tire whee] with cast-iron centre is in the neighbourhood 
of £3, while with wrought centres it is about £3 10s., which is no 
more than 17 per cent. higher. 

This stand was. most interesting for its relics, There was a 
40,000 miles wheel from Wolverhampton and.a 30,000 wheel from 
Norwich, which ought to bave done much to dispel the canard that 
the average life of а cast-iron whee] is 23,000 or thereabouts. | 

To show that the. usefulness. of a chilled-iron wheel extends 
beyond tramears, for which the company still believe them to be 
the best, several heavy railway wheels for use under 40 to 50-ton 
wagons abroad were exhibited, 

Messrs. MILLER & Co., Edinburgh, the oldest cast-iron wheel 
makers in Britain, had a stand which differed little from their 
rivals’. Everything inthe way of wheels, from borse-car wheels 
to heavy railway wagon wheels, found a place, and there was also a 
150-ton hydraulic press, of which over 170 have been made. Messrs. 
Miller say that they "have made steel-tired wheels with. cast-iron 
centres where such have been demanded, although they concern 
themselves principally with the manufacture of. chilled car-wheels, 
which have hitherto been found most economical for car service, 
although, in some cases, the steel-tired wheel is preferred.“ 

Messrs. Hurst, NELSON have a special plant at Motherwell for 
the manufacture of hydraulic: pressed wrought-iron wheel centres, 
and these were shown in the different stages of manufacture. 


Fic. 38.—BakER STEEL-TIRED WHEEL. 
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Messes. Jonn Baker & Co., Rotherham, who are so well known 
to railways and tramways in want of steel-tired wheels, had a com- 
prehensive display, and there, too, the museum part drew much 


attention. Everyone desires to know more keenly what something 


has done than what it will do, and the pile of old tires which had 
run distances from 68,000 to 57,650 miles in Hull, Leeds, Cardiff 
aud other places must have been a source of some anxiety to the cast- 
iron rivals. | 

Fig. 37 illustrates the latest example of the wheel-maker's art. It 
is a wheel-centre forged without joint or weld out of one ingot of 
steel—a sufficiently remarkable article. Fig. 38 is а half-section 
and half elevation of one of the many registered designs of this 
form and shows the method of securing the tire, which is the same 
as in locomotive practice, namely, contraction and set screws. 
Other éxhibits included axles and all kinds of steel-tired wheels 
for English and foreign railways. MkssRs. EDGAR ALLEN & Co. 
had some samples of their steel-tired wheels and toughened cast- 
steel wheel centres. Now, therefore, the buyer of steel-tired 
wheels may choose for his centres wrought-iron, wrought-steel, cast- 
steel or cast-iron. 

Among the other interesting things on Messrs. HADFIELD'S 
STEEL Founpry Co.'s stand there was a good display of car-wheels, 
axles and tires. In order to prove that Hadfield's wheels are the 
best a set of wheels which had run 79,680 miles over the Sheffield 
track was requisitioned. We were told that these wheels had never 
suffered turning or grinding, and were removed, not because they 
were worn out, but because the clearance between the motors and 
the paving had fallen to zero. There was, perhaps, another 5,000 
miles still in the old tires. 

Hadfield's wheels are made with toughened cast-stecl centres and 
tires. of a specially hard and tough grade of steel, which long 
experience has shown to be the most suitable for tramcar 
service. 

The tires after being shrunk on the centres are also secured by 
what is known as Hadtield's patent lock fast method, which is said 
to he more reliable than the usual set screw method, besides allow- 
ing the tire to be worn down below what would be the safe limit 
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` to the purchase clause. 


When set screws are used. As no holes have to be drilled and 


tapped far the set screws, tires can be renewed more cheaply. 
Gears.—tHow could there be anything of interest in such a dull 
standardised '*line" as gears and pinions? Shall we not be saying 
all that Сап be said about them if we quote what the exhibitors 
themselves say in the catalogue ? Whether we turn to the Electric 
Tramway Equipment Co., R. W. Blackwell & Co., Milnes, Voss, or 
Player & Mitchell,we see exactly the same thing put in nearly 
identical words:—*'' Gear wheels and pinions of all standard types 
are exhibited, each pinion being cut from afi individual hammered 
forging and the gear wheels from Siemens-Martin open hearth 
steel ” (E. T. E. Co.) | | 
But wait a moment. What do Messrs. JohN BAKER & Co., of 
Rotherham, say? Something much more interesting :—“ Solid forged 
steel pear wheels. It will be noticed that these gear wheels are in one 
piece, and not split as is the usual practice. The wheels have been 
introduced to avoid cutting keyways in the axles, as it is found 
that tramway axles invariably break through the keyway. These 
gear Wheels are made from one piece of steel, and are forged and 
rolled up to the required shape. They are then machined up and 
the gears cut as usual. They are entirely free from blow“-holes, 


-soft places, and contraction cracks, and can be made to any reason- 


able degree of hardness." | ; 

That points clearly in the direction along which future practice 
will travel, and the indication on the finger-post would have been 
clearer still if the firm which makes cast-steel solid gears, and 
does not machine or grind the teeth, had been represented at the 
Exhibition, д 


(To be continued.) 


PARLIAMENTARY. 


The Administrative County of London and District 
: Electric Power Bill. 


Wednesday, July 26th. 


Mr... PELHAM, Secretary to the Board of Trade, attended at the 
request of the Committee, and without going into the witness 
chair made a statement as to the Board of Trade opinion in regard 
He said that the Board of Trade had seen 
the promoters, and had suggested certain amendments to the clause 
which made it workable. At the same time the Board was not 


_ prepared to express any opinion as to the policy of the clause. 


The Board had not heard the evidence for or against the clause, and 
consequently had nothing to guide them. The only guide which 
the Board had in the matter was the recommendation of the Joint 
Committee of both Houses that bulk undertakings should not be 
purchasable by local authorities. That recommendation had been 
given effect to аё regards power schemes generally. 

The CHAIRMAN : Have you anything to say as to the 50 years ?— 
The Board did not. express any opinion as to the reasonableness of 
that particular term ns compared With the 42 years given by the 
Act of 1888. Аз to the price, the terms proposed by the promoters 
were certainly far more favourable than the terms of the Act of 
1888. , | 

Favourable to whom? To the sellers, the company selling. He 
did not know of any precedent for the price being fixed by the 
future expenditure. In the case of the purchase of the Bridges, 
by the old Metropolitan Board of Works, the price was fixed by 
the capital invested, and that principle had been adopted in the 
Bill promoted by the Government for the. Port of London. But 
the Board of Trade were not prepared to express an opinion as to 
whether that was the right method of fixing the price. There was 
only one other remark which he would like to make. It should be 
made quite clear that the depreciation fund at the time of pur- 
chase should go over to the purchasing authority. 

Replying to various members of the Committee, Mr. PELHAM 
added that the Board of Trade might think it reasonable that the 
company should be given a longer time than that fixed by-the Act 
of 1888. It was reasonable that they should have a longer term 
than that given to an ordinary company. As to the desirability of 
having the clause at all, Mr. Pelham said that he would rather 
not express an opinion at present. 

The Hon. J. D. FITZGERALD, K. C., handed in the alteration sug- 
gested by the Board of Trade, which, he said, made no real differ- 
ence tothe effect of the clause. The promoters had agreed to 
them. i 

Mr. Falconer was then further cross-examined, and the promoters' 
case was concluded by the calling of Mr. Gaspard Farrar, of Messrs. 
Baring Bros, who stated tbat his firm would be willing to finance 


the scheme. 


Mr. Freeman, K.C., said that he proposed to open the case for 
the opposition of the borough councils by calling evidence. The 
chairman agreed to this. 

Mr. CHARLES H. Won DIN HAM, M.I.C.E., &c., was the first wit ness. 
He said that he had visited the works of the various local 
authorities, and knew whnt had been done. He represented more 
particularly Camberwell, Deptford, Poplar and Woolwich. In his 
opinion, the claims of the promoters were based upon faulty assump- 
tions Dividing these assumptions into six, witness said that the 
first was that there would he an cnormous demand for clectrical 
energy at ўа. per unit. Secondly, it had been assumed that there 
was an essential difference between electrical energy for, ligbt ing 
purposes and electrical energy for power. The third assumption 
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was that the price charged to the consumer corresponded with the 


average load factor, and the fourth was that there would be a very 
high load factor. Then the promoters appeared to think that none 
of the existing companies could produce energy so cheaply as the 
promoters could, and, lastly, it was supposed that the cost of dis- 
tribution would be very small. Witness dealt with these in order. 
He did not agree with the first. He thought that in many cases 
where steam was in use it would be retained, because in many cases 
it was also used for heating purposes in certain processes of manu- 
facture. In fact, power might very often be considcred as a by- 
product of heating. Again, gas engines would, he thought, always 
be used, and they were a formidable competitor, so was hydraulic 
power. There was certainly no reason to suppose that London manu- 
facturers would rush for a supply of electrical energy. Ав to the 
assumed difference between the two kinds of energy, witness denied 
that there was any real difference atall. Assuming that fhe power load 
was good, the factor would be about the same. He handed in a 
table showing his corrections of Mr. Merz's figures with regard to 
the price to be charged to the consumer. In regard to the next 
point at issue, be could not see how a station could get a load 
factor of 34 per cent. At Manchester there was a good diversity, 
yet there the load factor was only 19:2 per cent. On the first 
assumption, witnesa pointed out that, as yet, electricity could not 
be commercially stored, as gas or water could. On the question of 
the cost of distribution, he said that another witness would be 
called as to that, and would produce figures which he had worked 
out. | 

Mr. Lrovp, K. C., then proceeded to cross-examine WITNESS for 
the promoters He admitted that Camberwell had not yet com- 
menced a supply. Woolwich had bought a station at a fairly high 
price. He believed that the capital cost of the Poplar station was 
£33 per Kw. 

Thursday, July 27th. 


Mr. J. Horace BowpEN gave evidence on behalf of the Borough 
Council of Poplar. Replying to Mr. MUNROE, witness said he was 
the engineer and manager for the Poplar municipal electricity 
undertaking. The horse-power in the district at present was 
14,000, of which 2,618 was electricity and the remainder steam and 
gas. He had visited the whole of the persons in his district who 
signed the petition in favour of the Bill, and he found they repre- 
sented 5,000 odd E.P., although the petitioners represented that 
these persons were supplying 17,000 н.р. There were а number of 
reasons why the local authority did not supply more. A number of 
persons used steam for other than power purposes, and others 
installed their own electricity supply. He was told by private persons 
where they produced their own electricity by gas engines, that the cost 
of such production was from 25d. to 35d. Several of the firms 
told him that they did not support the Bill because they wanted 
electricity, but simply on the general principle of competition 
being good. Messrs. Yarrow had 250 н.р. of steam, and their works 
were driven electrically by power generated by their own plant. 
He offered to supply the firm at £3 per kilowatt, with a 5 per cent. 
discount over a certain quantity, and they told him they were not 
prepared to do anything, because of bad trade. The local authority 
offered a supply to Messrs. Fraser at 1:10d., and the firm took no 
notice. Lately they offered to supply the firm at the prices in the 
Administrative County of London Bill, but this was not accepted. 
If Messrs. Fraser had accepted the supply at :92d., it would 
have been a good thing for the Council. The highest con- 
sumers’ load factor in Poplar was 29:36, and the lowest, 
i.e, the Millwall Dock, was 1°98. The average consumers’ 
load factor was 10. The estimates of the company were 
based on a 42 load factor, which he did not think would 
ever be obtained. Last year the local authority sold 2,231,000 
units of electricity, of which 835,300 were for power purposes. 'This 
year the supply for power purposes had gone up. The total capital 
expenditure incurred up to date was £236,000. "Their undertaking 
was sufficient to supply all the power required if they could get the 
demand from users. 

The CHAIRMAN asked if they could not get a list of the capital 
expenditure of all the local authorities. 

Mr. Porrock, K. C., said, roughly speaking, it was something over 
£5,000,000. 

WITNESS, continuing, said that if their total output were 6 million 
units a year, the price of 4d. per unit would pay them. If they 
could sell 12 million units, the price would be even cheaper. They 
had three extra high pressure turbines, but their experience showed 
they would want quite as much reserve. While the turbine was a 
good thing, it was not the phenomenal thing it was said to be, He 
estimated that, for the year ending March, 1906, their works cost 
would come out at 55d. 

In cross-examination by Mr. Lroyp, WITNESS said he believed 
the rateable value of Poplar was £900,000. 

Mr. LLovyp: Is it the fact that the municipal indebtedness of 


Poplar is higher in proportion to the rateable value than any other 


municipal borough in London ?——] really do not know. 

Continuing, WITNESS said they would not have to spend any 
money on generating plant for the next two years. It was a fact 
that last year they published their price for power at 1!d. per unit. 
He supposed the promotion of that Bill had some effect in bringing 
down the price. 

Mr. Lrovp: When уоп were supplying at 14d., what was your 
works cost per unit ?— 77d. 

And your total cost, including capital charges per unit ?- I am 
not aware of that. 

It was over 2d., was it not ?—No, I think not. 

Your capital charges alone were over 2d. ?—Oh, no; the total costs 
were 1:234. 

From your own published statement, your works costs was 98d., 
and the total cost was 2:2d.— That was in the year 1904. 


є 


And the price you got for power was 134. ?—Yes. | 

So for power purposes you were selling at that time below the 
cost price? No; you can't take into question the management 
expenses, 

Then you allocate the whole of the management charges to the 
light supply ?—No ; а certain percentage goes to the power supply, 
but the management cost does not go up with the supply of power. 

But should it not bear its fair proportion ?— Yes. 

What do you charge for public lighting ?—14d. flat rate. 

The total cost for lighting in your borough now costs £12,700 per 
annum 2— I believe about £8,000. ' 

But you take £9,231 for electricity for public lighting, and there 
is £3,469 for gas. In the year before, when all the borough was 
lighted by gas, the cost was £5,010. That was in the year 1903 ?— 
You have not accounted for the increase in the lighting. 

What percentage of your total revenue of the electricity under- 
taking is for public lighting ?—22 or 23 per cent. 

Last year something over 30 per cent. ?— I think you are right. 

lt is, therefore, by the conversion of a grent deal of your street 
lighting from gas to electricity that you have been able to make 
your electricity undertaking pay ?— It has helped. 

It more than accounts for the balauce ?—I do not think so. 

Further cross-examined, Witness said the works cost to-day was 
‘67d. He estimated 5d. for distribution and capital charges. The 
rates in Poplar were 14s. іп the £. Не did not know whether in 
12 ycars they had increased from 5s. in the £ to 12s. in the £. He 
understood that the company would be unable to supply in the 
Poplar district, except with the consent of the Board of Trade. 


Mr. Lrovp: In your view you can supply as cheaply and effec- 
tively as the company ?— Yes. 

Then why have you any fear of the company ?—Because some 
people for some reason or other prefer to take a supply from a 
company rather than a municipal undertaking. That seems hard 
on a municipal undertaking. 

Do you claim a monopoly? Under certain conditions. 

Under what conditions? — When there is a supply іп the hands 


of a public authority for the benefit of the whole of the com- 


munity. 

What other reasons have you to fear competition? There is no 
necessity. 

In re-examination, WITNEss said the company would not have 


to get the consent of the local authority to supply railways and 


dock companies, and there was the chance that they would be able 
to get into the district by quoting cutting prices. The Poplar 
undertaking had always been self-supporting, апа had never drawn 
а td. from the rates. 

By Mr. RUTHERFORD: They had for the first time written off 
£2,500 for depreciation, but he admitted that was hardly an ade- 
quate sum. 

Mr. JohN Bussty, chairman of the Electricity Committee of the 
Poplar Borough Council, said the electricity undertaking bad 
always been self-supporting, and át the present time there was а 
surplus balance of £3,392. They had paid £4,052 off the capital 
cost in four years, and had written off £2,500 for depreciation. If 
they were left alone, he thought they could carry а larger sum to 
depreciation. Their eost of working had been coming down all 
along. They had all along contemplated getting a power supply. 
Except for power purposes and shop lighting, their customers were 
small. They had expended £236,318 on the electricity under- 
taking, of which £84,000 was for machinery, £36,000 for buildings 
and land, and £108,000 for mains and services They had a 
capacity of 3,600 Kw., but the maximum load had never been more 
than 1,200 Kw. At the present time power represented 50 percent. 
of their total output. 

In cross-examination, WITNESS said that the local authority made 
an offer on July 6th to supply at lower prices for power. If those 
prices were accepted, and assuming there would be no increase in 
the demand, the loss оп the undertaking would be comparatively 
nothing. In the first year of their working, they did not make a 
loss, but. they allowed no depreciation, Last year they wrote off 
£2,500 for depreciation; but if they had written off depreciation 
first, there would have been uo profit. If there had been no profit, 
they would have allowed no depreciation. Lf a supply in bulk 
were offered to them at а price lower than they could generate it 
at themselves, they certainly would not accept it. 

Col. Cromrron was called by Mr. FREEMAN, and said the im- 
portaut matter to consider in this ease was the cost of distribution. 
That was shown in what was known as the Deptford scheme of Mr. 
Ferranti; He had been in Newcastle, and had seen the maps put 
in, and the plans of the Neweastle undertaking. He should say 
that the scheme was ideal so far as distribution was concerned, 
whereas London had a very poor demand. The high cost of living 
and heavy cost of manufacture made it impossible for heavy trades 
to be carried on in London, but at Newcastle Mr. Merz was able to 
supply a great range of shipyards and factories by a single main. 
Mr. Merz. had also at Newcastle a very cheap supply of coal, and 
also the North-Eastern Railway to take a large supply. In London 
there were not the same conditions, and no railway was ready to 
take а great supply. He had examined Мт. Merz's estimates, 
and could see no justification. for the small sum put down for 
distribution. Mr. Merz's figure for distribution was £1,089,000, which 
worked out at £9 per Kw. for 120,000 kw. He found that the cost 
of the undertakings in London varied from £54 in Stepney to £25 
in Poplar. He thought Mr. Merz's figure should be doubled, or 
probably trebled. He was perfectly certain Mr. Merz had made a 
mistake, which would represent a difference of between £1,000,000 
and £2,000,000, The figures given as to the consumers! load factor 
were certainly not founded on London experience. Anyone who 
knew London would see tbat the load factor in London would be 
much lower than in such a place as Newcastle. All over 
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London the hours of labour were lower than in the country. In the 


case of the Pneumatic Dispatch Bill, which he was concerned in, he 


was negotiating, at the time the Bill was rejected, for power all 
over London, aud would have got it at about 65d. The local 
authorities would have jumped at a supply on these terms, It was 
an academic question whether the saving which the promoters might 
make ona large generation would counterbalance the extra heavy 
cost of distribution entailed owing to the great distance that they 
would have to carry the current. He did not quarrel with Mr. 
Merz’s figures as to the cost of generation, because, when the works 
were completed he thought he would be able to generate at a very 
low cost, although at perhaps not quite so low a cost as was set out. 
He thought railway companies could generate cheaper for then.- 
‘selves than they could get it from the promoters. Witness put in the 
following tables showing the comparative cost to a railway company 
of taking its supply of 35,000,000 units per annum at 45 per cent. 
load factor (а) from Merz's proposed bulk supply, and (b) from a 
modern power plant constructed and worked by the company's own 
staff and using rail-borne coal. 


TABLE A. 
Total capital employed 42,091, 000 
Generating costs 
Coal —23 lb. of Newcastle coal per unit 0˙114d. 
Wages К x ive i .. 0°0118d. 
Water and stores ... 0`0174. 
Total generating costs uh 0:1473d. 
Superintendence, rent, rates and taxes 0`084. 
Interest and depreciation on portion of 
distribution plant employed T 0'01d. 
Total cost per unit generated .  03375d.. 
Or per unit sold at high pressure at rail- 
way company's switchboard .. ..  03475d. 
44 per cent. as profit on Merz's capital 0:179d. 
0:5263d. | 76,200 
TABLE В. 
Total capital employed, 12,000-Kw. plant, 
consisting of four 3,000-kw. Parsons 
turbo-generator outfits at £12 10s, per 
kilowatt... "s us pre r — £150,000 
Generating Costs— А 
Coal— 23 lb. of Midland nuts, 39,000 
tons at 11s. 6d. Bof ae 35 — 22,500 
Wages. b ss ds — 2,250 
Water and stores "T — 1.000 
Repairs zT — 3,750 
Superintendehce — 3, C00 
Total generating costs 0:224d. £32,500 
Leaving for depreciation, &c., à sum which 
is sufficient to write off the whole capital 
cost in 34 years, i.e. MT jus TE — 43,700 
0:5263d. £76,200 


If gas plant at a higher capital cost were used the coal bill could 
be reduced by nearly one-half, reducing the total cost, after allow- 
ing for increased wages, stores and repairs, and increasing the 
annual saving to £48,000. | | 

In cross-examination, WiTNEsS said he was the chairman of an 
electric lighting company, and they were offering power at 1d. It 
was formerly 2d. There was a difference in a lighting and a powcr 
scheme in regard to the tariation of power, but he did not know 
that that made little difference in the cost of distribution. He 
did not know the area over which power mains were laid in 
Newcastle. He was glad to hear that there were 72 square miles in 
Newcastle laid with mains. 


Monday, July 31st. 


At the opening of the sitting of the Committee on Monday, Mr. 
FirzGERALD, K. C., said he was pleased to inform the Committce 
that terms had been arranged and clauses agreed with the Corpora- 
tion of Bromley and the Beckenham U.D.C., which were two of 
the companies in the non-industrial area. The basis of the arrange- 
ment was substantially this—that these local authorities for 12 
months had the option of taking а supply of electricity in bulk 
from the Administrative Co. on terms to be fixed by arbitration, 
but which shall be more advantageous to them than generating the 
supply themselves. They had also agreed clauses with the London 
Electric Supply Corporation aud the South Metropolitan and 
Electric Light and Power Co., Ltd., two of the companies supplying 
in the industrial area, and there again the substance of the agree- 
ment was this--that these two companies were adopting the maximum 
price of the Administrative County Co., and if the Administrative 
Co. made a reduction in the bulk price at which they gave the 
eompanies а supply, then the two companies were to give the 
benefit of that reduction to their consumers. The terms 
on which they were to gct а bulk supply were to be 
fized by arbitration, failing agreement, the intention being that 
the terms charged for the supply of electricity shall be such as will 
make it substantially more advantageous for the supply company 
to take such a supply rather than to extend its plant and manu- 
facture energy for its additional requirements at its owu station. 
There, again, the interests of the company and the consumers had 
been well protected. As regarded the remaining company in the 
industrial area the South London Electric Supply Co., Ltd. hie 
believed they had also agreed similar terms with them, but there 


was а verbal inaccuracy in the clause, and in the absence of the 


solicitor of the South London Co. it would not be right to hand the 
clause in until it was finally settled. They had also agreed clauses 
with the Charing Cross, West End and City Co., who were in the 
non-industrial area. The terms agreed with them followed sub- 


-stantially the clause already put in for the County of London 


Electric Supply Co. The company would take a supply from the 
Administrative Co. оп very advantageous terms if they wished. 
There were five other companies supplyiug in the non-industrial 
area, viz., the Chelsea, the St. James' and Pall Mall, the Kensington 
and Knightsbridge, the Notting Hill and the Westminster Supply 
Corporation, and they had agreed certain alterations in‘ clauses 
with them and that disposed of their opposition. He hoped the 
result of these agreements would very much shorten the labours 
of the Committee. 

Mr. GERALD FITZGERALD said that on behalf of the Bromley 
Corporation and the Beckenham Urban District Council the oppo- 
sition was now withdrawn ; but that, of course, did not affect the 
other petitioners who appeared on his petition. 

Lord К. Сес, K. C., said the Charing Cross, West End and 
City Co. were now supporters of the scheme before the Committee. 
There were, however, certain alterntions in clauses in the Bill 


which, no doubt, his learned friend would put before the Com- . 


mittec. 

Mr. FITZGERALD said they would be handed in. | 

Mr. CLEEVE said that, on behalf of the South Metropolitan 
Supply Co. and the South London Co., he had to confirm the state- 
ment of Mr. Fitzgerald. He did not withdraw opposition, but only 
suspeuded it. If the clauses were inserted &he Committee would 
nót hear from him again. . * 

Mr. Freeman, K.C., in answer to the Committee, said the 
maximum prices of Poplar were 3d., as was the case with all the 
local authorities’ orders. When Col. Crompton was in the witness 
chair on Thursday, he put in a table showing what a railway com- 
pany could supply itself with energy at as compared with taking a 
supply from the company. There was a clerical error in the table, 
and Col. Crompton, also, had not worked out details with regard to 


one figure, and he now handed in a fresh statement which Col. 


Crompton desired to be substituted. 

Mr. FITZGERALD, K. C., said the Local Government Board auditor 
had made а report on the Islington Borough Council's electricity 
accounts, the substance of which had appeared in the Press, but on 
applying at the office of the Islington Borough Council they had 
been refused a copy of that report. He thought there ought to be 
no difticulfy in being furnished with a copy of such report. 

Mr. SAUNDERS (for the Borough Council of Islington): I under- 
stood that you had closed your case ? 

Mr. FiTZaBRALD said that since he closed his case, a public 
document had appeared, viz., the report of the Local Government 
Board auditor on the electricity accouuts of Islington. They had 
asked that Borough Council to supply them with a copy, and they 


refused, and he asked the Committee to say that the document 


should be forthcoming. 

Mr. SAUNDERS: The answer is that whatever document my 
learned friend has referred to, is either a public document, or it is 
not. If it isa public document, my learned friend can avail him- 
self of it without any assistance from me. If it is not a public 
document, I cannot render him any assistance. 

Mr. FiTzGERALD said it was a publie document, and was in the 
possession of the Town Council, and it was only from that body 
that it could be procured. The promoters sent in the ordinary way 
to the office of the town clerk for a copy, and were refused a copy. 
The report had been the subject of a public debate in the Town 
Council. 

Mr. SAUNDEBS said if it was a report made by the auditor of the 


Council, it was the Council's property, and his learned friend bad 


no right to come there and endeavour to draw evidence from the 
Borough Council for bis own case. He could not assist his learned 
friend to yet up his case. 

Mr. FirzcGERALD: I would ask the Committee to say that the 
document should be produced before the Committee. 

The CHAIRMAN: Is it within our power to order the production of 
that document ? 

Mr. FITZGERALD: I think it is within your power. Т can't 
imagine that the Islington Borough Council would retuse if you 
express the opinion that the document should be produced. 

The CHAIRMAN: Then we must ask you, Mr. Saunders, to hand in 
a copy of that document to the Committee. Р 

Mr. SAUNDERS: If the Committee think the document should һе 
handed in, I will do so. What I object to is that I should furnish a 
copy to шу learned friend to prove his case. 

Mr. EFrikMas, K. C., said he represented the Boroughs of Poplar, 
Woolwich, Camberwell and Deptford. Of these, Poplar aud 
Woolwich had their own generating stations, and were themselves 
supplying electricity, while Camberwell and Deptford had no works 
of their own, and their districts were supplied by companies. He 
Was thus representing two distinct classes of boroughs, and what 
he intended to say in addressing the Committee, would undoubtedly 
apply to all the boroughs concerned. 

The CHAIRMAN: Do you mean that it will not be repeated? 

Mr. FREEMAN said of course his learned friends representing 
other boroughs had the right to address the Committee, and be 
did not know that he could cover all they wanted to say. One 
could not help feeling that this scheme did come before London 
with a considerable amount of "takingness," and there was, no 
doubt, something which appealed to the imagination in giving one 
supply of eiectricity to the whole of London by one vast and 
gigantie undertaking at prices which were exceedingly attractive ; 
but be would show that these figures would not bear examination in 
tbe light of day, and that the passing of this Bill would be a very 
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grave injustice to the boroughs of London, and would be a 
departure from what he would almost call a Parliamentary arrange- 
ment between Parliament and.these boroughs. The Bill originated 
through and had its life and vitality from the Newcastle Co. That was 
practically the only company amongst the power companies up to 
the present time which had launched itself upon a successful career; 
but it bad various advantages. It. was exceptionally placed as 
regarded trade, because it had a chain of yards along the Tyneside 
to which the electricity was supplied at a minimum cost, while the 
maximum supply was demanded, It bad also a railway taking a 
large supply, and thus had acquired the enormous advantage of a 
very heavy day load, which removed the inequalities which an 
ordinary supply had ; and, further, it had an exceedingly talented 
engineer in Mr. Merz, who had carried it on from its earliest 
stages to its present success. Mr. Merz came as the originator of 
the scheme, because it was he who got together the gentlemen whose 
names had been put before the Committee as supporting the Bill. 
It was a scheme which was supposed to be justitied for 
London because of the success at Newcastle; but he submitted 
that it was based upon insufficient data, and that everybody had 
jumped to the conclusion that what was suited for Newcastle 
would be equally successful in London. It was almost impossible 
to conceive two sets of circumstances more diverse than those in 
Newcastle and London. Newcastle was essentially a great manu- 
facturing centre for trades which required a very large amount of 
electrical power, and there was the immense advantage of being 
close together, and consequently the company was able to give them 
a supply at the minimum cost. The exact reverse was the case in 
London. London was not a place of great manufacturing interests. 
Most of the great manufacturing interests had already left London 
in consequence of the high rates, the difficulties of haulage, and 
such like reasons. "The persons in Loudon who would mainly take 


a supply of electrical power were small producers, who would take 
bit a small supply of electricity. 


An important factor in connec- 
tion with this state of affairs was that the company would be called 
upon to supply over a very large area, and this would largely 
increase the cost of distribution, for they would have none of the 
advantages of Newcastle in the way of cheap coal, cheap transit, 
and concentration of trades. They knew that there bad been one 
scheme for supplyiug London from one gigantic central station, 
and this was the Deptford scheme of Mr. Ferranti, which failed 
utterly to attain its object. It failed because it tried to supply 
from one gigantic system instead of supplying circuits of reasonable 
dimensions from a number of stations. 

The CharrMan : What was the date of Mr. Ferranti's scheme? 

Mr. FREEMAN: 1889. 

Mr. FITZGERALD: It is the scheme of the London Electric 
Supply Corporation. 

Mr. FREEMAN said he would submit that the two questions for the 
Committee to consider were (1) whether the scheme which was brought 
f:rward by Mr. Merz could with reasonable probability be carried 
through successfully on the lines that he had indicated, апа (7) whether 
such a scheme would involve such injustice and hardship to existing 
suppliers that Parliament would greatly hesitate before giving these 
powers against the wishes of the present suppliers. He could quite 
understand that there was a considerable amount of support brought 
forward for the Bill Various persons were called as typical of 
others who signed the petition, and it would be an astonishing thing 
if they could not get any nuinbor of persons to sign such a petition. 
They committed themselves to nothing. They were told that they 
would get electricity at fd. or even Id. „as against the 1d. or 14d. 
charged now; they were told that they w ould have the mains 
brought to their doors, and a supply given without expense, and it 
would be incredible if, under these circumstances, such people 
would be hostile to the Bill. It all, however, depended оп the 


statements made by the promoters being capable of being carried 


out, aud he contended that the statemeuts were wholly illusory. 
Dealing with his second point first, he contended that Parliament 


contemplated the local authority being the body to supply 
electricity. 
The Cuastmaas: Do vou assert. that the local authority once 


being the шо undertakers no competition has been allowed. 
Is there no instance 

Mr. FREEMAN, p there were two instances so far as ke knew, 
One was the case of Bermondsey, where the local authority was 
supplying by far the larger part of the area. One com] any was 
supplying a small area in competition with the local authority. and 
а company was supplying a fragment without any competition from 
the local authority. Numerous applications had been made by 
companies aud had been refused. 

Mr. FrrZáiERALD: I think you are under а misapprehension in 
saying that numerous ‘applications have been made to compete in 
the London area. 

Mr. FREEMAN said he did not for a moment say that under the 
general Acts, whether it was а local authority or a company, that 
they were given the monopoly, but he did contend that the Act 
only allowed competition ou the same footing. In this case, how- 
ever, they were рторохи to bring in something quite different. 
They were bringing in a company which the local authorities 
would have no power to purchase, aud further, if it were an 
indu. iria] arca they could compete direct. This was absolutely 
unique, and in all the Power Bills which had come before Parlia- 
ment, there had rever been authority given to go into an area 
which was already supplied in every district. In this way the Bill 
was distinet from all other Power Bills. He was bound to admit 
that there had been eases where towns had been taken in the grasp 
of such power companies, but they were the exception and not the 
rule. What was the position of the London local authorities? 
They had spent 54 millions of money on their electrical nnder- 
takings. Мапу had aconsiderable amount of room in their buildings 


- 


in which they could lay down additional machinery. In other cases 


the local authorities bad land on which they could erect additional. 


In numerous cases the local authorities had committed 
Mr. Merz told them that his company could 


buildings. 
themselves to contracts. 


supply at a price that would make it worth their while to scrap their 


machinery, but the local nuthorities viewed with alarm being put 


into a position of being thrown into the arms of this one supplier. 


They thought in the publie interest this would be an enormous 


risk, and unless an overwhelming case could be made out to Parlia- 


.consumers as they went on? 


they would take it. 


ment they should not have those privileges taken away which 
Parliament had given them. "Then they were told that the local 
authorities should supply to the extent of their present plant and 


-then take a supply in bulk from the company, but if they were able 


to supply to the present extent, why sbould they not be allowed to 
go on developing their supply, aud decreasing their charges to the 
With regard to the question of muni- 
cipal trading, that did not come inte the argument, because Parlia- 
ment had already decided that local authorities should supply 
electricity for all purposes. They did not ask to even extend their 
powers, but simply to be allowed to supply in the cheapest and 
most efficient way they possibly could. There could be no question 
that the cheapness of electricity depended largely on diversity of 


load factor, and if the local authorities were not to be allowed to. 


get into their hands the supply of power to manufacturers, then it 
would mean stereotyping a high charge for lighting. 

The CHAIRMAN: You don't assert that they compete with you 
for lighting. 

Mr. Freeman said the company would compete in two ways. 
They took power to supply in bulk, and the person taking a bulk 
supply would be enabled to use a considerable quantity for lighting 
his premises. Mr. Werdingham showed that the percentage 
allowed would te quite sufficient for lighting any ordinary factory. 
But they competed in another way, and by supplying power, and 
80 preventing the local authority supplying it, they prevented the 
local authority reducing the price for lighting because they would 
take away a substantial proportion of the modifying load on which 
the local authority relied to be able to give a cheap supply of elec- 
tric light. But the promoters could not supply immediately. At 
the very least two vears must elapee. and it would be probably 
four or five years before they could give any substantial supply, 
and this was shown by the fact that they took power to рау 
interest out of capital during four vears. Year by year the local 
authorities were reducing their prices. In many cases they were now 
1d., and was it not a reasonable thing to suppose that by the end of 
four years the local authorities would be in a position to supply at the 
same price as the company, if not a great deal cheaper? Therefore, he 
submitted it would be а very great hardship to them, just when they 
had brought their works to this state of efficiency to be able to 
supply at this cheap rate, that those persons to whom they could 
supply should be taken away from them. Now, Mr. Merz relied 
on railways, power and traction for the success of his seheme, but 
what was the position? As regarded railways, at present he bad 
not got a single railway which would take the current, and if the 
table put in by Col. Crompton were approximately right, then it 
would never pay railway companies to take power from this com- 
pany. What did they now find? They found a number of rail- 
way companies combining together to build an enormous power 
station at Lot’s Road to supply themselves, and the promoters could 
hardly expect that those companies would scrap that station and 
take their supply from them. As to tramways, within a few years 
they would all be in the hands of the London County Council, who 
were putting up a generating station at an enormous cost. Unless 
they got railways aud tramways. the promoters could not 
get the load factor tbey suggested. Manchester bad tram- 
ways, but they did not get anything like the 
that the promoters said they would. Then the promoters asked the 
Committee to look at their financial strength. He did net dispute 
it, but it was one of the menaces with which he was faced. It 
would pay them to vet iuto a district by giving low rates, and after 
they had. beaten out the competition, they would eo to the Board 
of Trade and say they had made a mistake, and persuade the 
Board of Trade to allow the prices to be raised. Certain assump- 
tions had been made by the promoters on which their whole case 
rested, aud these were not borne out by facts. It was said there 
was an enormous demand for electricity in London if it could be 
supplied at anything like $d., but he submitted that the evidence 
showed the promoters had greatly exagzerated. the number of 
persons who would require power, They went on the assumption 
apparently that the local authorities had been asleep, and had not 
that push and dash which gentlemen from Newcastle could bring 
to bear, but the local authorities had done everything they possibly 
could to vet а bigger demand fer electricity, aud there was no 
reason to suppose that the company would have any advautages 
over them so great as to make people suddenly jump up and say 
Then he submitted that the load factor of 
individual power consumers was nothing like as high as 42. They 
had carefully gone through the power consumers, and they 
found, taking good aud bad together, there was nat 
a single case where a person. got beyond a load factor 
of 20, and in the case of docks it went down to 1. If that were 
ко, What was going to be the sudden change in the business of 
London to induce. people to jump up from a load factor of 20 to 
oue of 422 [Ifthat were not хо, then one of the foundations of their 
structure ceased toexist. The next erroneous assumption was that 
the lead factor of their generating station would be about 34. 
That admittedly was impossible, unless they got very large assist- 
ance from the railway companies. It they did not, they compared 
with Manchester. and Manchester had vot 19. Then they said that 
ho existing generating station could generate at anything like the 
cust at their station, but iu [several instances now it was below 1d. 


load factor, 


P 


a v —- am — аш m 


січ 


“company for the bulk supply.” 


- ings should be followed in this case. 


No. 1,445, AUGUST 4, 1905. ] 


Vol. 57. 


THE ELECTRICAL REVIEW. 


203 


He did not T that, broadly speaking, Mr. Meri was not 
correct in his estimate of generating cost, but with regard to the 
- eost of distribution, both Mr. Wordingham 'and Col. Crompton were 
agreed that he was absolutely wrong. He bad not allowed for 
anything like sufficient length, or sufficient cost, or sufficient short- 
ness of life. Unless something miraculous happened, it was 
impossible that electricity could be supplied through these 
mains at so low a price as was estimated, and that shattered 
practically the whole superstructure. Then, with regard to 
the local authorities who had no works, Parliament had given 
them the right of purchase, and they looked on this right as a 
valuable asset. If the company were allowed to come in with 
entirely new powers, the result would be that the business left to 
the local authority would not be-worth purchasing. Proceeding, 
Mr. Freeman called attention to the Stepney agreement, and par 
ticularly to the following clauses :—“ (11) The charge to be made 
by the company in respect of the bulk supply shall not at any time 

d the fixed sum of £3 per annum per kilowatt of the maximum 
demand and a ruuning charge of ‘33d. per unit, and the Council 
shall have the right at the expiration of every period of five years 


from the passing of the Act to appeal to an arbitrator, to be 
appointed by the Board of Trade, for a reduction of the running 


charge, such arbitrator to have regard to the company's actual cost 
per maximum kilowatt demanded ; (12) the price charged by the 
Council to the power consumer shall not exceed by more than 
£1 108. per annum per kilowatt demanded tho price charged by the 
That clause, he said, meant one 
of two things. It might mean that under no circum- 
stances. were the Stepney Borough Council to charge more. 
than £4 10s. per kilowatt for what they paid £3 for, 
and that they must charge only ‘33d. which they had already 
paid for the supply in bulk, in which case their only 
margin was-£1 10s, or it-might mean that while they must not 
increase the kilowatt charge bevond 30s., they were free to charge 
what they liked as regarded the 33d. If witnesses were called 
there was reason to believe that the 33d. was an absolutely unfixed 
figure, and they could charge anything they liked. He believed, 
however, that was not the view the company had in entering into 
the agreement with Stepney. Again, if the Stepney people were 
restricted both as regarded the charge per kilawatt and the charge 
per unit, there was no possible scope for them to make a profit and 
pay the expenses of distribution. In the'case of the companies 
that the promoters һай agreed with they had been more generous, 
aud everything was to be settled by arbitration. It all went to 
show that there was ne fixity as to price in the Bill. As to the 
purchase clause, it was utterly illusory. It was not of the slightest 
benefit as it stood to the persons for whose benefit it was supposed 
to be, and did not do the slightest harm to tbe promoters. It 
did not fix anybody. as the purchasing body, and it was 
drawn во as to be of no practical utility. It was а clause 
put forward simply to get the second reading, and should be 
carefully scrutinised, as part of the preamble objections he was 
now urging. Не asked the Committee to say that the Bill was 
incapable of proof, because it could not do what it was purported 
to do, and because there were persons already deing what was 
required with ratepayers' money. 


Mr. McKinnon Woop, Chairman of the Parliamentary Com- ' 


mittee of the London County Council, was called by Mr. L. 
Coward, К.С. He said he would not deal with the details of the 
Bill but confine himself to questions of broad principle. It was 
the opinion of the County Council that the whole question of the 
electricity supply of London was analogous to that of the traffic 
question upon which a Royal Commission had sat at the suggestion 
of the County Council, and he submitted that some such proceed- 
All the objects of the Bill 
were secured by the Government Electricity Supply Bill. The Bill 
before the Committee meant monopoly, and the result would be 
much the same as in the case of the water and telephone companies. 
Amalgamation seemed to be the natural process in such cases, and 
unless this company followed the process it would not be a success. 
If they did follow that process it would be a monopoly. 
( To be continued.) 


Electric Lighting Provisional Orders (No. 5) Con- 
'^  firmation Bill. 


Tuis Bill came before Lord Kintore's Committee of the House of 
Lords on 28th ult. The only order which was opposed was that of 
the Surbiton Urban: District Council, the opposition coming from 
the Kingston Gas Co. 

Мт. WEDDERBURN, K. C., who appeared for the promoters, said 
that the Urban District Council, or, rather, the body which was 
now that Council, obtained an order to supply electricity in 1891. 
In the year 1894, апа again in 1895, the Council's administrative 
area was extended, the result being that now the administrative 
area was larger than their electric supply area. The object of the 
present order was to make the two arcas co- extensive. Dealing 
with the history of the case as it was affected by the opposition of 
the Gas Co., learned counsel said that the District Council did not 
act under their order until 1902. In that усаг they entered into 
an agreement with Callender’s Cable and Construction Co., under 
which the promoters contracted to provide a site aud a gene— 
rating station. The company were to take a lease of the 
generating station for 25 years, and to supply electricity. The 
company were to make whatever profit they could, and to pay to 
the Council a rent sufficient to enable the Council to pay the 
sinking fund and interest charges. The Committee would see, 
therefore, that though the Council could not make a profit, they 
could not make a lose, for no charge could fall upon the rates. The 


agreement ‘could. be termiriated- at the end of 5, 74 or 10 years, but 
there was no intention to terminate the agreemcpt so far as could 


be seen, altifough, of course, the Council might some day wish to. 


take over the undertaking themselves. The object of the gas oom- 
pany was to obtain the insertion of the Bermondsey Clause, 
but he (Mr. Wedderburn) contended that it could hardly be 
inserted in that Bill, because it could only operate against a- local 
authority. The question was, should the clause be put into opcra- 
tion at such a time as the Council should decide to determine their 
arrangement with Callenders? 
legislate too far ahead, and might have the effect of causing tbe 
Council not to take over the undertaking. 

Mr. F. J BELL, deputy and acting clerk to the Council, gave 


‚ formal evidence bearing out counsel’s opening statement. 


The Committee, having heard Mr. C. C. Нотсніхвок on behalf 
of the Gas Co., decided not to grant them the clause. 


Private Bills Proceed.—It is satisfactory to record that the 
opponents of order and progress in the House of Commons have 
withdrawn—in the interests of workmen whose future employment 
they were placing in jeopardy —their objections to many useful 
private measures, and, in consequence, on July 27th that House 
considered, and agreed to, the Lords’ Amendments in the case of 
the following Bills :— Bootle Corporation Bill, Great Northern, 
Piccadilly and Brompton Railway (No. 1) Bill, Shropshire, 
Worcestersbire and Staffordshire Electric Power Bill, Baker Street 
and Waterloo Railway Bill, Charing Cross, Euston and Hampstead 


. Railway Bill, Edgware and Hampstead Railway Bill, Metropolitan 


Electric Tramways Bill, and the Dublin United Tramways Bill. 

The following Bills were read the third time:— Metropolitan 
Electric Supply Co. (Acton District) Bill, and South Lancashire 
Tramways Bill. 
North Metropolitan Electric Power Supply Bill, Shepton Mallet 
Gas Co. (Electric Lighting? Bill. 


b 


4 


ECONOMY IN BOILER PLANT. 


2 pm 


ersons most 
it must be 


ALTHOUGH builders of boilers are presumably the 
interested in building an efficient steam-raising plant, 


remembered that they are hampercd by conditions of competition 


arising from an improper understanding of the process of com- 
bustion and heat transmission on the part of prospective purchasers. 
The paper read before the Institution of Electrical Engineers by 
Messrs. Booth and Kershaw pointed out that, for the proper com- 


bustion of bituminous coal, a large combustion chamber and the use 


of refractory surfaces is necessary. This, however, means increased 


. cost of boiler setting, and the temptation is very strong to tender 


4 


for and build a boiler which will generate its guarantecd steam per 
pound of coal, when, say, anthracite is used, independently of the. 
consideration as to whether Welsh coal can be economically brought, 
to the locality of. the boiler, In asking for tenders for boilers, 
therefore, the class of fuel to be used should be specified and a 
water evaporation guarantee on this basis asked for. | 

Where such precautions are previeusly omitted, losses in the 
steam-raisiug plant are certain to ensue. Air will probably be 
admitted in excess above the grate to avoid smoke nuisance, bring- 
ing down the temperature of the furnace gases. Increasing the 
amount of air admitted increases the energy consumed in pro- 
ducing draught and the amount of heat carried off to the stack. 
An artifice to prevent the premature cooling of the gases by contact 
with water-cooled plates and tubes is the introduction into the 
furnace of refractory brick baffles. Where the combustion chamber 
is not sufficiently large to contain these refractory surfaces, they 
are often interspersed among the tubes and flues. As, however, 
the gases have already become partially cooled, such devices can 
only be regarded as makeshifts to cover an initially bad design, 
and have, moreover, the effect of reducing the effective draught. 
Where it is found absolutely necessary for the avoidance of smoke 
nuisance to admit air above the grate, such air should be previously 
heated as much as possible to reduce the cooling of the combustion 
chamber as far as practicable. 

In some boilers steam is admitted below the fire-grate. This 
device is useful where fuel giving intense local heat, such as 
anthracite or coke, is used, as the rapid deterioration of the furnace 
bars is avoided by the cooling action of the steam, aud this steam, 
in passing through the bed of incandescent fuel, unites with the 
carbon to produce water-gas. It is, however, a fallacy to suppose 
that the admission of steam above the grate aids combustion. The 
space above the fires should be exclusively reserved for the proper 
intermixing and ignition of air, oxygen, carbon or carbon-monoxide, 
and the energy absorbed in the dissociation of water will result in 
a nct loss of heat. 

To obtain the greatest amount of steam per lb. of coal from the 
boiler, the maximum difference of temperature between the water and 
flue gases must be obtained at every point along the passage of the 
gases through the boiler. For this reason the hottest water should 
be found at the point where the gases first impinge on the heating 
surfaces, and the point of inlet of the feed water should be as near 
as possible to the point of exit of the gases to the main Нас. Due 
recognition of the elementary principle that cold water is of higher 
specitie gravity than hot will tend to better design from the 
point of view of circulation, and éonsequentlv better evaporating 
qualities. 


То до so, he thought, would be to. 


County of London Electric Supply Со. Bill, 
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NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal bs W. P. THompson & Co., Electrical Patent 


Agents, 322, High Holborn, London, W. C., and at Liverpool, to whom all 
inquiries should be addressed. 
11,9704. "Improvements in electric couplings." Tur BRirisn THOMSON- 


Hotsrot Co., LTD., and E. B. WEDMORE. 
Rule 9, June "th, 1905.) July 18th. 

11,9714. ‘Improvements in and relating to electric current rectifying 
systems." TRE British Тномвох-Носвтох Co., Lro. (The General Electric 
Co., United States.) (Date applied for under Patents Rule 9, June 7th, 1505.) 
July 20th. 

14,660. “Improvements in 
HangBisoN. July 17th. 

14,668. Improvements for central battery telephone transmitters." J. Н. 
BcALES. July 17th. | 

14,713. ‘Improvements in electric arc lamps." THE Вюитівн 'Тномвок- 
Носвтох Co., Li (The General Electric Co., United States.) July 18th. 

14.711. Improvements in and relating to electric measuring instruments.“ 
THe British Тномвох-Носѕтох Co., Lrp. (The General Electric Co., 
United States.) July 18th. | 

14,715. ‘Improvements in vapour electric rectifiers.” THe BRITISH 
Тномвох-Носѕтох Co., LTD. (The General Electric Co., United States.) July 
18th. 

14,736. “New electric switch for recording, 
switches by magnetic coils." С. I. ADAMS an 


(Date applied for under Patents 


or relating to vapour electric lamps." Е. 


indicating апа controlling main 
W. Brann. July 18th. 


14,749. “Improvements in electric stop motions for looms." P. VINXDRIER. 
July 18th. 

14,751. "Improvements in electric dynamos and motors." C. MACKU. 
J aly 18th. 

14,770. “ Improvements in and relating to telegraphic instruments and the 
like.” A. GENTILI. (Date applied for under Patents Act, 1901, July 19th, 1904, 


being date of application in Italy.) July 18th. (Complete.) 


14,780. “Improvements in or relating to apparatus for electric welding." 
Н. H. Laxe. (The Clinton Wire Cloth Co., United States.) July 18th. (Com- 
plete.) 


14,785. Improvements in connection with frogs and switches and 


c ‘ossings for the overhead conductors of electric tramways and railways.“ I. E. 
WINSLOW. July 18th. 
14,788. “ Improvements in or relating to wireless telegraphy.” G. Marcoxı 


and Marconi’s WIELEES TELEGRAPH Co., Lrp. July 18th. 


14,808. “Improvements in telephone shells.” W. R. SixE and J. 8. 
RosENTHAL. July 18th. (Complete.) 


14,897. “Improvements in or connected with trolleys of overhead e'ectric 
railway vehicles or locomotives.” R. W. Dexs. July 15th. 


NA, N99. "Improvements in and relating to safety devices for electric motors 
and the like.“ THE JoHNson-LUNDELL ELECTRIC Traction Co., Lrp., end J. H. 
RoBERTSON. July 19th. 


14,889. ‘‘Improvements in submarine electric cables.“ 
1%h. (Complete.) 

14,898. Improvements in the manufacture of filaments for incandescing 
electric lamps." J. R. Cnawronp. July 19th. 

14,905. ‘' Disinfector appliance for telephone transmitters." E. C. PHILLIPS 
and F. E. ЗЭнкрр. July 20th. 7 = 

14,955. *‘ Improvements in the production of long stable electric arcs." J. Y. 
JoHNson. (The Badische Anilin and Soda Fabrik, Germany.) July 20th. 


14,959. Improved sparking coil with multiple winding for ignition and like 
purposes." SociztE D'ELECTRICITE ' NILMELIOR and A. MICHEL. July 20th. 
(Complete.) | 

14,964. Improvements in electric hoists and conveyors.” J. G. CHILDS. 
July 20th. | 

14,971. ''Improvemeats in and relating to electric switches." N. HAMILTON, 
July 20th. 

14972. “ Ап improved process of obtaining a substance particularly adaptable 
for making incandescent electric lamp filaments thereof." THe BRITISH 
TuHomson-Hovston Co., LTD. (The General Electric Co., United States.) July 


P. Сошров. July 


Тнк 


14,973. ‘Improvements in hata A vapour electric apparatus.“ 
e Genera! Electric Co., United States.) 


BRITISH ThoxsON-HOUSTON Co., LTD. ( 
July 20th. 


14,978. Improvement in electric switch." G. L. Herz. (Date applied for 
under Patents Act, 1901, October 7th, 1904, being date of application in United 


States.) July 20th. (Complete.) 

15,002. *''Improvements in and relating to electrically-controlled variable 
speed gear." H. V. James. July 21st. 

15.017. An improvement applicable to the trolley poles of e'ectric сагв.” 
J. S. Finney. July 21st. 

15,022. Receivers suitable for use in wireless telegraphy or telephony." 
J. G. BArsiLLiE. July 21st. 

15,045. "Improvements in electric train control systems." A. SUNDH and 


A. MaaNvsoN. (Date applied for under Patents Act, 1901, 
being date of application in United States.) July 21st. Complete.) 

15.055. An improved process for extracting metals from ores and other 
metatliferous materia! by electrolytic means and apparatus thercfor.'" Ganz 
AND Co., Eisengiesserei und Maschinen-Fabrik Act.-Ges. (Date applied for 
under Patents Act, 1901, August 26th, 1904, being date of application in Germany.) 

(Complete.) 

15,067. Improvements in and relating to the regulation of alternating- 

current dynamo-clectric machines.“ THE ALLGEMEINE ELEKTRICITATS-GES, 


(Date applied for under Patents Act, 1901, July 22nd, 1904, being date of appli- 
cation in Germany.) July21st. (Complete.) 


15,071. ‘‘Improvements in protective devices for electric circuits." Tur 
British Тномном-Носзтом Co., Lip. (The General Electric Co., United 
States.) July 21st. б 


15,0074 “Improvements in or relating to means or apparatus for regulating 
the difference of potential between portions of alternating electric current dis- 
tributing systems.“ А. F. BERRY. July 2lst. 

15,081. Improvements in means for enclosing electric switches and pushes, 
and other apparatus requiring manipulation in а medium from which they must 
be protected." С. A. Peck. July 22nd. 

15,001. “Ап improved type of house-service fuse box for the supply or dis- 
tribution of electricity." T. HENwoop and F. C. N. BTE. July Xud. 

15,101. '*Magnetie tubular hammer." H. J. Darr. July 22nd. 

15,121. Improvements in and relating to clectric sparking coils.” 
Brown, July 22nd. 


15,125. Improvements in the electrolytic manufacture of metal-wire strip or 
the uke.” S. O. CowrEn-CorLEs, July 22nd. 


February 18th, 1905, 


D. E. 


Asylum Tnstallation.—The EI. pox Enecrric Co., of 
Newcastle-on-Tyne, have secured on behalf of their principals, the 
Simplex Steel Conduit Co., Ltd., the order for *" Wireduct ” 
conduit and fittings tor the Narborough Asylum, Leicestershire, from 
Messrs. Cox-Walkers, of Darlington. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
Тномрвок & Co., 822, High Holborn, W. C., and at Liverpool, price, post 
free, 9d. (in stamps). 
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SPACE TrlxORATRH SYSTEM. J. S. Stone. 29,144. (Date applied for under 
Patents Act, 1901, April 11th, 1904, being date of application in United 
States.) December 30th. 


SWITCH PuixT AND FROG FOR THE OVERHEAD EQUIPMENT OF ELECTRIC TRACTION. 
J. Bonthrone. 5,634. March 8th. 


TELEPHONE SysTEMS8. С. E. Parker and M. A. Adam. 6,090. March 11th. 
Contacr Breakers. J. C. Fuller and G. Fuller. 6,104. March 12th. ; 
ELECTRICALLY- ENERGIS} D Pevputum Сгоск. G. O. Granger. 8,998. April 12th. 


Device rog SHIFTING Tyre Cang)ERS. W. Benicke and H. Westerbeck. 
8,575. April 14th. е 

Iexrtinc Devicrs РОВ Mixers’ Sarety Lamps. С. A. Day. 
Elektrischer Zunder G.m.b.H., Germany.) 9,108. April 20th. 

TREADLES on Contact Makers FOR RAILWAY SIGNALLING AND THÉ LIKE. 8. P. 
Wood and McKenzie & Holland, Ltd. 9,377. April 23rd. 

Covers Fog TvMBLRR Switcnes. The General Contracts Co., Ltd. and W. Н. 
Flood. 9,744. April 28th. 

SUPPORTS FOR ELECTRIC CaBLES. Callender's Cable and Cons'ruction Co., Ltd 
and J.C. A. Ward. 10,055. May 2nd. 
VAPOUR ELECTRIC APPARATUS. Е. A. Carolan. 

and 10,249. May 4th. 


(Fabrik 


(General Electrie Co.) 10,948 


RR Thomson- Houston Co., Ltd. (General Electric Co.) 10,456. 

ay 8 i 

ARRANGEMENT OF ELECTRIC Motors ои EuixcrBiCALLY-Dmnivew VgHICLRS. P. 
Krizik. 10,551. Мау 7th. 


. PuL*s ов ELECTRODES OF ELECTROLYTIC APPARATUS AND ТИЕ КЕ. G. J. 


Atkins. 11,470. May 18th. А 


ELECTROLYTIC MANUFACTURE OF МаАТЕВ-ЈАСКЕТВ. А. F. Bosquet. 90,097. 
September 24th. 


Авс Licht Есистворкк. W. S. Weedon. (Date applied for under Inter- 
national Convention, Deceinber 10th, 1503.) 26,922. December 9th. 


ELECTRICAL Disraisction. J. Н. Hallberg. 27,209. December 13th. 


Evectric Mrasunine IusTRUMEXTS. H. Н. Lake. (V. Arcioni, Italy.) 99,363. 
December 81st. . 


DISTRIBUTION OF ELECTRO MOTIVE Power ков URE ix STARTING MACHINERY. 
G. W. Masoord. 727. January lith. 


Vapour Lamps. С. О. Bastian. 5,892. March 10th. 
SIGNALLING INSTRUMENTS. H. W. Sullivan. 6,511. March List. 


ELecTROLYTICAL EXTRACTION OF METAL FROM SOLUTION. J. F. Webb. 6,889. 
March 21st. 


Hion Tension ELECTRIC CURRENT SwiTCHES8. British Thomson-Houston Co., 
Ltd. (General Electric Co.) 10,242. May 4th. 


DRIVING Gran FOR ELEkcTRICiALLY-DRivgsR. Rorany Bause. J. MacLean. 
10,525. May 7th. 


TROLLEYS FOR ELECTRIC TRAMWAY VEHICLES. T. Blaney. 10,812. May 10th. 

HEATING BY ELECTRICITY. А. Voelker. 10,878. May lith. 

SIGNALLINO, L. А. Hards. 11,116. May 13th. 

Switch MECHANISM ron Usk IN CONNECTION WITH INTERCOMMUNICATION ТЕГЕ. 
PHONE INSTRUMENTS. The Electric and Ordnance Accessories Co., Ltd. 
18,'07. June 10th. 

Puorective Systems For ELECTRIC Distrisutive Loves. L. Wilson. 26,220. 
November 19th. 

SECONDARY BATTERIES. W. Gardiner. 27,004. December 20th. 

CURRENT DISTRIBUTORS FOR THE Exvectric Iamwition Devices or INTERNAL 
COMBUSTION Enoines. L. Renault. 29,408. December 3186. 

SwiTCHES. G. Н. Atkinson. 6,560. March 17th. 


CALL SysTRM FoR TELEPHONE STATIONS. V. Ammer. 6,046. March 18th. 


MERCURY AND OTHER VAPOUR APPARATUS FOR CONVERTING AND ObBrAIKIXO 


LIGHT FROM ALTERNATING EL&cTRIC Currents. О. Holz. (Date applied 
for under International Convention, March 23rd, 1908.) 7,064. March 28rd. 

TRANSMITTING ELECTRIC ALTERNATING CURHENT THROUGH A VAPOUR FOR 
RECTIFYING oR LIGHTING Purposes. E. Weintraub. (Date рс for 
under International Convention, March rd, 1908.) 7,065. March 23rd. 


‘(ALTERNATING CURRENT RECTIFYING Apparatus. C. P. Steinmetz. (Date applied 


for ander International Convention, March 23rd, 1908.) 


RECTIFYING ALTERNATING CURRENTS. E. Weintraub. 
Internationa] Convention, March 28rd, 1903.) 7,067. March 23rd. Е 


Anc Lamp ErEcTRODxES. R. Fleming. (Date applied for under International 
Convention, March 26th, 1903.) 7,298. March 26th. 


Arc Liour ELrEcrRopES. J. T. Н. Dempster. (Date applied for under Inter- 
national Convention, March 26th, 1903.) 7, 99. March 26th. 


SWITCHES FoR Use IN CONNECTION WITH ELEcTRIc LIGHTS. 
7,748. April 2nd. 

INSULATONS FOR OVERHEAD ELECTBIOC Conpuctons. Е. Hutchines. 
April 13th. 

ELECTRIC TELEGRAPHY. S. G. Brown. 19,073. Мау 2nd. 


Vapour ELECTRIC Apparatus. E. A. Carolan, (The General Elsctric Co. 
United States.) 10,246. May 4th. 

SwitcHes. The British Thomson-Houston Co., Ltd. 
United States.) 1),460. May 6th. 

Swircues. The British Thomsen-Houston Co., Ltd. 
United States.) 11,000. May Lith. 


Dynamo-ELectsic Machines. The British Thomson-Houston Co., Ltd. (General 
Electric Co., United States.) 11,444. May 18th. 


INpucrioN Сов. а. E. Gaiffe. 11,554. May Ith. 

Акс Lames. Е. de Z. Bermudez. 16,985. August 8rd. 

TELEPHONE Systems. J. Young. 20,329. September 2]st. 

TRANSFORMING ALTERNATING CUARENTS OF CONSTANT VULTAGE AND FREQUEKCY 


7,066. March 
(Date applied for under 


G. Chisholm. 
8,517. 


(General Eleotrie Co., 
(General Electric Co., 


INTO CONTINUOUS CURRENTS OF VARIABLE VoLTacx. G. Paget. 92,759. 
October 2! st. 
PROTECTIVE SYSTEMS FOR ELECTRIC DisrRiBUTION Lines. L. Wilson. 25, 219. 


November 19th., 


HEN TZ IAN Wave PROJECTING AND RECEIVING APPARATUS FOR LOCATIXG THE 
Position oF Distant METAL Ossecrs. C. Hulsmeyer. 25,608. Novem- 
ber 24th. 

Arc LaMP ELECTRODES. W. В. Weedon. 26,921. 

BwiTCHES. A. Benassy. 27,003. December 10th. 


ACCUMULATORS. W. Gardiner. 27,861.. December 20th. 


Авс Lamps. С. E. Foster, E. R. Grote, and M. V. Ely. 7,610. March 30th. 


GENERATING AND APPLYING ELECTRICITY ON RAILWAYS AND OTHER VEHICLES. 
Е. J. Beaumont and W. M. Still. 7,014. March 30th. 

TRANSFORMING OR CONVERTING ELECTRIC CURRENTS. J. L. La Cour and T. 
Rich. 7,807. April 2nd. 

ELECTRIC WASHING AND HEATING APPARATUS. 
M. F. Н. Nodet, France.) 7,814. April 2nd. 

ErLEcrTRicC METERS. B. Krausse. 7,937. April 6th. 

ELEgCrRIC MACHINE TOOLS. J. S. Fairfax. 8,916. April 11th. 

MECHANICALLY REPLACED ANNUNCIATOR MOVEMENTS FOR TELEPHONE BSWITCH- 
Boakbs. H. Oppenheimer. (Actiengesellschaft Mix & Genest, Germany.) 
8,737. April loth. 


December 9th. 


C. Bauer, (G. E. Dutertre and 
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EMPIRE CABLES. 


- THE Pacific Cable Conference—at which the various part- 


ners in this Imperial enterprise were represented—held ita 


last sitting a fortnight ago; and, although no report of the 


proeeedings will be made public fur some time, we are given 
to understand that the delegates were unanimous in their 
Support of the scheme, and were also agreed in their desire 
іо get rid of the obstacles which stand in the way of the 
Pacific cable's success. We understand that the most im- 
portant of the objections raised are to an agreement, which . 
is now being made, or renewed, between the Government 
of New South Wales (or of the Commonwealth) and the 
Eastern Extension Telegraph Co., whereby the Government, 
one of the partners in the Pacific cable, proposes to grant 
special facilities to the company, without consulting the 
other Governments concerned. Another objectionable 
feature which has, doubtless, been under the consideration 
of the Conference, is the high terminal rate exacted by the 
Australian Colonies for every word received, or sent by, the 
Pacific cable. The rate of 3s. per word for a telegram to 
Sydney, New South Wales, handed in at one of the Atlantic 
companies’ offices in England is divided up as follows :— 
To the Atlantic Cable Co., 8d. ; landlines in North America, 
4d.; Pacific Cable Board, 1s. 7d.; Australian Govern- 
ment, bd. The British Government makes no charge in 
respect of telegrams dealt with entirely by the companies, 


beyond the rent which the companies pay for the use of 


their special wires. On such telegrams as are dealt with 
at postal telegraph offices in England, the ordinary inland 
rate of 3d. per word is paid to the Post Office, out 
of the sum of 8d. accruing to the Atlantic cable 
companies. In connection with this portion of our 
subject, we should also state that the terminal rate charged 
by New Zealand is $d. per word for inter-colonial telegrams, 
and 1d. per word on all others. When we remember that & 
telegram can be sent from any place in Australia to any 
other place within the Commonwealth for 1d. per word, it is 
difficult to realise how, in equity, the heavy terminal rate of 
5d. should. be charged by the Australian partners. If we 
assume that two-thirds of last year's traffic over the Pacific 
line was to and from Australia, then we find that the 
terminal rate charged more than cancels the amount which 
the Australian partners have to bear as their proportion of 


. the deficit, and so one possible cause of complaint against 


the Motherland vanishes ! 

It is clear that such a relationship between the partners 
should not have arisen amongst such a brotherhood, and we 
can only hope that the labours of the Conference may result 


in the amendment of the position. 
To turn to another aspect of Empire cables, of which, 


after all, the Pacific cable is only the advance guard, we 
would call the attention of our readers to a very able 
article from the pen of Sir Sandford Fleming, which appears 
in the Empire Review on “ State Cables and Cheap Tele- 
graphy.” As most of our readers will know, the author of 
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this article has devoted much time and unflagging attention 
to the subject, and in the face of the-strenuous opposition of 
some, and the indifference and procrastination of others, has 
at length managed to achieve, in the laying of the Pacific 
line under the auspices of six British Governments, the first 
and most important step in the beneficent scheme which he 
now elaborates. It is difficult, if not impossible, to sum- 
marise for the information of our readers the terms of an 
article so clearly and so concisely expressed. To clear the 
ground, we may at once state that “ it is not suggested that 
the State should assume the control of ocean cables gene- 
rally, but simply that one line around the globe should be 
State-owned ; that this line should be the one described by 
the Ottawa Board of Trade as Empire Cables,’ connect: 
ing, as it would, the several great outlying -divisions of the 
Empire with each other, and all with the mother-countty. 
Alt has been objected that. prejudice to existing interests 
would be thereby created. То that stricture one may reply 
that, in so far as other cables intersect the line of the 
Empire cables, they would assume the position of branches, 
and would gain greatly by the connection. The true policy 
of the State should be to reduce progressively the charges 
for messages transmitted by the. Empire cables to the lowest 
possible rates, while still leaving the service self-supporting. 
Two results would follow this policy : ап enormous increase 
in the volume of business, and a great reduction in telegraph 
charges to aud from all points on the globe-girdling chain. 
Both results would necessarily benefit the private compauies 
owning the branch lines, by reason of the continuous stream 
of profitable telegraph traffic which the Imperial trunk 
system would bring to the companies to handle," 

The writer shows, taking the Pacific cable as an example, 
how that line is quite capable of carrying 25,000 paying 
words per day of 24 hours, and that, working only half 
time, the low rate of 4d. per word would yield a revenue 
considerably more than sufficient to meet ordinary working 
expenses, this apart from the 6d. per word necessary to meet 
in full all charges made by the Treasury for interest, 
renewal and sinking funds to replace capital “ on the very 
liberal scale suggested by Lord Selborne’s Committee.” 
The writer draws a comparison between the proposed 4d. 
(or even 10d.) rate and the 9s. 4d. previously charged -by 
the companies, forgetting, apparently, that the 9s. 4d. was a 
through rate between Great Britain and Australia, while the 
proposed 4d. only covers a portion of that route. 

Recognising, as even the associated companies them- 
selves now cannot fail to recognise, the immense increase 
in traffic which follows on reduction of rates, Sir Sandford 
Fleming, from the knowledge which experience gives, 
assumes that when the Empire cables are completed 
it will be possible to create an immense volume of 
paying traffic, and goes on to advocate the devoting of the 
spare time of these cables to the free use of the Press and 
Press Associations, acting in harmony with an Imperial 
Council, combined with an Intelligence Department on the 
lines recently formulated by Sir Frederick Pollock and his 
friends. For such success as has been hitherto achieved in 
this piece of good work for the Empire we have to thank 
Sir E. Sasson, Sir Charles Dilke, and many cthers of the 
House of Commons Cable Committee. 

For the present, our greatest need is a better knowledge 
of each other, and if our object be to unify the Empire, all 


our people who live beycnd the seas Bhonld as much as 


vacuum as would be necessary with 24 in. or 25 in. 


possible be brought practically into the neighbourhood of 


England: and into the neighbourhood of each other. Before 
we can be expected to decide on any possible organic union 
to bind-us together for all time, e should first- know and 
understand each other, and the more thoroughly we can 


accomplish that purpose the easier it will be to realise the . 


high ideal of Imperial unity." We have noticed lately in 
the daily papers a warning in which the gradual estrange- 
ment of even Canada from Great Britain, owing to lack of 
interchange of news, is referred to, and we are told that :— 
In fact, were it not for constant emigration from Great 
Britain, the mother-land would have a Colony with as little 
family feeling as the United States itself." So we find that 
it is easier to send a man than to send a telegram—a clumsy 
way of sending a message ! | | 

We have.noticed, in a weekly contemporary, an article to 
which we would refer our readers as to the broader points of 
a subject with which we are now dealing more widely, and 
we welcome a championship in what was once thought a lost 
battle. 

Surely if the six British Governments above referred to 
(to say nothing of the other Colonies) found it advisable 
to expend considerably over £22,000,000 last year on 
primary education alone, the comparatively small prime cost 
(estimated at about £5,000,000) to establish a system of 
* Empire cables" is not too great a price to pay for a means 
of Imperial education, especially when there is à reasonable 
prospect that these cables, when the girdle is completed, 
will be self-supporting. 


THE science of steam and electrical 
1 economy has nowadays become so cut-and- 
ngineering- dried that there is danger of too much 
being taken for granted in engineering problems. Principles 
which are correct under standard conditions of practice are 
liable to be taken as fundamental, whereas special conditions 
may arise where their converse is true. | 
An everyday example of this economic paradox is the 
production of a vacuum. The superficial engineer views 
with satisfaction the 27 in. or 28 in. registered on his 
vacuum gauge, oblivious of the fact that it is taking perhaps 
twice as much circulating or injection water to produce that 
For a 
turbine a good vacuum is essential, but the small gain in 
efficiency of a reciprocating engine is oftentimes out of all 
proportion to the energy spent in producing a high vacuum. 
Moreover, high vacuum involves low temperature of ejected 
water, and where such water is used for boiler feed a further 
Joss 18 experienced. ! 
The whole question of condensing is, in fact, a financial 
one. Water, when transported some distance, becomes 
expensive, and must be used with care. Іп factories, it 
would often be worth consideration as to whether the heat 
of uncondensed steam could not be more economically 
utilised in drying coils, and for the heating of the buildings, 
and similar purposes. Loss of efficiency in the driving 
mechanism becomes gain to the shareholder of the company. 
The reasoning of paradox may be extended to the human 
element in a works organisation. The policy of extracting 
as much as practicable from, and giving as little as possible 
to, the operative, sounds at first like good business policy. In 
the conflict of will that ensues, however, the appeal to force 
must be made. The knout is a very terrible instrument, but 
if used too frequently its thongs become frayed. Perhaps 
nowhere is discipline more perfectly observed than in 
ordinary conditions on a battleship, which is as essentially 
an organisation of mechanism as a workshop. though 
devoted rather to destruction than construction. The 
recent object lesson of the Black Sea fleet may, therefore, be 
taken to heart by every employer of labour who is trying to 


eliminate the element of camaraderie and reduce his work- - 


people to the status of machines. Money spent in baths, 
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eating-rooms and libraries is not uselessly sunk capital. A 
man in good health, fed with decent food at reasonable 
prices, and well-equipped mentally as regards the science of 
his work, will return with interest the money and time sunk 
in him. Яе will be another example of the paradox.in engi- 
neering. . 


AN abstract of a paper of some moment 
English 220-volt | 

pumps and to English lamp makers in particular» 
appeared in the Western Electrician, Chicago, for July 8th. 
The paper, which was presented at a June meeting of the 
American Institute of Electrical Engineers, and whose author 
is Mr. J. W. Howell, criticises in a very practical manner 
some remarks made last September by Col. R. E. Cromp- 
ton, in the course of the discussion of the papers read at 
. the International Electrical Congress at St. Louis by Mr. 
Torchio and Mr. Dow. The system of lamp supply to 
customers in the States is different from that prevailing here, 


as is also the electrical. distribution pressure, and the papers. 


referred to dealt with the advantages resulting from a low 
ав opposed to a high-pressure system. RU 

The gist of Col. Crompton's remarks is that in England, 
after starting electric supply on the three-wire system, and 
distributing at 110 volts, we have practically everywhere 
doubled the voltage, though not without a struggle on the 
part of lamp manufacturers, who maintained that customers 
using high-voltage lamps would be at a disadvantage, since 
the efficiency would be less. But, continues the Colonel, 
* we showed that this could be remedied by refinements in 
lamp manufacture, so that now it would be very difficult for 
the consumer to find that he was at any practical dis- 
advantage on account of inferior efficiency of the double- 
voltage lamps." 

Mr. Howell scrutinises these remarks very literally and 
drastically, and argues that either English 220-volt lamps 
are very much better than those made in America, or 
English 110-volt lamps àre very inferior to the same type 
made in America, or, thirdly, that the considerations and 
conditions other than the difference in quality of the two 
types of lamps, which affect the choice of one system or the 
other, are different in the two countries. То settle the 
question of the quality of the lamps, 25 220-volt 16-C.P. 
lamps of the following five makes were obtained as being 
amongst the best known on the English market :—Sunbeam, 
Stearn, Royal Ediswan, Robertson and Cryselco. Run at 
the marked pressure, the average result was :— 


Make C . . 15/5 candles 4 watts per с.р. 
s DO uu si Sl 3 4'65 3 
к (AD das sop; 143 ,„ 4°33 Ж 
„ ee ы AAS 4. 437 — 
„ Bw. 114 „ 52 i 


The nominal efficiency of the lamps was 4 watts per 
candle. Similar Edison lamps gave an average of 16°2 
candles, and 3°83 watts per candle, and they showed much 
greater uniformity of candle-power Шап the English lamps. 

To determine maintenance of illuminating power, a 
number of the several lamps were set up for a life, or, more 
correctly, a time efficiency test, and to make the comparison 
fair, all were started at 3:1 watts per candle. This efficiency 
хаз adopted on account of the limited time available for making 
the test. For comparison, similar lamps were selected at 
random from thestock of the American General Electric Co., 
and were started at the same efficiency. Run to 80 per cent. of 
the starting efficiency, the average results were as follows :— 


Make C 104 hours to 80 per cent. 
p. ^ uu .. 88 is » 
s. E "c hee CÓD- — m 15 
w D. yy nw Ba - m 
TEN EOS ue 2 к " 
, Edison . . 156 " » 


The results speak for themselves at this [articular 


efficiency, and they are highly creditable to the American |. 


Edison lamp, but it may be pointed out that lamps in use, 
especially in the early stages, often vary appreciably in 


to incandescent lamp users, in. general, . 


resistance, and thus, owing to the development of blacken- 
iug and other changes, the illuminating power becomes 
differently affected. | 

Ав to the standard 110-volt lamp. of which millions are 


‚ ju use in America, samples are regularly tested for hfe. The 


curve showing loss of candle-power obtained from an average 
of some thousands of these tests, indicates, with a starting 
efficiency of 3°14 watts per candle, a useful life of 512 hours- 
when run to an 80 per cent. efficiency, and the lamp thus 
possesses three times the useful life of the 220-volt Edison lamp. 
It is our experience,” saya Mr. Howell, based on many tests, 
that 110-volt lamps of 3:1 watts per candle, and 220-volt 
lamps at 3°8 watts per candle, have equally useful lives." 
Mr. Howell concludes by supposing that if Col. Crompton's 

standpoint is true, the British public must be very ill-informed 
on the subject of the quality and performance of lamps. Be 


_ this as it may, there can be little doubt that Col. Crompton 


and everyone else who has examined into this question, must 
be aware that the lower voltage lamp is decidedly the 
better article. This was clearly demonstrated in the 
case heard not so many years ago between the 
Westminster Electric Supply Co. and the Junior Con- 
stitutional Club. The great contention of high versus 
low distribution pressure has not, of course, been decided in 
this country in favour of high pressure on the quality of the : 
different types of lamps, or it never would have been wit- 
nessed. It was decided on by other economic conditions, to 
the great advantage of the distributing agencies, and, to a 
less extent, to the advantage of the lamp consumer, and it 
now behoves the latter to set off the benefit of a cheap 
supply of energy against the drawbacks of an inferior class of 
lamp. Не may, however, reasonably expect to receive a 
gradually improving lamp, and Mr. Howell is working hard 
to this end, as will be seen from an article in another part of 
our present issue.” 


IN view of the present high price of 
this metal,. which readers of our fort- 
nightly list of prices will note is in the 
neighbourhood of 83s. per oz. troy, special 
interest attaches to a report from Mr. Consul Wardrof, at 
St. Petersburg, which, in dealing with the foreign com- 
merce of Russia, gives what is presumably the latest informa- 
tion on the subject. Of the world’s consumption of 
platinum about 95 per cent. comes from the Ural district, 
the total production in 1902 being nearly 6 tons. There 
are two or three refineries in Russia, but most of the product 
is exported in its raw state. The yield for 1903 is estimated 
at 5°7 tons, and for the first ten months of 1904, 4:7 tons. 
It is said that little enterprise is shown insprospecting, but 
the recent discovery of two nuggets respectively 203 and 94 
Russian 108. in weight, has had а stimulating effect. 
During 1904 there was a considerable shortage in produc- 
tion in the case of the larger firms who had entered into 
contract, on the basis of the previously ruling lower prices. 


The Russian 
Platinum 
Output. 


м 


IN the Proceedings of the American 


Pe : 
Крл ' Academy of Arts and Sciences for 
of Cast-iron, April, 1905, there appeared a paper 
by Mr. В. О. Peirce on the use 


of cast-iron for permanent magnets for galvanometers. 
Amongst the various advantages claimed for hardened 
cast-iron over tool steel are the following :—The metal 
is more readily mannfactured into awkward shapes. 
Greuter uniformity is obtainable in regard to its 
magnetic qualities. The variation with temperature is 
smaller. The magnets are more permanent, and can be 
magnetised up to at least the same degree of induction. 
Grey cast-iron is recommended, and after all machining has 
been completed, it should be hardened by heating up to very 
nearly its melting temperature, and then suddeuly cooling it. 
Unless heated up to this high temperature before cooling, 
the magnets will not be permanent. For details of the 
process of ageing and tests for permanence, we would refer 
our readers to the original paper. 
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MARINE GALVANOMETER 
AND ADJUSTABLE UNIVERSAL SHUNT 
USED AS A DIRECT-READING 
MILAMMETER OR VOLTMETER. 


By J. RYMER-JONES. 


THE diagram below illustrates an ordinary Wheatstone bridge 
connected up for localising a low resistance break, by one of 
the various € R tests in which the current through the fault 
has to be measured. 

The dead-beat marine galvanometer G, is provided with an 
adjustable universal shunt U S,, because when not perform- 
ing its more usual function as the bridge galvanometer, it is 
often required to serve other and widely different purposes. 

For instance, it may be switched over to the signalling 
key and employed as a conyenient signalling instrument 


D 
т: | 
us, = 10.000" _ 
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Low resce. shunt 
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DIAGRAM OF CONNECTIONS. 


when speaking through a very short section of cable to the 
shore station, where sometimes the Morse system is not 
employed ; or, on the other hand, when the K R of the cable 
is too high for rapid Morse signalling. 

The second galvanometer G,, with its adjustable universal 
shunt U 8, is ordinarily used for the D R and capacity tests, 
but when desired can temporarily be converted into a direct- 
reading milammeter, and used as such in the cable circuit of 
the bridge system, as illustrated in the figure, or with equal 
facility into a direct-reading voltmeter. d, and U s, as a 
milammeter. i | 

The terminals of galvanometer б, coil are connected to the 
extreme ends T, and т, of the universal shunt coils of 
10, 000.“ т, and T, are in that part of the main circuit 
through which the testing current enters the cable. Of 
these T, is the adjustable contact, whereas the positions of T, 
and T, we may here consider unchanged, as this vernier 
adjustment is only required for the final and more exact 
adjustment, which we need not now consider in explaining 
the principle of the milammeter. 

A rather stout German silver wire w, of a few ohms only, 

connects the terminals of T, and T, and permanently bridges 
over whatever part of the 10,000 is included between them, 
so that the resistance of this part of the main circuit remains 
practically constant, viz., that of the German silver wire, 
irrespective of the position of the adjustable contact T, or 
the galvanometer resistance, and may be considered 
negligible. 

When т, and т, аге at the extreme ends of U sg, the wire 
w, galvanometer coil, and 10,000* are all in parallel. If 
then, under these conditions, a Clark's standard cell, of say 
1:43 volt, be joined up in cireuit with resistance coils 
adjusted to 1.430 (., 1°43 x 1,000), and terminals T, 
and т, be also included in the circuit, the resulting deflection 
of q will be produced by a current of 1 m.a. This has only 
to be done once for all whilst regulating the scale reading for 
subsequent use. 


The object in view is to regulate the current traversing 


* Rymer-Jones pattern, with the vernier extensions at the 
extreme ends omitted to simplify the illustration. 


the shunted galvanometer G, so that the above one milli- 
ampere exactly produces a deflection of 100 divisions. This 
may very simply be done in either of two ways, as 
follows :— 

It being borne in mind that the adjustable contact T, of 
U ву is at present at the extreme right end, and therefore T, 
and T, (to which latter one of the galvanometer terminals is 
connected) are together: if the deflection is too high, un- 
clamp one end of the wire w and reclamp a shorter length 
till the deflection is 100 ; or introduce a longer length if the 
deflection is less than 100 divisions. ` | 

The writer uses a German silver wire 14% ft. long, of 
0:020 in. diameter, and giving 8:6 ohms, with his Sullivan 
marine galvanometer whose coil equals 1,020", in order to 
produce this deflection, the distance of the galvanometer 
from the ‘scale being 3 ft. The galvanometer so shunted 
affords a sensitive milammeter which, when put into the 
broken cable circuit, shows the number of m.a. traversing 
the cable, due to fault pclarisation, or earth current, or both, 
to two places of decimals, e.g., 285 divisions indicating 
2-35 m. a. If greater sensitiveness be required, double the 

А . „ 1°43 х 1,000 
resistance of w, and vary its length till ^, (,,- - gives 

,13t 

200 divisions. The readings for any other currents, within 
the limit of the scale, divided by 2 will then give the 
number of m.a. in the main circuit. On the other hand, to 
reduce the sensitiveness to one-tenth, in order to measure 
stronger currents, move ту from the 10,000% stud towards 
the left to the contact stud representing 10,000 — 9 у 
[where g is the resistance of the galvanometer]. The highest 
deflection available on the scale (say 550 divisions) will then 
equal #69 x 10 = 55'0 m. a. The rationale is simply that 
whereas the resistance between T, and Tg remains practically 
constant, that part of the 10,000* between T, and T; is added 
to the resistance of the galvanometer, and as the sum of these 
increases, the amount of current which passes through the 
galvanometer is proportionately decreased. 


To reduce the deflection to 4, contact Ta must be at 10,000 
— g or 9, 000 if == 1,000". 

To reduce the deflection to 4, contact T, must be at 10,000 
— 2 or 8, 000“ if g = 1,000". 
` To reduce the deflection to }, contact T, must be at 10,000 
— 8 or 7,000* if g = 1,000, and во on. 


The resistance of the galvanometer may quickly be 
ascertained by merely moving T, from its extreme limit to 
the right, towards the left, until any suitably large deflection 
of, say, 200 or 800 divisions is halved. The U Бу reading 
substracted from 10,000 will then give the resistance g. 
For this the vernier arms T; and ту, which move together, 
will have to be used as an auxiliary to Тз. 

The second and alternative method of adjusting the 
current through the galvanometer by means of U Б, in con- 
junction with the low resistance w, until the deflection is 
exactly 100 times greater than the milliamperes through 
the main circuit, is equally simple. With a Sullivan 
galvanometer coil of 1,020*, T, and T, at the extreme ends of 
the 10,000*, and bridged by the wire w of 4*, a Clark's cell 
(1°43 volt) through 1,430* gave 110 divisions. Instead of 
reducing the length of w to bring the deflection to 100 
divisions, T, was moved to 9,900*, thereby increasing the 
resistance in the galvanometer coil circuit by 10,000— 9,900, 
i.e., 100 ohms. 

To reduce the current influencing the galvanometer to 4, 
in order to read from the same scale twice the number of 
milliamperes indicated by its graduation as above standardised, 
T, is moved to the left until the resistance between ту and T, 
plus that of the galvanometer coil is doubled. It has 
already been pointed out that the galvanometer resistance y 
may be quickly ascertained, when Tg is at the extreme right 
of the 10,000“, by halving any scale deflection ; but if this 
has not already been measured and T, occupies, as in the 
instance under discussion, some other position, the total 
resistance of y plus (10,000 — T,) ohms in circuit with it 
may in the same way be found by moving T, further to the 
left till a moderately large deflection from any suitable E. u. F. 
is exactly halved. Keeping T, in this position, the same 
scale readings enable twice the number of milliamperes to be 
measured, as stated above. For instance, 456 divisions 
represents +56 х 2 = 9°12 volts. Ee 
Ct From the foregoing particulars it will be evident that the 
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galvanometer С 5, and wire w can, when occasion requires, 


be employed as a very sensitive milammeter, suitable for 
currents of considerable range, and obviate the employment 
of a specially constructed portable instrument which is not 
nearly во sensitive or suitable for fault localisations. 

The galvanometer and U & equally serve for a sensitive 
voltmeter—for which the wire w is not required—by adjust- 
ing the position of T, so that the current from a Clark's 
cell (1°43 volt) through a high resistance (say 100,000* used 
for taking the cons/ant for an insulation test) gives exactly 
143 scale divisions, or 100 divisions per volt. Any other 
electromotive force, up to the limits of the scale readings, 
may then be substituted and read off to two places of 


decimals, e. J., 435 divisions would represent 4:35 volts. If 


double this sensitiveness be preferred, move T, to the right 
to increase the shunt reading until the deflection from the 
standard cell through 100,000° gives 286 divisions. - A 
deflection from an unknown electromotive force giving, under 
the same conditions, 535 divisions will then be 

5 535 

100 X 2 

On the other hand, ten times the voltage represented by 
the highest scale reading permissible in the preceding instance 
may be read directly from the same scale by moving Т; to 
the left to give a multiplying power ten times as great. 
Thus: If T, is at 8,270 when the standard cell gives 143 
divisions, the deflections must be multiplied by 10 when т, 
is moved to contact stud for 327*, so that a deflection, from 
an unknown FE. u. F., of 435 divisions would now represent 
$35 X 10 = 435 volts, and 552 divisions 55:2 volts. 

The same principle applies for reading the E.M.F. in volts 
directly from the scale when a Schaefer bridge localisation 
test is employed. | 

The adjustable contact T, of Us, may be adjusted 
to such a value that when the proportional part on the cable 
side is altered momentarily to 10,000"—in the manner 
explained by Mr. Schaefer when measuring the cable current 
voltage through a resistance of, say, 100,000*—a Clark’s 
standard cell applied to the bridge terminal, in the place of 
the cable, gives a deflection of 143 divisions through the 
same high resistance. If the cable current, observed under 
the same conditions, immediately after obtaining the bridge 
balance, gives (say) 75 divisions, its voltage is 70 = 0°75 
volt. 

The writer has applied the same convenient principle of 
adjusting the galvanometer deflection by means of a universal 
shunt when measuring the (R at 75° F. of a large number 
of coils of cable core in the factory, having approximately 
the same resistance, by a bridge specially constructed for 
such low resistances as that offered by two or three knots of 
core conductor. To secure a highly sensitive bridge system, 
and prevent more current passing through one side than the 
other, equal proportional parts of 10 to 10 are employed. 
The adjustable coils (of the slide pattern) are 10 to 90, 1 to 
9 and 1 to ‘9 ohms, and these are made of manganin to 
obviate temperature correction. These are able to produce 
an approximate balance, 1. e., to the first place of decimals ; 
and U 8, is so adjusted that a change of one-tenth ohm in 
the bridge produces a deflection of 100 divisions. Con- 
quently any small further difference of resistance in the 
second and third places of decimals is read directly from 
the scale without waiting to get an exact balance. Thus, if 
6°4 is too little and 6*5 too much, the deflection of say 82 
divisions from zero, when only 6*4% is unplugged, gives the 
additional resistance, viz., 6482". This facilitates testing 
when many drums of core have to be quickly tested for 
cable manufacture. The leads are once for all balanced by 
a short length of wire, and, therefore, have not to be further 
taken into account. 


= 2°675 volts. 


Stourport.—A curious difficulty has arisen with regard 
to the proposal of the Kidderminster E.L. Co. to apply for a prov. 
order for E.L. By mistake the statutory notices respecting the 
application were sent to Stourbridge, and the error was not dis- 
covered antil the time for sending the notice to Stourport Council 
had expired. In spite of this the notice was served, and the 
B. of T. on being appealed to on the matter intimated that it would 
not raise the question of the defective Inotice, but! the promoters 
might have to meet the objection from other quarters. 


all to themselves. 


ELECTRIC TRAMWAY AND RAILWAY 
EXHIBITION, 1905. 


DESCRIPTION OF INTERESTING EXHIBITS. 


(Continued from page 199.) 


Brakes.—What appealed to us most about this section was the 
absence of the two best known electro-magnetic brakes (in which 
we hear that certain improvements have been made since 1902) and 
the only pneumatic track brake. | : 

Leaving aside the braking effect of regenerative control, not 
from any desire to slight the inventor, but because we are deal- 
ing with brakes pure and simple, Mr. E. FREUND, Westminster, 
aud Messrs. R. W. BLACKWELL had the field of friction brakes 
Mr. Freund exhibited а Bradford car, which had 
every appearance of being taken straight from service, and has 
been using his combined wheel and track brake for nearly two 

enrs. 
d We have seen spring actuated track brakes before— generally on 
paper—but we have never seen the disadvantages which surround 
such a device overcome in a more ingenious and satisfactory manner. 
The fact that this brake has been at work for so long on one of the 
heaviest roads of the country is proof enoügh that Mr. Freund's 
patent is not only pretty, but practical. Fig. 39 (p. 210) illustrates 
the general arrangement of the various parts, and it is seen that 
the pressure between the block and the rail is varied by subtracting 
the effect of one spring from that of another. This was demonstrated 
at the stall by means of a working model. А sheet of paper 
was inserted between the rail and the shoe, arid the vertical pull 


on the block which had to be exerted before the paper could be 


removed without effort was measured on а spring balance, and 
found to vary over the whole scale according to the value of tho 
resultant tension on the brake springs. | 

By fully releasing the brake-lever, the maximum brake pressure 
can be obtained instantaneously, so that it is an emergency and 
service brake in one. eee | 

The springs required are only about 4 in. in diameter x 24 in. 
long, while the construction of the brake is otherwise as simple as 

- that of an ordinary hand brake. Other advantages claimed. are the 
low price, small weight, and the possibility of putting the brake 
on before entering a down gradient. | 

The principle is also applicable to wheel-brakes, and it would be 
impossible with such wheel-brakes to obtain flats, as the maximum 
brake pressure is determined by the springs, and not by the driver's 
arm. 

Mr. Freund considers the failure of a spring almost an impos- 
sibility, but he provides even for the impossible by adding safety 
connections which permit the brake to be used as a hand-brake in 
the event of a spring failing. 

Messrs. R. W. BLACKWELL had an elaborate and complete 
colony of Christensen air-brake plants. This system has been 
described fully and illustrated in the ELECTRICAL Review (Vol. 44), 
and we need say here only that the demand for this equipment is 
increasing, and it is being supplied at the present time to Ње Metro- 
politan District Railway and to the Paris Metropolitan. | 

The capacities of the machines in cubic feet of free air per 
minute when compressing to 90 Ib. per sq. in. were as follows: 


Ag = 75; A A1 = 11; B; = 20; Cg = 35; D, = 50, m 


so that the compressors shown covered all the requirements of 
railway aud tramway work. | 

The n, machine shown „was of the type furnished to the Under- 
ground Electric Railways Co. of London, Ltd., for the new electric 
trains of the District Railway, the Baker Street and Waterloo 
Railway, the Great Northern, Brompton and Piccadilly Railway, 
and the Charing Cross and Hampstead Railway, and up to the present 
344 of these machines have been supplied or are on order. | 

The brake equipment shown is the type employed on tramway 
and light railway work, as fitted on the Manx Electric Railway and 
Newport Corporation Tramways. i 

Messrs. PLAYER & MitcHELL showed the ratchets and the brake 
handles without which hand-brakes would be useless. 

Messrs. THE NarroNaL КАП, & TRAMWAY APPLIANCES Co. 
have gone in for reducing the scrap heap by designing renewable 
brake blocks for cars and trains. Fig. 40 will explain how they 

it. 
p om BRUSH Co. made a hit by the inclusion of two real 
lve armature winders among their exhibits. "They were not for 
sale, but from the way they worked we think it probable that more 
than one engineer and manufacturer asked for quotations. — б 

After a short probationary period, during which they “ designed" 
plausible imitations of American motors, the Brush Co. gradually 
settled down to original work in this line, and for some time 
past they have been turning out the quality of work which visitors 
saw being put into their standard “1,002 " armatures. 

Messrs. BRUCE PEEBLES have not been so very long at street 
ігашсаг motor work, but no one would know it who looked at the 
two 30-н.р. “F” type motors, which were mounted on a truck at 
their stand. We have never seen better designed tramcar 
motors, and the makers have every justification fore saying that 
“they are designed in accordance with the best modern practice in 
all details and have a notably high efficiency.“ Prof. R. H. Smith 
makes a specially favourable reference to the Bruce Peebles direct 
current motor in his new book, “ Electric Traction." 

Messrs. EDGAR ALLEN are better known to motor manufacturers 
than to the general tramway public as makers of steel motor-cases, 
and it surprised a good many visitors to see solid proofs of this 
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Odds and Ends. — Messrs. W. S. Laycock & Co. and G. T. PETERS 
were to the fore with an interesting variety of seats for cars and 
trains, those upholstered in rattan taking our fancy most as being 


fact mixed up with points. and crossings. They have made а 
speciaBstudy of the manufacture of these cases in order to obtain 


the highest, permeability consonant with strength. 
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Fic. 39.—FnEuxNp's PATENT TRACK BRAKE. 


Controllers..—Owing to the absence of three of the makers, the 
list of controllers comes down to two, but there is the satisfaction of 
knowing that those two were made by the Ввсѕн Co. and BRUCE 
PEEBLES, both British firms, and the further satisfaction that the 
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Fic. 40.— NATIONAL RENEWABLE BRAKE BLOCKS. 


controllers are as good as any made by American or quasi-American 
firms. Fig. 41 shows the Brush 34 controller, opened. 

Fig. 42 shows Messrs. PuiLiPSON & Co.'s patent life-saving 
system, the illustration having arrived {оо late for inclusion under 
their name on p. 84. | 
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г Fic. 41.—BRUSH CONTROLLER, TYPE 3a. 


comfortable, hygienic and amenable to washing. These people also 
displayed blinds, curtains, ventilators, electric heaters W. 8. 
Laycock), lincrusta-balaneed window frames and sashes, &c. 

Messrs, PLAYER & MITCHELL and the WALLACE Suepiy Co. had 
stands filled with brass-work, lamp-fittings, gongs, and all manner 
of small fry without which something would be found wanting in 
а car. 


Messrs. KNowLES & WorL4AsTON showed the “diamond” non- 


slip treads, and Messrs. Milnes, Voss had a useful article in 
“ Hudson's " reversible step, the wearing surface of which lasts at 
least twice as long as that of any other, on account of the quality 
implied by its name. 


Fic. 42.— PuiripsoN's PATENT LIFEGUARD, 


MESSRS. LE CARBONE made an interesting display out of 
uninteresting materials. We do not mean to suggest that the com- 
position and attributes of a carbon brush have no interest to 
engineers, for that is manifestly not so, although we do think that. 
the results of the careful and extensive researches of Messrs. 
Le Carbone, especially among  brush*makers, should be given some- 
thing like the attention they merit. с 

The Fire-Resisting Corporation, Lro., held a perpetual 
demonstration of the uninflammable nature of wood which had 
been impregnated throughout its fibre with fire-resisting crystals. 
This treatment. prevents the spreading of flame, as the wood merely 
carbonises at the point of contact with fire. Obviously it is a safe- 
guard against fire arising from short-circuits on trains and cars, or 
in buildings, and the whole of the wood used in the construction 
of 528 carriages for the Underground Electric Railways Co., of 
London, has been treated by this process. It has been adopted also 
by the Paris Underground Railway. 
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Overhead and Third Rail.—The most important advance in over- 


head construction which we have to chronicle is the tendency to 


use heavier trolley wire, of grooved or figure-8 section. Wo have 


foreshadowed and advocated this change in the columns of the 
Review for some years, and we feel now that few tramways will 
be constructed in future with circular section wire, or with wire 
less than the equivalent of 00 in sectional area. Even now 0000 
wire 1s in use, and the days of No. 0 are already past. Perhaps the 
greatest advantago which the, new sections have brought us is the 
ability to attach the wire to the ears and other fittings by purely 


FIG. 43.—CRoss-SEcTION or Fic. 44.—CRoss-SECTION ОР 
GROOVED WIRE SUSPENSION. FIGURE-8 SUSPENSION. 
I 


mechanical means. So long as circular wire is used it will have to 
be attached by solder if the best results are to be obtained, and the 
disadvantages of this method are too well known to nced recount- 
ing again. 

It is with pleasure, therefore, that we hail the demand for sections 
which will make the work of construction, but especially of main- 
tenance, vastly easier than hitherto, aud will at one step lengthen 
the life of the overhead equipment by 50 if not by 100 per cent. 


soper 
Е. 


Fic. 45.—DiAGONAL. V. NORMAL AIR Gap. 


Those who have had to do with the erection of figure 8 wire 
speak of it as more difficult to stretch properly than round wire, 
and it is an old tale that trouble has arisen from the wire turning 
over towards the middle of the span. We venture to think that 
figure-8 wire will be strung up as easily as circular wire of the 
same section when the linemen have gained the experience which 
is necessary for the efficient performance of any new work, and we 


Fics. 46 AND 47.—“ Dirigo” SECTION INSULATOR. 


know from personal observation that the twisting trouble can be 
avoided by careful work. 

To all who have circular wire on their tramways, we would say 
that renewals can be made just as well with figure-8 as with 
round wire, so long as the lower bulb is rolled to the same, or nearly 
the same, radiusas the original circle. Herewith will be found illus- 
trations of composite fittings which have been designed for this 
purpose. 

Tbe only question that remains is the choice between grooved 
and figure-8 wire. With both mechanical ears can be used, but 


we are inclined to agree with Messrs. BRECKNELL, MUNRO AND 
Rocers when they urge that with the grooved wire the total avail- 
able clearance between the ear and the wheel is only enough to 
pass the wheel when new, but with а small amount of wear in the 
groove of the wheel or on the wire, the wheel flanges will rub the 
fitting, whereas the ear on a figure 8 wire is removed from this 
objectionable wear, no matter how much the trolley-wheel is worn. 
Figs. 43 and 44 illustrate this point clearly. 

We suppose that no fitting has received so much attention at the 
hands of the inventor as the section insulator. It has been 
considered until quite recently as the weakest part of the equip- 
ment, and it has been every inventor's aim to produce something 
which starts by being mechanically as strong as any other fitting 
while performing its simple function of insulating as perfectly as 
possible one length of trolley-wire from another. Multiple 
air-gap section insulators have been designed to reduce tte 
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Кто. 48.— MILLER Guy ANCHOR. 


sparking which is sure to take place at times, and they have been 
more or less effective, especially since the gaps have been made 
diagonally, so that the path of the trolley-wheel is never inter- 
rupted, as it was when they were placed at right angles to the wire. 
The accompanying diagrams (fig. 45) illustrate our meaning. 

We were more disappointed than surprised to find no examples 
of porcelain insulators for tramway work in the Exhibition 
(we are open to correction on this point), and would suggest 
to the makers of globe strains, turn-buckles and Brooklyn strains 
that a demand is arising in spite of them for glazed porcelain to 
replace these relatively costly articles. 

Nobody paid much attention to third-rail insulation at the time of 
the last exhibition, being inclined to usc the ready-made forms of 
insulation which had vogue in America at the time, but this year 
there are so many miles running and projected that it was natural 


Figs. 49 AND 50.— BRITISH ELECTRIC EQUIPMENT RAIL 
INSULATORS. 


{о expect to find a greater variety. We were particularly 
glad to observe that British work in this direction was well repre- 
sented by that progressive and receptive firm MESSRS. Росітом 
AND Co. 


There was a good show of insulators for high and extra high- 


tension transmission, a subject which is going to be of rapidly 


increasing importance аз the education of the B. of T. and of con- 


sulting engineers proceeds. 


The British ELECTRIC EQuiPMENT Co., British agents of the 
Ohio Brass Co., displayed a complete line of “Dirigo” insulators 
and standard overhead fittings, the most notable being the section 
insulator illustrated herewith (figs. 46 aud 47). This combines the 
advantages of a double air-gap with continuous running, which is 
obtained by allowing the flanges of the trolley, wheel to run on to the 
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overlapping guide-runner before the groove has left the end castings. 
The British Electric Equipment Co. consider it advantageous to 
bridge the gaps by a fuse which connects the centre casting to the 
end castings. This has the effect of making the line continuous 
until a fault appears on any half-mile section, when the wire on 
which it is, is cut out by the action of the fuses nearest to it on each 
insulator. In the event of а motorman running his car from either 


Кто. 51.—SwrrCH PANEL AFTER  FiG. 52.—CuT-0UT IMMEDIATELY 
IsoLATING FaULTW LINE. AFTER OPERATION. 


side on to the earthed section, the outside fuse is blown and the 
faulty wire remains dead. 

Fig. 48 shows the Miller guy anchor for aerial lines. 

Experience in the design of third-rail insulators and the 
materials for their construction has had to be bought dearly, like 
most things in this cut-and-try world. 

At first it was thought good to turn the retaining lugs on the cap 
casting over the flanges of the rail, but that was abandoned when 
breakages arose constantly from the struggle of the rail to be free. 
Then again no material could be found which would support a 
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Fic. 53.— BERRY & Кіѕсн EARTHING DEVICE: DIAGRAM 
OF CONNECTIONS. 


heavy section rail without breaking under traffie if the eap or the 
base were fixed by insertion into the body of the insulator. Rumour 
tells us, indeed, that the Underground Railways Co. have not been 
free from the troubles which spring from this design. 

Fig. 49 explains how the British Electric Equipment Co. have 
overeome these troubles. It represents their Type B, Form 6 
pattern, in which the retaining lugs are T-shaped to anchor the rail 
longitudinally and prevent it from“ travelling“ or “creeping.” 
The insulating material is a composition called ''semi-porcelain," 
having the bigh glaze which is essential, and any lateral strains 


on the malleable iron ring nre transmitted uniformly to all sections 
of the insulator by means of the small inner flange at the lower edge 
of the ring casting which extends entirely around the insulator, and 
is embedded firmly in cement. Fig. 50 shows Type A, Form 5, 
which is intended for lighter service. 
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Fic. 54.—WaRp's PATENT TROLLEY REVERSER. 


Messrs. BERRY, SKINNER & Co. almost have a right to expect 
an apology for the slighting way in which we wrote of trolley 
earthing devices in general in our review of the Exhibition as a 
whole. 

We went to their stand expecting to see some complex imprac- 
ticable device after the style of those which plagued the owners of 
tramways some two years ago and before, and we came away filled 


56. 


Fras. 55-61.—-Various Ears, FROGS, &., RY MESSRS. 
BRECKNELL, Munro & ROGERS. 


with pleasure at the knowledge that Mr. Berry had tackled the 
problem of preventing falling trolley and guard wires doing hurt to 
people and animals, in a manner which ought to put the tramway 
authorities themselves on his side. Ever since the adoption by one 
or two lines of the automatic cut-out system invented by the late 
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Mr. Quin, little or no pressure has been put on new or old under- 
takings to install anything of the sort, for practical acquaintance 
with the system put it out of the question. There be one or two 
in this land who could, an they would, fill several columns of this 


journal with chat about the Quin and other earthing devices, and 


they would not omit to mention the several hundreds of pounds 
per annum expended in energising the magnets of the cut-outs. 

Without committing ourselves too much to a system which is on 
its trial in public streets for the first time at Walthamstow, we can 
say that none of the troubles peculiar to the Quin system, for 
instance, can afflict the Berry & Risch system. : 

In the first place, there is not an electro-magnet of the smallest 
size in it. The cut-out, which is charmingly quick and positive in 


Fra. 62.—ЕгЕСТВ1С TRAMwAY EQUIPMENT Co.'s CaAR-8HED FROG. 


its action, is tripped mechanically. Then it acts only when danger 
is about to arise, and so does away with the little boy on the top 
of every section pillar, of whom we have heard in connection with 
another device which tripped when the station circuit-breakers 
opened, and on other inconvenient pretexts, | 

It will never cut out any section but the опе affected, and, 
moreover, it calls for une guurd-wire only over each trolley wire. 
That is its greatest triumph, and will appeal more than anything 
else to most of the people who have to maintain or pay for main- 
taining the existing double wiring. 

„The installation at Walthamstow has been approved at a recent 
B. of T. inspection, when permission was granted fur the same to 
be used under telephone wires instead of the usual system of guard 
wires” (vide pamphlet). That itself at once reduces the probability 
of trolley-wires falling by one-half at least. 

Now let us see what manner of thing this is that has stirred us so 
much. Fig. 51 represents the switch-panel removed from a section- 
box. The cut-out is supposed to have acted (see the blown fuse), 


aud to have been replaced after drawing the two right-hand switches 
controlling the section of overhead wires on which danger threatened... 


The corresponding fuse in the pillar at the other end of the section 
will-have blown at the same instant as the one seen here, so the 
wires cannot be alive. 

It matters not whether the broken wire be trolley, guard or 
message wire, the fuses will blow directly the guard wire is made 
alive. i | : 

Fig. 52 represents the cut-out just after it has acted, and fig. 53 
gives the general arrangement and the diagram of connections. 
The loop a is attached to both wires, and encloses the guard wire 
D, which is connected to earth at each end of the section through 
alight fuse. We have the inventor's sanction for saying that when 
it is considered objectionable to connect the trolley wires in 
parallel by the loop 4, two half loops B c may be attached, one to 
each trolley wire. It-is the fuse that holds the cut-out in against a 
spring, and directly either fuse blows the cut-out falls, and the 
section is cut off from the bus-bars. 


Fias. 63 AND 64.— FIXED AND MovaBLE FRoGs. 


The following are a few of the advantages claimed by the 
patentees:— 

The extra cost of installing the system is small, and it can be 
applied to existing tramways without troublesome alterations. 

It localises a fault without opening the station breakers, and so 
reduces delays to a minimum. 

It prevents message wires which have fallen across a live wire 
being burnt out. 

It will no longer be necessary to go to the expense of placing 
message wires underground for the sake of safety. 

It prevents damage, being done to the trolley wire where contact 
is made with the fallen wire, and, we would add, where contact is 
made between trolley-poles and guard-wires, for in that way 


irretrievable damage is being done every day to wires all over the 
country. À 

Henceforth tramway undertakers need have no fear for their 
pockets when the Post Office or the B. of T. ask them to protect the 
public from falling wires. | 

Messrs. BREOKNELL, Munro & RoaEns supplied much food for 
the mind at their stall. Ward's patent trolley reverser was strung 
up aloft with other automatic mysteries, so that one felt quite 
like being in some old necromancer's consulting room. This 
reverser is illustrated in fig. 54. We have seen it at work in several 
places, and we can assure our readers that the certainty of action 
obtained under Exhibition conditions is reproduced in the street. 
The advantages of а device of this nature, especially at busy 
termini, are too obvious to make further 
remarks necessary. 

This firm have laid themselves out in 
anticipation of the demand for uncircular 
trolley wire, and the following illustrations 
will prove this:—Fig. 55 shows back and 
front views of a straight line for figure-8 
wire. All ears, whether for straight line or 
curve work, are of similar design, and great 
attention has been paid to the cross-section 
of these fittings to ensure freedom for the 
wheel groove until the last. Fig. 56 shows 
a splicing ear for coupling two lengths of 
figure-8 wire, and discloses the ingenious 
method of taking the pull of the wire, 

| the upper section of the wire being cut 
away to fit around a corresponding projection cast in the ear. 
When the half-clamp shown detached is screwed on the wire is 
held immovably. Fig. 57 is a composite splicing ear for coupling 
round section and figure-8 wires. Fig. 58 shows a frog with the 
arms fitted for figure-8, and the same method of attachment 
applies to all fittings. Figs. 59 and 60 show a crossing and 
section insulator for figure-8 wire, and fig. 61 is a photograph of 
an ear for grooved wire in which the bulbous form of which the 
drawbacks are seen in the section above (fig. 43) is apparent. 

The stand of the ELECTRICO Tramway EQUIPMENT Co. contained 
everything in the way of overhead material that we could want, 
but as there was no striking novelty, we must be content 
to refer our readers to their excellent catalogue for everything 
except the subjects of the following  illustrations:— Fig. 62 
shows the multiple-way car-shed frog, which is already well 
known. Its great feature is the arrangement for locking 
the tongue, so that the trolley will take any desired road with 
certainty. When a lever on the indicator board, which may 
be fixed to the pole, is moved, pressure is exerted on the tongue, 
and the spring bolt is driven over the toothed quadrant until the 
desired point is reached. Figs. 63 and 64 are of a fixed and 
movable frog respectively. 

(To be continued.) 


A NEW CARBON FILAMENT. 


EXPERIMENTS connected with carbon filaments and the 
observation of the characteristic features of carbon resulting 
from different treatment are a peculiarly interesting study. 
A paper recording marked progress in the manufacture of 
carbon filaments has been presented to the American Insti- 
tute of Electrical Engineers, at Ashville, N.C., June, 1905, by 
Mr. J. W. Howell, whose name has so long and so deservedly 
been before the electrical world. This paper is noticed at 
some length in the Electrical Review (New York) for 
July 8th. 

Mr. Howell’s experiments have evidently been conducted 
with much care and persistence, and he claims to have pro- 
duced as а result, a carbon filament possessing new and 
important features, both scientific and commercial. The 
means employed for obtaining these results may be sum- . 
marised under the title of high temperature baking or firing, 
the agent employed to effect the purpose being an electric 
furnace of the incandescent type, consisting of a carbon tube 
(having water-cooled copper connections) into which are 
passed cylindrical carbon boxes packed with filaments. To 
prevent combustion, the tube is embedded in : powdered 
carbon. 

Many investigators have worked on much the same lines, 
and have obtained some of the results deseribed by Mr 
Howell. The adamantine carbon, born many years ago in 
the laboratories of Woodhouse & Rawson, was said to have 
been produced by means of the electric furnace, whilst the 
benefit of baking filaments at a high temperature, as in the 
oxyhydrogen furnace and the electric furnace, is a fact 
familiar to many. Mr. Howell has, however, proceeded. a 
step further, as will be seen directly. 

It is a well-known fact that a carbon filament heated 
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to exceptional temperatures by a current in an exhausted 
bulb, derives no benefit from the treatment, but it is other- 
wise when the filament is heated by external means to the 
highest abtainable temperature at atmospheric pressures. 
The special point established in the paper in question is the 
markedly different, effect which is produced when a so-called 
“treated " filament is “ fired " by subjecting it to high tem- 
peratures in the electric furnace, as distinguished from the 
effect produced when a base filament, made from the usual 
squirted cellulose thread, is so subjected. Ву a treated filaf 
ment is, of course, meant one which has been heated elec- 
trically in hydro-carbon to produce an additional coat o- 
carbon. The ordinary base filament, whilst improved in 
some respects by the firing process, undergoes no very 
marked change in resistance, as is apparent by the curves 
iu fig. 1, showing a fired and an ordinary carbonised filament 


run at different temperatures. As the temperature rises the 


resistance falls, but at different rates. 

It is otherwise, however, with the fired treated filament. 
The resistance in this case becomes not only greatly reduced 
when cold, but is actually reversed as the temperature - is 
increased, and rises, in fact, as with ordinary metals. From 
the curve of the fired shell in fig. 1 it will be seen to increase 
continuously from the start. Ву reason of this property the 


term “ metallised filament” has been given to filaments 
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РЕЛ CONTE OF 8.1 WATTS PER CANDLE PRESSURE 
Fic. 1.—REsSISTANCE OF FILAMENTS AT DIFFERENT 
TEMPERATURES.. 


which have undergone this treatment. The resistance of a 
fired treated filament depends upon the relative thickness of 
the base and of the deposited coat, and upon the temperature 
of the firing. : 

Curves 2 to 6 in fig. 2 indicate the resistance of treated 
filaments fired at different temperatures, Curve 1 showing 
that of an ordinary treated filament. The method of 
adjustment of the furnace temperature was by leaving 
open one end of the carbon tube containing the box of fila- 
ments, and by observing when the appearance of the inside 
` corresponded in brightness with that of the filament of an 
ordinary lamp of 16 с.р. run at different pressures, the lamp 
being placed in the line of vision. The following table 
shows the point to which the temperature was carried :— 


Curve 2.— The lamp was run at 163 per cent. of its normal: 


pressure, and gave 125 candles. 

Curve 3.— The lamp was run at 161 per cent. of its normal 
pressure, and gave 163 candles. 

Curve 4.— The lamp was run at 183 per cent. of its normal 
pressure, and gave 230 candles. 

Curve 5.—The lamp was run at 200 per cent. of its normal 
pressure, and gave 280 candles. 


In Curve 6 the temperature was higher than 5, a tem- 
perature which, by Wanner's optical pyrometer, approached 
3,700? C. 

Fig. 3 shows the curve of a fired filament with a thin 
base and a thick deposit, after the manner of the once- 
familiar Cruto lamp. Here there is а remarkable increase of 


no less than 250 per cent. of the cold resistance when 
running at normal pressure. 

That carbon deposited from hydro-carbons differs in 
many marked respects from ordinary carbon derived from 
organic matter such as cellulose is a perfectly familiar fact. 


9» e І : 
CER CENTS OF PRESSURE GIVING 3 1 WATTS PER CANDLE. 


Fic. 2.—RESISTANCE OF FILAMENTS FIRED AT DIFFERENT 
TEMPERATURES. 


Instances of a rise of resistance of certain special filaments 
at high temperatures as the pressure was raised have, more- 
over, been notieed by some and probably many observers, 
and the cause has even been attributed to peculiarities of the 
carbon coat. It remained, however, for Mr. Howell to 
bring definitely to light some of the remarkable latent 
properties of this kind of carbon, and to explain at least in 
part to what they are due. 

The explanation of the change from negative to positive 
resistance seems to be due, to some extent at, any rate, to the 
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Fic. 3.—FILaMeNntT oF Tain Basr, wiTH Тнїск DEPOSIT. 


effect of the mineral matter, present in the base filament, on 
the deposited carbon ; since, when the base is preliminarily 
fired at different temperatures, the fact is disclosed that 
above a certain point the tendency of the finished fired fila- 
ment to increase in resistance becomes much less pronounced. 
It has been ascertained that the base filament “овоз 
practically all of its mineral ash constituents“ by the pre- 


А 
` 4 
Й 


Vol. 57. No. 1,446, Aveusr 11, 1905. ] 


THE ELECTRICAL REVIEW. 


215 


— — — 


siminary firing, and it has been further observed that if 
some of the elements contained in the original base be 
purposely placed in the furnace with treated filaments (whose 
bases have been previously fired) effects are produced 
similar to those observed when the bases had not been fired. 

The appearance of a fired treated filament whose base has 
been preliminarily fired is, moreover, different from that of 
опе which has not. In the former case it presents a slightly 
pebbled appearance and a rather dull grey colour ; in the 
latter it is generally much blistered—an indicatiou of an 
outflow of gas from the base when the shell was in a soft 
condition—and its surface is highly lustrous. 

„The specific resistance of the highly heated coating has 
been found to be as low as 0:00006 ohm per cubic centi- 
metre, which is very much lower than the specific resistance 
of any other known form of carbon or graphite. 

“Its specific gravity is also much higher than it was 
before heating. 

“Its changed nature is also indicated by its toughness 
and flexibility. The coating of a double-fired filament may 
be pulled off in short tubular sections, which, if pressed 
flat, will spring back to their original form when the pressure 
is removed. The same coating, before being fired, is com- 
paratively brittle, and will break with very little pressure.” 

Tested by Berthelot's chemical method, the carbon coat, 
even of an unfired filament, proves to be graphite by the 
formation of graphitic acid, but the reaction is still more 
marked after firing. Ordinary carbon, and presumably the 
base after firing, is dissolved by the reagents. The fired 
coat has the greasy feel of graphite, and gives the charac- 
teristic mark on paper. | 

“ Bamboo, coated by dipping in a solution of asphalt, is 


altered by firing, the coating changing to graphite and : 


giving the characteristic positive curve. Silk dipped in 
sugar solution also gives the same result.“ 

By removing the shell of a metallised filament the resist- 
ance Curve returns to that of the original fired base, whereas 
pieces of the shell about 1:5 in. long mounted in lamps give 
strongly the characteristic curve of a metallised filament, 
thus abundantly proving that the change is due to the coat- 
ing and not to the base. 

Metallised filaments blacken the lamp bulbs much less 
than ordinary filaments, a point of considerable economic 
importance. This may be due to the elimination of mineral 
and other matters from the base filament. What is of still 
greater commercial importance is the fact that metallised 
filaments are more stable at high temperatures ; they give, it 
is claimed, a useful life of 500 hours run at %5 watts 
per C. P., as compared with a similar life with lamps of the 
best ordinary type run at 3:1 watts per C. . Further, owing 
to the rise that occurs in resistance as the temperature 
Increases, the lamps should be especially well suited for use 
on circuits of varying pressure, Ж 

If these economic features are substantiated in "practice, 
and the lamps aré capable of being turned out to run fuirly 
. uniformly, there can be little doubt that the metallised fila- 
ment has come to stay, in spite of its increased cost of manu- 
facture, and Mr. Howell aud his colleagues, who have 
assisted in the work, will have been instrumental in effecting 
a striking improvement in the carbon filament lamp. 


Electrolytic Action on Water Mains.—The German 
Association of Gas and Water Engincers has under consideration 
the question of the destruction of underground pipes by electrolytic 
action brought about by the leakage currents from the returns of 
electric tramways, and at the recent annual meeti ng of the society 
Herr Lindley, of Frankfort-on-Maine, preseuted a report prepared 
by the committee. It appears that investigations have been made 
or are in progress at Elberfeld, Strashurg, Dresden, Leipzig, Ham- 
burg, Ergurt, and Freiburg, Bavaria, the Strasburg experiments 
being the only tests which have been completed. The results 
have apparently not been disclosed, except to the council of the 
association and the town interested. It is proposed to continue 
the investigation also in towns where electric tramways do not 
exist, but where the condition of the ground leads to the supposi- 
tion that chemical or electro-chemical action is playing upon the 
underground pipes. It is hoped inthis way to obtain further 
information on the question of earth currents. The object of the 
inquiry in general is to discover means for reducing to a minimum 
the danger of leakage currents from the return path of the circuit 
of tramways, and it is said that the measures suggested for this 
purpose will not increase the expenditure 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub 
lished unless we have the writer's name and address in our pose 


How ean I become a Commercial Engineer? 


The reporter would have made a good commercial engi- 
neer had he received an engineering training. 

* Coulomb " appears to have commenced at the right end ; 
it now only remains for him to get an appointment as a tea 
salesman, but judging from his “ wordy” letter, I am 
doubtful of his success. | 

The way to assist the Empire is to assist oneself, aud the 
way to get hold of a good salary is to see that you are worth 
it, and take pains to possess such qualifications as to be able 
to command it, and, above all, to use that great vift— 


Cominon Sense. 


\ 

The following is a good recipe :— Таке a trip to the 
Continent, preferably (Germany; pick out all the firms who 
are not yet represented in Queen Victoria Street and Upper 
Thames Street. Rub in well with your credentials and 
press until you have secured the agencies of” the best, by 
judicious playing off. Now take a small back top office in 
the City, aud mix well together, being careful to pay no 
income-tax. Stir for several years in a perfectly scrupulous 
manner, making what vou can when you have found out 
how the German does-it. Dy the end of that time you will 
be a commercial engineer; the exact moment may be 
determined when you purchase a motor-car, or commence to 
cry out loudly for protection (if that consummation has not 
been reached) from others who are doing even as you did. 
You may also have relegated most of your work to a large 
staff, to whose loyalty you appeal once a year when you 
increase (or reduce) their salaries—contenting yourself with 
interviewing out-of-work engineers who have been dis- 
charged from good positions,” by firms who share the profits 
with their staff in fat years but decline to share the losses 
with them in lean years. 

Several other ingredients are necessary, but these are trade 
secrets and are only discovered by experience. 

Farad. 


o Hem a cm t 


Political Black mail. 


I am not a telegraphist, nor am I in any way connected 
with the Postal Service. 

In my previous letter I ventured to take you to task for 
saying that the servants of the State had no right to use 
their votes to secure an increase of wages. 

You now appear willing to concede this point, and quite 
justly confirm my statement that the interests of the nation 
are sufficiently safeguarded by the rest of the voters. 

It is neither relevant nor fair to cast the imputation of 
greed upon men in order to rob them of their right to 
representation, and this is what you were attempting to do. 

I am contending for the principle of representation, and I 
decline to be drawn into the discussion of particular 
grievances. | 

We are very far yet from an equitable division of the 
proceeds of industry, and until working men take up their 
responsibility and use their votes to that end, we are likely 
to remain во, 1 

The conventional idea that men should not vote upon 
matters in which they have an interest, arises from the 
unjust restriction of power to the few; and where all have 
an equal voice, there is properly balanced control, and no 
interest need be excluded. — Indeed, the absurdity of being 
refused a vote in regard to the very things we most desire to 
vote upon, is perfectly obvious to the honest mind—such as 
I should wish to attribute to the Editors of this journal. 


216 THE ELECTRICAL REVIEW. 


[Vol. 57. No. 1,446, Auaust 11, 1905.9) 


We are familiar with the argument that the slave is not 
fit for freedom. The only way to make him so is to give 
him freedom. When working men elect their own managers 
we shall begin to achieve justice. I trust that I have said 
enough to remove your objections to that consummation. 

I cannot regard this as a trespass upon your space, for the 
issue is of vital importance, and it is greatly to be regretted 
that you should not have stood without hesitation for liberty 
and equity. | 

Т. Н. Ferris. 

Leeds, August 4th, 1905. 


I note that Mr. Ferris complains because you hold the 
view that he and his friends in the Post Office get as much 
pay as they are worth. If you will permit me I beg to agree 
with you. Our late Queen Victoria expressed the desire 
that the ranks of the telegraphists, lady clerks, &c., should 
be filled by the sons and daughters of the working classes. 
Т wonder how many of the holders of these positions to-day 
would care to consider themselves as being related to this 
class of people. I think your comparisons were entirely in 
place. Ав regards technical knowledge, I venture to say that 
very few telegraphists can compare favourably with many of 
the men in the branch of railway work to which I belong— 
viz., the electric light and power branch of the Midland 
Railway Co., several having obtained honours certificates in 
electric light and power, and yet see how shamefully this 
branch has been treated by the officials of the locomotive 
department on its being taken over by them ; hours raised 
from 54 per week to 60 per week ; apparently unavoidably 
obliged {о work two Sundays out of every three, and yet to 
have the previously allowed payment for the annual week's 
holiday stopped. If Post Office employés were treated in this 
way they might be justified in complaining. 

P. H. W. 


— — 


Electrical Engineering Extraordinary in South Africa. 


I had expected that the letter under tlie above heading 
appearing in your issue of the 28th ult. would have called 
forth a reply from an abler pen than mine in your last 
issue. 

Whatever is Mr. Clifford Jones grumbling about ? Surely 
the same economie laws govern things electrical in South 
Africa as in any other portion of the British Empire, or the 
world for the matter of that. If the firms of good 
standing " referred to do not find that it pays them to send 
satellites”? to interview the “ Pioneers of the Electrical 
Empire " and others in South Africa, they will soon cease to 
do so, it is simply a question of business and the survival of 
the fittest. 

Mr. Jones is hardly consistent in his letter. He first of all 
tells us that jobs in his territory have to be carried out ** on 
the cheap,” as far as first cost is concerned, even although it 
may cost more to run the station afterwards owing to the 
absence of such luxuries as proper draught for the boiler 
furnaces (produced by suitable smoke stacks), superheaters, 
and feed-water heaters. He then goes on to tell us a little 
story about a certain ignorant “ satellite " who, by the way, 
does not appear to have been trying after orders for cables, 
but was probably selling lubricating oil or dynamo brushes, 
but who actually advised a small supply company with two 
existing generating stations to go on running them instead 
uf scrapping one and spending a large amount on cables. 

It almost looks as though Mr. Jones is trying to blow hot 
and cold with the same breath. 


Оле Who Knows the Facts of the Case. 


Some Arithmetical Questions for Mr. Byng. 


I should like to propose one or two thoughts suggested 
by Mr. W. Pollard Digby's letter under the above heading 
in your issue of the 4th inst. E 

In the first place, a variant of the time honoured financial 
problem : If a herring and a half cost three-halfpence, how 
much would 240,000 cost ? 


The answer is not £1,000. 

May I suggest to Mr. Digby that a sound grasp of the 
principles of the rule of three is not, in itself, sufficient 
intellectual equipment for the conduct of a large industrial 
organisation. 

Do you remember Mr. Pinero's definition of a financier ? 


G. J. Lemmens, 
87, Victoria Street, S.W., 
August 5th, 1905. 


May I amend the wording of my fifth question in my 
letter of July 29th? The concluding words should have 
been, ** to say nothing of the fact that the surplus on wages 
alone is £1,265.” 

While this correction materially alters the wording of that 
sentence, it does not in any way vitiate the obvious con- 
clusion, that, under all the circumstances narrated, if 2,000 
men were emplayed for the manufacture of goods worth 
£13,265, this would only involve serious loss. 


W. Pollard Digby. 
London, W.C., August Ath, 1905. 


NAME WANTED.—AÀ correspondent wants the address of 


the makers or agents for Kennedy’s patent tube-bending 
machine. | 


REVIEWS. 


Gleichstromerzeuger, und Motoren: ihre Wirkungsweise, 

Y 2 E = е А 
Berechnung und Konstruktion, Ву W. WINKELMANN. 
Hanover: Gebrüder Jáànecke. 1905. Price M. 3.40. 


This little book forms the third volume of Königs- 
werther's ** Repetitorien der Elektrotechnik," and, like the 
rest of these volumes (some of which have previously been 
noticed in these columns), it is intended simply as a sum- 
mary of the more generally accepted views on the subject 
dealt with. 

It in no way competes with the ordinary text-book—in 
fact, such books as Arnold's and Kapp's on direct-current 
machiuery are constantly referred to—but gives a. connected 
account of up-to-date rules and methods of design, together 
with a minimum of explanatory matter. By itself the book 
would, therefore, not be of much service either to the 
beginner or to the experienced designer, but as а guide to 
the advanced technical college student in his reading it may, 
as stated in the preface, prove of considerable use. : 

The subject is dealt with under three headings :— 
(1) General principles governing design; (2) the methods of 
applying these principles ; and (3) the detailed working out 
of a numerical example consisting of a standard four-pole 
25-kW. dynamo. 

The information given is accurate, though a little indefinite 
in parts, owing to the insertion, without critical comparison, 
of more or less contradictory rules given by different 


. authorities in reference to one and the same point in design 


.J., the determination of the iron losses and of the tem- 
perature rise in armatures. This difficulty can, however, 
usually be got over by the help of the numerous references 
given to more complete treatises. A short tabulated list of 
references to the chief articles on dynamo design in the 
German, English, French and American technical Press 
during the last 10 years is also given, but might, with 
advantage, have been made much more complete. The book 
is sufficiently indexed, and all the symbols employed are con- 
veniently collected in a table at the end. 


6 NV".Rays. By R. BroNpLor. Translated by J. Garcin. 
London : Longmans, Green & Co. 1905. Price 3s. 6d. 
het. 


This is a collection of papers on “ N "-rays, admirably 
translated into English, which have been communicated from 
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time to time by Prof. Blondlot, the discoverer of the rays, 
to the French Academy of Sciences. Under ordinary cir- 
cumstances, the publication of a book on any newly-dis- 
covered scientific phenomenon in the carly days of its 


investigation, before its exact relationship to cognate facts 


or hypotheses has been determined, is to be greatly depre- 
cated. But the circumstances here are most exceptional, 
insomuch ав the very objective eristence of the “ N "-rays 
has been denied by competent observers like R. W. Woods, 
Rubens and Lummel, Schenk, McKendrick, Campbell- 
Swinton and others, so that it is very desirable to 
he able to trace, in their author's own words, the 
story of these alleged remarkable discoveries. The ** N“ 
rays are emitted by incandescent gas mantles, Бу 
Nernst lampe, by bricks, flints, &c., that have been 
exposed to sunlight, by bent canes, files, tempered knife 
blades (even one from a Roman tomb !), and, in general, 
from metals and other bodies that have been. subjected to 
some &tate of molecular strain, and finally from tlie nerves 
and muscles of living organisms. The rays have the 
roperty of increasing the luminosity of faint sources of 
licht, and of increaging, though not exciting, the emissivity 
of feebly-phosphorescent surfaces, and it is the latter 
quality, in particular, that has been utilised in the investi- 
gation of their properties. Most remarkable of all, they are 
said to excite in the eve itself an increased sensitivencss of 
vision for feebly-illuminated objects. The rays can be 
reflected, refracted and polarised, and their wave-length is 
supposed to be from 50 to 100 times shorter than that of yellow 
light. — Such, in brief outline, аге the properties of 
M. Blondlot’s * N "-rays. Into the fascinating controversy 
as to whether they exist objectively or whether, as Lummel 
and Woods suggest, they are merely subjective and physio- 
legical, we cannot here enter; the question must still be 
considered as being sudjudive. But it should be mentioned, 
first, that the effect of the rays on а phosphorescent screen 
has been recorded photographically (p. 66) in such a 
eonvincing fashion as to leave little room for doubt as to 
ebjectivereality ; and secondly, M. Blondlot has been careful 
to warn observers * that it is indispensable in these experi- 
ments to avoid all strain on the eye. . o. The observer 
must play an absolutely passive part under penalty of seeing 
nothing. No attempt at an accommodation must 
be made. . . To attain this requires some practice, 
and is notan easy task. Some people, in fact, never succeed.” 
More recently Mr. F. E. Hackett, in а communication to tlie 
Royal Dublin Society, and M. Blondlot himself have indi- 
cated ingenious quantitative methods for observing “ № ”-rays 
Which should lead to unanimity on this vexed question; 
in the meantime, the publication of Blondlot'8 papers 
is most opportune, and it wil have well served its 
purpose if it stimulates more interest in the subject on the 
part of English physicists than has up to the present been 
evinced, 


A phosphorescent screen forms a useful frontispiece to the 
book. 


Radium, and all about it. By S. R. Зоттохк. London: 
Whittaker & Co. 1905. Second edition, revised. Price 
18. net. 


Radium is а mysterious substance, of which even to-day 
we know nothing definite. We are not sure whether it 
answers the chemist's existing definition of an “ element“ or 
not. Only one of the properties it exhibits when more or 
less imperfectly separated from the materials accompanying 
it in nature has been. deeply investigated, for hitherto only 
that one property has seemed worthy of special attention. 
And yet that property has the effect of setting many of our 
leading men of science by the ears, for the doctrines of the 
conservation of energy and the immutability of matter appear 
to be called in question by it. Members of the general 
public are presumably not at all interested in such” matters, 
but for some reason or other their imagination has been 
eaught by radium, and they want to read about ijt. Mr. 
Bottoue's little volume has, no doubt, been prepared to 
answer their demand, not to form a text-book : for the author 
(or the publisher) who issues a book containing “all about” 
a subject of which we know во very little, can hardly expect 
to be taken quite seriously by the technical reader. 


А 
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Judged from this standpoint, Mr. Bottone has suc- 
ceeded in his aim, especially in his earlier pages. He 
has included some reference to nearly all the experi- 
ments which have been made, and he seems to have 
described those experiments, and to have indicated their 
meaning, as simply as possible in his own words. Later on, 
however, by quoting or paraphrasing many of the investi- 
gators into the properties of radium, he has repeated himself 
a good deal; and he has used certain non-technical 
periodicals somewhat freely as sources of original informa- 
tion. In his last chapter, entitled“ Theoretical Considera- 
tions,“ a more serious blemish occurs, for in paragraph 26 
Mr. Bottone has adopted a method of writing which leaves 
us in doubt more than once whether he is giviug us his own 
views or those of others. Sir William and Lady Huggins 
and М. Berthelot have been left least protected with the 
inverted commas or other safeguards that are their duc; 
while, on page 88, reference is made to u grain of musk 


which has been radio-active for 40 years, but whose lawful 


ownership is beyond our comprehension, 


* 


Teloyraphy. By Sir W. H. Preece, K. C. B., F. R. S., and 
Sir .J. SivEwnIGHT, M. A., K. C. M. G. Eighteenth Im- 
pression. New Edition. London: Longmans, Green 
und CO. 1905. Price 78. 6d. 


This work shows no apparent sign of losing popu- 
larity, and although the authors have, to some extent, 
necessarily lost touch with tlie subject as it was 
originally introduced, Ze., telegraphy from a Post Office 
point of view, yet the information given has, to a fuir 
extent, been brought up to date in regard to Post Office 
apparatus, whilst the addition of such matter as “ wireless 
telegraphy,” ** paper-core cables,” and an extension of the sub- 
ject of submarine telegraphy, has added to the value of the 
book. In so far as completeness is concerned, it may be 
mentioned that the British standards for copper conductors, 
adopted Jast year, have been introduced. 

In the chapter on batteries the brief and bare reference to 
* Dry Batteries“ seems hardly sufficient; the description of 
the almost-forgotten Grove and Bunsen cells (which have 
practically nothing to do with telegraphy) might with 
advantage have been omitted to make room for a detailed 
description of some form or forms of dry cells. Something 
more about the use of Secondary Batteries" in telegraphy 
is very desirable in the book, seeing that these have entirely 
superseded “ primaries " in all offices of any size. In fact, 
Batteries“ may distinctly be said to be lacking in modernity. 


In the chapter dealing with the Wheatstone A B C instrument, 


the long obsolete uninduced form is still to be seen, whilst 
nothing is said of the most recent form of transmitter with a 
Siemens armature, though this has been in use for some 
years. 

On the other hand, the Steljes type printer is appropriately 
described. The ingenious Murray“ printing telegraph, 
which is in course of introduction into the Post Office, is 
dealt with briefly, but clearly; more is likely to be heard of 
this apparatus in the future. In Chapter XI. the recently 
introduced telegraph’ switching system is fully described ; 
this system is doing valuable work. The telephone chapters 
do not strike one as being particularly up to date, but 
the rapid advance of telephone work, and the continual 
changes made in the forms and systems of apparatus, make it 
extremely difficult to keep pace with the growth of the same 
where literature is concerned. Valnable as“ Preece and Sive- 
wright's Telegraphy“ undoubtedly is, as an exponent of 
modern practice we are afraid it is getting a little ancient ; 
but the task of correcting this is an extremely difficult опе, 


Die Asynchronen Drehstrommotoren, thre Wirkunysweise, 
Prüfung und Berechnung. By Dr. G. Bextscuke. (Vol. 
V. of ** Elektrotechnik in Einzel-Darstellungen,") — Price 
M.5 p.50. ; 
Athough there would hardly seem to be any call for 

another book (especially in German) on the induction 

motor, such a series as the “ Elektrotechnik in Einzel- 

Darstellungen ” would be incomplete without some treat- 

ment of the subject, so that a certain justification exists in 

this case. At the same time it helps to fill a gap between 
i F 
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the very generalised treatment of Behrend's little book and 
the somewhat involved, thongh more complete, treatment of 
Heubach's recent book, “ Der Drehstrommotor.“ 

In order to save space а knowledge of the first principles 
of alternatiug current work is assumed, and frequent references 
to a previous volume by the same writer (“Die Grundgesetze 
der Wechselstromtechnik ") occur. 

The use of the higher mathematics is successfully avoided 
throughout, and simple, analytical and graphic methods are 
selected instead. There is, however, a tendency to multiply 
equations without sufficiently explaining the results arrived 
at. This is especially the case when dealing with the 
Heyland diagram, the justification for which is allowed to 
rest too much on the mathematical proof, and too little 
on a physical conception of the action of the motor. 

The great simplicity and accuracy of this diagram, as used 
by the designer, are also not sufficiently brought out. 

The book does not profess to be a handbook of design, во 
that the marked absence of numerical examples (beyond the 
single 2-H.P. three-phase motor whose consideration runs 
right through) is more or less justified, but it detracts from 
the clearness in parts, and is the more to be regretted as 
the author has, obviously, a very full experimental know- 
ledge of the subject. 

The chapter on the practical arrangement of the stator 
and rotor windings is everything that could be wished, and 
amongst the other good points of the book are a full des- 
cription of motor starting arrangements, a discussion of the 
somewhat neglected question of the effect of rotor hysteresis 
and eddy-currents on the torque of the motor, some useful 
hints on motor testing, including a novel method of the 
author's for arriving at the friction loss in an induction 
motor by measuring the slip at very light loads, and a 
section on the use of induction motors as generators, as 
brakes and in cascade connection. 

The book will, in fact, be found to form a useful addition 
to апу of the more comprehensive treatises on alternating- 
таш work, even if it is not sufficiently complete to stand 
alone 


THE PREVENTION OF OVERHEAD 
ACCIDENTS. 


By ROBERT N. TWEEDY. 


ForrowiNG the article in your issues of May Sth and 12th, it 
may interest some of your readers to know how the safety of 
the overhead equipment is guarded on one of the large 
Midland systems. 

The earliest portions of the network were erected seven 
years ago, when tlie experience of constructional engineers 
was not so mature as it became later, and when half the 
appliances common to modern lines were not available. Тһе 
trolley-wire was suspended rigidly from the bracket-urms, and 
was insulated therefrom by the hanger-bolt and a bit of red 
fibre. Insulated turn-buckles were used to attach spau 
wires to poles, and other things were done which would he 
termed errors if they were specified now, but were accepted 
as good practice then. 

Anyone who has had the misfortune to live with trolley 
wires, insulated as described above, will acknowledge that the 
fibre insulation is just a snare and a delusion ; a delusion in 
that it is a good conductor under certain conditions, and a 
snare because it may test all right during the day and fail the 
same night. Double sleeves of vulcanite or ebonite are 
better, but are still treacherous. Some time асо the leader 
of a team of three horses was unfortunate enough to touch a 
“live ” centre pole, and, stumbling into better contact still, 
was killed immediately. The chain traces put the other two 
in the circuit and they, too, fell without a struggle. That 
accident was directly due to the sudden failure of the fibre 
sleeves under a rigid hanger-chp after very bad weather 
which had continued for some days. "The last time that 
insulator had been flashed by the inspecting linemen it was 
sound, and the nightly leakage tests gave no indication of a 
coming fault. At the very time the "accident occurred the 
rigid suspensions on this line were being replaced by flexible 


suspensions and reliable double insulation, aud it goes 
without saying that the change was made in double quick 
time after that unpleasant affair. 

The leaderette in the ELECrRICAL REVIEW of May 26th, 
1905, throws diseredit on the daily leakage test prescribed by 
the B. of T., and the experience just given would appear to 
add evidence in the same sense ; but, far from disregarding 
these tests after the accident, every effort was put forth to 
make them more effective. It was felt that a large per- 
centage of failures would never be made known in their 
incipient stage by means of the nightly test, but it was 
known that а certain—or rather an uncertain— percentage 
of failures, not only of insulators but also of section feeders 
would be notified in this way, and it was determined to take 
every advantage of it. Most of the objections to a nightly 
test mentioned in the leaderette referred to above had been 
faced and overcome long before. The worst one, as usual, 
was that of the trolley poles being left on the wires at 
distant depóts, but by making the night-foreman or charge- 
hand at each depot responsible for opening the depot switch 
or circuit-breaker on receiving a prescribed signal or message, 
this trouble was quite neutralised. 

One extensive portion of the system was tested on Sunday 
mornings only, as it included a battery sub-station three 
miles from the main power house which was left unattended, 
but connected to the line through a fuse between. 11 p.m. 
and 6 a.m. every night. Obviously, therefore, no. leakage 
test could be made at the main power house on that particular 


section. 


As a matter of fact, no: accutane lint ever occurred on this 
section, probably because the overhead. construction was all 
крап wire, and the double insulation thoroughly reliable, but 
a third shift was put on at the sub-station, consisting of a 
lad whose chief duty was to take the battery off the line on 
receiving a telephone message, or a flash signal, and to put 
it on again when the tests had been taken, This operation 
takes five minutes at the outside, and the remaining seven 
hours and 55 minutes of the lad's time, less meal times, is 
occupied in piece-work of a light nature. 

Leakave tests of all lines ure taken nightly from two main 
power stations, and the attendants or engine-drivers who take 
them have instructions to telephone to the assistant engineer 
who is responsible for the уа work immediately the 
reading on any feeder exceeds yg ampere, after making sure 
that trolley poles or lamps are not causing it. “The assistant 
then turns out with reluctance varying directly as the 
temperature and inversely as. the number of hours he has 
slept, and goes not to bed again until. the line is clear, 
When the high reading is due to a voltmeter which has 
been left across the line, or to some folly of that kind, all the 
scismographs in the neighbourhood go off the Sale. Within 
the last 12 months at least two inc ipient failures have been 
detected and removed before traffic started next dax. That 
sounds insignificant, but it is conceivable that both of those 
faults might have cost the company far more than the small 


amount which covers the extra vigilance entailed. 


Qu an indifferently maintained line, calls on account of 
high tests will be more numerous than on line which is 
covered аб frequent and regular intervals by clever and 
conscientious linemen. Undoubtedly that particular brand 
of lineman first has to be caught, but he is not such a таге 
bird as many think. 

When you come to think of it there is no part of a 
tramway, more than the overhead equipment, which requires 
a man with such attributes, for no otler part— power 
station, cars, permanent way, even cables—is so inaccessible 
to the engineer. Not that any tramway engineer disdains to 
go up the tower wagon on occasion, but his inspections 
necessarily must be limited, both in time and space, to a 
small fraction of the total necessary. He has to depend, 
therefore, on the linemen for the most part, and they must 
be worthy of their trust or trouble will come. 

There are lines in operation on which the pressure brought 
on the engineer to reduce the wages bill is so heavy that the 
nominal lineman is working in the shops for the greater part 
of his time. That may be a source of economy for a period 
limited by particular circumstances, but it never fails to 
prove disastrous, or, at least, extravagant in the long run. 
Very short lines with very easy services may do with a 
fractional lineman, and it is not wise to state a definite limit 
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beyond which one lineman, at lenst, ought to put in full time 
at his name-work. 

Iu order that the overhead equipment shall be as nearly 
accessible as is possible under the slave-driven conditions of 
the engineer's life, а daily report should be received from 
each lineman, ив is suggested in your previous articles, and 
particular importance should be attached. to these reports 
being filled up in every detail and sent in punctually. 

А sample daily report selected аб rundom.is shown below. 
This form is no more permanent than any other, but it is the 
outcome of much practical experience, and has risen from the 
ashes of several others. Both the work done and the work 
left undone are set out, and the time spent ou any particular 
job, together with the material used, can be seen at any time 
without referring to time-sheets and requisitions or stores’ 
ledgers. | 


LINEMAN’S DAILY REPORT. . 769 


'ffHesk SHEETS Must BE Kept CLEAN, А SEPARATE SHEET TO KK USED FOR 
EACH SECTION. 


Хате H. DUDGEON. Date Dec. 16th, 1904. D. & S. Section. 


\ 


Hours Er on each Route or Account 


DgTAIL8 oF Work Done, joli, No. No. 


! From. To. Hours. 


UL ee | — ot А — вр 


| 


Cut down апа removed two\ | | | 
spans, and 320 yds. guard 
wire. Replaced same with | 
new wire, tied and bonded it, 
at Attwood and Jones, \ 
Stourbridge. | 

Spliced in 10 ft. 7/18 cable in 
place of guard wire over 
trolley round  Brettell Lane B5 
curve. 


p.m. 
1 5 6 [I 


DETAILR or MATERIAL UsED. 


-———-- ae DEA S -——— -e — — wm — — — — — — 


70 ft. span wire (secondhand but good). 


280 yds. 
guard wire, 10 ft. 7/18 cable. | 


— ED 
i 
i 
i 
| 


DETAILS OF MATERIAL REMOVED (State whether good or #старреа). 


Number 
Two guard spans, and 280 ft. of guard wire--serap. 40 vds, of 
of good guard wire. Samples of the guard wire attached. eeu 


REPORT or ANY DEFECT ON WHICH WORK STILL HAS TG BE DoNE. 


Time out алп. 11 ран. fo 5am. Meal times am. am. 
p.m. pm рт. Time worked 6 Horse hoursll p.m. to 5 a.m. 
AN.B.— Horse hours to count from time of leaving to time of returning 


to Depét. 


Owner of horse, J. WILDE. Certified by T. S. 
Noted by R. N. T., Engineer. 


Besides the direct value to the department these details 


might chance to have a decided indirect or latent value. If 


а serious accident took place, notwithstanding the best efforts 
of the concern, the B. of Т. or the coroner, or the judge, might 
have their opinions favourably affected by sight of a con- 
tinuous and substantial record of the work done at the 
unlucky spot, and over the whole of thesvstem. In order to 
render this still more effective it is advisable either to enter the 
number of the lineman's daily report against any entry of 
goods and wages in the ledgers, or the folio numbers of those 
ledgers on the report itself, so providing a verified reference 
to the cost of any work on the line. 

While overhead maintenance and repair has a separate 
series of index or identification letters (e. )., D Ry = Repairs 
to trolley-wires and attachments), in the same way that car 
repairs or costs of generation have distinct series, every route 
has a distinguishing number (eg. L, == Kinver Light 
Railway), and the cost of maintaining every route is kept 
separately. 

There is а special day for the inspection of every route, 
and nothing whatever, except an emergency call, is allowed to 
interfere with this inspection. "The more populous routes or 
parts of routes are inspected in detail once a week—rain or 
shine—and the remainder once every 28 days. These 


inspections are thorongh, and the linemen know that time is 
the least important object, so long as they use it properly: 
and they work in such conspicuous positions that a scamp is 
soon nailed. я 

All testing and inspection is done from'the platform of a 
tower wagon, and as it is not feasible to lower the lineman 
or to raise the platform at every point of suspension of the 
wires, the man stays in his elevated position all the time. 
On this account it is essential that the horse be of a serious 
turn of mind, and that the driver be alive to his responsibili- 
ties. The most useful horse for inspection work is the 
animal that goes to sleep directly it is stopped. Under such 
conditions the driver can give the lineman а hand without 
troubling to unhitch the steed. 

Every insulator is tested by flashing in the manner shown 
below. The driver holds the insulated wire E, and makes 
contact with the rails when the tower wagon stands under a 
span. This arrangement permits all the insulators on one 
крап to he tested without moving the wagon. Either a 
voltmeter or a fuse is used, generally a fuse, aud the 
testing apparatus is of the simplest construct'on, being made 
of two pieces of wood joined in the shape of a Y, with wire 
staples along the three legs and bits of fuse wire connected 
to the wires WI. E and W, E. Supplies of the right size of 
fuse wire are carried on each wagon so that there can be no 
excuse for opening the station circmit-breakers when a fault 
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Testing Wire 


Insulated Hangers 
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Fig. 2 Testing £ 
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TESTING APPARATUS. 


is disclosed. Placed conveniently on the handle of the fork 
is a bell push by which connection with rail is made at will. 
Of course, it would be possible to fix contact arrangements 
on the platform of the wagon and bring the connections to 
switches and voltmeter below, so that the lineman would not 
have to travel on the top, but visual inspection proceeds with 
the flash test, and for that the lineman must be on the 
platform. 

The engineer sees every daily report and initials it after 
the mains engineer has passed it, and it is returned to the 
latter to be embodied in a weekly report which summarises 
under various headings the result of the week's work. The 
mains engineer keeps a private record of repairs outstanding 
as detailed on the lineman's reports, and cancels a job as 
soon as its completion is notified on a daily report. 

These precautions have resulted in a pleasing immunity 
from accidents and emergency calls, although most of. the 
lines are more than three years old, and some nearly seven, 
80 that all the troubles due to age and light trolley wire are 
always awaiting the least relaxation of detective keenness to 
become active. The lineman carries а wire-gauge with 
which he takes frequently the size of the trolley wire at hard 
worked places, and directly a fixed limit gauge slips on, 
that length of wire is replaced. Sweated ears are used with 
cireular wire, and as the wire is hammered aud arcked away 
by the trolley wheels (as it is inevitably, sooner or later, 
wherever circular wire is used) the ear is removed carefully 
and replaced with & longer ear which well covers the worn 
parts. This can be continued until the ears become unwieldy, 
at which atage the length of wire is renewed. 
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Directly a report comes in that a trolley pole has de-wired 
and has opened a station circuit-breaker by fouling guard- 
wires, a lineman is sent to examine trolley and guard wires 
at the spot for burns, and to put in a splicing sleeve if the 
trolley wire is scarred at all. As reports of these accidents 
do not always find their way into the office, the inspecting 
lineman examines carefully not only the points of suspension 
but the whole length of wire in between, and many breaks 
which might have had serious consequences have been 
averted by care in this direction. Everything that can rust, 
or gather metallic and sooty particles from the air, is brushed 
or scraped, and painted, at least twice a year. 

The linemen have charge of the section pillars, and see 
that they are kept clean and that there are spare fuses in 
each, Inspectors and motormen are encouraged to notify 
the office whenever they see something the matter with the 
overhead work, and lectures are given every week for the 
instruction of all employés who care to come, on the best 
methods of dealing with overhead troubles. On more than 
one occasion these lectures have borne good fruit, and have 
encouraged continued efforts in the direction of education. 


~ 


PHYSICAL SOCIETY. 


AT the meeting held on June 16th, 1905, Prof. J. H. Poynting 
F.R.S., President, in the chair, a paper “ On the Ratio Between the 
Mean Spherical and the Mean Horizontal Candle-Power of Incan- 
descent Lamps” was read by Prof. FLEMING. This paper contains 
a theoretical deduction from first priuciples of experimental results 
given by Mr. G. В. Dyke, B. Sc., in a paper read before the Physical 
Society on November 11th, 1904, respecting the ratio of the M.S,C.P. 
of incandescent electric lamps to the M.H.c.P. taken when the lamp 
was rotating round a vertical axis. In the case of nine different 
types of electric glow lamps, this ratio was found to be a number 
near 0778. The author shows, by discussing the simple case of a 
linear filament, that the ratio of the M.s.c.P. to the horizontal 
candle-power for this last case must be represented hy the value 
7/4 = 0'785, and hence that the constant ratio found experimentally 
by Mr. Dyke necessarily follows as a sinfple consequence of the fact 
that the light sent out in any direction from each unit of length of 
an Incandescent filament varies as the cosine of the angle of 
inclination of the ray to the nornial to the filament. In the paper 
it is shown also how a simple correcting factor may be obtained for 
reducing the actual horizontal candle-power of a linear filament of 
finite length to the candle-power in the same direction which would 
be found if the elements of the filament were concentrated on the 
axis of the photometer and all normal to it. 

Mr. G. B. руке briefly described the experiments which had been 
performed to justify the law. ` 

Prof. J. А. FLEMING said he had tricd to impress upon lamp 
users the advantages of expressing candle-power in terms of the 
total flux of light per watt consumed. Now that a simple relation 
had been established between M.s.c.P. and M. H. C. P, there was no 
excuse for expressing the candle-power of a lamp as its maximum 
horizontal candle-power. 

Dr. Н. А. WILSON read a paper on “ The Electrical Conductivity 
of Flames.“ The paper contains an account of a series of experi- 
ments on the conductivity of a coal-gas flame for electricity between 
platinum electrodes immersed in the flame. 

Dr. WILSON suid that the salts of cesium, rubidium, potassium, 
sodium and lithium imparted conductivity to flames in the order 
named. This order was also the order of the atomic weights. He 
had found that a flame could be used as a rectifier when using 
alternations of about 100 cycles per second, but was not sure whether 
it would rectify rapidly alternating currents. 

A paper on ‘Contact with Diclectrics" was read by Mr. Rorro 
APPLEYARD. Among the conclusions arrived at were the follow- 
ing: —Fxcept iu the case of homogencous dielectrics, it is mis- 
leading to deduce, specifie values referred to unit cube of the 
material, from the results of tests on sheets. 
trodes, the apparent resistance of press-spaln diminishes as the lead 
Inercases, and it attains a fairly constant value at а load of 
400 grammes per єтї? 

For small loads, with tin-foil electrodes, the second-minute 
deflection is in general greater than the first-minute deflection. As 
the load increases, a point is reached at which these deflect ions 
become approximately equal. For loads greater than about 
300 grammes per cm’, the first-minute deflection is in general 
greater than the second-minute deflection, 

Increase of voltage, with tin-foil electrodes, especially with 
small loads, behaves like increase of load, apparently increasing the 
contact area, and diminishing the observed dielectric resistance. 
Load, voltage, and the normal effect of “ absorption" thus combine 
to determine the ratio of the first-minute detlection to the second- 
minute deflection. 

When mercury electrodes are used, the dielectric resistance, 
as measured at different voltages, is sensibly the same, even for 
abrupt and great changes of voltage. 

When mercury electrodes are used, the second-minute 
deflection is in general never greater thun the first-minute detlec- 
tion. The inference is that when, with tin-foil electrodes, the con- 
verse is the case, it arises from imperfect contact, and net from the 
material itself, 
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With tin-foil elec- | 


When mercury electrodes are used, the dielectric resistance, 
as measured with a voltage applicd ina given direction, is sensibly 
the same as that measured with the voltage reversed, and this 
equality appears to become greater after a few reversals. 

There is a critical load at which tin-foil electrodes yield 
fairly accurate results. With greater loads, there is danger of 
crushing the material. With a less load the contact. is faulty. 

Mr. Davip Owen, in reference to the variation of apparent 
resistance with ‘the volts applied in the case of the expcriments 
made by the author where tin-foil eleetrodes were used, pointed 
out that an effect of the same kind takes place in the case of 
the leakage resistance of condensers of paraffined paper and tin-foil. 

Mr. A. CAMPBELL said Mr. Appleyard had established the advan- 
tages of mercury electrodes. Mr Campbell had used tin-foil and 
indiarubber electrodes for the last 15 years, and mentioned that 
before they were adopted at the National Physical Laboratory for 
Mr. Rayner's and other work, they were put through a series of 
tests with varying weights, and from the observations a working 
pressure was chosen which gave tolerably accurate results; He had 
also tried guard-wires with several kinds of sheets, and found that 

. the surface leakage was negligible. When measuring the capacities 
of thin sheets, tin-foil electrodes gave results which in some cases 
varied with the applied pressure. For example, with dry paper as 
dielectric, increase of pressure gave considerable increase of 
capacity, and since in this case the contact does not matter, the 
effect must have been due to approach of the electrodes. If the 
paper be black-leaded the change of prexsure has less effect. He 
therefore suggested that in cases where mercury was inconvenient, 
the use of black-lead might be of advantage. 

The following papers were taken as read:—“ The Pendulum 
Accelerometer; an Instrument for the Direct Measurement and 
Recording of Acceleration,” by Mr. F. LANCHESTER. © A New Form 
of Pyknometer,” by Mr. N. V. STANFORD. 

Mr. RoLLO APPLEYARD exhibited a Refractometer" for the 
determination of refractive indices, which can be used as an 
ordinary spectrometer, as an Abbe refractometer, or as а Pulfrich 

.refractometer. 

At the closing meeting held on June 30th, Dr. R. T. Glaze- 
brook, F. R. S., in the chair, a paper on “The Comparison of 
Electric Fields by means of an Oscillating Electric Needle“ was 
read by Mr. D. OwWEN. This paper describes experiments which 
show how an “electric needle" may be used to measure electric 
fields in a manner similar to that in which a magnetic field is 
measured by an oscillating magnetic needle. The needles used 
were cylindrical in form, of aluminium or of brass, and were sus- 
pended by quartz fibres 3 or 4 in. in length. They may be used in 
alternating as well as in steady fields, aud may be applied to illus- 
trate many of the laws of clectrostatics. The shielding effect of 
some dielectric materials was examined with a needle suspended 
centrally in the uniform field between a pair of parallel plates. 
The paper concludes by pointing out that an electric needle sus- 
pended between a pair of parallel plates forms a simple means of 
measuring high voltages, since the frequency of vibration is simply 
proportional to the voltage between the, plates. 

Prof. R. W. Woop read a paper on ‘The Magneto-Optics of 
Sodium Vapour and the Rotatory Dispersion Formula.” The paper 
describes the phenomena which are presented when sodium vapour 
is formed in the magnetic field. Inthe case of very dense vapours 
the rotation has been measured over a considerable range of wave- 
lengths, namely, throughout the region comprised between A = 
5,840 and A = 5,922. The paper concludes with an account of the 
bright line spectrum produced by magnetic rotation which presents 
itself when the Nicol’s prisms of the apparatus are crossed. 

Prof. R. W. Моор also read a paper on “The Fluorescence of 
Sodium Vapour." 


BUSINESS NOTES. 


Charge of Defrauding Electrical Firms.—5ome of 
the daily papers have been publishing a good deal of information 
lately concerning certain electrical frauds which are said to have 
been going on in London for some time past. Some light as to the 
actual charges was thrown on the matter on 3rd inst. when Richard 
Rosenberg, 33, was charged at the Guildhall with conspiring to 
defraud Messrs. Strode & Co., electrical engincers, of St. Paul's 
Churchyard. Warrants had also been issued against Win. Leslie 
and Frances Cheeseman in connection with the same charge. It is 
reported that the sums obtained from several prominent electrical 
firms amount to upwards of £20,000. Mr. К. Tweedie Smith— 
whose name is well known to most of our readers, he being the 
honorary solicitor of the London Electrical Contractors’ Associa- 
tion~appeared for the prosecution, and the magistrate granted a 
remand until Wednesday last, August 9th. The matter was up at 
the Guildhall on that dav, when George Webber, an ironmonger, of 
Putney, and Rosenberg, surrendered to their bail. Two other 
persons were mentioned in connection with the charge — Wm. 
Leslie, and a woman, Frances Cheeseman. It appeared that during 
May, June and July, they obtained many thousands of pounds in 
money and goods from electrical firms. Rosenberg posed as a 
“Mr. Knight" of a company called the “Electrical Accessories 
Co.,“ formed last November, which occupied a back room in 
Holborn. The full details of the methods adopted for obtaming 
money and goods appeared in the Zémes yesterday. Mr. Bodkin 
conducted the prosecution on Wednesday, and the prisoners were 
remarded on bail. 

Disclaimer, —The ACCESSORIES MANUFACTURING Co., 
Ітр., of 9 and 10, Wells Street, Oxford Street, W., ask us to point 
out that they have no connection whatever with the Electrical 
Accessories Co., of Terminus Chambers, which is mentioned above, 


| e 
— — —— o -- + —— —— u — o — 


ж 
` 
` 


Vol. 57. No. 1,446, Avaust 11, 1905.] 


THE ELECTRICAL REVIEW. | 


Brooks's Motor Starter.—Mr. H. B. Brooks, of Gran- 


ville Works, Tennant Street, Birmingham, is placing on the market 


a patent differential Fool Proof" motor starting rheostat, which 
is designed to completely protect electric motors from damage, 
particularly the burning out of armatures by a too rapid operation 
of. the ordinary starting switch by inexperienced or careless 
attendants. This device is simple both in construction and action. 
Fig. 1 shows the general appearance of the starter with cover 
removed, and fig. 2 is а diagram showing the mode of operation. 


— w- 9m 


Fic. 1l.—Bnooks's MOTOR STARTER, CovER REMOVED, 


Fic. 2.— DIAGRAM OF STARTER. 


"The switch has two levers, E and D respectively (see diagram), 
working on the same centre d. The lever р, viz., the coil lever, 
has upon it a fixed electro-magnet, wound with a coil c, which is 
arranged in series with the electro-magnet F, and in circuit with 
the shunt winding of the motor. Upon the coil c is placed a series 
winding B, working in opposition to the coil c. The winding в is 
connected in series with the main armature circuit. The lever Е 
has an armature L fixed upon it which is attracted by the electro- 
magnet on the coil lever. On the lever E there are also fixed three 
brushes, two for the purpose of completing the shunt circuit of the 
motor, and one working over the resistance studs к carrying the 
motor armature current. 

On the coil lever р is fastened a small catch м engaging with the 
armature lever E, and so arranged that when the lever р is pulled 
over by means of a handle, the catch м draws the armature lever 
also until it arrives at a position at which the shunt circuit of the 
motor is complete. After this point the catch M is raised by press- 
ing on the inclined plane N ; when this has occurred the armature 
lever E relies upon the magnetism of the electro-magnet on the 
coil lever p to draw it over to the last stud, where all the resist- 
ance is cut out, and where it is held by means of the usual no- 
voltage release electro-magnet. 

If the operator switches on too quickly, the sudden rush of 
current which takes place in the winding D demagnetises the 
attracting magnet and releases the armature lever E, which then 
returns to the dead or original position, irrespective of the posi-- 
tion of the lever р. 

In case of the motor working under too henvy a load, the attract- 
ing magnet is again demagnetised, and the lever E~is released and 
returns to its dead position, which disconnects the shunt circuit on 


the quadrante н and 1 (and in doing so allows the induced E. x. F. 
to dieaway across an auxiliary resistance); thus the electro-magnet 
F becomes demagnetised and the lever р returns to its off position. 

In case of the shunt circuit being incomplete, the attracting 
magnet does not become magnetised, thus making it impossible to 
complete the armature circuit, as the catch M releases before the 
main brush reaches the first live contact stud. 

The overload release (and also the advantages stated above) 
being independent of any short-circuiting devices, the trouble 
caused by corroded and dirty electrical contacte is avoided, and 
their reliable action is ensured. f 

Starting switches above 3 B. H. P. are fitted with a carbon break, 
and above 5 B.H.P. with renowable contacts. . 


Incandescent Lamps.—The European Electric Lamp 
Mannfacturers’ Syndicate, which includes all the leading makers of 
glow lamps on the Continent, has arranged for representation in 
this country by Mr. Martin Kaul, who, though not residing here 
permanently, pays frequent visits to London, his address being 
Holborn Viaduct Hotel. As is generally known, the syndicate was 
formed to keep up the quality and price of Continental lamps by 
preventing excessive competition. 


Oil Feeder Contract.—Messrs. Joseph Kaye & Sons, 
Ltd., of Leeds and London, have received an order from H.M. 
Navy for 4,700 of their new patent serrated scamless oil feeders. 


Electrical Developments іп Valparaiso. — Mr. 
Rowley, H.M. Acting Consul-General for Chili, gives in his annual 
report for 1904 particulars of the works being carried out near Val- 
paraiso by the Electric Light and Traction Co. These particulars 
are, on the whole, intelligible, although such expressions as “ three- 


. phased generators” and “compound snperheating steam type 


\ 


engines,” each mounted on its own independent boiler,” are some- 


. . what irregular. The generating station will be about five miles 


north of Valparaiso, the water being brought through tunnels some 
17,000 yds. in length from the reservoir to the 1, 200-H. p. Pelton 
wheels which are to drive the 7,000-volt generators. Two separate 
and distinct overhead transmission lines take the current to 
Valparaiso to the sub-station, where rotary converters transform 
the three-phase current to continuous current at 500 to 600 volts, 
For provisional use pending the completion of the large power 
house, two 400-H.P. steam engines of the type and mounting men- 
tioned have been installed at the sub-station. All cables, whether 
high or low tension, within the town, ате laid underground, lead- 
covered, steel-armoured cables being used. When finished, the 
streets will be lit by 200 open arc lights of 2,000 c.P. mounted on 
steel poles placed 40 to 60 yds. apart. Some 700 Nernst lamps are 
to be used in the side streets, while for the outlying streets 1,000 
25-с.р. incandescents will be used. As regards electric traction, 25 
miles of track will be laid down, of which 10 will be for the inner 
part of the town, and the remainder for the suburbs. It is not 
stated whether the whole of this plant has been yet ordered, and 
nothing is said regarding the prospects of increasing the export 
trade in electrical machinery with Chili. 


Royal Lancashire Agricultural Show.—Among the 
exhibits at the County Show held at Liverpool from Thursday to 
Monday last was an electric derrick crane, shown by Messrs. 
Rushworth Bros., Ltd., of Colne. The crane had a braced steel jib 
70 ft. long, and was provided with a 12-B.H.P. “ Aston” motor of 
Veritys' construction, Electricity for driving was generated at the 
stand of Crossley Bros., Ltd., which firm had on view a repre- 
sentative collection of engines, including two gas engines, one of 
32 B. H. P., the other of 124 в.н.р., for suction gas, with electric 
ignition, the smaller engine being combined with a dynamo for 
electric lighting. Three other gas engines for town gas, of 23, 144 
and 1} B.H.P. respectively, were exhibited by this firm; also an oil 
engine of 44 B. H. P., combined with a dynamo for electric lighting, 
an oil engine of 93 B. H. p., a petrol engine of 24 B. H. P., 
and a small gas plant on the suction principle. Gas generating 
plants formed a feature of the show on the implement side, such 
being exhibited by the Campbell Gas Engine Co., Ltd.; the 
National Gas Engine Co. showed seven of their “ National" gas 
engines, one small engine of 1% в.н.р. being provided with a 
dynamo suitable for 20 16-c.r. lamps, also a “ National” oil engine 
of 2 B. H. p. Messrs. W. J. Bates & Co., Ltd., Denton, showed an 
* Industrial" suction gas producer, a 6-B. H.P. spirit engine, and a 
34-в.н.р. oil engine. Messrs. Tangyes, Ltd., Birmingham, exhibited 
а 29-H.P. Tangyes gas engine with suction gas producer plant. Mr. 
„John Robson, Shipley, showed a 211-B.m.r. “ Nonpareil” suction 
gas engine and producer gas plant. An imposing exhibit by Merry- 
weather & Sons, Ltd., included their“ Hatfield " eleetrie motor and 
pump; also an clectric portable band fire-pump, mounted on 
wheels, complete, with wires to be connected with house lighting 
fittings in the event of a fire occurring, to operate the pump. A 
Merryweather ‘‘Squire’s engine,” fitted with a dynamo, was 
included in the collection. The Alsop Flour Process, Ltd., 21, 
Mincing Lane, London, exhibited the Alsop electrical flour 
purifying apparatus. By this process, flour, it was said, could be 
purified “by a flash of lightning.” A silver medal was awarded 
for the process. 

The Transvaal.—Tlie value of the electrie cable; wire 
and fittings imported into the Transvaal during the four months 
ending with April last is returned at 465,000, as compared with 
only £22,000 iu the correspondiug four months of 1904. 


Trade Announcement.— Messrs. Dorman & Smith, of 
Salford, have appointed Messrs. Andrews, Davidson & Co., 126, 
Bothwell Street, Glasgow, to represent them in Scotland for the 
sale of their switches, fuses, switchboards, electrical accessories and 
fittings, 
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Motor Starters.—We have received from MESSRS.! BRAY, + 


МАВКНАМ & Reiss, LTD., copies of their latest Starter price lists. 
Their “new” type starters of 5 н.р. and upwards are 
operated by means of a pawl and ratchet to prevent too 
rapid cutting out of the resistance. By an ingenious 
arrangement the contact arm is retained on each contact 
so long as the operating handle is held. . Should it be 
released before all the resistance was cut out, or should 
an overload occur during switching-on, the contact arm 
would immediately return to the “off” position. А 
magnetic blow-out is fitted to the first contact, and 
duplicate renewable carbon, buttons are provided on all 
the other contacts to take up the sparking. 

The resistances areof the makers’ well-known enamelled 
steel tubes, wound with non-corrosive high resistance 
wire, and can be removed from the switch in a few 
minutes for inspection or repair. <All connections are 
mechanically made, without solder. The standard Starters 
are provided with ventilating covers in all cases, through 
which tlie movements of the switch can be observed. 

Where a totally enclosed switch is required Messrs. 
Bray, Markham & Reiss, Ltd., have put on the market a 
standard pillar up to 60 H.P., containing double - pole 
awitch and fuses if necessary, and starter, This pillar is watertight, 
and is operated from the outside of the case. We understand that 
they have a large number of these in hand to the orders of motor 
makers for His Majesty's Dockyards. For motors of 5 H.P. and 
under, where slow motion is unnecessary, they supply their E.E. 
type. which is a strongly constructed switch of the ordinary type, 
fitted with no-load and overload release. In all their starting 
switehes special attention has been paid to providing against injury 
due to sparking, and for easy renewal of those parts where sparking 
must necessarily occur. 


Catalogues and Lists.—R. W. BLACKWELL & Co., 
City Road, E.C.—Leaflet No. E12, relating to the “Shaw” non- 
arcing lightning arrester for lighting, traction and power circuits. 

PORTABLE ACCUMULATORS, Lro., 210, Shaftesbury Avenue, 
W.C.—Price list of batteries for phonographs and musical instru- 
ments. 

SANDERS, REHDERS & Co., 108, Fenchurch Street, E.C.—New 
pamphlet dealing with the Phoenix patent indicating and recording 
draught gauge for boiler and other furnaces. 

FERRANTI, LTD., Hollinwood.—New lists:—No. 20, relating to 
single-phase power transformers, with schedule of standard sizes, 
efficiencies, &c.; No. 21, fully describing the Ferranti patent street 
iransformer tanks. 

AMERICAN MANUFACTURERS’ (CENTRAL) AGENCY, 80a, South- 
wark Street, S.E.—Leaflet and sample of the Bashlin telephone 
disinfector—a little attachment for covering telephone mouthpieces 
with antiseptic diaphragms. 

EsTrLER BROS., 25, Laurence Pountney Lane, E.C.—A small 
blotting pad has been received, its object being to introduce to us 
the firm's castings, which are supplied in all descriptions, notably 
aluminium, gun-metal and brass, which they make at their new 
foundry, South Molton Road, Canning Town, E. | 

PaTEBSON ENGINEERING Co., Lro., Amberley House, Norfolk 
Street, W.C.—Two well illustrated lists, "B" describing the 
Paterson water softener and filter, and “D” giving a detailed 
account of their condensation water purifier and grease eliminator 
for removing the last trace of oil from greasy condensation water. 


Book Notices.—“ Uber eine von den Strahlen des 
Radiotellurs in der atmosphärischen Luft erzeugte 
Strahlung.“ By B. Walter. Reprinted from Annalen der Physik. 
Leipzig: J. A. Barth. 

“ Der Wechselstrom und seine Anwendung in Röntgenbetriebe.“ 
By B. Walter. “Uber das Rontgensche Absorptionsgesetz und 
seine Erklirung." By B. Walter. Reprints from Fortschritte auf 
dem Grbiete der’ Réntgenstrahlen. Hamburg: Lucas Gräfe & Sillem. 

"Trattato di Telefonia." By I. Brunelli and E. Longo. Rome: 
G. Scotti & Co. L. 1,25. 

The Physical Review, Vol. XXI., No. 2, August, 1905, under 
co-operation of American Physical Society. Lancaster, Pa.; New 
York and London: Macmillan & Co. 


Workmen's Compensation Case,—In the City of 
London Court last week, before his Honour Judge Lumley Smith, 
K.C., Ernest G. Fisher, electrician, Finsbury Park, made a claim of 
£300 against the Underground Electric Railways Co. of London, 
Ltd., for damages for personal injuries suffered while working 
for them. According to the City Press, plaintiff's саве was that, 
while working for the defendants, he earned £3 a week. He 
worked at Holloway on the new tube now in course of con- 
struction between Finsbury Park and Brompton. After finishing 
his day's work, he was on his way back to the station, and was 
pushing his tools along on a trolley over the metals. He slipped 
and fell, putting his knee out of joint. He had done no work 
since the accident some months ago, and could not yet return. 
The defendants’ case was that the plaintiff had no business to use 
the boeie in question, and that no case was made out under the 
Employers! Liability Act. The Judge agreed, and made an award 
under the Workmen's Compensation Act for the payment of £1 a 
week from a fortnight after the accident until further order. He 
ліхо ordered the plaintiff to pay by instalments of 2s. a week the 
сохі of the unsuccessful action under the Employers’ Liability Act. 


Ay 


The Metric System,—The General Council of Chambers 
of Commerce of the Commonwealth of Australia, at a meeting of 
that body held in Sydney in June last, passed the following resolu- 


neue. 


tion :—“ That this General Council of the Chambers of Commerce 
of the Commonwealth of Australia views with satisfaction the 


MESS RS. Ввлү, MARKHAM & Reiss’s MOTOR. STARTER. 


increasing} public interest in the metric system of weights and 
measures, -and expresses the hope that it may very shortly be 
adopted for England and the Empire generally, and recommends 
that such legislation may now be framed in the Commonwealth as 
will enable us at once to follow the home country in this change.” 


Liquidations.—THe ELECTRICAL INVESTMENT SYNDI- 
CATE, Lrp.—On August 2nd the syndicate resolved to wind up, 
with Mr. W. H. Robson, 20, Great Winchester Street, E.C., as 
liquidator. 

LIGHT CURE AND ELECTRO-TuHEnAPEUTIC INSTITUTE, LTD.—On 
August 4th, at Dover Street, Piccadilly, the company resolved 
upon voluntary liquidation, with Mr W. F. Mohr, Broad Street 
Avenue, E. C., as liquidator, with an advisory committee. 


Bankruptey Proceedings.—Carrick & TorrING.— 
The examination in bankruptcy of William Butchart Carrick and 
David Boyd Topping, sole partners of the firm of Carrick and 
Topping, electrical and mechanical engineers, 144, St. Vincent 
Street, Glasgow, and St. Andrew Street, Dumfries, took place last 
week in the Sheriff's Court, Glasgow. The state of affairs showed 
the liabilities to be £774 10s. 10d., and the assets £363 15s. 8d., a 
deficiency of £410 158. 2d. The bankruptcy was attributed to work 
being accepted at too keen prices. 

ANTHONY G. NEw.—A receiving order was made on July 26th 
on a creditors petition against Anthony G. New, journalist and 
engineer, employed by the St. Martin's Publishing Co., Ltd., 
44, St. Martiu's Lane, London. 

J. W. Martin & J. P. Poor, Jung. (trading as Martin & Co., 
electricians, Buckland and Portsmouth). First meetings and public 
examination are to be held at Portsmouth on August 14th. 


The “С. and C.“ Trolley Head.—Messrs. Cherry and 
Clive, the inventors of the “С. and C." trolley head with wire 
finding apparatus attached, wish it to be known that the whole and 
sole right of royalty in manufacture and supply is in the hands of 
Messrs. R. W. Blackwell & Co., Ltd., of City Road, E.C., to whom 
all communications relating to it should be addressed. Personal 
correspondence for the inventors should be sent to 2, Bedford Park, 
Plymouth, Devon. 


LIGHTING AND POWER NOTES. 


Brighton.—The Lighting Committee has recommended 
the T.C. to apply for a loan of £38,500, for the following purposes :— 
900 house-service connect ions, £9,000; feeders, 44, 500; distributing 
cables, £15,500; 1,000 meters, £4,000 ; motors for hiring purposes, 
£4,000 ; additions to switchboards, accessories, &c., £1,500. 


Bristol.—The accounts of the Corporation Electricity 
Department for the year ended March 25th last bave now been 
issued, and we give herewith the principal items of interest, 


together with the figures of the previous year, for the purpose of 
comparison: 


1904-5. 1903-4. 
Including ) 
Total revenue (including £461 sundry profits)... £60,687. £376 sun- - £61,372 
( dry profits. 
Works and distribution costs = .. £28,035 £21,123 
Total working costs .. ЗА А .. £31,936 £29,840 
Interest charges T A S * .. £17,168 £13,967 
Sinking fund and stock redemption £9,728 £9,357 
Balance .. js ER = - se . . + £10,860 448.207 
Number of consumers connected ^ с: 2,677 f 2,394 
н.р. of motors installed - 2 i 3,213 2,306 
Equivalent number 8-с.р. lamps connected... 274.176 234.098 
Total units sold .. .. M a Же .. 5,215,528 4,299,504 
Average price obtained per unit.. 2:962d. 3:18d. 
Total working cost per unit 1:3794. 1.584. 
Maximum load 2 m КЕ - .. 4,284 Kw 8,444 KW. 
Capital expended to date. T 88 .. £590,984 £542,244 


From the above credit balance of £10,860, together with £1,194 
balance from last account, апа £1,214 interest received on treasurer's 
banking account—a total of £13,269—4£5,561 has been appropriated 
to reserve, £4,526 to depreciation, £2,231 to interest payments, 
and £952 has been carried forward to next account. 
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Burslem.—tThe T.C. on August 8rd decided to apply to 
the L.G.B. fora loan of £5,500 for works in connection with the 
' proposed supply of energy to Tunstall. 


Canada.—The Kakabeka Power Co., Ltd., has been 
incorporated with a capital of $2,000,000, to develop the water- 
power of the Kakabcka Falls, near Fort William, Ontario. The 
incorporators include Messrs. Н. S. Holt, president of the Montreal 
Light, Heat. and Power Co.. Charles К. Hosmer, a director of the 
Canadian Pacific Railway, and Frederick W. Thompson, general 
manager of the Ogilvie Flour Mills Co. | 

The Georgian Bay Power Co., of which Mr. В. F. Reesor, of 
Lindsay, is managing director, is about to commence construction 
work for the generation of electrical energy at Eugenia Falls. It 
is proposed to transmit power to Owen Sound and other points. 

MraFonp, Ont.-—The T.C. has decided to enghge in electric light- 
iug on its own account, and also to substitute electric for steam 
pumpiug of water. 

MoNTREAL.— The fourth annual report of the Montreal Light, 
Heat and Power Co., recently submitted, showed that the gross 
revenue for the year amounted to $2,901,264.67, and the net profits, 
after providing for fixed charges, interest, &c., were $1,128,789.05, 
an increase over the previous year of $311,318.17 gross and 
$244,775.20 net. The report says: There are under construction 

с at the present time two new electric distributing stations of 
10,000 H.P. capacity each, one to supply the east end and the other 
the north end of the city. Both of these stations will be fire-proof, 
and the electrical apparatus to be installed in them will be the best 
and most modern that can be secured." | 

The directors of the Montreal Light, Heat and Power Co. 
acquired by purchase the Provincial Light, Heat and Power Co., 
which controls for the Province of Quebec, the St. Lawrence 
Power Co., and owns the rights to all the surplus water of the 
Soulanges Canal, апа it is intended to utilise the power from 
this source as soon as the conditions warrant it. During the year 
the company entered into a 25-year contract with the Montreal 
Strect Railway Co., for an additional 7,000 н.р. of electric power, 
4,000 н.р. of which is to be supplied by July Ist next, and the 
balance as the railway company may require it. The extent of the 
increase in this company's business may be realised when it is noted 
that during the year 463 electric meters were installed, and 936 
consumers were connected representing 24,842 incandescent lamps, 
and 86 street arc lamps, and 53 motors, equivalent to 4,793 K. P., 
were added to the company’s circuits. At the close of the year there 
were connected to the service over 55,000 gas and electric meters, 
and the prospects for additional business for the coming year are 
most favourable. | 

Cannock.—The L.G.B. has informed the U. D.C. that 
it is willing to consider an application from the Council for the 
working of the E.L. order by a company or syndicate. The Council 
has applied for a loan for carrying out the order with the assistance 
of a private company. 


Caversham and Mapledurham.—The Reading Electric 
Supply Co. has informed the Reading T.C. that it intends applying 
to the B. of T. for a prov. order to supply energy to the above- 
named parishes. If necessary the Council will take steps to protect 
the interests of the Corporation. The company has informed the 
Caversham Council that if it intends to proceed with its prov. 
order, the company will drop the idea so far as Caversham is con- 
cerned. : 

Clacton-on-Sea.—At a meeting of the U. D.C. on 
August 3rd, a letter was read:from the B. of T. stating that the 
question of revoking the E.L. order would be further deferred 
until the end of the year. The Council will discuss a scheme at the 
next meeting. | 

Colchester.— The T.C. has fixed the price of energy 
supplied to the tramways at 14d. per unit. 


Continental Notes,—lITALY.—4AÀ company has just been 
formed at Buste Arsizio with a capital of £26,000, and the title La 
Societa Elettrica Alta Milanese, to acquire and carry on the electric 
lighting undertakings at Buste Arsizio, Gallarate and Legnano. 

A concession has been granted to put down a plant to utilise the 
water power of the River Liro (Sondrio) in the generation of elec- 
trical energy for lighting and power purposes. 

GeRmany.—An electric lighting and power installation is about 
to be established at the Minister Stein collieries of the Gelsen- 
kirchen Bergbau Gesellschaft, at Gelsenkirchen. 

Cotton Mills.—In regard to our note last week, the 
Lancashire Electric Power Co. inform us that not only is the sixth 
story of the Acme Spinning Mill to be operated by electricity, 
but the entire mill from top to bottom will be so operated. 
The mill has no fewer than 87,000 spindles, with all the machinery 
necessary in the work of preparation for the actual spinning. 


B'unibarton.—Ground has been purchased in the district 
by the Electric Supply Corporation for the erection of a generating 
station. An early commencement is to be made. 

Edinbargh.—The new C'onsumptive Hospital in con- 
nection with the Longmore Society, now nearly ready for opening, 
is having а complete installation of electric light and power fitted 

up, w bich includes a suction gas plant. 

«< отав ersal.—Mr. Woodhouse, engineer to the Yorkshire 
Electric Power Co., has interviewed the C. D.C. with the object of 
obtaining its consent to an application by the company for a prov. 
order for supplying electricity within thearea. He said he thought 
the company would be able to supply at 4d. per unit. The Council 
referred the matter to the General Purposes Committee. 
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Gordon Castle,—The whole of the work in connection 
with the, lighting of the Castle by electricity has been designed, 
and is now being carried out, by Messrs. Drake & Gorham. The 
installation comprises some 532 lights of 8 and 16 c.P., and also a 

ublic supply throughout the village of Fochabers. The village 
ighting will be interesting, and Messrs. Drake & Gorham believe 
they will be able to establish a récord with the prices charged to 
the crofters, who will be the chief users of the light. The con- 
tractors have recommended the Duke, as he merely wishes to cover 
expenses and interest, to charge 5s. рег lamp per annum, without 
апу limit as to the amount of energy consumed. The water power 
having been already laid on and the labour provided for the Castle 
lighting, there is really only the interest and depreciation on 
dynamo and mains and the cost of collection. 


Greenock.— The accounts for the year ending June 30th 
show a surplus of £1,600. , 


 MHastings.—The T.C. on August 3rd decided to abolish 
the system of charging for energy under the maximum demand 
system of 10s. for each 8-c.P. lamp demanded, plus 14d. per unit 
for all energy consumed, and instead, to supply either at a flat rato 
of 6d. per unit; or under “the summer and winter system” (6d. 
and 24d.) ; while consumers of over 12,000 units per annum are to 
be charged as under: — For the first 2,000 units per quarter, 44d. 
per unit; next 2,000, 4d.; next 1,000, 32d. ; next 1,000, 34d. ; next 
1,000, 34d. ; all over 7,000, 3d. 
India.—An experimental installation of electric lighting 
and electric punkahs in railway carriages has been decided upon by 
the North-Western Hailway. 


Kingsbury.— The Works and Finance Committee has 
received notice on behalf of the Mutual Electricity Supply Co. that 
it is its intention to promote a prov. order for the supply of elec- 
tricity within the district. The application is to be opposed by the 
Council. The Committee reports that an agreement between the 
Council and the North Metropolitan Electric Power Supply Co. has 
been exchanged. The agreement is for 42 years, and the Council 
receives £250 for its order. The Council is to receive one-third 
of the profits. 

Leek.—A sum of £4,300 is to be borrowed for further 


extensions to the generating plant, mains, &c. 


Llanelly.—The promoters of the South Wales Power Co, 
have paid the U.D.C. £500 in connection with the electric lighting 
agreement, on account of the £1,000 which they have undertaken 
to pay. 

London.—HampstEaD.—The agreement with the Aron 
Meter Co. for the maintenance of theirtype of meters, has been 
renewed for three years, and in vicw of the increased age of the 
meters, the price has been increased from 1s. 44d. to 2s. per meter 
per annum. | 

ISLINGTON.— It has been resolved by the B.C. to serve a notice 
upon the contractors for the erection of the arc lamps in the 
Highbury district, requiring them to remove the lamps as the 
contract has not been carried out to the satisfaction of the 
Council. Mains extensions are to be made, at an estimated 
cost of £1,800, to the new post office in Upper Street, the 
estimated consumption at which will be 260,000 units per 
annum for lighting, and 85,000 units for power. In connection 
with the foregoing, a motion was adopted to the effect that 
where the consumption is 20,000 units and over per annum for 
lighting the charge be 3d. per unit. Motions were also passed (1) 
to ask the other Metropolitan B.C.’s to approach the L.C.C. 
requesting that body to include in the next General Powers Bill, 
clauses giving effect to the proposal to wire consumers’ premises, 
and (2) to ask the L.C.C. to introduce a Bill on the lines of the 
recent Government Bill to supply electricity in bulk. 

Gas LIGHT AND Соке Co.—The deputy governor of this company 
at the half-yearly meeting held on 4th inst., stated that there never 
was a time when competition was so keen and prices for electrical 
energy во low." Comparing the corresponding two half years, there 
was & total reduction in income of £158,000, due to fallin price for 
residuals, reduction of 1d. in the price of gas, and а decrease in gas 
sales of 1:8 per cent. The experiment of the City Corporation in 
lighting certain streets was commented upon, and the deputy governor 
said that the most important Corporation in the world realised 

that gas was a better and cheaper light for streets than electricity." 
The contract for the lighting of Victoria Station, secured by the 
company in competition with electric lighting, also afforded a 
subject for congratulation. 

STOKE NEwiINGTON.— The B.C. recently applied to the L.C.C. 
for sanction to a loan of £20,950, and for an advance of £3,000 in 
respect of it. The £20,950 is for the erection of a sub-station 
(£3,950), and for cables and machinery (£17,000). The L.C.C. has 
deducted £200 from the amount of 43,950, for sums not properly 
chargeable to a loan, and has only sanctioned, at present, the sum 
of £10,000 for the latter items. The B.C. is taking a supply from 
Hackney in bulk; it now proposes to extend its system, and to 
obtain energy from the North Metropolitan Electric Power Co.; 
but until the company's Bill to enable it to supply the B.C. has 
received the Royal Assent, the County Council will not issue its 
sanction to the whole of the £13,750. 

HackNEY.— The L. C. C. has agreed to the application of the В.С. 
to borrow £18,920 and for an advance on the same together with a 
sum of £3,288 already sanctioned, except that the former amount 
has been reduced to £18,420. The various sums which make up 
this total are £995 for land, £15,014 for machinery, mains, &c., 
£1,000 for meters, and £1,411 for street lighting. 
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Loughborough.—The T.C. has decided to hire out elec- 
tric [fans at 178. 6d. per quarter, including the energy, and small 
radiators at:78. 6d. per quarter, with onergy at the ordinary power 
rates. 


^^ Maeclesfield.—The Т.С. has selected a site for the 
Жо of electricity works, and has applied to the B. of T. for its 
consent to а D.C. supply on the three-wire system. 


Malton.—From a newspaper report we gather that the 
town for more than a week has been in darkness after nightfall. 
The street gas supply has been cut off pending the installation of 
tae E.L. by the local authority, and there has beer some delay in 
cempleting arrangements. 


Mexico.— It is reported that a Canadian company, the 
Mexican Light and Power Co., has purchased all the clectric light 
and power works in the City of Mexico. The purchase price 
exceeds S810, 000, 000, and it is anticipated that extensions and 
developments of the system will cost about $25,000,000. 


New York City.—Plans have been approved for the 
erection and equipment of a municipal lighting station at a. сокі of 
£1,500,000. "This outlay is estimated to give the city 15,000 publie 
arc lamps at an annual cost of £13 each and 300,000 incandescent 
lamps, mostly for the official buildings, at a cost of 24d. a Kw.-hour, 
as compared with £29 and 5d. paid ‘at present to the New York 
Edison Co. and its allied corporations. The E.L. Commission 
estimates that operating expenses will amount to £253,400 a year, 
including all fixed charges, and interest on loans at 34 per cent. 
Meanwhile the New York Edison Co. has placed an order for three 
new turbo-generators each of 16,000 н.р. capacity, and is planning 
ultimately to have ten of these large sets at its Waterside station 
on 39th Street, Manhattan. The new turbines are to be supplied 
by the Westinghouse Co., Pittsbury. 


Redditeh.—The Electricity Works manager recently 
reported on the progress made by the undertaking in the past fifteen 
months. On January Ist, 1904, the total number of consumers was 
296, апа on March 31st, this year, 383. On January 1st, 1904, the 
total lamp connection, in 8-с.р. lamps, was 15,844; on March 31st, 
1905, it was 23,346. Тһе gross profit on the fifteen months’ 
working was £783, an increase of £323 over that obtained in 1903. 
The total cost!per unit was reduced from 2:07d. to 1:674. 


Riehmond-on-Thames.—The local E.L. and Power Co. 
has reduced {һе price of energy for lighting from 6d. to 51d. per 
unit as from October next. Тһе T.C. has passed a motion ex- 
pressing disappointment at the trivial character of the abatement. 


St. Annes-on-Sea.—The results of the past year’s 
working of the U.D.C. electricity undertaking have proved very 
satisfactory. The gross profit amounted to £3,516, and, after 
meeting interest and sinking fund charges, there is а balance of 
£1,187; £1,000 has been carried to the credit of the rates, and 
the balance set aside for depreciation. , 


Salford.—The T.C. has decided that in future the charge 
for acting as a stand-by shall be £6 per kw. demanded, and 2d. per 
unit for energy. 


South Africa.—PrRerorta.—oOn the recommendation of 
the Light and Power Committee, the T.C. recently approved of 
the following tariff for the supply of energy for power: For 
use at any time from 5.30 p.m. to 9.30 p.m. 4s. per month per HP., 
aud 24d. per unit. Motors will be rated by the L. and P. depart- 
ment, with power to re-rate any motor without notice. Special 
rates will be assessed in cases where power is required during 
excInded hours. The desirability of substituting electric or motor 
traction for the horse traction on the present tramways, and ex- 
tending the system when so improved, was also urged by the 
Committee. " 

VoLKshUsT.— Mr. Stephen, Government electrical expert, lately 
visited the town, and has made an inspection of the streets in 
which the Lighting Committee proposes to erect lamps. The total 
cost of the installation is estimated not to exceed £1.800. 

JOHANNESBURG.—To enable the generating machinery to be 
erected upon its arrival, aud on the recommendation of Messrs. 
Mordey & Dawbarn's resident engineer, the T.C. has agreed to 
allow the building contractors a bonus of £100 for every week by 
which the work is done in advance of contract tune. 

EAST LON DON. — At a meeting of the T.C. the following recom- 
mendation of the Lighting Committee was adopted: hat, having 
regard to the fact that the Harbour Board will be shortly gene— 
rating electrical energy at the Board's own power station, the town 
electrical engineer be invited to report as to whether it wonld not. 
be advisable to cancel the order placed with the London agents for 
additional machinery for the power stat ion. 

KLERKSDORP.—A scheme has been prepared by Мт. Daguall deal- 
ing with the overhead system, which provides for 66 street lamps 
at a cost of £300, as compared with £500 for an underground scheme. 
This is being considered by the EL. Committee. 


Slate Mines.—The Mining Journal states that the 
report of Н.М. Inspector of Mines for North Wales refers to the 
electrical developments in. the slate mines of Merionethshire. At 
lechwedd slate mine the Marvin-Sandyeroft electrie drill is giving 
great satisfaction. At Bwleh-v-slater mine a small electric plant 
has been creeted for winding and lighting. At Maenotferen slate 
mine a plant has been installed for drivine the mills and for haul- 
age, pumping and lighting, and at the Croesor slate mine a plant of 
noteworthy character has been erected. The waterfall supplying 
the power for the latter mine is the largest that has yet been 
utilised in Great Britain, and the plant is the first application of the 


three-phaselsystem'to slate mining. The reservoir is 860 ft. above 
the power house, and the water is conveyed through 3,200 ft. of 
12-in. steel pipe to two water turbines of 375 and 25 B. H. b. respec- 
tively. The larger turbine is direct coupled to a 250-Kw. three- 
phase generator wound for 2,750 volts, and the smaller is direct 
coupled to two p.c. generators that сап be used alternatively asexciters 
or for lighting. Power is transmitted to the mine by overhead 
lines., The н.т. current is transformed down to 220 volts, and 
applied for hauling from the lower galleries, for pumping 20,000 
gallons of water an hour, for electric winches, for are lighting, for 
an electric locomotive hauling a train of 30 tons at a speed of dor 
8 miles an hour, and for driving 24 sawing tables and 24 dressing 
machines in the slate mill. The whole plant was designed аги 
installed under the direction of Mr. Moses Kellow, F. .S., the 
agent of the mine. 


Southwick.—Twe U. D. C. ds informed the County of 
Durham Electrical Power Distribution Co. that it is favour- 
ably considering the question of publie lighting by electricity, 
and bas asked the company to submit terms for the supply 
of energy. Е 


Stafford.—In regard to the question of electricity 7. 
gas, it is interesting to note that at a recent meeting of the T.C. an 


increase of 93 per cent. in the output of gas and 63 per cent. in the 
out put of electricity was reported. 


Thornhill.—Tle U.D.C. has resolved. to apply to the 


B. of Т. for a prov. order for B.L. A similar order is being applied 
for by the Electrical Distribution Со. 


Uffeulme.—Messrs. Fox Bros, woollen manufacturers, 
of Wellington (Somerset), who are about to lay down an electrical 
plant at New Uffeulme Mills, have offered to supply energy for 
public lighting at 3d.-21d. per unit. The P.C. lias decided to inter- 
view the firm on the matter. 


TRAMWAY AND RAILWAY NOTES. 


Bouruemouth.—The T.C. has resolved not to run tram- 
cars in the town on Sundays, although they run to Poole on five 
miles of the Council's system on that day. 

At the meeting of the T.C. on August Ist the town clerk stated 
that the company’s bill of costs in connection. with the tramway 
purchase arbitration amounted to £5,416 Эз. 8d., which had been 
reduced on taxation to £3,437 78. Rd. 


Canada.— The Canadian Pacific. Railway Со. is eon- 
sidering the building of an electric railway between New West- 
minster, B.C., and Stevenson. It. is also understood that. the com- 
pany is considering the installation of an electric plaut at Owen 
Sound, Ontario, for lighting the buildings, and for the operation of 
the coal-hoisting plant. 

WINNIPEG.—The Winnipeg Street Railway Co. is building a dis- 
tributing station in Mill Street for the reception of the power te be 
developed at Lac du Bonnet by the General Power Co. The 
development at Lae du Bonnet will be about 30,000 UH. P., and the 
initial installation will consist’of four 1,200-Kw. and two 2,000-k W. 
generators, which are being furnished by the Canadian General 
Electric Co. There is a 45-ft. head of water. 


Cheriton (Kent).— Tuo schemes of clectric tramways 
on the surface contact system have been placed. before the U... 
by the National Electric Construction Co., Ltd., aud the Traction 
Corporation, Ltd., respectively, both schemes being in connection 
with projected lines from Folkestone to Sandgate and Hythe ria 
Cheriton, 


Bewsbury.—4A start has. been made with the recon- 
struction of the steam tramways from Dewsbury to Gomersal, ria 
Batley and Birstall; when they are. finished it will be possible to 
travel by electric car from Dewsbury to Bradford. the two systems 
meeting at Birkenshaw, An effort is being made by the British 
Kleetric Traction Co. to induce the Bradford Corporation to reduce 
the fare between Birkenshaw and Bradford, so that the through 
return fare between Dewsbury and Bradford may be reduced to 1s. 

6lasgow.—'lhe report. of the Corporation Tramways 
Committee for the vear ending Мау 31st, states that the income 
amounted to £764,790 16s. sd., and the working expenses to 
£387,167 9s. 2d.. leaving a gross balance of £377,623 7s. 6d. The 
income of the previous vear was £723,190 11s. 7d., and the working 
expenses £355,919 58. 5d. leaving a gross balance of £367, 271 
6s. 2d. This year's gross balance thus shows an inerease of 
410.352 18. 4d. The gross balance of £377,623 7s. öd. has been 
applied in meeting the rental of the Govan and Ibrox tramways, 
payment to Paisley district tramways, Interest on capital, sinking | 
fund, income-tax, depreciation and permanent-way renewals, Parlia- 
mentary expenses and annual payment to the Common Good, these 
payments amounting in all te 287.437 193. The net balance 
Which remains amounts to £95,208 138. 6d., of which £68,500 has 
been applied in mecting special depreciation on buildings, ducts, 
cables, overhead. equipment and power station aud sub-station 
plant, the balance of £24,708 13s. 6d. being added to general reserve 
fund. It is pointed out that although the gross revenue for the past 
year shows an increase of £41,600 5s. 1d. over the previous year, the 
average trafie revenue per car-mile has decreased from 10°58d. to 
107124. This decrease is chiefly due to the augmented service of 
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cars which is now given on all routes. The net amount of borrowing 
powers as at May 31st, 1905, was £2,250,725 4s. 10d., of which 
there is unexhausted £467,641 11s. 3d. Additional borrowing 
powers to the extent of £400,000 had been asked under the 
recent tramways order. During the year £76,470 12s. Rd. was 
expended on capital account, bringing up the total to £2,763,381 
12s. 3d. The balance of tramway debt owing to the common good 
now amounts to £1,783,083 13s. 7d. The balance at the credit of 
the depreciation and permanent way renewals fund was £777,636 
185. 8d., and of the general reserve fund £32,589 15s. 6d. During 
the year £24,318 19x. 2d. has been expended on tho upkecp of the 
tramway track and in ordinary repairs. Im addition, £72,176 
19s. 10d. has been laid aside out of the year's revenue to meet the 
cost of the renewal of track. This sum is calculated at the rate of 
£500 per mile of single track. There has been deducted from the 
depreciation and permanent way renewals fund £13,300 9s. 2d., 
being the amount expended on renewal of track during year. "The 
total cost of repairs to buildings during the year was £4,683 Вв. 4d. 
This sum has been charged against revenue, and £10,349 5s. 9d. has 
been set aside to meet depreciation for the year. А further sum of 
£13,500 has been specially applied for depreciation of buildings out 
of the net surplus for the year. The total cost of the repairs to 
the power plant and sundry machinery during the year was 


£3,107 3&, and £19,370 19s. 8d. was charged against revenue to 


meet depreciation. А further sum of £15,000 has been specially 
applied for depreciation of power station and sub-station plant 
out of the year's net surplus. The total number of electric cars in 
stock is 683, of which 120 are top-covered. By the same time next 
year there will be 320 top-covered cars and 463 ordinary cars. 


II ford.— According to the annual statement of the Tram- 
ways Committee, the total receipts for the past year were £23,573, 
and after providing for all expenses, including repayment of loans 
and interest, there is a net surplus of £2,325. During the year over 
54 million passengers were carried, of whom 2} million purchased 
3d. tickets. 


Largs.—At a meeting. of the T.C., a proposal was 
submitted for the construction of a tramway line between Largs 
and Wemyss Bay. The meeting was unanimously in favour of the 
scheme. 


Liverpool-Southport Railway.—The В. of T. inquiry 
into the recent accident was held at Hall Road station on the 
lst inst. by Col Druitt. The proceedings were conducted in 
private. s 


London. — HAMrSTFEAD.—A memorial from ratepayers in 
High Road, Kilburn, in favour of an electric tramway along the 
Edgware Road from Marble Arch to Cricklewood was received 
by the B.C. on August 3rd. The memorinlists asked that a depu- 
tation might be appointed to confer with representatives of the 
Willesden U.D.C. on the subject, and this was agreed to. 

L.C.C.—A short extension of the tramway system from Black- 
friars, Waterloo and Westminster Bridges has been opened fór 
traffic. The cars, instead of stopping in Tooting High Street, run 
on to Tooting Broadway. This line is shortly to be further extended 
to the county boundary at Merton, and to 'l'ooting Junction railway 
stat ion. 

In their half-yearly report, the directors of the North Metro- 
politan Tramways Co. observe that for some time past negotiations 
have been pending with the London County Council for the 
surrender of the lease of its northern tramways, which would not 
have expired until June, 1910, and also for the purchase of the 
properties, cars, horses, &c. These negotiations have now resulted 
in an offer by the Council, which the directors recommend the 
shareholders to accept. The agreement, which is to take effect as 
f April 1st next, will, if ratitied, put an end to various matters 
in dispute between the Council and the company, which might 
have seriously hampered the company in the efficient and profitable 
conduct of its business. 


Metropolitan District Railway.— In the course of his 
speech to the shareholders of this railway, Mr. R. W. Perks, M.P., 
the chairman, made several interesting references to the electrifica- 
tion operations now proceeding ; indeed, quite naturally electrifica- 
tion was the keynote of the whole speech. He said that the pro- 
cess of transition from steam to electricity would continue steadily 
for the next few months. The line was opened for electrical work- 
ing on July 1st. Owing to a little mishap which took place in 
connection with the Circle trains, they had temporarily to suspend 
the Circle service; but they had been working well aud satisfae- 
torily—-barring a few little incidental mishaps, which, of course, 
must happen in connection with such a change in the various ser- 
vices which they had put on since. They had now the whole of the 
Baling service running, from Ealing at present to Whitechapel— 
10 electric trains. They had two trains from High Street to 
Putney running electrically, and running very well. On Tuesday 
last week they put on five trains to carry the Richmond service 
from Richmond to Whitechapel, and hoped this weck to extend 
several of these services to East Ham ; and four or five wecks hence 
they expected to be iu a position to put on the Wimbledon and White- 
chapel electric service, which would then only leave the Circle trains 
running by steam, and the North-Western trains, which they would 
haul forward from Earl’s Court to Mansion House by their new 
electric locomotives, which were partially delivered. In addition 
to the 17 trains which they were now running electrically—the 
Ealing trains, the High Street to Putney trains, and the Richmond 
trains—they were running six electric trains on the Harrow- 
Ealing and Hounslow-Ealiug services, making up 23 electric trains 
at the present moment, or 20 trains of seven cars—the Ealing- 
Hounslow and Ealing-Harrow trains being at present short trains, 


They were running over the busiest parts of the road—namely, 
from South Kensington to Aldgate—about 20 trains an hour; 
at one part of the day 22 trains an hour. In making provision for 
rolling stock, they had ordered 420 cars, which were in process of 
delivery. On July 31st they had received 268 out of the 420 cars 
ordered ; and he was not quite sure whether the honour, or the 
reverso, of the late delivery should be claimed by the French 
company or by one of the British companies. They seemed to be 
running an almost even race in the late delivery of their cars. 
But the 420 cars which they had ordered, and which might be 
delivered in the course of a few weeks, would provide for a very 
largely increased electrical service. They were now carrying at 
the rate of about 70,000,000 of passengers a year of all classes, 
including season ticket holders, and they had a reasonable expecta- 
tion of increasing that number to 100,000,000. The Metropolitan 
Co. were already carrying on their lines about that number, and he 
saw no reason whatever to doubt that this company would not 
merely equal, but largely excced that number of pas- 
sengers. Mr. Perks later said it was extraordinary how 
rapidly the share-holding proprietary in any of our railways 
completely changed. There was not more than about £300,000 
ordinary stock in this company in the hands of proprietors who 
purchased that stock prior to the year 1885. The whole of the old 
proprietors who bought at large prices had sold out their holdings 
long ago—-the bulk of them-~and at the present moment the pro- 
prietary consisted, apart from the]Underground Electrical Co., of 
people who had bonght their stocks within the last twenty years 
and bought them, һе imagined, at prices from 25 up to 36 or 37; so 
that when they were told that the Underground Co. would 
make too much profit by their stocks being taken at the discount 
at which they had issued them, they must. remember that 
their large investment in ordinary stocks was alongside 
that of proprietors who, for the main part, had bought 
their own securities at very much the ваше price. The 
zone fares, which wonld involve a very great reduction in 
their charges, because they could carry people from Hammersmith 
to Aldgate and anywhere on that section for 2d., from Putney to 
Aldgate for 3d., and from Ealing to Aldgate for 3d., single 
journey, would not come into operation until they had completely 
removed the steam trains, substituting for them entirely electric 
trains, on the improved schedule of running. He theu referred to 
their relations with the Metropolitan Co., particularly with refer- 
ence to the Circle service. The accidents which arose on the . 
opening day of their Circle service were due to the dislocation 
both of their positive and negative electric rails, and the Metro- 
politan Co. were now busily engaged in altering their electrical 
equipment so that they could run round this company's section of 
the Circle without in any way dislocating either the central or side 
rails. This company's cars were in a perfect condition at the present 
moment to run over the Metropolitan section of the Circle from 
South Kensington to Edgware Коза, and away to Aldgate, but 
unfortunately, for reasons which, at the moment, he need not 
enter into, the equipment of their partner's cars had to be altered 
so as to enable their cars to run round this company's particular 
section of the Circle. They hoped that these alterations, which 
were now being made by the Metropolitan Co., would be com- 
pleted in four or five weeks, and then there would be no difficulty 
in the two services interchanging on their respective lines, and they 
would run the services continuously round the Circle. 


Newcastle-on-Tyne.—At the meeting of the City 
Council on the 2nd inst., the Mayor (Alderman Baxter Ellis) moved’ 
a report of the Tramways Committee relative to the revenue 
account for the year 1004-5. It is proposed that the sum of 
£9,000 be invested to form the nucleus of a depreciation fund. 
Having asked for permission to make a lengthy reference to the 
subject, he said the tramways were в trading concern with a 
capital of £1,130,757, and an income of nearly £200,000 per year. 
There were 50 miles of single track working. They had 185 cars in 
stock, and these had run during the year 4,326,152 miles. They 
had carried their total population 165 times over, and had made 
a gross profit for the year of £70,831. Their total working 
expenses had been 705d. per car-mile, against 7194. for the 
previous year, which was equal to a saving of £2,524 per year. 
Since they ascertained those figures, the weekly wage bill on 
revenue account alone had been reduced by £174 per week ; the new 
manager had made further reductions which amounted to abont 
£3,000 per year, and the manager told him that he would still have 
to make further reductions during the next few months. The net 
profit for the year had been £6,293, and to this was added the 
profit from the previous year, making in all £9,954, which they 
suggested should be placed to the credit of a depreciation fund 
They had paid for redemption up to March last, £483,371, and out 
of that amount had extinguished debt amounting to £81,318. He 
further mentioned that they had paid the Finance Committee 
£21,278 for interest and redemption incurred. during construction, 
and they had paid the Newcastle Electric Supply Co. over £3,000 
forthe right to supply their own energy in Walker, whilst they 
had to pay them £1,500 a year for six or seven years to come. Sir 
William Stephenson said no man would persuade him that the 
plant had not depreciated 10 times the sum of £9,000 during the 
four years the cars had been running, The report was adopted. 

At the same meeting the Mayor moved the adoption of the 
report of the Tramways Committee recommending the construction 
of tramways on Seotswood Road. "The extension would commence 
at the termination of the present tramways, and would end at the 
northern approach to Scotswood Bridge, a distance of 14 miles. 
The estimated cost was £22,727, but they were already in 
possession of a good deal of the material. The report was carried 
by a large majority. 
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North-Eastern Railway,—In the half-yearly report to 
June 30th the following figures appear :—(Expenditure) Electric 
train working £15,824, increase £10,913. The steam train 
mileage run has been 12,707,500, decrease 369,157 ; electric train 
mileage 594,122, increase 540,720; total train mileage 13,301,622, 
increase 171,563. 


Penge.—The tramways which will connect up Penge 
with the South Norwood terminus of the Croydon tramway 
system have been commenced. Messrs. William Griffiths, of 
Bishopsgate, are the contractors. 

The question has been raised as to the obligation of the Croydon 
Council to connect up the line on its side of the border at South 
Norwood, a distance of about 500 yards, and a legal opinion has 
been given that that authority must connect up within six months of 
the completion of the Penge line, which will carry the tramway to 
close upon the London aud Kent county borders. 


Ramsgate.—A serious accident to an electric tramcar 
occurred at Ramsgate on the 3rd inst., by which six persons were 
injured. The car, about 11 a.m., was descending Madeira Road, a 
zig-zag thoroughfare leading from the East Cliff to the harbour, 
carrying the driver and conductor and five passengers. Owing to 
the heavy rain the road and rails were very slippery, and the car 
suddenly left the metals, running across the roadway and crashing 
into the fence erected to keep the pedestrians from the cliff edge. 


The car fell a distance of 30 or 40 ft., and landed on some con- . 


demned houses, in which it remained embedded. One of the five 
passengers leapt aside as the car struck the fencing, but the others 
were carried over. The driver and conductor also jumped from the 
car, but they were too late to save themselves from falling over the 
cliff. The car turned completely over, and its occupants had a 
wonderful escape from death, but all were injured. The driver 
was at. first believed to be dead. 

In response to the Mayor's appeal for a public inquiry into the 
frequent tramcar accidents there, and the recent опе in particular, 
the town clerk has received a letter from the Board of Trade stating 
that an inquiry will be held. 


St. Petersburg.—It is stated that invitations for tenders 
for the construction of the St. Petersburg electric tramway system 
have only been sent to German, French and Belgian firms, and not 

"to British or American houses. 


Seaham Harbour.—A public inquiry into the applica- 
tion of the Seaham, Murton and Seaton Tramways Syndicate for a 
provisional order to lay tramways in the district was held at 
Seaham Harbour on the Ist inst. by Col. Ө. F. О. Boughey aud Mr. 
Henry Allan Steward, Light Railway Commissioners. The pro- 
moters are all considerable shareholders iu the Sunderland and 
District Electric Tramways Co., which has a system laid that will 
be completed in two or three months. It is anticipated that in the 
future certain pits will be opened in the district proposed to be 
covered by the new system, and as the population requires the 
system, so it will be extended. The villages that will be served 
by the railway include Houghton-le-Spring, Hetton-le-Hole, with 
Easington Lane, Seaham, New Seaham, South Hetton and Haswell, 
Murton Colliery, Dalton-le-Dale, and two or three other places, 
Mr. David Balfour, civil engineer, said that they did not intend 
to erect generating stations, as the district. was already covered 
by them. They would have a transforming station. They 
proposed to reduce the capital to £100,000, with borrowing powers 
as well. The Commissioners expressed the opinion that there was 
a considerable portion of the district which required means of access 
to Seaham Harbour. 


Tunbridge Wells.—Four months асо the local omnibus 
company inaugurated a motor-car service at Tunbridge Wells. The 
cars, however, disappeared from the streets last week, and the 
horse-drawn omnibuses have been reinstated. The company state 
that they are negotiating for the acquisition of lighter cars. 


United States.—A company with a capital of £300,000 
ів being organised in New York, for the purpose of introducing into 
America the three -phase alternating current electric traction 
system which the engineering firm of Ganz & Co. has developed in 
Europe. 

Гохо ISLAND RAILROAD.— Preparations were nearly completed 
on July 26th for the running of passenger trains on 16 miles of the 
Long Island Railroad between Brooklyn and Rockaway Bench. 
This is claimed to be the first instance of the actual conversion of a 
steam railroad to electric traction in the United. States. Energy 
is supplied from a large power house at Long Island City, and is 
transformed at five sub-stat ions. At one station there is a 10,000-U. p. 
storage battery for use in emergencies or during the hours of peak 
load. ‘The cars are very similar to those used in the New York subway, 
and are of steel, each motor-car having two motors. A train con- 
sisting of three motor-ears and two ordinary coaches has, during an 
experimental run on perfectly straight and level truck, attained a 
speed of 27 miles an hour. It has been necessary to build platforms 
at the stations mainly in order to prevent passengers from coming 
into contact with the shoes which are attached to the outside of 
the bowie trucks. At the stations also the power rail is guarded by 
means of a double sheathing, so that it is practically impossible for 
anyone to come into contact with it, exeept by stooping down and 
Inserting the hand throneh the opening. 

Qirto.—Vhe Lake Shore and Michigan Southern. Railroad. has 
arranged for the construction of a Jength of line with electrical 
equipment, in order to experiment with electric traction for goods 
trate between Detroit and Toledo, 


New York CITY. Two new sections of the subway were opened 
for passenger traffic on July 10th, completing the work as far as 
Manhattan Island is concerned, and affording traffic facilities, by 
means of transfers, with the northern suburbs. Large ventilating fans 
have been put in at various points on account of a falling-off of 
traffic during the extremely hot weather, when it was found that 
the atmosphere in the tunnel was unendurable. 

Brookiyy, N.Y.—The Brooklyn Heights Railroad Co., which 
operates several miles of electric street traction under arrangement 
with the Brooklyn Rapid Transit Co., has placed an order with 
the Westinghouse Co., Pittsburg, Pa., for two steam turbine electric 
generating units, each with a maximum capacity of 16,000 H. P., and 
10,500 normal. These units will resemble those ordered recently 
for the New York Edison Co. 

< Cnicado, Ill.—Judge Dunne, the Mayor of Chicago, who was 
specifically elected last April to initiate a scheme for the city to 
take over the local traction systems, has changed his vicws so con- 
siderably—doubtless as the result of Mr. Dalrymple's adverse report 
— that for the present it does not seem likely that auy distinctively 
civic scheme will be proceeded with. Mayor Dunne now proposes 
to form а commission of five members, to be chosen by himself, to 
have charge of traction matters. This commission would construct 
new lines where needed, and regrant the old franchises as far as 
operating privileges are concerned to private companies on the basis 
that the dividends should not exceed 6 per cent., any excess over this 
amount going into the city treasury. Ultimately, according to 
Mr. Dunne, the city is to buy the existing lines, and he anticipates 
that the quickest way to attain this object is to let out the operat- 
ing privileges for short terms. 


West Bromwich.—At the meeting of the T.C. last 
week the Mayor said that statements had been made which were 
inaccurate and misleading. The Council was receiving 64 per cent. 
from the tramway company on the outlay for tramways, and there 
were no arrears now owing. It was not correct that the reconstruc- 
tion had cost £108,000 ; in fact, so far they had not spent £94,000, so 
that they were actually saving the company £6,000 out of the 
£100,000. His worship added that it was not true that the corpora- 
tion was losing £2,000 a year by its agreement with the company. 


West Ham.—The electric tramway system of the Borough 
Council was completed on Saturday last, when the new line between 
Stratford Broadway and Leytonstone was opened. 


Wigan.—The Corporation has come to an agreement 
with the Hindley District Council with regard to the running of 
electric cars into the centre of Hindley, and the construction of the 
lines will soon be begun. 


Yorkshire (Woollen District), — The Yorkshire 
(Woollen District) Electric Tramways, Ltd., have written the Dews- 
bury Corporation asking it to accept payment of one-fourth of the full 
assessment, pending the decision in a test case, and undertaking, in 
the event of the test case going against them, to pay the balance. 
The Corporation has decided to call upon the company to pay the 
full amount of the rate, and in the event of the test case being 
decided in favour of the company's contention — e., that light rail- 
ways are railways within the meaning of Sec. 211 of the Public 
Health Act—to refund any amount that has been overpaid, 


TELEGRAPH AND TELEPHONE NOTES. 


Philippine Islands, Mr. John I. Sabin, president of 
the Pacific States Telephone and Telegraph Co., and Mr. Louis 
Glass, vice-president of the same company, have been jointly 
granted permission to construct an. extensive system of telephone 
and telegraph lines throughout the Philippine Islands. 


Jeweastle.— Arrangements have been completed by the 
Postmaster-General and the National Telephone Co. whereby sub- 
scribers to the respective systems in the Newcastle district 
obtain direct communication with each other. 


Telegraphic Interruptions and Repairs :— 


CABLFR, INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1) .. Aug. 26, 1901 .. 
Trinidud-Demerara (No. 2) .. July 28, 1905 
St. Luoia- Martinique .. May 7, 1902 
Dominien- Martinique . May 7, 1902 А 
Cavenne-Pinheiro . S. Ang. 13, 1902 .. 
Reissa-Issa (Yemen) Camaran .. Oct. 22, 1902 .. 
Tarifa-Tangier . .. Inn. 18, 1904 . 
lose Viadiv ostock Nagasaki .. Feb. 9, 1904 

Port Arthur-Chifu А 2x .. Маг. 5 104 
Jamaica-Colon .. "n - be .. dan. 5, 1905 
Bolama Bissao . June i 1905 .. 
lqnuique-Antofagasta . July 21. 100 .. 
Cadiz-Tenerif .. July 20, 1905 .. 
Purainaribo-Cnyenne .. May 25, 105 
Lagos-Kotonon . duly 29, 1905 .. 
Martinique Par: amaribo. . Q Aug. 7, 1905 

LANDLINES. 

Puerto-Barrios .. ies s "" e .. July 28. 1902 . 
Kerteh-Soutehoum А .. Sept. 27. 1904 .. 
Alaska landlines ii "m : ane 10, 1905 .. 
Communication with Brazil ria Galveston July b 1905 Р 
Pekin-Ritehta . $a SS Ang. 5, 1905 .. Aug. 7 


Telephones for Shay ME hairdresser at- Paterson, 
N. J., U. S. A., has installed telephones in connection with the chairs 
at his establishment, so that his patrous can communicate with their 
offices whilst being shaved. 
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Wireless Telegraphy.—According to the Daily Mirror, 
the Midland Railway Co. is about to make experiments in wireless 
‘telegraphic communication with moving trains at Spondon, near 
Derby. 

In the House of Commons last week, Sir S. King having asked 
whether, when the contract between the Marconi Wireless Tele- 
graph Co. and the Admiralty was negotiated, the Admiralty were 
prohibited from extending the benefits of their contracts to the 
Army; whether similar privileges and rights were secured at the 
same time for the Army ; and if so, to what extent they had been 
availed of, Mr. Arnold-Forster said:—I am informed thai the 
Admiralty are pledged not to extend the benefits of their contract 
with the Marconi Co. to other departments. Ая regards the rest of 
the question, no rights or privileges have been secured for the 
Army from the Marconi Co. 

THe XvkoN.—The U.S. Government is preparing to install a 
wireless telegraph system throughout the Lower Yukon country, 
mainly. on account of the great difliculties of maintaining land 
wires in that district. During some experimental wireless work 
undertaken on behalf of the U.S. Government by Capt. Wildman, 
on the Tanana River, he was able to keep in constant communica- 
tion with St. Michael's, which, in turn, connected him with Nome, 
Alaska and the outside world. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Acton,—August 21st. Arc lamp carbons and house fuse 
boxes for 12 months, for the U.D.C. See ‘ Official Notices " August 
4th. 


Dublin.—August 15th. Alterations to coal storing and 
conveying plant at Pigeon House generating station. See Official 
Notices " August 4th. 


Dublin.—August 21st. A specially quick steaming 
water-tube boiler for the Pigeon House generating station. See 
* Official Notices " to-day. 


Finchley.— August 15th. One 66-Kw. motor-driven 


booster set, and two 1,200-ampere-hours storage batteries for the 


U.D.C. See “ Official Notices" to-day. 


Germany.—Tenders are about to be invited for the con- 
struction of an electric tramway in town of Unna, Westphalia. 


London.—September 5th. Stoneware ducts for electric 
cables, including manholes, &c., for the L.C.C. 
Notices " to-day. 


Mussoorie (India).—October 23rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores. See Official 
Notices " July 14th. 


Pontypridd.—September 2nd. 
U. D. C. See Official Notices“ to-day. 


Spain.— August 19th. The Director-General of tlie 
Telegraph Department, Carretas, 10, Madrid, invites tenders for 
the supply of 50 tons of galvanised iron wire, 4 millimetres in 
diameter and 5 tons of bronze wire 2 millimetres in diameter. 
The Standard says that the maximum price at which tenders 
will be received is 1,570 pesetas (about £47) per ton for galvan- 
ised iron wire, and 3,450 pesetas (about £108) per ton for bronze 
wire. А deposit of 5 per cent. of the value of the goods at 
the upset price is required to qualify any tender. “A foreigner, 
when entering into contracts for the performance of public works 
in Spain, must renounce by publie act all rights to which he might 
be entitled by virtue of the law of his own country in so far as his 
contract is coucerned, and accept any administrative decisions that 
may be issued respecting questions arising from that contract. In 
entering into such contracts a local agent is a practical necessity.", 


Npain.—September 20th. The Directorate-General of 
Public Works, Madrid, is inviting tenders for the concession of an 
electric tramway in Zaragoza. The Standard says that an 
applieation for this concession has already been made by the 
, Zaragoza. Tramways Co., who, at the same rates, will enjoy certain 
preferential rights over other tenderers. The competition will 
turn, in the first place, on the reduction of the tariffs proposed; 
and if two or more identical propositions are made, a further 
competition will take place verbally as to what reduction (if any) 
of the period (60 years; of the concession tenderers may be prepared 
to accept. Deposit 474 pesetas (£14). 


War Office.—September 1st. "Tenders invited for the 
purchase of surplus boilers, dynamos, &c., at Bermuda, Barbados, 
St. Helena and Woolwich. See Official Notices“ July 7th. 


Permanent way for the 


CLOSED. 
Beckenham.—The U.D.C. has accepted the following 
tenders in connection with the Electricity Works :— 


Messrs. Babcock & Wilcox, boilers v và 2% 2t na 
General Electric Co., ulternators (with Belliss engine). .. 1,604 
Messrs, F, & О. Foster, extensions to E.L. worka ,, vs .. 1,798 


See “ Official | 


Bath.—The following tenders were received by the 
Corporation electricity department for a storage battery: 


Tudor Accumulator Co... T £2,183 Б 
Chloride Electrical Storage Co. .. M va М 2,190 17 
Pritchetts & Gold, Ltd. 24 ME vs T vs 2,947 0 
Premier Accumulator Co. .. s 50 os T 8,195 11 
Accumulator Industries, Ltd.  .. Р жЕ is 2,878 0 
Electrical Power 8torage Co. ix us ia 2,286 17 

Do. do. 2,584 0 

Do. do. 83,006 8 
British Accumulator Co. 2,464 4 
Hart Accumulator Co. $3 pa 8,235 3 
D.P. Battery Co., Ltd., (accepted) 2,490 18 

Do. do. s КЕ 2,790 0 
A.B.P. Accumulator Co. 8,232 0 


Brighton.—The Т.С. on Friday accepted the tender of 
the Chloride Electrical Storage Co., Ltd., for a 260-cell storage 
battery having a capacity of 1,000 ampere-hours, for the Southwick 
power station, at £3,600. 


Burslem.—The T.C. has accepted the tenders of Mr. 
J. H. Whittaker, of Dudley, for the wiring of the Widgwood 
Institute for electric lighting, at £62, and of the Town Hall, 
Surveyor's Office, fire station, and baths, at £214. 


Colchester.—The T.C. has accepted the tender of Messrs. 
R. W. Blackwell & Co., Ltd., for extending the tramways from 
Military Road to Old Heath Road, at £3,937. 


ГА 

Darlington.—The T.C. has accepted the tender of 

Messrs. W. E. Dove & Co., Ltd., of Darlington, for the supply of 
clectric motors for hiring out and hire-purchase. 


Dartford.—The U.D.C. has accepted the following 
tenders for supplies to the Electricity Works :— 


Reason Manufacturing Co., Ltd., slot meters. 
Mr. E. E. Beaven, general stores. 
W. T. Henley's ошип Works Co., Ltd., house service cut-outs. 
Messrs. Johnson & Phillips, Ltd., cables and joint box. | 
Berby.—The T.C. has decided to order six cars from 
Messrs. Milnes, Voss & Co., of Birkenhead. 


Hampstead.—The B.C. has accepted the tender of the 
Aron Meter Co. for the maintenance of Aron electric meters for 
three years, at 2s. per meter per annum. 


Lewisham.—The B.C. has accepted the tender of Messrs. 
Dick, Kerr & Co., Ltd., for granite sett and wood paving for the 
tramway tracks, at £16,652 and £1,792 respectively. 


Mirfield.—The U.D.C. on August 3rd accepted the 
tender of Mr. E. Brooke, of Huddersfield, for a switchboard for 
transforming station. И 


Newport (Mon.).—The following tenders have been 
accepted by the Corporation for extensions at the power station :— 


Steam pipe-work, John Spencer & Co., Ltd. е T. T £319 
Cooling tower and condenser, Wheeler Condensing and Engi- 

neering Co. E i^ “> is F x - 
Two Transformers, British Westinghouse Co. .. .. each 


Salford,.—The T.C. on August 2nd accepted the follow- 
ing tenders for supplies to the Electricity Works:— 


United Asbestos Co.— Packings, twine, tape, &c. 

Messrs. C. Macintosh & Co.—Rubber-insulated cables. 
Messrs. Siemens Bros. & Co.—Black tarred and white tape. 
Messrs. Rowland Carr & Co.-- Trinidad bitumen and carbolite. 
Messrs. Baxendale & Co.— Tubesand fittings and Brockie-Pell arc lamp globes. 
Reason Manufacturing Co.—House meters. 

Doulton & Co.— Earthenware pipes and conduits. 

Veritys, Ltd.—Double-pole inain switches. 

General Electric Co. - Motors. 

Messrs. Lancaster & Tonge.—Disconnecting boxes. 

Simplitied Underground Conductor Co.—Asphalte concrete. 
British Thomson-Houston Co.—Patent automatic regulator. 


Scunthorpe.—The Hart Accumulator Co., Ltd., have 
secured from the U.D.C. the order for storage battery of 122 of 
their standard lighting type cells. 


Southport.—The Т.С. has accepted the tender of the 
Burnand Transformer Co. for the supply of 30-Kw. transformers, at 
£50 cach. 


La ————D 
THE ELECTRICAL ENGINEERS R.E. (VOLS.). 


THE following orders have just been issued :— : 


Monday, August 14th.—Manceuvres detachment parade headquarters at time 
notifled. 

Thursday, August 1Tth.—Recruits and non-efficients for Isle of Wight Camp, 
parade at Waterloo Station (L. and S. W.R.) at 12 noon. 

Saturday, August 19th.—Efficients for Isle of Wight Camp, parade at Waterloo 
Station (L. and S. W. R.) at 12 noon. 

J. J. F. O'SHAUGHNESSY, Captain. 
For O. C. E. E. R. E. (V.). 


The Telephone Agreement. — The House of Commons 
on Wednesday considered this agreement, and after an excellent 
speech from the Postmaster-General, indicating the treatment that 
was to be meted out to the employés at the date of the transfer, 
and showing the undesirability of conceding the modification 
suggested by the Select Committee in regard to future municipal 
licences, the agreement was confirmed by 187 votes to 110, 
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NOTES. 


t А А А T . 

The Administrative Power Bill.—Since our Parlia- 
mentary pages went to press the fate of this Bill has been settled 
for the present. According to Thursday's 7'ines, the Bill may be 
regarded as dead for the Session, the motion for adjournment on 
Wednesday having deprived the promoters of the chance of propos- 
ing the suspension of the measure until next year. 


Standard Leading Serews.—We have received а copy 
of the report of a Committee appointed by the Army CouncH in 
November, 1900, to consider the provision of standard leading 
screws for screw-cutting lathes. The details of the work done and 
the investigations carried out by the Committee are highly inte- 
resting. The necessity for a standard screw arose from the 
difficulty in obtaining interchangeability between the parta of guns 
and gun-mountings, although these were manufactured by first- 
class firms. Ав the result of the Committee's work, а standard 
screw, 44 in. in diameter, and long enough to give a travel of 3 ft. 
with a nut 14 in. long, has been cut, and has been deposited at the 
National Physical Laboratory. The screw is mounted in a special 
leading screw-adjusting machine, which is at the service of manu- 
facturers for correcting their leading screws. A maximum error of 
0:0001 in. per 12 in. length of screw was contemplated in the pre- 
liminary arrangements, but it was found possible to greatly exceed 
this degree of accuracy. When mounted in the screw-adjusting 
lathe at Bushy, careful measurements showed that the movement of 
the tool carriage did not vary from the proper value by more than 
0:0002 in. in the entire length of the screw, and after the insertion 
of a correcting cam not more than 0:0001 in. at any one point. The 
work of adjustment of the screw and the construction of the 
machine were carried out by Messrs. Armstrong, Whitworth & Co. 
Messrs. Vickers, Sons & Maxim, and Messrs. W. Muir & Co., were 
also represented on the Committee, as well as the Government 
Departments concerned. 

It is interesting to note that the Committee considers that in 
individual end measure comparisons, 0:001 in. in 12 in., being the 
accuracy commonly obtainable in the general workshop, requires an 
accuracy of 0°0001 in. in 12 in. in the gauge room, and 0:00002 in. 
in the laboratory verification. The work done for the Committee 
shows that these limits of accuracy present no excessive difficulties 
when proper precautions are taken. 

The details of the work and the construction of the machine are 
fully described and illustrated in the report, which may be had 
from Messrs. Wyman & Sons, Ltd., price 1s. “д 


А Noisy Elevated Electric Railway.—The com- 


plaints made in regard to the noise produced by the running of the 


trains on the Berlin elevated electric railway have now been 


silenced by decisions of the Courts, which are to the effect that in 
view of the public-legal nature of the undertaking, the private 
rights of adjoining property owners recede to the background, as 
they are unable to exercise any influence upon an enterprise 
approved by the State. It appearsthatthe owners of one particular 
site along the route of {һе railway sought to have the company 
compelled either to adopt noisc-deadening contrivances or pro- 
hibited from making excessive noise. The company submitted that 
legal action against it was inadmissible, and this point has had to 
be settled first. The Reichs Gericht, in confirming the decision of 
the Kammer Gericht and the Land Gericht, holds that the railway 
is а means [of communication which serves in a high degree the 
general publie interests. Having regard to the common well being, 
the State is careful to protect opposing interests in the exercise of a 
right of State sovereignty. The Court refers to the regulations 
made under the Act in respect of the system of sanctioning plans. 
During the 14 days of the exhibition of the plans, it is open to any 
one to raise objections against the undertaking. and these must form 
the subject of negotiation. In this connection the authorities who 
decide the building plans have to impose upon the promoter the 
provision of such arrangements as are regarded necessary to secure 
the adjoining sites from danger; and it is only when these con- 
ditions have been fulfilted that the “police permission" to com- 
тепсе working can be granted. As a result of the decision of the 
Reichs Gericht, it is concluded that in view of its sovereignty, the 
State has taken in haud the protection of the public and. individual 
neighbours against the dangers and disadvantages which mav arise 
from working operations, that without the consent of the polico 
authorities “undertakers” themselves cannot, even in the matter 
of details, depart from the plans as originally approved, and that 
third parties who believe themselves to be prejudicially affected 
in the use of their sites by working operations, are unable to force 
alterations upon the railway by legal action. They must apply, it 
is said, to the authorities who are entrusted with the preservation 
of the State police sovereignty, and eventually to the administra- 
tion Courts whatever this may mean. 


А Cape Town Explosion.—The Commission of Inquiry 
into the recent explosion in Adderley Street, Cape Town, 
ave completed their report. They find that the explosion 
was due to an accumulation of coal and water gas in 
an old sewer, and that the gas was probably ignited by the 
"'lhermit" process of welding the tramway lines which was being 
carried on in the street at that time. They tind that the electrie 
cables were properly laid, with due терага to the safety of the 
public, and had nothing to do with the explosion. The munici- 
pality is severely criticised as to the way of laving down gag 
pipes, and the Government has been recommended to exercise 
control in such matters, 


Electric Haulage on Canals.—The works in connec- 
tion with the construction of the Teltow Canal, which will have, 
a total length of 23 miles, with only one lock, are approaching 
completion, and it is expected that the undertaking will be brought 
into use before the end of the year. Already the power statiou 
which is to supply electrical energy for the working of the lock 
gates and incidental machinery and also for the operation of the 
electric locomotives running on rails along the sides of the caual 
for the towing of boats, is nearly finished and equipped with boilers 
and two 850-н.р. steam turbines and electrical generators, the 
the latter of which are now yielding current for the experimental 
working of the lock. The track for the locomotives on the entire 
eastern section has been laid on both sides, while the rails and 
&tandards for the overhead wires have been partly placed in position 
on the western section. It is anticipated that only 15 minutes will 
be occupied in the clearance of the single lock calculated from the 
time of arrival to that of departure, the average difference in the 
level between one section and the other being 10 ft. The haulage 
speed of the boats will be comparatively high in consequence of the 
almost entire absence of locks. The district at the western end of 
the canal is expected to be developed as a pleasure resort. 


Labour Troubles in 1904,—In the annual report of 
the Labour Department of the Board of Trade on Strikes and 
Lock-outs in 1904, Mr. A. Wilson Fox, C.B., shows that the year 
was singularly free from industrial stoppages. The numbers of dis- 
putes, of workpeople affected and of working days lost were the 
smallest on record. The 354 disputes recorded in 1904 involved 
about &7,000 workpeople, or nuder 1 per cent. of the industrial 
population of the United Kingdom, exclusive of agricultural 
labourers and seamen. 


Magnetic Observatories and Tramway Currents.— 
According to a correspondent of the Financial News, the Civil 
Tribunal of Nizza has just given judgement in a case of importance 
to the electrical industry. The well-known Paris banker, M. 
Bischoffsheim, founded at Nizza an observatory, which is managed 
by the Paris University, and has the special object of observing 
magnetic phenomena. From 1882 to 1890 the Institution recorded 
the most precise results; but from that date onward perturbations 
arose, rendering the records of the apparatus absolutely valueless, 
It was discovered that the cause of the trouble was the electric 
current used for the tramways, which left the rails and penetrated 
the ground as far as the magnetic observatory. M. Bischoffsheim, 
together with the Council of the Paris University, therefore sued 
the Nizza Tramway Co. for damages, as the Institution had 
obviously to be transferred to a more remote and safer site, if its 


researches and registrations were to be of any profit to science. 


The Judges declared the claims of the plaintiffs well founded, 
and ordered the tramway company to pay damages, which have 
been assessed at nearly £4,000. 


Fatalities.— Henry Jenkins, a young electrician, lost his 
life in a lift accident at the new Ritz Hotel, Piccadilly, the other 
day. The lift was a temporary one, and intended solely for the 
carriage of materials during the construction of the buildings. 

A ticket collector, aped 65, in the employ of the District Railway 
Co., was at work at Acton on July 27th, when the clectric signalling 
apparatus failed and he walked along the line towards Mill Hill 
Park to pilot an engine. It was late at night, and after the train 
had gone by he was found lying in the 6-ft. way with an injury to 
his head. He was unable to explain what had happened, but said 
he had not been knocked down by a train. А large burn was 
noticed on the back of the leg about 9 in. from the heel, and it was 
stated by the railway witnesses that if Horsley stepped against 
the live electric rail, he would be burnt at that spot, and the shock 
would throw him across the 6-ft. way where he was found. Dr. 
Whiteman said he made a post-mortem examination, and found 
signs which were characteristic of injury by electricity. Death was 
due to shock caused by Horsley coming in contact with the live 
electric rail. The jury returned a verdict of “ Accidental death.” 


Institution Notes.—The British Electro-Therapeutic 
Society held a three-days’ meeting at Leicester last month. 
The following subjects were announced for consideration :—The 
present position of the treatment of carcinoma and sarcoma by 
electrical methods, neurasthenia, the X-rays in the diagnosis of 
pulmonary disease and stereoscopic radiography, while a report was 
to be given on the millianiperemeter as a measure of X-ray 
production. 

Among the results of the recent Roentgen congress at Berlin has 
been the authoritative adoption by a special committee of the 


following terminology :—Rontgenolugy = the study of Röntgen 
rays, Rontgenoscopy = observation by Routyen rays, Röntgen- 


ography = photography by the rays, Orthorontzenography in place 
of orthodiagraphy, Routgenotheraphy and the verb to röntgenise in 
their obvious Meanings.—Vatire, 


Appointments Vacant.— Lecturer in telegraphy and 
telephony for West Ham Technical Institute ; assistant lecturer in 
electrical engineering (£180) for Belfast Municipal Technical 
Institute; junior shift engineer for Dover (£580); switchboard 
attendant for Carlisle (25s. }. 


Сах. —Ап accumulation of coal gas in a main sewer at 
Leeds caused a very serious explosion last Saturday morning. The 
new electric tram lines were raised from their foundations; indeed, 
as one of the Press reports saya, "the thoroughfare was literally 
blown into the air.” + 
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A Motor-Car Commission.—Parliament has appointed 
a Royal Commission on Motor-Cars, with Viscount Selby, late 
Speaker of the House of Commons, as Chairman. The other Com- 
missioners are the Marquis of Winchester, Sir William Forwood, 
Mr. Henry (Chief Commissioner of Metropolitan Police), Mr. Mure 
(as representing Scotland), together with representatives of the 
Local Government Board and of Ireland. 


"Royal Assent.—The following Acts have received the 
Royal assent :— 


Electric Lighting Orders Confirmation (No. 4) Act, 1905. 

Electric Lighting Orders Confirmation (No. 5) Act, 1905. 

Electric Lighting Orders Confirmation (No. 6) Act, 1906. 

Electric Lighting Orders Confirmation (No. 8) Act, 1905. 

Esk Valley Power-Gas Order Confirmation Act, 1905. 

Glasgow Corporation (Trai ways Consolidation) Order Confirmation Act, 1905. 
Paisley District Tramways Order Confirmation Act, 1905. 

Andover Lighting and Power Act, 1905. 

Southend and Colchester Light Railways Act, 1905. 

Whitechapel and Bow Railway Act, 1905. 

Metropolitan Electric Supply Company (Acton District) Act, 1905. 

South Lancashire Tramways Act, 1905. 

Shropshire, Worcestershire and Staffordshire Electrie Power Act, 1905. 
„ Piccadilly and Brompton Railway (Various Powers) Act, 


Metropolitan Electric Tramwayr Act, 1905. 

Dublin United Tramways Act, 1900. 

Charing Cross, Euston and Hampstead Railway Act, 1905. 
Baker Street and Waterloo Railway Act, 1905, - 

Edgware and Hampstead Railway Act, 1905. 

Gosport and Fareham Tramways Act, 1505. 

County of London Electric Supply Company's Act, 1905. 
North Metropolitan Electric Power Supply Act, 1905. 
Shepton Mallet Gas Company (Electric Lighting) Act, 1906. 
Central Electric Supply Compan:'s Act, 1905. 


Warm Work.—We are iuformed that at the fifth 
annual convention and exhibition of the National Electrical Con- 
tractors’ Association, held at Boston, U. S.A., during the week 
ending July 22nd, there was a large attendance of prominent elec- 
trical contractors from all parts of the States. The excessive heat 
prevailing during the week caused the discarding of coats and 
collars at several of the business meetings, and even at the annual 
banquet. 


- 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements.) 
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Central Station Engineers.—The Tunbridge Wells 
T.C. has increased the salary of Mr. D. Suirz, assistant electrical 
engineer, by £25 per annum. We referred to this matter in our 
issue of July 14th. 

At a special meeting of the East London (Cape Colony) Town 
Council on July 7th, Mr. J. Мовькү Lams, late borough electrical 
engineer of Kimberley, and at present with the Rand ‘Central 
Electric Works, Ltd., was appointed, out of 74 applicants from 
England and South Africa, to the post of electrical engineer and 
tramways manager to the municipality." 

The staff at the Blackburn Corporation electricity works have 
presented a timepiece to Mr. T. Н. KEARSLEY on his marriage. 

The Burslem T.C. has appointed Mr. Н. W. EDWARDS, of 
Llangollen, as shift engineer at the electricity works at a salary of 
£104 per annum. 

By nine votes to three Cheltenham T.C. has appointed Mr. 
WALTER J. BACHE, borough electrical engineer at Gloucester, as 
borough electrical engineer, at a salary of #400 yenr. 

Mr. GEoncE RicBv, of Preston, has been appointed by Stockton- 
on-Tees T.C. as charge eugineer at the electricity works. 

The Devonport Electricity Committee have recommended the 
T.C. to grant the following increases of salary :—Mr. J. W. Spark, 
electrical engineer, from £275 to £300 а year; Mr. W. J. STAMP, 
assistant engineer, from £140 to £150; Mr. J. H. MuLras, junior 
engineer, from 30s, to 358. per week; Mr. C. D. Mirsow, switch- 
board attendant, from 20s. to 25s. per week. 

Mr. F. J. BAKEWELL has resigned the appointment of electrical 
engineer to the Kettering U.D.C. owing to their wishing to reduce 
the salary from £300 to £175 per annum. His assistant, Mr. W. A. 
WALKER has been appointed at the latter salary. 


Tramway Officials. — The Bournemouth T.C. on 
August Ist appointed Mr. P. Н. p Marco, late chief clerk and 
traffic assistant to the Poole Co., as clerk at the Lansdowne offiee. 

The staff and employés of the Gravesend and Northfleet Electric 
Tramways, Ltd., have presented а marble clock to Inspector В. 
JOHNSON on his marriage. 


General.—We are informed that Mr. H. B. BARLOW is 
no longer with Messrs. F. W. Heaton & Co. 

Mr. E. KIL BURN Scott, of Sydney University, lectured on 
“ Electric Traction on Railways by Alternating Currents,” before 
the Electrical Association of New South Wales, on June 23rd. 

Messrs. Alfred Dickinson & Co, consulting engineers of 
Birmingham, notify that their London address is now 210, Gresham 
House, Old Broad Street, E.C., where Dr. JohN MANNHEIM is in 
constant attendance. Mr. Alfred Dickinson із in town on Tuesdays 
and Wednesdays, - 


Mr: Martix Katt, representing the European Electric Lamp 
Manufacturers’ Syndicate, is staying for a short time at the Holborn 
Viaduct Hotel. `~ 

Mr. MunpocH, assistant to Prof. Baily in the Heriot-Watt 
College, has been appointed head ofthe Electrical Engineering 
Department in the Municipal Technical School, Halifax. 


— 


e 


NEW COMPANIES REGISTERED. 


Newquay Electric Light and Power Co., Ltd. (85,451).— 
This company was registered on July 31st, with a capital of £15,000 in £1 shares, 
to carry on at Newquay and elsewhere in Cornwall the business of an electric 
light and power supply company in all its branches, and to adopt (1) an agree- 
ment with H. Foote, L. Milne and E. J. Owen for the acquisition of the under- 
taking and powers granted to them by the Newquay Electric Lighting Order, 
1904, and the Electric Lighting Orders Confirmation (No. 8) Act, 1904, and 
(2) an agreement with Foote & Milne, Ltd., for the execution and equipment of 
certain works. The first subscribers are: —J. D. Dymond, 11, Beaumont 
Crescent, West Kensington, electrical engineer, 1 share; К. P. J. Jolivard, 36, 
Marney Road, Clapham Common, S. W., accountant, 1 share; Ellen I. Bullock, 
48, Louisville Road, Upper Tooting, 8.W., clerk, 1 share; E. E. Smith, 66, 
Victoria Street, S. W., Parliamentary agent, 1 share; E. J. Bussy, 28, Thornbury 
Road, Clapham, S. W., clerk, 1 share; J. Rogers, J.P., Truro, 200 shares; and 
E. 8. Lowe, Quay House, Newquay, gentleman, 200 shares. Minimum cash 
subscription, 1,500 shares. The number of directors is not to be less than two 
nor more than seven; the first are J. Rogers and E. 8. Lowe; qualification, 


!£200; remuneration, £100 to £300 per annum (according to profits) divisible. 


City of Ely Electric. Light and Power Co., Ltd. (85,444). 
—This company was registered on July 31st, with a capital of £5,0C0in £1 shares, 
to adopt an agreement with Н. Foote, L. Milne, and E. J. Owen, providing for 
the transfer to the company of the undertaking and powers granted to Шеп by 
the Ely Electric Lighting Order, 1904, and the Electric Lighting Orders Con. 
firmation (No. 4) Act, 1904, and for the payment or part payment in shares for 
the erection and equipment of the company's works if the contract for such 
works be given to Foote & Milne, Ltd., and to carry on the business of suppliers 
of electricity for light, heat, motive power or otherwise, &c. The first sub. 
scribers (each with one share) are :—H. Foote, 46, Gillingham Street, S. W., elec- 
trical engineer; L. Milne, 69, Overstrand Mansions, S. W., electrical engineer; 
J. D. Dymond, 11, Beaumont Crescent, West Kensington, electrical engineer; 
K. P. J. Jolivard, 36, Marney Road, Clapham Common, accountant; Mrs. L. Н. 
Foote, 46, Gillingham Street, S. W.; E. E. Smith, 66, Victoria Street, S. W., 
Parliamentary agent, and Ellen I. Bullock, 48, Louisville Road, Upper Tooting, 
B. W., clerk. No initial public issue. The number of directors is not to be lese 
than two nor more than seven; the subscribers are to appoint the first: qualifl- 
cation, £200; remuneration, £100 per annum, divisible, with an increase accord. 
ing to profits. 


Patent Eleetrie Carbonising Co., Ltd.—This company was 
registered on August 2nd, with & capital of £2,000 in £1 shares, to acquire the 
аїеп No. 4,593 of 1906, granted to S. Roberts, of The Observatory, Liversedge, 
Yorks, or any other patents relating to electric or other processes of carbonising 
woal waste, noils, rags and fibrous substances, and to turn the same to account. 
The first subscribers (each with one share) are :—S. Roberts, The Observatory, 
Liversedge, traveller; Н. A. Fleet, 7, Plevna Terrace, Saviltown, Dewsbury, 
woollen manufacturer; H. Kaye, Ravensthorpe, Yorks, woollen manu- 
facturer; Е. №. Watson, Ravensthorpe, Yorks, woollen blender; G. Н. 
Briggs, Ossett, Yorks, manufacturer; 8. Briggs, Ossett, mungo manufac. 
turer; and Mrs. М. A. Mitchell, 3, Bank Street, Ossett. No initial public issue, 
Registered without articles of association. | 


CITY NOTES. 


Consolidated Electrical Со, 


THe third ordinary general meeting was held on Wednesday, 
August 2nd, at River Plate House, Mr. Herbert Allen presiding. 
The CHAIRMAN, in proposing the adoption of the report (see 
next page), said he was happy to be able to address them in a less 
apologetic strain than on former occasions. ‘There was only one 
really disconcerting feature in the report, and that was the loss of 
£3,595 on the manufacturing branch of the business. He did not 


think that loss would come as a great surprise to the shareholders, 


for in the lust report they more or less prepared them for some loss, 
and, as a matter of fact, the amount was a mere bagatelle in com- 
parison with what they had lost in previous years on their manu- 
facturing business. It was unfortunately a fact that the company 
had been engaged in а trade in which it was impossible in these 
times, and in this country, to make any profit, unless one was 
operating on a very large scale. In the small way in which they 
had been conducting the business, he was quite satisfied that they 
could never make a profit out of the manufacture of telephone instru- 
ments. That was not a political meeting, but he could not help 
saying that the reason for the unsatisfactory :tate of the electrical 
engineering trade was what was misnamed free trade in this 
country. 'lhey were not the only concern engaged in that trade 
who were losing money. The position of the trade got worse усаг 
by year. Some of their rivals, апа those who conducted their 
operations on a vastly larger scale than they did, made an astonish- 
iug display of figures, but to those who could read between the 
lines, those big companies showed the same tale of loss that they 


* diel, and he was convinced it was only a matter of time when those 


coucerns would have to tell their shareholders the same unpalatable 
truths that he was telling them that day. Apart from the loss on 
the manufacturing part of their business, the profit and loss account 
would not look amiss, and he claimed that it fully redeemed the 
hopes he held out to the shareholders at the last meeting. He told 
them that they would effect many substantial improvements by 
various changes they were then making, and while their total net 
revenue for the past year showed ац increase of £2,018, equal to 
about 100 per cent., their administration expenses had decreased 
by about the same proportion, having amounted to £1,553 as 
against £2,680. As they stated in the report, the adverse balance 
of £3,595 was arrived at without any deduction having been mado 
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for depreciation. They had let their premises at Coventry, which 
was more than a sct-off against any depreciation in their freehold 
or leasehold premises, and as to the plant and machinery, they had 
maintained that out of revenue. The previous year they wrote off 
enormous sums for depreciation, and therefore there was no necessity 
to do anything in that direction on the present occasion. The 
principal falling off in the telephone department had been in the 
Government departments. There had been no fault to find with 
the quality of the goods; it was simply a question of price. For- 
tunately, in place of the uuremuuerative telephone business, they 
had recently succeeded in attracting into their factory a consider- 
able amount of work connected with tramways. They had almost 
completed an agreement for the disposal of their Canonbury works 
asa going concern,and if that were effected, there would be no further 
loss there. The company would still retain an interest in the con- 
cern as shareholders, and if the negotiations were successful, the 
business would be taken over as from March 31st last. The 
directors’ efforts would then be directed tu developing the invest- 
ment assets, until such time as they could be realised with advan- 
tage. In the meantime the shareholders should be receiving mode- 
rate divideuds. Не believed there was a prospect of thcir paying 
a dividend next year. The mainstay of the company was its in- 
vestments, and he had little hesitation iu saying that they were 
worth £30,000 more than the figure at which they appeared in the 
books, and he believed they would show a further increase of from 
£12,000 to £20,000 within the next 12 months. It was mainly 
through the Anglo-Portuguese Telephone Co. that the position of 


the company had improved. Whereas the trading loss before the . 


reconstruction was between £10,000 and £12,000, it was now"under 
£4,000, and there was no debenture debt. . 

Mr. C. WooLLEY scconded the motion. 

A long discussion ensued, in the course of which Mr. W. R. 
Lawson asked the chairman whether he would consent to the 
appointment of a committee to look into the accounts of the old 
company aud to inquire into some of the points that had been 
raised at the meeting. 

The CHAIRMAN said he should regard the appointment of a com- 
mittee as a reflection on the board, and also as a reflection upon 
himself.. However, he would say this—that if any shareholder 
liked to come to the office and ask for any documents, nothing 
would be refused. 

Mr. Lawson said that would be perfectly satisfactory to himself, 
and he believed it would mect the wishes of the shareholders 
generally. 

The report was then adopted. 

The following is a copy of the directors’ report :— 

“The accounts for the year ended March 31st, 1905, show an 
adverse balance on trading account (exclusive of depreciation) of 
£3,595 168. 8d., which is, however, reduced by sundry revenue 
credits to a net loss on the year of £717. But for the loss incurred 
in the manufacturing branch, there would have been no cause for 
disiypeintment with the result of the year's operations, as in every 
other direction the financial position of the company has been 
materially improved. The greater part of the trading loss was 
made in the earlier part of the year under review ; in the 
last few months the factory has been decidedly busier on fairly 
remunerative work. Nevertheless, the directors, in pursuance of 
the policy foreshadowed at the last annual meeting, have under 
consideration the disposal of the Canonbury works, and negotiations 
with that object in view are in progress. Technical obstacles have 
prevented the payment of the dividend due on the preference 
shares, but it is hoped these may be shortly overcome. Further- 
more, there is a reasonable prospect of dividends being resumed on 
the ordinary shares at the close of the current financial year. The 
diligent attention of the board has been given throughout the year 
to the company's investment assets, in which several beneficial 
changes have been effected. The Edison Gower-Bell Telephone 
Co., one of the company’s subsidiaries, has been put into liquida- 


tion, and certain economies of administration have been effected 


thereby. By this step, also, the company acquires a large number 
of shares of {һе Anglo-Portuguese Telephone Co., instead of being, 
as formerly, only indirectly interested in that company. Although 
the investments have undergone considerable change, and have 
greatly appreciated in value during the past year, they are retained 
in the balance-sheet at the very low valuation put upon them a 
year ago. The directors hope to be able to announce at the forth- 
coming general meeting a further important addition to the invest- 
ment assets of the company; as stated in the last report of the 
directors, it is to these that the proprietors must look for the 
recoupment of past losses and disappointments.” 


Dublin and Lucan Electric Railway Co. 


Tux directors’ report to June 30th, 1905, says that the receipts and 
disbursements respectively for the half-year are nearly identical 
with those of the corresponding period of last vear. After pro- 
viding for debenture interest there is an available balance of £1,249 
6s. 5d., out of which the directors recommend the payment of the 
usual half-yearly dividend (£475) on the 5 per cent. preference 
shares, and of three months' arrear of dividend on those shares 
(£237 1083. Also that £400 shall be paid to the contractors on 
account of the principal sum remaining due to them for electrica] 
equipment, and that the balance of £136 16s. 54. shall be carried 
forward to next half-year. The above-mentioned payments of 
£237 10s. and £400 will clear off all arrears of dividend on the 
preference shares to June 30th, 1905, and reduce the electrical 
equipment debt to £1,600, 

The train mileage was 54,826, against 54,626 in the corresponding 
half of last year. 


Great Northern and City Railway Co. 


THE EARL oF LAUDERDALE presided at the half-yearly meeting held 
last Friday at Westminster Palace Hotel, and, in moving the 
adoption of the report, he said that no comparison of the corre- 
sponding period of 1904 was practicable because in that period the 
circumstances were exceptional and they were only open for 44 
months. The capital account for the half-year was only £575. The 
estimated expenditure for this half-year was £100,000, which was 
for the payment forthe equipment of the line from Drayton Park to 
Finsbury Park, and for additional rolling stock as explained at the 
last meeting. The money had not yet been expended, so it appeared 
again as before. The receipts from all sources had increased by 
£9,731 during the half-year, as compared with the half-year ended 
December, 1904. The average earnings per weck were £1,778, 
against £1,404, showing an average increase of £374 per week. 
The passengers carried were at the rate of 445,830 per week, against 
201,062, an increase of 44,768. Those figures were exclusive of 
season tickets and were most encouraging. From the opening of 
the line they had had a continuous increase and they hoped that it 
would be maintained in the future. Building operations in the 
district between Wood Green and Tottenham were being extensively 
'arried on and that ought to contribute additional traffic to the line 
secing that it formed very convenient connections at Finsbury Park 
with the tramways serving that district. In regard to the actual 
working expenses, the rate payable to Messrs. Pearson's on that 
account was, and until the company took over the line would be, 50 
per cent. of the gross receipts, and they did not at present sce any 
reason why, when the company worked the line itsclf, that should 
be excecded. Whether that would be so or not depended, of course, 
upon the increase or otherwise of the tratie. Messrs. Pearson 
reported that the ratio of working expenses to receipts had 
diminished cach half-year since the opening of the line, and they 
were in a position to deal with a large increase im traffic without 
materially inereasing the working expenses. There had been only 
one slight interruption of traffic during the half-year. The number 
of trains had been about the same as detailed at the last half-yearly 


meeting, and the number of passengers had increased from 565 to 


7'68. Provision was being made for additional rolling stock to 
meet the expected increase in the winter гаће. Contracts had 
been given for the supply of additional cars, and. these would be 
delivered from time to time commeucing in October next. The 
directors were still of opinion that the extension to Lotlilniry 
should be undertaken аз soon as the opportunity of raising the 
necessary capital admitted, 

The report was adopted. 


Anglo-American Telegraph Со. 


THe half-vearly meeting was held on Friday last at Winchester 
House, Mr. F. A. Bevan presiding. 

The CHAIRMAN, iu moving the adoption of the report, said that at 
the last meeting he ventured to take a somewhat sanguine view of 
the prospects of the company for the half-year whieh had now come 
to a conclusion, and though, perhaps, һе might have been a little 
over sanguine, he thought that on the whole the prospects he 
held out had been fairly justified. They would have liked to have 
been able to pay the dividend to which they had beeu accustomed — 
15s. for the last quarter as well ах for the first quarter of the усаг, 
but although they had. not. quite succeeded. they were able to pay 
14s. making 29s. for the half-vear, ах against 25s. for the corre- 
sponding period of 1904. That meant that they were paving the 
sharcholders £14,000 more in dividends than they did last half-year, 


which he considered very satisfactory. The traffic receipts had 


increased by £15,711. The working expenses had increased by 
£2,130. Most of that was due to increases in salary, but, as they 
Ааа carried 1.000.000 more words, they had naturally required 
more hands. The ordinary expenses of the ss. Minia had increased 
by £1,856 as she had been very busy in repairing the 1873 cable, 
The total increase of expenditure in the half-year had amounted to 
£5,346. The increased balance of £2,065 from December, 1904, 
gave them £12,717 for additional dividend. They had actually 
distributed an extra £14,000, and to do that they had taken £1,282 
out of the amount that they brought forward from the previous half- 
year. The new half-year had commenced with an increasing traffic 
week by week during July, but he would like the shareholders to 
bear in mind that in the last half of 1904 there were very large 
increases during the last few weeks, which went up to £13,000 and 
£14,000 a week of gross traflic, and they could hardly expect 
to have those large increases again. Looking at the renewal 
fund for the vear they had added from the revenue £20,000, 
and interest on investments had yielded 430,354, bringing the 
fund up to a total of £1,038,030. Unfortunately, however, they 
had had to deduct £13,681, being the balance of the cost of putting 
the Minia into perfect repair, and £35,182 had been expended in 
repairing two breakages which had occurred in their 1873 cable— 
£27,000 of which appeared in last year’s accounts, and £8,000 in 
this. That cable had been in use for 32 years, and they must 
not be surprised at having had to spend such a large sum on repair- 
ing it, but it pointed to the importance of keeping the renewal 
fund at a large figure. After those deductions had been made, the 
fund stood at £985,725. He regretted to say that the Newfound- 
land legislature had taken it into their heads to impose a tax upon 
the company which amounted to £1,000 for their cables, and also 
other minor taxes upon messages, and it looked as if they would 
have to pay £4,000 or £5,000 per annum, if not more. The 
directors were very carefully considering the matter, and would do 
all in their power to try and get the legislation reversed, but they 
must not be too sanguine as to the resuits of any action they might 


=, 
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take. Besides that, they had invited another company to land а 
cable on their shores, во as to connect Newfoundland with America, 
во that they would now have — what they had never had before in 
that Colony—competition. With regard to tbe P. Q. case, the 
Court of Cassation. had confirmed the judgement of the Appeal 
Court of Rouen iu the company’s favour, and no further appeals 
were now possible. They could only now accept whatever assets 

might be handed over to them, but he was afraid they would be 
very small. 

Sir GERALD FiTZGERALD seconded the motion, and the report 
was adopted. 


Liverpool Overhead Railway Co. 


THE directors’ report for the balf-year ended June 30th says that 
the gross revenue receipts amount to £39,918, and the working 
expenses to £31,749. 

The number of passengers carried during the last two years is 


as follows :— 
Half-year Half-vear Half-vear Half. year 


ending ending ending ending 
Dec. 31, June 30, Dee. 31, June 30, 
1908. 1904. 1904. 1905. 
First class 766,160 135,223 705.215 673,637 


3,670,401 8,400,444 — 3,523,085 3, 169.953 


Becond class (including. tramw AY a)... 
1,459,939 1,186,754 1,884,552 1,714,523 


Workmen (special return tickets).. 
Total .. 5,866,503 5, 624,421 5,613,752 5,558, 119 
The directors regret that they are unable to report any improve- 
meut during the past half-year. The number of passengers carried 
was 66,308 less than during the corresponding period of 1904, but 
the reduction inthe fares of the second class has more seriously 
affected the earnings, which show a reduction of £1,946. The 
balance on the working account for the half-year, after providing 
for interest on debentures and dividend on preference shares, 
amounts to £593, which the directors recommend should be added 
to the balance brought forward from last half-year. 


REVENUE ACCOUNT, 


Receipts from passenger traffic amount to £39,191 8 9 
Misc Салк receipts and interest eels; Xa ie 726 19 3 
£39,918 8 0 


Less working expenses 31,749 3 10 


£8,169 4 2 

Deduct interest on mortguge debentures, and on calls 
paid inadvance .. Б «a i „ 4,029 1 9 
£4,140 2 5 
Add ba'ance brought forward, December 815%, 1904 .. 3,743 4 3 


Leaving available for dividend £1, мні 6 в 


Out of this balance the directors recomme Ий the declaration of 
a dividend of 5 percent. per annum on preference shares (less 
income-tax), leaving a balance of £4,336 118. 6d. to be carried 
forward. 


— 


Central London Railway Со. 


On Wednesday, August 2nd, Sir Henry Oakley presided at the half- 
yearly meeting held at Holborn Restaurant. In moving the 
adoption of the report, he said they had spent £11,000 on capital 
account, £8,000 of which had gone for improving their condensing 
apparatus at Shepherd's Bush, which, when the arrangements were 
finished, they hoped would lessen the consumption of coal. There 
was no alteration in the working stock. They had spent, this year, 
between £300 and £400 for improving and cnlarging oue or two of 
their sub-stations and in connection with ventilation. They had 
not done enough in the way of ventilation, but, by improving the 
arrangements, they were gradually extracting the air at each of 
their stations; by doing that they were, he thought, removing all 
cause for complaints as to the ventilation. ‘Turning to the revenue 
account, they had carried, on the whole, a greater number of 
passengers by 68,000, but the peculiarity of it was that the ordinary 
passengers had increased by 90,000, but the workmen carried. at 
half fares had fallen off by 30,000. The total number of workmen 
carried in 1904 was 3,081,000, in 1905 they numbered 3,051,000, a 
reduction of 30,000, but the number lost was comparatively 
small in, proportion to the total. The expenses of working 
were the same except for the rates and taxes, which were 
a sort of bugbear which was ever pressing on them. They 
paid during the half-year £14,752, or £500 more than in the 
corresponding period, for rates and taxes. But for this there 
was only a difference of £30 or £40 iu their working: expenses, 
therefore, there was nothing to explain. The net result was that 
they had a balance of £90,201, as against £89,836 in the corre- 
sponding half-year of last year. After providing for the dividends 
and putting aside £10,000 for the deferred stock earned in the half- 
year they would carry over £34,000. They brought into the half- 
year £22,000, so they therefore earned 4 per cent. and had £12 000 
additional undivided profit for the half-year. They found that 
they were better off than the other underground railways for they 
had an increase whereas the others had suffered a loss. They 
had now carried 214,277,000 passengers without an accident. He 
thought that did great credit to the manager and statf. The train 
earnings per mile was 5s. 6d. They began at 4s. 10d. and they had 
now reached 5s. 6d., practically the highest figures. The working 
expenses were stationary. That indicated that if they increased 
substantially the earnings per mile they would be able to continue 
their present cost of working. Another subject of interest to the 
shareholders was the proceedings in Parliament and the Royal 
Commission Report. They would remember that they deposited a 
Bil in Parliament for the continuation of their railway so аз to 


make it a complete circle. It was suspended early in the Session, 
and only a day or two ago they had been informed that neither 
theirs nor any other competing Bill could go on this Session. They 
had, therefore, withdrawn it. The Report ‘of the Royal Commission 
had recently been issued, but it was impossible tu express any opinion 
regarding what the Commission recommended. The broad suggest ions 
they made were that a skilled tribunal should be appointed to 
consider all schemes, and that they should either recommend to 
Parliament, or be authorised by Parliament to deal with, all appli- 
cations for the construction of trams, railways, or tubes, ‘The 
board, after close consideration, found it impossible to express 
any opinion as to the course they ought to pursue in the next 
Session until it was known whether a tribunal would be appointed. 
Therefore, he had only to report that day that the Bill they 
deposited this year was gone, and if they decided to bring it up 
again it would have to come before the shareholders at. their next 
meeting. The only other matter was the Bill of the Great Western 
Railway Co., which they supported, for they looked upon it as the 
beginning of the opening of the Great Western suburban district. 
Lord Rarumokr seconded the motion, and the report was adopted. 


Great Northern. Piccadilly and Brompton 
Railway Co. 


Тнк half-yearly meeting was held on Thursday of last week at 
Hamilton House, Victoria Embankment, Sir Henry Fowler, M.P., 
in the chair. 

In proposing the adoption of the report, the CHAIRMAN said that 
the capital expenditure during the balf-year had amounted to 
£681,750, and the estimated expenditure during the current half— 
year on capital account was £650,000. The engineers’ reports on 
the progress of the works were most. satisfactory. So far as the 
Holborn to Finsbury Park section was concerned, the whole of the 
tunnels for the two lines of way had been driven and liued with 
cast-iron from Finsbury Park to Holborn with the exception of 
two short lengths of small tunnel immediately north of Holborn 
station, which were wetl in hand and would shortly be completed. 
At Finsbury Park station the works were practically complete. 97 
per cent. of the concrete for the permanent way road-bed had been 
laid in between Finsbury Park and Holborn. In the South 
Kensington to Holborn section, with the exception of the station 
tunnels at Holborn and about 320 lineal yards of running tunnel to 
the southward, the whole of the runuiug and station tunnels 
on that section had been completed. The lift shafts at all the 
stations and the connecting passages had been nearly all com- 
pleted, and the construction of the platforms had been prac- 
tically completed at the following stations :—Brompton Road, 
Sloane Street, Hyde Park Corner and Down Street. At Dover 
Street. and Piccadilly Circus stations the platforms were in 
progress of construction. Up to date 57 per cent. of the 
concrete for the permanent way road-bed. had been completed. 
Practically the same rate of progress had been made on the 
Earl's Court seetion. The directors were quite satisfied with 
the way in which the work was being performed aud the 
rapidity with which it was being carried out. The Underground 
Electric Railways Co. had paid their rent up to June 30th under the 
terms of the lease which admitted of the payment of a dividend at 
the rate of 4 per cent. per annum, 

Lord Farrer seconded the motion, and the report was adopted. 


Waterloo and City Railway Со, 


Tit half-yearly meeting was. held on Thursday of last week at 
Waterloo Station, Sir Charles Scotter presiding. 

The CHAIRMAN, in proposing the adoption of the report, said that 
the accounts did not present any noteworthy features, The receipts 
were £200 more and the expenses £259 less than in the corresponding 
period а year ago. The dividend was the same— viz., 3 per cent., 
and the carry over was £658, which included £256 brought forward 


.from the last account. As they needed only £675 to pay 1 per 


cent. dividend, it would be seen that they very nearly earned that, 
Apparently there had been a falling off of 8,000 in the number 
of daily passengers, but that was more than made up for by the 
Increase in the season tickets. If they made an estimate of the 
number of journeys made by season ticket holders and added them 
E the other passengers they got a total of 2,775,127, agaiust 

„729,982 in June, 1904, or an increase of 45,145. The amount 
E in fares was £17,522, and the fare per passenger worked 
out to 1°51d., or a fraction over 144. This was slightly better than 
а year ago when it was 1'49d., or just under 144. The cost per 
train-mile worked out at 1s. 83d. as compared with 1s. 94d. This 
decrease was chiefly accounted for by the fact that a year аро the 
working expenses included a sum of £300 for compensation to an 
unfortunate passenger who met with an accident when alighting 
from a train at Waterloo. The result was that the net receipts 
were more than sufficient to pay 3 per cent. on the Waterloo and 
City capital, and under the working agreement the South-Western 
Co. were cutitled to retain one-third of the excess. A dividend at 
the rate of 3 per cent. per annum would absorb £8,100, leaving 
£658 to be carried forward. They did not anticipate ашу further 
expenditure on capital account. If more capital were wanted there 
still remained £105,000 available as borrowing powers. He песа 
scarcely refer to the report of the London Traffic Commission; it 
was & very lengthy document, and they must wait and see whether 
any, and if so what, effect was given to the recommendations. It 
was no doubt desirable for Parliament to deal with new schemes on 
some definite plan, and there was also no doubt that these tube 
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lines, four of which had now been at work for some time, must 
afford great relief to the traffic in the streets. 


The Hon. Н. W. CAMPBELL seconded the motion, and the report 
was adopted. | | 


Nernst Electric Light, Ltd. 


IN the circular issued by the secretary for the extraordinary general 
meeting to be held on 14th inst. to confirm the agreement with the 
A. E. G., the secretary says: | 


I am instructed by the directors to inform you that the board at the last, 
meeting held proxies representing, approximately, £50,000 of the whole share 
capital of the company. There was, however, no necessity for a poll. Resolutions 
1, 3 and 4, were carried by the requisite statutory majority, their being only 
three dissentients with regard to No. 1, and one with regard to 3 and 4, und it was 
mutually agreed between the shareholders and the directors that Resolution 2 
should be modified by a reduction of the sum proposed to £2,000 and this was 
carried пет. соп. A formalagreement embodying the offer negotiated in Berlin 
on July llth has been prepared and completed with the Allgemeine Electricitits- 
Gesellschaft dealing, in detail, with formal matters which were not considered 
by the directors to be sufficiently dealt with. This document has been now 


executed by both companies and any shareholder can inspect а copy during 
business hours at the office of this company. 


| 


Armorduct Manufacturing Co.— The capital of this 
company has just been increased by the creation of a further 1,000 
ordinary shares of £5 each -i. e., £5,000. 


W. T. Henley's Telegraph Works €o.—The directors 
have declared an interim dividend on the ordinary shares at the 
rate of 10 per cent. per annum, less income-tax, for the half-year 
ending June 30th last, payab!» September 1st. The interim 
dividend for 1904 was at the same rate. 


5 


Stock Exchange Notices.—Applications have been 
made to the Stock Exchange Committee to appoint a special 
settling day in and to grant a quotation to— 


Babcock & Wilcox, Ltd.—Further issue of 270,000 ordinary shares of £1 each, 
Nos. 530,001 to 800,000. 


And to allow the following securitics to be quoted in the Official 
List :— 


Havana Electric Railway Co.— $6,957,000 Consolidated Mortgage 5 per cent. 
60-year coupon bonds of 1952 for $1,000 each, Nos. 1 to 6,957. Shawinigan 
Water & Power Co. — 82, 000, 000 5 per cent. consolidated first mortgage bonds, 
Nos. 401 to 483, 1,851 to 2,000, 2,517 to 2,586, 2,621 to 2,802, 2,805 to 3,025, 3,036 to 
3,041, and 8,044 to 4, 00 of $1,000 each, and 4,805 to 4,860 and 4,895 fo. 5,000 of 
$500 each. | 

The Committee has appointed special settling days as under:— 

Wednesday, August 16th.—American Telephone and Telegraph Co.—3,980,000 
4 per cent. collateral trust bonds of $1,000 each, allotted in London, Nos. 55,782 
and 55,733, 56,551 to 56,906, 57,401 to 57,486, 58,633 to 58,657, 61,848 to 61,880, 61,929 


to 61,931, 62,369 to 62,383, 66,002 to 66,267, 66,526 to 67,000, 67,251 to 67,745, and 
67,751 to 69, 90. 


Wednesday, August 23rd. — Metropolitan Electric Tramways, Ltd.—182,181 
ordinary shares of £1 each, fully paid, Nos. 1 to 40,785 and 249,942 to 391,337. ы 


The Committee has also ordered the undermentioned to be quoted 
in the Official List :— 


Edmundson's Electricity Corporation, Ltd.— Further issue of 10,000 ordinary 
shares of £5 each, fully paid, Nos. 70,001 to 80,000. 


Chilian Electric Tramway and Lighting Co.—The 
meeting of this company was held on 2nd inst. in London. Sir 


Julius Wernher, in moving the adoption of the report and accounts, - 


stated that the accounts submitted to them for the year 1904 showed 
а very satisfactory increase on the figures of 1903. They had 
carried 4,400,000 more passengers than in the previous year, and 
had a 50 per cent. higher profit in the lighting department, which 
seemed to be moving more in accordance with original estimates. 
They might look forward to large increases in that department, as 
the greater part of the town was without electric light. Since the 
closing of the accounts, the Deutsche Ucbersecische-Gesellschaft, of 
Berlin, had become interested in the company, by acquiring а 
coutrolling interest in its share capital. 


Companies Struck off the Register, —The following 
companies have been struck off the Register, and are dissolved :— 


Benfleet Electric Light and Engineering Co., Ltd. 
Burn's Patent Tram Cur Lifeguard Syndicate, Ltd. 
Cable Members Club Co., Ltd. 
Carditf and Penarth District Light Railway Co., Ltd. : 
Electrical Thawing Syndicate, Ltd. 

Electrie Fur Machining Co., Ltd. 

Metal Electro Amulgamatint Syndicate, Ltd. 

News and Entertainment Telephone Syndicate, Ltd. 
O'Brien-Lennard Electrical Installation Co., Ltd. 

Simplon Tunnel Syndicate Co., Ltd. 

Steam Users Patents Co., Ltd. 

Weymouth Electric Light and Power Co., Ltd. 


- 


South Wales Electrical Power Distribution €0.— 
An extraordinary general meeting of this company was held at 
Cardiff. on Saturday, when it was resolved to ereate £100,000 
additional debenture stock, bearing interest at the rate of 5 per 
cent. per anmim, being the fourth and fifth instalments of 150.000 
each, part of the £250,000 which the company is empowered to 
borrow under its Act. 


Prospectus, — Bombay Electric Supply and Tramways 
Co. The Electric aud General Investment Co. is offering £600,000 
4) percent. debenture stock in this company for sale at par, also 


60,000 6 per cent. Preference shares of £10 each. The list is to 
close on Monday, 


: STOCKS AND SHARES. 


Wednesday evening, { 
РЕАСЕ has again assumed the position of paramount factor in the 


Stock Exchange markets, and while business is not brisk, quotations 
are well maintained on the hope of a satisfactory conclusion to the 
negotiations. Money continues plentiful, and the holiday month 
finds an unusual amount of capital ready for investments of a 
tempting nature. The fate of the Administrative County Bill will 
be settled, for the present session, while these notes are going 
through the press, but, so far, the probable massacre of the Bill has 
not affected prices. Nor is it likely to do so. | 

Fluctuations are few and far between. Supply shares have 
improved upon their firmer front. in several cases. Metropolitan 


Ordinary are 4 better at 10, twice their nominal valne, and the 


buying of late has been very strony. It is prophesied that the 
company is now upon a dividend basis, of which 10 per cent, 
will prove the lowest distribution. County of London Ordinary 
moved up ito 84, being now quoted 88 to 91, and the two Pre- 
ference shares of the Charing Cross City undertaking recovered 
their slight decline of last week. Perhaps the City companies 
may benefit to a very small extent from the illuminations in 
honour of the French visitors. Edmundson's and Urbans show no 
variation. The new issue by the latter company was less successful 
than had been reasonably anticipated. Charing Cross Debenture 
came to market the other day, the price thereupon receding а 
point to 104. Brush Preference rose 4 to 13 upon a little buying, 


and South Metropolitan Ordinary and Preference are both ү; 
firmer. | 


Neweastle-upon-Tyne Electric Ordinary are 8, and the Pre- 
ference 6, for old and new shares alike in each instance. Hove 
Electrics are 8, Folkestones 5}, and business has been done in 
Oxfords at 62. Bournemouth Ordinary are 12, the Preference 101, 
and Bromley Ordinary 53. 


Home Railway descriptions have generally improved upon pubji- 
cation of some fairly good dividends by the “ Heavy " lines. But 
the electrical section is dormant. Great Northern and City Pre- 
ferred are creeping up, and show a rise of 5s. at 5] upon the recent 
hopeful report. For a long lock-up investment the shares leok 
attractive, and they might possibly rise an early sovereign upon 
any continuance of the demand. East London stuck is 5. Districts 
eased off to 36}, and Metropolitans to 91. Of the less familiar 
stocks, we may mention that Baker Street and Waterloo Debenture 
is 102, Charing Cross and Euston certificates 50, and Great 
Northern and Piccadilly script 503. Central Londons display no 
change. 

At the meeting of the London Road Car Co. on Tuesday, the 
chairman referred to the improvement in the receipts per car as the 
first-fruits of the motor-bus. He spoke guardedly on the subject 
of the new traction, but the caution may have been due to a desire 
to prevent his words being put to unlicensed purposes by interested 
parties. The price of the £6 shares is now 6%. London United 
Preference have cased to 92, but in spite of the dull Bank Holiday 
and the competition of the new river service for popular favour, 
the trams were mostly packed to overtlowing on each day of the 
recess. Calcutta Trams remain good, a buyer having to give 98 
earlier in the week. British Electrics, on the other hand, are still 
dull. Several new power companies have been brought to within 
speaking distance of the final prospectus, but for such ventures a 
postponement of the issue until later on in the autumn will pro- 
bably be considered prudent. South Wales Debenture stock is 109, 
and the shares 83. Cleveland and Durham Debenture appears to 
be worth buying at par. North Metropolitan Trams eased to 41 
upon the County Council's offer of immediate purchase of the under- 
taking. | 

Prospects of a party fight in the House of Commons over the 
telephone agreement caused the trifling drop of 4 in National Pre- 
ferred and Deferred, the other varieties holding their ground. 
The Debenture stocks show a tendency to harden. United River Plate 
Telephones are 4 better at 74, and Chili Telephones have regained 
the 2s. 6d. they shed a week ayo. ‘These movements are greater 
than those in the telegraph market, where the chauges scem trivial. 
Amazon shares rose 4 to 23, and Cuba Telegraphs are 4 firmer at 89, 
the latter merely replacing an earlier loss. Anglo-American Pre- 
ferred at 1051 is the fraction lower. At 12, Henley's are unaltered, 
the interim dividend being announced at the rate of 10 per cent. 
Callenders stay at 105. Telegraph Constructions are 32. Mauu- 
facturing shares as а whole keep steady. Babcock & Wilcox at 38 
are à harder, and the Preference are 124. Willans & Robinson 
Ordinary, Preference and Debeuture have 14, 3 and 751 for their 
respective quotations, and at 20, Westinghouse Preference have 
moved down a fraction. 


SHARE LIST. OF 


TELEGRAPH AN 


ELECTRICAL COMPANIES. 


p TELEPHONE COMPANIES. 


Business done Rise + 


Stock Closi Closi 
Present or Dividends for the last oning osing week ended | 
Tege. Share four years. Quo ond. Kugust 9th. August. 9th, Fall = 
| 
— ; E = 
Highest|Lowest. 
94,800 | African Direct Telegraph, 4 « Debs... vi es 3 ih 
95,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 211 
119,700 ро. до. 5 9% Debs., Nos. 1 to 1,250 Red. * | d 
768,580 Anglo-American Telegraph ·. i 8 Pu "3 n 
3.118,10 Do. до. do. 6 J Pref. 1084 | - 
8,118,210 | Do. йо. do. Deferred . | Stock 28. 1813 + 8 
'000 | Chili Telephone, Nos. 1 to 44,000 — .- | oe nux 5 | 6б 1 8% Е | + зм 
1,032,856: Commercial Cable Sting. 500 year 4 % Deb. вк. Red. | Stock 4 4 4 97 - 
16,000 | Cube Telegraph .- Y za za Nw 75 10 64:9 | 10 5 T 
000 Do. 10 % Pref. АР а 10 10 б 10 174 ; 
12,991 | Direct Spanish Telegraph, Ord. m "ME 5 4 4 4 .. T 
6,000 Do. do. 10 % Cum. Pref. 85 5 10 10 10 "EMT 
80,000 Do. do. 45 % Debs. 50 4 4% 4 994 М 
60,7102 | Direct United States Cable s "T zi «x 20 8 .. e 
74,50 | Direct W. India Cable, 43 % Reg. Deb. , 1 to 1, 00, R. 100 4: 44 44% oe es 
4,000,000 | Eastern Telegraph, Ord. Stock eee", | Stock | 7 q 1 Ha —2 
2,000, Do. - Pret. Stock .. o. | 100 84 93 95 je 
1,896,814 Do. 4% Mort, Deb. Stock Red. .. Btock | 4 4 4 1084 | .. 
800, Eastern Extension, Australiasia, and China Tele. 10 7 7 7 12 
602,400 Do. 4% Deb. Stock . ЯГ ‚‚ | Воск | 4 4 4 „| -2% 
800,000 East & 8. Afric. Tel., 4 €) Mt. Db., 1 to 8,000, red.1909 | 100 4 4 4 ia ie 
9000000 | Do. 4 % Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 | 25 4 4 4 +3 
180,987 + Globe Telegraph and Trust .- EN "s i 10 28 16 7*| 5% 53 3 "28. 
180,887 | до. 6%, Pre. 10 | 6 % 6 6 on ae 
,000 Ога, 5 Tele oot M ; 10 124 15 % | 24 L 
Ў Мах an ermu ‘able, 4 1st Mort. 
46,500 Dobe within Nos. 1 to 1,200, Red. || 200 | 44% 44% | 4% M 
17,000 | Indo-European Telegraph D T ae " 25 10 % |10 18 % 52 
72,680 | Monte Video Telephone Co., Ltd. Ord. : : 1 8 96 8 e. X 
1,989,393 National Telephones Pref. Stock га ; 100 6 96 6 6 1014 | 
1,966,667 | Do о. Stock 111010 | 4 5% | 5 103 | 
15,000 i do, 6% Cum. lst Pref. .. · 10 | 6 6% | 6 “ШШ i 
15,000 ро. до. y ef. .. 10 6 6 6 PS gs 
250,000, | Ро. do. 6 % Non-cum. 8rd P., 1 to 250.000 5 | 5 Б Б bad 53 + 3 
2,000000 | Do. do. Deb. Stock Red. Stock 8 85 32 e: | " 
1,689,598 | Do. do. 4% Deb. Stock Red. .. | 100 4 4 д 1034 +434 
179318 | Oriental Telep. and Elec. {to 171,504, fully paid | 1 6 64 63 . 
50, Do. o. do. 6 m.Pref. .. 1 6 6 6 ONE ES 
100,000 | Pacific & European Tel.,4 % Guar. Debs.,1 to 1.000 100 | 4% 4 4 aot. oh. ба 
11.81 | Reuters. ee ee lo ie 8 5% | 5 5 vs n oe 
8,287 Submarine Cables Trust is NS . Cert. 6 6 6 - E ES: 
58,000 United River Plate Telephone > T. i 6 1 8 8 1р „„ dd 
40,000 í 5% Cum Pref., Nos. 1 to 40,000 5 5 5 5 - ‚оо 
179,947 Do. do. 5% Debs. .. ы M Stock 5 2 5 5 à Su. NC 
15,6091 | West African Telegraph, Shares cs oe E: 10 2 4 з : | 
80,008 W. Coast of America, 1 to 80,000 & 53,001 to 59,008 24 Nil. Ni il ga iw. ^ 
150,000 Do. 4% Debs., 1 to 1,500 guar. by Braz. Bub. Tel. | 100 4 4 4 - Pol 
901,980 | Western Telegraph, Ltd., Nos. 1 to 207,930 85 10 7 7 7 14 1818 
75,000 Do. о. Б % Debs. 2nd series, 1906 | 100 5 5 5 bx „ 
663,380 Do. do. 4% Deb. Stock Red. 100 4 4 4% 105% © | 
88,801 | West India and Panama 1 Bs as 10 Nil N i V 
94,563 Do. do. 6% Cum. lst ef. Кя 10 Usi " ® 6 8А | 
4,669 Do. do. 6% Cum. Qnd Pref. ss 10 il Ni il i ' 
80,000: Do. do. 5 % Debs., Nos. 1 to 1,800 100 b 96 5 96 5 96 ' 
| 
ee ee 33 
ELECTRICAL RAILWAY, MAN UFACTURING AND INDU STRIAL COMPANIES. 
pec 2222 ĩͤ — и н Н не. 
40,000 | British Aluminium 1% Cum. Pref. .. | « 6 Nil ` 41— 5 s "E О 
90,000 Do. do. нА» 6% Cum. Pref. .. 5 Ni! 4 eis — , 
90,000 Do. do. 4% Funding Certe. . + 5 id — 3 Ж Ж. 
300,000 Do. do. 5 % lat Mort. Deb. Stock Red. | Stock 5% ` 99 —108 Ki e , 
189,901 British Electric Traction a us 10 6% | 81— 8ўха 6 833 | 
156,487 , до. 6 % Cum. Pref. .. 10 6% ' 11— 11 11 11 | e 
1,000, Do. do. 5 % Perp. Deb. Stock .. Stock 5% | 122 —124 1 Е И 
250, Do. do. 4} % 2nd Deb. Stock Red. | 100 4% 97 — 99 gd | 98 | e 
100000 | British Insulated and Helsby Cables is b 8% | BAR| e 007 
100,000 Do. do. 6 um. Pref.  .. ia 5 6 | 6 xd ix i : 
,000 Do. do. 44 % Ist Mort. Deb. Red. 100 i | 101 —104 EN 2 a 
50,000 |fiBrowett, Lindley & Co., Ord. , ^ р | 41 vil | m } А pon 
60,000 |$ Do. о. 6% Cum. Pre. | #1 Nil | 14/6 to 15/ 2" 
106,781 Brush Electrical Engineering, Ord., 1 to 105,781 .. 2 Nil | 1 zs А 
150,000 А Non-eum. 695 Pref... ©... 9 6% | 1— 1 s | +4 
125,000 A 43 % Perp. Deb. Stock .. | Stock 44% | 9з — 95 25 "T 
195,000: ро. 44 % Perp. 2nd Deb. Stock Stock | 44% 4% T] — 80 i Ж 
35,000 Callender's Cable Construction shares ; T b 15 96 124% | 10—11 m Р | 
40,000 Do. do. 5 % Cum. Prel. ia НЕ 5 5 2 “, | 54— i { | 
300,000 Do, до, 44 % lst Mort. Deb. Stock Red. | Stock | 4» 4% 166 —108 " PEE 
1,963,208 Central London Railway, Ord. Stock an Stock | 4% 4% | 90 — 92 914 vs d 
522,800 Do. do. 4% Pret. Stock Stock | 4% 4% | 101 —108 9 ыо 
529,996 Do. do. Def. do. .. Stock | 4% 4% | 78 — 81 791 MEE 
1,990,000 City and South London Railway Stock | 84% ae | 38 — 40 39 388 
85,000 Crompton & Co., rear 98 R * р b ° 1 °› 8 5 % 2: r4 14— 2 xd 18 ee | 
А st Mort. Reg. Debs., 1 to o e | 
100,00 | 900 ot £100, and 901 to 11,000 9 ed p wee m 5. % 9 9 | 
99,961 Edison & Swan Utd., * A" shrs., £3 pd., 1 to 99,261 5 Nil T" là— 18 ia | 
17,199 А ‘A’ shares, 01—017,189 5 Nil ба 9 — 2% 213 | 
Do. 4 Deb. Stock Red. .. . | 100 4% 4 96 4% 83 — 88 "e | 
100,000! Do. 6 % 2nd Deb. Stock Prov. Certs. all pd. 100 | 5% | 5% 5% 89 — 94 90 | 
1 Electric Construction 1 to 112,100 Y Pe 2 6 % 4% Nil 1— # АП ‚ 
81,990 ро. do. % Cum. Pref., 1 to 31,390 2 1 5 7 'X T 96 ]j— 2łxd 3 | 
200,000 Do. do. 4% Perp. Ist Mort. Deb. Bk. | 8tock | 4 4% 4% 8 — 96 Р i 
25.000 | General Electric Co. (1900), 5 J Cum. Prei. 10 44 54 5 93— 10 h | 
000 Do. do. 4% Mort. Deb. | Stock | 4% | 4% 4 % 97 —101 1 | 
900,000 | Henley’s (W. T.), Telegraph Works, Ord. .. 5 20 % 15 % | 15% n- 12 114 | 
200,000 Do. do. 44 "5 Pref... . b us n% | 44% 25— 558 15 | 
45,900 Do. do. 44 Mort. Deb. Stock Stock 4% | 48% | 4% | 109 —111 m | 
50,000 India- Rubber, Gutta-Percha & Telegraph Works. 10 10 % 10 7ó © 15 — 16 | 151 
0001 é do. 4%, 1st Mort. Deb... 100 4% 4% 4 % 109 —103 e | 
87,500 Liverpool Overhead Railway, Ord. .. iu " 10 14% 12% 14% H- M e 
10,000 |! Do. do. Pref. £19 paid 10 5% | 5% | 5 7o gi— 94 Е | 
97,3850 | Telegra h Construction and Maintenance m 12 20 % | 90 % 15 % 31 — 33 + 
‚000 А 4 % Deb. Bds., 1 to 1,500 Red. 1909 , 100 4 96 4 % 4% 101 —103 | 
0001 | waterloo & City Railway, Ord. Btoek = | 10 | 3% | 88% | 8% ж—% i | 


A period of nine months. 


+ Quotations on Liverpool Stock Exchange. 


1 Unless otherwise stated all shares are fully paid. 


« From Manchester Share List. 
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Interim dividends. 
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оо [SHARE LIST OF ELECTRICAL COMPANIES (continued)—ELECTRICITY SUPPLY COMPANIES. 


| Stock ce -Closing | Closing Business done | Rise + 
Present NAME. | or Dividends for the Quotations Quotations week ended | or 
I last f 
— | Share. ый rour youre. Aug. md. | Ang. 9th. Aug. 9th, 1905. | Fall — 
з ee F Ў rm QNT. Secr | + | 1902. | 1903. 1904. 11905. | ry Tc. MN PE 
29,977 | Brompton & Kens. Elec. Lt. Вар, 9 1 to 20 ‚000 | 5 8% |10% |10% | | 10—10 10 — 3 I .. 
10,623 Ро. do. 7 %, Cum. Pret. b 1% 77 | 7% | 1 91— 105 | а: e 
288,782 | Central Electric Supply 49, Guar. Deb. Stock 100 4 96 4 4% | ч 103 —106 Е 105 | * 
80,000 | Charing Cross and Strand Electricity Supply 8 5 10 % 8 * 8 % | | 61— a © lw. 
80,000 Do. do. do. 4j % Cum. Pref. 5 4 av [am Р ou] b $ 
epa ps. “Cit E pede 44 % Cum. Prf. : 44 4 & | { $ | | 6 — : E m | i 
A А 0 e 92 4 — a 
350,000 Do. do. 4% Deb. Stock Red. 100 4 4 4 104 —106 | 1 on es "A —1 
44,436 Chelsea Electricity Supply, Ord. ә 5 19 5 д 6 5 | 6— 64 | "е — М га A M 
150,0001 Do. do. 44 % Deb. Stock Red. | Stock % | 449% | 44% 108 —110 108 —110 108 з, су? 
70,595 City of London Elec. Lighting, Ord. 40,001—110,595 10 5 5 6% | 104— 11 104— 11 104 * + 
40,000 Do. 6 % Cum. Pref., 1 to 40,000 . 10 6 бф 6 % | 13 — 14 13 — 14 8. a j | 
400,0007 Do. 5% Db. Stk., Scrip. (iss. at 115) all pd. * 5 5 5 2 122 —126 122 —126 Vv iA 2. 
300,000 Do. 44 %, 2nd Db. Stk., Prov. Crts., all pd. 100 44 44% n et 103 —105 103 —105 £i e» - 
40,000 | County of London Electric Lighting, Ord. 1—40,000 10 4 ‹ 4% 44% 4% — 9 2 2 e| +8 
30,000 Do. do. Pref., 40,001 60,000) 10 | 6 6% | 6 ВЕ 11$— 193 113— 1 K s X 
400,0001 Ро. 9 0 5 Deb. Stock x d 5 Н. ay dH du 111 —114 133 | ig |... 
250,000 Do. % 2nd Deb. Stock . Stock 5 44% 4 ‚ә 103 —105 103 —105 104 a bs 
pees Байзо s кыне чое, ога. shares 5 1 $ Н & 1 & me 53— oj 51— - à S | мА. 
, um e oe ) .. 514 .. 
300,000: Do. do. 44 % 1st Mort Deb. Stk 100 44% | 48% | 4% A 105 и 106 —108 107 a bm 
21,000 | Kensington and Knightsbridge Electric Ord. А 5 10% 112% 12 % | са 11 124ха 111— 124 се | m 
136,000 Do. do. do. 4 % Deben. Stk. | Stock 4 96 4 96 4 b ND .—100 xd 97 —100 ИР h^ 
boo ооа И Electric Supply Mi AGE x UST Ord. ü н 2s : $ P od E m B- 2 'ü 1 | T 
, . a. 5 ) | ee — › 5— 5 5 • ~ 
371,895 Do. do. 4% 1401 Mort. Deb. Stk. Red. Stock 1 Ў 4 & 4% te 99 —102 99 —102 v4 es | và 
100,000 Metropolitan Electric Supply, 1 to 100,000 .. | 5 1 906 10 10%, 94— 10 93— 1 10 931 ++ 
76.121 Do. 44 % Cum. Pref. 1—71,106, &8 d. 5 | 44% | 4% | 4 b | а; bà 5— 8 Sal. du 
2207, 0001 Do. 44°% 1st Mort. Deben. Stock  .. 1 | 4e | 4 ® ic 1308 ie 109 —113 n «nus 
250,0001 Do. % Mort. Deben. Stock Redem. | Stock 8 ^ | 98 —100 98 —100 1004 E | А 
250,000 | Midland Electric Corporation, 44 % 1st Mort. Deb. | 100 | 44% | 4 5 "nos 99 —101 99 —101 p pon. 
10,852 | Notting Hill Electric Lighting SL .38 6 96 6 795 | 14 — 15 14 — 15 ES IA ‹ 
59,000 Do. do. 4% 1st Mort. Deb.. ©® 100 1 % 4% 4% | 100 —102 100 —102 T »4* 3 З 
40,000 | St, James’ and Pall Mall Electric Light, Ота. |. 5 | 144 144% | 144% | 10% 13 — 14 xd 13 — 14 xd Ф . | A 
,20,000 Do. йо. 1. Pref. 20.081 to 40,080 | 100 1% d 1% (1% | s— жЕ 8-9 Бе ; " 
, е Stoc e / j + — — .. . ** 
12,000 | Smithfield Markets Electric Supply, Ord. v b 24° 4% ‚ ч. ЖЕ ux 22— 2 24— 2i | ЯР ; | * 
50,000 Do. do. do. % Deb. Stock | Stock | 4 4% 4 % 2$ 76 — 80 xd 76 — 80 xd 25 . 
65,000 | South London Electricity Supply, ae e we 3 | 4% | . d Sà— 4 M t mens 
100,000 | South Met. Elec. Lt. & Power (Ord.. р 1 Nil Nil | Nil m | — | ta— H 2 |] +e 
50,000 | (Late Blackheath and Greenwich (т % Pref. . | 1 Nil 7 4 7% | ; 1 1g Дк li "1 o> + da 
100,000 Dist. E.L.Co.) 43% lst Deb. Stk. | 100 44 44° а ; 106 —109 | 107 —1074 | Ü 4 | Ar 
о етед тере Supply, Ога. 88 > : ч a Б 7 : 2 mE 48— | Hm : Hi 411 - 
: | о. ' 5% Cum. Pref. E <= — | F 
200,000 Do: do. 44 % ist Mort. Db. Stk. Red | 100 A S NE 104 —106 104 —106 | 106 1053 | 
110,000 | Westminster Electric Supply, Ord. .i $ 5 12% | 183% |11% 1396 12 — 123 | 12 — 127 xd | 128 192 | 
28,151 Do. do. 5 95 Cum. Pref, "jd 5 5% | 5 % у  Б% | ai 63— 68 6g „ | 
к Shares not officially quoted: Mackay Companies, ord., 413—42}.. Pref. 76—704. 
* Subject to Founders Shares + Unless otherwise stated all shares are fully paid. Interim dividends. 
. ; ^ 1 
MARKET QUOTATIONS, Wednesday, August 9th. 
es 7 ; r | Latest Fortnight's 
CHEMICALS, &c, SM C NER METALS, &c. (continued). Price. Dec. or Ine. 
а Acid, 8 „ ^ uw. perawt 5/- " g Copper Dons S uw. :. £83 £2 inc. 
„ Nitric % Lew A POLARN: 22/- is E ow od .. per ton £83 £2 inc. 
a „ Oxalic .. - ve .. per ewt. 320 "E^ (Electrolytic) Bars .. per ton £74 50/- inc. 
a „ fBulphurie .. * .. per cwt. 5/6 ko Mi" cud i Sheets .. perton £87 е 
а Ammoniac, Sal .. рег cwt. 42/- € yi dt Rod . per ton £81 .. 
Ammonia, Muriate foetal) .. per ton er aD e к H.C. Wire рег i 9 zd. inc. 
E .. per ton ` nite $94 is .. per lb. s 
а Bleaching powder T = .. per ton £5 5 Sheet. - .. per lb. 8/- t 
a Bisulphide of жор > .. per ton #15 n German Silver Wire .. per lb. 1/6 4% 
a Borax . ; : c .. per ton £13 һ Gutta-percha, fine - .. per lb. 6/- to 7/- "P 
a Benzole (90 %) per gal 7/- h Intlia-rubber, Рага fine. .. Per lb. 5/64 to 5/7 14d. to 2d. in. 
а „ (50 рег gal 5/6 i Iron, Charcoal Sheets .. per ton £18 " 
a Wee Sulphate per ton 420 i „ Pig (Cleveland warrants) per ton 46/9 9d. inc. 
a Lead, Nitrate - 25 .. per ton £25 i „ Forgings, according to size per ton From £11 we 
a „ White Sugar“ re .. per ton £31 „ Scrap, heavy рет ton 47/6 to 50% 
a м? ee бИ " .. рег ton £27 10 i, Wire, galvanised No. 8 per ton a T . oi Ы 
a Methy Spirit . per gal. А 2/6 
а Naphtha, Solvent (90 % at 160°C) per gal. 5/6, g Lead, English Ingot ..  .. per ton { {о #145 5/- dec. 
a Pd iste (580%) casks per Ib. p g ў - A ВА „* per imn ере" E 6 2/6 dec. 
a Po Jaustic ( .. per ton m anganin ire No per ID. - б 
а Potassium Cyanide .. per lb. 7а. „ Mercury .. per bot. £776 v 
a Enae ш Ps .. perewt. 185/- d Mica (in original cases) small .. per 19 on 2 75 " * 
a Sulphate o agnesia y .. per ton £4 10 @ у; i „ medium per lb. - * 
a Sulphur, Sublimed ponens .. per ton £6 10 d ; „ large. per lb. 4/6 to 8/6 . 
a " ROM vered ў ... per ton 45 10 | р Phosphor Br onze, pien р рег . 11 T 18 T 
а тр oy T ton £5 10 rolled bars & rods per 10, T 
a Soda, 8 ‘(white 70 %) EA ee ton £10 15 | S " up Å sheet рег lb. 1/3 is 
a. 54 ap tic .. per ton £3 o platinum А . рег oz. 84/- 
a Sodium эел ы casks .. per lb. 91d. e Silicium Bronze Wire . per lb. 1034. to 114d. e 
a F Cyanide. . per Ib. 7d. i Steel, Magnet, acc'd'g to dese’ р" п рег {оп к, SU А 
METALS, i | i » „ in bars <: £139 РТИ 
b Aluminium Ingots, in ton lots .. рег ton £130 T | TER DEN dis o o. җе: РЕВ to #140 £11 10 dec, 
4 " ZU in ton 1 25 .. per ton £168 s | mn „ Wire, Nos. 1 to TN i per lb, 1/10 ld. inc. 
Sheet, in ton lots .. perton | £166 T p White Anti- friction Teta Bre 
b Babbitt’s metal ingots T per ton £43 to £140 | i | „White Ant" brand. per ton £43 to £65 us 
c Brass ad vr oca dcl 12") basis per 12 | 74. | 12 | | j Yarns, 2/10s a Cotton, on un "ls per n 8d. gi 
E v ube (brazed) ` per Ib. | d. | d. dec j Я AX per lb А 
с, » (solid drawn).. ac DEP Sid. oe | . 8 Y 10 lbs. Russian per Ib. 478d. 
с " Wire, basis .. y EN Ec | 744. | | | “i 10 lbs. Russian, single .. per lb. .  4id. 
c Copper Tubes (brazed) .. ое Per Ib. | 104d. | | | j „ 180 lbs. Jute rove per ton £11 
є „ (solid drawn) „ ‘per lb. | 1044. | | k Zinc, Sh't (Vieille Montagne bnd. ) per ton £27 15 | 
0 Coppe r Bars (best selected) ber ton £83 1 EZ ine. 


Quotations en lied by Messrs.:—a G. Boor & Co.; b The British Aluminium Co., Ltd.; c Thos. Bolton & Sons, Ltd. ; d F. Wiggins & Sons; ¢ Frederick 
Smith & Co.; ndia-Rubber, G. P. and Teleg. Works Co., Ltd.; 9 James & Shakspeare ; h Edward Till & Co. ; i Bolling K Lowe; j Walter H. erred and 
Co., ТА. ; к’ d. Ashby, Ltd. ; m W. T. Glover & Co., Ltd. ; n P. Ormiston & Sons; o Johnson, Matthey & Co., Ltd.; p The Phosphor Bronze Co., 


Electric Omnibuses in Berlin, — The proposals for 
the introduction of electric omnibuses, which have been abandoned 
both in London and Berlin, are reported to have been revived in 
the German capital. It would, however, appear that although 
motor-omnibuses in general are in contemplation, the question ‘of 
adopting those worked by electric motors and batteries is not the 
primary consideration in Berlin, What has taken place there, at 
all events in regard to electrical vehicles, is that the Allgemeine 
Electricity Co. has built an electric omnibus for its subsidiary com- 
pany—the New Automobile Co.—which has been tested in the 
streets of Berlin, "Тһе 'bus is of the double-deck type, and has 


—— — ee 


ͤy—— — — — — 


been tested as to its capacity for overcoming rising gradients. It 
is not intended for use in Berlin, but rather as a specimen vehicle 
for the purpose of demonstration in foreign cities. It is not quite 
certain from local reports whether the omnibus embodies any new 
features in regard to the weight and output of the batteries, or 
whether it is merely a speculation on the part of the New Auto- 
mobile Co. Motor-omnibuses of the petrol type are, however, to 
be promoted by other firms after the London style. Yet many of 
the London "buses are declared to have been obtained from Ger- 
many—at least the chassis, which are the principal parts of the 


vehicles. 
Digitized by G oogle 
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densities, from 100 to 200 amperes per sq. ft. at 


very high current 
THE FARADAY SOCIETY. a voltage of 0°35 to 0:8 respectively, by the simple expedient of 
: rotating the cathode at so great a speed that the rapid renewal of 
Tre Faraday Society wound up а successful the impoverished electrolyte at the point where that renewal is 
The session on July 3rd, when a programme con- chiefly valuable, namely, at the cathode, combined with the 
«€ Centrifagal”’ taining no fewer than seven items was. bravely surface friction of the electrolyte rubbing against the freshly- 
Copper - grappled with. Of these, however, two papers deposited metal, which, as Mr. Cloud pointed out, has the effect of 
Process. were taken as read. Mr. Sherard Cowper- drawing out the particles of metal into long fibres, and so prevent- 


Coles opened with a description of the latest ing crystalline formation, allow a good tough and smooth metal to 
developments of his well-known “ centrifugal” process for the be deposited in spite of the high rate of precipitation, and without 
electro-deposition of copper tubes and sheets. Rotating cathodes — * the necossity for using mechanical burnishers, such ав ате employed 
have, of course, been used since the days of Wilde, who, in 1875, in the Elmore process. For every current density there is, in fact, 
patented a process for the deposition of copper on iron rolls for à critical peripheral speed, above which smooth reguline copper 18 
printing purposes: and the Elmore process, which successfully deposited, and below which the metal is nodular, brittle and even 

` incoherent. Mr. Cowper-Coles’s method of determining this 
critical speed under any particular conditions is to employ a 
revolving cathode in the form of a cone, noting at what 
zone: on the cone the deposit passes from the nodular to 
the smooth state of surface. Mr. Cowper-Coles ascribes 
the smoothness of his deposits to the fact that the rotation 
of the cathode drives away auy particles of dirt or suspended 
matter that would otherwise tend to settle on the cathode, and 
form the roots of “trees” or nodular growths. This, no doubt, is 
partly true, and it explains why, by the * centrifugal” method, 
anodes more impure than are usually employed can be satisfactorily 
used as the raw material; but there is still much obscurity sur- 
rounding our knowledge of the true cause of these “ trees” and 
« nodules ” in electro-deposition generally, and the fact that the 
addition of glue, for example, to а copper bath will prevent the 
growth of such excrescences, shows that Mr. Cowper-Coles's 
explanation is, at the best, only e part of the whole truth. А. 
thorough investigation into the causes of. these strange phenomena 
would amply repay the time and trouble spent upon it; it may be 
commended to the consideration of those in charge of some of the 
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‘few electro-chemical laboratories in this {country 
Mr. Cowper-Coles has lately devised a new method 
of driving the cathodes. Formerly the mandrels 
were suspended from above on ball-bearings, aud 
attached to the spindlos were Pelton wheels, which 
were driven by the electrolyte impinging against 
them. In the latest form of plant, however, annular 
vats have been omployed, and the mandrel, still 
suspended from above, is driven by worm gearing from 
below, as shown in fig. 1. By this method of driving 
there are no working parts—nothing but the cathode 
surface itself—in the electrolyte, and there are no 
glands or stuffing boxes to get out of order or cause 
trouble. An 8-ft. mandrel has only to be driven at 
about 50 rp.m. to ex ccd the required critical 
peripheral speed, which is about 1,000 ft. per min., 
во that the mechanical difficulties are of the slightest. 

An ingenious device. has recently made it possible 
to utilise the “centrifugal” method for the manu- 
facture of copper wire direct from crude anodes in 
practically one operation. Mr. Cowper-Coles has 
found that if an angular or V-shaped dent, with а 
perfectly sharp corner, be scratched on the surface 
of his mandrel cathode, aud then copper deposited 
in the usual way, the V-scratch causes cleavage- 
planes to be formed in the deposited metal, much аз 
if the metal were cast in an angular mould, so 
that it becomes possible quite easily to strip away 
the deposit in the form of wire of the section shown 
in fig. 2. ‘The wire as deposited can be immediately 


Temperature in Degrecs Centigrade. 


due drawn down into ordinary wire of circular section 

Fia. 3.—ReEvativE HEAT-INSULATING PowkR OF MATERIALS (see p. 236). 1n the wire deposit shown at the meeting the scratches 

. were pẹ in. apart; hence on a standard 7-ft. mandrel, 

attains the required character of deposit hy a combination of 6 ft. in height, nearly 5 miles of deposit—that will draw down, 
burnishing the cathode deposit and circulating the electrolyte, has of course, into a much greater length of finished wire, de- 
been in commercial operation for some years past in England, pending on the section—can be produced in one operation. 
Germany, France and Russia, and is now responsible, according to If this clever invention is commercially successful a saving 
the figures submitted to the meeting by Mr. A. Stanley Elmore, for of from £10 to £15 per ton of wire, which is the cost of 
an aggregate ontput of nearly 7,000 tous per annum, equivalent to making wire from raw electrolytic cathodes, should be effected. 
24 million sq. ft. of deposited tube. Mr. Cowper-Coles, however, By a modification of the method Mr. Cowper-Coles has pro- 
appears to make use, in ordinary everyday working, of much higher duced copper tape, such as is used for trunk telephone lines, 
current-densities than bave been regularly employed in other much jhinner than is at present produced from * cathodes ” 
practical processes, and the special novelty of his “ centrifugal ” at acost of some £20 a ton. The expense of fine coppcr “ non- 


process seems to lie in the fact that he emp oys without difficulty inductive ” tape now limits its use to trunk lines only; electro- 
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ү tape, however, ought to be within the reach of all telephone 
ines. | 

The second item on the programme was a paper by Prof. W. W. 
Haldane Gee on “ Balanced Electrodes,” read in abstract by Mr. 


R. 5, Hutton. 
A balanced electrode, as its name, perhaps, 
Balanced does not altogether imply, is simply a weight 
Electrodes. voltameter, in which the cathode plate does 
not have to be removed from the bath and 
_ dried in order to be weighed, but, being attached to an ordinary 


chemical balance, can be weighed in place at any time. The real , 


weight of the deposit (м) is easily calculated from the apparent 
weight (m) by the formula 


maA 
A = ô 


where А is the density of the deposit—which need not be known | 


with very great accuracy—and 6 that of the electrolyte. Instead 
of attaching the cathode to a balance pan, it may be suspended on 


a delicate spring balance furnished with a scale, or, as suggested by’ 


Dr. Perkin, it may be suspended on a helical ribbon to which a 


pointer is attached (as in the old Ayrton-Perry meters), and thus 


indicate continuously. Such an instrument, used with a suitable 
shunt, may be converted into a laboratory type of coulombmeter, 
as an accuracy of 1 per cent., and even 0°5 per cent. with care, can 
be generally obtained. 1+ can, moreover, be easily adapted for the 
use of students in testing and illustrating the laws of electrolysis. 
Prof. Gee is at present engaged in determining the density of 
various electro-deposited metals by means of this ‘‘ suspended elec- 
trode" method; it offers ready and obvious advantages over the 
direct determination of the densities of the stripped deposits. A 
number of experiments have been made with a mercury cathode 
and anode, which are of interest as bearing on the use of mercury 
in supply meters. The electrolytes used were solutions of mer- 
curous nitrate, or mercuric chloride mixed with potassium cyanide. 
The mercury cathode was enclosed within a shallow dish suspended 
in the electrolyte by a platinum wire, the anode being a layer of 
mercury at the bottom of the containing vessel. In the case of 
mercurous nitrate it has been shown that the current efficiency 
as а monad is affected by the presence of mercuric and basic 
compounds. 
Dr. F. Mollwo Perkin and Mr. H. D. Law 
Electrolytic presented a second instalment of their valuable 
Oxidation. studies on the oxidation of hydro-carbons of 
the benzene series, dealing in this instance with 
ethyl benzene, cumene, and cymene. Apart from the possibilities 
which researches like these suggest for the future industrial employ- 
ment of electricity in the chemical arts, this work appeals, of course, 
only to the organic chemist, but it is of interest to note here, as a 
general outcome of the authors’ investigations, that the oxidation 
is not of a secondary, purely chemical nature, but is a primary 
electrolytic reaction, the hydroxyl ion being the oxidising agent. 


Of more immediate interest to the engineer are 
Heat the measurements which Mr. R. S. Hutton and 
Conductivity Mr. J. R. Beard have made on the relative 
of Furnace heat-insulating qualities of some of the 
Materials. commoner materials used in the construction of 
furnace linings. In spite of the great technical 
importance of such data, there are very few figures at present in 
existence to guide the scientific desiguer of furnaces, and the result 
has been tbat specifications for furnace materials have not, as a 
rule, even contained mention of the heat conductivities of the 
material that has to perform the all-important function of keeping 
the heat in the furnace. For the measurement of thermal con- 
ductivities of granular materials up to 100° C., a simple apparatus 
devised by Lees and Chorlton was employed. The chief results of 
these experiments are summarised in the following table: 


Conductivity. 
Sand (white Calais)  ... s bs .. 700060 
Carborundum  ... T фей died ess 700050 
Firebrick ... ps 2t TT T ... 700028 
Retort graphite ... - ini id .. 700040 
Lime Tus a n ud г .. 700029 
Magnesia (fused) ys m m e. 700047 
Magnesia (light calcined) T b .. 00016 
Infusorial earth ... ү m '00013 


In the more important measurements of the relative insulating 
powers of the materials at high temperatures, a small electrically 
heated tube furnace was made use of. This consisted of an un- 
glazed porcelain tube, with a heating coil of nickel wire, supported 
at the centre of a cylindrical water-cooled enclosure, the space 
between the heating coil and the inner wall of the enclosure 
being filled with the granular material under investigation. 
Measurementa of the power expended and the temperature 
attained clearly showed the comparative insulating values 
of the materials examined. These can best be seen from the curves 
in the accompanying diagram (fig. 3, р. 235', which show the 
relation between the rise of temperature at the centre of the 
porcelain tube and the time during which the heating has been in 
progress in the various cases. On account of the long time required 
fur the temperature to become quite constant, the current was 
reduced by а definite amount after a certain time; that is why the 
curves have taken the particular shapes that appear in the diagram. 
It is, of course, from the horizontal portions of these curves that 
conclusions must be drawn. It will be seen that in the case of fire- 
brick, carborundum and sand, the preliminary heating was effected 
with 300 watts, and after the lapse of about two hours the power was 
reduced to 250 watts , being kept constant at this from 14 to 2 hours, 
by which time the emperature had become almost constant. The 


curves for kieselguhr (infusorial earth) and light magnesia clearl 
show the very much smaller conductivity of these materials. Wit 
these two substances the preliminary heating was effected with an 
expenditure of only 150 watts, but, despite this, the rise in 
temperature was more rapid than with any of the other materials 
mentioned. 

Unfortunately, neither light magnesia nor infusorial earth can 
withstand any high temperatures for long without losing their 
efficiency to a considerable extent. Both substances exhibit large 
shrinkage at high temperature, and their chief uses are likely to be 
limited to the external jacketing of furnaces lined with some more 
permanent but less good insulator. There is no reason, conclude 
the authors, why, by a judicious use of several refractory materials 
built up in a stratified form of construction, it should not be 
possible to employ such excellent insulators as infusorial earth 
without risk of the damage which is inevitable if they be per- 
manently subjected to too high a temperature. 


Mr. R. W. Vicarey’s paper on Storage 

Impurities in Batteries and their Electrolytes” was a pre- 

Accumulator liminary communication, to be followed, 

Electrolyte. before being discussed, by more definite data 
confirming the main thesis of the author— 
namely, that the presence in any quantity of nitrogen compounds, 
and especially ammonia, a dangerous and subtle enemy,” in the 
electrolytes of lead storage batteries is in а high degree harmful, 
affecting adversely both the durability and efficiency of the cells. 
The effects of ammonia in its various combinations appear prin- 
cipally in two distinct forms: (1)in an excessive shedding of active 
material at the positive plate; (2) it becomes deposited upon the 
negative plate, and finally closes up the pores of the active material, 
thereby causing а decrease in efliciency varying from 10 to 60 per 
cent. in about 12 months. 

The principal danger appears to lie, not in the use of nitrogen 
compounds in the formation processes, because these are, as a rule, 
by the best makers, entirely eliminated from the finished plates; 
but in the introduction of the undesirable element into the elec- 
trolyte by the careless or ignorant user, either in the acid itself, or— 
and this is the most frequent source of trouble—in the water which 
has continually to be added to make up for evaporation losses. 
The great difficulty, naturally, is to make the ordinary battery 
attendant realise what pure distilled water xeally signifies; even the 
so-called ‘distilled " water which the central station engineer 
takes from his boiler is hopelessly impure from the point of view 
of the accumulator. Less obvious sources of ammonia are the 
atmospheric surroundings of cells. Even ordinary air, and 
especially town air, may contain suflicient of the gas to become 
harmful after a prolonged period of continuous absorption ; all the 
more important is it, therefore, to ensure that a battery should not 
be installed in the neighbourhood of any spot whence ammonia is 
likely to be evolved. ‘The author quotes a grimly-amusing instance 
of a battery that was installed in a manure shed, and which went to 
pieces in eight months ! 

The author's extensive experience proves most conclusively that 
the necessity for the absolute purity of the electrolyte has not up to 
the present been adequately understood by the average user of 
storage batteries, or even by the average electrical engineer, and 
he even goes so far as to assert that 95 per cent. of battery failures 
are due to the impurities that have been allowed to creep into the 
acids or the waters of the electrolyte. Mr. Vicarey will have 
rendered substantial service to the electrical industry if his paper 
has the effect of making people realise why it is that the 
battery is so often the weakest spot in an electrical power plant, 
especially if it succeeds in convincing them how easily this un- 
necessary weakness may be eliminated. 

We must reserve the consideration of Prof. E. Wilson's paper on 
„ Alternate-Current Electrolysis” for a future date, as, although it 
was taken as read at this meeting, it has not yet appeared in type, 
and the discussion was, therefore, postponed until the autumn. 


Ф 


PARLIAMENTARY. 


The Administrative County of London and District 
Electric Power Bill. 


Tuesday, August 1st. 


Mr. R. E. Hawanp, continuing his evidence on behalf of the 
L. C. C., in reply to Mr. Crops, said that he had carefully examined 
the proposed purchase clause of the promoters, and was of opinion 
that it would be very difficult to work. Не did not think tbat the 
audit proposed by the company was at all satisfactory, and there 
was no proper safeguard that only effective capital expenditure 
would be the basis of purchase. 

Cross-examined by Mr. FrrzaERALD, K. C.: He admitted that it 
would not be proper to insist on words being put into a purchase 
clause which would prevent the undertakers raising the capital. It 
was true that hitherto power companies had not been subject to 
any purchase clause, but, in his opinion, electrical companies gene- 
rally had been too well treated in the past. 

Re-examined, the Witness said he did not think that the pur- 
chase terms of the Act of 1888 had prejudiced promoters in raising 
capital, seeing that between 12 апа 15 millions had been raised in 
London alone under that Act. 

Mr. FITZGERALD: Coupled with unlimited dividends.—WITNEss : 
Yes, and in this case the dividend is 8 per cent., and in addition all 
the profits they can get on the lightiug. 
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Mr. L. Cowanp, K. C., then addressed the Committee on behalf 
of the L.C.C. He said he desired the Committee to appreciate 
fully the attitude of the Council towards the Bill. They appeared 
there in the interests of London as a whole. They did not desire 
to advance their own claims to be congtituted the central authority 
either for the production or the distribution of electricity; they 
simply asked the Committee to consider whether the Bill was so 
free from all serious objection and danger that it was expedient 
it should be passed. During the past seven years the Council had 
had before their minds the two main points which were raised by 
the present investigation—tirst, the question of a supply of elec- 
tricity in bulk, and, second, the question of re-arranging and 
co-ordinating the existing areas and systems of electrical supply, 
во as to adapt those areas to the modern conditions of electrical 
production. With those objects they had held conferences— one in 
June, 1898, and one in May, 1901, between representatives of the 
Council and all the various metropolitan authorities—and at those 
conferences the conclusion come to was that the Council should 
obtain statutory powers to give a bulk supply to such local 
authorities as might desire to take it, and that the local authorities 
might he empowered to exercise their right of purchasing the 
existing companies in combination with one another, or by transfer 
to the L.C.C. In 1902 the Council introduced their Bill, 
which sought to empower them to supply local authorities in 
bulk—in other words, by that Bill the Council would have been 
placed, had it passed, in much the same position as that which the 
promoters of the present Bill were seeking to obtain. The 
Bil of the L.C.C. did not pass. It was opposed very 
strenuously by the companies, but it was somewhat noticeable to 
find that the opposition of the companies had been surmounted 
here. The L.C.C. promoted a similar Bill in 1903, which, however, 
was withdrawn at the suggestion of the Government, who said 
that they thought the question was one of such general importance 
that they intended to bring in a Government Bill to deal with 
the matter. Accordingly a Government Bill was brought in in 
1903, and re-introduced in 1904, when it passed the Upper House, 
but got no further. 'l'he same Bill had again been introduced this 
Session. All of those Bills contained similar proposals. Under 
the Government Bill of this Session, under Clause 3, Sub-sec. E, 
the Board of Trade might, by provisional order, authorise any local 
authority to supply electricity in bulk to any other local authority ; 
and by Clause 11 of the Bill the existing restrictions which pre- 
vented authorised undertakers from uniting with one another for 
the purpose of giving a bulk supply was removed. Mr. Fitzgerald 
had said that that clause was not intended to apply to the L.C.C., 
but they could only take the Bill as it stood, and as the Council 
were a local authority, it was clearthat they would be able to supply 
in bulk. If the Bill of the L.C.C., or either of the Government 
Bills had been passed, it was extremely doubtful if the present 
Bill would ever have been seen. It could not be said that the 
delay was the fault of the L.C.C., inasmuch as three years 
ago they introduced their Bill under which they sought to 
do all that the present promoters proposed. The constant 
cry of the promoters was the benefit they were going to confer 
upon consumers, but he (learned counsel) could not see how the 
individual consumer was going to be benefited under this Bill. 
Under Clause 49 Sub-clause 3, if the Bill passed, they would be 
able to supply rail ways, docks, tramways, &c., throughout both the 
industrial and the non-industrial area, and under another clause 
they could, within the industrial area, give a direct supply to the 
consumer, either with the consent of the authorised distributors for 
the district, or if that were refused by leave of tbe. Board of 
Trade. Therefore so far, at all events, as the benefit to the con- 
sumer in the non-industrial area was concerned, the prospect did 
not seem to be very hopeful—he was still to be left to the mercy of 
the existing authorised distributors, and that position had not been 
bettered one whit by the agreements which had been come 
to. The light consumer would not get апу benefit, for even if the 
promoters took over the existing undertakings, they could charge 
the old prices for lighting. The most serious question for the 
Committee to consider was, whether if the Bill were passed it would 
not enable the promoters gradually to get into their hands the 
entire business not only of the production of electricity, but also of 
the distribution of electricity throughout the entire area. If that 
were the result of what this Bill was going to do, then the L.C.C. 
most respectfully claimed that the greatest caution should be 

bserved before so great a power was entrusted to one set of men. 
jHe submitted that it was contrary to public policy to place the 

ndustrial fate of a large area like London at the mercy of one 
gigantic corporation. They had to consider the company as a 
distributing company, and their prices, as based on the cost of pro- 
duction, were either lower than those of the existing distributors or 
they were not. If they were not lower, then it seemed to him that 
the Bill was valueless; but if they were lower, it was perfectly clear 
that they could outbid existing undertakers for power business, and 
they must inevitably drive their competitors out of the field. It 
might be said that the Board of Trade would protect existing distri- 
butors, but it was not seriously contended that it would. Again, on 
the subject of monopoly, it might be said that the primary object 
of the premoters was to supply existing distributors and not the 
consumer direct, but in that case how was the consumer going to 
obtain the promised cheap supply? Even if the agreements that 
bad been come to with the existing distributors provided that they 
should not charge more than the promoters’ maximum price, there 
was nothing to prevent the existing distributors from charging the 
full 14d., and he should think it was perfectly clear that they would 
do so, On the other hand, if there were no provision regulating the 
price to be cbarged by the distributing company, then the distri- 
butor could charge the present authorised price under his own 
orders. In either case, what became of the promised 2d.? It was 


Hackney Borough Bouncil. 


very dubious. Electricity was becoming more and more a necessity, 
and he contended that modern legislation was strongly opposed to 
placing the control of one of the necessities of life in private hands. 
Referring to the question of purchase, learned counsel contended 
that the proposed purchase clause did not say that the company was 
to be purchased at all. By the admission of the promoters this 
Bill did not come within the purview of the recommendstions of 
Lord Cross's Committee in respect to the exemption from general 
purchase, and therefore he did not see why they should be relieved 
from the ordinary term of purchase which applied to all other 
electrical companies. In conclusion, Mr. Coward saia that the 
L.C.C. felt that the great question of principle involved in the 
Bill, and the vital effect it must have on the future of London if 
passed, required the most earnest consideration and the fullest 
inquiry, and it was for the Committee to consider whether this 
great power should be entrusted to private hands at all. 

The CHAIRMAN : Parliament decided to send it down to this 
Committee. ` | ; 

Mr. CowaRD: Yes, and it is quite open to you now that you have 
heard the views of the L.C.C. to say that youdo not think that this 
Bill should proceed. 

Mr. MACINERNEY then addressed the Committee on behalf of the 
He said that the Council had got their 
works cost down to a price which was never heard of before in 
London, and they had shown a surplus during the last three years’ 
working of over £13,000. They had rejected the offer of the pro- 
moters because they believed they could do much better themselves. 
They had developed the power supply as much as it was possible to 
do. They quite admitted that the supply of electricity could be 
cheapened, and if the offer of the promoters had been made five 
years ago they would have considered it a splendid offer. Made 
now it looked pretty well, but when it was considered in regard to 
five years hence, when the development which Mr. Merz talked 
about had come to pass, the figures that now appeared so plausible 
would be entirely too large. It occurred to them that following 
the course of the development of electricity, this was not a good 
time to enter into a hard and fast bargain for the price of elec- 
tricity in the future. For the three years they had been trading 
they had been coming straight down. Mr. Merz had said that the 
price would go down by leaps and bounds. He (counsel) agreed, 
but it would come down as much for municipalities as for this 
company. 

Mr. SPENCER Hawks, a member of the firm of Robert Hammond 
and Sons, consulting engineers to the Hackney Borough Council, 
said that he and his firm had been engaged for the last 
15 years in carrying out schemes to the extent of over 2 million 
sterling, including besides Hackney, Leeds, Dublin and other 
places. Hackney had spent £274,000 on its electrical undertaking. 
The‘works had been in operation three years, and for each of those 
years it had secured the lowest working costs of any undertaking in 
the Metropolitan area. The working expenses per unit sold for the 
year ended March 31st, 1905, were 88d. Such a figure had never 
before been realised in London. The present capacity of plant in 
use was 3,372 км. "They had altogether a site of 5 acres, in which 
he thought they could provide for 50,000 Kw. if necessary. They 
had had an offer from the promotcrs to give them a supply in bulk. 
That offer had been carefully considered by the Elcctric Lighting 
Committee and also by a special sub-committce consisting of the 
chairman, the town clerk and the engineers, and after going very 
carefully into the matter, the Committee were bound to decline to 
entertain it on the ground that it would not be to the advantage of 
the Council or the consumers in Hackney. 


Wednesday, August 2nd. 


At the commencement of the proceedings on Wednesday, Mr. 
FITZGERALD, K. C., said that, on behalf of the promoters, he had, 
most unwillingly, to make an appeal to the Committee. He was 
informed by the Parliamentary agent that, unless the case were 
finished by the next day, there was considerable danger of the Bill 
being lost by the effluxion of time, and under these circumstances 
he asked if the Committee would sit late. He was aware this might 
put the Committee to great personal inconvenience, and must un- 
doubtedly increase the strain which these proceedings of necessity 
had. It was only on account of the late period of the session, and 
having regard to the amount of time which had already been spent 
on the Bill, and the very large expenses which had been incurred by 
all parties, that he made the appeal, for it would be a great mis- 
fortune if the Bill were lost simply owing to there being insufficient 
time. 

The CHAIRMAN said it was naturally a great strain on the Com- 
mittee owing to the great interests which were involved. He did 
not think there had been any unnecessary prolongation of the pro- 
ceedings. They would be prepared to sit late that night and early 
the following morning. They realised the great charges on one 
side and the great interests on the other. The Bill had attracted 
very much attention in Parliament, and he felt the responsibility 
very much of doing everything he could to advance the proceedings, 
but they must give every interest full opportunity. 

Mr. FITZGERALD said that with regard to the agreement with 
the South London Electrice Lighting Co., the inaccuracy which 
had been referred to had now been corrected. The clause was 
substantially the same as those agreed with other companies. 

Mr. W. J. BuLLock, engineer for the West Ham Corporation, was 
called and examined by Mr. Morton. He said that the Corporation 
had now a large generating station and owned the tramways in the 
borough. The plant installed had a normal rating of 5,700 Kw, 
and they had already installed additional boilers in view of the 
extension of plant. "They could get slack coal alongside their 
wharf at 7s. a ton, and rough small coal at 7s. 6d. a ton. They were 
actually paying 7s. 1054. a ton for similar coal to that which Mr. 
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Merz proposed to use. They had plenty of room for extension, 
plenty of water for condensation, and cheap coal, which were the 
three things that Mr. Merz relied upon. They had a considerable 
amount of public and private lightiny, a considerable traction load 
for the tramways, and if they got a good power supply they would 
get that diversity of load which produced a good load factor, and 
enable them to reduce the cost of lighting. Their estimated total 
capital cost of a capacity of 18,000 xw. installed in the present 
buildings was £270,426 made up as follows: — Land, buildings and 
foundations, overhead coal bunkers, &c., £70,000; chimneys, flues, 
boilers, piping, fans, condensing plant and auxiliaries, £75,976; 
generating plant, £110,348 ; switchgear and sundries, £6,183; extras 
and supervision, £7,919. They had done all they possibly could to 
promote the use of power, and they offered consumers energy for 
power purposes in the first instance at 1d. per unit. They were 
supplying the Thames Iron Works with a large amount of power. In 
1903 they sold 154,000 units for power; in 1904, 212,000 units; 
in: 1905, 300,000 units; and they estimated that this year they 
would supply 1,500,000 units. They had over 100 miles of electric 
mains laid in the borough now, and had spent over £70,000 
thercon. Witness put in the following table showing the yearly in- 
crease in tho power &upply :— 


Pow its sold. 
Total horse- power ower units sole 


Year ending addod per year. 


| General supply. Traction. 
„ — MISES 
March, 1902. 133 . 141,537 Е 
„ 1903. 129 154,090 € 
„ 1904. 120 212,390 23,740 
„ 1905... b 333 300,037 1,444,394 
. | f Applied for, 389 
” 1906 soe Estimated, 1,500 1,300,000 3,000,000 


1905, Total horse-power, 714 Total power units sold, 1,744,431 
1906. » » 2,603 ” „ 4,300,000 


Witness further put in the following table, showing the growth, 
&c., of the borough undertaking :— | 
\ 


County BonovucH оғ WEST HAM.— ELECTRICITY DEPARTMENT. 


| Units sold. 


replace your’ antiquated 


machinery ?—I do not think it 
antiquated. 

I am using Col. Crompton's description. - We do not intend to 
scrap our present generating machinery. 

Then you won't produce at the lowest cost ?.— No. 

Mr. Мокткм addressed the Committee, and said. the Bill was 
absolutely useless for the Borough of West Ham. Mr. Merz had 
told them that if they were to produce electricity cheaply they 
must have a site where they could get a vood supply of water, 
cheap coal, and where they had room for extension. Well, they 
could get coal that day into their bunkers at the cost of 88. 6d., 
and that compared with Mr. Merz's Hs. 4d. There was по doubt 
that they could get coal as cheaply as Mr. Merz could get it. They 
had an ample water supply, and they had actually got the buildings 
erected in which they could install additional plant for future 
demands. It was true that the actual generating cost of the 
station of that size might be more than the generating cost of the 
large stations of Mr. Merz, but the generating cost was not the 
only thing to be borne in mind, for the cost of distribution was 
quite as important as that of generation, They had an area far 
better suited for the purposes of distribution than the arca pro- 
posed in this Bill. It was an area of 7] sq. m., and there was a 
population of 300,000. They had spent altogether £315,000 оп the 
electricity undertaking, Which would be a heavy charge on the 
rates if their stations had to be serapped. He submitted there 
was no necessity for the scheme, and no possibility of its being a 
Success, | 

Mr. A. Gay, engineer to the Islington Borough Council, was 
called by Mr. SAUNDERS, and, replying to questions. said the cost 
of the generating station at Islington was about £217,000, and the 
cost of the distributing system something over £200,000, The 
existing machinery installed was 3,600 Kw., but they were installing 
a turbine generator of 1,500-K W. capacity, Including condensing and 
all accessory appliances; that would cost £15,000. In 1896, when 
they first began to work, they sold 297,464 units, and in 1905 they sold 
2,609,000 units, Power was first sold in 1902, and in that year they 
sold 24,154 units for power. In 1905 they sold 406,369 units for 
power. The generation eost per unit in 1896 was 3˙32d., and in 
1905 it was 17564. per wmit. They showed а loss on the undertaking 
in the earlier years, but in 1905 they showed a protit of £4,574. 


Costs per | Costs per 


' 7 Units ' unit unit 
Year ending. Total units Power used ! generated. sold. Load 
- generated. Public Private HEP RENE Total. | on B | factor. 
lighting lighting. | | y Works, | | 
| General | Traction. Works. | Total. W orks. Total. 
mI NI | “Guia Gk ПОРЕ ОК 
March, 1900... 741,435 | 142,699 420,093 — — 572,792 23,208 165 , 2-01 2:14 260 | 11°31 
з 1901. 1,246,585 | 179,726 693,732 40,878 | — 914,337 36,146 , 155 | 102 2:12 2:62 10:84 
5 1902... .. | 2,021,463 | 265,583 1,176,301 141,537 — 1,583,491 51.118 1386 | 150 , 170 192 12:82 
s 1903... ... | 2,632,100 | 322,970 1,453,503 154,090 — 1,930,563 41,077 121 142 | 1:65 | 1:94 13:91 
» 1904... . . | 2,800,460 | 375,764 1,614,921 212,390 23,740 | 2,226,815 42.748 131 | Ls | 165 | 1:09 | 13:04 
„ 1905. 5,029,736 650,797 1,796,903 300,037 | 1,444,394 | 4,210,447 100,000 79 95 "49 | 01:133 | 18°70 
„ 1906. 7,850,000 | 800,000 | 1,900,000 | 1,300,000 , 3,000,000 | 7,000,000 180,000 | aJ 72 66 81 | 26°60 


re D 


The estimated units sold for 1906 are based chiefly on applications already received; the works costs ure based ou present costs of production. 


He thought it was very possible that Mr. Merz would be able to 
generate more cheaply, but he would have the eost of distribution 
to make up, and he did not think there would be any real advan- 
tage to West Ham in the passing of the Dill. West Ham had as 
compact an arca as it was possible to have. They had the works 
of the Great Eastern. Railway, the carriage works of the London 
and Tilbury Railway, the Victoria Dock, and a large portion of the 
Royal Albert Dock in the area, all of which would be capable of 
being big consumers of power, and he thought it would be а hard- 
ship if unlimited competition were allowed. The Borough Council 
were in a. position by agreement to get a supply of electricity in 
bulk from the Charing Cross and Strand Со. if they wanted it. 
Witness put in the following table showing the estimated revenue 
account when the sale of current reached 8,500,000 per annum. 
He estimated that the sales for 1905-6 would reach 7,000,000 units, 
and it was therefore reasonable to assume that units sold would 
reach 8, 500, 000 by the financial year 1907-8. 


EXPENDITURE, * 


Generating costs: — 
10,000,000 units venerated at 


| REVENUE, 
| By sale of 5.725.000 lighting 
and traction units at 68d. 


0•416d. per unit e LIT. r ber unit.. ^ os . £40,017 
Distribution m XT a 2,000 By sale of 2,775,000 power units 

General expenses, management at 07d. .. е; d s 8,004 

rerit, rates, axes, insurance | — 

and sundries .. id e 4325! £48,111 

н Deduct expenses. . 31.193 

423.558 — — 

Sinking fund on capital of i £13,918 


4. 22,300 at 33 per dent.. 10,635 | Which is equivalent to £23 per cent. on 
average capital for the year of 
£322,300. 


Cross-examined by Mr. FITZGERALD, Witness admitted that 
about 50 per cent. of the total output was taken by the Corporation 
for the tramways, while about 40 per cent. was for private lighting. 
He did not admit, however, that the company would be unable to 
compete for this 90 per cent. The company would be able to 
compete indirectly by taking any of the remaining portion of their 
supply. 

Mr. RUTHERFORD (one of the Committee): Do you intend to 


They charged 34d. per unit for publice lighting, but street lighting 
covered the peak of the load, and necessitated a larger amount of 
machinery, In addition, there were special mains and conduits, 
and the whole system, to an extent, was an independent one, In 
the case of power, no additional machinery was required. It might 
be looked upon as the by-product of the undertaking except for the 
small expenditure for-feeders, &c. Tn 1902 they charged 2d. per 
unit for power: in 1903, 2d. ; in 1904, 1˙68d.: in 1905, 1634. ; and 
recently it had been reduced to 1d. Their station was close to the 
Great Northern. Railway, and they got their coal direct from the 
colliery. It cost them 95. 7d. а ton. 

Cross-examined by Mr. II. oV, K. C., Witness said the average 
charge for power last year was 175d., and the cost per unit was 
about the same. He did not agree that it cost them morc to 
generate for power than they vot for the energy. The company 
had made the Corporation an offer, and he agreed that on the pre- 
sent figures it would save the Corporation £3,000 a vear. He 
would consider such an offer, but questioned whether he would 
accept it, for he believed that by economies they would be able to 
supply themselves cheaper. Out. of. their total supply they used 
1,078,921 units for publie lighting. Tt was true that the auditor had 
called attention to the cost of public lighting, but the district was 
getting good light. He had reported to the Council that the effect 
of reducing the price for power to 1d. would, on the present 
supply, mean a loss of £1.000. but he looked forward to a recoup- 
ment from an increased demand. 

Mr. SAUNDERS addressed the Committee, and contended that there 
was no demand in Islington that the local authority could not meet. 
The promoters alleged that the whole of the existing stations ought 
to be scrapped, but at the same time they were making agreements 
with different people for the retention of the stations. 

Mr. A. Н. Suaw, resident electrical. engineer to. the IIford Dis- 
triet Council, said the Council began to supply in 1901. The total 
units which they had venerated had steadily increased. and last 
year they were over 2,000,000. Of this about 500,000 was for public 
lighting and 500,000 for the tramways, Their maximum load had 
gone up to close under 1,200. The works cost had decreased from 
14d. in the first year to 1d. last vear. They charged 3d. for light- 
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ing and 12d. for power. The revenue from power last year was 
£926. They had a plant of 2,600 Kw. capacity, and this gave them 
а large surplus for the future demands of the district. 

By Mr. FITZGERALD: 66 per cent. of their output was sold to 
themselves, and а company could not touch that. Their revenue for 
power only increased by £6 from 1904 to 1905. Their cost per unit 
came to 2:2d. including all charges. 

Mr. Benton, clerk to the Ilford U.D.C., also gave evidence. 

Mr. VEsEY Knox, on bobalf of the Ilford U.D.C., addressed the 
Committeo, and urged that no competition should be allowed. 
They did not want the threat of competition, because it would 
seriously affect their business. 


Thursday, August 3rd. 


Mr. Myers having addressed the Committec on behalf of the 
-Battersea Borough Council, called Mr. T. W. A. HAYWARD, surveyor 
for Battersea, who spoke strongly against the proposal of the pro- 
moters to lay a main conduit through Battersea. He said that all 
the roads in Battersea were now as full of pipes as they could be. 

Mr. W. A. KEMM, electrical engineer to the Borough Council of 
Battersea, said that the local authority became the lightiug 
authority under a provisional order in 1896. In the first year of 
working of the electrical undertaking, they made a loss of 
£3,850; in the second year a loss of £2,426. In the year ending 
March, 1904, they made a profit of £24, and for the year ending 
March, 1905, а profit of £900. That was after paying sinking fund 
and all charges. Thé average price obtained for the supply of 
licht at the beginning, had been 5:31d.; in 1902-3 it was 3:57d. ; in 
1903-4, 3:074. ; and for 1904:5, 2:81d. Тһе present charges were 
4d. for light and 1d. for power. 
station was 2,000 Kw., and they were increasing that by another 
1,000 KW. sct. They had room for extension in the present 
building to 7,000 Kw. At present they were supplying 900 H. p., 
and the total estimated horse-power used in the borough was 
5,000. The maximum load for 1905 was 1,350 kw., and he 
thought that 4,400 kw. would not be an excessive estimate for 
1910. They charged 14d. for power to small consumers, but they 
hoped to be able to reduce it to 1d. for all. 

Mr. FITZGERALD, K. C., handed to the Committee agreed clauses 
with the Lambeth Borough Council, the South London Electric 
Supply Co., and the City of London Electric Lighting Co., and at 
a later stage of the proceedings, he handed in agreed clauses 
with the Gravesend Corporation and the Richmond Electric 
Light Co. 

Mr. BLENNERHASSETT, K. C., on behalf of the Westminster City 
Council, put the case of that Council before the Committee, and 
said that there were no fewer than seven companies authoriscd to 
supply in Westminster, all of which became purchaseable by the 
City Council in 1931, while they were also able to purchase the 
Marylebone generating station of the Central Electric Supply Co. 
It would, therefore, be secn that in 1931 the City Council would be 
enabled to purchase a complete undertaking equal to mecting 
all the needs of the district, and obviously they were most anxious 
that nothing should be done which would hamper or burden the City 
iu 1931. The Power Co. was able, under two clauses, to enter into 
agreements with existing undertakers, and it would be possible for 
the company to obtaiu control of these compnnies, and so set at 
naught the policy of Parliament, as set forth in the Electric 
Lighting Acts. 

Mr. Epwaxps (a member of the Committec) asked if the learned 
counsel suggested that the right of purchase would be interferqd 
with. 

Mr. BLENNERHASSETT said he hardly meant that. What he con- 
tended was that the introduction of this power company into the 
area would render the purchase valueless. 

The CHAIRMAN pointed out that there was nothing which would 
prevent the City Council putting up their own generating station. 

Mr. BLENNERHASSETT said, if they did that, it would deprive them 
of all the benefits of purchase under the Electric Lighting Acts. The. 
result of the passing of the Bill would be to put the cxisting 
electrical undertakings of London in the position of mere dis- 
tributors, and the Westminster City Council was not willing to be 
а mere distributor for electric light. The name of the Electric 
Lighting Acts was a misnomer, for they should have been termed 
the Electric Supply Acts. These Acts dealt with the whole question 
of electric supply, and the Westminster City Council claimed to 
take full advantage of them. А point had been made by the pro- 
moters that there was no company at present in Westminster which 
had the power to supply a railway, but there was no reason why, 
when the undertakings came into the hands of the local authority, 
they should not be able to do this. If the Bill were allowed to pass 
at all, he asked that the company should be restricted to supplying 
authorised distributors in bulk in Westminster. A further matter 
of grave concern to his clients was the breaking up of the streets 
which would be necessitated by the introduction of a new company 
into the city, for while it was true that the Board of Trade would 
have the right to say what routes should be followed, vet their 
experience in Westminster was that the Board of Trade paid more 
atteution to engineering questions and publie safety than to inter- 
ference with traffic. In this matter he would certainly prefer the 
arbitration of the Local Government Board. 

Mr. Alderman EMDEN was called, and gave evidence as to the 
chaos which would result from the breaking up of the streets in 
Westminster. The Council objected to a non-purchaseable company 
comiug info their district. 

Mr. J. Hunt, the town clerk of Westminster, gave similar 
evidence. In cross-examination, witness admitted that there was 
no company at present which could supply any new tube railway 
which might be constructed in Westminster. 

Mr. J. W. BRADLEY, engineer to the City of Westminster, also 


- panies. 


The capacity of the present 


spoke of the interference with the streets by various statufory com- 
There was great difficulty now in finding room for the 
existing companies, and certainly no room for the mains of a new 
company. 

Mr. C. C. Нотсніхвом said he would call no evidence on behalf 
of the Borough of East Ham. "That authority were the under- 
takers for electricity in the district, but their revenue at present for 
power was only £177. There were only two large works in the 
district, viz., the Gas Light and Coke Co., and the Albert Docks, 
and with regard to the latter concern 90 per cent. of any supply 
they might take would be used for lighting, which it was the right 
of the local authority to supply. The district was developing a 
number of small factories, and these he claimed he ought to-be 
allowed to supply. The whole foundation of the promoters, how- 
ever, was to obtain the supply of power whether in con- 
junction with the authorised distributors, or in spite of them. 
If the Bill passed, he was afraid Mr. Mera would get 
into his district, owing to his having to carry. his main 
through East Ham to supply Barking, which would be 
uuremunerative. Under those circumstances the company would 
inevitably capture East Ham, and, further, they would endeavour 
to encompass East Ham by trying to get them to take a supply in 
bulk. Unless the local authority came willingly, Mr. Merz would 
gobble them up body and sou!, and he would take away the power 
supply to the small factories and the supply to the docks. The 
real object of the Bill was monopoly and nothing else, and of that 
they had had an object lesson each morning when his learned 
friend, Mr. Fitzgerald, came iu like an Indian chief surrounded by 
his young braves, and exhibited with pride the scalps they had 
captured in tlie way of agreements over night. They were making 
agreements with the companies in London for a joint policy, which 
would secure them a monopoly of the London electric supply. 
He contended that the comparison of the capital cost of the 
existing generating stations and the cost at which Mr. Merz 
could equip them was unfair. The figure of £50 did not 
represent the cost of plant now actually in existence, but it 
represented capital spent on years of experiment. He asked if 
some consideration was not to be given to those who had borne 
the heat and burden of the day in arriving at the present 
development of the electrical industry. Не ridiculed the idea 
of the purchase clause being a serious one, and if there were a 
clause which seriously safeguarded the interests of the existing 
undertakings, the promoters would want financial support from the 

ublic. 
n Mr. C. MUNROE, having addressed the Committee on behalf of 
the Shoreditch Borough Council, called 

Mr. MANSFIELD Ropinson, the town clerk, who described the 
undertaking in the borough, which was a combined refuse 
destructor and electricity works. It was estimated that last year 
the steam from the destructor generated 800,000 units. He 
denied the statement that they did not cater for power users, 
for their works had been laid out for a power supply, and they 
had done all they could to get customers. — The Shoreditch 
undcrtaking had not cost the rates a penny. They did not object 
to competition on fair terms, but they objected to unfair competi- 
tion, and he contended that the competition af the company would. 
be unfair. Asan illustration of what he meant, witness pointed to 
the fact that the company proposed to pay interest for four vears 
out of capital, whereas the local authority had to pay interest 
during construction. | 

By Mr. LLovp: It was true that at a conference of Landon 

boroughs he proposed a resolution that there should be a large 
municipal bulk station on the River Thames. The company had 
made the Council an offer to supply at 95d., but it was calculated 
that that would involve the local authority in a loss of £5,000 a 
rear, К. 
? Mr. C. NEwTON RUssELL, electrical enginecr to the Shoreditch 
Borough Council, said they had two generating stations with a 
capacity of 3,045 Kw. and a 20 per cent. overload. They had room 
in the building and sufficient land to install a further 8,000 Kw. 
Last year they sold 3,536,497 units, of which one-third was for 
power. They supplied 55 per cent. of the power used in the district, 
but none of the factories had anything like a load factor of 42 per 
cent., which the. promoters estimated to get. The highest load 
factor of the consumers they supplied was 22 per cent., and the 
average was 15 per cent. 

Mr. C. Н. WonnINGHAM was called, and confirmed the evidence 
of the last witness. 

Mr. Укзкү Knox then addressed the Committee for the South- 
wark Borough Council and the Dartford U.D.C. He pointed out 
that the Kent Power Co. was prevented from getting into Dartford 
without the consent of the local authority, but, by an agreement 
with the Administrative Co., the latter would share any profits 
with the Kent Co. of any business done in Dartford, should the 
Board of Trade allow them to come in. In Southwark the circum- 
stances were somewhat peculiar, inasmuch as there was considerable 
competition between two companies in one part, апа between a 
company and the local authority in another part. It would there- 
fore be unfair to sanction further competition. He contended that 
the agreements which the promoters had made with the companies 
working in Southwark were for the purpose of getting into the 
district without the consent of the local authority. 

Mr. C. Михвок,оп behalf of the Bermondsey Borough Council, the 
Lewisham Borough Council, and the Leyton U.D.C., addressed the 
Committee. He said that in 1899 the Bermondsey Borough Council 
obtained an electric lighting order. The London Electric Supply 
Corporation supplied over the whole of the area. In one portion of 
the borough there were two companies in competition, viz., the 
London Electric Supply Corporation, and the Couuty of London Co. 
When the Borough Council went to Parliament and asked for power to 
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supply in this portion they were refused on the ground that there 
were two companies in competition there, but now that Committee 
was asked to reverse that precedent and allow a third company to 
come in. Here they had two companies supplying in one district, 
and he protested against the streets being broken up to lay further 
mains. It was said there could be no competition for lighting, but 
it would be possible for a man with an eight-roomed house in Leyton 
and a workshop in the back garden to take a 1-H.P. motor, and the 
margin allowed for lighting would be ample for him to light his 
premises. Leyton had spent £141,000, and Bermondsey £110,000 
on their electrical undertakings, and if this Bill passed that money 
would be in jeopardy. It was true that the Leyton undertaking 
had not been very successful, but two tramways were just falling in, 
and when the local authority was supplying these it would be a great 
success. Lewisham bad no undertaking of its own, but was supplied 
by the South Metropolitan Electric Supply Co. "The district was 
served under three different orders— viz., the Blackheath Order, the 
Lewisham Order and the Crystal Palace Order, and these became 
purchaseable at different dates. If the company got in, when the 
local authority came to buy, the undertaking under these orders 
would be gone. 

Mr. Raw, K. C., for the Metropolitan Electric Supply Co., said he 
wished to address the Committee on the new clausee introduced, by 
which he contended that the company wished to get into the area 
of his company. Lord Camperdown's Committee over and over 
again stated that they would not allow any infraction of the 
frontiers. "The promoters, however, were seeking for power to 
supply in bulk to the Charing Cross and Strand Co. ‚ for use in any 
of their districts, and that would mean its being used in tbe dis- 
trict of the Metropolitan Electric Supply Co. Тһе Bill was 
altogether a different Bill to that which left Lord Camperdown’s 
Committee. Clauses were rushed in, and he confessed that even 
with regard to his own company, he found it difficult to say how he 
was affected. 

The Committee rose at six o'clock, having sat seven hours. 


Friday, August Ath. 


At the opening of the proceedings on Friday, Mr. BALFOUR 
BrowneE said that at a late hour the previous day Mr. Ram 
addressed the Committee with an ingenious and fiery speech. Mr. 
Ram had no right to make that speech, for he was simply con- 
cerned in clauses. He thought Mr. Ram had stolen a march on the 


Committee. 
Mr. Ram said he was petitioning against the Bill, and it was to 
that petition he addressed his remarks. Ё 


The CHAIRMAN: Mr. Ram was very ingenious. He was like 
another gentleman who said he had only a word or two to say. I 
timed him, and he spoke just one hour. 

Мт. A. С. Morton, chairman of the Streets Committee of the City 
Corporation, gave evidence, and said that two companies supplied 
the City. The City had benefited by such competition. The Cor- 
poration were strongly opposed to the Bill. They objected to the 
creation of a monopoly which would enable a company to exploit 
London, and leave London in the same position as thev were 
with regard to the water companies. He endorsed Mr. Mackinnon 
Wood’s evidence with regard to the purchase clause. In his view 
the agreements which the company were making with existing 
companies meant monopoly. He was of opinion that any such 
agreement affecting the companies supplying in the City should be 
subject to the approval of the Corporation. Another thing they 
feared if the Bill were passed was that neither the existing com- 
panies nor thé local authorities would be allowed to extend their 
works owing to the existence of the company. Witness proceeded 
to deal with the congestion of the streets, and said the company 
ought not to be allowed to carry their mains through the City. The 
Corporation thought before dealing with this question there should 
be a Royal Commission to inquire into the whole matter. 

Sir R. LIT LER, K. C., addressed the Committee, and urged that 
the City should be left out of the scope of the Bill. When the 
promoters were before the other House they posed as philanthropists, 
but now they found them making terms with one body after 
another, and they had eventually bought off а considerable amount 
of competition. Was not that buying off of opposition, however, a 
condemnation of the scheme? The Corporation had the right of 
purchase of the undertakings of both companies in their area, but 
if these two companies were to scrap their works and take a supply 
in bulk from the Administrative Co., what would be their 
position then ? It appeared to him that the Corporation would be 
deprived of those advantages which Parliament had given them. 
He thought that the purchase clause alone was so unsatisfactory as 
to form a strong reason for rejecting the Bill. 

Mr. FITZGERALD, in reply, said he would deal only with the 
salient points brought before the Committee. A good deal of 
criticism had been addressed to the actual provisions of the Bill, 
but that was founded on misapprehension. A great many objections 
had been made to clauses, but there must be some finality in those 
matters, and when promoters found clauses passed by Parliament 
and inserted in other Bills, they were justified in taking them and 
putting them into their Bill, and those clauses ought not to be 
eriticised as if they had never been passed by Parliament. In the 
other House the Committee was anxious to protect the interests of 
the authorised undertakers, whether a company or local authority. and 
they amended certain clauses with that end. So far as the staudard 
clauses had been departed from, it was so as to give additional 
protection to the authorised undertakers, and an additional 
advantage to the consumer of power. There was a clause in the 
Bill known as the Stand-by Clause,” which had been attacked 

over and over again by the local authorities ; but what was the 
history to that clause? It was settled last year by a Select Com- 
mittee of the House of Lords оп a Government Bill after a most 


careful consideration, and supported by the local authorities all 
over the country, inclading the borough councils of London. Now 
they found the borough councils attacking that clause which was 
settled last year. Let him take Clause 71. The promoters 
of the Bill did not invent that clause, but it had been 
passed by Parliament over and over again. In the case 
of the Clyde Valley Bill, the clause was not inserted originally, 
but the company came back to Parliament a few sessions 
afterwards and asked for the clause, and it was given them. The 
object was not to buy all the London companies, for that would 
require millions of capital which they had not got. The fact was 
that in a large area like this there were certain small undertakers 
who could not carry on their business with success. Barking was a 
case in point. Under Clause 71 they would take over that under- 
taking and charge prices which would be much more beneficial to 
the consumer than the Barking U.D.C. would be able to give. It 
was not a transfer which in any way affected the public interest. 
It was not the case that under the Bill advantages were given to 
the large consumer which were not given to the small consumer, for 
the maximum prices referred equally to the large and small con- 
sumcr. Nor was it true that there was any picking or choosing. 
If by permission of the Board of Trade the company went into a 
district where the local authorities were the suppliers of electricity, 
they went in under exactly the same conditions. With regard to 
the remarks of Mr. Ram, it was not a fact that the provisions of the 
Bill had been vitally altered. 

The CHAIRMAN said if contrasts had been made and a company 
were taken over, he supposed the contracts would be taken over too. 

Mr. FITZGERALD said that Mr. Ram had said that the effect of 
the agreements they had made was to deprive the consumer of the 
right he had now to get a supply of electricity. There was 
absolutely nothing in that statement. The agrecments they had 
made provided for this—that for the extra supply of electricity 
they required beyond what their existing stations could give, the 
companies came to them and got a supply at a price which was 
lower than they could generate at themselves. There was no obliga- 
tion in law for an undertaker to put up a generating station. The 
obligation of the undertaker was to supply, and if he could get а 
supply in bulk from another person, he could fulfil his obligation. 
'The real reason of Mr. Ram's grievance was that the County of London 
Co. were supplying in competition with the Metropolitan Co. in one 
of their areas, and he thought that under the agreement which the 
County of London Co. had made with the promoters, they would 
get electricity cheaper than they could generate it at themselves, and 
would thereby be more effective competitors with his company. 


That was the reason for the Metropolitan Co. interfering in this 


Bill and upsetting the arrangement they came to in the other 
House. Under Clause 67 the Administrative Co. was entitled to 
give & supply to any undertaker whose undertaking was partly 
within, and partly without the area, and it enabled the undertaker 
to use the whole of that supply, whether within or without his 
area. Clause 68 enabled the company to give a supply to con- 
tignous undertakers. Take the case of Fulham. That was within 
the area of the Metropolitan Co. as fixed by the House of Lords. 
Under that Clause 68, although Fulham was entirely outside his 
area, yet they might have given a supply to Fulham as being a 
contiguous authority. But it was agreed that that clause was not 
to be used to give a supply in the Metropolitan Co.’s district, 
and accordingly a proviso was added that the powers under 
that section, were not to be used for giving supplies within the 
Metropolitan Co.’s area. But that arrangement was come to on 
the express understanding that it was not to interfere with the 
supply under Clause 67, апа the very case of the County of 
London Co. was mentioned as coming under Section 67, He 
asked the Committee to look at the advantages London got by 
the agreements with the companier if the other companies 
adopted their maximum price of 14d. instead of 7d. or 8d. The 
present average price for power was 2d. all over London, and 
that was prohibitive in the case of the small manufacturer. The 
bulk of the present business of electricity undertakers was the 
lighting business, but if they were to give power at a reasonable 
price, they must lay out their business for power, and not look 
upon it as a by-product. The power business of the existing 
undertakings was almost a negligible quantity. West Ham 
appeared to be a well-managed undertaking, but they found that 
for 50 per cent. of the output the Corporation werg their owu 
customers, and nearly the whole of the residue was private light- 
ing, for which they could not be competed with. They were told 
that in 1910 West Ham could supply as cheaply as the company, 
and if that was the fact, then the company could never go into West 
Ilam, because the Board of Trade would hold that it was unrea- 
sonable. Hackney was another case of an undertaking well 
managed, 

The CHAIRMAN: Do you suggest that the Board of Trade will 
refuse to allow the Power Co. to enter in cases where the existing 
undertakings are prepared to supply at a low rate ? f 

Mr. FiTZGERALD thought that was so, for Clause 49 said the 
Board of Trade was to have regard to the price charged. If the 
case of the local authorities were correct there would be no compett- 
tion at all, but he did not suggest that their case was correct. He 
thought it would be inevitably found that the company would be 
able to supply electricity at a cheaper rate than West Ham possibly 
could generate for itself, and, therefore, unless the West Ham 
people sunk their prices so as to supply at a loss, they would either 
make an agreement with the company to take a supply in bulk or 
the Board of Trade would allow the company to come in, and so 
benefit the consumers of thc district. 

Mr. Epwarps: But if their case is true, you ‘have nothing to 
gain ? 

Mr. FITZGERALD said if it were true that these local authorities 
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could generate as cheaply as they could there was no case for the 
Board of Trade. The experience of the whole world, however, 
proved that concentration of the generation of electrieity meant 
generation at a lower cost. He was afraid that in the discussion 
the interests of the manufacturers of London had been somewhat 
lost sight of, but the fact remained that only 4 per cent. of the 
power used in London was supplied by the electrical undertakers. 
With to the authorised undertakers, the Bill gave them the 
valuable option of taking a supply in bulk from the company. 

The CHaIRMAN said the case of Shoreditch appeared to be 
exceptional. 

Mr. FITZGERALD said that was а case of the local authority being 
in possession. The bulk of their business was lighting, and they 
did not propose to compete for that. 

The CHAIRMAN : But half the power in the district is supplied by 
them now. 

Mr. FtTZGEBRALD said if that were the case and their price was 
reasonable, the Board of Trade would probably refuse to allow the 
promoters to go into the district. In the other House they had a 
united opposition dgainst, them, but one by one the great majority 
of their opponents had come in. 

Mr. Epwarps asked what ‘guarantees were there that those who 
had come in would take supplies. | 

Mr. FrfzGERALD said in almost all. The companies agreed to 
get all the energy- they required beyond what they could manu- 
factare for themselves in their existing stations. With regard to 
the opposition of the London County Council, all they asked for 
was delay, and the City Corporation did the same. As to the 
purchase elause, the promoters had never varied from the statement 
they put before the House of Commons on second reading. If the 
Committee adopted the view that the undertaking should be pur- 
chaseable by a body to be created, then they would have to consider 
what the terms of purchase should be. Certainly the company 
ought not to be in a worse position than the electrical undertakers 
under the Act of 1888, under which they got a term of 42 years, 
and the value of their works at the end of that term, without 
allowance for goodwill and prospective profits. But they had no 
limitation of their dividend, and a very high maximum. In the 
Bil before them, they had a very low maximum, and 'also a 
sliding scale, and they asked that they should be allowed the 
actual capital expenditure as certified by the Local Government 
Board auditor. If the Committee thought there was any particular 
difficulty in auditing; he would accept a term of 50 years, with 
purchase at the end on the same terms as in the Act of 1888, 
provided that the promoters were allowed to create a sinking 
fund. Then the present companies and the power company 
would be on the same terms with regard to purchase except that 
the power company would have a term of 50 years, as against 42, 
and when they considered the large capital involved and the 
greater risk they were running, he did not think that was an 
unreasonable proposal. 


The CHAIBMAN asked if the standard rate of dividend was the 


вате as that fixed in other power Bills. 

Mr. FiTZGERALD said it was, but therc was a great difference 
in the standard price. In the other Bill a standard price of 
24d. corresponded with 8 per cent., and in this Bill the standard 
price was 2d. 

The Committee retired, and on their return the CHAIRMAN said it 
was quite clear that, before they could decide on the preamble of 
the Bill, they must have the clauses before them. Mr. Fitzgerald 
had referred to a new purchase clause, and that would necessarily 
have a very important bearing upon the minds of the Committee 
in coming to a decision. Не must ask the promoters, therefore, to 
submit the amended purchase clause, and then the Committee 
would consider it and give a decision on Monday. 

Mr. FrTzGEBALD said he could give the new purchase clause at 
once. Unless they settled the matter, he was afraid it would be 
almost impossible to get the Bill through. 

Mr. Cowakb, K. C.: Whose fault is that ? 

Mr. FITZGERALD then read the following alternative clause, and 
a new clause consequent upon it :— 

Alternative Clause 794 :—“ In the event of any public authority 
or body of trustees (hereinafter called ‘the purchasing authority ’) 
being authorised by Parliament to acquire the undertaking at the 
expifation of a period of 50 years from the passing of this Act and 
of subsequent periods of 10 years thereafter, the following pro- 
visions shall apply and have effect (that is to say) :— 

“ (1) Not less than 12 months' notice in writing shall be given to 
the company by the purchasing authority intimating their intention 
to acquire the undertaking. 

* (2) Such purchase shall be made upon the terms of the pur- 
chasing authority paying to the company in respect. of the under- 
taking, the then value thereof, as determined in accordance with 
the provisions of бес. 2 of the Electric Lighting Act, 1888. 

" (3) As from the date of purchase the undertaking shall be 
transferred to and vested in the purchasing authority, and such 
authority, to the exclusion of the company, shall have and may 
exercise all the rights, powers, authorities and privileges of the 
company, and shall be subject to all the duties, obligations, agree- 
ments and liabilities of the company in like manner as if they were 
the company, except the debt due by the company at the date of 
purchase, and the liabilitics with respect to thc debeuture stock and 
mortgage debt of the company. 

* (4) For the purpose of this section ‘the undertaking’ means 
all lands, buildings, works, materials and plant of the company 
suitable to, and used by them, for the purposes of their under- 
taking, but shall not include any insurance fund, reserve fund or 
sinking fund authorised by this Act, or cash in hand or at bankers, 
securities for money or any debts due to the company." 

New Clause 614 :—'' Notwithstanding anything in this Act con- 
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tained, the company may before ascertaining the clear profits of the 
undertaking available for the payment of dividend, sct aside such 
sums as they think fit to form a siuking fun l, which shall remain 
the property of the company in the event of any purchase of the 
undertaking, provided that the sums so set aside in any year shall 
not exceed an amount equal to 1 per cent. per annum on the paid- 
up capital of the company for the year, and the aggregate of such 
sums shall not at any time exceed an amount equal to one-third of 
the paid-up capital of the company for the time being." 

He appealed to the Committee to continue the шр апа give 
the Bill a chance to go through. . 

Mr. BLENNERHASSETT, K.C., asked fortime to consider the clauses, 
and said that if the Bill got through Committee it could go 
forward to next session. 

Mr. Cowakp said the attitude of the promoters had vitally 
changed, and it was only reasonable that they should have some 
time to consider these new proposals. | 

The CHaInMAN said the Committee were conscious of the vast 
importance time was to the promoters, and recognised the position 
they were in. He could not reproach the Committee with апу. 
neglect of duty, and there had been no undue prolongation on the 
part of the opposition. But the Committee felt it quite impossible 
to come to a decision without fuller consideration. He had con- 
sulted the authorities of the House, and knew the position and 
what the result of delay might be. It was with full consciousness 
of this and with a strong sympathy for the difficulties of the pro- 
moters which had arisen through no fault of their own, but in 
consequence of delays in the other House, that he adjourned the 
Committee till Monday. 

' Monday, August 7th. 


At the outset of the proceedings, the CHAIRMAN asked that the 
various opponents should hand in their amendments, This having 
been done, 

The CHAIRMAN said: It is now my duty to announce the decision 
of the Committee, which, by a majority, is that, subject to the con- 
sideration of clauses and amendments, they will report to the House 
that the preamble of the Bill is proved. 

Mr. KENNEDY, Parliamentary agent for the promoters, then went 
into the witness chair, and the Bill was considered clause by 
clause. Clauses 1 and 2 were allowed to stand part of the Bill. 

On Clause 3 Mr. Morton, for West Ham, raised the question of 
nuisance from smoke, submitting an amendment to deal with this. 
If there was to be no nuisance, he thought that the promoters ought 
to agree to his amendment. 

The Hon. J. D. FITZGERALD, K.C., said the provisions in the Bill 
were similar to those in all power Bills, and followed the recom- 
He submitted that the 
form of clausc in the Bill was sutlicient. 

Mr. Morton said that what he proposed had been inserted in the 
case of the Charing Cross and Strand Co. 

Mr, FiTZGERALD: They are not a power company. 

Mr. Morton called Dr. SauxDERS, Medica! Officer of Health for 
West Ham, who said there were now two generating stations in the 
borough, and they were both subject to the general law. 

Mr. FirzGERaLD having read the passage from Lord Cross’s 
report, the Committee refused the amendment, aud ordered Clause 3 : 
to stand part of the Bill. ' 

On Clause 4, Mr. FREEMAN, К.С. (for various boromgh councils), 
raised the question of the definition of the word “ consumer“; and 
Mr. Lewis CowaRp, K. C. (for the L. C. C.), objected that one section 
of the clause gave the promoters an unlimited right of supply.” 

After hearing arguments from both sides, the Committee decided 
that Clause 4 should stand part of the Bill. 

(To be continued.) 


The consideration of clauses occupied the Committee the whole 
of Monday and part of Tuesday. On the latter day the Committee 
ordered the Bill as amended to be reported to the House. On 
Thursday evening a proposal that the Bill be suspended until next 
Session was to come under consideration in the House of Commons.“ 


Metropolitan Electric Supply Co., Ltd, (Various 
Powers) Bill. 


A SELECT Committeeof the House of Commons under Mr. Russell Rea, 
sat on Tuesday and Wednesday last week to consider the above Bill. 
The promoters were represented by Mr. Balfour Browne, K.C., Mr. . 
Ram, K.C., and Mr. Talbot. The opponents were the Charing 
Cross, West End and City Electric Supply Co., represented by Mr. 
Bagyallay, K.C., Lord Robert Cecil, K.C., and the Hon. Sidney 
Holland: ths Fulham Borough Council, represented by Mr. Jeaves ; 
the Hampstead Borough Council and the Marylebone Borough 


: Council, represented by Mr. Lloyd, К.С., and Mr. Vesey Кпох: and 


the London County Council. u. 
Mr. Barrov& Brow NE, K.C., said the Metropolitan Electric 
Supply Co. was incorporated in 1387, and its authorised capital was 
£3,000.000. It had actually raised £1,85),605. The districts it was 
authorised to supply in were part of the parish of St. Martin-in-the- 
Fields, part of the city of Westminster, the St. Giles, Holborn, and 
Strand district, Marylebone and Paddington. Up to 1898 the com- 
pany had erected. and equipped five generating stations. About 
that vear the company purchased a piece of land at Willesden for 
£12,500, and erected a generating station, and Bills were brought in 
which enabled the company to bring mains from Willesden to. 
carry the energy to the districts of supply. Iu 1903 they pur- 
chased more land at Willesden, and they now had 18 acres. In 
1901 the St. Marylebone Borough Council promoted a Bill to supply : 
themselves with electricity, and this ultimately resulted iu the pur- 
chase by the Borough Council of the undertaking of the company 
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within the borough. At Willesden the company had a capacity to. 


generate 16,500 KW., and as the Marylebone Borough Council 
would ultimately supply themselves, they would be left with a far 
larger capacity at Willesden than they wanted. They had arranged 
tosupply the Acton district through the local authority, and the 
Bill now before the Committee was to authorise the company to supply 
a large area in bulk, including the following districts: — Marylebone, 
Hampstead, Fulham, Acton, Chiswick, Brentford, Ealing, Hanwell, 
Southall-Norwood, Greenford, Uxbridge, Hayes, Heston and Isle- 
' worth, Twickenham, Teddington, Hampton Wick, Hampton, Sun- 
bury-on-Thames, Feltfam and Staines. Most of this area was 
included in the area asked for by the Administrative County of 
London Co., but Lord Camperdown's Committee decided that the 
Metropolitan Co. should have the West End district. There was, 
however, a great difference in the powers asked for by the two com- 
panies. The Administrative Co. asked for power to supply 
manufacturers in their industrial area with energy direct, but all 
the Metropolitan Со, asked for was to supply authorised distri- 
butors in bulk. 

Mr. LLOYD: You are seeking to put Hampstead into your Bill, 
and the moment you get me into your district I am prohibited from 
taking my surplus from any other company. 

Mr. BALFOUR Browns said that was entirely wrong. Their inten- 
tion was, no doubt, to supply Hampstead with energy, but, so far 
as he knew, there was to be no monopoly. The only way in which 
he could affect the opposing local authorities was by the clause 
which had been introduced into many other Power Bills, and which 
gave the company power to supply electricity to railways and 

canals for haulage whom he might supply in his own district for 
use outside the district. There was absolutely nothing in the Bill 
to compel the Boroughs of Hampstead or Fulham to take one 
unit of energy from them. АП the Bill did was to authorise the 
company to supply the local authorities if they wanted a supply. 

The CHAIRMAN : So long as they make it themselves. 

Mr. Browne: Or get it from anyone else. 

Mr. LrLovp said the promoters had made arrangements with 


other companies prohibiting those companies from supplying the. 


local authorities, and then they took those local authorities’ dis- 
tricts into their district. 

Mr. Browne said the policy of his company had always been 
that there should be no competition between companies during 
the short lease of life they had. That was the reason why they 
struck out the districts of Kensington and Hammersmith from the 
Bill, for there were companies supplying there.. If to-morrow the 
Fulham Borough Council put up а generating station, it need not 
take a single unit from the Metropolitan Co. He contended that 
the Charing Cross Co. had no locus standi at all, but, unfortunately, 
they were unable to get a Court of Referees to sit before the Bill 
came on. 

Mr. JoHN CONACHER, general manager of the Metropolitan Co., 
was called, and gave evidence bearing out counsel's statement. 

In cross-examination, WITNESS said it was perfectly true that the 
company could supply any railway in Fulham from a point outside, 
but at the same time it might be desirable to give the supply at 
some point in Fulham. 

Mr. JEAVES put it to witness, that by the agreements made with 
his company апа the other power companies, these companies would 
not bé able to supply in the West End area without the consent of 
the Metropolitan Co., and that that would practically secure а 
monopoly for his company. 

WITNESS said that these were arrangements entered into with 
other companies, and had nothing to do vw the Bill before the 
"Committee. 

The CHAIRMAN said the Committee were unanimously in favour 
of the principle of the company being allowed to supply railways 
inside and outside their area. 

Mr. JEA vs said the Fulham Borough Council quite agreed with 
the principle, but objected to the methods by which it was proposed 
to apply it. "They contended that there could be по railway in 
Fulham which could not be conveniently supplied from outside 
with ut briuging Fulham into the area of supply. 

Further evidence was called in support of the Bill. 

On Wednesday, Мг. Lrovp, K. C., addressed the Committee, and 
said there was no provision made inthe Billfor the supply of powerin 
the ordinary sense of the term. It was merely a Bill to enable the 
company to supply certain distributors in bulk. There were five 
municipal boroughs originally included in the Bill, but two had 
been dropped out, and the other three— Hampstead, St. Marylebone 
and Pulham— were the three for which the promoters asked for 
additional powers. It was said that the idea of the House of Lords 
was to divide London into districts for the purposes of power, but, 
as à matter of fact, the West End was in exactly the same position 
as the South part of London, which was in the area of the 
Administrative Co. so far as power supply was concerned. Of 
course, it might be desirable for the Metropolitan Co. to spread 
their net as far as they conveniently could; but he asked if it was 
in the interests of Hampstead that they should be brought within 
the meshes, having regard to the position which that borough 
occupied. The point was that Hampstead was contiguous to the 
North Metropolitan Electrie Power Co.s area, and also to the 
arca asked for by the Administrative County of London Co., and wliy 
should ke not have the privilege of obtaining a supply from either of 
these companies ? 
compauy would be under an obligation to supply him, but he would 
by a stroke of the pen be married to the company against his will, 
and was prevented from ever making a barzaiu for bulk supply with 
other persons. Не did not think that was fair or for the publie 
benefit, aud with regard to the maximum prices in the Bill he found 
that they only offered at a price which would be higher than the 
local authority could generate at for itself. So far as Marylebone 


If that Bill was passed, he admitted that the 


t. 


was concerned, there was an existing obligation on tne part of the 
company to supply to the local authority should they require sudh 
a supply in bulk, and he failed to see what more the promoters 
wanted. The agreement had been confirmed by Parliament, but, 
seemingly, the company did not think it effected the purpose for 
which it was framed. He submitted, however, that the Act was 
perfectly clear, and having tried honestly to see what different 
construction could be. placed upon it he bad failed. It 
was a matter of public property that the Metropolitan Electric 
Supply Co. had been paid a very large sum of money for that 
part of their undertaking which was in Marylebone, and it was 
somewhat surprising to find them once more trying to get the 
borough into their area. With reference to the power being 
sought by the company to supply energy to railway companies, he 
did not for a moment deny that it was a great advantage for a 
railway company to be supplied from one source, but in the light 
of what had passed, it was a little hard on Marylebone that the 
company should "want to come into their district even for that 
purpose; the fact was that Marylebone wanted to hear as little 
of the company as it could in the future. 

The CHAIRMAN, addressing Mr. Balfour Browne, said that it would 
probably tend to shorten the proceedings if he stated the 
opinion of the Committee on several points. In the first place, they 
were agreed not to differentiate а borough which was on the border 
of the area, as this would be unjust to other districts, and con- 
sequently the contention of Hampstead would not be allowed. The 
Committee also agreed that there was nothing in the opposition of 
the Charing Cross and Strand Electricity Co. to atfect their decision. 
With regard to Marylebone, however, the Committee did feel in a 
little difficulty. They were in favour of Clause 21, which gave the 
company power to supply to railway companies, but they did not 
want anything to be put into the clause which would inadvertently 
override the existing agreement with Marylebone. 

Mr. BALTOCR BROWNE expressed his willingness to put in a 
clause saving any existing agreement, but the company felt that 
since Mr. Justice Farwell's decision in the Willesden case they 
might.not have the right to supply Marylebone in bulk, notwith- 
standing the existing agreement. At present neither the company 
nor the Marylebone Council could enter into a new agreement. 

The CHAIRMAN remarked that the Committee had no wish to act 
as & Court of Law, and, consequently, they desired to have a 
stringent clause inserted safeguarding the present position of the 
Borough Council. 

Mr. Влгғосв BnowsE pointed out that w ith regard to tramways 
and railways the company did not sell this right in 1901, as they 
did not possess it. Even at present the company did not have the 
right, and, therefore, it could not have been bought from them in 
1901. 

The CHAIRMAN said it was just this point which the Committee 
did not wish to determine, but to leave open to arbitration. 

Mr. Влгғосв BROWNE suggested the insertion of the following 
proviso: “ Nothing in this Act shall confer upon the company any 
right if it were purchased by the Council in 1901." 

Mr. VESEY KNox said he could not accept the wording suggested. 

After further discussion, the following proviso was brought up 
and agreed upon: Provided that if by virtue of anything in this 
section the company shall acquire апу right in respect of the 
Borough of St. Marylebone for which the company shall have 
received compensation upon the purchase of the Marylebone under- 

taking and the business of the company under Electric Light Pro- 
visional Order Confirmation Act No. 1, 1901, the company shall 
repay to the Council of the said borough such proportion, if any, 
of the purchase money and compensation received by the company 
under the said Act as represents the value of such right.” 

The preamble was then declared proved, and the clauses having 
been adjusted, the Bill was ordered to be reported for third reading. 

The Bill was read a third time in the House of Commons on 
Monday. 


North-East London Railway. 
Wednesday, August 2nd. 


Ох the above date, Lord Ludlow's Select Committee of the House 
of Lords commenced the consideration of the North-East London 
Railway Bill. Mr. Balfour Browne, K.C., Mr. Page, K.C., and Mr. 
L. Macassey represented the promoters, and the only opponents 
were the Great Eastern Railway Co. 

Mr. BALFOUR BROWNE, in opening the case, said it was a pro- 
pesal to incorporate a company, and to authorise the construction 
of a very important railway, which, starting from the City, would 
give access to the North-Eastern districts of London. The scheme 
was to start from the Monument, and to proceed via Bishopsgate 
Street, Shoreditch to Leyton, Walthamstow, Chingford and Waltham 
Abbey. The line would be about 144 miles long, and while it was 
intended to construct the first four miles in a tube, the line would . 
afterwards be upon the surface. It would be worked electrically, 
and multiple unit trains would be used. The estimates for the 
works and lands were £2,692,405, which was exclusive of rolling- 
stock, gencrating stations, lifts, legal expenses, and so оп, 
aud the total cost was exceedingly low, being only £275,862 
per mile, as compared with £700,000 a mile, which was the 
cost of the Central London Railway. Of course, the reason for 
{һе great difference in the cost was owing to the fact that such a 
large part of the line would be on the surface. The Bill proposed 
to authorise the company to raise £3,000,000 capital, with the usual 
borrowing powers of one-third. With regard to the question of the 
desirability of haviag such a railway, it might be said that they 
had anticipated the report of the Royal Commission on London 
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Traffio. It was a route with regard to which several railway 
schemes had been promoted, but these had fallen тһ on 
financial grounds. With regard to the question of finance, he 
believed there was a great deal of misconception as to the attitude 
of Messrs. Morgan and Yerkes in respect of the tube railways they 
had promoted of recent years It appeared to be assumed that, 
because these gentlemen guaranteed the raising of the capital, 
they were prepared actually to put the money down on the table 
before the Committee, but all the guarantee meant was that these 
gentlemen, with the assistance of their friends, would find the 
necessary capital. Of course, no financier would actually guarantee 
any capital before a Bill was passed. He was glad to say, how- 
ever, that in connection with the North-East London Railway 
scheme the difficulties of finance had been overcome, and he should 
call witnesses well known in the city with regard to that point. 
Moreover, & responsible firm of contractors bad agreed to carry out 
the work on the engineer's estimates, and to take £00,000 in shares 
at par value in part settlement of their claim. The Bill had the 
support of the local authorities and the London County Council, 
and tbe City Corporation, who were fornfer opponents, had with- 
drawn their opposition. The only actual opponent was the Great 
Eastern Railway Co., but he submitted that that company could not 
carry the traffic which now existed, to say nothing of the demands 
of the future. He would alo direct the Committee's 
attention to the faet that the Great Eastern Co. in 1901 
actually favoured one of these schemes. When the Bill was 
before the other House several important conditions were laid upon 
the promoters, and, amongst other things, they would be obliged to 
convey workmen from Walthamstow for 2d. At first it was thought 
that this would result in considerable loss, but estimates since made 
showed that- such traffic could be carried without Joss, although 
without profit. Another condition put upon them was that half of 
the capital was to be subscribed within 12 months, but only half 
the shares taken by the contractor were to count in that. They 
were further bound to make a substantial commencement of the 
work within two years. 

Mr. C. WARNER, M. P., was called, and gave evidence of the great 
need of an additional railway to Walthamstow. 


Thursday, August 3rd, 


At the sitting of the Committee on Thursday, Mr. Morgan, M.P. 
for Walthamstow, described the crowded state of the trains at 
present on the Walthamstow line of the Great Eastern Railway. 
He considered the route of the proposed new line a most desirable 
one. He had been requested by every local authority through 
which the railway would pass to support the Bill. He was in 
no way connected with the promotion of the line, nor was he 
financially interested. He was told that Mr. Marten, Mr. Braith- 
waite, Mr. Grenfell and Sir T. Troubridge were the gentlemen who 
were responsible for the finance of the Bill, and he knew of them 
as responsible men in the City of London. 


In cross-examination, WiTNESS said the Great Eastern Railway 


Co. had done a great deal, but he was not aware-that while in the 
last 10 years the population had increased 40 per cent., the seating 
accommodation had increased 55 per cent. and would shortly be 
increased to 72 per cent. 

. Evidence of a local character was given by Mr. SHELDRAKE, of 
Leyton, and the Hon. Сглср Hay, M.P., the latter saying that he 
had no wish to pin down the Great Eastern Railway, who were 
undoubtedly doing their best to carry the traffic. 

Sir DoucLas Fox, the engineer, said that the total cost of the 
works and Jand for the railway was estimated at £2,546,400, to 
which another £80,000 or £90,000 would have to be added for 
equipment. To comply with the decision of the House of Commons’ 
Committee, the tube levels between the Monument Station and 
Hackney Road had been lowered so as to admit of the construc- 
tion of another pair of tubes above the proposed railway. He 
thought that it would be easy to arrange protective clauses with 
the Great Eastern Railway where the line crossed theirs. The 
crossing presented no engineering difficulties. 

Answering Mr. FREEMAN, Sir Douglas said he was quite ready to 
admit that the Great Eastern Co. had done all they could to meet 
the constantly growing traffic on their line to Walthamstow. They 
had promised to provide an additional line; this promise, how- 
ever, had not been kept. The decision of the House of Commons' 
Committee reducing the fare from the City to Forest Road to 2d. 
would reduce the gross receipts by about £12,000, and to that extent 
the basis of his memorandum, on which financial support for the 
scheme had been obtained, was altered. He did not think that 
the imposition of the 2d. fare would kill the project. 

Sir ALEXANDER BiNNIE, Mr. А. C. Morton, C. C., Col. Lockwoop, 
M. P., and Mr. Т. Н. Rosertson, M.P., having given evidence in 
favour of the Bill, Mr. E. W. SrTANYFORTH, one of the promoters, 
and а director of the Lancashire and Yorkshire Railway Co., 
said he was confident that there would be no difficulty in raising 
the capital even under the proposed 2d. fare. Personally, he was 
prepared to take a substantial financial interest in the company. 

Other evidence having been given by Mr. J. H. Buxton and Sir 
T. Troubridge as to the financial part of the scheme, the Com- 
mittee adjourned. 


Friday, August Ath. 


On Friday evidence was given by Mr. BipputpH Martin, M. P., 
chairman of Martin's Bank, Ltd., to the effect that there would be 
no difficulty in raising the capital necessary for the railway. 

Mr. STEPHEN SELLON, who had examined all the details of the 
scheme, said he estimated that the railway would carry 44,525,000 
passengers annually. With regard to the obligation which the 
House of Commons had put upon the promoters to carry workmen 
between the City and Walthamstow at 2d. fares, he did not think that 


would have so serious an effect financially, but it would conduce to the 
congestion of traffic for short periods. It would mean congestion 


on both this railway and the Great Eastern Railway at certain 


periods of the day, and his idea in putting on the 3d. fare was to 
divide the traffic. When he was before the House of Commons’ 
Committee he was working on.estimates, and based his conclusions аё 
to receipts on an average fare, but Mr. Gooday, the general manager 
of the Great Eastern Railway, had given actual figures of traffic, and 
from Mr. Gooday's figures he found that more workmen trawelled 
at the higher workmen's fare of 4d. than travelled at the 2d. fare. 
He estimated to get £420,138 from traffic and £12,000 from sundry 
receipts, such as advertisements, and ће did not think the 
latter figure was too high, because the Central London Raitway, 
with half the length of route, got more. The working expenses 
would be £206,042, making net receipts of £226,076. Taking the 
capital at £4,000, 000, it would enable them to pay 5 per cent., and 
leave a balance of £26, 096. As, however, £1,000,000 of the: capital 
would be debentures, they would only pay 4 per cent. on them, 
but they would, of course, have to provide a certain amount for 
depreciation. He took tbe working expenses at 46 per cent., and 
that compared favourably with the existing tube railways in 
London. The Central London was 52 per cent., the Waterloo and 
City 47 per cent., and the City and South London 46 percent. He 
would point out that as the Central London and the City and 
South London had to use lifts, that put an extra expenditure 
of about 8 per cent. on them for working expenses. He 
had come to the conclusion that the line would be а paying 
one. When he said that tbe 2d. fare would kill the railway, 
he had in mind the attempt of the London County Council to 
get a 2d. fare for workmen over the whole of the line. The 2d. 
fare would not be remunerative, and it was on the higher fares that 
they expected to get a profit. 

Mr. Влгғоов Browne: I understand that even taking passengers 
from Forest Road to the Monument is not in itself particularly 
remunerative ? There will be a loss. 

Further examined, WrrNEss said it was intended to carry work- 
men by trains reaching the City up to 7 o'clock for 2d. ; up to 7.30 
for 3d. ; and up to 8 o'clock for 4d. He thought the line would 
be an exceedingly good investment as compared with other tubes 
in London. Witness proceeded to deal with the district through 
which the line would run, to show its capabilities for a remunera- 
tive traffic. 
. Evidence having been given by Sir M. BHOwNAGGREE, M.P., in 


support of the Bill, the evidence for the promoters closed. 


Mr. Goopay, general manager of the Great Eastern Railway, 
gave evidence in opposition to the Bill,and contended that Mr. 
Sellon's figures were fallacious, and contrary to the experience of 
his company. 

Other evidence of a similar character was called, апа the Com- 
mittee adjourned. 


Saturday, August 5th. 


Mr. FREEMAN, K.C., in addressing the Committee in opposition 
to the Bul, on behalf of the Great Eastern Railway, said it was 
inconceivable that the railway would be able to get the 44 million 
passengers a year on which Mr. Sellon had based his estimates, 
and if it did not, the line could not be a financial success. 

Mr. BALFouR BROWNE, K.C., for the promoters, claimed that the 
estimate of passengers to be carried was likely to be borne out in 
view of the greatly improved travelling facilities which the line 
would give, and which would undoubtedly have the effect of 
enormously developing building in the districts through which it 
would run. He asked the Committee to say that they were quite 
satisfied that the money would be forthcoming if the Bill passed. 

The CHAIRMAN said the Committee were of opinion that the Bill 
should proceed, and, after the adjustment of clauses, it was ordered 
to be reported to the House for third reading. 


Third Readings.—In the House of Commons on August 3rd, the 
Central Electric Supply Bill was read a third time. 

In the House of Commons on August 4th the Oldham and 
Saddleworth District Tramways Bill was read a third time. 


ГА 


COAL GAS AND ITS RIVALS FOR ӨТЕ 
POWER. 


THE above was the subject of a lecture given by Mr. Dugald Clerk, 
M. I. C. E., to the North of England Gas Managers’ Association on 
April 29th at Newcastle- -upon-Tyne.* Referring to his suggestion 
made three years previously, that a much cheaper gas was desirable, 
the lecturer considered that the trend of events had since pointed 
more strongly than ever to the desirability of a public supply of 

coal gas for power purposes at 1s. per 1,000 cb. ft. Discussing the 
competition with steam engines, he considered that gas of 600 
B.TH.U. at that price would enable coal gas to cover the field up to 
150 H.P. In regard to this low price for gas, it was pointed out 
that the present intrinsic illuminating power could not be expected 
therewith. This was not considered a disadvantage, now that the 
incandescent mantle had come into common use, as it was more 


* This abstract is from the full report of the lecture which 
appeared in the Gas World, May 6th, 1905. 
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dependent upon flame- temperature than illuminating power in 
the gas ; but he was sorry to find that the opposition to the reduc- 


tion of illuminating power was supported by leading gas manu-. 


facturers. e question of comparative costs of gas and electricity 
was dealt with at some length, and the low cost at which electrical 
energy could be supplied, when the most economical reciprocating 
steam engine or turbine was employed, was instanced, the works 
cost at one station being as low as 0'132d. per unit produced. 
While the most usual charge is about 14d. per unit, the lecturer 
anticipates that in a few years electrical energy for motive power 
will be freely supplied at 1d. per unit, or under, and gives the out- 
put of electro-motors at present in work in Greater London as some- 
thing like 36,000 H.P. From а table of the price of coal gas for 
power, prepared from the principal districts of Britain, the maxi- 
mum and minimum of the figures given are as follows, taking 
the average prices, and assuming the calorific value of gas at 600 
B. TH. U. per cb. ft, and allowing for interest, depreciation, 
attendance, and other charges :— 


Per B. H. p.- hour, Per B.H.P.-hour, 


— Prices per 1,000 cb. ft. | 5 рег сез 15 percent 
| | Fuel | Total - Fuel | Total 
cost. cost. ^ cost. cost. 

s. d. 8. d. | Average. d. d. , d. d. 


Glasgow] 2 0 — 3 0 238. 6d. 043 | 053 | 052 | 062 
Widnes 1 0 — 1 4 | 18. 2d. 0320 | 030 | 024 | 034 


| | 


At 2s. per 1,000 cb. ft., an ordinary gas engine would give a 
B.H.P.-hour for rather less than 0°4d. for fuel alone, and for about 
O˙ 5d. total. At 1d. per unit, electrical energy is equivalent to 0°75d. 
per E.H.P.-hour delivered to the consumer, or, with a motor effi- 
ciency of 85 per cent., the power costs 0°88d. per B. H. P.-hour. 

In considering how electrical competition might be met, it was 
atated that even with London gas a moderately good gas engine 
could give its power for rather over half the cost of electricity, but 
that the electric motor had advantages, in regard to starting, over 
the gas engine, besides for many purposes rendering countershaft- 

ing unnecessary. 

Cases were referred to where electricity at 2d. per unit had been 
replaced by gas at 1s. 9d. per 1,000 cb. ft., with a reduction of cost 
to about one-sixth. = 

The lecturer stated that electricity companies were pressing very 
hard to supply energy for motive power, and that a certain field 
would doubtless always be theirs, but if equal pressure were applied 
by gas companies and gas engine makers, he was convinced that the 
electrical companies would be prev ented from seriously invading 
the field of large powers; and he proposed that for small powers 
gas engines should be let out on hire, in the same way that elec- 

-trical companies let out motors. The estimated power of gas 

engines in use in Great Britain and Ireland was about 1,000,000 
H.P., mostly driven by coal gas, while the coal gas production of 
the country appeared to be divided equally—25 per cent. illumina- 
tion without mantles, 25 per cent. with incandescent mantles, 25 
per cent. gas stoves, and 25 per cent. gas engines. 

The lecturer. next turned his attention to the larger class of gas 
engines, up to 2,000 н.р. and over, that are now available, as well 
as the increased application of the poorer class of gas from pro- 
ducers, coke ovens, blast furnaces, &c. ; healso dealt with petrol and 
other motors, and рахе. some very interesting statisties of suction 
producers. 

As an example, he compared the cost of 30 B. Hf. P. for one year at 
an average load of 20 B. H. P. by suction gas, and 20 B. H. p. by coal gas 
at 1s. 6d. per 1,000 cb. ft., the total cost of the formér coming out at 
£60 and of the latter at £74. 

The advantages of the suction producer over the pressure type, 
are—low first cost, absence of gas-holder, ease of starting, and 
small amount of attention required. 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Тномгвох & Co., Electrical Patent 
Agents, 322, High Holborn, London, W.C., and at Liverpool, to whom all 
inquiries should be addressed. 


15,196. “ Improvements in systems of telephony.” THE BritisH THOMSON- 
Horsrox Co., Lrp. (The General Electric Co., United States.) July 24th. 

15.200. “Improved construction of electrical resistance apparatus." E. 
HAERTEL and А. JENSEN. July 24th. 


15,222. “Improvements in fuse heads for electric blasting." F. RENDER. 
July 25th. 
15.924. ‘Improvements in the joints of silver or electro-plated table ware 


and the like.“ J. Е. Homer. July 25th. 


15,242. “Sparking plug for electric ignition for use with oil, gas and petrol 
engines.“ F. J. Scor Haziek. July 25th. 

15,252. Improved means for operating switches employed in electric 
traction on the surface contact system.’ R. Brown. July 25th. 

15.253. “Ihnprovements in switches employed in electric traction on the 


surface contact system," R. Brows. July 25th. 


15.254. = Improvements in switehes for electric traction on the surface con- 
act system.“ R. Brown. July 25th. 

15,257. “storage batteries." W. GARDINER and C. P. STRINGFIELD. July 
2th. Complete.) 

15,265. Iinprovements in electro-magnetic vibrators.” К. CARLSTEDT. July 
95th. (Complete. 

15,279, „ Tinprovementsa relating to battery holders for automobiles." F. 
Jackson, July 2oth. (Complete.) 


15,219. Improvements in and relating to telephone call registers.“ A. 
MEYER, July 25th. - (Complete.) 
15,290. '' Transportable telephone apparatus." N. Јлсовѕек. (Date applied 


for under Patents Act, 1901, December 16th, 1904, being date of application in 
Norway.) July 26th. (Complete. ) 


15,298. “Improvements in multiple telegraphy;" 8. Е. Jones. July 25th. 
(Complete.) 

15,299. “ Improvements in multiple telegraphy.” S. Е. Jones. July 25th. 
(Complete.) 

15,901. “ Improvements in signalling devices ог telegraphs.” DE CorrcY 


BEAMIBR. July 25th. 

15,880. '*An improved process for the electrolytic manufacture of metallic 
wire or strip." В. О. Cowrrn-Col Ka. July 26th. 

15,881. Improvements in the electrolytic production of metallio strip.“ 
8. O. CowrEkR-CoLEs. July 26th. 

15,8990. “ пиро ement in the manufacture of electrical resistances.” С. 
RUZICKA. July 26th. . 

15,997. An биргосей electrical signalling apparatus for electric lights or 
lamps." M. TELFORD, T. GRIER and G. Е. Mackax. July 27th. 

15,435. “Improvements in and connected with the employment of telephone 
meters in common microphone battery system." Н. OPPENHEIMER. (Aktien- 
gesellschaft Mix & Genest, Germany.) July 27th. 

15,462. “Improvements іп the process of making a metallic connection 
between the light emitting bodies &nd the supply conductors of electric glow 
lamps." H. Kuz RL. July 27th. 


: 15404. "Improvements in and relating to electric switches." J. W. Соок. 
uly s 
15,479. “ A contact hood for use in raising and lowering electric arc lamps 


and other apparatus." C. E. О. Gitsert. July 28th. 
. 15,546. 
of electric railways and tramways.” 
STEWART. July 29th. | 

15,561. “ Improvements in the production of metal articles or metal-covered 
articles by electro-deposition." F. I. Ginga. July 29th. 

15,577. '*A new or improved cut-out for overhead tramway wires." Е. C. 
Monnis and J. O. HART. July 29th. 

15,588. Improvements іп sparking plugs.“ 
(Complete.) 


15,590. Improvements relating to points or switches for electric tramways 
working upon the slot conduit system.“ А. N. Сомхетт. July 29th. (Complete.) 

15,591. “Improvements in devices for electromagnetically influencing the 
arcs of electric arc lamps working with alternating current." Т. L. CARBONE. 
July 29th. (Complete.) 

15,594. ‘* Improvements in the conveying of currents to electrodes arranged 
in electrically-insulated tubes. Ganz & Co. (Eisengiesserei und Maschinen- 
Fabriks Act Ges m. b. H.). (Date applied for under Patents Act, 1901, August 
26th, 1904, being date of application in Germany.) July 29th. (Complete. ) 


“ Improvements in apparatus for controlling and operating the points 
Н. TunxER, R. E. Dixon and T. B. 


Н. LvrHi. July 99th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
THoMPSON & Co., 822, High Holborn, W.C., end at Liverpool, prioe, post 
free, 9d. (in stamps). 


1904. 


STARTING AND COSTROLLING ELECTRO-MOTORS AND CIRCUIT BREAKERS ADAPTED 
FoR Use THEREIN. B. N. Dadge and В. Lord. 9,711. April 28th. 


Vapour Авс Lamps. C. O. Bastian. 9,718. April 28th. 


Vapour ELEcTRIC RCI RES. E. A. Carolan. (General Electric Co., United 
States.) 10,341. May Sth. 

GALVANIC BATTERIES. Siemens Bros. & Co., Ltd., and W. Е. Eichenauer. 10,559. 
May 17th. 

ConpuctTina CHEMICAL REACTIONS BY MEANS or Mercrry Vapour Авс. E. А. 
Carolan. (General Electric Co., United States.) 10,881. May 11th. 

CEILING oR WALL RoskTTES РОВ ELECTRIC LIGHTING AND Heatine. А.Р. 
Lundberg and G. С. Lundberg. 11,056. May 13th. 

SwircHES. The British Thomson-Houston Co. (Allgemeine Elektricitats- 
Gesellschaft, Germany.) 11,073. May 13th. 


Arc Lamps. H. Winkler. 11,650. May 20th. 

Miners’ Sarety Lamps. J. P. Rees. 11,943. May 25th. 

ALTERNATING CURRENT ELECTRIC Motors. Е. W. Davies. 12,128. May Bth. 

ELECTRODES AND Lamps For Arc Ілонтімо. E. A. Carolan. (The General 
Electric Co., United States.) 12,247. May 30th. 

ELECTRIC REsisSTANCES. W. J. Davy. 12,267. May 30th. 
DNaMo-ELECTRIC MacurNESR. British -Thomson-Houston Co, 
Elektricitats-Gesellschaft, Germany.) 12,334. May 3lst. 
ALTERNXATIKG CURRENT Motors. British Thomson-Houston Co., Ltd. 
meine Elektricitits Gesellschaft, Germany.) 12,836. May 31st. 
Fire ALARMS AND THERMO-INDICATORS. А. H. McNeil and the Pearson Fire 

Alarm, Ltd. 12,876. May 3186. 

TELEGRAPH Recorper. W. J. Roussel and A. King. 21,848. October 11th. 

SUPPORTING ELECTRIC TRAMWAY OVERHEAD PoWER-TRANSMITTING OR TROLLEY 
Wires. J. W. Allen. 22,839. October 24th. 

DISTRIBUTION OF ALTERNATING ELECTRIC CURRENT. A. F. Berry. 28,150. 
October 27th. 

CONTROLLING SYSTEMS FOR ELECTRIC MOTORS. 
November 30th. 

MOTOR CONTROLLING SYSTEMS. 

TROUGHS OR CONDUITS FOR UNDERGROUND ELECTRIC MAINS. 
26,220. December 2nd. 

SWITCH INSTALLATIONS FOR TELEPHONE EXCHANGES AND SWITCHES THEREFOR. 
Siemens Bros. & Co., Ltd. (Siemens & Halske, Akt. Ges., Germany.) 
20,272. Deceinber 2nd. 

GRID oR ELEMENT FOR SECONDARY BATTERIES. 
ber 20th. 

SAFETY DISCHARGE APPARATUS FOR EXCESSIVE VOLTAG¥S IN ELECTRIC CURRENTS. 
Siemens Bros. & Co., Ltd. (Siemens-Schuckeitwerke G. im. b. H., Germany.) 
28,018. December 21st. 

STARTING AND BRAKING DEVICE FoR ELECTRIC MOTORS. 
December 27th. 

ELECTRIC MASSAGE APPARATUS. L. Kublitz. 28,704. December 29th. 

CONTROLLING ELECTRIC Motors. W. Giepel, Е. M. T. Lange and G. W. 
Mascord. 5,213. March 2nd. 

CONTROLLING ELECTRIC Morons. 
March 2nd. 

Акс Lamps. Ganz & Co., Eisengiessesei-und Maschinenfabriks Akt. Ges. 
8,693. April 15th. : 
ALTERNATING CURRENT ARC Lampr. Ganz & Co., Eisengiessesei-und Maschinen- 

fabriks Akt. Ges. 8,694. April 15th. 


(Allgemeine 
(Allge- 


A. C. Eastwood. 25, 098. 


A. C. Eastwood. 26,099. November 30th. 
J. Wilkinson. 


W. Gardiner. 


27,905. Decem- 


A. Hultquist. 28,471. 


W. Giepel and F. М. T. Lange. 5,214. 
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Vol. LVII.) . CONTENTS: August 18, 1905. | [No 447. 
ie бум On August oth, і in the House of on there was pro- 
Ran Municipabu cie р E DCN nounced the death sentence of municipal telephony. During 
Private Bill Legislation of the Past Session sis nt . 248 ke debate Mr. Louch’ V аркы 
Is the Wiring Contractor Doomed? ?) | 249 e debate on Mr. ug enon eJ | АБ dE 
Electric Tramway and Railway Exhibition, 1905 (illus. бол) 250 between the Post Office and the National Teléphone Co., 
Our Legal Query Column. 254 surprise was expressed by several members that the actual 
Legal уо „5 „ ++ 2 results of the municipal telephone crusade had been so small. 
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entary is 
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Electricity in Coal Mining Т" s .. 283 present moment. 
New Patents Applied For... r. 284 "These figures seemed to surprise the House of Commons. 
Published Specifications ... 33. 284 80 adept are the municipal traders at beating the big 


drum and clashing the cymbals, so well-trained and full- 
throated is the chorus which sings Holy! Holy! when- 
ever anything municipal is mentioned, that, doubtless many 
people believed that municipal telephony. was really being 
actively developed. If the work done had been at all in 
proportion to the noise made about it, there would be 
flourishing municipal telephone systems all over the country. 


But thé hard facts and the cold figures were fatal to the 


pretensions: of the municipal sympathisers. The devoted 
band of five Corporations, led by Glasgow, which have, 
anemic telephone systems on their hands, were not allowed 
to clog’ the wheels of progress. The demand of these 
concerns that the agreement should be upset in their favour 
was brushed aside, and the decision of the Post Office to 
abandon the policy of the late Mr. Hanbury, and to suspend 
the issue of municipal telephone licences, was confirmed by a 
substantial majority. It is now clear, therefore, that no 
new municipal telephone licence will be issued, and no exist- 
ing licence will be prolonged. As Lord Stanley said, this 
decision will leave whoever, may be at the head of the Post 

Office in 191 l. free hand ; but he is hardly . to wave 
it in the direction of the municipalities. | 

The situation of the existing municipal nies systems 
at Glasgow, Hall, Brighton, Portsmouth and Swansea would 
be somewhat précarious but for Lord Stanley’s prompt 
acceptance of the suggestion made by Mr. John Burns that 
the Government should at once buy them out. Mr. Burns 
бауу, as a practical man, that the five municipal systems 
were doomed to extinction, and he : üppealed to the Govern- 
ment to treat the Corporations concerned with generosity, 
and to buy them out at once. Lord Stanley, after a brief 
conference with the Chaucellor of the Exchequer, said he 


would gladly enter forthwith into negotiations with any of the 


municipalities that wished to do so. To the five Cor- 
porations, therefore, there i is offered an | opportunity to avoid 
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further waste of capital, which it would be absolute folly 
to ignore. It is well known that in all the towns concerned 
the municipal competition in the telephone service has 
been signally unsuccessful, and that the municipal systems 
are pursuing the National systems in a stern chase of the 
most hopeless sort. In Glasgow, where the competition has 
gone on for about four years, the National system is almost 
double the size of the municipal system, which for some time 
past has ceased to attract new subscribers in any substantial 
numbers. It is also well known that the financial results of 
the municipal services have fallen far short of those antici- 
pated, and that the plant employed is to a large extent of an 
obsolete character. 

Under these cireumstances no sane Town Councillor can 
advocate spending а single additional shilling on adding to 
any of the five municipal systems. Their plain destiny is 
absorption. In any case the amalgamation of two compet- 
ing telephone systems means waste of capital, as there is 
necessarily much duplication of plant, but in the case of the 
five municipal systems so much work bas been done which 
is not up to the recognised standards of modern telephone 
practice that the waste will be very great. To add to this 
waste by spending further capital along the same lines would 
be simply throwing money into the street. As it is public 
money that is concerned, such a proceeding would be so 
inexcusable that we imagine no Town Councillor blessed 
with a sense of responsibility will advocate any course 
other than а prompt acceptance of the Postmaster-General’s 
offer. Е 

We have never been an advocate of municipal tele- 
phony, as we have not believed either that the 
municipalities were competent to conduct such a 
highly technical industry or that competition in local 
telephone service could lead to other results than waste 
of capital and greater aggregate cost to the public. 
The actual history of the municipal telephone movement, on 
which we have commented from time to time, shows that 
our beliefs were well founded. The municipalities concerned 
have utterly failed to grasp the nature of the business, they 
have proceeded on the most hazy and superficial plans and 
estimates, and, in spite of much pointed and authoritative 
criticism, have built telephone systems—largely in duplica- 
tion of the existing systems—which are technically deficient 
in numerous respects. And for a large proportion of their 
citizens they have increased the expense of telephone service, 
notwithstanding the low rates that the competition has made 
available to some users for some classes of service. In this 
way the five municipalities have spent in the aggregate some 
£500,000 of capital. We think they must heartily welcome 
the opportunity now offered of getting some of this money 
back. The municipal telephone plants do not come up to 
Post Office standards of telephone construction ; but doubt- 
less, in view of the special circumstances of the case, there 
will be a disposition to treat the municipalities as generously 
ав possible. 


THE Engineering Standards Committee 


The Effect of recently issued Report No. 22, entitled 


а * Report on the Effect of Temperature on 
Materials, Insulating Materials.” The Report con- 


sSists of three sections. The first section 
comprises the investigations carried out by Mr. E. Н. 
Rayner, which, as an Institution paper (Proceedings Institu- 


tion Electrical Engineers, Vol. 84, p. 613, March 9th, 1905), 
has already received consideration in the columns of the 
ELECTRICAL Review. In the second and third sections 
are given the results of tests of insulating materials employed 
in the manufacture of dynamo-electric machinery at the 
works of Messrs. Crompton & Co., Ltd., and of Messrs. 


Siemens Bros. & Co., respectively. These last two sections 
contain a mass of useful results set, forth in a series of care- 


fully prepared tables. In spite of the fact that statements 
as to the conditions of test are exceedingly meagre, the 
results are very interesting. i Жу 

Pending the publication of results of really exhaustive 
practical tests, made with a full appreciation of the nature 
and scope which should obtain in such investigations, it is 
believed that the data published in this report will be widely 
consulted, and with advantage to the industry. It is, how- 
ever, remarkable that at so advanced a stage in the development 
of dynamo-electric machinery, there is still so little apprecia- 
tion of the necessity for taking many details into account, if 
tests on insulating materials are to be of thorough value. 

The samples of insulating materials were exposed to 
various temperatures for from 9 to 12 months, and both 
reports are in accordance in recording that none of the 
materials were suitable for withstanding a temperature of 
125° C. for this length of time. Even asbestos and 
micanite suffered at this temperature, the latter in conse- 
quence of the charring of the material with which the com- 
ponent scales of mica were cemented together. 

This experience with high temperatures further demon- 
strates the wisdom of not at present exceeding the customary 
temperature standards. If a thermometrically determined 
temperature increase of 40° С. is permitted, this will 
frequently mean an ultimate temperature of 70° C. as 
thermometrically determined, and of fully 100° C. as 
determined from resistance measurements. Still higher 
actual temperatures will occur at inaccessible parts of 


the machine, notably in those-portions of the field coils 


most remote from any duct or surface. Hence, permitting а 
thermometric rise of even 40? C., above the surrounding 
temperature, brings us nearly to the ultimate temperature 
where the tests of Messrs. Crompton & Co. and of Messrs. 
Siemens Bros. indicate that there are few, if any, otherwise 
suitable materials which do not deteriorate considerably in a 
year or 80. It is to be hoped that progress in the production 
of suitable insulating materials will be stimulated by the 
report of the Engineering Standards Committee, as materials 
which will permit of higher temperatures will be of great 
value to designers and manufacturers. The present, how- 
ever, is no time for increasing the standard temperature rise. 
Even when apparently suitable materials are on the market, 
a few years must elapse before their suitability can be 
demonstrated in actual practice. 4 | 

It required several years of actual service to demonstrate 
that the insulating materials formerly employed in railway 
motors ultimately pulverised as the result of exposure to the 
combined effect of vibration and high temperature. Even 
at present there are plenty of manufacturers who are choosing 
their insulating materials more with reference to price per 
yard, per pound, or per gallon, as the case may be, than to 
whether the apparatus in which it will be employed will be 
subject to heat, moisture, or vibration, or to other deteriorat- 
ing influences. Most electrical manufacturers are, however, 
desirous of employing sound materials and of keeping within 
as conservative temperature limits as the competitive struggle 
will permit. Ж 

Raising the standard temperature limit would simply 
result in a general lowering of the price per horse-power or 
per kilowatt. Competition would keep the manufacturer's 
profits as low as ever, and even the customer would not 
benefit, since his motors and dynamos would be subject to 
a greater rate of depreciation. Such a result would tend 
to bring discredit upon the electrical industry. 
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The temperature limit should be raised by small amounts 
from year to year, keeping pace with the gradual progress 
made in the development of improved insulating materials. 
It will not suffice to produce one or two suitable materials, 
capable of also withstanding a high temperature, for the 
reqairements of the manufacturer of dynamo electric 
machinery are only met by the employment of many different 
insulating materials. 


THE report of the Pacific Cable Con- 
ference is somewhat short and indefinite, 
but it rings true on the question of 
Imperial unity, and it contains at least one valuable 
recommendation. While not closing their eyes to the fact 
that the Pacific cable is primarily а commercial enterprise— 
the first joint industrial venture of the various self-governing 
States of the Empire—the Conference pleads for mutual 
accommodation between the parties, so as to ensure the 
success of the scheme as a whole. 
events which have led to recent dissatisfaction, the report 
showe that in the case of New Zealand and all the States of 
Australia, except New South Wales and Victoria, the Pacific 
cable in the years 1903 and 1904 obtained apptoximately 
the share originally anticipated of the total traffic between 
Australasia and the United Kingdom. In the case of New 
South Wales and Victoria, however, it has obtained a pro- 
portion less than that originally anticipated. This result, 
as is well known, is due to the granting by those colonies 
of special wires to the Eastern Extension Telegraph Co., 
who have been permitted to open offices in Sydney and 
Melbourne under agreements entered into in 1901 and 1903, 
In fairness to the Commonwealth Government, it is made 
clear that these agreements, being in existence when they 
took over the administration, had to be recognised, and that 


Imperíal 
Cables. 


although they could not revoke them, they immediately set , 


on foot a scheme for their termination. According to the 
Commonwealth scheme, concessions were to be granted to 
the company throughout all Australia, but they were to 
continue only for a limited period. The necessary ratifica- 


tions of this proposal have occupied from July, 1903, until 


August, 1905, and in the meantime Australia has given the 
company a special wire to Melbourne. | 

The Commonwealth’s new agreement was to be terminable 
after a certain date by giving two years’ notice in writing." 
The Conference are emphatic in their opinion that the date 
of termination “ should be settled now, and not be left -for 
decision in 1913." They express a doubt as to whether, 
as at present drawn up, the agreement would, or would not, 
be terminated at the end of 10 years; and they propose to 
amend it by inserting a clause to the effect that “ this agree- 
ment shall remain in force until October 31st, 1918, and no 
longer," so as to prevent the possibility of a revival. 

We dealt last week with the question of terminal rates. 
It is satisfactory to observe that the majority of the Con- 
ference are of opinion that the rate of 5d. per word is 
excessive, and that they recommend the Commonwealth 
Government to reduce it. They also recommend that the 
Dominion Government should follow the course of the 
Australian Government in remitting all Custom duties and 
other charges levied on the Pacific Cable Board. This raises 
а very pretty question of fiscal policy, scarcely fitted for cool 
thought in the month of August; perhaps the wisest com- 
promise would be to draw a distinction between State tele- 
grams and commercial messages. All will agree as to the 
prudence of the suggestion with which the report concludes. 
It is to the effect that the main object to be sought is unity 
of purpose and complete understanding between all parties 
concerned in the Pacifie cable, and that with this in view 
there should be no disjointed action in the matter of con- 
cessions, but that all questions, whether of terminal rates, 
Customs duties, privileges, or the like, should be referred to 
the Pacific Cable Board and to the various Governmente 
forming the partnership. 


In summarising the. 


THE University of Kyoto is the second 


Education in great university of Japan, and was 


5 founded after tlie war with China, part of 
8 à * Ыы v- 
at Kyoto, the funds from the indemnity being used 


for this purpose. 

Electrical engineering, under the direction ‘of Prof. 
Namba, forms an important part of the college work, and 
the equipment of the laboratory is said to rank with the best 
of its kind in the world. Continuous current, single, two 
and three-phase machines, including motors, generators, 
motor-generators, and rotary converters, are included in the 
plant available for instruction, and third year students obtain 
practical experience as engineers in the central power house. 
À considerable portion of the machinery has been given by 
American manufacturers, who probably recognise that an 
electrical engineer generally shows a preference for the 
machines with which he became familiar in his technical 
college days. British manufacturers would do well to pause 
here, and think ! | D. 

In the high tension testing room are to be found rotary 
converters and transformers, giving ranges in pressure of 60 
to 10,000 volts; and the electro-chemical and photometer 
rooms are provided with Weber, Rousseau, and Lummer- 
Brodhun photometers, besides many photometric standards, 
X-ray apparatus, Nernst and Cooper-Hewitt lamps, singing 
arcs, and arcs with impregnated carbons. In the yard is a 
140-ft. iron pole for use with the Lodge and Popoff-Ducretet 
wireless systems, with which a special laboratory is equipped. 
An illustrated description of the electrical equipment, in- 
cluding plans of the university buildings and electrical engi- 
neering block, interiors of the power house and laboratories, 
was given in the New York Electrical World and Engineer 
for June 17th. . 


AFTER all the efforts that were made 

SIE wer to expedite the consideration of the 

Administrative County Co.’s Power ‘Bill, 
and despite the self-denying resolution of the Select Com- 
mittee of the House of Commons to work overtime in order 
to hasten the report stage, the Bill was sacrificed to the 
ancient forms and archaic methods of the mother of Parlia- 
ments—whose grandmotherly system of procedure is a 
constant disgrace to our so-called civilisation, and 
would not be tolerated for a single session in 
a go-ahead country like Japan. The Japanese, 
with the characteristic courtesy which is inherent in their 
nature, pay us the compliment of saying that they have 
based their system of government upon ours; but they 
politely omit to mention that in their study they learnt how 
not to govern, ав well as how to govern, and they wisely 
abstained from committing the errors which we perpetuate. 

The Bill is lost for the time being; but the bulk of the 
work has been done, and the opposing forces have dwindled 
away until the City Corporation and the County Council are 
supported only by Mr. Spencer Hawes (the Datly Chronicle 
oracle), St. Pancras and one or two minor exponents of 
municipalisation run amok, and it will reappear next 
Session with renewed vigour. The Bill was reported for 
third reading, and would undoubtedly have passed the 
House had there been time ; to claim the loss of the Bill 
ав a great victory, therefore, as the halfpenny Radical papers 
do (all the Radical papers in London are ha'penny ones) 
is mere foolishness. The fact that such claptrap as they 
have been producing during the last few weeks regarding 
this scheme, can be put forward seriously, is an insult to the 
intelligence of their readers. 

The summary of the legislative work done (save the 
mark) during the past session, in connection with the 
electrical industry, which is given overleaf by our Parlia- 
mentary representative, will be found of considerable interest 
—if only as showing how difficult it is to get private Bills 
through Parliament, when the ratepayers’ money is used for 
the purposes offobstruction. 
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PRIVATE BILL LEGISLATION OF THE 
PAST SESSION. | | 


- 


. [BY OUR PARLIAMENTARY CORRESPONDENT.] 


М 


Ix looking back on the past session, one cannot but he 
struck with the smallness of the net result (so far as the 
electrical Bills brought forward are concerned) in comparison 
with the enormous amount of time, money and energy 
expended. It is true that some useful measures have been 
passed, but there is obviously something rotten in the State 
of Denmark when such a Bill as that of the Administrative 
County of London Electric Power Co., after an exhaustive 
hearing for 10 weeks before two Committees of the two 
Houses of Parliament is allowed to be sacrificed by the 
mere objection of members of tlie House of Commons with 
no discussion in the House upon its merits. "The fight for 
the London area for power purposes has undoubtedly 
been the feature of the session, and in the 10 
years that Г have been privileged to record the 
doings in Committee for the EnkCTRICAL REVIEW, no 
scheme has in any way 
only in the electrical world, but amongst the general 
public. Perhaps the nearest approach to this fight was the 
battle of the tube railway promoters four years ago, but in 
this the contest, was not so keen, and it was lacking in that 
personal element which seemed to surround the scheme of 
the Administrative Co. 

Tt will he remembered that there were cight Richmonds 
in the field at the beginning of the session, who were 
seeking to supply either the whole or part of London with 
electricity. for power purposes—viz., the Administrative 
County of London Co., the East London and Lower Thames 
Electric Power Co., the Charing Cross and Strand Electricity 
Supply Co., the City of London Electric Lighting Co., the 
Metropolitan Electric Supply Co., the North Metropolitan 
Electric Power Co., the Central Electric Supply Co. and the 
County of London Electric Supply Co. All these Bills 
were referred to a Select Committee of the House of 
Lords, presided over by Lord Camperdown. The Adminis- 
trative Co.’s Bill came on first, and untimely although 
its fate has been, it has, at all events, added enormously to 
the reputation of Mr. C. Н. Merz, its originator. There is no 
doubt that Mr. Merz's evidence and grasp of detail gave 
the Bill its first chance of success. For a whole week, he 
occupied the witness chair, and opposed as he was to the 
cream of the Parliamentary bar, he never once gave his case 
away. To the insinuating questions of Sir Ralph Littler, 
the more direct methods of Mr. Freeman, K.C., the some- 
what involved periods of Mr. Blennerhassett, K.C., the 
jocular cross-examination of Mr. Balfour Browne, K.C., and 
the robust style of Mr. Coward, K.C., the witness had always 
a ready answer. Не had based his figures on actual esti- 
mates, and he had founded his conclusians on his actual 
experience at Newcastle, and the axiom that one ounce of 
fact is worth a ton of theory was once again proved. The 
promoters were also happy in their choice of counsel. In 
Mr. Fitzgerald and Mr. Lloyd they had two leaders who 
threw themselves heart and soul into the саке, and they 
were ably assisted by Mr. Macassey (secretary to the 
late Traffic Commission), Mr. Chatteris and others. The 
result of it all was that the Lords’ Committee divided 
London up, and gave the Administrative Co. what might 
roughly be described as the eastern portion, although it 
included a large area to the south of the Thames, and 
extended to Croydon and Gravesend. То the Metropolitan 
Electric Supply Co. was given the western, or non-industrial 
area, and to the North Metroplitan Electric Power Co. was 
given the right to supply tin bulk to several local autho- 
rities adjoining their present district. The East London 
and Lower Thames. Bill, which was amalgamated with the 
City of London Co.'s Bill, was rejected, and the Central 
Supply Co.’s Bill and the County of London Electric Supply 
Соя Dill were allowed to proeeed in part, and these com- 
panies are thereby enabled to supply electricity for railways, 
canals, and docks, бс. 

After the House of Lords! decision the whole energies of 
the London County Council and the local authorities were 
directed against the Administrative Co.'s Bill, with the result 


excited such interest, not- 


through, 


that the other power Bills passed by Lord Camperdown's 
Committee went through almost, unopposed. There were, 
however, several somewhat important amendments. For 
instance, in the Metropolitan Electric Supply Co.'s Bill, the 
position of Marylebone was raised. — [t will be remembered 
that comparatively recently the Borough Council, under an 
arbitrator's award, paid a very big sum to purchase the 
undertaking of the company within their area, and naturally 
they were anxious that the company should not again get a 
footing in the borongh. Mr. Russell Rea's Committee 
sympathised with the Borough Council, and inserted pro- 
tective clauses. In the case of the County of London 
Electric Supply Co.'s Bill, the Borough Council of Camber- 
well got a protective clause to the effect that they shall not 


‚ be compelled to purchase any mains, &c., laid by the com- 


pany for supplying a railway, trumway, &c. To come hack 
to the Administrative Co.'s Bill, a perusal of the lengthy 
proceedings before Sir J. Kitson's Committee will give some 
idea of the struggle. It was a fight against time all 
and the (Committee did an almost un- 
precedented thing їп sitting late for several days. 


Morning after morning, Mr. Fitzgerald brought up clauses 


containing agreements with various opponents, but the 
opposition prevailed in the end, aud the Bill was reported 
too late to the House to stand a chance of passing. 
Although successful in the end, a striking fenture of the 
opposition was the inconsistency of the counsel of the 
different local authorities. Day after day they were striving 
to prove two totally inconsistent things—first, that it was 
positively absurd for the promoters to say they could produce 
and sell energy at 3d. a unit, and, secondly, that this was 
the very thing the local authorities were on the eve of doing. 
If the promoters reintroduce the Bill next session, the whole 
procedure of hearing before Committees will have to be gone 
through again. | 

‚ Apart from the Bills already referred to, there were a 
number of other Power Bills before Parliament. The 
Metropolitan Electric Supply Co. got power to supply Acton 
U.D.C. in bulk; the South Wales Electrical Power 
Co. obtained authority to take over the undertaking 


of the Carmarthenshire Electric Power Co., which was in- 


corporated in 1903; and the Shropshire and Worcester- 
shire Power Co. got Lichfield und Tamworth and several 
urban and rural districts within its area. The Welling- 
borough and District Tramways and Electricity Supply 
Bill, which was a scheme of the British Electric Traction 


Co. £o supply over a large portion of Northamptonshire, was 


rejected. Ап interesting point respecting the question of 
competition in the area of a power company arose in the 
Accrington Corporation Bill. In this case the Corporation 


sought to supply electricity for tramways both inside and 


outside the borough, and the Lancashire Electric Power Co. 


objected to this, and pointed out to Mr. J. Wilson's Com- 


mittee that they had erected a generating station within 
reach of these districts, and that if competition of this kind 
was to be allowed, it would have a prejndicial effect on the 
raising of their capital. In the end the Committee allowed 
the Corporation to supply, but inserted a clause to prevent 
them having & monopoly, and also to prevent them utilising 
the profits of one district to keep down prices in another, 
and so shut out competition, | 
There were fewer tramway Bills than usual, and perhaps 
the most important, from the view of public interest, was 
that of the London County Council to bring tramways over 
Blackfriars and Westminster Bridges and along the Thames 
Embankment. After passing through the House of 
Commons, it will be remembered. that the Bill was rejected 
by the House of Lords, which vencrable body, in the mind 


of every Progressive County Councillor, is now absolutely 


and positively doomed. The London County Council had, 
however, previously put their spoke in the wheelof the 
London Southern Tramways Co. Dill, which was rejected 
before the promoters considered they had had a fair hearing. 
А big tramway scheme of the Aberdare U.D.C. was rejected, 
and the Swansea Corporation, who tried to get possession of 
tramways leased to the British Electric Traction Co., found 
themselves the victims of an extraordinary legal document, 
by which it appears that it will take some 100 years before 
they can get possession of the whole of the tramways. Their 
tramway proposals accordingly fell through. Тһе Birming- 
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ham Corporation carried through tramway proposals involving 
an expenditure of over £1,000,000. The London United 
Tramways Co. had but a modest Bill, and only asked for an 
extension of time to complete works already authorised. As 
already mentioned, the Wellingborough Tramroads Bill 
failed. The Hastings Tramway Со. failed to get tramways 
in Bexhill, but carried their Bill giving them small powers 
in other respects. The Metropolitan Electric Tramways Co. 
got power to carry out £63,000 worth of street, widenings, 
and the Mexborongh and Swinton Tramways Co. got an 
extension of time, and also power to appiy for electric lighting 
provisional orders in the districts they served. The Ports- 
mouth Tramways Co. were empowered to construct tramways 
iu Gosport and Alverstoke ; the Oldham and Saddleworth 
Tramways Co. to construct a tramway in Mossley; the 
Tyneside Tramways Co. to rearrange its capital powers ; the 
West Cumberland Electric Tramways Co. to extend its time 
for completion of works: the South Lancashire Tramways 
Co. to rearrange its capital, and the Dublin United Tram- 
ways Co. to amalgamate two concerns. The Coventry 
Electric Tramways Co. and the Blackpool, St. Annes and 
Lytham Trumways Co. both withdrew their Bills. The 
Accrington, Liverpool, Halifax and Nottingham Corporations 
all proceeded by Bill for additional tramways, and obtained 
the necessary authority. An interesting point arose in 
connection with the Croydon Corporation proposal фо run 
motor-cars. It came out that these were to run over a 


. number of routes for which a company had the power to 


construct tramways. . The Committee felt the scheme to be 
an ill-considered one,.and rejected it accordingly. 

By no means the least interesting Bill of the Session was 
the Metropolitan Pneumatic Dispatch Co.’s Bill. There 


was a preliminary skirmish with the electric lighting com- 


panies on.the question of competition in the lighting of 
receiving offices, which resulted in the companies getting a 
locus to appear before the Committee considering the Bill. 
The proposal, however, was rejected after several days’ 
hearing. Eight tube railway Bills were introduced, but only 
four were of first-class importance, and two of these were 
ultimately dropped. The promoters of the North-East 
London Tube Railway were fortunate in anticipating a 
recommendation of the Traftic Commission, and were enabled 
tocarry their scheme through Committee to construct an 
electric railway (of which four miles will be in tube) from 
the Monument to Chingford and Waltham Abbey. A 
capital of £3,000,000 will be required for this, with the usual 
£1,000,000 borrowing powers. The. Hammersmith, City 
and North-East London Railway scheme. to incorporate a 
company with a capital of 47, 200,000 again fell through, 


‘this year owing to the promoters failing to make the 


necessary monetary deposit. The Great Northern, Piccadilly 
and Brompton Railway Co. reintroduced their Bill for the 
construction of a tube from Chiswick to the City, but 
dropped it early in the session, and the Central London 
Railway Co. adopted the same course with regard‘ to their 
proposed line to form а loop. The Great Northern; 
Piccadilly and Brompton Railway Co. were successful in 
their Bill to authorise them to make certain small new 
works, and one rather important extension from Kingsway 
to Waterloo. The Edgware and Hampstead Railway got 
authority to substitute a deviation railway at Hendon for 
the authorised railway ; the Baker Street and Waterloo Rail- 
way Co. were allowed to make certain new subways ; and the 
Charing Cross, Euston and Hampstead Railway Co. were 
permitted to use land in front of Charing Cross Station for 
a station. Of the other railway Bills of electrical interest, 
the Metropolitan District Railway Co. sought power to re- 
arrange its finances ; the Cork Junction Railway scheme, 
which was proposed to be worked electrically, was rejected : 
the Southend and Colchester Light Railways Bill, which 
provided for a light railway and ferry route between these 
two towns was carried: the Whitechapel and Bow Railway 
Co. was authorised to raise additional capital; and the 
Metropolitan Railway Co. was allowed to raise more capital, 
and take over the Harrow and Uxbridge Railway. 

A new point was involved in the Bill of the Weybridge 
and Walton-on-Thames Electric Supply Co., which asked for 
power for the company to supply Walton from a generating 
station in Weybridge. The application arose out of the 
refusal of the Board of Trade to allow the company to do 


this without precise Parliamentary powers which this session 
were granted. The Chelsea Electricity Supply Co. got per- 
mission to extinguish its founders’ shares. The Southend- 
on-Sea Bill, which contained several clauses to give the 
Corporation further powers with regard to the supply of 
electricity, was withdrawn. Great interest was taken in the 
London County Council (General. Powers) Bill, which pro- 
vided for Borongh Councils being allowed to supply elec- 
trical fittings. The clause passed the House of Commons 
after considerable opposition, but the Duke of Nortli- 
umberland's Committee threw it out without calling 
for the whole of the evidence ready to be tendered 
by the Electrical Contractors’ Association. A proposal 
by the Heckmondwike U. D.. to make an agreement with 
the Dritish Electric Traction Co. with regard to the supply 
of energy for tramway purposes, was struck out by the 
Standing Orders Committee. А clause in the Ealing Cor- 
poration Bill aimed at preventing those takiug a power 
supply using it for lighting was disallowed by the Police and 
Sanitary Committee, on the ground that it was purely a 
trading question. The proposal of the Wigan Corporation 
to supply electric energy beyond the borough was disallowed. 

Several gas companies came forward with proposals with | 
respect to electricity. The Andover Gas Co. will be rein- 
corporated as the Andover Lighting and Power Co., with 
power to generate and supply electricity. The Aylesbury 
Gas Co. will in future be enabled to apply for powers under 
the Electric Lighting Acts, and the Shepton Mallet Gas Co. 
has taken power to erect a generating station and produce 
electricity. | 

It will be seen that while a number of fairly important 
Bills have been considered, on the whole the Session must 
be regarded as a disappointing one. 


Is THE WIRING CONTRACTOR DOOMED P 


By 8. W. WILKINS. 


THE existing state of the electrical trade is one that affords 
much food for thought. A transition is happening before 
our eyes ; a new order of things is coming. The past 20 
years have witnessed the ruthless exploitation of the great 
wiring boom, in which fortunes have been made? and large 
businesses built up. Now the trade is settling down to its 
normal proportions ; and we are face to face with the fact 
that the past affords no indication of the future, and that 
with the end of the boom the trade has to be carried on 
under different circumstances entirely. The manufacturing 
houses can seek new fields abroad, and they have usually so 
many irons in the fire that dividends can be secured by the 
elimination or neglect of the unprofitable lines to make 
room for the more remunerative branches. With the wiring 
contractor, however, matters are on a different footing. His 
business is confined within rigorous lines, and there is not 
usually any room for setting one branch of the business 
against another. 

The wiring contractors’ trade a few years ago was a very 
good one to those who knew their business. The advantages 
of electric lighting were apparent, and there was a splendid 
field among the classes to whom first cost was not a great 
matter, and who did not need to weigh too closely the 
relative rates for gas and the new illuminant. A large and 
profitable business was done in apparatus and fittings : new 
developments were constantly arising to give impetus to 
trade, and the whole industry prospered. The relations 
between the wholesale houses and the retailer were the same 
as those existing іп other trades ; the retailer was regarded 
as the necessary distributor of the manufacturer's goods, and 
the two branches worked in harmony and with mutual co- 
operation. From these halcyon days down to the present 
there have been influences at work which have completely 
changed the whole aspect of affairs. Keen competition has, 
of course, been the most potent of these influences, but 
it seems beyond dispute that over and above the ordinary 
incidences of trade fluctuations, the state of affairs in the 
past has been abnormal, and that, the industry as a whole is 
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now settling down into its groove. What is that groove to 
be? How are matiers going to adjust themselves in the 
future ? | 

One of the most noticeable features in this evolutionary 
process has heen the disappearance of the mystery surround- 
ing electricity. The man in the street has a very fair 
general notion of the eccentricities of © juice," and the enter- 
prising ignoramus who has the temerity to inscribe ** Elec- 
trical Engineer " over his doorway does not strike awe into 
the passer-by, and find himself regarded as a man of science. 
Under existing conditions, it is the easiest matter in the 
world to get together a staff of competent wiremen, if one 
knows how to go about it. The qualifications necessary to a 


man before he can undertake a wiring job are so com- ' 


paratively small, and are possessed by so many, that the 
number of men willing to undertake such work is legion. 
Every contractor has his eye on the ever present danger of 
his right-hand man, after lying low for a few years, leaving 
his employer to start work for himself, taking as much of 
the connection away as possible. It is certain that there 
can be no lasting stability about a business where such 
‘manoeuvres are so easily practicable. The result is naturally 
a gradual process of devolution, the substitution of a horde 
of master wiremen for the old contracting firms. Such a 
state of things affords a most tempting bait to other partially 
allied trades. The builder, the ironmonger, the house 
decorator and jobber, and the stores, find little difficulty in 
annexing such electrical work as is going in their neighbour- 
hood. The extra capital required is not great, the stock 
need be but small, the wholesale houses will give lowest 
trade terms for the asking, while good wiremen will besiege 
the doors for employment. Such is apparently the 
future of the electric wiring business. It must eventually 
he grafted on the other trades; it is not sufficient 
to stand by itself under normal conditions ; and the 
above are the trades which are destined to work it. In all 
brauches of electrical work requiring more than ordinary 
skill, and to which a great responsibility is attached, the 
manufacturers will invariably step in to do the work, either 
directly or indirectly. Practically all power installations are 
now taken by the makers of the machinery, and gradually 
all pretence of the intervention of a trade man is being dis- 
pensed with. Competition is so terribly severe in this class 
of business that if the manufacturers can only keep their 
factories going on full time regularly they esteem themselves 
fortunate. Profit is, of course, highly desirable, but not 
always obtainable nowadays in motors, and two profits are 
absolutely out of the question. The same remarks apply in 
a lesser degree to the general sale of electrical material. 
Most articles for use with the electric current are fairly costly, 
and the purchaser will only buy from a firm of good standing 
and repute—the maker, if he can ascertain who the maker is. 
Competition is driving the makers to encourage this class of 
business, and by degrees the contractor is being eliminated. 
The process is facilitated by the growth of the small man, 
who is willing to wire up customers’ own goods—a thing 
which the contractor of the old days would have scorned to 
do without his discount. 

The combination of circumstances against the contractor 
is deeply to be regretted by the trade as а whole. То this 
cause is attributable the vast amount of shoddy work now 
being done, with the inevitable ultimate consequence of 
bringing а certain amount of odium upon electric work in 
the public eye. Fires, leakages, short circuits, constantly 
blowing fuses, and all the usual accompaniment of faulty 
wiring, have been very much in evidence of late, as any one 
who has had much to do with installation inspection can 
testify. - This, coupled with the growing awakening of the 
public to the undoubted costliness of electricity, at present 
rates, and the remarkable recrudescence of energy on the 
рай of the gas companies, has had the effect of giving a 
decided set back to the progress of electric lighting. 

In the wholesale and manufacturers’ side of the business, 
the trend of events has effected similar changes, though not 
with similar results. Competition has become very keen, 
prices are very low, апа profit small. New firms of com- 
paratively small capital have sprung up in all directions, 
either for manufacturing and specialising in one particular 
class of goods, or for factoring foreign articles. Competition 
and the decline of the general contractor are gradually com- 


pelling all wholesale houses to treat with the general public. 
They are being loudly blamed for this, but it is not due so 
much to faulty policy on their part as to the inevitable march 
of events. In the absence of a strong and prosperous army 
of retailers to act as the distributors of their goods, the 
manufacturers must necessarily take on such distribution 
themselves. Needless to say, they do not wish to do it, as 
they usually have no machinery for this class of business. 
but they must look ahead and make provision for the future 
from a natural instinct of self-preservation. 

The attempt on the part of the municipalities to get 
powers to supply goods through the medium of their 
generating stations is a sign of the times. With the 
central stations equipped with showrooms and a commercial 
department, the electrical trade would be on a level with the 
vas companies. However one may be opposed to municipal 
trading, there is something to be said for the prcmoters of 
the scheme. The general public have now very few oppor- 
tunities to inspect the latest things in electrical apparatus ; 
the ignorance of the man in the street regarding the various 
articles now available for use with the current is remarkable. 
In short, electrical goods for use on the ordinary house supply 
are not being pushed. The contractor apparently cannot do 
во ; therefore either the central stations or the manufacturers 
must do it. The Municipal Supply Bill is a step towards 
the former; the forthcoming great exhibition at Olympia is 
a step towards the latter. What will be the final result ? 


ELECTRIC TRAMWAY AND RAILWAY 
EXHIBITION, 1905. 


DESCRIPTION OF INTERESTING EXHIBITS. 


(Continued: from page 213.) 


Bruce Peebles Moter.—Owing to the late arrival of the photograph 
we were unable to reproduce fig. 65 in our last issue. It will be 
seen trom this illustration that the bearings are not cast in one 
piece with the upper or lower half of the ficld frame, as in the 


Fic. 65.—BRUCE PEEBLES TRACTION MOTOR ARMATUBE. 


usual way, but are quite separate from either. It is claimed for 
this arrangement that. greater convenience in obtaining access to the 
motor in the car-sheds is gained thereby. 

None but the hopelessly conservative continue to use grease for 
lubricating motor bearings, and the Peebles motor is designed for 
oil lubrication only. The loose ring method is used, and we agree 
with the makers that it is to be preferred to the pad method. The 
ring is of a special type which has been found to give the most 
satisfactory results in practice. 

In case there are still some managers or engineers who stick to 
the obsolete American system of grease lubrication, we may say 
that Messrs. BRUCE PEEBLES & Co. find that they get a distinctly 
higher efticiency with oil. 

The brass cover to be seen over the top of the bearing is for 
iuspection only, and oil іх supplied through the lower aperture with 
a hinged lid. The solid construction of the windings is especially 
noticeable, and we are glad to see that the front ends of the coils 
are protected from dirt or ill-usage. 

Overhead and Third Rail, Continucd.—The stand of the BRITISH 
JOHNS MANVILLE Co. was decorated cunningly--we might say, 
built of their wares; the barrier chains, for instance, were , 
formed of moulded mica Brooklyn strain insulators linked 
together. Moulded mica and reconstructed granite are the 
materials from which most of their overhead апа third-rail 
insulators are made. Moulded mica globe and Brooklyn strains 
were shown which had been subjected to mechanical tests to prove 
the very high tensile strength of the insulating material. New to 
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English eyes were the large telegraph pattern many-pctticoated 
insulators for high tension transmission. 

Fig. 66 shows their standard third-rail insulator in reconstructed 
granite. This remarkable material consists of selected orthoclase 
granite, pulverised, moulded into the required form, and vitrified at 
a temperature approaching 3,000* Е. It is given a high glaze, free 
from sodium, to prevent the accumulation of dirt. This is what the 
makers say about it: — 

It differs from the natural stone in many important respects :— 
1. Being vitreous, it does not contain or absorb moisture, and 
hence can be heated red-hot and thrown into water without 


cracking. 


Fic. 66.—THIRD RAIL INSULATOR. 
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Fia. 68.—MoToR-DRivkeN TOWER WAGON. . 


Fia. 69.—''TETRAD" Ear. 


FIG. 70.—SEcTION THROUGH “TETRAD” EAR. 


“2. It is of unlimited durability, not being affected by heat or 
cold, пог by any commercial acids or alkalies. 

“3. It is exceedingly strong, its crushing strength ranging from 
12,000 to 15,000 lbs. per cb. in., and its tensile strength from 800 to 
1,000 Ibs. per sq. in. of cross-section. 

"4. It possesses high ohmic resistance, and has been awarded 
the John Scott Legacy Medal by the Frankliu Institute of Phila- 
delphia, for its insulating properties, after many practical tests." 

They consider that reconstructed granite is a better material to 

. use for third rail work than either porcelain or glass. 

We were much pleased with the Hofmann patent rivet joint, 
which is illustrated in fig. 67, for it seems to us that much 
of the trouble which now comes from the present form of“ nozzling," 
or making off stranded galvanised steel span-wires, may be avoided 
by the use of this joint. A glance at the illustrations makes it 
evident that the time saved in making the joint is considerable, but 
inucb more important is the condition of the wire after the joint is 


made. Instead of every strand being wounded by the workman's 
pliers, not even the galvanised skin is scratched, and the attacks of 
rust will be postponed until the natural life of the skin has ended 

Most prominent on Messrs. R. W. BLACKWELL & Co.'s stand 
was a motor-driven tower wagon (fig. 68). It was composed of their 
standard collapsible tower wagon body mounted on a petrol-driven 
chassis developing 22 H.P. at the engines. The whole weight of 
the tower part is carried inside the wheel base, thereby making the 
whole thing very rigid. It is possible for several men to work on 
the top platform when it is fully extended, without danger. The 
advantages of an automobile wagon for emergency calls are obvious. 
The exhibit comprised a full line of Ætua insulators of the well- 
known type. 

The following illustrations have been picked out as representative 
of the enterprise in putting new designs on the market which 
characterises this firm. 

Fig. 69 shows the Tetrad " ear, remarkable for its ease of attach- 
ment to the wire. Fig. 70 is a section through the lug, and explains 
the nature of the grip. | 


. 71.—SEcrION INSULATOR, WITH SHIELDED ENDS. 


Fig. 71 is a section insulator in which the chief difficulty with 
these weak points in an overhead line is overcome by the employ- 
ment of a method similar to that seen in the continuous running 
section insulators made by Brecknell, Muuro & Rogers, and by 
the British Electric Equipment Co. The trolley-wheel takes a 
kind of trough with its flanges before its groove leaves the wire, 
and all sparking at the junction of the wire with the casting ought 
to be stopped. 

Fig. 72 gives three views of an automatic crossing. By means of 
this fitting it is hoped to neutralise the danger of the wheel taking 
the wrong line, which is present in most of the fixed crossings. 
We do not remember to have seeu elsewhere such a bold attempt 
to solve this difficulty. 

Mrssrs. GEORGE W. GREEN exhibited Pringle's safety crossing 
which was described and illustrated in our issue of June 9th last 
It may be remembered that considerable success has attended the 
use of this non-automatic crossing at Burton, where, prior to it 
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London. This frog is automatic both trailing and facing. When 


adoption throughout, heavy and continual expense was incurred in : - 
trailing the trolley head is guided by the flanges to the single line, 


repairing damage done by de-wired trolley poles. 
The “ Trolley Pressure Tester,” reproduced in fig. 73, was shown 


by Messrs. PLAYER & MITCHELL, of Birmingham, and is a piece of 
apparatus which ought to be fixed at the exit of every car-shed, if 
not of every bay of every shed. We know well that much of 
the wear on trolley wire is caused directly by excessive pressure on 
the trolley wheels. 


Fic. 72.—AvTOMATIC CROSS-OVER. 


. In many depóts the adjustment of the tension on the trolley 
poles is left to the judgement of some underling— perhaps no more 
than a boy—who “feels” the tension when he puts the wheel on 
the wire before the car leaves the shed. In others, spring balances 
are supplied, and the man who looks after the trolley poles “nd 
wheels has orders to test every pole for tension daily ; but in too 
many cases not much care is taken whether the wheel presses 
against the wire with 18 lb. or 35 lb. pressure. So long as the 
wheel does not leave the wire from insufficient tension nothing else 
matters, and for want of a penny spent in the car-shed a pound is 
taken out of the overhead equipment. B 
When once the correct pressure for any line has been settled, the 
Indicator“ illustrated should be set to a very small percentage 
over that pressure, and any car that rings the bell as it passes under 
should be sent back for adjustment. Some responsible person like 
the shed foreman should attend personally to this test at least once 
a week, in order to check the work of the men who are responsible 
for it. 


Fic. 73.—' TROLLEY PRESSURE INDICATOR. 


Messrs. Player & Mitchell also exhibited, among other things, an 
emergency clamp for uniting temporarily the two ends of a broken 
trolley wire, which might be very useful as a means of obtaining 
through running within a few minutes after the arrival of the 
linemen, permanent repairs being postponed until night. Fig. 74 
shows this. 

Figs. 75 and 76 are representations of Clough’s “ Anyhand ” 
frog, made and exhibited by Messrs. Toomas Noakes & SONS, 


and when facing the bow is moved by the stock of the trolley head, 


AND 76.—CLovaoH's “ ANYHAND" FROG, AS SEEN 
BELOW AND FROM ABOVE. 


and shifts the tongues into the required position. The bow can be 
adjusted to take up any movement over and above what is wanted 
to switch the tongues, so that neither these nor the bow are 
strained. 

Messrs. Noakes make Hewer's " section insulator for wires up 
to No. 0000, and claim that as the insulated bolts are in the same 
horizontal plane as the trolley wire, the strain is taken directly by 
the bolts, without the leverage which they consider to be :o 
objectionable in other section insulators. Owing to the great 


strength of the fitting it is unnecessary to anchor the wires on 
either side, and it may be placed on curves without injury. Figs. 77 
seem to uphold these claims. 
»The fact that Messrs. S. Dixon & Son, Lrp., of Leeds, have 
secured the contract for the complete overhead equipment of the 


PLAN OF UNDERSIDE. 


Fic. 77.—“ HEWER’s " SECTION INSULATOR. 


Leith tramways is sufficient guarantee that their stand lacked 
nothing inthe way of overbead material, and if appearance goes for 
anything, it was all of the best quality. ‘They are tu the front with 


Ес. 74.—ISMERGENcY CLAMP. 


fittings for figure-8 and grooved wire, and supply another proof 
of the growiug demand for these improved sections, 
The WESTERN ELECTRIC Co. had on view a full line of overhead 


. insulators in Electrose " insulating material, for which they claim 


remarkably high break-down tests. 
standing great mechanical strain. 
dig. 78. 

The porcelain insulators, which are tested at from 20,000 to 


This material is also capable of 
Some examples are shown in 
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120,000 volts according to size, were interesting to those who are, or 
hope to be, engaged in high tension transmission work. 


- Еа. 78.—“ ELECTROSE " FITTINGS. 


Messrs. Mountain & GiBsoN showed samples of the overhead 
work which they can turn out. N 

Messrs. W. T..HxNLEYv had feeder pillars interesting to 
tramway engineers, of which, hewever, we have not received an 
illustration. 

Messrs, CALLENDER'S also exhibited section pillars which have 
several points of novelty, as will be seen from figs. 79and 80. The 
first is for the ordinary purposes of sub-dividing feeder cables and 
trolley wires in accordance with the B.of T. regulations, but the 
switches are mounted on high insulation porcelain bases fixed to au 
iron frame, which in turn is insulated by porcelain petticonted insu- 
lators. The contents of the pillar are plainly marked on the figure, 
and attention may- be drawn to the efficient ventilation. The 
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Pig. 79.- -CALLENDER's FEEDER PILLAR. 


design is a welcome ehange from the usual solid slate panel pillar. 
A cheaper form is made on exactly the same general lines, but with 
switch-fuses instead of quick-break switches. The other figure 
represents a pillar which is especially designed, on double 
porcelain insulation, to accomplish the test« required by the Board 
of Trade, the requirements being as follows :— 

1. That a constant record be kept of the leakage current passing 
between the negative rails and the earth-plate connections; this 
leakage not to exceed 2 amperes per mile of tramway return, or 
5 per cent. of the total output at station. 

2. That at periods of not less thau one month, the electrical 
contact of the earth-plate connections with the surroundiug earth 


is to be tested. This test must demonstrate that an E.M.F. not 


-— 


exceeding 4 volts will suffice to prodnce.a current of at least 
2 amperes from one earth connection to the other. 

Fhe first requirement is met when the switches are in the normal 
position shown in the illustration. The return feeder cable is 
permaneutly connected to the bottom contact of tbe large quick- 
break switch, the top contact of which is connected to one terminal 


Fic. 81.—FEEDER POLE AND BASE. 


of the recording ammeter. The other terminal of the ammeter is 
connected by the two change-over switches to the earth-plates when 
switches are in top position; thus all current flowing between the 
return rails and the earth-plates passes through the recording 
ammeter. 

For the second test, the change-over switches are switched on. 
to the lower contacts provided. In this position a battery of 
three Leclanché cells in series is connected between the two 
earth-plates, and the flow of current between опе earth-plate 
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Fid. 8U.--CALLENDER's Test PILLAR, 


and the other is registered through an ammeter provided for that 
purpose. | pe 
A most useful improvement in both these boxes is the means 
given for telephoning without opening the main door. Conductors 
and inspectors can be allowed access to the telephone without fear 
of them or the small boy being killed by contact with {йе live parts 
of the pillar. | 
Messrs. CALLENDER'S gave visitors the opportunity of inspecting 
a model feeder pole and base, which showed in the most easily 
comprehended manner how cables ought to be taken up aud 
through a pole. Many a bad failure has been caused by this work 
being done badly, and, unfortunately, the failures do not occur 
until long after the contractor has beon paid-up. It rests with the 
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engineers to have the work done properly in the first place, and to 
that end they should note that particular care is used at the points 
of entrance to and exit from the pole, and should remember that 
the bend at the foot of the pole, if not filled with bitumen or some 
other insulating compound, will soon be filled with water. 
represents Callender’s standard arrangement. 

| (To be continued.) 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be written on one side of the paper. Free use of fictitious names, &c., 
may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express. | a 


"SERVICE" writes:—' І was very much interested in your 
replies to ‘Cable’ in your issue of July 29th, as it is a subject to 
which I have been giving consideration for some time. 

"I wish to point out that it is the practice here to charge the 
consumer for the cost of all service cables laid for his supply from 
the distributing mains, whether on his property ог not, and it is 
very detrimental to contractors, as would-be small consumers 
cannot see their way clear to pay nearly as much for the outside 
cable work as they do for the inside installation. 

“ I shall be greatly obliged if you will answer me the following 
questions through your columns, as it is a matter which I am think- 
ing of bringing forward to have the defects remedied :— 

“1. Can the supply authority be compelled, on application, to run 
the service cables 60 ft. for any demand, no matter how small, for 
either lighting or power ? 

“ 2. Is it legal for the supply authority to charge more than cost 
price for the necessary service cables laid on the consumers’ 
premises ? and 

“3. Can the owner, occupier or consumer, who pays for the 
service cables laid on the property or in possession of the said 
owner or occupier, before and after entering the building, claim 
interest from the supply authority on the amount paid for those 
cables, or do they become his property ? ; 

“4. Is there any limit to the deposit that the supply authority 
can demand, before connecting the service up ? 

5. Is the consumer entitled to, and can he demand interest on, 
the deposit paid? 

% 1. With regard to the first question put by “Service” it is 
clear from the Electric Lighting (Clauses) Act, 1899, Sched. Sec. 27 
(1), that the undertakers must run service cables not only for 60 ft. 
but for 50 уаз. from the nearest distributing main, subject to the 
provisions of that sub-section. The important provision is as 
follows: — The cost of so much of any electric line for the supply 
. of energy to any owner or occupier as may be laid upon the 
property of that owner or in the possession of that occupier, and of 
so much of any such electric lines as it may be necessary to lay for 
a greater distance than 60 ft. from any distributing main of the 
undertakers, although not on that property, shall if the undertakers 
so require be defrayed by that owner or occupier." "This obligation 
is imposed, howsoever small the supply proposed to be taken may 
be; but by Sub-sec. 2 (0) of the above section, the undertakers 
may require a supply to be received and paid for within two years 
of such an amount that the payment made shall be not less than 
20 per cent. on the outlay required to be incurred by the under- 
takers in providing the necessary mains. i 

2. There is nothing in the Act to say whether the mains, &c., are to 
be laid and supplied at cost price. If there were any dispute about 
the price charged it would have to be determined by a court of 
summary jurisdiction. 

3. It is apprehended that upon the principle %%% plantatur 
solo, solo cedit, any mains, &c., laid on the property of a consumer 
will become bis property. Were it otherwise, the occupier on giving 
up his occupation would apparently be entitled to demand re- 
payment of the cost from the company. 

4. The undertakers may require a consumer to give them security 
for the payment of all moneys which may become due to them in 
respect of the supply. (Electric Lighting (Clauses) Act, 1899, 
Sched. Sec. 25 (3) ). 

5. According to a recent case (reported in the Times, June 28th, 
1905), it has been decided that eleetric lighting companies are liable 
to pay interest on a deposit, whatever the sum may be, so long as it 
remains in their possession, and further, that they are not entitled 
to apply it in discharge of their account for lighting without giving 
due notice to the customer. This is only a decision of an inferior 
Court, but it is the only authority extant on the point. 


““ AMBLE " writes :—“ In a recent paper on overhead. construction 
the author stated that “tramway undertakers cannot prevent the 
erection of new wires over an existing trolley line." This was with 
reference to ‘message’ wires. Can you say whether this is good 
law? И would seem certainly that the  P.M.G. has the 
right to run his wires when and where he likes, and to 
insist on the trolley wires being guarded in accordance with the 
B. of T. regulations, but is there not a doubt as to private persons 
or public bodies, includine limited companies, being allowed to do 
so except at their own risk? Аге they not technically trespassing 
in such a case? If so, of course, there is no obligation on the 
tramway undertaker to guard against the danger to the publie o. 


Fig. 81 


the owner of the wires which is present so long as they cross the 
trolley wires.” 

. The question put by Amble" is опе of interest and im- 
portance. Leaving out of consideration, for the moment, the 
B. of T. regulations as to trolley wires, it is apprehended that а 
tramway company cannot prevent the suspension of other wires 
over their trolley wire system. In cases where the soil of a 
Street is owned by the frontagers, it is competent for those 
frontagers to license anyone to suspend wires over the street, 
and it is difficult to see what right the tramway company, who 
are merely licensees to suspend their trolley wires along the 
street, would have to complain. Similarly, where a street is 
vested in a highway authority, they give nothing more than a 
bare licence to the tramway company. In the case of a breakage 
of the message wire causing а short circuit of the trolley wire, 
different considerations arise. For if the owner of a message 
wire allows his wire to touch that of the tramway company, he 
commits a trespass for which he may be held responsible. "l'here 
Was а case some years ago in which a telephone company was sued 
by the owner of a horse, which was killed by an electric shock 
caused through its coming into contact with a message wire 
which had fallen across the trolley wire. The telephone company 


had to pay damages, inasmuch as the Court held that it was through 


their negligence in allowing the wire to break that the accident was 
caused. Coming now to the B. of T. regulations, those now in force 
provide that—' If and whenever telegraph or telephone wires 
unprotected with a permanent insulating covering cross above, or 
are liable to fall upon, or to be blown on to, the electric conductors 
of the tramways, efficient guard wires shall be erected and main- 
tained at all such places." If the horse case above referred to were 
to be tried at the present time, the fact that there were no guard 
wires might be evidence of negligence on the part of the tramway 
company 80 as to make them liable; but even then it might still be 
argued that the accident would not have bappened if the telephone 
company had not allowed their wire to break. 


LEGAL. 


ATTORNEY-GENERAL v. PONTYPRIDD URBAN District COUNCIL. 


Mr. JusricE FARWELL, in the Chancery Division of the High 
Court, on Friday, concluded the hearing of this case. The action 
was brought by the Attorney-General at the instance of the present 
trustees of the Right Hon. Augusta Baroness Llanover, deceased, 
against the Pontypridd Urban District Council to restrain the 
defendants, their contractors, servants and workmen from erecting 
or permitting to remain upon any portion of the land situated at 
Gwerwygerwn, Treforest, near Pontypridd, which was purchased 
from the trustees in 1902, any building or works not required or 
intended for the purposes of the defendants’ electric lighting under- 
taking, and from permanently using the land or any part of it for 
any other purpose than that for which it was required, namely, the 
production and supply of electricity. The relator trustees on their 
own behalf claimed an injunction to restrain the defendant council 
from using any part of the land or any building on it in sucha 
manner as to create a nuisance or cause damage to the Llanover 
estate. 

It appeared that after the purchase of the.land the defendants, iu 
April, 1903, applied to the Local Government Board for permission 
to use a part of the land for the purpose of a refuse destruetor, but 
were told that the Board had no power to sanction the use of the 
land for any other purpose than that for which it had been acquired. 
In the following August the trustees were applied to to accept 
conveyance of part of the land on which it was proposed to erect 
the destructor, and then to convey it back to the defendants, they 
paying the costs, but. the trustees declined to entertain the applica- 
tion. Failing in both quarters, the defendants went through the 
form of conveying this part of the land to a Mr. Davis, and taking 
a reconveyance from him, the undertaking} to reconvey being a 
condition of the conveyance to Davis, and although informed by 
the trustees that they objected to the refuse destructor being built 
there, the defendants had commenced the construction of the 
destructor, although no sanction had been obtained for it from the 
Local Government Board. The trustees’ view was that the 
destruction of dust and refuse on any portion of the laud in 
question would cause a serious nuisance, and would materially 
diminish the value of the trust property in the neighbourhood 
(parts of which had been built upon, or were now available fer 
building purposes), and would injuriously affect the Llanover 
estate. 

The nature of the defence was that the scheme of the defendant 
council for establishing their works for generating electrical energy 
included a scheme which was not uncommon in practice for utilising 
the heat derived from a refuse destructor for working the electric 
generating machinery. This plan they had for reasons of economy 
adopted as long ago as 1901, on the advice of their electrical 
engineer. 

Mr. Upjohn, К.С.. апа Mr. Hornell appeared for the Attorney- 
General, and Mr. Danckwerts, K. C., and Mr. R. J. Parker for the 
Urban Distriet Council. 

His Lorpsuip, in giving judgement, said that the proposition put 


forward by the defence that the defendants had power of user to 


use the land as they proposed, was of a very wide reaching nature, 
and it was entirely contrary to the powers given to the Corporation 
in regard to the supply of. electricity. He could not apply that 
principle to the present сазе. Defendants acquired powers to take 
land for the purpose of supplying electricity. "Under the order 
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their powers were for the supply of electricity and nothing else. 
Subsequently the defendants had powers under the Public Health 
Act, and they now sought to set up a dust destructor on the land. 
The first question he had to decide was whether the land was 
acquired under the. Electric Lighting Act or under the Public 
Health Act. In his opinion it was under the Electric Lighting 
Act, and for the purpose of electric lighting only. Defendants had 
powers under the Public Health Act to erect a dust destructor, but 
would the dust destructor be erected on the land in question? To 
his mind it would be a dangerous precedent to create if. he gave 
the defendants the power they asked for, aud it would be contrary to 
all the decisions on record. The powers obtained by defendants 
must be treated as given separately. He was therefore con- 

strained to say that the action of the defendants was ultra vires, 
The injunction would be granted, with costs. - 


а а IE, ? 


NON-LEAD SECONDARY CELLS. 


Two papers upon non-lead secondary cells were read at 
the Karlsruhe meeting of the Deutsche Bunsen Gesellschaft 
in June last. 

Dr. GRAFENBERG, of Kalk, near Cologne, described a new 
accumulator cell without lead. The positive electrode of 
this cell is formed of the black nickel hydrate, obtained by 
chemical oxidation of the lower nickel hydrate formed at the 
anode in an electrolytic cell. The negative electrode is 
formed of iron powder obtained by reducing ordinary forge 
scales of iron oxide in hydrogen gas at 3809 C. The 
nickel oxide is then' mixed with 40 per cent. graphite, and 
the pulverised iron with 10 per cent. of the same, the 
graphite being covered with a coating of electro-deposited 
nickel before use. = | | 

The materials are then pressed into briquettes, and these 
are enclosed in small capsules of thin nickel shcet, and again 
submitted to pressure. Ten of these charged capsules are 
Joined together to form the positive and negative plates of 
the cell. The author exhibited such a cell, containing six 
pairs of plates, enclosed in a sheet steel box pressed out of 
one sheet, and therefore without joints. The total weight. 
of this cell was 3 kg., made up as follows :—Active 
materials of the cell, 900 grammes; metal capsules and 
supports for the same, 750 grammes; electrolyte, 625 
grammes; steel box, &c., 725 grammes; total, 3,000 
grammes. | | 

Ав electrolyte a 20 per cent. solution of potassium 
hydrate is employed, which solution must be free from acid 
radicals, organic substances and carbonic acid. 

Under the normal conditions of four hours’ discharge, 
this cell yields 35 to 40 ampere-hours with a mean E. M. F. of 
1:23 volts. This represents from 16 to 18 watt-hours 
per kg. of total weight. The volume of the cell is 2:9 litres 
per 100 watt-honrs. The resistance of the cell increases on 
discharge; the mean for small cells is 0035 ohm. 

The terminal pressure is less constant than with the lead 
accumulator cell, and the discharge can be continued until 
this has fallen 20 per cent. The standing E. u. F. is 
1°35 volts. The charging E. M. p. rises quickly to 1°60 volts, 
and then slowly to 1:80 volts. 

The measurement of the potential at the iron electrode 
shows distinctly two breaks in the discharge, one at 1-2 volts, 
the other at *90 volt. From the discharge curves, one can 
see that the formation of the plate is completed at the end 
of seven discharges. The nickel electrode has only one 
discharge break in the curve. This electrode possesses its 
full charge capacity at the end of the fifth discharge. 
Theoretically, the capacity of the iron electrode is the 
greater, but the reaction occurring at the nickel electrode 
surface has an effective coefficient of 75 per cent., as com- 
pared with only 10 per cent. for that oecurring at the iron 
electrode. 

The capacity of the cell diminishes only slightly with 
increasing current densities, so that it is especially adapted 
for use on alarge scale. By quick discharge after charging, 
the current efficiency of the cell is 95 per cent., and the 
energy efficiency 65 per cent. If one waits 24 hours after 
charging, the corresponding figures are 63 per cent. and 
42 per cent. respectively. This difference arises from the 
gas production and self-discharge which occurs on standing, 
due to decomposition of the water in the cell. Тһе iron 
electrodes are acted upon by air, Бо that transport of the cell 


is not without difficulty. The reduced iron electrode burns 
in air, while the oxidised electrode oxidises further to the 
higher oxide, and this oxide is very troublesome to reduce 
to the metallic state again. 1 us 

. On the other liund, this new form of secondary cell stands 


rough usage well, and short circuiting does not even harm 
it. After 100 discharges, the cell loses only 12 per cent. of 


its original capacity ; after 200 this loss haa risen to 17 per 


cent. The cause of this depreciation is not yet explained. 


Prof. ELBs, of Giessen, dealt with the principle of all non- 
lead accumulator cells, and pointed out that one essential 
difference between the two types was that in the lead 
accumulator cell the electrolyte took part in the chemical 
reactions of the cell, while in the non-lead accumulator cell, 
it simply acted as an electrical conducting medium. 

The chemical reaction in the usual alkaline accumulator 
cell was :—Fe + 2 Ni (OH), = Fe (OH), + 2 Ni (OH), 

Iron has a tendency, however, to assume the passive state 


‚ In concentrated solutions of alkali hydrate. This tendency 


can be checked by heating iron in the state of filings in the 
air, reducing the oxide in hydrogen, and by submitting the 
reduced iron to cathodic action in a KOH cell. The iron 
treated in this way depolarises fairly quickly, when used as 


anode in au alkali cell, but it suffers from the defect that 


the chemical and physical changes have only affected the 
surface of the iron filings, and a core of unaltered iron 
remains, As regards the successive steps in the oxidation of 


this iron, nothing very certain is known. 4 : 


It is probable that the hydrate formed is that of the divalent 
iron Fe (OH), and that the easily recognised yellowish 
trivalent hydroxide, Fe, (OH),, forms only by later oxidation 
due to the air. This trivalent hydroxide is, however, not 


‚ easily reduced to the lower stage of oxidation by cathodic 


reduction. 


The reactions at the iron electrode are, there- 
fore. i | 


Ее” Fe (ОН), (chemical) | 
and Ffe— Fe +2925 . (electrical). ` 
The oxidation product of Ni (OH), is always Ni (OH),, 
and never а higher oxide; while the reduction product of 
the latter is always Ni (ОН), d | 
The reactions at, the nickel electrode are, therefore :— 
Ni (ОН), <> Ni (ОН), (chemical) 
апа Меш Nis + œ (electrical). 


The capacity of the cell does not increase with use, since 
the iron electrode cannot be further * formed " by continual 
charge and discharge. The solubility of nickel hydroxide in 
caustic potash solution is very small, as compared with that 
of the cobalt hydroxide ; the latter is not, therefore, adapted 
for use as a substitute for nickel in an accumulator cell. 
The F. u. F. of the freshly-charged cell varies from 1:42 to 
1:48 volts. This falls slowly on standing; or by discharge 
quickly to 1:35 or 1-37 volts, so that 1:86 volts must be 
regarded as the normal E. M. y. of the cell. This E. M. F. is 
independent of the concentration of the electrolyte. 
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CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 


until the following week. - Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer's name and address in our possession. 


How Can I Become a Commercial Engineer ? 


In introducing the above question, Mr. Coulombs has, I 
think, hit upon а very interesting subject. | 

The majority of recruits to the engineering profession are 
aware, when they join, that the practice of engineering is 
composed of equal parts of philanthropy and patriotism. 
Nevertheless, filled with youthful enthusiasin, they commence 
а long and expensive education with the aim of ultimately . 
conferring lasting benefits on their species. | 

Unfortunately, many of them discover at the end of their 
schooling that, while numerous institutions exist for the 
manufacture of engineers, there are none for creating а 
demand for them. | 

Of course, the engineer would himself prefer to live a 
frugul and obscure existence, contented with the approval of 
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his own conscience and the unavoidable odium incurred by 
unadvertised well-doing, but from this he is often debarred 
by the necessity of providing for the sisters, cousins and 
aunts with whom he is endowed by nature, to say nothing of 
those he would like to acquire (by marriage). 
Looking around, he recognises the fact that, after the 
= millionaire, the highest product of modern civilisation is 
the commercial man, the conductor through which the 
"afflatus (less 5 per cent. for transmission) reaches the 
mechanical devices interested merely in the doing of work. 
Whether in tea, treacle, or tramways, these gentlemen secure 
the jobs, which is the important matter; the doing of 
the work being an affair for assistants. They appear to 
have evolved a system of philanthropy which includes the 
philanthropist. 

Now, how is the finished product of the file and fitting 

Shop cum ten years theory ever to rise to the position of 
these favoured beings? He looks to education, the over- 
loading’ of an immature digestion, but sces the most 
educated man occupied in educating others ; inferring that 

this is what education has fitted him for. What the 

. would-be commercial engineer is seeking is some system 
of educating, or adapting himself to altered circumstances. 
Is the commercial engineer or the commercial anything 
the product of a text-book? I am afraid (for the sake 
of those who have chosen another path) that be is rather 
the result of judicious: choice of occupation by his early 
advisers, backed by a natural aptitude. The door cannot 
be absolutely shut to the older aspirant, but it will probably 
take a lot of knocking to open it. It is the perpetual clinging 
to that comfortable word Profession " which is the stumbling- 
block to-him. If he puts his smaller prejudices on one 
side, and allows himself to become a trader, he may lose in 

kudos, but he stands a very good chance of recovering it 

"later on. There have been some very good traders repre- 
senting this country, and will be more again. 

Of course, it is far more respectable to draw a large salary 
from a grateful country without having to find out why you 
do so, but to do this depends so largely on the way one's 
name is spelt. | 

C. B. 


Overhead Accidents. 


As а practical lineman, I quite agree with Mr. Robert N. 
Tweedy (re prevention of accidents) ; the ebonite sleeves used 
‚ on bell-hangers are a danger to the lineman who has to work 
on them, and it would be well for the different tramways to 
discard these dangerous materials in favour of the bow- 
String brackets in use in our large town. | 
' | S. Worthington. 
Manchester, August 11th, 1905. 


* E. О. W.” wishes to know the voltage of the electrical 
supply at Tientsin. Can any of our readers oblige him ? 
© Fog" inquires the names of any makers of metallic 
‘diaphragms, similar to those used in aneroid barometers. 
* X. Y. Z. is anxious to hear of a device or system for 
caleining gum by means of electricity, instead of by fire as 
ab present. 


— cc —  ———— — 


Municipal Appointments: ©“ Penny Wise and ——.” 


We have frequently referred to the inconsiderate manner 
in which municipalities deal with unsuccessful candidates for 
appointments—sending a postcard, or a circular letter open at 
the end, for everybody's observation, notifying the result. 
À correspondent has just drawn our attention to a recent 
case, and he asks us to make strong comments—he dare not 
allow himself to say what is in him. It seems to us that 
the least that might be done is to send such communica- 
tions in sealed envelopes. Applications and all correspond- 
ence relating thereto should be regarded as confidential 
communications, | 
But our correspondent should remember what a great 
difference there is between 3d. and 1d. An increase of 
100 per cent! That rate might pass on a £10,000 wave- 
of-the-hand vote for a municipal fad, but for 100 or so 
letters to ratepayers in other districts—well, that requires 
mature consideration.—Ebps. E.R. 


GERMAN CABLE DESIGNS IN 
AUSTRALIA. 


Tue question of Dutch-German cables in the Far East 
has beer mentioned in these columns so often that it is 
only now referred to on account of the publication, 
which took place towards the middle of July in the Staats 
Courant, of the conditions under which the concession has 
been granted. As will be remembered, the concession 


authorises the establishment of a submarine cable between’ 


Menado on the Netherlands Indian island of Celebes and 
Yap and Guam, together with a branch cable from Yap to 
Shanghai, for which other permits were obtained. The 
object of the cables is to afford the Dutch and German 
colonies in Asia means of communication with the United 
States and Europe independently of British cables. It now 
‘appears that the concession, which is for 40 years, was 
granted originally to a Dutch banking syndicate, as well as 
the Felten & Guilleaume Co., of Mulheim, and for the 
first 20 years the present holders of the concession— 
the German-Dutch Telegraph Co., of Cologne—will receive 
a subsidy of £70,000. The Dutch Government will be 
responsible for only £18,750 of the subsidy, the balance 
being provided by the German Government; but 90 per 
cent. of the cable message receipts is to be deducted towards 
the payment of the subsidy, each Government receiving a 
sum in proportion to tlie amount of ita subsidy. Only persons 
of German or Dutch nationality are to be employed in the 
telegraph offices, and the Government of the Dutch Indies 
may, at any time, cause the service to be worked by officials 
of the State telegraph service. The cable rates and agree- 
ments with other telegraphic undertakings in regard to the 
direction of the messages and the rates are subject to the 
approval of both Governments, as also аге any arrangements 
proposed to be made with other Governments. А reduction 
of one-half is to be made in the charges for the transmission 
of telegrams for the Dutch or the German Government. In 
the event of other cable undertakings in the Dutch Indies 
being granted conditions which would render competition on 
the part of the German-Dutch Co. difficult, the latter will 
be placed upon precisely the same terms. 

The interest manifested in the foregoing statement should 
be emphasised by a Brisbane letter published in the Berlin 


` Tageblatt, showing what the German designs in the South 


Sea may be. It seems from a lengthy letter that the German- 


Dutch Telegraph Co. desires to extend its cable system во as. 


to have a landing station at Cooktown, on the north coast of 
Queensland, by way of Samarai in British New Guinea. A 
provisional arrangement for landing rights at Cooktown, the 
letter states, was granted by the Queensland Government, 
but the confederation of Australia has not led to the con- 
firmation of the agreement. It is to be hoped that no such 
result, will be brought about, notwithstanding the statement of 
the German correspondent that the permission given by Queens- 
land should be sufficiently binding to help the company to its 
* good rights." It is contended that the proposed extension of 
the Dutch-German cable system to the Queensland coast via 
British New Guinea must be of great importance to inter- 
national and Australian shipping trade, and particularly to 
that of Queensland. This assertion may be taken for what 
it is worth, and in considering its value the fact should not 
be overlooked that the cable system in question represents 
an undertaking registered as a German company, and almost 
entirely subsidised by the German Government. Fortunately 
the Australians are fully conscious of the inducements of the 
scheme in question, and, moreover, they are now discussing 
the problem of utilising wireless telegraphy for connecting 
together New Guinea and other important islands in the 
South Seas, without the ** assistance " of the German com- 
pany. It is apparent that the Australians, as well as the 
Canadians, in regard to the tariff war with Germany, know 
how to look after their own interests at the present time. 
The preceding paragraphs were written before the arrival 
of a telegram from Melbourne announcing that the Govern- 
ment of the Commonwealth have now refused to permit the 
laying of the cable between Herbertshohe, German New 
Guinea, and Port Moresby, British New Guinea and thence 
onwards to Cooktown in Queensland. It is not surprising 
to learn that both Mr. J. Chamberlain and Mr. Lyttleton 
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reconimended the Commonwealth to refuse the application 
both on Imperial grounds and in the interests of the existing 
Pacific cable, and the adoption of their representations 
terminates an incident which ought to have been definitely 
settled long ago. The telegram further states that the 
negotiations between the Germans and the Queensland 
Government were first commenced five years ago! We 
ourselves learned from German sources that the scheme had 
been in course of promotion for such a long period, but we 
were not willing to accept the report to this effect in con- 
sequence of the Dutch concession having only been granted, 
we believe, within the past two years, especially as the terma 
of the concession were only published in Holland early last 
month. The Melbourne telegram is, however, decisive, and 
thus confirms the German reports. It, therefore, seems that 
during the time the. promoters of the Dutch-German cable 
in the Far East were approaching the Dutch Government, 
they or their agents were also negotiating with Queensland for 
linking-up German New Guinea and British New Guinea 
and the north coast of Queensland, whjle an extension of the 
German cable from the island of Celebes to German New 
Guinea would have completed the daring scheme for a con- 
nection between Germany and Australia quite independent 
of the British cable service. It is just as well for the above- 
mentioned and other reasons that the German scheme has 
been checkmated by the action of the Commonwealth. 


LP 


BUSINESS NOTES. 


The " Case” Crane Controller.—The accompanying , 


illustration shows a type of controller for cranes and hoists which 
has achieved a considerable measure of success in the United 
States, and is being introduced into this country by Mr. C. R. HEAP, 
of 28, Hatton Garden, Е.С. The special features of the controller 


EN ESSEN 


THE “ CASE” CRANE CONTROLLER. 


are its very substantial but simple construction, and ease of 


accessibility. All the movements are effected with a single lever, 
mounted on the front of a slab of slate, behind which are the resist- 
ance coils. The reversal of the motor is accomplished by means of 
the heavy contact quadrants on the face of the slate, on which bear 
massive copper blocks, each held on by a separate adjustable spring. 
The regulating contacts are of hammered copper and phosphor 
bronze, easily renewable, and the moving contact takes the form of 
a hard copper disk, which revolves as it passes between the copper 
clips, thus cleaning them and itself, and constantly presenting a 
fresh contact surface. A magnetic blow-out coil travels with the 


‘contact disk рон а еш cross field just where it is 
e 


required, and addition the first step in either direction is pro- 
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vided with a quick-break device to prevent the formation of an arc, 
no matter how slowly the lever ig moved. The reversing contacts 
do not break circuit until the main circuit is interrupted, and a 
spring catch, controlled by a press button in the top of the lever, 
automatically locks the latter in mid-position when the controller . 
is not in use. The resistance coils are of iron wire on asbestos tubes 
mounted on metal stiffeners, and supported by porcelain bushings 
in cast-iron end-plates, and each coil is readily removable. A 
terminal board is provided in the base of the controller. We are 
informed that the apparatus is built by a firm of crane makers, who 
despaired of obtaining a reliable controller ready-made, and there- 
fore took the matter in hand themselves: we have examined one of 


the “Case” controllers, and certainly it appears to possess the 


шше which should ensure durability and reliability in a high 
egree. | 


G. & M. Terminal Clips.—Messrs. Guy & MACIVER, 
of 20, South John Street, Liverpool, have recently brought out and 
patented a new terminal clip, which entirely abolishes the use of 
solder, and by gripping the insulation firmly prevents any liability 
of the strands of wire fracturing. The clip can be made suitable 
for any size of cable; the smallest size has been used with success 


“Q. & M." TERMINAL CLIPS. 


for motor-car connections, whilst the illustration depicts a clip for 
19/18 cable suitable for tramway motors, &c. The method of con- 
necting the wire is very simple: a loop is made of the divided 
strands and placed in the dished portion of the clip (B), the upper 


threaded part (a) is firmly screwed down, and, if necessary, 


riveted over on under side, then the barrel portion (c) is pinched 
up to grip the insulation tightly. The completed. clip is а 
thoroughly mechanical job, and as such it should find favour where 
good work is appreciated. 


Consular Notes.—In a recent report on the trade of 
Valparaiso the Austro-Hungarian Consu] at that port states that 
there are at present 23 towns in Chili which have adopted electric 
light. The power is mostly produced by steam-driven plants, and in 
rare cases by hydraulic motors. "The electrical plant in Santiago, for 
which coal is used, supplies the power for the clectric tramway 
system, and also for the electric lighting of the streets, public 
buildings, and private houses of the town. The machinery 
necessary has all been imported from abroad. There has existed 
for some time in Santiago à company known as the “ Sociedad 
Nacional de Electricidad," which is capable of producing dynamos 
and motors. The electrical plaut in Valparaiso, which is run by 
steam engines and which supplies pow@ for tramways and lighting 
will, when the waterworks in the neighbourhood of the town are 
finished, be run by hydraulic power, so that the electrical company 
will then be in a position to supply power for industrial purposes. 
After the completion of the waterworks the two 500-H.P. engine 
sets will still be retained for reserve purposes. 


Bankruptey Proceedings. — AntHony G. Nrew.— 
Under the failure of Anthony G. New, electrical and general 
engineer, late of Palace Chambers, Westminster, the first mecting 
of creditors was held on Monday at the London Bankruptcy 
Court before Mr. W. G. Williams, Assistant Official Receiver. The 
debtor has filed а statement of affairs showing unsecured debts 
£13,140 7s. 9d., fully secured debts £6,600 (the securities being 
valued at the same amount), and assets £38 15s., consisting of some 
partly paid shares in the London Motor-Cab Co., Ltd., £12 108., a good 
book debt £6 5s., and doubtful book debts to the amount of £52 10s. 
expected to produce £20. According to the debtor's statement, he 
commenced business in June, 1892, in partnership with Sir A. J. 
Mayne, and they traded as New & Mayne. A partnership deed was 
executed which provided for an equal division of the profits, and 
the joint capital was £800, of which the debtor furnished rather 
more than one-half. The business was very successfully carried on, 
and it increased so rapidly that branches were opened at Kingston- 
on-Thames, Hull and Rottingdean, and the firm also took over the 
Woking electrical supply station. Owing to the rapid increase of 
the business, the firm required more capital than they could find, 
and in order to obtain an interest to be ‘given to others, they 
decided to form a limited company to take over and carry on the 


| 
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whole business. New & Mayne, Ltd., was accordingly registered 


with a nominal capital of £150,000 as a private company on 


September 27th, 1896. The shares were never offered for. 


public subscription. The company took over the whole 
business, and agreed to pay the vendors £60,000 as to £26,667 
in cash and £33,333 in fully-paid ordinary shares. The 
debtor understood that the cash was to be utilised in payment of 
the firm's outstanding liabilities, and that the shares were to be 
issued in equal parts to his partner and himself or to their nominees. 
He (debtor), however, never had delivery of any of the shares, and 
he did not receive any cash out of the transaction, but was 
appointed to the post of managing director at a salary of £500 a 
year. Тһе company carried on business for about 18 months at а 
loss, and went into liquidation at the end of 1897 ot the beginning 
of 1898. Mr. F. D. Basden was appointed to act as liquidator, and 
forthe purpose of preserving some of the more valuable assets, that 
gentleman formed a new company with the sanction of the Court. 
The International Engine Patents Development Co., Ltd., was 
accordingly registered with a capital of £3,750 in 75,000 
shares of 1s. each, and the debtor was placed on the board of 
directors at а salary of £100 а усаг. The capital of the company, 
however, being insufficient to carry on the extensive development 
of the works and patents, the business could not go on, and nothing 
further was done in it. The debtor adds that, prior to the forma- 


undertaking to be personally liable to the creditors of the part- 
nership, and relieving him therefrom. In 1901 the debtor 
proceeded to America with a view to inducing manufatturers 
out there to take up and develop his inventions and patente 
in connection with motor-car machinery, but he was unable to do 
much in the matter. Since his return to England he has been 
engaged, more or less, in endeavouring to get other people to take 
them up and develop them. Most of the patents have now lapsed, 
the debtor lacking thc means to keep them alive, and those not run 
out he has parted with in order to raise money: In 1900 he 
obtained an appointment on the staff of a publishing company, for 
which he bas since done technical journalistic work. His liabilities 
are due chiefly on guarantees given by him in respect of moneys 
advanced to the partnersbip for the purposes of the business, and 
amounting to about £15,000. Thę claim of Messrs. Brown, Jansen 
and Co., the petitioning creditors, is for £5,000 and interest, which 
loan the debtor guaranteed, and all of which was sunk in New. and 
Mayne, Ltd. He attributes his insolvency to the failure of New 
and Mayne, Ltd., and to his having become personally liable by 
guaranteeing that company’s debts in respect of money entirely 
used in its business; also to losses in respect of patenting and 
developing his inventions in connections with motors and engines, but 
which hace nearly all lapsed, or been otherwise disposed of. In 
the absence of any offer, the case was left in the hands of the 
Official Receiver to be wound up in the ordinary course of bank- 
ruptcy, the debtor’s public examination being fixed for September 
17th. The following are the principal creditors, viz. :— 


UNSECURED, 


James Atkinson, London .. b - ash Е .. £1,870 3 10 
Brown, Jansen & Co., London. 2s os be - 5,214 3 1t 
B. Diinkelsbuhler, London ii МР e » - 8604 0 0 
C. E. Masterman, London Ju T T T 152 0 0 
Geoffrey New, Evesham .. i T t e^ M 5,000 8 O0 
A. J. Wheatley, Netley , 23 А m . , 540 0 0 
FULLY SECURED. 
W. H. Buxton, Southport.. m ix Me T 43 250 0 0 
G. & C. J. Dewitt, Chichester and Compton. - n 1,000 0 0 
E. St. G. H. Gilbert, Maidenhead " ra we $4 850 0 0 
Geoffrey New,Evesham .. id T » M si 1,000 0 0 
W. M. Roscoe, Ross-on-Wye 4,000 0 0 


J. W. Marrin.—The public examination of John Weston Martin 
trading as Martin & Co., electricians, at 154, New Road, Buckland, 
took place at Portsmouth Bankruptcy Court on Monday. The 
accounts showed liabilities amounting to £73 5s. 6d., assets valued 
at £12 155, and а deficiengy of £60 10s. 6d. Debtor stated that 
his failure was due to insnfficient turnover. The examination was 
closed. 


Motor Tower Wagons. — The LANCASHIRE STEAM 
Motor Co., Lrp., Leyland, is building four petrol motor-driven 
tower wagons for the Belfast City tramways. The vehicles will be 
capable of a speed of 15 miles per hour. 


Electro-Peat Coal,—The Daily News understands that 
the first plant for the manufacture of electro-peat coal has now 
been erected at Kiberry Bor, near Athy, Co. Kildare, upon the 
estate of the Duke of Leinster, and will be in operation before the 
end of the present month. when the fuel will be placed upon the 
market. | 


The Aluminium Syndicate,.—1t is reported that the 
INTERNATIONAL ALUMINIUM SYNDICATE, Which was formed in 1901, 
and includes Swiss, French and English producers, recently decided 
to increase prices by 30 per cent. in consequence of the greater 
demand brought about by the Russo-Japanese War, and the desire 
to restrict somewhat the request for the metal. On the Berlin 
Stock Exchange the shares of the Swiss Aluminium Industry Co. 
have been largely advancing, partly as а result of the favourable 
course of trade, and partly in expectation of a higher dividend than 
the handsome distribution of 18 per cent. which was made last 
усаг. It remaius to be seen whether this anticipation will be 
realised; at any rate, the rise in the quotations of the Swiss com- 
pany’s shares shows that a possible improvement in the dividend 
has already been discounted. 


American Car Manufacturers’ Combination.—A 
new commercial combination, with a total paper capitalisation of 
aver £8,000,000, has been formed by the leading American car- 
manufacturing firms, including the J. G. Brill Co., of Mere a 
the John Stevenson Car Co., of Elizabeth, N.J., and the Wason 
Manufacturing Co., of Springfield, Mass. The promoters of the 


. combination are Mr. E. H. Power, Mr. W. T. Van Brunt, and Mr. 


G. Martin Brill; the last-named having agreed to become president 
of the new concern, which so far has not received a name. The 
combination proposes to build every existing type of car at апу. of 
its shops, and it is planned to have only one sales agent in each 
large city to represent all the factories. 


Phenix Patent Draught Gauge.—The accompanying 


illustration shows the Phoenix draught recording instrument for 


boiler furnaces, &c., sold by Messrs. SANDERS, REHDERS & Co., of 
108, Fenchurch Street,.E.C. The apparatus consists of two parts— 
a dial gauge, which is mounted on the front of the boiler, and the 
recording instrument, which can he placed in any convenient posi- 
tion. The gauge consists of a bell floating on glycerine in the body 
of the instrument, which is in communication with the outside 
atmosphere; a pipe connects the space inside the bell with the 
boiler flue, so that the bell rises or falls in accordance with the 
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PHOENIX PATENT RECORDING DRAUGHT GAUGE. 


draught, its movements being transmitted to the indicating dial 
by a rack and pinion. The stoker is thus informed of the strength 
of the draught, which he must preserve at the lowest practicable 
value, so as to utilise the minimum quantity of air. 

The recording instrument is of similar construction, but auto- 
matically and continuously records on a chart the magnitude of 
the draught, besides indirectly showing the intervals between 
stoking and cleaning. The remarkable improvement which can be 
effected by the use of this system is well illustrated by charts 
published by the makers in a descriptive pamphlet one taken 
privately without the knowledge of the stoker, before the indicator 
was fitted, and one taken after the stoker was provided with a dial 
gauge and was instructed how to regulate his work by it. The 
difference between the two is extraordinary. 

No fewer than 19 complete sets of these instruments have been 
installed at the Hibernia Mines, in connection with the same number 
of Lancashire boilers. 


Annual Outing.—The annual outing of the staff and 
friends of Messrs. Е. A. GLOVER & Co., Lrp., took place af 
Margate. Dinner was served at the Imperial Hotel, and there was 
a cricket match, “ Mr. F. A. Glovers XIII. v. Mr. R. Н. Haynes's 
XIII.,“ in Thanet College cricket ground. 


The Telegraph Cable Export Trade.—4A relatively 
active state of affairs is just now prevailing in the export trade of 
the country in telegraph cables and. apparatus connected therewith. 
The shipments last month attained a value of £44,894, as compared 
with only £30,484 in July last vear. For the first seven months of 
the year the exports have amounted to a total of £669,013, or an 
inere “125,170 over the corresponding period of 1904. 
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Catalogues and Lists.—Messrs. W. H. BAILEY AND 
Co., Ltd., Salford.— Reprint of a paper on Air Compressors: 
Considerations on Design and General Efficiency,“ read by Mr. 
E. W. Köster before the Verein Deutscher Ingenieure. The reprint 
is edited by Mr. A. J. Bailey. 

BnrrIsH Тномвзон-Нопзтоух Co., Lro., Rugby. Pamphlet No. 182, 
devoted to а description of their lightning arresters for alternating 
and continuous-current circuits. 

GENERAL ELEoTBIC Co., Lro., London, E.C.—New edition (the 
twelfth) of their W. section catalogue just issuing from the press, 
relating to their electric light wires and cables, flexible cords, fuse 
and bell wires, porcelain insulators, leading-in tubes, insulating 
material, wiremen's tools, accessories, &с. Tabulsted data abound, 
including particulars of conductors, prices per different lengths, 
weights, carrying capacifies, catalogue numbers, and so forth. The 
catalogue is fully illustrated, and is bound. in green canvas covers. 

Veritys, Lrp., King Street, Covent Garden.—A number of new 
sections of the firm's catalogues (1905 edition) are just being issued, 
dealing with plant, lamps, switches, cables, accessories, heating 
appliances, telephones and fittings. 

THE UNION ELECTRIC Co., LTD., Queen Victoria Street, E.C. — 
Advance copy of their new list, shortly to be placed in circula- 
tion, of automatic time integrating devices. Descriptions appear 
with diagrammatic and other illustrations of their counting, pre- 
payment, control, maximum, interval, distant and other switches. 

INDUSTRIAL IMPROVEMENTS Co., 2, Jewry Street, E.C.— Pamphlet 
relating to the Water-seal ” trap, which“ is a separator and steam 
trap combined. А special feature of the device is the water-scal, 
from which it derives its name. 


Book Notices.— Technological and Scientific Dictionary. 
London; George Newnes. 1905. Price 1s. net per part.--The 
ninth part of this comprehensive encyclopwdic dictionary has now 
been reached, out of the 15 which are to complete it. Reviewing а 
dictionary is always an awkward process, like sampling tea, dipping 
here and there, with considerable risk of indigestion to follow ; the 
result, however, is in this case very satisfactory. We have not been 


 &ble to discover any notable errors in any of the numerous 


refetences that we have tested, and, owing to the very wide range 
of subjects dealt with, we think that the dictionary, when complete, 
make а very useful reference book. | : 

Кесиє de lIngénicur et Index Technique. Brussels: Association 
de la Presse Technique. Price 2.50 fr. per number.—The Technical 
Index, now known under the above title, with the July issue will 
will commence an index of ull new books published on engineering 
subjects, in addition to its usual iudex of articles in the technical 
Press, which we have frequently commended. 

Petrol Motors, Simply Explained. By T. H. Hawley. London: 
Percival Marshall & Co. 1905. Price 1s. net.— This is a practical 


handbook on the construction and working of petrol motors, with: 


hints on driving. The treatment is intentionally elementary, the 
text is lucid and the illustrations clear. The only feature of 
electrical interest about the “ motor " is, of course, the ignition; in 
this book special attention is given to the high-tension system, 
magneto ignition receiving little more than bare mention. The 
book is mainly intended for amateurs of cycling and“ motoring” ; 


but in view of the demand for small petrol-driven dynamos for 


house lighting, it will be useful also to owners of thy latter. 
Die Elektrischen Bogenlampen ; deren Prinzip, Konstruktion 
und Anwendung.” By J. Zeidler. (Elektrotechnik in Einzel- 
Darstellungen. By Dr. G. Benischke; No. 6). Brunswick: Fried. 
Vieweg & Sohn. МЇ. 5.50. 

* The Engincering Press Monthly Index Review.” Vol. VI., No. 3. 
June, 1905. Brussels: The Technical Press Association, 1, Rue 
du Musée. 2.50 fr. 

The School of Mines Quarterly." Vol. XXVI., No. 4. July, 
1905. New York: Columbia University. 15 c. e 

„The Law and Practice Relating to Patents, Trade Marks and 
Designs.” By David Fulton. Third edition. London: Jordan 
and Sons. 12s. 6d. net. 


Colonial Tramway Rail-Welding.—The “ Thermit " 
system of rail-welding, adopted on the Singapore electric tram- 
ways, is to be employed in relaying the Colombo lines.—IJndion 
Enginecring. а 


A B.P. Batteries.—The following are last week's con- 

tracts booked by the A.B.P. Accumulator Co., Ltd.: - 

27 cells 82 type, 7 plates 210 ampere-hour battery, for Rishton, Lancashire. 

55 cells 83 type, 9 plates 280 ampere-hour battery, for South Wales. 

58 cells S9 type, 21 plates 700 ampere-hour battery, for Pudsey, Yorkshire. 

230 cells 86 type, 15 plates 490 aimpere-honr battery, for India. 

254 cells 86 type, 15 plates 490 ampere-hour battery for India. 

The Barnstaple T.C. has entered into a maintenance contract 
with the company for maintaining its batteries for five vears at 
£120 per year. 


American Turbines for Japan.—The (EN TEA, 
ELECTRIC Co., of New York, has received orders for 37 Curtis 
steam turbines and accompanving electric generators for Japan. 
The total capacity of these engines will exceed 35,000 n.p. Eleven 
similar turbines have been already installed in Japan by the same 
company. Electricity is being increasingly utilised there for 
lighting and traction. 


Disclaimer.—The A.C. Evecrrican Co., of Saracen 
Buildings, Snow Hill, which originally traded in the name of the 
A.C. Electrical Accessories Co., of Holborn, desires it to be under- 
stood that it has no connection whatever with the Electrical 
Accessories Co.|that has been charged with fraud. 


Empire Roller Bearings.—The Lancashire and York- 
shire Railway Co. have decided upon making a trial of roller 
bearing axle boxes made by the EmprrE RoLLER-BEARINGS Co. on 
their electrical coaches on the Southport line. 


Trade Announcements.—ZSCHOCKE’S ENGINEERING 
Co., of Kaiserslautern, notify that they have appointed Messrs. T. 
SuGDEN, Lro., of 180, Fleet Street, London, E.C., as sole agents in 
Great Britain and Ireland for the Zschocke's patent water coolers, 
blast furnace gas purifying and similar plants. Messrs. Sugden 
have a branch office in Cardiff, and are represented in Birmingham, 
Lancashire and Yorkshire, Newcastle, Glasgow, Llanelly and Bel- 
fast, &c. Messrs. Zschocke’s Со. have entirely severed their con- 
nection with Messrs. Donat & Co., of Manchester. 

Messrs. Cutting Bros., Lrp., dynamo and motor manufacturers, 
notify that all communications should now be addressed to their 
new works 3t Stamford, to which they have removed. А card 
giving net trade prices of motors (1 to 7 B. H. P.) has been issued. 

Mr. Мовмлм HAMILTON, who has been for several years with the 
British Thomson-Houston Co., Ltd., at their Glasgow office, has 
now started business on his own account at 19, Waterloo Street, 
Glasgow, where he will represent the following firms as agent for 
Scotland :— Messy. T. Parker, Ltd., Wolverhampton; Messrs. 
Kelvin & James White, Ltd., of Glasgow; and Messrs. Jessop 
and Appleby Bros., Ltd., of Leicester. : 


Dissolutions and Liquidations.—GnaAnuaw, MORTON 
AND Co., Lrp.—At meetings held on July 18th and August 3rd, 
Messrs. Graham, Morton & Co., Ltd., of Leeds, resolved to wind 
up voluntarily for the purpose-of reconstruction. Messrs. J. Morton 
and M. Graham are liquidators, and they will register a new com- 
pany to be known as Graham, Morton & Co. (1905), Ltd. 

IMPROVED ELECTRIC GrLow Lamp Co., Lrp.-—Creditors must 
send particulars of their debts, &c., to the liquidator (Mr. Sydney 
Wiltshire, 19, St. Dunstan's Hill, Great Tower Street, E.C.) by 
September 12th. 

Hiram S. Maxim ELECTRIC LIGHTING AND ENGINEERING 
(PIONEER) SYNDICATE, Lrp.--A meeting is to be held at 15, George 
Street, Mansion House, E.C., to hear an account of the winding up 
from the liquidator (Mr. H. C. Emery). | 

May & CaLDER.— Messrs. Е. W. R. May & E. G. K. Calder, elec- 
trical engineers, 4, Newington Causeway, London, have dissolved 
partuership. — Mr. Calder will attend to debts and continue the 
business. 


Electric Lift at Malta.—According to the Revue 
Commerciale du Levant, proposals have been on foot some time for 
- the erection of an electric lift between the town of Valetta (Malta) 
and the quays. The concession was granted to the firm of 
MacaRTNEY, McErnov & Co., London, who carried out the electric 
tramway joining Valetta to oertain towns in the interior, The 
town is very high, and the inauguration of this lift will materially 
facilitate access to the shore. ‘The works are to be commenced, it 
is said, in about seven months’ time. 


Edison Storage Battery.—Mr. Edison, who is now 
restored to excellent health, announces that a new factory will soon 
be complete for the exclusive manufacture of his storage 
battery. Speaking to a representative of the New York Ties, Mr. 
Edison said that the troubles in the battery that he had been 
trying for two vears to remedy had been purely mechanical; they 
had been greatly due to the swelling of the nickel element. He 
had succeeded in reducing the weight of the battery to from 40 to 
45 lb. per H. v. | | 


Electrical Exhibition in Russia,—The Dourit of Trade 
Journal has received a dispatch from Н.М. Consul at Kieff (Mr. 
Н. P. Smith’, forwarding some particulars of the exhibition of 
electro-techiiical goods which is to be held at Kieff in connection 
with a Congress of Russian electro-technical engineers in April, 
1906. The exhibition will be under the auspices of the Imperial 
Russian Technical Society and the Kieff Town Council, and will 
open on March 25th/April 7th, 1906, for a period of three: months. 
The following are the various sections under which exhibits can be 
made :—(1) Boilers and other fittings; (2) machinery for electric 
generators ; (3) electrical machinery; (4) electro-cheniistry and 
eleetro-metallurgy ; (5) electric lighting; (6) transmission of power, 
electrical traction, electrical motors; (7) telegraphs, telephones 
and railway signalling; (8) measuring apparatus; (9) electro- 
medicine; (10) various applications of electricity; (11) electro- 
technical education. Foreign-made goods will enjoy the same 
privileges as goods of Russian manufacture. The Minister of 
Finance has agreed that all exhibits remaining unsold three months 
after the closing of the exhibition will be returned carriage-free on 
Russian railways, aud foreign exhibits will also be freed from 
import duty. A suggestion has been made that a Congress of 
railway engineers connected with traction, telegraphs and elec- 
tricity should be held during the period that the exhibition will be 
open. = 


Electrical Equipment of an Indian Colliery. 
Messrs. Burn & Co. have just received the order from the Bengal 
Coal Co. for two electric haulage sets and six pumping sets for 
their Sodepur Colliery. The plant will be supplied by MESSRS. 
ERN EST Scorr & Мосмтатх. This is the first mine in India to 
adopt electrical plant, and we trust others will soom follow their 
example, as we feel confident of its success; The current. is 
generated at 2,200 volts three-phase alternating 50 cyeles, and 
transformed at the pit head to 220 volts. The haulages are 60 н.р. 
each single drum, and the pumps 25 U. P. cach of Messrs, Scott and 
Mountain's three-ram standard type, 
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Germany.—The BERLINER ELECTROMOBIL DROSCHKEN 
GESELLSCHAFT has just been formed in Berlin with a capital of 
£75,000 to introduce a service of electrical motor-cabs in the 
German capital. 8 : 


Imports of Foreign Electrical Machinery. — A 
further shrinkage can be recorded as regards the importation of 
foreign electrical machinery into this country. The valne of the 
imports for the first seven months of the year amounted to only 
£290,543, as contrasted with £316,176 in the correspondiug period 
of 1904. 


Repairs Work.—The Lonpon ELECTRIC Firm, of 
George Street, Croydon, make а speciality of direct-current 
dynamo and motor repairs and rewindings, and have laid them- 
selves out for the rapid execution of such work, a recent job 
entrusted to them for the complete renewal of a 10-Kw. commutator 
having been done intwodays. This was made possible because they 
have special stocks and sources of supply for the special section 
coppor required for this class of work, 


LIGHTING AND POWER NOTES. 


Australia.—Newrtown, N.S.W.—Some time ago an offer 
was made to the Council to light the whole of the borough by 
electricity and also to erect a garbage destructor, for а definite 
annual payment, giving the right to the Council] to purchase the 
works and plant at the expiration of 10 years, such purchase to be 
compulsory at the ond of 20 years. The Council has decided to 
decline the offer, as it intends to invite tenders for the establish- 
ment of municipal electric lighting works. 

N. S. W. Солт, Mines.—At the Stanford-Merthyr Colliery, in the 
Maitland district, and also in one of the Newcastle Coal Co.'s 
оаа Newcastle, electric coal-cutting machines аге now under 
trial. 


Bourne. — The local Tradesmen's Association has 
requested the U. D. C. to consider the provision of E. L. for the town, 


owing to the high price of gas—4s. 3d. per 1,000 ft. The Council 
has referred the matter to the Lighting Committee. 


Bradford.—According to the Yorkshire Daily Post, an 
electricity breakdown, coupled with a severe thunderstorm, caused 
much inconvenience in Bradford on Wednesday last week. Shortly 
after six o’clock an electric lighting cable between the electricity 
works in Valley Road and Forster Square fused, and threw the 
whole of the central area of the town into darkness. Much incon- 
venience was caused to business houses, shops, and workshops. A 
large number of workmen were soon upon the scene of the break- 
down, but a thunderstorm put an end fora time to their efforts. 
At nine o'clock the storm centre was directly over the city. Two 
vivid lightning flashes were seen to strike the overhead electric 
tramway cables in front of the Town Hall, and for a few moments 
the tramcars were brought to a standstill and their lights extin- 
guished. Much damage was also done at the Telephone Exchange 
by the fusing of the instruments. The storm passed away about 
half-past nine, and the cables were temporarily repaired. The 
damage done to them was very extensive. 


Brandon.—The U.D.C. has decided to grant an interview 
with the representatives of the Durham Electric Power Distribution 


Co., Ltd., relative to the E.L. question, and the company's appli- 
cation for E.L. powers. 


Brighton.—A loan of £38,500, for which the Electricity 
Committee recommended that sanction should be obtained, has 
been approved of by the T.C. 


Cardiff.—The Corporation has decided upon the erection 
of an underground sub-station at Cathays. 


Cheltenham.—A flat rate of 1°6d. per unit has been 
provisionally agreed to by the T.C. and the Light Railway Co. as 
the price to be charged to the latter for а supply of energy. It is 


estimated that the company will require from 520,000 to 600,000 
units during the current year. 


Cleckheaton.—A L.G.B. inquiry was held on the 
10th inst. into the U.D.C.'s application to borrow £4,000 for 
electrical purposes. £2,620 is to cover sums already cxpended, 
and £1,380 for a new motor-generator, superheaters, stokers, 
meters, &c., necessary to carry out the arrangement between the 
Council and the Yorkshire Woollen District Tramways for à supply 
of energy to {һе latter. 


Continental — Notes.—IrALíLv.— At San Guistino 


(Perugia) а concession has been obtained for the erection of an E.L. 
plant on the River Lama. 


A concession has been granted to utilise 3,000 H. b. from the river 
Stura for the supply o£ electricity to Turin. 


Clydebank,—The new Clydebank Dock, near Glasgow, 
is to be electrically lighted. Are lamps on high standards will be 
fitted up, aud the contract has been secured by Messrs. W. C. 
Martin & Co., Glasgow. 

Doncaster.—An inquiry was held last week by the 
L.G.B. in regard to a further loau of £7,173 for extending the 
Corporation E,L. system. There was no opposition, 


Dundee.— The recent application by Messrs. Gourlay 
Bros. & Co. for an installation of electric power for their Camper- 
down Shipyard has been considered by a sub-committee of the 
Tramways Committee of the T.C. It has been decided to recommend 
that a main be laid to provide the necessary supply on the terms of 
the sliding scale of rates propounded by Mr. Richardson, and also 
on condition that the company agrees to take 9 supply for not less 
than five years. 


Earsdon.—The U. D.C. has decided to light a portion of 
the district by electricity. 


Exeter.—The City Council has resolved to hold an 
electrical exhibition in the town during the week commencing 
November 6th next. x 


Fife Electric Power Co.—The supply of energy has been 
begun this week by the company. At present the plant installed is 
sufficient to cope with a considerable demand, but room for ex- 
tensions has been provided. Messrs. Bruce Peebles & Co. sup- 
plied the installation, which includes two alternators of 400 Ew. 
capacity, generating at 3,000 volte 50 cycles. 


Frome.—The B. of T. has informed the Council that, 
under the existing circumstances, it cannot sanction the contract 
the Council has entered into with Messrs. Edmundson's Electricity 
Corporation, but would be prepared to consider an applicatioh for 
consent to а deed of transfer after the Council had obtained another 
prov. order to enable it to transfer its undertaking. Messrs. 
Edmundson's have agreed to pay the cost of the further order, and 
on this uuderstanding the Council has agreed to take the steps 
suggested by the Board. 


Gravesend.—Negotintions are to be opened with the 
Postmaster-General with a view to the trenches which are to be 
opened through Northfleet and Gravesend for telephone cables also 
being used for the Corporation's supply mains in Northfleet. This will 
reduce expenditure, and obviate the necessity of opening up the 
pavements twice. 


The T.C. has decided to extend the E.L. mains to various parts of 


the town at a cost of £1,555. 


India.—An estimate for the extension of electric lighting 
in Government House, Madras, is (under consideration. The cost 
works out to Rs. 34,216, and a provision of Rs. 35,000 has been made 
їп the budget for the work. 

An amended licence has been sanctioned to Messrs. Begg, 
Sutherland & Co. for supplying electricity in Cawnpore. Indian 
Engineering. 


Jedbargh,— Advantage has been taken of the destruction 
by fire of the steam engines at the new Bongate Woolley Mills, to 
introduce electric motors, and the driving power will, in future, be 
electricity only. | 


Lianrwst.—A dispute has arisen between the Llanwrst 
Electric Supply Co. and the Denbighshire C.C. Considerable cor- 
respondence has passed between the Council officials and the 
solicitors to the company. The Council has decided that in the 
event of the company not paying the amount due under the артее- 
ment forthwith, the clerk is to take proceedings to compel them. 


Neweastle-on-Tyne.—!n response to representations 
from the Lighting Committce with respect to the provision of more 
arc lamps, the Tramways Committee has agreed to increase the 
number of lamps and to make a charge of £11 per lamp. 


North Wales Electrical Power Co.—The new electric 
power station in course of erection at Cwm Dyli, at the head of 
Nant Gwynant, in which energy is to be generated by turbines 
driven by water power from Liyn Lydaw, is practically completed, 
and the company is proceeding to erect overhead cables by way of 
Roman Bridge to Blaenau Festiniog, a distance of eight miles, for 
the purpose of supplying energy for power purposes to the Oakley 
Slate, the Rhiwbach, and other quarries in the neighbourhood. 


Perth.—The T.C. has decided upon the adoption of the 
following rates for the supply of energy :—Private lighting 4d. per 
unit: 25,000 units and over, 24d. per unit; power and heating, 
2d.; and traction, 14d. per unit. 


Provisional Orders.—^Apyplication is to be made for 
E.L. powers for the following distriets as under, and the local 
authorities have been notified by the applicants :— 

AMERSHAM.—The Uxbridge aud District Electric Supply Co. for 
powers to extend supply to Seer Green and Penn. The Council has 
given its consent. 

Bretrws-y-Cokp.—Messrs. Chamberlain & Johnson. The assent 
of the T.C. has been obtained. 

Branpon.—County of Durham Electrical Power Distribution Co. 

DunsrapLe.—The National Provincial Electricity Corporation. 
The Council has resolved to take no action in the matter. 

Foor's Cray.—Mr. R. G. Bains. 

HanwicH.— Messrs. Foote & Milne. 

IrcHEN.— Messrs. Ashley, Lumby & Cooper. The Council will 
oppose the application. 

Rerrorp.—The National Provincial Electricity Corporation. 
The Council obtained an order, but allowed it to lapse. 


Scarborough,—The T.C. on Monday decided to lay 
down electrical plant for stone-breakiug, gravel screening and other 
work. This will replace manual labour, and the saving will equal 
a rate of àd. in the &. 
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Seuth America.—The Government has accepted the offer 
of the Cia. Alemana Transatlantica de Electricidad to supply energy 
for light and power purposes to all of the port of Buenos Ayres. 
The prices to be paid are 6 cents gold per xw. for light, and 32 
cents for power. 'The contract to be for 10 years. This will 
énable the Government to close its generating stations at tho 
Riachuelo and the Docks. 

The Adrogue Electric Light Co. has sold its stations, rights, &c., 
to the Compania de Electricidad de la Provincia de Buenos Ayres. 
The new company has a capital of $500,000 m/n. The vendors will 
receive $230,000 in shares and the same amount in cash, leaving 
$40,000 for improvement.—Zeview of the River Plate. 


Stalybridge.—The Joint Electricity Board proposes to 
borrow £25,000 for electricity purposes. At a meeting of the Hyde 
Council a letter of protest was read from the District Property 
Owners’ Association, and inquiring if the Board had powers to 
borrow money without the consent of the four Councils concerned. 
The Board has such powers. 


Tottenham.— The agreement which has just been 


entered into by the Tottenham District Council, for the transfer of 
its powers under its provisional order to the North Metropolitan 
Electric Power Supply Co., provides that the company shall before 
October 1st, 1906, give a full supply of electrical energy within 
the compulsory area, and also in: certain additional streets. 
Further distributing mains are to be. laid by the company on the 
requisition of the Council, or of owners or occupiers, and in any 
notice (under Sec. 125 of the E.L. Clauses Act, 1899) shall not 
specify any sum exceeding 8 P.c. upon the cost. Before commence- 
ment the scheme is to be submitted to the Council for approval; 

energy is to bé distributed solely from sub-stations in the district. 
The company agrees to reimburse the Council all its expenses in 
regard to obtaining the order, opposition, consulting engineer's 
fees, &c. The charges for the supply of energy are to be:— 
Public lighting, 2d. per unit between dusk and midnight, 
and 1d. per unit between midnight and dawn, or 14d. per unit 
from dusk to dawn, provided that the Council enters 
into a contract for the lighting of not less than 110 lamps of an 
average consumption each of 600 watts for 10 years. Private 
lighting: 6d. per unit for the first 100 hours’ maximum demand, 
and 2d. per unit after, or a flat rate of 5d. per unit. Power and 
heating: 4d. per unit for the first 100 hours’ maximum demand, if 
5 H. p. is not exceeded, and 1d. per unit beyond. Energy supplied 
to the Council for public purposes other than street lighting is to be 
charged at 10 per cent. less than to private consumers. At ће 
expiration of the first and every subsequent period of seven years, 
the Council can require a revision of these rates. If the Council 
erectis a generating station in connection with its refuse destructor, 
it can compel the company to purchase the energy at the price of 
1:43d. per unit metered at the switchboard, but the cost of laying 
the necessary mains to the company’s sub-stations or feeding 
points must be borne by the Council. At the end of each year 
after the expiration of ten years, the company is to pay the 
Council half of the net profits in excess of a sum of 5 per cent. 
upon the amount expended by the company in the area of supply ; but 
if the net profits in any previous year have not amounted to 5 per 
cent., the company will be entitled to make good the deficiency out 
of the receipts for any subsequent year before the net profits are 
ascertained. The Council has the power, upon giving six months’ 
notice, to require the company to sell to it the undertaking (a) at 
the end of 10 years, or of a further period of five years upon paying 
the capital expended, and also a sum equal to th of that amount, 
and refunding the original costs of obtaining the order, &c. ; (b) at 
the end of 1930, and upon е expiry of every subsequent period of 
10 years, on the same terms, with the exception that the 
Council would not have to pay a sum equal to a tenth of the 
capital expenditure ; and (c) at the expiration of 42 years upon the 
terms mentioned in Sec. 2 of the Electric Lighting Act, 1888. 
The Council consents to the company supplying electrical energy 
for power purposes to any company, body, or person within the 
Council's district, but consumers using less than an average of 
90 units per day throughout the year, and whose premises are less 


than 440 yards distant from the distributing main laid by the com- 


pany under the order, are exempted from the operation of this 
clause. After the determination of the agreement the company 
will pay the Council 5 per cent. of the gross receipts to be derived 
from the supply of electrical energy for power within the district. 


Trafford Park.— Before the Manchester County 
Stipendiary on the 15th inst., an electrician, named Fredk. Stewart, 
was summoned by the Trafford Park Light and Supply Co. for 
fraudulently obtaining a supply of energy. For the prosecution it 
was stated that the defendant, instead of placing in the slot of the 
meter tokens to the value of 34d. which were supplied by the com- 
pany, had obtained electricity for nothing by diverting the 
current. A fine of £5 was imposed. 


Trowbridge.—On August 4th the laying of the E.“. 
mains was commenced by the Western Electric Distributing Cor- 
poration, which has leased the prov. order obtained by the U.D.C. 


Truro.—On the recommendation of the E.P. and Light, 
Committee, the T.C. has decided to ask, without prejudice, ‘the 
four companies who have signified their intention of applyiug for 
prov. orders to supply the city with electric light, what terms they 
are prepared to offer if the Council does not oppose the application. 


Wednesbury,—The T.C. on Monday decided to supply 
energy by slot meters at 4d. per unit. 


Wimbledon.—At a recent meeting of the T.C. a pro- 
posal that the Parliamentary Committee be authorised to negotiate. 
terms with the proposed Administrative Power Co. for energy in 
bulk, was carried by 9 votos to 6. 


Wimslow.—The Lord Mayor of Manchester (Sir T. 
Thornhill Shann) on the 14th inst. opened an electric exhibition 
in the Drill Hall. 


Wisbech.—The 1.G.B. has informed the T.C. that, 
whilst not refusing the loan applied for for E.L., it could not 


sanction it whilst tho scheme was in its present condition. 


Worthing.—A L. G. B. inquiry was held recently into 
the Corporation's application for a loan of £93,300 for E.L. purposes, 
There was no opposition, 


TRAMWAY AND RAILWAY NOTES. 


Birkenhead.—The Tramways Committee is considering 
the desirability of establishing a motor-'bus service to supplement 
the electric tramway scrvice in certain districte. 


Darlington.—4At a meeting of the Tramways Committee 
held on 10th inst., a report was presented as to the working of the 4d. 
fares. The manager stated that forthe four weeks ended July 29th the 
total revenue was £889. "The cars carried 277,306 passengers, at an 
average revenue of 7:354. per car-mile. In the corresponding four 
weeks of last year, when 1d. fares were the rule, the revenue was 
£919, the number of passe 1 226,287, and the average revenue 
751d. per car-mile. The +. fares had thus resulted in a decrease 
of £30, although 51,019 more passengers had been carried, and due 


revenue per car-mile had decreased 16d. 


Great Northern Railway Co.—At the НЕЕ 
mecting of this railway, Lord Allerton said that in the passenger 
traffic there were some extraordinary figures which showed the 
changes which were going on. For instance, in Yorkshire, owing to 
farther extensions of electric tramcars and tramlines, they had 
carried 350,000 less passengers. Then there had been a service of 
electric trams in the London district, which had largely affected 
short-distance passengers between Wood Green, Hornsey, Harringay 
and Finsbury Park. At those stations they showed a falling off in 
the number of pass of 150,000. In the Nottinghamshire and 
Derbyshire district they had carried locally nearly 100,000 less 
passengers, but the belief was that that was due more to general 
slackness in the coal trade than to the effect of tram competition. 
Notwithstanding the fact that they had lost 150,000 passengers at 
certain suburban stations, the total number of passengers carried 
from suburban stations to King’s Cross and the City was 400,000 
more, but they got less money for carrying them. They were calléd 
upon to do more work, and to run more trains at a greater cost, and 
the fares were lower. He had had the figures taken out before the 
reduction of the fares and the opening of the tube lines, and found 
that, although they had not quite got back to their total gross 
receipts prior to the reduction of fares, they had nearly done во; 
but the cost of working was greater than it was before. 


Lancashire and Yorkshire Railway.—At the half- 
yearly meeting, Sir George Armytage said that the electric service 
upon the Liverpool, Southport and Crossens line during the last 
six months had been quite satisfactory; the company had carried 
no fewer than 600,000 additional passengers with ordinary tickets, 
whilst there had also been an increase in the number of season 
ticket holders. The amount of building going on along the line 
showed that the result had been to induce a large number of people 
to live in the district through which the line passed. They were 
not yet able to judge of the actual facts as to the cost of Nonus 
tho line. / 


Leith.—The B. of T. inccr of the first засоп of 
the new electric tramways system was made by Col. Von Donop qn 
Saturday last. 


Light Railways.— The B. of T. has confirmed the 
following orders made by the Light Railway Commissioners :— 
Bath Electric Tramways (Light Railway Extensions) Order, 1905, 
authorising the construction of a light railway in the rural districts 
of Bath and of Keynsham, in the county of Somerset (being an 
extension of the existing and authorised undertaking of Bath Elec- 
tric Tramways, Ltd.; County of Middlesex Light Railways (Ex- 
tension of Time) Order, 1905, amending the County of Middlesex 
Light Railways Order, 1901. 


Liverpool.—The Tramways Committee has decided, 
in connection with the erection of the new tramways Offices, 
to defray the cost of the work, £75,000, out of the reserve, 
renewal and depreciation fund of the tramways undertaking. 
The proposal to do this met with strong opposition at the 
last meeting of the Council, based on the condition of the 
tramways at the present time, and on the probable need of an early 
reconstruction being necessary, for which а large sum of money will 
be required. 


Liverpool-Southport Electric Railway.—On the 
10th inst. the inquest was resumed by Coroner Brighouse on the 20 
victims of the disaster to a Liverpool and Southport express train 
at Hall Road on July 27th. The driver, William Rimmer, of 
Southport, said he bad been in the service of the L. and Y. Railway 
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Co. for 17 years. Before becoming an electric driver he had charge 
of steam trains. The signalman called him on with a green flag, 
and he heard the signalman shout “right away.” The signalman, 
Boote, said he lived at Waterloo. He had been а signalman 18 
months. He tried the signal several times, and could not get it off, 
and he brought the train on by waving a green flag, because he was 
afraid of delaying the express, and there was no one on the plat- 
form to send down to the signal. He swore he said nothing to the 
driver.. He merely waved the flag. In the week before the 
accident he was fined 10s. for being asleep while on duty. On the 
occasion of the accident he admitted that he lost his head, though 
he was perfectly sober. He had known the signal go wrong before. 
Signal superintendent C. B. Byles said the fact that the signal 
could not be lowered ought to have suggested to the signalman that 
the points were wrong. A feature of modern signalling was the 
dual safeguard, and if both the safeguards went wrong, the traffic 
was automatically stopped, so that no accident could happen to the 
train. At Hall Road the mechanical point detectors had been 
supplemented by an electrical detector, and the electrical apparatus 
worked with minute accuracy. Alexander Н. Smith, Waterloo, said 
he was a signalman at the Hall Road cabin. 
with No. 25 point and No. 37 lever. Several times the lock would 
not release until it was pulled backwards and forwards several 
times. With the electric detector a little knack was required to 
get the lever over. “І have several times,” he added, been 
stretched on the cabin floor in getting the lever over." The station- 
master at Hall Road, said Boote’s duty when he saw the signal 
not working, was to communicate with witness, who knew there 
was difficulty in working that particular signal. In summing up, 
the Coroner said unfortunately the signalman lost his head, and his 
judgement led him astray. The jury found that the accident occurred 
by a mistake made by the signalman and motorman through an 
error of judgement that was censurable but not criminal. They 


recommended that facing points at Hall Road and everywhere else 


where possible should be abolished, and recommended that 
especially on express trains the guards should be conversant with 
the working of the motor in case of accident. They thought the 
signalmen and drivers should be examined periodically as to 
their knowledge of the rules appertaining to ‘their work. 
Verdict, Accidental death." 


Maidstone.— The В. of T. has declined to sanction the 
construction of the projected electric tramways in Week Street, 
Stone Street, and Gabriel's Hill, owing to the narrowness of the 
thoroughfares. 


North-Eastern Railway.—Sir Edward Grey, chairman 
of the North-Eastern Railway, made some interesting references to 
electrical matters at the half-yearly meeting of shareholders at 
York on the 11th inst. Speaking of expenditure on the capital 
account, he said for electric power and lighting in the Newcastle- 
on-Tyne district £36,000 had been expended. This had nothing to 
do with the electrification of the railway. It was part of a large 
egpenditure the directors were incurring in order to substitute 
electric for steam power at the Gateshead-on-Tyne shops, New- 
castle-on-Tyne (New Bridge Street) goods warehouse, and similar 
works. When it was completed they would be able to do away 
with the steam and gas power they now had. He referred to the 


electric trains on Tyneside, observing there was a gain of 20°96 рег 


cent. in passengers and 17:6 per cent. in receipts. That, of course, 
was not all net gain, but taking into account the capital spent and 
allowing for depreciation—although they might say a year's work- 
ing was too short a time on which to form absolute conclusions— 
so far as they had gone, the working showed that on the electrified 
suburban lines there was an increase of revenue, and that they had 
proved a convenience to the public. 


Ramsgate.—Colonel von Donop, B. of T. inspector, has 


fixed the inquiry into the recent tramway accident for Tuesday 
next. ‘ 


Rochdale.—On the 12th inst. Major Druitt, inspector of 
the B. of T., passed for traffic the Summit section of the Corpora- 
tion tramways. This is the last section to be constructed, and is 
in the Littleborough District Council's area. The period taken to 
construct the whole system has been 13 months, and the cost has 
been £300,000. Of this sum £70,000 had to be paid to the old 
company. 


Salford.—' he result of the working of the Salford 
Tramways for the financial year ending March 31st last, according 
to a report just published, was a gross profit of £74,780, to which is 
added a sum of £1,428 received as interest on investments. ‘The 
total sum of £70,208 is dealt with as follows: Payment to various 
local authorities for running powers, £16,168 ; interest and sinking 
fund charges, £38,105; contributions in relief of rates, £13,000; 
depreciation and renewals fund, £8,934. The amount now standing 
to the credit of the depreciation and renewals fund amounts to 
£21,137. The total borrowing powers of the Tramways Committee 
amount to 41, 172,642, of which sum £633,583 has already been 
borrowed. ‘The gross capital expenditure to March 31st was 
£638,332. The sum paid in salaries and wages, including £600 
towards salaries in the borough treasurer's department, was £54,456, 
aud in addition to this, £5,707 was paid in rates. The lengtb of 
tramways worked by the Salford Corporation, at the date of the 
report, was 70? miles, of which 364 miles are owned by the Corpora- 
tion. The Corporation have obtained running powers, by agreement 
with Manchester, over 93 miles of the city's track, and the following 
sections have been leased: Eccles Borough, 64 miles: Swinton and 
Pendlebury, 63 miles; Prestwich, 7 miles; and Whitefield, 44 miles. 
The cost of these running facilities for the 12 months amounted to 
£16,168. The cars iu use at the end of the year numbered 150, and 


He had had difficulty 


~ 


in view of the opening of additional routes, it has been decided 
during the current year to place an order for 20 more cars. The 
electrical energy used during the year for haulage, lighting of cars, 
&c., was 6,927,805 units, of which 5,925,128 units were supplied by 
the Salford electricity undertaking at 14d. per unit, and 1,002,677 
units by the Manchester electricity undertaking for the power used 
on the lines within the city, at 14d. per unit. The passengers 
carried numbered 39,213,560, as compared with 36,956,405 in the. 
previous year—an increase of 2,257,155. The receipts amounted 

to £209,438—an increase of £11,016. ' 


Nhanghai.—4An Edinburgh бето has offered to put down 
a tramway system at Shanghai on а 35 years’ temancy, with the Muni- 
cipal Council’s option to purchase afterwards. The company offers 
to pay £150 a year for each mile of double track, and £100 a year 
for each single mile. Indian Engineering. 


South — Ameriea,.—BvENos Ayres. — The Grand 
National Tramway Co. has applied to Congress for a concession to 
construct and work an underground system of electric tramways. 
The lines would be double and the routes: Paseo Colon and Paseo 
de Julio to Avenida de Mayo to the New Congress Hall, coming to 
the surface at Avenidas Callao and Entre Rios, and there joining up 
with the existing system of the company. The work would be 
commenced as soon as the concession was granted. The muni- 
cipality would receive 6 per cent. of the net receipts.—Arvicw of 
the River Plate. 


Southend.— The T.C. has decided to extend the tram- 
ways along the beach to Shoeburyness. 


Tokio.—The Tokio Shigai Tedsudo (Tokio Street Rail- 
way) has ordered several Curtis steam turbines and electric gene- 
rators from the General Electric Co., of U.S.A. 


United States,—BarTrIMORE.—Two men and a woman 
have been arrested at Buffalo, N.Y., оп a charge of defrauding the 
Baltimore tramway companies. Their method was for one of the 
men to gain employment as a driver, and to cause a slight collision 
in which the woman sustained injuries which were witnessed by 
the other man. Asa result, the Courts awarded damages which the 
trio shared. : 

Lona ISLAND RAILROADb.— The first electric passenger trains on 
the Long Island Railroad were ruu on July 27th on the 16-mile 
between Brooklyn and Rockaway Beach, 12 trains being run daily. 
The electric service will be extended to other suburbs as rapidly as 
possible. | 

New York City.—It is announced that the under-river tunnel 
which is to connect Manhattan and Brooklyn is now half finished, 
and it will probably be ready for traffic in advance of the Brooklyn 
sub-surface lines with which the tunnel will connect. On August 2nd 
the last horse-car on the Grand Street line made its last trip amid 
а shower of fireworks, and immediately afterwards the work of 
laying the line with an electric underground conduit was com- 
menced. This is not the last horse-car line remaining in the 
city, but plans for their disappearance are pending. 


Weymouth.—At a meeting of the T.C. on July 28th 


it was resolved that no further steps be taken towards the 
adoption of electric traction, 


TELEGRAPH AND TELEPHONE NOTES. 


-e — 


East Indies.—Arrangements have been arrived at 
between Frauce and Holland for the establishment of a cable 
betweeu Cochin China and tlie Dutch Indies. The Netherlands 
Government cable between Batavia and Pontianak (landing at 
Billiton) is to be connected with another to be laid by the French 
Government between a point near Saigon, Indo-China, and Pon- 
tianak. This cable will also land at the Island of Poulo Condore 
and the French Government reserves the right to transfer the 
establishment of the working of the cable to a French company. The 
Netherlands Government will not permit the French Government. 
to own the cable in Dutch territorial waters, or landing on the 
coasts, and will pay the French Government the cost. of such cable, 
and will also make the necessary connection between the point of 
landing and Pontianak. The agreement accords power to Ње 
French Government to lay additional cables from Java towards the 
Indian Ocean or another cable between Batavia and Saigon and 
for the working and maintenance of such cables. 


Mauritius-Réunion Cable, —An agreement has been 
concluded between Great Britain and France for laying a cable 
between Reunion and Mauritius, 


New Cable.—The Anglo-American Telegraph Co. have 
announced through the Bureau International des Administrations 
Télégraphiques, Berne, the opening for tratie of a cable between 
Valdez and Seward, Alaska. 


Newfoundland.—The Commercial Cable Co. has agreed 
to lay 200 miles of deep-sea cable for the Colonial Government, to 
connect the island with Canso, S. W., where the company's cables 
апа landlines will afford communication with the rest of the 
world, 


(Continued on page 268.) 
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FROME ELECTRICITY WORKS. 


FROME is a prosperous and up-to-date town of about 12,000 
inhabitants, situated in the east extremity of Somerset amid 
picturesque country and beautiful and historic surroundings, 
and, for its size, is one of the most flourishing towns in the 
county. T 

In 1900 the boundaries of the urban district were ex- 
tended, and immediately after the completion of that under- 
taking the question of an electrical installation was taken 
up by the Council. 'The subject had been discussed on 
several occasions during the previous autumn, but no definite 
steps were taken until the spring of 1900. 

The Council then determined to investigate the matter, 
and obtain expert advice. The names of some 17 engineers 
were considered, and Mr. F. H. Medhurst was selected to 
report on the whole question; he has continued to act as the 
Council's consulting engineer to the present time. 

In his report, Mr. Medhurst recommended the Council to 
erect electricity works for continuous current distribution. 

An electric lighting order was applied for, and almost 
immediately it was confirmed, a sub-committee was formed 
to inspect various electricity works. The committee, on 
receipt of the sub-committee’s report, unanimously recom- 
mended the Council to proceed with a scheme of electricity 
supply, and succeeded in carrying the recommendation. 

Some months elapsed before further progress was made, 
owing to the opposition of several influential ratepayers, who 
anticipated that the undertaking would be a burden on the 
rates, and that a cheaper supply would soon be available 
from the works which a power company proposed to erect 


ndis ЫЫ: 


equipment of the works; 


undoubted stability, on the basis of the Council raising the 
necessary capital and paying for the undertaking, and the 
contractors taking, on completion of the scheme, a lease of the 
undertaking at an annual rental equivalent to the interest 
and sinking fund on the loan raised by the Council for the 


EXTERIOR OF WORKS. 


the Council having the right? to 
determine the agreement at the end of 7, 10 or 14 years ; 
the contractors holding their lease for 25 years if so desired, 
carrying out the works under the supervision of the Council's 
engineer and maintaining the same to his satisfaction. 


PARSONS STEAM TURBINE AND DYNAMO. 


some eight miles away. "This company, by the way, has 
not yet commenced operations. 

To meet the above objections, Mr. Medhurst suggested 
that tenders for the complete equipment and maintenance of 
electricity works should be obtained from several firms of 


Several leading ‘members -of the Council, including the 
chairman, Mr. Н. T. Rawlings, and Councillors Seward, 
Woodland, Penny and К. T. 


favour of the scheme being carried out in the ordinary way 


Rawlings, were strongly in 


at the risk of the Council, holding that any initial loss 
Г 
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would soon be more than balanced by the success of the 
undertaking. 

In deference to the wishes of a number of ratepayers, it 
was, however, decided іп August, 1902, to proceed with a 
guaranteed scheme as detailed above. 

Plans and specifications were then prepared by Mr. 
Medhurst, and the tender of Messrs. Edmundson’s Electricity 
Corporation, Ltd., was accepted in January, 1903, the total 
being £20,156 5s. 

Messrs. Edmundson’s principal sub-contractors were as 


follows :— 
Buildings and chimney shaft Messrs. Hodder & Sons, Frome. 
Boilers, mechanical stokers and 

steam pipes oF ... Messrs. Babcock & Wilcox, Ltd. 
Condensing plant... v: ... Messrs. Cole, Marchent апа 

Morley. 

Water softener Mr. William Boby. 
Crane ys. 180 - ... Messrs. Isles. 
Steam turbine-dynamos ... Messrs. C. A. Parsons & Co. 
Balancer booster ... Messrs. Thomas Parker, Ltd. 


Switchboard j КА ... Mr. E. Charrington. 
Battery f” wi The D. P. Battery Co. 
Mains Ж 5 .. Callender’s Cable апа Con- 


struction Co. 
The Klein Engineering Co. 
Messrs. Singer & Sons, Frome. 


Cooling tower 
Lamp brackets 

The Local Government Board inquiry was held in the 
same month, the sanction of that department was obtained in 
due course, and building operations were started in the 
autumn of 1903. 

The works have been erected on a central site acquired by 
the.Council some years previously, and the buildings consist 
of a boiler house, engine room, accumulator room and 
chimney shaft, also an office block with stores, workshop, 
showroom, engineer's and generaljoffices. Local stone has 
been used in the construction of the work, with Bath stone 
quoins and dressings,’ the whole. presenting: a neat and 
pleasing appearance: on which the architect, Mr. John 


Bascock BOILERS AND MECHANICAL STOKERS. 


Armitage, of Broad Sanctuary Chambers, Westminster, is to 
be congratulated. 


The chimney shaft, 110 ft. in height from the flue level, 
and approximately of 6 ft. internal diameter, rests upon а 


FEED Pumps IN BOILER HOUSE. 


bed of concrete on solid rock some 15 ft. from the surface. 

The-base, of stone, with Bath stone quoins, is 30 ft. in 
height, the shaft itself being of 
octagonal section. Red  Cattybrook 
bricks have been used here, with reliev- 
ing bands of white brick. The cornice 
and cap of blue Staffordshire brick give 
a satisfactory finish to а well-pro- 
portioned shaft. 

Entrance to the offices is obtained on 
the east side of the building, a staircase 
leading from the hall to the engineer’s 
office, general office and showroom on 
the first floor. The stores and lavatory 
are situated on either side of a passage 
leading from the hall to the workshop. 
Access is given here to a small yard, and 
this forms an additional entrance to the 
works. А second door in the workshop 
opens on to a gallery in the boiler 
house. 

This section of the works is 48 ft. 
in length, 42 ft. in width, and 26 ft. 
in height to the springing of the roof. 
The coal bunkers in communication with 
it have been built below the ground 
level for convenience in handling the 
coal.  'lhe storage capacity of the 
bunkers is about 80 tons. 

The steam-raising plant consists of 
three water-tube boilers of Babcock and 
Wilcox’s manufacture, two to. evaporate 
5,000 lb. of water per hour and one 
7,000 Ib. per hour, at a working pressure 
of 160 lb. per sq. in. These boilers are 
fitted with superheaters and chain grate 
mechanical stokers. The moving grates 
are driven by a 4-H.P. electric motor. 

Some surprise may be occasioned by 
the use of water-tube boilers, as the 
water supplied from the Council's 
waterworks, though of excellent dietetic 
properties, contains some 25° of total 
hardness ; but surface condensing plant 
has been provided for the turbines, so that condensed steam, 
free from oil, is available for feeding the boilers, and 
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the * make up " feed water is softened by a Boby-Chevalet 
heater detartariser. 

Two vertical compound direct-acting Hall steam pumps 
are provided for feeding the boilers. Each pump is designed 
to deliver 2,000 gallons of water per hour against a pressure 
of 160 lb. per sq. in., and the feed-pipe system is in 
duplicate. 

The steam pipes are of wrought-steel, with valves of Dew- 
rance's make. The whole system of piping has been carefully 
arranged ; all water from drains is collected and utilised, 
and the steam and hot feed pipes and valves lagged with mica 
coverings. 

A door at the north епа of the gallery in the boiler 
house gives access to the engine room. This is 48 ft. in 
length, 30 ft. in width and 18 ft. in height to the springing 
of the roof. 

A 5-ton overhead travelling crane spans the building, 
which, with its terazzo floor, glazed tile dado, polished 


tapes wound on spirally. They are laid direct in the ground 
and covered with hard bricks. 

On the north side of the engine room is the “ balancer 
booster." The battery consists of 260 D.P. cells, with a 
capacity of 400 ampere-hours, and is set up in a spacious 
room at the back of the switchboard. 

The growth of the undertaking has been very rapid and 
successful. The number of applications for light and power 
early necessitated the substitution of a 150-Kw. turbo-gene- 
rator, in the place of the second 75 Kw. originally specified, 
and a third generator set апа boiler have already been added. 
A supply of current was first given to private consumers on 
July Ist, 1904, and the streets were lit by electricity for the 
first time on August Ist, 1904. 

The original intention of the Council was to erect 10 arc 
lamps and about 41 incandescent lamps in the streets. The 
contractors, however, submitted a tender for the whole of 
the street. lighting on favourable terms, and the streets are 


GENERAL VIEW OF INTERIOR OF ENGINE Коом. 


metal work, and general neatness reflects credit on its 
designers. It is, without doubt, one of the daintiest, and 
at the same time, one of the most businesslike, engine 
rooms to be found in or out of the West Country. 

The electrical equipment comprises three Parsons steam 
turbine dynamos and the usual accessories. Two of these 
turbines are 150-KW. machines, ог 250 H.P. each, and one is 
a 75-KW. machine. | 

The exhaust steam from the turbines is led to a surface 
condenser sunk in a pit in the engine room. The con- 
denser is supplied with water from a Klein's cooling tower 
erected at the west end of the site. "Тһе. tower, of 
creosoted timber, is built over a concrete tank 10 ft. in 
depth, and is 40 ft. in length, 32 ft. wide, and 65 ft. high. 

The condenser is provided with an Edwards 3-throw air- 
pump and with a centrifugal circulating pump driven by a 
20-B.H.P. electric motor. 

The cables are lead-covered and further protected by steel 


now lighted by 10 3-ampere twin-carbon arc lamps and 261 
incandescent Nernst lamps of 80 c.p. The lamps are 
switched off at 11.30 p.m., with the exception of two 40-C. p. 
lamps on the arc lamp-posts, which are switched on auto- 
matically when the arcs are switched off, aud 46 of the 
Nernst lamps at street corners. 

New posts have been ordered for additional lamps, but 
the majority of the gas lamp-posts have been utilised, fitted 
with graceful brackets, manufactured at Messrs. Singer's Art 
Metal Works. "n | 

The lamps аге controlled in groups from switch-pillars, 
and. the general effect of the lighting is highly satisfactory. 

The contractors have adopted a progressive policy in the 
matter of charges for electrical energy. The prices per unit 
on the maximum demand system are 7d. and 3d. for lighting, 
and 4d. and 1d. for power, or a flat rate of 6d. for lighting 
and 24d. for power. The price of gas in the town, it may 
be noted, was 3s. 4d. per 1,000 cb. ft. until the works were 
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under construction, since which time it has been 38. per 
1,000 ch. ft. 

The contractors wire houses complete, if so desired, and 
charge а rental for the use of the installation of 
44d. per lamp per quarter. Alternatively the installation 
can be paid for by instalments, spread over a number of 
years. In special cases energy is supplied by 1d. or 1s. in 
the slot meters, at 7d. per unit. This charge covers both 
the rent of the meter and the rent of the installation. 

- Motors and other apparatus can also be hired, and several 
of the leading manufacturers of the town have given a con- 
siderable impetus to the undertaking by substituting electric 
motors for their existing steam or gas engines. 

The number of motors on the mains is now 102, aggrevat- 
ing 396 H.P., ranging from 35 H.P. to H.P. : the largest are 
at Messrs. Butler & Tanner's printing works, Messrs. J. W. 
Singer & Sons’ art metal works, and Messrs. C, Gray’ssaw-mills. 
Other motors are used for various purposes, such as driving 
mortar mills, circular saws, wood-planing machines, chaff 
cutters, corn 
crushers, bread and 
cake mixing ma- 
chinery, milk sepa- 
rators, forge fans, 
hairdressers’ ma- 
chine brushes, &c., 
by a large number 
of consumers in the 
town. The total 
number of 8-с. 
lamps, including all 
current - consuming 
apparatus, at the 
commencement of 
supply was 3,050, 
and at the present 
time is 19,579, 
while à further 
number of over 
1,500 8-C. p. lamps 
await connection. 

No description of 
the Frome Elec- 
tricity Works would 
be complete without 
some acknowledge- 
ment of the 
valuable services of 
Mr. H. T. Rawlings, 
the chairman of thc 
Council from 1898 
to 1904, and others 
who have borne 
“the burden and 
heat of the day.” 

The establish 
ment of the under- 
taking was due 
in no small degree 
to the `~ energies 
of Mr. Rawlings, 
spread over several 
years of arduous and incessant work. His retirement from 
the Council, of which he had been a member for 12 years, 
and his departure from Frome, are genuinely deplored by 
all his fellow townsmen, who appreciate the value of his 
unceasing and unostentatious efforts for the welfare of the 
good old town whose interests he had so much at heart. 

Mr. Rawlings's views on the electric lighting. question 
were shared, and vigorously advanced, by a number of his 
colleagues, who have every reason to look back upon their 
labours with feelings of satisfaction. 

The services of the popular and genial clerk ёо the 
Council, Mr. Ames, iu the cause of electricity have proved of 
the highest value. His keen interest in the scheme has been 
a leading factor in its success: he has ever worthily and 
strennously upheld the interests of the Council, while the 
unfailing courtesy which he has evinced in all dealings with 
the engineers and the contractors has earned. their warm 
appreciation. 


———— QD 


MAIN SWITCHBOARD 


Mr. George T. Pardoe, the clerk of works, has ably 
supported the Council’s interests. 

Messrs. Edmundson's Electricity Corporation have carried 
out the contract in their usual thorough and workmanlike 
manner, and no little credit for the success of the installation 
is due to the untiring energy and wide experience of their 
able resident engineer and manager, Mr. F. Michell Nicholl. 
Frome is the third station under Messrs. Edmundson's control 
in which he has been resident engineer. This, together 
with the mechanical and electrical training he gained 
with several of the largest firms in the country in the manu- 
facture and erection of various types of machinery, has 
undoubtedly been of service to him in converting existing 
machinery to electrical driving. Much of the burden 
and anxiety inevitable in the course of the  erec- 
tion of such works has fallen on Mr. Nicholl’s 
shoulders, and he has shown the greatest tact and 
judgement im dealing with difficulties connected with 
the works and with questions of supply and demand. 

In a word, no 
effort has been 
spared to provide 
up-to-date and 
efficient electricity 
works, and an in- 
spection shows that 
the consulting engi- 
neers, Messrs. F. Н. 
Medhurst & Lloyd, 
are to be congratu- 
lated on the result. 


Monday, July 
31st, was the eve of 
the anniversary of 
the public lighting 
of Frome by electric 
lamps, and in 
honour of the event 
the Urban Council, 
several representa- 
tives of the con- 
tractors, two or 
three members of 
the “fourth estate 
and a few friends 
were entertained at 
a dinner given in 
the Bull Hotel by 
Messrs. Medhurst 
and Lloyd to cele- 
brate the establish- 
ment of the elec- 
tricity works. 

Banquets are 
not functions on 
which we wax 
enthusiastic in the 
manner of one of 
our esteemed con- 
temporaries, but the 
dinner table at Frome is deserving of more than passing 
mention, as the following extract from a local paper 
shows :— 


In the arrangement of the dinnertable yellow was the pre- 
dominant colour in the scheme of adornment, the room being flooded 
with the soft yet brilliant rays of electricity. There were 50 lights 
above and upon the table, all shaded with yellow. The floral 
decoration, which was undertaken by Mrs. Herbert Ames, was of a 
beautiful description, the dominating note of colour being supplied 
by the yellow carnation. At the juncture of the cross and long 
tables there was a miniature fountain, which cast a fine spray of 
water into the air and imparted a cooling influence upon the entire 
surroundings. The basin contained a quautity of water lilies, of 
the lovely white variety. Twinkling from amid the rockery con- 
cealing the basin from view were a score or so of tiny unshaded 
lights. By means of electric fans the room was kept delightfully 
cool the whole evening. 


* Yellow " was not only the dominating note of colour, so 
far as the table was concerned, but it influenced some of 
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the speeches, and especially the report of the Somerset 
Standard. So much, indeed, had the “ yellow peril 
affected our contemporary, that in its Local Notes" 
column we read the following jaundiced expressions :— We 
who have dared to offer any criticism on the scheme were 


completely extinguished by the’ blaze of the electrical 


enthusiasts, and no doubt they fancy we ought to hide our 
benighted heads. Amid mutual congratulations there was 
evidently no room for magnanimity, and in proposing the 
toast of the Press we were pointedly ignored, while the 
healths of our contemporary and а London periodical were 
drunk in à bumper." | 

Surely our eontemporary does not think it usual that, 
when the toast of The Press" is given, every newspaper 
whose representative happens to be present should be men- 
tioned by name ; or that more than one of the technical and 
one of the lay pressmen should be asked to respond! We 
are quite certain that Mr. Medhurst had no more intention 
of ignoring the Somerset Standard than he had of slighting 
the EnkcrRICAL REVIEW. The toast was that of ‘ The 


Press," not of individual newspapers, and we are inclined. 


tothe opinion that Mr. Harvey was asked to respond for 
the local Press as being the doyen of the papers represented. 

After the loyal toasts had been duly honoured, Mr. 
Medhurst, as chairman, proposed what he regarded as the 
toast of the evening, “The Frome Urban District Council— 
Past aud. Present." 


He thought everyone now admitted .that the scheme they 
had carried out had met with a larger measure of success than 
the most sanguine of them expected at the commencement. The 
works had been doubled since they were opened, and it was no 
exaggeration to say that the demand both for lighting and for power 
exceeded that of any other town of the same size in the United 
Kingdom. No local authority and no engineers had ever been better 
served than they bad been by Messrs. Edmundson in their scheme. 
The method adopted in Frome was different to that in most towns, 
where the local authorities carried out the electric lighting schemes 
themselves. If the results had not come up to their expectations, 
the Council would not have suffered, but the contractors would. 
Fortunately for the contractors the results had exeeeded their 
anticipations, and although the capital outlay in the first instance 
had been increased and the demand for lighting and power also, 
the contractors had nothing to regret. They also had in Mr. 
Nicholl a general manager who had displayed an amount 
of energy and a degree of tactfulness which had been a sur- 
prise no less than а pleasure to him (Mr. Medhurst) and others. 
He would. couple with the toast the names of Mr. Trotman, the 
present chairman of the Council ; Mr. H. T. Rawlings, their former 
chairman ; and Mr. Н. E. Ames, their clerk. - 

Mr. E. R. Trotman said he was willing to adimit within certain 
limitations that the scheme had been successful. He would like 
to say what those limitations were. The scheme had been the 
means of largely increasing the rates of the town. The street 
lighting, which used to cost £300 or £400 a year, had been prac- 
tically doubled, and he asserted that the town had not been lighted 
so well, considering tbe large increase of cost, as before. On 
behalf of the Urban District Council, he could say that they would 
do all they could to increase the success of the scheme, consistent 
with their duty to the ratepayers. They must not allow their 
enthusiasm to influence them in incurring a largely increased expen- 
diture. 

Mr. H. T. Rawlings said it was a pleasure to him to be able to con- 
gratulate Mr. Medhurst, Messrs. Edmundson, and the Urban Council 
upon the success they had achieved. They had it in their power to 
take over the scheme themselves at the end of 7, 10 or 14 years. He 
hoped that when the time came they would give that matter their 
most careful consideration and see if it would not be desirable to take 
the matter into their own hands and work it themselves. If they 
could secure such a manager as Mr. Nichol) he was sure it would 
be wise to do so, as some of them thought they ought in the first 
place. 

Mr. Н. E. Ames said that they could not tind a Council any- 
where that had more loyally and consistently supported their 
engineer and contractor than the Frome Council had done. Only a 
month or two ago, acting upon their advice, they decided to apply 
for an additional loan of £10,000, which would bring the capital 
expenditure on the works up to £46,000. He assured the contractors 
that it was the desire of the Council to make the undertaking a 
greater financial success than it was at present. 

Mr. Lanfear R. Tanner proposed the toast of The Frome 
Electricity Supply Undertaking.” He said electricity required such 
delicacy of touch that it was unwise for auy but experts to undertake 
it He hoped the Council would give up all idea of acquiring the 
works, and give their attention to financial matters. The principle 
they had adopted was an admirable one. The town provided the 
capital, and the work was in the hands of experts. He congratulated 
them one and all upon the very businesslike way in which they had 
pulled together. Having once decided to have the scheme, they had 
stuck to it and carried it through thoroughly. Let him beg them not 
to take it on themselves. It was now a success, but if they undertook 
it themselves, the Lord help them! 

Mr. Gripper, in responding, thought the right thing had been 
done. They thanked the Council for the way in which they had 


\ 


backed.them up, and the people of Frome for the liberal and en- 
lightened way in which they had availed themselves of the scheme. He 
did not know how if was lighted before, but he could say that it now 
compared well with any other town in the country. 

Mr. F. M. Nicholl said it was a great satisfaction to him that 
the work of the company he represented had been so much appreciated 
in the town: Since people understood that Messrs. Edmundson took 
all responsibility, things had gone on very smoothly. He thought 
the Council and the ratepayers would see that by spending the 
money now to develop the works, though the sum might seem 
large, it would be the means of bringing in more money eventually. 
He did not want the members of the Council, however, to go away 
wath the idea that it would not he necessary to raise any more 
money, because he hoped it would be necessary. 

Mr. W. B. Harvey said he had to propose the health of their 
respected chairman and host, Mr. Medhurst. They were perfectly 
satisfied that Mr. Medhurst had ndvised them wisely, and that 
was the reason why so many who were once on the negative side 
had come over to the positive. As to the street lighting to which 
Mr. Trotman had referred, he would remind him that they had 
many more lamps, partly through the extension of the boundaries 
of their district, and the streets were much better lighted than 
before. | | 

Mr. Medhurst expressed his siucere thanks to Mr. Harvey for 
the kind way in which he bad proposed the toast, and to all 
present for the hearty way in which they had received it. He 
regarded his profession seriously, and from his experience he 
could say that it did not pay а consulting engineer ever to give 


` advice in which he did not himself believe, because whatever 


prognostications he might make, and whatever the temptation 
might be at the moment, the profession was such that sooner or 
later а man would be found out. It had been a matter of satis- 


faction to him that they had put such confidence in him, and that 


their confidence had not been a diminishing quantity. 

‚ Mr. Medhurst then procceded to propose the health of “ The 
Press," upon whom they largely depended for success in such 
undertakings. The technical Press was represented by Mr. Gate- 
house, of the ELECTRICAL Review, and the local Press was also 
represented. He would ask Mr. Gatehouse and Mr. Harvey to 
respond. 

Our representative said he highly appreciated the honour of being 
one of those selected to respoud for the toast. It was not, how- 
ever, within the province of a technical journalist to comment upon 
technical matters at such a gathering as that. Не could do so in his 
paper. He would like to drive home what had been already said, 
and congratulate the Edmundson Corporation and Messrs. 
Medhurst & Lloyd upon the result of their efforts. The name of 
Edmundson’s Corporation was synonymous with success. He had 
seen their installation, and he thought they all ought to be con- 
gratulated upon its possession. Alluding to the remark of Mr. 
Tanner, the speaker said that if, when the proper time came, the 
Council took over the scheme and left it in Mr. Nicholl’s hands, 
they would be as successful as at present. Let them leave the 
management to Mr. Nicholl, and the Lord соі help them. 

Mr. W. J. Harvey, of the Somerset and Wilts Journal, also 
responded. After humorously alluding to the fact that he had no 
light toshed on the subject of electricity, he heartily congratulated 
the consulting engineer, contractors, Council, and ratepayers upon 
the success of their undertaking. In his opinion the town was vastly 
better lighted thàn formerly. 


d 


Water-Power in Switzerland.—It is estimated that 
the water-power available in Switzerland amounts to 600,000 II. P., 
and as various concessions have from time to time been granted for 
the utilisation of different sources, the question has frequently been 
raised as to whether the water-power should be nationalised in 
order to prevent further falls from passing into private ownership. 
In fact, the Federal Council was asked several years ago by the 
Councils to place itself in communication with the Cantons with a 
view to the institution of uniform legal regulations in regard to 
water rights, and in particular in respect of expropriation, appro- 
priate limitation in the granting of concessions, rights of reversion, . 
and preferential rights of the State and the communes. Nothing 
has, however, been done in the direction of the carrying out of this 
suggested programme, but an action on the part of the Grand 
Council of the Canton of Ticino may perhaps expedite the matter. 
It appears that the Baden Motor Co. recently applied to the Ticino 
Government for a concession to utilise the water-power of the 
upper course of the Ticino river, and especially the Falls at 
Piottino and Biaschina, although the application was subsequently 
modified so as to comprise only the latter. As the Gothard Rail. 
way administration proposes to adopt electric traction and to draw 
upon these particular sources for water-power, the management of 
the railway made representations on the subject to the Ticino 
Government with the object of securing the rejection of the pro- 
posed concession to the private electrical company on the ground 
that the water-power of the Ticino in the Livine Valley must be 
reserved for the Gothard Railway. These objections have led to 
negotiations between the Ticino Government and the Grand Council 
of Ticino, but the latter has unanimously resolved to grant the con- 
cession to the Motor Co. It is expected that the Federal Council 
will now take into serious eonsideration the question of nationalis- 
ing the water-power, especially as it is intended to utilise water- 
power for the generation of electrica] energy in connection with the 
projected conversion ofthe Swiss railways to electric traction. 
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TELEGRAPH AND TELEPHONE NOTES. 


(Continucd from page 262.) 
Persian Telegraphs.—The Indo-European Telegraph 


Department will extend the central Persian line through Southern 
Baluchistan to Karachi next cold weather. Indian Engincering. 


Post Office Telegraphs.—During the past year, accord- 
ing to the Postmaster-General’s annual report, 88,969,000 telegrams 
were transmitted by the department, as compared with 89,997,000 in 
1903-4, a decrease of more than a million, mainly due, no doubt, to 
the increase in telephonic communication. The total number of 
telephonic messages passed over the trunk wircs was 15,461,822, an 
increase of 1,993,847, or at the rate of 14:8 per cent. as compared 
with the previous year. The number of telephones connected in 
the London area (Post Office system) was raised from 15,632 to 
24,351. The revenue from the telegraphs was £3,920,023, and the 
expenditure £4,857,518, showing a deficit of £937, 496, or £920,288 
less thau last year. In addition there is to be charged the interest 
on the purchase capital, bringing up the deficit to £1,215,978. 


Submarine Signalling.—The 7imes reports the official 
trials of a system of submarine signalling on the Trinity House 
yacht Irene, which was fitted with “transmitters which received 
the signals,” and passed them on to the telephonic apparatus. 
The signal bell was carried by the North Goodwin lightship, sub- 
merged at a depth of 20 ft. The signals were distinctly heard at a 
distance of three miles, which was the test limit adopted, and the 
direction from whence they came could be distinguished. Clear 
signals were also obtained at a distance of more than 44 miles. 
Thetests were carried out in the presence of representatives and 
various shipping companies, the Trinity House, Government depart- 
menta, &c., by the Submarine Signalling Co. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1) .. Aug. 26, 1901 .. 
Trinidad-Demerara (No. 2) . July 28, 1905 


St. Lucia-Martinique .. May 7, 1902 

Dominica-Martinique г TE .. Мау 7, 1902 
Cayenne-Pinheiro 9 m. .. Aug. 18, 1902 .. 
Reissa-Issa (Yomen) Camaran А a .. Oct. 22,1902 .. 
Tarifa-Tangier . Jan. 18, 1904 .. 


.. Feb. 9, 1901 i. 
. Mar. 9, 1904 .. as 


Bes (Port aber -Nagasaki 
.. Jan. 5, 1905 


Port Arthur-Cbifu .. x 
Jamaica-Colon .. T is vs 


Bolama. Bissao .. sa Ss x vs .. June 21, 1905 

Iquique- Antofagasta ee js & .. July 21, 1905 .. 
Cadiz-Tenerif ied i x p - .. July 20, 1905 
Paramaribo-Cayenne .. is a ex .. May 25, 1905 x 
Lagos-Kotonon .. vx е7 ^ .. July 29, 1905 T 
Martinique- -Paramaribo. . 2s v ES .. Aug. 7, 1905 .. Aug. 14 


LANDLINES. 
Puerto-Barrios .. vs #5 si - А 
Kertch-Soutehoum .. Sept. 27, 1904. 
Alaska landlines .. .. July 10, 1905 
Communication with Brazil ría Galv eston .. July 18, 1905 


. July 28, 1902 .. 


Wireless Telegraphy.—In the course of a discourse 
delivered at Strassburg in May on the subject of wireless telegraphy 
and new physical investigations, Prof. Braun stated that it was 
desirable to ascertain whether it would be possible to transmit 
electric waves only in one direction, similarly to the dispatch of 
light signals by means of the heliograph. Thanks to the accommo- 
dation of the Strassburg military authorities, experiments of the 
kind were then in progress, and the Professor observed that they 
might yield positive results, although the tests required to be con- 
tinued. Since then Prof. Braun has iuformed the Medical-Natural 
Scientific Association of the Strassburg University that the resumed 
tests, conducted with the aid of his assistants and particularly of 

Dr. Papaleri, have led to a certain conclusion, and have given 
positive results. At the May lecture the Professor remarked that 
the method was based upon the excitation of three special wires, 
arranged in the corners of a “simultaneous triangle,” by means of 
waves of the same number of oscillations, but of different phases. 
This statement was explained by the remark that one of the three 
masts commences to oscillate by one quarter of a millionth of a 
second earlier or later than the other two; and this difference in 
time, as shown by the experiments, has been maintained with an 
exactitude of about one cighty millionth of а second. The result is 
then a different radiation in the different directions, and by 
turniug a crank tlie direction of maximum effect can be varied by 
60° or 120°. 


— i ee ———— — 


;ugineers and Overtime,—' Tie Morning Pos! says 
that an important meeting of the Amalgamated Socicty of Engineers 
is to be held at Nottingham on September 19th for the purpose of 
reconsidering the rule passed about a vear ago, by 5,924 votes to 
3,748, prohibiting the working of overtime. Although practically 
inoperative, the existence of this rule has been for some time a 
source of considerable irritation, and over 30 branches requested 
the eouncil to take a vote on the question. According to the cou- 
stitution of the socicty 15 per cent. of the United Kingdom 
membership was necessary to make legal the decision to calla 
meeting, and the figures show that 15,744 voted in favour of and 
4,319 against the proposal — It is confide ntly believed that as a 
result of the agitation the no-overtime rule will be abolished. 


CONTRACTS OPEN AND CLOSED. 


ОРЕМ. 


Acton.—August 21st. 
boxes for 12 months, for the U.D.C. Sce “ Official Notices“ August 
4th. 


Ashton-under-Lyne.—September 2nd. One 500-kw. 
D.C. generator, water-tube boiler, superheaters, &c. бее Official 
Notices " to-day. 


Caleutta,—August 24th. The Commissioners are in- 
viting tenders for electrical pinus forlighting and power purposes 
at the Import Jetties. 


Dublin.—August 21st. A specially quick steaming 
water-tube boiler for the Pigeon House generating station. бео 
„Official Notices " August 11th. 


Germany.—The municipal authorities of Mainburg. 


Bavaria, are about to invite tenders for the establishment of a 
central electric lighting and power station in the town, at an 
estimated cost of £4,100. 


London.—September 5th. Stoneware ducts for clectric 
cables, including manholes, &c., for the L. C. C. See Official 
Notices August 11th. 


Mussoorie (India).—October 23rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
&witchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipmert, workshop tools and general stores. See “ Official 
Notices " July 14th. " 

Pontypridd.—September 2nd. Permanent way for thie 
U.D.C. See Official Notices“ August 11th. 


Salford.—September 2nd. Water softening and purify- 
ing plant for the electricity department. See “ Official Notices“ 
to-day. 


Nwansea.—August 26th. Switchboard, transformers 
and transformer pillars, switchgear, &c., for the Corporation. See 
“ Official Notices“ to-day. 


War Office,—September Ist. Tenders invited for the 
purchase of surplus boilers, dynamos, &c., at Bermuda, Barbados, 
St. Helena and Woolwich. See “ Official Notices” July 7th. 


CLOSED. 


‘Asylum Installation.— The following is a list of the 
tenders sent in for electric light and fire alarm installations at the 
Brecon and Radnor Asylum, Talgarth, Breconshire :— 


` Electrice Fire . 
light. alarms. Total. 
Scott, Anderson & Co., Sheffield ix .. £445 0 £310 0 £755 0 
Victoria Electric Co., Westminster . 765 130 O0 164 12 594 12 
Nott & Co., Brecon .. А - 25 375 0 175 0 550 0 
Ellis & W ard, Birmingham. га es xa 295 0 127 0 422 0 
Cox-Walker, Darlington is E" is zx 278 0 120 0 3898 0 
Sutcliff, Abertillery .. xs 276 15 117 0 423 15 
South Wales Elec. Install. Co., Pontypridd ae 269 0 98 19 367 19 
Furse, Nottingham .. Я aè 269 10 143 14 413 4 
Cross & Cross, Walsall Ж e КЕ x 212 0 193 8 435 8 
Saunders & Co., Westminster . ел "T 211 15 150 13 892 8 
Clements Booker, Westminster .. £4 "m 228 12 169 12 398 4 
Baker, Ltd., Newport = ба ne 225 10 96 6 821 16 
Troup, C urtis & Co., Bristol. an 3x is 221 10 — — 
Sharp, Devonport . ix bs $5 216 16 94 о 381016 
Star Electric Co., Bridgwater xi ie б 215 0 189 0 404 0 
Edwards & Armstrong, Cardiff .. 81 - 201 5 125 0 926 5 
Dudley Electric Co., Dudley T 196 18 — — 
A. G. Arnold & Son, Newport (acc Med) 166 0 149 0 810 0 
Lanes. Elec. Co., Ashton- under- rye л 165 0 (4 0 229 0 
Norman Veiteh zi we — 225 0 — 
National ‘Telephone C 0.5 C wrditf. . T xx — 143 0 — 


Barnstaple, —W ce are informed that. the paragraph which 
appeared under this heading in our issue of July 7th is incorrect. 
The A.B.P. Accumulator Co., Ltd., of Stockton-on-Tees, supplied 
the batteries to the Barnstaple Couneil in October, 1902, and the 
Council has now entered. into a contract with them for five years, 
at £120 per year, not with the company mentioned iu our previous 
note, 


Baroda State.—The tender of Messrs. Rowland Carr & 
Co., for the supply of are lamp columns and carriers, has been 
accepted by the Huzur Public Works Department for Baroda State. 


Arc lamp carbons and house fuse 
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Brighton.—The Lighting Committee of the Т.О. has 
&ccepted the tender of the Transporter Co., Ltd., for the supply, 
erection, and maintenance, for a year, of a coal-handling plant at 
the Southwick Power Station, at £2,321. 

The tender of Baboock & Wilcox, Ltd. (21,906), already accepted, 
has been withdrawn. 


Darlington.—The Corporation has accepted the tender 
of Messrs, W. E. Dove & Co. for Aston” motore, to be supplied 
by Veritys, Ltd. ú 


Gravesend.—The T.C. has accepted the tender of Mr. 
Fabius Henrion for the supply of Henrion carbons for arc lamps. 


Manchester.—The Corporation has accepted the tender 
of Messrs. Veritys, Ltd., for their “ Aston" motors, for the 2,3 
and 41 Н.Р. sizes. 


Mauritius.— Messrs. Johnson & Phillips, of Old Charlton, 
have secured the complete contract for the power generating plant 
and high-tension overhead transmission ‘line for transmitting 
energy over а distance of 4 miles, for Port Louis, Mauritius, 
which includes the following plaut :— 


2,100 ft. run of 84 in. diameter steel water pipes and fittings. 

75-Kw. single-phase alternator with exciter, direct coupled to Pelton wheel 
of 108 ».H.r. | | 

Main and distributing switchboards. | 

High-tension transmission line material, consisting of steel poles, over- 
head line wire, porcelain insulators for carrying line wire, lightning 
arresters, &c. 

Two 40-xw. single-phase transformers for transforming down to low-tension. 

Low-tension network mains for street lighting, consisting of bare overhead 
line wire, insulators for carrying same, insulated cable for connecting to 


street lights. | ‚ 
1,000 street incandescent lamp brackets complete with necessary fittings and 


lamps for fixing on posts. 


Suffolk.—The Standing Joint Committee of the С.С. 
has accepted the tender of Messrs. Tamplin & Makovski, Ltd., of 
Ipswich, for installing the electric light in the new County 
Buildings, at £152. The-other tenders received were:—Mann, 
Egerton & Co., Ltd., Ipswich, £167; W. J. Barclay & Co., Ipswich, 
£155. 


Sunderland.—The T.C. on 9th inst. accepted the tender 
of the Electrical Co., Ltd., for an additional transformer. 


Wandsworth.—The Middlesex County Asylum author- 
ities have placed with the Hart Accumulator Co., Ltd., the order 
for renewing battery at Wandsworth Asylum with 112 of their 
standard lighting type cells. 


Wishaw.—The burgh electrical engineer and committee 
convener having lately returned from a visit to London and 
reported on the various systems and forms of illuminants inspoctod, 
the Council has accepted the following offers, viz :— 

Underground mains, Callender's Cable Co., £5,487. | 

Excavating and reinstating, J. M’Ewan, Wishaw, £677 188. 4d, 

New flame lamps (45), Oliver & Co., Woolwich, £539 10s. 

The electricity for power and lighting purposes in the burgh 
will be supplied by the Clyde Valley Electrical Power Со, 


\ 


NOTES. 


` 


Electrie Power in Industrial Westphalia.—The 
unfortunate collapse by the efflux of time of the Administrative 
County of London Power Bill lends a certain amount of interest 
to a similar, although less ambitious, scheme as it appears at first 
sight, which is being promoted in the west of Germauy for the coal 
and iron.districts of Rhenish-Westphalia. In brief, it may be 
stated that in 1897 the Lahmeyer Electricity Co. obtained a 40 
years’ concession from the town of Essen to establish electricity 
works and lay mains, and in the following year the Rhenish- 
Westphalian Electricity Works Co. was formed to take over the 
powers, the generating station being started in 1900. In 1902 the 
Lahmeyer Co. transferred its shares to a syndicate, composed of 
the iron and steel “kings” of Germany—the firms of Thyssen and 
Co. and Hugo Stinnes respectively. Since then the company has 
obtained concessions for from 25 to 50 years from the communes of 
Stoppenberg, Mulheim, Meiderich, Borbeck and many others, and 
the share and bonded capital amounts to £1,000,000. The com- 
pany now desires to extend its sphere of activity by acquiring the 
Dortmund municipal electricity works, and it has offered to buy 
the station and distributing network for the price of £200,000 in 
excess of the actual capital expenditure, in addition to the pay- 
ment of 8 per cent. of the gross profits, while, at the same time, 
reducing the supply price by 1d. per unit. 1t is considered by the 
opponents of this scheme that the company aims at the establish- 
ment of a monopoly of the supply of light and power in the indus- 
trial part of Rhenish-Westphalia, and that this object is sought to 
be accomplished by the utilisation for power purposes of blast- 
furnace gases nnd the waste gases from by-product recovery coke 
ovens, The calculations made by the antagonists of the expansion 


scheme of the Rhenish-Westphalian Electricity Works Co. as to the 
power realisable from the employment of blast-furnace and coke- 
oven gases may he dismissed as of an exaggerated character, but 
they are having the effect of causing the Dortmund and many 
neighbouring local authorities to consider the question of esta- 
blishing a common supply of electrical energy on a large scale as a 
municipal venture. As the company in question is supported by tho 
Deutsche Bank, the Dresden Bank and the Disconto Gesellschaft 
it would be interesting to learn the origin of the present opposition 
to the expansion scheme, unless it emanates from competitors who 
wish to secure business in the great industrial west of Germany. 


Electricity in Agrieulture.—The Electrical World 
and Engineer in its digest recently abstracted from the Elek. Zeit. 
a paper read before the Hamburg Electrical Society, by Herr 
Klippe. The electric motor is now used for various purposes on 
large farms. At several places in Germany the electric motor is 
employed for ploughing ; the equipment which has been found most 
suitable is analogous to-the Fowler steam plough. Electric motors 
are used to a large extent for threshing. Those central stations 
which supply various farms over a large area have not proven a 
profitable investment up to the present. The reason is that the 
current is sold for power purposes at only 3% cents per Kw.-hour, 
while the author thinks that the farmer could easily pay 5 or 6. 
cents. Statistics have shown that the consumption of electric 
current for lighting is small, the following figures being given: the 
energy consumed per c.P.-year is, in farmhouses, 0'8 kw.-hour; in 
taverns, 1:4, and in sugar factories, 2:2. The lamps usually installed 
in the country are of-11-c.P. rating. It is stated that the farmer 
likes to install a great many lamps, but uses them very little. The 
author points out that central stations supplying a great many 
farmers have much expense for current distribution and cannot 
turn out to be profitable if they charge only 3} cents per Kw.-hour 
for power and 124 centsfor illumination. He thinks that the price 
for light could not be increased, but a good discount should be 
allowed for long hours of burning. On the other hand, energy for 
power purposes should not be sold for less than 6 cents, and a dis- 


. count should be allowed for a high load factor. 


Mistakes in Tramway Motor Connections.—This is 
the title of a short article in the Street Railway Journal for July 
8th, and we can commend its study to every tramway engineer, but 
especially to every oar-shed foreman or assistant engineer, for it 
includes a series of 24 simple diagrams of the following nature, 
which cover every mis-connection that can be made on a two-motor 
equipment. Many a puzzling “short,” or reversal of rotation, has 


REVERSED 


MISTAKES IN TRAMWAY MOTOR CONNECTIONS. 


held up a foreman for hours, all because the identification tags on 
the motor leads had been lost or mixed up, a worse fate by far. 
Tags will get lost, and do get mixed up, however strictly precau- 
tious against these occurrences are taken, апа the careful education 
of the foremen and others who have the handling of motor connec- 
tions, in the way to diagnose in the shortest time any faulty con- 
nection by its symptoms, will be repaid in decreased short circuits 
on the line, and better treatment of the equipment. Гог these 
reasons it is advisable to supply such men with cards having printed 
thereon & complete series of diagrams, euch as are illustrated above, 
together with a brief explanation of each and a rehearsal of the 
symptoms. 


Appointments — Vacant, — Lecturer in electrical 
engineering for the Bolton Technical School (£160); two improvers 
for Watford electricity department; station superintendeut for 
Handsworth electricity department (£120); assistant engineer for 
Handsworth U. D. C. (£100) ; evening lecturer in electrical engineer- 
ing for Battersea Polytechnic (£150). 


Electrical Resistance of Coal and Ores.—At the 
annual mectiug of the North of England Institute of Mining and 
Mechanical Engineers recently, a paper on the determination of the 
specific electrical resistance of conl, ore, &c., was read by Mr. Ч. C. 
Wood, B. Sc. The paper was the result of certain experiments made 
by Mr. Wood, who is a Durham county scholar of the Armstrong 
College, at the request of the Council of the Institute. Iu the 
course of the paper, it was stated that the specitie electrical 
resistance of coal, for the cases examined, was in comparison with 
the layers above and below the coal exceedingly high ; in fact, so 
high that coal might be regarded as a very fair iusulutor. Mr. 
Wood had recently been determining the specific resistance of a 
carboniferous limestone from the Barton quarries, near Darlington, 
This limestone bad been found very suitable as ballast on electric 
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railways employing a live rail. The substitution of this limestone 
for the coke breeze at first used on the electric lines of the North- 
Eastern Railway Co. had, the writer understood, practically pre- 
vented any danger to the persons coming into accidental contact 
with the live rail, provided that there was not a simultaneous 
contact with the earthed running rail. The experiments showed 


that coal, and especially hard steam coal, had a comparatively high 
electrical resistance. 


The E. I. F. and Internal Resistance of a Dry Cell. 
—The ever increasing use of dry cells for industrial purposes and 
the-diffieuKy of accurately ascertaining their actual condition have 
induced Dr. E. Steinmann to devise a practical method,-an account 
of which is given in La Machine of July 25th. : 
` The usual way of measuring the electromotive force and internal 
resistance of such elements by means of low grade voltmeters with 
small internal resistance, and the favourite method of short-circuiting 
an element through an ammetef, both fail to give reliable results. 

The author therefore suggests taking two successive readings with 
a good voltmeter, having two degrees of sensitiveness. 

Let ri and rg be the resistances of the instrument with the two 
degrees of sensitiveness respectively, в the desired internal resist- 
ance, ei and ез the potential differences read, and E the desired 
E. M. F. Then Ohm’s law will give :— 


Е = (ri T B) 1 = (ra + в) A, 
Т1 72 


B B 

whence „1 T ei = 64 + e 
: тү ra" 

n r є 

fj — єз = B (*- а), 
r3 T1 \ 

апа B= ei Ew fa 
: єз е 

T3 ry 


The ratio of the two resistances ri and ra being in general a very 
simple figure, it will be advantageous to introduce it into the 
formula, which then becomes— | 

( Cy — е, ) 


B = Ig - . 
(ea — 4 3| 

TE i 

Р ишо this value into one of the expressions for E, we 
nd— > | 


NU 


parc) 
E тоо, ште .. (2) 
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The ratio occurring in (1) is found again in (2), so that the 
calculation is simple. | 


The author gives the following numerical example: a small and 
rather old Ediswan dry cell gave— 


ер = 0'85 volt, eg = 0°44 volt, 


the resistances of the instrument (of the European Weston Electrical 
Instrument Co.) being respectively — 


T; ^ 1,381 ohms, уз а 276 ohms, and? = ы ; 
: 71 9 
B = 23] ohms, E = 0°99 volt. 

All calculations can be done away with by constructing for a 
grven instrument a curve, which, by simply drawing a straight line, 
will give the desired values of в and x. The above method is 
identical in principle with a method indicated by -Kohlrausch 
( Lehrbuch der Praktischen Physik,” ninth edition, $97, 1), but 
for its application being much more simple. The use of the 
method is obviously not limited to dry cells, but can be extended 
‘to any electrical generator having a great internal resistance. 


The B. A. in South Africa. — The meetings opened at 
Cape Town on Tuesday with the delivery of the first half of Prof. 
H. Darwin’s presidential address. The remaining half will be 
read at J ohannesburg on 30th inst. We shall refer to the address 
Іп our next issue. The President was introduced by Sir Wm. 
Crookes, who read a letter from Mr. A. Balfour, the outgoing Pre- 
sident, expressing his regret at being unable to be present. 
It is reported that the Cape University will confer 14 honorary 
degrees on the occasion of the visit of the British Association. The 
reciplents include representatives of Great Britain, Canada, the 


United States, Austria, Russia, France, Germany, Denmark and 
Sweden. 


M 


whence 


American Protection,—Only a few years ago it was 
unsafe to hint in the United States that their policy of extreme 
protection was a mistake. Anyone doing so would be hailed with 
abuse and bombarded with those set phrases concerning the pauper 
labour of Europe, and free-born American sovereigns, and similar 
clap-trap rubbish which we have learned so well to discount to 
proper value. An American manufacturer of machine tools now 
writes to the American Machinist in most. bitter fashion conceruing 
the tariff of the United States. This man makes boring machines 
and sells some of them in “ Yurrup" ; one of the boring bars 
required renewal, and a steel gauge had to be sent to America 
wherewith to make the new bar. Upon this steel gauge a 
Customs duty had to be paid, and so wrath is the worthy manu- 
facturer that he expresses his conviction that in no civilised 
couutry is the Customs tariff designed so thoroughly for the 
benefit of the few, at the expense of the many. He has examined 
the tariff, and states his belief, not in its general tstupidity, but jn 


. trical wiremen. 


` 


the astuteness of its framers, who have had in view the few, and 
not the many. Healso expresses his belief in stormy weathcr ahead 
for Amcrican export manufacturers, and quotes the Chinese boycott 
as evidence that high tariffs produce resentment. The American 
Machinist itself, only a few years ago strongly Protectionist, is now 
an avowed Free Trade paper. With the experience of the Panama 
Canal business before us, however, it is difficult to realise that 
Americans can yet exist without tariffs. It was stated that the 
Panama contracts would be open to all, but in face of this they 
appear to be so arranged that very little chance is left open for any- 
one outside the United States to secure any orders. The European 
contractor is shut out by time limits and other dodges easy to 
introduce where there аге two crossings of the Atlantic to be sub- 
tracted from the time available for getting out a price. Americans 
have, in fact, so long fought behind a sangar, that they cannot fight 
in the open, and this is clearly seen in the hot-house type of man 
who has failed in so many instances to make a success of business 
under English conditions. The case of Morgan and the ships is but 
another instance of the American habit of crediting to their native 
genius, success which is due solely to tariff assistance, and anyone 
could gain by similar aid. Indeed, it would take a smart man 


to make a failure of most things behind the United States tariff 


wall. 


* 


Royal Assent.—The following is.an additional list of 
Bills that have received the Royal Assent :— | 
. Wemyss Tramways Order Confirmation Act, 1906. 

Electric Lighting Orders Conflrmation (No. 9) Act, 1906. 

Tramways Orders Confirmation (No. 1) Act, 1905. 

Tramways Orders Confirmation (No. 2) Act, 1905. 

Oldham and Saddleworth District Tramways Act, 1905. 

Metropolitan Electric Supply Co. (Various Powers) Act, 1905. 

North-East London Railway Act, 1905. 

London Building Acts (Amendment) Act, 1905. 


Registration of Wiremen in Australia, — An 
Australian exchange reports that at the instance of the Electrical 
Trade Union a conference was recently held in Sydney to consider 
the advisability of introducing a system of issuing licences to elec- 
Mr. H. Burns, president of the union; Mr. T. E. 
Rooke, city electrical engineer; Messrs. Oswald Hacs, G. Bevan, 
and W. Willings, Electrical Employers’ Association; Mr. J. R. 
Gardam, Power Suppliers’ Association; and Messrs. H. Wheeler, 
C. Russell, C. B. Holloway, E. M'Guinness, and D. E. Black, 
Employers’ Union, were present. It was unanimously decided 
that some system of licensing would be desirable, as it would have 
a tendency to raise the standard of the work by ensuring a greater 
degree of efficiency, and it was thought that the City Council would 
be the proper authority to take the matter in hand. The secretary 
was instructed to write asking if that body would be willing to 
uodertake the responsibility of issuing licences and keeping a 
register of wiremen. 


American Magnetic Survey in the Pacific 0cean.— 
Under the direction of the Department of International Research 
in Terrestrial Magnetism of the Carnegie Institute, Washington, 
D.C., the wooden sailing brig Galilee has been fitted out for an 
expedition in the Pacific Ocean. 


Benjamin Franklin Bicentenary.—A movement is 
on foot among American engineering and scientific societies to 
celebrate next January the 200th anniversary of the birth of 
Benjamin Franklin. ' 


The New Post Office Building.—His Majesty the 
King has consented to lay the foundation-stone of the new Post 
Office Building on the site of the former Bluecoat School in New- 
gate Street on October 16th. 


The Victoria Falls,.—We understand that Mr. Wilson 
Fox, of the British South Africa Co., and Mr. W. A. Wills, of the 
African Concessions, Ltd., are leaving London this week for Canada, 
in order to study the clectrical works at the Niagara Falls, with a 
view to facilitating operations in connection with the project for 
the electrification of the Victoria Falls on the River Zambesi. ' 


Accidents and Fatalities.—At Kilburn on Tuesday 
night, while some employés of the G.P.O. were lashed to an iron 
pole, adding telegraph wires, the pole fell with a crash across the 
street, and two men were severely injured. The strain brought 
down a second pole, and the street traffic was suspended. : 

An evening paper reports that a labourer came into contact with 
the live conductor rail near South Ealing, and falling down was 
unable to rise. He was run over by a train and killed. 

The Daily Erpress says that on the 11th inst. three men, named 
respectively, Гаррі, Shoesmith and Evans, while at work at 
Whitechapel Station, “in the new installation building,” received 
a severe electric shock, and were badly burnt, their clothing being 
set on fire. They were removed to the London Hospital for 
treatment. 


Patent Specitications.—We have received from Messrs. 
Newton & Son, of 6, Bream's Buildings, E.C., a leaflet calling atten- 
tion to a case decided list month by the Law Officers as to the 
meaning of the words “clear and succinct," in Rule 4 of the Patents 
Rules, 1905. The claims are not restricted in number, but must be 
really and substantially separate in their nature, clearly stated, and 
free from repetition. The decision applies especially to the system 
of multiplying claims to meet every possible contingency, which 
the Attorney-General attributes to American practice. It is 
obligatory also that the whole of the necessary verified documents 
in connection with Convention applications be deposited at the 
same time as the application. 
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OUR PERSONAL COLUMN. 
[The Editors invite electrical engineers, whether connected with the 


technical or the commercial side of the profession and industry, 


also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. } 


- 


Central Station Engineers,—On July 31st the annual 
cricket match was played between the two generating stations at 
Worcester, and after а keen and well-contested game Hylton Road 
again proved victorious. Scores:—Hylton Road, 45 and 39; 
Powick, 57 and 1]. Powick had an excellent opportunity of win- 
ning, but collapsed in’ their second innings. The city electrical 
engineer, Mr. C. M. SHaw, kindly provided lunch for the players 
and those present at the match, and presented the winning team 
with the cballenge cup. | 

Ву 21 votes to 20, Devonport Т.С. has declined to grant the 
increases of salary to the electrical engineer and the assistant 
engineer which were recommended by the Electric Power Com- 
mittee, and referred to in the ELECTRICAL REVIEW last week. .- 

We understand that the Johannesburg Council has accepted the 
application of Mr. J. A. McMULLEN for the position of station 
engineer. | 


Tramway Officials.—The Ashton-under-Lyne T.C. on 
August 9th appointed Mr. JoskPH DuGDALE, of Oxford, as tramway 
manager at a salary of £200. "There were 28 applicants for the 


pos. 

The Yarmouth Council has increased the salary of Mr. F. L. 
TURNEB, tramway manager, from £180 to £230, rising by £10 per 
annum to £250. | 

On Wednesday, August 9th, at Highgate, Mr. МАпвтсь J. FoLEY 
(foreman for the Metropolitan Electric Tramways, Ltd.) was 
married to Miss Nollie Chance, of Hornsey. On Friday evening, 
August 4th, Mr. Foley was presented by Mr. Bennett (overhead 
superintendent of the above company), on behalf of the em- 
ployés," with a marble clock and purse of gold. | 


General.—We have been asked by a correspondent the 
address of Mr. W. WRIGHT, electrical engineer of Wellington, 
New Zealand, while residing in London. If this note should meet 
the eye of Mr. Wright, or any of his friends, will they kindly 
afford us the information ? 

Mr. D. P. Тномзом has resigned his position as chief designer of 
the continuous current section of the British Thomson-Houston Co., 
Rugby, in order to accept a post with the G.E. Co., of Schenectady, 
New York. Mr. Thomson has made a host of friends in England, 
and the office staff of the B.T.H. Co. presented him with a complete 


.. set of Dickens's Works and a cheque, while from the works offices 


there was the giftcof а set of cutlery. 

We note in the Review of the River Plate that Mr. J. K. Воск, 
electrical representative of Messrs. Livesey, Son & Henderson, was 
to leave Buenos Ayres on July 14th for England, to place the orders 
for new electrical machinery required for the extension of the 
Bahia Blanca wharves, &c., of the Great Southern Railway. British 
manufacturers will warmly welcome Mr. Bock—the late borough 
electrical engineer of West Нат—оп his visit home. We con- 
gratulate him upon knowing where to come to place his contracts. 
^ The Norwegian Administration announce, with great regret, the 
decease of their Director-General of Posts and 'lelegraphs, Mr. 
J. S. RASMUSSEN. 

Electrical men will have noted with interest: that in the 
Herkomer trophy trials, which have been taking place on the Con- 
tinent this week, Mr. Epwarp MANVILLE and Mr. PHiLIP Dawson, 
who were in the Daimler team representing Great Britain, made 
non-stop runs of 2032 miles to Nuremberg. Mrs. MAUD MANVILLE'S 
саг had a tire trouble. 

The Times says that among the passengers who left in the 
Campania on Saturday for New York waa Sir WILLIAM Murock, 
Postmaster-General of Canada, who, since the closing of the Pacific 
Cable Conference, at which he represented the Dominion Govern- 
ment, has been studying the municipal telephone system in Glasgow. 

The Marquess of Londonderry, K.G., President of the Board of 
Education, has appointed Mr. S. HERBERT Cox to the Professorship 
of Mining at the Royal School of Mines, South Kensington, vacant 
on the death of Sir Clement le Neve Foster. In view of the 
changes in organisation that may be found desirable in the Royal 
College of Science and the Royal School of Mines after the com- 
pletion of the investigations now in progress by the Departmental 
Committee, it has been thought best to make this appointment a 
temporary one. Mr. Cox was President of the Institution of Mining 
and Metallurgy in 1899-1900. 


Obituary.—Mr. W. E. LaxapoN.—lt is with feelings 
of deep regret that we have to announce—and we are sure that it 
will be with equal regret that our readers will learn of—the death 
of Mr. William Edward Langdon, which took place at his residence, 


Palmeira Gardens, Westcliff-on-Sea, on the morning of Saturday, 


the 12th inst. The ELECTRICAL REvIEW has to write of Mr. 
Langdon as an old friend who was a valued contributor to our 
columns—more frequently, perhaps, in his more active days than in 
recent years. Nearly 30 years ago (October Ist, 1875) he was 
writing in our columns on “Railway Block Signalling.” He 
was born in 1832, at Alverstoke, Gosport, and was the son 
of the late Commander J. W. Langdon, R.N., assistant hydro- 
grapher at the Admiralty. He was educated at the Royal 
Naval School, New Cross, and at the age of 19, entered the service 
of the Electric and International Telegraph Co., shortly afterwards 
filling the post of junior engineer. On the transfer of the tele- 


graphs to the State, he was appointed in charge of the telegraph 
department of the London and South-Western Railway Co., but 
was subsequently recalled by the Post Office, and occupied . the 
position of assistant divisional engineer until 1878, when 


.he was appointed telegraph superintendent of the Midland 


Railway Co. Не was successful in reorganising the entire 
block system on the Midland Railway, in which he effected many 
improvements, not the least of which.is an easy and economical 
method of interlocking the electrical with the mechanical block  . 
signals. During lis connection with the Midland he erected for 
the Post Office two of the department’s most important trunk lines, 
viz., the trunk telegraph line to Glasgow, &c., and the trunk tele- 
phone line to the North. Thetotal mileage of wire on the Midland 
increased under Mr. Langdon’s supervision and management from 
8,000 to 30,000, and the number of instruments from 7,000 to 26,000. 
Upon his retirement there were over 1,000 telegraph stations on the 
Midland system, and 1,070 block signalling posts. There were also 
11 generating stations for lighting and power purposes, all of which 
were established under his direction. The plant installed at 
these various stations represented a total annual output of 
over 5,000,000 units. eS 

Mr. Langdon was a member of the Institution of Elec- 
trical Engineers from its establishment as the Society of 
Telegraph Engineers in 1872, and at a period of emergency 
in 1877 acted as secretary of the Institution. He was elected 
a member of the Council of the Institution in 1895, and became 
President for the session 1901-2.  At'the end of 1902 Mr. 


. Langdon retired from the service of the Midland Railway Co., 


but was retained as consulting electrical engineer. He was 
the author of a well-known work, entitled ''The Application of 
Electricity to Railway Working," and read papers before the 
Institution of Electrical Engineers in 1874, 1876, 1877, 1895, 1896 
and 1900. The titles of these papers were respectively “Op the 


Decay and Preservation of Telegraph Poles"; “ Electric Repeaters 


for Railway Signals“; "On а New Form of Electric Light”; On 
the Employment of the Electric Light for Railway Purposes"; 
"On Railway Telegraphs and Recent Improvements”; The 


- Supersession of the Steam by the Electric Locomotive.” The 


last-mentioned paper, and the discussion that it promoted, 
will be still fresh in our readers’ minds. : 
Perhaps the last piece of writing ever published from his pen was 
an article in the Tramway and Railicay World for June, and, as it 
indicates something of his recent views on electric railway 
electrification, we quote the following extract :—“ The elec- 
trification of the Lancashire and Yorkshire Co.'s Southport 
branch, as also that of the North-Eastern Co.’s Tyne branches, has 
been referred to by the chairmen of the respective companies as 
satisfactory—as being productive of an increase in the number of 
passengers. Details, however, are not forthcoming. Whatever 
those figures may be, we do not regard these experiments as 
a criterion by which to gauge the cost of complete and com- 
prehensive works. We are inspired to say this because we fear 
there may exist, in some quarters, a desire to view them in a more 
conclusive character than a due consideration of the conditions 
which attend their application justifies.” The economies 
which will follow the adoption of electricity can easily be deter- 
mined, given the fundamental factors, viz., the power to deal with 
the traffic as it is now dealt with; the electrical system to be 
employed; and the mode of distribution. The. .. first point, 
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-to the railway mind, will.prove by far the most important." 


Papers on electrical subjects have also been read by him 
before the Institution of Civil Engineers and the Institution of 
Mechanical Engineers. To us, as we вау, the loss is a personal 
one, for we have ever found in Mr. Langdon a courteous, kindly 
gentleman, always ready to render whatever assistance lay within 
his power. То his daughter, and other relatives aud friends, we 
tender an expression of our deep sympathy. у 

The interment was to take place yesterday at Derby. 


NEW COMPANIES REGISTERED. 


\ 


Illuminated Signs, Ltd. (85,543).—This company was registered 
on August 10th, with a capital of £3,000 in £1 shares, to carry on the business 
indicated by the title and that of electricians, suppliers of light and power, &c. 
The first subscribers (each with one share) are:—S. T. Mowbray, 6, Clapham 
Mansions, Clapham Common, 8.W., engineer; H. Carter, 41, Albert Palace 
Mansions, Battersea Park, S. W., bank official; 8. J. Mowbray, 6, Clapham 
Mansions, Clapham Common, S. W., advertising agent; Н. J. Carden, 44, Rye 
Hill Park, 8.E., gentleman; F. H. Mowbray, 6, Clapham Mansions, Clapham Com- 
mon, 8.W., engineer; G. F. Firth, 14, Fulford Road, Scarborough, advertising 
traveller; and C. W. Langford, Moorgate Station Chambers, E. C., solicitor. 
No initial public issue. The first directors are: 8. T. Mowbray (permanent 
managing director), C. W. Langford (chairman), and Е. Н. Mowbray. 
Remuneration according to profits. Registered office, 214, Manor Street, 
Clapham, S. W. . i 


E. Brook, Ltd. (85,541).—This company was registered on 
August 10th, with a capital of £5,000 in £1 shares (2,000 preference), to 
acquire the business of an electrical engineer, carried on at Threadneedle 
Street, Huddersfield, by E. Brook, and to carry on the same and the business of 
manufacturing electricians, mechanical engineers, 4e. The first subscribers 
(each with one share) are:—J. W. Vaughan, New Houses, Firth Street 
Huddersfield, engineer; P. R. Crossley, 7, Spring Street, ° Huddersfield, 
engineer; W. Hayley, 149, Bradford Road, Fartown, Huddersfield, 
engineer; О. J. B. Wernet, 7, York Place, Huddersfield, engineer; G. V. Lay- 
cock, 45, Hartley Crescent, Leeds, engineer; J. H. Brook, 8, Abbott Street, 
Leeds, turner; J. T. Brook, 7, Croton Place, Leeds, turner; E. Brook, 48, 
Merton Street, Huddersfield, engincer ; and E. A. Beaumont, 28, Queen Street, 
Huddersfield, auditor. No initial public issue. The first directors (to be not 
Jess than two nor more than five) are E. Brook, G. V. Laycock and E. Brierley ; 
qualification, £25; remuneration as fixed by the company. Registered office, 
Threadneedle Street, Huddersfield, 
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ғ North'Melbourne Electric Tramways and Lighting Co., Ltd. 
(85,463).—This company was registered on August Ist, with a capital of £200,000 
in £1 shares (100,000 cumulative preference), to acquire the benefit of an Order 
in Council of the State of Victoria and its dependencies, entitled the ‘Town 
of Essendon and the Borough of Fleinington and Kensington Electric Lighting 
апа Power Order No. 21, 1904," and of a further Order in Council made on 
May 4th, 1904, under the authority of the Tramways Act, 1890, relating to the 
construction of electric tramways in the town of Essendon and the borough of 
Flemington and Kensington, and to carry on the business of engineers, 
electricians, contractors, constructors and owners of tramways, &c. The first 
subscribers (each with one preference share) are:—T. Graig, Worcester House, 
Walbrook, E.C., accountant; E. Harris, 34, 8t. Philips Road, Dalston, N.E., 
clerk; A. C. Tayler, 1, Netherton Road, Twickenham, stationer; F. A. Holy- 
ficld, Heathercroft, Wanstead Park Avenue, E., secretary ; G. Bunce, 22, Park 
Hall Road, East Finchley, N.; E. J. W. Jenwine, South Sea House, E. C.: and 
G. Aylwen, 43, Howard's Lane, Putney, gentleman. No initial public issue. 
The number of directors is not to be less than three nor more tban seven: the 
subscribers are to appoint the first; qualification, £500. Registered office, 
Worcester House, Walbrook, E.C. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Northern Counties Electricity Supply Co , Ltd. (67,924).— 
A trust deed dated July 14th, 1905, to secure £100,000 debenture stock created 
by resolution of July 3rd, 1905, has been registered. Property charged :— The 
company’s freehold and leasehold lands and hereditaments at Cowper Quay, 
Alnwick, and Hurst, all in Northumberland, at Merrington, Felling, Shildon, 
Hartlepool, Heworth, and Hebburn, all in Durham, and at Thirsk and Malton, 
both in Yorkshire, and its other assets, present and future, except uncalled and 
unpaid capital. Trustees: C. Emmott, Snow Hall, near Darlington; G. F. 
Towlerton ; Major G. F. Leather, Middleton Hall, Bedford, Northumberland ; 
and F. Milburn, 6, Fenbam Terrace, Newcastle-on-Tyne. 


Armorduct Manufacturing Co., Ltd., electrical engineers, 
London, Newcastle-on-Tyne, and elsewhere (79,791).—Issue on July 3150 of 
£4,000 debentures, part of series created July Ist, 1905, to secure £5,000, charged 
on the company's undertaking and property, present and future, including un- 
called capital. Holder: G. V. Lynen, Stolberg, Rheinland, Germany. No 
trustees. No previous issue of same series. | 


Perth Electric Tramways, Ltd. (55,935).—Issue on July 20th 
of £3,000 debentures, part of a series created December 22nd, 1903, securing 
£50,000. Property charged: The benefit of certain agreements, deposits, Pro- 
visional Order, Acts of Parliament, tramways and tramway undertaking, plant, 
machinery, &c., in Perth, Western Australia. Trustees: Lord Arthur Butler, 
7, Portman Square, W.; and J. З. Austen, 68, Dashwood House, Е.С. Pre. 
viously issued of same series: £36,000. 


Chili Telephone Co., Ltd. (29,252).—This company's annual 
return was filed on August 4th, when 44,000 shares had been taken up out of a 
nominal capital of £250,000 in £5 shares. #5 per share has been called up, 
resulting in the receipt of £220,000. Mortgages and charges: £22,000. 


United River Plate Telephone Co., Ltd. (23,654).— This 
company's annual return was filed on August Ist, when 78,043 ordinary and 
40,000 preference shares had been taken up out of a nominal capital of 
£1,000,000 in 80,000 ordinary, 40,000 preference, and 80,000 unclassified shares of 
#5 each. £5 per share has been called up on 54,000 ordinary and 40,000 
preference, and £2 10s. per share on 8,043 ordinary shares, resulting in the 
receipt of £500,610 (? including payments in advance of calls). £80,000 is con- 
sidered as paid on 16,000 shares. Mortgages and charges: £179,947. 


Electrical Power Storage Co., Ltd. (30,313).—This company’s 
annual return was filed on August 3rd, when 18.592 ordinary and 66 founders’ 
shares bad been taken up out of a nominal capital of £100,500 in 20,000 ordinary 
and 100 founders’ shares of £5 each. #5 per share has been called up on 66 
founders’ shares, and £4 per share on ‘3,132 ordinary shares, resulting in the 
receipt of £13,882 5s. 1d., including 4474 5s. 1d. paid on 4 founders’ and 406 
ordinary shares forfhited. £77,300 is considered as paid on 15,460 ordinary 
shares. Mortgages and charges: £29,100. . 


Sheerness and Distrlet Electric Power and Traetion Co., 
Ltd. (65,749).— This company's annual return was filed on May 20th, when the 
entire capital of £50,000 in 5,000 shares of £10 each has been taken up and paid 
for in full. Mortages and charges £15,000. 


Speedwell Motor and Engineering Co., Ltd. (72,216).—This 
company's annual return, made up to July 18th, has been filed. 16,835 ordinary, 
and 2,005 preference shares have been taken up out of a nominal capital of 
£20,000 in 4,000 preference, and 16,000 ordinary shares of £1 each. 41 per share 
has been called up on 12,535 ordinary, and 1,102 preference shares, and £13,949 
10s. lius been received, including £12 108. paid on 100 forfeited shares. 3,000 
ordinary, and 993 preference considered as fully paid. Mortgages and 
charges: Nil. 


Macartney, McElroy & Co., Ltd. (57,101).— This company's 
annual return was filed on July 26th, when 3,312 shares had been taken up out 
of a nominal capital of £60,000 in 6,000 shares of £10 each. 410 per share has 
been called up on 3,292, and £32,920 has been received. 4200 is considered as 
paid on 20 shares. Mortgages and charges: Nil, 


Electric Construction Co., Ltd. (39,292).—This company’s 
annual return was filed on August 3rd, when 31,390 preference and 112,100 
ordinary shares had been taken up out of a nominal capital of £400,000 in 
50,000 preference and 150,000 ordinary shares of £2 each. 42 per share has been 
called up on 18,245 preference, and 2,100 ordinary shares, resulting in the 
receipt of £40,000. £216,290 is considered as paid on 13,145 preference, and 
110,000 ordinary shares. Mortgages and charges: £290,000. 


Electricity Supply Co. for Spain, Ltd. (29,103).—This com- 
pany's annual return was filed on July 28th, when 34,660 preference, 19,900 
ordinary, and 100 founders! shares had been taken up out of a nominal capital 
of £205,000 in 40.000 shares of £5 each, und 19,900 ordinary, and 100 founders’ 
shares of 58. ench. js. per share has been called up оп 19,900 ordinary 
shares, and £4,975 has been received. — £173,325 is considered as paid on the 
PETS 34,060 preference and 100 founders’ shares. Mortgages and charges; 

221,200. 


D. P. Battery, Ltd. (44,0845—A memorandum of satisfaction 
to the extent of £500, of a first debenture dated October 20th, 1901, securing 
£3,250, has been filed. 


Isle of Wight Electric Light and Power Co., Ltd. (53,823). 
— An acknowledgement of indebtedness dated July 25th, 1905, creating £25,000 
further debenture stock making, with £50,000 already created, а total of 
£75,000, and being supplemental to a trust deed of August 21st, 1903, covering 
the said £50,000) has been registered. Property charged: The company's 
undertaking and property, present and future, including uncalled capital. 
Trustees: P. de M. Cuvell, 16, Tokenhouse Yard, E.C. ; and W. R. Davies, 10, 
Moorgate Street, Е.С. 

(1904), 


Electrice Light Insuranee and Maintenance Co. 
Ltd..—A charge on 100,000 clectrie lamps (dated July 27th, 1905), to secure £500, 
has been registered. Holders: Wm, Whiteley, Ltd., Westbourne Grove, W. 


Cryselco, Ltd, (Electric lamp manufacturers, London) (58,218). 
Issue on July 24th of £100 first, and £400 second debentures, perts of two 
series created June 26th, 1905, to secure £5,000 each, charged on the company’s 
undertaking and property, present and future, including uncalled capital and 
.certain land and buildings at Kempton, Beds. ‘Trustees: A. Baker, Billiter 
House, E.C., and Н. 8. Deacon, Kempton, Beds. Previously issued of same 


series: 47, 700. | ‚ 

Suffolk Electricity Supply Co., Ltd. (57,665).—This com- 
pany's annual return, made up to y 13th, has been filed; 709 ordihary and 
900 founders’ shares have been taken up out of а nominal capital of £10,000 in 
980 ordinary shares of £10 each and 200 founders’ shares of £leach. £10 per 
share has been called up on 550 ordinary and £1 per share on 17 founders' 
shares, resulting in the receipt of £5,517. £2,673 is considered as paid on 249 . 
ordinary and 183 founders'. Mortgages and charges: £3,875. 


Pulford Brothers, Ltd.—This company’s annual return was 
filed on June 15th, when 1,617 shares had been taken up out of & nominal capital 
of £3,000 in £1 shares. £1 per share has been called up on £1,167, and £1,167 
has been received. 450 shares are considered as fully paid. Mortgages and 
charges: £500. 


Ferranti, Ltd. (83,718) (Electrical enginecrs, "Hollinwood, 
Lancs.).—-A trust deed dated July 24th, 1905, to secure £100,000 first mortgage 
debenture stock has been registered. Property charged: Certain leasehold 
‘hereditaments at Failsworth, and the company’s undertaking and property, 

resent and future, including uncalled capital. Trustees: H. R. Boyce, 

'inchester House, Old Broad Street, E.C., and W. Jones, Manchester. A 
debenture, dated July 25th, 1905, to secure £3,000, has also been registered. 
Property charged: The company's undertaking and property, present and 
future, including uncalled capital, subject to above-mentioned trust deed. 
Holders: Parr’s Bank, Ltd. 


Hall’s Transmission Gear Co., Ltd. (London) (83,191).— 
Issue on July 27th of £4,400 debentures, part of series created February 9th 
1905, to secure £20,000, charged on freehold land at Ipswich, certain patents and 
the company’s undertaking and Ene assets, except unpaid capital. 
Trustees: F. Barker, Chatsworth Lodge, Grove Park, Chiswick, and H. Wade, 
111, Hatton Garden, E.C. Previously issued of same series: £3,000. 


D. P. Battery Co., Ltd. (44,084).—This company’s annual 
return was filed on July 28th, when the entire capital of £10,000 in 4,996 “A,” 
4,996 “ B," and eight other shares of £1 each had been taken up and paid for 
in full. Mortgages and charges: £16,000. | 


Eastern and South African Telegraph Co., Ltd. (13,306). 
—This company's annual return was filed on August llth, when the entire 
nominal capital of £600,000 in 6,000 shares of £10 each had been taken up and 
paid for in full. Mortgages and charges: £500,000. 


Thomas Parker, Ltd. (40,973).—This com 
was filed on August 5th, when all the shares had been taken up out of а nominal 
capital of £75,000 in 7,500 shares of £10 each. £57,500 has been received in 
respect of 5,750 shares, and £17,500 is considered as paid on the remaining 1,750. 
Mortgages and charges: £60,000 


Bournemouth and Poole Electricity Sapply Co., Ltd. (55,189). 
—'This company's annual return was filled on August th, when 7,500 44 per cent. 
preference, 7,500 6 per cent. second preference, and 15,000 ordinary shares had been 
taken up out of a nominal capital of £500,000 in 7,500 4} per cent. reference, 
7,500 6 per cent. second preference, 10,000 preference, and 25, ordinary 
shares of 410 each. £10 per share has been called up on 12,000 ordinary, £1 pet 
share on 3,000 ordinary, апа £10 per share on 15,000 preference, and £281,785 has 
been received, leaving £212 in arrears. A further £10 has been paid on 10 for- 
feited shares. Mortgages and charges: £150,000. 


Electric Supply Co. of Victoria, Ltd. (66,059).—A trust 
deed dated July 7th, 1905, to secure £160,000 debenture stock (redeemable at 
5 per cents premium) has been registered. Property charged (specifically) : 
Certain tramway and lighting orders, all benefit under any Victorian Act or 
Order, and all the company’s frechold and leasehold property in Victoria. Asa 
floating security : The company's undertaking and property, present and future, 
including uncalled capital. Trustees: The Trustees’, Executors’ and Securities 
Corporation, Ltd., Winchester House, Е.С. 


any’s annual return 


ELECTRICITY SUPPLY ACCOUNTS. 


Tun Bath electricity department, after three 


Bath satisfactory years on a profit-earning basis, has 
Municipal ended its last 12 months with a small deficit 
Electricity amounting to some £200. During the year no 

Supply. great increase of output occurred, and public 


lighting showed a decreased consumption of 
energy ; financial charges, however, totalled some £8,359, ns com- 
pared with only £6,584 in 1904, and this comparatively large increase 
more than absorbed the available gross profit. The deficiency 
was covered by the previous year's balance, £937 being carried 
forward. i 
The prices charged are:—Private lighting, 5d., 43d., and 4d. per 
unit; and power, 14d. per unit. The chief engineer is Mr. Francis 
Teague. 
GENERAL STATEMENT, 


For year ended March 31st g 1905. 1904. 
Total capital expended ... СР .. £146,311 4137, 226 
Number of units sold 
Private supply ss 613,402 580,390 
Public lighting 376,005 381,155 
Contract S ... Te — 1,600 
Total number of units sold 989,407 963,145 
Equivalent No. of 8-c.P. lamps connected — 54,387 
Nuniber of public lamps - 183 190 
Maximum load in kw.  ... ate 916 829 
Revenue account— 
Gross revenue £17,383 £16,665 
„ expenditure 5 £9,238 £8,967 
„ profit Ж КЕ £8,145 £7,698 
Average price obtained per unit— 
Private supply ж Е T 4°76d. 4:814. 
Public lighting -— cia жа 2°78d. 2:8d. 
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Total working costs ... 
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RAvENUB ACCOUNT, 1905. 
£17,383 = 421d. per unit. 


£6,507 = 1 57d. „ 
£9,238 = 224d. „ 


Grogs revenue: 
Works and distribution costs (in- 
cluding public ДЕШЕ 


* 


PROFIT STATEMENT, 1905. 


Interest on loans .. ie gi . £4,523 
Sinking fund - : Ps x 3,836 
Deficit on year's working ies РТ 214 
Gross profit £8,145 
CITY NOTES. 


Liverpool Overhead Railway Co. 


THe half-yearly meeting was held on 15th inst., Sir WM. Forwoop 
presiding, and, in moving the adoption of the report, he regretted 
that it was not more satisfactory, and said this was the first time in 


the history of the Overhead Railway that they had not been able 


to recommend the payment of a dividend on the ordinary shares. 
He recalled some points in the history of the undertaking. In 
order to give better access to the dock system, public. opinion 


.induced the Mersey Dock Board to obtain, in 1882, an Act of Par- 


liament for the construction of a railway. The board, however, 
did nothing, and in 1888 several of the directors of the 
Overhead Railway Co. took over the Bill, formed a public company, 
and constructed the railway, which was opened for traffic in 1893. 
The railway had been most successful in promoting and assisting 
their trade and cheapening the expenses of the port. Inthis respect, 
at all events, it had done and was doing a great public service, and 
would have been of still greater service to the port had the Dock 
Board permitted it being constructed for goods as well ав for 
8 traffic. There was no doubt whatever that, had it not 

for the inauguration of an electric tramway system by the 
Corporation, the prosperity of the Overhead Railway would have 
continued, and it would to-day have been one of the most 
flourishing concerns in the country. And he might go further, 
and say that, could the directors have anticipated the intro- 
duction of the electric tramways, the Overhead Railway would, not 
have been built. If the electric tramways had been in the hands of 
private capitalists the competition would have been less keen, but 
they had to compete with a tramway system owned by a wealthy 
Corporation. But he mentioned this in no spirit of complaint. It 
was unhappily their misfortune, but he thought it would be seen 
from this that the directors had hada very difficult task before 
them. They had not taken this competition “ lying down.” They 
had accepted the situation, and had done their utmost to remodel 
their effortsto meet it. They first spent upwards of £35,000 to 
accelerate their service, and they reduced the fares, giving special 
facilities to workmen. They had also extended their system of 
1d. fares, and he thought they had now gone as far in the reduction 
of fares as was prudent. The average amount reccived from cach 
passenger last year was 1:82d., against 1:90d. in the December half- 
year, and 1:92d. in the corresponding half of last year. The highest 
amount they ever received was 1:99d. in 1899, so that they had 


reduced their fares by 17d., or about 8 per cent. If they had been 


able to maintain their fares, and do without the accelerated service, 
they would still have been able to make a fair dividend. They 
were still carrying a heavy traffie, the number of passengers last 
half-year being 4,423,286. The figures for last half showed that the 
reduced fares increased the workmen's traffic by 228,000 passengers, 
but did not add to their revenue; the second-class passengers fell 
off by 233,000. Some portion of these, no doubt, availed 
themselves of the cheap workmens' tickets, and the remainder 
had been attracted by the clectrical service on the Lan- 
cashire and Yorkshire Railway. They had also lost 62,000 
first-class passengers, who had gone to the L. & Y. Railway. 
The severity of this new competition was proved by the decrease in 
the number of their tramway passengers, amounting to 107,000 
during the half-year. The competition of the new electrical service 
on the L. & Y. Railway had been keenly felt by them. Starting 
from Crosby, they now ran a rapid 10 minutes’ service of 
trains which competed for their traffic at Crosby, Waterloo, 
Seaforth and Bootle. The money result of their half- 
year’s working showed a reduction in their earnings of £1,946. 
In consequence of the further reduction in the farcs, the amount 
received per passenger had decreased rather over 5 percent. The 


- expenditure was within £10 of what it was in the same half of last 


year. They had now nearly completed the relaying of the per- 
manent way, and expected a decreased expenditure in that depart- 
ment. Rates and taxes showed an increase, and bore heavily upon 
them. Their junction with the Lancashire and Yorkshire Rallw ay 
at Seaforth was opened on July 2nd, and they had rearranged their 
system of fares. In preparing differential rates they had endea- 
voured to encourage station-to-station traftic by low fares, recouping 
their loss by increased fares on through tickets. They had already 
started issuing cheap excursion tickets from their stations to South- 
port, and ae soon as the L. and Y. Railway rolling stock was ready 
а through service of electric trains would be inaugurated, which 
(еу 3 would restore а good part of the traffic they had lost. 

uding, he said the railway had been carefully and well 
1 and was in perfect order. 


Mr. HA ROL D BrocKLEBANK seconded the motion. 
Mr. G. J. GRIFFITH thought there was great room for reduction 


of the working expenses. 
The CHAIRMAN assured the shareholders that the board would 


take further steps to get the expenses put on a lower basis. 
The report was then adopted. 


Tyneside Tramways and Tramroads Со, 


THE half-yearly meeting was held at Newcastle-on-Tyne on the 9th 
inst. The directors in their report stated that the surplus of 
receipts over expenses was £3,152, which, with the balance from 
last half-ycar of £58, made a total to tbe credit of the profit and 
loss account of £3,210, and after deducting interest for debentures, 
loans, &c., there remained an available balance of £1,604. Out of 
this the directors proposed the payment of a dividend at the rate of 
2 per cent. per annum, which would leave £266 to be carried forward. 
Notwithstanding the electrification of the North-Eastern lines in 
the district, the surplus of traffic receipts over working expenses 
showed a material increase compared with any previous half-year. 
The sanction of Parliament had been obtained during the present 
session to the issue of the remaining capital of the company, either 
as preference or ordinary shares. 

Lord ARMSTRONG, who presided, said that the directors had 
devoted their whole attention to the economical operation of the 
existing system. They had clearly in mind the importance of 
closing their capital account, and of developing as rapidly as 
possible the returns of the present routes. They had found that 


. they could reduce the service without affecting the total traffic 


receipts, and as a consequence the cars were now running 1,000 
miles less per week than during the corresponding period of last 
year. Nevertheless they had to record an increase of their traffic 
receipts, which increase would have been greater, but for the com- 
petition of the electrified railway which was now having a more 
marked effect on their long-distance traffic. 

Mr. G. E. HEN DERSON seconded the adoption of the report 
which was carried, and the dividend as above was declared. 


Chloride Electrical Storage Co. 


THE directors’ report for the year ending June 30th, 1905, says that 
the balance-sheet shows a trading profit for the financial ycar of 
£27,208. After deducting debenture interest, depreciation, and 
interim dividend on preference shares, the available balance for the 
year is £4,965, to which must be added £7,014 brought forward from 
last year, making a disposable balance of £11,979. The directors 
propose the payment of a dividend of 6 per cent. on the preference 
Shares for the financial year, less interim dividend already paid, 


and a dividend of 8 per cent. on the ordinary shares, free of 


income-tax, together amounting to £4,520, and to carry forward the 
balance, £7, 459. 


Cape Town Consolidated Tramways and Land Co, 


THE report for 1904 states that the dividend declared by the Camps 
Bay Tramways Co. of £12,000 has been transferred to profit and 
loss account. The Camps Bay Tramway Co., Ltd., has continued to 
be worked under the lease which expires on December 31st, 1905. 
Baron D’ERLANGER, presiding at the meeting on Tuesday, said that 
their trams were leased for h period of two years to the Cape Town 
Tramways Co. at an annual rental of £12,500 a year, with an option 
for the purchase of the line. Three years ago that company was 
eager to get the control of the line, and the members of this board * 
were reluctant to sell at a price suited to the Cape Town Tramways 
Co. А period of probation was, therefore, entered into so that the 
price might be determined on results. Now, however, the Tram- 
way Co. did not wish to exercise their option, and the company 
would have to work the trams themselves. They had suffered from 
the severe crisis still existing in the Cape Colony, and no one could. 
tell how long that crisis would last, but it was the earnest hope of ' 
everybody interested in South Africa that it would soon end. 


Lancashire Tramways Co. 


Tug report for the half-year ended June 30th shows receipts 
417,537 and expenses £9,714, leaving £7,823. The directors 


| 


— 
. 


— — 


recommend a dividend at the rate of 5 per cent. per annum, carry- . 


ing forward £2,372. The directors, regarding this as an interim 
account, have made no provision for depreciation, and, as usual, 


postpone doing so until the final account is made up at the end of 


the year. During the half-year the company has paid to the local“ 
authorities the sum of £7,500 for street widenings. A parcels ; 
service was organised in February last, and, although the working 
to June 80th last resulted in a small loss, the directors hope it will ; 
become remunerative. The amount reserved for contributicns | 
payable to local authorities in respect of route mileage has been 
increased from £50 to £100 per mile as the company anticipates’ 
paying dividends of 5 per cent. for the усаг. The construction of 
the Larkhall extension has been in progress during the half-year, 
aud the cost to June 30th has been charged to“ work in progress,“ 
pending final allocation. The line was completed aud opened for 
public traffic in July, the receipts being, in the opinion of the 
directors, satisfactory. To meet the additional traftic five ncw cars 
have recently been put in service. 


а special settling day as under :— 


shares of £5 each, £2 
‘ference shares of £5 each, fully paid, Nos. 20,001 to 50,000. 
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Companies Struck Off the Register.—The names of 


the following companies have been struck off the Register, and 
they are accordingly dissolved :— 


А 
Anglo-American Brush Electric Light Corporation, Ltd. 
Askham Bros. & Wilson, Ltd. (Registered November 30th, 1890.) 

Blackpool, St. Anne’s and Lytham Tramways Co., Ltd. (Registered Decem- 
ber 8га, 1879.) | 
Boiler Insurance and Steam Power Co., Ltd. (Registered October lst, 1880.) 

British Ball Bearing Syndicate, Ltd. 
Edison Telephone Co. of London, Ltd. 
Electrical Wonder Co., Ltd. 

Electric and Magnetic Co., Ltd. 

, Electric Tramcar Syndicate, Ltd. 
Empire Economic Steam Producer, Ltd. 
Harrogate Electro-Hydropathic Co., Ltd. 
Mechanical Tramways Co., Ltd. 

New British Incandescent Electric Lamp Co., Ltd. | 

Reno Electric Stairways and Conveyors, Ltd. (Registered February 26th, 1902.) 
Tramways Corporation, Ltd. 

Tramways Share Investment Co., Ltd. 

Tramway Starting and Stopping Co., Ltd. 


Nernst Electric Light, Ltd.—We are informed that 


the resolutions passed at the extraordinary general meeting of July 
24th have been unanimously confirmed at the second mecting, held 
on the 14th inst. The realisation of the assets of the company will 
be proceeded with immediately. 


Stock Exchange Notices.—The Committee has appointed 


Wednesday, August 28rd.—County of Durham Electrical Power Distribution 


Co., Ltd.—40,000 ordinary shares of £5 each, £2 pid, Nos. 10,001 to 50,000; 
and 30,000 5 per cent. preference shares of £5 each, fully paid, Nos. 20,001 
to 50,000. ч 


t 


And has ordered the undermentioned securities to be quoted iu 


the Official List :— | 


Cordoba Light and Power Co.—#£100,000 first mortgage sterling 5 per cent. 


bonds of £100 each, Nos. 1 to 1,000. 


County of Durham Electrical Power Distribution Co., I,td.—40,000 ordinary 
aid, Nos. 10,001 to 50,000; and 30,000 5 per cent. pre- 


Metropolitan District Railway Co.—Further issue of £100,000 4 per cent. 


perpetual debenture stock. 


Shawinigan Water and Power Co.—82,000,000 5 per cent. consolidated first 


mortgage bonds, Nos. 401 to 483, 1,851 to 2,600, 2,517 to 2,586, 2,621 to 2,802, 2,805 


to 3,025, 8,096 to 3,041 and 3,044 to 4,000 of $1,000 each, and 4,905 to 4,860 and 
4,895 to 5,000 of 8500 each. : 


Applications have been made to the Committee to appoint a 


special settling day in and grant a quotation to :— 


London United Tramways (1901), Ltd.— Further issue of £300,000 4 per cent. 


first mortgage debenture stock. 


And to allow the following securities to be quoted in the Offieial 


List :— 


Marconi's Wireless Telegraph Co., Ltd.—Rhares of £1 each. Metropolitan 


уе Railway Co.—Further issue of £100,000 4 per cent. perpetual debenture 
stock, ` 


Mather & Platt, Ltd.—The report for the year ended 


June 30th states that the net profits, after charging depreciation 
and making provision for directors’ remuneration and expenses, are 
£95,538, to which must be added the balanee brought forward, 
£15,701, showing an available total of £111,239. 
dividend and the interim dividend on the ordinary shares paid on 
March 1st last for the half-year to December 31st absorbed £22,000, 
leaving for disposal £89,239. The directors recommend that this 
sum be appropriated as follows:—Dividend of 5 per cent. per 
annum on the preference shares for the half-year to June 30th last, 
£10,000 ; dividend of 7 per cent. per annum on the ordinary shares 
for the year to June 30th last (less interim dividend paid in March), 
£16,000; bonus of 3 per cent. on the ordinary shares, £12,000; 
transfer to reserve account (bringing up the amount to £230,000), 
£30,000 ; carried forward, £21,239. 


The preference 


E 


The dividends and bonus were the same for the preceding year, 


but the transfer to reserve was £50,000. 


Blackpool and Fleetwood Tramroad Co.—The report 


for the half-year ended June 30th last, states that, including the 
sum brought forward from last half-ycar, the balance of profit, after 
providing for debenture interest, is £3,852, and the directors recom- 
mend a dividend at the rate of 4 per cent. per annum, which will 
absorb £3,000, writing off a sum of £500 to depreciation reserve 
and £288 to general reserve, leaving a balance of £64 to be carried 


forward. The number of passengers carried during the half-year 
was 802,150. Receipts from all sources amounted to 410,389. 


Charing Cross, West End and City Electricity 
Supply Co.—The directors have declared an interim dividend on 
the ordinary shares at the rate of 5 per cent. per annum for the 
half-year ended June 30th, 1905. Warrants will be posted on the 
15th inst. 


The interim dividend declared a year ago was at the rate of 8 per 


cent. per annum. 


South Metropolitan Electric Light and Power (o. 
-—' he transfer register of shares will be closed from the 18th to 
3151 inst. The interim dividend to June 30th upon the 7 per cent. 
cum. pref. shares is payable 31st inst. 


Barcelona Tramways €0.—4At a meeting held on 9th 
iust. the resolution passed at the meeting on July 21st, authorising 
the sale of the company’s undertuking, was confirmed. The transfer 
ia not likely to be completed until September, so that shareholders 
will receive at least £14 108. per share. 


* 


STOCKS AND SHARES. 


| | Wednesday evening. 

Markets are in a mood which, for August, can oply be called 
buoyant. Peace or no peace, there is an obvious reappearance of 
the investor upon.the Stock Exchange stage, and a glance down the 
final column of the price lista overleaf will show how clectrical 
issues are well to the fore in attracting attention. The temporary 
stoppage of the Administrative Bill’s progress has in no way inter- 
fered with the firmness of electricity supply shares. Telegraph 
descriptions display a long line of improvements.. Only in the 
railway market are there languor and disinclination on the part of 
the public to put money into its securities. 

Central London Deferred has fallen a further point, and can now 
be bought at a shade below the 80, at which the yield to pur- 
chasers is a round 5 percent. on the money. Districts are 36, 
and Metropolitans 904. It may be recalled that the last time 
District stock was quoted ca a dividend was 23 years ago to-day ; 
some people think it will be quite as long before the stock enjoys a 
similar luxury. Great Northern ‘and City Preferred retain their 
rise to 5}, but are again quiet. Calls of 25 percent. have just been 
paid upon the scrip certificates of the Charing Cross, Euston 
and Hampstead, and the Great Northern, Piccadilly aud Brompton 
Railways, the respective prices of the 75 per cent. paid scrip are 75 
and 753. City and South London is сх dividend at 38, and so is 
Waterloo and City stock at 90. | i 


Electricity supply shares have risen from yg to 4, the latter 
advance falling to St. James’ and Pall Mall Ordinary, the price of 
which has been unduly depressed of late. Westminsters also put 
on 4 at 122, and Metropolitans, Kensingtons, and County 
Preference are about 4 higher, allowing for dividend deductions. 
London Electric Ordinary have been narrowed in quotation, 
leaving the medium price unchanged at 2], but Metropolitan 
Preference went up 4 to 56, and the improvement of ух is credited 
to Charing Cross and City New Preference shares. Expert opinion 
adopts the view that, so far from the Administrative Bill having 
disadvantaged this matter, it really did good by drawing attention 
to the electric lighting. department, when the shares recently fell 
to cheap levels; but those who sold upon fears of unknown don- 
tingencies may not endorse thia opinion. 

Some of the traction issuesare harder, London United Preference, 
for instance, having risen to 10, while the Debenture stock is a 
shade above par. Calcutta Trams are 94; Anglo-Argentines are 
stronger at "^j, and the Preference at 6. Birmingham and Midland 
Trams 44 per cent. Debenture was bought at 1014 the other day. 
The new power station of Birmingham City, by the way, gives rise 
to speculative thought as to what is likely to happen when the 
municipal authorities shall be ready to start their new tramway 
Services, Perhaps an arrangement with the British Electric 
Traction people may be arrived at. The shares of the latter 
concern continue dull. Unlooked-for criticism is being directed 
against the new Bombay Tramways issue, it being suggested that 
what money has been subscribed by the puolic shall be returned, 
pending the settlement of certain alleged difficulties connected 
with the transfer of the Bombay Co.’s property. In the market it 
is said that the company received its title direct from the Muni- 
cipality of Bombay. There is a little business doing in Metropoli- 
tan Electric Trams varieties, the Ordinary being 6s. 6d., Preference 
20s. 6d. ex dividend and the Debenture stock firm at 106. 

National Telephone stocks appreciated sharply upon the result 
of the debate upon the agreement, the Preferred putting on 14 and 
the Deferred 24. From this it will be inferred, as naturally as 
correctly, that the Third Preference shares are rather easier on the 
week, having got back to 5. Both Debentures are j harder. 
United River Plate Telephones also lost their gain of а week ago, 
but Chili Telephones are steady at 74. 

As already noticed, the Telegraph list is decidedly better. The 
chief rise took Amazon Debentures 5 points up to 775, the shares 
adding 10s. at 33, upon the progress being made by the undertaking. 
If the shares are worth their current quotation, the Debentures 
should stand nearer par. The Anglo-American Telegraph Co.'s 
group is also good, rises of a point falling to the Ordinary and Pre- 
ferred, while the Deferred jumped 14 to 142. A fresh gamble has 
sprung up in the last-named, and the revival of activity in the 
American Railroad section is said to have some connection with the 
fervent buying of Anglo“ A.“ Direct. United States shares are 4 to 
the good at 115, and Submarine Cables Trust certificates rose a dollar. 
The various shares, and shares of the Eastern division, have but little 
alteration, but the Western issues exhibit strength, and the firmness 
of Telegraphs is responsible for a rise of 20s. in Telegraph Construction 
shares, now standing at 33. Except for this, manufacturing shares 
are without noticeable change. 
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British Electric 'Traction s Ls s de 
я до. 6 % Cum. Pref. .. 
do. 5 % Perp. Deb. Stock .. 
Do 4h % 2nd Deb. Stock Red. 


Do. do. 
«Browett, Lindléy & Co 
є Do. do. 

Brush Electrical Engin 


Helsby Cables 

6 J, Cum. Pref. 
44 % 1st Mort. 
„ Ord. 


eering, Ord., 1 to 105,781 с 


Deb. Red. 


6 % Cum. Pref. 


> Non-cum. 6 % Pref... ws 
Perp. Deb. Stock Es 
4 Perp. 2nd Deb. Stock 


Do. 
Callender's Cable Construction shares T : 
Do. do. 5 


Cum. Pref. 


Do. do. 4 


Central London 
Do 


Do. do. 
City and South 
Crompton & Co., 
f Do. 

900 of £100, 


i 
Edison & Swan U 
Do. 


Electric Construction 
` Do. do. 


Do. do. 
General Electric Co. 


Railway, 
do. 


b. Stock Prov. Certs. all pd. 

4 

0900), 5 % Cum. Pref. 
Do. о. 4 e 

Henley's (W. I.), Telegraph Works, Ord. .. 
Do. do. 4 


Do. . o. | 
t Liverpool Overhead Railway, 
0 


lst Mort. Deb. Stock Red. 
Ord. Stock T M 
4% Pref. Stock 


Def. do. 


London Railway 
Nos. 1 to 85, 000 
6 % 1st 
and 
“u A” shrs., £3pd 
“ A” shares, 01—017,139 I 
Do. 4% 
Do. 5 % 2nd че 
1 


Mort. Reg. Debs., 1 tol 
901 to 11,000 of £50 Red. 
„ 1 to 99,261 


Deb. Stock Red. 


to 112,100 ix 2 
95 Cum. Pref., 1 to 31,390 
Perp. Ist Mort. Deb. Sk. 


Mort. Deb. 


4% Pref. .. v 
Deb. Stock 


42 Mort. 


Do. do. 
India-Rubber, Gutta-Percha & Telegraph Works.. 


4% lot Mort. Deb. 


Ord. .. T 
Pref. £10 paid 


t . . 
Telegraph Construction and Maintenance 
4 


Deb. Bds., 1 to 1,500 Red. 1909 


Waterloo & City Railway, Ord. Stock 


7 


* A period of nine months. 


t Quotations on Liverpool dr 


Bank rate of discount 2% 


SHARE LIST OF ELECTRICAL COMPANIES. 
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SHARE LIST OF ELECTRICAL COMPANIES (cwimwei)—ELECTRICITY SUPPLY COMPANIES. 


Present PK Dividends for the Closing Rise + 
NAME. or Quotations or 
Issue. Share. last four years. _ Aug. 9th. , Fal] — 
M 1902. | 1903. | 1904. , 11905. 
29,877 | Brompton & Kens. Elec. Lt. Sup., Ord., 1 to 20,000} 6 | 8 10 10 % | 10 — 104 К 
10,698 Do. do. 7 % Cum. Pref. 5 7 1 1 i 92— 1 : 
288,782 | Centrg! Electric Supply 4 % Guar. Deb. Stock .. | 100 4 4 4 108 —106 » 
80,000 | Charmg Croes and d Electricity Supply 955 5 10 8 8 6% — 5 5 
80,000 ә . до. до. 4 ; um. Pref. Б і 4 4 з 4 ==. Б oe 
40,000 Do. "ому Undertaking ” 44 % Сот. Prf. 5 4 4 i 4M— 5 T 
40,000 Do. o. 1903 ave s E б Из MET 1— +, 
850,000 Do. do. 4% Deb. Stock Red. ..| 100 4 % 4 4 | ө 108 —105 i 
44,496 Chelsea Electricity Supply, Orla... 5 4 6 " 6 — +å 
150, 00 Do. do. % Deb. Stock Red. .. | Stock 42 108 —110 E 
05 | City of London Elec. Lighting, Ord. 40,001—110,596 | 10 | 5 5 64 | .. 103— 11 i: 
40,000 Do. 6 96 Cum. Pref., 1 to 40, 25 m 10 6 6 6 i 18 — 14 р 
400,000: Do. 5% Db. Stk., Scrip. (iss. at 115) ali pd. К 5 5 5 БИ 122 —126 » 
800,000 Do. 449% 2nd Db. Stk., Prov. Crte., all pd. | 100 44 1 " 108 —106 2: 
40,000 | County of London Electric Lighting, Ord. 1—40,000 | 10 4 4 4 4% —à 
80,000 Do. do. 6 Pref., 40,001 — 60,000 10 6 6 6 ee 11 12 ae 
400,0001 Do. do. 4 % Deb. Stock oe ee 1 oe 111 —114 
250,000 Do. do. % 2nd Deb. Stock .. | Stock 4 be 108 —105 
70,000 | Edmundson's Electric Corporation, Ord. Shares .. b 1 1 1 s 
80,000 Do. do. 6 % Cum. Pref... da 5% 6 6 6 fe eda 
300,000 Ро. до. 44 % 1st Mort Deb. Stk 100 4 4 row 106 —108 
21,000 | Kensington and Knightsbridge Electric Ord. HE 6 10 19 19 ut 114— 124 ; 
196,000 - Do. do: do. 4% Deben. Stk. | Stock | 4 4 4 s 97 —1 e 
111,000 | London Electric Bupply Corporation, Limited, Ord. 8 Ni Ni 8 qm 12— tł 
60,000 Do. do. do. 6 % Pref... 5 6 4 6 6 " 5— 5 еи 
971,895 Do. do. 4%lst Mort. Deb. Stk. Red. | Stock | 4 4 4 S 99 —102 » 
100,000 | Metropolitan Electric Supply, 1 to 100,000 .. .. 5 1 10 10% N- 1 К 
76,121 Do. 44 % Cum. Pref. 1—71,106, £3 pd. b 4 4 E . 44 
990,000 Do. | % 1st Mort. Deben. Stock  .. " 4 $ у 109 —113 si 
- 250,0001 Do. 96 Mort. Deben. Stock Redem. | Stock i. conn 98 —100 2 
250,000 | Midland Electric ration, 44 % Ist Mort. Deb. | 100 4 4 AN 99 —101 185 
10,852 | Notting Hill Electric Lighting 2 съ “x 10 6 6 P 7 " 14 — 15 bed 
59,000 Do. do. 4% ist Mort. Deb... ..| 100 4 4 4 oo 100 —102 5 
40,000 | St. James’ and Ра)! Mall Electric Light, Ord.  .. 5 1144 144 144 10% 13 — 14 ха +} 
20,000 Do. do. 79% Pref. 20,081 to 40,00 5 7 1 1% 7 8— 9 
150,0004 Ро. до. 84 % Deb. Stock Red. .. | 100 3 34 84 | is 97 — 90 S 
12,000 | Smithfield Markets Electric Supply, Ord. .. ox 6 4 4 8 T 2— 23 HE 
50,000 Do. do. do. 4 % Deb. Stock | Stock 4 4 4 боё 76 — 80 xd - 
65,000 | South London Electricity Supply, Ord. ae vds b 1 8 4 es 34— 4 " 
100,000 | South Met. Elec. Lt. & Power(Ord.. .. .. 1 i Ni Mil | d 14— H 3 
50,000 | (Late Blackheath and Greenwich t % Pref...  .. 1 Nil | 7% 7 5 7. e Lia 1, S 
100,000 Dist. E.L.Co.) 43% lst Deb. Stk. 100 D 44 44 s 107 —107 +} 
30,000 | Urban Electric Supply, Ord... pe... 5 | BH | б b | | 4— 4 hs 
80,000 Do. o. 59% Cum. Pret. .. .. 5 5% | 5 5 eo — H d 
200,000 Do. do. 44 % Ist Mort. Db. Stk. Red 5 2: 4». 104 —106 41 
110,000 | Westminster Electric Supply, Ord. .. x T 5 12 605 14 19% 19 — 123 xd +4 
28,151 Do. do. 5 % Cum. Pref. 5 б б b | "E 6h— 08 "S 
Shares not officially quoted :—Mackay Companies, ord., 412—4923.^ Pref. 76—764. 
* Subject to Founders Shares + Unless otherwise stated all shares are fully paid. 1 Interim dividends. 
ELECTRIC TRAMWAY AND RAILWAY TRAFFIC RETURNS. 
Fort- Receipts for | No. Route Fort- Receipts for | No. Route 
Locality. night the of Total fo date. tniles Locality. night the of | Тоба! to date. miles 
ended. fortnight. | wks. | open. ended. fortnight. | wks. open. 
| | 
| £ | a | £ ge | ‚ 4 2° | æ | 2% | M 
Aberdeen... Aug 5 gett — 105 | n ая | — n i y 1 [сааш ; duis 2 1 — 1 n, aas e 411 id we 
ee ‘ ” | , xxi е is е ug. 3 р = ее 
Bath .. .. „ 9 1.862 — 119 | 32 | 21,988 | + 1,485 18 Chatham and Dist. | „„ 10 1,748 1+ 280. 32 | 21,222 + 2,890 | 9˙3 7 8 
Birkenhead . „ 13 9211 — 73 19 | 20,605 | — !185| .. || Colch „ 8| 599 — 29 a B 1 | - 
Blackburn .. „ 9 2019 — 13 | 194 | 19,807 + 552 1425 Cork .. prp 1r MEM E e 15,586 |+ 732 969 .. 
Blackpool | o» 10 4,961 —1,099' 19 | 23,268; + 3231 1187 .. || Darlington July 29. 23 — 6 17 | 8,520. .. 481 .. 
„ —Fleetw'id ,, 12 8,362 — 899 | 6 7,521 | — 1,598; 8 | Darwen ‚ Aug. 11 474 1+ 1 19 | 4,703 + 208 436 .. 
„ — Lytham |June22 | 1,602 4 753/34 | 7608. .. | 1] tDover ма |+ Ww M бб — н, B5.. 
Bolton .. Aug. 13 | 4,051 + 185 20 | 39,080 | + 1,961 | 26 +1 Dublin „ 11 11,416 — 814 83,964 + 167 485 + 13 
Bournemouth „ 9 3,844 [* 627 | 184 | 25,817 .. 13-9 4 32 Dundee * 12 9,731 1 ED, 
Brad ford | „ 12 | 9,580 —1,468 | 19 | 87,135 | — 4,250! 48 | .. East Ham ‚| » 12 1.976 + 191 | 19 | 16,704 |+ 1,425 6 T 
Brighton , 13 3,455 — 125 20 | 21,794 у 9-5|.. Glasgow | .. „, 12 | 29,830 41,008 104 | 160,656-'+ 8,005 76 +66 
Bristol eo e|» 11 11,901 = 319 P. e 2 · 5 сот „ а. as 4 Es — 40 10 m "ES 12 TA 
` ў aniax oe ee [1] ? ins L] 
р tHuddersfield . „, 12 1,541 |+ 112 19 | 96000 + 260 98 |.. 
Hull .. Би КА „ 12 | 5,275 |+ 1, 19 49,673 + 580 13 
Brit. Elec. Trac. Co. . Мога os ef on 5 580 |— 18 | 9,99 — 291, 65 .. 
| Ilkeston | 1" 9 358 — 105 19 | 241 — 41 | 8:5, |. 
Airdrie. Aug. 4 361 |— 82 31 6,198 | — 45| 8-5 Ipswich .. . „ 12 | 1996 — 202 | 19 9,189 |— 1,006 ! 10-5 | .. 
Barnsley .. „ 4 814 — 45 ,, 4,987 | — 182 8 Isle of Thane ..] „„ 12 3.489 — 993 32 19,191 — 1,841 11 
Barrow . „„ 4 580 — 84 ,, 7,244 | + 1,607 | 5°37 Kirkcaldy .. x „ 9 422 |— 59 d m m i" P 
{Birmingham (City) ,, 4 | 10,285 |—1,480 | ,, | 170,058 | + 3,228 | 14:5 Lan'kshire Trm. Co. „, 10 | 1,718 |+ 412 22,015 |+ 1, 13 |+ 34 
irmingham (Mid.) „„ 4 | 2,899 |— 898 „ 51,678 | + 2,755 12˙25 Leeds .. „ 12 12,935 |— 808 | 20 | 121,976 |+ 3,556 | 89:5 + 84 
Devonport sah a A 996 |— 343 | „ 14,262 | — 1,944 | 8'85 Leicester ‚| oop 12] 5, 168 92 | 66, И gibi ТА - 
Dudley—Sto'rb'ge| „ 4| 2093 — 568| „ | 21419 | + 42 21:95 Liverpool |, „ 6 | 22,875 |+ 158 | 81 | 326,344 |+ 6, | 108 | .. 
Gateshead.. ..| » 4 1,960 — 75 „ |-98190| + 496 11:25 L.C.C. . July 29 | 32,111 1-4 3,882 | 17 | 959,523 | + 47,231 2 + 54 
Gravesend, N'fleet „„ 4 559 — 198 „ 6,987 — 950 65 Lowestoft .. .. | Aug. 12 908 |— 25 | 45 1, — PPM 4: Р 
Gr'n'k, Pt. Glag 5 4 | 1,416 — 13 , | 19,514 | + 2,203 | 7-25 Mancheste.. ../ „ 12 | 25,966 | — 448 | 19 | 953,417 10.44 84 |.. 
Hartlepool e|» 4] 614|— 222 „, 8,097 | — 1,019 | 6-72 Newcastle „ 12 | 8.053 (+ 493 19 1155 + 1808 yi e 
Kidderminster „ 4| 296 — 188 , 3,657 | — 861 45|.. || Newport „ 12 1,452|+ 129 11,873 f 1, P5 | + Hd 
Leamington „ 4| 442 1+ 109 | 8 + 205 Oldham 18 3,400 |+ 906 | 20 | 33,234 |+ 8,973 |29716 + 
Merthyr .. ..| » 4| 8377 — 96 31 5,893 | — 351! 29 Plymouth 5 A se d a к | т 
Metropolitan. , 4 | 6,903 42,065 | „ 77. 435,579] .. |. Pontypridd .. BM » 12 m 19 3,998 - 8°75 ps 
Middleton. , 4| T0 — 7 „ | 10,555 | + 550 85 Portsmouth .. .. | „5 | 4,997 |— 638 18 | 38,200 — 1,000 | 14°5 
Oldham — Ashton] „ 4| 1174 — 19) , | 16,877) + 148|913|.. | tReading ..  ..| 1% 880; .. | 19 | 12572 11.578 T5j i 
Peterborough ..| „ 4 821 — 140| „ 4,188 — 474 | 5°31 Rochdale ..  ..| „ 12, 1,766 | 41,426 18 14,267 11.57 +15] 
Potteries .. „ 4| 8,472 5 36 „ 52,043 | + 172 9 tSalford July 81 4,444 — 142 17 78.745 ＋ 5,155 80 | v 
Rothesay | „ 4) 1,2731 + 557, ,, 5,576 | + 1,212 | 9:75 | .. Scarborough бо 12] 1059, .. 32 ' 4,19! P 45i .. 
Sheerness s 2 193 ,-- 13, ,, 2,124 | + 257 25) .. Sheffield » 13 10,182 + 145 | 20 , 100,469 + 4, et 11 
Southport ШЕТ 4 722 — ” | 9,368 | — 605 8:17 Southampton et m) 9 8,531 — 167 19 19,235 [= 345 | 9-15 | vs 
South Staffs, | „ 4] 1,494 — 221 | ji 21,9313 — 845 13:87 Southend-on-Sea .. July 26 , 1,089 4 6 | 17 6,696 4 408 | 6:25 т: 
Swansea „ 1 1.771 + 227 „ 20,377 | + 3,595 5:5) .. Stockport .. Aug. 41.852 f 395 | 18 12,776 Н 1,462 | 14 5 + 3 
Taunton . „ 4, 134— „ L498,— 195, 15 .. Sunderland .. „ 13 1.728 + 304 19 28, + 623 1087 .. 
Tynemouth e oo» 4 829 — 212 „ 17.935 — 1.118 375 eside .. vw. a r8 933 — 112. 32 13,520 + 1,212 887 .. 
Weston-s-Mare 2 678 — 100 3,595 + 13 8 | arrington .. 855 8 783 — 52 18 6.133 ＋ 213 775 .. 
— „ | кеч p | | * » | | К 3-95 6 
Wolverhampton D. „ 1 845 — 258 ,, | IBH — 226 1475 .. West Ham ..  ..' „ 10 4,002 41,9852, 19 31.178 412.122 1 +4 
Worcester. „ 4 705 — 235 „, ' 9,256 + 498 576 . Wolverhampton „ 9 1,872 + 191 19 15, NC 10 
Wrexham.. .. „ 4 219 — 46 „ 3,103 — 894 4 |. | i | 
Yorks. Wool. Dist. „„ 4 1,527 * 40 „ 19,813 + 1,491 17 T | POE | " | à | doi T" 
n. London . ug. " = ' , m 
| | | | City & S. boh: Riy. ы 13 4,497 — 20 6 13,493 — 272 625 .. 
| | | Ee ui Dublin-Lucan Rly. — » 11 328 10 6: 908 — 16 7 
Burnley vs .. Aus. 12 2,355 + 76 54 T5 .. G. N. and City Riy. | „ 12, 2,704 1+ 819 6 | 8646 + 2,794 35 
Burton-on-Trent .. „ 18 | 754 — 168 19 6,454 — 71 85 .. L' pool Overh'd Rly. „ 13 3,474 + 3 11,671 — 419 6°67 
Bury „% 6 | 1,518 | 18 18,543 es 10:5 .. Mersey Railway ... ,, 12 8,192 4 335 6 9,252 d 582 4-5. 
' ‘ | i | | i | 
| | E | — Б | ЭО 
* Compared with the corresponding period of 1904. t One week only. 1 Includes horse and other receipts. 


When comparing the returns of this, with those for the corresponding period of last year, it should be borne in mind that Bank Holiday was a week later thia year. 


Tu re све of the Birmingham and Midland and City:of Birmingham show a decrease owing to the omnibus receipts of those companies ha&ing hitherto been 
neludted. 
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PARLIAMENTARY. 


The Administrative County of London and District 
Electric Power Bill. 


Monday, August Tth. 


(Concluded from page 243.) 


Ох the next Clause, 5, Mr. Lewis CowaARD moved to omit the 
clause altogether, and submitted a new clause. He remarked that 
the promoters had given protection to the railway companies and 
also to the London United Tramways Co. He submitted that the 
Council should have a clause similar to this:—'' If in the laying 
down, construction, maintenance, repair and use of the electrical 
lines of the company, the company or its contractors or servants 
Shall interfere with the efficient working of any tramways belung- 
ing to the London County Council, the company shall make full 
compensation to the Council.” 

Mr. FITZGERALD said that he was quite prepared to give the 
Council the same protection as had been given to the London 
United Tramways Co. | 

Mr. Cowarp said that the Council's tramways were conduit 
tramways, and required further protection than that would afford 
them. He mentioned a precedent in the Baker Street and Waterloo 
Railway Act of 1904. 

Mr. Morton made a similar application on behalf of West Ham, 
and Mr. Укзкү Ккох, for Ilford, also required protection. | 

Mr. FITZGERALD said that when they were dealing with such a 
large area as that proposed by a power Bill, it was impossible to 
specify any particular tramway for protection. There was an 
elaborate code for the protection of tramways in the Electric Light 


Clauses Act of 1899 which the promoters had incorporated in their 


Bill. A month’s notice had to be given to the owner of a tramway 
before doing anything to interfere with the tramway. 
The CHAIRMAN said that the Committee, by a majority, decided 


` that Clause 5 should stand part of the Bill. Clauses 6 to 17 were 


then passed. , 

On Clause 18, Mr. Cowarp moved that the word “ premiums " 
should be inserted, so that it should read: —“ All moneys raised 
under this Act, whether by shares, debenture stock or premiums, 
shall be applied to purposes to which capital is applied.” 

Mr. FITZGERALD said that as the clause stood it was in the form 
dealing with original capital. The company would have no power 
to pay dividends out of premiums. However, he would not object 
to the insertion if the Committee thought it were necessary. 

Clause 18, with the addition, was then agreed to, and the Clauses 
from 19 to 32 inclusive were passed. Clause 33 dealt with the 


proposal of the promoters to lay their mains through the Blackwall | 


Tunnel. 

Mr. Lewis CowARD moved the rejection of this power altogether, 
and called Mr. Gunyon, chief assistant engineer to the London 
County Council. Witness said that the subway under the roadway 
of the tunnel was already pretty full of pipes, &c., and would 
soon be further occupied by the Council's cables for the supply of 
power from their Greenwich generating station to the Northern 
Tramways system. Further, the Water Board were iu negotiation 
with the Council for the laying of another main in the tunnel sub- 
way, and he considered that the Water Board had a prior claim 
over the promoters of this Bill. 

Cross-examined by Mr. FITZGERALD: WITNESS knew that а plan 
would have to be submitted to the Council before anything was 
done. 

Addressing the Committee, Mr. FirzaERALD said that he was 
quite willing to alter the clause so that the promoters should not 
enter the tunnel without the consent of the London County Council, 
but he must ask that if such consent were unreasonably withheld 
the matter should go to an arbitrator. 

Mr. CowakpD: І cannot consent to that. 

The CHAIRMAN said that the Committee would defer the con- 
sideration of that particular clause in the hope that the promoters 
and the Council would be able to come to some arrangement. He 
thought it would bea benefit to the Council if they could get a 
rental from the promoters for their maius. Clauses 34 to 42 inclu- 
sive were then passed. 

On the next clause, 43, Mr. FREEMAN, on behalf of Camberwell, 
Deptford, Poplar, and Woolwich, moved that those Borough 
Councils should be removed from the industrial to the non-indus- 
trial area, He mentioned as а precedent the case of St. Pancras, 
which, he said, was in almost exactly similar circumstances as 
Woolwich. The only factories in Woolwich were ‘ Government 
productions,” and Poplar was in many respects similar to Wool- 
wich, for all the factories there were being supplied at a very cheap 
rate at the present time, and had no need of the promoters. 

Mr. FITZGERALD said that the question had surely been decided 
on preamble. St. Pancras had been mentioned, and he thought 
that he must say that it was in the interests of time that be made 
that concession. He asked the Committee to say that the industrial 
area should remain the industrial area. 

Mr. Macinerney, for Hackney, and Mr. COURTHOPE MUNROE, 
for Shoreditch, made similar applications for exclusion, but the 
CHAIRMAN decided that the amendments could not be admitted. 

Sir RALPH LITTLER, K. C., then made an application on behalf of 
the City Corporation for exclusion from the company's area. 

Mr. FITZGERALD again protested that the matter had been 
decided on preamble, and the CHAIRMAN announced that the Com- 
mittee, by a majority, decided that the Bill should remain as it 


stood so far as the areas were concerned. Clauses 44 and 45 were 
then agreed to. | 

On Clause 46 Mr. Munrow, on behalf of Shoreditch, raised the 
question of the manner in which the Council of that borough was 
referred to. He asked that it should read Metropolitan Borough of 
Shoreditch.” With this amendment, but with the exception of 
Sub-clause 4, which was allowed to stand over, the clause was 
passed by the Committee. Clause 47 was allowed to stand, and 48 
was ordered to stand over for a time. 

Clause 49 was opposed by Mr. Lewis Cowanp on the ground 
that, to be consistent, the clauses should place the local authorities 
upon the same footing as the companies with whom the promoters 
had made agreements by which they were barred from supplying 
tramways, canals and docks in the competing area. The clause 
was against the local authorities, and if the Bill was to be con- 
sistent all the agreements should be the same. 

Mr. FirzdkRALD said that the amendment proposed by the 
London County Council would seriously limit the powers of the 
Bill. 

The CHAIRMAN : The Committee, by a majority, do not accept 
the amendment. : 

The question of the proportion of energy to be used by а con- 
sumer for purposes of lighting, which is dealt with by a section of 
the clause, raised a lengthy discussion. The promoters asked that 
the proportion should be 20 per cent. 

Mr. CovgTHoPE Munroe (for Shoreditch) moved that the pro- 
portion should be 5 per cent. d | 

Mr. FirzaERALD: No power Bill has yet been passed where а 


“less figure than 20 per cent. has been put in. 


The CHAtRMAN (to Mr. Munroe): I remember some years ago 
spending two days considering the matter. The majority of the 
Committee is against you. 

Mr. MuNROE then asked that meters should be fitted, so that the 
inspectors might know if more than 20 per cent. were used. If the 
promoters were going to compete with the local authorities it was 
only right that the local authorities should have a right to inspect 
the meters. 

Mr. FITZGERALD said that if the proposal of Mr. Munroe were 
agreed to, it would very greatly impede the working of the scheme. 
It would mean that a manufacturer would require a separate set of 
wires for his power and his lighting, and, in fact, would place him 
in such a position that he would not be able to afford to take a 
supply. The matter had been considered by numerous committees, 
апа a'proposal similar to that of his learned friend һай been 
rejected in the Clyde Valley case. 

The CHAIRMAN: Suppose the consumer does use а greater 
quantity ? 

Mr. FITZGERALD: Any electrical engineer who knows anything 


of his work could tell at once whether the quantity was being 


exceeded or not. 

The CHAIRMAN: ВФ how is it to be corrected ? 

Mr. FiTzaóERALD: The Council can apply for an injunction. 

Mr. MuNROE: How are we to prove our case? Where are we to 
get our evidence from? You put the clause in the Bill and give us 
no means of checking it. 

Mr. FITZGERALD called Mr. Merz on the point. Witness said 
that if the amendment were inserted, it would have the effect of 
very greatly increasing the installation cost. Probably the increase 
would be from 25 to 50 per cent. Part of the cost would be for 
additional wiring, and this would be very costly, as precautions 
would have to be taken against fire. It must be remembered that 
us a general rule a small manufacturer would not adopt electric 
lighting when he had gas laid on. 

Mr. FREEMAN: How do you suggest we are to know what a 
manufacturer is using ?—By going to his works. 

You know some of your own witnesses thought they could use the 
power for any purpose they like ?— Then they were wrong. 

At the present time the consumers have separate wires from the 
local authorities ?—Probably that is why so little power is used. 

Mr. Merz said that probably the extra cost to the manufacturers 
would be a million pounds. He would be quite willing to agree to 
discontinue the supply to anyone who exceeded the 20 per cent. for 
lighting. і 

Mr. FREEMAN (for the Borough Councils) called Mr. WoRDINGHAM, 
who could not see why there should be any difticulty in having 
meters. It would only mean a charge on the consumer of a few 
shillings a quarter. In his experience it was “ almost an invariable 
practice " to have different systems of wiring for power and light. 

The CHAIRMAN: By a majority, the Committee do not adopt the 
amendment, but they will adopt some addition as to the discon- 
tinuance of supply. 

Mr. FiTZGEBALD agreed to a penalty of £10, with а daily penalty 
of £2. Several amendments of a minor character were then put in 
by Counsel for the various Borough Councils, but were rejected in 
each case, and Clause 49 as amended was ordered to stand part 
of the Bill. Clauses 50 to 54 inclusive were then passed. 

On Clause 55, Mr. Morton, for West Ham, moved the rejection 
of the clause. 

Mr. VESEY Knox, on behalf of Ilford and Southwark, supported 
this. He said that authorised undertakers, having a supply of their 
own, could not compel the promoters to give them a supply at 
maximum prices. It seemed hard in the case of existing suppliers 
who had put up generating stations in ignorance of any such Bill 
us that being promoted. It would meau that they would have to 
scrap their gcuerating stations, 

Mr. HoNoRaTUs Lioyp, K.C. (for the promoters), pointed out 
that the clause was in the electric supply Bill of last year, which 
was supported by all the local authorities. Why should the two 
kinds of distributors not be in the same position ? 

The CHAIRMAN : Clause 56 stands. 
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. Clauses 56, 57 aud 58 were passed. 

On Clause 59, Mr. Lewis Сомлвр moved that it should read: 
If in any year the price per unit obtained for energy is in all 
cases less than dd. per unit, &c.” He contended that there was 
"no guarantee that the small consumer would not have to pay 
more." 

Mr. Luoyp pointed out that, if there bappened to be a single 
case in which the promoters charged 1d., it would be impossible for 
them to pay a dividend. The average price was the proper thing 
to take. 

The Committee would not accept Mr. Coward's amendment. 

Mr. Cowarp then called Mr. Hawarp, the Comptroller to the 
County Council, who spoke as to the provisions as to rate of 
dividend. 

Mr. Cowanp submitted an amendment on this, but it was refused 
by the Committee. 

The decision of further sub-sections of Clause 59 was deferred. 
a 60, 61 and 62 were then ordered to stand part of the 

ill. 

On the next Clause, 63, which dealt with revision of prices, Mr. 
FREEMAN moved that it be struck out altogether. He said that, as 
it stood, only the company could apply for an alteration of prices, 
and he contended that an authorised distributor should be able to 
apply for such a revision. 

After a long discussion between counsel, it was agreed that such 
revision of prices might be applied for to the Board of Trade by a 
local authority, or by 20 consumers, no revision to carry prices 
beyond the maximum in the schedule. 


Mr. CLopr, on behalf of the L.C.C., moved to reduce the period e 


of revision from 10 to 5 years. | 

Mr. FITZGERALD observed that 10 years had been the period 
hitherto. 

The CHAIRMAN : The Committee adopt 5 years. 
aoe 63, as amended, was then allowed to stand part of the 

ill. 

Clause 64 produced an amendment from Mr. Clode for the L.C.C., 
the effect of which was that the Council should be the authority to 
appoint the electrical inspectors in its area. Mr. Clode pointed out 
that the Council already had its set of inspectors. 

Mr. Lloyd objected that the proposal would divide the scheme 
into two parts. 

The Committee refused to accept the amendment. Clause 64 
then stood part of the Bill, and 65 and 66 were also passed. 

On Clause 67 Mr. Ram raised the question of the Metropolitan 
Co.’s area, and submitted an amendment. in relation thereto. The 
Committee refused to accept this. | 

Clause 67 having been passed, Mr. Ram raised his objection on 
Clause 68, and Mr. Clode, for the London County Council, con- 
tended that as the promoters had a large area of supply already, it 
was unreasonable to give them any right of supply in contiguous 
areas. . 

The CHAIRMAN having heard further arguments, said the Com- 
mittee adopt Clause 68 without the amendments. Clauses 69 and 
70 were ordered to stand part of the Bill. 

On Clause 71 which deals with the transfer of undertakings, Mr. 
Coward moved that it be struck out of the Bill altogether. 

Mr. Freeman (for the Borough Councils), Mr. Rigg for the Cor- 
poration, and Mr. Blennerhassett, for the Westminster City Council, 
supported this. 

Mr. FITZGERALD said that the clause was a useful clause, and 
should be left in the Bill, though if the Committee thought there 
was anything in the suggestion that the whole of the London com- 
panies would be bought out they would of course strike out the 
clause in the Bill. The consent of the Board of Trade had to be 
obtained before the clause could be effected. 

The CHa1RMAN: The Committee, by a majority, refuse to omit 
Clause 71. 

Sir Ral. PH LiTTLER said that the Corporation of London Wanted 
an opportunity of saying something about the terms upon which 
any transfer should be made of companies in the City. He wished 
to be assured that the powers of the section should not be used as 
affecting any company in the City without the consent of the Cor- 
poration. He was willing to agree tbat should such consent be 
unreasonably withheld, the promoters should go to the Board of 
Trade to decide. 

Mr. FITZGERALD: Taecept that. 

Other Counsel also accepted the amendment, and Mr. Honoratrs 
Lioyp, for the promoters, suggested that it should be made а 
general clause. The clause was then agreed to. 

Mr. FREEMAN raised an objection to the next clause, 72, but Mr. 
Lrovp remarked that it was a stock clause, and the Committee 
agreed to let it stand. 

Clause 73 went through without any opposition. 

On 74 Mr. FREEMAN raised an objection to the word“ provide“ 
(a generating station, and moved that it be altered to “erect.” 
The Committee refused to allow the amendment, and the clause stood 
in its original form. 

Clause 75 having been agreed to, 76 was dealt with. This was 
the clause giving exemption as to the Building Act of 1594. and it was 
opposed by the London County Council, for whom Mr. Riley, the 
superintending architect, was called. After а long discussion, it 
Was agreed. that the clause should stand, but the suggestion of Mr. 
FirzGERALD that the stations should be erected under the super- 
vision of the Board of Trade was adopted. This was the course 
taken in the case of the power station at Lot's Read. 

Clauses 76. 77. and 78 were ordered to stand, and on Clause 79 

Mr. FREEMAN asked that the period during which the company 
should be authorised to pay dividend out of capital should be 
reduced from four years to two years. 

Mr. FITZGERALD said that he could not see how that could affect 


* the borough councils. 


The clause was allowed to stand, and the 
remaining clauses up to the second schedule were agreed to. 

Mr. HAwARD, the Comptroller to the L.C.C., was called by his 
counsel on the question of the necessity for the promoters having & 
sinking fund, and said that he could see no necessity for such в 
thing. He admitted, in cross-examination, that they might have a 
modified form of sinking fund clause. 

Further discussion having taken place on the matter, the 
CHAIRMAN said that the Committee, by а majority, adopted the 
terms of the purchase clause, but they must incorporate the clause 
in the Electric Lighting Act of 1888. They would also substitute 
42 years for 50 as the period of purchase. 

At half-past 7 o'clock а large number of clauses remained to be 
dealt with, and the CHAIRMAN said that he saw no hope of 
finishing that day. The Committee would, therefore, adjourn until 
to-morrow. 


"Tuesday, August Gth. 


Mr. BLENNERHASSETT, K.C., put in clauses asking that West- 
minster should be excluded from the area of supply, except for 
supply in bulk. This would not allow the company to supply to 
railways, and counsel argued that the City Council ought to be 
allowed to get a diversity of load when they purchased the existing 
undertaking. He further asked that Clause 51 should be amended 
so that the company should not be allowed to lay contributory 
maius in Westminster. On general provisions, he contended that 
the clauses in the Electric Lighting Acts, and in the Gas Acts had 
proved to be totally inadequate for the protection of local 
authorities in regard to streets. Counsel proceeded to read a 
number of clauses which he asked the Committee to insert in the 
Bill, which provided for the following:—(1) That the company 
should not commence any works withiu 15 ft. of any sewer, drain, 
underground convenience, &c., before giving one month's notice to 
the local authority of such intention, and that the carrying out of 
the work should be subject to the supervision of the Council; (2) The 
Council should. be allowed to order any deviation of suggested 
works, so as to avoid damage to the Council's works; (3) that plans 
of proposed works submitted should be detailed plans; (4) the 
company should not be allowed to stop any road which was neces- 
sary forthe proper carrying out of the work, and where the roadway 
was narrow the work should only be carried on in portions of the 
street at one time ; (5) in the principal streets the trenches should 
be constructed in sections of no more than 100 ft. in length, and 
that each section should be covered over with timber during the 
progress of the works; (6) the company should be liable to make 
good any damage caused to sewers, drains, &c., of the Council, and 
that the Council should be able to recover any such damage in a 
Court of Summary Jurisdiction ; (7; that where there was a street 
subway for pipes the promoters should be compelled to place their 
mains in such subway, both now and in the future. The party by 
whom the expense of transferring mains to a subway was to be 
borne should be settled by arbitration; (8) street boxes shall be 
placed on private land so far as possible, and that the company 
should be bound, as far as possible, to provide access to such boxes 
without interfering with the streets; (9° the company should be 
subject to the supervision of the Council in the way of carts, &c., 
used in the streets; (10; the company should pay the Council all 
reasonable charges for the control of works which the Council were 
authorised to undertake. 

The CHAInMAN asked if there was anything special in the case 
of Westminster that they should want these special provisions. 

Mr. BLENNERHASSETT said the ease of Westminster was special. 
The local authority were burdened with £40,000 а year now to 
reinstate works, and he asked for a special provision putting it on 
the promoters tu reinstate any street in which they might construct 
works and keep such road in repair for two years, or the Council 
might accept a fixed sum for maintaining such street. He also 
asked that in the case of arbitration, the arbitrator should һе 
appointed by the Local Government Board instead of by the Board 
of Trade. : 

Mr. J. Нехт, Town Clerk of Westminster, was called, and 
expressed the opinion that August and September should not 
count in the matter of notice, as the City Council did not meet 
then. It was important that in all cases detailed plans of 
works should be submitted. At present small sketch plans were 
sent which were insuflieient. At present they had no power to 
compel a company to carry its mains in a subway, aud they 
certainly ought to have that power. 

By Mr. FrrzüEnarp: The City of Westminster had no subways. 

Mr. FrrzGERALD said he was perfectly willing to give 
Westminster the same clause that had been accepted by Chelsea 
and most of the metropolitan boroughs. Westminster was not in 
the industrial area, und therefure there would be very few occasious 
on which mains would be laid in Westminster. ‘There were three 
electric companies in Westminster now who bad power to lay mains 
іп every street, and they were all governed by the general law, 
which was settled as late as 1899. He saw no reason why West- 
minster should come with long and onerous clauses asking for 
peculiar powers which were not even asked for by the City of 
London. He contended that the City were amply protected by the 
Electric Lighting Acts with regard to street boxes and all these 
other matters. Under the Electric Lighting Act of 1882 there was 
a general clause providing that electric lighting companies should 
iuterfere with the streets as little as possible, and should make full 
compensation where any damage was done. The provisions were 
absurd. Was it possible if a trench 3 ft. deep was being con- 
structed, that this should be covered over with timber? It would 
mean that the men would have to work on their hands and knees. 
The company had no power in the Bill to purchase lands or ease- 
ments for the construction of street boxes. TO prescribe that any 


Vol. 57. No. 1,447, Ассовт 18, 1905.] 


THE ELECTRICAL REVIEW. 


279 


vehicle used by the company should he subject to regulation by the 
Westminster City Council was obviously absurd 

The CHAIRMAN said the Committee did not propose to alter the 
general provisions of the Acts of Parliament. There were no 
special exceptions with regard to Westminster, and they rejected 
the proposed clauses. 

Mr. EpwaRps: Ву a majority. | 

The Committee next took Clause 46 of the Bill, and Mr. 
Coward, K.C., asked that instead of Sub-Sec. 4 the following words 
should be inserted :--- 
the company in any strect in the Administrative County of London ; 
the London County Council shall, for the purpose of this section, 
have all the rights, powers and privileges of the local authority.” 
He pointed out that at present the Bill limited the County Council to 
bridges and embankments. The clause had been inserted in the 
Metropolitan Electric Bill and the North Metropolitan Power 
Bill. 

Nr. FITZGERALD said the borough councils were the street autho- 

rities. When the County Council had strects such as the new street 
from Holborn to the Strand, the powers of a local authority were 
given them. It appeared to him that the effect of the proviso would 
be to oust the borough councils. 

Mr. Cowanp said Mr. Fitzgerald missed the point. The County 
Council had 300 miles of scwers and 150 miles of conduit tramway, 
and he bad no protection at all. The Committee adopted the 
proviso. 

On Clause 48, which dealt with the laying down of gas and water 
pipes by the company for the purpose of generating electricity, 
Mr. PRITCHARD asked that it should only be with the consent of 
the local authority, and, further, that such power should be 
restricted to the generating stations on the sites scheduled in 
the Act. 

Mr. FITZGERALD said, if the company did this, the Waterworks 
Acts would apply, and the local authorities would he amply pro- 
tected. The Committee refused to accept the amendments. 

Mr. FITZGERALD announced that the promoters and the L. C. C. 
had been in negotiation with reference to the sliding scale clause, 
and they had agreed to substitute the words in the ratio of one- 
eighth” instead of the ratio of one-fourth. The Committee agreed 
to the amendment, which results in the dividend going up 2s. 6d. 
in the £ for every jd. per unit reduction in the charge to the 
consumer. 

On Clause 59, Mr. Cowanp moved to insert the following 
proviso :—“ The average price for the purpose of this section shall 
be ascertained by dividing the total receipts of the company during 
any financial year derived from the sale of energy by the aggregate 
number of units of energy sold ny the company during such year. 

Mr. FITZGERALD said he could not accept that, as the effect 
would be to cut out Sub-Section 5 of the previous section. 

Mr. Cowarp asked how the average price was to be ascertained. 
There was nothing in the Bill, and there must be some direction. 

Mr. FITZGERALD said if the words “subject as hereinbefore 
provided " were inserted, he did not object. 

Mr. Cowarp said he would accept that, and the proviso was 
inserted in the Bill. 

Mr. Morton asked for the following clause for the West Ham 
Corporation: “If after the company have acquired any buildings or 
works in the borough under the powers of this Act, the amount of 
any borough or general district rate levied in the borough by 
the Corporation in respect of such buildings or works shall in апу 
year be less than the amount of such rate leviable during the 
year 1904 in respect of such buildings or works by reason 
of such buildings or works being acquired by the company 
for the purposes of this Act, the company shall from time 
to time make good such deficiency, until the generating station or 
works for the construction of which such buildings or works are 
acquired shall be completed and liable to be assessed to such rate.” 
He pointed out that in Bills of the Great Eastern Railway Со: and 
the London and Tilbury Railway Co. clauses to a similar effect had 
been inserted, and he saw no reason why that company, which 
claimed the exemptions of railway companies, should not also have 
their liabilities imposed on it. 

Mr. FITZGERALD said he could not accept the clause. It was not 
in this particular case of any importance, but it was a question of 
principle and precedent, and might become important. In 1845 
the provisions were carried into the Lands Clauses Act with refer- 
ence solely to the Poor Rate, and it had remained ever since, but it 
had never been extended to any other rate. It was quite true that 
with railway companies and other persons proposing to take land 
the question was sometimes raised by the local authority, and 
decisions would be found both ways. His friend had quoted rail- 
way companies at West Ham, but in Marylebone, where he (counsel) 
argued for the local authority, Parliament refused such a clause in 
connection with the Great Central Railway. Inthis case the generat- 
ing station to be built in West Ham would be ten times the rateable 
value of the existing buildings, aud, as a matter ot fact, the engi- 
neering works now occupying the site would never be ont of rating. 
There was no such case of a generating station being treated in the 
way proposed. Where a clause was put in by agreement to buy off 
the opposition of a local authority, it was nota Parliamentary 
precedent, and he thought it would be found that in the case of 
railway companies, where the case was argued before a Committee, 
the clause was refused. 

The CHarRMaN said the Committee 
adopting this. 

Mr. Муъаз. on behalf of the Battersea Borough Council, brought 
up a clause to exclude the main conduit of the company passing 
through Battersea, but said he would modify it so as to exclude the 
conduit coming down St. Johu's Hill and Lavender Hill. He 
pointed out that the L.C.C. were electrifying the tramways in these 


was unanimous in not 


“In respect of all electric mains laid down by 


roads, and there was no room for further pipes. He suggested 
that the company should take thé ring main through Wandsworth. 

Mr. FITZGERALD pointed out that the Committee had decided to 
retain Battersea in the non-industrial arca, and the clause would 
simply have the effect of cutting that area out. The suggested 
clause said that no main should pass through in or over any road of 
the Borough of Battersea. The result would be that they would 
not be able to lay a main to supply a railway company, or to supply 
the Council in bulk. Battersea would have the same protection as 
Westminster. No power was taken to lay down in a particular 
street, and if the borough council objected to a particular route they 
could suggest an alternative one, and if 16 was reasonable, the com- 
pany must accept it. 

The'Cna1BMAN asked if it was possible to exclude the two streets 
mentioned. 

Mr. FITZGERALD said the engiucer who examined the district Was 
not present, but he was told it would mean three miles of additional 
cable to go round Battersea. 

The CHAIRMAN asked if Mr. Myers suggested that the Board of 
Trade would allow the promoters to go down these roads seeing 
their congested state. 

Mr. Myers said he thought they would if they removed the 
existing pipes. 

Mr. FITZGERALD contended that the borough was amply pro- 
tected by Clause 46. If they had to remove pipes, it would mean 
expense, and naturally they would prefer to go down by-streets. 

Mr. Мени said they would be prepared to go down the north side 
of Clápham Common. 

The CHAIRMAN: If they give yqu that undertaking, it ought to 
be satisfactory to you, Mr. Myers. 

At a later stage, Mr. Myers brought up a clause to exclude 
St. John’s Hill and Lavender Hill, but the Committee refused to 
re-open the matter. 

Mr. Vesey Knox said that by the agreements which the pro- 
moters had entered into with the existing electric lighting com- 
panies, those companies had adopted the maximum prices of the 
promoters for power purposes. Under all the provisional orders, 
the Board of Trade had power to reduce the maximum prices 
mentioned in the orders. It was true that the power had not been 
exercised, but it was conceivable that the Board of Trade might 
awake to the need of cheap electricity, and reduce the price, and if 
they went lower than the maximum prices of the promoters, the 
effect would be to have two prices. As a matter of law, it seemed 
to him questionable whether they would have power to give two 
prices. Although the Bill contained clauses for the revision of the 
company’s own scale, there was nothing applicable to the com- 
panics supplied. He therefore asked for the insertion of a clause 
to the effect that nothing in this Act should prevent the Board of 
Trade fixing prices lower than those contained in the Act. 

Mr. FITZGERALD said there was nothing in the Act which took 
away the power of the Buard of Trade to fix prices. 

The Committce refused to accept the clause, and also refused 
another clause asked for by the Southwark Borough Council to 
enforce the drawing-in system for the mains in Southwark: 

On behalf of the Ilford Urban District Council, Mr. Vesey Knox 
asked for a clause which provided for the promoters not doing work 
which should interfere with the traffic on the tramways, and that in 
the event of such work being carried out, the promoters should com- 
pensate the U.D.C. for any loss of traffic. 

Mr. FITZGERALD said they had agreed a clause with the London 
United Tramways Co., and this had been accepted by the London 
County Council and the West Ham Corporation as sufficient pro- 
tection for their traniways, but, apparently, it was not good enough 
for the U.D.C. of Ilford. They were quite prepared to extend that 
clause to Ilford. 

The CHAIRMAN said that that would be sufficient for Ilford. 

The agreed clause with the London United Tramways Co., which 
is extended to all the tramways in the area, is a follows:— 
“The following provisions for the protection of the London United 
Tramways (1901), Ltd. (in this section called ‘ The Tramways Co.’), 
shall, unless otherwise agreed between the Tramways Co. and the 
company, apply and have effect (that is to say):—(1) In Sec. 18 
of the Schedule to the Electric Lighting (Clauses) Act, 1899, the 
expression, Electric Supply Co.,“ shall be deemed to include the 
‘Tramways Co, and the expression, ‘ operators,’ shall be dcemed to 
include electric supply company ; (2) the company shall hot, with- 
out the consent of the Tramways Co. in writing, place any electric 
line or work above the surface of the ground, along or across any 
strect or place in which any tramway post, cable, tube, wire bracket 
apparatus or work of the Tramways Co. is laid or situate, provided 
that such consent shall not be unreasonably withheld, and that if 
any question arises whether the consent is unreasonably withbeld, 
such question shall be referred to and decided by the Board of 
Trade; 3) the reasonable expense of the Tramways Co. incurred 
in altering the position of any electric lines or works of the com- 
pany under the powers of Sec. 17 of the Schedule to the last men- 
tioned Act, and any additional expense which the Tramways Co. 
may reasonably and properly incur in altering or repairing their 
tramways, posts, cables, tubes, wires, brackets, apparatus or works 


by reason of the existence of any electric Hues of the company 
along, across, or under that part of any street, road or place 
in which any tramway, post, cable, tube, bracket, appa- 
ratus, or work of the Tramways Co. is laid or situate, 
shall be paid to the Tramways Co. by the company; 4) 


where under this Act or any Act or provision incorporated 
herewith it is provided that any work shall be carried out to the 
satisfaction or under the superintendence or in conformity with the 
requirements of the Tramways Co., or of any person on their 
behalf, or in accordance with a plan to be submitted to or approved 
by them, the Tramways Co. themselves may at the reasonable 


t 
eii жайлы ыйы же. а Ша a 


280 


THE ELECTRICAL REVIEW. [үа 57. No.1447, Avever 18, 190. 


cost in all things of the company, execute such portion of such 
work as affects the undertaking of the Tramways Co.” 

Sir RALPH LirTLER, K. C., brought up а clause on behalf of the 
City Corporation to the effect that the company should be pro- 
hibited from opposing the preamble of any Bill introduced for the 
supply of electricity within the area. "The promoters said they had 
no intention of creating a monopoly, and, therefore, there was no 
reason for opposing such a clause. 

Mr. FITZGERALD said such a clause had never been inserted 
before in any Act of Parliament. It was unreasonable to say that 
during the 42 or 50 years they might be in existence they were 
never to oppose another Bill to come into the area. 

Sir К. LrrrLER said they wanted to make it perfectly clear 
that the promoters did not wish to pose as monopolists. With 
their enormous monetary power it would make it almost impossible 
for anyone else to get in if they opposed. | 

The CHAIRMAN said it seemed to hjm that Parliament would 
next be asked to say that a railway company should. not be allowed 
to oppose any other railway coming into its district. 

Sir RALPH LiTrTLER said that had been done, although for the 
moment he could not remember in what Bill. l 

The CHatRMAN : The Committee do not accept that clause. 

Mr. Сгоре, on behalf of the London County Council, asked for a 
clause to prohibit the company from opposing any Bill which might 
be introduced to Parliament for the purchase of the undertaking. 

Mr. FrTZGERALD said this would be legislating for 40 years 
hence, A, Bill might be introduced containing clauses most pre- 
judicial to the company, and it would be most unreasonable to 
insert such a clause. f 

The CHAIRMAN: The Committee are unanimous that they cannot 
‚ accept this clause. E 

А great number of agreed clauses were inserted in the Bill with- 
out, discussion, dealing with the following matters:— 

ren. -A proviso to Clause 68 states that nothing contained in 
this clause shall be construed so as to prevent the company from 
supplying energy to the Charing Cross, West-End and City Elec- 
tricity Supply Co., or to the County of London Electric Supply Co., 
for use or distribution in any area or district in 5 of such 
limited companies have power for the time being uͤnder any Act 
or order to supply or sell electrical energy. 

Purchase of Stock in other Companies.—Clause 72 (A) provides that 
the company shall not purchase any stock or shares of competing 
undertakers. | 

The Croydon Agreement.—The agreement with the Croydon Cor- 
poration, contained in Clause 85 (c) states that the company shall 
not come into the area of the Corporation except to obtain access to 
places beyond, to supply energy to railway, dock companies, &c., or 
to supply euergy to the Corporation. : 

Bromley and Beckenham Ayreement.---A clause for the protection 
. of the Bromley Corporation and the Beckenham U.D.C. also pro- 
vides that the company shall only come in to get access to places 
beyond, to supply railway companies, or to supply in bulk to the 
Corporation of Bromley, or to the Bromley Electric Light and 
Power Co., Ltd., so long as they are supplying in the district. The 
Beckenham Urban District Council may call on the company within 
12 months from the passing of the Act to supply all the energy 
which the Council may require on terms whicb, failing agreement, 
are to be settled by arbitration, provided always that the price shall 
not exceed the following sums per unit for current actually 
delivered at the existing station of the Council converted to the 
form and transformed to the pressure reasonably required by the 
Council, and metered and reckoned on the converted side of the 
system :—(^) If the Council take a supply for the surplus lighting 
load beyond what their station can produce, the sum of 1254. per- 
unit, provided that the load to be handed over to the company by 
the Council sball be as good from the load factor point of view ак 
that dealt with by the Council; (b) if the Council take a 
supply for the whole of the tramways which they аге 
for the time being supplying, and for the surplus lighting 
as aforesaid, but irrespective of load factor, the sum of 1714. per 
unit; (е) If the Council take the whole of their supply (except such 
as can be generated by the dust destructor plant) the sum of 95d. 
per unit. The Council are not to increase the capacity of the plant 
in their generating station beyond the amount required to meet the 
demand for current for a period of three years from the passing of 
the Act. The supply shall be given by the company for a period of 
90 years, but the Council may determine the agreement at the 
expiration of 25 years on the condition of paying to the company 
the value of the plant used exclusively for the district. The 
Council shall not be required to guarantee to take any fixed amount 
of energy from or to pay any minimum sum to the company. At 
the expiration of every five years the Council shall be entitled to 
appeal to arbitration for a reduction of price charged by the com- 
pany. The terms of the clause will also apply to the Corporation 
of Bromley should they acquire the undertaking of the Bromley 
Electric Light and Power Co. 

(irres Corporation Agreement.—The clause for the protection 
of the Gravesend Corporation is practically identical with the 
preceding, except that the company agrees not to supply enerey to 
the Gravesend and Northfleet Electric Tramways, Ltd., which the 
Corporation, under agrcement dated February 11th, 1902, has under- 
taken to supply. The company also is not to supply energy in com- 
petition with the Corporation, where installations do not exceed 
20 H.P. 

Supply to Authorised Companics,—Clauses were inserted stating 
the terms of agreement entered into with the South London Electric 
Supply(Corporation, the South Metropolitan Electric Supply Co., 
the London Electric Supply Corporation, the Charing Cross, City 
and West-End Electric Supply Co., the County of London Electric 
Supply Co, In each case the following sections are included ;— 


. own stations. 


„( ) The terms to be charged by the company to the supply 
company for the supply of energy herein provided shall be deter- 
mined by agreement or failing agreement by arbitration in manner 
hereinafter provided within 12 months from the date of the passing 
of this Act, the intention being that the terms charged by the com- 
pany to the supply company for a supply of energy as herein pro- 
vided, shall be such as will make it substantially more advantageous 
for the supply company to take such a supply than to extend its 
plant and manufacture energy for its additional requirements at its 
Provided always that such price shall not exceed £3 
“per annum per kilowatt of the actual maximum demand made on 

the company by the supply company at any time during the year, 
plus 33 of 1d. per unit actually delivered to the supply company, 
and metered and reckoned as provided by Sub-Sec. 9 of. this 
section. | | | 

“ (b) In fixing such terms, the arbitrator shall settle: (1) A unit 
or running charge which shall remain in force for five years and 
shall not exceed 33 of a penny per unit actually delivered to the 
Supply Co., and metered and reckoned as provided by Sub-section 
(9) of this Section; (2) A standing or fixed charge not exceeding 
£3 per annum per kilowatt of the actual maximum demand made 
on the company by the Supply Co. at any time during the year 
reckoned as provided by Sub-section (9) of this section ; (3) The 
period during which such standing or fixed charge shall continue, in 
force. 

“ (е) The supply company shall have the right to appeal to an 
arbitrator to be appointed as hereinafter provided:—(1) At the 
expiration of every period of five years from the date on which the 
bulk supply was first given, for a reduction of the unit or running 
charge; (2) at the expiration of every such period of five years for 
a reduction of any standing or fixed charge as regards the excess 
of the actual maximum deniand which may be made on the com- 
pany by the supply cómpany at any time during any one of the 
next succeeding five years over the actual maximum demand made 
on the company by the supply company at any time during the five 
years then last past and the settlement of the period for which such 


reduced standing or fixed charge shall continue in force; (3) at the 


expiration of any period settled for the duration of any standing 
or fixed charge for a reduction of such charge, and the settlement 
of the period for which the standing or fixed charge settled on such 
appeal shall continue in force.: 

"(4) In fixing such terms the arbitrator shall have regard to 
the terms on which the supply company could obtain energy else- 
where from & substantial company over a term of years taking 
into account the whole of the arrangement between the parties. 

“ (е) The company or the supply company shall at the expiration 
of every period of five years have the right to appeal to an arbi- 
trator to be appointed as hereinafter provided for a revision of the 
difference between the price at which the company supply in bulk 
and the price at which the supply company are compellable to 
supply or are actually supplying energy to the individual con- 
sumer, the intention being that the supply company obtains а 
reasonable allowance for the capital and operating charges neces- 
sary to distribute such a supply. Provided that the price per unit 
which the supply company pay the company for a supply under 
this section shall in no ease be increased as a result of any arbitra- 
tion under this paragraph of this sub-section.” 

dAyreement with the Empire Electric Light and Power Co.—In this 
clause the company bind themselves to supply within 18 months 
of the passing of the Act all the energy which the Empire Co. may 
require for working the tramways authorised by the Romford Order, 
and for the purposes of the Romford Electric Lighting Order. The 
prices to be charged are a fixed charge of £3 5s. per annum per 
kilowatt of the actual maximum demand made by the Empire Co. 
at any time during the year, plus a running charge of 38d. per unit 
actually delivered. 

The Bill was ordered to be reported to the House for third 
reading, but time did not allow of its passing through the remaining 
Stages. : 


[The fate of the Bill is referred to elsewhere iu this issue.] 


Bills Withdrawn. — Last week the orders for the various stages of 
the following Bills were read and discharged and the Bills with- 
drawn: Light Railways Bill Supply of Electricity Bill, Work- 
men's Compensation Bill. 


THE VALUE OF OUR CANALS, AND WHAT 
‘WE OUGHT TO DO WITH THEM. 


As an invariable rule, whenever, through the efforts 
of the “fourth estate," publie opinion in this country 
is roused from its habitual slumber by the lifting of 
some corner of the veil which generally hides the mazes of 
public poliey from the public view, the first impulse is to 
cast the blame for the shortcomings which may be thus 
revealed, whatever he their character, upon ** the Mother of 
Parliaments.” This casting of blame being practically the 
only satisfaction that the victims of the shortcomings in 
question can hope for, the practice is not likely to be 
lightly abandoned, and will probably be repeated whenever 
the public begin to realise, albeit hazily and momentarily, 
that they do not live in the most satisfactory of satisfactory 
environments under the best of best Governments in the world. 
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Possibly it is just as well for all concerned that this momentary 
awakening N a vague perception of the reality of things 
does not lasb longer than the time required to effect the 
change of Government, which is the recognised panacea for 
these shortcomings, else the futility of any such proceeding 
would become too apparent even for the common or garden 
elector, and the legitimate hunger of office might remain 
indefinitely unsatisfied. 

However this may be, in the case of our canals, the blame 
for their present more or less abandoned condition has 
certainly been attributed to the action of Parliament in that 
they permitted the railways to first control, and subsequently 
starve, all competing canal undertakings, the contention being 
that this policy was just as unjustifiable as the permission to 
purchase the turnpike trusts and thereafter control the 
national highways would. have been. But the history of 


canal enterprise in this country does not bear out the : 


legitimacy of the blame cast on Parliqment, the fact being 
that between 1840 and 1850, when most of the Acts for the 
main lines were granted, Parliament really had no choice in 
the matter. It was either compelled to face the taking over 
of the canals on behalf of the nation—a contingency which 
neither the then condition of the national purse nor that of 
public opinion could for a moment warrant—or else permit 
those with which the railways directly competed to pass 
under their control with the proviso that they should be kept 
open and maintained. 
policy saved our canal system as a whole from becoming 
absolutely derelict, and the land occupied ‘by these canals 
from reverting irrevocably to the original freeholders. The 
controlled canals might be, and have been starved, but they 
have been maintained, and not finally blocked. The loss 
in increased rates to the general public, involved їп their 
being thrown comparatively out of use, owing to the short- 
sighted ignorance of the railway directors, has been more 
than offset by the yearly logs to the companies who have 
been paying an average interest of 3°3 per cent. on the 
nominal capital of £11,416,472 at which the canal under- 
takings stand in their books, while the canals have only con- 
tributed an average of (4 per cent. towards the general 
earnings. Two blacks do not make a white, but the public 
may find some comfort in the thought that if they have had 
to pay exorbitant rates for the carriage of their heavy goods 
owing to the abandonment of water carriage in favour of 
rail carriage, the companies have had to part with а sensible 
portion of their dividends to maiutain the very waterways 
that they have declined to utilise. : 

The magnificent system of inland waterways which existed 
in 1830 in England and Wales, and which has practically 
never been added to since, comprised a total length of 


„4,332 miles, three-fifths (in round numbers) being canals . 


proper, and two-fifths river navigations ; this was reduced in 
1898 (when the last available returns of the Board of Trade 
were issued) to 3,132 miles, five-sixth being canals, and one- 
sixth river navigations, a diminution of 9} per cent. on the 
canals, and 58] per cent. on the river navigations—or a total 
diminution of 27% per cent. . 

Of the total loss of mileage which has occurred in inland 
waterways, only 116°15 miles (9:7 per cent.) is directly 
traceable to railways, this mileage being that of canals filled 
up and converted into railways; while of the remainder, 
11°15 per cent. of the total loss in the canals proper, and 79°15 
in the river navigations have been simply abandoned, a fate 
which would certainly have overtaken the majority of the 
canals, the control of which Parliament handed over to the 
railway companies—with which they directly competed—had 
they not been so handed over., The much-challenged policy 
of Parliament with reference to the canals in England and 
Wales has been therefore amply justified by the event, and 
but for the artificial protection extended in this way to 
our inland navigations, there is little doubt that the actual 
loss of 271 per cent: would have been by this date increased 


to some 50 per cent., and many of the most valuable of the 


waterways would have been lost to the nation for ever. 

The most important question now calling for an answer 
arising out of the above is, however, the following : Has the 
time not come for doing what Parliament was unable to 
attempt at the epoch when the railway mania was at its 
height ? Ought we to revert to the condition obtaining 
before the middle of the 18th century, and restore State con- 


There is very little doubt that this 


trol over our navigations ? Or, in modern language, ought | 
we to nationalise and free them for the use of the public for 
ever? Up to the time when the first private canal Acts 
were d by Parliament, all inland navigations were con- 
trolled bythe State or by Conservancy Boards appointed by 


the State; they, however, chiefly consisted of improved river 


navigations, and comprised very few canals proper, and it 
is only fair to state that the system of State control and 


 admiuistration obtaining up to that period proved, on the 


whole, very advantageous. At the middle of the 18th 
century the possession by England of some 1,250 miles of 
improved inland navigations gave her a decided commercial 
advantage over her Continental rivals through a superior 
capacity for developing her manufactures. 

The success achieved by the private venture of the Duke 
of Bridgwater, under the guidance of Brindley, by demon- 
strating the capacity of canals for earning dividends, led up 
to the years of canal mania (1791-94), for which the only | 
parallel is to be found 50 years later during the height of 
the railway mania (1841-46). Both periods of wild specu- 
lation were followed by the inevitable period of financial 
depression from which canal investments have never 
recovered. The interval between the first period of reaction 


and the second period of speculative fever was too short to 
. obliterate the memory of investors’ losses, and the investors’ 


hopes were thereafter permancntly set if other directions. 
In 1830 the fine system of waterways in the full tide of 
usefulness in England comprised some 648 miles, connecting 
the Thames, Severn and Mersey, 537 miles connecting 
the Thames and the Humber, 832 miles conneeting 


‘the Severn and Mersey, and 680 miles connecting 


the Mersey and Humber, with isolated navigation of a total 
length of 204 miles. No fewer than 21 distinct routes between 
London and the manufacturing districts of the Midlands, 
Wales, Yorkshire and Lancashire were in active operation. 
The actual cost of this system, owing to the cireumstance 
that, up to the middle of the . eighteenth century, 
much of the work was done at public expense, and that in 
the heyday of canal prosperity much work was charged 
to revenue and not to capital, is difficult to arrive at, but it 
probably lay between £15,000 and £30,000 a mile for the 
canals and £1,000 and £5,000 a mile for the navigation, 
or, taking the average value of the former at £22,500 and 


the latter at £3,000, the total could not have been less than 


651 millions. This capital now stands at, 31 10 million 
pounds. Allowing for the value of the derelict navigatious, 
the general depreciation in the value of our canal system 
amounts roundly to 50 per cent. of the original cost, so that 
the English public, by waiting the 70 years that have 
elapsed is probably in a position to acquire these undertakings 


. to-day at a reduction equivalent to over 50 per cent. The 


depreciation. in the value of Scottish canals has been far less 
than in the case of England and Wales, as the railway com- 
petition has not been so destructive—that is, the railway 
companies have availed themselves to a great extent of the 
canal facilities, where they existed, for getting rid of the 
slower and more obstruetive portion. of their goods traffic, 


‚ and have not entered into direct, competition therewith. 


The Irish canals are, in point of mileage, more important than 
the Scotch, but instead of being wholly included in the class of 
paying undertakings, as in the latter cage, nearly 50 per cent. 
belong to the non-paying class. This is largely accounted 
for by the fact that about that proportion of Irish canals 
are what might be called political canals—built in response 
to clamour for canal facilities without any reference to the 
question of their being really required. 

At the end of 1898 in Great Britain the independent 
canals represented 70} per cent, of the total length, 68 per 
cent. of the total cost, and they carried 84 per cent. of the 
total traffic, earned 82-‘per cent. of the total revenue, 
expended 78 per cent. of the total expenditure, and received 
64 per cent. of the total earnings—but only 67:18 per cent. 
of these independent canals paid working expenses, while of 
the railway-controlled canals 62:86 per cent. similarly paid 
working expenses. The traffic per open mile on the indepen- 
dent canals amounted to 11,400 tons, as against 5,277 tons on 
the controlled canals, the general average for both being 
9.594 tons per open mile, while on the railways, when 
reduced to the equivalent single track length, the tonnage 
per open mile in the same year was only 11,000 tons. These 
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figures bear eloquent testimony to the merits of water 
carriage for certain classes of inland traffic, even when 
opposed to the full force of competition and neglect on the 
part of railway management. If the railways which are 
efficiently organised as inland carriers and already possess 
the requisite organisation at the harbours and main towns 
of the three kingdoms, would only change their traditional 
and wholly unwarrantable policy of leaving water carriage 


severely alone, and transfer so much of their own slow goods 


traffic to the canals under their control as would bring up 
the traffic on these canals to the figure of the independent 
canals, they would earn enough to pay 4 per cent. at least on 
their capital cost, instead of one-tenth of that amount. At 
the same time they would probably relieve 1,200 miles of 
more or less congested lines from the worst paying and most 
obstructive classes of goods traffic, and postpone for at least 
a generation the costly alternative of doubling those lines. 
There is, indeed, no essential reason why these controlled 
апаз, even without improvement, should not carry double 
and treble the amount transported by the free canals with 
the best financial results. 

The example of the Aire апа Calder Canal system, which, 
owing to its traditional up-to-date management and the 
development of a rational system of dealing with traffic hy 
barge-trains, has held its own against the most strenuous 
railway competition, and which carries on an average three 
times the tonnage per open mile carried by the entire canal 
system (viz., 28,294 tons), is quite sufficient to prove what 
can be done on these waterways, and it is well known that 
twice and three times this amount could be carried without 
inconvenience. An easy calculation on the Aire and Calder 
basis will show that the independent canals could deal with 
45,381,112 tons per annum, and the controlled canals with 
25,876,580 tons, or a total 71} million tons instead of 
37,140,388, and relieve the railways of 26 per cent. of their 
present goods traffic, while, if three times the Aire and 
Calder traffic per mile were placed on the canale, and 
288 millions carried by them, the railways could send 
practically the whole of their heavy goods traffic by water. 

So much for the relief for traffic which might be afforded 
to our railways by a thoroughly rational utilisation of the 
existing canal system—from the point of view of the cost of 


carriage, the gain would be even more conspicuous—for | 


taking the year 1900 the gross receipts per ton-mile for 
railway carriage were 0° 39d., and the expenses (including 
capital. charges) about 0:32d., leavi ing only 0*07d. profit, the 
ratio of expenses to earnings being 59 per cent.; while the 
gross receipts per ton-mile were 0:33d., and the expenses 
about 0*0sd., leaving a margin of profit of 025d., the ratio 
of expenses to earnings being only 24 per cent., or less than 
half the railway Tatio. 


The various concurrent inducements to railway manage- 


ment to utilise water carriage as a substitute for rail carriage 
may be summarised as follows :—(1) Unavoidable payment 
of fixed interest on capital cost of controlled canals amounting 
to a net 3 per cent. on 115 million pounds. (2) Unavoid- 
able maintenance of the 1,138 miles of canal controlled by 
them. (8) Possibility of getting rid of any desirable propor- 
tion of their most obstructive goods traffic and relieving their 
congested lines во as to indefinitely postpone the necessity 
for costly widenings. (4) Possibility of trebling the margin 
of profit involved in carrying а ton of goods one mile. (5) 
Possibility of effecting all this without any serious increase 
in the working staff or modification in their carrying organi- 
sation, «е. If these inducements have so far proved 
insufficient to effect a change of view in railway manage- 
ment, it seems to be in very deed a hopeless case, and one 
almost past praying for. Experience does not seem to bear 
any weight in their counsels, and even the effective argu- 
ment of actually diminishing dividends, both directly 
and indirectly, appears to be of no avail. What, then, 
сап be done in the face of such inertia? [t 
almost seems that the Nemesis whieh overtook the 
once flourishing canal monopolies between 1830 and 
1810. is dogging the steps of the railway 
in the opening years of the twentieth century. 

Vj is the writing on the wall not plain enough for anyone 
to read? Is not an average decrease in the gross receipts of 
nearly 1 per cent., accompanied by a yearly increase in the 
gross expenses of over 4 per cent. with a corresponding 


monopolies ` 


decrease in the margin of profit of 21 per cent. in the earn- 
ing capacity of their goods traffic per unit, when also accom- 
panied by a yet more serious tale anent their passenger 
traffic, sufficient to make managers reflect ? 

Leaving the question of railway management on one side 
for the moment, what hope would there be of the public 
gaining by the nationalisation of the canal system, or, in 
other words, by the purchase of the independent canals and 
the relieving of the railway companies from the burthen of 
the controlled canals? We are inclined to hold that the 
problematical gain would be more than counterbalanced by 
the certain loss. The history of our canals has proved 
beyond question that their utility from the commercial 
point of view depends almost entirely on the existence 
of an adequate organisation of the carrier kind. Under the 
stress of competition with the carrier organisation developed 


by railways, the carrier organisation on the majority of 


existing. canals, with some bright exceptions, has proved any- 
thing but a success. And although the railways have vastly, 
to their own loss, refused in the past to extend that organisa- 
tion to water carriage under their own control, there can be 
no doubt that they would avail themselves to the uttermost 
of that organisation to choke competition on those canals, 
whenever they passed out of their control. The purchase 
of the controlled canals would simply relieve the railways of 
а burthen that they have, up till now, carried to a certain 
extent for the public good, and provide them with funds to 
carry on a disastrous competition with the carrier who used 
the canals, owned by the public and maintained at the cost 
of the ratepayer. The manufacturer would for a time gain 
by the lowering of rates on certain classes of goods, but the 
lowering would not outlast the competition. If, as is 
probable, the railways should come out on top, the latter 
condition of water carriage would be worse than the present, 
as the position of therailway monopoly would be permanently 
improved, the tolls would go up, and the public would be 
saddled with the cost of the canal system as a permanent 
addition to the burthen of the rates. 

There can be little doubt that a reversion to the conditions 
of ownership and administration of the canal system which 
obtained previous to the middle of the eighteenth century 
under existing circumstances should not be thought of. The 
time is not ripe to think of taking over the railways. Many 
years of dwindling dividends must elapse ere the capital at 
which these stand will be reduced to reasonable limits, as 
has been the case with canals. Till that time is reached, it 
"were folly to give railway monopolies an increased lease on 
the life they have so egregiously squandered by nationalising 
the canals. The only hope of these much-neglected water- 
ways being rehabilitated. within a measurable time, lies in 
the reversal of railway policy towards them and their utilisa- 
tion by the railways themselves. 

Failing this—the hope is but a slender one either way— 
they might be rehabilitated by the creation of an up-to- 
date carrier organisation on the model of one of the big 
railway corporations, who should possess agencies in all 
harbours and manufacturing towns served by our canal 
system, and provide a fleet of up-to-date barges suitable to 
the various canals. This organisation should adopt some 
system of traction other than horse traction and apply it to 
the canals in general and should directly compete for local 
and through traffic with the railways. The independent 
canals might very reasonably enter into the combine and 
bring their under takings with them—while the financial 
strength of such an organisation as the one foreshadowed 
would ensure the proper ‘maintenance of the controlled canals 
by the railway companies by the enforcement of the pro- 
visions of the Acts under which these were confided to their 
care. 

The railways would no doubt kick at maintaining 
efficiently waterways directly competing with their own lines 
for traffic, and one of two things might happen :—They 
night be encouraged to work themselves on the improved 
method, and exchange traflic as with foreign lines with their 
competitors, or they might even decide to hand them over 
to their competitors on mutally advantageous terms. In 
either case, the publie would be the permanent gainer, as 
efficient and lasting competition between water and railways 
would have been established, and without any contingent call 
upon the rates. 
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ELECTRICITY IN COAL MINING. 


“ ELECTRIC motore аге employed for а multitude of purposes, but 
the conditions and requirements are nowhere more exacting than in 


the operation of mining machinery.” So says Мг. W. B. Clarke in 


a short article under the above title in the Mining Magazine for 
April, 1905. The electric locomotive and the under-cutter were 
the first practieal applications of electricity to coal mining, but the 
field for tue electric motor extended very rapidly, and now 
embraces all purposes for which power is required underground, 
and in surface operations as well," and The severe and peculiar 
conditiens which attend the distribution of power for the operation 
of mining machinery, constitute a field to which the electric 
motor seems to be especially adapted." These points have been 80 far 


recognised in this country that the adoption of electricity for: 


mining operations is becoming an absolute necessity if mine owners 
are to work their collieries economically. The better seams nearer 
the surface are fast disappearing, and it is becoming necessary (о 


open out the poorer and thinuer seams, which could not be worked 


previously on account of the high cost of winning; hence it 


is only by the introduction of machinery worked by power 


electrically transmitted that the coal can be worked profitably. 
Hitherto the power has been transmitted by steam or compressed 
air, the former being prae e used for hauling and pumping 
engines, but it is practically impossible to work a coal-cutter 
with steam. Ав Mr. Clarke says, "The пве of steam under- 
ground is. attended with many difficulties, the principal of which, 
perbaps, are the condensation in the long steam liues and the 
leakage at the joints. The extent to which these losses occur in 
practice is illustrated by the fact that one of the most modern com- 
pound condensing engines in the anthracite district is frequently 
operated with & by-pass open admitting live steam into the low 
pressure cylinder." Most engineers in charge of steam pipes in 
collieries, however, would be thankful if the trouble only amounted 
to this; it is the jointe and the difficulty of keeping them steam- 
tight that are the bane of theirlives. Compressed air is little better. 
Certainly there is not the heat and moisture as with steam, 
but the jointe are still to be kept good. Then there are the 
receivers, with a certain amount of risk of explosion; and all the 
trouble connected with the formation of ісе in the ports 
and exhaust of the engines. 
nays :—"“ The low efficiency of the compressed air system is due 
principally to inherent losses in the air cylinders of the compressor, 
and to the low ratio of. expansion in the ordinary mine pump or 
haulage engine, but the transmission losses are by no means 
negligible. In a fairly representative bituminous coal mine the 
initial air pressure is 75 lb., and the pressure at the punchers (coal- 
cutters) is 30 Ib., the energy required to compress the air from 
30 lb. to 70 lb. pressure being lost in transmission. The statement 
is often made that 50 per cent. nay be gained bv reheating com- 
pressed air, and this is undoubtedly true if the air is heated to а 
sufficiently high temperature and used expansively ; but the fact 
remains that reheating underground is impracticable under ordinary 
conditions.” As to the comparison with electricity, the author 
says :— The principal advantages of electricity as compared with 
compressed air are the high efficiency and the flexibility of control 
and distribution. . . . The conducting wires are flexible, and readily 
conform to the mine workings, and extensions and altcrations may 
be cheaply and expeditiously made, statements by no means true 
of any system of piping.” 

The only operation connected with mining that so far has given 
diffculty in the application of electric driving is that of rock 


drilling, but again quoting the author: During recent years, con- 


siderable progress has been made toward the development of a 
successful electric rock drill, and the performance of the electric drill 
has demonstrated that it requires less than one-fourth as much power 
аз an equivalent air drill (the italics are ours). The simplicity and 
endurance of the air-drill are compensating advantages, and it can 
hardly be said that it is in any immediate danger of being dis- 
placed. There is, nevertheless, a large tield for the electric drill in 
its present forms, and stimulated by the enormous commercial 
possibilities of a successful electric rock drill, improvements in 
design and construction are sure to develop from time to time.” 
Here is an opportunity for inventors! but we would warn them to 
avoid the use of springs as much as possible. A drill to be successful 
must be strong, to withstand the roughest usage, and the dirt and 
dampness which are almost inseparable in mining work, and simple 
enough in construction to be casily understood and handled by an 
unskilled workman. 

With regard to pumping, one of the—or rather we may say—the 
most expensive operation in mining work, the author says: One 
ef the most interesting developments in connection with the use of 
electricity in mining operations is the perfecting of the turbine 
pump.  Electrically-driven reciprocating pumps are extensively 
employed for mine drainage, but a high speed rotary pump is in 
many respects preferable. The turbine pump is in effect a centri- 
fugal pump designed for service against high heads. The ordinary 
centrifugal pump is limited to heads of about 60 ft., while the tur- 
bine pump is built in single units for heads up to 500 ft., and a 
combination of units located on different levels will most success- 
fully cope with any mine drainage proposition. The turbine pump 
bas a much higher efficiency than the ordinary centrifugal pump, 
but its principal advantages in mine service are simplicity and 
compactness. A pumpof this type, driven by a direct-connected high- 
speed electric motor, occupies a small fraction of the space required 
by a pumping engine of equivalent capacity. The turbine pump 
is especially suitable for handling mine water, since the clearances 
are liberal, and there are no moving valves, and no wearing surfaces 


As to efficiency, Mr. Clarke . 


in contact, with the exception of the self-oiling bearings. Thése 
pumps can be started under full water pressure without by-pass 
valves or automatic attachments of any description. The starting 


torque is simply that necessary to overcome the internal friction, 
‘since there is no delivery until the speed of the motor approaches 


its normal value. The discharge valve or the suction valve of a 
turbine pump may be closed while the pump ів in service, without 
disastrous results. The closing of either of these valves simply 
stops the flow of water, and the load on the motor is reduced to the 
power consumed in churning the water in the pump chambers. 
The vibration usually encountered in reciprocating pumps is 
totally eliminated in the turbine pump, as only a rotary motion is 
employed, and consequently heavy and expensive foundations are 
unnecessary .... All the moving parts are enclosed in a 
symmetrical cast-iron case which not only ensures absolute 
rigidity, but effectually prevents any tampering with the 
machine. The compactness and simplicity of this type of pump 
are of prime importance in mining work, and, coupled with the 
high efficiency and the absence of all moving valves, it would seem 
that it is in many respects ideal for mining service.” The 
advantages of this type of pump have been recognised for some 
time both in this country and abroad. An English firm is pre- 
pared to supply motor-driven turbine pumps to deal with heads of 
1,000 ft. in a single lift; and at a colliery in Westphalia a pump of 
this type is dealing with 1,540 gallons per minute, against a head of 
over 1,640 ft. This pump is in two parts, each part having four 
steps, and being driven by a separate motor. The first part draws the 
water from a depth of 13 ft., and delivers it to the second part at 
half the velocity required for the total lift, the second part 
supplying the remaining velocity. The motors are three-phase, of 
600 н.Р. each, and are supplied with current at a pressure of 5,000 
volts, the speed being 1,035 r.p.m. 

As an instance of the endurance of motors, so necessary in mining 
work, Mr. Clarke gives the following: Several months prior to 
the late South African war, there were installed in the Knight's 
Deep mine, 12 Knowles horizontal triplex pumps, each driven by a 
50-H.P., 110-volt alternating current induction motor. The power 
was distributed at a voltage of 2,300 from а central plant, and 
three 15-k w. step-down transformers were installed with each motor. 
Shortly after the war broke out, operations were suddenly suspended, 
and the pumping stations were submerged by the rapid rise of the 
water. The various motors and transformers remained under from 
500 to 1,000 ft. of water until peace was declared, 2} years later, 
when tne mine was unwatered and the electrical apparatus removed 
to the surface. Three of the motors were stripped and completely 
rewound, but the condition of the insulation seemed to indicate 
that rewinding was unnecessary, and the remaining nine motors 
were accordingly thoroughly dried in an oven and treated with an 
insulating oil. After a rigid test, these motors were again placed 
in regular service underground, and the transformers were treated 
in the same manner, with equally satisfactory results. Such an 
occurrence as this certainly manifests in the electric motor that 
attribute of endurance which is such an important requisite in 
mining machinery.” 

The author then deals with fans, and points out how easy it is 
with electrical transmission to place small fans underground to 
increase the ventilation in positions where the circulation is more 
or less inadequate, which is often the case, however powerful the 
main ventilating fan may be, and he cites an instance where a 4-ft. 
diameter disk fan with a capacity of 35,000 cb. ft. of air per minute, 
against a water gauge of 3 in., driven by a 10-н.р. 800 r.p.m. motor, 
situated in a remote part of a large mine, has reinforced the local 
ventilation to a surprising extent. For driving fans the electric 
motor is vastly superior to any steam engine, as when provided with 
self-oiling bearings it will run for months without any attention 
beyond an occasional inspection. 


¢ 


American Boiler Practice.—We are apt to consider 
that in the matter of standard practice America is ahead of our- 
selves, but through an occasional rift we are sometimes treated to a 
glimpse of the medley of confusion which must really exist in the 
United States. Different States have different laws, and apparently 
even different cities have different laws, and in respect of marire 
boilers, under the authority ef the Board of Supervising Inspectors 
of Steam Vessels, a steamboat on the River Mississippi or its tribu- 
taries can, or could a few years ago, carry a steam pressure 20 per 
cent. higher than other U.S. vessels. Now we realise that the 
inspector of boilers and elevators for the city of St. Louis has, 
apparently on his individual responsibility, sent out notice that 
certain boiler shells carrying more thau 15 10. pressure (he might have 
said all, while he was about it) must have longitudinal seams butted 
and strapped. The rule is good enough tu be made a general rule, 
but evidently it is not general practice. If each city ingpector has 
his own rules, th:re must be a fearful condition of uncer- 
tainty about American boiler practice. In the City of New 
York the police do the boiler inspection. A few helmeted 
desperadoes drive up in a van with a force pump, seize an uafor- 
tunate boiler, put a trifle more water into it than it will fairly 
hold, and leave it stretched and weakened with a quite unwarranted 


. certificate that, being reduced in strength by the test put upon it, it is 


now safe to work until next assault and battery. No one but a born 
fool would puta boiler to such a casually applied hydraulic test with 
any expectation of securing safetv or proving а fault, though such 
casual tests do greatly help incipient faults to develop amd prove 
themselves afterwards under steam pressure half that used in the 
hydraulic test. 
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‘NEW PATENTS APPLIED FOR. 


Compiled "үч nor this journal by W. P. Тномрвох & Co., Electrical Patent 
' Agents, gh Holborn, London, W. C., and at Liverpool, to whom all 
inquiries and be addressed. | 


^. 


*11,3014. ‘ Improvements in mounting and heating cylindrical thermo-electric 
enerators." CoMPAGNIF THERMO-ELECTRIQUE (SY8STBME HERMITE) SOCIETE 
ANonyMe. (Date applied for ander Patents Act, 1901, May 8rd, 1906, being date 
of application in France. An invention comprised in Application No. 11,01, 
ated May 30th, 1905.) August Ist. (Complete. _ 

15.606. Im goa cede in the manufaoture of metal. articles by electro- 
deposition.” I. Grass. July Sist. 

15,658. “ Improvements in апа relating to telephone attachments. N. E. 
Damico. July 31st. (Complete.) 


15,673. Electric lamp bulb and method of and apparatus for finishing 
game." G. P. McDoNNELL. (Date applieg for under. Patents Act, 1901, 
November 2nd, 1904, being date of application in United States.) July 18а. 
(Complete.) 

15,081. "Improvements: in electric rotary switches or wipe contacts." 8. 
HiNpLEY. August Ist. 

- 15,690. ** Ап improved system of electric road traction. А. D. SHEPARD. 
August 186, 

‚ 15,739. “Antiseptic mouth- -piece or transmitter, for telephone or speaking 
ubes." J. V. Мкромоор. August ist. 

15,752. Improvements in self-releasing brake handles for electric tramcars 
ahd ‘other vehicles." M. BELMONDO. August lst. (Complete: ) 

15,709. ‘Improvements in electric soldering irons.’ THE BRITISH 
TuoxsoN-HousTON Co., LTD. (The General Electric Co., United States.) 
August Ist. 

15,770. “Improvements relating to the insulation of e'ectric conductors." 
THe British Тномѕох-Носзтох Co., Lrp. (The General Electric Co., United 
States.) August lst. ; 

15,791. “Improvements in the operation of points or signals for electric rail- 
ways." С. W. SoMERVILLE and O. Hicks. August 2nd. 

15,810. “ Apparatus for electrically ringing church bells and the like.” J. R. 
Eyre and E. MEYER. August 2nd. 

15,819. Improvements in an relating to automatic electric circuit-breakers.”’ 
L. Ковіхвом & Co., Lro., and J. D. Арлмв. August 2nd. 

15,927. “ improvements in electrical carbon brushes and in holders for same.’ 
F. J. H. Baxer. August nd. 

15,896. “Improvements in électric wiring.“ 
Complete. ) 

15,860. ‘‘Improvement in а namo-electric machines." Tur BRITISH 
Тномѕох-Ндсатох Co., L/rp. he General Electric Co., United States.) 
August 2nd. 


. 16,868. AN improved electric press for bells.” F. F. RoBINSON. August 
ger 


R. Е. Yorxe. August 2nd. 


15,871. “ Ап improved box for enclosing switches, fuses, or the like." С. О. 
n August 3га. 


5,880. An improved sparking plug for internal combustion engines and the 
нс” А. B. LA MIN. August 8rd. 


* 16,830. ‘‘ Improvements in or relating to switches for electrically driven 
motors." J. STRATTON and E. A. CLAREMONT. August 8rd. 


15,910. Improvements in vapour electric apparatus." THe BRITISH 
Тномвох-Ноивтох Co, Lro. (The General Electric Co., United States.) 
August Srd 


15940. “An improved type of four-way disconnecting street box for the 
distribution of electricit ty by single, triple-concentric or three-core mains.“ 
T. HxNwoop. August 4t 2 А 

15,945. Novel or improved electro-magnetic motor." Н. R. MORTELL and 
L. L. MORTELL. August 4th. 


15,9600. Improvements in coin-freed apparatus for the supply of electrie 
current." J. HIKELEY and THE NEWCASTLE-UPON-TYNE ELECTRIC SUPPLY Co., 
то. August ith. 


15,976. “ Improvements in awitch- -turning mechanism. » L. L. BioELOw. 
August 4th. (Complete.) 
15,994. ** Improvements in electrical ignition apparatus. " H. E. Corr. 
August 4th. 


15,998. Improvements in or relating to globes or the like for electric lamps 
or other purposes. E. BoHM. August 4th. 


16,008. A method of increasing the capacity of piece accumulators. " M. 
Rol Orr. August 4th. 


16,024. E Improvements in and relating to telephone office systems and to 
чп *thods of establishing connections therein.” C. Lean. (Deutsche Tele- 
lon Werke R. Stock & Co. G.m.b.H., Germany.) August 4th. (Complete.) 


16,057. Improvements in and гайы to magneto ignition ap tus for 
ue with internal combustion engines Gawron. (Date applied for under 
Pitents Act, 1901, August 6th, 1904, being date of application in Germany.) 
A igust bth. (Complete. ) 


16,063. ‘‘ Improvements in rheostats, controllers, and starting switches for 
e‘ectro-motors."’ J. R. Grata, Jun.. August 5th. (Complete.) 


16,072. ‘‘Improvements in or relating to electric cells." A. Lors. August 
5th. (Complete.) 


16.075. Improved means for supplying and cutting off currents of high 
potential to and from conducting lines."  S1iEMENS-ScHUCKERTWERKE G.m.b.H. 
(ate applied for under Patents Act, 1901, February 23rd, 1905, being date of 
‘pplication in Germany.) August 5th. (Complete. ) 

. 16,079. ‘Improvements in or relating to interrupters for making or breaking 
electric circuits." A. L. Davis. August 5th. 

» 16,080. "Improvements in or relating to interrupters for making and breaking 
electric circuits." A. L. Davis. August Sth. Complete.) 

16,083. “ Improvements in electric telegraph apparatus for transmitting indi- 
cations corresponding to a transmitter handle." J. Rosinson. August 5th. 

16,088. © Improvements in or relating to means or apparatus for supplying 
'e'ectric current to telephonic apparatus.“ E. A. ОкАНАМ. August 5t 


PUBLISHED SPECIFICATIONS. . 


"Copies of any of these ‘Specifications may be obtained of Messrs. W; P. 
Тномркох & Co., 322, High Holborn, W. C., and at Liverpool, price, post 
free, 9d. (in stamps). 


"HN {904 


Ru. : rr nis AFPARATUS FOR ELECTRICITY. J. H. Henderson and C. Napier 
Hhggin, 10,836. May 11th. 


ARMATURES or DYNAMO-BLECTRIC MACHINES, W. A. Ker and Paterson, Cooper 
iml Co., Ltd. 11,141. May lith. 


DISTRIBUTION oF ALTERNATING CURRENTS. A. F. Berry. 11,363. May 17th. 


„ PANG Divices FOR Flur Brigabk COMPETITIONS AND THE LIKE, A. E. Nicholls 
anl A. C. Brown. 12,213. May 30th. 


DniLLIdd MacniwES. H. A. Jones, H. Parks and the Phoenix Dynamo Mana- 
facturihg Co., Ltd. 12,445. June 1st. 


ELEctnicaLty-Driven Fans. Veritys, Ltd., and C. B. Walker. 12,491. 
June 2nd. ; l 


IGNITION APPARATUS FOR INTERNAL CoxMBUSTION Mortons. Н. du Cros. (Societe 
| ое de Anclens Establissements Panhard & Levassor, France.) 12,741. 
une 6th. 


TRAIN DESCRIBER OR INDICATOR. D. Wells. 12,840. June 7th. 


ELECTRICALLY: HEATED GAUFFER MOULDS AND OTHER BSIMILAB APPARATUS. A. J T 


Boult. (Société Dubois et Emery, Switzerland). 18,136. June 10th. 


' APPARATUB FOR PnovipiwG TELEPH NE COMMUNICATIONS FOR Use at Еве. 


J.C. Merryweather. 18,178. June 10th. " 2 
Стасшт BREAKERS OR Gwitcnes. J. Liddle. 20,846. September 2th. 


` ADJUSTING TRAIN Кап, Points FROM THE Car. J. E. Macaulay. 21,642. 


October 8th. 


SWITCHBOARDS FOR TELEGRAPHIC, TELEPHONIC, AND OTHER ELECTRICAL SYSTEMS. | 


B. J. B. Mills. (W. P. Hammond, United States.) 25,898. November 90th. 
CiRcurT PRoTECTING Devices. W. Schaffer. 26,679. December 7th. 


Hascers or Ears FOR ОУЕВНЕАЮр ELE&cTBRIC TROLLEY WIRgs. H: sua 3 
Bailey and R. Billington, A. Richardson, J. Haydock and Т ones. 
27,135. December 18th. 


VAPOUR ELECTRIC APPARATUS. J. Т. Н. Dempster. 27,687. December 17th. 


TELEPHONE STATION IN&TALLATIONS. Siemens Bros. & Co., Ltd. (Siemens and 
Halske Akt. Ges., Germany.) 28,455. December 27th. | 


ELEcrRo-DmPosiTioN or METALS. W. R. King. 28,601. December 28th. 


1905. 


CONTROLLING тнк LuMrINOSITY oF ELECTRIC LAMPS AND THEIR. CONSESEPTION OF 
Evecraic CURRENT. F. A. Hunter. 899. January 9th. 
APPARATCA FOR OPERATING Gas Taps AND ELECTRICALLY IGNITINO THE Gas. 


J.G. Lorrain. (Вос. Anon des Allumeurs-extincteurs Automatiques. ) 1,281. 
January 21st. 


Всаманпа Toots ron Use IN THE ELgcrRO-DEPOSITION or METALS. J. C. 
Jobling and H. C. Harrison. 2,692. February 9th. 

Lise BELECTORS FOR TELEPHONE AND Lixx Systems. P. Hardegen. 2,962. 
February 13th. Е 


SPaARKING PLUG FOR INTERNAL Сомвовтох EwcixEkS. L. Boulez. (Date 
applied for under Internationa] Convention February 22nd, 1904.) 3,591. 
February 21st. 

Extucrric Grow Lamps. L. Scholvien. (Date applied for under International 
Convention September 29th, 1904.) 5,836. March 20th.  . 

ALTERNATING CunKEwT Evxcteic Motors. В. G. Lamme. (Date кире for 
under International Convention May 8rd, 1904.) 7,295. April 6th. 


TERMINAL Rons ox CONDUCTORS or SPARKING PI. Vos FOR INTERNAL b 
ов ExpLosicN Enoings. F. R. Sims and R. Bosch. 1,824. January: 23rd. 


йомтттом Devick yor ExPLosIoN ENoiNEs. Н. de la Valette. ette. (Date e applied for for 
under Internationa] Convention, January 28th, 1904.) 1,754. January 28th. 


‘Devices FOR EXERTING AN ELECTRO-MAGNETIC INFLUENCE ON THe Arc ОР 
ELkcT«ic Авс Lamps. Т. L. Carbone. 3,433. February 18th. 


Detonator Fuses ғов ELectric Biastinc. F. Render. 8,554. February 21st. 


Anc Lamp ELECTRODES. British Thomson-Houston Co., Ltd. (General Electric 
Co., United States.) 257. January Sth. 


Process FoR NEUT@ALISING BTATIC ELECTRIC тү. W. H. Chapman. 2,474. 
February "th. 


ELECTRIC INcaNDasCENCE LAMP Firtixos. Е. W. Sater. 2,999. February 13th. 


PLATES FoR SEcoNDARY BATTERIES. W. P. Thompson. (Pfluger Accumulatoren- 
Werke Ack.-Ges., Germany.) 815. January 6th. . ` 


MAGNETIC Compasses. F. Wilke. 47. January and. 


PROTRCTIVE APPARATUS FOR ALTERNATING CURRENT Circuits. Н. P. Davies and 
F. Conrad. (Date applied for under International Convention, January 
20th, 1904.) 852. January 7th. 


SPRING Jacks FoR TEL¥PHONE BwiTCHBOARDS. Siemens Bros. & Co., Ltd. 
(Siemens & Halske Act.-Ges., Germany). 2,266. February 4th. 
ELEcTRicAL Fittings. J. Dugdill. 4, 882. March 8th. 


"Micno-TELEPHONES OR INSTRUMENTS CONTAINING A TELEPHONIC RECEIVER AND 
TRANSMITTER LN ONE CasiNG.. I. B. Birnbaum. (Teneihon Fabrik Akt.-Ges., 
vormals J. Berliner, Austria.) 6,865. March 31st. 


Evectric HEATING oF ELECTRICALLY PROPELLED VEHICLES. The Union Elek- 
_tricitats-Gesellschaft. (Date applied for under International Convention, 
March 16th, 1904.) 789. January 14th. 


— 


^ OMEASURING INSTRUMENTE. F. Conrad. (Date applied for January 20th, 1904.) 


923. January 17th. 


ARRANGEMENT OF MULTIPLE SWITCHBOARDS FOR TELEPHONE ExcHANORE«. 
Siemens Bros. & Co., Ltd. (Siemens & Halske Akt.-Ges., Germany.) 3,409. 
February lBth. . а 


Devices FOR PREVENTING THE OVERCHARGING OF ELECTRIC OAaBLES. ‘Land and 
-Seekabelwerke Akt.-Ges. (Date applied for under International Convention, 
March 31st., 1904.) 3,510. February 20th. 


ELgoTRo-MauNE18 FoR Usk IN ELECTRIC Meters. О. T. Blathy. 498. 
January 10th. 


INSULATORS POR ELECTRIC Сёхр eros. Marconi's Wireless Telegraph Co.“ 
Ltd., and G. E. Turnbull. January 27th. 


ELECTRICAL Clocks. G. 1 3,371. February 17th. 
SPAREINOG PLUGS. T. F. Rene. 4,062. February 27th. 


Devices FOR EXERTING AN ELECTRO-MAGNETIC INFLUENCE UPON THE ABCS ОР 


El. CTRIC Arc Lamps. T. L. Carbone. 3,280. February 16th. 
GLOBES FOR InsuLaTION Purposes. K. Welbeir. 3,442. February 18th. 


DEVICES FOR PREVENTING THE OVERCHARGING OF ELECTRIC CABLES. Land and 
Seekabelwerke Akt.-Ges. (Date applied for under International Contention, 
March 31st, 1904.) 3,511. February 20th. 


ATTACHING ELECTRIC INSULATORS TO TVBULAR on LIKE ARMS OR BRACKETS. 
Siemens Bros. & Co., Ltd., апа а. W. Perry. 6,286. March 24th. 


ALTERNATING CURRENT CoMMUTATOR Motors. Zani. 513. January 10th. 


APPARATUS FOR AUTOMATICALLY IwNDicATING Loss OR PASSAGE or ELECTRIC 
© CURRENT. Wieland. 841. January 16th. 


SECURING LAMINATED CORES OF Disate: ELECTRIC MAC HINES, Burke. 1,920. 
January 31st. 


Drxaxo- ELECTRIC MacuiNES. Burke. 1,921. M 318%, 


Rests TANCE FoR ELECTRIC CURRENT. Hopfelt. 3,401. February 18th. 


APPARATUS FOR ABSORBING Gasks BY A LIQUID UNDER THE ACTION OF THE SILENT 
ELECTRIC DISCHARGE. 7,101. April 4th. 
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С TYPES OF SCIENTIFIC PAPERS. 


ALTHOUGH councils and members of all institutions (save 
the British Association which is picnicing on the veldt) 
are now at rest from the labour of meetings, presidents-elect 
and potential readers of papers for the coming winter session, 
perhaps labour with a certain sense of uneasiness. with 
regard to the papers or addresses which they are about to 
read. To all, except presidents and chairmen of local 
sections to whom we would not presume to tender advice, а 
dictum of Scott Russell’s may be commended. Writing 
about 60 years ago concerning that philosopher's stone of the 
mechanical engineer, the rotary piston engine, Scott Russell 


said: “ It is, indeed, a matter of general regret, not limited 


to rotating engines, that false pride should prevent men 
from publishing the results of such experiments as may not 
be perfectly successful in accomplishing the objects originally 


intended. It should be recollected that, as evidence of the 


truth or falsehood of some great principle, no experi- 
ment is valueless if simply and faithfully described, 
and that if it do not serve- as a signal post to 
point the way to truth, it may at least prove useful as 
a beacon to warn from the path of error.“ А great 


many papers are written in the spirit of this adjuration. Of 


recent examples, the Iron and Steel Institute has furnished 
a remarkable number, prominent among which was Mr. 
R. A. Hadfield's paper on * Experiments Relating.to the 
Effect on Mechanical and Other Properties of Iron and. its 
Alloys, produced by Liquid Air Temperatures," in which 
some 1,100 experiments were made, some of these on alloys 
manifestly useless to the engineer оп account, of their intract- 


. able nature and extreme hardness. 


The Institution of Electrical Engineers, both at head- 
quarters and at its local sections, can point to few, if any, 
papers of this order. It is not that an immense amount of 
experiment and testing is not taking place in various works 
aud stations throughout the country, or that these investi- 
vations are not being recorded by those responsible for them. 
These records, unhappily, grow dusty in pigeon holes, and it 
is more than probable that duplicates may be found in 
several works, each firm being ignorant of the existence of 
similar parallel investigations. ws 

The motives making for secrecy are two-fold. In the 
first place, there is the feeling that although the avenue to 
success ig not yet discovered, the publication of information 
already secured would serve to put rival firms on the track, 
and allow them to reap the fruits of others’ sowing. In the 
second place, when a man is convinced that further essay 
would be fruitless, there is the natural disinclination to 
announce from the house-tops that one has been pursuing a 
will o' the wisp, that one has been. butting against a brick 
wall without avail. | 

The proceedings of various institutions, and the records 
of the technical Press. contain much of interest and value 
to the engineer. It is probable, however, that the unwritten 
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history of engineering investigation would surpass in interest, 
if not in value, many of the records of success which во 
many rush to acclaim. A little more give and take and 
concerted research work would do much to aid in 
the maintenance of British commercial supremacy. In 
Germany two mammoth undertakings pooled their wireless 
telegraph patents, while the Marienfelde-Zossen high speed 
railway experiments were carried out by a syndicate, to which 
these same firms contributed both money, material, and 
brains. The chief hope of British economy of investigative 
effort, if the present spirit of reticence continues, would be 
in the National Physical Laboratory at Teddington. The 
Engineering Standards Committee, or rather its electrical 
sub-committee, has had recourse to Teddington for the 
clearing up of several matters. If by its example the 
Standards Committee can ensure that there be for the future 
less isolated research and less suppression of what might be 
beacon lights to warn from paths of fruitless endeavour, 
it will render no mean service to electrical manu- 
facturing industries. Meanwhile, the manufacturing sub- 
committee of the Institution of Electrical Engineers might, 
in place of holding an annual tea-meeting to co-opt new 
members, draw up a list of subjects requiring investigation, 
and ask for monographs from technical firms on these, 
and also on subjects whieh they had found barren of 
result. Е 


Іт is sufficiently obvious to most that 
controllers which burn up, do so because 
some live part has * gone to earth." In 
other words, an arc has been started between the live part 
and the earthed framework, or some other portion of the 
controller which is at or near earth potential, and being 
started, has held until something happened to disrupt it. 
Ав а general rule, these arcs are set up between the trolley 
or resistance fingers and the frame, and Mr. Sydney W. Ashe, 
in the Engüieering News, U.S.A., explains why it is that the 
arc holds long enough to do the damage which is often seen. 


Controller 
Flares. 


Why does not the circuit breaker open, or why does not the : 


fuse blow before the arc becomes dangerous ? 

The answer is as simple as the question. Because the 
current passing along the arc is insufficient to work either of 
the safety devices, and all the damage may be done before 
the current rises above the limit at which the circuit breaker 
NM open. 

A 50-ampere arc is a thing to treat with respect, and it is 
quite capable of burning holes through the door or the cover 
of a controller while the motorman is wondering where the 
noise of it is coming from. Mr. Ashe, in fact, determined 
the time taken by a 100-ampere arc to find its way through 
a metal plate as thick as a controller casing, and found it to 
vary from two-thirds of a second to one second. Few 
circuit breakers are set below 100 amperes, so there is room 
for the imagination to run riot amidst the horrible ы 
that may occur when once an arc starts. 

As a matter of fact, these horrors do not come to pass, 
and the are contents itself with scorching the motorman’s 
breeches and sending the controller into the shops for a 
week; but the heavier {ташса currents become, the more 
danger there will be until the universal type of controller is 
modified to suit the altered conditions, and we agree with 
the closing remarks of the article mentioned above: ‘ The 
only way to eliminate the burning-out trouble is to use as a 
controller a modified form of the contactor system of control 
employed for heavy traction work, in which the heavy train 
line circuits are opened. and closed by perpendicular break 
contactors located under the floor of the car, and the ares 
are extinguished by blow-out magnets.” 


THE occasion of ‘a strike of any magni- 


3 tude usually gives rise to clamour for the 
r п n ез е . 
Trade Disputes, establishment of а court of conciliation 


whose function should be the settlement of 


disputes between employers and employed. Were it possible 
for the State to intervene for the purpose of preventing 
labour warfare, ita intervention would be welcomed on all 
hands; but there are certain unwritten laws of supply and 
demand which must override even the power of Parliament, 


although, according to a maxim of the British Constitution, - 


it is able to do anything. The mother of Parliamenta has 
hitherto refrained from saying to the employer, „Jou shall 
employ so many workmen and no more, or “ You shall 
only employ workmen at £ per week,” and she has 
also refrained from telling the workman, * You shall work 
for £ a week." Why? Весапве it is impossible to 
enforce any such laws without inflicting the grossest injus- 
tice upon innocent persons. Some of our Colonial Parlia- 
ments, however, are not deterred by these nice considera- 


tions. For some years a Conciliation Act has been in force 


in New Zealand, and from time to time we are informed 
how it works in practice. It appears that if a strike takes 
place in this Colony, a Court of Conciliation has power to 
declare the terms upon which the dispute shall be settled. 
If it be a question of wages it fixes the scale. If the 
representatives of the workmen complain that too many 
apprentices are being employed, the Court directs the 
employers to dismiss a specified number of employés. 
According to a statement which recently appeared in the 
Times,a firm in New Zealand have recently been ordered 
to dismiss 28 girl apprentices, although there was ample 
work to keep all the girls fully occupied at good wages, 
and although the difficulty of obtaining skilled labour was 
becoming more and mere difficult. The employers sent 
a letter to the parents of one of the girls, explaining 
the circumstances in which she was «dismissed, and 
making particular mention of the fact that there was 
no personal ground of complaint against her. This is one 
of the results of the New Zealand Conciliation Act! Were 
it not that the Colony appears to be under the heels of a 
labour party, we should have thonght that a Court of Con- 
ciliators which has power to make such ап order would be 
deprived of its jurisdiction at once; but it seems that the 


Act in question was passed for the express purpose of enab- 


ling the Court to make orders of this kind. In this case 
the employers were content to obey rather than pay a heavy 
fine; but we can well imagine cases in which employers 
might say, ** If my business is to be interfered with I shall 
cease to carry it on." Then where would the trade union 
be? In our opinion the evils attending this pernicious kind 
of legislation cannot be made too widely known; and 
although we are confident that the more enlightened amongst. 
the English labour party would hesitate to ask for the 
establishment of a Court vested with such extraordinary 
powers, it is the policy of many unions to curtail the supply 
of apprentices. 


| Ir has already been pointed out that 
шй Furnace while there is very little available water- 
ases and | ; рс uit oe 
Electrolytic Power in Great Britain, there is its 
Industry. equivalent in the distribution throughout 
the country of blast furnaces which are 
simply age gas producers, and are pouring out great 
volumes of gas that are but fractionally utilised. All this 
gas might be converted into electric power if properly 
utilised. This fact has been frequently emphasised for 
several years. But it has always been a weak place in the 
arguments for utilising blast furnace gas that except such 
portion us could be used for 24 hours per day in the iron- 
works themselves and such portion as might be used for 
tramway purposes perhaps for 16 hours out of the 24, there 
would always remain the fact that for many uses the day 
would be of 10 hours only, and more than half the total gas 
would «о to waste. Now, with electrolytic work there will 
be the possibility of using power continuouslv, and, consider- 
ing the nearness of the gas supply to centres of labour. 
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there should be very little difficulty in establishing 


in this country a very considerable electrolytic industry 
such as has already been established in Switzer- 
land and the Haut Savoie. The head works of 
a. water-power scheme are almost invariably very costly, so 
that à water supply, if not expensive to run, has to carry a 
considerable weight in capital charges. To utilise blast- 


furnace gas the headworks are not extravagantly costly, and 


they bid fair to become less costly as improved methods of 
cleansing the gases of dust are perfected ; while, as regards 
the power developed, it is likely that this will cost less than 
steam power would cost. with the most economical engines, 
because of the superior efficiency of the gas engine. 
Aluminium and calcium carbide have, so far, been the two 
main products of the electrolytic furnace, but they by no means 
exhaust either the possible or the probable list of substances 
that may be manufactured by the aid of cheap electricity. 
The sooner this is recognised the better will it be for our 
industrial position, Already it is said, owing to the 
folly of Durham coke-makers, who persist in employing the 


heehive oven, German coke made from Durham coal is being 


sent into this country. It is, of course, made in recovery 
ovens, and so valuable are the products recovered that the 
coke is by way of being a waste product. Coke oven gas, 
ufter parting with its tars and other matters, could well 
furnish the power for an electrolytic factory, and a profit to 
the British coke-maker, which he now burns off to the 
pollution of the atmosphere. 


г 
: А Wk had occasion last week to refer to the 
Electrical educational facilities in electrical engineer- 
Engineering; . |. Hs Sih the Keats Unie 
Education E in connection with the Kyoto Univer- 
in Canada, ‘ty in Japan, and we are pleased to note 


from the Canadian Electrical News for 
June that, Canada is not to be behindhand in this direction. 

The electrical engineering department of McGill Univer- 
sity, Montreal, is under the charge of Dr. R. B. Owens and 
Prof. L. А. Herdt, and owing to the liberal endowments of 
Sir William MacDonald and others, the electrical labora- 
tories have been very finely equipped for teaching purposes. 
There are in all five electrical laboratories located in the 
MacDonald Engineering Building, and these consist of a 
direct-current laboratory, an alternating current laboratory, 
a laboratory for special research work, a high-tension labora- 
tory, and a standardising laboratory. T o 

The buildings are, of course, electrically lighted through- 
out, the current being generated on the premises. The 
generating plant, which is in the basement of the Engineering 
Bnilding, consists of five boilers and four direct-coupled 
generating sets. ^ T'wo of these consist of horizontal engines 
connected to 75-KW., 125-volt generators. One is a 30-Kw. 
Willans set and the other is a 30-Kw. set running at 50 volts, 
which is used for boosting purposes for charging the battery. 
The battery is said to be one of the largest in Canada and has 
a capacity of 300-Kw. hours at an eight-hour discharge rate. 
There is, of course, the usual main. switchboard, and each of 
the power and. lighting circuits is equipped with integrating 
wattmeters. 

A special feature of the dynamo laboratory is that there 
are no overhead belts or shafts, each dynamo being driven 
by a separate motor coupled direct and provided with 
means of speed regulation. A two-ton hand travelling crane 
permits of these coupled sets being moved about from place 
to place, and, of course, no permanent holding down arrange- 
ments are necessary. The machines are each mounted on 
benches 15 in. high, under which is a concrete. wire duct 
containing heavily insulated supply cables, means being 
provided so that any generator or motor can be connected up 
to any of the circuits by means of a bayonet connection, for 
testing and experimental purposes. 

Three separate sets of experimental batteries, each com- 
prising 61 cells, with а 25 amperes normal discharge rate, 
are titted up in the laboratories, and these can be thrown 
into parallel or series as desired, giving 110, 220 or 
330 volts. | | 

In the alternating current laboratory a somewhat, similar 


arrangement is adopted, that is, each generator is direct 
connected to a continuous current motor, which is provided 
with a differential winding, so as to maintain a constant 
speed over a wide range of load. These motors can be 
connected up to any of the supply circuits in the same way 
as in the continuous current laboratory. 

There are no class demonstrations in the laboratories, the 
system of teaching being that the students are divided np into 
groups of three or four men each. The particular work on 
which any group is engaged, is explained to them in the 
laboratories by the professors or demonstrators, and is carried 
out under the direct supervision of the professors. Each 


group can be put in charge of a complete piece of apparatus, 


including, say, a generator with its motor, and, if necessary, 
a separate source of supply, and with all the necessary 
apparatus for controlling and measuring the speed of the 
motor, and means of absorbing the power generated either 
by water or wire rheostats, and, of course, all necessary 
measuring instruments. In this way each group is indepen- 
dent of any other group, and is practically in the position of 
of having а complete experimental laboratory of its own. 

In the high-tension laboratory the equipment соп- 
sists of four 10-Kw., 5,000-volt transformers, a switch- 
board, Stillwell regulators and a Kelvin electrostatic volt- 
meter reading from 15,000 to 150,000 volts, together with 
other apparatns. The whole of this H.T. equipment is now 
installed in a fire-proof concrete room specially built for its 
reception. 

In the standardising laboratory are standard Weston volt- 
meters, ammeters and wattmeters, Kelvin balances, electro- 
static voltmeters, potentiometers, and also a Ewing's 
hysteresis tester and permeability bridge. In this laboratory 
all kinds of testing are carried out, and every year from 200 
to 300 college instruments are standardised, besides a good 
many instruments from outside. 

There would appear now to be. very little need for 
Canadians to come over to the mother country, or go to 
America, in order to get a thorough education in electrical 
engineering. | 


| In a recent number of Electrical World 
5 and Engineer Dr. Monroe Hopkins des- 
at a Gun Factory. Cribes the methods of driving the gun 
) lathes in the Washington Navy Yard Gun 
Factory, some of the details of which are interesting. Seven 
of the lathes are capable of turning 14-in. guns, and another 
is designed for a 16-in. weapon. The lathes were originally 
mechanically-driven by the usual cone and belt arrangement, 
but are now electrically-driven by shunt-wound motors. These 


motors are of the Crocker-Wheeler pattern, six-pole type, 
capable of delivering 56 H.P. The armatures are coupled 
direct to the lathe. The motors have been specially designed 
to take the place of the cone pulleys on the head stock of the 
lathes, the armatures being mounted on a hollow bronze 
bushing which slips over the cone shaft. Current is supplied 
to the motors on the multi-voltage system, six voltages 
ranging from 37 to 220, being available. The speed of the 
motor on these voltages ranges from 444 to 111, and the 
motor is good for 30°H.P. at any speed. Lower speeds can 
also be obtained by series regulation where lower powers are 
required, or by means of a back gear the full power can be 
obtained. By means of the multi-voltage and back gear a 
total range of about 10/1 is possible, with the possibility 
of reducing down to th full speed when desired for 
adjusting the work or setting the tools. The speed is 
regulated by means of & Crocker-Wheeler four-wire con- 
troller placed near to the tool carriages. On passing from 
one voltage to another, a solenoid switch opens and inserts a 
buffer resistance in the armature circuit to prevent any un- 
due rush of current. This resistance is automatically short- 
circuited at the end of a few seconds. Push buttons are 
located on various parts of the lathe, so that the machine can 
be stopped instantly in case of emergency. For running the 
heavy tool carriages rapidly along the bed, a separate 10- 
н.р. motor is used. By this arrangement considerable saving 
of time is effected. It is said that the present installation is 
saving the Government at least, £2,000 a year, over the old 
steam-driven system. i | l 
D 
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NOTES ON MAINS WORK AND FAULT- 
2 Je FINDING.—1. 


Bv G. C. KNIGHT. 
— RES / 

I Hope my brother engineers will forgive me for inserting 
in the course of these articles some very elementary advice ; 
but I know from painful experience that some of the things 
here advised are frequently left undone, and others con- 
demned, are frequently done ; it appears, however, that these 


articles would be incomplete without reference to these 


matters, and the hints here given will be useful to some, at 
least, of my readers. ! TL 

When laying any cable, be it feeder, distributor or service, 
its situation and gauge are, of course, marked on the maps. 
Many engineers consider this .all the record that is needed ; 
others record in a book its insulation resistance between 
poles and to earth; few do more. There it lies, and 
nothing more in the way of testing is done to it, except an 
insulation test at more or .less rare intervals, unless a fault 
occurs. Now, this is not sufficient. You have not here 
the data to enable you to locate a fault in the most expe- 
ditious manner. 

I recommend in addition to the above, that in an indexed 
book or portfolio the following records should be kept :— 

The length, gauge or cross-section, preferably the latter 
or both; description (i.e, type of cable, insulation, sheathing 
or armouring, if any, and method of laying) : copper resist- 


ance calculated from formula Ry = 0000255 = (where L = 


length in yards, and А = cross-sectional area in sq. in.); 
copper resistance from actual test, and insulation between 
poles, and from each to earth. All those details, which are 
invariable, should be used as a heading, the rest in columns, 
with a column for dates, to keep a record of their variation. 
It might not be a bad plan to keep a record also of the 
position of the natural resultant fault, but I have never done 
this, and have never found myself thrown much out in a 
test by its omission. | 

In addition to the ordinary maps, it is convenient, 
though certainly not absolutely necessary, to make plans of 
distributors on-squared paper, showing the main cable as if 
straightened out and services in the same condition at right 
angles to it, the divisions of the paper serving as a con- 
 tinuous scale for reading the lengths. A plan of this sort is 
very convenient when fault-finding, much more so than an 
actual map, where the cable follows any sinuosities of the 
road, and no allowance is made for the difference in length 
between level and hill roads. 

One last piece of advice is this: Where you lay a distri- 
butor, fed from one end only, never bury the far end in such 
a manner as to render it inaccessible. It is often con- 
venient, and even necessary, to test from both ends. If the 
circumstances do not seem to justify you in putting down 
a proper disconnecting box at the far end, the ends 
of the cores can be sweated into thimble lugs. "These 
can be attached to upright brass bolts furnished with double 
nuts at the top ends, the whole enclosed in a blank end box, 
and the box filled with bitumen up to the bottom of the 
nuts, and then with paraffin wax to the top. This may be 
buried if desired : but the expense of bricking up 1s not 
great, and is well repaid by the greater accessibility. 


TESTING AND FAULT-FINDING. 


For the measurement of insulation resistance there are 
many instruments, as the ohmmeter with generator or 
battery, the galvanometer and shunts for direct, comparison 
with a standard resistance, the Wheatstone bridge, &c. 
Where great accuracy is not required the ohmmeter is to be 
recommended on account of its simplicity. The arrange- 
ment of galvanometer and shunts is very simple also, and if 
by a good maker, quite accurate enough for all ordinary 
purposes. The bridge is the most accurate of all, but when 
fitted with the necessary high-resistance coils for insulation 
testing, 18 costly. | 

For the measurement of copper resistance, nothing 1s 
reliable but the bridge, which in this case is by no means 
costly. It is, of course, possible to measure copper resist- 


ance by direct comparison, aleo by a new type of ohmmeter 
recently brought out for that purpose; but accuracy is in 
this case so essential that I certainly recommend the bridge. 
All these apparatus are so well known that they need no 
description. | | . 
Now, when a fault arises and requires localisation, many 
engineers, men whose opinion carries weight, recommend 
the system of cutting and trying " on the ground that it 
saves time, and that the apparatus necessary for finding the 
fault scientifically is costly. I propose to show that hoth these 
statements are inaccurate, and to point out methods of 
finding any ordinary fault rapidly, and with cheap 
apparatus. | 
. First then, with regard to cutting and trying, If by the 
word “cutting” one means “ withdrawing, inks in dis- 
connecting boxes,” this is all very well as they are easily 
removed and replaced. But actual cutting of cables should 
never, in my opinion, be resorted to, because with buried 
cables—armoured solid laid or in pipes—the time required to 
dig up and make one cut should be nearly sufficient to locate 
a fault on the largest network, especially if you have а 
cycling assistant. Moreover, proper jointing is a slow affair, 
and no man who has once succumbed to the temptation to 
make a temporary joint in a situation that is even slightly 
damp, will ever do so again. 

The following report of an actual case will show the 
rapidity with which earths may be localised by the loop 
test :— 

October |. 18th, 1904.—9.30 a.m.—Station earth mili- 
ammeter showed insulation resistance on positive side to be 
12,000 w. Sent assistant ott with galvo. and shunts to find 
the faulty circuit. 

10.30.— Assistant returned, reported fault on Mountfield 
Road distributor; resistance == 15,000 w. Went out with 
bridge and galvo. | 

10.45.—Arrivel at disconnecting box and set up 
instruments. | 

10.55.— Drew links; looped cables at cut-outs in “ Fair- 
view.” | ы | 

10.58.— Test commenced. — 1 1.2.— Finished. 

11.9.— Finished calculation. Localised to “ Saltburn А 
service. 2 

11.13.— Drew main switch at “ Maltburn." Tested and 
found earth cleared. Took off loop at “ Fairview,” 

11.21.—Replaced links in box. 

Total time during which current was off the section, 
10.55 to 11.21 == 26 minutes. | 

This job was specially timed for the purpose of this 
article. It was not hurried in апу жау, and probably a 
minute or two was wasted in noting the times. Also, this is 
only the time taken in finding, not repairing, the fault, but 
I do not think a single cut and test could have been made 
in the time. | 

This particular fault was chosen for timing, on account of its 
high resistance, as I wanted to show another matter. I 
arrange my loop test with the fault in the battery circuit : 
voltage 225. As the resistance was 15,000 w, my total 
testing current was only 15 milliamperes. This, I think, 
disposes once for all of the idea of 20 or 30 amperes being 
necessary for a loop test. d 

Now as to the apparatus for finding a fault without 
cutting. Here it becomes necessary to consider the method 
you will adopt. If your system is well supplied with dis- 
connecting boxes, say at every branch, you will, of course, 
first go round, removing links and making rough tests until 
you get all connected up except the faulty section ; then 
locate by one of the methods mentioned hereafter. But even 
this is not necessary. It is quite possible to locate a fault 
ou а much-branching network without removing a link, as 
will be shown later, thongh where you have links you may 
certainly save time and increase accuracy by using them. 

Having now got as near to your fault as you can without 
cutting, the following are the best methods of locating 
exactly. 

The simplest of all is the “fall of potential method. 
This hardly needs description. You send the biggest avail- 
able current, within limits of safety, along the cable through 
the fault, be it earth or short-circuit, and measure the voltage 
to earth or between poles respectively at consumers’ ter- 
minals. There will be a continuous drop until the fanlt is 
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passed. This is all very well on a distributor, but quite 
Impossible on a feeder. Even on a distributor the time 
wasted in waiting at doors, answering queries as to when the 


current will be on again, and trying to be reasonably polite. 


to consumers who wish to detain you to dilate on the 
superiority of gas, would be sufficient to locate, the fault by 
others methods a dozen times over. This method is the 
only one I know that is equally applicable to shorts or 
earths. I must, therefore, now'separate the two. 3 


EARTH FINDING. 


The best test for localising an carth is probably 
Murray's loop test, which, with its variations, has been so 
often described in the REVIEW as to need no repetition 
here. But it has been said that the apparatus ïs costly and 
bulky and not always to hand, and that the calculations 
involved are above the intelligence of the average mains 
foreman. | 

With regard to costliness, let me, describe my own 
apparatus. The bridge consists of 50 in. of No. 14 Beacon 
wire soldered to two heavy terminals, screwed down over a 
boxwood scale (which, for cheapness, is made of four and a 
fraction penny ralers) on to a piece of teak. Parallel with 


Fig. 1.—Simple wiro bridge 


the wire is а J in. brass rod, over which runs a small piece 
of brass tube. To this latter is soldered a spring carrying a 
knife-edge (the latter made of half a 3d. piece) to make 
contact with the slide wire. Total cost of bridge :— 


Wire (say) |... se ih a 6d. 
Terminals — ... pus 5. а 4а. 
Scale ... xum PTS. ES TA 5d. 
Teak ... - 925 X . . ls. Od. 
Brass rod T s — . . ls. 6d. 
Slider, including knife edge ent 4d. 

Total Hs . . 48. 1d. 


` 


With a good machined scale and platinum knife-edge, the 
cost would probably he under 7s. 6d., which tannot be called 
prohibitive. Accompanying the bridge, you will require a 
galvanometer, and, be it observed, any galvanometer will not 
do. The resistance of the galvanometer should be near about 
that of the cable under test. Now, the resistance of a cable 
is seldom above "5 o, and frequently approximates to 0; 
therefore 2 w will be about right for the galvanometer. Now, 
this is the resistance of 1 lb. of No. 16 copper wire. My 
galvanometer consists of 1 Ib. of No. 16 d. Cc. wound over 
a l-in. brass tube, made into a bobbin by cementing on 
disks of uralite, which I had by me. Wood or almost any- 
thing would do for this purpose. Inside the bobbin is a 
i-in. compass needle with ап alumininm pointer. Cost :— 


Wire ти a w ts T" ... 4s. 2d. 
Brass tube n ... he de eh 35 m 2d: 
Needle and pointer |... 23 E T buc 3d. 
Block for base... ee MT m - m 4d. 
Terminals bes eid pue Hs gie UD 4d. 
Glass, scraps of wood, screws, &c. ... 885 4 3d. 

2s. 6d. 


Additional sensitiveness шау be obtained by the use 
of a Jewelled needle, extra cost about 1s. 

For measuring copper resistance you will require a standard 
ohm, or, better, 1 о coil, costing anything from 28. 6d. 
upwards, according to the maker and degree of accuracy; 
but if you want to go in for extreme cheapness, take 
7 ft. 8 in. of No. 20 copper wire, and make a'l e coil of 
that. This will cost, with terminals and case, about 6d. 
It will, of- course, not be really accurate, but if all your 
copper resistances be taken in terms of this standard the 
inaccuracy will be of no moment. However, I certainly 
recommend the use of a good standard coil ; it is worth the 
added cost. | 

The total cost of your apparatus therefore will be :— 
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Cheapest bridge. 48. ld. Best bridge  ... 78. 64. 
Galyanometer .. 28. 64. Galvanometer ... Зв. 64. 
1 coil : 0з. 6d. '] e coil .. 10s. Od 
78. Id. | 218. Od. 


I have included nothing for labour in these costs; my 
own apparatus was made in odd times when otherwise un- 
occupied, but the lot did not take over 10 hours. Nobody 
will object on the score of expense to a fault-finding set at 
a price between 7s. and a guinea, and with this set any 
fault may be localised with great accuracy. As for its 
bulkiness, I have carried my bridge under my arm and my 
galvanometer in my hand without inconvenience, many а 
time. To talk of needing a cart to carty a wire bridge is 
piffle. А 

The argument that the apparatus is not always to hand is 
more pointed, but nevertheless it is fallacions. It should be 
to hand, but you can do without it. The first earth I ever 
found by this means, was found with much more crude 
apparatus. I had no instruments to hand. For a bridge I 
took 8 ft. 4 in. of galvanised iron binding wire, screwed it 
to a piece of casing with two common round-headed brass 
screws, which also served as terminals for my leads to 
galvanometer and cables. For a sliding contact а mere hook 


on the end of the battery lead, and for a galvanometer the cell- 


testing voltmeter, requiring at least 01 ampere to give a 
perceptible deflection. "There was found on triala length 
of about 6 in. of. wire which gave me no deflection. I 
marked the ends of this with chalk, and took the middle 
point, measuring with a 2 ft. rule for lack of a scale. I 
took four tests, reversing the battery and bridge wire. All 
four positions as calculated fell within 5 yards of the fault 
as eventually found, and the average was right on it. This 
was on а 1 sq. іп. cable over 1,000 yards long, go and return. 

It has been urged that rough apparatus is no good 
on ассоші of its inaccuracy, and with so rough a bridge 
as the last mentioned, you may be a long way out, 
common iron wire not being of particularly uniform resist- 
ance. But with the Beacon wire bridge as described, the 
aceuracy is very striking. When first made, I wished 
to test its accuracy, and took a length of 24 ft. of No. 14 
wire = '04 about, cutting away the insulation at a point 
of which I did not know the exact position. With my 
bridge this point was located eruct/y at the first attempt, and 
my apprentice, who had never used a bridge before, made 
three tests, locating the position + and — 4 in. and exact. 
Again, on a triple-concentric cable 356 yards long, cores 
"1 x ‘1 x 705 sq. in., I localised a blow from a pickaxe 
Within 6 in., an astonishing result. I had told the labourer 


` to dig a yard or two either side of my mark, but he found 


the fault right under the peg. 
Next week I will treat. of the caleulations involved, and 
some little known methods of fault finding. 
(To be concluded.) 


p rt € — — 


THE BRITISH ASSOCIATION MEETING IN 
SOUTH AFRICA. 


NATURAL SELECTION IN THE INANIMATE WORLD. 


THE Presidential Address delivered by Prof. G. H. Darwin, 
F. R. S., &е., before the British Association at its meeting in 
Nouth Africa this year, was given no title by its distinguished 
author. It was divided into two parts to suit the exigencies 
of “the largest picnic on record," the first portion being 
read at Cape Town on August 15th, and the second remaining 
to be presented next week at Johannesburg. Impressed by 
having just completed in 14 days a longer and more luxurious 
journey than that which occupied Bartholomeu Diaz and 
Vasco da Gama over four months, only 408 years previously, 
aud impelled by the stimulus of the great name he bears, 
Prof. Darwin found his thoughts irresistibly drawn to the 
progress we have made, to the evolution that has taken place 
in most departments of our individual апа communal life 
during the past four centuries. Evolutionary doctrines con- 
cerning inanimate nature are much older than those which 
concern life ; and the theory of natural selection which has 
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done so much to correlate and explain isolated facts in the 
living world, if now applied to the world of matter, may, in 
Dr. Darwin’s opinion, be useful to the terrestrial and the 
celestial physicist, bringing to light resemblances between the 
two realms of nature that are not merely fanciful. 


The very obviousness of a theory is at once а strong 


argument in its favour (if not, indeed, a proof of its truth), 
and a reason for the difficulties and delays experienced in 
first enunciating it. To us of the present day it would seem 
as if Adam must have noticed that whenever environment 
was not wholly favourable, weaker species of plants or 
animals (like single individuals) succumbed, and stronger 
units or breeds persisted ; as if even the patriarchs must 
have observed that certain living creatures persisted rather 
than others by virtue of their possessing particular powers or 
characteristics ; and as if, long before the days of history, 
our ancestors, so much nearer to nature than we, might have 
witnessed the particular characteristic ensuring persistence 
grow and overwhelm other powers of less capital importance, 
until it began profoundly to modify the general nature of 
the living creature in question. But all this was overlooked 
till within recent rears, and the biologist has had to think it 
out inductively. А somewhat similar problem remains for 
the рен The biologist has been aided in his researches 
by the remains of extinct forms of life found in geological 
strata. The historian can study evanescent forms of govern- 
ment in written records or the like. No such assistance can 
be offered the physicist, but, on the other hand, the forces 
acting upon inanimate nature are incomparably simpler than 
those that control living creatures. 

What is known as natural selection is a power of adapta- 
tion to environment, or degree of stability under external 
influences ; and in general stability tends to increase from 
zero to a maximum, afterwards falling again. Dr. Darwin 
draws a parallel between the (political) interaction of man on 
man, which makes the ** State" ; the (biological) interaction 
of living thing on living thing, which makes the world as 
known to the naturalist and the zoologist ; and the (physical) 
interaction of matter on matter, which leaves things in the 
inanimate world as the chemist and the physicist of to-day 
know them. Just as each present form of government has been 
evolved from some other form no longer suited to the times; 
just as each present form of life has been modified from one 
less successful in holding its own; just as each had a 
beginning, so it is reasonable to suppose that our chemical 
elements, our stars and planets, as we know them, at one 
time were not; at some future date shall no longer be. 
But, pursuing his parallel, Dr. Darwin feels that biologists 
may have been wrong in looking for a continuous trans- 
formation of living species. Judging by analogy from the 
physical world, slight continuous changes, or increases in 
stability, might be expected to proceed slowly for a long 
period of time, culminating in a sudden catastrophe which 
should be followed by complete extinction or a rapid trans- 
formation into a new species. This is what happens when 
the stability of a mode of motion vanishes, for it is either 
replaced by a new persistent type of motion more suitable 
to the prevailing conditions, or, incapable of such trans- 
formation, it disappears. 

The period of time occupied iu the transformation of 
species in the animal world cannot be expressed in figures, 
but is indicated for us by the evidence of the rocks. 
Changes of type among the stars occupy millions of years ; 
and according to the best methods of investigation we yet 


possess, changes in the matter of our globe are, as a rule, far 


too slow and small for us to measure or to see. External 
conditions, that is to say, the environment in which living 
creatures have their being, and inanimate objects persist, 
have altered so inappreciably since the birth of the first 
natural philosopher, that the most stable—or sufficiently 
stable—forms were matured long ago. Our powers of 
artificially modifying natural conditions are only now 
becoming considerable, and we can exert them but 
for a brief interval. Хо wonder “change and 
decay in all around“ has been recognised by the student of 
life long before it was observed by the modern man of 
science. Once and again, however, the veil seems to lift a 
little. During the past decade, the atom, formerly the 
chemist’s ultimate unit of matter, on which the whole 
structure of modern chemistry is erected, has been shown to 


consist of many hundred or thousand particles; and the 
curious anomaly has arisen that the physicist can more easily 
count the electrons in ап atom, and talk about their pro- 
perties, than the chemist can tell the number of atoms іп a 
portion of matter which has organoleptic magnitude. And 
again it has been given to some of us to watch the wonderful 
behaviour of radioactive substances, to see occurring under 
our very eyes, so to speak, what is apparently an actual rapid 
transformation of inanimate matter, totally different in kind, 
but hardly smaller in degree, than that which was dreamt 
of, and vainly sought after, by the alchemists of old. 

Section B.— The Presidential address delivered to the 
Chemical Section (Section B) of the British Association 
meeting is too lengthy and replete with interesting details 
to lend itself well to abstraction. Mr. G. T. Beilby, 
F. I. C., took for his subject the very obvious metal, gold, 
regarding it less as a commercial metal than as a material of 
great. interest to theoretical chemists апа physicists. 
Referring to the films of gold which have been prepared of 
extreme tenuity, Mr. Beilby contrasted the properties of the 
metal and of magnesium oxide in this particular :— 
Magnesium oxide, transparent in bulk, and a dielectric, 
yields films in which the particles are comparable in size 
with those of gold, but they are much more opaque. 
Massive gold is opaque and a metallic conductor ; but the 


gold films having particles in open formation do not conduct. 


electricity, possessing resistances of over 1,000,000 megohms, 
as compared with 6 ohms when the films are iu a metallic 
reflecting condition. Thie loss of malleability noticed in 
beating gold (and other metals) is due to the fact that, as 
the crystalline lamellæ slip over one another, a thin skin of 
metal 8 through a liquid phase into an amorphous 
state, the amorphous metal being rigid ; annealing restores 
the crystalline condition, and reproduces malleability. All 
crystalline solids thus pass into an amorphous state by 
mechanical flow, and back again, at a definite transition 
temperature, provided they do not decompose at that tem- 
perature. Mr. Beilby then proceeded to discourse upon 
dilute solutions, taking as his example the liquid which 
issues from the zinc precipitation boxes of the gold factories. 
This liquid contains 0°1 gramme of gold per cubic metre, or 


is N/2,000,000 in strength—that is to say, one-twentieth of 


the concentration of the weakest solution investigated by 
Kohlrausch. 

After his excursion into the region of recovering gold from 
sea water, to which we shall refer in a later issue, Mr. 
Beilby went on to marshal arguments tending to show that 
the energy of solution, of diffusion, and of osmosis is due, 
not to the imaginary gaseous energy of the solute, but to 
the actual liquid energy of the solvent molecules. In con- 
sidering a solution, he abandons the gas analogy altogether, 
regarding all the molecules as in their solid or liquid con- 
dition, and apportioning to them their respective parts in the 
active changes that occur, according to their obvious endow- 
ment of energy. When a solution and a solvent are 
separated by the usual semi-permeable membrane, pressure 
rises on the solution side, because the pure solvent molecules 
on the other side have some advantage for the display of 
their energy over the similar molecules in the solution—the 
solvent being diluted by the molecules of solute. In cases 
where the osmotic pressure appears to obey Boyle’s law, the 
effect is exactly measured by the nnmber of solute molecules 
per unit of volume; but it may also be taken as due to the 
activity of an equal number of solvent molecules. — Each 
solute molecule cancels the activity of one solvent molecule 
on the solution side, and permits one solvent molecule from 
the other side of the membrane to enter the solution. ТР we 
accept the view that the phenomena of solution ате largely 
due to the kinetic energy of the solvent molecules, the 
phenomena of dissociation appear to follow logically. The 
* rude mechanical jostling " given by some million of water 
molecules to the single molecule of dissolved salt, tends to 
break up the latter into simpler and more stable forms ; Just 
as the complex crystalline molecule can be broken up by 
purely mechanical means into the simpler amorphous molecule 
during the processes of rolling or hammering a metal. 

Section L.—The Presidential Address delivered to the 
„Educational Science". Section (Section L) of the British 
Association, was entitled “ University Education and 
National Life." Sir Richard Jebb, President of the Section, 
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disclaimed prescribing at large for the educational needs of 
South Africa, on the ground that he was present in that 
country for the first time, and that his reading had not 
rendered him sufficiently informed upon local requirements 
and facilities to justify his assuming the functions of a 
physician. Ostensibly, therefore, he contented himself with 
sketching the progress and present position of university 
education in our own country, drawing an interesting dis- 
tinction between the manner in which a certain subject is 
taught in a successful institution where that particular 
subject is the only or the principal part of the 
curriculum, and in an equally successful establishment of 
university rank where the same subject, though deemed 
important, is only one of many. Training in a specialised 
institute produces a man trained or educated in а particular 
subject—even, perhaps, an educated man ; but training in a 
university, whatever subject be put in the foreground, should 
evolve a man of culture as well. For a definition of that 
perfectly intelligible, but somewhat  indefinable word 
“culture,” Sir Richard quotes Huxley, Matthew Arnold, 


and Henry Sidgwick. It would seem, however, that Sir 


Richard Jebb would like to see numerous technical schools (not 
necessarily “ reaching the level“ of a German technical high- 
school) founded in South Africa first, so that engineers may 
be trained without delay for the various services of a new 
and expanding country ; the said schools being arranged on 
such lines that. when time and money are more plentiful they 
may be co-ordinated into one or more great universities. 
These should not only extend culture; but, by occasional 
interchange of scholars, traditions (and, perhaps, Sir Richard 
means teachers as well) with the Mother country, should 
breed the patriot and faithful servant of the Imperial 
State, as it has been the proud duty of our ancient 
universities at home to do for many years. 

Section A.—The Presidential address to the Mathematical 
and Physical Section (Section А) was delivered by Prof. 
A. R. Forsyth, F. R. S., &c. As the British Association has 


shown “an adventurous audacity that quite overcrows the ` 


oe of any of its past enterprises,’ by undertaking to cross 
e equator and to visit South. Africa, and as this valorous 
exploit has taken place during a year when а threefold 
scientific anniversary may be celebrated, the author of the 
address devotes his energies to describing the discoveries or 
publications which rendered famous the years 1605, 1705 
‘and 1805, and to filling in the intervals between those 
epochs with a few. light touches of his pen. The year 1605 
was, of course, distinguished from a mathematical and 
physical point of view by the publication of Bacon's 
“ Advancement of Learning.” The year 1705 was the date 
when, on the grounds of what we should consider rather 
faulty observations, and with the aid of very imperfect 
mathematics, Edmund Halley ventured to prophesy the 
return, “about the year 1758,” of Apian’s comet, which 
arrived punctually, and assumed the name of its sponsor. 
The year 1805 saw the virtual completion of Laplace's 


treatise on Celestial Mathematics," and the publication of 


Monge's classic on “The Application of Algebra to 
Geometry.” By anticipation, Prof. Forsyth would perhaps 
like to celebrate the year 1905 as that of the voyage of the 
British Argonauts in search of the Golden Rand, and as the 
date when the tyrant Euclid, sorely wounded by the weapons 
of a British Association Committee, was finally driven out of 
the examination halls at Cambridge. 


THE HALL ROAD COLLISION. 


THE Coroner’s inquiry into the accident on the Lancashire 
and Yorkshire Railway at Hall Road station on the 27th of 
last month was held at Blundellsands on the 10th inst., and 
ufter a sitting of seven hours, the jury found that the accident 
was due to mistakes by the signalman and the driver, which 
were censurable, but not criminal. Recommendations were 
made to the effect that facing points should be abolished, 
that gnards should be conversant with the driver’s duties, and 
that sigualmen and drivers should be periodically examined 
as to the rules. | 

The circumstances under which the accident took place are 


perfectly well known. The signalman admitted his error at 
once, and has never attempted to justify himself. His error, 
however, was two-fold, and the accident would not have 
occurred, or been at all serious had he acted according to the 
regulations. Calling a train forward at ** caution " by means 
of flag or lamp is an ordinary occurrence under certain cir- 
cumstances ; and there are in many places special © calling 
on " signals, which, whilst of the ordinary semaphore type, 
and mechanically operated, take the place of the flag or 
lamp, and are essentially of the same character. Thesignal- 
man’s greatest mistake was not the misinterpretation of the 
cause of his inability to lower the signal for the express to 
proceed, but in failing to draw the express to a stand 
at the home signal, and to inform the driver 
why he was to proceed without having the ordinary 
signal lowered. Най this been done, the accident would 
not have occurred. "The regulatious on the use of flags or 
lamps as supplements to the ordinary signals are laid down 


in the clearest possible manner, and are binding upon the 


driver and signalman alike. In this respect the driver of the 
express is equally blameable with the signalman, as it was 
his duty to obtam verbal instructions from the signalman to 


pass the ordinary signals at danger. It was his duty to 


bring the train to a stand at the home signal, and then, in 
response to the signalman’s flag movements, approach the 
signal-box for explicit instructions. Perhaps, under the 
circumstances, more responsibility lies with the driver than 
the signalman, since he alone controls the movement of the 
train. 

The signalman, according to the evidence, admitted that 
he completely lost his head," and entirely misunderstood 


‚ the position of affairs at the time. What tended to create 


this misunderstanding does not seem to have been very 
closely inquired into. The time-honoured question seems to 
have been put, as we find the signalman to have said that he 
was perfectly sober at the time. The jury seem to 
have accepted this statement, or they could not have 
given the verdict they did. Probably the most 
significant statement in this connection is that in 
which the signalman said that he would have been 
reprimanded if he had delayed the express. It is, 
unfortunately, a fact that railway companies harry the 
signalmen to a great extent over such delays, and it is to be 
feared that in many cases sufficient weight is not given to 
explanations furnished by the men, in consequence of their 
being submitted for consideration to those who have not a 
close acquaintanceship with the actual working conditions. 
The dread of a reprimand amongst signalmen ig very real. 
It is, of course, most desirable in the interests of efficiency 
and punctuality that delays should be the subject of inquiry, 
and blame apportioned where deserved. The business of a 
railway company and the safety of the public require almost, 
clock-work precision, and the public demand for punctuality 
and speedy transit must be met. Discipline must of necessity 
be maintained, but a policy of ceaseless nagging is to be 
deprecated in the interests of the public, the men concerned, 
and the company itself. The unfortunate signalman involved 
in this accident had apparently been recently subjected to a 
disciplinary fine for sleeping on duty, and it may be possible 
that this and the knowledge that it constituted a slur upon 
his record, and would be considered against him in all future 
cases, would not assist to keep him calm under exceptional 
circumstances. However this may be, the details of the 
accident show how easily the most careful arrangements and 
the most elaborate apparatus, acting perfectly correctly in 
every way, may be of no avail without intelligent 
interpretation ; or, again, how combinations of circum- 
stances of, apparently, the most improbable character, and 
requiring the most perfect synchronism, may arise and produce 
disastrous effects. 
Probably the most astonishing part of the recommendatior 

of the jury is that relating to the abolition of facing points. 
It is true that, if there had been no facing points there, the 
accident could not have occurred. The train, however, did 
not enter the siding by mischance, but because the points 
were regularly set for entrance thereto. Facing points are 
an absolute necessity. Every junction is a case in which 
facing points are made use of, of necessity. Such а recom- 
mendation as the abolition of all facing points at Hall Road 
and ** every where else (according to the daily press) would, 
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if carried to its logical conclusion, bring us to the American 
engineer's jocularly stated requirements to prevent collision 
on any line using more than one engine—a separate line for 
each train operated. The use of facing points was not in 
this ‘case the direct cause of the accident. The siding in 
question is a loop on the ** down " line at the Hightown end 
: of Hall Road Station, and before passing the facing points 
leading into the siding in which the collision occurred, the 
express had to pass over another pair of points leading into 
another siding. Such an arrangement as that at Hall Road 
is eminently calculated to facilitate the disposal of traffic, 
and in these days, when such large differences exist between 
the speeds of various classes of trains such facilities, dis- 
pensing as they do with the necessity for shunting and 
consequent occupation of the main line during the process, 
become of great. importance. Тһе best justification of the 
facing point is to be found’in its efficiency, and the very 
few cases, if any, in which it has in recent times caused, or 
been contributory to, an accident. 
one of those. | 
The recommendation that signalmen and drivers should 
be periodically examined ag to their acquaintance with the 
regulations for the working of traffic is а very old friend, 
and may be found to have been put forward time and again 
as а remedy for such cases as that now being considered. 
The fallacy underlying such recommendations is so obvious 
as to hardly require to be pointed out. The absence of that 
quality known ав presence of mind, is in such cases tem- 
. porary only, and may be brought about in numerous ways. 
Man is a thinking animal, and can only, at the best, imper- 
fectly control his thoughts. Concentration is a somewhat 


rare quality, and absolute concentration for hours at a time. 


is impossible. Do what we will, the mind will stray to other 
subjects, and the greater our interest in these subjects, the 
greater the “absence of mind” to others. All men have 
other interests of some kind than the business by which they 
obtain their livelihood, and are in consequence liable to 


make mistakes. Railway companies’ auction sales are evi- ` 


dence of the same absenceeof mind on the part of their 
assengers, as in the case of the signalman or driver leads to 
isaster and loss of life. The only difference is that of oppor- 
tunity. In both cases, want of concentration of the mind is 
the cause of loss ; the effects only are different. . Examina- 
tions on the rules for working will not ensure concentration ; 
and unless a man can recognise the crisis, it is hopeless to 
expect him to obtain the necessary quality to do so promptly 
by badgering him with questions. Ав in all other depart- 
ments of life, everything depends upon the man himself. 
It is curious to consider in connection with an accident 
arising in the way the Hall Road accident arose, what would 
have been the conditions of operation under which it might 
have been obviated. In block signalling the electrical 
apparatus provides infer alia for the preliminary arrange- 
ments for allowing а train to enter any section, for pro- 
claiming its presence during its passage, and for notifying 
its exit. Тһе mechanical signals are the executive of the 
arrangements made through the electrical apparatus, and 
permit or prevent the entrance of trains to the sections of the 
line they control. Theoretically, the arrangement is perfect. 
In this country where the double line of rails is the rule, 
meeting collisions are unknown, and mechanical interlocking 
of points, &c., prevents fouling collision. То many the 
existing conditions suggested the lock and block as all that 
was necessary to prevent the “following collision," which 
seemed, and practically is, the only form of collision now to 
be feared in this country ; but in this case any such arrange- 
ment would have been of no avail. The signalman assumed, 
as has often been done with the lock and block, that the 
apparatus was out of order, and proceeded to supplement or 
correct the defect according to his assumption. 

On the face, therefore, it would appear that there was 
no remedy for such a state of things, aud, indeed, a 
contemporary has stated that it is unable to see what could 
be done to prevent such an accident short of depriving the 
signalman of flags and lamps, which would still leave him 
the hand signals. The person to be controlled, however, if 
control is to be effective, is not the signalman, but the driver. 
The thing to be done to avoid collision is to stop the train 
advancing towards it. 'l'he signalman only controls trains 
indirectly, and has no effective means of stopping a train. 


The present case is not 


All he can do is to indicate to the driver that he should 


stop at a certain point. In this case, the driver should have 


stopped at a certain point, and whilst he, no doubt, obeyed 
the signalman’s instructions, he certainly disobeyed other in- 
structions which were of more importance. All this, of course, 
points to more effective control of the immediate operation of 
the train. In the United States such control has been 
attempted with steam trains, but it has not been a success, 


more, perhaps, because of prejudice than inherent unsuit- 


ability, although the arrangements were somewhat clumsy. 
On lines where electrical traction is in operation, such control 


could very easily be applied automatically, and might be 
made to meet all requirements by the operation of the 


mechanical signals. It may, of course, be objected that such 
re-arrangements as would be necessary for the purpose would 
be costly. But so are accidents such as that at Hall Road, 
and they have other consequences which are not calculable 
in ordinary currency. 


CAR LIGHTING. 


By ROBERT N. TWEEDY. 


IN most countries it is considered essential to provide 
artificial light in publie conveyances, although there is an 
electric line in an island adjacent to ours in which it was 
thought politic to leave the top decks in darkness, this pro- 
ceeding being said to increase the revenue. 

Before the advent of electric tramways, the item of 
lighting did not form a serious chafge on revenue, as the 
flickering soot-generator placed in a leaky receptacle behind 
a coloured glass at one end of the car or bus was supposed 
to meet the dual requirements of a signal and an illuminant. 
Since those days the public has been educated to a higher 
standard of lighting, and much legitimate grumbling would 
result if a newspaper could not be read in the farthest 
corner. | 

That the advertising properties of light are considerable 
is unquestioned, and it may be that a brilliantly lighted car 
is the means of inducing some to ride who would walk other- 
wise, but it is hardly thinkable that a few candle-power 
more or less will increase the traffic receipts appreciably, 
whereas the difference between a blaze and a sufficiency of 
light will increase the ratio of expenses to receipts by aii 
ascertainable amount. ' M 4 

If that amount were a negligible quantity, it would not be 
worth writing about, but it is becoming increasingly evident 
that a respectable saving can be made on many lines by the 
exercise of a little thought and care, without turning the 
cars into darksome caverns at night. 

The fact has been noted so often as to be now incontro- 
vertible that the more light one gets the more one seems to 
want. An office lit by 8-c.P. lamps to the retinal comfort 
and general satisfaction of one man, is an unlighted hole to 
the man in the next room, who has forced his eyes to require 
the same floor space lit by 16-c.P. lamps ; and it is admitted 
generally that such light stimulation, or irritation, is pro- 
gressive and deleterious in its action and results. 

In the winter months a man goes from a glaring office to 


a а dazzling car, and is landed either in a brilliantly lighted 


home, or in a home lit in а manner which would have been 
thought almost unbearably bright 50 years ago, but now 
merely provokes curses on its miserable quality. So the 
nation at large is teaching its precious eyes to crave for light 
of a greater and greater intensity, and the pockets of the 
oculist, of the brain specialist and the optician, become ever 
better lined. | | 

It becomes, therefore, the duty of public carriers to reduce 
in the interests of the nation the illumination of their con- 
veyances to a point at which reading or general observation 
(such, for instance, as the colour of the lady’s eyes opposite) 
ure rendered easy and yet innocuous ; and we believe that if 
they considered their own interests in a sufficiently minute 
fashion, it would be borne in on their minds that public 
benefit is accompanied by private gain. 

Taking the usual type of four-wheeled double-decked car 
with an approximate floor space of 120 sq. ft. on the lower 
deck, we find sometimes 10 16-c.P. lamps in two series of 
five each illuminating that area to the extent of 1:33 C.P. per 
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sq. ft. Very generally there are six 16-c.P. lamps distri- 
buted: three per side, in which case the luminous intensity is 
reduced to '8 с.р. per sq. ft. In any case the conditions of 
illumination are extravagant, as unless the lamps or shades 
are frosted the absorption of light is reduced to a minimum, 
on account of the polished and highly varnished finish of the 
car interior. Now a room papered and upholstered in a 
reasonably light-reflecting way is considered brilliantly lit 
when the intensity exceeds 16 C. p. per 50 sq. ft., ог *32 С.Р. 
per sq. ft., and it is true to say that anything over that figure 
is uncalled-for waste. — - | А 

When there are six 16-c.P. lamps in а car having an area 
of 120 sq. ft., it is evident that, if the above figure of 
sufficient illumination is accepted, the car is overlit by 150 
per cent. | 

Let us consider the cost of such lavish illumination. 
Taking each as a 60-watt lamp, there will be a dissipation of 
energy at the rate of 360 watts. per hour. Between 4.30 a.m. 
and 12 midnight, which are the limiting hours on most. 
tramways, there are about 2,367 hours in the year during 
which cars running all the time must be lighted ; but taking 
16 hours as the average daily run of all the cars, the lighting 
hours are reduced to 555. These figures have been obtained 
by taking a mean time of sunrise and sunset for each month, 
and assuming that the interior of а car will require artificial 
light up to half an hour before sunrise, and from half an hour 
after sunset. 

On account of the 16 hours’ average running time being 
taken between 8 a.m. and 8 p.m., it is probable that the real 
average lighting hours per car are more like 1,000 than 
500, and that figure will be assumed in the following calcu- 
lations. 

Six 60-watt lamps burning for 1,000 hours consume 
360 Kw.-hours, and the lamp-hours per car (six lamps only) 
are 168. At the fairly moderate price of 14d. per unit at 
the lamps, not including renewals, we arrive at the figure 
540d. or 90d. per lamp per annum. Under the conditions 
existing in a car, the efficient life of a lamp is not more than 
500 hours, and most people would hesitate before giving it 
that. With lamps at 9d. each—not that we advocate them 
at this price—the cost of renewals per car per annum is 
108d. The total cost of lighting the interior of the car.is 
£2 15s., and per lamp 9s. At the date of the last Board 
of Trade return there were nearly 6,000 cars in England. 
Assuming that an average of 75 per cent. of these were 
running all the year, aud that the average interior illumina- 
tion was given by six 16-C.P. lamps, the cost. of lighting 
these 4,500 cars was over £12,000 per annum. 

Now, we assert with the confidence born of experience, 
that entirely satisfactory results can be obtained at half the 
In the first place, the number of lamps may be reduced 
by one-third, these four lamps being spaced equally along 
the cenire line of the car, and to assist this re-distribution 
the roof should be lined with smooth white painted and 
varnished millboard or other material, and evety lamp should 
be topped by a flat angle reflector, which will take the place 
of the dense ornamental glass shade which obscures anything 
from 30 to 70 per cent. of the light. mM 

Then the candle-power of the lamps may be cut down to 
eight, and the illumination per sq. ft. of interior area will 
be still greater than 32. "TOM 

Every traction power station maintains an average pressure 
ab the'switehboard of 530 to 540 volts, with maxima of 550 
to 560 volts, and a similar increase over the nominal 
500 volts sometimes occurs at boosting points. Under 


these conditions, 100-volt lamps are over-run within, say, а. 


mile radius of these points of super-normal pressure, and 
their lives are reduced considerably in consequence. There- 
fore, it is desirable to use 105-volt lamps, which will be 
over-run but seldom, and will rather tend to be under-run 
by 2 or 3 volts per lamp. "This will diminish the candle- 
power, but not to an inconvenient extent. | 
Four.30-watt lamps burning 1,000 hours at l'5d. per 
unit, with two renewals per lamp at 9d., give a total annual 
cost per car interior of £1 1s. against £2 15s. "That means 


a saving of £7,650 per annum on the 4,500 cars mentioned 


above. | 
The following points affecting the lighting then should be 
taken into consideration when а car is being designed :— 


with 16-C. P. lamps. 


power station serves two purposes. 


(1) The number of lamps and the candle-power of each to 
give the most effective distribution with the least, possible 
intensity above a certain fixed limit; (2) the best possible 
distribution of the lamps ; (3) the shape and finish of the 
roof, with special reference to the diminution of deep returns, 
heavy mouldings and rough surfaces. Not only will the 
simplest form of roof and decorations be the best for 
economical lighting ; it will be also easier to keep clean and 
to maintain generally. We cannot commend too highly the 
design and finish. of the recently constructed © rail-motor- - 
cars bnilt by the G. W. R. Co., and we should like to see 
the same idea brought into tramcar construction. (od 

It is usual to consider nothing but series of five lamps in 
connection with car lighting, as 250-volt lamps.are so flimsy 
that the shaking soon breaks the long and slender filaments ; 


‚ and it is most undesirable to use more than one class of 


lamp, on account of the trouble which is sure to follow 
from motormen mixing 100-volt and 250-volt lamps in the 
same circuit. ` TAM | 
Besides the interior lighting, other requirements have to 
be considered. Electric dash lamps have superseded the old 
oil lamp, but it is rare to see them with less than two lamps 
per fitting. One 8-0.р. lamp per fitting is ample so long as 
the reflectors are kept polished and silvered, and a change- 
over switch should be connected so that the B. of T. signal lamp 
changes ends every trip. As it is, in many cases the B. of T. lamps 
at both ends are kept alight all the time, although the red 
lamp is required at the trailing end only. No light is wanted 
on the front platform, and the B. of T. signal lamp can be 
made to serve for the back platform if it be properly placed. 
Route indicators have to be lit, and lit well if they аге to 
be seen at any reasonable distance; moreover they must be 
kept alight at both ends of the car. So long as the curtain 
type is in vogue these indicators will call for four 8c. P. 
lamps, and that is all the greater reason for trying to use 
those lamps for lighting the top-deck, at all events in part. 
Too often they are practically cut off from the car side, but 
the illumination of the curtain would be diminished little, 
if at all, by letting the lamps shine on to the car as well. 
There are three circuits of lamps on almost every double- 
decked car in England, and most of those circuits are filled 
Is it not worth while trying to reduce 
the number of circuits by one-third, and the candle-power 
by 75 per cent.? Even if 8-0. P. lamps are thought too small, 
it would be worth while to get the lamp makers to supply 
something between 8 and 16, but we know that 8-C.P. is 
really intense enough if the lamps are set properly. | 
When top-deck covers are used further illumination is 
needed, and that is obtained generally by the addition of a 
fourth circuit, whereas three only are required. Picture to 
yourselves a car holding 40 to 50 people, and having a total 
floor area of not more than 250 sq. ft. lit by 320 C. P.! If 
our streets and houses were lit like that, we should all be 


wearing blue spectacles. 


in ED | . 


BIRMINGHAM UNIVERSITY POWER 
STATION. 


By C. ALFRED SMITH, B. Sc., A.M.LE.E. 


THE problem of technical education has been very boldly 
faced by the Council of the University of Birmingham. . 
They have expended nearly £500,000 upon the large 
laboratories and workshops and machinery for the new 
buildings at Bournbrook. Concerning the equipment of 
these buildings the public will probably hear a great deal 
during the next few years; for the present I wish to draw 
the reader's attention to the contents of the power station, 
which has now been in successful operation for more than a 


year. 


Situated about 300 yds. from the main buildings, this 
It supplies the whole of 
the Bournbrook section of the University with electric 
current for lighting, power and experimental purposes, as 
well as with gas and steam for heating and cooking. It is 
also the heat engine laboratory for the engineer students. 


294 THE ELECTRICAL REVIEW. Vol. 57. No. 1.448, Avavsr 25, 1906. 


The building is of brick with stone coping, and consists of 
an engine room, boiler room, drawing office and small labora- 
tory. In the engine room are grouped together four steam 
engines and two gas engines, all of which are coupled to 
electric generators. The room itself is 50 ft. wide and 
100 ft. long. It is well lighted, and there is an overhead 
crane which enables the machinery to be rapidly examined. 


EXTERIOR OF POWER STATION. 


The equinment of this room should be of great interest to 
power station engineers, and among the numerous visitors to 
this station have been several members of the various engi- 
heering institutions. 

Two of the engines in this station have been presented to 
the University. The generous donors who have thus shown 
in а very practical manner their sympathy with the efforts 
being made by the University authorities for technical 
education are Messrs. Belliss & Morcom and Messrs. Willans 
and Robinson, and their example is well worthy of imitation 
by other firms. The Belliss gift engine is a 100-B.H.P. 
quick revolution engine, which runs at a speed of 500 r.p.m. 
It is of the type which this firm has patented, and which 
is to be met with in so many central stations. It is 
direct coupled to a Bruce Peebles dynamo, which gives 
650 amperes at 110 volts. The set presented by Messrs. 
Willans & Robinson is also of 100 B.H.P. It is a two-crank 
triple-expansion engine, and is direct 
coupled to a Siemens dynamo. 

There is a De Laval steam turbine, 
which is on the same cast-iron bed-plate 
as a dynamo. The turbine runs at the 
high speed of 20,000 r.p.m., which is 
reduced by double helical gearing, so that 
the dynamo armature rotates at a specd 
of. 2,000 r.p.m. The output of the 
machine is about 30 в.н.р. The largest 
unit of the station is a McLaren marine- 
type triple-expansion steam engine, which 
is direct coupled to a Westinghouse . 
three-phase generator. The engine will 
develop 200 в.н.р., while the alternator 
gives current at 30 periods and 220 
volte. This engine hasa patent expansion 
governor. The three-phase current pro- 
vided by this set is used for driving the 
many motors in the various workshops in 
the main buildings and in the foundry, 
forge, and metallurgical smelting labora- 
tory, the latter being quite close to the 
station. 

At the end of this heat engine 
laboratory most remote from the steain 
engines, i8 Prof. Burstall’s gas engine, 
upon which the Professor will conduct researches for the 
Institution of Mechanical Engineers. How greatly these 
researches will affect gas-engine design it is impossible to 
вау, but the previous researches of tlie distinguished re- 
porter of this committee lead us to expect great things. 
The engine has been made by the Premier Gas Engine Co. 
to the designs of Prof. Burstall ; it is a single cylinder 
engine, the length of stroke being ә ft., diameter of « ylinder 
16 in.; the weight of the fly- wheel is 15 tons. It is direct 
coupled toa 95-KW. Westinghouse D.C. machine, and runs 


at 160 r.p.m. Special arrangements have been made for 
measuring the gas supplied to the engine, and various 
temperatures, &c., in connection with the research work. An 
air compressor close by supplies the power for starting this 
machine. А three-cylinder Westinghouse gas engine, 
direct coupled to a dynamo made by the same firm, will 
possibly also be used for research work. The engine runs at 
290 r.p.m., and the dynamo gives 374 Kw. 

Of oil engines there is only one example. This is a 10-B.H.P. 
Diesel engine, used to drive an ammonia refrigerating machine, 
with which they can make a ton of ice in twelve hours. 
There is not much room for additional plant in this room, 
but when any is added it will probably be oil engines. 

The condensing plant has been fitted by Messrs. Worthing- 
ton and Messrs. Weir. The marine engine drives its own air 
and circulating pumps in true marine fashion off the L. p. 
crosshead. The plant supplied by Messrs. Weir, Ltd., is on 
their new dry air-pump system, the air and water being 
drawn away separately from the condenser. In addition to 
the air and circulating pumps, and surface condenser, in the 
engine room, Messrs. W orthington have supplied a large 
forced-draught cooling tower. 

For changing D.C. to A. C., or vice versd, there is a rotary 
converter of 374 KW., running at 900 r.p.m. There are also 
three 15-KW. single-phase transformers used in conjunction 
with the rotary. 

One of the most imposing fittings in this room is the 
13-panel switchboard. It is built of hlue dove marble slabs, 
and was supplied by the Westinghouse Co. It is 27 ft. long ; 
each panel is 7 ft. 8 in. high, and is fully fitted with instru- 
ments. Behind the board are three sets of positive and 
negative bus-bars. One set is for lighting, another for 
experimental purposes, &c. An equaliser bar is also used 
for the D.C. machines. А synchroscope is used for paralleling. 
The artificial load required for testing purposes consists of 
large lamps, and the wiring has been ingeniously arranged, 
so that, by throwing over a single switch the lamps can 
absorb either direct current at 110 volts, or three-phase 
current at 220 volts. Thus it is possible to run any gene- 
rator in the station on a dead steady load for testing purposes. 
It should be mentionéd that for such testing work there is 
a special sensitive weighing machine (Avery's) with which the 
condensed steam is weighed after it has been used in the engine 


POWER STATION: BIRMINGHAM UNIVERSITY. 


The steam piping is of lap-welded steel, with riveted 
branches and welded flanges. It is 6 in. in diameter, and 
is carried along the engine room in duplicate. The exhaust 
is taken from the engines into trenches, and connected to a 
10-in. main. Messrs. Spencer, of Wednesbury, have done 
this work, and also the cast-iron piping for the Mond gas 
plant. 

The boiler room measures 40 ft. x 60 ft., and runs 
parallel with the engine room. It contains a very varied 
collection of steam generating plant. There is a Niclansse 
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water-tube boiler, capable of evaporating 3,000 Ib. of water 
per hour, working at 200 lb. per sq. in. There is a Babcock 
‚апа Wilcox boiler of about the same capacity, fitted with a 
special patent furnace, which makes it possible to burn 
bituminous coal smokelessly. A superheater fitted in the 
boiler casing enables the steam to receive from 100° to 
150° F. superheat. 
supplied a locomotive boiler capable of evaporating 3,000 lb. 
of water per hour; this boiler also works at a pressure of 
200 Ib. per sq. in. 

One of the novelties of this power station is the gas-fired 
superheater, which is used for adding heat to the steam from 
the Niclausse and locomotive bojlers. It is a Schmidt 
patent superheater, and is capable of dealing with 8,200 Ib. 
of steam at 200 lb. pressure. The maximum temperature is 
700° F. Special arrangements have been made to record 
temperatures, &c., and the amount of superheat may be 
easily regulated. Mond gas made on the site is used for 
firing this superheater. 

The other two boilers in this room are dry-back return 
tube boilers for generating steam for heating purposes. Each 
boiler can evaporate 8,000 lb. of water per hour, and is 15 ft. 
long and 8 ft. inside diameter. They have been tested up 
to 140 Ib. per sq. in., but the daily working pressure is 80 Ib. 
per sq. in. 

In order to obtain induced draught there is a fan by 
 Mesers. Bumsted & Chandler, capable of passing 40,000 
cb. ft. per hour, the temperature of the gases being 370° F. 

In the boiler room is a Bradford " steam pump supplied 
by Messrs. Thwaite Bros., of Bradford. It will pump 18 
gallons of water at 15 double strokes per. minute, and is 
fitted with compound steam cylinders. There is also a Weir 
feed pump, and one supplied by Messrs. Tangye. 

The 500-н.р. Mond gas plant, situated just outside the 
power station, manufactures the gas which is used for driving 
the gas engines in the power station, for cooking purposes 


in the kitchens of the main buildings, and for smelting - 


work in the metallurgical section. It is possible to gasify 


five tons of coal per day. There is a large gas-holder which 


can store 6,000 cb. ft. This part of the plant has been in 
operation for some time, and no doubt Prof. Burstall has 
already obtained some interesting figures in connection with 
it and his gas engines. | | 

This completes the equipment of this small section of the 
great scheme of technical education which is gradually un- 
folding in the Midland metropolis. | Remember that this 
power station is only one of the laboratories—there are elec- 
trical, hydraulic, strength of materials, and metallurgical 
laboratories, which are quite as impressive as this heat engine 
laboratory. They are all fully furnished with everything 
that is most modern—you can watch the students tap the 
two-ton steel furnace, or run tests upon three-phase. and 
direct current motors. In the large workshops you will see the 
latest machine tools—in oneof them I counted 14 lathes, besides 
varióus planers, shapers, grinders and drills. "The beautifully 
lighted and lofty drawing office has accommodation for 120 
students at one time; at each drawing board there is a 
special light. The pattern shop, the smithy, the foundry 
and the model mine—these fall outside the scope of my 
article, but they are of absorbing interest. A flourishing 
engineering society entirely managed by the students does 
good work, and for the last three years has published the 
Universi(y Engineering Journal in which are reproduced the 
papers read before the University and affiliated technical 
societies, such as the Birmingham Electric Club and the 
Wolverhampton Engineering Society. In four or five years 
the University Council has spent nearly half a million 
of money, and it will probably soon have to issue an appeal 
for more. It has gathered together a galaxy of genius.on 
the staff; to electrical engineers the names of Sir Oliver 
Lodge, Profs. Poynting, Burstall and Gisbert Kapp, are 
household words. In the short interval which has elapsed 
since the University obtained its charter in 1900, the 
Council has created chairs in electrical and civil engineering, 
ав wel as in mining and metallurgy. А Faculty of Com- 
merce and a school of brewing—or, as it might with advan- 
tage be called, chemistry as applied to brewing "—have 
been brought into being. The man who has well been 
mamed “the great Birmingham citizen,” the Right Hon. 
Joseph Chamberlain, has been largely responsible for the 
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Messrs. Beyer, Peacock & Co. have 
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creation of this splendid local university. His wonderful 
energy and enthusiasm have conquered all difficulties. The 
hard work and generosity of another well known Birmingham 
citizen, Mr. George H. Kenrick, must not be forgotten. 
When the history of the new Birmingham University comes 
to be written, there will be told a tale of unselfish devotion 
to duty on the part of these who have done so much for the 
development of what is already known as “ The English 
Charlottenburg." For the present we will content ourselves 
with the hope that the great work, which is progressing во 
well, will not be handicapped for the want of funds. All that 
is wanted is money,” said Mr. Chamberlain in 1900. The 
special committee sent by this University to America four years 
before the Mosely Commission was sent, issued a report 
from which I extract one paragraph, in the hope that some 
rich manufacturer will take the hint :—'* Everywhere we 
found that the wealthier citizens realise the importance of 
University edücation, and encourage the Universities by 
generous gifts.” ‘Engineering firms might show their 
sympathy with the objects of this technical side of the 
University by presenting, as. some firms have already done, 
examples of their own manufactures. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer's name and address in our possession. 


The Kettering Municipal Appointment. . 


My attention has been drawn to a paragraph relating to 
Kettering, appearing in your issue of 10th inst. under the 
heading of ** Personal." 

As this paragraph is somewhat misleading, and is calcu- 
lated to create an erroneous impression, I feel it my duty, 
in fairness to our electrical engineer, Mr. W. A. Walker, to 
acquaint you with the true facts of the case. | 

The Kettering U.D.C. did not propose to reduce the 
salary of Mr. Е. J. Bakewell from £300to £125. Mr. Bakewell 
was asked to resign his appointment, it being felt by the 
Council that the position of the electricity undertaking did 
not warrant them continuing to pay so high a salary to their 
engineer, and no offer was made to Mr. Bakewell to retain 
his services at £175. Mr. Walker was employed as assistant 
at £120, and after Mr. Bakewell's resignation was ап 
accomplished fact, and not before, the Council offered Mr. 
Walker the appointment at a commencing salary of £175, 
rising by annual increments of £25 to £240, and he accepted 
the appointment on these terms. | 

Trusting you will give the same publicity to this letter as 
you did to your previous communicated paragraph. 


A. H. Bryan, 


Chairman of Electricity Committee, 


Kettering U.D.C. 
The Warren, Stamford Road, 
Kettering, August 18th, 1905. 


[We publish this letter because we are anxious that there 
should be no erroneous impression existing in consequence of 
our note. But we cannot help feeling that Mr. Councillor 
Bryan has not seen what we did say about the matter in the 
ELECTRICAL REVIEW, or he would not describe it as being 
somewhat misleading. Here is what we said :—. 

Mr. F. J. Bakewell has resigned the appointment of electrical 
engineer to the Kettering U.D.C. owing to their wishing to reduce 
the salary from £300 to £175 per annum. His assistant, Mr. W. A. 
Walker has been appointed at the latter salary. (ELECTRICAL 
Review, August 11th, p. 229.) 

We have said nothing whatever about £125, nor have we 
hinted in any way that any offer was made to the assistant 
engineer before Mr. Bakewell was asked to resign the posi- 
tion. Councillor Bryan, in his anxiety to explain away 
statements and insinuations that have never been made, 
refers to the notice in the ELECTRICAL REVIEW of August 
10th, but as there was no issue of this journal published 
on that day, we can only suppose that he is referring to 
some other publication. We repeat that our paragraph con- 
tained no reflection whatever upon the newly appointed 
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engineer, but we feel tempted to sympathise with him in 
the prospect that lies before him when his salary reaches 
the maximum.—Enps. E. R.] 


The Commercial Engineer. 
I have followed with much interest the correspondence 
in the REVIEW on “ Commercial Engineers," having myself 
unsuccessfully applied for the positions advertised under 


this head in your paper. Surely if anyone is entitled to call 


himself à commercial engineer I am! My record is as fol- 
lows :—I was educated at a well-known public school, and 
in Germany, passing the usual minor examinations. At 16 
years of age (I am at present 32) I was sent to a large 
wholesale dry goods establishment in Cannon Street, and 
spent three years learning business. 1 then served three 
years in an electrical engineer's shop, and went through 
King’s College Electrical Course, taking a certificate. I then 
got а berth as assistant in a firm of installation engineers, 


und stayed with them five years, doing installation work at 


tirst, afterwards wholesale supplies, selling and erecting 
motors and dynamos, including part of a central station, and 
travelling in London, and the East and South Coast, and Mid- 
lands. On leaving this firm I went into partnership with a 
well-known electrician, and did miscellaneous electrical 
work, continuing for myself until I was obliged to close, 
because having supplied accessories to a number of small 
firms in the trade, I succeeded in losing the whole of my 
capital in what I have found out to be the usual way in the 
electrical trade, namely, bad debts." Now I think you will 
agree that I have had the necessary experience. I am a fair 
book-keeper and correspondent. I can use а typewriter. Т can 
understand French and German. I have travelled. I have 
made fittings, and have sold all things electrical. I have 
designed, and carried out large lighting and power plants. 
I have sold motors and accessories. I have fought supply 
companies to reduce clients’ excessive current bills. I hold the 
Institution diploma as A.M.LE.E. Vet nobody wants me! 
І have applied for every berth advertised for 12 months, and 
can only conclude that I know too much. 


If this letter is not already too long, I should like to: 


mention two cases of attractive-looking jobs, advertised in 
your paper, for which I applied. 

The first wrote saying they required two travellers to get 
installation work (they were an entirely new and unknown 
firm); the selected applicants would be paid commission 
only on receipt of cheque for work done introduced by them, 
and nothing else. I replied, saying that I could do with 
ite on the same terms, and that I hoped they would get 
them. : 

The second firm did not propose paying a salary, but 
would allow expenses and commission, and I was to get com- 
mission by selling motors at about 25 per cent. higher prices 
than any other firm in the wholesale trade. 


Commercial Engincer ? 


August 18th, 1905, 


Exit Municipal Telephony. 

T. beg to protest against your one-sided article entitled 
“Exit Municipal "Telephones." Do you not pretend 
ignorance when you do not state the reason why so few 
municipalities availed themselves of the Hanbury Act? 
Slate the reason why in your пегі issue if you dare; one 
would think the N.T. Co. had ingpired you. 

C. A. Clarke. 

We should be glad to oblige our courteous correspondent 
—jf we knew. Presumably the reason why the vast majority 
of municipalities did not avail themselves of the“ Hanbury 
Act" was, that they were entirely indifferent to the subject. 
Presumably the reason why, out of 59 municipalities who 
made inquiries of the Post Office, only 13 applied for 
licences, was that the other 46, as a result of their inquiries, 
thought the prospects not sufficiently inviting. Presumably 
the reason why, out of 13 municipal licences, only SIX 
municipal systems resulted (in spite of all the efforts to 
promote the establishment of municipal telephone systems) 
was, that seven municipalities, after investigation, declined 
to he dragged into a difficult and unpromising speculation. 
—Eps. E. R.] 
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Earth Detecting Instrument. 
I am interested in the remarks of your correspondent Mr. 


Edgcumbe, and, perhaps, the experiments I have made with . 


an E.E.C. leakage instrument on a three-phase installation 
may be of some use for comparison. 
The instrument is fixed near the switchboard of a plant 


- which consists of a 225-Kw. generator, working at 440 volts 
" from three-quarters to full load, by driving 10 motors of 


The cable is taken 


various sizes from 7], H.P. up to 50 H. P. 
The first main, A, 


from the switchboard in two mains. 


- consists of — 


1,755 yards of three-core cable... 35 in. 
107 yards is - s 15 in. 
417 yards i " '06 in. 
4,077 yards 5 is 01 in. 
6,356 yards * 
Main В consists of: — 

125 yards of three core cable ... 20 in. 

56 yards 5 » T 125 in. 

062 in. 


90 yards ” » 


271 yards 
Readings taken with both A and B mains in circuit and 
plant at work :— 


Normal point m Fus Дз Nil 

Phase K T S : 33 milliamperes 

Phase B33 е qe 33 ji є 

Phase ... 25 6s s 34 ` p 

Readings taken with only B main in circuit :— 

Normal point 2 he pns Nil 

Phase A , Lo тр às 21 milliamperes 

Phase ... sage n id 214 m 

Phase  .. КР ind "m 204 15 


I cannot understand why there is no reading on the 
normal point of the instrument when there is a reading on 
each phase separately, and in order -to test the instrument I 
had A cable switch disconnected, and, with B switch in, each 
core was earthed by connecting one of the motor fuses to 
earth with the following results :— . 

Readings with phase À connected to earth :— 


Normal point 50 milliamperes . 


„ Phase .. 50 „ „ 
Phase B ... ТИР T 2d 50 » i 
Phase C | S nil » н 


Readings with phase В connected to earth :—. 


Normal point 50 milliamperes 


Diu A су. Re | m a 7 am 
Phase B ... m — Pus 50 з E 
Class C m ЕЎ x AA 50 Уз 5 


_ Readings with phase C connected to earth :— 


Normal point "m 50 milliamperes 
Phase KA т i is 50 is 
„ Bo um “áa sai ves nil 
EK o EC SPA M . 50 milliamperes 
I shall be glad if any of your readers can enlighten me 
on the subject as to why there is no reading on the normal 


point when there is a deflection shown on each of the phases. 


Mining Engineer. 
August 22nd, 1905. | 


Some Arithmetical Questions for Mr. Byng. 


Seclusion among the Cotswold Hills with an injunction 
against business worries, including the reading of my 
weekly Review, is the reason why 1 have not been 
able to take earlier notice of the questions addressed to me 
by your correspondent, Mr. Pollard- Digby. 

Mr. Digby refuses to accept without question my state- 
ment that the General Electric Co. could undertake to 
employ 2,000 additional workmen if Protection were given 
to them. I could refer Mr. Digby to hundreds, perhaps 
thousands of your readers who have known me for 25 years, 
and would accept such a pronouncement of mine as an 
unquestionable dictum. 

Let me give your correspondent, the assurance that I have 
made this statement with due deliberation, based upon the 
actualities of our business, and. more, I will add to its 
significance. I will tell him that my firm would find employ- 
ment for a large number of additional workmen to-day, but 
is prevented by the exigencies of our Free Trade policy.. 


— 
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I could leave the matter at this, but I appreciate Mr. 
Digby's motives, and will try, therefore, to follow his train 
of thought and show him wherein we differ. The first 
question he asks me to answer is, whether I am prepared to 


accept as correct the Board of Trade returns of electrical 


imports and exports ? 

This is vague, but I conclude from the rest of his letter 
that he means to ask, whether I take these returns as correct 
and truthful indications of the state and tendency of the 
electrical industry ? My answer is that I do not. 

Mr. Digby is a statisticiau, and has before now published 
tables based upon these trade returns, and arrived at con- 
clusions without stopping to consider their limitations and 
haphazard origin. His foundations being incorrect, his 
conclusions become misleading. 

‘I will state a few reasons why I think our Board of Trade 
returns unreliable as a basis of trade policy. Although the 
figures given bear the stamp of office, the quantities, ‘values 
and origins of manufacture are based upon data far from 
official. 

There can be no doubt that the importation of goods 
properly belonging to the electrical trade is much greater 
than shown in these returns. 1 have watched them for 
many years, and am aware of such Custom declarations as 
glassware for incandescent lamps, earthenware for insulators, 
metalware for meters, &c. Importers make their declarations 
with a view of obtaining cheap frei; at rates, not to supply 
statisticians with figures to play with. The declarations of 
value are also given, mostly for purposes of insurance, often 
wide of the real value. 

Many millions’ worth of goods are exported annually from 
these shores as being of British origin of manufacture, but 
they are not so. Silk, woollen, leather, fancy goods are imported 
from abroad, warchoused here, placed into English boxes, 
stamped with English labels, and, when re- exported, the 
Customs assume them to be British. — Foreign locks, stocks 
and barrels make English guns; silk, frames and sticks 
come from abroad to be stitched into English” umbrellas. 
And thus thousands of articles, including electrical apparatus, 
are declared as British, yet not 10 per cent. of British 
labour has been expended upon their manufacture. 

Intrinsically, therefore, these trade returns are unreliable, 
and, of course, they give us no indications of conditions of 
sale or profit. 'To indulge i in speculations as to the state and 
prospects of our industries upon figures of such limited scope 
and accuracy is worse than uscless, it is misleading. 

It would be a pity to write to you a long letter without 
amoral. The moral to my mind is this: The burning 
question of our unemployed should be decided by the man who 
employs—the employer. But no—if he dares to give advice 
and to point to what he considers the only remedy, he is 
met by men, otherwise well meaning, calling themselves 
statisticians, politicians, labour leaders, or what not, and 
these gentlemen tell him that they know more about his 
business than he does himself. 

G. Byng. 

Cranham, Glos., Augus! 21st, 1905. 


Method of Testing for Insulation of Overhead Network. 


Apropos of au article on “The Prevention of Overhead 
Accidents,” by Mr. R. N. Tweedy (ELECTRICAL REVIEW, 
August 11th), a correspondent, Mr. S. Worthington, who 
omits to send his address, forwards a description of a test 
box, which could be used as follows :— 

“Ist Test.— From line to span wire, that would give you 
any leak on the Brooklyn strainer. 

2nd Test.—From span wire to pole, that would give 
you any léak on the insulator bolt. 

* By this test it would be impossible to do any re at 
the power station, as the s.p. fuses in the case would blow 
first. 

“ This could be a week-end test, as it would not interfere 
with the traffic.” 

The test box is a wooden one, measuring 9 in. x 9 in. х 
4 in.; two 250-volt incandescent lamps in series are fixed 
inside, and connected through two single-pole fuses to two 
suitable terminals at opposite ends of the box. 

From these terminals the testing leads would be run. 


БА 


the generator 


LI 


In the front of the box, opposite the glow lamps, two 
small glass or mica windows are provided for observation 
purposes. 


And So Say All of Us. 
Quoted by Power from an Alabama paper :— 
HERE Тоо! 


Some fool fellows cuss us for things we publish. Great Scott! 
They ought to know some of tho things we do not publish. 
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ELECTRIC POWER IN GERMAN COAL 
MINES. 


In an interesting paper read before the Mining Institute of Scot- 
land, Mr. E. O. Foster Brown describes some of the electrical 
power installations at German collicries. 

Of the three principal coal mining districts, Westphalia, Silesia 
and Alsace-Lorraine, Westphalia appears to have made the greatest 
strides in experimenting with and applying electricity for mining 
purposes, although, in the author's opinion, the conditions prevail- 
ing there appear to be scarcely so favourable for its adoption as in 
Silesia. In Westphalia the seams are fiery, but boiler coal is of 
much greater value than in Silesia, so that any saving of power is 
an important economy, and there is also probably more capital 
available for expenditure on new plant in that district. 

The system of- current used for general purposes at all of the 
newer plants is, with rare exceptions, three-phase. *''The central 
power houses of the newer plants are well built and roomy, and 
fitted up in some instances on a most lavish scale.” Whilst no donbt 
it is very nice to have engine rooms well fitted up, to do so on a 
“lavish scale“ is scarcely what an English engineer would care for; 
he would no doubt prefer to spend the money-over the machinery. 
Power houses are no better with stained glass windows and beautitul 
tiled walls and floors. 

At coking collieries there is a tendency to take gas from the 
ovens, which after purification is used to drive gas engines; and it is 
stated that the power generated by this method, as compared with 
that of burning the gas under boilers and generating electricity by 
the steam so raised, is rather more than double. 


The voltage varies very much with the conditions; for three- - 


phase current it is not, as a rule, less than 1,000 volts; usually it is 
2,000 or 3,000 volts,and sometimes 5,000. Continuous current 


` does not, as a rule, exceed 500 volts. The three-phase high pressure 


current is, in the majority of cases, transformed down to 200 or 
300 volts at the motor. 

The purposes to which electricity is chiefly applied may be stated 
roughly, in their relative importance, as:—Pumping, ventilation, 
winding, haulage, coal-cutting and air-compressing. With regard 
to pumps, the tendency in plunger pumps is to increase the speed 
to the utmost limit of practicability, so as to drive with slow direct 
connected motors and eliminate the use of gearing. The~pump of 
the future, however, appears to be the centrifugal type. Whilst 
the efficiency is not so high as that of the plunger pump, other 
advantages, such ач less cost for the same capacity, less space occu- 
pied, less attention, lubrication and repair, and more. particularly 
its suitability for driving by electricity, as both pump and motor 
give the best results when working at a high speed, more than 
counterbalance the lower efficiency. Centrifugal pumps are already 
extensively used for high as well as low lifts, and give excellent 
results when used for sinking purposes. 

As an instance showing the small attention required for elec- 
trically-driven ventilators, the author says: — The Reatean 
fan . nt an isolated ventilating shaft belonging to the 
Saar- Mosel Colliery Co. displaces 110,000 cb. ft. of air per minute, 
and is driven by a three-phase motor of 5,000 volts, keyed direct 
on the fan shaft, ranning at 300 r.p.m. The door of the ventilator 
house is kept locked; every three weeks the motor is cleaned, 
which takes two hours, and every three months fresh oil is' put into 
the bearing cups, otherwise no one goes near the house. The fan 
has been running satisfactorily and continuously for a year under 
these conditions. Comment is needless ! 

As to winding engines, the author says :—‘ Winding engines of 
high power have only lately been crected at one or two collieries, 
but a number of smaller engines, chictly constructed on the Ilgner 
principle, are working at subsidiary shafts, where they are mainly 
used for lowering men and material" As is now well known, 
the two large winding plants erected in Germany are at the 
Preussen 11. Colliery, Westphalia, and thc Zollern II. Colliery, 
Westphalia. 

At the former, the winding engine -is placed in a house close 
to the generator and winds with a Коре pulley; it is driven 
by a three-phase slip-ring motor keyed direct on the shaft. 
The generating plant for supplying power to drive the winding 
engine consists of two cross-compound horizontal steam engines, 
each driving a three-phase alternator of 2,000 volts at 86 to 94 
rp.m. The winding engine appears to be under good control 
and winds satisfactorily, but the effect of this system on 
engines is not ideal. Between winds, the 
generating steam engines are running at 94 r.p.m. with ouly 
sufficient steam to overcome the friction of the working 
parts at that speed; on starting to wind, their full power and 


ae eg 


298 IHE ELECTRICAL REVIEW. 


[Vol 57. No. 1,446, Avaust 25, 1908. 


something more is required of them, and they take their full 
steam and lose 7 or 8 r.p.m. in speed almost instantaneously, 
gradually regaining their full speed as the wind proceeds and the 
demand for power lessens. Near the completion of a wind, full 
power is usually rdquired in the opposite direction for braking 
purposes, and the same thing takes place although the engines are 
fitted with sensitive governors. Under such conditions this type 
of electric-winding engine is not likely to prove successful; but, on 
the other hand, if the generating station were very large and sup- 
plied power for a large number of other purposes, the effect of 
starting the wind would be barely noticeable on the steam engine 
driving the generators. It is unlikely that—except for very small 
winding engineff-three-phase current will be applied to motors 
directly driving the winding drums, and where three-phase current 
can only be sapplied, this will be converted into continuous current 
by means of a converter fitted with a heavy fly-wheel. 

At Zollern II. Colliery the winding engine is constructed 

on the now well-known Ilgner system. An elaborate electric plant 
has been erected, the interesting characteristic of which—compared 
to others recently erected— is the exclusive use of continuous 
current and the shunt regulation of the motors. The winding 
engine is at present winding 1,200 tons of coal іп 12 hours 
from a depth of 918 ft. This type of winding engine, although 
more costly than the type in use at the Preussen II. colliery, 
has а great advantage in demanding an almost constant instead 
of an intermittont load from the generators, at the same time 
being under very efficient contro]. 
B The question of electric or steam winding resolves itself into one 
of £.s.d. Ifthe saving in fuel will more than cover the interest on 
the extra capital required to install the plant, more depreciation 
and upkeep required with more delicate machinery, then by all 
means install electric winding plants; but, on the other hand, if 
the saving will not be large, as when the fuel is of little or no 
value, then keep to the steam engine, but installa good one. As 
Mr. Forster says:—'' Until electric winding engines of a large size 
have been conclusively proved to be as reliable and efficient as 
steam engines, and at the same time show a substantial saving in 
fuel and upkeep, sufficient to repay the original capital outlay, elec- 
trical power is not likely to be applied where the 
winding engines consume the largest proportion of power required 
for working the colliery.” Further, compared to collieries in this 
couniry, both the Preussen and the Zollern collieries are small as 
regards the output. An English engineer would expect. at least 
double the output in the same time for probably only a small 
portion of the outlay invested at the Zollern colliery. 


PELTON WATER-WHEELS FOR ELECTRICAL 
PURPOSES. 


ALTHOUGH Britain has not been overburdened with natural watcr- 
powers of any magnitude, there are yet numerous locations in which 
water-power may be used to advantage. In this connection, the 
following particulars of a 25-B.H.P. tangential water-wheel of the 
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Fia. 1.—WATER-DBIVEN CHARGING SET. 


Pelton type, constructed for the Cyanide Plant Supply Co., Ltd., of 
London, by Mr. Percy Pitman, of Bosbury, Ledbury, will be of 
interest :— 

The wheel, which is illustrated in fig. 2, will be direct coupled to 
an alternator. It consists of un accurately balanced steel disc, 
42 in. diameter, with a series of close-grained cast-iron or phosphor- 
bronze buckets bolted to the periphery. 

In each the front lip and dividing wedge are ground to knife- 
edges, and the weights of the respective buckets are equalised for 
the purpose of obtaining an accurate balance. 

The wheel is mounted on a forged-steel shaft, and runs ina 
timber casing, erected on the site. The wheel operates at 558 r.p.m. 


under а head of 625 1b. per sq. in., and its efficiency reached 85 per 
cent. under full load, the speed regulation being within 2 per cent. 
hy means of the governor fitted. 

In addition to the type of wheel described above, the firm 
sperialises in small water-motor driven charging dynamos, such as 
is illustrated in fig. 1. К 

These little combinations consist of а “ Hector” water-motor 
direct-coupled to a small dynamo, the latter wound for charging 
small accumulators. The water-motor is adapted for coupling to an 
ordinary j-in. house service pipe, and to meet variations in water 
pressure threc interchangeable nozzles are provided. 

The makers claim for these small charging sets that they are 
very convenient and safe for such purposes as charging small 
accumulators for motor cycles and cars, and are, morcover, specially 
adapted for use in private houses. 

The firm makes a speciality of all classes of low and high pressure 
Pelton wheels. | 
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EASTBOURNE CORPORATION MOTOR 
OMNIBUS ACCOUNTS. 


— 


— 


Осв esteemed contemporary the Commercial Motor published last 
week a statement of accounts of the Eastbourne motor omnibus 
undertaking up to March 31st, 1905. As authentic figures in this 
connection are few and far between, we reproduce the principal 
items below :— 
Capital expenditure T bie e .. £9,773 
Total revenue, including £57 for advertising, &c. 6,062 
Working expenditure TM uh ee ... 5,506 
Balance, being gross profit a m 556 


The financial repayments were :—As to sinking fund £558, and 


interest £168, making a total of £726; and the result of the year's 


working was thus a loss of £170. l 

The service consisted of 10 'buses working over some 7 miles 
of'route, and our contemporary complacently remarks that the 
total cost per car or bus-mile was “only " 10:67d., or, allowing for 
extra depreciation in respect of single-deck vehicles, this becomes 
11:42d. per ’bus-mile, “a result which is borne out at Birmingham 
and elsewhere," but which, in connection with an electric tram- 
car with its far greater earning capacity, would lead the average 
tramway manager to thoughts of suicide. 

Accepting the figure of 10°67d. per 'bus-mile, this corresponds to 
some 136,000 'bus-miles per annum, and an analysis of the prin- 
cipal items of working expenditure shows that wages and salaries 
amounted to 3'24 per 'bus-mile; renewals and repairs of bodies and 
machinery to 1°5d., tire repairs to 2d., petrol and lubricating oil, 
&c., to 2d., depót expenses to 3d., and sundry expenses to 7d.: 
striking figures which speak for themselves, and which do not allow 
for the heavy depreciation involved in this kind of work. 

As to whether an electric tramway service over a similar extent 
of route would have shown better results, given efficient manage- 
ment, there can hardly be any doubt; that it would have involved 


Fic. 2.—25 B. H.P. PELsTON WATER WHEEL. 


greater capital expenditure is true, but it is equally true that the 
public would have benefited by a far more efficient service than 
that represented by the above mileage. 

Comment is, however, somewhat superfluous in view of the fact 
that the service has been withdrawn, and the onetime "buses rele- 
gated to more useful, if more menial, purposes. While fully 
recognising the many useful spheres of the motor 'bus, and render- 
ing to the Corporation all credit for its pluck and enterprise, in 
however a mistaken direction, we do not think that the public 
wants of а popular seaside resort, such as Eastbourne, can or will 
be fully met under present conditions, except by some system of 
electric traction. ' 


| 
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ELECTRICITY AND FIRES. 


[FROM A LEGAL CONTRIBUTOR. } 


Ir appears to be the fashion at the present time to attribute any 
outbreak of fire which cannot be explained, to the defective insula- 
tion of electric wires and cables. To assert that a fire is caused in 
this way is a simple matter; to disprove the fact is not by any 
means во easy, inasmuch as the electrical installation is necessarily 
destroyed with the fabric of the building. Whatever may be the 

robabilities of the case, it is often found convenient to attribute 
blame either to the persons who put in the electrical installation or 
to the supply company, especially where the premises which have 
been destroyed are not insured. It may be remembered that an 
action was recently brought to attach liability to a firm of elec- 
trical engineers for a fire which had destroyed the decorations of a 
ball room. The action was not successful; but it is conceivable 
that circumstances might arise which would pring home liability to 
wiring contractors. In view of this possibility, it may be of 
interest to discuss some of the legal problems which arise. 

(a) Liability of а Wiring Contractor.—4A8 there does not appear 
to be any case in the law reports where а wiring contractor 
been held liable for a fire traced to defective insulation, it cannot 
be stated that his legal liability has been accurately defined. 
Nevertheless, on general principles it is apprehended that where 
a man undertakes to put in wires, it is an implied term that he 
will see to the insulation being safe and sound. If he does not do 
this, he is liable for the consequences ; and if it were conclusively 
shown that a fire was caused by a short-circuit, the wiring 
contractor might be held liable for the damage. In ascertain- 
ing the state of the law relating to electricity, it is often 
necessary to obtain assistance by referring to cases which 
have arisen in ccnnection with the supply of gas. Cases of 
this kind are of some use in this connection. In the 
case of Blenkiron v. Great Central Gas Co. (8 L.T. 317), the 
plaintiff was possesser of certain premises, and the defendant 


and the plaintiff's premises were set on fire and burnt down. It 
was held that there was a good cause of action; that it was un- 
necessary to negative negligence in the owner of the adjoining 
house in not putting out the fire before it communicated with the 
plaintiff's premises. While the principle underlying this case 
probably applies to a man who is employed to fit up electric wires, 
it is, of course, clear that ee of negligence, and of the fact that 
the fire was started, would be much more difficult in the case of 
. electricity, but it is submitted that an electric wiring contractor 
may be held liable if his negligence be proved ; and this whether 
the current is supplied from public mains, or from a private 


supply. | 

(b) Liability of а Company or Local Authority Supplying Elec- 
tricity. —The next question to consider, is whether and how far a 
company or local authority supplying electricity under the terms 
of a provisional order may be held liable for a fire upon a con- 
gumer's premises. Much appears to depend upon whether the 
undertakers (to use а collective word) are. responsible for the 
actual installation on the consumer's premises. 

if a company (or a local authority) carry out this work, their 
liability will be co-extensive with that of the independent wiring 
contractor, whose position has already been considered, subject to 
this, that a local authority will be entitled to the benefit of the 
Public Authorities Protection Act, 1893, which provides that an 
action of this kind shall be brought within 6 months of the date of 
the alleged injury, and that, if the local education authority are 
successful, they may be entitled to costs on a higher scale. 

The liability of “ undertakers” is not, however, restricted to 
cases in which they have supplied wires and fittings to a consumer. 
The Electric Lighting Acts expressly provide that they shall be 
liable for any negligence or nuisance in the supply of electricity, 
and this liability is strengthened by the Board of Trade, R. 36, of 
which provides that:—“The undertakers shall be responsible for 
all electric lines, fittings, and apparatus belonging to them, or 
under their control, which may be upon a consumer's premises, 
being maintained in a safe condition and in all respects fit for 
supplying energy.” So, if they merely hire fittings, &c., to a con- 
sumer, they are liable. Rule 37 provides that “In delivering 
the energy to consumers' terminals the undertakers shall exercise 
all due precautions 80 as to avoid risk of causing fire on the pre- 
mises." А | Е AA. | 

It may be inferred, however, that undertakers are not insurers; 
they must be proved guilty of negligence before they can, be 
charged. Reverting to e gas cases,” we find this principle clearly 
established. 

In Holden v. Liverpool Gas Co. (1846) (3 C.B. 1), a gas company, 
incorporated by Act of Parliament, had for some years supplied 
gas to a house belonging to the plaintiff, the only means of shutting 
it off being by a stop-cock within the house, the key of which was 
kept by the occupier. The last tenant, on quitting, gave notice 
to the company that he should not require any further supply ; and 
one of the company’s workmen, at his request, removed a chan- 
delier from one of the rooms, leaving the end of the pipe properly 
secured. The internal fittings were the property of the 
plaintiff. Whilst the house remained untenable, the gas by some 
unexplained means escaped, and an explosion took place, by which 
the house was considerably damaged. In an action for 
damages brought against the company, alleging a breach of 
duty on their part in not taking proper means to prevent the 
influx of into the house, it was held that a  non-suit 
was rightly directed on the above facts. Again, in an action 


laid down a defective pipe from which the gas escaped. 
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against a gas company for negligently allowing the escape of gas 
remises where lights were known to be 
burning, it was shown t 
window nearly level with the trench from the main, after a hole 
had been made in the main for the insertion of the service pipe. 
It was decided that even if the jury thought that the gas entered 
in the manner alleged, it was a question for them whether the 
company's men might reasonably have foreseen it, апа were bound 
to have the window closed. 

In Burrows v. March Gas and Coke Co. (1872) L.R. 7 Ex. 96, the 
defendants, э gas company, having contracted to supply the plaintiff 
with a service pipe from their mains to the meter on his реш 
A work- 
man in the employ of а gas fitter, employed by the plaintiff to lay 
down the pipes leading from the meter to different parts of the 


finding out whence the escape of gas proceeded. 
then took place, whereby damage was occasioned to the plaintiff's 


(1893) 37 Sol., J. 403), the plaintiff owned a new house, which was 
divided into two separate flats, an upper and lower onc, each flat 
baving а separate entrance into the street. 
built the plaintiff laid a gervice pipe forgas from the street under 
the hall door steps, inside the wall of the house to the upper flat. 
The tenant to whom the upper flat was let gave notice to the 
defendante, under Sec. 11 of the Gasworks Clauses Act, 1871, 


thereupon made the connection by a pipe from the main under the 
street to the service pipe and süpplied and fixed a meter in the flat 


took place, caused by an escape of gas owing to а defect in the 
service pipe, which the plaintiff had laid, leading to the meter. In 
an action to recover for the damage done to the house by the 
explosion, the plaintiff contended that it was the duty of the 
defendants to see that the pipes by which they supplied the gas to 
the flat were fit for the purpose; that as the gas belonged to the 
defendants until it passed through the meter, it was not supplied to 
the flat until then; and that if the defendants chose to make use of 
a pipe not laid by themselves, it was their duty to test it to sec 
if it was in good condition. At the trial, Mr. Justice Collins, as he 
then was, ruled that there was no duty on the defendants to test 
the service pipes, and, the jury having found that the defendants 


had made the connections properly and had not caused the defect 


in the service pipe, judgement was entered for the defendants. 
On motion for a new trial, the Court of Appeal dismissed the appli- 
cation, holding that there was no duty on the defendants to test 
the service pipe laid by the plaintiff, and the case wae distinguished 
from Burrows v. Gas Co., where the service pipe was sup- 
plied and laid by the gas company. 

A gas company are bound to keep up such a reasonable inspection 


of their mains and pipes as may enable them to detect when there 
place from а fracture бг defect which has existed for several days, 


proper inspection, that is evidence of negligence оп the part of the 
company ; nor is it enough to relieve them from liability that, upon 
notice of the escape, they sent a workman to repair the defect, he 
arriving too late to do во. 
Co. (1865), 4 F. and F. 324. | 
Where electricity is thus supplied— viz., under Sec. 4 of the 
Electric Lighting Act, 1888, the Board of Ттайе rules provide 
that:—‘‘The owner shall be responsible for all electric lines, 
fittings and apparatus belonging to him, or under his control, 
which may be upon à consumer's premises being maintained in а 
safe condition, and in all respects fit for supplying energy." The 
expression '' owner » means any body or persons owning or using, 
or entitled to use, any electric lines or works, upon whom notice 
has been served by the Board of Trade requiring that such 
electric lines ог works shall be continued and used only in 
accordance with the rules of the Board. The liability of an 
“owner” in these circumstances is very similar to that of an 
ordi « undertaker,” but here again the owner is only liable 
under the rules) if the lines on the consumers’ premises remain his 
roperty. Where, however, he acts as wireman „ and supplies 
the fittings, there will be upon him an implied obligation to provide 


. wires and fittings which are free from defects. 


While the cases above referred to make it clear that electrical 
undertakers may be held liable for damages caused by fire, they 
also appear to establish the fact that the existence of a fault must 
be proved. 

(c) Liability of Persons who supply Electricity otherwise than under 
a Provisional Order.—aAs is well known, it is competent for any 
person to supply electricity to his neighbours without statutory 
power subject to certain rules made by the Board of Trade. 

One other branch of the subject demands consideration. Assume 
that there is an accumulation of gas in & street box, and an 
explosion takes place, can an electric supply compauy whose mains 
run through the box be held liable? This is a nice question, tho 
answer to which must depend upon the particular facts. Suppose & 
person passing by in the street were injured in such an accident, 
whom would he sue? It is apprehended that if he could show that 
the explosion was caused by faulty insulation giving rise to а 
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short ‘circuit, he could bring his action against the electrical 
company, for although it was negligent in the gas company to 
let their gas escape into the street box, the spark was the 
eausa етизаиз of the explosion. Whenever these cases have arisen, 
howover, the Issue has generally been complicated by the fact that 
the plaintiff was wholly unable to prove that a spark was the real 
cause of, the explosion, 
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BUSINESS NOTES. 


Adjustable Lantern and Scale Stand for Reflecting | 


 баітапотеѓег.—Тће use of transparent scales for reflecting 
galvanometers has become common, as they are much more con- 
venient to read than the opaque scales, апа several forms of lanterns 
have been devised for utilising incandescent lamps for illuminating 
the galvanometer mirror. For zero measurements it is sufficient to 
use the image of the filament projected on. to the scale, but for 
accurate readings a circular disk crossed by the'image of a fine wire 
or of a scratch on the lens, is preferable. Now, with an ofdinary 
incandescent lamp, it is not саву to obtain an illuminated disk, 


- 


lic. 1. 


owing. to the thinness of the filament, which, when projected by a 
lens on to the galvanometer mirror, fails to cover it uniformly. 
With a Nernst filament, however, owing to its increased thickness 
and luminosity for a given length, a very much more brilliant image 
can be obtained on the scale.. To utilise thé filament in a convenient 
form, a lantern (fig. 1) has been devised by Mr. R. W. Paul, to contain 
the "pattern B" Nernst burner, complete with cut-out and resistance, 
connection to the burner being made by a socket and flexible cord. 
The lantern is provided with adjustments in all directions, in order 
to enable the spot to be quickly focussed, and is well ventilated to 
prevent overheating, a handle being also provided by means of 
which it may be adjusted while warm. The lens is fixed in a sliding 
mount, enabling the lantern to be placed at any convenient distance 
from the gal vanometer, во that the size of the spot may be regulated to 
suit the circumstances under which it is being used. A spot of light of 
3 or 4 in. diameter, may easily be obtained for use with a large scale 
in a lecture theatre. When placed in a line with the scale with 
which it is being used, so as to give a spot of about 1 in. diameter, 
the brilliancy is such that it may be read in full daylight with the 
greatest ease. <A suitable transparent scale, with vertical and hori- 
zontal adjustments, for use with the lantern is illustrated in fig. 2, both 
lantern and scale being supplied by the same maker, Mr. Ковент W. 
PauL, Newton Avenue Works, New Southgate, London. 


Lifeguard Contracts.—Merssrs. Hupson & BOWRING, 
Lrtp., of Manchester, have received the following orders for life- 
guards from the Brush Electrical Engineering Co., Ltd.:—Derby, 
Leamington and Warwick, Gosport, and a further 50 sets for 
Belfast, and from other car-builders for Lancaster апа Sunderland. 


The World's Copper Output.—Statistics of the pro- 
duction of copper throughout the world in 1904, now for the first 
time available, show that the total output was 628,200 tons, as against 
585,100 tons in 1903, or an increase of 7 percent. In spite of the 
larger demand, therefore, production was kept at a normal level, 
the average annual increase for the decade being 7} per cent. 
America continues to maintain its position as the largest individual 
contributor, its proportion of the total being 55 per cent., as com- 
pared with 53 per cent. in 1903. The mines of the States, therc- 
fore, despite the alleged restriction of output, not only keep pace 
with other countries, but improve their showing. The relative 
increase in the American output last year was 11 per cent., as 
against 6 per cent. in 1903, and compares with an annual average 
of 81 per cent, for the decade, The Boston News Bureau, a 
recognised copper authority, commenting on the figures, says that 
there is clearly no warrant for apprehension of anoversupply, The 


of electrical machinery from this country. 


normal increase in consumption is 10 per cent., and while the 
average advance in production remains at 7 per cent., it is plain 
that the demand is increasing faster than the opening up of new or 
bigger sources of supply. On the other hand, all possibility of a 
shortage is automatically stopped by higher values, every fraction 
of an advance beyond 15 cents in the selling price checking 
absorption, so that a rising market &boner or later brings about its 
own readjustment to normal conditions.—Financial Times. 


Fire Alarm.—4Àn ingenious device has been introduced 
by Mzssrs. Austin & Co., of 8, Leadenhall Street, E. C., for assist- 
ing in the speedy extinction of fire and the safety of human life. 
Yi bones of an automatic fire alarm bracket, provided with an 
electrical contact arrangement, so that directly the extinguisher is 
lifted off the bracket to put out a fire, an alarm is automatically 
given at any desired number of points, where indicators are also · 
situated to show the locality in which the outbreak has occurred. 
The utility of the device is obvious. 


Lamp for Temporary Lighting.—Messrs. ROGER 
Dawson, LTD., of 8, Berners Street, W., have recently become sole 
licensees for the patent lamp for temporary lighting, shown in the 
accompanying illustration. This lamp has been improved by 
Messrs. Dawson since it was placed on the market by others at the 
time of the Coronation, the improvements including the insertion 


Lamr ron TEMPORARY LIGHTING. 


of spring contacts in the top. It may be remembered that the 
lamp is fitted with a patent china cap having two grooves in which 
are the contacts, separated by a china wall rising above the level of 
the cap. Over the grooves passes a plate, slotted to fit over the 
insulating china wall. In the centre of this insulating wall is a 
small hole. When the wires have been laid in the grooves, the 
plate is slipped over and held in position by a small plug, or cotter 
pin. A good many of these lamps have been supplied for tne pur- 
poses of temporary illuminations. | 


Underfeed Stoker Contracts.—The following contracts 
for stokers have been booked by the UNDERFEED STOKER Co., 
Lrp. :— 

North Metropolitan Electric Supply Co. — Stokers for Davey - Paxman 
Economic boilers. | 
5 aney Borough Electricity Department.—Stokers for Babcock & Wilcox 
ilers. | 
Smithfield Markets Electric Supply Co.—Stokers for Davey.Paxman boilers. 
Borough of Hampstead Electricity Department.—Stokers for two Davey- 
Paxman boilers. 
Charing Cross, City and West End Electricity Supply Co.—Stokers for water- 
tube boilers. 
Army and Navy Co-operative Electric Generating Station.—Stokers for Cornish 
and Lancashire boilers. 


Electromobile Trials.—Some long-distance trials of 
electrical motor vehicles were last week carried out by Messrs. A. 
VEDRINE & Co., of Neuilly, who submitted two cars—a three-seated 
cab and a four-seated coupé—to run from Paris to Trouville, a 
distance of 130 miles. The cab was fitted with a battery of Agathos 
accumulators of 250 ampere-hours capacity, and weighing 700 kilos. 
The coupé weighed complete 1,800 kilos, of which 550 kilos was 
represented by the 210 ampere-hours battery. The vehicles left 
the club house of the French Automobile Club in Paris early on 
Saturday morning last, and ran to Evreux, 624 miles away, without 
а stop. Here the batteries were recharged, that of the cab in 
3 hours 30 minutes, and that of the coupé in 2 hours 45 minutes. 
Afterwards the journey was continued to Trouville, which was 
safely reached by both vehicles. The speed of the coupé is stated 
to have averaged 16:8 miles, and that of the cab 21 miles per 
hour. | 


Exports of British Electrical Machinery.—A very 
gratifying increase is steadily taking place in the exportation 
For the- seven 
months ending with July the exports: have 
£387,033, as against only £264,349 in the corresponding period -of 
last year. | ' 


aggregated . - 


- 
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Consular Notes,—lrALy.—In no other country is the ¢ granted for this power in 1899, but was:not utilised, until in 1901 


problem of the use of the available water-power for the production 
of electrical energy of such vital importance as in Italy, which 


annuaily pays away the sum of about 150 millions of lire (about - 


£6,000,000) to foreign countries for the supply of the coal necessary 
as fuel. : | 
The Austro-Hungarian Consul-Gencral at Mailand, in a recent 
report to his Government, states that according to the particulars 
published by a commission appointed in 1898 to inquire into the 
question, there are in Italy in 58 provinces, 24,486 waterfalls from 
mountain streams and torrents (excluding the smaller branches of 
these falls) with a potential of 2,642,000 н.р. annually. These 
mighty sources of power are not in inaccessible districts, and are 
not, moreover, confined to any few districts, but are scattered over 
the whole of the provinces in almost the same proportion as the 
density of population. North Italy, which has 36:41 per cent. of 
the total горан possesses 38:37 per cent. of the total water- 
power, Middle and South Italy with 24:39 per cent., and 25:89 per 
cent. of the ar ears have, respectively, 26:06 per cent. and 30:07 
per cent. of the water-power. Only Sicily and Sardinia, with 
10:86 per cent. and 2:43 per cent. of the population respectively, 
are lacking their share of water-power, their quota only amounting 
to 5°45 per cent. and ‘07 per cent. respectively. | 

From studies already made, it is estimated that the Tiber could 
produce 500,000 н.р., of which only 100,000 н.р. is at present used. 
The Rivers Garigliano, Volturno, Sarno, Tusciano and Sele, could 
produce 180,000 H. p., of which only 35,000 н.р. is at present used. 
The waterfalls Marta, Fiora, Ombrono, Arno, Serehio, and other 
smaller falls, could produce 75,000 H.P., and only 15,000 m.r. is 
used, whilst the Rivers Aterno, Pescara, Sangro, Salino, Vomano, 
and Tronto could produce 212,000 н.р., of which only 25,000 н.р. 


is in use. The above rivers could, therefore, produce altogether 


767,000 H. P., of which 592,000 н.р. is unutilised. 

The chief drawback to the extension of the use of water-power 
is said to be in the law governing the concessions which provides 
that the concessionaire shall hold exclusive rights for at least 30 
years, on payment of 3 lires (28. 5d.) per н.Р. annually to the 
Government. 'Тһе concession is renewable at the end of 30 years, 
provided the water-power has been well utilised. The Government 
had grave fears that the hydranlic wealth of the country would be 
in the hands of private owners when electric traction was to be 
adopted for the railways. Consequently, in 1898 a circular was 
issued to the effect that no concessions were to be granted for such 
water-powers as might in future be required for the production of 
energy for railway traction. As there is scarcely a water-power 
which could not be used for this purpose, this circular met with 
great opposition. Protests were laid before the Government, and 
proposals have been made to modify the law. Nevertheless, the 
steady increase in the use of hydraulic power shows that capitalists 
have grasped the fact that there is a great future for the electro- 
technical industry in Italy. 

The first water-power plant in the country was erected by a 
British-Italian company. The power was convcyed from Tivoli to 
Rome in order to replace the steam plant which had been used 
since 1886 for the purpose of lighting the city by electricity. The 
water-power used amounted to 2,000 H.P., with a current of 
2,000 volts. After the establishment of this plant, & second was 
soon erected, also to supersede a steam plant which had been used 
for lighting the town of Mailand. The energy was supplied from 
a waterfali of the River Adda, from 25 to 29 metres high, which, 
by means of a canal, was made to supply the seven turbines of the 
station with 45 cb. metres of water per second. "The power used is 
15,000 H.P., with a three-phase current of 3,000 volts from collector 
tocollector. Part of the electric energy is used for lighting the town, 
part for industrial purposes, and part for the tramway system of the 
town and district. 

A still greater work is that of Vizzola, on the Ticino. For a long 
time the great water-power of the Ticino, from its source to its 
junction with the River Po, had been used for irrigating the fertile 
lands around, but in 1889 the idea was conceived of using the water 
for power purposes. In the course of the winter of 1898 works 
were begun, and in a little more than a year were completed. The 
works consisted of а canal delivering 80 cb. metres per second 
into a beck, from which 12 steel pipes about 24 to 28 metres high 
delivered the water to the turbines at the rate of from 63 to 
75 cb. metres per second. The turbines, manufactured by Riva, 
Monneret & Co., of Mailand, and the German house, J. M. Voith, 
are coupled direct with Schuckert three-phase generators at 11,000 
volts. On the whole, this constitutes the most powerful water- 
power plant in Europe. The Vizzola plant is, however, not only 
remarkable for the power of its machines, but also for the vast 
expanse of country to which energy is supplied. Situated in the 
middle of an industrial district of Northern Italy, it supplies 
current to 70 communities, north as far as Varese, a distance of 
35 kilometres; west to Lomazzo, 40 kilometres; and south to 
Turbigo, 15 kilometres ; the whole length of cable is 188 kilometres. 
For the most part individual consumption is small, but there is 
one large consumer, a cotton factory which possesses three motors 
of 700 u.p. The power station of Vizzola, however, soon found 
itself unable to supply all the energy for which there was demand. 
Consequently, the Societa Lombarda per distribuzione di energia 
elettrica" established a second station at Turbigo, which 
utilised the water-power of the Ticino, or rather of 
the Naviglio grande. This navigable canal, which waters 
about 50,000 hectares of land in the Mailand and Pavia 
districts, leaves the Ticino near Tornavento and pours its waters 
into the Mailand canal after a course of 50 kilometres. The water 
Jeaves the Ticino at 60 cubic metres per second; the fall is 35°5 
metres, во that in a length of 30 kilometres between Tornavento 
and Abbiategrasso, 16,000 H, p. could be utiljsed. A concession was 


` 7 kilometres of the canal. 


‘erected at Malnisio. 


the Lombard Co. acquired the right to use 5,000 н.р. in the first 
The works have now been completed, 
and the station supplies а triple-current of 1,500 н.р. The energy 
is used only for industrial purposes in the district. Moreover, 4 
plant has been erected at Castellanza for reserve purposes. This 
company has also entered into combination with a Basle company, 
which holds a concession for use of the waters of the Poschiavino 
mountain stream (20,000 н.р.). The necessary cables for the 
current have had to be carried over the border, and this export 
electrical power" has given rise to great comment in Switzerland. 
Particularly worthy of mention, because of the extraordinary nature 
of the fuel used, is the Societa della forze idrauliche 
del Moncenisio.” The power is obtained from the Cenischia fall, 
which originates in the lake on Mount Cenis. At present 1,020 
litres per second are used, with a total power of 11,700 н.р. It із 
proposed, however, to use 1,400 litres more. The waterfall is in 
two sections, and only one section (445 metres) has up to the present 


been used. The station, which is at Novalesa, contains five turbines 


of 15,000 B.. each, with a current of 3,000 volts. The pressure 
is increased to 30,000 volts by means of transformers. The 
energy is conveyed to Turin, 60 km. away. Works are also 
being carried out by the “Societa Italiana per l'utilazione delle 
forze idrauliche nel Veneto," at the mountain stream of Cellina in 
the Venetian Alps. After their completion the plant will have 
two plants of 13,000 н.р. each.  At.present only one has been 


Several other smaller plants are in existence in Italy, but the few 
already described will serve to show that the electro-technical 
industry of Italy is of vast: importance, and is capable of much 
further development. 


The *'Everbrite"  Reflector.— The accompanying 
illustration shows an improved type of shell pattern reflector, for 
use with ordinary clectric incandescent lamps, which is being put 
upon the market by Mr. F. J. TIFFIN, 3, Great Winchester Street, 
E.C. It is known as the Everbrite," and it consists of a shell- 
shape reflector made of crystal glass with silver deposited on the 


THE EvERBRITE SHELL REFLECTOR. 


inside surfaces of the two walls. It isclaimed that this accessory 
will not tarnish nor deteriorate in appearance, and will give a- 
maintained.maximum brilliancy for various positions in which the 
electrical engineer and the consumer will find it useful. The 
reflector is easily attached to any lampholder by means of the 
bracket carrier shown. We have received one of these 
reflectors, and it commends itself as а cheap and attractive 
novelty. 


Continental Markets for Electrical Goods. — 
German “ industriels" are still exercised over the new commercial 
treaties which have been concluded between so many of the Con- 
tinental Powers. “ Тһе Association for Protecting the Interests of 
German Electrotechnics” has recently adopted the following 
resolution :—'' This Association notes the results obtained in our 
new commercial treaties with Switzerland, Italy, Servia апа 
Roumania, which lead us to presume that the exportation of 
German electrical products thither will maintain its volume as 
heretofore. The Association, however, deplores the very consider- 


. able tariff increases made by Austria-Hungary, and the prohibitive 


character of the most important tariff schedules of Russia, in whose 
markets German dynamos, clectric motors and cables will henceforth 
have no sales. The total German exportation to Russia will be 
diminished by one-third. The Association urgently requests the 
German Federal and State authorities to use all efforts for making 
up for this diminished exportation by getting better terms in the 
treaties to be negotiated. It is to be borne in mind that during late 
vears numerous and extensive electrical manufactories have been 
established in various countries, and these, working under more 
favourable conditions, have either made it very difficult for us to 
compete with them, or threaten to tie us up altogether in the near 
future." According to this, but making due allowance for a slight 
exaggeration of the facts on the part of the Association, the future 
should offer better opportunity for British electrical enterprise in 


dominated.—Commercial [ntelliqener, i 
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Trade Announcements.—The works and offices of * hundreds, and possibly thousands, a year to the manufacturer. It 


Messrs. FERRANTI, Ltp., Hollinwood, will be closed from August 
25th to.September 4th for the annual district holiday. Urgent 
correspondence will be dealt with, but goods cannot be taken in 
during the period. 

The SLOAN ELECTRICAL Co., Lrp., of 15, Fore Street Avenue, 
E.C., want their friends to know that, in consequence of the 
increase in sale of ‘“‘Conradty” carbons, they have had to open 
offices and a warehouse at Manchester, so that they can more 
promptly mcet the wants of customers in the Midlands and the 
North of England. They have just issued an illustrated list 
describing these carbons of various qualities for open, enclosed and 


flame arc lamps, also searchlights and stage lamps, as well as carbon 
brushes. | 


Automatic Point Shifters.—The Dublin United Tram- 
ways Co. has placed orders for four more of “Tierney & Malone’s 
patent automatic point shifters,” with which that system has been 
partly equipped for some 10 or 12 months, with Mrssrs. BRECK- 
NELL, Munro & RocEnRS, Ітр., of Bristol. 


Electricity in Indian Mines.—In regard to the para- 
graph which appeared in our last issue, entitled Electrical Equip- 
ment of an Indian Colliery," а correspondent writes correcting 
that portion of the paragraph stating that “this is the first 
mine in India to adopt electrical plant." Strictly speaking, he says 
this is not quite correct, as the Kolar Gold Mines, Mysore State, 
have been using electricity for power purposes very extensively, 
both underground and on the surface, for a very considerable time. 
In these mines there are motors in use on the surface for driving 
hoists, mills, air compressors, &c.—the largest being of 1,000 н.р, 
and there are various sizes driving pumps, hoists, &c., underground, 
the largest at present being 150 н.р. The complete installation on 
the field is about 6,000 H.P. The writer of the original note was 
doubtless referring to coal mining work. 


* EFlastophor."—Under the name Elastophor," a new 
chemical compound claimed to have all the qualities of india-rubber 
with a greater degree of elasticity, is being introduced into France 
by La COMPAGNIE FRANCAISE DE  CAOUTCHOUC ARTIFICIEL 


“ ELASTOPHOR,” of 6, Boulevard de Villiers, Levallois-Perret, 
(Seine). 


The Rating of Machinery: Its Effect on British 
Industrialism.—The following is а copy of a letter being circu- 
lated by the London Machinery League :— ; 

“It is very evident that there is no adequate conception among 
manufacturers of the serious rating menace which confronts British 
industry—a menace which, if realised, will gravely penalise it in 
competition with our foreign rivals. Should machinery be rated by 
the local authorities? At this moment there is a considerable 
diversity of practice among local authorities—-a fact which in itself 
tends to complicate the situation with an added element of bitter- 
ness and feeling. Where the local authority is possessed by 
sympathy towards industrialism, the taxation is not persisted in; 
where this sympathy and knowledge are absent, the taxation is 
often demanded with rigorous exactitude, It is bad enough that a 
penalty should be imposed on British industrialism, which the 
foreign manufacturer has not to bear; the infliction becomes worse 
when in England itself the tax may be the sequel to municipal 
caprice, to municipal ignorance, and sometimes to municipal 
prejudice. : - | 

In examining into the history of this question, it is unnecessary 
to go beyond the year 1840. The remarkable development in the 
industrialism of Great, Britain renders its absolutely necessary that 
the law in reference to this matter should be made definite and 
clear. The prescient statecraft at that period was averse to the 
throttling of the many interests involved in this development. It 
was perceived that to continue the old system of rating would mean 
the jeopardy of the bright commercial and industrial prospect, 
which was fortunately destined to be realised. Hence it was that 
the Act of 1840 made it explicitly clear that machinery was not to 
be rated. The phraseology of that Exemption Act was as emphatic 
as could well be devised. It was specifically declared to be abso- 
lutely unlawful for the overseers of any parish, township, or village 
to 'tax any inhabitant in respect of his ability derived from the 
profit of stock-in-trade or any other property for or towards the 
relief of the poor.’ The phrase ‘or any other property’ was con- 
fessedly introduced with the view of giving encouragement to 
British Industrialism. 

“ Тһе Act of 1840 is an unrepealed Act. It is still upon the 
Statute Book. It. is the last expression of Statute-law in reference 
to the question. That the definite design of the Legislative should 
be over-ridden, that the caprice of a local authority should be 
supreme rather than the explicit anxiety of Parliament, is not one of 
the least perturbing paradoxes of the position. The London 
County Council, which has sought to persuade the local authorities 
of the metropolis to the rate-levying policy—a persuasion which, 
we are glad to be able to adinit, has not always been successful— 
has justified its action by the decision of Lord Fisher in 1886. We 
make no reflection upon Lord Esher’s distinction as a lawyer and 
his eminence as a judge. At least, however, it is permissible to say 
that the resolve to tax the machinery located in a hereditament— 
machinery other than that actually let with the premises, and 
which would thus be definite part of its ordinary and necessary 
equipment, is due to his ruling. It is the judicial interpretation 
of precedents rather than the anxiety of the Legislative to which 
is attributable the creation of the present chaotic situation, a situ- 
ation in which an imaginary boundary line may actually mean 


is to this decision that we owe the astounding fact that a building, 
having but a moderate rateable value attaching to it, may 
become, the moment it is designed to play a more important 
part in the economy and industry of the neighbourhood, a 
centre of labour and of judicious distribution of earnest money 
to the working classes, or afflicted with a harassing tax 
which must cripple it in placing ‘its products both in 
the markets of the world and in the markets of the British 
Islands. Statute law is sympathetic towards industrialism. It is 
the judicial interpretation of that law which is the parent of the 
present harassing confusion and the present conflicting practioe. 
Manchester is exempt from the affliction; the London County 
Couucil would make machinery the basis of taxation and make 10 
per cent. of rateable machinery the average per centage of gross 
value. Westminster refuses fo tax machinery ; Southwark taxes. 
The whole business is, to use a Cromwellian phrase, an ungodly 
jamble, made all the worse by the fact that our Continental rivals 
are restricted by no such ungenerosity. 

“The London Machinery League, which includes many of the 
most distinctive users of machinery in the metropolis—and which, 
I may add in passing, is anxious to secure the alliance of provincial 
industrialists and manufacturers, as well as the membership of all 
London users of machinery—seeks a clear definition of existing law, 
which would harmonise the general policy, and would, of course, 
protect chattel machinery from assessment. In other words, it 
would resort to the.policy of 1840, with the condition that machinery 
attached to the building and necessary to its first equipment should 
be rated. It would render the law no longer susceptible of local 
caprice and prejudice. In this policy it has the support of the 
Royal Commission on local taxation, which would exempt from 
assessment, machines, tools and appliances ‘ not fixed or only во 
fixed that they can be, removed from their place without 
necessitating the removal of any part of the hereditament.’ This, 
sir, is our policy. | 

“ LONDON MACHINERY LEAGUE, 
“ ARNOLD Goopwin, Hon. Sec, 


“ 56, Sumner Street, Southwark, 
“London, §.E.” 


Brush Contracts.—The following contracts have been 
placed with the Ввовн ELECTRICAL ENGINEERING Co., LTD. :— 

For the Cleveland and County of Durham E. P. D. Co. (per Messrs. Bramwell 
and Harris).—Electric locomotive complete. 

For the Buenos Ayres and Pacific Railway.—One 500-kw. and two 250-kw. 
turbo-alternator sets, each consisting of а Brush-Parsons steam turbine direct- 
coupled to a synchronous alternator by means of a flexible coupling. 

For the Watford U. D. C.— Year's supply of alternating-current transformers. 


Electrical Contractors’ Profits !— Аё the Doncaster 
County Court last week, Messrs. Fisher & Co., electricians, Don- 
caster, sued Birch & Co., Ltd., Rotherham, for £2 12s. 3d. for work 
done. There was a counterclaim for £1 14s. 6d. for damages. The 
claim was admitted, and the amount paid into Court. Mr. Birch, 
managing director of the defendants, said that in 1892 plaintiff 
went to their works at Rotherham, soliciting orders, and witness 
gave him an order for the conversion of the firm’s outside electrical 
lamps from three-light lamps to two-light lamps. Plaintiffs sent a 


youth and a boy to do the work, without proper tools, which witness - 


had to lend them. Тһе workmen inflicted damages to the amount 
of £1 14s. 6d.— breaking nine squares of glass, valued at 228. 6d., 
and 12s. for lettering. The lamps were practically ruined. Judge- 
ment was given for plaintiffs on the claim paid into Court, and for 
the defendants on the counterclaim. 


Bankruptcy Proceedings.—The estates of ROBERT 
Sykes (Robert Sykes and Co., electrical engineers, 8, Dixon Street, 


Glasgow) were sequestrated on August 17th. A meeting to elect 


trustee and commissioners is to be held on August 29th, when a 
composition may be offered. 

A. J. HARRIS (electrical engineer, trading as A. J. Harris and Co., 
Bradford).—A receiving order was made on 18th inst. on a 
creditor’s petition. The first meeting of creditors, &c., is to be 
held on September 5th, and the public examination on October 4th 


at Bradford. R 


Е. A. Earr (electrical and general engineer, 12, Palmerston 
Road, Boscombe).— Receiving order made August 15th on debtor's 
own petition. The first mecting is to be held August 30th at 
Southampton ; public examination, October 4th. at Poole. 

Catalogues and Lists. — Messrs. R. W. VICAREY 
AND Co., 91, Foregate, Stafford.—Pamphlet describing the class of 
work undertaken by this firm of battery experts, who make a 
speciality of storage battery, experimental and testing work for 
electrical contractors, battery users, station and consulting engineers 
and others. А tariff of fees is given. 

Positive Rotary Pumrs, LTD., 23, Northumberland Avenue, 
W.C.—Illustrated card of hand, belt, aud electrically-driven pumps. 

UNIVERSAL ELECTRICAL MANUFACTURING Co., Peckham, S.E.— 
Picture postcard giving a few particulars regarding the firm’s new 
house fuse boxes. 

Messrs. Ernest F. Moy, Lro, Camden Town, N.W.—New list 
(No. 8) of continuous-current measuring instruments of small round 
dial and automobile types. Description, tabulated prices and 
dimensional drawings are given. 

THE SLOAN ELECTRICAL Co, Lrp., London, E.C.—Two new 
illustrated circulars; one describing their Hofmann patent rivets 
and their quick rivet jointer; the other particularising their 
“clincher” plug for plugging boles in brick or stone for electrical 
wiring and many other purposes. 

(Continued on page 307.) 
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THE* FIFE ELECTRIC POWER SCHEME. 


ON Tuesday, the 15th inst., an important addition was made 
to the number of electric power & 


Britain, when the 
initial generating 
station of the Fife 
Electric Power Со. 
was officially 


ipply companies of Great 


7 


* f 
г | d 


closely round any one centre, a condition pointing clearly 
to high-tension transmission. Another great outlet which 
the company will, no doubt, find, is supply to local 
authorities mainly for lighting purposes. A glance at the 


map will substantiate 
this, for it will be 
seen that in the 
whole area there 
are at present but 


opened, and the 
supply of power 
commenced. It will 
be remembered that 
the Fife Power 
Co.'s Bill was 
passed during the 
Parliamentary ^ ses- 
sion of 1908, the 
company being 
authorised to supply 
power to individual 
consumers outside the 
area of supply of 
existing authorised distributors, and also to supply in bulk to 
authorised distributors within the Power Co.'s area. This area, 


a map of which appears on page 306, includes the whole of the 


County of Fife, certainly the most important industrial area in 


Fic. 1,——ViEW or THE Fire ELECTRIC Power Co.'s “ PILOT” 
STATION AT TOWNHILL. 


two towns, viz, 
Kirkcaldy and St. 
Andrews, which 
have their, own 
generating stations, 
the former hav- 
ing both lighting 
and tramways, and 
the latter lighting 
only. In view of 
the great number of 
towns of small and 
medium size in the 
county, {a large de- 
mand may reasonably be looked for from this source. 

It is the intention of the Fife Power Co. eventually 
to build several large stations from which the whole of the 
area сап be economically supplied: the first of these, which. 


Pp = 85 


. Fic. 2.—Vikw оғ THE ENGINE Room, SHOWING WILLANS-PEEBLES GENERATING PLANT. 


the East of Scotland, its 504 sq., miles being studded with 
collieries, textile mills, brick and lime fields, quarries, and: 
engineering and iron works, These industries are, more- 
over, 80 situated us to receive the utmost benefit from an 
electric supply company operating on modern principles, 
for they are for the most part scattered rather than grouped 


is really a pilot, station, is situated at Townhill, near 

Dunfermline, and suggested sites for other stations are at 

Cupar, Leven.and ‘Markinch. The exact locations will 

he settled as the business extends. " | 

After certain, limits have been reached, it is not 

proposed to further enlarge this station, but to lay down 
F 


а азаи: 
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an entirely separate new one on a much larger scale with 
bigger units, and so arranged as to lend itself to expansion 
up to 60,000 кү. capacity. This will give a much more 
homogeneous arrangement and a maximum economy in 
production ; the proposed transmission pressure being 
11,000 volts. 

The Townhill power station (fig. 1) has been built 


Fig. 3.— VIEW OF THE BoILER House. 


and equipped throughout by. Messrs. Bruce Peebles and 
Co., Ltd., Edinburgh, to the instructions of Messrs. 
Bramwell & Harris, the consulting engineers to the 
scheme. The present buildings contain space for 
800 KW. of plant in addition to that now in- 
stalled. Тһе station adjoins а branch of the 
North British Railway, and is, moreover, close to the 
‘Town Loch," so that the facilities for coal and 
water supply are excellent. The railway runs along a 
high embankment, 
and the coal is 
dumped from the 
trucks into two 
shoots, which deliver 
it into hoppers at 
the foot of the 
bank; these in turn 
deliver into trucks 


running on а паг- a с 
row-gauge line Ер: Гм 
into the stoke- $ y. d 
hole. - The boiler 7, d. 


house (fig. 3) is at 
present equipped 
with four large 
Lancashire boilers 
fitted with super- 
heaters, and each 
capable of evapo- 
rating 8,500 lb. 
of water per hour. 
Each boiler is 30 ft. 
long over the 
end-plates, and 
has a diameter 
inside the shell 
of 8 ft. 6 in, 
the working  pres- 
sure being 160 lb. per sq. in. 

The external diameter of the flues is 3 ft. 7} in., tapering 
to 3 ft. 14 in. at the back. The fines are provided with 
six Galloway tubes placed at angles of 60? alternatively on 
each side of the vertical centre line. Each boiler is pro- 
vided with the customary valves, pressure and water 
gauges, blow-off cock, &c. The superheater is of sufti- 
cient capacity to impart 60° of superheat to the steam pro- 


duced by the boiler when evaporating the full 8,500 lb. 
weight of water per hour. 

The pipework was sub-contracted by Messrs. Bruce Peebles 
to the Sir Hiram Maxim Engineering Co., and is of standard 
construction. The steam main is on the ring principle, and 
is constructed of welded solid-drawn steel. A 7-in.. pipe 
leads from each boiler stop valve to the superheater, with a 
by-pass, and this is 
connected to the main 
header in the -boiler 
house. Junction pipes 
connect this header 
to a smaller one in 
the engine house, 
steam separators 
being provided at the 
point where the junc- 
tion pipes connect 
with the engine house 
main; the steam is 
taken from the upper 
side of this main 
direct to the gepara- 
tors on the engines. 
In the absence of 
condensing arrange- 
ments the exhausts 
of the four engines 
are connected to a 
main exhaust pipe of 
rivetted steel 20 in. 
їп diameter, which 
is carried up outside 
the engine house and 

©, | : terminates in an ex- 
haust head. The water supply is drawn from an over: 
head feed tank, which is fed by a Peebles motor- 
driven pump from a reservoir outside the 


pum т. station, 
shown in fig. 1. Тһе water 


| | can be delivered from 
the overhead feed tank either direct to the boilers 
or through the economiser: the blow-off and feed pipes 
being carried along a trench in front of the boilers as usual. 
l'he boilers are also fitted with injectors, ‘which ect as 
emergency feed appliances, 


SFia, 4. —SHEWING ARRANGEMENT OF STEAM PIPING AND INDUCED DRAUGHT PLANT. 


It will be seen from the view of the station 
buildings that a large chimney has not been built, 
but in its place an induced draught plant has been 
installed. It is claimed that by this system the steam- 
ing capacity of the boilers is increased considerably above 
normal working capacity without damaging the boilers ; 
moreover, that the cheapest kind of fuel can be thoroughly 
burned, thus practically abolishing the smoke nuisance : 
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that the draught being mechanically produced is iridependent 
of any atmospheric conditions, and that the system is more 
elastic in operation than natural chimney -draught, which 
enables the fireman to regulate the supply of steam as desired. 
The plant, which is 
shown in fig. 4, con- 
sists of- a-Sturtevant 
exhausting fan pro- 
vided with water- 
jacketted bearings, 
by means of which 
the fan is kept in per- 
fect working order 
when handling gases 
at temperatures vary- 
ing from 150° to 
800° F. The inlet 
of the fan is. con- 
nected to the base 
of the iron stack 
and the outlet is con- 
nected to the stack 
outside the roof of the 
boiler house. Regu- 
lating dampers are 
provided, arranged 
so that if desired the 
boilers can 
worked with natural 
draught. The motor 
driving the fan is pro- 
vided with a patent 
controller fitted with 
automatic no-load М. 
and over-load ге- 
leases, and capable of 
regulating the speed Ето. 
of the fan from 350 
to 420 r.p.m. as desired. The fan being connected to:the 
extreme end of boiler flues close to the base of chimney when 
in operation, creates a partial vacuum in the flues, and thus 
draws the air through the fires in the boilers, the desired 
vacuum being maintained according to the speed of the fan. 


also be 


Fic. 6.—Vitew BEHIND MAIN SWITCHBOARD. 


',The economiser, which in common with all the other 
auxiliary apparatus, is driven by a Peebles continuous-current 
motor, driven from the exciter sets, is of standard con- 
struction, consisting of 144 tubes arranged in two groups of 
42 tubes each, six tubes wide. The tubes, 9 ft. long and 


5.—MAIN SWITCHBOARD. 


4 iri. internal diameter, were forced into the top and bottom 
box by hydraulic pressure, che joints being metal to metal. 
Self-acting scrapers with- over-lapping joints and chilled 
edges ure provided. The economiser works at an ordinary 
pressure. of 150 Ib. 
per sq. in., and- it is 
moreover so arranged 
as to deal in a satis- 
factory manner with 
cold feed water, 7.e., 
water at about 50? F., 
and when supplied 
with water at this 
temperature Шеге is 
no * sweating " of the 
tubes, 

АП the engines are 
of Messrs. Willans 


and Robinson’ smanu- 


facture, thes main 
engines being of 
the three-crank 


triple-expansion type 
with three cylinders 
per crank, and the 
exciter engines of the 
two-crank compound 


type. Each of the 
main engines is 


direct-coupled to. a 
400-kW. Peebles 
alternator giving two- 
phase current at 50 


periods and at a 
pressure of 3,000 
volts. This output 


is given on the basis 
of a temperature rise, 
after six hours’ full-load run, not exceeding 60° F. As 
regards regulation, the engine governor is so efficient that 
the speed of the set will not rise above, or fall below, the 
normal by more than 5 per cent. momentarily, or 2 per cent. 
permanently when full load is thrown off or on. 

The alternators are of Messrs. Bruce Peebles’ standard con- 
struction; with rotating fields. The field poles, which are 


AUXILIARY 


Fic. 7 


SWITCHGEAR 


bolted to the rim of the magnet wheel, are wound with bare 
copper strips cn edge, alternate coils being insulated by 
special paper. As the windings and field coils all round the 
magnet wheel are in series, and as there is a considerable 
number of turns on each pole, it will be seen that the 
voltage between turns of the winding is very small indeed, 
so that the special paper used provides ample insulation. 
The armatures are stationary, .and are built .up. of. 
stampings of soft iron, having nearly closed slots formed. at 
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the periphery. The windings are disposed in these slots, 
and insulated with Pressspahn, mica and special varnish. 
The two auxiliary units each consist of a Peebles-Willans 
45-Kw. 100-volt continuous current generating set; these 
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Fic. 8.— VIEW oF;WILLANS-PEEBLES EXCITING PrANT: 
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it, а synchronising panel апа three complete feeder panels. 
Two sets of bus-bars are provided, the lighting and power 
bars being normally separate. Either alternator can be 
plugged to either set of bars. As will be seen from our 
illustration (fig. 6) of 
the back of the board, 
bars and connections 
of different polarity 
are separated by sub- 
stantial slate parti- 
tions, and fireproof in- 
sulation is used on all 
insulated conductors, 
Each feeder panel 
complete consists of 
three sub-panels, two 
of which are norm- 
ally in use, while the 
third is a spare. 
This third panel con- 
trols an additional 
lead, which тау be 
plugged to the bus- 
bars and switched 
into service should 
one. of the others 
break down. As 
usual, the alternator 
panels are arranged 
on the right-hand 
side facing the board ; 
the synchronising 
panel in the middle, 
and the lighting and 


p - 3. -— power-feeder panels 


to the left. Each 
alternator panel is 
provided with four 


= T a sT. ANDRE ws KAD) —— 
„ » — N 


: — MAP SHOWING AREA OF SUPPLY — = 


are used for the excitation of the main alternators and also for 
driving the various subsidiary motors about the station. 
Views of the main generators and exciters are shown in 
figs. 2 und 8 respectively. 
-The main Switchboard, illustrated in fig. 5, includes two 
alternator panels, each of which has an Ыт ‘panel beneath 


plugs, two ammeters, and а circuit-breaker, while the 
adjoining exciter panel is provided with a vertical 
ammeter, shunt-breaking switch, rheostat and wattmeter. 
The synchronising panel is provided with voltmeters for the 
incoming alternator, and also one each for the lighting and 
power bus-bars, In addition, a synchronising voltmeter and 
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lamps are provided, and an oil switch for coupling the in- 
coming alternator to either set of bars. Each feeder panel 
is provided with an ammeter, pilot voltmeter for each 
phase, lamps and circu -breaker, also plugs for plugging in a 
spare feeder. All circuit-breakers are of the oil type, and are 
located béhind the board and operated by handles from the front. 
In addition to the main board, there is a small exciter board, 
consisting of three panels shown in fig. 7. It will be seen 
that the construction is quite of a standard pattern. 

An interesting feature of the main board, which may here 
be mentioned, is that the lamps shown above the circuit- 
breakers indicate from а distance whether the circuit- 
breaker is closed or not. These lamps are operated by 
exciter current, and are- switched on and off by auxiliary 
contacts on the circuit-breaker itself. 

The entire contract for mains for the Fife Power Co.'s 
system was carried out by Messrs. Callender's Cable Con- 
struction Co., Ltd. 


BUSINESS NOTES. 


(Continued from page 302.) 
Imports of Foreign Telegraph Cables.— The imports 


of foreign telegraph cables and apparatus connected therewith into 
this country during July last attained a value of £1,817, bringing 
up the total for the first seven months of the year to £32, 327, which 
compares with only £20,431 in the corresponding period of 1904. 


Magnetite Are Lamps.— According to l'Industrie 
Electrique, the streets of Jackson (Michigan) are now lighted with 
300 of Mr. Steinmetz’s magnetite arc lamps, which take 4 amperes 
at 80 volts, and have replaced the 6:6 amp. enclosed arc lamps, 
whilst giving far more light. 


Dissolutions and Liquidations,—The Sm HIRAM 
Maxm ELECTRICAL AND ENGINEERING Co., Ltp.—In this case the 
winding-up order was made in November, 1904, and Mr. H. E. 
Burgess, senior assistant receiver, has now issued his report to the 
creditors and shareholders of the company. The statement of 
affairs shows total liabilities £55,481 15s. 1d., of which £19,192 
198./6d. is expected to rank, against assets valued at £27,642 Ов. 10d., 
after deducting £20,309 118. 8d. for payment of the debentures, 
and £1,057 11s. 11d. for the preferential claims. The assets con- 
sequently exceed the liabilities by £8,449 1s. 4d., but the account 
with the contributories discloses a deficiency of £161,949 18s. 8d. 
From accounts prepared by the company the trading has resulted as 
follows :— 


From May, 1899, to November, 1900 
For year to November, 1901 ies 
For 13 months to December, 1903 .. Loss 1,651 5 2 
From January 1st, 1903, to June, 1904 .. Profit 2,484 8 0 


The insolvency of the company is attributed to (a) the falling 
through of the agreement with the Hiram Lamp Co.; (b) the short- 
ness of working capital, owing. to the available working capital 
being locked up in lamp stock ; and (c) adverse legal costs. 

The Licht RarLwaAys DEVELOPMENT Co., LTp., is winding up 
voluntarily with Mr. David Williams, 181, Queen Victoria Street, 
E.C., a8 liquidator. 

Messes. G. К. Sprvzy and J. J. Juss (Spivey & Jubb, electrical 
engineers, Batley Carr, Yorkshire), have dissolved partnership. 
Mr. Jubb, who will continue the business, will attend to debts, &c. 

Messrs. E. C. GASK ICL & R. P. Davis (Liverpool Boiler Cement 
and Manufacturing Co., Hodson Street, Liverpool) have dissolved 
partnership. Mr. Davis will attend to debts. 


Book Notices.— Tools for Engineers and Woodworkers. 
By Joseph Horner. London: Crosby Lockwood & Son. 1905. 
Price, 98. net.—In brief, this book is an illustrative and descriptive 
dictionary of hand tools for the use of workers in iron, brass and 
wood, by an author who has made the subject of tools peculiarly 
his own. Undoubtedly there is room for such a book. To many 
men engaged in engineering the question of tools must often come 
into prominence, yet how large a number would fail to give a clear 
and correct description of the many tools used in the workshop, 
their cutting angles, capacity and so on. Not many years ago 
there was a time-honoured superstition that wrought-iron required 
to be lubricated when tooled, but that it was wrong to lubricate 
cast-iron. It was not necessary to do so, but there was, after all, 
no harm in it,and to-day, when one gets all that can be got 
from a tool, the lubrication of cast-iron may even be necessary. 
The author divides his work into sections or chapters, each devoted 
to a particular class of tool or detail. Thus we have a chapter on 
tool angles and supporte ; and then on the chisel group of tools, one 
on planes, which is & variety of the guided chisel. Section II. deals 
with scrapers; Section III. with saws, files and milling cutters. 
After all, these three tools are merely varieties of the multi-edge 
or milling tool. Boring tools and threading tools are also com- 
prised in this section. Tools of percussion are then dealt with, 
while Section V. is on processes such as hardening and grinding. 
Section VI. is devoted to gauges and tools for marking out or 


. Profit £555 16 0 
. Loss 4,992 2 2 


measuring and testing work generally. In short, every tool 
seems to have received due treatment, end the work has been well 
done. 

„Wireless Telegraph and Hertzian Waves.” 
Third Edition. London: Whittaker & Co. 3s. 

"'The Bodie Book" (Hypnotism, Electricity, Clairvoyance, &c.). 
By Walford Bodie, F.R.M.S, &c. London: The Caxton 
Press, Ltd. 28. 6d. 

Шш Report and List of Members of the Cobden Club for the Ycar 
1904.” Offices: 28, Victoria Street, S.W. 

“ Proceedings of the Physical Society of London,” Vol. XIX., 
Part VI., July, 1905. London: Taylor & Francis, Red Lion 
Court, E. С. 

„Calendar of the Glasgow and West of Scotland Technical 
College for the Session 1905-6.” Glasgow: The Secretary at the 
College. 1s. 

“Fire Tests with Floors and Doors.” ‘Red Book” of the 
British Fire Prevention Cammittee, Nos. 96 and 98. London: The 
Committee. 2s. 6d. each. 

“ A Guide to Standard Screw Threads and Twist Drills.” By 
Geo. Gentry. Model Engineer Series, No. 27. London: Percival 
Marshall & Co. 6d. net. 

“ Transactions of the Junior Institution of Engineers,” Vol. XIV., 


By S. R. Bottone. 


Twenty-third Scssion, 1903-4.. Edited by W. T. Dunn. London: 
Percival Marshall & Co. 10s. 6d. 
“ Ап Auxiliary Port for London." Ву Iunovator. This is the 


first of a series of papers on the subject—Can London Spend Her 
Money to Better Purpose?  No.1 deals with the river and its 
enlockment ; utilisation. of the tidal power of the Thames; elec- 
tricity in bulk ; Canvey, a new auxiliary deep-sea port for London ; 

a new electric rail and motor road, &c. London: P. S. King and 
Son. 6d. net. 

“The Municipal Engineers’ Specifications." 
roads, sewerage, and electricity supply.) Annually. 
London: The Proprietors of the Builders“. Journal. 28. 6d. net. 

Reports ok the Engineering Standards Committee. No. 16, 
British Standard Specifications and Tables for Telegraph Material ; 
No. 23, British: Standards for Trolley Groove and Wire. London: 
Crosby Lockwood & Son. 10s. 6d. net and 1s. net respectively. 


(Executive work, 
No. 1 (1905). 


LIGHTING AND POWER NOTES. 


-—— — 


Acton.—The U.D.C. has applied to the L.G.B. for a loan 
of £25,000 for E.L. purposes. 


Aldershot.—The report of the E.L. Committee on the 
past year's working was submitted recently to the T.C., and shows 
that the total revenue was £3,526, an increase of £655. The 
working expenses were £1,976, sinking fund repayment £754, and 
interest on loans £858, a total of £3,588, resulting in a deficit of £63 
on the year’s working. The number of units sold amounted to 
186,196, or an increase of 31,955 over that of the previous 12 
months. 


Annfield Plain.—The U.D.C. has resolved to take no 
further action in regard to the lighting of Dipton by electricity by 
the Cleveland and Durham County Electric Power Co., but to 
consider the question of the Council lighting the entire district by 
its own plant. 


Bingley.—The U.D.C. has instructed the clerk to apply 


to the B. of T. for an order terminating the powers of the Yorkshire 
Electric Power Co. within the Bingley district. 


Brighton.—A. proposal to provide the Corporation 
‘electrical engineer with a motor-car costing £250, has been rejected 
by the Council by 30 votes to 8. 


Buxton.—The U.D.C. has resolved to borrow £4,000 for 


electricity works extensions. 


Cardiff.—The Corporation has been asked to quote for a 
supply of energy to the Great Western Railway Co. The company 
proposes to use the town supply not only for lighting but for all 
power purposes in their sidings between Roath and Canton. The 
electrical engineer bas been informed that about 1,600 н.р. will 
be required for motors. At present the company are using nearly 
a quarter of a million units, but this will be greatly increased in 
the future. It was decided to offer terms. 


Devonport.—New extensions at the Corporation elec- 
tricity works, Stonehouse, were formally opened on the 18th inst. 
The additional new works have been carried out at a cost of about 
£8,000; the new plant installed, consists of a Willans-E.C.C. set of 
500 x w., bringing the total capacity of the works up to 1,800 kw. 


Eston.—The U.D.C. has approved the plans for a 


generating station to be erected near Grangetown station by the 
Cleveland and Durham Electric Power Co. 


Ferryhill.—Messrs. Bolckow, Vaughan & Co. have 


offered to supply energy for public lighting at 308. per lamp per 
annum. The P.C. is considering the offer. 


Frinton-on-Sea.—On Saturday morning last, the works 
of the local electricity supply company were destroyed by fire. The 
damage is estimated at £3,000. The plant installed in the station 
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consisted of two 40-н.р. gas engines working with suction type 
producer gas, each engine driving a pair of dynamos; also an accumu- 
lator of 240 ampere-hours capacity. The switchboard consisted of 
seven marble panels carried by steel framing. The whole of the 
electrical apparatus was completely destroyed, but it is hoped that 
the main parts of the engines are not seriously damaged, so that 
they can be repaired and got running again within a few days 
under temporary shelter. The reconstruction is well in hand, and 
it is expected that the supply will be restarted in about a week. 
Messrs. Christy Bros. & Middleton, the engineers to the scheme, 
inform us that the cause of the fire is not definitely known. The 
plant was running until 11.30 on Friday evening, aud the building 
was found to be alight shortly before four in the morning. The 
building was of a somewhat temporary character pending extensions. 


Glasgow.—A large private installation at the new: works 
of the Argyll Motors, Ltd., at Alexandria, near Glasgow, has been 
put down. Ten Rodger-Rowden gas engines are being fitted up, 
three for direct driving, and seven are coupled to dynamos for 
electric power and lighting purposes. The total н.р. of the producer 
gas plant at these works is 1,500. `’ 


Greenock.—The result of the past year's working of the 
. Corporation electricity works shows a net surplus of £1594. Оп 
the engineer's recommendation it is proposed that £200 be used to 
write off the capital expended on free wiring installation and 
motors on hire. It is proposed that £1,000 be applied to the credit 
of the local rater, and the balance of £394 is to form the nucleus 
of a reserve fund. The increase in the amount of energy sold last 
ycar amounted to 60 per cent. over that of the previous year. The 
electrical engineer recommends that the rates be revised to the 
extent of a reduction of 16 per cent. 


Grimsby.—The E.L. Committee on the 21st inst. 
adopted а recommendation of a special sub-committee involving 
the expenditure of £18,000 for extensions, which includes new 
generating sets and mains. 


Higham Ferrers.—Mr. E. P. Harvey, of Newcastle-on- 
Tvne, and the County of Northampton Electric Power and Traction 
Co., have informed the T.C. of their intention to apply to the 
B. of T. for prov. orders for E.L. 


India. — BANGALORE. — Mr. Hewett, the commercial 
member of the Viceroy’s Council, inaugurated the electric light 
system in the city recently. The operators at the Sivesamundrum 
Falls, a distance of about 60 miles, were called up over the telephone, 
and shortly after the street lamps were switched on. About 800 
lamps have been installed in the city, each of 40 c.r. . These super- 
sede 1,200 oil lamps. 


Jarrow.—Last week the County of Durham E.P.D. 
Co., was again summoned by the Jarrow Corporation in 
respect of smoke nuisance. The Corporation complained that an 
order made in May for the nuisance to be abated in two months, 
had not been complied with until 10 days after the expiration of 
the order. It admitted, however, that the nuisance did not now 
exist, and had been permanently abated. At the previous hearing 
the company asked for three months to do the necessary work, 
and said that if that request had been granted, it would not 
now be in Court. Indeed the work would have been completed in 
two months, but for malicious injuries having- been done to parts 
of the plant while it was being installed. The chimneys had not 
been used since 5th inst., and the system had been entirely changed, 
the energy being now taken from the Carville power station. The 
Court ordered the company to pay the costs, but dismissed the 
summons. 


Loch Leven.—A commencement is now to be made with 
the scheme promulgated by the Loch Leven Water and Electric 
Power Co. The Blackwater Lochs at the head of the River Leven, 
in Argyllshire, are to be impounded. The power house is to be 
erected at Kinlochbeg, and a concrete conduit 34 miles in length 
leads to a penstock chamber at a level of over 900 ft. above the sea ; 
from thence the water travels in steel pipes down to near sea level. 
To dam the water at the lochs a mass of concrete, 80 ft. in height 
and over 4 mile in length, will have to be constructed. 


Macclestield.—The Electricity Committee has recom- 
mended the T.C. to apply for a loan of £16,000 for the carrying out 
of the E.L. scheme. 


Mansfield.—The past year's working of the Corporation's 
electricity undertaking, has resulted in a gross profit of £1,038. 
The deficit is £1,618, which will have to be met out of the rates. 


Margam.—In regard to the terms upon which the T.C. 
would allow the South Wales Electrical Power Distribution Co. to 
run its mains through the district, the company has agreed to pay 
the Council 25 per cent. on the total amount received from con- 
sumers of energy for power, provided that the minimum payment 
to the Council of £50 per annum should not commence until the 
beginning of the third year's supply. The company also agrees not 
to cater for lighting; but in cases where it is giviug a power supply 
to works, &c., under its Act, it would be compelled to give a supply 
for lighting as well, if so desired by the consumer. As regards 
this compulsory supply, the Т.С. has asked the company under what 
section of its Act this statement is made. The T.C. is prepared to 
agree to the minimum payment of £50 per annum, commencing 
from the beginning of the second years working, but not the third. 

The above also applies to the Aberavon U. D.C., with whom the 
company is in negotiatjon, 


4 


Nantwich.—Notice appeared in the London Gazette of 
of August l8th stating that the 1900 electric lighting order had 
been revoked. 


Newport (Mon.).—On August Ith a L. G. B. inquiry 
was held relative to the Corporation's application for a loan of 
£10,000 for E. L. and power purposes, і.е. :— Mains and services for 
the supply of power, £6,400; meters, £3,600. There was no 
opposition. | 


New Zealand.—AvckLaxp.—The Streets Committee 
some time ago recommended the Council to engage an expert to 
report upon the utilisation of the power from the destructor for 
electric lighting purposes, and to furnish specifications for the 
necessary plant. he Council decided to appoint Messrs. Noyes 
Bros. to advise it, and Mr. Goodman, the firm's New Zealand repre- 
sentative, was engaged to go into the matter at a fee of 70 guineas. 
Mr. Goodman duly reported that tbe destructor would not be 
easily adapted to work in conjunction with electric plant. The 
Committee then resolved to ask him to report fully on the question 
of electric lighting for Auckland at a fee of 150 guineas, travelling 
expenses, &c. 

KarrANGATA (OrAGOo).— The B.C. has decided to ask the local 
coal company for terms for lighting the district by electricity. 


Ossett.—At the last meeting of the T.C. it was decided 
by eight votes to six to carry out the electricity scheme, an abortive 
attempt being made to reverse the decision to apply to the L.G.B. 
for а loan for this purpose. 


Pontardawe.— 4 report has been prepared by Mr, John 
Morgan, consulting electrical engineer, of Cardiff, upon а scheme 
for electrically lighting the rural districts, which include Alltwen, 
Ynismeudwy, Trebanos, Clydach, Craigcefnpare, Yscalyfera, Bryn- 
аттап, Gwauncaegurwen, Cwmgorse, Cwmllynfell, Rhos, and 
Rhydyfro. Pontardawe is stated to be the generating centre. 
High tension current is advocated, and except in the main streets 
overhead distribution is proposed. The total cost of the scheme 
(of about 385 K. w. capacity) complete, is estimated at £32,440. 


Quarry Bank.—The Midland Electric Corporation has 
asked the U.D.C. not to insist on further discounts than 
those provided iu the agreement made with the Corporatiou in 
1899, and stating that the flat rate would, under the Corporation's 
new proposals to private cousumers, be practically reduced from 
44d. to 34d. per unit. 


Saffron Walden.— The L. G. B. has informed the T.C. 
that it is not prepared to sanction, in the existing form, the 
Council's application for a loan of £9,950 for E. L. purposes, and 
suggesting that the Council should transfer its prov. order to a 
private company. The matter has been referred to the E. L. Com- 
mittee for consideration. 


Shortheath.— The Midland Electric Corporation has inti- 
mated to the U.D.C. that it does not propose to extend its 
mains in the Council's district. | ' 


Southend-on-Sea.— The past year’s working of the Cor- 
poration electricity undertaking shows that the gross profit amounts 
to £4,190, against £3,809 in the previous year, and the deficit is 
£732, against £359. : 


South  Afriea.—GxrnwrSTON.— The G. E. P. Co. has 
notified the T.C. that it is prepared to proceed with the installation 
of the street lighting as soon as the contract is signed, and is also 
willing to extend the light to Germiston West forthwith. 

KrwBERLEY.—On August 28th the whole of the E.L. plant at 
the borough generating station is to be sold, in consequence of 
the energy for lighting the town being now supplied from De Beers 
Consolidated Mines. 

KrERKsDORP.—Mr. Dagnall has adopted the suggestion of the 
Government electrical engineer in regard to the overhead system 
of distribution. The E.L. Committee has adopted Mr. Dagnall's 
report, and forwarded it to the Government for its sanction. 


Standish.—The Wigan T.C. has informed the U. D. C. 
that, owing to Standish having been struck out of the Corporation’s 
Bill, the negotiations for taking over the Council's E.L. order had 
been dropped. The Council was invited to consider the question 
of taking energy in bulk from Wigan. Аа the Lancashire Electric 
Power Co. has made a similar request, terms have been asked for. 


Swinton and Pendlebury. — Тһе B. of T. has 
informed the U.D.C. that it is not prepared to approve of the agree 
ment with the Lancashire Electric Power Co., as it appears to be in 
effect а transfer of powers, duties and liabilities under the prov. 
order, but will be prepared to consider an application for their con- 
sent to a deed of transfer. The Council, not being desirous of 
transferring its powers, is considering an agreement for the 
management of the undertaking, and this will be submitted to the 
B. of T. 


Wednesbury.—The Corporation has decided to supply 


energy to consumers by slot meter at the rate of 4d. per unit, or 
about the same price as gas. 


Wilmslow.—The public electric lighting of the town 
was switched on last week. The lamps are of 140, 70 and 40-c.p. 
each. About 230 lamps have been installed, and 15.miles of cable 
have been lajd, 
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TRAMWAY AND RAILWAY NOTES. 


Birkenshaw.— The B. E. T. Co. has informed the U. D.C. 
that it intends applying to the B. of T. for an extension of time to 
August 231d, 1907, for carrying out the Spen Valley and Morley 
Light Railway Order, 1902. 


Johnstone.— The T. C. has agreed to write to the Paisley 
and District Tramway Co. for a definite undertaking to proceed 
with the completion of the tramway system for which powers were 
granted. It is held that the promoters should complete the work, 
not only to the boundary of the burgh of Johnstone, but also 
beyond to Kilbarchan. ` 


Leith.—A start was made with the running of electric 
cars on Friday last. As the whole ronte is not yet ready there was 
no formal opening. On the two days (Friday and Saturday) 60,000 
passengers were carried by the eight cars. 


London.—NonTH MkerRoronLrTTAN Tramways Co.— 
Last week at the half-yearly meeting of this company, Mr. G. 
Richardson, the chairman, explained the agreement which bad been 
entered into for the surrender of the undertaking to the L.C.C., who 
will electrify the lines. The transfer will take place until March 
next. In the ordinary course the lease would have expired in 1910. 
The company isto receive £120,000 as consideration for the sur- 
render, and an amount at valuation for the cars, horses, &c., which 
amount will be settled by arbitration in case of differences. It was 
stated that the whole of the moneys to come from the London 
County Council and from the local authorities in the county of 
, Essex will be available for distribution amongst the shareholders, 

as the rights of the debenture-holders are protected by the Metro- 
politan Electric Tramways, Ltd. who have made themselves 
responsible for the redemption of these debentures во soon as they 
mature. Between now and March 31st next, the Metropolitan 
Electric Tramways, Ltd., will be invited to submit a proposition to 
the debenture-holders of this company in regard to the redemption 
of their debentures. The amount to be paid by the London County 
Council will enable the directors to pay the shareholders from £ 
іо £5 per share. i 

METROPOLITAN District RAILWAVY.— On the 20th inst. the East 
Ham section of the M.D.R. and IL. T. S. R. Joint was operated elec- 
trically. The service is to be extended to Barking, as a terminus, 
as soon as the alterations at the station are completed. It is also 
announced that the whole service on the inner and outer circle of 
the Metropolitan Railway will be run electrically on and after 
September 16th, when the steam trains will be entirely discon- 
‘tinued. Up to that date the electric trains will run more and more 
frequently each week. 

NortH LONDON RaiLwav.— Lord Rathmore at the recent meeting 
of this company referred to the decrease in the amount of the 
receipts. This was no doubt the result of the continued and 
strenuous competition of electric traction. For the present, at all 
events, they could not attempt to meet this competition by electri- 
fying their lines, as, until electrification was instituted on the 
London and North-Western Н... way, over whose lines ran a large 
number of the company's trains, it would be impossible. 

L.C.C.—According to the Morning Post, a correspondent recently 
wrote tothe L.C.C. and the London Motor-Omnibus Co. suggesting 
that they should come at once to a mutual provisional arrangement, 
pending the passing of an Act legalising the Council's tramways 
passing over the bridges, whereby the motor omnibuses should mect 
the trams at the foot of the two bridges, and by the issue of 
transfer tickets carry passengers to and from the Council's tramways 
along the Embankment from point to point. The correspondent 
pointed out that the Council had no legal powers to run 'buses them- 
selves, but the temporary arrangement suggested would be allow- 
able under the Act and a recent High Court decision. The Council 
replied that the matter would receive attention, and the Motor 
Omnibus Co. state that they are not in a position to run а service of 
'buses along the Embankment at the present, but the matter shall 
not be overlooked when they have a sufficient number of vehicles to 
enable them to extend their service. : 


New York.—A report from New York states that one 
person was killed and 50 injured in a collision between electric 
cars on the 22nd inst. on Brooklyn Bridge. 


New Zealand.—CunisrCHURCH.—The chairman of the 
Tramway Board, in his annual report, suggested that the consent of 
the ratepayers should be obtained to raise a second loan of 
£100,000, to be spent thus: £25,000 for completing the present 
work in hand, £25,000 for new rolling stock, and £50,000 to be 
applied to supplying services to an increased area. He thought 
that in case of further extension of the system, especially to 
sparsely-populated districts, it might be wise to look closely into 
the question as to whether a 40-lb. rail, with steam or petrol cars, 
would not prove more satisfactory, and where roads were good 
enough the motor omnibus might be used. 

On June Sth last the opening ceremony took place in 
connection with the new power station of the first elec- 
trically-equipped section of the Christchurch tramways from 
Papanur to the railway station, АЁ the power station Messrs, 
Packer & Jones, the contractors for the erection of the building, 
presented Mr. W. Reece, Chairman of the Tramway Board, with a 
golden key. Mr. Reece then started up a steam turbine set, after 


. the brakes too rapidly. 


/ 4 А 
which the visitors proceeded to the car-shed and travelled over the 
completed branch of the new system. This scction is about three miles 
in length. A 10 minutes’ service isto be run. The total length of 
the line constructed, or to be constructed, is 29 miles 50 chains, the 
longest section being the Square-Sumner route, which is 7 miles 
75 chains. At present 7 miles 21 chains of the new lines have . 
been laid. The overhead-trolley system has been adopted. The 
gauge is the standard 4 ft. 84 in. The rolling stock consists of five 
different types of cars, some of which are drivea by two 25-н.Р. 
motors, and others by two 40-H.P. motors. The bodies for five of 
the four-wheeled combination cars were manufactured locally. The 
contractors are the New Zealand Electrical Construction Co., and 
the contract price was £249,876. The amount actually spent is 
over £300,000, which includes the settlement of the awards of the 
arbitration im connection with the taking over of the asseta of 
the Christchurch Tramway Co. and the New Brighton Co. 

WELLINGTON.—The working of the Wellington electric tramways . 
during the financial year ended March 31st last, resulted iu a small 
deficit. The receipts were: Fares, £36,534 ; carriage of mails, &c., 
£171. The total working expenses were £27,618, and £9,625 was 
paid in interest om loans, The deficit was thus £563. There were 
two loans of £225,000 and £49,625. А transfer of £13,800 from 
the Melrose Tramways loan account and some minor items brought 
the total to £280,140. The sum of £172,792 had already been 
expended on capital account to March 31st, 1904, and during the 
year under notice £136,013 was expended. For the 12 months 
ended June 30th last the tramways carried 9,437,024 passengers. 


The cars ran 1,082,941 miles, and the receipts were £53,035. 


A month or two ago the City Council advertised locally for a loan 
of £50,000, part to cover an overdraft of £27,722 on the tramways, 
and the expenditure incurred in raising the street wires, purchasiug 
cars, &c., amounting to £6,924. 

DcNEpnIN.— The Tramway Employés’ Union recently endeavoured 
to obtain the consent of employers to an advance in wages and a 
revision of the conditions of labour as to hours, &c. The Tramways 
Committee of the Corporation replied stating that it could not 
agree to the terms proposed. | 

AUCKLAND.—At the invitation of Mr. Р. Hansen, the manager of 
the Auckland Electric Tramways, the mayor a short while ago 
Started up a new generating set at the power station. The new set 
comprises a three-crank, triple-expansion engine of 1,000 mH.P. 
coupled to a generator of 600 xw., wound for 500 volts, the Brush 
Co. being the contractors. A new booster of 70 xw. has also been 
installed. The total capacity of the works now amounts to 
2,500 н.р. | 


Ramsgate.—Colonel von Donop opened the D. of T. 
inquiry on the 22nd inst. into the recent tramway accident here, 
when a car, containing four passengers, fell over the cliff, a distance 
of 32 ft. The inspector viewed the scene of the accident, where 
the wrecked car remains. Evidence showed that the line was well 
sanded before the accident, the weather being very wet. Mr. 
Richard Humphries, manager of the Tramways Co., mentioned that 
where the accident happened cars had passed the spot on 340,000 
occasions without mishap. He believed the accident occurred 
through the driver not allowing for the slippery condition of the 
rails when approaching the hill. The man, in his opinion, applied 
He admitted that the super-clevation of 
rails was wrong. ‘The outer rail was not higher than the inner one, 
as it should be. He was also aware that both the driver and the 
conductor had control of the slipper brake, and the driver would 
know when the brake had been applied by the conductor. Mr. A. E. 
Le Rossignol, consulting engineer, called for the Corporation, 
expressed the opinion that Madeira Road was a very dangerous 
road for trams to traverse on account of the gradients and numerous 
curves. It was very difficult to render it a safe road, unless the 
greatest care were taken. The tram left the rails at a curve where 
the gradient was 1 in 16. If there were the slightest reinissness by 
those in charge of the car, it was quite impossible to prevent an 
accident happening there. The super-elevation of the road was 
quite wrong, and tended to cause derailments. It was not a satis- 
factory arrangement for both driver and the conductor to have 
control of the slipper-brake ; it was like having two men at the 
helm and dividing responsibility. Unless some precautions were 
taken the line would continue to be as dangerous as it was at pre- 
sent. His recommendations were that the super-elevation of the 
curve should be corrected as far as possible; and that the B. of T. 
stopping-place should be indicated by a special sign, so that there 
should be no slackness on the part of employés. There should be 
more than one pressure applied to the slipper-brake. He further 
recommended the placing of inspectors at all dangerous points to 
see that drivers carried out their duties properly. Although he 
recommended those precautions, he did not believe, even if they 
were carried out, the road would ever be other than dangerous. 

The Mayor of Ramsgate gave evidence that almost the unani- 
mous opinion of the inhabitants was that Madeira Road was 
dangerous under existing circumstances. They wanted trams pro- 
hibited from the use of the road. 

After further evidence, the inquiry was adjourned sine dic. 


Shildon.—The B. of T. have informed the U.D.C. that 
they have granted, without attaching any conditions, an extension 
of time for one vear from August loth for the commencement of the 
electric tramways, 


Southend-on-Sea.— The accounts of the municipal 
tramways for the Past year show 8 gross profit of 42,786 and a 
net loss of £1,033, 7 
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Standish.—The Preston and Horwich Tramways Co. 
has informed the U.D.C. of its intention to apply to the B. of T. 
to extend for a period of one year, from August 14th, the period of 
two years limited for the commencement of the construction of the 
tramways already authorised. The Council offers no objection to 
the application. 


Tunstall.—The Board of Trade has written to 
the U. D. C. stating that it proposes to appoint an arbitrator to 
determine the difference which has arisen between the Potteries 
Electric Traction Co. and the Council regarding the proposed 
junction between the company’s lines and the Chatterley- Whitfield 
Co.’s sidings. The difficulty referred to has occurred through the 
Council consenting to the company making the junction to enable 
it to convey coal over the lines to the generating stations, but 
refusing to permit it to convey coal for the supply of manu- 
facturers and general customers. ‘The clerk has been instructed {о 
take steps to oppuse the tramway company’s application. 


Wednesbury.—At the meeting of the Town Council 
last week complaint was made respecting the condition of the 
tramway track between James Bridge and Moxley and also at 
Woodgreen. It was decided to write to the company on the matter 
and to intimate that if the track is not improved, the Council will 
draw the attention of the Board of Trade to it. | 


TELEGRAPH AND TELEPHONE NOTES. 


—— 


Dewsbury Telephones.—The N. T. Co. has commenced 
putting down underground lines in this district, and the work will 
be completed in six months. This is part of a scheme embracing 
Dewsbury, Batley, Ossett, Ravensthorpe, Mirfield and Spen Valley, 
which is to be completed in two ycars. 


Simplon Tunnel Telegraphs.—Tlie Italian Ministry 
of Posts and Telegraphs has sanctioned an expenditure of 350, 000 
lire (about £14,000) on the installation of telegraph and telephone 


wires in the Simplon Tunnel, to connect the Brigue telegraph office 
with the station at Iselle. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED, 


Trinidad-Demerara (No. 1) .. Agig. 26,1901 .. Se 
Trinidad-Demerara (No. 2) . July 28, 1905 . Aug. 20 
St. Lucia-Martinique Мау 7, 1902 is 
Dominica-Martinique .. May 7, 1902 
Cayenne-Pinheiro я £s Aug. 18, 1902 
Reissa-Issa (Yemen) Camaran Oct. 22, 1902 
Tarifa-Tangier .. as A Jan. 18, 1904 
Closed { Vladivostock-Nagasaki Feb. 9, 1901 

Port Arthur-Chifu .. Mar. 9, 1904 
Jamaica-Colon .. a Es Se .. Jan. 5, 1905 
Bolama. Bissao .. ee e .. June 21, 1905 .. 
Iquique-Antofagasta > s .. July 21, 1905 .. 
Cadiz- Tenerif .. July 20, 1905 


Paramaribo-Cayenne 
Lagos-Kotonon .. - 
Rome-Constantinople 


.. May 25,1905 . Aug. 19 
.. July 29, 1905 .. Aug. 19 
.. Aug. 19, 1905 .. Aug. 19 
LANDLINES. 

Puerto-Barrios " 

Kertch-Soutehoum 

Alaska landlines .. 8 ы T vs 
Communication with Brazil vía Galveston 


.. July W. 1902 .. 
.. Sept. 27, 1904 .. 
.. July 10, 1905 
.. July 18,1905 .. 


The cs. “Colonia” on the Rocks.—The cable 
steamer (Colonia of the Telegraph Construction and Maintenance 
Co., is reported to have been seriously damaged whilst engaged in 
the laying of the Commercial Cable Co.’s fifth Atlantic cable. It 
was reported on 18th inst. that she had arrived at Canso, Nova 
Scotia, and was laying the cable to Waterville, Ireland. She was 
also to lay a short cable connecting the Commercial Co.’s Nova 
Scotian station with the island of Newfoundland. It appears that 
she drove on the rocks off Canso in a bad position, aud holed her- 
self in her ballast and cable tanks, the accident being stated to be 
caused by the force of the tide and the weight of the cable that was 
being payed out. On 21st a Reuter telegram said that the damage 
was not so great as was previously thought. The cargo was being 
removed to the cable steamer Mackay Bennett, which was not far 
away at the time of the accident. An attempt was to be made to 
pull the Colonia off the rocks when she was lightened. 


The Telephone Agreement.—The Post Office Circular 
of 22nd inst. contains notice to various Government offices that the 
agreement with the National Telephone Co. comes into force on 
Ist prox. It also states that in some places the engineering 
ee for intercommunication cannot be completed by that 

ate. 


The Present Position of Wireless Telegraphy.— 
The Westminster Gazetle some time ago published a somewhat 
lengthy article on wireless telegraphy from the peu of Mr. Charles 
Bright, F.R.S.E., in which the author dealt with the Act for the 
regulation of wireless telegraphy, and clearly pointed out the 
necessity fur such a measure, and the confusion which would 
luevitably have resulted in the future without it. Mr. Bright was 
vf opinion that wireless telegraphy was not likely ever to be of 


much use in competition with the serial lines of this country. We 
cordially agree with him there, and are inclined to add, nor with 
any others either. 

The field for wircless telegraphy is undoubtedly to afford com- 
munication in cases where there are unusual difficulties in the 
establishment and maintenance of submarine cables, between ships 
at sea, and between ships and the shore. We doubt very much 
whether at present it can successfully compete with submarine 
cables laid under usual conditions. The popular idea that the cost 
of establishing communication by wireless methods is insignificant, 
is by no means а correct one. The large sums of money expended 
by inventors and experimenters in perfecting their apparatus must 
be recouped by royalties charged for its use; the manipulating 
expenscs are high; and it is, to our minds, doubtful whether there 


- аге, after all, so many places not connected by submarine cable 


which will ever be provided with communication by wireless 
methods as a commercial undertaking, relying on sufficient receipts 
from traffic to pay working expenses, interest &c. 

There is little doubt that the first to adopt wireless telegraphy 
should be those cable companies who are unable to make their 
cables pay under existing conditions, notably the West India Co. 
and the Amazon Co., which Mr. Bright mentions. If the system 
should prove successful and capable of dealing with the same 
amount of traffic as the cables, the latter might be recovered in so 
far as is possible, and used in other localities where their main- 
tenance would be a less costly matter; but in many instances its 
utility in the event of interruption to the cables, even if its 
efficiency is not equal, would well justify the expenditure. 

That there is а commercial field for wireless telegraphy in the 
future there can be no doubt. Etheric telegraphy should work in 
consort with cable telegraphy—as a useful handmaid to the latter 
rather than as a competitor,” says Mr. Bright. Of its uses for 
navaland military purposes there is equally no doubt whatever ; 
and it is to secure the absolute priority of it for these services that 
the Bill for its regulation was passed. The fact that in time of 
war the Government will probably take entire control of all stations 
worked on this system, to the exclusion of commercial interests, is- 
a reason why by itself it should not be relied on, except in special 
cases. 


The Telephone Agreement and Municipal Tele- 
phony.— During the recent debate on the Telephone Agreement 
in the House of Commons a considerable amount of surprise was 
expressed by several members as to the small number of local 
authoritics who had availed themselves of the power they possessed 
under the Act of 1899 to establish a telephone system. Official 
figures of the number of telephone stations worked by the muni- 
cipalities working telephone exchanges, and the figures in respect 
of the National Telephone Co.’s system in the same towns show 
how insignificant the municipal telephone undertakings are: 
On January 1st, 1905, the total telephone stations in connection 
with the exchanges of the five municipalities owning telephone 
systems was 17,770, whereas the total stations of the National Tele- 
phone Co.’s system in the same town was 29,781; on July 31st, 1905, 
the total number of municipal stations was 19,385, and the total 
stations on the corresponding systems of the National Telephone 
Co. was $6,411, showing an increase in seven months of only 1,615 
stations on the municipal systems as against 6,630 on the corre- 
aponding systems of the National Telephone Co. Therefore the 
National Telephone Co.'s stations in the towns where there is muni- 
cipal competition number nearly double the total stations on muni- 
cipal systems, and are increasing at the rate of more than four to 
one. 


War and Cables.—Dr. Franz Scholtz, of the Imperial 
Post Office, Germany, has written a book on the rights of cables in 
time of war. Dr. Scholtz states that Prof. Renault, of Paris, is 
the authority on this subject, and that he bas declared as follows: 
—A cable between two neutral States is inviolable. A cable con- 
necting territory of one belligerent can be destroyed by either 
belligerent. A cable connecting the states of any two belligerents 
сап also be destroyed. As to a cable connecting a belligerent and 
a neutral state, it is within the power of the belligerent on whose 
territory the cable lands to suspend communication, while the other 
belligerent has the right to destroy the cable. 


Wireless Telegraphy.—The Sfandard correspondent at 
Durban says that the Natal Goverument, having declined the offer 
of the Marconi Co. to establish a wireless station at Durban, it is 
believed that private enterprise will step in. It is also understood 
Ваё the Union-Castle steamships will be fitted with wireless 
telegraphy apparatus. 

A wireless telegrapby laud station, equipped on the Lodge- 
Muirhead system, has been erected by the Midland Railway Co. in 
connection withtheir new harbour at Heysham. A Birmingham paper 
says:—‘ The aerial covers an area of 6,400 sq. ft., and forms a 
square; the masts аге 80 ft. in height, arranged in accordance with 
the square, with the top aerial stretched between them. A new 
feature in connection with this installation is that no direct con- 
nection with earth is used. "The current for providing the trans- 
mitt ing oscillations is supplied by a smallalternating- current dynamo, 
driven by a continuous-current motor from the electrical power mains 
belonging to the harbour. This current is again transformed to a 
very high pressure, and the transformed current discharged through 
a series of air gaps. The service is at present only being used for 
the company's purposes, under licence from the Postmaster-General, 
but doubtless its use will be further extended in course of time. 
Since the service was started about a month ago it has been entirely 
satisfactory, and there has been no hitch or delay in connection 
with any message." 
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The Daily Chronicle says that the new wireless telegraphy station 
at Machrihanish, Mull of Kintyre, is now nearly completed. 
. "Some 200 or 300 tons of material arrived there during the past 

week, and the 6 acres leased by the National Electric Signalling 
Co., of Pittsburg (U.S.A.), are almost completely covered by 
machinery and apparatus. It is proposed that the tower shall be 
400 ft. high. The promoters anticipate that their efforts will lead to 
а cheap-message service between Great Britain, Canada and the 
United States. The receiving station on the other side of the 
Atlantic will be Boston." 

A. Wellington paper says that the possibility of utilising wireless 
telegraphy to connect Cape Campbell or Pencarrow with Stephen's 
Island, the Brothers’ or Cape Palliser lighthouses, has been engaging 
the attention of the Minister of Marine. The cost of a single 
installation would, he finds, be between £600 and £700, or about 
£3,000 for the four stations. The Minister, when at home, was 
very much disappointed to find so little had been done by the con- 
trolling authorities with regard to utilising wireless telegraphy in 
connection with the lighthouses there. Their view was that the 
invention was somewhat in the experimental stage, although 
America and Germany were freely adopting the system in con- 
nection with the lighthouse services. Mr. Hall-Jones is now in 
communication with a Continental firm on the matter.” He has 
complete specifications of what is required, with estimates, and is 
now getting additional quotations, with a view to further con- 
sideration of the question. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Ashton-under-Lyne.—September 2nd. 


D.c. generator, water-tube boiler, superheaters, &c. 
Notices” August 18th. 


Bishop Stortford.—September 26th. The U.D.C. is 
inviting tenders for lighting such of the public streets as are at 
present lighted, for two or three years from September 30th, 1905. 
Thomas Swatheridge, Clerk of the Council. 


See“ Official 


Glasgow.—Sept. 4th. Electric goods elevator for the 
Corporation electricity department. Specifications from Mr. 
Lackie, city electrical engineer. (Deposit £2 2s.). 


London.—September 5th." Stoneware ducts for electric 
cables, including manholes, &c., for the L.C.C. See “ Official 
Notices ” August 11th. 


Mussoorie (India).—October 23га. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
*equipment, workshop tools and general stores. See Official 
Notices ” July 14th. 


Pembroke.—September 22nd. Mains, arc lamps and 
pillars, meters and switchboard panels for the U.D.C. See “Official 
Notices " to-day. 


Pontypridd,—September 2nd. Permanent way for the 
U. D. C. See “Official Notices" August 11th. 


Salford.—September 2nd. Water softening and purify- 
ing plant for the electricity department. See Official Notices“ 


August 18th. 


Swansea.—August 26th. Switchboard, transformers 
and transformer pillars, switchgear, &c., for the Corporation. See 
“ Official Notices August 18th. 


War Office.—September 1st. Tenders invited for the 
purchase of surplus boilers, dynamos, &c., а& Bermuda, Barbados, 
St. Helena and Woolwich. See “ Official Notices” July 7th. 


- — 


CLOSED. 


Australia,—The placing of the following Government 
contracts is announced in Australasian Hardware and Machinery :— 


Main battery zincs, 3] in. (15,000), for the Postmaster-General's 
De ment, New South Wales, Commonwealth of Australia. The 
India-Rubber, Gutta-Percha, and Telegraph Works Co., Ltd, 
Sydney, 9s. 73d. per doz. 

Construction of telephone conduits at Edgecliff, for the Pust- 
master-General’s Department, New South Wales, Commonwealth of 
Australia, as follows :—Construction of five manholes, 4 ft. x 3 ft., 
complete, £15 10s. each; three manholes, 5 ft. x 4 ft., complete 
&18 10s. each; drainage 0f eight manholes, complete, £7 each 


* 
, 


supply and laying, complete, of about 6,354 ft. of 3-in. ducts, 
18. 64d. per duct ft. Gummow, Forrest & Co., Ltd., 82, Pitt Street, 
Sydney. | 
Telegraph and telephone material for the Postmaster-General’s 
Department, South Australia, Commonwealth of Australia. British 
Insulated & Helsby Cables, Ltd., five items, at various rates; W. Т. 
Henley’s Telegraph Works Co., Ltd., two items, at rates; Noyes 
Bros., three items, at rates ; Rabone, Feez & Co., one item; Zwicker, 
Tod & Co., two items, at rates. 


Buxton.—The U.D.C. has accepted the tender of 
Callender's Cable & Construction Co., Ltd., for the supply 0f cables. 


Grays.—The U. D.C. has placed with the D. P. Battery 
Co., Ltd., the order for a new battery consisting of 264 LL 15- 
plate cells. 


Huddersfield.— The T. C. has accepted the tender of the 
British Westinghouse Co., Ltd., for the supply of motor equipments 
for the tramways. 


Swansea.—The Telephones Committee has accepted. the 
tender (£346 10s.) of the Ericsson Bell Co. to erect an inter- 
communication switchboard and apparatus for Morriston and 
Mumbles. It was decided to keep the Postmaster-General advised 
on all contracts and extensions, so as to prevent any misundor- 
standing when the time may come for the acquisition by the 
Government of the system. 


THE ELECTRICAL ENGINEERS R.E. (VOLS.). 


Headquarters will be closed at 5 p.m. daily until further orders (Saturday 1 p.m.). 
` P, Remy, Sergeant-Instructor. 
For O. C. E. E. R. E. (V.). 


` 

Electric Shock Fatalities.—An inquest was opened in 
the London Hospital on Saturday by Dr. Baxter, concerning the 
death of J. T. Evans, a bricklayer. Harry Clark, an electrician at 
the Whitechapel electrical sub-station of the District Railway, 
stated that on the afternoon of the previous day, hearing an explo- 
sion he shut the machine down and went to investigate, when he 
found the deceased and two other men in a chamber, with their clothes 
on fire and a cast-iron floor-plate across their legs. No one was 
allowed to go into the chamber without the chief operator's per- 
mission. These men had gone in, he had ascertained, to take away 
the floor-plates. There was no danger if the regulations were 
carried out. The Coroner: Butthis man, although he was employed 
at the Chelsea'generating station, knew nothing technically about 
electricity, and with ignorance of the working of any special thing 
there is always danger. Witness, continuing, said that decensed 
and another man took plates away on Wednesday, and witness then 
pointed out what was alive and what was dead. Half the 
chamber would be alive with the current, and the other half safe. 
The door of the chamber was not kept locked. He thought 
the men must have raised the plate and then given it a twist and 
caught it on the feeder switch, making a circuit. Had he been 
there he would not have allowed the men to touch the plate at all. 
On the Wednesday, witness particularly called the attention of the 
deceased to the danger, and he replied, If you say much more 
you will make me nervous.“ H. C. Shaw, chief operator at the sub- 
station, stated the men ought to have come to him and obtained 
permission before going into the chamber. А juryman expressed 
the opinion that the chamber ought to have been locked, or some 
notice of warning put up. ҮҮ. Shoesmith, one of the men who was 
injured, said no one was actually in charge of the sub-station. 
Deceased and he went into the chamber with his foreman, who was 
still in hospital. They lifted the plate up, and were at once thrown 
to the ground and their clothes caught fire. The Coroner said 
further investigation was necessary. The foreman was in hospital 
in а serious condition, but he was expected to recover, and the 
inquiry would be adjourned until he was able to attend and give 
evidence. 

A native named Melebel recently met his death by electrocution 
in the Du Toitspan Mine at Kimberley. From the evidence given 
at the inquest, it transpired that carelessness had caused several 
live wires, carrying a 220-volt alternating current, to be left un- 
protected, and it was from contact with these that the man met 
his death. The magistrate severely censured the manager, the 
overman, and the electrician for not seeing that their orders 
respecting these live wires were carried out. Several minor officials 
were censured in a less degree. 


Electric Cabs.—The Eveniny News says that “in a 


very few weeks’ time ” 2,000 electric cabs will be plying for hire in 


London. It is said that the first will be ready by the end of 
October, and that if the Commissioner of Police approves, it will 
be possible for two passengers to travel a distance of two miles for 
6d. We give our contemporary full credit for this report. 

A South American paper says that 100 electric cabs are to be 
placed on the streets of Buenos Ayres and suburbs by way of 
experiment, by the Compania Alemana Transatlantica de Elec- 
tricidad (the German Transatlantic Electrio Co.). 
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Olympia Electrical Exhibition.— We understand that 
the many arrangements in connection with the approaching exhi- 
bition are nearing completion, and the prospects for a highly 
successful show’ are very promising. At their last meeting, the 
committee decided, in order to encourage the use of electrical 
energy for cooking purposes, to offer substantial prizes for the best 
and most efficient cooking apparatus. It is proposed to award the 
prizes for (1) the best completely. fitted kitchen, and (2) for the best 
single apparatus. With the view of affording all manufacturers of 
cooking apparatus an opportunity of making suitable preparation 
for this. competition, the Executive Committee have decided to 
accept exhibits for the prize cookery section up to and including 
Saturday, October 14th; the judging will take place during the last 
week of the Exhibition. Forms of entry can be obtained on appli- 
cation to the organising managers of the Olympia Exhibition, 119, 
Finsbury Pavement, Е.С. This is a step in the right direction, for 
anything which tends towards popularising cooking by electricity 
is deserving of every support, and no doubt all firms who make a 
speciality of electrical cooking apparatus will embrace this oppor- 
tunity of bringing their specialities well to the front. 


Colonial 
reported that our Australian friends were anxious to develop 
electric tramcar building out there. It is now stated in the daily 
Press that there is а strong movement throughout Australia against 
importing locomotives from England or America. The Victorian 
Royal Commission has reported that in the Government workshops 
at Newport locomotives can be constructed for £470 less per 
engine than when bought from private builders. It is expected 
that the movement will spread to New South Wales and Queensland, 
until all railway material is made in Australia. And it will be one 
of the most natural things in the world for our Colonial children as 
they grow in years, and feel thcir feet better, to desire to manu- 
facture on their own soil whatever, by so doing, they can get more 
cheaply than they can buy from home. This is а possibility 
which -firms who depend largely upon Colonial trade will not 
ignore. 


The B.A. Picnic in South Africa,—The South African 


meeting of the British Association for the. Advancement of Science 
scems to be even more successful than the meetings held in this 
country from the holiday-making and sight-sceing point of view, as 
the following from a Reuter despatch will evidence: On the way to 


the meeting place I met a learned professor with field-glass and 


panama. Not attending the sections?’ sajd I; ‘No,’ he replied, 
J have not been near them. I can get meetings at any time, but I 
cannot get South Africa every day.“ The authors of papers, how- 
ever, have been amply compensated for their small audiences by 
the generous publicity of the newspapers, which are devoting 
20 to 25 columns daily to the proceedings of the Association. 


Appointments Vacant.—Senior shift engineer (34s.), 
also two junior shift engineers (28s.) for Lanark electricity and 
destructor works; superintendent for Greenock meter and installa- 
tion inspection department (50s.). 

е 

Alkaline Accumulators with Unchangeable Elec- 
trolytes.—W. Jüngner has recently described in a Swedish journal 
the principles made use of in the construction of these accumulators. 
The fundamental reaction may be expressed thus:—Mp» (OH) + 
К (OH) + М, = М + OHK + OHM), where M and M, are 
univalent radicles. As the electrolyte acts only as a conductor, the 
reaction may be simply expressed as MOH + М, = M + М, (OH). 
If the hydroxides are decomposed by the alkali into oxides and 
water, the reaction MW + 2 KOH + M, =M + KW + М, (OH), 
may first take place, М and Му being divalent radicles, this being 
followed by K40 + HW = 2 KOH, and Mi (OH), = M,W + HW. 
The ultimate reaction is then MW + Му = M + M,W, or, more 
generally, MW, + M,O, = MaWn-—r + M,O 7 ++. The acid and 
the hydroxyl are thus simply moved from one electrode to the 
other. The advantage of this system lies in the fact that, as the 
electrolyte plays no part in the process, from a practical standpoint, 
its mass may be reduced to а minimum. The inventor has also 
found it possible to employ inactive metallic conductors, which is 


equally advantageous, by enabling the weight of the electrolyte and 


of the conductor in question to be greatly reduced; hence large 
quantities of electricity can be stored and liberated in accu- 
mulators, the chief weight of which lies in their active constituents. 
The electrolyte can be absorbed in porous matter, and the accu- 
mulator can stand idle for a long time without losing energy, and 
it can also be moved about easily. Secondary actions are said only 
to occur in small amounts. In this article the inventor gives a list 
of bodies arranged in electromotive series, which may be used in 
his accumulators. 
the noble metals; Ag,Wa; Ni,W2 (OH); AgzO; HgW; Рао; 
Hg, O; hydrated peroxides of Mn, Ba and Bi; CnW; Cn3W; 
Fe (OH), Mn (OH, BiW (OH); Cn; Bi; Fe; (OH; Ni; Co; 
Cd; Fe, (OH; and Fe. 


Electrolytic Refining of Lead.—Writing in Melallirgie 
lately, R. L. Whitehead describes the modifications that have been 
made in the Betts process for the refining of lead, and for working 
up the slimes. Betts’ original plant has been remodelled, and now 
consists of 82 cells, which are equal to a daily production of 20 tons 
of purified lead. Only 28 baths are in use, however, which take a 
current of 4,000 amperes at 12°6 volts. The electrolyte contains 
10 per cent. of free hydrofluosilicie acid, and 6 per cent. of lead as 
silicofluoride. Each bath hus 20 anodes 2:5 centimetres thick, and 
21 cathodes O15 сш. thick. 


Manufacturing.—Some time ago it was 


` pamphlet is sub-titled “ Interesting Data.” 


The list runs :—Oxides of gold, platinum and. 


The anodes weigh 300 Ib. each, and 


last six days, leaving 22 per cent. of residue; the loss can, how- 
ever, be reduced to 10 per cent. by the employment of copper hooks. - 
The baths are 2:15 metres long, 075 metre wide, and 1:03 metre 
deep, in internal measurements. The electrolyte requires to be 
kept in a state of circulation, for when differences of more than 
1 per cent. in the amount of lead present at different depths oocur, 
tree-like growths appear, and. silver passes into the refined lead. 
Hence the liquid must be made up to its proper strength every day 
by additions of acid, white lead, and about 31b. of glue. In order 
to work up the slime, it is washed and boiled with caustic soda. 
Half the antimony dissolves, and is precipitated electrically upon 
cathodes of iron or lead. The residual portion of the slime is treated 
with 15 per cent. sulphuric acid to extract copper, iron, aud 
bismuth ; and the undissolved matter is dried and fused with 
sodium carbonate and saltpetre. The slag of sodium antimoniate 
is removed, and the lead is oxidised, thus leaving a crude silver of 
less than 900* purity, which cau be raised in fineness lo 950* by the 
use of an air blast. Gold is finally separated by means of sulphuric 


acid. Lead refined by the Betts process is said to have a purity of 


99:996 per cent. and to contain only 0'0005 per cent. of copper, 
0'001 per cent. of iron, 00006 per cent. of antimony, as well as 20 
to 55 oz. of silver ver ton. | i 


Evaporative Trials of Bennis Plant.—We have 
received from Messrs. Bennis a pamphlet with this title giving a 
series of detailed tests for boilers made with Bennis stokers. The 
It is interesting because 
it contains the figures of the recently much debated Sheffield test 
with Shireoaks coal. We pass over this test as too controversial, 
and will proceed to examine the best record in the pamphlet. It 
is a test of one-Lancashire boiler at Brighouse, aud the following 
are the essential figures with Ње Bennis stoker:— Steam pressure, 
81:2 Ib., therefore boiler temperature 299:34 ; calorific value of coal, 
12,600 B.TH.u. per Ib.; evaporation from and at 212° = 11:5; 
thermal efficiency of boiler, 88:1 per cent., which appears to be the 
ratio of the heat latent in 11:5 lb. of steam at 212° to the 12,600 
B.TH.U. in the coal. So far good. No information is given as to 
the air supply. So we may assume that the waste gases per lb. of 


fuel were, say, 20 lb, aud we may assume the atmospheric tem- 


perature to have been, say, 49:34". It was in March. Then the 
waste gases went off with at least 299°34° — 49:34? = 250° of tem- 
perature. We will not add а single degree for head of temperature 
above that inside the boiler. Then with a specific heat of 0°25 the 
total fuel generated heat, in the gases from a lb. of coal, will be 


20 x 0°25 х 250 = 1,250 B. TK. u. 


Let this be subtracted from the calorific capacity of the fuel. 
This gives 12,600 — 1,250 = 11,350 B. TH. u. as the maximum possible 
heat that could be absorbed by the boiler under the impossible 
condition of cooling the waste gases down to the boiler temperature. 
The boiler actually had an output of 11,109 B. TH. v. in the steam. 
Its efficiency was, thercfore, 97:8 per cent. 

But the waste gas from a boiler burning 34:6 lb. of fuel per sq. ft. 
of grate per hour, and evaporating 13:5 lb. per hour per sq. ft. of 
heating surface, could not have had a final temperature less than 
100° above the boiler temperature. The total heat in the waste 
gases was, therefore, 1,750 в.тн.с. per lb. of coal used, and the 
actual maximum heat possible to be absorbed by the boiler was 
12,600 — 1,750 = 10,850 B.TH.U., so that the efficiency of the boiler 
was really 102:4 per cent., neglecting all the heat loss by radiatio 
We see no way out of this conclusion, and while an efficiency o 
102:4 per cent. may be quibbled at, or even sneered at by the cen- 
sorious, there it is. What pleases us best, however, is the fact that 
no hint is given as to the maker of the boiler blow-out tap, because, 
in our opinion, these figures are a poor advertisement for that or 
some other fitting. 

Our study of this one test hns been so discouraging to us, that 
we have not had the heart to study other tests in the pamphlets 
which may be more reasonable. Surely there are sufticient boiler 
experts in the country to whom mechanical stoker makers might 
apply for assistance in deleting the impossible. 


Electro-Deposition of Nickel on Sheet Zine.— 
According to the Industrie Eleetro-Chimique, zinc plates, on which 
it is desired to deposit a film of nickel, should first be cleaned with 
a mixture of chalk and oil, then well polished, and thoroughly 
washed. They are next fastened back to back, and given a coating 
of copper by being immersed for two minutes in an ordinary elec- 
trolytic bath. All the copper salts arc then most thoroughly washed 
off, and the plates, separated from one another by meaus of rubber 
bands, or coated on their backs with paraffin wax, are brought into 
the nickel bath. The latter is best made up from 600 grammes of 
nicke] ammonium sulphate, 250 grammes of boric acid, and 10 litres 
of distilled water. The current density must be 1:2 ampere per sq. 
decimetre. After the nickel is deposited, the plates should be wel 
polished. 


Electrolytic Reduction of Nitrates to Nitrites.— 
In continuation of their previous experiments, E. Müller and F. 
Spitzer find that nitrate solutions which already contain 30 per 
cent. of nitrites can still be protitably treated with the electric 
eurrent for the production of nitrites, and that the current efficiency 
of the process will exceed 80 per cent., provided the current density 
and the temperature emploved, are not too high. In order to 
prevent oxidation of the nitrite back to nitrate as much as possible, 
it is only necessary to keep the concentration of the hydroxyl ions 
at a certain point, and this is quite саяу to manage during the clec- 
trolysis without the aid of a diaphragm. | 
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OUR PERSONAL COLUMN. 

[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELEcTRICAL REVIEW posted as to their movements.) | 


— 


Central Station Engineers. — Aberdeen electricity 


department staff, on 17th inst., entertained to dinner Mr. J. 


WILSON, who is leaving to take up an appointment with the Clyde 
Valley Electric Power Co., and Mr. D. J. Hawkes, who is joining 
the staff of Messrs. Siemens Bros. & Co., Ltd. 

Mr. W. M. Mines, of Blackburn, has been appointed to the 
position of assistant electrical engineer to the Burnley Corporation 
at a salary of £120. 

Mr. WX. FENNELL has been appointed engineer and manager of 
the Wednesbury Corporation electric light undertaking at a com- 
mencing salary of £180 per annum, to be increased to £200 at the 
end of the first 12 months; while Mr. A. Franks and Mr. J. Р. 
SMITH have been appointed senior and junior assistante at the elec- 
tricity sub-station. 

The Maritzburg (S.A.) Electric Lighting Committee recently 
recommended that Mr. A. S. Munro, who had carried out the duties 
of acting electrical engineer in a satisfactory manner during his six 
months' term of office, be given the appointment of borough 
electrical engineer. 'The matter will receive attention at а fuller 
Council meeting. 

The Radcliffe U.D.C. has appointed Mr. S. J. ECKERSALL, and 
Mr. Н. WILson, as junior switchboard assistants at the E. L. Works. 


Tramway  Officials.—The Southend-on-Sea T.C. has 


appointed acting inspector ALLNUTT as tramway inspector, and 


motor-man CLARK has been selected to succeed Mr. Allnutt as acting 
inspector. 

The Halifax Corporation Tramways Committee, on August 17th, 
appointed Mr. CouPEB, tramways traffic superintendent at New- 
castle-on-Tyne, as traffic superintendent. There were over 100 
applicants for the post. | | 

Mr. WILLIAM HENRY GRBIMSDALE, late electrical engineer and 


tramways manager at Warrington, and now of Portsmouth, was . 


married at Christ Church, Padgate, Warrington, on August 15th to 
Miss Ethel Birtles, daughter of Mr. Thomas Birtles, of Warrington. 


General.—News comes to hand from New Zealand to 
the effect that Mr. E. а. WmnicGHT, electrical instructor at the 
Thames School of Mines there, has had to have his left hand ampu- 
tated at the wrist because of injuries received whilst carrying out 
X-ray experiments. The department granted him six months’ leave 
with full pay, but he was too ill to take the voyage home to 
England. He will come as вооп as. he is well enough, in order to 
seek advice from skilled electro-medical men in this country. 

Mr. GEORGE WESTINGHOUSE has been in London this weck, 
staying at Claridge's Hotel. . 

With reference to the query published in our last issue, asking 
for the address of Mr. W. E WRIGHT, late of Wellington, N.Z., it 
will interest our readers to hear that Mr. Wright has opened an 
office as consulting and inspecting engineer at 13, Victoria Street, 
Westminster, S.W. j n 

While engaged erecting extensions to the switchboard at Erith 
electricity works last week, Mr. Grorce Brame (representing 
Messrs. Kelvin & James White, Glasgow) received a severe shock 
Sum burns through coming into contact with the high-tension 

us-bar. ‘ 


Obituary.—At the funeral of Mr. W. E. LANGDON, 
which took place at Derby on Thürsday last week, the Council of the 
Institution of Electrical Engineers was represented by Mr. W. M. 
Mordey (Vice-President), Mr. W. Н. Patchell (Vice-President), and 
Mr. а. С. Lloyd (Secretary). Sir William Preece, who is absent in 
South Africa, was represented by his son, Mr. A. Н. Preece. И 


=== 


NEW COMPANIES REGISTERED. 


R. W. Vicarey, Ltd. (85,584).—This company was registered 
on August 18th, with a capital of £1,500 in £1 shares, to acquire the business 
carried on by R. W. Vicarey & Co. at Stafford, to adopt an agreement with the 
said company, and to carry on in the United Kingdom the business of consult- 
ing, experimental and analytical experts of electric storage batteries, preparers 
and publishers of standard specifications of acids and waters for use and elec- 
trolytes, electricians, engineers, manufacturers and workers of and dealers in 
electricity, motive power and light, &c. The first subscribers (each with one 
share) are:—R. W. Vicarey, 91, Foregate Street, Stafford, electrical expert; 
Mrs. D. Vicarey, 91, Foregate Street, Stafford; C. A. Farley, 45, Spencer Park, 
London, yeast merchant; E. B. Vaughan, 194, Oxford Gardens, Stafford, elec- 
trical engineer; Mrs. 8. B. Vaughan, 194, Oxford Gardens, Stafford; A. F. J. 
Bolders, Penkridge, Staffs., electrical engineer; and J. Ford, 91, Foregate 
Street, Stafford, builder. No initial public issue. Registered without articles 
of association. Registered office: 15, Queen Street, Cheapside, E.C. 
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OFFICIAL RETURNS OF ELECTRICAL 
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Blackheath and Greenwich District Electrie Light and 
Power Co., Ltd. (47,875).—Issue on August 1st of a debenture for £11,708, part 
of a series created by resolutions of July 3rd, 1900, and May 6th, 1904, to secure 
not more than the share capital issued and paid up for the time being.  Pro- 
perty charged : The Sompany s undertaking and property, present and future, 
шик шге capital. Trustees: H. R. Beeton, 18, Austin Friars, E. C.; 
and W. R. Davies, 10, Moorgate Street, Е.С. Total amount previously issued 
of same series: £188,292. 


South African Lighting Association, Ltd. (27,609).—Re- 
issue on August lst of £1, debentures, part of a series created August 12th, 
1890, to secure £20,000 charged on the company’s undertaking and property. 
Holders: The executors of the late 8. R. Clarke, 4, 8t. Dunstan’s Alley, Е.С. 
No trustees. Previously issued of the same series: £20,000. ‘ 


CITY NOTES. 


Wirn the extraordinary meeting held on 
August 14th, this company has practically 
ceased to exist. The meeting was held to con- 
firm the resolutions (see ELECTRICAL REVIEW 
for August 18th, 1905), passed at the meeting of 
July 24th, the npshot of which was that the whole of the rights 
and property of the company should be sold to the Allgemeine 
Elektricitäts Gesellschaft for £24,000. That the step is a wise one 
in the cireumstances, alike for the two companies concerned and 
for the general.publie, cannot be seriously disputed, since all the 
Nernst lamps on.the market are made by the German company, the 
English company acting merely as a distributing agency supple- 
mentary to the regular sources of supply. 

From the shareholders' point of view the career of the Nernst Co. 
has been an unfortunate one, seeing that they will have lost more than 
three-quarters of their originally subscribed capital, and have only 
received one small dividend on the present heavily pruned capital, 


The Nernst 
Electric 
Light, Ltd. 


during a period of upwards of six years. The company's misfortunes, 


however, cannot fairly be attributed to anything but a combination of 
adverse circumstances, for the beautiful and brilliant invention of 
Prof. Nernst is certaiuly no myth, and a serious and honest, if not 
very successful attempt, was made by those in authority to put a work- 
able lamp on the market. Leaving out of count the baneful and ex- 
pensive influence of internal disputes, experience soon proved that the 
glower or filament was only & comparatively easily managed item 
of а complicated piece of apparatus. — A suitable heater to start the 
current had practically to be invented and perfected before any- 
thing of a marketable nature could be supplied ; the series resistance, 
the magnetic cut-out, the arrangement of the parts, and a hundred 
and one minor and yet important details, all needed attention and 
perfecting before anything in the shape of a workable lamp could 
be turned out. Asa result of some years of work, and the expenditure 
of considerable sums of money, success began to be achieved by 
some of the owners of Nernst patent rights, amongst whom the 
English company figured high. Financially, however, it was the 
poorest amongst its competitors, and it was specially incapacitated 
in this respect just at a time when heavy expenditure on manufac- 
turing plant became necessary. The company, moreover, was greatly 


. handicapped in other ways in which its competitors were free. An 


English company, with English directors and an English staff, it 
had no right to manufacture or to sell in England, and no power or 
argument the Board could muster or urge would induce the A.E.G. 
to part with their patent rights for this country, rights which had 
been acquired before the English company was born. | 

By the expedient of the four years’ agreement to trade the 
German company’s lamps in far distant lands, the Nernst Co. still 
kept alive for a time and avoided the financial and other difficulties 
and risks involved in raising capital, and sinking it in works 
constructed in Holland, in the Channel Islands or some other 
locality free from patent laws. It is casy to be wise after the 
event. It would not have been саву, however, in 1899, for any 
sharcholder or other person to have predicted the eventful history 
of the Nernst Co. Although this particular company dics (and it 
dies in happier circumstances than is the fate of many a joint stock 
concern), it is a satisfaction to know that the lamp is still with us, 
and let us hope that its days may be many. 


Fife Electric Power Co. 


THE second annual meeting of this company, whose undertaking 
we describe fully elsewhere in this issuc, was held last week in 
the Townhill generating station, when occasion was taken to turn 
on the first electric current. 

Mr. R. E. WALKER, the chairman of the company, in moving 
that the directors’ report be adopted, said that while the capital 
expenditure had been considerable they had a splendid asset, for 
they had acquired, Parliamentary powers to erect generating 
stations in different parts of Fife, so that they might be in a 
position to cover the whole of the county. The county was rich in 
minerals and in other respects, and he hoped and believed that the 
company would be able in some marked way to help iu the fostering 
of the mining and other industries, and in the realisation of the 
hopes which were entertained regarding the resources that lay 
below the soil. Having referred to the favourable situation of the 
generating station, which, itself, he described as a pilot station 
going before the main stations which it was hoped to have before 
long, he remarked he had no hesitation in saying that an outlet for. 
their current would be obtained, but they would have to wait 
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patiently before they realised the benefits to the full, as customers 
would not rush to them so soon as they saw a generating station 
only, but desired to see the company in a position to give off 
‚ supplies from the cables. Then, after terms had been arranged 
with prospective consumers, transformers and motors had to be 
obtained, and in this way delay was occasioned, as a period of four 
months was sometimes required for the provision of the auxiliary 
plant. In one instance, at present, they had been informed that 
transformers and motors could not be supplied in less than ten 
weeks. Already negotiations had been proceeding with what 
might be called moderate consumers, whose applications were 
greatly valued. As to the relations with the Town Council of 
Dunfermline, he could not discuss them, but be defied anyone to 


contradict him when he said that the terms on which the company 


had offered to supply current were such as the Council would have 
great difficulty in not accepting. The laying of tramways to be 
worked by electricity was in prospect, and a meeting was to be 
held within the next few days for the purpose of arranging for 
Parliamentary powers by a company which was independent of the 
Fife Electric Power Co. If the powers were obtained—and he 
had no doubt they would be—the working of tramways would be a 
great benefit to the Power Co. Then there was to be a naval base 
established at Rosyth. No doubt the Admiralty would ultimately 
have an installation for themselves, but he had no doubt that for 
some time to come the company would be sending down current 
for lighting purposes and for the working of machinery. In 


conclusion, he said that before the five years that were allowed, the 


debentures would be paid off, and the company would be floated as 
а public concern. 

Mr. Henry Rurrer, London, seconded the motion, which was 
unanimously adopted. 

The following directors were reappointed :—Mr. H. W. Hutchison, 
Mr. Henry Rüffer, Lientenant-General Sir R. Н. Sankey, 
K. C. B., R. E., and Messrs. Thos. О. Callender, Henry Mungall, 
and R. E. Walker. 


Mather & Platt. 


'THIs. company's annual meeting was held at Manchester last 
Saturday, the chair being taken by Mr. E. Hopkinson, in the 
absence of Sir W. Mather. The CHAInMAN, in moving the adoption 
of the report (ErEcrRICAL REVIEW, August 18th), said that the 
profits of the company showed a considerable advance, but no one 
conversant with the conditions of trade in Lancashire, and the 
country generally during 1904, would expect anything but a marked 
falling off in the returns of an engineering business which was 
largely dependent on the home trade. 'The ramifications of the 
company, however, extended throughout almost the whole world, 
and though the war in the Far East had adversely affected the 
exports to Russia and Japan, other countries, and particularly the 
Colonies and our dependencies, had provided a considerable increase 
of trade. The result was that the profits, though somewhat lower 
than last year, exceeded those of any previous years since the 
. inception of the company, and they were carrying forward a larger 
volume of work into the current year than was the case at the 
corresponding period of last year. 


Lisbon Electric Tramways Co.—At an extraordinary 
general meeting held last week the resolutions already passed, 
altering the articles, were confirmed. 


Bombay Electric Supply and Tramways Co.— Letters 
of allotinent of £600,000 44 per ceut. debenture stock and of 
60,000 6 per cent. preference shares of £10 each of this company 
have been posted. ; | 


Correction.—The heading “ Lancashire Tramways Co.," 
which appeared on page 273 of our last issue, was a mistake. The 
correct title is The Lanarkshire Tramways Co.,“ whose power 
station is situated at Motherwell, N.B. 


Walter Scott, Ltd.—The directors’ report for the year 
ended June 30th last, including £334 brought forward, states that 
the net profits amounted to £38,708. After placing £8,476 to special 
reserve and paying debenture interest and preference dividend, a 
balance of £227 remains to carry forward. The directors regret 
that the long depression in the coal, brick, and cement trades has 
made the year’s operations so unsatisfactory that they are unable to 
pay a dividend on the ordinary shares. 


Bolckow, Vaughan & Co.—The report for the year 
ended June 30th states that the expenditure upon new collieries, 
new blast furnace plant, electric installations and machinery during 
the year amounted to £567,563. The profit from all sources, avail- 
able for distribution, is £213,871. After providing interest on 
debentures and dividend on preference shares, the directors propose 
to pay а dividend of 5 per cent. on the ordinary shares, to write off 
as payment of expenditure on extensions £56,196, and to carry 
forward £44,224. 


Stock Exchange Notice.—The Committee has ordered 
the undermentioned securities to be quoted in the Official List :— 


Havana Electric Railway Co.—86., 957, 000 consolidated mortgage 6 per cent, 
60-year coupon bonds of 1052 for 81, 000 each, Nos. 1 to 6,957, 


STOCKS AND SHARES. 


Wednesday evening. 
Ав indicative of the restraint exercised by the diplomatic situation 
over markets, it is worth noticing that the electricity supply 


_ department has but three changes for record in the prices on the 


page after next. It is no question of capital that hinders business, 
for the Stock Exchange is every fortnight offered far more money 
than it requires for the settlement of the account. Nor is it that 
investors are loth to part with their cash. The reason for the 
quietude lies simply in the natural anxiety of the public to await 
whatever events may spring from the conclusion of the peace 
conference. 

Evidently the attention drawn to the supply section by the 
Administrative Power Bill has also caused holders of shares to 
inquire into various points connected with their investments, about 
which they have perhaps hitherto remained іп contented 
ignorance. Within the past week or 10 days we have had quite a 
number of queries ав to the terms upon which local authorities will 
have the power to take over electricity supply undertakings at the 
end of the companies' tenure. Put briefly, the reply is that when 
such powers become enforceable, the buyers must purchase the 
company as а going concern, making no allowance for goodwill. 
What standard will be adopted in coming to terms is hard to say. 
But manifestly the various electric lighting concerns must make— 


. and are making—provision for what will happen a quarter of a 


century hence. The usual test applied to the sum written off 
annually, including depreciation, out of revenue upon the average 
capital employed, is to take 24 per cent. as п fair basis for calcula- 
tion. From such a test, four companies emerge over the 3 percent. 
line, on last year's figures. They are the Brompton, Westminster, 
Kensington and South London, in the order of excellence 
as measured simply by this computation now named. The Chelsea 
Co. wrote off nearly 3 per cent., the St. James's a trifle under 
23 per cent., while the City and the South London ratio was rather 
over 2 per cent. The Metropolitan, of course, comes under some- 
what different circumstances, so that its 11 per cent. is of little use 
for the purposes of this comparison. All the other well-known 


. London electric supply undertakings are below 2 per cent., and the 


directors will be well advised to give this point their especial con- 
sideration, even at the expense of dividend distribution for awhile. 

The changes in price already referred to are insignificant. Charing 
Cross Ordinary rose à, recovering its dividend, and Edmundson's 
Preference shed үу, to 6. County First Debenture added a point, 
and here the tale ends. 

To be able to point to a 2 per cent. rise in Central London Pre- 
ferred is a refreshing novelty. That the stock is cheap has been 
urged on several recent occasions, and the demand for these 4 per 
cent. stocks is wise to have noticed the Twopenny Tube Preferred 
as а sound security, likely to improve. Districts at 36, and Metro- 
politans at 902, have lost slight advances which were made on the 
erroneous idea that steam trains would be removed from the whole 
of the Inner Circle in the middle of September, although the 
District continues to extend its electrified running. Great Northern 
and City Preferred shares are ex 4s. dividend at 5, and Great 
Northern, Piccadilly and Brompton are cx a similar amount at 84. 
Mersey Stock and East London Consolidated are both about 5. 

Allotments of the new Bombay Tramway Debenture have come 
to market, and the price is easier at par for cash, and à premium 
for Special Settlement. We hear of one applicant for £50,000 
stock who received about a third of what he wrote for, but smaller 
applications seem to have been satisfied in full. lt is still con- 
sidered a pity by some people that an official reply was not made 
atthe time the prospectus appeared, to the letter we referred to 
last week, casting doubt upon the title of the company's property. 
Calcutta Trams are 92, and the new shares have risen to 9, while 
Anglo-Argentines are $ better at 8g, and Belgranos keep steady at 
34. Madras 5 per cent. Debenture stands at 103, Hastings and Dis- 
trict 44 per cent. Debenture at 98, and Isle of Thanet Fours at 85. 
The latter company’s £5 fully-paid Preference are called 24—3. 
Sunderland 5 per cent. Debentures are 14 up at 98. АП these 
latter four are electric tramway companies, the Isle of Thanet 
uniting electric light with its traction business. British Electric 
Traction Ordinary fell à to 88 middle. 

Telegraph descriptions are unchanged throughout, with the 
exception of Anglo * A" and the West India and Panama group; 
all these boast fairly good improvements. National Telephone 
stocks continue to be bought, the Preferred being à better at 110, 
the Deferred 1 at 108, and the First Preference shares 10s. up at 
134. The Debentures are also rather harder, and во are United 
River Plate Telephone Debentures, which put on another point to 
their rise of last week. Ап z rise in Electric Constructions is 
almost the only change in the manufacturing list. 
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TELEGRAPH AND TELEPHONE COMPANIES. 


* A period of nine months. 


t Quotations on Liverpool Stock Exchange. 
From Manchester Share List. 


| Unless otherwise stated all shares are fully paid. 


Bank rate of discount 21 per cent. (March 9th. 1906). 


| 
Btock А Bunes done ise 
Present or Dividends for the last Closing Closing | week ended | Rise + 
NAMB, Bh { . Quotation August rd. 
Tane ri pur увага, August 16th. | August 23rd. 190. Fall — 
` | 
— M ———— ——— —“Uü—ää - 
t : 

1902. 1908. | 1904. 1906. Highest|Lowest. 
$4,800 | African Direct Telegraph, 4 % Debs... . 100 4 E: 4 4 x 99 -1 99—102 „| ср 
45,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 | 10 i Ni - 34— aj oc ө 

119,700: Do. do. 5 % Debs., Nos. n to Hes Bec 100 Nil Nil Nil vs 75 — 80 75 — Ө) aa sis НЕ 
768,580 F Telegraph Stock | 60/6 61s. 99s. 59 — 61 59 — inis 0 E 
8,118,210 do. do. 6 q Pref. Stock | 6 96 6 96 58s. 106 —107 106 —107 ša 
3,118,210 do. do. Deferred Stock 1/- 2s. i Р 143— 15 19 5 158 1 „144 4 B8 
oit 000 Chili тек опе Nos. 1 to 44,000 5 14 1% 8 Ў 7— 7 Tk ont z 
1,9848561 | Commercial Cab le Sting. 500 year 4% Deb. B. Red. Btock | 4 4% | 4 ) — в 2 
on e epe 10% Pref. | 10 1055, | BS |10 | 17 — 18 17 — 18 1% | 17 
» е ee D $ => — . 
19,981 | Direct Spanish Telegraph, Ord. m 5 4 4% 4 ; 9— a 9— 4 Vx xs P 
25:00 Do: йо: 10 4 4 Debs Саш. Pref. iu 5 5 p 5 | 10 ; 15 x P v : са 
А А 0. э» "6 . = == ee eo > ee 
7700 | Direct W. India Cehl TUM Reg. Deb.,1 to 1 900, k. 100 3 436 15 г | ию 100 —102 . 
n e, 44 g. А * . = — AE vs da 
4,000,000 | Eastern Telegraph, Ord. Btock | 7 7 К 142 —145 142 —145 1315 Eu Б 
2,000,000 Ро. Prot. Stock 100 Bj 84% 34 ; : n 
1,896,814 Do. Mort. Deb. Stock Red. Btock | 4 4% 4 1074—1 07 is za ES 
. данады wd a |ы 12148 | 4 105-107" 105 1% 1 | 1| .. 
800,000 Puran Afric. Tel., 4 % Mt. Db., 1 to B,000, red. 1909 100 4 4% 4 99 —101 % —101 T . 
200,000! . 4% Reg. M. Debs. (Mauritius Bub.) 1 to оз) 25 4 4% 4 is 101 —108 101 —103 101 А 
180,987 Globe Telegraph and Trust ч 10 |£816 7 549 58 : 1 1 pm 1 10}3 1 
‚881 Do. do. 6% Pref.  .. 10 9300 6 9 6 / 1 1 14g— 1 14% | 14 
150,000 | Great Northern Telegraph, of Copenhagen 10 123 15 % | 94 v — 85 — S 
um || Hains ed ee Rr tiger] | 100 | x | an | 4x | | юса | mo : 
17,000 | Indo-European Telegraph : 25 10 % |10% | 19 96 m 514— 534 3s a 
, И ee D ove 
72,680 | Monte Vi Po Telephone Co., Ltd. Ord. is 1 8 8% is Vs — ын a 24 
1,983,888 | National i Telephone, Pref. Stock se 100 6 6% 6 6% 109 —110 1 по na 105 M 
1,966,067 Do. Def. Stock 100 44 б 5 b 5 106 — 108 ил M 07 H 
15,000 Do. do. 6 Cum. Ist Pref 10 6 6 & 6 6 124— 183 13 — 18$ А + 
15,000 ро. до. 6 % Cum. 2nd Pref. 10 6 6 & 6 6 12 — 18 12 — 18 ra : E 
250,000 Do. do. 5 Non -· cum. 8rd P.. 1 to 350,000 б 5 5 9% 5 5 w 58 645 oe 
9,000,000 Do. do. 84% Deb. Stock Red. Stock | 84 BAY, | 84 ». 101 1004 100 - j 
1,689,593 do. 4% Deb. Stock Red. 100 4 4% 4 " 1 1 104 —106 1043 + 
179,818 Oriental Telep. and Elec. 1 to 171,504, fully paid 1 6 64% 64 ©» lá— i 1 Чү 1, i КЕ 
50,000 Do. do. do. 6% Cum. Pre 1. 1 6 6 % 6 T — 1 1} А m 
100,000 коле European Tel.,4% oS оз: 5 i 1 00 10 : 1 % 85 97— 8 98 —101 1 , i 
8,987 | Submarine Cables Trust В Cert. 6 6 & 6 ek 127 —190 121—130 is ў ра 
58,000 | United River Plate Telephone 5 7 84 8 si Hm d m A" Я vs 
40,000 Do. b am. Pref., Nos. 1 to 40,000 5 5 5 * 5 ‘a us А «> 
179,947 Do. do. 5 % Debs. Stock | б 6 «X b si 108 —110 109 —111 $3 E +1 
15,0000 | West African Tele h, Shares А 10 2 $ 4% 45 s 4 9 — 1 v^ Us + 4 
80,008 rer) of America, 1 to 80,000 & 58,001 to 008 24 il узе — i— ks Vx m 
150,000 Do. Debs., 1 to toll, 500 A бей гы һу E ORO: el. | 100 4 4 4 Sa 100 —102 100 —102 ba "t ‘ 
207,990 Western elegraph, Ltd. 10 7 7 1 e 18j— 14} 18j— 14i Maj Mi he 
75,000 Do. о. x Debs. dud je m 1906 100 b 6 6 2s 100 —109 100 —102 - ate ws 
563,980 Do. Deb. Stock Red. .. | 100 4 4 4 $ ға 102 —104 102 —104 1023 ; s 
98,221 West India and Panama Т egraph .. ya - 10 ʻi 8.— i à— ¿j e. ss bu + 
84,563 А do. 6 9 Cum. 1st Pref. Е: > 10 TA T on es — — 9 - nS + 
4,669 Ро. до. H Cum. 2nd Pref. . a 10 n^ 52— 62 65 “> + 
80,0001 Do. do. Debs., Nos. 1 to 1,800. ..| 100 5% 5% 5% SN 100 —103 101 —104 a ; +1 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| 
40,000 | British Aluminium T Cum. Pref. . es 5 Nil Nil Nil ys 4 pi as . 
20,000 -Do. do. * 6 Cum. Pref. .. 6 Nil Nil Nil ia 4 4 єз T ; 
20,000 Do. do. Funding Certa. 5 Б - РЕ 2s Р а А 
900, 000 Do. do. б Ist Mort. Deb. Stock Red. Stock | 6 b b x 99 —108 99 —108 £3 В i 
British Electrio Traction ү m 10 8 6 6 | ae о i 8à— 83 —t 
156,437 Do. do. 6% Cum. Pref. .. s 10 6 6 6 is 1 11} xd 10#— 114 xd 1 - s 
1,000,000 | Do. do. 54, Perp. Deb. Stock. | Stock | 5 b б | .. 12 —194 —124 1 n) 2: 
250,000 Do. do. % 2n Deb. Btock Red. 100 cs ix 44 et 97 — 99 97 — 99 | s 
100,000 | British Insulated and Helsby Cables ; b 10 8 8 ex 6 6 vx is ; 
100,000 Do. 45 6 Cum. Pref. b 6 6 6 yx 6 6 $4 
Do. 44 96 1st Mort. Deb. Red. 100 4 % 4 T 101 —104 102 —105 . +1 
50,000 |{Browett, Lindley & Co., Ord. A £1 il i il КА H1 si 
50,000 Do. ао. 6 % Cum. Pref, ..| 41 Ni | Nil | Nil | .. 14/6 to 1 14/6 to 1 
106,731 | Brush Electrical Engineering, Ord., 1 to 106,781 . 2 Nil Nil Nil к А 
150,000 Do. Non- cum. 6 % Pref. . a 2 | 6 $ 6 % 6 i 1— 1 1— 1 А 
195,000 Do. Perp. Deb. Stock . | Stock 4 4 4 vs 92 — 96 92 — 96 s А 
126,000 Do. Perp. 2nd Deb. Btock Btock % 12396 ds 78 — 81 78 — 81 sha D 
.85,000 | Callender’s Cable Construction shares РУ 5 15 125% 1 và 10 — 11 10 — 11 Pa T 
40,000 De. do. 5 % Cum. Pref. 5 5 5 5 i bi bi— 54 ЧИ ix 
800,000 do. 44% lst Mort; Deb. Stock Red. | Stock | 4 4à 4à H 107 —109 106 —108 1 1 " 
1,963,208 enu ‘London Railway, Ord. Stock , Stock | 4 4 4 4 4 88 — 90 xd 88 — 90 - 
Do: n Da. Pref. p ‚удан { % H { 4 4 ped =, ха E m. 102 101 T 
0 : ix — — ia Р oN 
150.000 City and South London Railway sa " . | Stock 3405 ag 24 2% 87 — 39 xd 87 — 39 882 ; 
85,000 Crompton & Co., Мов. 1 to 85,000 СА | 8 |5% % Ке" 14— 2 là— 2 3 : 
° ап to о we 
100, {°° 900 ot £100, and 901 to 11,000 of 280 Red 0 * "e 
961 | Edison & Swan Utd., „A' shrs., £3 pd., 1 to 99,961 5 Nil Nil Vx 14— 4 là— 1 bs T 
17,139 Do. a 4 ” shares, 01—017,189 b Nil Nil is à 2 — 2 — 24 T Em 
Do. 4% Deb. Stock Red. 100 4 4 96 4 $ 83 — 88 83 — 88 E a 
. 100,000; Do. 5 % 2nd Deb. Stock Prov. Certs. ‘all pd. 100 b 5% 5 9 ? 89 — 94 89 — 94 " " i 
112,100 Electrie Construction 1 to 112,100 2 6 4 д il к i— 1 } — i oe is +3 
81,990 Do. do. 7 % Cum. Pref., 1 to 81,890 2 7 7 7 : lj— 2 i— 2 18 T .. 
,000 Do. do. 4% Perp. 1st Mort. Deb. 8k. | Stock 4 Ha 4 ‘ 92 — 95 92 — 95 v T 
00% | Do- e de. ag Mort Deb. . в 4% | 44 | 44 | c Кш | ofa | |7 
ort. : б: — — = is 
200.000 Henley’s (W. T.), Telegraph Works, Ord. . 5 * 15 ў 15 $ 10% | 14—12 114— 12 12 .. 
. 900,000 : о. е тө = - 
45900 |. Do. do. 4$ Mort. Deb. Stock | Stock ae 1% nt 109 —111 109 —111 i а Я 
60,000 | India-Rubber, Gutta-Percha & Telegraph Works.. 10 |10 10 % 55 15 — 16 15 — 16 92 153 
300,000 Do. do. 4%, 1st Mort. Deb. 100 4 4% 4 % М 100 —108 100 —108 102 а 
97,500 Liverpool Overhead Railway, Ord. 10 14 18% 1} m 3 — s ч Я 
10.000 + Do. do. Pref. £19 paid 10 5 % 5 d b 5 96 9 — са ; 
87,850 | Tele, graph Construction and Maintenance 13 20 20 95 | 15 С за — 34 82 — 84 E ex 
640 00e 4% Deb. Bds., 1 to 1,500 Red. 1909 100 4 4 % 4 #5 101 —108 102 —104 un +1 
Waterloo & City Railway, Ord. Stock — ..  ..| 100 | 8 33% | 88% | 3% | 89—91 xd | 89— 91 893 E 
| 


§ Interim dividends. 


~ 
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SHARE LIST OF ELECTRICAL COMPANIES (continued)—ELECTRICITY SUPPLY COMPANIES. 


tock : | Closing Closing Business done Rise + 
Present NAME. or Dividends for the Quotations | Quotations | week ended | or 
Honga. Ч‹ Share. 1 Aug. 9th. Aug. 93га. Aug. 23rd, 1905. | Fall — 
1 1902. 1903, | 1904. 11905. Highest yowest. 
29,977] | Brompton & Kens. Elec. Lt. Sup., Ord., 1 to 20,000 b 8% |10% | 10 d 10 — 1 10 — 104xd P» * d 
10,628 ^ Do. do. 7% Cum. Pref. 5 7 7 7 1 98— 104ха Es A х? 
288,782 | Central Electric Supply 4% Guar. Deb. Stock .. | 100 4 4 4 103 —106 103 —106 T 4 M 
80,000 | Charing Cross and Strand Electricity ard ә Б 10 8 8 5% — 3 — a 639 sA ti 
80,000 | Do. do, do. - 44 Cum. Pref b 4 2? 44%, 4 Se — b 5 Ba 4d PS 
40,000 Do. “ City Undertaking '' 44 % Cum. Prf. 5 4 4 4 б» — Б 1jM— 5h 5 ba PA 
40,000 Do, o. 1908  .. Бә = T 5 XE 4 | e | d 5А 55 се єй l P. 
850,000 Do. я do. 4% Deb. Stock Red. 100 H 4 4 me? 103 —105 103 —105 * А ad 
44,496 |*Chelsea Electricity Supply, Ord. ..  .. | 84 64... | 6— 6 6i— S „ 
150,000“ Do. do. 44% Deb. Stock Red. | Stock 4 4 44 |^ xa 108 —110 108 —110 10 |... ЕХ 
70,595 | City of London Elec. Lighting, Ord. 40,001—110,595 10 5 5 6 .. | 10—11 104— 11 10$ 104 2 
40,000 Do. 6 % Cum. Pref., 1 to 40,000 $a 10 6 6 6 | ES 13 — 14 13 — 14 a m А 
400,0001 Do. 5% Db. Stk., Scrip. (iss. at 115) all pd. X 5 5 5. T: 122 —126 123 —127 бә +1 
800,000 Do. 43 % 2nd Db. Stk., Prov. Crts., all 100 43 41 4 es 103 —105 103 —105 А ВЯ 
40,000 еге London Electric T4 Ord. 1—40, 10 4 4 4 4% 9 к ^ 
80,000 М do. 6 95 Pref., 40,001—60,000 | 10 6 6 6 T 11 12 — 12 ae NT Zn 
400,0001 Do. do, Deb. Stock -.. os 4 a 111 —114 111 +114 11 112 oc. 
250,000 Do. do. ö 2nd Deb. Stock .. | Stock AY 4 9s 103 —105 103 —105 ` 103% 5, ; 
70,000 | Edmundson’s Electric Corporation, Ord. Shares .. 5 1 1 7 ke d 64 a % ati. 
80,000 Do. do. 6 % Cum. Pref... ds "n 6 6 6 Va 6г„— бүз 6 -a c 
300,0001 Do. do. 44 % lst Mort Deb. Stk | 100 | 4% 44 43 .. | 106 —108 106—109 - | 107} | 107 A 
21,000 | Kensington and Knightsbridge Electric Ord. e» 5 10 % | 12 12 у 114— 124 111— 123 a * +4 
136,000 Do. до. do. 4% Deben. Stk. | Stock | 4 4 1 5 97 —100 97 100 Hf үг ae 
111,000 | London Electric Supply Corporation, Limited, Ord. 8 Ni Nil 8 * 12— 2 2 — 6 28 44 
60,000 Do. do. do. 6 % Pref... 5 6 6 d 5 — 5 — 53 noi › "b 
371,895 Do. do. 4961st Mort. Deb. Stk. Red. | Stock 4 4 F 99 —102 99 —102 T Ji T 
100,000 | Metropolitan Electric Supply, 1 to 100,000 .. р 5 10 | 10% 9 DT 103 10} 10%% S í 
76,121 Do. 44 % Cum. Pref. 1—71,106, £3 pd. 5 4 4 4 ЫРУ — 53 5} a ; 
220,0001 D^. 44% Ist Mort. Deben. Stock  .. * 4 ME 109 —113 109 —113 111 ve" w^ Tua 
250,0001 Do. % Mort. Deben. Stock Redem. | Stock 2 NEC 98 —100 98 —100 p VE | ч 
250,000 | Midland Electric x FERS 44 % Ist Mort. Deb. | 100 4 4 “| 4 Ж 99 —101 99 —101 1 100 "2 
10,852 | Notting Hill Electric Lighting Mr Th 10 6% | 6 & 1 | js | 14 — 15 14 — 15 14 p у; 
59,000 Do. do. 4 96 1st Mort. Deb... 100 4 4 4 re 100 —102 100 —102 és E к 
40,000 St. James’ and Pall Mall Electric Light, Ord.  .. 5 144 144% | 144 | 10% 13 — 14 xd 134— 144 . Mi 13i od 
20,000 Do. do. 7 % Pref. 20,081 to 40,080 5 7 7 g 7 E E ^ 8— 9. 8 — p PR. > 
150,000: Do. do. 34 95 Deb. Stock Red. .. | 100 24 34 35% | .. 97 — 99 97 — 99 od д i 
12,000 .| Smithfield Markets Electric Supply, Ord. .. - 5 2 4 4% 91 2i К ux E 
50,000 Do. do. do. 4% Deb. Stock Stock 4 4 1 76.— 80 xd 76 — 80 Ба - E 
65,000 | South London Electricity Supply, Ord. na T b 1 3 1 $ 4 4 Ff * 83 
100,000 | South Met. Elec. Lt. & Power (Ord.. a a 1 il Nil Nil te— #4 — 18 T e ; 
50,000 | (Late Blackheath and Greenwich (т % Pref... ais 1 Nil 1% 1 4 ló— 160 lé4— Ilys 12 ME | 1 
100,000 Dist. E.L.Co.) 4495 Ist Deb. Stk. | 100 44 44 44 107 —1074 100 —109 * as e 
30,000 | Urban Electric Supply, ON. s ai a ER 5 5 $, 5 5 96 4 48— 4 = 5 
30,000 Do. o. 5 Cum. Pref... + 5 5 96 5 5 МА — 5i А 54 ef 
200,000 Do. do. 43 % Ist Mort. Db. Stk. Red A $e ш e 104 —106 105 —107 1 се 4 
110,000 | Westminster Electric Supply, Ord. .. T А 5 12% ry 14 $ 18% 12 — 121 xd 124— 1 13 12H й 
28,151 Do, do. 5 % Cum, Pref, 5 5 % 5 5 .. a 68 ta— .. .. es 
. Shares not officially quoted :—Mackay Companies, ord., 41—43. Pref. 75—77. 
* Subject to Founders Shares 1 Unless otherwise stated all shares are fully paid. Interim dividends, 
MARKET QUOTATIONS, Wednesday, August 23га. 
* Latest Fortnight's | | PLA ~ | Latest | Fortnight's 
CHEMICALS, &c, Price. Inc. or Dec. METALS, &c. (continued). Price. Dec. or Ine. 
a Acid, Hydrochloric e» .. per cwt. 6/- T g Copper Sheet as T +. рег ton £84 £1 ine. 
ü. tric .. 55 * .. per ewt. 22]. P u^ BOR «s 5 .. per ton £84 £1 inc. 
- HE хас .. T $^ .. рег cwt. 327% T „ (Electrolytic) Bars S per ton £74 S 
a „ Sulphuric * .. рег ewt. 5/6 В: з Р? Sheets per ton £87 Y 
а Ammoniac, Sal 5d per ewt. 42/- T Є ins " Rod .. рег ton £81 * 
a Ammonia, Muriate (crystal) per ton £33 10 ae » H.C. Wire per Ib. 984. * 
а 10 esM Tio per ton £30 $^ Ebonite Rod và са .. per lb 3/3 * 
a Bleaching powder per ton £5 10 ! 58. inc. = Sheet 10 js per Ib 8/- | 
a Bisulphide of Carbon per ton £15 — п German Silver Wire per Ib 1/6 M 
а Borax .. - "А per ton £13 h Gutta-percha, fine ae per lb 6/- to 7/ КР 
а Benzole (90 95) рег gal. 7/- h India-rubber, Para fine .. per Ib 5/6 to 5/7 dec, 
a „ (50%) per gal. 5/6 i Iron, Charcoal Sheets .. per ton £18 = 
а Copper Sulphate per ton £20 i ,, Pig (Cleveland warrants) per ton 47/2 5d. ine 
q Lead, Nitrate a per ton £25 i „ Forgings, according to size per ton From £11 aa t. 
a » White Sugar.. per ton £31 i ,, Scrap, heavy y .. per ton 47/6 to 50/- >? 
a Nein e ; ; рег оп ur al i, Wire, galvanised No. 8 .. per ton pi by 46 А 
Methyla pirit .. Pa .. per gal, ; Я 
4 Naphtha, Solvent (90 % at 160°C) рег gal. 5/6 g Lead, English Ingot ... .. per ton { to £14 10 5/- inc 
а Potassium Bichromate, in casks рег lb. 8d. "P eu " Sheet  .. per ton 16 2/6 inc. 
q Potash, Caustic (75/80 %) per ton £20 £2 dec. m Manganin Wire No. 28 .. per Ib. 8/- - 
а Potassium Cyanide "T per lb. па. T д Mercury ja T 2x .. per bot. £726 5s. dec 
а Shellac - m perewt. 190/ 5/- ine, d Mica (in original cases) small .. per lb. 6d. to 1/ NE 
а Sulphate of Magnesia Е рег юп £4 10 T vd E ET » medium per lb 2/6 to 4/- ee 1 
а Sulphur, Sublimed Flowers per ton £6 10 2 + „ large. per lb 4/6 to 8/6 ee 
a T Recovered per ton £5 10 p Phosphor Bronze, plain castings per lb 1/1 to 1/3 А 
a oj Lump  .. T per ton £5 p i" rolled bars & rods per Ib 1/14 to 1/3 inc 
а Soda, Caustic (white 70 %) per ton £10 15 | p F „ strip & sheet per lb 1/4 Id. ine 
a . Crystals ss per ton £8 o Platinum T . .. per oz 84/- 1 
а Sodium Bichromate, cask per lb. 21d. e Silicium Bronze Wire . per lb 104d. to 1144 ; 
a Ф Cyanide T sper 1р; | 7а. i Steel, Magnet, acc'd'g to desc'p'n рег ton _ £58 ; 
METALS, &c. |, „бле. ee 55 - 
b Aluminium Ingots, іп ton lots .. per ton £150 £20 ine, | g Tin, Block .. . * per ton | to £158 £13 inc. 
b ii Wire, in ton lots . per ton £177 £9 inc. n „ Wire, Nos. 1 to 16 .. .. per Ib 1/10 . 
b T Sheet, in ton lots .. per ton £175 £9 inc. | о White Anti-friction Metals— СЛОЙ. ГЕ 
b Babbitt's metal ingots .. per ton | £43 to £140 T | “ White Ant“ brand. .. per ton 446 to 470 £3to &5 ino. 
c Brass (rolled metal 2 to 12) basis per lb. | Tad. | Я | j Yarns, 2/10s Grey Cotton, on sp'ls per lb | ва. ыы 
c „ Tube (brazed) Dé .. per lb. 94d, | А ј „ 6 lea. Flax є% <x per b 5gd. «t! 
c » (solid drawn).. per Ib. | d. | ; | j „ 3 ply 10 lbs. Russian per lb | 44. T 
€ „ Wire, basis per lb. | 73d. | j „ 10 lbs. Russian, single .. per lb. 4id. = 
c Copper Tubes (brazed) per lb. 1034. | | j 180 lbs. Jute rove „ per ton #11 
4 T » (solid drawn) per Ib. | 103d. | M | k Zinc, Sh't (Vieille Montagne bnd.) рег ton | £27 15 : 
y Copper Bars (best selected) per ton £84 | £1 ine. | | | 


Quotations supplied e :—а G. Boor & Co.; b The British Aluminium Co., Ltd.; c Thos. Bolton & Sons, Ltd.; d F. Wiggins & Sons; e Frederick 
Smith & Co.; Aa. Rub 


In 


г, G. P. and Teleg. Works Co., Ltd.; g James & Shakspeare; h Edward Till & Co.; i Bolling & Lowe; j Walter H. Hindley and 


Co., Ltd.; k Morris Ashby, Ltd.; m W. T. Glover & Co., Ltd.; n P. Ormiston & Sons; o Johnson, Matthey & Co., Ltd.; p The Phosphor Bronze Co., Ltd. 


Electrolysis with Alternating Currents.—At a 
recent meeting of the Milan Chemical Society, A. Coppadoro read a 
paper on the electrolysis of alkali metal chlorides with alternating 


currents, the experimental process he employed being to introduce 


a current of 42 alternations per second, through platinum electrodes 
into a solution containing 3 gramme-molecules of potassium or 
sodium chloride per litre at temperatures ranging between 15° and 
30° С. He found that a noteworthy amount of decomposition in 
the electrolyte does not occur until a current density of 50 amperes 
per square decimetre is used, and that, with a higher density a con- 
siderable quantity of hypochlorite is produced. When the current 
density was 324 amperes, the yield of hypochlorite from sodium 
chloride was 21°72 per cent. during the first 15 minutes of the 
operation. Hydrogen is the only gas evolved, but a little oxygen 


apperrs later on. 


During the first few moments a trace of 


chlorine is observed. Chlorates may. be detected occasionally. 


The platinum electrodes are gradually attacked, 


ly dissolving in 


the liquid and partly falling to the bottom of the cell in the form 
of platinum black. When potassium chloride is under treatment, 
the platinum black is accompanied by some potassium platinic 
chloride, which is comparatively insoluble in presence of the 
potassium salt. If the current density is not too high, the elec- 
trodes become platinised, and when the coating is complete, the 
formation of hypochlorite diminishes to a notable extent. This is 
probably because the suspended platinum black decomposes the 


hypochlorite, liberating oxygen and potassium chloride. 


The P.D. 


also decreases as the electrodes become platinised. When graphite 
electrodes are employed, a current density of over 1,000 amperes 
per square decimetre is necessary for the formation of hypochlorite, 
but the electrodes are quickly destroyed during the process. 


Digitized by ` 
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THE ELECTRICAL REVIEW. 


EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING JULY, 1906. 


Last month it was our unwilling. duty to record considerable 
decreases, compared with the previous exceptional month, in the 
values of the electrical exports and imports set forth from month to 
month in these columns; this month (July), however, does not 
reveal any great alteration of the previous month's totale, and taking 
the past six months as a whole, shows that our electrical export 
trade is well maintained, while imports have fallen. 


The July electrical exports amounted to £128,560, or soot 
£1,000 less, and the imports totalled some £106,247, or Арран: 
mately £1,000 more than опг last returns. 


The re-exports of foreign electrical goods, however, show a 


~ decline of some £4,000, amounting to only £4,648, this being by far 


the smallest amount recorded during the six months in which this 
table has appeared. 

Satisfactory features of the latest returns are the excellent totals 
of the electrical and electrically-driven machinery exports, which 
are some £10,000 in excess of the imports of a similar nature; also 
of the power cable exports and imports, both of which, and especi- 
ally the latter, are largely in excess of those of the month of June. 

Ав in previous months our own South African Colonies were 
good customers, and New. Zealand, New South Wales, India, 
Portugal and certain South American States also proved good 
purchasers. 

This month the prominent importing countries were Germany, 
Belgium and the United States. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


| ы ; | А 
| * Вч 5 E | А $ . Se 282 Ч „В А 
| „% Fes, 8 j3 aj g5] 23 | 3 3 pi 
Country recelving exports and importing. | RS з $ 5 i g B $3 HE E сй g ESS E 5 
о pc 5 =] Рэч 
zas) 33 egg 3 Es 
| а | fd m Г % me d 
| | 
| £ | £ £ | £ £ | £ | £ £ £ £ £ 
Russia, зг. Sweden and Denmark... 146 | 2,172 15 146 850 T 1,769 15 
Germany... iO ae 15 50. 11 336 25 — 25 BT . 
Netherlands... dee - 160 387 T | " 270 17 b 81 
Java, Dutch Borneo and Indies is 28 se 25 | 40 5 | p 21 e 
Belgium 169 PF 43 is 38 73 “з 364 i 
France ..| 582 83} 125 2 ‚91| 356 5 46 
Portugal, Madeira, and Portuguese E. Africa = 100 3, 194 35 32 ге 3,080 300 m ка 2s 
Spain, Canary Isles, and Morocco E Pad 62 11 25 ie 3 | 2,013 17 РУ arm 9 
Italy and Austria-Hungary ene. SP aes кө 33 A ден TY | 20 T. Po d Vs 
ypt an is x 726 38 ias 2 23 60 56 45 18 
China and Siam d 299 586 273 18 29 641 om ias 7 
Japan ii 95 | 2,600] 35 г 70 255 * i 400 | ... 
U.S.A., Phili pine Islands, Guam, and Cuba ... 685 pi 6 3 25 260 ; 19 чы 442 
Mexico and Crags баз m es 1,117 612 20 Vds 559 ; is. Lei 3,060 
Chili ... aa 13 289 88 - 69 » ái duke 
Brazil 264 126 111 28 102 4, 629 48 TY s 
Argentine 1,058 148 302 T 25 | 2,851 157 1,047 e 
Channel Isles, Gibraltar and Malta 81 | 2,644 Si A5 "" 176 4 121 T 
- British West Africa : 22 98 19 is Ver. TO vd 6 20 * 
Cape of Good Hope 1,341 | 5,437 379 224 553 740 2 477 692 
Natal.. D 347 | 2,583 | 1,303. 157 361 13, 176 123 163 847 
Zanzibar, Mauritius, ‘and Aden T 10 3 22 E oat 205 | .. 29 SS 2M 
India.. ; d 3,718 | 2,601 952 690 381 | 6,336 107 sxs 125 686 | 5,600 
- Burmah 577 43 29 75 27 27 86 30 .. sae T 
Ceylon 246 3 119 2, - 58 55 2 T^ T — 
Straits Settlements, Sarawak, and ‘Labuan + 374 143 418 169 ET 101 15 69 Ser 
Hong Kong .. ba ip т 213 315 217 28 71 125 - i 9 
West Australia 144 85 21 59 ue ы 690 10 9 ЖТ 58 
South Australia js $t 5 T 1,265 T 46 TA 
Victoria... oe 207 | 2,637 55 is 76 19 b - 
New South Wales ... | 1,343 257 163 178 8 | 2,516 12 8 
Queensland .. | n 114 18 "^ 5 
New Zealand — — —- єз ү | 1,025 407 473 51 204 673 | 8 а 1,008 | 8,421 
Canada кр ЗУ, e iM fas 8& .. 97 60 4,237 bus " 
British West Indies and British Guiana | 59 v 31 
2,124 Т | 5,658 66 | 5,751 | 9,417 5, 600 


Total, £ eee Е 6,680 | 1,945 


Telegraph exports for month: Russia, Marconi apparatus, £2,183. 


£ & 
Russia, Norway, Sweden and Denmark.. 43 , т | 
Germany с js "E e. 4,998 ` 10, 552 
Hollan Qa... ..| 8,693 170 
Belgium | Er : 10,667 441. 
France " 6,258 | 800 
United States ar 5,932 ! 216 
Cape of Good Hope 98 з s TE T | 


Total, £ EI :12,179 | 1,009 | 2,859 | 748 39,575 588 | 4,734 
| | | 


£ 
4l 


34 
94 


Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


p£ £ £ & £ £ £ £ 
| 25 | 1,119 60 | .. |. 5,366 | р 
6 800 99 | 9,178 | 275 165 | 1,541 | see " 
19 3,710. | 2144 .. Үч d 

1,727 50 8,786 | 159 314| 624 ^ 

5 98 | 534 | 1,475 23 | 2,106 400 » 
8 215 40 | 15,267 71 85 po 294 | .. 
ДО. а ме ж i 


7,571 


316 


Additional imports: Italy, electrical goods, £75. ' 
Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


£ | £ 
1,794 | 


Various countries, mainly as above 
| | 


TOTAL EXPORTS: 
£128,560 


Norz.— The amounts appearing under the several headings are classified according to the Customs returns. 


£ 


| 135. 


TorAL RE-EXPORTS : 
£4,648 


£ £ 
40) 972 
TOTAL IMPORTS: 
£106,247 


£ & 
190 240 1,277 


ГЕТ? 


The first and 


third columns contain many amounts relating to “ goods” otherwise unclassified, the. latter, doubtless, consisting of similar 


materials to those appearing in adjacent columns. 


N 
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ELECTRIC TRAMWAY AND RAILWAY 
EXHIBITION, 1905. 


DESCRIPTION OF INTERESTING EXHIBITS. 


(Continued from page 254.) 


Mrssrs. DouL TON & Co., LTD. — Every year it becomes more 
and more remarkable that no great effort is made, or at least appears 
on the surface to have been made, to produce a line of pottery insu- 
lators which shall supersede, both on account of electrical and 
mechanical excellence and of price, the present form of moulded 
insulator which deteriorates with some rapidity wherever it is sub- 
jected to the influences of damp and a loaded atmosphere. The call 
for this kind of thing must come from tramway engineers, for 
pottery makers cannot be expected to understand the technicalities 
- of the designs which would have to be worked out. There are one 


or two lines in England on which most of the insulators are made - 


of glazed porcelain, but we are inclined to believe that the designs 
were not all that they might have been. 

Messrs. Doulton inform us that they have not overlooked this 
market—a statement which we can well believe, now that we know 
how many electrical markets they have set themselves to provide— 
but they say that hitherto there has been very little demand for these 
insulators in pottery. Quite 100 miles of line in this country are 
standing to-day with porcelain bobbin or “© reel" insulators for the 
secondary insulation, which are giving the greatest satisfaction. 
They cost somewhere between 14d. and 24d., according to size, 
against 1s. 6d. to 3s. 6d. for moulded insulators of one of the various 
types extant. 

With their several designs of third-rail insulators, Messrs. 
Donlton are making a sterling bid for the English market. They 


Fia. 82.—- TUBULAR " TYPE INSULATOR. 


have designed, among other types, the “ Tubular ” pattern illustrated 
in fig. 82, especially for use on tube railways, where the clearances 
are very small. It is made of a block of cream enamelled stone- 


Еа. 83.—“ PEDESTAL” INSULATOR. 


ware of tubular, or multi-tubular, form, grooved to receive the 
rail, and secured to the sleeper hy clips. It has been adopted on 
the Baker Street and Waterloo Railway. 

Quite a different pattern is the Pedestal,” illustrated in figs. 
83 and 84. The makers hold that this insulator is substantial 
enough to withstand the rough usage, vibration and shock which is 
the lot of every insulator on a heavy railway.  'lhis rail-support 
consists of a pedestal of stoneware or porcelain, of substantial pro- 
portions, with a large base resting direct upon the rail-tie and 
secured thereto by external malleable-iron fastenings. In this 
respect it differs considerably from earlier types of rail-insulators 
in which the porcelain is supported on a central stud after the 
manner of telegraph insulators. The conductor-rail is held in 
position by a chair of malleable-iron, provided with a stem which 
is cemented into a recess in the insulator. "The insulator shown in 
the illustration is fitted with a chair for a conductor-rail of rect- 


angular section. The same type is supplied with chairs adapted 
for other sections of rail, e.g., flanged or channel sections. The 
insulator occupies the whole of the vertical space below the rail, 


ä 
WN 


N 


Fia. 84. — SECTION OF- " PEDESTAL " ТҮРЕ. 


4 


thus presenting n maximum length of path to resist surface leakage 
of current. 

A letter which we wrote to Messrs. Doulton on the subject of 
third rail insulators of the * Pedestal” pattern elicited the follow- 
ing interesting reply :— 

„In our opinion the best type of rail insulator is a pottery insu- 
lator resting firmly on its own base. We quite confirm your remark 
that the method ‘of supporting antinsulator on a central stalk, after 


Fria. 85.— DouLTON'S Rack INSULATOR. 


the manner of a telegraph insulator, is unsatisfactory. 7 
This method of construction is, however, entirely different from that 
adopted in our ‘Pedestal’ insulator, in which the pottery body, 
instead of being supported on a stalk, resta firmly on a large base. 
It is only the cap which is held in position by the depending stalk, 
and this both in theory and practice is an entirely different matter. 

“The ‘Pedestal’ type of insulator was selected for the G.W.R. 
Hammersmith and City electrification in preference to all other 
types in the market.” | | : 

Then they exhibited all kinds of porcelain or stoneware pieces, 
such as switch-fuse handles, fuse bases, fuse-box insulators, and all 
kinds of telegraph insulators. 

The porcelain cable rack illustrated in fig. 85 should be a valu- 
able article in the construction of central stations, cable subways, 
&c., and fig. 86 shows some of the various shapes of insulating 
bridge pieces for cables laid in bitumen. 


Fic. 86.--DovrToN's BRIDGE IxsvLATORS FOR SOLID SYSTEM 
CABLES. 


А show-case (fig. 87; was exhibited as а ready means of showing 
a few of the stoneware pieces which are in demand. 

Permanent Vu. — The Ames-Crosta and allied patents spread а 
double meshed net to catch the shy and simple customer-bird, for 
on one stand they proclaimed the advantages of one set of specialities - 
under the banner of the AMES-CROSTA SANITARY ENGINEERING Co., 
Lro., while at the next stand they displayed a still more various 
collection of permanent way impedimenta at the sign of the 
RAILWAY AND GENERAL ENGINEERING Co., тр. The articles on 
the first stand which call most for notice are illustrated on page 319. 

Fig. 88 shows the Ames' combined anchor clip and tie-bar by 
which any movement of the rail is prevented, and as no holes have 
to be drilled through the web of the rail, as when the screwed inde- 
pendenttie-baris used, this combination is easily and quickly applied. 
Another most useful feature is that the tie-baris sunk iu the concrete 
bed, and зо does not interfere with the paving asall other tie-bars do. 
This should have influence with the permanent way engineer and 
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foreman. The box form of the anchor should ensure a solid keying 
with the concrete. It is well to note that the use of these anchor 
tie-bars is independent of the form of rail joint. Anchors 


Fic. 87.—DovuLTON STONEWARE PIECES. 


are required Jbetween any class of rail joint from the plain fish- 
plate to the solid weld, but they are not always used. 


The Ames “bull-dog” sole-plate. fig. 89, adds another to the 


lengthy list. A glance at the illustration is sufficient to show that 


Fic. 88.— THE AMES COMBINED ANCHOR CLIP AND TIE-BAR. 


so far as stiffness goes nothing better could be designed, whilst the 
weak joint of most sole-plates—the bonding into the concrete bed— 
has to all appearances been vanquished in a most successful manner. 
Here again no bolt holes are required. 


Fic. 89.—THr AMES “ BULL-DOG " SOLE-PLATE. 


Figs. 90 and 91 show a form of drainage which the makers re- 
commend strongly for use on tramways. This is called the “R&G” 
system, after the designers and patentees, the Railway and General 
Engineering Co. It combines the drainage of the rails, the collec- 
tion of sand or silt, easy access for cleaning, and trapping of sewer 

з. | 
The inlets to the catch-boxes аге so formed as to prevent the pos- 
Ribility of choking up, and special pipes form a connection with 
the sump box, which is trapped, and may be connected direct to the 
sewer. Sand washed down through the catch boxes is intercepted 
im the sump box, where it collects instead of being carried to the 
sewer. The sump box can be cleaned out when required, to avoid 
choking the sewers. The system can he made to suit existing lines, 


andi is easily fixed. 


This firm showed a complete system of check rail replace- 
ment. Almost incredible trouble has arisen in several towns owing 
to the rapid wear of the lip of the rail round curves, and the Rail- 
way and General Engineering Co. have designed a special form of 
renewable check, which ean be fixed to any section of rail after 
preparation by shaping down the lip of the existing rail in place 
by means of a portable tool. Fig. 92 shows this renewable check 
in position, while fig. 93 gives a clear view of the portable shaping 
machine with which the old lip of the rail is reduced and trued up 
to take the new check. In this instance the shaper is being driven 
by an electric motor, and where power can be tapped off the trolley 
wires this is the simplest and cheapest combination. 

УУ e illustrate in fig. 94 (see next page) а more elaborate tool. This 
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Fic. 93.—PoRTABLE SHAPING MACHINE FOR RENEWABLE 
CHECK WORK. 


very compact picce of apparatus consists of a lo wtruck or 
trolley made up of steel framing, and supporting power-driven 
tools with which the rails can be ground or drilled or milled. The 
driving power may be derived from petrol engines or from electric 
motors, whichever happens to be the more convenient. The view 
shows the carborundum grinding wheel in position between the 
running wheels and the milling cutter under the platform on the 
left attached to a flexible shaft. While the tools are in operation 
the truck is held from moving by applying the brakes, Two grind- 
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ing wheels are provided: both fitted with compound slides, so that 
both rails can be ground at one setting. 


Messrs. L. P. Winsy & Co. and THE Continuous RAIL JOINT 


Со. оғ GREAT Ввітлім, LTD., squatted with their well-known 


specialities well within the range of a tie-bar or a fish-plate of their 


rivals in the permanent way line. We understand that they 
occupied two stands (Nos. 38 and 38a), because the title of one 


Fia. 94. — RAIL GRINDING AND SHAPING MACHINE OF THE 


RAILWAY AND GENERAL ENGINEERING Co. 


division of the business was во long as to require one stand all to 
itself. 


The forms of the Winby “ Anchor ” rail-joint and chair are quite 


familiar tb our readers, and it has found such favour in practice as 
to be used at Aberdeen, Newcastle, Bradford, Grimsby, Newport, 
Bristol, East Ham, Stockport, Birmingham, and many other places, 
while tho continuous rail joint, wbich is imported from America and 
is believed to have saved the life of more than 20,000 miles of tram- 
way and railway in that country of badly laid track, has such an 
extensive use as to require an output of 40,000 tons annually. 

The Winby devices are British, and both obviate the use of bolts 
or rivets. The Anchor“ rail joint is similar in form to the Howard- 
Cooper sole-plate, but has that advantage over the latter. It is 
enough to say for the Anchor” chair that there are 20,000 in use. 

The makers contend that these things can be applied with the 

eatest advantage, not to new track only, but to rails on which the 
joints are down " and the ends battered. 

We have recommended the use of the Thermit process for welding 
rail joints so often, that it ought to be almost supertluous to refer to 
the exhibit of THERMIT, LTD., at any length. 

During the Exhibition, daily demonstrations of the process on 
a full-size scale were given, and we have much hope that these 

‘demonstrations, more than anything else, have appealed to our too 
conservative managers. ‘The safety, i.c., freedom from breaks, 
buckliug, or hogging, of any system of welding has been placed 
beyond the reach of controversy in reality, although there are а 
large number of men who still continue to talk about the dangers, 
but the time is coming when even they will make the discovery 
that rail welding has passed the laboratory stage. 

The question of safety being thus setat rest, what remains is to 
discover the best of the methods by which the seldom queried 
advantages of a continuous rail can be obtained, and that question 
is on the way to be answered fairly by asking how many of the 
three best known methods are in use to-day in Great Britain. The 
three methods are the Electric, the Falk cast, and the Thermit cast, 
all excellent so far as final results go, but the last only surviving 
the ordeal of price and convenience. We do поў think that Mxssrs. 
В. W. BLACKWELL & Co. will raise any objection to our remark that 
they, who were progressive and far-sighted enough to introduce and 
push as far as they could the Falk system, have realised that in 
comparison to the Thermit system it is cumbrous and expensive 
except under very favourable conditions, and not only have faced 
the facts in time, but themselves have taken the victorious method 
into their own service. Men who have been responsible for work 
done with both methods consider that the Falk has certain technical 
advantages over the Thermit, so that we may still see the familiar 
cupola car on contracts where the number of joints to be welded is 
large. 

The fullest information about the system, and all about the 
benefits which have been derived and are expected to accrue from 
its use, can be had by reference to the paper on “ Solid Rail Joints,” 
by Mr. P. S. Sheardown, printed in the Journal of the J. E. E. (Vol. 
33, Part 6), and to papers and articles which we have noticed from 
time to time. 

The illustrations, figs. 95 and 96. show the whole of the apparatus 
in position, and the completed weld. 

This is what the Thermit Co. have found after several vears' 
experience under working conditions :— 

1. That the electrical conductivity of their joint is about 90 per 
cent. of that of the sound rail. 

2. That the chemical composition of the rail is not altered, and 
the rail head is not softened. 

3. That the material at the joint has a etrength of 87 per cent. of 
that of the solid rail, without the iron band welded around the 
joint, which makes this really the strongest part of the rail. 


And better than all these, that the conductivity of the joint does 
not deteriorate after the fashion common with bonded joints; the 
welded joint is permanently economical; it supplies а smooth track 
for the cars so long as middle part of the rails lasts, not the ends 
as heretofore; it perforus thé double function of perfect rail joint 
mechanical and electrically considered; and it reduces the 
repairs to permanent way when the rails are anchored properly, by 


Fi1G..95.—TuERMIT RAIL. WELDING 
e APPARATUS IN POSITION. 


Fic. 96.—COMPLETED THERMIT WELD. 


eliminating the pumping action which sooner or later turns every 
fish-plate joint into a hydraulic ram acting ж ше foundation 
and the setts. 

(To be continued.) 
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STEAM CONSUMPTION TEST OF А 1,500- 
В.Н.Р. TRIPLE-EXPANSION ENGINE. 


Тнк following interesting particulars relative to a “С” type 
Browett-Lindley triple-expansion engine recently installed at the 
Bournemouth and Poole electricity station, were obtained by Mr. 
H. R. J. Burstall, of Messrs. Burstall & Monkhouse, at a trial con- 
ducted on behalf of the makers on July 27th last. The name of 
the gentleman conducting the test, is a sufficient guarantee of 
the care which was exercised in carrying it out. For the 
purpose of the test Messrs. Browett-Lindley provided а special 
40-in. “ Froude” water dynamometer capable of absorbing 2,000 
B. II. -D. at 250 rp.m. The alternator which the engine 
was intended to drive was - uncoupled, and the dynamo- 
meter coupled up in its place. The engine was run at a load 
corresponding to the nominal full load of the engine, and under the 
conditions of the specification. 

Testing Arrangements, — The powerof the engine was absorbed by the 
water dynamometer, and the total load on the brake was measured 
by a Dennison“ weigher used to indicate the minus pull on the 
brake. The exhausts of the air and circulating pumping engines 
were disconnected from the condeuser, so that this only received 
the steam from the main engine. The water discharge from the air 
pump ran into a pocket in the air pump discharge pipe, and was 
pumped up from this pipe by a centrifugal pump into the 
measuring tank. The latter had been calibrated, and a scale was 
placed in it with each 400 Ib. increment marked on. The necessary 
correction was made for the difference in volume of water at 
calibration temperature and the temperature of the Kir- pump 
discharge water. i 

Observations were taken of the steam pressure at the engine stop- 
valve, the temperature of the steam entering the valve chest, the 
pressure in the H.P. and the L.P. valve chests, the vacuum in the 
engine exhaust pipe and in the condenser. 

The speed of the engine was measured by a tachometer, and three 
sets of indicator cards were taken on each full power test, for the 
purpose of determining the valve setting, &c. 

Method of Conducting Tests.— The engine had been running some 
time before the tests were made, so that all conditions were steady. 
The centrifugal pump on the air-pump discharge was started, and, 
on the water level in the measuring tank reaching the zero mark, a 
signal was given to commence reading the brake, tachometer and 
the gauges above enumerated. The gauges were read at two- 
minute intervals; the brake weight and revolutions three times in 
each two minutes. The rise of water in the tank was noted at each 
400 lb. interval, and when the tank was full (= 4,800 1b.) the time 
of filling was noted, and a signal given to discontinue the other 
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observations. Three runs at full load were made, and also one run 
each a£ three-quarter and half load, the latter observations being 
made for the purpose of obtaining a steam consumption line. 

Results of Tests.—The annexed table gives the results of the fiye 
tests made as above, together with the mean of the three full power 
tests. In these figures have been included all corrections, and they 
should be correct to within 1 per cent., if not less. "The corrections 
were as follows :— 

There was a slight leak from the water side to the vacuum side 
of the condenser; this was measured and found to amount to 
200 Ib. per hour. | 

Owing to the conditions obtaining at the station, it was impossible 
to obtain the spoaified vacuum of 25 in. at the engine exhaust; а 
deduction was therefore made, corresponding to 14 per cent. 
per in. of vacuum, below that specified. | | 


` 


It is somewhat surprising to find, however, that whilst 
the’ battery is taking up its proper position in the large 
supply stations, its use has not yet become common in 
factory plants. Many of the large works of manufacturing 
companies generating their own electrical power, contain 
plants equal in capacity to a good-sized central station, often 
working under similar and in many cases more trying con- 
ditions than a station devoted to electric traction ; for, whilst 
in а central station there will usually be a complete dis- 
tinction between the plant used for traction work and that 
for the lighting supply, in a factory—unless on.a very large 
scale—the lighting and power have to be supplied from the 


TEST оғ BRowETT-LINDLEY ENGINE АТ BOURNEMOUTH.. 


Steam pressure 
at stop valve 
: | (bs. per sq. in.). 


Water per Kw.-hour cor- 


Water per B.H.P. 
сыз rected for vacnum and 


Total 


B. H. P. water per : 
at 92 t. effic 

i ноп (бв). Actual. 5 of alternator. ен 
1,505 | 24,410 | 1622 15:37 99-4 
1,519 24,700 16:96 15:33 22:34 
1,527 24,840 | 16°05 15°09 21:99 
1,517 24,650 | 1618 15°26 22°96 
1,103 18,040 | 1636 1567 — 

739 12,525 16:95 16:47 oM 

(Bigned) HENRY R. J. BUBSTALL. 


A column has been added showing steam consumption per 
KW.-hour under specified condition, t. e., with 25 in. of vacuum and 
with an alternator having an efficiency of 92 per cent., and the mean 
of the full power runs gives this as 22°26. | - 

The arrangements made at the station were most satisfactory. 
The engine and all the apparatus worked smoothly and well, the 
conditions being very steady. | | | 
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ACCUMULATORS WITH REVERSIBLE 
BOOSTERS FOR FACTORY INSTALLATIONS. 


— — — — 


By RA PL W. BIRKETT.' 


THE importance and usefulness of accumulators in central 
stations for lighting and traction work, is by this time well 
recognised. Much has already been written upon the sub- 
ject. Efficiency, capital outlay, convenience, and many 
other points have been treated and compared, and it is now 
considered that a battery is an essential part of a central 
station plant generating апа distributing continuous 
current. 

А few years ago a battery was looked upon as a luxury—if 
not rather a nuisance—and by the then existing methods was 
of very littleuse. It was useless during the day and usually 
too small or in too bad condition to be of much use at night. 
So that the battery—for central station work, at any rate— 
was falling rapidly into disuse, and it looked as if its applica- 
tion would never get any further than the country house or 
small private plant. The method of charging and 
discharging by regulating cells was not very satigfac- 
tory, and although much ingenuity had been expended 
in the design of automatic regulating switchgear, the 
apparently small field of usefulness for the secondary 
cell caused its development and improvement to lag behind 
the progress of electrical invention in other departments of 
the science. | 

It was not until the evolution of the booster had reached 
almost to its present stage, and the adaptability of the 
accumulator to electric traction—could it be properly applied 
had begun to be grasped, that renewed attention was 
devoted to its improvement. Improved methods of manu- 
facture, and consequent increased efficiency, brought the 
accumulator to the front, and with the invention of the 
automatic reversible booster its usefulness has been so much 
increased, that the once despised and rejected battery is now 
become an integral part of the plant of any up-to-date 
gtation. | 


м 


. вате generators and mains, without even having the advah- 


tages of & three-wire system of distribution. Although 
it is often necessary to keep a special dynamo for the 


lighting of the works, to install also a separate system of 


‚ cables and wiring for lighting and power would mean adding 


greatly to the first cost of the plant, whilst having to keep 
this extra system of: mains, engine and generator standing 
idle and unproductive the greater part of the time, would 
materially increase the works costs of the power station. 

In many branches of manufacture, where the load driven 
by the electric motors includes heavy machinery, running inter- 
mittently, and producing rapid fluctuations of power, or where 


. cranes and heavy lifting or hauling machinery are ‘used, the 


disturbing effects ofthe varying demands upon the running of 
the lighting and motor circuits, steadiness of illumination and 
regularity of speed can be readily noticed, and are always а 
cause of annoyance, discomfort and loss of efficiency, and 
here the battery, properly arranged, has undoubtedly a 
mission. TD | 

Floating the cells on the bus-bars is useless; the use of 
regulating cells, requiring constant attention, is unsatis- 
factory. The only way to get a good result and full 
usefulness from the battery, is to couple it with an auto- 
matic reversible booster. It is the writer's purpose to show, 


from an account of his own experiences with a generating 


plant recently erected and managed by him in u large engi- 
neering works, that a battery, thus equipped, can be made to 


. Justify its existence by effecting substantial economies in 


running expenses. Also by ensuring exact governing of elec- 
trical pressure, under the most trying conditions, it allows of 
the whole supply for power and lighting being given from 
the same generators and one system of mains. 
be plant above referred to, contained two 300 Kw. and опе 
90 Kw. shunt-wound c.c. 410-volt generators, direct coupled 
to high-speed engines. The battery consisted of 197 P 11- 
type E.P.S. cells giving 250 amperes on peaks. The battery 
operated through a Highfield automatic reversible booster, 
or could alternatively be discharged direct to the bus-bars. 
There was also a rotary transformer giving 102 volts across 
its secondary winding and run from the 410-volt mains. The 
load consisted of about 60. motors of various sizes from 
4 to 50 B. H. P. driving machine tools, pumps, lifts, cranes, &c., 
and 130 arc lamps supplied at 410 volts. The 100-volt 
mains supplied 400 glow lamps, four electric cranes, some 
motors and an arc-welding plant. The heaviest and most 
fluctuating part of the load, however, was а 275-B.H.P. 
motor driving a 14-in. bar mill, rolling steel bars and angles 
up to 4-in. sections. 
The demands made by this motor varied largely, according 
to the size of the bare, &c., being rolled, but the following 
was an average load :— - | a 
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Ай: Time 
Work done by motor. | Volts.| Е.Н.Р, | loaded, in 
peres: seconds 


Running mill and gearing light... | 60 | 410 | 44 
Rolling 4-in. steel angles from 
billet :— 


First rol] ... А 290 | 410 | 1208 5 


Second roll—roughing out angles | 330 410 | 165 12 
Third roll—bar 10 ft.—18 ft. long 420 | 410 | 2308 65 in 3 

| passes 
Fourth roll—finishing .. | 200 | 410 110 45 in 2 


> passes 


NoTE.—Compound wound motor running at 360 r.p.m. with a 
15-ton fly-wheel on driven shaft; rope drive. 


That the load variations оп this motor are very severe 
will be seen by the diagram. Here is shown the reading 
of the motor ammeter during the time the work is passing 
through the first, third, and fourth rolls, and this also 
shows the suddenness with which the load rises, ita duration, 
falling off, and rise again, as the bar is passed through the 
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same roll several times before going on tothe next one. The 
whole cycle of operations took from four to five minutes, 
and would be repeated with intervals of 14 minutes all the 
time the mill was working. 

The effect of this upon a 500-ampere dynamo already 
giving, вау, 250 amperes for motors and lighting can easily 
be imagined. Actually, it was found that the voltage 
on the generator fluctuated between 410-280, and consequently 
on the 100-volt circuits between 102-75 volts at each pass 
of the bars through the mill. As these fluctuations were 
so rapidly recurrent, hand regulation was quite impossible, 
and matters were little better even when two 500-ampere 
dynamos were used. With the battery and Highfield 
booster in parallel with the generator, however, the varia- 
tion of bus-bar volts never exceeded 8 or 4 volts under the 


heaviest load, and the battery discharge could be regulated 


to a nicety to give all current required over any determined 
amperage on the generator. 

The continual starting and stopping of electric cranes and 
other motors, the “ flopping ” of the arc welder, in fact, every 
variation of the load could be exactly neutralised by the 
booster. As the extra demand arose it was met by the 
booster, and going off, the discharge from the battery was 
replaced by the booster reversing, aud going over to charge 
until current was again required. 

This is well shown by the recording ammeter chart of 
battery. When this was taken the load on the generator 
was kept steady at 400 amperes, the pressure varied only 2 volts, 
all excess current being supplied as uired from, and 
returned as soon as the demand ceased, to the battery. 

It should also be noted that at the end of the run the 
battery was in the same state as at the commencement, 
having supplied to the mains and received back again the 
same number of units, plus the energy losses of the 
conversion. 

It will thus be seen that during nine hours’ work one 
generator was kept at its most efficient load, the voltage was 
kept steady enough for incandescent lighting, and the neces- 
sity of running two generators inefficiently, avoided. Опе 
engine, running under economical conditions, was certainly 
better—even allowing for booster and battery losses—than 
two engines running at light and rapidly-varying loads. It 
is also important to note that all this charging, discharging 
and governing was effected by the Highfield booster without 
any attention or hand regulation during the period. Once 
adjusted, the booster can, within long ranges, he left to work 
itself, and the limits of charge and discharge to be allowed, 
can be fixed by the attendant before leaving it to its work. 

Of course, the above is ап extreme case, not, perhaps, 
often equalled in the ordinary works installation. But any- 
one who has had to work, say, in a drawing office, lighted 


from a plant which is also running electric cranes and motors 
at varying loads, will understand the misery of a light which 
is one moment 20 C. p., and the next 6 С.Р. 

In the workshops, too, the flickering and pumping of the 
arc lamps every time the cranes start has a bad effect, 
whilst the trouble caused by large irregularities of speed in 
machines doing accurate turning and screw-cutting work 
is often serious. . 

Steady running is of great importance in workshops, and 
no amount of compounding of dynamos and adjustment of 
rheostat wheels will ensure a steady pressure so well as the 
automatic reversible booster. 

Of course, the actual variation of the voltage at the bus- 
bars depends upon the proportion of the load being taken by 
the battery. In the case shown by the chart, the generator was 
giving up to 400 amperes and the battery up to 80 amperes. 

It was only when the demand exceeded 480 amperes that 
the drop of 2 volts was observed; at other times—ie., when 
the load was anywhere under 480 amperes—the pressure would 
be quite steady at 410 volts and the generator amperes at 400. 


{ШШ 
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IN CONJUNCTION WITH REVERSIBLE BOOSTER UNDER FLUCTUATING Loans. 


Had the load been observed to keep rising above 480, a turn 


of the rheostat would adjust the booster for steady bus-bar 


volts up to, say, 550 amperes, the battery discharge then 
being allowed to go higher and share the extra load with the 
generator. It will thus be seen that the generator load can 
be kept, within small limits, at any point desired, according 
to the proportion of the probable load which the booster is 
adjusted to pass from the cells. 

A high-speed engine runs better and lasts longer without 
repairs if it can be run at a steady load, whether it be at half, 
three-quarter, or full load. In a well-designed power station, 
it will on this system, always be possible to run some of the 
engines at full load, instead of as otherwise, having to keep 
several at light and varying loads. It will then be 
practicable to use triple-expansion engines, and obtain maxi- 
mum economy. | 

However good the engine governing 18, some fluctuations of 
speed are observable, and with shunt-weund generators, the 
voltage in any large works is unsteady. With a booster, 
however, although the generator pressure may vary considerably, 
the bus-bar pressure is kept quite steady, and the battery thus 
becomes a true pressure regulator, working much quicker 
and more accurately than the engine governor, or the com- 
pounding of the dynamo, which latter only provides for 
increase of pressure with increase of load—not SEE] pressure 
such as is required for lighting. 

(To be concluded.) 


THE ARTIFICIAL LIGHTING OF SCHOOLS. 


— —— 


A RECENT number of the Zeitschrift für Belenchtunysicescn contains 
un interesting article written by Dr. J. J. C. Müller, of Bremen, 
describing the experiments he has made iu certain high schools of 
that town upon the proper arrangement of the artificial lights, so 
as to secure full illumination upon the students’ desks. At the 
outset, а rule was laid down that the strength of the illumination 
at all points in the room should be at least 204 eandle-feet. 

The first experiments he deseribes at length were carried out in 
a room 25 ft. 3 in. long x 23 ft. wide x 13 ft. 3 in. high. It was 
stripped of all furniture and fittings, and the walls and ceiling 
were given a fresh coat of lime wash. The source of artificial light 
consisted of four groups of “ Tantalum” electric glow Jamps, each 
group containing six lamps of 22 с.р. arranged under а reticetor of 
mirror glass. The positions for the lighting groups were found by 
dividing the room into four equal rectangles, and then hanging 
each group as nearly as possible from the point given by the inter- 
seetion of the diagonals of the said reetanyles. The amount of 
energy consumed by the lamps was about 1,080 watts, and they 
were provided with ground-glass globes. The benches ordinarily 
used in the room were 2 ft. 10 in. high. Measurements of the 
illumination afforded were made (1) with the lamps 6 ft. 6 in. above 
the desks, (2), with the lamps 8 ft. 3 iu. above the desks, and (3) 
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with the lamps close to the ceiling, i. e., 10 ft. 4 in. above the desks. 
In the first case the illumination varied from 5:5 to 3:4 candle-feet, 
in the second from 4'8 to 3:5 candle-feet, and in the third from 
4'2 to 2:9 candle-feet. In order to see the effect of the reflection 
from the walls, two sides of the room were next almost entirely 
covered with blue photographic prints, the lights being in the 
second position. Measurements of the illumination in the same 
spots as beforé gave readings of from 4°6 to 2:8 candle-feet. Then 
several rows of benches 2 ft. 4 in. high were brought into the room, 
and three scholars placed at each of them, the lights being 
8 ft. 10 in. above desk level. The illumination was found to range 
from 3:8 to 2'7 candle-feet, one spot having only 2'3 candle-feet, 
but probably this was in shadow. As a result of his experiments, 


the author concludes that such a system of direct lighting by means 


of four groups of six 22-c.P. glow lamps with matt globes and 
mirror reflectors placed at a height of from 8 to 9 ft. above desk 
level gives a sufficiently bright and uniform light for a room of 
the size in question, even when allowance is made for the gradual 
soiling of the walls and ceiling, and the diminution in illuminating 
power of ihe lamps themselves. The illumination at writing level 
is not likely to fall below the 2 candJe-feet required. 

The next series of experiments were carried out upon indirect 
lighting by means of arc lamps. "The room used was 34 ft. long X 
24 ft. 3 in. wide, freshly whitewashed as in the former case. Two 
Siemens-Schuckert school lamps for indirect lighting were em- 
ployed, slung approximately from the longer diameter of the hall 
about 8 ft. from either end wall, i. e., about 18 ft. apart. The lamps 
required 10:4 amperes of current, and absorbed 1,144 watts. They 
were fitted with metallic reflectors, which threw all the light up- 
wards on to the ceiling and on to a strip about 4 ft. wide at the upper 
pert of the walls. Measurements were then made in the empty 
room of the illumination at bench level. The values obtained 
ranged from 47 to 2:5 candle-feet in some 15 different situations, 
and it was found that the two lights would be more advantageously 
placed if 23 ft. apart instead of 18 ft. 'The room was then filled 
with its complement of eight double school benches of three seats 
each, and the places were filled up with grown men.  Measure- 
ments of the illumination were made in 32 places, between each 
of the supposed students. The values obtained varied from 23 to 
1:6 (in one spot only 1:45) candle-feet, and it was evident that the 
light was very uniform in spite of the living obstacles to its equal 
distribution. If the separate desks used in higher grade schools 
had been put into the room instead of the forms belonging to 
elementary schools, the scholars would have been further apart, 
and the illumination would probably not have fallen below 2:3 
candle-feet at desk level. This would have left a sufficient margin 
for loss of reflective power as the walls and ceiling became dirty 
to ensure a permanent illumination equal to the necessary 2 candle- 
feet. | 

It is interesting to observe that the direct incandescent electric 
light which gave an illumination at working level equal on the 
average to 41 candle-feet in the first schoolroom when empty, gave 
only an average light equal to 2:85 candle-feet when the room was 
fully occupied with benches and scholars, i.e., it suffered a loss of 
about 30 per cent. The indirect arc light employed in the second 
hall gave a strength of illumination equal, on the average, to 
3 candle-feet in the empty room, which fell to 2 candle-fcet when 
the room was filled. This loss was equal to about 33 per cent. 


: Shadows were distinctly noticeable under the direct light, but were 


almost entirely absent from the indirect illumination. 

Tests were also made of the illumination afforded by.a single 
10:4 ampere indirect arc lamp in the smaller room mentioned above. 
It was found that the light was everywhere below the minimum of 
2 candle-feet, ranging, in fact, from 177 to ll. To light such а 
room properly with indirect arc lamps, one of 15 amperes would 
be heeded, or two of 8 amperes. The latter plan would be pre- 
ferable in most cases, because at the usual pressure of 110 volts 
two arc lamps must be put in series. 

It will be noticed that, using Tantalum lamps consuming about 
2 watts per candle, the power used in the two cases was about the 
same. Тї, however, ordinary carbon filament lamps had been em- 
ployed, they would have consumed twice as much power as the 
inverted arc lamps. Further, the lighting, in effect, would not have 
been so good, for the pupils of the eyes would contract in presence 
of the exposed glow lamps globes, whereas with the indirect light- 
ing this would not occur. 


М 


RELIABILITY IN POWER SUPPLY. 


THE engineer who is responsible for the supply of electricity for 
light and power has always to steer a circumspect course between 
considerations of economy, involving the expenditure of the least 
amount of capital consistent with efficient running and reliability, 
which is dependant first on the high quality of the plant, labour and 
supervision utilised in the system, and secondly on the amount and 
nature of reserve available to cope with such emergencies as are 
almost certain to arise even in the best managed concerns. His 
Scylla is the shareholder and ratepayer who objects to a high 
capital cost per kilowatt of output; his Charybdis is the consumer 


: who raises grievous plaints and consults the gas man if his supply 


ів interrupted. And just as any number of theoretical examinations 
will fail to produce a pilot, so there is no known law and no graphic 
analysis which will supply to a station engineer, that which he lacks 
in commonsense and knowledge of local conditions. At the same 
time, though there are many shifting sands which cannot be put on 


* 


the map, certain dangerous rcefs may be charted as being safe at a 
distance. 

For example, it is unwise to run the machines in a generating 
station up to their overload capacity, even on the peak. This 
advice may be made consistent with economy if each generating 
unit is designed to give its best efficiency at a load considerably 
under ite limit of output. It will then pay the running engineer to 
have a sufficient number of machines on load at any time on usual 
loadings, to enable him to pull one set out at once should signs of 


trouble show themselves. Cases are within our knowledge where 
` absolute wfeck of one or more generating units has occurred owing 


to lapse of time occupied in getting another set away to replace the 
faulty one. Further, the total normal plant capacity of the station 
should at any time exceed the peak load by the output of one 
machine, in order that, should overhauling or extensive repair to 
any set become necessary, undue risk may not be incurred of failure 
of supply owing to the removal of one of the generators from the 
active-service list. The principle may be carried further: even as 
a generating station is a combination of individual sets, so each set 
is a combination of separate parts. There should be in the store- 
room a collection of interchangeable spares of such parts of the 
generating plant as are likely to break down, in order that stoppage 
of the set and diminution of the plant capacity may be reduced to 
a minimum. This general principle must be worked out in detail 
by each engineer for his own station. The alternate-current 
engineer must consider what he will do if one of his exciters breaks 
down; the man with combined lighting and traction must devise 
means whereby one system may help the other over emergencies ; 
the victim in charge of а complicated switchboard must determine 
whether he shall put his confidence in hospital bus-bars or a supply 
of temporary connections in the stores. 

Another point is that excessively low first-cost of plant frequently 
leads to gnashing of teeth. We do not at present refer to the 
acceptance of cut-price tenders with infantile trustfulness in manu- 
facturer’s verbal guarantees. The engineer who trys to pay bad 
prices and at the same time grab good work, deserves all he gets in 
the way of dramatic incidents; the only pity is that so much of 
the trouble falls on inoffensive subordinates. There are perfectly 
legitimate methods of saving money, however, which may cause 
serious trouble in operation; and Mr. Н. W. Buck, in his recent paper 
before the American Institute of Electrical Engineers, instances a 
useful example. A polyphase transformer, though costing less and 
filling less space than three separate single-phase transformers, is of 
less value from the point of view of reserve, inasmuch as, if the 
former breaks down, capacity equal to its full polyphase rating is 


‚ put out of action, whereas not more than one phase of the separate 


transformer set is likely to go wrong at one time, and can therefore 
be put into operation again more easily. The recent action of 
Midwood v. the Manchester Corporation demonstrated that simpli- 
fication of a network system to the limit of solidly connecting all 
parts together, may involve more disastrous consequences than if 
the extra expense of inter-connector fuses and extra time and trouble 
in testing operations were incurred. The disposition-of the net- 
work and its feeders is, it may be noted, simply a financial adjust- 
ment between importance of service and initial cost. Large 
customers demanding an unfailing supply, will induce the power 
engineer to give them duplicate or triplicate service. "The small 
consumer whose individual fuse or transformer gives out, may drain 
his inkpot before the engineer is impressed with any seuse of risk. 


ENGINEERS OR ARTISANS? | 


(COMMUNICATED.) 


Моренм- tendencies are clearly in the direction of reducing the 
operating staff of an electricity supply system to the artisan class. 
The electric light engineer, pure and simple, catered for a class of 
customers requiring that which, if not a luxury, could be more 
fittingly described as a convenience than a necessity. Consequently 
his prices could be kept high enough to pay for complex machinery 
and good men to run it. The modern station engiueer, however, is 
chiefly anxious to get hold of a power load, and as power is a 
necessity, the law of adaptation of means to ends is felt with its 
utmost vigour. In the generating station simplification of parts by 
the massing of power in large units has now been followed by the 
introduction of the turbine, which is destined to effect & revolution 
in the personnel of the station staff. Up to the present, therefore, 
the prospects of reward for training and skill appear to be greater 
in the distributing than iu the generating department. "There is a 
suggestion of the occult to the bystander who watches a mains 
engineer “testing " a cable with ohmmeter and generator, while no 
man who cannot at least grapple with the “ Rule of Three,” and 
work a Wheatstone Bridge, need aspire to localising a fault by the 
loop test. a 
It is, therefore, probable that Mr. Addenbrcoke will fall 
under the anathema of the junior fraternity of our stations 
for advocating the overhead main for electrice distribution in 
this country, for it will be remembered that in the early 
part of the year he developed his views on overhead mains 
testing before the Institution of Electrical Engineers, as follows : — 
“ An inspector should patrol all the main routes at least once a day. 
If a liuc is in sight from a good road it is obvious that this inspec- 
tion is easily and quickly made, and should a fault occur it can be 
traced by an observer from a gig, motor-car, or bicvele provided 
with repairing outfit, and is easily remedied.” We fear that the 
atteution of our junior engineers will be rivetted not so much upon 
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the pleasure of riding in ог on ‘the. aforesaid gig, motor car or 


bicycle, as upon the probability that the salary of the user of such 


conveyance will diminish as the simplification of his duties 
increases. It takes no technical training te see а braken wire. 


As if this were not enough, we cull the following extract from a | 


paper réad by Mr. Н. W. Buck before the American Institute of Elec- 
trical Engineers in May :—" In low-pressure systems of 2,300 
volts or less it is nearly always possible to replace insulators and do 


other work on the line while it is“ alive,“ but at higher pressures 


this should not be allowed if there is any regard for human life." 
There is much virtue in that if“; but we would content ourselves 
with picturing a contrast. To-day when a fault occurs in an under- 
ground. cable of insufficient violence to lift the adjacent paving 


stones, an electrical expert transports certain cumbreus apparatus to 


as near tbe locality as can be conveniently ascertained, and pro- 
ceeds to test out with much care and mathematics. The foreman 
ganger, the jointer, and their myrmidons next appear and spend no 
inconsiderable amount of time, money and sweat in rooting out the 
old cable and drawing in the new. When this is done, and before 


the grumbling consumer is again given his supply, the expert again 


tests and pronounces the work good. 

That is the old picture: now for the néw. А youth mounted on 
a bicycle carries with him some climbing-irons, two or three insula- 
tors attached to a bit of string round his neck, a small coil of wire 
and a few wireman's tools. He scorches along the high road parallel 
to the main he is testing,“ dividing his attention between the 
direction of his front wheel and the condition of the overhead wire. 
When anything suspicious arrests him he exercises his previous 
technical experience in the use of climbing irons and pliers, the 
main being in full operation at the time at not more than 2,300 
volts, and proceeds on his way rejoicing.  . 

Is the picture much overdrawn ? And would that young man be 
called an engineer, au artisan, or —a miracle? 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. THompson & Co., Electrical Patent 
Agents, 892, High Holborn, London, W. C., and at Liverpool, to whom all 
inquiries should be addressed. 


4,1664. “Improvements in induction coils." R. Віхкѕ. (Date applied for 
under Rule 5 of the Patents Rules, 1905, February 28th, 1905.) August 12th. 
(Complete.) 

1.1674. Improvements in telephone systems." R. BINEs. 
for under Rule 5 of the Patents Rules, 1905, February 28th, 1905.) 
(Complete.) 

16,123. “ An improved galvanic battery." R. J. CnowLEv and F. Е. PAYNE. 
August 8th. - 


16,134. +‘ Improvements in or relating to electric furnaces. € 
A. J. CRIDGE, and A. BASHFORTH. August 8th. 

16,143. Improvements іп and relating to electro-capillary recording appa- 
ratus," A. ORLING and FREDERICK W. Сокву. August Sth. 


(Date applied 
August 12th. 


C. HaASWELE, 


16,142. Improvements in and relating to switches." С. M. Hinur 1s. 
August 8th. (Complete.) 
16,179. ‘Improvements in or connected with electrical ignition gear for 


internal combustion engines." Е. R. BixM&8. August 8th. 


16,221. Improvements in or relating to the mounting of electricity con- 
ducting rails." La SocretTE ANONYME DES MANUFACTURES DES GLACES ET Pro- 
DUITS CHIMIQUES DE BAINT-GoBAIN CHAUNY ET Сїнкү. (Date applied for under 
Patents Act, 1901, October "th, 1904, being date of application in France.) 
August 9th. (Complete. 

16,249. '* Improvements in the method of constructing and laying under- 


round mains for the distribution of electricity." P. N. Hoorrn and A. 
D:;cKHAM. August 10th. 

16.273. Improved means for coupling conduit pipes as used in the laying 
of electric wires and for like purposes." A. POWELL. August 10th. 

16,292. “Improvements in or relating to starting devices for electric motors 
and the like." M. KAI IL MANN. August 10th. (Complete.) 

16,295. A combined advertisement column, fire alarm and police telephcne.'' 
C. A. ANDREASEN. August 10th. 

16.300. “linprovernents in enclosed electrical machines for effecting the 
ventilation thereof." SrkMENS BROS. & Co., Lrp. (Biemens-Schuckertwerke, 
G. m. b. H. Germany). August 10th. Complete." 


16.801. “Improvements in electric are lamps.” W. C. Јонхѕох and M. P. 
ÜTuoxsEN. August 10th. 
16,308. “Improvements in alternating-eurrent motors." THE BRITISH 


THoMSON-Houstron Co., Lip. 


August 10th. 

16,304. “Improvements in dynamo-electric 
Тномчох-Носктох Co., гр. 
August lOth. 

16,324. 
TURNER. 

16,357. 
plete.) 

16.358. Improv ements in or relating to the electrical operation of type- 
setting, typewriting and like machines.” A. DE GkEsLBR. August llth. 


16.373. Improvements in or connected with electric switches.” 
jun. August IIth. 

16,307. '*New orimproved disengaging mechanism for the controlling devices 
of shunt circuit. are lamps.“ O. EFREN and A. SIpLER. August Lith. (Cum- 
plete.) 

16,898. ** Improvements in alternating current motors." 
THhomsonxn-Hovuston Co., LTD. 
August llth. (Complete.) 


16,4304. An improved system of distributing electric power for traction 
purposes, regulated by signals and the like." T. H. WüiGnr.. August 12th, 


(The General Electric Co., United States.) 


machines.’ THE BRITISH 
(The General Electric. 9 United States.) 


“A new or improved electrically- controlled circuit.breaker." E. 
August llth. 


“ Improvements in are lamps.” A. BLONDEL. August llth. (Com- 


K. SCHMAHL, 


THE Buririsi 
(The General Electric Co., United States.) 


16,425. Improvements in gas and electric lamps or fittings." G. A. WALKER. 
August 12th. 

16,434. * linprovements in electric dental engines," E. KIAPPROTH. August 
Vth. ( Complete.) 


16,135. 


* Improvements relating to transmission systems for wireless tele- 
graph y." 


S. EisrNsTEIN. August 12th. Complete.) 


- 


| PUBLISHED SPECIFICATIONS. .— 
Copies of any of these Specifications may be obtained of Messrs. W. P. 


THoMPSON & Co., 822, High Holborn, W.C., and at Liverpool, price, post 
free, 9d. (in stamps). 57 : 


1904. E 


APPARATUS FOR TRANSMITTING AND RECEIVIXG TELEGRAPHIC SIGNALS AND 1H8 
LIKE. Armstrong & Orling. 12,872. Мау 3lst. 


MED cee ов Time INDICATORS AND Like MecHanism. Bowell. 12,375. . 

ay 8156. 

ELECTRIC CONTROLLERS. British Thonison- Houston Co., Ltd. (General Electric 
Co.) 12,623. June 8rd. 

Dynamo-ELECTRIC MACHINES. Sayers. 12,801. Jane 6th. 

ELECTRIC Сомтлог Devices ов COLLECTORS FOR ELECTRIC Traction. British 
Thomson-Houston Co., Ltd. (General Electric Co.) 12,861. June 7th. 


ELECTR'CAL MEASURING APPARATUS. 
Yates. 13,960. June 13th. 


ELECTRIC INSULATORS. Aitken. 18,902. June 20th. 
BiNcLE-PHAsE ELECTRIC Motors. Punga. 14,276; June 25th. 


SYSTEM or Protection ron PARALLEL ELECTRIC FEEDERS. British Thomson- 
Houston Co., Ltd. (General Eleetric Co.) 15,682. July 18th. 


ELECTRICAL Fuse, DIsTRIBUTION, AND Ілик Boxes, Veritys, Ltd. MLE. 
July 14th. 


ALTERNATING CURRENT ELECTRIC Morons. British Thomson- Houston Co. 


British Thomson-Houston Co., Ltd., and 


Ltd. (General Electric Co.) 16,108. July 20th. 
CONTACT BREAKERS FOR INDUCTION Сов. Butt and Cox. 16,496. July th. 
TELEPHONE CENTRAL STATION SvysTEMS. Lambert. 16,601. July 27th. 


ELECTRIC Meters. British Thomson-Houston Co., Ltd. 
16,668. July 28th. 


Contact SHOES FOR ELECTRICALLY PROPELLED VEHICLES. British Thomson- 
Houston Co., Ltd. (General Electric Co.) 16,729. July 29th. 


ELECTRIC CONDUCTORS MORE ESPECIALLY INTENDED FOR USE WITH “ EARTHED '' 


(General Electric Co.) 


Pipes, ов Pires FoR PROTECTING ELECTRICAL Coypvcrors. Johnson. 
(Hartinann'and Braun Akt.-Ges.) 16,837. July 30th. 
ELECTRICAL DRIVING MECHANISM FOR MACHINERY IN GENERAL. Hill. 18,020. 


August 19th. 


SYSTEM OF CONNECTIONS FOR THE GENERATION OF ELECTRIC OSCILLATIONS. 
Eichhorn. (Date applied for under International Convention, December 
20th, 1908.) 28,166. ecember 20th. 

ELECTRIC APPARATUS APPLICABLE FOR EXERCIBING AND THERAPEUTIC PURPOSRS. 
Burks. (Rohlfs, partly.) 12,949. June 8th. 


METHOD OF, AND APPARATUS FOR, OBTAINING А CONSTANT Porr CURRENT 
FROM A VARIABLE SEED Dynamo. Loppe and Compagnie Generale 
d'Eleetrlcite de Creil. (Date applied for under International Convention, 
November 10th, 1903.) 13,016. June 8th. 

METHOD OF, AND APPARATUS FOR, OBTAINING A CONSTANT POTENTIAL CURRENT 
FROM A VARIABLE SPEED Dynamo. Loppe and Compagnie Generale 
d'Elegtricite de Creil. (Date a үреп for under International Convention, 
February 20th, 1904.) 13,017. June 8th. 

MANUFACTURE OF FILAMENTS FOR IX€ANDESCING ELECTRIC LAurs. 
13,253. June llth. 

ELECTRIC TRANSFORMERS, REACTANCKS, AND THE LIKE. British Thornson- 
Houston Co., Ltd. (General Electric Co.) 13,278 June lith. 

MEANS уок SUPPLYING OR CUTTING OFF CURRENT IN CONNECTION WITH SINGLE OR 
PotypHas® ALTERNATING CURRENT ELECTRIC Motors. Union Elektricitüts | 
Ges. (Date applied for under International Convention, June 30th, 1908.) 
13,283, June lith. 

REGULATION OF ELECTRIC MOTORS. 
(Lang.) 13,564. June 15th, 

ELECTRIC Motors. Latour. 13,585. (Date applied for under International 
Convention, June 19th, 1903.) June 15th. 

MOVABLE OVERHEAD FROGS ок SWIICHES: FOR ELECTRIC RAILWAYS AAD TRAN- 
ways. Merz and Redman. 14,163. June 22nd. 

SINGLE-PHASE ALTERNATE CURRENT Motors. Crompton & Co., Ltd., and Gold- 
schmidt. 15,616. July 13th. 

INSTRUMENTS FOR DETERMINING THE Dror оғ POTENTIAL IN ELECTRIC TRANS- 
MISSION SYSTEMS, Allgemeine Elektricitüts-Ges. 15,701. (Date applied for 
under International Convention, July 14th). July 14th. 

ELECTRIC Circuit CONTROLLERS ESPECIALLY APPLICABLE IN CONNECTION WITM 
THE GOVERNING OF ELASTIC FLUID TurBiINnEs. British Thomson-Houston 
Co., Ltd. (Warwick Machinery Co., Ltd., and Samuelson.) 16,408. 
July 25th. 

STARTING RESISTANCES FOR FLECTRIC Motors. 

. Ltd. (General Electric Co.) | 

ISCANDESCKNT Gas Arc Lamps. Bartlett. 17,361. August 9th. 

ELECTRIC Light Firrincs. Marsden. 17,478. August llth. 

ELECTRIC Авс Lames. Veritys, Ltd., and Worsley. 17,621. 

TELEPHONB SWITCHBOARDs, Parsons. 17,788. August 16th. 

MEANS FoR ReGuiatine ELECTRIC Circuits. Hill. 17,764. August 16th. 

WINDING FOR MONOPHASE OR POLYPHASE ALTERNATING CURRENT ELECTRIC 
Machines. — Elektrizitits Act.-Ges. vorm. Lahmeyer & Co. 20,733. 
(Date applied for under International Convention, November 12th, 1903.) 
September 27th. 

CERTAIN PARTS OF ELECTRICAL CincurT BREAKERS AND AUTOMATIC SWITCHES. 
Electric and Ordnance Accessories Co., Ltd., and Hall. 22,100. October Lith. 


Crawford. 


Johnson-Lundell Electric Traction Co., Ltd. 


British Thomson-Houston Co., 
16,6604. July 28th. 


August 18th. 


Сох COLLECTING DEVICE AND SYSTEM FOR TELEPHONE EXCHANGES. Stroud. 
25,950. November 29th. 

DynaMo-ELecTRic GENERATORS. Allgemeine Electricitüts-Ges. 26,293. (Date 
applied for under International Convention, December 8rd, 1908.) 
December 2nd. И 

ELECTRIC TKLEGRAPHY. Brown, 13,015, June 8th. ; 


DvNAMOo-ELECIRIC MACHINES. Walker. 13,051. June 9th. 
ELECTRIC INCANDESCENCE VATOUR Lamps. Butler-Burke. 13,084. June 9th. 


MEANS FOR CONTROLLING THE TROLLEYS OF ELECTRICALLY-PR: PELLE D VEHICLES. 
Little. 13.271. June llth. 


PROTECTIVE DEVICES FOR ELECTRIC GENERATING AND Bistumiriow SYSTEMS AND 
Apparatus. British Thomson-Houston Co., Ltd. (General Electric Co.) 
13,276. June lith. b 


Casio Fon PROTECTING ELECTRIC LEADS. 
Kerss. 13,370. June 13th. 


AUTOMATIC ELECTRICAL SIGNALLING APPARATUS FOR RAILWAYS. 
and R. P. Brousson. 13,703. June 17th. 


ErEcTRIC Feses. Pinkerton. 13,984. June 20th. 
METHODS OF MAK Na ELECTRIC ARMATURE COILS AND OTHER HOLLOW ARTICLES. 


Siemens Bros. & Co., Ltd., and. 


А. H. Binycn 


British Thomson-Houston Co., Ltd. (General Electric Co.) 14,197. 
June rd. 
ELECTRIC RAILWAYS ON THE SURFACE CoNTACT System. Rothwell. 14,797. 


July 1st. 


APPARATUS FOR CONTROLLING THE LIGHTING AND EXTINGUISHING OF GAS, THE 
FLow or FLUIDS ou tHE ACTUATION OF ELECTRIC SWITCHES, AND FOR 
ANALOGOUS Usks AT PREDETERMINED TIMES. Harris. 14, 879. July 2nd. 


ELECTRIC SWITCHES ESPECIALLY APPLICABLE TO FLUIL-PRESSURE GOVERNORS. 
British Thoinson-Houston Co., Ltd. (General Electric Co.) 15,069. 
July oth. 

ELECTRIC CONTROLLERS. British Thomson-Houston Co., Ltd. 


(C l (General 
Electrie Co.) 15,304. July sth. 
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THE STANDARD TROLLEY WHEEL 
GROOVE. 


— 


Tuer Electric Tramways Sub-committee of the Engineering 
Standards Committee have just published their recom- . 
mendations with regard to the section of the groove of 
trolley wheels. The preface occupies one page and the 
recommendation another, when well spread out, and Ше 
whole is sold at 18. For ourselves, we are inclined to think 
that the groove section illustrated in the report (width at 
rims 18 in., depth 3 in., radius 3 in., angle 65°), will not 
meet with approval wherever the wire is circular, but.it would 
seem to be satisfactory with an 8 section where the running 
surface is not broken by ears, and there is no doubt that in 10 
years’ time any overhead systems that still exist will have 
the trolley wire shaped or suspended in such a way that 
absolutely smooth running is obtained for the trolley wheel. 
“The Sub-Committee are engaged upon the several 


` questions involyed in the standardisation of electrical tram- 


way material,” but they resolved not to delay the publication 
of the groove standard until all the other questions were 
settled. They “have come to the conclusion that no 
attempt should be made to standardise any particular design 
or shape of trolley-wheel.” 

That is a conclusion which we lament. We expressed a 
wish lately that the present villainously long list of trolley- 
wheels, all differing in some detail wholly unimportant in 
itsclf, but sufficient to prevent interchangeability of parts, 
and to necessitate a correspondingly long list of patterns, 
should be standardised out of existence. 

Where is there a tramway engineer who has uot. 


designed and generally patented or registered a trolley head ? 


And, as most of these designs have been made without 
much relation to others, it follows that even when some 
totally new ball-bearing arrangement or lubricating device 
did not occur to these engineers, the critical dimensions of 
the trolley wheels varied as much as the heads. 

It seems to us that the sub-committee have standardised 
just the very thing in which some amount of flexibility 
might have been allowed, while they have left undone the 
several things which they might have done. | 

Naturally, they have to be careful to avoid stultifying 
themselves by standardising without cause clearly shown, but 
in the case of the trolley wheel а very clear case can be 
brought in favour of standardising the design of the whole, 
not merely of one portion. 

At present it is doubtful whether any considerable, ad- 
vantage is to be gained by using trolley wheels which are 
larger in diameter than the average wheel now in use, nor 
until the speeds generally allowed exceed 15 miles per 
hour, is it probable that larger diameters will be worth con- 
sidering. In any case the number of lines on which speeds 
less than 15 miles per hour have to be run will be in the 
majority for years to come, and a standard wheel might well 


have been drawn out. Practically there are but two con- 
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ditions which a trolley wheel has to fulfil; it must ran equally 
well on centre and side-running track, that is to say, it 
must be capable of equally meritorious performance in rigid 
and swivel heads. Now, the one factor above all 
others, which determines this, is the section of 
the groove, and this the Committee have settled— 
whether for good or evil remains to be proved—at 
any rate, they have settled it with evidence before them, and 
they might as well have settled also the dimensions which 
make no difference in the wire keeping or current collecting 
capacities of a trolley wheel, but make all the difference 
between standardisation and confusion. The overall 
diameter, the diameter at the bottom of the groove, the 
width of the boss, the diameter of the spindle, are the 
variables for which no adequate wser’s reason for variation 
exists. That fixation of these dimensions might affect the 
makers of certain special designs we admit, but the injury 
would be temporary only, and we surmise that standardisation 
in the interests of the general body of users must always 
affect a few isolated individuals more or less. 

That trolley heads should be passed through the standard 
die is hardly practicable in the present state of affairs, 
although it is a highly desirable consummation. That applies 
only to swivel heads on which there are so many patents on 
details mostly involving bodies of divergent shapes, and it 
would not do for the Committee to recommend the adoption 
of a head which combined in itseif the best of the really 
essential devices ; but in the matter of rigid heads the same 
obstacles to a fixed design do not occur, and it is to be 
regretted that the opportunity for making it has been 
allowed to slip. Doubtless, the need is not so urgent ав in 
the more difficult case of the swivel head, but there are 
quite a number of different patterns in use, and some of the 
most widely used are waiting for some one to come along 
and design them properly. 

As all trolley-wheels have to be run on hard-drawn copper 
of almost identical analysis, it is not easy to imagine the 
reasons of the Committee for not including a standard 
mixture for trolley- wheels in their report. By far too little 
attention is given to this point, considering the harm that 
may be done by wheels which are too hard, and it comes 


within the scope of the Committee's reference as much as the 
analysis of rails. 

It goes against the grain to criticise the labours of an 
altruist body such as the Sub-Committee on Electric Tram- 
ways, but we are in duty bound to express disapproval. 

This report contains also a recommendation that the 


minimum tensile breaking strength for trolley wire up to 


00 S. W. G. shall be 24, and above 22 tons per sq. in., and 
„it has not been deemed advisable to go further in the 
direction of standardisation " than this. 

In view of the present state of transition in trolley wire 
practice this decision to leave the whole question of sectiors 
open for the present is commendable. 


Ix the course of his Presidential Address 
со: to the ** В” Section of the British Associc- 

from 
Gilded 8 tion, Mr. G. T. Beilby gave some interesting 
figures which, in the present state of our 
knowledge, show the futility of the proposals made for the 
recovery of gold from sea water. According to Prof. Liver- 


sidge, sea water contains ou ап average 1 grain of gold per 


conditions. 


ton; and, therefore, if they are uniformly distributed, each 
cubic millimetre of the liquid (a quantity roughly equal to 
the cubical contents of a common pin's head) contains about 
4,333,000 molecules of the precious metal, the distance 
between them being about 600 micro-millimetres, or 1/90,000 
of an inch. The point of a very fine sewing needle would 
cover about 1,000 of the gold molecules, and every drop out 
of the sea holds many million. This seems sufficiently hope- 
ful to tempt the least sanguine capitalist. But it happens 
on our existing gold fields that the cyanide liquor which 
contains 100 grains or more of gold per ton, and the slimes 
which contain only 18 grains or so when run through the 
zinc precipitating boxes, issue from those boxes still contain- 
ing 1°5 grain per ton; and the extraction is not more com- 
plete because the chemist cannot make it so, or because a 
More exhaustive treatment than that which leaves 2 or 8 
grains per ton behind would not pay. Thus we have the 
gold seeker intentionally throwing away from his plant as of 
no further value, although it has already paid its own costs 
of collection, preparation, and passage over the zinc, a liquor 
which is appreciably richer in gold than the ocean it is 
proposed to treat. The sea contains only half the metal 
present in the final effluent of the gold works, and yet it 
would have to be impounded, and handled in a manner that 
must prove more expensive in labour and material than the 
simple process of zinc-box precipitation. Our ships may 
float on a gilded ocean, but in the present state of mole- 
cular chemistry—that is a very different matter from thie 
flotation of a company offering gilt-edged securities to the 
investor. 


THERE is an old saying “It is possible 


How Not to overdo a good thing.” This was 
s forcibly brought to our mind a few days 


ago on examining a specification which 
had becn issued inviting tenders for wiring a technical 
institute in the North of England. There were about 250 
lamps, including a few arcs, and the total value of the work 
on a liberal estimate would not exceed £400. А schedule of 
lights, a total price, and the sum per lamp, or point at which 
additions or reductions within certain limits could be made, 
would have been reasonable, and in many quarters would 
have been sufficient. 

In this case about one hundred separate prices were asked 
for in a schedule, and the specification was bound in a book 
containing 27 pages, 14 of which were closely printed general 
Many of these were inapplicable to the work in 
hand, such, for instance, as those relating to the use of crane 
in generating station, foundations, &c. 

Another of these clauses required thetenderer, when sending 
in his offer, to give two names of gentlemen willing to 
act as sureties to the extent of 10 рег cent. of the contract 
sum, say, £35 or £40. 

This method of obtaining offers for work would be 
ridiculous were it not unfair alike to contractor and pur- 
chaser. It is unjust to the contractor, as it imposes an 
amount of work upon would-be tenderers quite out of pro- 
portion to the value of the contract, and it is unfair to the 
purchaser, for in the end he has to pay a higher price for 
the work he actually has done, first, in the cost of printing 
the specification, and secondly, contractors must charge a 
higher price for their work to cover the unnecessary work 
and risks connected with it. It should be remembered that 
in preparing specifications common sense is as шокан 
factor as technical ability. 


ACCORDING to a pamplilet prepared by 


Tramway err Bork, of the Imperial Railway 
Тгаће and administiation at Berlin, the capacity of 
Accidents in А ; ; i 

Berlin. the power stations which furnish electrical 


energy fcr the working of the tramways in 
Berlin amounts to 70,000 II. P., of which 20,000 H.P. is 
required during the j dried of largest demand. The length 
of track in operation exceeds 434 miles, and the number о 


Vol. 57. No. 1,449, SEPTEMBER 1, 1905.] 


cars in service is about 2,700, of which 1,600 are motor-cars. 
The number of passengers carried, apparently in 1904, was 


as follows by the methods of locomotion mentioned. 7 


No. of passengers, 


Electric tramways... 395,000,000 
City railway 110,000,000 
Omnibuses ... iss PN 94,000,000 
Elevated electric railway... 33,000,000 


The pagsenger traffic on the tramways has increased in the 
past decade from 157 millions to 390 millions. As to the 
question of accidents, it appears that these largely increased 
during the period of transition from horse to electric traction. 
Ten years ago the number of persons severely injured, or who 
received fatal injuries, averaged 48 per million passengers, 
whereas in 1900 the figure advanced to 1°18 per million, the 
increase being specially the case owing to persons jumping 
on, or alighting from, cars in motion, being run over, or in 
consequence of collisions. In 1904, however, a considerable 
decrease took place in the number of accidents which are 
now not any more numerous than in the former days of 
horse cars. The persons severely or fatally injured in the 
past five years have receded from 1°18 to 53 per million 
passengers, and these also are not in excess of those obtain- 
ing in the old horse days, notwithstanding the considerable 
augmentation in the traffic. On the question of collisions, 
Herr Bork shows that these are mostly caused by contact 
between cars and other vehicles, but the number has been 
largely reduced by the compulsory adoption of brakes on 
wagons and other vehicles which carry heavy loads. The 
interruptions in the working of the tramways are principally 
caused by the mixed system of trolley and conduit cars, and 
the removal of the latter class is said to be desirable in the 
interest of the service. 


* 


Tux first annual report of the work done 
by the Transvaal Technical Institute has 
recently been issued. This institution was 
founded in the years 1903-4 in consequence 
of a report drawn up by a representative commission which 
had been appointed to consider how the needs of the colony 
in the matter of technical instruction could best be met. 
Lord Milner nominated a council of 11 members (now 
increased to 25) to act as governing body, and the services 
of Prof. Hele-Shaw, of Liverpool University, were secured, 
to act as Principal and Organiser. Lectures and classes in 
mathematics, chemistry, physics, geology, and electro-technics 
were arranged for; and the regulations for adm itting students 


The Transvaal 
Technieal 
Institute. 


were drafted in a somewhat elastic fashion, so that апу youth 


over 16 years of age who can satisfy the Board of Studies 
that he is capable of benefiting by the instruction afforded, 
and to whose admission the council does not take exception, 
may enter. This allows every single case where such 
difficulties as the colour-question arise, to be decided upon its 
own merits. Diploma courses may be taken without previous 
matriculation, but the actual diploma is not awarded unless 
the student has matriculated, or does so afterwards. 

Work began in March, 1904, with 42 students. There 
are now 54 in the engineering classes, and the same number 
of law students. In the first year only four came from the 
Transvaal, now there are 21. The staff consists of eight 
professors and four assistants, beside the Principal. Evening 
classes are held at an increasing number of centres, 426 
students have joined, and the entries are already much higher 


in number. Evening class certificates secured by apprentices 
in the railway works at Pretoria carry with them a special 
increase in wages. When a full teaching University for 
South Africa comes to be founded, it is hoped that various 
colleges and institutes, such as the above, situated in the 


. ' colonies where the University is not placed, may, nevertheless, 


be regarded as integral parts thereof. 
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| Ir is stated that this syndicate has 

The  guoceeded in arriving at an understanding 
International with one of its strongest rivals—namely, 
po меры the Bergmann Electricity Works Co., 
yndieate. of Berlin. The arrangement takes the 
form of an agreement in regard to prices without the com- 
pany formally becoming а member of the syndicate. Before 
the.conclusion of the agreement the syndicate was confwonted 


‘with the prospect of the Bergmann Co. producing lamps on a 


considerable scale, and with the possibility, it is said, ef being 
undersold, and the existence of the combination being thereby 
endangered. It was for these reasons that the problem of 
dissolving the syndicate was taken into consideration a little 
time ago, but а solution has been found in the manner 
indicated. The Bergmann Co. has an annual output of 
lamps of the value of £50,000. It i$ also reported that the 
question of combination has now made progress among the 
amaller makers who do not belong to the syndicate, and a 


second syndicate is in contemplation во as to represent these 


outsiders. This further movement is attributed to the 
pressure exerted by merchants on the small non-combined 
firms in regard to the conditions relating to the consumption 
of glow lamps. 


THE average education of the engineer 
Claims for the must be rated at a very low level by many 
харома patentees and manufacturers, or surely the 
large number of claims made for impossible or improbable 
performances would be much reduced. Actual pretenders to 
perpetual motion are now comparatively scarce, and those 
who do make what amounts to a claim for this impossibility, 
do во in ignorance. - But in regard to matters involving 
physical facts the position is even less satisfactory. The 
great object seems to be to secure a result, or the statement 
which will beat all records. Boilers are по 
different, except in quality of material and workmanship, 
from what they were 30 years ago ; there is no greater 
skill in their handling. Yet as 30 years ago efficiencies 
of 70 per cent. were obtained, it has become necessary, in 
order to beat the record, to keep adding to the efficiency, 
until to-day thermal efficiencics, as between coal and steam, | 
of over 88 per cent. are claimed. Thus within the narrow 
margin of 12 per cent. there must be contained the whole of 
the heat in the waste gases and the whole of the radiation 
losses. 

It has already been pointed out in our columns that very 
great caution should be exercised in setting down the thermal 
efficiency, of a boiler. . It is not possible to reduce the 
temperature of the waste gases below that of the steam 
produced by the boiler. In the very best practice the waste 
gases will probably be 1009 F. hotter than the boiler. 
Some few years ago an engineer reported a test which showed 
that the boiler was actually hotter than the waste gases, and 
he stuck to the claim too. If only the amount of air used 
per pound of coal be known, it becomes a very simple matter 
to calculate how much heat really does escape at the chimney, 
and if many boiler tests be examined, and probable values 
put to some of the omitted items, the total heat accounted 
for comes perilously close to 105 рег cent. of the heat 
capacity of the coal. | 

Then, again, claims are made which are contradictory. 
The calorific capacity of a coal is quoted firmly. Then its 
combustible percentage is stated in an equally dogmatic 
manner. Yet the oue inevitably contradicts the other, and 
the heat capacity of the steam output, plus that of the waste 
gases, far outruns that of the coal. | Ее 

To put forward such figures isa clumsy blunder exhibiting a 
lack of the common A.B.C. of engineering knowledge, aud it 
‘tends to make those who do know scoff at what appears to 
them to beno betterthan fraud. Further, the exaggeration of 
results may prevent the success of real improvements, because 
the genuine test is faced with some old exaggerated false 
record that cannot be upheld, but carries the impriut of 
some engineers’ approval. If men were sound in their 
technical knowledge, they would surely cease to receive 
elaborately printed claims for the performance of the 
impossible. Э 
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ERITH ELECTRIC TRAMWAYS. 


On Saturday last the Erith Urban District Council inau- 
gurated its electric tramway system. The lines thus set in 
operation have a route mileage of 4°7 miles and a track 
mileage of 8:4 miles. "There are a further 3:4 miles of track 
authorised, and of these about one mile will be constructed 
by the L.C.C., to connect up to its system, thus forming a 
through route to London. Connection is made with the 
Bexley tramway system at Northumberland Heath, and the 


VIEW ALONG THE BEXLEY Roap. 


direct communication with London will be obtained through 
Plumstead and Woolwich. 

Our readers will remember that Erith already has a 
municipal electric light and. power supply—the first public 
three-phase plant in the kingdom—which was started in 
January, 1903, and was described in the ELECTRICAL 
REVIEW for January 16th of that year. 
course, take their energy from the same station. 

The works buildings have been extended and considerable 
additional plant has been installed to meet the tramway 
load, and the power station equipment 
stands to-day as follows :— 

The boiler house contains two 28 ft. x 
8 ft. Spurr Inman boilers, rated at 6,000 
Ib. per hour each and hand fired: also 
three 28 ft. x 8 ft. 6 in. Yates & Thom 
boilers rated at 7,500 lb. per hour each, 
and fitted with Bennis compressed air 
stokers and Sugden's superheaters capable 
of superheating the steam to 100? Fahr. 
above normal temperature. The boilers 
are fitted with main and auxiliary steam 
valves, spring loaded and dead weight safety 
valves of ample area, duplicate feed valves, 
and injectors capable of maintaining full 
feed supply. The boilers are fed by two 
Hall's compound steam pumps of 1,500 
and 1,800 gallons per hour respectively, 
one Pearn's triple-ram pump (driven by a 
three-phase motor) of 1,500 gallons per 
hour, and one tail end pump on condenser 
of 1,500 gallons per hour capacity ; all of 
these deliver through Rankine pressure 
filters, of which there are two installed. 
The boilers are covered with Haacke's 
composition, and set with  Poulton's 
curvilinear blocks and covers. 

The station originally contained only one 50-KW. and two 
150-Kw. steam alternators, all of the International Elec- 
trical Engineering Co.'s make, driven by Allen’s compound 
engines. To these have been added two alternators of 
500 KW. each, of British Westinghouse make, driven by 
Belliss triple-expansion engines. All are capable of giving 
20 per cent. overload for one hour. The exciters are direct- 
driven on a continuation of the rotor shaft. The alternators 
are arranged with revolving fields. 

There are two rotary converters of 150 Kw. each, and a 
75-KW. negative booster, all supplied by the British Westing- 
house Co. 


The tramways, of 


The switchboards consist of a H.T. board arranged with 
front and back panels separated by & 5-ft. gangway ; all the 
H,T. gear is contained on the back framework, and the panels 
are erected on the cubicle system, with switch-gear and 
instruments on front panels. АП the panels are of white 
marble. | | 

The original board, which was supplied by the Inter- 
national Electrical Engineering Co., was extended by the 
General Electric Co., Ltd., and further extended and partly 
re-arranged by Messrs. Kelvin & Jas. White. : 

The L.T. board contains tramway feeders, Board of Trade 
panels, rotary converter, and negative booster panels. The 
instruments are chiefly of Messrs. Johnson & Phillips, Elliott 
Bros., and Kelvin & Jas. White's make. 

There are two condensers rated at 10,000 Ib. per hour each, 
one by the Wheeler Condenser Co., the other by Blake and 
Knowles Steam Pump Co. They are of surface type. Cir- 
culating water is obtained from a well on the avorks, and the 
discharge is made into the River Thames. 

A Green's economiser of 192 tubes is ingtalled. 

The pipework consists of one main steam range of 7 in. 
and 8 in. bore, with 6 in. and 4 in. bore branches. The 
original pipework was done by Messrs. Babcock & Wilcox, 
Ltd. ; this was first extended by the Sir Hiram Maxim Co., 
and further by Messrs. Babcock & Wilcox. 

The track is laid to a 4 ft. 84 in. gauge, with 60 ft. rails, 
weighing 100 lb. to the yard. The rails and fish-plates 
were made by Messrs. Bolckow, Vaughan & Co., and supplied 


— through Messrs. R. W. Blackwell & Co., Ltd., who were the 


contractors for the permanent way work. Cooper & Howard- 
Smith's Anchor joints are used at the rail Joints and midway 
in the length of the rail. For the bonding Crown solid 4 0 
S. W. G. bonds are used, with cross bonds at every 40 yards. 
The points and crossings and special work were supplied 
by Messrs. Hádfield's Steel Foundry Co., Ltd., of their 
manganese steel. The steepest gradient is 1 in 20, the 
worst sections continuing for 200 and 320 . yards 
respectively. The sharpest curves аге of 40, 42 and 45 ft. 
Mr. J. W. B. Carruthers acted as clerk of works for the 
track and overhead construction. o 

The overhead equipment was carried out by the Brush 


THE SwITCHBOARDS АТ ERITH STATION. 


Electrical Engineering Co. Bracket arm construction is 
used with side poles throughout, except at curves and 
junctions, and along Walnut Tree Road, where span 
construction is adopted. The poles were supplied by 
Messrs. Stewart & Lloyd, as sub-contractors to the Brush 
Company. 

The trolley wire is of 3:0 S.W.G. copper, with flexible 
suspension, and protected with stranded galvanised steel 
guard wires. Where guard wires are erected every fifth pole 
is earthed. 

The line is, as usual, divided into half-mile sections, the 


section pillars, which were supplied by Callender's Cable Co., 
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Tree Estate Station. Road, and. contiguous 


being fitted with the necessary controlling switches, telephone 
plugs and lightning arresters. 

The 54 miles of underground feeders also were supplied by 
Callender's Cable Co. ; they have vulcanised bitumen insula- 
tion, and were drawn into conduits laid under the track. 
Test and telephone cables are carried iu the same conduits, save 
for the last half mile section of each 
route, where they are carried overhead on 
the tramway poles. 

There are at present 14 double-deck 
cars on four-wheel trucks. The cars and 
equipments were supplied by the British 
Westinghouse Со., the bodies by the 
Brush Co. and the trucks by Messrs. 
Mountain & Gibson, of Elton Fold Works, 
Bury. The cars have ordinary hand 
ratchet and British Westinghouse magnetic 
track brakes. The trolleys, and also the 
trigger type lifeguards which are fitted, 
are by Messrs. Mountain & Gibson, and 
the trolley heads are of the Woods 
patent type. Semi-reversed stairways 
are adopted. There are two British 
Westinghouse magnetic brake type con- 
trollers per car. Seven of the cars have 
top deck covers, and all are supplied with 
revolving blind illuminated typedestination 
indicators. The cars are each lighted by 
means of 17 16-c.». 100-volt lamps, 
arranged on three circuits. | 

A track sweeper and watering car— 
the work of Messrs. Mountain & Gibson 
who have made a strong feature of this parti- 
cular branch for some time—is in service. 

The car-sheds, which have accommoda-. 
tion for 16 cars, stand on the Walnut 


to them there are repair shops equipped for 
light repairs, paint shop, stores and offices. 

The Lower Road, which is developing into the main traffic 
route from Erith to London, crosses the S.E. & C. North 
Kent Line by a level crossing, and when the tramways were 
contemplated it became necessary to arrange for a bridged, 
instead of a level, crossing. The К.Е. & C. Railway is 
throughout this section, approximately, a surface line, and 
the crossing is also at a very acute angle. To keep the 
approach gradients as flat as possible it was essential that 
the depth of bridge deck should be kept very small. The 
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THE Rotary CONVERTERS AT ERITH. 


existing double line of railway is crossed by a span of 26 ft. 
on the square and 40 ft. on skew, two side spans, 14} in. on 
square and 22 ft. 3 in. on skew, being formed to allow of а 
future doubling of the railway. The bridge is designed to 
carry ordiuary road traffic and a trolley of 32 tons weight 
опа 12 ft. x 6 ft. wheel bas. The gradients of approaches 
were kept to 1 in 24:8 on the west side and 1 in 30 оп the 
east. The contract for this bridge was placed last summer 
in the hands of Messrs. W. Pattinson & Sons, Ltd., of 


Westminster, who carried out the whole of the work without, 
in any way, interfering with the traffic on the S. E. & C. 
Railway. 

Messrs. Hawtayne & Zeden, of London, who were respon- 
sible for the original electric lighting and power installation 
and extensions thereto, have also acted as consulting engi- 


«wee. 


ERITH GENERATING STATION. VIEW SHOWING ONE-OF THE BELLISS-BRITISH 


WESTINGHOUSE 500-KW.£SETS. О œ Фф. 


neers for the equipment of the Erith Tramways, and the 
steel deck bridge which carries them across the North Kent 
line of the S.E. and C. Railway, and to them we are in- 
debted for assistance in preparing this description. 

From among a large number of candidates the Council 
has selected Mr. A. Coveney to act as general manager of 
its tramways system. Mr. Coveney was at one time chief 
assistant, eugineer to the Isle of Thanet Light Railways and 
subsequently became general manager of the Ashton-under- 
Lyne Electric Tramways. 

At the inaugural luncheon last Saturday, in replying to 
the toast, Success to the Erith Tramways,” Mr. F. A. 
Stone, the chairman of the U.D.C., said that until they had 
a through connection with London the Council would depend 
on the townsmen for the support necessary for the success of 
the venture ; but when they had obtained through running 
powers there would be no cause for anxiety in so far as 
prosperity was concerned. The proposer of this toast, in the 


. course of an allusion to the probabilities of the extension of 


electric tramways in that part of Kent, expressed the view 
that they should be utilised at night time to bring dairy and 
garden produce into London. and to the towns on the way. 

Mr. W. С. С. Hawtayne presented Mr. Stone with a 
memento of the occasion in the shape of a handsome silver 
rose-bowl, and later on Mr. Hawtayne was asked, on behalf 
of the Council, to accept а gold. pendant pass, permitting 
him to travel over the entire system at any time free of 
charge. 


б THEORY AND PRACTICE. 


By E. A. N. POCHIN, B. A., M. I. E. E. 


“THE science that deties the practitioner will remain sterile, it 
will simply not be used.” 

Iu common with the great majority of those whose clec- 
trical knowledge has been derived from the workshop instead 
of from the lecture-room, I had hitherto regarded the 
volt as being 1/1°434 of the k. u. F. due to a neat brass 
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box fitted with terminals and a thermometer ; whilst the 
ohm was something very similar. Any lurking doubts, on 
the score of correctness, were promptly dispelled by finding 
that each was guaranteed to a higher degree of accuracy than 
the legal value, or any experimental determination. 

However, on reading the recent discussion about units 
and standards at the Institution of Electrical Engineers, I 
became anxious to improve on this state of knowledge, and 


to see whether I could not calculate, from first principles, the 


dimensions of à standard ampere balance: Obviously, the 
first thing to ascertain was the way in which two circuits 
acted on each other, and I accordingly referred to two text- 
books, written by two eminent professors and Fellows of the 
Royal Society. One of these gentlemen informs me that— 
* 'The relations between force and currents of a given 
form and strength may be deduced mathematically from 
the following theory, due to Ampère . . . . If the two short 
wires m n and m, n, be placed во as to lie in the direction 
of the line 7 joining their centres, the force acting between 
them is 
усо X mmn x mn 
а d | 


It is a repulsion if the currents flow in the same direction, 
an attraction if they flow in opposite directions." 

The other professor states :— . 

* By the aid of this piece of apparatus Ampere further 
demonstrated the following points. (v) There is in no 
case any force tending to move a conductor in the direction 
of its own length,” and he further emphasises this point by 
discussing a case of * apparent mutual self-repulsion between 
contiguous portions of the circuit.” | 

Thus, at the outset, I am confronted with two diametric- 
ally opposed statements, not merely about the properties of 
currents, but regarding Ampere's classical results. 

And if there is in no case any force tending to move a 
conductor in the direction of its length, then how can a 
Lorenz apparatus work, and what becomes of the ohm ? 
For we read that a Lorenz apparatus consists of a copper 
disk rotating in the plane, and cutting the field of a 
circular concentric exciting coil. Brushes are applied to the 
centre and rim of the disk, and expressions are given for the 
torque on the spindle when the disk is allowed to generate a 
current. Accordingly, the disk is held back by the action of 


the field coil, whilst the field coil cannot be urged forward 


by the action of the disk, because there is in no case any 
force tending to make the winding move in the direction of 
its, length, i.e., round the spindle—a distinct case of action 
without reaction. 

. А f 

Referring again to the same two books, I learn from the 
first that, according to Ampere, “ the force with which two 
small lengths or elements of currents act on each other is in 
the direction of the line joining the centres of these 
. elements,” whilst from the second book 16 appears that, in 
general, these same elements will experience forces of 
rotation. 

Despairing, therefore, of getting any reliable information 
regarding the first principles of the matter, I passed on to the 
formule. Book No. 1 states: — Let a current traverse 
two wires in succession, each bent so as to enclose a circle of 
radius k. Let these wires be hung in parallel planes at a 
distance « with their centres in the same axis. Then if the 
current be sent round the wires in the same direction they 
will attract one another ; if in the opposite direction they 
will repel one another with a force 

F= {т i " 


k 


Thus the force is proportional to the distance and inversely 


as the lengths of the wires—an obvious misprint vou will 
вау; but one which is repeated two lines lower, and which 
should not occur in a fourth edition. Moreover, the 
expression is utterly wrong unless « is small compared with А, 
and this condition is omitted. 

Once more I turned to book No. 2, and found ;— 


“f= — 2 0 ( h ОО” 
f being the force between two straight parallel conductors of 
lengths Ji and 79 carrying currents €, and c, separated by a 
distance 7 which is specified as small compared with J or /,. 
The first thing noticeable on examination is that the 


expression is one dimension wrong in space. Passing over 
that, it will be seen that Ii and /, may be in any of the posi- 
tions indicated below :— 


without affecting the value of /—3a manifest absurdity. 
Thus, not only are the dimensions wrong; notonly is the 
beginner confused, as always, about taking су and c, in 
amperes or C. G. S.; but the entire expression is futile and 
misleading. I should have been less outspoken on the 
suhject of this equation, if the general differential from 
which it is stated to be derived, апа which is given four 
lines above it, had possessed any greater claim to accuracy. 
It is needless to point out that, so far as these two books are 
concerned, the ampere balance is an impossibility, and the 
ohm a myth. 

Whilst searching for iuformation in yet a third text-book 
by a third professor and Fellow of the Royal Society, I 
encountered a long proof based on Ampere's theory, showing 
that there is no radial magnetic force due to a long, straight 
conductor, as if such a point were capable of proof, instead 
of being a purely experimental result from which Ampere’s 
theory must in part be deduced. By exploring the field of 
a conductor, we can ascertain the direction of the flux, and 
arrive at certain conclusions; but we cannot prove the 
experiment by the theory which is based on it. Such 
cyclical arguments, in which most educational works abound, 
are totally unprofitable and worthless. If anyone doubts 
this, let him try to prove mathematically that like poles 
repel each other, or deduce the wetness of water from the 
theory of surface tension. 

Without dwelling on the systems of electrical units—the 
Frankenstein of the professor—misleading names and 
expressions are employed at every turn by those very persons 
whose duty it is to elucidate and instruct. Two examples 
will suffice :— Magnetic force“ which is not of the dimen- 
sions of a force at all ; and “ the negative resistance of the 
аге” which is merely a quibble in symbols. 

In conclusion, I hope it will be understood that I have no 
desire to aim ridicule at those whose considerable attainments 
we must all respect; but I hope that in stating a case for 
the practitioner, based on actual difficulties encountered 
during the course of a most elementary inquiry, I may in 
some sort be contributing a single brick to help bridge the 
space which still divides the lecture-room from the work- 
shop—theory from practice. 


nd 


THE SPACING OF THE WIRES ON HIGH- 
PRESSURE POWER LINES. 


By W. B. ESSON. 


Tur High-Tension Transmission Committee of the American 
Institute of Electrical Engineers did a deal of valuable work 
in collecting particulars of power transmission practice from 
all over the States. Possibly sufficient time has not elapsed 
since the data came to hand, for much standardisation of 
details to have been done, nevertheless there are several 
matters which should not take much time to settle. 

The three wires of a power line are in modern installa- 
tions placed so as. to form the three points of an equilateral 
triangle. Speaking generally, the side of the triangle should 
be as short as possible, provided it is sufficient to prevent 
the separate wires from swaying together in the wind, to 
ensure that short-circuits are unlikely to occur through: 
other causes, and to render impossible an arc being sus- 
tained across the wires should one be accidentally started. 
The Niagara-Buffalo line when it was first put up had two 
three-phase circuits—six conductors in all—supported on a 
single cross-arm with IS in. between the wires. To create 
firework displays, pieces of wire, barrel hoops, and other 
hits of metal used to be thrown over the wires, starting 
11.000-volt arcs between them, which arcs would hold and 
would be blown by the wind to a considerable distance along 
the lines, to the great delight of the unauthorised experi- 
menters. These conditions of working had apparently been 
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unforeseen by the designers, and in his paper read before the 
Canadian Electrical Association, Mr. P. M. Lincoln showed 
very clearly the necessity for giving them due prominence. 
Put to the fresh college graduate, said Mr. Lincoln, the 
problem of the amount of distance to be left between the 
conductors of a high-tension transmission line. His answer 
will involve most likely the jumping distance of the voltage 
to be used, the length of span, the sag, and perhaps a liberal 
factor of safety. It is experience only that will show that 


his premises are wrong, and that the equation to determine 


the spacing of high-tension wires depends very little on the 
voltages to be carried, and almost entirely on such things us 
the average length and ohmic resistance of cats, the spread 
of wing of owls and cranes and eagles, and the average 
length of scrap baling wire together with the strength of the 
average small boy's throwing arm." There is much truth in 
Mr. Lincoln's remarks, and very early experience on the 
Niagara-Buffalo line had emphasised them in a somewhat 
forcible manner. The conductors were accordingly rearranged, 
and the centre wire of each circuit was dropped on to a new 
cross arm fixed lower down which gave the wires the proper 


triangular disposition with a distance of 36 in. between. 


them. An 11,000-volt arc would not hold at this distance 
while the lodgement of pieces of wire is with such centres, 
rendered very unlikely. | 

The distance between the wires should never be less than 
21 in. for any voltage. In the 13,000-volt line of tlie 
Milano-Verese Railway, the wires are 20 in. apart, while in 
the Paderno-Milan 14,000-volt line and the Apple River- 
St. Paul's, 25,000-volt line they are 24 in. apart. So far 
as pressures up to 20,000 volts are concerned, it is evident 
that a spacing of 24 in. is quite sufficient, 
but if the lines are likely to be interfered 
with by evilly disposed persous, this dis- 
tance may, with advantage, be increased 
to 36 in. Statistics of the installations 
at work in the States, show that this last 
dimension need not be exceeded until the 
pressure i8 above 30,000 volts, while for 
10,000 volts 48 in. is about the right thing. 

Up to the present, there has been no rule 
for the distance of the wires apart, as every 
engineer, guided possibly hy local circum- 
stances, has spread the wires according to 
his own views. In the first 40,000-volt 
installation, for instance, the wires were 
spaced no less than 9 ft. apart ; in a later 
installation the distance for the same 
pressure was reduced to 3 ft. 6 in. The 
Washington Water- Power Со. recently 
put up а lime 100 miles in length, iu 
which the wires were spaced only 3 ft. 
6 in. apart, to operate ultimately at 
60,000 volte. This certainly seems very close spacing for 
such a high pressure, and in this respect it stands alone 
amongst the newer installations. The spacing on the new 
lines of the Missouri River Co., the California Gas and 
Electric Corporation and the Guanajuato Power and Electric 
Co. is in aecord with what experience dictates. Оп these 
lines the distances between the wires are 6 ft. 6 in., 6 ft., 
and 6 ft. 7 in. respectively, the working pressures being 
97.000 volts for the first, which is 65 miles long, and 
60,000 volts for the last two. In the new line of the 
Shawinigan Water and Power Co., which is operating at 
53,000 volts over a distance of 84 miles, the spacing between 
the wires is 5 ft. 

The new schemes are fairly consistent, and, generally, it 
is found that the distance between the wires in feet is about 
dune to the working pressure in volts divided by 10,000. 

ow that we have sufficient data to hand, it would be well 
to adopt a general rule for the spacing, thus doing away with 
the needless and useless variations from the average. To 
this end the writer proposes that a uniform standard spacing 
be adopted of 1 ft. for every 10,000 volts pressure with а 
minimum spacing of 2 ft. According to this, a 60,000-volt 
transmission would have the wires spaced 6 ft. apart; a 
50,000-volt, 5 ft. ; and a 40,000-volt, 4 ft. For 20,000 
volts the standard spacing would be 2 ft., which might be 
increased to 3 ft. if the lines were likely to be tampered with, 
but 2 ft. would be the minimum for any lower voltage. 


POPULARISING ELECTRICITY. 


THOSE who are responsible for the management of electric 
light and power plants are finding that it pays to exercise 
their brains а little in conceiving ingenious methods of 
advertising the commodity which they are engaged in sell- 
ing. The publicity department is becoming as necessary for 
the working of a progressive electricity supply business as it 
is for machinery and accessories manufacturers. We with- 
hold our regrets that it has not been more readily recognised 
in the past, in the satisfaction that many undertakings seem 
now to be awakening to the importance of using every 
reasonable means and opportunity for popularising the uses, 
merits and advantages of electricity for all sorts of purposes. 

One of the most interesting efforts to secure the interest 
of the general publie in such matters is the subject of the 
accompanying illustration which hails from Nelson, where 
Mr. W. Alan Fraser, the borough electrical engineer and 
tramways manager, is displaying a spirit of enterprise in 
appealing to possible consumers, Our photograph represents 
an electrical exhibit which was made by his department on 
the occasion of a recent trades demonstration in the town. 
The car contained motors and fans running, also radiators 
and are lamps lit up. Current for the purposes of the car 
was obtained from the overhead tramway conductors as will 
be seen, and the return was effected from a shoe running on 
the rail. 

The Managers and. Executive Committee of the Olympian 
Electrical Exhibition, which, by the way, is going to“ make 
things ham " in London before many weeks are past, might 
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ADVERTISING ELECTRICITY АТ NELSON. 


do worse than take a note of what Mr. Fraser and some of 
the more enterprising members of his cult are doing in 
different parts of the country by introducing taking novelties 


to fix the attention of the public. 


ACTUAL COST OF ENERGY USED 
IN DRIVING А SMALL ENGINEERING 
WORKS. 


Tue following particulars have been supplied to us by a firm 
of engineers in Lancashire, thinking they may be of interest 
and use to some of our readers. 

The works have been equipped with motors powerful 
enough for dealing with a larger volume of work than is at 
present going through. 

The various classes of tools are grouped together so as to 
be driven off line shafts as short as possible, and all are 
driven by means of cross belts and countershafts in the 
usual way, except two hoists and a ventilating fan which 
have each a separate motor. 

The motors are mostly of fairly low speed, and they drive 
the line shafts direct without the intervention of counter- 
shafts for speed reduction. | 
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It will be noted that the average power developed, is only 
about one-cighth of the total power installed. This is due 
to the fact that only four of the motors are running con- 
stantly, the others are started and stopped intermittently as 
required and, by apparently a law of averages, never all come 
on at once, as is clearly shown by the accompanying records 
of the voltage and amperemeters, which are installed in the 
switch room and put into пке occasionally. 


This wide distribution allows of plenty of space being 
reserved for finished and partly finished machines and parts, 
between the various working departments, and thus facili- 
tates the handling of the machines and allows for Btorage 
whist waiting to be passed on to the next department. 

It would be interesting to know what the power required 
would be if this plant had been driven direct from a single 
gas eugine on the ground floor. 


TABLE I. 


82 H.P. Total 


ee — HV— 


on ground floor. 


— 


Motor No. Power. | Speed. Position. | Floor. Tools driven. 
| | | | TF 
1 5 н.р. 1, 100 Smiths’ shop. : Ground | Fan for brassfounders’, coppersmiths’ and blacksmiths’ fires, planishing hammer 
| floor and emery whecl. 
2 12 H. r. 680 Pattern shop. | 1st Surfacing machine, 2 circular saws, band saw, lathe and drill. 
3 5 Н.Р. 650 Tool room. lst Tool grinders, &с. 
4 8 H. v. 560 | Turning shop. | 1st 7 lathes, grind stone, emery wheel, &c. 
5 8 H. p. 560 | Machine shop. Ist 4 drills, 2 shapers, 2 slotters, miller, planer, &c. 
6 8 H.P. | 560 | Brass finishers. | 2nd | 17 lathes, 3 drills, 2 shapers, emery grinder, &&. 
7 8 N. 7. 560 Testing shop. | 2nd | Testing finished machinery. 
8 5 н.р. | 650 |Polishing shop. | 2nd | 2 polishing machines for brass work. 
9 бнр. 850 Hoisting. | 3rd | Cage hoist, to lift 1 ton at 35 ft. per minute. 
10 143H. 7). 750 Hoisting. ^| 3rd 4 tons at 20 ft. " , or 2 tons 35 ft. per minute. 
11 24 H. P. 360 Yeutiating. | 3rd Coupled direct to blower exhausting air from brass foundry and coppersmiths' shop 
| 
| 


| 


The motors, Nos. 1, 4, 5 and 6, run about 53 hours рег 
week, the others run as required. The current is obtained 
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from the Corporation at 220 volts, and the charge is 13d. per 


unit for the first 1,500 units, afterwards 1d. per unit; 


accounts are payable quarterly, and 5 per cent. discount is 


allowed, as shown in the following table :— 


At least three or four times a8 much shafting would have 
been required, and it would have had to run constantly 
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during working hours all over all the floors, as power is 
required every moment in one part or another. 

The accompanying charts are interesting as showing how 
comparatively small is the fluctuation in power absorbed 


TABLE II. 
a e Sets, brune FC 
Е , A 
For Discount Actual net Average Hours A kieres Average Brake bores 
quarter | Energy used as per Corporation invoices. allowed cost per cost per кокан PORUM units used | power, allowing 
ending. 6 per cent. quarter. i unit. | BE Ehe per hour. | 850 watts per: 
ix ° B.H.P. 
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A 3791 „ ,, 1d. = £15 158. lld. (1 5 2 ED E. 
31st, 
1904. 5 Total units e d | | : a 
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p 4,760 „ „ld. = £19 16a, 8d. AED D о | | | 
: | 
1209 6,260 Total units consumed | | 729 9:22 | 8:67 | 10°20 
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It will be noted that the last of the three quarters given 
works out at a slightly less rate than the two previous 
quarters. This is probably due to the fact that during the 
last quarter some extra time was worked, during which there 
would not be so much hoisting for loading purposes and 
possibly one of the regular running motors may have been 
stopped. for a part of the time. 

To show the distribution of the power, we may add that 
the works measure about 120 ft. x 60 ft. in plan and are 
four stories hich ; as shown in table No. I. the motors are on 
each of the four floors and they also cover from end to end 
and side to side on either one or other of the floors. 
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considering that it is quite possible (though evidently not 
probable) for the load to run up to 50 or 60 н.р. at any 
time. 


Names Wanted,.—The Britisn Empire Motor TRADES 
ALLIANCE has received an inquiry for the names and addresses of 
British firms who manufacture front axles and rear live axles com- 
plete, for motor-cars. British manufacturers of the above are 
requested to communicate with J. B. King, secretary, 11, Red Lion 
Square, W.C. 
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| NEW LAMP FOR 
FLICKER ADVERTISEMENTS.* 


Tut Allgemeine Elektricitiits Gesellschaft has récently introduced 


an incandescent lamp, which, by means of an automatic make and 
break arrangement, is periodically extinguished at short intervals 
of time, and so forms a convenient clement for the construction of 
flicker advertisements without the aid of amy additional apparatus. 


The working parts are contained in a small lampholder (shown in 


uy 


fig. 1), suitable for taking any ordinary incandescent lamp, and the | 


method of operation will be clear from fig. 2. The mechanism 
consists simply of a small heater, similar to those used in Nernst 
lamps, and a contact closed through a special spring. This spring 
is made up of strips of two dissimilar metals welded together, the 
metals being chosen so as to have different coefficients of expansion. 
When cold the spring is straight and closes the circuit as shown 
by the full line in fig. 2, but as soon as the lamp current passes 


Socket 


FIG. 2. 


through the heater coil, the spring becomes heated, bends over as 
shown by the dotted line in fig. 2, and breaks the circuit. The 
heater then cools down again, the spring straightens out and closes 
the circuit once more, and this process repeats itself automatically 
at regular short intervals. 

By simply inserting one of these special lampholders, therefore, 
between an ordinary lampholder and the lamp, the latter will light 
up and extinguish itselt periodically. When a large number of 
such lamps are combined to form an advertisement, though the time 
intervals between successive illumiuations in the different lamps 
may be alike, the exact instants at which the lighting up aud ex- 
tinction occur will differ in the ditferent lamps and will produce a 
peculiar flicker eminently calculated to attract attention. 


k 


Steam Turbines.—4After paying 124 per cent. dividend 
for the year, Messrs. R. & W. HAWTHORN, Leste & Co., LTD., 
bave веі aside £10,000 for extensions and improvements of plant 
on account of the introduction of turbines. 


"RU. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pul- 
lished unless we have the writer’s name and address in our possession. 


Some Arithmetical Questions for Mr. Byng. 
Writing also from a secluded region, the scene of a now 


ruined industry, which flourished in earlier protection days, 


namely, that of evading protective duties (more vulgarly 
known as smuggling), I have at hand only a few recent 
technical papers, and none of the blue books which Mr. 
Byng despises, nor any fiscal literature. | 

May I say at once that I do not for a moment question 
Mr, Byng's sincerity, but that I do still question the sound- 
ness of his deductions, despite Mr. Lemmen's earlier 
gibe at the rule of three? Аз to Mr. Byng's endeavour to 
follow my train of thought, I am glad to have his 
reply to my tirst question, £hat he does not accept the Board 
of Trade returns“ as correct and truthful indications of the 
state апа tendency of the electrical industry." Neither do 
I accept the mere figures of imports and exports as affording 
all the information a statistician or even a plain citizen 
requires. Time and again I have pleaded for statistics of 
internal trade. But [ must still asseverate that, judged by 
figures of import dnd export trade, the electrical industry is 
in anything but a ruined condition. As to the general 
unreliability of Board of Trade returns, when a certain book 
called ** Protection " was written, its author being desirous 
of proving that. the country of his adoption was living on 
its capital, did not hesitate to quote the sums total of import 
and export trade. I am quite aware that Customs’ declara- 
tions lack infallibility, and as an electrical engineer as well 
as a student of statistics—classitications of articles being 
sadly unstandardised—I am interested to hear of the way in 
which meters may be imported. It would not be unin- 
teresting if Mr. Byng's reminiscences go so far back, to hear 
more about importers’ delinquencies, say, in regard to tele- 
phone sets. \ 

May I point out that re-exports of foreign and colonial 
merchandise are separately computed in the Board of Trade 
returns, and, further, that exports of British and Irish 
produce are returned as “ wholly or mainly manufactured in 
the United Kingdom.” Among the latter are submarine 
telegraph cables, in regard to which neither the conductors 
nor the bulk of the dielectric substances are produced in 
this country. Now, to an electrical manufacturer, the prices, 
say, of copper, rubber, jute, and cotton, are matters of 
moment. Mr. Byng would not fetter his industry by taxing 
these. Yet the umbrella maker is held up to scorn because 
he imports silk, frames and sticks from abroad, to be stitched 
into English umbrellas. 

Finally, Mr. Byng's moral. Every loyal citizen of a con- 
stitutionally governed country will, nay must, repudiate the 
dictum that “the question of our unemployed should be 
decided by the man who employs—the manufacturer." "То 
each citizen his rights. From the point of view of the 
ant-lion, the ants were created for his special hehoof. А 
manufacturer speaking in this strain, even from among the 
philosophic calm of the Cotswolds, savours of feudalism, 
serfdom, and the planters who convulsed a continent because 
of their claim to the sacred right to wallop their own 
niggers. 

No, Mr. Byng! To each citizen his rights. To the 
manufacturer to advance his views, and to otherwise well- 
meaning men " to advance theirs. In the case of the ant- 
lion v. the ants, the appellant must not constitute himself both 
judge, jury and executioner. "The writer, with others, look- 
ing upon the electrical side of the fiscal question, not alone 
from the point of view of the manufacturer seeking higher 
dividends, sees vast conflicting interests requiring study. In 
earlier pages of the ELECTRICAL, Review I have quoted the 
remark of a leading Free Trader as to the natural tendency 
of every man to be a protectionist so far as his own industry 
is concerned. It is when one gets beyond this rut of isola- 
tion, this sand-pit of the ant-eater, one can consider other 
interests, such as those of the ants. At any rate, with all 
its short-comings—and Free Trade is not immaculate— Free 
Trade seems to the writer to be the solution making for the 
maximum of justice. Arithmetically, the question at issue 
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between Mr. Byng and myself is for the moment closed. If 
statistics—meagre though they be—are used one day and 
repudiated another, we have no common ground on which 
to argue. But will Mr. Byng, and other readers of your 


journal, consider whether complete figures, giving internal . 


as well as external trade, ав accurately as is humanly pos- 
sible, would not be worth having ? 

| - W. Pollard Digby. 
Sennen Cove, near Land's End, 


August 26th, 1905. 


Method of Testing for Insulation of Overhead Network. 


I notice that Mr. S. Worthington sends a suggestion to 
your current issue relating to an apparatus for testing over- 
head insulators ; and, while appreciating the interest which 
the article on The Prevention of Overhead Accidents " 
has aroused, I should like to draw Mr. Worthington's atten- 
tion to the fact that his method of testing is identical with 
the method of which I wrote, but that the apparatus which 
he describes does not seem to me to be so convenient as that 
which I described and illustrated. 

In the first place, the light fuses by themselves are more 
reliable and handier than lamps: and, secondly, | do not 
gather what advantage is gained by using lamps and fuses 
in series. 

If the fuses blow, the indication of the lamps is not 
needed, while the fact that the breaking of the filament 
of either lamp and the blowing of either fuse might 
pass unobserved, adds an element of uncertainty to the test, 
which is not present to such a degree when using my appa- 
ratus. 

Moreover, I should say that the apparatus suggested by 
Mr. Worthiugton is not intended for testing both the primary 
and secondary insulation without moving the tower wagon 
from the first position under or near the primary insulators, 
a particularly important feature of the simple apparatus 
described in my article. 

The claim that “ by this test it would be impossible to do 
any damage at the power station, as the S.P. fuseg in the 
case would blow first," rather indicates that the methods of 
testing within the knowledge of your correspondent are in 
considerable need of overhauling, and I am glad to see that 
lie at least does not approve of them. 


| Robert N. Tweedy. 
August 25th, 1905. 


Mains Testing. 


Mr. Knight is evidently not in favour of using heavy 
currents in a loop test, which is neither more nor less than 
a drop of potential method under another name, the drop in 
potential being measured on the potentiometer. 

Three paragraphs further on he states that The simplest 
of all methods of locating faults exactly is the fall of 
potential method, in which you send the biggest available 
current within limits of safety along the cable." Surely 
what is good in one case must be good in another, and a 
drop of 005 volt can be more easily measured than ·000002, 
whether by voltmeter or potentiometer. 

David Smith, 
Assistant Electrical Enyinecr. 


Tunbridge Wells Electricity Works, 
August 29th, 1905. | 


The I. E. E. 


If “silence gives consent,“ the absence of any further 
letters in your columns anent the old grievance of the 
1.Е.Е. subscription is, I think, indicative of the predominant 
wish of provincial members that the subscription should, in 
their case, be reduced. 

As a student some 10 years ago I used to pay 10s. 6d. per 
annum, and in return for this I could use the library, 
attend all the meetings апа benefit in many ways by these 
gatherings, also getting a free supper thrown in once a 
month. For the past five years I have paid £2 28. per 
annum, and get none of the above advantages, and I cannot 


even profit by my membership to the small extent of oe 
able to get reasonable and comfortable quarters any time 
should happen to be in town, as would be the case were I 
to transfer this subscription to some club. 

Can anyone say wherein lies the value of membership to 


A Provincial A.M.I.E.E. 


REVIEWS. 


Das Funken von Kommutatormotoren mit besonderer 
Beriickswhtigung ler — Einphasen-Kommutatormotoren. 
Ву F. PuNca. Hanover: Gebrüder Jünecke. Price 
M.4. 


This book forms а timely contribution to the commu- 
tation question, more especially to that latest development of 
the question which is concerned with the numerous types of 
single-phase commutator motors, although the direct current 
machine is also fully dealt with. 

À general knowledge of modern views on. commutation is 
assumed throughout, even to the extent of occasional 
obscureness, although the treatment is, on the whole, clear 
as well as unmathematical. 

The fundamental commutation equation is stated as :— 
E. = ЕТ + Er, where Ev is the reactance voltage of the 
commutated section. | 

ki is the voltage induced in the section frem outside, and 
E f is the voltage which must be introduced into the short 
circuit by means of the brush contact resistance in combina- 
tion with unequal current densities under the toe and the 
heel of the brush. 

E f is called the “ sparking voltage," because the tendency 
to spark depends on its value, and only by keeping it within 
certain well defined. limits, depending on the brush quality, 
can a satisfactory commutation be obtained. 

The reactance voltage E 7 is estimated by means of Hobart's 
well-known rule, except that the more generally applicable 
average value of this voltage is dealt with, in place of the 
marimum value on the assumption of a sine wave current, as 
adopted by Hobart. 

Starting from the above simple relation, the effects of 
brush shifting, compensating windings, brush quality, brush 
contact resistance, resistance of commutator connectors and 
brush thickness, on the commutation of direct-current 
machinery, are considered in the first 30 pages. A few pages 
are then devoted to a little understood point in connection 
with commutation, viz., the effect of the ampere-turns of the 
short-circuited coils in weakening or strengthening the 
field, and it is shown that, even with the brushes set on 
the neutral line, these coils can either weaken or strengthen 
the main field appreciably according to the commutation 
conditions. 

The next 30 pages deal with the sparking problem as it 
affects the three principal types of alternate-current com- 
mutator motors, viz., the series motor, the repulsion motor, 
and the compensated repulsion motor (Latour or Winter- 
Eichberg motor). The consideration of the commutation 
problem of course involves the investigation of the whole 
action of these motors, so that these pages also contain a 
simplified, though fairly complete, theory of the motors. 

In the second portion of the book, the general principles 
voverning the design of direct and alternate current com- 
mutating motors are discussed in detail, and designs for 
G0-B.H.P., 25 ~, 500-r.p.m. motors of the series, repul- 
sion and compensated repulsion types respectively, are worked 
through fairly comprehensively. 

In an appendix at the end of the book a more exact 
theory of the repulsion motor is outlined, in which the 
effects of some of the less allowable assumptions (such as 
the assumption of sine wave flux distribution and of excita- 
tion by means of an additional stator winding instead of 
by shifting the rotor brushes) are considered, and the neces- 
sary corrections indicated. 

The book is valuable as collecting and amplifying the 
results of numerous recent papers in the technical Press on 
alternate current motors, as well as for its clear and up-to- 
date discussion of the commutation process in direct current - 
machinery. 
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Gas Engines and Producer Gas Plants. By R. E. MATHOT. 
London: Crosby Lockwood & Son. 1905. 128. net: 


This work has been translated from the original French 
manuscript by Waldemar B. Kaempffert, has a compli- 
mentary preface by Dugald Clerk, M.I.C.E., F.C.S., and is 
well illustrated. 

The author describes it as “a practical treatise setting 
forth the principles of gas engine and producer design, the 
selection and installation of an engine, conditions of perfect 
operation, producer gas engines and their possibilities, the 
care of gas engines and producer gas plants, with a chapter 
on volatile hydrocarbon and oil engines.” 

The volume contains over 300 pages of clearly printed 
matter, and the author’s introduction is dated March, 1905. 
The 15 chapters bear headings as follows :—I.—Motive Power 
and Cost of Installation; II.—Selection of an Engine: 
III.—The Installation of an Engine; 1V.—Foundation and 
Exhaust; V.— Water Circulation; VI. — Lubrication ; 
VII.— Conditions of Perfect Operation; VIII. How to 


Start an Engine; IX. — Pertubations in the Operation of 


Engines and their Remedy: X. — Producer Gas Engines; 
XI. Producer Gas; XII. — Pressure Gas Producers; 
XIIT.—Suction Gas Producers; XIV.— Oil and Volatile 
Hydrocarbon Engines; XV.— The Selection of an Engine. 

Such a sentence as occurs on p. 69—7.е., “It seldom 
happens that the leakage of a pipe 30 to 50 ft. long, 
supplying a 30-H. p. engine, is much less than 90 cb. ft. per 
hour,“ is probably due to an error in translation or printing, 
as is also the case in paragraph 19, p. 299, where the “ cost 
per B. H.P. per hour in anthracite is given as 62 gallons." 

One of the notable features of the work is the absence of 
reference to large power gas engines, such as are now being 
extensively installed for use with blast furnace and producer 
gases. Indicators are very briefly referred to, the author 
stating, on p. 284, that “indicator cards are in them- 
selves inadequate, and should be supplemented by the records 
of explosion recorders”; this remark is followed by a 
description of the latter apparatus as designed by himself. 
Further, he considers that the brake test gives but crude 
results at best." 


However, the work contains, much useful information in 


regard to all the points included in the headings of the 
chapters, and that on producer gas gives also the 
procedure to be followed in cases of carbon monoxide 
asphyxiation. The particulars relating to gas producers, 
both of the pressure and suction systems, are very exhaus- 
tive, and will be of much service to those who are considering 
the adoption of producer gas plant. 


Hydraulic Power Engineering, By G. Свотрох Marks, 
London: Crosby Lockwood & Co. 1905. 


"The author commences his work with a chapter on water, 
and it serves to show the difficulty connected with all 
measurement to read that the Board of Trade has fixed the 
weight of water at 62° F. at 62°2786 lb. per cb. ft. What a 
fine opportunity for argument is here for the ** coincidenta- 
list," who would have all manner of exact coincidences ! 
. Let him fix the cubic foot or the pound at such a figure that 
at 62° F. there shall be 62 lb. of water per cb. ft. At 
39:39 F., the temperature of maximum density, there are 
62:425 Ib. of water to the cubic foot. 

Water is compressible 0:00005 of its volume per one 
atmosphere of pressure. At a pressure of 1 ton per sq. in. 
. water is compressed 13 cb. in. per cubic foot. 

The author then deals with the flow of water through 
orifices and in pipes, and follows this by a chapter on prac- 
ticable pressures, 2 tons per square inch being a useful 
. pressure to employ wherethe work to be done is mainly press 
work. Curiously enough, cast-iron is a favourite metal with 
. the hydraulic engineer, and its reputation has too often been 
damaged by bad design, examples of which are given. The 
author pays considerable attention to the question of 
materials and tests of same, and discusses that vexed question 
of pressure in a thick cylinder. 

The detail of packings is then dealt with at some length. 
Needless to say, this detail is the most important, for 
more troubles arise in connection with packings than in 

ny other direction. If any reader has ever hired an 

ydraulic jack for use in the country far away from fresh 


packings, he will be painfully aware of the fact that the hirer 
invariably sends out: hydraulic. jacks with burst U leathers, 
and with grit under the valves of plungers, and never by any 
chance sends a spare leather on the most urgent of work. 
Thus the use of hydraulic plant is often an occasion of 
blasphemy where it ought to be а pleasure ; for a well-con- 
ditioned hydraulic jack that will pull up great driven piles, 
and move mouutains, as though it were faith itself, is indeed 
one of the pleasantest tools that, an engineer ever needs to 
employ. Pipe joints are well illustrated, also valves, both 
stop and control. With Part V. commences the treatment of 


hydraulic machinery, and the consideration of balances, of 


multiplying movements, safety appliances, ,&c. . 

. The latter part of the book is concerned with pumps, 
turbines and hydraulic motors, and there is a final chapter 
which treats of recent achievements: in dock work, bridge 
work—the Tower Bridge lift span and machinery being 
described—water-balance railways, such as that of Lynton, 
hydraulic forging presses, &c. , 

The book is sound and practical, and to be recommended. 


Ву W. С. D. 
Cambridge : The University 


The Theory of Experimental | Electricity. 
WHETHAM, M. A., F. R. S. 
Press. 1905. 


The importance of the new fields of research which are being 
explored by physicists and electricians has altered соп- 
siderably the relative values of the branches into which 
experimental electricity is usually divided. If the student is 
to be suitably equipped, so that he may be ready to make a 
research with some prospect of bringing it to a successful 
issue, he must not only have an accurate knowledge of the 
theory of his own branch of the subject, but must also know 
the elements of the theory of the many allied branches. The 
student usually attempts to acquire this knowledge by a hasty 
perusal of treatises.on the various subjects. Unfortunately, 
even with the best, guides, the acquisition of accurate know- 
ledge is laborious, and so he is apt to get disheartened, and 
exhaust his energies in reading the most easily understood 
portions, which are often of little practical importance. To 
students in this plight, and in theoretical matters we are 
all students, we heartily recommend Mr. Whetham's work. 

Before reading this book we must loosen our hold on any 
preconceived notions we may have, and be ready to accept 
those conclusions which follow logically from the premises 
obtained by careful and accurate experiments. The object of 
the author is not to confute the opponents of tlie new theories, 
or to enter into wordy battles with philosophers, but to 
teach. Mr. Whetham's unique knowledge, not only of the 
most advanced theory but also of all manner of experimental 
methods, as well as his gift of clear exposition, admirably 
qualify him for the task. | 

In the earlier chapters the author describes the “ fluid "' 
theories of electricity, and points out that, Poisson, Green and 
Kelvin calculated the density of the distribution on con- 
ductors iof. various shapes, thus verifying Coulomb's experi- 
mental results. The dielectric next became the centre of 


interest ; Faraday's tubes of force and Maxwell's equations 


concentrating the attention of physicists on what is 
happening in the surrounding medium. 

They are now, however, evincing a laudable curiosity as 
to what is happening at the ends of a tube of force, and this 
will doubtless lead to important advances. | 

In the chapter on the electric current, a clear description 
with an easily understood theory of Heaviside’s “ rational 
current element" is given. The student is thus enabled to 
understand how the magnetic effects due to flights of charged 
particles can be calculated. 

We are sorry that the author has not discarded “ specific 
resistance ” in favour of resistivity." A good description 
is given of Callendar’s recorder and the theory of the 
platinum thermometer. The chapters on. thermo-electricity 
and on units are very thorough. — The chapter on electro- 
magnetic waves and the proof that v = 1| v kp will be 
particularly appreciated by wireless electricians. The author 
criticises the attempt to find the values of the refractive 


indices for infinite wave lengths by means of Cauchy's 


formula. * Any comparison by such methods of the dielectric 
constants and the refractive indices still remains unsatisfac- 
tory.” We were under the impression that Fleming had 


`- shown that at the temperature of liquid air all the dielectric 


Е 


336 THE ELECTRICAL REVIEW. [Vol " Ко, 1,449, Seeteubun 1, 1908. 


constants represented by large numbers became normal, and 
were very approximately equal to the square of the index of 
refraction for infinite wave lengths as determined from 
Cauchy's formula. 

The chapter on electrolysis is an excellent introduction to 
Mr, Whetham's **'Theory of Solution." The chapters on the 
“Conduction of Electricity through Gases " and on “ Radio- 
activity," which finish the volume, are exceedingly useful. 
They will be welcomed by all who have attempted to make a 
précis of the standard works on the subject. 

The following extract will give readers who are not 
familiar with Mr) Whetham's writings some idea of his 
style. At the end of the chapter on the conduction of elec- 
tricity through gases, he says: “ Тһе ionic theory of elec- 
trolysis gave a clear idea of the mechanism by which the 
slipping of the ends of the tubes of force occurred in con- 
ducting liquids, and the corpuscular hypothesis gives us an 
equally vivid insight into the nature of the process within 
metallic circuits. The tubes, anchored by their ends to an 
ion in electrolytes, or to a corpuscle in metals, drag their 
anchors. It istheslip of the anchors that constitutes the 
current, and the heat developed by the passage of the current 
is to be explained by the frictional resistance to the drag of 
the anchor, or to some other means of dissipating energy, 
eed as inter-corpuscular radiation, not yet fully under- 
8 925 a, з 

In conclusion, we would advise electrical engineers іо read 
this work. It is short, well-balanced, well written, and has 
an excellent index. No electrician can afford to be ignorant 
of the theory of experimental electricity, and there is no 
pleasanter way of learning it than reading this book. 

| : А. К. 
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ACCUMULATORS WITH REVERSIBLE 
BOOSTERS FOR FACTORY INSTALLATIONS. 


By RALPH W. BIRKETT. 


(Concluded from page 322.) 


But there are other uses for the battery and booster than 
its functions of load and pressure governor, and perhaps a 
few instances from the writer’s experience, in which the 
battery came to the rescue and the booster proved **a friend 
in need," may interest engineers who have similar diffi- 
culties occurring. 

Take a case where the boiler plant is loaded up by the day 
load, or a boiler 1s under repair. Ав darkness comes on, 
lamps are switched on, the steam pressure falls, the engines 
slow down, and the volts drop. 

The power station telephone is kept busy, and nasty 
remarks are made about gas and candles. The engineer 
tries to explain politely about the leaky boiler tubes, &c., 
but no one seems to sympathise, and things are uncom- 
fortable. 

But suppose he has a battery “ up his sleeve,” the trouble 
is easily got over. The writer has had a boiler to shut down 
just as the lighting load was coming on, the steam pressure 
fell from 120 to 80 lb. sq. in., the engine from 360 to 280 
r.p.m., and still has been able to keep 410 voltson the mains. 
Also a main steam joint has gone, but he has still been able 
to keep the works lit and the motors in machine shops run- 
ning to keep some hundreds of men going. 

Or if extensions have been made and the existing plant is 
loaded with the day-load, instead of putting down more 
boilers, engines and dynamos, a battery and booster will 
work out cheaper, and owing to the economies they will be 
effecting all the time, by securing more efficient running of the 
engines, will undoubtedly pay better than an engine which 
must be idle most of the time. 

Considered as spare, or emergency plant, the battery has 
claims to usefulness. 

Returning to an actual experience. It was found neces- 
sary, in order to make certain improvements in the machine, 
to return the rotary transformer before referred to, to its 
makers. No spare 100-volt plant was at hand. The 
cells were of the modern type, with burnt-on con- 

nections. 


To supply the current for 100-volt crane 


work and glow lamps (100-200 amperes), the battery 
was cut up into three sections of 65, 66 and 66 cells. These 
three sections were coupled in parallel together for discharge 
during the day. At night they were reconnected in series 
(with tappings taken off each section in turn—1 and 65, 66 and 
131, or 132 and 197, with a regulating resistance, for night 
lighting) and charged. This worked fairly well, but as 66 
cells gave 140 volts, a lot of glow lamps were burnt out. 
The booster, therefore, was specially arranged to work with 
the battery in' sections to reduce the 140 volts to 100 volts 
during the day discharge, charging the cells in the ordinary 
way during the night. This arrangement worked well for 
five months, until the rotary transformer came back. With- 
out the battery, no incandescent lighting could have been 
done, and four electric cranes would have been rendered 
temporarily useless, and this would have meant a loss of 
hundreds of pounds in the extra expense of handling work 
in the shops, loading and unloading material, &c. 

The best regulated batteries, however, suffer if neglected 
or misused. ' | 
The specific gravity and voltage of a cell here and there 
may, through an unobserved contact or other cause, be found 


lower than its neighbours. 


In such a case, the engineer was advised by the makers 
of the battery, that the only way to restore the faulty cells 
was to boost each separately. "The usual practice of cutting 


out during discharge, and connecting up only for charging of 


low-reading cells, could not be resorted to, a& the connections 
were not bolted, but solid. Increasing or lengthening the 


Time in seconds 
Loan FLucTUATIONS oF RoLLING MILL Мотов (see page 322). 


charge would have done injury to the other cells, besides 
wasting current. (A cell brought low by an internal short- 
circuit, although the contact be removed, will never recover, 
but grow rapidly worse if not boosted, until it becomes 
*dead.") The only way to boost these low cells was to 
use a small motor-generator or “ milking booster" giving 
the necessary low voltage. Оп inquiry it was found that 
this machine would cost 260—280. | 

Instead of buying it, however, a special connection of 


the Highfield booster was worked out, and answered 


admirably. 

But the machine charging two or three cells, leaving 
the whole battery floating on the bus-bars, felt every varia- 
tion of the line pressure, the field of the booster being, of 
course, very weak to bring its armature pressure down to the 
required low voltage. It was, therefore, arranged to do the 
boosting of the low cells at night, and the arrangement used 
was as follows :—The booster motor was connected across 
the 197 cells, the diverter winding was cut out of the booster 
field, and the volts across its armature adjusted so as to 
charge one, two or three cells at about, 80 amperes (which 
current was found to give much better results than a higher 
rate), and perfect steadiness was thus obtained as low as 3 
volts. So that the battery, being isolated, was made to give 
a boosting charge to any of its own cells. In fact, it has 
been used, so connected that whilst giving current direct to 
the main bus-bars, it has at the same time been running the 
booster to charge groups of its low-reading cells. Thus 
197 cells were in series; and Nos. 4 and 5, 27 and 28, 145 
and 146 (or any pairs of cells)were being boosted two in series, 
these several groups being in parallel across the booster 
armature generating 90 amperes at, say, 6 volts (the latter, 
of course, depending upon the state of the cells), whilst the 
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battery could give current to the mains for the night load for 
lighting and power. Boosting must be effected at a low 
current, and sometimes takes a long time, but in this wa 
it was possible to work up several groups at once, and so uchi 
time and trouble was saved. The arrangement which could 
be left to itself for hours together, was easily fixed, and thus 
the expense of an £80 milking booster for only occasional 
use, was saved. 

In many works there are times when the load is only 
light, and economies in running expenses could be effected 
if a battery were available, especially at night, or for over- 
time work. Take the case of an engineering works, such 
as the plant from which these experiences were gained, was 
serving. Very often there would be an odd motor, with a 
glow lamp or two, running overtime or all night. 

There were always 100-volt glow lamps for the boiler house, 
time office, &c., all night ; also a few arc lamps, and some- 
times a crane in the steel works on 410 volts. The rotary 
transformer would be run for the 100-volt cireuits, and 
with the arcs, &c., the load would be about 15 kw., for 
which a 90-kw. dynamo would have to run 11 hours, a 
boiler be kept under steam, with a stoker, driver and lamp 
attendant, so that when the night shift was small the cost 
of running the few motors and lamps was very high. 

The difficulty was that, through having to run the trans- 
former, although its output was small, its light load losses 
caused the 11 hours’ consumption to require more than the 
battery could supply, so that the engine, with all its attendant 
expenses, was a necessity. Неге the booster came in again, how- 
ever. The engine was run until 7 p.m. ; then, with the booster 
cut out, the battery was placed direct across the bus-bars. 
The booster was then run by its own motor as a gene- 
rator at such a speed as to keep 80 volts (its maximum 
pressure) across its armature. Such 100-volt lamps as 
were required in the night were replaced by 80-volt lamps 
and put on the booster. Thus the battery was able to 
serve both the 410 and 80-volt circuits. Coal, and the 
driver and stoker's wages were saved, and the light load 
transformer losses (45 Kw.-hours) avoided. . 

The booster required only an occasional look in by th 
lamp and motorman, who also did other work, 
the day shift men came on at 5.30 a. m., connections were 
changed, 'generators run up, and the battery put on to 
charge up. 

A point may be noted here. The battery could be 
charged, and would still regulate the mains volts and 
generator load. Any sudden demand on the mains would 
simply take from the battery charge what was required. 
When being specially charged in this way, the practice was 
to set the booster at slightly over the proper charging rate, 
and this would keep fairly ‘steady. As the battery volts 
rose, a little more boost was given automatically until the 
booster volts plus generator volts equalled 2:4 volts per cell. 
The charge was then reduced, and allowed to die out of it- 
self, thus the battery never got overcharged. When fully 
charged, so long as the battery volts are higher than the 
bus-bar volts, the booster will reduce the pressure to the line 

ressure if the battery is called upon to discharge. As the 

ttery pressure falls by continuance of discharge the booster 

reverses and begins to raise it to the pressure required for 
the line. 

When discharge is finished the booster again reverses (the 
line being now higher than the battery), and reduces the 
line pressure to allow a proper charge to enter the battery. 
As the battery pressure rises it again reverses, and begins to 
add to the line pressure as required until the battery is full, 
when until called upon to discharge again the pressure of the 
booster will remain at zero. 

By this automatic action of the Highfield booster, very 
little attention is required; the machine will run all 
day without being touched—although so many other 
things can be done with it, if desired. But ordi- 
narily one man can attend to both engines and switch- 
board, and, with occasional help in cleaning up, &c., look 
after all the running machinery in a large power station. 

It will be seen from the foregoing notes that the 
battery instanced has had some pretty severe usage, and 
it may be asked what effect the intermittent charging and 
discharging, and constant reversals have had upon the 
oells. In this case no injurious effects can be observed; 


When. 


after two years' use, the plates are in first-rate condition, 
and the full guaranteed discharge capacity can be obtained. 

Of course, the' battery has had regular and skilled 
attention. A weekly inspection and test of specific gravity 
and voltage of each cell, reveals any irregularities, internal 
contacts soon show in the test and are at once attended to. 
No repairs have been required, the cells will not want 
cleaning for another year, and the plates are all in equally - 
good condition. | 

The use of a battery and automatic reversible booster 
offers many advantages to the works engineer as well as in 
the central station. Steady running of all motors and lights, 
whatever their working conditions, is important in the 
workshops. | | | 

Simplification of the wiring and economies effected by 


putting power and lighting together, may save a great deal 


of cable. Running only such engines as are actually 
required, and being able, in spite of fluctuations in the 
demand for power on the mains, to keep them at their 
full load, or at least a steady value of it, adds to their 
efficiency, and saves coal and wages. 

The extra boiler and engine power required for lighting 
and only used for a small proportion of the working dune 
may well, in а new plant, be replaced by a battery. In 
case extensions are required to an existing plant, the 
question of putting in a battery should be carefully con- 
sidered. In some cases satisfactory working of a mixed 
load could not be obtained without it, and im every case 
it would improve the conditions. For night work it 
requires less attention and works more economically than 
the engine would usually do. | 

In times of breakdown, emergency, or for special 
requirements, the battery is always a friend. А little 


Ingenuity will enable the engineer to overcome many 


difficulties, and the booster can be put to many uses. 

The writer has not made any attempt to go into the 
theory of batteries and boosters. They are extremely 
interesting to study, but even more interesting to see 
working. . | 

The use of them in factories or works deserves more 
attention than it has yet received, and whether the works be 
large or small, the question of their adoption is worth con- 
sidering. | | : 

The requirements of a traction station are not so exact- 
ing as those of a large works, nor are the conditions of 
working so severe as in the case quoted in these notes. 

Electric driving is rapidly becoming so universal that 
the most arduous and unpromising cases for the electrician 
must be considered. The driving of such a load as a 
steel rolling mill, and the being able to do it without 
disturbing such a delicate load as an incandescent lighting 


. circuit, must be considered a point in favour of electric 


driving. 

There must be many cases in which the conditions are 
as severe, and in showing what a reversible booster has done 
in his own experience, the writer hopes to help in bring- 
ing forward its use and to demonstrate the applicability of 
the electric motor to any task, however severe, to which 
mechanical power can be applied. | | 


AMERICAN VIEWS ON HEATING, IN 
CONNECTION WITH ELECTRICITY SUPPLY. 


THE first point that strikes the Britisher landing in New 
York in mid-winter is the widespread differences which 
exist in regard to that important item of domestic economy 
concerned with the heating of offices and houses. Whereas 
the thrifty Teuton closes all windows, and makes a burnt- 
offering of a half a score or во of briquettes in a tiled stove 
(which bears а striking architectural resemblance to the 
memorials erected in some villages to their inhabitants who 
fell in the Franco-Prussian war), the Yankee exists in an 
equally unventilated condition at a temperature of about 
809 F., caused by water or steam-heated radiators. Regarded 
economically, either the American or German methods, 
when applied to a single house, are thermo-dynamically 
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superior to that colossally extravagant device, the British 
fireplace. Reviewing the progress in these two countries, 
while the German has remained an individualist, the room, 
rather than the house, being the unit, the American has, in 
the more closely packed areas, lately shown a tendency to 
depend upon companies supplying hot water or steam to a 
number of customers. Оп the face of it, the heat losses in 


the mains between the house or store and the station would 


seem tremendous ; yet the fact exists that many American 
central stations augment their revenues by the sale of live 
or exhaust steam for heating. The recent convention of the 
American National Electric Light Association devoted а 
considerable part of ite time to the consideration of the 
report of a committee on ©“ district heating." The informa- 
tion furnished savourg more of the generalities of a presidential 
address than the report of a body of engineers. Some of these 
rather wide generalities are, however, not uninteresting. It 
is suggested that the! financial field of such enterprises lies 
in oities where steam coal costs from one to two 


dollars, and where domestic coal runs from four to nine 


dollars." It is also suggested that where the winter peak 
load is short and sharp “ managers might be warranted in 
installing some inexpensive, simple non-condensing engines, 
the exhaust from which would be well utilised for heating 
шо: or it might even prove to be best, under proper 
conditions of load and fuel costs, to install condensing 
apparatus which would run only during the summer, but 
_which in the heating season would be cut out, the exhaust 
steam being then used on the heating system." 

The following paragraph of the report—which we quote 
from the account in our namesake and contemporary in New 
York—serves to indicate the nature of the precise (?) 
information afforded by the committee :—** The returns we 
get from steam heating plants indicate that it is safe to 
figure for ordinary conditions about 0°20 Ib. of water per 
ва. ft. of radiation (varying from 0°05 to 0:50). As all the 
consumers are not using steam at the same time, particularly 
if on a meter basis, the load-factor should be no more 
neglécted than in the lighting business.” No particulars 
are given, say, of the actual water metered to the. consumer 
or of its cost. Neither is anything said of the losses in 
piping. . Later on we read that depreciation is estimated at, 
5 per cent. Considering the ‘short and merry life of most 
American mechanisms, such a depreciation must either 
bespeak a manufacturing revolution or a вай miscalculation. 

Had this subject been treated economically or thermo- 
dynamically, central station engineers in northern towns, 
whose boiler pressure during the evening peak never gives 
them any qualms, might have taken an interest in the 
matter. With the information at present available, it is 
scarcely of academic interest. 

To a smaller degree the same reproach applies to some 
reports which were presented to the Convention on electric 
heating. In these much was made of electrically-heated irons 
in laundries. One member dealt with the question of cost. 
Within 12 months his company had increased the number 
of flat-irons connected from a dozen to over 600, con- 
suming possibly 75 to 90 cents each " (sic). His company 
had ‘displaced gas irons in a town where gas is sold at 
90 cents a thousand cubic feet, upon a basis of 3 cents for 
electricity.” This apparently involved to the consumers 
an increased price of from 10 to 25 per cent. extra 
for the convenience, quickness, and cleanliness of electricity. 
Supply current for cooking at 4 cents per unit, was found to 
compare with gas at $1.50 per 1,000 cb. ft. Electricity for 
heating had been found by this company to be a failure 
except for the isolated houses of the rich. They regarded 
favourably curling irons and kindred small apparatus, which 
paid from 25 to 50 or 100 cents a month to the station, but 
these needed to be pushed by personal solicitation. 

Another member in his report gave particulars of the 
requirements of different classes of apparatus, and declared 
the sphere of the radiator to be in the bathroom, where a 
2,000-watt radiator would be needed for 15 or 20 minutes. 
As regards general cooking, electricity had to be sold at 
3 cents “to be on a par with good $1 gas." He estimated 
that regular cooking hy a servant will take “а kilowatt per day 
рег meal per person.“ A few words further on we are given 
* about 3°33 watts рег meal per day per person.“ ** Kilowatt- 
hours“ are presumably meant in each саве, 


— 


As regards the heating of water electrically in the kitchen 
boiler for kitchen utilisation, this is regarded as imprac- 
ticable, but for bath-room. purposes, as a substitute for the 
geyser, such heaters are recommended. 

Competition with gas companies on this side of the 
Atlantic is a keener matter than in tlie States. The con- 
tributions on this subject secured by the Convention do not 
point to immediate success in domestic spheres. An 
investigation in England would have evoked fewer 
generalities and more detailed figures. On gencralities 
alone successful businesses cannot be founded. Perhaps the 
next Convention will descend to be precise and deal with 
thermal efficiencies. Ere then some of the exhibitors at 
Olympia may have something to say on this side of the 
case. 


THE NATURAL FIELD FOR COAL-GAS. 


To that fairly large section of the community—even, be it 
said, of the engineering community—which does not read 
the reports of the chairmen's speeches at the meetings of the 
shareholders in the great railway companies with the same 
amount or kind of interest which they are able to discover in 
the latest novel, we suggest that they miss unknowingly the 
ever-recurring chance of an intellectual treat. Whether the 
diminished receipts from various sources, which they have 
had to record too often within the last few years, gives to the 
chairmen's words the most pessimistic and often with it the 
most near-sighted tone, or whether the same sad figures are 
turned by other chairmen with good digestions and clearer 
heads to the ultimate prophetic advantage of the happily 
credulous shareholders, the minutes pass pleasantly and 
profitably as we groan, or stare, or laugh, or meditate, over 
the newspaper reports. The excuses for the bad year are во 
ingenious yet so true, or at least half true—the statistics 
themselves are so interesting as they stand, and lend them- 
selves во obligingly to the whims of the man who never sees 
& pair of figures but he wants to make another ; the correla- 
tive and general information that can be distilled from the 
paragraphs ; the prejudices which the broad-minded reader 
will deride but pity : the good sense that he has the wit to 
applaud, and the humour, richer unconscious than premedi- 


tated, at which he rubs his hands—all combine to make these 


reports at least as interesting and certainly fuller of living 
and often sensational facts than the cleverest example of 
modern fiction. 


These thoughts stirred within us once more as the half- - 


yearly report season has just been with us, and, while we have 
no intention of dissecting any of the speeches delivered at the 
general meetings in order to excuse our appeal to the intelli- 
gent brotherhood of engineers, we desire to draw attention to 
the speech of Mr. Cosmo O. Bonsor, chairman of the South- 
Eastern, and to that of Lord Claude J. Hamilton, chairman 
of the Great Eastern. Both companies have suffered loss 
through a decreased coal traffic; and the reasons put for- 
ward by the speakers have more than a little significance. 

Mr. Cosmo Bonsor said: “The mild winter, no doubt, 
had had something to do with the smaller quantity of coal 
carried, but what had had still more to do with it, he 
believed, was that the large gas companies were using more 
oil than formerly.” 

Lord Claude Hamilton is reported as follows :—( Times, 
July 29th). ** The reduction in the coal traffic was due to 
the general depression of trade, but it was also occasioned by 
the growing use of gas stoves in place of open grates burning 
coal. No fewer than 16,000 of the 22,000 houses in 
Norwich were fitted with gas stoves last month, and the 
number was growing at the rate of 80 or 90 every week. 
It might be taken for granted that these houses would, but 
for the gus stoves, consume an annual average of three tons of 
coal each, or a total of 48,000 tons. The loss, therefore, to 
this company alone in receipts from that source (Norwich) 
was nearly £10,000. The board understood that plant was 
being laid down in the company’s district for the generation 
of water-gas, and this again, if it resulted in success, would 
tend further to diminish their coal traffic to the gas works.” 

However unsatisfactory the decreased revenue from coal 
traffic from the causes mentioned above may be to the 
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directors and proprietors of these railways, there is cause'for 
very different sentiments to be expressed by the rest of the 
population. i 

We have not forgotten that the Royal Commissioners on 
coal supplies stated in their final report that at least half of 
the 32,000,000 tons of coal estimated to be burned annually 
on the domestic hearths of Great Britain could be saved by 
the application of economical heating apparatus, and we 
rejoice to have proof that the saving is in the act of being 
made, for that is what Lord Claude Hamilton’s words imply. 
48,000 tons of coal (we have no desire to criticise his Lord- 
ship’s figures) will be carried into Norwich alone, less this 
than last year for household use, and that is put down by 
implication as a dead loss, although there must be something 
to put on the other side for increased traffic in gas coal to 
the gas works. 48,000 tons, hewever, ів the measure which 
the chairman has taken of the economy to be made annually 
һу exchanging coal fires for gas stoves in 16,000 out of 
22,000 houses. The efficiency of the gas stove is that much 
better than the open fire. 

Norwich has a population which is about one five- 
 hundredth of the population of Great Britain, во that an 


economy of ро less than 24 millions of tons of coal per 


annum would be made by the adoption of gas stoves through- 
out our country in the same proportion as in Norwich. 
Atlowing 50 per cent. for an exaggeration in his Lordship's 
estimate of 3 tons saved per house, and for an increased 
consumption in the gas works, we may say with some faith 
that 12 millions of tons are being wasted for want of gas 
stoves. While the consumer is economising, the producer is 
not becoming more extravagant, and it is not impossible that 
gas works will supply the increased demand on the same 
amount of coal as before. It is to that end that “ the large 
gas companies are using more oil than formerly," 
reducing the South-Eastern's coal traffic. 

How many times has it been printed, and how many 
thousand times has it passed from lip to lip that the advent 
and growth of electricity in the region of lighting has not 
been antagonistic to the continued prosperity of the gas 
undertakings ? Statistics, verified by both sides, which 
proved that the rate of increase of gas consumption actually 
tends to rise whenever electricity enters the field with it have 
been published and republished. The reasons for this seem- 
ing anomaly are known, and one of them is apparent from 
what has preceded these words. Gas as an illuminating 
medium has become less popular than electricity, and will 
become still more unpopular, until in the end it ceases to be 
used for lighting altogether, and this, notwithstanding the 
ever more successful efforts which are being made to im- 
poverish the gas for use with incandescent burners in order 
to bring it down to a price at which it will compete 
again with electricity. Poor" gas was not made in 
the first place for illuminating, but for heating, and 
everything possible ought to be done to help on its 
development by improvements iu legislation as well as in 
methods. The transition period between the use of.full 
and poor gas will be marked possibly by a certain degree of 
annoyance and discomfort to persons who stil use the 
bat's-wing burner, but they will have to fall into line with 
the more advanced section of the community and discard the 
old for the new so long as they remain users of gus for 
lighting. 

The time is not yet when electricity will offer any 
serious competition to gas for heating purposes, and until 
that time arrives at least, the consumption of gas of some 
sort, but almost undoubtedly of the nature of water-gas, will 
be affected only for good by the advance of electricity for 
domestic, factory and other uses. 


It is to the increase in gas consumption that we have to. 


look even more than we look to electricity for the gradual 
dissipation and eventual disappearance of the pall of smoke 
which overcasts our once fair land, for it is from gas that 
electricity itself will be transmuted, and no one with the 
least fragment of prophetic fire within him can look at the 
enormous gas-making industry in this country without fore- 
seeing the day when the makers of gas and electricity will 
go hand in hand towards the golden apple of efficiency. In 
that- day shall onr children-—hardly we ourselyes—see the 
generation of electricity at the gasworks, and the trans- 
mission of it to distances to which the old-time guspipes were 


and во 


unsuited, while they who desire to generate their own elec- 
tricity will tap the gas main for the gas engines as well as 
for the whole of the heating and cooking apparatus. 

The present aspect of affairs, the snarling teeth of the 
gasmen facing the bared knives of the electrically-inclined, 
is not an aspect over which the economist need shed his 
tears, for the angry teeth will keep the owners of the knives 
alert to seize new opportunites, and to work to windward 
and sunward of their enemy, while the flashing blades will 
make a stand or & backward step a dangerous act for the 
opponents of the harnessed lightning, all of which will make 
for the good of the consumer. Hock! the conshoomer ! " 
as Dooley says. | | | 


ECONOMY OF LARGE UNITS. 


Охе of our contemporaries recently published an article in which 
larger units aro demanded. It is probably a dozen years since we 
pointed out that the practice of using a multiplicity of small 
engines, in place of fewer large ones was a mistake. The trouble 
with electrical practice arose, of course, from the experimental 
stage of electrical development. The established stcam-engine 
makers fought shy of electrical work, and а new set of makers 
came into being who fitted their engines to the dynamos of the 
day, and the result of this was that an électrical station of the 
older type consisted of a long vista of little engines, and some 
designers have never shaken themselves free from the early 
practice. That practice was the best that could be contrived 
with the available electrical plant of the time, and standard types 
of engine naturally came into vogue as soon as clectrical generators 
became of a size to warrant this. Small engines cannot be so 
economical as large ones. 

There is to-day a tendency to consider that the economy of 
steam power on a steamer or in a cotton mill, is due to the one 
large engine which takes thc place of many small ones in the elec- 
trical station. But while this is true in great part, it is doubtful 
whether the fuel economy of an electrical driving engine can equal 
that of the engine of a ship or a factory even when of equal size. 
Something depends upon the load factor, and no electrical station 
has a load factor equal to that of a steamship or of a cotton mill. 
But it may at least be said that there can be no justification for 
small engines when their full load steam consumption is greater 
than the partial load consumption of larger engines, nor can there 
be any reason for putting down small sets when the minimum load 
of the station cannot by met except by running two or three of 
these smallsets at once. Apart from the unavoidable necessity of 
small sets at one time, the early steam engineering was bad in 
other respects. Not satistied with a dozen engines where two or 
three would have been desirable, each small engine would have 


two ways by which steam could reach it, either by ring main or by 


branch pipes. 

One possible advantage of the small engine was that if it did 
fail it could be quickly replaced by another one, and there was 
really no need for duplicate steam pipes. One wonders who 
invented the idea. It was advocated by those responsible for 
many of our English stations, as though no single steam pipe 
steamboat had ever left English waters; as though cotton mills had 
been in the habit of shutting down because of steam pipe failures ; 
as though steel pipes had not come into use to enable piping to be 
constructed and erected with the minimum risk of failure. Exccs- 
sive duplication has been attributed to the opinion of the electrical 
engineer that his work was faulty; but the real cause of excessive 
duplication was mere blind following of fashion. А sad waste of 
capital was made, and a worse waste of steam and fuel. 


BUSINESS NOTES. 


Consular Notes, MEXICO. — Manufacturing in Mexico 
is as yet in its infancy, but it is bound to grow very rapidly within 
the next few years. It is commonly asserted, says the United 
States Consul-General at Mexico City, that the principal obstacle to 
manufacturing in Mexico is the lack of fuel, but this is actually 
not so great an obstacle as it appears. The people аге just beginning 
to wake up to the vast unused water-power of the country, which, 
fortunately enough, exists in great abundance near the large centres 
of population. There are but few very large streams in the 
Republic, but, owing to the mountainous nature of the greater part 
of its area, there is an abundance of small streams which, owing 
to their rapid fall, offer a great amount of power to. be 
utilised. Certain obstacles, however, have to be over- 
come in using this  water-power. One special fault is 
that many of the streams have dry beds for about six months 
of the year. The problem to be solved in such onses i8 how 
to profitably use the water power which oan be derived from such 
streams during tho rainy season when they are full? In some cases 
where power from streams that are dry during part of the year is 
now being utilised to generato electric power for lighting, &c., coal 
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or other fuel is used during the dry season. The exclusive use of 
coal for generating steam to run the plants would render the cost 
of their operation prohibitive to profits, but by using the water 
power for some six months of the year, profits can be made. 
Another great obstacle, similar to the one which is encountered in 
some Southern States of the United States is that of vegetable 
growth, which at the present time greatly impedes the use of water 


from streams infested by it. This obstacle has, however, been over- 


come in the United States, and there is no reason why it should not 
be overcome in Mexico. | 

Of the great abundance of water power with which the country is 
supplied, it is estimated that not more than 250,000 н.р. is being 
utilised, or is in the course of development at the present time. 

The potential horse-power has never been estimated with any 
degree of accuracy. According to an article which has appeared 
in the Mexican Herald recently, the average cost of power derived 
from steam in Mexico City is between $190 and $225, Mexican 
currency, or about £20 sterling per horse-power per annum. The 
Mexican Light and Power Co., a Canadian concern, which is in- 
stalling an electric power plant at Necaxa, in the State of Puebla, 
proposes to sell electric power in Mexico City at $120 to $125 
(Mexican), or £11 sterling, per horse-power per year. The com- 
pany proposes to develop about 100,000 н.р., of which 80,000 н.р. 
will be transmitted to Mexico City. At present, according to the 
same authority, the total horse-power derived from steam plante in 
the city is less than 32,000. B | 

The Guanajuato Electric Light and Power Co., whose power 
house is situated on the Duero River, in the State of Michoacan, 
has a capacity of about 8,000 H. P., 4,000 of which has already been 
developed. It is transmitting its power over an aerial wire to 
Guanajuato, where it is at present being used for lighting, mining 
and other purposes. This company purposes increasing its horse- 
power very greatly in the near future, and furnishing power toa 
number of cities in that part of Mexico. 

The Falls of Juanacatlan, near Guadalajara, furnish several 
thousand horse-power, which is transmitted as electrical power by 
means of aerial lines to Guadalajara, where it is used for lighting 
and commercial purposes. This section of Mexico has an immense 
potential water-power which will, no doubt, be used in the near 
future for the generation of electrical power. 


+ 


The San Ildefonso Co., of Mexico City, generates electrical power 


from water power near the city in the rainy season, and uses steam 
power in the dry season. Another large undertaking in prospect 
is that of the Mexican Railway, which purposes utilising water 
from the Atoyac River to generate electrical power for use over 
that part of its line which lies between Orizaba and Esperanz, 
where the steep grade makes steam as motor power extremely 
expensive. Many cotton mills and electrical plants in the region 
of Orizaba are now operated by water power. The Teziutlan 
Copper Co. has a plant at Teziutlan, in the State of Puebla, for the 
generation of electrical power. 

Recently a great many concessions have been granted by the 
department of public works of the Mexican Government to com- 
panies and individuals for the utilisation of water from the streams 
of the Republic for the generation of power. . The Government is 
fully awake to the desirability of having the water power of the 
country fully developed, and it offers very liberal concessions to 
bond fide companies or individuals who desire to utilise it. Herein 
lies a partial solution of the fuel problem of Mexico. When its 
watcr power has been fully developed, manufacturing industries 
can reasonably be expected to flourish. 


Receiver Appointed.—Mr. W. B.. Peat, 3, Lothbury, 
E. C., has been appointed by the Court, receiver and manager of 
Benham & Froud, Ltd., on behalf of the debenture-holders. He is 
carrying on the business under the sanction of the Court, and Mr. 
Н. А. Benham will sign orders on his behalf, 


Belgium.—The balance-sheet of La SOCIETE DE LA 


FABRIQUE BELGE DE Crayons ELECTRIQUES, of Liége, for the last 
financial year, shows a loss of £1,172, 


Stirling Boiler Contraets.—The STIRLING BOILER 


Co. Lro., of Motherwell, have recently received the following 
orders :— 


For the Indian State Railways.—Repeat order for one marine type boiler to 
evaporate 10,000 lb. of water per hour, with chain-grate stokers, motor, fan, 
chimney, pumps, piping, &c. 

For the Cawnpore Tramways.—Three marine type boilers, each to evaporate 


9:200 lb. of water per hour, complete with superheater and chain-grate 
stoker. 


| For the Borough of Leigh Electricity Works.—One boiler to evaporate 
13,600 Ib. of water per hour, fitted with superheater and Hodgkinson stokers. 


Considering the Employés.—Messrs. JOSEPH Cros- 
FIELD & Soxs, Lrp., of Quay Bank Works, Warrington, in 
announcing that they have just been favoured with the Royal 
Warrant as manufacturers by special appointment to his Majesty 
the King, have placed in our hands another copy of their interesting 
works pamphlet, in which they give full particulars, with appro- 
priate photographs, of the various measures adopted by them at 
their soap and chemical works, for making the lives of their 
employés brighter and more contented by providing for them 
numerous organisations for recreation, entertainment and self- 
improvement. As we think we said when a former edition of the 
pamphlet appeared, other manufacturers might with advantage 
study the efforts of Messrs. Crostield. Indeed, we understand that 
various deputations from other firms have visited the works, and 
some have adopted certain ideas, the working out of which they 
werc able to inquire into at Warrington. | XN 


Milan International Exhibition, 1906.—At a meet- 
ing of the Milan International Exhibition Committee, constituted 
from the Associated Chambers of Commerce, the London Chamber 
of Commerce, the Italian Chamber of Commerce in London, and 
other bodies, it was reported that the British Government had 


- intimated that a grant of £10,000 would be made in aid of a 


British Section at the Exhibition. Provisional arrangements 
were also made for the purpose of communicating with the 
local authorities of the cxhibition at Milan as to space for 
British exhibitors, and also for ascertaining provisionally what 
British exhibits may be expected. Delegation from the Com- 
mittee consisting of Lord Brassey, Sir Albert Rolit, M.P., 


.and Mr. Arthur Serena will proceed to Milan to confer with 


the local exhibition authorities there, and to make provisional 
arrangements on behalf of the British Section. Possible ex- 
hibitors are requested to communicate with the secretaries of 
the Committee for the Milan Exhibition at the London Chamber 
of Commerce, by whom information will be afforded. It may 
be added that this is the first International Exhibition held 
iu Italy, and Milan is the industrial capital of the country. It is 
being organised under the auspices of the Italian Government, the 
King of Italy being a patron. Prom all that can be gathered the 
success.of the exhibition is assured, the Governments of France, 
Germany, Austria, the United States, and those of other countries, 
haying already decided to be officially represented. 


~ 


Motor-Tower Wagons.—The Mo-CAR SYNDICATE, LTD., 
of Paisley, have lately supplied а 12-н.р. petrol motor-tower wagon 


to the Glasgow Corporatiog for use in connection with the electric 
tramways. 20 


Electromobile Runs in France. — Following the 
example of Messrs. Vedrine, the KRIEGER Co. are this week sub- 
jecting two of their electrical motor vehicles—a landau and a coupé 
—to a long-distance run from Paris to Deauville. А stop will be 
made at Evreux en route to recharge the batteries. 


Mica in the Transvaal.— Mica has been receiving 
increased attention of late in the Transvaal. On account of the 
vast strides being made in electrically-driven machinery, there has 
been a corresponding increase in the demand for sheet mica for 
insulating purposes, at prices ranging from 2s. to 15s. per lb., 
according to size. The many uses to which it is applied are well 
known. Local enterprise has been developing the mica deposits in 
Zoutpansberg with every promise of success. The quality of the 
mica has been declared by London authorities on the mineral to be 
true Muscovite, and equal in every way to the best Indian-product. 
А syndicate has been formed, with a capital of £30,000, of which 
£4,000 will be held in reserve, for the purpose of acquiring 
1,000 mica claims situated in the district of Pietersburg (Division 
of Leydsdorp), Transvaal, to work and prepare the mica for ship- 
ment, and to dispose of same in London, New York, and Continental 
markets, besides supplying local requirements.“ South Africa. 


Annual.Outing.—The employés of Mrssrs, FRANK 
SUTER & Co., Lro., went for their annual outing on Saturday 
last. The party went by train from Waterloo to Shepperton, and 
hence by brakes to The Cricketers, at Chertsey, where dinner was 
served. Mr. Frank Suter ‘presided.’ The great attractions of tho 
river rendered a set programme of sports unnecessary. 


, 


Electric Printing Machinery.—Messrs. J. H. 
HorwEs & Co. have recently booked an order for the equipment, 
on the Holmes-Clatworthy system, of the rotary presses to be 
employed in producing the Tribune, the new Liberal paper. 


Electric Plant in Mines in India.—The following 
note has come to hand regarding the paragraph quoted in our 


issue of August 18th, which reached us from an Indian corre- 
spondent :— x rot ! 


“ With reference to the recent paragraphs in your paper on the 
above subject, I presume your correspondent refers to electric 
power for Aaulaye purposes, as I know that the Equitable Coal Co., 
of Burrakur, installed plant for coal-cutting and lighting as far 
back as 1896, and also that the Borrea Coal Co. followed suit a 
year orso afterwards. I believe also that there are other oollieries 
in India already using electric coal-cutting machines. | 


. *H. Е. D. Јасов. 
“ Brixton, August 26th, 1905.“ : 


Advance in Prices in Germany.—It is announced 
that a number of firms in Germany have just decided to make an 
increase of 10 per cent. in prices, apparently only for the inland 
market. Тһе works concerned are the Allgemiene Electricity Co., 
the Siemens-Schuckert Works Co., the Felten & Guilleaume- 
Lahmeyer Co., Brown, Boveri & Co., the Bergmann "Electricity 
Works Co., the Berlin Maschinenbau Actien Gesellschaft vorm. L. 
Schwartzkopff, the E. H. Geist Electricity Co., the Carlsruhe Elec- 
trical Industry Co., and the Saxon Light and Power Co. The 
increase, which relates to the prices of generators, motors, trans- 
formers, aud regulating apparatus, and which has been brought into 
operation at once, is explained by the general increase in the cost 
of raw materials and wages, and the disproportion thereby pro- 
duced between the cost of manufacture and the prices of sale. 


~ 
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New Continuous-Current Motors and Generators.— 
The BrrrisH THomson-Hoveron Co., of Rugby, has recently intro- 
duced a new line of continuous-current motors and generators, in 
connection with which the firm is issuing an illustrated descriptive 
pamphlet, giving all particulars. The machines are of the 
“DB” and “М P" types, and are built in the following capa- 
cities: D В” motors, 25 to 70 н.р; generators, 20 to 50 Kw. 


Fic. 1.—"D B" Tyre Мотов. 


"M Р” motors, 70 to 100 H.».; generators, 50 to 100 Kw. The 
former class of machine is of the “ enclosed protected " type, while 
the latter are supplied in “open " type only. | 

In the DB machines the bearings are supported in end shields, 
which can be turned round through suitable angles to permit of the 
machines being fixed to either floor or ceiling. \ 

Ја the МР machines the bearings and frame are supported on а 
common bedplate, the bearinga being of the self-aligning type. In 
both classes of machine the armature is drum-wound, and the 


Fic. 2.— M P" Type Мотов. 


/ 


brush gear, provided with carbon brushes, is of a substantial and 
convenient character for facilitating adjustment or renewals. All 
parts of these machines are made to gauge, and duplicate parts can 
be obtained at any time from the makers. 


Both motors and generators are built for а range of pressures 


and speeds; they embody the most recent practice in this class 
of apparatus, including ample ventilation and low temperature 
rise, sparkless commutation from no-load to 10 per cent. over-load 
without brush adjustment, and they will carry over-loads of 25 per 
cent. for one hour, or of 50 per cent. momentarily without injurious 
heating or sparking. We illustrate in figs. 1 and 2, the respective 
types of generator. 


Book Notices.—Mechanical Appliances. By Gardner 
D. Hiscox. London: Archibald Constable & Co., Ltd. 1905. 12s. 6d. 
net. This book, as stated, is simply a well illustrated dictionary of 
mechanical movements, and its arrival at a tenth edition may be 
taken as some evidence of its usefulness and popularity. It is a 
machine designer's book, a book to look through when some means 
of accomplishing an end is to be found mechanically. 
has included perpetual motion devices rather to point a moral than 
to adorn a tale, and he has not cotifined his collection of appliances 


The author 


L. a 


to moving combinations. He includes the various forms of steel 
springs, steam boilers, fuel oil burners, boiler feeders, types of steam 
engine, and indeed, an enormous array of machinery, appliances and 
details, nearly 1,000 in.number. The most appealing of the e- 
tual motion devices is that of two disks on shafts inclined in such a 
way as to bring the disks nearer together at one side than at the 
other. Hence the water rises by capillarity high up on one side, 
and by ite weight is supposed to pull down the disks at this side, so 
producing rotation. If we accept the capillary effect, why do not 
the disks rotate? Explanations of the why? are not, however, 
tendered. May it not be suggested that the viscosity or tension of 
the water which promotes the capillarity, is great enough to hold the 
disks against rotation. We all are bound to be sure without trial 
that they will stand still, and it is this stupid attitude of engineers 
who won't go to the trouble of building perpetual motion machines 
that aggravates the poor inventors of the appliances. "There appear 
very few of the mechanical movements that were once to be found in 
collections of this sort. Thus the clock escapement is nearly 
obliterated from the book, and so are wheel trains, but there are 
rotary engines, gasoline motors, fire extinguishers, and a host of 
unexpected appliances, and even gas producers. The book is, 


. indeed, sufficient to give ideas on almost anything. 


British Standard Specifications and Tables for Telegraph Material. 
Interim Report issued by the Engineering Standards Committee. 


London: Crosby Lockwood & Son. 10s. 6d. net.—The subject of tele- 


graph material from a standard point of view is a most difficult one 
to tackle, as there is not only the greatly varying use due to local 
conditions, but also the constant change of patterns due to improve- 
ments and to changing requirements. That this is recognised by 
the Committee is evident, as the material standardised, although by 
no means unimportant in amount, forms only a mere fragment of 
what is required in actual practice. It has not been considered 
desirable to issue a specification for copper wire. Copper is 
itself (says the Committee in the preface) so costly that manu- 
facturers are scarcely likely to stock it in large quantities, more 
especially on account of the considerable variation in the require- 
ments of different users. It was therefore decided not to go 
further in the direction of standardisation than the preparation of 
tables furnishing data based on the standards given in Report 
No. 7 (British Standard Tables of Copper Conductors and Thick- 


~ nesses of Dielectrios). No attempt has been made to standardise 


submarine or underground cables, as it was deemed  in- 
advisable to deal with these questions in the present 
state of the industry. It has, moreover, not been thought 
necessary to touch upon the question of standardising telegraphic 
or telephonic apparatus, or even parts of such apparatus, as the 
Sub-Committee felt that no useful purpose would thereby be served. 
The actual standards fixed upon is shown by the following list of 
contents :—'' Standards for Copper Conductors,” “ Standard Sizes of 
Hard-drawn Copper Wire," Standard Sizes of Annealed Copper 
Wire”; Table No..1, Weights and Resistances, per Statute Mile ; 
Table No. 2, Weights and Resistances, per 1,000 yards. Specifi- 
cations for:—No. 1, Iron Wire for Conducting on Live Wire; 
No. 2, Iron Wire (Stranded) for Mechanical Purposes; No. 3, 
Iron Wire for Binding; No. 4, Arm-Bolts, Nuts and 
Washers; No. 5, Stay Swivels; No. 6, Truss and Brace Rods and 
Truss-tie, Tie and Brace Bolts; No. 7, Stay Rods and Tighteners ; 
No. 8, Insulator Spindles; No. 9, Terminal Insflator Spindles ; 
No. 10, Single Cup-holders “J”; No. 11, Double Cup-holders “J”; 
No. 12, Double Cup-holders; tensile test-pieces. The standard 
sizes of copper wire for overhead telegraphs and telephones vary 
from 70 to 800 lb. weight per mile, and the sizes of commercial 
annealed copper conductors from No. 7 to No. 50, s. w. G. The 
latter table is a most valuable one, though if it had been extended 
во as to cover all the general data given in the classical Glover's 
table,” it would have been of still greater value; but such an exten- 
sion would, doubtless, be beyond the functions of the Committee. 
In the specifications generally, there is a complete absence of con- 
ditions which might be harassing to a contractor, whilst the 
conditions laid down are ample for ensuring good material. 

“ The Universal Directory of Railway Officials" London: The 
Directory Publishing Co., Ltd. Price 10s5.—The 1905 edition 
(eleventh year of publication) of this very useful annual has come 
to hand, and naturally several additions have been made. It 
has been completely revised and the type entirely re-set. Not 
only is the book a directory of the official personnel of all the 
railways of the globe, but information as to rolling stock, 
mileage, &c., is given, and all tramways in the United Kingdom 
worked by electrical and mechanical power are similarly included. 
All the infomation given bas been compiled from official sources 
under the direction of Mr. 8. R. Blundstone, editor of The Railway 
Engineer. | | 


Electric Power in Steel Works.—In the annual report 
of the STEEL Со. or ScoTLAND, Lrp., it is stated that the amount 
expended this year on additions to and reconstruction of plant, 
namely, £33,009, was higher than in the previous year. The extra 
expenditure was due to the reconstruction of part of a mill roof and 
a new electric crane at Blochairn, also to the extension of electric 
power plant at Hallside. 


Improved  Trestles.— Mr. J. Н. HkaTHMAN, of 
Parson’s Green, is continually exercising his ingenuity in meeting 
the needs of electrical wiremen and lamp attendants. He is now 
introducing an improvement which he has patented for making 
ladders convertible into long or short steps and trestles. This and 
his numerous other specialities can be viewed by electrical engi- 
neers at his factory at Parson’s Green. 


(Continued on page 847.) 
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THE YORKSHIRE ‘ELECTRIC POWER 
"x. SCHEME. 
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lass week our special pages were devoted to a description of | 


the initial work in connection with the opening of a leading 
Scottish power supply system. This week , through the courtesy 


of Mr. W. B. Woodhouse, the chief engineer, we are enabled 
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E principally supplied by small steam units of doubtful 


efficiency. The company as well as being authorised to 
supply local authorities in bulk, has power to make other 
agreements with them. Where the local authority holds a 
provisional order for the district, the company may not 
supply in that district without its consent. 

A number of local authorities have realised that it is 
greatly to the advantage of the district to let the Power Co. 
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Fic. 1 —SEcrIoNAL ErxvisióW ОЕ ыраса Бонна STATION. 


to give our readers some details of a much larger scheme at 
present commencing operations, namely, that of the Yorkshire 
Electric Power Co., to which Mr. H. F. Parshall is the con- 
sulting engineer. The progress of this scheme has- since 
its promotion been frequently noted in these columns; it, 
e a most important industrial area а (а map of which 


me 
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supply all large consumers direct, and dis have arranged to 
take a bulk supply for distribution for lighting and small 
power users. 

Owing to its size the area is divided into several distribu- 
tion areas, of which the first, supplied from the Thornhill 
generating station, has now commenced operations. 


Fia. 2.— PLAN ОЕ THORNHILL POWER STATION. 


is shown on page 345), comprising some 1,800 square miles 
in South and West Yorkshire, and containing 18 boroughs, 
118 urban, and 21 rural districts. The power users in “the 
area, whic 'h the company seeks to supply, comprise local 
authorities (bulk supply), railways, tramways, and canals, 
textile factorjes, collieries, and engineering works, &c., and 
the estimated power in use amounts to some. 3,000,000 H.P., 


This power station is situated between the L. & N.W. 
Railway Co.’s Ravensthorpe station and the River Calder, 
an extremely favourable position in regard to fuel and 
water supply, and, moreover, in the heart of a manufacturing 
and colliery district, a fact which is not realised from a 
glance at fig. 3 of the power station. 

The station, of which a plan and elevation are given in 
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figs. I and 2, isa steel and brick structure, divided into 
engine and boiler houses, measuring respectively 100 ft. x 
50 ft. and 70 ft. x 80 ft. 

Extensions will be made as required by adding to the pre- 
sent station, which is in itself two complete unit ” stations, 


Fic. 3.—THORNHILL POWER STATION. 


similar units" until a total capacity of some 60,000 H. p. 
is reached, 

The fuel supply to the station can be obtained either by 
road, rail or river; by road, coal is delivered to a hopper 
outside the boiler ‘house, from which, by means of a bucket 
conveyor, it is raised to ‘the bunkers : а railw ay siding, not 
yet constructed, will feed the same conveyor, which has a 
capacity of 25 tons of coal per hour, and is driven by a 
B.T.H. p.c. motor from the 220-volt station power circuit. 

Steel coal bunkers are arranged over the boiler house, а 
view ef which is given in fig. 6, and from these coal is 
delivered through automatic measuring shoots to each boiler. 
Provision is made for six boilers, of which four are already 
installed. "These are of the Babcock & Wilcox type, and are 
each capable of evaporating 20,000 lb. of water per hour 
at а temperature of 60? F., to steam at a pressure of 160 Ib. 
per sq. in., and with a superheat of 150° Е. 

Each boiler һава heating surface of 5,730 sq. ft., and a 
grate area of 100 sq. ft., the grates being of the “ chain " 
type, with stoker gear driven by P. c. electric motors. 

The ashes fall by gravity into the basement, and are 
delivered into small tip trucks running on a 2-ft. gauge 
railway, which will eventually facilitate their being barged 
away. 

A main flue is arranged under each of the two rows of 
boilers, leading direct into two brick-lined steel chimneys, 
150 ft. high and 10 ft. diameter, and no economisers 
are provided. 

The steam piping is arranged in the form of a 12-in. ring 
main, with 8-in. branches to the several turbines ; the valves 
are of the “ sluice ” type. Both the steam and feed-water 
piping is designed so that, one-half of the boiler house can 
be completely isolated from the other. 

At the end of the boiler house are situated two.compound 
Hall feed-pumps, each of 8,000 gallons per hour capacity, 
and a feed-water tank overhead ; these feed-pumps are the 
only auxiliaries which are not electrically -driven. 

Two hotwells are situated immediately below the pumps 
in the basement, and receive the discharge from the con- 
densers, the make-up feed-water being drawn from the public 
supply. 

The engine house ів designed to contain generating 
plant of 8,450 Kw. capacity. Two B.T.H. Curtis turbo- 


alternators, each of 2,000 xw., are already installed, and a 
third is being erected. 

Each turbine unit runs at a speed of 1,000 т. р. m., and is 
controlled by a centrifugal governor ; also. it can be elec- 
trically controlled from the main switchboard. — 

The Curtis turbine was dealt with in detail in the ELECTRICAL 
Review of February 26th, 1904, and an illustrated description 
appeared in our issue of July 7th last. The vertical shaft and 
all the rotating parts are supported by a hydraulic footstep 
bearing, water at a pressure of 400 lb. per sq. in. being supplied 
to the latter from a Berry hydraulic aecumulator, in connection 
with which tliere are installed two three-throw force pumps, 
gear driven from 7:5 H.P. B. T. H. shunt-wound motors, 'and 
the turbine shaft floats on a film af water.. A view of the 
three-throw pumps is given in fig. 10. The top and centre 
bearings of the turbine are lubricated on Ше gravity system, 
with oil at a pressure of 10 Ib. per sq. in-, pumped up by 
means of small force pumps in the basement, which are 
driven from the accumulator pumps above ; the oil pumps 
draw oil from a settling tank in the basement, forcing it into 
a tank at the top of the engine house, from which it gravi- 
tates back again throngh the bearings. 

À separate vertical surface condenser, witli air and circulat- 
ing pumps, are provided to each turbine unit. The air pumps 
are of the Edwards type, three-throw, and run at 160 r.p.m. ; 
they were supplied by the Mirrlees Watson Co., and are direct- 
coupled to а 15-н.р. B. T. H. compound-wound motor. | 

The circulating pumps are of the Gwynne centrifugal type, 
direct-driven from, 4-H.P. shunt-wound motors, with- a 
speed of 645 r. p. m., and are installed in the basement; each 
ig rated to lift 160, 000 gallons per: hour from the river, 
against a head of 28 ft. | 

The circulating water discharge pipe being оа at 
its river end, the siphon action of the system is taken advan- 


Fig. 4.—CoRNER OF ENGINE Коом. 


tage of, with a view to increased economy in pumping : this 

action is maintained by. means of a motor-driven dry-air 

pump, which draws the air from the pipes and condensers. 
As an alternative to condensing, the turbines can exhaust 

into an atmospheric exhaust pipe, terminating in ü vertical 

discharge pipe at the side of the engine room. 
Proportionately large condensing plant has been Е. 

with a view to obtaining the high vacuum necessary for the 
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economical operation of steam turbines, and the results 
obtained so far, point to an extremely low steam consumption. 

"The alternators are of the three-phase revolving-{field 
type and generatei'at a pressure) of, 10,000! volts, the 
frequency being 
20. 

For. the excita- 
tion of these 
machines, three 
Allen-B.T.H. 220 
B.H.P. exciters are 
provided, running 
at a speed of 
120 r.p.m. 

The generators 
are six-polar, 220- 
volt. 150 Kw. 
compound - wound 
machines, and in 
addition to sup- 
plying the excita- 
tion they operate 
the station motors, 
including the 
switchgear motors. 

Views of the 
turbine-generators 
and exciters are 
given in figs. 4, 7 
and 9. 

А 25-ton elec- 
trically-driven travelling crane spans the engine room ; 
it is driven by three B. T.H. motors, one for each motion. 

The main switchgear is installed on three floors, at one 
side of the engine house, and is of fire-proof construction. 


Fic. 6.—VIEW OF 


BOILER HOUSE. 


It is of British Thomson-Houston standard construction 
and provides for remote control of all н.т. switches. 
The operating switchboard is situated on а gallery, it 
includes four generator and eight feeder panels for con- 
trolling the 10,000-volt three-phase süppiy, also three 
exciter panels and two other panels devoted to local power 
aud lighting circuits. 


Fic. 5.—MAIN SWITCHBOARD: H.T, FEEDER PANELS. 


Each of the H.T. generator panels is equipped with a 
horizontal pattern voltmeter, power factor indicator and 
ammeter; a field rheostat, an operating switch for the H.T. 
generator oil switch, a turbine speed regulating switch, and a 
tield switch ; the 
H.T. feeder panels 
are each equipped 
with an ammeter, 
polyphase watt- 
hour-meter, auto- 
matic cut-out and 
an operating 
switch for the 
H.T. feeder oil 
switch : red and 
green lights are 
also provided for 
indicating the 


condition of the 
feeders. 
The small 


operating switches 
on the feeder and 
generator panels, 
control through 
220-volt D.C. cir- 
cuits, the B.T.H. 
motor operated 
10,000 - volt oil 
switches, situated 
in brick chambers, 
in the case of the feeders, behind the main switch- 
board, and in the case of the generator- oil switches on 
the floor beneath. The arrangement of the switchgear will 
be apparent from the sectional elevation of the station, 


2.000-k w. B.T.H.-Curtis TvRBO-GENERATOR. 


Fig. 1, and views of the main switchboard, auxiliary 
and feeder ends are shown in figs. 8 and 5, respectively. 

No high-pressure current whatever is brought to the 
front of the main switchboard, the instruments and switch- 
gear being operated by, and controlling only, low-pressure 
current, and, moreover, the switching arrangements are 
notable for their extreme simplicity ; the protective devices 
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are fitted in the power station only, and such complications 
as time limit and reverse current relays have been 
avoided. 

The 10,000-volt transmission mains are in duplicate, and 
were supplied and laid by Messrs. Callender's Cable and 
Construction Co., Ltd. These 
are laid solid in wooden troughs, 
protected by double boards on 
the top, the boards being 
Separated by а layer of sifted 
earth. 

‘The cables аге three-core 
paper - insulated lead - sheathed 
and  steel-armoured, and were 
tested to 30,000 volts before 
laying. | 

At present a trunk main 
extends from Thornhill to 
Pudsey, and sub-stations are 
in operation at Thornhill, Mir- 
field, Gomersal and Pudsey, 
while others are in course of 
erection at Birstall, Soothill and 
Liversedge. 

The sub-stations, of course, 
differ in design according to 
the class of work for which. 
they are intended, but as a 
rule, they contain only static 
machinery, the  H.T. current 
being transformed down to 
2,000 volts for distribution 
within a radius of 2 miles, for 
power purposes—in the form of 
three-phase current—or for light- 
ing as single-phase current, a 
further transformation taking place where, and as desired, 
by the consumer. | 

The Mirfield sub-station plant, which is of B.T.H. standard 
design, may be taken as typical of the cthers ; it comprises an 


Fic, 8.—MaiN SWITCHBOARD: D.C. PANELS. 


operating switchboard behind which will be arranged a bank 
of four 100-Kw. oil-cooled three-phase transformers having 
a ratio 10,000/2,000 volts, the н.т. side being delta con- 
nected, and the L. T. side star connected with earthed neutral. 
© Behind the transformers are arranged, in Empire stone 
cells, the 10,000-volt three-phase switchgear, operated 
mechanically from the switchboard. 


The sub-station is interposed on a trunk main; duplicate 
incoming H.T. feeders, feed separately the two sections of 
the H.T. bus-bars, through isolating knife switches, and 
lead out again through similar isolating switches, the H.T. 
bus-bars being divided by sectional switches. 


A 
—N 


' МАР SHEWING AREA OF SUPPLY 


From the H.T. bus-bars, energy passes through oil switches 
to the transformers, and from the L. T. side of the latter, 
through 2,000-volt oil switches to the bus-bars of the main 
switchboard. The latter and the 2,000-volt bus-bars are 
also arranged as two distinct portions, connected at will by 
sectional switches, one portion being reserved for the com- 
pany’s three-phase supply for power purposes and thé other 
controlling the: single-phase lighting feeders supplying: the 


 Mirfield U.D.C.'s area. 


The feeder panels in either board are equipped with an 
ammeter, watt-hour-meter, and an automatic circüit-breaker : 


Fic. 9.—ViEw ОЕ ALLEN-D.T.H. ExcirEns. 


a transformer operating panel is provided to each board 
(two transformers only being erected at present), the 
equipment including the handles for operating k. H. T. 
transformer oil switches and three-phase automatic circuit- 
breakers. 

A static potential indicator is attached to each section of 
the н.т. bus-bars, mounted over the cells at the back of the 
station, and suitable static dischargers are provided in connec- 
tion with the H.T. gear both at the sub-stations and powur 
station. | : 


346 THE ' ELECTRICAL REVIEW. (уш. 57. мо. 1,449, Serrenpen 1, 1905. 


Outside the sub-station separate manholes are provided 
for the company’s and U.D.C.'s mains. 

The Liversedge, Birstall and Gomersal sub-stations will 
follow similar constructional lines to the above: the Pudsey 


Fic. 10.—MoTOR-DRIVEN ACCUMULATOR PUMPS. 


sub-station, however, is designed to give a continuous cur- 


rent supply to a threc-wire L.T. network on tlie lighting 


side, and motor-generators are installed for that purpose. 

A large load is anticipated from collieries, of which there 
are 174 within a radius of eight miles from the 
present power station, and it is satisfactory to 
note that many local colliery proprietors are 
negotiating with a view to adopting electricity in 
connection with their work. 

By means of rotary transforming plant at the ; 

в 
3 


power station: and an overhead transmission, the 
company is now supplying the Calder. Pit. of the 
Mirfield- Coal Co., for coal- cutting, pumping, and 
hauling. 

The company. has a special tariff for supply 
to collieries, or to any consumer who is prepared to 
take n limited ‘supply, i. e., to any consumer who  * 
is prepared to guarantee that а certain per- 
centage of his consumption shall be at night-time, 
and that his maximum demand will Бе. reduced between the 
hours of 4 and 8 p. m., во as not to interfere with tue light- 
ing load. The diversity factor of the company's consumption 
will, therefore, be very large, and the load factor on the station 
correspondingly high. 


Fic. 11.— CAR DING DEPARTMENT. 


L 
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mill, iid shown in fig. 12, are interesting as oes how 
the load varies. 

In conclusion, we wish to acknowledge оаа йз to 
Mr. W. B. Woodhouse, the company’s energetic manager and 
engineer, for the many facilities which he has placed at our 
disposal in the preparation of this article, and also to thank 
those of his staff who so kindly assisted us, including his 
assistant, Mr. N. 8. Tennant, B.Sc., who provided the photo- 
graphs here reproduced. 


In connection with the commencement of operations, the 
Yorkshire Electric Power Co. last week held a three days ex- 
hibition of electrically-driven machinery. 

The exhibits which were all operated from the company’s 
supply, were peculiarly appropriate to the mining interests of 
the locality and included the following :— 


British Thomson-Houston Co., Ltd.—Electric fan, capacity 
3,500 ft. of free air per minute at 9 in. water gauge. 

Callender’s Cable and Construction Co., Ltd.—Types of cables; 
model of pit shafting, showing method of fixing and jointing 
cables; types of cleats and casings for cables in pit shafts; cable 
couplings, fuse and other boxes. ' 

Clarke, Chapman & Co., Ltd.— Electric shipyard winch to lift 
3 tons, 50 ft. per minute. 

Diamond Coal-Cutter Co.—Disk coal-cutter, fitted with two 
10-H.P. motors, to cut 4 ft. 6 in. at floor level, ог 3 in. above floor; 
chain coal-cutter, fitted with two 10-H. p. motors, to cut 4 ft. 6 in. 
at floor level, or 3 in. above; gate-end switch-box, janetion boxes 
and current leakage indicator. | 

Hathorn, Davey & Co., Ltd.—Horizontal three-throw ram pump 
to raise 220 gallons of ‘water per minute 250 ft. high; vertical 
three-throw high-speed ram pump, to force 54 gallons of water per 
minute against a head of 300 to 350 ft. ; direct-coupled single-stage 
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Fic. 12.—Loap CURVES А AT Messrs. BuRNLEY’s WORSTED MILL, 


centrifugal pump, to raise 400 gaflons of water 100 ft, high per minute. 

Low Moor do. Ltd.— Vertical three-throw ram pump 12-11. p., 
colliery haulage gear, 

Mather & Platt, Ltd.— High-lift turbine pump, direct-coupled to 
motor with flexfble coupling, to deliver 150 gallons per minute, 
160 ft. high; chain coal-cutter, &c. 

Reavell & Co., Ltd. — Portable motor-driven alr compressor with 


FIG. 13.— SPINNING DEPARTMENT. 


Views IN Messrs. BURNLEY & Sons’ WonsTED SPINNING MILL. 


The company has the distinction of being the first to 
drive from public mains a complete textile mill, namely, the 
worsted spinning mill of Messrs, Thomas Burnley & Sons, 
of Gomersal, views of which are seen in figs. 11 and 13. Other 
textile manufacturers taking a supply are Messrs. William 
Lupton & Co., of Pudsey, and Messrs. Booth Bros., of 
Drighlington. 

It is often considered that the load of a mill engine is 
perfectly steady, but the actual records-taken from! the above 


free air ‘capacity of 18 cb. ft. per minute, maximum working pres- 
sure 30 lb. per sq. in. 

Other exhibitors included the British Westinghouse Electric and 
Manufacturing Co., Bruce Peebles & Co., the Brush Electrical 
Engineering Co., the General Electric!Co., Siemens Bros. & Co., 
Phoenix Dynamo ‘Manufacturing Co. and Crossley & Co. 

The Exhibition, which remained open during August 24th, 
25th'and 26th, was visited by a large number of representatives of 
local munie ipalities and industries, also: by members of the Mid- 
land Institute of Mining Engineers and'of:the Colliery Managers' 
Association. 
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BUSINESS NOTES. 


(Continued from page 341.) 


Catalogues and Lists.—MeEssrs. Mavor & COULSON, 
Lrp., Glasgow.—The firm's calendar and data card for September 
gives a diagram of a month's cutting with the Pickquick electric 
coal-cutter, showing its regularity of working. 

Messrs. JONES & HonsFrELD, Denton, near Manchester.— 
Pamphlet describing and giving testa of the Jones patent sectional 
and removable boiler and steam pipecovering. Several explanatory 
diagrams showing the application of the covering to piping, bends, 
valves and boilers are published, as well as photographic views of 
boiler and engine houses in. а number of electric lighting stations 
where it is employed. A list is given of some 20 or 30 such stations, 


in addition to various railway, colliery and engineering works in 


different parte of the kingdom. The firm executes covering with. 
plastic cementa, silicate cotton, sectional and removable sheet-iron 
casings, or to specification. 

The Erax ůDbEN Co., 67А, Shaftesbury Avenue, W.— Price list of 
electrical specialities, including Eco” buzzers, automobile bells, 
and electric door openers. . 

The WESTON ELECTRICAL INSTRUMENT Co., Audrey House, Ely 
Place, London, E. C.— This is a pocket sized catalogue of 120 pp., 
in which the various types of Weston instruments are described. 
Although the size of page is small (about 34 and 44 in.), the illus- 
trations have not been allowed to suffer in clearness on that 
account. The catalogue is divided into four parts (I.) portable 
and laboratory instruments for direct current ; (II.) portable instru- 
ments for alternating and direct currents; (IIL) switchboard 
instruments for direct currents; (IV.) diagrams of dimensions and 
condensed price list of switchboard instruments. Е 

Messrs. Rost. W. BLACKWELL & Co., Lro., 59, City Road, E.C.— 
Entitled “ Modern Circuit-Breaker Practice,” this 70 pp. catalogue 
pe and gives very large views of various types of the well- 

own I. T. E.“ circuit-breakers. The book contains the contents 
of two bulletins recently issued by Messrs. Blackwell, one being а 
treatise on these breakers as applied to switchboards, and the other 
as applied to motor protection. All of the established standards 
are illustrated, also some recently developed types which are 
expected to modify present practice in switchboard construction, 
these new types having been christened with names suggestive of 
their distinctive features—i.c., reversite, auto-ite, auto-reversite, 
directite and auto-directite. In arranging the list, every left-hand 
page has a big bold picture, and the descriptive matter explaining 
it appears on the right. Outline diagrams are published together 
8t the end of the book. 

Messrs. FERRANTI, Lro., Hollinwoed.—New brochure (44 pp.) 
with many well-executed illustrations and full descriptive notes 
relating to their switchboard measuring instruments for direct and 
alternating current circuits, their standard moving-coil instruments 
switchboard transformers, and direct and alternating current 
relays. A list of some of the electricity supply stations where 
Ferranti instruments have been installed appears at the end of the 
list. 

Messrs. W. Е. Mason, Lrp., Levenshulme, Manchester.— The 
attractive cover of this list compels the recipient to open it and sce 
what's inside. Therein he will find a brief account, with some clear 
illustrations, of the Unique“ winch for raising and lowering arc 
lampe; also & brief recital of its advantages, and a statement 
of prices. i 

Messrs. Lacy-HuLBERT & Co., Lrp., 91, Victoria Street, S.W.— 
New catalogue of their Boreas” patent air compressors, vacuum 
pumps, showing various combined motor-driven plants and 
pneumatic appliances. Among the pictures appearing in the list is 
a photograph of the works at Beddington. 

Messrs. R. Wavcoop & Co., Lro., Falmouth Road, 8.E.— 
Everybody who knows anything at allabout lifts knows the name of 
Wa . This new list, which has just been issued, details lifts 
for private -residences, and therefore is gotten up, as the Americans 
would say, in such a style that any consulting engineer or architect 
can place it in the hands of his client, feeling sure that it will 
please. There is some general letterpress relating to both the 
electric and hydraulic types, and some artistic illustrations show 
their ornamental appearance. Ап imposing list covering half a 
dozen pages gives names of users of Waygood's lifts, from his 
Majesty downwards. 

ELECTRICAL POWER STORAGE Co., LTD., London. New pocket 
catalogue giving tabulated data, general particulars, prices, and 
dimensioned diagrams of the various types of E.P.S. cells for 
lighting and traction work, also details of their hydrometers, cell 
i ion lamp, cell testers, &c. Those who want to have their 
E. P. S. information available in a very convenient form will 
welcome this pocket list; it is of the size of an ordinary note-book. 
A number of spare pages have been left for memoranda.  ' 

Messrs. ELLIOTT BROS., London.—Two new pamphlets just 
issued. That numbered “D.C. 50" gives a full description, with 
general and diagrammatic illustrations of their network ohmmeter 
(Groves's patent) for testing the joint insulation resistance of a com- 
plete network without interrupting the supply. The other, 
„T. S. 54," deals in a similar manner with The Century“ portable 
mains testing set for mains auperintendents and cable engineers. 


Air Compressors.—Under this title we have received 
from MxssnBs. W. H. BA. EV & Co., Lro., a translation of a paper 
on air oompression, read before tho Verein Deutscher Ingenieure, 
by E. W. Köster. The paper deals with tho theory of air oompres- 
sion and the questions which arise in practice in respect of the 
adiabatic and isothermal methods of compression. Attention is 


~ 


[d 


drawn to the important influence of the inlet valves upon the 
indrawn air which ought not to enter in thin streams between 
healed surfaces, but should be drawn in as thick streams of as 
large ап area of cross-section аз is possible so as to reduce the 
peripheral area of valve in contact with the inflowing air. The 
paper is well supplied with diagrams, and may be carefully studied 
by all who are interested in air compression. Finally, it is claimed 
that in the Kóster air compressor, which is made in this country 
by Messrs. Bailey, Ltd., the piston valve gear secures all those 
excellent points to which the study of the subject compels atten- 
tion if efficiency is to be secured. This, of course, must be very 
satisfactory, but after raising the reader’s interest in this special 
valve gear, no instructive illustration is afforded him of it, but he 
is referred to an expensive catalogue in which he may assuage the 
thirst for further information on Koster compressors. 


Modern Machine Tools.—This is the title of a small 
catalogue of machine tools which we have received from MEssrs. 
ALFRED Невзквт, Lrp., Coventry, who may be Said to 
represent as fully as any firm, modern English machine tool build- 


ing, devoid of the excessive lightness which characterises so many 


American tools, and in respect of accessories and fixtures for auto- 
matic work, so much less expensive than anything Germany can 
produce. Indeed, English tool building has nothing to fear from 
either rival now that the English makers have awakened to 
modern requirements, and have taken so big a lead in respect of the 
use of the modern steels. Messrs. Herbert now employ 1,200 men, 
of. whom 200 аге in the foundry. Perhaps the special line in which 
they most excel, is the capstan lathe and automatic machines 
generally. Such machines, of course, can only give their best out- 
put when properly fitted with suitable tools for work to be done in 
the best rotation of processes. Messrs. Herbert specially apply 
themselves to assist the users of their machine tools in selecting such 
correct methods. Accompanying the catalogue is a souvenir in 
three languages of the firm's exhibit at Liége, and descriptive of the 
tools forming the exhibit. Anyone interested will receive a copy 
of the catalogue on sending a postcard requesting it. 


Bankruptcy Proceedings.—ALBERT Јонх HARRIS, 
Borough Mills, Bower Street, Bradford, electrical engineer.—The 
debtor’s statement of affairs shows liabilities expected to rank, 
£889 18s., and assets estimated to produce the same amount. He 
does not admit insolvency. Up to 1892 the debtor, who is 
39 years of age, was a journeyman electrical engineer. He then 
commenced business оп his own account as an electrical engineer 
in Sedgwick Street, Bradford, under the style of “ А. J. Harris and 
Co.” Не-һа no capital, but borrowed £70. At the end of 18 
months he removed to Borough Mills. Accord ing to balance-shects 
prepared in May, 1903-4, he had made, after charging his with- 
drawals, a net profit of £100 a year on the four years’ trading. 
For the last three years his turnover averaged £1,800 a year, whilst 
previously it was as high as £6,000 a year. Не states that his 
difficulties have arisen under the following circumstances :— About 
a yoar ago, being pressed by his principal creditor, and having failed 
in his efforts to obtain a partner, he decided to form a limited com- 
pany for the purpose of taking over his business. This he did, and 
“А, J. Harris & Co., Ltd.” which took over his business, was regis- 
tered on July 3rd last. The debtor was, according to agreement, 
to have £750 debentures, £250 in cash, and £94 in ordinary shares, 
but the company, not being in a position to pay him this cash, 
increased his debentures to £1,000. He then tried to obtain an 
overdraft at the bank on the whole of the debentures with, 
he states, the intention of raising money to discharge the claim 
of his principal creditor. He was, however, unsuccessful, and 
the creditor referred. to then instituted bankruptcy proceedings 


against him. The creditors for amounts £10 are as follows:— 
Chloride Electrical Storage Co., Mancheste še э» А #16 
Clarke, J. Т., Bradford .. bd КА si 4 ie See 10 
Craven Bank, Ltd., Bradford .. x T РА T as 15 
Childe, J. B., Bradford .. © T x sa ws vs 22 
Electrical Co., Ltd., London .. us FE 22 5x x 16 
Friends Provident Institution, Bradford .. is T" s 19 
Garnett, W. T., & Co., Bradford x <a E P» * 28 
Goossens, Pope & Co., Liverpool $5 ИЯ © 4x wae. 19 
Glover, W. T., & Co., Ltd., Manchester .. is T - 15 
Hawkins, Bros. & Co., London че 2 es z . 12 
Mitchell, Wm., Bradford oe b. ow es ee _ oe 595 
Rawlinson & Mitchell, Bradford са ae aie a és 12 
Veritys, Ltd., Manchester a me " ae - 20 


Dissolutions and Liquidations.—FiREPRoor ELEC- 
TRIC SWITCHBOARD Co., Lrp.—Creditors must send particulars of 
debts, &c., to Mr. Thomas Lomas, 86, Egerton Street, New Brighton, 
the liquidator, by September 20th. 

Messrs. Е. Brown & R. CLOwES (F. Brown, scientific instru- 
ment makers, 13, Gate Street, Holborn, W.C.), have dissolved 
partnership. Mr. F. Brown attends to debts. 

TURBINE INVESTIGATION AND ADVISORY SYNDICATE (J. Tweedy, 
A. F. Yarrow and Mark Robinson), Sun Buildings, Collingwood 
Street, Newcastle-upon-Tyne.—Partnership which was formed for 
investigating as engineers, turbine and other engineering appliances 
has been dissolved. Mr. В. Н. Winstanley, Neptune Works, Walker, 
has been appointed liquidator, and will attend to debts, &c. 


Trade Announcements,—The WESTINGHOUSE BRAKE 
Co., LTD., have secured the exclusive rights, under the Morse chain 
patents, to manufacture and sell Morse rocker joint silent high- 
speed chains in Great Britain and on the Continent of Europe, and 
have just completed a new building at York Road, King's Cross, N., 
for the manufacture of these chains. The company are prepared to 
supply the chains to suit every description of power transmission. 

Mr A. Н. Hunt, of 115-117, Cannon Street, E.C., has been 


appointed agent in London and suburbs for the sale of the Reason 


~ 


_ 
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MANUFACTURING Co.'s arc lamps. Owing to the increasing demand * 
for Reason arc lamps, the company have extended this department 
of their works at Brighton, and are now making enclosed arc lamps 
for both alternating and continuous current working in the standard 
and also the miniature sizes. They are making a speciality of twin 
carbon lamps, both miniature and standard sizes, for running direct 
on 200 to 250 volts circuits, a great advantage in the сазе of a 
change-over from low to high voltage. The chief feature in the 
Reason lamps is that they entirely dispense with shunt coils, 
thereby eliminating what has always been a source of trouble to 
arc lamp users. | 

Messrs. CoNNOLLY Beros., LTD., have appointed Mr. ALEXANDER 
Morgison, of 100, Central Chambers, 12, Waterloo Street, Glasgow, 
sole agent for the sale of their manufactures for the whole of Scot- 
land, and he wil] hold stocks for prompt delivery. 


* 


LIGHTING AND POWER NOTES. 


———— + N 


Australia, — MELBOURNE.—The report and statement of 
accounts of the city electricity supply undertaking for the year 
ended February 28th, has been issued. The principal items, com- 
pared with the figures of the previous year, we give below :— 


Year ended February 28th— 1905. 1904. 
Total revenue.. m P £60,585 £64,847 
Total working expenditure £94,142 £35,967 
Gross profit .. $i Vs 434,843 £29,580 
Interest charges £13,395 £12,750 
Sinking fund .. £3,615 £3,500 
Depreciation . £7,231 £7,000 
Net balance £10,602 £6,329 
Total units sold bi Seed . 8,981,698 8,512,760 
Maximum demand .. do ds .. 1,700 KW. 1,650 kw 
н.р. of motors connected ет $3 1,326 156 
Equivalent 16-с.р. lamps 78,118 65,402 
Capital expended to date .. £374,280 £345,823 


Deducting from the profit balance obtained this year the accrued 
deficit on the working of the undertaking to February 28th, 1904, 
there remains a surplus of £9,361. From this sum a special appro- 
priation of £2,000 has been placed to depreciation, and it has been 
decided out of the annual revenue, from time to time, to recoup 
the cost of the “ changing-over ” which has been carried out at a cost 
of £25,556; £6,000 has been set aside to the credit of capital 
account for this. £1,000 has been placed as a first contribution to. 
the town fund, and the balance, £361, carried forward. The total 
amount to the credit of depreciation stands at £21,461. 

A new 1,000-н.р. set, together with switchboard extensions, &c., 
were installed during the early part of this year to meet the 
winters load. The lighting of the Eastern Market has been 
improved by the substitution of 45 flame arcs. During the year 
the Age newspaper ‘has substituted electricity for steam power for 
driving the whole of its machinery, the motors connected aggre- 
gating 212 H. p., and the Herald has substituted clectric motors for 
gas engines for a considerable portion of its machinery, and is 
arranging to adopt electric driving exclusively. The Electric 
Supply Committee has recommended the following reduction in 
the prices of energy, te take effect from June Ist, 1905:—Flat 
rate, from 5d. to 44d. per unit ; maximum demand, from 8d. and 2d. 
to 7d. and 2d. ; and arc lamps, from £22 to £20, £20 to £18, £17 to 
#15 10s., £15 to £13 10d. The report states that proceedings are 
being instituted against the Corporation, by the Metropolitan Gas 
Co., for an injunction to restrain it from supplying energy under 
the maximum demand system, it being alleged that this is a technical 
infringement of the Electric Lighting and Power Act. Mr. H. R. 
Harper, the city electrical engineer, is to be congratulated upon the 
satisfactory position of the undertaking. 


Batley.—The annual abstract of the accounts of the 
Corporation, just issued, shows that during the year ended March 
31st last there was a loss of £334, as against a loss in the preceding 
year of £864. The income from the supply of energy was £3,764, 
including £2,220 for energy supplied tothe tramways. For traction 
purposes the receipts in the previous year amounted to £898. The 
gross profit totalled £1,597, and interest and sinking fund charges 
were £1,931. During the year 100,642 units were sold, as against 
31,917 in the previous year. Capital expenditure to date was:—On 
electricity plant, £36,084 ; and on tramways, £44,000. 


Bradford.—Mr. A. S. Blackman, the city electrical 
engineer, has presented a report in reference to the interruption of 
supply on August 9th. This was due to the fusing of two of the 
main cables adjacent to the works. The general supply to the town 
was discontinued at 6.5 p.m. and reinstated at 9.50 p.m. through 
temporary connections. Evidence of the cause of the initial mishap 
was destroyed in the process of the burn-out. 


Continental Notes,.—GknMANY.—AÀ municipal elec- 
tricity works is to be established in the town of Scherfelde, West- 
phalia. 

A large generating station of about 5,000 н.р. capacity is about 
to be erected at the collieries of the Deutsch Luxemburcische 
Bergban Gesellschaft at Bochum, Westphalia. The energy is to be 
employed for lighting purposes in and about the mines, and also for 
the operation of an underground electric coal-hauling tramway. 

SwrpEN.—From the Financial Times we learn that a company 
has been formed at Hamstad, under the name of Sydsvenska 
Elektriska Aktiebolaget, for the purpose of generating electric 
power. The share capital is not to be less than 3,500,000 kronor 
(about £194,500), and not more tban 10,000,000 kronor (about 
£556,500). The. object of the undertaking is to supply the towns 


and industrial centres of the southern part of the province of 
Halland and the western portion of Scania with electrical power, 
which, in the first instance, will be generated by means of the Гараа 
waterfall. 

ITrALY.—The provincial authorities of Bergamo have granted a 
concession to the Società per la Ferrorie Ellettrica di Valle 
Brembana to put down a water-power plant on the River Brembo 
at Camerata Cornello for generating electrical energy. 

Spain.—A company known as La Electrica del Besaya is putting 
down a plant to utilise the water power of the River Besaya, in the 
province of Santander; the energy generated is to be employed in the 
electrolytic production of caustic soda and chloride of calcium. 


Hitchin.—It is announced that-a temporary supply of 
energy will be available by the end of October. The charge will 
be 5d. рег unit. к 


Frinton-on-Sea,—Messrs. Christy Bros. & Middleton 
succeeded in supplying electricity to the town again on Saturday last, 
a week after the destructive fire at their works occurred. By the 
aid of a local contractor, Mr. A. E. Farr, a brick building, 60 ft. x 
28 ft. x 12 ft., cemented, and with a party wall dividing the 
engine room.from the accumulator room, has been erected. The 
40-H.P. Crossley gas engine has been overhauled, and is running. 
The supply at present is, however, shut down at 12.15 a.m., until 
the new battery is in position. 


Jarrow.—A summons has been granted against the 
County of Durham Electrical Power Distribution Co., upon the 
application of the borough surveyor, to compel the former to put 
certain roads which it had opened in proper repair. 


Lanarkshire.—The Middle Ward Committee of the 
County Council has received notices from the Strathclyde Elec- 
tricity Supply Co., and the Clyde Electric Lighting Syndicate, 
Ltd.,intimating their intention to apply to the B. of T. for E.L. 
prov. orders. The Strathclyde company purposes asking powers 
to generate and supply electricity within part of Bothwell and the 
parish of Old Monkland, while the Syndicate will seek authorisation 
to supply electricity within the parish of Bothwell. 


Llangollen.— Electric light is to be installed throughout 
the urban area, and the General Purposes Committee has appointed 
а sub-committee to visit towns to obtain information for the 
guidance of the authority. | 


London.—MARYLEBONE.—Pending the completion of 
the Council's generating station at Lisson Grove, energy is being 
supplied, under agreement, to the Council's customers by the 
Metropolitan Electric Supply Co. К : 

HAMPSTEAD.—The mains staff of the Borough Council electricity 
department has recently carried out, practically unnoticed, a very 
creditable feat under the superintendence of the chief assistant 
engineer, Mr. E. Sayer, and to the instructions and plans of Mr. 
G. H. Cottam, borough electrical engineer. Inthe early part of the 
year the Borough Council purchased the undertaking of the late 
Hampstead Electricity Co., including the goodwill of 750 
consumers, for £12,000. Possession was obtained on May 10th, 
and on the following day the Corporation officials commenced the 
work of changing over the consumers. "This was no light task, as 
all the company's mains were overhead, and a large number of 
houses were wired from the top. In addition, as the old supply 
was by continuous current, and the Corporation supply is alternating 
current, every consumer had to be supplied with a new meter, and 
new р.р. fuses were fixed as well. The company's mains were 
taken down as each district was completed, and the whole of the 
work was completed by August 21st, without any dislocation of the 
supply. 

Manchester. — An electrician in the employ of the 
Trafford Park Estates, Ltd., was prosecuted last week before the 
County Justices, at Manchester, for stealing electrical energy from 
the Trafford Power and Light Co. It was alleged that the de- 
fendant had tapped the energy supplied to his house before it 
passed through the meter, and thus obtained his light free of cost. 
He gave an absolute denial to thecharge. The stipendiary magis- 
trate, however, said the bench were of opinion that an ingenious 
fraud had been committed. They fined him £5 and costs, or a 
month’s imprisonment. ` 


New Zealand.—SrRaTFORD.— The seventh annual report 
of the Stratford Electrical Supply Co. states that the gross income 
for the year’s working, 1904-5, was £1,752, compared with £1,807 
in 1903-4. The total expenditure was £1,342, leaving a credit 
balance of £410; from this sum, together with £75 brought forward, 
£867 has been set aside to meet bad debts, depreciation, &c. А 
dividend of 5 per cent. was declared, and a sum of £33 
remained to be carried forward. The number of units sold was 
48,936, against 49,260 in the previous year. A dividend of 8 per 
cent. was paid on the 1903-4 year's working, but during the past 
year a wash-out occurred, necessitating extensions to the weir cost- 
ing £370. 


Newport (Mon.).—The Great Western. Railway Co. pro- 
poses establishing a new locomotive depot at Mendelgief, and in 
connection therewith has applied to the Corporation for terms 
upon which it would supply electrical energy. 


Pudsey.—The electric lighting scheme was brought 
into operation last week. Energy is purchased in bulk by the 
Corporation from the Yorkshire Electric Power Co. The whole of 
the. compulsory area covered by the prov. order has been wired by 
the, Corporation, some 34 miles of cables being laid. 
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Maidstone.—On Wednesday evening last week, there 
was а failure in the supply of energy both for lighting and 
traction at Maidstone. | 


Preston.—The Streets and Buildings Committee has 
decided to recommend the Corporation to substitute for the present 
electric lighting in the main streets, 95 incandescent gas lamps, 
with two lights each, at a cost of £614. The Council will also be 
asked to give the National Electric Supply Co. three months’ 
notice terminating the agreement for the supply of electric 
light. The Gas Co. has agreed to contribute £150 towards the cost 
of substitution. i 


"Ripon.—The T.C. has received from the B. of T. an. 


intimation that, after careful consideration of all the circumstances 
of the case, the Board has decided to revoke the E.L. order, 1901, 
forthwith. : - 


Salford.—The annual report of the Electricity Depart- 
ment states that the net profit for the past year amounted 
to £7,514, of which £3,000 haa been set apart for depreciation and 
reserve, and the balance contributed towards the reduction of the 
rates. Mr. C. D. Taite, the electrical engineer, points out that the 
sum set aside for depreciation cannot be considered an adequate 
provision for future contingencies. The gross profit for the year 
was £40,696, against £42,860 in the previous year. The diminution 
is due to the reduction made in the price of energy. "The capital 
expenditure during the year was £12,206, making a total capital 
expenditure of £542,653. During the year 10,221,907 units were 
generated, 1,409,523 being sold for lighting, 1,411,551 for power, 
184,196 for street lighting, and 5,997,040 for traction. Y 

South Africa.—DvunBAN.—The Mayor, in his record for 
the year ended July,say that the continued advance of the electricity 
department is very marked, some 540 additional consumers having 
been connected during the past year, bringing the total number to 
3,000. There were also 170 consumers for power purposes. The 
street lighting has been improved by an addition of 25 arc and 323 
incandescent lamps. The charge for energy has been reduced by а 
discount allowance of 10 per cent. 

 MIDDLEBURG.—At a meeting of the T.C., the town clerk was 
instructed to obtain full particulars of the electric lighting company 
which the submitter of a lighting scheme claimed to represent. 


Stourbridge.—The Electric Powers Committee has asked 
for permission to negotiate with the Shropshire and Worcestershire 
Electric Power Co., with a view to the Council taking energy from 
them in bulk on similar terms to those in the agreement formerly pro- 
posed with the Midland Electric Corporation, who found they could 
not legally supply the town. Complaint was made at the meeting 
of the delay which had taken place in settling the town's electrical 
policy, and notice was given that at the next meeting a resolution 
would be moved instructing the Committee to take steps to generate 
its own supply. This resolution, it was explained, would be with- 
drawn if, by that time the Shropshire and Worcestershire Co. had 
come to terms. 


Warrington.—The report on the past year's working 
of the electricity undertaking of the T.C. shows a net profit of 
£1,544. | * 


TRAMWAY AND RAILWAY NOTES. 


Ayrshire.—At a meeting of the Ayr County Road 


Board recently, a draft agreement was submitted in connection ' 


with the construction of a tramway from Stevenston through the 
burghs of Salteoats and Ardrossan to Seamill, West Kilbride, by 
the Scottish Electrical Traction Co. A Committee was appointed 
to consider the whole position. í 


Belfast.—It is understood that the Corporation will 
make no objection to the application to the Board of Works by 
the Cavehill and Whitewell Tramway Co. for an extension of the 
time for the completion of the works authorised by their Act. 

The reconstruction of {һе tramway system has now reached 
Royal Avenue and High Street. It is expected that trafic will be 
resumed all over the system by the first fortnight in October. It 
is intended to fit telephone receivers in all the new cars, in order 
that in case of accidents the conductors can communicate with the 
exchange through the street fire alarms, 


Rowley.—The chairman of the U.D.C. and Mr. C. 
Woodhouse have been appointed to attend a conference of repre- 
sentatives of neighbouring local authorities to consider the 
possibility of joint action in future negotiations with the Birming- 
bam and Midland Tramways Joint Committee. 


Dundee.—The revenue of the Tramways Department 
forthe year was £45,082, and the expenditure, including interest 
zand sinking fund, &c., £43,020, showing a net surplus of £62. The 
working expenditure was 4 27, 800; interest, £6,800; sinking fund, 
£5,120; renewal fund, £3,700; depreciation on machinery and 
Plant, £1,400. The operating expenses per car-mile-were 7. 11d. 


Dundee-Broughty Ferry.— Work in connection with 
this scheme is now being carried forward, and it is estimated that it 
will be completed about the first week in December. The line is 
double track throughout with the exception of some three-quarters 
of a mile. Several road widenings, &c., have to be carried out. 
Milton of Monifieth is the situation of the power station and 
depót; the latter will be 229 ft. long, with accommodation for about 
30 cars. In the boiler house will be installed three Lancashire boilers, 
by Messrs. Carmichael, of Dundee, and in the engine room two 
200-K Ww. Belliss-Bruce Peebles sets аге to be put down. Messrs. 
Bruce Peebles will also supply the switch-gear. The contractors 
for the work are Messrs. J. G. White & Co. 


Glasgow.—The question of through routes has been 
under the consideration of the T.C., and Mr. Dalrymple, the 
general manager, has issued a lengthy report on the subject. Не 
points out that requests have been made repeatedly to have the 
routes, as arranged, altered or split up, but the Committee has con- 
sistently refused such applications, as the number of “ through " 
passengers is very trifling compared with the number travelling 
from the outside to the centre of the city. It would be ruinous 
for the department, and unsatisfactory to the public, to run cars 
from every district to every other district. Changing cars was 
necessary where there was not a through service to suit each 
individual, and this entailed extra payment; but, with 4d. fares in 
operation, this was reduced to a minimum, and there was no loss of 
time. The responsible officials are convinced that any interference 
with the existing arrangement would be a grave financial mistake, 
concludes Mr. Dalrymple, and they recommend the Committee to 
stand firm on this question. Ом. a 


... The T.C. Committee has met deputations who have asked that 
the tramways be extended from the oity in the following direc- 


tions :—Between Paisley Road and Govan Road; from Giffnock to 
Mearns ; from Cathcart Cemetery Gate to Clarkston ; from Baillie- 
stone to Coatbridge; and from Clydebank to Duntocher. These 
representations will receive careful consideration by the Com- 
mittee. ; 


London.—METROPOLITAN Districr RaILWwAV.— On the 
27th ult. electric trains from Wimbledon and Putney to White- 
chapel commenced running. With the exception of the inner 
circle and the London and North-Western trains, the whole of the 
various services run over the District Co,’s lines are now being 
worked electrically. | » Du | 

Manchester and Northenden.—It has been decided 
for the present not to construct the proposed tramway to connect 
Manchester and Northenden by way of Palatine Road, which runs 
through one of the most important residential suburbs, on account 
of the great expense-which would have to be incurred in road 
widening. Ав a substitute for the horse omnibuses now and for 
some time past in use, the Manchester Corporation will put motor- 
omnibuses upon the route. The Chorlton-cum-Hardy residents 
are agitating for an extension of the City tramway line from 
Brooks's Bar to that growing suburb. | 


Monte Video.—The Standard says that on July 25th 
the Government approved the Bill for the conversion of the Paso : 


de Monno tramway from horse to electric traction. 


New York.—The New York correspondent of the 
Standard says that the New York Central Railroad has purchased 
the undertaking of the Canadian Water Power Co., and has also 
purchased 60,000 н.р. from the American company. The capacity 
of the combined companies is 580,000 н.р. “The New York 
Central’s acquisition of these interests is believed to indicate a very 
extensive scheme of electrification on its system, beginning with 
the Syracuse-Buffalo section.” 

Paris.—The number of passengers who travelled оп the 
Paris Metropolitan Railway during July last was 10,122,390, as 
against 8,008,846 in the corresponding month last year, and the 
amount realised on tickets was 1,737,352 fr. Of this sum the 
municipality receives 561,053 fr., there remaining as net income to 
the company 1,176,299 fr. The length of line now open is about 
19 miles.— Financial Times. 


Plymouth.—When the new section of the Corporation 
tramways to Pennycomequick was inspected on August 5th by Col. 
Druitt, of the Board of Trade, he suggested that the cars should 
carry, in addition to the hand and electric brakes, another brake to 
render it impossible for the trams to run backwards downhill in the 
event of the electric power being cut off, the wheels skidding, and 
the brakes failing to act. Messrs. C. R. Everson, manager of the 
tramways, and W. Н» Sleep (Davey, Sleep & Co., engineers, 
Plymouth) have invented a new form of brake to meet the case. 
The invention has been patented, and on Friday last, a very wet day, 
a test of it was made by the Permanent Way Sub-Committee of the 
Tramways Committee, with very satisfactory results. , 


Rosario.—The Reriew of the River Plate says that the 
Rosario Municipality opened the tenders for the construction of a 
network of electric tramways in that city. Four tenders were 
received as follows: : 

(a) Cia. Alemana Trausatlantica de Electricidad.—Concession for 
70 years, after which period everything would pass over to the Cor- 
poration without indemnity of any description. The company to 
hand over to the municipality 53 per cent. of the gross receipts 
whilst the population was under 250,000, 6 per cent. between 
250,000 und 400,000, 7 per cent, between 400,000 and 600,000, aud 
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8 per cent. for 600,000 or over. Whatever the papulation, the 
quota to be paid to the municipality would never be less than 
5 per cent. during the first 25 years, 6 per cent. between 25 and 
50 years, and 7 per cent. from 50 to 70 years. Incase the gross 
receipts per kilometre of line were in excess of $45,000, the muni- 
cipality to receive 12 per cent. of the superavit. 

(b) Juan O'Connor & Co.—Concession 55 years; to deliver to the 
Corporation 5 per cent. of the gross receipts. during the first 14 
years, 6 per cent. for the second 14, and 7 per cent. for the 
remainder. 

(c) Dick, Kerr & Co., Ltd.—Concession 75 years, with 4 per 
cent. during the first 35 years, and 5 per cent. for the remaining 

eriod. 

E (d) Belgian Co. (in representation of the following companies: 

Anversoise de Tramways et d’Enterprises Electriques, of Antwerp; 

Mutuelle des Tramways, of Brussels ; Banco Comptoir, of Brussels).— 

Concession 55 years, with 6 per cent. during the first 10 years, 7 per 

cent. for the second 10, and 8 per cent. for the remaining 35. 

(a), e 0) b) and (d) are prepared to purchase the horse lines. 

unicipality will probably arrive at а decision some time in 

5 


St. Petersburg.—Laffan's agency reports from St. 
Petersburg that the T. C. has invited 220 of the largest foreign firms 
to compete for constructing the town electric tramways, the 
designs and prices to be lodged by October 28th next. 


South Africa.— Du RAN (NATAL).— At a meeting of 
the T.C. on June 27th, the borough engineer reported on the neces- 
sity of proceeding with additions to the present car-shed at the 
electric pawer station, and it was recommended that tenders be 
invited for the work. The tramway manager reported on the 
necessity of having 10 additional cars, as out of the present 46 
cars, 44 are in use every evening. It was recommended to refer 
this matter to the incoming Council Advice by the last mail 
says that the six trailers bad just arrived, and were being put 
together. 

The Mayor's minute for the municipal year ending July, says 

that during the year 4:53 miles of track have been laid and clec- 
trically equipped, which brings the total length of tramway lines 
up to 24°41 miles. An additional income will be obtained from 
advertisements on the cars, whereby a yearly revenue of £1,000 
will be secured for the next five ycars. 
' Port ELIZABETH (САРЕ COLON Y). — The second electric tram 
accident within a' month is reported from Port Elizabeth. On 
August 2nd, when an early morning car of the double-deck type 
was coming down Walmer Road an axle broke just before a curve 
into South Union Street, with the result that the car left the rails 
aud caught the verandah of the Tyrone Hotel. ‘Fortunately there 
was only one passenger, and he, with the driver and guard, escaped 
uninjured. 

JOHANNESBURG (TRANSVAAL).—The Council of August 2nd passed 
the recommendation that three four-wheel type cars should be 
ordered at a cost of £1,800 for the conveyance of goods and other 
traffic on the electric tramway system. It also accepted the tender 
of Messrs. Strong & Moore, the present contractors for the track, for 
the third section of tramway track amounting to £51,808. The 
matter of the general manager and station cngineer appointments 
was discussed in Committee. It is anticipated by the T.C. that 
the steam tramway will be electrified before the end of the year. 


South America,.—DBvENos Ax RES. — The Mayor has 
reported favourably on the request of the Buenos Ayres Electric 
Tramway Co. to be allowed to construct a brauch line to Palermo. 

The Municipality has granted a concession to Messrs. Varela, 
Cuneo Hnos, for the construction and working of an electric tram- 
way fora period of 60 years, joining up with the one for which they 
hold a concession from the confines of the Municipality to the 
Tigre. 


Tramway Time Tables.—Mr. CHARLES CHALLENGER, 
the enterprising traffic manager of the Bristol Tramways and Carriage 
h о., bas just issued a pocket time-table for the use of passengers 

A supply of copies is carried in all cars in small boxes and all and 
sundry are invited totake one. The table gives at a glance on each 
route the number of minutes a car is occupied in running over cach 
section, and the first and last car for weck days and Sundays. 


Warrington.—The last annual report on the municipal 
tramway undertaking shows а net profit of £451. This sum goes 
to the reduction of the previous year's deficit. 


Wimbledon.—The Corporation has disapproved of 
plans submitted by the London United Tramways in respect to the 
proposed laying of н.т. cables between the central power station at 
Chelsea and the projected sub-station at Kingston. Notification 
has, however, been given that the Council is prepared to approve 
of the cables being laid along another route (which, it is contended, 
is shorter and more convenient) subject to the position of the 
cables being satisfactory to the municipal surveyor and electrical 
engineer, and to the cables being laid upon a concrete bed at least 
3 in. thick. The local authority objects to any streets in the 
district being disturbed for the purpose of laying cables, unless the 
company is prepared to proceed continuously with the work. 


Wolverhampton.— The town clerk has received 
from the neighbouring local authorities of Willenhall, Bilston, 
Sedgley, Coseley, &., the necessary, assents for which the 
Tramway Committee has been waiting, authorising tramway 
intercommunication with those districts. Now that this has 
been obtained, immediate steps aro to be taken for the equip- 
ment of the Wolverhampton cars by affixing the necessary trolley 
standards and other apparatus required to connect with the over. 


head lines of the B.E.T. system outside the borough boundaries, 
and for the attachment of contact skates along the under portion of 
the company's cars to enable them to run along the Lorain system 
into Wolverhampton, No time is to be lost in carrying out this 
work, 


TELEGRAPH AND TELEPHONE NOTES. 
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Berlin Telephones.—The Berlin correspondent of the 
Morning Advertiser says that telephonic communication within the 
German Empire continues to make progress, and to-day it is 
possible to speak from Berlin to more than 2,600 places. "There are 
280 trunk lines which radiate from Berlin outwards. The telephone 
exchanges in Germany suspend all work when a thunderstorm is in 
progress, but this will be no longer the case when all the sub- 
scribers’ wires are laid underground. This, it is anticipated, will be 
effected before October, 1906. 


Durban Telephones.—The new municipal telephone 
exchange has just been taken over by the Council. Its iuternal 
equipment consists of a switchboard for 2,520 lines with an 
ultimate capacity of 7,200. Good progress has been made with 
the installation of the central battery system, in connection with 
which nearly 15 miles of cable have been laid, and there is every 
prospect that within a few months it will be in operation. The 
number of subscribers has increased by 78 during the past year, the 
total now being 1,013. 'The total number of calls during the 
year was 3,374,912, the average per subscriber being 9°7 per day. 
Subscriptions for the year amounted to £11,407 10s. 


Iceland Cable.—Reuter's Copenhagen agent says it is 
announced from Reykjavik (Iceland) that both sections of the 
Althing have now finally approved the agreement with the Great 
Northern Telegraph Co. for the establishment of cable communioa- 
tion between Iceland and the Shetland and Farie Islands. 


Indian Telegraphs.—We sometimes have had the mis- 
fortune to find that a passenger could travel quicker by rail, than 
his messages by wire, over the East India Railway lines. But all 
that is to be changed. Sanction has been accorded to the pro- 
vision of new telegraph instruments between Burdwan and Delhi 
stations in place of thosc at present rented by the East Indian 
Railway from the Government Telegraph Department. The cost 
amounts to about Rs. 40,000.— Du ien. Enginecring. 


The Newfoundland Cables. — The Daily Mail 
announces that Sir Robert Bond, the Premier of Newfoundland, 
will leave for London shortly, to negotiate а loan of £400,000 to pay 
the Reid telegraph award and for the laving of the new cable con- 
necting the island of Newfoundland with Canada. 


The Telegraph Service.—A suggestion is to come before 
the autumn meeting of the Association of Municipal Corporations, 
to urge upon the Postmaster-General the necessity for a continuous 
day and night and Sunday telegraph service to be provided in 
all towns where the population exceeds 50,000. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1) .. Aug. 26,1901 .. 
8t. Lucia-Martinique .. May 7, 1902 
Dominica-Martinique .. . May 7, 1902 


.. Aug. 13, 1902 $i "T 
.. Oct. 29, 1902 .. s 
. Jan. 18, 1904 .. 25 


Cayenne- -Pinheiro 
Reissa-Issa (Yemen) Camaran 
Tarifa-Tangier 


oM [У Vladivostock-Nagasaki ..  .. . Feb. 9, 1904 

Port Arthur.Chifu .. ex ka „. Mar. 9, 1904 
Jamaica-Colon v sci 2s .. Jan. 5, 195 
Bolama.Bissao  .. - s .. June 21, 1905 .. 
Iquique-Antofagasta .. T .. July 21, 1905 Vs 
Cadiz-Tenerif  .. $us e . July 20,1905 .. -.. 

LANDLINES, 

Puerto-Barrios .. i es July 28, 1902 " 
Kertch-Soutehoum $ Sept. 27, 1904 


Alaska landlines .. 
Communication with Brazil via Galveston 


. July 18, 1905 
Telephones v. Tramways.—In the Bill Chamber of 
the Court of Session, Edinburgh, Lord Ardwell on Monday had 
before him a note of suspension and interdict at the instance of the 
National Telephone Co., Ltd., against the Falkirk and District 
Tramways Co., Ltd. Complainers asked interdict against the 
respondents erecting poles and wires and other apparatus in con- 
nection with their electric tramways within such distance as would 
endanger the complainers’ wires and apparatus or interfere with 
or impede the telephonic communication along or by means of the 
same, and also from turning on ¢lectric current within such dis- 
tance as would endanger the complainers’ wires and apparatus. 
Complainers based their action on certain sections of the Tram- 
ways Act of 1870, incorporated in respondents’ special Act, as 
affording protection against interference with their telephone 
wires, Respondents contended that these provisions were not 
applicable, in that tramways worked on the trolley system 
of electric traction were not in contemplation by the legislature 
when the Act of 1870 was passed, and they relied upon certain 
sections in their special Act and regulations made by the Board of 


Trade in pursuance thereof, as defining the measure of protection, 


worded to the complainers, 
His Lordship, iu respect of an arrangement between the parties, 
whereby the alterations on. the complainers’ wires are to be carried 
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out by them under reservation of their claims against the respon- 


‘dents, if liability therefor should ultimately be established, refused 


the note, 


Telephone Regulations.—The Post Office circular 
of 29th ult. states that on 1st inst. calls may be accepted from 
Post Осе telephone exchange subscribers to the National Tele- 
phone Co. in the same area or vice. versa. 

In the absence of special instructions, subscribers at the unlimited 
service rate will not be charged extra for such calls; but in the 
ease of message rate subscribers, intercom munication calls must be 
registered as local calls. A call for a company's subscriber on an 
exchange at another town or village in the same area should be 
registered as (wo calls in all cases in which a subscriber of the 
company is char. ed 2d. for a similar call. Inquiry should, when 
necessary, be made of the company’s local representative as to the 
charge made to thair message rate subscribers in such cases. Inter- 
communication calis will be reckoned against the 308. minimum 
payment by messacc rate subscribers. 

In the case of an intercommunication call made from a post 
office call office, t' e charge for each three minutes’ conversation 
will be the same as the charge made to a message rate subscriber for 
an intercommunication call. 

No intercommunication call may exceed six minutes if any other 
call is on hand. Where such calls are effected over trunk junctions, 
care must be taken that they do not cause delay to the trunk 
traffic. Any case in which intercommunication calls have a ten- 
dency to нене with trunk or telegram work should at once be 
reported. 


Wireless Telegraph The Daily Telegraph says that 
during the voyage of the United States cruiser Brooklyn to France 
recently, tests were made to determine at what distance messages 
could be received from shore stations. According to an official 
report made by Lieut. Kaiser, the longest distance at which mes- 
sages were read during the daytime was 540 miles, while at night a 
dispatch came quite distinctly, almost twice as far, 1,100 miles. 
The report does not state which of the wireless sy stems was used. 

Advices from Australia by the last mail, report that the Wireless 
Telegraphy Bill was read a first time in the Senate of the Common- 
wealth Parliament at Melbourne. The purpose of the Bill is to 
give the Postmaster-General the exclusive privilege of establishing, 
maintaining, and using stations and appliances for :— 

(a) Transmitting messages by wireless telegraphy within Aus- 
tralia and receiving messages so transmitted. 

(b) Transmitting messages by wireless telegraphy from Australia 
to any place on ship outside Australia; and 

(c) Receiving in Australia messages transmitted by wireless tele- 
graphy from any place or ship outside Australia. 

Licenses may be granted by the Postmaster-General to erect, 
establish, maintain, or use stations and appliances for the purpose 
of transmitting or receiving messages. Except as authorised by the 
Act no person shall carry on wireless telegraphy under a penalty of 
£500. The provisions of the measure are not to apply to His 
Majesty's Navy or to ships arriving from places outside the Com- 
monwealth, but as regards the latter, appliances are to be subject to 
the control of the Postmaster-General, and can only be used by his 
authority. 


Wireless Telegraphy and Moving Trains.—The 
recent railway accident near Spremberg, whereby a number of 
pereons were killed owing to one train running into another on a 


line which is only of single track, and which was caused by a 


momentary error on the part of a station official, has brought 
forward the question of using wireless telegraphy for communica- 
tion between stations and trains in motion on the German rail- 
ways. It seems that the official knew he had made а mistake, as 
after the train had started, he tried to stop it by calling out, but 
this was of no use, and the ordinary railway telegraph service was 
either not employed or was too late to avert the accident. The fact is 
recalled that two years ago experimeuts were made on the military 
railway between Berlin and Zossen. The telegraph stations along 
the line were equipped with receivers and transmitters, and а 
similar apparatus was arranged on the trains. ‘These experiments 
were continued a few wecks ago, when it was clearly shown that 
the wireless telegraph station on the moving train was at any 
moment in touch with any telegraph station along the route, and 


. that intimation could be immediately given of any irregularity, 


accidents, &c. Similarly, it is possible from any station to warn 
the driver of a train in motion against the danger of collisions, 
obstructions on the line, and other dangers incidental to the track. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Ashton-under-Lyne.—September 2nd. Опе 500-KW. 
D.C. generator, water-tube boiler, superheaters, &c. See Official 
Notices? August 18th. 


Austria,—The municipal authorities of Reichenberg, 
Bohemia, are about to invite tenders for the establishment of a 
large central station in the town for electric lighting and power 


supply. 


` Belfast. September 4th. Coal for the electricity works 
for one year from October 1st. Specifications from Mr. V. А. Н. 
M’Cowen, City Electrical Engineer, East Bridge Street. 


Bishop Stortford.—September 26th. The U.D. 0. is 


inviting tenders for lighting such of the public streets as are at : 


present lighted, for two or three years from September 30th, 1905. 
Thomas Swatheridge, Clerk of the Council. 


Dublin.—September Ist. The Lighting Committee 
invites tenders for the electric lighting of the Tara Street Baths. 


Dubliu.—September 18th. Sub-station switchboards, 
transformers and mains, for the Corporation. See Official 
Notices" to-day. 


France.—The municipal authorities of Dax (Landes) 
have just invited tenders for the ‘concession for the public and 
private electric lighting of the town during a period of 35 years. 


Glasgow.—Sept. 4th. Electric goods elevator for the 
Corporation electricity department. Specifications from Mr. 
Lackie, city electrical engineer. (Deposit £2 28. ). . 


Ipswich.—September 14th. Crompton dynamo and 
motor, also a battery booster, and switchboard alterations, for tlie 
Guardians. Mr. E. McGregor Duncan, Consulting Engincer, 27, 
Old Queen Street, Westminster. Specifications from Mr. R. J. 
Kent, Clerk to the ‘Guardians, 19, Tower Street, Ipswich. 


London.—September 5th. Stoneware ducts for TT 
cables, including manholes, &c., for the Т.С.С. See Official 
Notices ” August 11th. 


London.—September 29th. Thirty-four tramcar bodies, 
trucks, equipments, &c., for the Т.С.С. See “Official Notices” 
to-day. 


Mussoorie (India).—October 28rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 


‚апа lightning arresters, arc and incandescent lamps, telephone 


equipment, workshop tools and general stores. See Official 
Notices " July 14th. 


Oban.—September lith. Feeders and distributing mains 
for the T.C. See “ Official Notices " to-day. 


Pembroke,—eptember 22nd. Mains, arc lamps and 
pillars, meters and switchboard panels, for the U.D.C. See Official 
Notices " August 25th. 


Pontypridd.—September 2nd. Permanent way for the 
U.D.C. See Official Notices August 11th. 


Roumania.—Tenders are invited for а concession for 
lighting the town of Tulcea by electricity. Tenders are to be 
delivered within two months (Curierul Financier, dated August 6th), 
and full information may be obtained from the authorities of the 
town. The upset price is fixed at 500,000 francs. 


Salford,—September 2nd. Water softening aid purify- 
ing plant for the electricity department. See Official Notices 
August 18th. 


Salford.—September 14th. Electric wiring of the new 
Council Schools. бее “ Official Notices“ to-day. 


Spain.—October 14th. The Spanish Ministry of Public 
Works in Madrid is inviting tenders until October 14th for the 
concession for the construction and working of an electric tramway 
in Saragossa. Particulars may be obtained from, and tenders are 
to be sent to, El Ministerie de Obras Publicas, Madrid. 


Stockport.—September 14th. Electric lighting cables 
for the electricity department. See ‘ Official Notices " to-day. 


Tyrol.— Tenders are being called for by the authorities of 
Telfs (Tyrol) for the construction of an electrical plant. 


War Office.—September 1st. "Tenders invited for the 
purchase of surplus boilers, dynamos, &c., at Bermuda, Barbados, 
St. Helena and Woolwich. See Official Notices“ July 7th. 


Watford.—September 18th. Steel chimney for the 
electricity department, See ‘ Official Notices“ to-day. 


CLOSED. 


Bexley.—The U. D. C. has accepted the tender of Messrs. 
J. G. White & Co. for the repaving of the tramway track between 
Avenue Road and Sandford Road, at £749. 


Bombay.—The Bombay Electric Supply and Tramways 
Co., Ltd., has placed ar order with the Brush Electrical Engineering 
Co., Ltd., for sample single-deck and double-deck tramcars complete 
with trucks and motor equipments, 
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Bristol.—The Docks Committee have accepted the tender 
of Messrs. Holt & Willetts for the supply of electric lifts for tbe 
new tobacco warehouse at Cumberland Basin. 


Mansfield.—The T.C. has accepted the tender of Messrs. 
Sansom Bros. for the supply of pipes to the electricity works. 


Neath.—The R. D.C. has accepted the tender of Messrs. 
Johnson & Phillips for four sub-station switchboards for the 
districts of Skewen, Melincrythan, Cadoxton and Aberdulais. 


Pert Elizabeth.—At a recent meeting of the Т.С. some 
discussion took place as to whether the eleven tenders received in 
connection with the electric light cables should be opened in public 
or referred to committee unopened. Eventually, they were opened 
and referred to special committee :— 


David Fowlds ae ee eT s vs .. £7,244 8 0 


Dollery & Strange.. "n "NDS vs 28,101 19 2 
Holland & Vardy (troughs) .. T a -i 2,184 14 4 
Standard Estate Co. (troughs).. 2,479 10 O 
F.J. Middleton .. Ко e 7,312 8 9 
Griffiths & Co. (troughs) s rab $5 a 2,053 411 
A. G. Knight & G. Allen кы ©» v .. 12.740 11 9 
Wills & Davey (troughs) 3,419 17 11 
W. M. Smith . 6,141 5 6 
Carter & Co. (troughs) .. xw os А 2,044 11 7 
Н. J. Beckett a Я a .. 14,588 0 0 


Stockport.—The В.С. has accepted the tender of Messrs. 
Strode & Co., of London, for electric cables in connection with the 
E.L. installation, at £515. Messrs. Johnson & Phillips, Ltd., 
tendered at £517 10s. 

When the tenders came before the meeting of the Guardians 
Mr. Hollinshead wished to know whether they һаа been 
advertised for in the usual way? On the chairman stating that they 
had not been advertised for, Mr. Hollinshead asked whether the 
tenders had been opened by the Committee or the architect? Тһе 
clerk replied that the architect had submitted the two tenders. 


Mr. Hollinshead did not think it was fair for the tenders to be 


dealt with by the architect, especially seeing that there was only a 


difference of £2 10s. in a contract of £500. He wanted to know · 


whether any other tenders were te be dealt with on the same lines. 
At a later stage in the discussion the clerk explained that the 
Committee asked the architect to get onetender and he got another 
to check the first by. The second one was £2 10s. more than the 
first. Councillor Sharples thought they were too much in the 
hands of the architect. Mr. Berry contended that the business had 
b:en properly carried out, and that they had accepted the tender of 
the best firm they could lay hands оп. The minutes were confirmed. 


BRITISH ASSOCIATION ADDRESSES. 


The President's Address.—The first part of the Presidential 
Address delivered by Prof. G. H. Darwin, F.R.S., &c., before 
the members of the British Association at their meeting in 
South Africa, was read in Cape Town on August 15th last, 
and has already been referred to in our columns. The second 
portion was postponed until the arrival of the visitors in 
Johannesburg, and was given on August 30th. The address, 
a8 a whole, dealt with natural selection (or its equivalent) 
in inanimate nature ; the earlier part, treating of the sur- 
vival of the fittest chemical elements, compounds and mix- 
tures in and on our own globe, the concluding part having 
reference to the solar system and the stellar universe. Prof. 
Darwin sketehed briefly the manner in which the existing 
solar system, and as much of the universe as we are able to 
think about, are assumed to have attained their present 
forms either according to Laplace’s nebular hypothesis, or the 
meteoritic theory. He considers that each of these supposi- 
tions contains a certain proportion of truth, although they 
tend to be antagonistic; and he holds the forces which have 
produced the present configuration of the heavens as analogues 
of the natural selection that has directed evolution on the 
earth. For instance, in a system consisting of a sun and a 
large planet with a large number of small bodies moving in 
all sorts of ways, most of those small bodies will sooner or 
later fall into the sun, some of the remainder will fall into 
the planet, but the residue, having been travelling in per- 
petual orbits, will survive. Most of the latter, however, will 
be unstable, because forces, such as tides, will gradually divert 
them from their safe path, but a few will be immortal. 
Prof. Darwin proceeded to enlarge upon this theme in a 
fashion that lies somewhat outside our purview ; but towards 
the end of his speech he touched upon the quarrel which 
has existed between geologists and physicists since the days 
of Helmholtz's calculation respecting the age of the earth. 
Investigators of tidal friction have suggested that 500 or 
1,000 million years have elapsed since the birth of the moon, 
pure geologists have asked for between 50 and 1,000 million 


years, but physicists have asserted that at the rate at which 
it is now emitting energy, the sun can only have been active 
for 20 million. The discovery of radium seems to solve the 
discrepancy, for it has been shown at length that concentra- 


‘tion of matter is not the only source whence the sun may 


draw its heat; and there is every probability that radium 
exists in the sun. The amount of energy needed to propel 
a 12,000-ton ship 6,000 miles at the-rate of 15 knots is 
usually obtained from 5,000 to 6,000 tons of coal ; but it is 
also contained in 22 oz. of radium. 


NOTES, 


- — 


Correspondence.—We have received too late for publi- 
cation this week, a letter from Messrs. E. Bennis & Co., Ltd., of 
Bolton, regarding our last week's Note оп “ Evaporative Trials of 
Bennis Plant." This will appear in our next issue. 


Prof. Ayrton and Electrie Power on the Rand.— 
At a meeting of the South African Association of Engineers, Mr. 
G. A. Denny, the newly-elected President, who took the chair, 
extended a hearty welcome to Prof. W. E. Ayrton, from England, 
who was visiting South Africa as a member of the British Associa- 
tion. The chief item on the agenda was a paper by Mr. A. Spier, 
on “Electric Power Supply in Mines, with Special Reference to 
Large Winding Plants.” Upon ће termination of the paper, Prof. 
Ayrton expressed his appreciation of the Association's welcome, 
and referred to the pleasure of his visit to South Africa. In con- 
nection with the discussion of the evening and the economical 
storage of electrical energy, he declared that he failed to see why 
the use of electrical power was so restricted on the Rand to-day. 
If electric driving is not found advisable for the single property 
obliged to generate its own power, why were there not large cen- 
tralisation schemes to serve several mines? So far as he could see, 
the engiueers of the Rand were agreed as to the efficiency of elec- 


tricity for general mining purposes, readily acknowledged its 


advantages, and then went no further. 


Sir John Pound on Motor-Omnibuses, — In the 


course of his half-yearly speech to the shareholders of the London 
General Omnibus Co, Sir John Pound made some interesting 
observations relating to motor-omnibuses. He said that out of the 
profits of the half-year the board had again carried another £20,000 
to the motor fund, so that during the year they had set aside 
£40,000 for experimental motor services. Of that sum they had 
used up to June 30th £6,800, and had £33,000 in hand. The 
directors had organised a repair department under a competent 
engineering expert, had trained practically a number of drivers, 
built omnibus bodies in their coach factory, and as the chassis were 
delivered they would be prepared to put more motor-omnibuses on 
the roads under the most favourable working conditions.  Thoy 
had expected ere this to have had a larger number of motor- 


omnibuses at work. Those delivered had all been behind time; 
. Some were found on examination to be unsatisfactory, and the 


board preferred to wait for machines which they believed to be 
reliable and durable, rather than put a number of vehicles on the 
road, which would probably result in a heavy working loss. He 
believed that the motor-omnibus had come to London to stay, but 
he was equally convinced that some of those now working in our 
strects would cause their proprietors to wish they had not embarked 
in so speculative an enterprise. For the first few months, or a 
year, there was little or no difficulty in showing a good profit on 
the running of a service of new motor-omnibuses, but maintenance 
charges increased with the age of the vehicles, and it would be of 
interest to watch the results of those undertakings which were 
dependent on motor-omnibuses alone. For some years to come 
horse traction, which had given such good results in the past, would 
be the backbone of the company. 


The “Times.” — We can hardly congratulate the 


Editor of the Engineering Supplement of the Times on his 
success as exemplified in an article entitled, " An Innovation 
in Telegraphy.” Ignorance is sometimes admitted as a justifi- 
able plea, but we know that in the ''Pilgrim's Progress,” а 
gentleman of that name had a warm time of it. Seriously, 
however, it is a matter for much regret that subjects of the 
kind referred to in the article in question, are not dealt with 
by experts, instead of by those who evidently have no know- 
ledge whatever of what they are writing about, and who talk the 
usual nonsense as to “far-reaching improvements,” a great 
impulse will undoubtedly be given to the science," &c. We are 
told, "By а very simple means, it is asserted that defective 
insulation can be overcome, and the capacity of the wires or ‘ leads’ 
(sic) can be vastly increased.” Briefly speaking, the Е 
devised by Signor Magini appears to be the well-known (not to 
the Times engineering editor, however) Cardew vibratory system, 
with a coherer as a receiver, and its far-reaching capabilities, we 
are informed, are as follows :— | 

““Тһе device works equally well whatever the distance between 
the telegraphic stations and whatsoever the material condition may 
be of the wires in use on existing lines. There would thus be no need 
to make alterations in existing services, but it may be pointed 
out that with the new system telegraphic communication may also 
be carried out under existing generic conditions by means of very 
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_thin wires, instead of the thick and expensive conductors of ‘leads’ 
now generally employed—a point of exceptional importance, 
especially in connection with the erection of new installations. All 
competent (!) persons will at once recognise the importance of the 
innovation from the above brief remarks as to the actual condition 
of telegraphic wires. As a matter of fact, interruptions in tele- 
graphic services depend almost always upon defective insulation of 
the conductors (especially during bad weather), upon short circuits, 
or upon ‘ earths’; fortunately, all these causes have no effect at all 
upon the transmission of the new currents selected and practically 
. employed by Signor Magini. These currents are of an oscillating 
character and neither disturb nor are disturbed by ordinary 
currents—a fact the significance of which cannot escape the 
attention of those who understand anything about telegraphy (!) ; 
furthermore, they have the singular property of rapidly passing 
over electric conductors even when such ‘leads’ are imperfectly 
insulated (whether due to bad weather or other causes) or if they 
have not been insulated at all, and also if short-circuited to earth, 
or ifthe continuity be interrupted. То put the matter briefly, the 
new 'Magini system’ ensures perfect telegraphic communication 
under even the worst possible conditions in the electrio status of 
the leads." (11) i 

“With the new Magini system the use of cumbersome and 
expensive batteries of cells or accumulators at telegraphic stations 
becomes a thing of the past.” 

A further, and very valuable, application of this system lies in 
its practicability for use in submarine work; not only does it 
double the power of the cable, but it also enables two messages to be 
sent together over one and the ‘same cable.” 

Criticism of the brilliant knowledge of the subject, as displayed in 
the foregoing extracts, is hardly necessary. There are few of our 
readers, we hope, who, if they were really ignorant, would care to 
let the world know the fact in such an unblushing manner. 


Mishap at Rochdale Electricity Works.—There was 
а partial shut-down at the Rochdale municipal electricity works on 
Saturday last, the 26th ult. From an official account we gather 
that the particulars of the affair are as follows:—At about 8.30 p.m. 
the main fuse on one of the generators supplying the lighting 
mains blew, and as only one machine was then running, the 
supply, of course, was cut off from the town. The generating plant 
consists of direct current machines and three-phase alternators, also 
a motor-alternator which is capable of receiving three-phase cur- 
rent, and generating for either tramway or lighting purposes, and 
also vice versa. At the time mentioned one machine was running 
the lighting load, and another the traction load. The latter was 
assisted by the motor-alternator receiving its supply fram one 
of the steam-driven alternators, the exciting current for the 
steam alternator and also the motor-alternator beiug supplied 
from the lighting bus-bars. The condensers and station motors 
were also being supplied from the lighting bus-bars as well as the 
lighting arrangement in the station. The blowing of the fuse cut 
off the excitation of the alternators, and also the supply to the 
various motors and station lighting.. The loss of vacuum threw off 
the steam sets on to the atmospheric exhaust main which naturally, 
to a certain extent, reduced the power of the sets. The traction 
load was too much for the p.c. machine supplying it, and was further 
added to by the fact that the motor-generator losing its 
excitation on the a.c. side, the р.с. side received current, and was 
motored off the traction bus-bars, the А.С. machine becoming в 
generator driving the a.c. steam generator, thus throwing a 
heavier load still on the traction machine. The latter started 
pulling up,and it was necessary to trip the automatics on some 
of the traction feeders frequently, so as to relieve the 
machine. It was about half an hour before the tramway supply 
was righted, but it was never totally stopped. As the machine 
fuses on the lighting board had not previously given any trouble, it 
appeared probable that it was due to some fault on the mains 
(during the last few days a number of faults have occurred due to 
cables being damaged during tramways construction, and also to 
some work carried out by other departments of the Corporation). 
It afterwards proved that the fuse had been faulty. A separate 
machine was run up to take the station lighting and motors, and in 
the meantime the lighting network had, to a certain extent, been sub- 
divided. Somedifficulty was experienced inrecommencing the supply 
as, of course, only having motor-balancers and a motor-generator, 
which alone would not be sufficient to take the load, the engines 
had to be run up and kept on the stop valve until such time as the 
balancers could be put in. As soon as this was done, the various 
sectións of the distributors had to be re-connected, which accounted 
for the main portion of the delay in renewing the supply. The 
various sections of the town were out for periods varying from 
10 minutes to 14 hours, but by 10 o'clock everything was straight 


again. 

This is the first complete shut-down due to any fault in the 
generating station since the plant commenced supply in October, 
1900, and it is not а bad record when it is remembered that during 
that time, for many months Mr. C. C. Atchison and his staff had to 
run without any spares, and, further, that during the last winter 
both the traction and lighting switchboards were completely dis- 
mantled, and temporary arrangements had to be made until such 
time as the reconstructed boards could be erected and connected up 
in their new positions in the switch room. 


Electric Shock Fatality.—It is reported in the daily 
Press that, on Monday, Mr. Sidney Dixon, aged 21, an employé of 
Messrs. Dick, Kerr & Co., Ltd., while showing an assistant which 

to touch or not to touch at the power station of the Hastings 
tramways, placed his hand on a live part and was killed instantly. 
The inquest was to be held yesterday. 


New Zealand Water Power and Electric Railways. 
The Times in its Engineering Supplement says:—‘ The Govern- 
ment and the people of this colony areat the present time devoting 
a good deal of attention to the question of the development of cheap 
electrical energy from the natural water supplies, and in connection 
with this subject a report from a Swiss expert, M. Edmund Allo, on 
the transformation of railways by electric traction has just been 
presented to Parliament. In the course of this report M. Allo 
says :—' The cost of equipping the present 3 ft. 6 in. line electrically 
would be the cost of trolley-wire overhead and the copper bonding 
of the present road-bed, which can be calculated at about £300 per 
mile. The electric locomotives, containing each 2 x 64 = 128 H.P., 
would be sufficient to run all your ordinary trains on the existing 
grades. I understand that the power used in the whole of the 
North Island for the railway engines amounts to about 4,000 н.р. 
By taking rotary transforming units of 500 н.р., at a cost all com- 
plete of about £4,000 per unit, eight units would be required for 
actual working, and two units as a rescrve—that is, in case the 
whole of the transformation from steam to electricity would be 
made at once. The three-phase alternating current with 50,000 
volts primary potential could be transformed on the electric loco- 
motives into 2,000 or even 550 volts alternating three-phase 
current, doing away with the rotary transformers which change the 
alternating three-phase into 550-volt direct current, thereby saving 
expense and simplyfying the whole system. Of course, if only part 
of the lines should be equipped, from one to several rotary trans- 
formation units could be put up. The electric locomotive would 
pull the present cars. All over the world the economy of electrical 
power over steam has been calculated at 40 per cent. There are 
about 1,000 miles of railways in the North Island south of Auck- 
land. Theequipment without the power station can be reckoned 
at about £500 per mile; 1,000 miles would therefore cost 
£500,000.’ ” | 


Appointment Vacant,—Station engineer for Dartford 
(£100) . т | 
Electrolysis with Alternating Currents.— A paper 


dealing with the above subject was read before the German Bunsen 
Society at its last general meeting by Dr. Le Blanc, of Carlsruhe. 
He pointed out that an alternating current does not act upon 
copper electrodes in a copper sulphate solution, because the metal 
dissolved when the current is passing in one direction, is deposited 
when the change occurs. But a permanent effect is produced, and 
Faraday’s law obeyed, whenever there is opportunity for the 
deposited metal to enter into combination (е.7., copper in cyanide 
solution) or to be converted into an insoluble compound (c.g., lead 


: in carbonate solution, where white-lead is formed) before the 


current alters in direction; and also when some other reaction takes 
place more easily than the deposition of the metal (zinc in acid 
solution). The speed of the reactions in question and the frequency 
of the current play important parts in the process. If the frequency 
is low, an electrode may be completely dissolved ; if the frequency 
is somewhat higher, dissolution may be imperfect, and if it is very 
rapid, the electrode may be unattacked. Again, if the current is 
asymmetrical, i.e., if one period is three times as long as the other, 
the electrode which serves as anode for the longer time will lose 
50 per cent. in weight, and the other will gain the same amount. 
When copper is melted and quenched in alcohol, it exhibits an 
abnormally low potential, and it does not dissolve as readily as it 
increases in weight; in the above case, therefore, the electrode 
acting as cathode for the longer period increases more than 50 per 
cent. It is also curious that the newly deposited copper shows the 
low potential of the original electrode, viz., a potential 0'013 volt 
lower than that of ordinary crystallinecopper. Metals that become 
passive when used as anodes with a direct current, exhibit the 
property of dissolving more freely with an alternating current, as 
the frequency rises up to a certain point, after which a greater 
frequency causes them to dissolve less freely; and there is probably 
some connection between this maximum point and the speed with 
which the metal assumes the passive condition. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REvIEW posted as to their movements. 


Central Station Engineers,—Mr. J. Е. THOMAS, who 
has been acting as resident engineer in Johannesburg for Messrs. 
Mordey & Dawbarn, the consulting engineers to the T.C. in con- 
nection with the electric lighting and tramways schemes, is to be 
appointed general manager of the tramway and lighting depart- 
ment on the recommendation of the General Purposes Committee. 
As already announced, Mr. J. A. McMULLEN has been appointed to 
take charge of the station. 

Mr. S. C. CLAYTON, formerly of Cork Electricity Works, has been 
appointed assistant engineer to the Leatherhead and District Elec- 
tricity Co., Ltd. The chief engineer, Mr. Petty, on behalf of the 
staff, presented Mr. Harding (who is leaving for Acton) with a case 
of pipes. | 

Gn Friday last Mr. Francis T. Тттгзоз, mains superintendent to 
the Northampton E.L. & Power Co., Ltd., was presented with a 
writing tab'e by the staff and employés on the occasion of his 


854 


THE ELECTRICAL REVIEW. [vol. 67. No. 1,449, Seprempen 1, 1905, 2 


marriage. The presentation was made by Mr. P. M. CHAPMAN, 
assistant engineer. ` : | 

Mr. С. W. Jackson, of Patricroft, has been appointed assistant 
electrical engineer at King’s Lynn electricity works. 


Tramway Officials.—On August 22nd, at the Roman 
Catholic Cathedral, Portsmouth, the marriage took place of 
Vrrrorio Giovanni LIRONI, M.I.M.E., A. M. I. E. E., engineer to the 
Portsmouth Tramways, to Ruth Carlyle, third daughter of W. T. 
Maddock, Esq., of Southsea. | 

Mr. R. Baroy, rolling-stock superintendent of the Sheffield Cor- 
poration Tramways, has been presented by the employés of the 
Tinsley and Queen’s Road sheds, with a case of cutlery on his 
departure to take up the position of depot superintendent for the 
L.C.C. Tramways. 


General.— Mr. C. T. YERKES, who has lately been laid 
up with a severe attack of gout, has left for the Continent, where 
he will remain until early in October. 


Obituary.—The death is announced of Mr. THOMAS 
Mason, who, 18 months ago, retired from the position of chief of 
the traffic department of the Postal Telegraphs. For many years 
he was manager of the United Kingdom Telegraph Co., and he was 
taken over with that company when the acquisition by the State 
took place in 1871. Upon his retirement he received the decora- 
tion of the Imperial Service Order. 


CITY NOTES. 


Aberdeen Suburban Tramway Co. 


MR. G. WALEER presided at the half-yearly meeting held at Aber- 
deen on August 25th. He moved the adoption of the report, which 
recommended a dividend of 24 per cent. He said the sum of 
£1,000, which was proposed to be set aside for a renewal and depre- 
ciation account, was a fair one. Compared with the amount of the 
company's capital expenditure, it was a larger sum than was set 
aside by any other electric company last year or by the Cor- 
porations of some towns where the tear and wear of the system 
was as great as, if not greater than, on the Aberdeen Suburban lines. 
The company’s heaviest drawback was the price which had to be 
paid to the Corporation for its electricity, and he thought they 
might let them have it for 14d. per unit instead of 23d. 

Mr. Joun THomson seconded, but expressed the opinion that a 


dividend should not have been paid until the suburban tramways 


were more developed. 
The report was adopted. 


Wm. Griffiths & Co.—The report of the committee of 
shareholders which inquired into the reason of the company’s losses 
during the year, shows that the results of the period were decidedly 
exceptional. Pending the award in the arbitration between the 
company and the Middlesex County Council, the committee con- 
siders that it would be unwise of the board to declare an interim 
‘dividend for the current six months’ trading, even if earned. The 
report says:—'' Assuming that no repetition of the ‘special’ 
incidents of the past two years occur, it is reasonable to suppose 
that with able commercial and financial management, free from all 
speculative company promotion, so soon ns the present unfavourable 


influences cease to operate, the company's prosperity will be 


resumed." 


Stock Exchange Notiees,—Applications have been 
made to the Committee to appoint a special settling day in and to 
grant & quotation to:— 

Newcastle and District Electric Lighting Co., Ltd.—£150,000 44 per cent, 
mortgage debenture stock. 

And to allow the following securities to be quoted in the Official 
List :— 


Folkestone Electricity Bupply Co., Ltd.—Further issue of £25,000 44 per cent 
first debenture stock. 


British Insulated and Helsby Cables.-—The directors 
Announce an interim dividend for the half-year ended June 30th of 
B per cent. per annum on the ordinary shares. The interim 
dividend declared in 1004 was at the same rate. 


Electric Supply Corporation.—At an extraordinary 
meeting held at Salisbury House, E. C., last week, the alterations in 
the articles were confirmed. 


Northern Counties Electricity Supply Co.—The 
directors have declared an interim dividend at the rate of 3 per 
cent. pcr annum. 


Calcutta Electric Supply Corporation, — The 
number of units delivered to consumers during the four weeks 
ending July 28th, 1905, were 416,207, compared with 318,517 in the 
corresponding four weeks of the preceding year. 


` STOCKS AND SHARES. 


| Wednesday evening. 
AFTER many days, the eagerly-anticipated has happened. Peace 
had been so extensively discounted in advance that the Stock 
Exchange was quite prepared to see the consummation of its hopes 
followed by reaction. Instead of this, however, there was a smart 
rise in most Stock Exchange sections, and prices were especially 
good in the speculative divisions. But while other markets are 
astir with excitement, the electricity departments look on com- 
paratively unmoved. There are rises in plenty to record, although 
they do not amount to appreciable fluctuations, and they were 
mostly scored before the news of peace arrived on Tuesday evening. 
Telegraph and Telephone securities present the firmest front 
this weck. Amazon shares have gone back ? certainly, the 
recent swift advance tempting a few shares to the market. The 
Debentures, however, remain at 773. West African Telegraphs are up 
another 15s., the price having now attained its par value of £10. 
West Coast of America rose 4&4 to 12s. 6d., but West India and 
Panama Ordinary slid back the 4 rise they gained last week, the 
price being level with West Coast of America shares. About half a 
dozen Debenture stocks are 4 to 1 better. Direct Spanish Tele- 
graph Preference improved 4 to 94. Eastern Telegraphs added а 
point at 1444, and Indo-Europeans went 4 better to 53. The 
Anglo-American group was easier after its smart jump, but since 
the dealings in the American Railroad market are more furious 
than ever, the company should be doing well, and on the news of 
peace the Preferred rose 4 and the Deferred §. National: Tele- 
phones have a few rises to their credit; Oriental Preference are +), 


better at 14, the same price as the Ordinary shares; and United 
River Plates put on the fraction at 71. 


Three points rise in City and South London Ordinary stock 
brings the price to 41, and the buying, which so far has been of 
quite a retail nature, appears to be due to prospects of what the 
line may earn when the Euston extension is completed. Central 
Londons keep their prices, and District stock remains at 36. 
When the carriages are provided with racks, comfortable arm- 
rests (in place of the present “ rests”), a convenient system of 
ingress and egress, quieter running capacity and such like odd 
details, the line may tap more of the Central London's traffic than 
it does now. Metropolitan Consolidated is harder at 92, and so is 
Baker Street and Waterloo 4 per cent. Debenture at 102. Waterloo 
and City rose a point, otherwise electrical railway stocks bave not 
altered much. 


Tramway issues, with a very few exceptions, аге a good market. 
British Electric Traction Preference: dropped à to 102 in sympathy 
with the weakness of the Ordinary shares, although the two 
Debenture stocks are slightly better. Anglo-Argentine Ordinary 
have spurted to 94, the Preference being 6 and the Debenture stock 
142i—the last practically not to be bought. Calcutta Trams, old 
and new, have both advanced 4, to 10 and 9} respectively. No 
change has occurred in Belgrano Ordinary at 33, but it will be 
surprising if they do nut have a move before long. Colombo Elec- 
tric Tramways and Lighting 5 per cent. Debenture is 104, and 
business in Sunderland District Electric Trams Debentures is being 
done at 98, and a shade less. Havana Electric Railway 5 per cent. 
coupon bonds have just received an official quotation, and are 
called 96 to 97. In view of the boomlet now in progress in Cuban 
Railway descriptions, the circumstances of these clectric railway 
bonds will be worth watching. London United Preference shares 
continue at 10. i 


Two changes are all that the electricity supply list can command 
this week. One ів a further 10s. risc in St. James's to 143, and the 
other a B rise in Metropolitan Electrics to 108. People who buy 
Metropolitans contend that the company has now reached a position 
and standing far superior to that of the ordinary lighting concern. 
Only part of its undertaking falls beneath the operation of the 
1888 Act, and all sorts of fancy visions are held out—they may be 
reasonable enough gua visions-—with regard to the future prosperity 
of the company. 

Several of the miscellaneous descriptions have hardened, Electric 
Constructions rising a further 2s. 6d. to. 15s., India-Rubber 10s. to 
16 on the increase in the price of rubber, and Telegraph Con- 
structiona £1 to 34, because of the improvement in the general 
telegraph market. Callender's Debenture, undervalued for some 
time past, is 14 points up at 1084. Henley Debenture, also bearing 
44 per cent. interest, stands at 110, but this is cum dividend, 
whereas the next Callender dividend does not become due until 
December. Westinghouse Preference at 23 has yet to derive benefit 
Írom the presence of Mr, George Westinghouse on this side of the 
Atlantic. 


SHARE LIST OF ELECTRICAL COMPANIES. 
КОК е 


AND TELEPHONE COMPANIES. 


TELEGRAPH 


Business done ~ + 


Closing Closing 
Dividends for the last Quotations Quotations week ended or 
Issue four years. . | August 2rd, | August boch. August 800. | Fall — 
MM 
34,800 | African Direct Telegraph, 4 % Debs... ie ..| 100 T 
95,000 Amazon Telegraph Co. n shares, Nos. 1 to 25,000 | 10 =i 
Do. do. 5 % Debs., Nos. 1 to 1,250 Red. 100 = 
763,580 Angio-American Telegraph -- ,'* Ai Stock * 
8,118,210 Do. do. do. 6 % Pref. Btock ** 
$118,210 | Do. йо. do. Deferred Stock + 
44,000 Chili Telephone, Nos. 1 to 44,000 vs E Y: 5 di 
1,992,856 | Commercial Cable Sting. 500 year 4 % Deb. ВК. Red. Stock T 
16,000 | Cuba Telegraph -.-. ^ «s ais és К 10 9: 
6,000 Do 10 % Pref. - ae 10 du 
12,901 b 4 4 e 
6,000 10 10 10 » 
90,000 Do. do. 44 % De 4 43 4 .. 
60,7108 | Direct United States e Pde лы зе нк 8 % +h 
74,800 |. Direct W. India Cable, 44% Reg. Deb., 1 to 1.200, R. 100 4 44 % |: 
4,000,000 Eastern Telegraph, Ord. Btock o с .. | Stock 1 1 1% +1 
9,000,000 ро. 84 Pref. Stock 100 83 84 84% ae 
1,896,814 Do. 4% Mort. Deb. Stock Red. .. Stock | 4 4 4 +4 
800, Eastern Extension, Australiasia, and China Tele. 10 1 1 1 .. 
60, Do. 4% Deb. Stock .. v .. | Stock 4 4 4 4 
800,000 East& B, Afric. Tel., 4 % Mt. Db., 1 to 3, 000, red. 1909 | 100 4 9o 4 4 | + 
900,000 4% Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 | 25 4 $ 4 4 + 
180,881 | Globe Telegraph and Trust .- ee vs ..| 10 |#81 J 54 5A% z 
180,887 . 0. Pref. ee 10 6 b 6 6 5 oe 
150,000 Great) Northern тосе Ct Сорап fot M 10 | 134 15 24 zm 
ax АП rmu e, Ist Mort. 
46,500 | and Perm within Nos. 1 to 1,200, Red. } | 100 | 44% 4% | 4% + 
17,000 Indo-European Telegraph n e a 25 |10% |10 % 13 % | +4 
72,0800 | Monte Video Telephone Co., Ltd, Ord. 8 1 8 Ф 8 “+ „ 
1,983,488 | National Telephone, Pref. Stock 10⁰ 6 6% |6 +4 
2, 9669067 Do. $ Def. Stock ee ès 100 44 5 % 5 oe 
15,060 Do. do. 6 % Cum. Ist Pref. 10 6 6 96 6 .. 
15,060 ро. до. 6 % Cum. 2nd Pref. ЕГ? 10 6 6 6 . oe 
90,000 | Do. do. 5 % Non-cum. 8rd P.; 1 to 250,000 b 5% | 5 5 96 532 .. 
2, Do. do. 33 % Deb. Stock Red. ‚‚ | Stock | 9X 34 8496 11 
1,689,593 Do. do. 4% Deb. Stock Red. m 100 4 4 4 2 .. 
179,313 | Oriental Telep, and Elec. 1 to 171,504, fully paid 1 6 64 63 x 
50,000 Do. 0, do. Cum. Pre. 1 6 6 6 96 +16 
109,000 | Pacific & European Tel., 4 % Guar. Debs., 1 to 1,000 | 100 4 4 4 d z 
1 Reuter’s э» T - eu АР, 5% A 8 b 5 5 - 
8,981 Submarine Cables Trust es e ia .. | Cert. 6 6 6 T 
68,000 | United River Plate Telephone . (7 4n 00 5 7 8 8 + 
40,000 Do. 5 Ф Cum. Pret., Nos. 1 to 40,000 | _ 5 5 5 5 |o 
179,947 Do. do. 5 Debs. oe oe oe oe Stock 5 5 5 96 ы 
15,6001 Telegraph, Share 10 2 4 n% ` +3 
80,008 1 д i | Ni i ty 
150,000 | ро. 4% Debs., 1 to 1,500 guar. by Braz. 4 4 4 E 
907,980 Western elegraph, Ltd., Nos. 1 to 207,990 ee 10 1 1 1 . 1818 * 
75,000 ; do. 6 % Debs. and series, 1906 100 b 5 5 
960 Do. do. 4% Deb. Stock Red. | 100 4 4 4 $ +à 
West India and Panama Telegraph .. КР he 10 N i T ys 
Do. do. 6% Cum. lst t. s T" 10 1 1 m 6 .. 
4,669 Do. do. 6 Cum. Qnd Pref. ee oe 10 i Ni i oe + i 
80,0001 Do. do. 6 % Debs., Nos. 1 to 1,800 100 | 5% | 5% | 5% a 15 
2222 


d AND INDUSTRIAL COMPANIES. 


wi ыы шш ИЫ 


ELECTRICAL RAILWAY, MAN UFACTURIN 


40,000 British Aluminium 7 % Cum. Pref. .. A 
000 Do. do. A 6% Cum. Pref. .. 
,000 De. do. 40% Funding Certs. .. T 
0 Do. do. 6 & Ist Mort. Deb. Stock Red. 
133,001 | British Electric Traction i oe, wy es 
156,487 Do. do. 6 % Cum. Pref. .. 
1,000,0002 Do. do. 5 Foy: Deb. Stock 
250,000 Do. do. 44 % 2nd Deb. Stock Red 
100,000 | British Insulated and Helsby Cables 
100,000 Do. do. 6 um. Pref.  .- es b 
600,000 Do. do. 44 % 1st Mort. Deb. Red. 102 —105 102 —105 
,000 « Browett, Lindley & Co., Ord. oe ee oe oe i os г, 1 Tht 28 
50,00 Po. о. | 6% Cum. Pref.  .. i bs 14/6 to 15/ 14/6 to 15/6 
105,731 | Brusb Eleotrical Engineering, Ord., 1 to 105,731 .. Nil Nr 
,000 Do. Non-cum. 6 % Pref... - 6 $ sis 1: 1 
195,000 Do. 4 ГА Perp. Deb. Stock .. 4 à, | 4b ps 
126,000 Do. 41 1 Perp. 2nd Deb. Stock X ae 47% e 
$5,000 | Callender's Cable Construction shares — .. + 15% rege 
40,000 Do. . 6% Cum. Prei. . nox 5% | 576 % ШЕ. 
966,000 Do. do. 4 9% 1st Mort. Deb. Stock Red. 44% | 44% 700 ф 
1,968,208 Centra! London way, Ord. Stock T B 4% 4% 4 4% 
529,996 do. 4% Pref. Stock 4% | 495 | 4% „ 
529,896 Do. do. _ Def. do. 4% 4% 4% » 
1,990,000 City and South London Railway 53% 23% 23 | 2% 
85,000 Crompton & Co., PUR M RS 585 “© T 5 96 2l 5 200 
: st Mort. Reg. Debs., 1 to i 
100,000 900 ot £100, and 901 to 11,000 of £50 Res. } 5 % j 
99,261 | Edison & Swan „A ghrs., £8 pd., 1 to 99,261 Nil j А ae 
17,199 " “A” shares, 01—01 ‚189 Nil Nil ix és 
0291 Do. 4 Deb. Stock Red. a HS 4 96 4% ға 
100,000 Do. 5 % 2nd Deb. Stock Prov. Certs. all pd. 5 5 96 65 % 5% 
І 112,100 Electric Construction 1 to 112,100 - 85 6 % 4% Nil ; 
81,890 Do. do. q% Cum. Pref.,1 to 31,900 1% 1% 1% T 
Do. do, 4% Perp. 1st Mort. Deb. 8k. 4% | 4 Фф 4 % $i 
| * 95,000 General Electric Co. (1900), 5 96 Cum. Pref. e 5 95 5 5% ase 
: 900,000 Do. do. 4% Mort. Deb. e a% | 4 & | 4% * 
1 200,000 Henley's (W. T.), Telegraph Works, Ord. .. 20 €, |15% |15 Ф 10% 
900,000 Do. do. 4 € Pref. vox ee 45 А 4 ^o 449 és 
45,900 Do. do. lort. Deb. Stock 48% 44% 4305 са 
50,000 India-Rubber, Gutta-Percha & Telegraph Works. io% | 10 БИ 
900, 00 Do. do. . 4% 1st Mort. Deb. 4 96 4 4% 
271,500 +Liverpool Overhead Railway, Ord. .. s a 14% 12% 15% 
10,000 f. . ; do. Pref. £19 paid bo | 5% | 5% 5 % 
87,850 | Telegra Construction and Maintenance 6 20 % | 20 % |15 2 
150,000: : 4 % Deb. Bds., 1 to 1,500 Red. 1909 4 4% 4 
540,000 Waterloo & City Railway, Ord. Stock "A 9$ 84% 84% | 8 96 


* A period of nine months. t Quotations on Liverpool Stock Exchange. t Unless otherwise stated all shares are fully peid. $ Interim dividends. 
4 From Manchester Share List. | 
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SHARE LIST OF ELECTRICAL COMPANIES (continwed)—ELECTRICITY SUPPLY COMPANIES. 


y Stock TPP Closing Closing Business done | Rise + 
ли МАМЕ. | or кеч = ега. | Quotations | Quotations week ended | or 
JE Share DUUM | Aug. 28rd. | Aug. 30th. Aug. 30th, 1905. Fall— 

. 1 - 1902. | 1903. 904. | ;1905. | d Highest chest Lowest. 
29,377 | Brompton & Kens. Elec. Lt. Sup., Ord. 1 to 90000| 5 | 8% 10 | 10 % se | д. = 1 10 — 103 i В 
10,623 Do. 7% Cum. Pret.| 5 | 74 7 | xd | 92— 10% ; E * 
288,782 | Central Electric Su 25 d. Gwe, Deb. Stock ..| 100 | T. | 4 17 ] | 103—196 | 108 —106 entr A 3 
80,000 | Charing Cross and sand ес 38 à 5 110% | 8% | - 2 | 5 96 fi | M— i s d - 
80,000 Do. um. Pref. 5 | 4 | 4^ | 44% | . 5 5 5 53 / A 
40,000 Do. "ity Undertaking "44° Cum. Prf. |. 5 | 12 4 | 4l | | 4M— Бу | y 5a | 4 Mas x 
40,000 Do. 0 Wu m ue % | 4X | | Ee M--] = ©. |, az x] can ; 
850,000 Ро. do. 4 % Deb. Stock Red. . | 100 4% | 4% | 44 | 103 —105 | 108 —105 » 6 2 
44,436 |*Chelsea Electricity Supply, Ord. 5 „ | 5$ | 04 | Е | — 6 i: : 
150,0001 Do. do. 44 9% Deb. Stock Red. | Stock | 44% | dA | 44 „ | 108—110 108 —110 [Р Se 
70,595 | City of London Elec. Lighting, Ord. 40,001—110,595 | 10 | 5% | 5% 6 96 1 11 104— 11 102 г à 
40,000 Do. 69 Cum. Pref., 1 to 40,000 . | 1 | 64 | 65 | 64 18 — 14 13 — 14 13 | 1. 
400,000 Ро. 5% Db. Stk., Scrip. (iss. at 115)allpd. | .. 5 5% 5 4 123 —127 123 —127 E 
300,000 Do. 44 95 9nd Db. Stk., Prov. Crts., all pd. | 100 44 44% ue Don 103 —106 108 —105- ** 
40,000 | County of London Electric Li hting, Ord. 1— 40,000 10 4 4 44% | 4% Bà— 9 BÀ— 9 MET * 
30,000 Do. do. 6% Pref f., 40,001—60,000 | 10 6 6 ‚Ж, АШ ШИС 12 — 123 12 — 124 125 е: 
400,0001 Do. do. % Deb. Stock к 4 43 45 | 111 —114 111 —114 2 : һе 
250,000 Do. do. 44 % 9nd Deb. Stock .. | Stock 15 4} 44% | 103 —105 103 —105 104 J 
70,000 | Edmundson's Electric Corporation, Ord. Shares . 5 7 7 96 "95 | 61 | 54— 6j 3: * ^ 
80,000 Do. do. 6 % Cum. Pref.. „ | 6% | 6%-| 6% | | 64— 6% | 6A— 6% EY 
800,000! Do. do. 44 % Ist Mort Deb. Stk | 100 | 44% 13% | 4% | 106 —108 106 —108 . — n 
21,000 Kensington and Knightsbridge ‘Electric Ord. o] 5 1095 |19 % | 12 95 113— 122 113— 123 4 N 
130,000 Do. do. do. 4% Deben. Stk. Stock | 4% | 4% | 4 | 97 —100 —100 . . 
111,000 | London Electric Supply Corporation, Limited, Ord. 8 Nil Nil 8 4 | 2 — 94 2 — i es « 
60,000 Do. do. do. x, Pref... 5 | 6% | 6 6 95 5 — 5— 5 Ит ES 
871,895 Do. do. 4% 1st Mort. ‘Deb. Sik. Red. | Stock 4% 4 4 b | * 99 —102 99 —102 101 101 | 
100,000 Metropolitan — Supply, 1 to 100,000 .. Л] 5 7196 8395 | 10 | 10% 9 10g 104 — 10 10; 10454 | +8 
16,121 Do. 44 % Cum. Pref. 1—71,106, 23 pd. | 5 | 44% | 44% | a% tadi bj 6— 5 5l .. . 
22,0001 Do. 44% 1st Mort. Deben. Stock .. | .. | 44% 44% | 44% 109 —113 | 109 —113 ae „$ “ 
250, 0001 Do. 4 Mort. Deben. Stock Redem. | Stock 45 % 98 —100 98 —100 < & 
250,000 | Midland Electric Corporation, 44 % Ist Mort. Deb. | 100 | 4 4 ® 45% | 99 —1019 99 —101% 101 vi - 
10,852 | Notting Hill Electric Lighting bie 10 6 96 6 1 % | | 14 — 15 14 — 15 * д 
59,000 Do. do. 49 1st Mort, Deb.. | 100 | 4 % 1% | 44 | 100 —102 | 100 —102 e J 
40,000 | St, James’ and Pall Mall Electric Light, Ord. .. 5 1449$ | 144% 144% 10% | 13j— 145 134— 144 14 13i de 
20,000 Do. do. 1 % Pret. 20,081 to 40,080 | 5 19, 17% 10% | 7% | =e dogs D 8 i T 
150,0001 do. 84 % Deb. Stock Red. .. | 100 | sh 9495 | 84% vis 97 — 99 97 — 99 B 2 e 
12,000 Smithfield Markets Electric Supply, Ord. .. | 5 | 91060 | 4% | 4% 22— 94 94— 8 de x 
50,000 Do. do. do. 4% Deb. Stock | Stock | 495 | 4% | 4% | 76 — 80 16 — 80 ES E: 
65,000 | South London Electricit ТИЛЕР; О: Ога. 5 13% 8% | 4% 4 | 3 4 | у 
100,000 | South Met. Elec. Lt. ower ЕР — 1 Nil Nil | Nil | +— 1.— 13 ee és 
50,000 | (Late Blackheath and 8 \1% % Pref. . | 1 Nil 1% 7 96 | 1%— 1д lya— 155 | т, 
100,000 Dist. E.L.Co.) 44% 1st Deb. Stk. | 100 44% | 4% | 4% 06 —109 106 —109 к d. t 
30,00 | Urban Electric Supply, Ord. |. 1, “6. |59 5 $ | 5% | 48— 4i 48— 4 48 $ > 
80,000 Do, do. % Cum. Pref. | Б 5% 5% || 59$ 51— | р 5 s 
200,000 Do. do. 4% lat Mort. Db. Stk. Red | 100 Ri .. | 44% | .. | 105 —107 | 105 —107 1064 | 106 i. 
110,000 | Westminster Electric Supply, Ord. | 5 | 12 % 134% | 14 5 138% | 124—1 | 124— 133 13 125 Ё 
28,151 Do. do. 5% Cum. Pref. * | 5% 5 x Ө | — eg 2, 8 
i | i 
Shares not officially quoted Mackay Companies, ord., 42—43. Pref. 15—76. 
* Subject to Founders Shares. + Unless otherwise stated all shares are fully paid. М : Interim dividends.  . 
ELECTRIC TRAMWAY AND RAILWAY TRAFFIC RETURNS. /. 
| Fort- Receipts for | No. Route Fort- Receipts for | No. Route 
Locality. night the of Total to date. miles Locality. night the of | "Total to date. miles 
ended. fortnight. | wks. open. ended. fortnight. | wks. open, 
. | 8 E ig * | | 4 £* £ | £* | . 
Aberdeen. . Aug. 26 | 3,940 — 510 13 20,507 — 1,290 | {Cardiff — .. — .. Aug. 12 4,941 — 44/19 | 41,853 + 605 176... 
Ayr "o oot en ae 954| + 18 14 5,48 — 99 8 Carlisle el 449 „ 296 34 6878 — 885 7 |.. 
Bath : „ 29 165 + 107 | 84 | 28,026 + 1,594 | Bh cs Chatham and Dist. | „ 24 | 1,629 |+ 248 | 84 22,751 |+ 2,623 9-98 ＋ 8 
Birkenhead .. .. » 21 | 2,148 |+ 64 27 | 22,755'— 499 18:5 .. Colchester .. » 28 594 — 154 | 4 |. 1,087 E. ВЕ, ae 
Blackburn ,, 283, 2,149 « 271/214, 21,967 | + 779 14:25! .. +Cork . „ 525 35 94 | 16,684 + 799 99 .. 
Blackpool ..  .. 21 | 6,217 + 895 21 | 29,485 + 1,186 11°87| .. || Darlington .. d 261 496 24 21 4492) .. {4071 .. 
b —Fleetw'd| „„ 26 | 4, + 995, 8 1.909 — ded E Darwen а el »25, 57 41/21 5,240 +` 244 4736 .. 
99 — Lytham June 22 1,602 + 753. 34 ,608 73 Dover : m. MN 844 + 27, 32 6,651 — 268 | ME а 
Bolton .. 9. Aug. 27 | 44197 \+ 354 22 | 43,517 | +14 26 1 Dublin „ 25 | 11,716 — 44 | 45,000 + 365 485 4 1} 
Bournemouth ‚| „ 29, 4,243 41,806 |.. 13.91 7 83| Dundee | „ 16] 898 |+ 61|... т ЕЕ, реч Lg 
Bradford „ 26 9,623 '+ 24 21 | 96,759 4.036 48 East fam  .| n» 28 | 1,776 |+ 268 | 21 | 18,480 + 1,093 6°75. ., 
Brighton. » 27 2,831 + 70 22 | 24,556 A 9:5| .. Glasgow  .. „ 96 30,073 41,980 | 123 | 190,729 + 9,986 | 76 +5 
Bristol e 0 e| 25 | 10,254 H € . ‘is | с 1985 у; Gloucester .. „ 23! 658 — A EE G TIE 
| Halifax ..| 98 | 4159 1+ 905 | 21° | 85659 |+ 2,010 87 |+ 4 
| | {Huddersfield oo | аз 26! 3,145 14+ 411 | 21 29,151 + 671 | Эй: 1I. 
Hull e 0| ж 99| 4,414 1+ A | 47008 | 6692/18 |... 
Brit. Elec. Trac. Co. Е ford Р ЖШ 580 |— 205 | 18 9,199 201 65! .. 
| Ilkeston. „ 28 930 — 65 21 2,642 — 596 | 85|. 
Airdrie . Aug. 18 440 + 39 33 6.579 — 6 8˙55 Ipswich Р „ 26 1,192|— 106 | 21 | 10,312 = 1,102 10°5| .. 
Barnsley .. „„ 18 382 — 8 „ 5,819 | — 189 3 Isla of Thanet . » 26 | 3,708 |— 9298 | 84 | 92,8999 — 2074, 11 |.. 
Barrow .. „ 18 721 + 229| „ | 7,905 | + 1,896 | 5-37 Kirkcaldy „ 8! 476 — 97] .. ie) OM 
{Birmingham (City) „ 18 | 10,680 |+1,160 | „ | 180,738 | + 3,696 14.5 Lan’ kshire Trm. „ 24 1,864 ＋ 495 34 23, 880 + 2,290 12˙5 ＋ 3*9 
Birmingham (Mid.)/ ,, 18 | 3,043 |+ 629 „ | 54,721 | + 2,653 12:25) .. Leeds .. „ 26 111,986 |+ 376 | 21 | 138/907 |+ 3,999 [99-5 f 8 
Devonport „ 18 1,136 * TI „ | 15,898 — 2,022 8· 85 Leicester » 95] 92,46 84 | 71,045 GE Mod ut 
Dudley—Sto'rb'ge| , 18 | 2473 + 557| , | 29,896 + 1,299 2195| .. || Liverpool .. „ 19 | 28,288 | +1,890 | 33 | 349,582 |+ 8,164 | 108 | .. 
Gateshead. . „ 18] 2,01 F 145 „ 90,151 + 581 11.25 : Loc 8 „ 12 | 82,843 43,185 19 292, 750,467 513 T 5% 
sa ay N'fleet » 18 661 + 15 | » 7,649 — 874 65|. Lowestoft „ 16 989 122 : is ids xm 
Gr'n’k, Pt. Glsgw „ 18 | 1,493 | e. 124 | „ | 21,007 | + 29,327 | 25 | . Manchestei .. „ 26 | 26,447 11.555 21 | 979,864 4 12,0 | .. |... 
Hartlepool £d ow 18 693 — 18 „, 8,70 — 1,047 | 672| . ! Newcastle „ 19 | 3,704 |+ 75 20 | 78,683 |+ 9,754 | .. 
ie e „ 450 |+ 138 „ 4,107 — 222 45|.. Newport „ 26| 1,991 |+ 150 21 | 19,000 |+ 1,918 | .. 
Leamington — ..| — 18 591 |+ 312) 5 3984 | + 517 Oldham „ 26 3.643 41,115 | 22 96,928 |+10,188 23°75 | 45°87 
Merthyr .. „„ 18 139 |+ 19 33 6,331 | — 303 92:9 Plymouth à is ex Lus EN is "e ug 
Metropolitan. „ 18 | 7,906 4,099 „ 85,172 79,678 Pontypridd s» 20 306 "A 21 3,605 нб, 3:75. .. 
Middleton. . „ 18| 822\+ 101| „ | 1h37] | + 615 85 Portsmouth „ 19 3.150 644 20 | 46,899 |+ 1,849 14.5 
Oldham — Ashton „ 13 1,313 |+ 120 „ | 18189) + 968 913|. Reading 4 w- 10 &80 | .. [19 | 19,579 — 143] T5|.. 
Peterborough ..| , 18 458 |+ H| y 4,637 | — 390 9 1 Rochdale ..  ..| 4, 26 2,086 41,576 | 20 | 16,348 712,954 | 9075 | 714 
Potteries .. — . , 18| 8,563 |+ 148 „ 55,607 + 390 29 | {Salford ld „ 21 | 4,419 |+ 493|90 | 92,041 |+ 69263 | .. |.. 
Rothesay .. .. „ 18 1,310 |+ 575 „ 6.887 | + 1,787 | 2°75| .. || Scarborough co} sp Шү ЖТ . [9&6 DEBET 2. 4°5| .. 
Sheerness.. .. „ 16 220 + 81l | T 2,350 | + 289 | 25 ps Sheffield . e| gy 27 9,815 |+ 588 22 | 110,288 + 5,089 (85°75 | 275 
Southport | „ 18| 1,038 + 169 „ 10,401 — 486 | 8-17! | Southampton . 16 1,161 + 74 20 | 20,396 — 270 
South Staffs. |o» 18 1,758 1+ 477, 23.671 + 147 13.87 Southend-on-Sea .. July 26 | 1,089 + 67/17 | 6,596 + 468 ' 6-25! .. 
Swansea .. „ 18 | 2,237 f 965, , | 22,613 | + 4,560 | 55.. Stockport. Aug.18 | 2,097 4 809 | 20 | 14,855 4 2,958 14:5 |+ 3 
Taunton .. . » 18 13 + 315 „ | 1.670 — 180 1-5... Sunderland „ gy . : , | 209000 [4- бё... 1... те 
eee ej n 19 | 987 + 140| ,, 8.922 — 978 375 Tyneside .. ... „ 23 ` 898 + 90 34 | 14,419 4 1,902 ' 887|.. 
eston-s-Mare .. „ 16 | 1085 + 294 „ 4,030. = 407 3 Warrington . cart car 771+ "8 | 21 | 7,252 |+ 348 7°75) + -96 
b aay Andi „ 18, 1,048 + 241; „ | 12,82 + 161415... West Ham ..  ..' „ 24 4415 42,16 21. 35,589 | + 14,238 13:95 + 46. 
Worcester. „ 18| 881 + 129' „ ' 10,1137 + 627 575 Wolverhampton „ 29 1,732 + 183 21 | 17,431 VM as 
Wrexham. se} s, 18! SO UR 18 e! 8908 == B - І | | і 
Yorks, Wool. Dist. | „ 18, 1,596 ＋ 270 i 4 1,701 17 | | 


Cen. London Riy. Aug. 26 10,502 


Ed | we 


* Ccmpared with the corresponding period of 1904. + Ore week only. t Includes horse and other receipts, 


Whe n comparing the returns of this, with those for the corresponding period of last year, it should be borne in mind that Bank Holiday was a week later this year. 
„ыле гесе of the Birmingham and Midland and City of Birmingham show а decrease owing to the omnibus receipts of those companies having hitherto been 
ciuce 


| — 898| 8 | 45,498 — 1167 6|.. 

Я | | - | | oo S. Lon. Rly. , „ 27 4, 5417 49| 8 | 18,088 = 223 695... 

i lin-Lucan Rly, | „ 25 3902 + т * | 120 + 0 7 ee 

Burnleyg v. FS Aug. 26 | 2,341 , + IOO PEU ЖН, 25 TB. T G. N. and City Ву. „, 26 2,739 + 662 8 | 11,385 |+ 3,4566 85... 

Burton-on-Trent ? ). » ү) 715 = .91., 91 | 7,169 y Bd 2, L'poo! Overh'd Rly. s XT4 899 + TO} ws 5 15, — 409 6:57. .. 

Bury .. uA iba D | 1,689) 20 15,039 ' * 10°5 Mersey Railway .. + 24, 8 | 12,807 T 766 4:5) .. 
3 | 


n d 8,055 


, 
| 
Dic 10 lit ized | by y LN 
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ELECTRIC TRAMWAY AND RAILWAY 
EXHIBITION, 1905. 


DESCRIPTION OF INTERESTING EXHIBITS. 


(Continued from page 320.) 


Messrs. HaDFIELD's STEEL Founpry Co. Lro., had a repre- 
sentative exhibit, in which were included all kinds of points and 
crossings in “ Era” manganese steel. The movable points were 
fitted with Hadfield's patent mechanism fixed in a box on the side 
of the points. This box not only gives efficient drainage, but is so 
arranged that it will take the mechanism for either movable or 
automatic points, and the conversion from one to the other can be 
performed iu a few minutes. 


Photographs and drawings were shown illustrating some of the . 


special work designed and constructed for the London County 
Council, Bradford, Liverpool, Leith, Bolton, Glasgow, Belfast, and 
other Corporations. There was also on view a photograph and a 
diagram of the lay-out constructed for the Fitzalan Square Junction, 
Sheffield. This junction is constructed entirely of“ Era manganese 
steel, including all the curved rails. This piece of special work was 
put to work on September 5th, 1901, and has had 43 millions of 
cars over it, or an average of 3,200 cars per day, whilst the average 
wear is only 0136 in., so that although the lay-out has been at work 
nearly four years, it still gives evidence of а further two to three 
years’ work. It should be noted that the special work in ordinary 
cast steel, and ordinary rolled steel rails, which the manganese steel 
work replaced, had a life of less than three months. 

These facts are most extraordinary, and let in a good side light 
on the real cost of maintaining track under heavy service. A few 
years ago ordinary cast steel of good quality was believed to be 
sufficient for points and crossings, but now the very curves have to 
be put down in manganese steel. ; ! 

If the adoption of radial action trucks, or the further use of bogie 
cars, will reduce this preposterous wear, it ought to be considered 
most carefully. Presumably the trouble is not effaced, but merely 
transferred by putting in harder rails, and special work for. the 
wear must comé somewhere, and it is the wheels which suffer. 

Messrs. Hadfield made rather a point of Le Rossignol's Patent 
Portable Cross-Over, which consists of a set of six ramps, packed 
when out of use in a box which is kept near the situation of a cross- 
over from one track to another. These permanent cross-overs are 
put in for emergency or special purposes only, and when they аге 
wanted in a hurry they never work, because the wear has been all 
on the “ through ” side of the castings. The Le Rossignol patent 
does away with this objectionable feature, and the modified castings 
allow quiet running and reduced wear of wheels, while the portable 
ramps are always ready and always reliable because they are not 
worn unevenly. 

Traffic charges on tramway systems in which there are a 
number of branch lines are increased in direct ratio to the number 
of points which have to be turned. | 

In those cases where human point-turners are employed this 
amount is ascertainable by simple reference to the wages book, but 


in other cases where the work is done by the motorman or con- 


ductor of each car as it passes one way or the other over'a junction 
the.cost can be estimated only, but it is there nevertheless. When 
pointsmen are used there is always an element of danger arising 
from the possibility of duty being neglected, and when the work is 
left to the car-crews this danger is much intensified. 

Inventors have striven throughout the ages to produce an 
apparatus that shall replace human fallibility by mechanical 
certainty, while it provides an allurement in the guise of economy 
to the people who have to be persuaded into using it. 

The Exhibition brought forth two more of these machines, and 
we leave our expert readers to judge for themselves from our 


descriptions, first, whether either or both will fill the bill of require- - 


ments successfully ; and secondly, which of the two it is going to 


pay better to install. 
Turner’s Automatic Point Controller was exhibited by Messrs. 


S. Dixon & Co. just as it would be supplied. Mr. Turner himself 


explained and worked the apparatus for all-comers, and the follow- 


ing description of the general outlines is taken from particulars 
supplied by the firm. 
it is an electrical device for automatically moving both rail and 


. overhead frog, and may be shortly described as follows: Two 


switches are fitted on the overhead line—an actuating and reversing 
switch—-the former being fixed about 45 ft. before reaching the 
point tongue, the latter being placed just beyond the frog, on the 
branch line. Upon the driver approaching the point and wishing 
to turn on to & branch line, he keeps his controller on the first 
notch when passing over the actuating switch, thereby opening 
the point. He then passes through the rail point and the overhead 
point, and his trolley head makes contact with the reversing switch, 
and automatically reverses the point, independently of the position 
of the controller handle, thus making it absolutely impossible for 
the point to be left open. There is no wiring, switches or fittings 
of any description on the car in connection with this device. This 
patent controller has passed its experimental stage, for it has been 
installed and is working successfully on the following tramway 
systems: — Leeds, Manchester, Bradford, Sheffield, Birkenhead, 
Cardiff, Gloucester, Brighton, Rotherham, Leicester, West Ham, 
Leith, New South Wales (Government), and others. There isa 
direct saving in pointsman's wages of 80 per cent., and the con- 
trivance is absolutely self-contained and needs a minimum of 


attention. 


А ' Я : Ў 

The other controller is Parr's patent, and was cxhibited by 
Messrs. HapFIELD. They say:— This controller is operated 
electrically, and can be applied to any existing system of points. 
It works both the points and the overhead frogs at the same time, | 
and does not call for any special equipment to the car or alteration 
of any description of the. current collecting device or the wiring. 
It can be so arranged that the points unless operated are set for one 
line, or it can be so arranged that each ear can move the points for 
itself. All that is required is for the motorman to have the 
ordinary motor controller on (any notch) to operate the points and 
off altogether if the points are not to be operated. 

The first controller of this design was installed at one of the 
busiest junctions on the Leeds City Tramways, where the minimum 
service is 90 cars per hour, rising to 110 cars per hour at busy times. 
This severe test extending over a period of six months has shown 
that the controller is thoroughly efficient and reliable. 

Fig. 96 їз from a photograph of the complete mechanism. 
The whole machine is mounted on two strong standards S s, 
which carry an electro-motor M, capable of driving a train of gear 
wheels actuating the rail point through the hauling rod n, and link 


WMV — 


^ 


Fic. 96.—PaRR'S PATENT AUTOMATIC POINT CONTROLLER. 


H, also the conductor point in either underground conduit or surface 
systems, whilst by a flexible or other suitable hauling rope v, it 
actuates the conductor point in overhead systems, 

The direction of rotation of the motor m, and hence the position 
of the points, їв controlled by a reversing switch (not seen) fixed to 
the front of the box в. 

The switch spindle is actuated by the arm E, which in turn is 
actuated by a stout phosphor-bronze slider p, worked by one or 
other of two falling weights w w, which are attached to it by strong 
chains C. 

The slider, which works on a guide bar, is caught and released by 
the plunger of a specially designed electro-magnet ү, and the arm 
E, is controlled by a double-ended latch Е, itself released by ап 
arm о. The slider, its guide bar, the latch and pulleys P, over 
which the chains roll, are all carried by the stout frame z. An 
arm a, actuated by the bottom shaft, raises the weights w, 
alternately, moving with the points from one side to the other. A 
highly insulating terminal board T, carrying the necessary ter- 
minals, fuse block v, and lamp or other resistance L, inter-connects 
the reversing switch, motor, electro-magnet, and source of supply. 

The box B contains nothing but the necessary spring for control- 
ling the arm E, while affording convenient bearings for, the spindle 
of the switch. 

The machine is contained in a neat cast-iron strect box, specially 
designed to enable the whole machine tó be got at in less than half 
а minute, and the controller can, if necessary, be actuated from the 
outside of the box, in case the driver passes the overhead contact 
with current off or on when it should have been otherwise, which is 
another great advantage. 

A light contact is attached to the electrical conductor (whether 
overhead or underground), through the medium of which the auto- 
controller is operated. "This contact is carried by the line itself, 
without having to cut it. 

Messrs. EDGAR ALLEN & Co., LTD., exhibited a great variety 
of points, crossings and other special work, and particularly 
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interesting were the point silencers, of which there were three 
examples :—McKn night's, Radfords and Traver's. 

Fig. 97 shows the first of these, which is very simple. 

The ''Iron-bound " point, of which they are the sole makers, has 


Fic. 97.—PLAN oF ALLEN’S PATENT Point SILENCER. 


many advantages, as it can be made to almost any length and is 
very easily fitted with fish-plates. It is illustrated in fig. 98 as 
applied to an open or “dummy” point, while fig. 99 shows its 
application as a movable point with the addition of a 3-way 
mechanism, which is shown more clearly in fig. 100. It is arranged 


It may claim to have raised some soft woods to the level of hard 
wood, and when Powellised, spruce and even Poplar may be used 
for paving. Thus Poplar may, when treated in this way, become 
what it has never been hitherto—a timber.” 


Fic. 101.—ALL-WIRE SOLDERED RAIL. Вохр. 


The permanent way section closes with the mention of rail- 
bonds, as there were no rails to be seen, a fact on which we 
commented in the general review. Briefly, then, there were no 
novelties in bonds, but the Forrest City ELECTRIC Co. and the 
BRITISH ELECTRIC EQUIPMENT Co. made an effort which should be 

successful to impress purchasers with the 
comparative flexibility and durability under 
the worst conditions of vibration of the 


ЕЕ ыа ribbon type concealed, or sub-fish plate 
| СЕЕ bond, while the latter company made much 


Fia. 99.— PLAN OF ALLEN’s IRON-BOUND POINT, FITTED WITH 9-WAY ARRANGEMENT. 


Fia. 100.— ENLARGED VIEW SHOWING 3-WAY MECHANISM. 


for action as a 2-way point in both cases, but the addition of springs 
in the obvious positions adapts it for three-wavs. 

MILLAR'S KARRI AND JARRAH, LTD., and THE PowELL Woop- 
Process SYNDICATE, Lrp., represented the wood-paving business, 
while THE “ GRey-RoyaL” GRANITE бетт Co., LTD., and Ww. 
GRIFFITHS & Co., LTD., did the same for stone setts. 

The value of hard woods like Karri and Jarrah is shown by the 
small wear which bas been noted on samples, taken for the purpose 
of measurement, from the streets of many English towns after 
being down from 3 to 11 years. 

The preservation of timber by “ Powellising " has been done for 
some time, and the results seem to be admirable. The process 
consists in thoroughly impregnating the wood fibre with sugar after 
driving off the occluded air. This is done by boiling the wood in a 
syrup until air bubbles cease to rise to the surface, and. then sub- 
jecting the wood to baking at temperatures which vary according 
to the nature of the wood. ` | 

The temperature is increased gradually, a piece having 1 in. as 
the smallest dimension taking two hours, while a piece whose 
smallest dimension is 6 in. takes 12 hours to reach the maximum of 
200° to 250° F. This maximum temperature is maintained for a 
length of time which varies also with the size of the piece, and is 
reduced in the same gradual way that it was raised. 

Auy kind of wood can be Powellised, and molasses, glucose or 
grape sugar, raw or refined beet or cane sugar can be used, the 
results with each having definite characteristics. 

At the end of a report which is favourable to the Powell process, 
Prof. G. S. Boulger, F. L. S., F. d. S., &c., says:—'' The increase of 
density alone which this process produces would seem to recom- 
mend it for naves, blocks, tool handles and many turners' purposes, 
the comparative non-inflammability of the processed wood would 
make it preferable to creosoted timber for building, and the 
increased density and durability combined, especially suggests its 
applicability to wood-paving, particularly to soft woods. 


= of the " All-wire “soldered bond, such as 
ix illustrated in fig. 101. This, bond has 
beeu used largely in the States, and the 
makers say that “in order to iuduce 
English engineers to drop thoir prejudice 
against the soldered bonds, they are willing 
to loan all their standard apparatus to 
customers who will use it." We dealt with 
the general aspects of rail-bonding in our 
issue of July 7th, with reference also to 
American practice. 

As compared with their exhibit at the 
last Exhibition, the Forest City Co. had a 
greater number and variety of bonds and 
bonded joiuts on view this *time, but they 
were only modifications of previous exhibits 
to suit the special conditions under which 
the bonds were to be used. The conductor-rail joint of the Ham- 
mersmith and City Railway was exhibited. We understand that 
these bonds will be fixed by a special hydraulic compressor, about 
which we may hear more later. | 

Messrs. К. W.-BLacKWELL & Co. showed the bonds with which 
their catalogues have made us all familiar. They have made a slight 
alteration in the shape of their plugs, which permits the copper 
terminal to be expanded radially only, and not driven before the 
plug, as was the case sometimes when these were made quite 
parallel. 


(To be continued.) 


NOTES ON MAINS WORK AND FAULT 
FINDING.—II. 


By Ө. С. KNIGHT. 


THE calculations involved in the localisation of faults are 
usually very simple. To continue the consideration of 
Murray’s loop test, the apparatus for which was described 
last week, the simple case, where the resistance of the leads 
is negligibly small, and bridge ratio is cable length ratio, 
cannot occur in practice. It is only this correction for leads 
that is ever supposed to be difficult, and this is really very 
easy, and can be made in a variety of ways. 

If you know the resistance of your leads, the two being 
equal, and also of your cables, it is clear that 

n 
|». k+l 
where A = Resistance of shorter end of loop from testing 
point to fault, 
Total resistance of loop == resistance of cable 

+ 21, 

] — Resistance of one leud, 
k — Bridge ratio. 

This formula I always used myself, until it was suggested 
to me that an ordinary mains foreman could not do so. I 
think this was a libel on the mains foreman, but devised a 
method to get over the difficulty. Let your bridge be 
divided into 98 parts. Make a pair of testing leads each 
equal in resistance to one division of your bridge, and let 
them be used as part of the bridge. You get then the 
simple ratio p : 9: : 7 : s without any correction whatever. 


A 


R 
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Another, and perhaps simpler method, is to make a pair 

of leads each of resistance exactly equal to (say) 100 yds. of 
"1 sq. in. cable (3:4 yds. of No. 16), and tie to each a label 

marked © — 100 yds. of 1, 60 yds. of 06,“ and so on for 
all the sizes you use. The man who could not make the 
corrections for these is certainly unfitted to do your testing. 

An earth may be found on a branching system which is 
unprovided with links as follows :— 

Loop at any pair of ends aud take a loop test which will 
show the apparent position of the fault at a joint. Loop 
any pair fed from that point and test again. If the fault is 
again apparently at a joint, loop а pair fed from hut joint, 
and soon. When the test shows the fault not at a joint, or 
twice at the same joint with different ends looped, that is the 
place. This is a slower method than Temoving links but 
quicker than cutting. 

Great accuracy may be attained on a three-wire system, 
because if the earth Бе, вау, on the negative, you may loop 
positive and negative and locate, then loop neutral and 
negative and locate. The two tests should show the fault at 
the same place, and check one another. 

To find an earth on a loop-main, by which I mean а 
distributor taken round a block with its ends joined together, 
has puzzled more than one. A cable would never now 


be so laid without a link box, but it has been done. To . 


locate a fault on such a cable unless you have a number of 


— f = 4 f 


Fig. 2.—Earth on looped distributor 


services is very difficult, but—theoretically at least—it is 
possible. I have never had to try it, but have devised the 
following test :— 

Let the rectangle represent a. loop-main, whose resistance 
if opened out would be n. 

s the same pole of a service cable, resistance s. 

F the connection from feeder, resistance F. 

г == that fraction of R between s and Е, counterclockwise. 

] — т = that fraction of R between 8 and F, clockwise. 

All the above are known. 

f == the fault of resistance f. 

р = that fraction of R from s to f counterclockwise. 

g == 5 *4 эз F to f 7 

All these are unknown. If we can get a formula to find 
p we have the position of the fault. 

Measure the resistance to absolute earth from s. Call 
this Ri. Measure the same from F. Call it R;. 

( Nofe.—It is essential that the test be to absolute earth. 
For all ordinary purposes a wire twisted on to a water pipe 


is good enough, but I have known this to show half an ohm 


to absolute earth, whereas O1 ohm error will throw this test 
seriously out. To test resistance to absolute earth, proceed 
as follows:—Find two approximate earths, such as a water 
pipe and а bar driven into the ground; fix а wire firmly to 
each, long enough to reach your instrument; take a lead of 
known resistance to the cable under test. Call the unknown 
resistances in your artificial earths E, and t, and that through 
cable and fault to absolute earth, E. Now measure the resist- 
ance between cable and E, call it r,: between cable and E, 
call it л, ;. between E, and E, call it 7,. 


Then r. = E+E, r, ET E, г, == 
.) 
2 


Е, + E. 


Hence E = 


Having obtained в, and m, by this method, it is obvious 
that R = в + (p R and (1 — р) R in parallel) + 7, 
that is, = 8 + % (R pR) ＋ 7. 

Similarly к, = F T9 (R- фк) + f. 

Now if the fault be in z as at /, then y = 1 — z + p. 

If it be not inv, as at f, then y р – z. A glance at 
the diagram will show this. Taking the. latter case first we 
get— 

R. — R. =S — F + p R — j R — (p — л) R T (-n 
from which equation all unknowns are eliminated but p which 
is required, and from which is deduced 

. Ri 1 k. — S8 1 r 


Р EE 0) — — — “ꝛFk—ͤ 


2 T R 


En 


In the other case we have— 
RI — R, = $—F TR - R- (I- TAT) RA (1—.-4 p)?R 


whence p= * 1 2 


Here, of course, we have an ambiguity, the same test 


showing the fault in two places on opposite sides of the 
square. But you can dig up the cable at one point, and it 
is Just an even chance if you find the fault; if not you go 
straight to the other. Even an ambiguous test ів, in my 
opinion, better than blind groping in the dark, cutting and 
trying. Moreover, if you have a few more services on the 
loop you can take a fall of potential test which will at least 
show on which side the fault is, and then you have it 
exactly. 
нокт, CIRCUITS. 


We may now consider the localisation of shorts, by 
which I mean any unintentional connection between 
two conductors, whether of high or low resistance. The 
simplest case of all is where the two cables are 
fused or welded together, when a simple copper re- 
sistance test from one end gives the position of the fault. 
This test, though often recommended, is really useless in 
practice, as you cannot know that your cables are so welded, 
and if you assume this condition where it does not exist, 
you will be a long way out. Therefore we must assume that 
the fault has a resistance, small but unknown. It will 
always be small, as а short will never be. detected until it 
takes enough current to call your attention to the fact that 
the current is not going out as ordinary кышы, and pro- 
bably not until it begins to blow fuses. 

There are several ways of localising a short. In the 
simplest case, a feeder, or plain run of cable, go and return, 
let Р and х be the resistances of your two cables (on a two-wire 


Fig. 3.— Гв: skort tec’ 
P d 


system they will be equal) / == the resistance of the fault, 
A and B fractions of the resistance (or of length if the cables be 
of uniform section) from ends 1 and 2 respectively to fault 
(А + В == 1). Measure the resistances through the fault 
between ends 1 and 2. Call these в, and Rg. 


Then RI = A (P +N) +/ RZ = В (P TN) + /. 


nee um RI — R 
Henc and. f E 


A= T (ex) 
T'his I think the best and simplest method of finding a short. 
The objections urged against it are the following: To get 
the actual resistance of "the cables P and х, a correction {ог 
temperature has to be made. This, however, is not very 
difficult, as the temperature of  decply-laid cables varies very 
little, and the error for shallow cables will not be great if 
the temperature be assumed at that of the air. In short 
cables, indeed, the variation of resistance with temperature 
throughout the year is so slight as to be quite negligible. 
The extreme error in the result of the test due to this cause 
is about 14 per cent. of the length of the cable, which is 
considerable on long runs, but not on short ones. Another 
and more serious objection is that the proper resistance of 
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{һе fault is assumed not to change between the two tests. 
If it varies much it will introduce a correspondingly large 
error. The following method obviates the last trouble. 
Connect, as in fig. 4, one end of wire bridge to ong end of 


- Fig. 4.—Second short test 


cable; the other end of the bridge and also of the cable to 
earth ; galvanometer across ends of bridge, and battery 
between bridge contact and the other cable. Then the bridge 
ratio at balance is the ratio of the two parts of the cable on 
either side of the fault. 

If you can get a really perfect carth in both cases, ho 
correction at all is required by this method : or if your 
cable be of high resistance compared with the resistances of 
your earths, the correction is negligible. © But in the majority 
of cases your earth connections, with leads, will have a 
resistance distinctly significant, and therefore these resistances 
must be measured and taken into aecount. 

Then the bridge ratio = A: (B + E, + Ej), and here, of 
course, the correction for temperature must be applied where 
great accuracy is required—that is to say, on long cables. 
Thus this test is more difficult than the first, and is only to 
be recommended where the variation of the resistance of the 
fault is considerable as compared with the resistance of a 
yard of cable. Moreover, this test cannot be used, as can 
the first, in cases where you have an earth accompanying 
the short, as is so often the case. On a three-wire 
system shorts may be found with yet greater ease and 
accuracy. If all three poles be. shorted together, use the first 
method applied to any pair. You can thus take three pairs, 
positive and negative, positive and neutral, neutral and nega- 
tive, localise the fault on each, and the three results which, 
obviously, should be alike check one another and eliminate: 
errors. The case is yet simpler where only two poles are 
shorted. Here a modification of the second test may be 


Fig. 5.—Bhort on orc eido o1 3-wire system 


4 


applied with great advantage. Connect as in fig. 5 », looping 
at the far end the sound cable to one of the damaged ones. 
Then at balance the bridge ratio is the ratio of the parts of 
the loop on either side of the fault. 

It is not generally known that it is quite possible to 
localise pretty exactly a short on a branching circuit without 
cutting or disconnecting branches. Reference to fig. 6 will 
show that the branch cable with fault forms a short on the 
main cable at i. Testing by the first method, take resist- 
ances RI R, between ends 1 and 2 and locate to f, by 
the formula as given. Now here comes in the use of the 


R + Ry — PON 
2 


~ 


formula / = ‚ for this being the resist- 
ance of the short at / is obviously the resistance you would 
get if vou cut at the joint, and tested down the branch cable 
throngh the fault. Calculate this and call it rR, Measure 
ну between the ends of branch, then, by substitution from 
R. — R 
the first formula, ¢ = 5 з . 
j „+ ( 

Similarly, if this test should show the fault at a joint to a 
sub-branch, the process may be repeated, the method being 
too obvious to need description. But practically J fear that 


unless your instruments are extremely accurate, you will not 
locate à fault correctly beyond the second sub-branch, as апу 
errors will be likely to be cumulative. | 

Оп а modern system of mains, however, you are not 
likely to Base a circuit branching to that extent, without dis- 


Р, м, 


<—— А —>6— 5 — 


fi P, l—»Tof-B 


\ 


Fig. 6.—Short on branch Fig. 7.—Short on looped main 


connecting links. To find a short on a looped distributor :— 

Let Р and N be the resistances of the two cables of the 
ш. fig. 7. 

N, ditto of connections to service. 

М а РА feeder. 

r that fraction of the loop counterclockwise between 1 
and 2. All these are known. 

Let f be the resistance of the fault: a the fraction of the 
loop counterclockwise from 1 to f, апа в ditto from 2 to f. 
These are unknown. 

Measure ki between ends 1 through fault and R, between 
ends 2. 


Then ki =P + Ni + (A — А?) (Р +) +/, 
and к, = Рр, + X, + (B — В) (P ＋ N) ＋ 7 
. (A — 4? — n + B*)(P + N) 
Now if / be in z then B= 1 - + A 


Ny — Py — Ng + 
if not B = A — r. 


Substituting these values iu the equation above, it 
reduces to :— 


FFF N P, + № 
2 2 (1—7) (P + N) 
or jm Ц unr SMT A 
2 2 ( +N) 


Here again, as in the case of an earth on a similar circuit, 
we have an ambiguity, but the same remarks may be 
applied. 

All the foregoing tests have been given on the assumption 
that you have got as near to your fault as possible by with- 
drawing links and. making rough tests. In the description 
of the tests for earths and shorts on branching circuits, I 
have shown how a fault may be found ona small system 
without any disconnection. But where a system is much 


cross-connected, as all large systems are, these tests are 


of no use, and the preliminary business of localising to a 
section is often a lengthy and laborious matter. Ав an 
instance, I am assured by a friend who has charge of а large 
system, that a job of this sort recently took all his available 
staff over a week. Yet it is quite possible, on the largest 
and most complicated network to localise a fault from the 
station in a few hours, the supply not. being interrupted for 
more than a few minutes, provided tbat the network is fed 
from at least three points. In theory you find the point 
exactly, but to do so requires extremely accurate instruments, 
а very exact knowledge of the resistances of all your cables, 
and of the position and value of your natural resultant fault, 
and a laborious and difficult calculation. In practice you 
may get within half a dozen. streets of. the fault, and. then 
proc eed remov ing links and testing around the spot so found. 

Fig. & represents an imaginary network fed from the 
points, a, b, e, the station s and the feeders А,В, С, being 
shown outside the diagram for the sake of clearness. When 
an earth occurs make loop tests between A and В, A and с, 
в and c, using in each case, of course, that pole of the feeder 
which is earthed. Measure also the total resistance of the 
loop in each case. 

Now, knowing the resistances of vour feeders, you get the 
effective resistance of your network between feeding points. 


—— 2 K — 
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From your loop test you have the proportionate distance of 
the fault down the loop, and hence its proportionate distance 
from either feeding point in that loop. But, obviously, there 


are many paths between a and b, b and r,a@andc,so that in each 


case there are many possible positions for the fault. Let us 
suppose that the loop test has shown that the fault is half 
way from æ to b. Take a few of the more obvious paths 
from « to 6, calculate the point which is half way from 
either end, and join them by the line 1-2. The fault is 
somewhere.in that line. The line 3-4 is got in the same 


' { 


Ry 
Өл 
9 

OY 


Fig. 8.—Fault on linked-up system 


manner from the test between б and с, and the line 5-6 from 


the test between a and е. If all the points on each of these 
lines have been calculated with absolute accuracy, they will 
all cross at F, the exact position of the fault (or, rather, of the 
resultant of all faults on the system, a point which intro- 
duces the necessity to correct for your natural resultant 
fault). But if, as would actually be the case, the lines have 
been somewhat roughly calculated, their inter-crossing will 
include more or less space, and somewhere in or about that 
space is the fault, which may now be sought by the simpler 
methods. This space will be larger or smaller according to 
the accuracy with which the calculations have been made. 

Finally, 1 would apologise to any engineer whose test has 
been published without acknowledgement. Some of these 
are matters of common knowledge, some I have learnt I 
know not where, the rest are my own, though they may have 
been independently thought out. 


і 


THE LORAIN SYSTEM AT WOLVERHAMPTON. 


EVENTS have justified the bold and almost unaided attack 
which we made in 1902 on the policy of the Wolverhampton 
Corporation in laying their tramways on the surface-contact 
system. In those days Alderman Mander spoke airily of 
£20,000 profits, but the second year’s working has produced 
a veritable mouse, £193, as stated in the abstract of the 
report for the year ending March 31st, published in our 
issue of July 14th. Fuller abstracts of that report, and of 
the ensuing discussion may be read in the Wolverhampton 
Express and Star of July 6th and 11th respectively. The 
speeches by the two aldermen who are the leaders of the 
defence, followed by the unanimous carrying of the report, 
prove well enough that the Wolverhampton Council are to 
be as easily caught with chaff now as in days of yore. 


Alderman Mander, in moving the report, said that if the - 


accounts had been made up in the standardised form the 
amount of £4,790 which was charged to renewals would 
have been carried into the net revenue account, and they 
would have had a net profit of £4,983 instead of £193. 
Oh, the righteousness of some people! But we must be 
unkind enough to explain that after crediting renewals with 
this £4,790 there is nothing but £193 left to pay off the 
outstanding deficit of £4,688 on electric and horse traction. 
Therefore the £193 is called net profit. That, at least, is 
how we read the state of affairs as represented in the Express 
and Star. 


The bankruptcy laws ought to be altered after this. If a 
man cannot pay 20s. in the £, what he has to his credit he 
may keep for pocket money. 

Now let us look at these figures with which Aldermen 
Mander and Craddock express so much satisfaction, and see 
what profit might have been made if the overhead system 
had been in use. 

The report compares the Wolverhampton working with 
39 other undertakings, and one result is to bring out the 
units per car-mile ‘24 higher than the average. Alderman 
Mander says that this is accounted for “by the better 
lighting utilised on the Wolverhampton cars.” Considering 
that one of the original reports of the. borough electrical 
engineer stated that the use of the Lorain system involved 
an increased consumption of energy over that required by 
the overhead system of 25 unit per .car-mile, we think that 
Alderman Mander might have found refuge under cover of ' 
that estimate, and the only reason for his putting the increase 
down to lighting must be that he has developed under con- 
tinued Lorain stress, a failing which is well known to mental 
experts. $ 

It will be more amusing than instructive to work out 
roughly the simple problem which Mr. Mander has set—for 
others. | 

According to the ELECTRICAL REVIEW Tableof Tramway Un- 
dertakings, recently published, Wolverhampton owns 82 cars. 
The report says that 809,500 car-miles Were run. Dividing 
car-miles by cars owned gives 25,000 car-miles per car per 
annum. То find the hours run by each car, let us 
assume the very low average speed of 5 m.p.h. in order to 
allow fully for lighted cars standing in sheds, and for other 
sources of waste; that gives 5,000 hours per car per annum. 
Let us assume again that for a quarter of this time, 
manifestly much too great a ratio, the cars were lighted ; 
1,250 then are the hours of lighting per car. , 

Now, 809,500 х :24 = units used.in excess of average = 
194,000, and 194,000 — 32 = 6,000 excess units per car 
perannum. This enables us to reach an approximation of 
the extra units per car used for lighting over and above the 
ordinary use in 39 other towns :— 

6,000 + 1,250 = 4°8 units per hour. 

If one 16-c.P. lamp takes 64 watts, 4,800 watts for one 
hour (4°8 units) = 75 16-c.p. lamps. 

Of course, if Alderman Mander suggests to the Tram- 
ways Department the use of higher efficiency lamps—say, 
flame arcs—the Wolverhampton cars might be illuminated 
still better than the poor average concern which never 
affords more than 20 16-c.P. lamps per car at the very 
outside. 

If we take these 194,000 excess units as an ordinary man 
would, and call them part of the blood money of the Lorain 


System, we can see just how much might have been written 


off the accumulated deficit if the overhead system had been 
installed when we multiply by 1°66 and divide by 240. Тһе 
result roughly is £1,340. That begins to make the actual 
declared profit of £193 look small, but we have an inkling 
that even this comfortless kind of sop to the ratepayers would 
have been reduced by £1,350 if the price of energy charged 
by the Lighting Department to the ' Tramway Department 
had been the same as last year. We do not say for a moment 
that it is too high at the present rate of 1*Q6d., but we wish 
it to be understood that last year's rate was 1:91d. (Electrical 
Times). 

The conrparative figures to which we have referred show 
that the Wolverhampton passengers have to pay more than 
the average passenger for the privilege of riding over Lorain 
track. The precise amount appears to be *03d.—evidently 
of no account in the eyes of financial experts of the calibre 
of Alderman Mander, for he distinctly said in his speech 
that, with the single exception of units per car-mile, 
Wolverhampton had a better average than any town." 

The three-hundredth part of a penny sounds too in- 
finitesimal to trouble about when referred to as the extra 
amount which a passenger has to hand over to the conductor 
for an average journey, but when multiplied by 73 millions, 
it increases in importance sufficiently to be taken cognisance of 
even by people who talk about £20,000 profits, and get £200. 
When multiplied in fact by the number of passengers 
carried in 1904-5, it just means that the balance-sheet has 
gained £960. | | 
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‘There are figures in the balance-sheet which we cannot 
criticise, ав we are without the means, but those figures 
which we have touched somewhat transform the published 


results. Recapitulating, we have £1,340, which is directly 


traced to the Lorain system, and £960 which has been 
extorted from the passengers, making £2,300 which would 
have been applied to the reduction of accumulated deficit if 
the overhead system had been used. 

On the other hand, we noted that this year's balance-sheet 
cannot be compared justly with last year's, unless due allow- 
ance, which we have put at £1,350, is made for the reduced 
cost of electricity in 1904-5. 

With reference to the negotiations between the Wolver- 
hampton Corporation and the company which runs trolley 
lines up to three points on the Wolverhampton boundary, 
we plead guilty to a spirit of curiosity in wishing that the 
terms of the proposed agreement between the parties might 
have been disclosed in more detail. Prominence is given 
to the statement that the cost of equipping the Corporation 
cars with trolleys to enable them to run on the effete and 


vulgar overhead system will be about £200—say, £6 per 


car; but what about the cost of equipping the company's 
trolley cars with skates and all the paraphernalia that adds 
a ton or more to the weight of the car? If the company 
does not pay for this, what is it going to cost the Corpora- 
tion? Апа if the company does pay the actual bill for 
alterations, how much worse will be the Corporation's bar- 
vain for through running to make up to the company for 
the £100 or £200 per car for Lorain equipment and altera- 
tions made necessary thereby, for the 20 per cent. increased 
consumption of energy due to the Lorain solenoids, for the 
upkeep of the accumulators and for the maintenance of the 
collecting skates? Somebody has to pay for these things, 
and even in the remote chance of the company being so 
eager to obtain the benefits of through running as to bear 
the whole of the direct and incidental costs of conversion 
the general question still remains, why should anyone, 
whether shareholders or ratepayers, have to pay extra- 
vagantly and so absolutely unnecessarily. if right counsels 
had prevailed in the first place, for being transported from 
one place to another over an imaginary line without 
changing cars ? | 

Unless the ratepayers of Wolverhampton are as deathly 
віск of their Tramway Committee as the nation is of the 
War Office, and so has no more heart to urge reforms, we 
suggest that the proposed agreement be compared with 
similar agreements for intercommunication which have been 
exchanged between town and town or town and company 
elsewhere, with the object of finding out how much better 
or how much worse a bargain than those the Committee 
intends to make. 


THE CONTINENTAL ELECTRICAL 
ENGINEERING INDUSTRY. 


AN IMPROVEMENT REPORTED TO BE PROCEEDING ALL ROUND. 


IF prices do not prevail so high as in the years 1899 and 1900, the 
volume of orders on the books of the large companies in Germany 
at the present time is considerably greater than in those years, and 
it is believed that the electrical industry is once more on the way 
to a high period of prosperity, even if it has not already reached 
such a stage. No doubt the improvement in the general situation 
has been largely brought about by the amalgamations of works and 
the starting of the manufacture of turbines during the past year or 
two, while the extension of existing electricity works and the 
renewals of tramway plant and equipment are providing a fair 
amount of activity, in addition to the demands made by the mines 
and ironworks. The internal disturbances in Russia, which have 
resulted in the destruction of electrical machinery, have so far 
reacted favourably upon the German works, but the future outlook 
from that quarter is regarded with uncertainty. The question of 
working main lines of railway by electric traction also remains in 
an indefinite position at the present time. 

The subject of probable dividends onthe part of various concerns 
is receiving a little attention. It is calculated that the rate of the 
Allgemeine Co. will be slightly higher than that paid in the past 
year, that the Siemens & Halske Co. may pay 8 per cent., as com- 
pared with 7 per cent., that a cable manufacturing company will 
declare 5 per cent., as against 3 per cent., and that the Schuckert 
Co., whose last distribution was made in 1900, may return to the 
dividend stage with 4 per cent. for the past year. 


GERMAN WOBES. | 


The shareholders in the Lahmeyer Co. (Elektricitäts A. G. vorm. 
W. Lahmeyer & Co.), of Frankfort-on-Maine, have approved the 
accounts for the year ended March 31st, 1905. Аз will be remem- 
bered, the company's manufacturing works have recently been 
amalgamated with the cable works of the Felten & Guilleaume Co. 
under the title of the Felten & Guilleaume-Lahmeyer Works Co., 
and the year 1904-5 therefore constitutes the last in which the 
Lahmeyer accounts will refer both to the construction of generators 
and motors, and to the company’s own lighting stations and tram- 
ways asa separate and independent undertaking. The position of 
the company is in brief as follows :— ` 


1904-5. 1908-4. 
Share capital £1,000,000 £1,000,000 
Net profits a i £63,629 £30,831 
Dividend, per cent. wy 5 24 


The gross profits from manufacturing and other sources are all 
placed together in the accounts as one total. In addition to the 
share capital of £1,000,000, the company has a tolerably large issue 
of bonds, the payment of interest on which has absorbed over 
£31,000, as compared with £29,000 in 1903-4. The directors’ 
report states that notwithstanding the considerable amount of work 
carried out, the prices realised on the average remained on the 
unfavourable level prevailing in the preceding year, but а satisfac- 
tory development of business is expected in the future. The 
Mulheim department of the amalgamated company is fully 
employed with larger orders, and it is anticipated that favourable 
results will be obtained from the operations of the combined under- 
taking this year. The Lahmeyer Co.'s own stations and tramways 
are said to have yielded in part an increased revenue in the past 
year. 

The report of the directors of Brown, Boveri & Co., of Mann- 
heim, whose share capital is entirely held by the parent company 
of the same name at Baden, states that the improvement in the 
course of business recorded a year ago continued in the past year, 
and became even more satisfactory. It was necessary, in conse- 
quence of the large amount of work, to keep regular day and night 
shifts during the whole of the year, the number of workmen in- 
creasing from 598 to 1,172. The considerable augmentation in the 
turnover rendered it essential to largely extend the works, par- 
ticularly in the electrical department, and in connection with this 
extension the remainder (£150,000) of the share capital was called 
up at the end of last March, thus making the paid-up share capital 
£300,000, although only one-half of this total participates in the 
distribution for the past year. The financial results are shown 
below for the past two years :— 


1904-5. 1903-4. 
Share capital £150,000 £150,000 
Net profits dis £9,480 £7,486 
Dividend, per cent. 2 5 4 


The accounts show that the sum of £18,417 has been written off 
for depreciation, as compared with £11,076 in 1903-4, the percent- 
ages provided for this purpose being 5 per cent. on buildings, 10 
per cent. on machinery, 25 per cent. on furniture, and 40 per cent. 
on tools. In addition to carrying out various light and power 
works during the year, the company received orders for 63 steam 
turbines of a total of 89,607 H.P. for Germany, as against 69 апа 
50,535 н.р. respectively in the усаг 1903-4. The small cruiser, 
Lubeck, fitted with turbines of 12,000 н.р., has completed its pre- 
liminary trials with success, and the company expects further orders 
from the Admiralty. The works are also well employed in the 
construction of condensing plant. 


Swiss AND OTHER COMPANIES. 


The directors of the Bank for Electrical Enterprises (Bank far 
Elektrische Unternehmungen), of Zurich, which is closely associated 
with the Berlin Allgemeine Co., have issued their report for 
1904-5, in which, as on former occasions, reference is made to the 
general situation of the electrical industry. It is pointed out that 
the improvement reported a year ago has been maintained, as brisk 
activity is announced from all districts, but with the exception, 
perhaps of the construction of large sizes of turbo-generators, the 
sale prices are still unsatisfactory. The favourable judgement of 
the public and the Stock Exchanges in electrical securities has 
made further progress, although in many cases the directors con- 
sider that an exaggerated value has been placed upon the present 
course of business and the prospective results in the next few years. 
The improvement of business has been undoubtedly assisted by the 
combination of German and Swiss electrical companies in groups 
and by association with others, partly outside of Europe, and these 
arrangements would certainly further contribute towards progress. 
As to the future, the report states that this may be looked forward 
to with confidence, and that it will be possible to succeed in solving 
the problem of working main lines of railway by electricity. The 
financial situation of the bank may be brietly noted as follows :— 


1904-5. 1808-4. 
Share capital £1,440,000 1,320,000 
Bonds e £1,320,000 £1,280,000 
Gross profits £201,769 £176,392 
Net profits on £129,851 £113,331 
Dividend, per cent, ет 84 73 


A glance at the bank's lengthy list of investments shows that 
these refer to tramways апа electric light and power undertakings 
in different parts of the world, including the Seville Tramways Co. 
and the Chilian Electric Tramways and Light Co. 

The tinancial results of Brown, Boveri & Co., of Baden, Switzer- 
land, again show a further development. In the report for 1904-5 
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the directors state that the construction of large steam turbines and 
accessory electrical generators represented about one-half of the 
turnover. The steam turbines ordered to the beginning of July 
were 324 of a total of 397,000 H.P., as compared with 225,000 H. P. 
on the books at the corresponding period of the preceding year. 
Complaints are made of the condition of prices, which, in the case 
of medium and small size sets of machines, were insufficient, and 
even partly resulting in a loss. In the ordinary electrical depart- 
ment the company was also actively employed, but the prices 
remained unsatisfactory, and no prospect exists of a noteworthy 
improvement. The principal business in Switzerland continued to 
lie in deliveries for large power stations, although a considerable 
falling off would have to be reckoned with on account of the 
difficulties which have arisen in connection with the concession 
conditions for the establishment of new works. In the case of 
electric railways, the orders given for Switzerland in particular 
were very insignificant. The accounts reveal the undernoted 
position :— 


1904-5. 1908-4. 
Share capital X iis £640,000 £500,000 
Bonds jos is £200,000 — £200,000 
Net profits ы А £61,083 £54,225 
Dividend, per cent.... rr 885 10 9 


In 1902-3 the dividend was at the rate of 7 per cent., and 5 per 
cent. was paid in the year immediately preceding, while the 
amount of 
with is not entitled to participate in the dividend for the past year. 
The report, which also refers to the operations of the subsidiary 
companies at Mannheim, Milan and Christiania, and to others in 
which the company is also financially interested, states that the 
Swiss workshops are fully employed, and likely to yield favourable 
financial results likewise for the current year. 

The French Société d'Electro-Métallurgie of Dives, which has a 
share capital of £600,000, produced 8,000 tons of copper during 1904 
as compared with 7,400 tons in the preceding year. As net profits 
the accounts show the sum of £26,265 as contrasted with £20,900 in 

* 1005 ; and of the former the amount of £15,000 has been placed to 
* the reserve fund for fluctuations in the price of the metal, thus 
increasing this fund to £48,000. The payment of a dividend, as in 
the previous 12 months, is consequently not contemplated. The 
stocks of raw and manufactured copper represented about 4,000 tons 
at the close cf the financial year. 

The Russian Allgemeine Electricity Co. has decided to pay a 


dividend for the first time in its history. According to the: 


accounts for 1904, the net profits including the balance brought 
forward from the previous year amount to £4,945, as compared with 
£1,075 in 1903. It is proposed to distribute 44 per cent., which 
dividend will require £4,500. The directors’ report states that by 


virtue of the extraordinary general meeting held last December, it 


was resolved to absorb the undertaking of the Russian Union Elec- 
tricity Co., and for this purpose to increase the share capital to 
£600,000, and.issue an obligation loan of £200,000. The Riga works 
of the Union Co. have already been taken over, and are producing 
independently, a fact which the directors consider of great 
Importance in view of the increase in the import duties provided 
for under the new tariff treaty between Russia and Germany. 

The Russian Baltic Accumulator Works Co., of Riga, has ter- 
minated the year 1904 with a loss of £5,587, thus increasing the 
total deficiency to £22,020 on a share capital of £33,000. In view 
of tbe unsatisfactory financial position, the shareholders have 
decided upon the liquidation of the company. The factory, which 
was established by the founders of the Russian Union Co., is to be 
transferred to the Russian Allgemeine Electricity Co., which has 
also taken over the undertaking of the Union Co. 


THE ARRANGEMENT OF STEAM PIPES. 


Is a recent issue of the American Electrician, Mr. R. T. Strohm 
gives a review of present practice in steam piping, with more 
especial reference to the effects of expansion and the means taken 
to allow for it in the erection of the piping system. As is well 
known, expansion takes place in proportion to the length of pipe 
heated, its rise in temperature and to a “coefficient of expansion,” 
which is a constant for a particular material. E.g., T 


Cast-iron I 00000617 
` Wrought-iron ... *00000686 
Steel 00000599 


All expansion is accompanied by a tremendous stress in the 
material, which becomes apparent if any rigid anchoring is 
attempted. Something has to go.“ To illustrate this: — A stcel 
chimney, led through an office building of some 20 storeys, by some 
таеапв became anchored to some steel girders near the top. The 
longitudinal expansion exerted sufficient force to shear off the 
rivets in a girth seam, and the chimney simply telescoped. The 
force exerted is estimated by calculation at 1 million lb. 

In his review of expansion bends, the author mentions the 
common *' gooseneck" bend and its modifications, including a com- 
bination of two elbows and an inverted U, which latter he objects 
to on the score of the strain on the joints and consequent lack of 
steam tightness. For situations where it is not essential that the 
whole range be in one straight line, he advocates a single turn of 
the pipe— placed vertically or horizontally as may be convenient— 
which results in the displacement of the pipe line by a little more 
than its diameter. Or for similar cases, where the stress is not 


e capital increase which has recently been proceeded | 


great, a section of straight pipe, with the ends bent to bring the 
flanges parallel and to fit the ends of the range, can be used with 
advantage. 

All expansion bends should preferably lie with their axes in the 
same slope as the pipe line, but if space is not available they may 
be set vertically, in which case efficient traps must be fitted to them 
to carry off all condensed steam. In all cases special care must be 
taken to guard against the introduction of water pockets, and the 
whole range should have a downward slope in the direction of flow 
of the steam, except where the velocity of the steam is low, as in 
a pipe made large for its duty. 

For expansion joints, a simple section of corrugated copper pipe 
is capable of taking up considerable expansion. If thought 
desirable, such a section may be put under stress when cold. This 
will have the effect of diminishing the maximum stresses, as the 
pipe will be under compression when hot. (This practice is open 
to criticism, as a copper pipe subject to alternate stresses, especially 
under high temperature, may in course of time become brittle 
owing to “crystallisation” of the metal.) 

A class of expansion joint that relies on a slipping action to take 
care of expansion is not so much used as formerly. It consists of 
two pipes of different sizes, arranged to telescope the one within 
the other, with a suitable packed joint between them. Such a joint 
has a tendency to part, due to the unbalanced steam pressure equal 
to the product of the area of the larger pipe at the joint into the 
steam pressure per unit of area. In order to prevent the disastrous 
effect of parting these pipes under pressure, a collar is rivetted 
round the smaller pipe beyond the joint, and the stud bolts holding 
the gland are extended to pass through this. Locknuts are placed 
on the ends of these studs, so that they just clear the safety collar 
when the range is cold. The disadvantages of such a joint include 
its cost compared to a simple bend, leakage owing to ening of 
the packing, and the possibility of the pipes sticking fast, with 
resultant fracture. "They should only be used in cases where other 
forms are inadmissible. 

Pipe lines are supported by simple hangers from girders running 
above, or supported on rollers carried on wall brackets. The rollers 
are made to fit the curvature of the pipe. With long ranges it is 
usual to anchor the pipes near the centre, making provision for 
expansion as needed at either end. As regards the supporting of 
pipe lines, the hanging support would seem to give greater facilities 
for covering and inspection. 


RECENT IMPROVEMENTS IN 
THE ELECTRO-DEPOSITION OF METALS. 


- 


AN article upon this and kindred subjects has recently appeared in 


the Chemiker-Zeitung from the pen of Dr. Н. Stockmeier, and from 
parts of it we abstract the following particulars. 

Electro-deposition of Zinc.— Amongst recent improvements in this 
direction it may be mentioned that Meurant, of Arlon, in Belgium, 
claims to obtain a specially compact and firmly adherent coating of 
zinc, by the addition of gum Arabic to the electrolytic bath, He 
mixes 5 kilos of а 50 per cent. solution of zinc chloride with the 
solution of 1:5 kilos of sodium carbonate in 10 litres of water. 
Three kilos of ammonium chloride are also dissolved in 20 litres of 
water, the liquid is heated, and 6 kilos of gum Arabic are dissolved 
in it. These two liquids are mixed together, heated for a short 
time, and finally diluted to 100 litres with water. Goldberg, of 
Moscow, claims to obtain thoroughly adherent films of zinc by the 
use of pyridine. He prepares his bath by dissolving 10 grms. of 
zinc chloride in one litre of water, introducing 10 c.c. of pyridine, 
and then adding hydrochloric acid till solution is complete, He 
employs zinc anodes, and а current density of 0:2 ampere per square 
decimetre. Goldberg also claims on behalf of his process that the 
bath is not too poisonous for industrial purposes like those composed 
of cyanides; but, as Stockmeier observes, the toxicity of cyanide 
baths does not prevent them being employed on the large scale 
where required, while, on the other hand, cyanide baths are never 
used in the case of zinc. 

The Siemens-Schuckert works, of Berlin, has patented a method 
of procedure whereby hoop or band iron can be continuously coated 
with an electro-deposit of zinc, as is already done in the case of 
iron wire and other kinds of metallic strip. The feature of the 
invention consists in causing the iron, before entering the electro- 
lytic cell, to pass between sets of leather-covered rollers revolving 
in a direction opposite to that in which the strip is travelling; the 
rollers being fed with sand or other suitable abrasive, and being so 
arranged that they clean both sides of the strip simultaneously. 
It is said that this contrary motion of the rollers ensures such а 
perfect scouring of the metal, that the electro-deposited film of 
zinc is satisfactorily adherent to both sides. 

M. P. Lloyd, of Brussels, has adopted the plan of using 
diaphragms treated with insoluble albumin or gelatin, such as are 
sometimes employed in the electrolysis of alkali chlorides, in the 
electro-deposition of metals. It is very essential that the substance 
applied to the diaphragm shall be rendered perfectly insoluble, and 
therefore, after the use of the gelatin or glue, the diaphragm should 
be treated with formaldehyde for several hours. When properly 
prepared, the treated diaphragms yield metallic deposits of excel- 
lent strength aud other physical properties. For instance, a foil of 
copper may be obtained which will bear rolling out to ten times its 
original length, a degree of extension which has hitherto been 
impossible. The improved diaphragms also cause the current 
СН :ency of the process to be much greater than usual. With an 


— xps are id ы А р x 6 


364 THE ELECTRICAL REVIEW. [о 57.5 No. 1,449, SEPTEMBER 1, 1905. 


iron anode the weight of copper deposited has reached 93°5 per TROLLEY PULLEYS ror ЕгЕсть1с ВАЦЛАВ, TPAMWAYS ANDJHE{LIKE. Well. 
cent. of the amount theorctically corresponding with the quantity 5 „ ind Diui. Bag ae a meno 
of iron dissolved, whercas when the ordinary process was employed s А „ i 


Я : ‘ à FILAMENTS FOR ELECTRIC INCANDESCENT LAMPS AND MEI RH D8 OF MARUFACTURIDG 

the yield was only 39:1 per cent. If the electrolytic solution is THE Same. Levis. (General Electric Co.) 6,959. March 20nd. 

treated with an albuminous substance, the current efficiency of the PRODUCTION or ELECTRO-T\PES OR THE LIKE. Sherard Cowper-Ccles & Ce., 

deposition may reach 84:9 per cent., but the metal thrown down is Ltd., and Cowper-Coles. C 15,762. July 16th. i 

brittle, and cannot be worked up until after it has been melted. ы ro тл л, Р Thomson-Houston Co., Ltd. 

When опе of the prepared diaphragms ete p loyed, albumin or ELECTRIC IGNITICN APPARAITS FOR- EXPLCDING Gases IN ROTARY cR RECIPRO- 

gelatin is not to be detected in the solution. catino ENGINES. Scmerville. 16,619. July 28th. | 
‘Nickel.—In order to obtain a deposit of nickel adhering well to STOPPING PLACE INDICATORS FOR ELECTRIC TRAMCARS AND THE LIKE. Wright. 

iron or steel, Edison proposes to coat these metals with the nickel 16,858. August 2nd. mE 

electrolytically, and then to heat the object in an indifferent ELECTRO-MAGNETIC Ккглүв. Tyer, Hollins and Leake. 17,000. August 81. 

atmosphere to the melting point of nickel. The molten film is said ELECTRIC Motor CoNTROL Systems. British Thomson-Housten Co., Ltd. 


р : ат: i (General Electric Co.) 17,017. August 3rd. , 
to adhere so well that it will not crack when extended or stamped. CONTROLLERS- Pon `Епгїстыс Morore. Brüih dhomsonHoustem Cos Ltd. 


To prepare non-conducting articles to receive a deposit, F. (General Electric Cc.) 17,021. August 3rd. 
Hundhausen coats them with varnish, and, while the film is still ELECTRIC SwiTCHES. British? Thomscn-Houston Co., Ltd. (General Electric 


tacky, dusts them over with silver powder. When completely dry Co.) 17,028. August 3rd. 
the excess of metal can be blown or dusted away. The objects are ELECTRIC CONTROLLERS FOR ELECTRIC CiBctiTs. British Themecn-Ecusicn Co. 
then dipped in a copper solution, without usmg current, till a thin rs i uiid abd oq il iua 2v MN 3 
deposit is obtained, aud finally the usual electrolytic operation is ALGO THE OVERHEAD POINTS on TROLLEY BWITCHES AND DEVICES FOR 
carried out. ACTUATING SUCH OPEPATING MEANS, Norris. 17,682. August lth. 

For tarsiatura work, where it is desired to have metallic inlays ELRC1RICAL MEASURING lNsTRUMENTS. Evershed & Vignoles, Ltd., and 
оп a non-metallic surface, E. Hugendubel, of Stuttgart, cuts out of Everebed.. 17,008. August 16th." | | 
the veneer, the wood which corresponds to that portion of the F VH˙VVV ЧӘ LOEKS; 
pattern that is ultimately to be represented by metallic inlay, and MERCURY ARDOTER ык. VAPOUR ELEOTRIÓ APPARATUR: Carola. (General 
fastens it down on to a shcet of metal provided with teeth for Electric Co.) 18,173. August And. OD 
holding purposes. The back of the sheet is protected with varnish, INSTRUMENTS FOR MAKING CALCULATIONS IN REGARD TO ELECTRIC CONDUCTORS 
and the whole is plunged into the electro-depositing bath. A AND OTHER PROBLEMS. Hincks. 19,061. September 3rd. 
deposit is thus obtained on the bare metal which eventually becomes рып BUTTON sheng e LIKE он. сарв ByrISs AND SIMILAR BELVICES 
flush with the surface of the surrounding veneer in the necessary кс ш een ee UAE 


ELECTRICAL RESISTANCES. Moy. and Bastie. 22,647. October 20th. 


INSULATORS FOR HIGH VoLTaAGE ELECTUIC Lists, Вос. Ceramica Richard-Ginor: 
(Date applied for under Internatienal Conventicn, June And, 1504.) 8, 804. 
December 2th. 


manner, ` 


„ 
* 


NEW PATENTS APPLIFD FOR. FE 1905. 


Compiled expressly for this journal by W. P. Тномрвох & Co., Electrical Patent Y AROE TE TRIR ATTAN f Tona | 3 i n 
Agents, £22, High Holborn, London, W. C., and at Liverpool, to whom all ' ary , . y . | 
inquiries should be addressed. | ELECTRIC APPARATUS FOR FELLING TREES OR SawiyG Моор. Wilson. 1,284, 

(Date applied for under International Convention, January 30th, 1904.) 

January 24th. 


13,9044. "'Improvem.ents іп and connected with electric lighting or other BINDING BCREWS AND TERMINALS FOR ELECTRIC Conpvctors. Maunsell, Butt 
nstallationg." P. Е. Сонкни. (Date applied for under Rule 5 of the Patents and Н. W. Cox, Ltd. 1,518. January 25th. 
Rules, 1905, July 6th, 1905.) August 17th. (Complete.) | TEMPERATURE COMPENSATING Devices FOR THERMO-ELECTRIC TEMPERATURE 
16,457. An improved bayonet socket-holder for incandescent electric lamps.“ . Measvaina INSTRUMENTS. Bristol. 2,834. February 18th. 
J. CLEARY. August 14th. : і наар MAGNET ARRANGEMENTS OF ALTERNATE CURRENT ELECTRICAL дын ү б 
16,460. * An automatic starter А . J. Ex Elektrizitats Act.-Ges. vorm. W. Lahmeyer & Со. 4.859. (Date applied ſor 
(Complete.) крести, n uis ЛАШЫП, under International Convention, April 30th, 1904.) March eth. 
16,471. "Improvements in Јат ; 1 WINDINGS OF FIELD MAGNETS or Dysawo-kLECTRIC МАСНІКЕВ. Siemens Bros. 
lith.. TENE кош aps fer Nernst ашнен Би August and Co., Ltd. (Siemens-Schuckertwerke G. m. b. H.) 5,8349. March 20th. 
16,49. "Improvements in and relating to telephone systems.“ J. W. ß!!! “Thomas. 10,008: -May Zone: 
Larria and C. L. Goop hx. August 14th. (Complete.) APPARATUS FOR STARTING AND FOR REGULATING THE SPEED OF COMPENSATED 
16.4841. Improvements in call signal apparatus for group-calling in telephone SINGLE PHase Errcrmic Motors, Arnold and La Cour. 10,880. May 24th. 
installations." Siemens Bros. & Co., Lip. (Siemens & Halske, Akt-Ges., ALTERNATING CURRENT MEASURING (INSTRUMENTS. Conrad and Bradshaw. 
Germany.) August 14th. (Cemplete.) ` : ' 11,036. May 26th. : 
16,491. * Coiling aj paratus for hollow or solid flexible conductors for gas, METHOD OF CONTROLLING IHE FREDIXNG MECHANISM OF ELECTRIC ARC LAMIS OF 
electricity and the like with auxiliary support for the hollow conductors,'' THE OPEN AND ENcLosED Tyres. Fry. 618. January 12th. 
З, Quincey and С. Harrison. August 14th. INCANDESCENT Егист Light Bubs. Burt. 1,066. January 19th. 


16,518. Improvements in dynamo-electric machines." THE British 


Тномѕох-Носьтох Co., lI Tb. (The General Electric Co., United States.) ELECTRIC IGNITION ARRANGEMENTS Fon Explosion Morons. ЕһсеПег. 2.28. 
August lith. (Complete.) \ ` February 9th. 


16.545. Iinproveinents in or relating to electric arc lamps." А. D. Jones TELEPHONE TRANSMITTERS. Bines. 4,168, February 2th. 


and THE Jaxpus Anc Lamp AND Er EcTIR« Co., Lip. August 15th. , + ` 1951 
x i | : : , : 5 Contact DEVIL ЕВ FoR ErrkcrRic SwireHEs, — Elektricitüts Act.-Ges vorm. W. 
16,546. Improvements in or relating to electric arc lamps." A. D. JONES 


Evectric Raitway System. Kinsman. 1,912. January 31st. 


: . Lahmeyer & Co. 7,405. : pli т] ic “convention 
and THE Jaxpvs Акс LAMP AND ErEcCIBIC Co., Lip, August 15th. May Sth, 1904.) April inet ff. en ag iS 
16,547. Improvements in or relating to electric ate lamps." B. M. Drakr A miu "EEG : IN р "LE ' ; 
К \ : . , PPARATUS FOR ELECIRICAL Drying ОР INSULATION OF ELECTRIC CABLES. 
A. D. Joxes and Tur Jaxpvs Anc Lamp AND Erectiie Co., Што. August 1м. Nisbett. 19,613. April 22nd. 

16.570. Improvements in stcrage batteries.“ G. K. Нлнтехо. August 15th. MANUFACTURE OF COPPER SULPHIDE FOR THERMO-ELECTBIC CovrLks. Cie. 
Complete.) 5 А : Thermo-Electiique (Systeme Hermite) Бос. Anon. 11,200. (Date applicd 

16,571. An improved attachment device for the shades of inverted incan- for under International Convention, April 27th, 1905.) May 86th. 


descent gas and electric fittings."  ENTWISTI E & S1EPHENS, LTD. August 15th. 


: : ELECTRIC TRANSEFGBMERS. Heinicke. 700. January 13th. 
16,631. “ Improvements in the manufacture of electrical resistunces.“ С 


Rizika "August Et] . Errcrxic TRAIN LIGHTING SysTEMS. Union Elektricitüts-Ges. 1,289. (Date 

: ba ра о ОШ : ' | | applied for under International Convention, January 27th, 1904. 
16.63. Improvements in or relating to wireless telegraphy.“ G. Максом January 26th. 

and Мансоху WireLess TeLeGnarH Co., ртр. August 16th. SarkrY Lock win АХ Evectiic WARNING DEVICE Ayo Юктоматсв. Audilert. 


16,0506, “Improvements in tremblers for eleotric sparking apparatus," 2,187. February 3rd. 
Mancoxr's WikELEss TELEGRAPH Co., Lip., and E. Prippie. August 16th. 


mod Я , Evectnric FUvnNaCES. Bosworth. 2,313, February 6th. 
16,527. "Improvements in and relating to electric are lamps." THe „716 


; Я TELEPHONE EXCHANGES. Lundquist. 4,716. March "th. 
Burris Тноиѕох. Носѕтом Co., Lro., und E. J. Менгнү. August 10th. ^ i afl ^ | : 
13.671. “Electric working of mi hatte’ Je SWI NERXE p^ . DisThiBUTION OF ELECTRIC EXERGY To APPARATUS CAPABLE OF BEING OPERATED 
1 . й i go none shafts. J. Эу А RNE. August 17th. һү DIRECT AND ALSO BY ALTERNATING CURRENTS. Lamme. 8,711. (Date 
16,721. Improvements relating to electrical apparatus for controlling the ny plied for under International Convention, May SrA, 1904.) April 25th. 


working of ordnance.” A. T. Dawson and J. Honx E. August 17th. ELEcTRICAL Hy DRU PNEUMATIC GOVEBNOR FOR Макілк Encixes. Grasset. <10. 
16,772. “Improvements in and relating to connection boxes for electric January 6th. 


aw C" N " . gt s . А : M D В i 
cranes. Sir ENS Bros. & Co., Lrp., and J. S. Ноеррькктох. August 18th. Enecrric FANS. Fairweather. Diehl Manufacturing Co.) 1,562. January th. 


(Complete.) : i ` А 
= E ái А А ЮРЕ | | ALaAuM Fest ron TELEPHONE EXCHANGES. Craft. (Date applied for under 
16,773. Improv ements in revolving field magnets for electrical machines.“ International Convention, February 5th, 1904.) 1,607. January 26th. 
AU а ош! e e ELETCIMHICAL TROLLEY HEADS WITH Wint FINDING APPARATUS ATTACHED. Cherry 
| . and Clive, 2,898, February 13th, 


16,796. “Improvements in devices for the electrographical long-distance > ' ^ i 8 
transmission and reception of drawings, photographs and the like." II. ГОИ TARERE СИВЕ -. аА 
| . Evectric CLocks. Hope-Jones. 6,066, March 22nd, 


CARBONNELLE, August 8th. Complete.) 
EvectTric Clocks. Campiche. 7,211. April loth. 


METHOD OF SECURING THE REMOVABLE COVER OF A TUMBLER OR LIKE ELECTRICAL 
Switch. Davies. 7,438. April th. 
КОО Erectie Inptetion Meters. Cie. Anon. Continentale pour la Fabrication 
des Coinptenrs a Gaz et Autres Appareils, (Date applied for under Inter- 
| national Convention, February 16th, 1905.) 8,540. April 20th. 
PUBLISHED SPECIFICATIONS Vapour ELECTRIC APPARATUS, Thomas. (Date applied for under Internaticnal 
. Convention, May 25th, 1904.) 10,653. May 22nd. 
Copies of any of these Specifleations may be obtained of Messrs. W. P. RECEIVERS FOR WIRELESS TELEGRAPHY. Thompson. (Ges. ffir drahtlose 
THOMPSON & Co., 322, High Holborn, W.C., and at Liverpool, price, post Telegraphie m.b.H.) 10,708. May 22nd. 
free, 9d. (in stamps). CURRENT CONTROLLER FOR ELECTRIC RAILWAYS ON A [SECTIONAL CONDUCIÓR 
SysrEM. Duckworth, Duckworth & Kerr. 689. January 13th. 
APPARATUS FOR USE in WIRELESS TELEGRAPHY. Heinicke. (Date applied for 


ГА 


1904. under Patents Rule 9, January 13th, 1905.) 7004. 
" we AE T | -— ELECTRIC Motors. Latour. (Date applied for under International Convention, 
DynaMo-ELEcTRIC MACHINES.” Sayers and Mavor & Coulson, Ltd. 15,626, January 18th. 1904) 952. January 17th. 


` 50 Ba Ji n Lwp . * m = : 
Anc Lames. Viarmé. 15,572. July 16th, ELECTRICAL SUUND PRODUCING APPARATUS, Legendre. (Date applied for under 


кы Motok ControL Systems. British Тһошкоп-Нопыоп Co., Ltd. International Convention, September 24th, 1904.) 3,28]. February 16th. 

m ^loetric C CEOD BEST : А 
33 а TRANSMISSION OF ELECTRICAL EXERGY THROUGH SPACE FOR THE PURIOSE OF 
HLECTRIC SwircHEs, Johnson, (Voigt & Haeffner, Akt.-Ges.) 16,764. WIRELESS TELEGRAPHY AND THE LIKE, Artom. 3,50. February 21st. 


July 20th. | Еркстиє TROLLEY HEADS. Hensley. (Date applied for:under International 
Evecraic Varoun Anc Lamps. Peritz. 17,176. August Sth. Convention, May 5th, 1904.) 3, 5. February 24th. 
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AN OVERCROWDED PROFESSION. 


JUDGING from the correspondence and advertisements in 
our own columns, as well as in those of some of our engineer- 
ing contemporaries, it would appear that it is becoming 
increasingly difficult for. N trained men to obtain 
e nployment. | | 

Some of the correspondents blame the technical colleges 
for not giving the right kind of training ; others blame the 


employers for an apparent failure to appreciate the higher 
value of a technical college graduate, as compared with that 
of the man who has merely served his time in the shops or 


drawing office. ` 


If the latter be a valid complaint, then our manufacturers’ 


practice is at variance with their preaching ; for they have 


for the last few years been agitating for more апа better 
equipped technical colleges, arguing that Germany and 
America are forging ahead of us in all engineering and - 
technical industries by virtue of the superior facilities and 
higher standard of scientific training to be obtained in their 
Polytechnics and Universities. Аз а result of this ferment, 
we appear to be now erring on the other side, and somewhat 
overdoing the building of Technical Institutes. 
We cannot think, however, that the complaint against the 
manufacturers is altogether justified, because several of our 
largest electrical manufacturers, in addition to most of the 
shipbuilding and engineering firms on the north-east coast, 
pay higher wages to apprentices who have successfully 
passed through a recognised course of technical training, than 
to those who have not qualified in this way. 

We are inclined to think that some employcrs share the 
students’ opinion that the nature of the training given is 
not always of the most serviceable kind. There is, perhaps, 
too much importance attached to the passing of exams., and 
the training given is directed. rather towards this end than 
to teaching the students the application of general principles 
to some of the practical problems they are likely to be called 
upon to work out, after they leave the college; that is to 
say, if they are fortunate enough to get an opportunity of 
earning their living in the profession they have chosen. 

Our technical colleges all over the country are turning out 
embryo electrical engineers by the thousand every year. А 
large part of the student’s time has been given to the study of 
dynamo design, although the chances are that very few 
indeed will ever need to remember a single formula they 
learnt, and fewer still could design a satisfactory dyuamo for 
any given output. It does not seem to be recognised yet 
that real.dynamo designers form a very small proportion of 
the total number of electrical engineers ; and now that sizes 
of motors aud dynanjos are fairly standardised, che pro- 
portion will be smaller still in future. 

Again, a technical graduate wonld, without any hesitation, 
undertake to design an electrical railway system complete 

{гош the power house to the cars, yet he would fail if told to 
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get out an arrangement for driving a"pump or a machine 
tool by motor. | 

It is said, and truly said, that you cannot teach a man, 
experience. But it is equally true that an engineer with a 
long experience in the practice of his profession will prove a 
more valuable and more helpful teacher to engineering 
students, than one whose experience does not extend beyond 
the four walls of the college laboratory. This fact is well 
recognised in America, where professors are chosen for their 
practical experience as much as for their academic careers. 

Even, however, if our technical college training were 
perfect, it appears to be the fact that the supply of electrical 
engineers has overtaken the demand, and they are now a glut 
on the market. Ап advertisement for an experienced man, 
at a salary far too low for the experience demanded, will call 
forth replies from scores, even hundreds, of men with excellent 
credentials, prepared to go to the ends of the earth in order to 
earn a bare living. 

It is difficult to suggest a remedy for this state of things. It 
is not as though electrical engineering were the only over- 
. crowded profession; all branches of engineering are in 
the same case, as are also the medical and legal pro- 
fessions. The supply of technically-trained men now 
far exceeds the demand, and the salaries obtainable for 
responsible positions are very often far less than those of the 
workmen occupying subordinate positions. 

Is there a remedy ? We shall be glad to hear what our 
readers think about it. 


ENGINEERS frequently deplore Ше 
absence of large water powers in Great 
Britain, and some erroneously ascribe to 


this circumstance the slow development of electrical power 
transmission. We use the expression “erroneously " advisedly. 
Let us consider the case of the Glasgow Electric Tram- 
ways. During the year ending May 31st, 1905, 23,000,000 
KW.-hours were delivered from their generating station at 
Pinkston. The fuel consumption amounted to 35,970 tons 
of coal at 6s. 54. per ton. This works out at a fuel cost 
of 0'12d. per KW.-hour. The load factor was 31 per cent. 
For the previous year, with an output of only 15,000,000 
KW.-hours, and doubtless a somewhat lower load factor, the fuel 
cost amounted to 0°15d. per Kw.-hour. This is an excellent 
ilustration of the possibilities associated with generating 


Coal Deposits v. 
Water Power. 


stations of large capacity, where coal is cheap and a high - 


load factor may be maintained. With coal at 6s. per ton, 
a fuel cost of one-tenth of a penny per unit is already in 
sight. Thus, for large stations located at the pit’s mouth, 
the fuel cost per KW.-hour delivered from the station should 
approach 0084. per unit for highly diversified loads with 
the consequent high load factor. This 18 a very small pro- 
portion of the total generating and transmitting costs, and 
represents the handicap of a steam generating station thus 
situated, as compared with a water-power plant of equal 
capital cost, But probably a comparatively small percentage 
of the large hydro-electric generating plants have been 
developed at so low a total capital cost per kilowatt for all 
the works associated. therewith as is attainable in modern 
steain-driven plant, aud the difference will often equal the 
capitalised value of so low a fuel cost as we have shown to 
be possible at the pit’s mouth. Thus, so far as relates to the 
economie possibilities of. electrical power transmission, Great 
Britain, with her present coal deposits and the present cost 
of working them, is not handicapped to any considerable 


extent, if at all, by the absence, of water-power. The difti- 
culty is to be sought elsewhere. In spite of the extortionate 
charges for transporting fuel, a power consi:mer can often 
buy coal delivered on his premises and generate his own 
electrical power, at a lower price: than it can be transmitted 
to him electrically from the pit’s mouth. This circumstance 
is not found in Italy and Switzerland, where electricity 
derived from .water-power plants meets with no competition 
from coal at reasonable price, and where, as a consequence, it is 
true economy to develop water-powers, even when this in- 
volves a capital outlay so great that they could not be 
economically developed were they situated in a country like 
Great Britain, where coal is cheap. 

Improvement in the prospects of electric power trans- 
mission in Great Britain is to be looked for, as has been 
pointed out by Mr. Addenbrooke, in reducing the costs of 
transmission, which will become a minimum when the gene- 
rating costs corresponding to the loss of energy in transmis- 
sion from generating station to consumer are equal to the 
interest and depreciation on the capital investment for the 
transmission system. In Great Britain a severe handicap is 
here encountered, due to the insistence of Governmental and 
local authorities on underground transmission lines. This 
limits the practicable transmission pressure to some 12,000 
volts, and consequently necessitates an enormous investment 
for cables and a correspondingly high loss in transmission. 
Furthermore, a large portion of the capital investment is 
for perishable insulating material. These conditions ulti- 
mately so greatly limit the economic distance of transmission, 
as to tremendously handicap electrical power transmission 
in Great Britain. 


WHETHER it is that the Americans 
The Instruction ite more attention to the complete 
of Motormen. © .. 
and Conductors, training of their tramcar employés than 
the British, or whether it is merely that 
they talk about what they do well more than we are in 
the habit of doing, is not a problem capable of solution 
without a better acquaintance with the actual facts than 
we can claim to possess. Certain it is, though, that the 
American journals occupy much more of their space with 
discussions and descriptions of the current methods of 
dealing with recruits than do our specialised traction 
journals. 

The ELECTRICAL. REVIEW has spoken words in season — 
they never can be out of season—on these matters: and it 
is to be hoped that greater efforts in the direction of 
educating the recruits are being made since tlie first words 
were uttered. If the“ goose step” be not mastered, how 
can a man be expected to march without breaking line ? 
For their own sakes masters must teach the men who are to 
do their work, if that work is to produce the best possible 
results, und they should look to it that the period of educa- 
tion be suflicient, that the machinery for it is modern and in 
order at all times, aud that the medi of instruction are 
themselves fully equipped for their educational duties. 

On all systems alike the car-shed, the repair shop and the 
road must be the greatest factcrs in the training of the 
motorman, but the larger systems can afford the means for 
more organised and special training. In any case, the 
trainers—call them what you will—must be picked and 
paid. By no means every man who has passed whatever 
tests bar the way to the ungnided use of the handles is suited 
to give the key to others, and the unthinking manager who 
shoots a student on to the first passing car and allows him 
to take his instruction from all and suudry, is doing no good 
either to his business or his men. 

These remarks have been prompted by a recent 
article in the ee, Railway Journal, which describes, 
chiefy by means of reproductions from rule-books and 
examination forms, how the crews of the Brooklyn Rapid 
Transit are trained to the use of fare registers and con- 
trollers. A view в given of the school in which students 
learned the elementary movements—their goose steps—of the 
controller and brake before proceeding to practice on more 
lively subjects, and it is noteworthy that the scope of the 
technical instruction sought to be imparted is limited to an 
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unusual degree, although it is quite extensive enough when 
the mental calibre of the average recipient is considered. 

The chief points about the Brooklyn system of education 
are that a student passes by steps to the pa ae of his 
duties, and that his conduct at every one of those steps is 
daly recorded and filed. There appear to be five examiners 
and two other staff officials whose. certificates are 
required prior to the final stage of six days on 
the road at part pay with an inspecting motorman, so 
that the man who passes all with flying colours should 
deserve his badge. 

The article is commended to those who have not yet acted 
upon the thoughts which must have exercised them times 
out of number. 


we 


WE have often had occasion to critjcise 
the proceedings of our scientific and engi- 
: neering societies, and to suggest that time 
is wasted to a deplorable extent by the verbatim reading of 
the parers, to say nothing of the platitudinous nature of the 
discussions. The Institution which is especially associated 
with our industry is not the least offending, at any rate so 
far as the headquarters meetings are concerned, and we feel 
an envious chagrin as we read of the Röntgen Congress at 
Berlin the following remarks in the current Archives of the 
Rénigen Ray :— | | 


The Rigour 
of the Game. 


The Congress was composed of medical men, physicists, and 
technical electricians, some 500 of whom, from all parts of the 
world, were present. . Members of German nationality, 
however, were in the majority, and one was greatly impressed by 
the steadfastness and earnestness of their demeanour. From early 
morning till dark they sat with grim, set faces and unflagging 
attention. No time was t in unavailing compliment, or futile 
discussion, and paper followed paper with unfailing regularity. The 


vote of thanks—"“ this very interesting paper business—which wastes | 


so much time in our own societies, was dispensed with, and the scientific 
bore who is always producing just. one word more” from the depths of 
his ignorance, is apparently unknown in Germany. 

Oh, happy Róntgenists! When will the time arrive 
when a similar statement to that italicised by us will be 
applicable to our technical discussions ? 


_ THE letter from Mr. T. Scott Anderson, 

Pippi which appears in our *'Correspondence " 

Specifications, Columns to-day, recalls attention to the 

much-discussed question of tendering for 
public contracts. Оп the face of it, our correspondent 
appears to have good reason for complaint. While we 
cannot withhold general approval of the action of the 
L.G.B. in the first instance cited, on account of the 
tendency so constantly observed for public bodies to incur 
extravagant and unnecessary expenditure of public moneys, 
our sympathies are with the firms who suffered inconveni- 
ence and expense thereby. 

As for the practice of naming a particular firm to supply 
specified goods, this is rarely justifiable, and when the firm 
in question is neither the sole nor even the best maker of 
the goods, it becomes absolutely indefensible. It is the 
duty of the consulting engineer to make sure that his clients 
are enabled to purchase sound apparatus without incurring 
undue expense, conditions which cannot be fulfilled under 
the circumstances alleged in this case. 

As for the second example, there appears to be evidence of 
undue favour. The consulting engineer owes a duty to 
tenderers no less than to his immediate clients ; he is bound 
in honour to see that they all have fair play and equal oppor- 
tunities. Unfortunately, the proud feeling of being in a 
position to patronise the contractor sometimes seems to be 
too much for the self-restraint of the engineer. Such 
instances bring discredit upon the professional class. The 
Electrical Manufacturers’ and Contractors’ Associations ought 
to be able to do a good deal towards mitigating, if not 
abolishing, these regrettable abuses of authority. 


THE ELECTRICAL OUTLOOK IN JAPAN. 


WHILE the air is filled with the expressions of boundless 
admiration for the unparalleled achievements of our victorious 
ally in the Far East, and while all save the ultra-pessimist. 
and the hypercritical are feeling gratified at the renewal 
and strengthening of the agreement between Great Britain 
and Japan, it will be timely if we devote a little of our space 
to the position of electrical matters in that part of the 
world. i ` | | | 

It was but in keeping with the distinctive characteristics 
of the Japanese that, they should display an early activity 
in the study and applioation of electrical science and engineer- 
ing, but the enterprising spirit consequent upon the adoption 
of Western and American civilisation has also been accom- 
panied by a very remarkable reticence on their part. Keep- 
ing the key turned in the door of the intelligence bureau - 
was undoubtedly of immense assistance to Japan during the 
conflict, but it does not appear to be in regard to war only 
that the little-say policy obtains, for there seems to be 
little public information imparted by them relating to the 
position of electrical trading. The language may be an 
obstacle, for though English has been studied by many of 
the Japanese, either in this country or in America, few 
Englishmen seem to have found occasion to study the lan- 
guage of Japan. | 

Several of our leading manufacturing companies have 
made it their business to send responsible members of their 
boards or staffs in recent years to make a study of the 
markets there, but, naturally enough, these companies are 
not eager to impart to all and sundry, information- which, 
at much expense and labour, they have sought for in the 
interests of their own businesses. 

There is an interesting question as to the extent to which 
Japan will meet her electrical needs from manufactories 
erected in her own land. And another equally interesting 
question is the position of advantage which some consider 
America has secured by her early establishment there, and 
through many young Japanese engineers obtaining their 
technical education and experience in the colleges and work- 
shops of the United States. | 

It is true that there are manufactories established or now 
planning for Japan, and that American traders and engineers 
are at the back of some of the principal ones ; but we have all 
read enough lately about the enormous development which will 
soon be taking place to lead us to believe that there will be 
many substantial opportunities for British manufacturers, if 
they do not wait too long and if they go about the business 
circumspectly. . 

Indeed, from what follows later in this article, it will be 


seen that in several lines we already have an important hold 


upon the market, and we ought not to be slow in taking 
advantage of the favourable position in which we are placed, 
in regard to other branches of trade, especially electrical 
plant and apparatus. 

It must, of course, rest with English electrical firms to 
analyse the. position, each for themselves, and then to act. 
promptly upon the conclusions at whith they arrive. 

We have made several efforts to obtain first hand and 
fully detailed information from reliable sources in Japan 
regarding the exact position of electrical trade and the 
prospects of the British manufacturer, but so far with little 
success. We have, however, had calls from visitors from 
Japan to this country, and our conversation has lingered 
upon the readiness of the Japanese buyer to deal with 
American houses, partly, we understand, because like the 
nigger, but with different experience, he has ** bin dar," and 
partly because British manufactures are not kept to the 
front so well as they might be. 

Our readers will have noted that the ELEOTRICAL REVIEW 
has during the last few years been able to publish a good 
deal of matter relating to electrical doings in South Africa, 
India, Australia and Canada. It need be no secret that, 
again and again, we have been congratulated upon this feature 
of our work, and these congratulations have come from those 
who have an intimate acquaintance with the particular 
Colony in regard to which they have spoken. But our 
readers can have only a small idea how difficult it is to get 
those of ability, eonneeted with the electrical trade in the 
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several parts of our Empire, to set down in black and white the 
knowledge that is in them and would be of great value to us 
at home. And in regard to Japan it has been equally 
difficult. 

A certain amount of information has appeared from time 
to time in the pages of certain of our trans-Atlantic and other 
contemporaries, but before turning to note what is contained 
in some of these, we may appropriately refer to an article 
published in the last number of the Outlook from the pen of 


Count Okuma. This authority in dealing with the work of 


economic development which lies before.. Japan in Korea and 
Manchuria — this is apart altogether from progress in 
Japan itself and  Japanése operations in China — looks 
forward to the development of agricultural, industrial and 
mining enterprise in the regions where the war has been 
fought, and he advocates the fullest. freedom of enterprise, 
suggesting that if Japanese forces are inadequate, Englishmen 
and Americans "should be called in as partners in the 
work." 


There can be no doubt that our commerce will feel a sure 


measure of advantage from, the existence of the Anglo- 
Japanese Alliance and current international sympathies, and 
it is certain that industrial and mining development must 
involve many demands upon electrical engineering, for there 
are .few departments of engineering апа industrial develop- 
ment nowadays that are not somehow or other and in some 
degree dependent upon the progress of electricity. 


In the columns of our New York namesake several months 


ago, Mr. William Dinwiddie described the Shibaura En- 
gineering Works, which is one of the two factories in Japan 
where the principal electrical manufacturing work is being 
carried out. Here machines of * respectable size," designed 
by Japanese engineers who were trained in foreign technical 
colleges, are manufactured by Japanese labour. At the 
Shibaura shops, we gather, the equipment, though driven by 
modern induction motors, was not by any means up to date, 
but, notwithstanding this drawback to cheap manufacturing, 
the Japanese were able to turn out electrical machinery for 
30 per cent. less than the price for which American manu- 
facturers could deliver similar apparatus in Japan. It 
should be added that the Shibaura Works are located 
at Tokio, and are a branch of the great Mitsui Co., 
of Japan, which now controls one-sixth of the foreign 
trade of that country. ; | 

The other factory is that of the Osaka Electric Lighting 
Co., and ів located аё. Osaka. Both factories are less than 
ten years old. | 

Mr. Dinwiddie, writing of the former works, says that an 
explanation of the lack of special machines is to be found in 
the fact that most of the machinery for the production of 
electrical apparatus, &c., is patented and registered in Japan by 


the great manufacturing firms of foreign countries, and when. 


they are not held for exclusive use, the royalties demanded 
make their employment almost prohibitive. 

* Admitting this to be true, there must then be 
great opportunities in Japan for branch manufacturing 
companies of the corporations which control the specialised 
and patented machinery. Most of the machinery is of 
American make, and ло particular firm seems to have 
been given a preference. The heavy machinery, such 
ав shears, puriches, and steam hammers, is of Glasgow manu- 
facture, and in this connection let it be said, incidentally, the 
writer has noticed that the trade generally, throughout the 
world, usually buys its massive machinery in Scotland, in 
preference to the United States, and the answer to the ‘Why’ 
is often that it is more depend-ble, having less flaws in the 
castings." 

Some small examples of Japanese electrical work—tele- 
phonic and telegraphic apparatus, continuous-current dynamo, 
a testing transformer for 150,000 volts—were displayed at 
the St. Louis Exposition last year. Fairly large machinery 
has been made there for some years past, and it was only 
the big distance to be travelled that kept the larger examples 
аб home. І 

Тһе Shibaura company furnishes complete electric plants 
for power and lighting, and it also installs them. The 
largest generator so far manufactured is a direct current 
generator of 373 H.P. for the Imperial Dockyards at Yoko- 
suka, which has been in constant use for two years driving 
motors. The largest engine ever built is over 1,000 J. H. p., 


and this is in use in a cotton mill. A 20-ton electric crane 
built by the company, has been in use on the Nippon Railway 
for the past five years. From the same works also 
there were supplied three pairs of 120-Kw. three-phase 
3,000 - volt induction type  motor- generators for the 
Tokio Electric Street Car Co. In 1904 the company made 
65 direct-current generators of 1,450 KW. aggregate 
capacity, and various motors, transformers and во on. 
Indeed, the catalogue of manufactures comprises almost 
everything that a large electrical and engineering factory in 
this country would turn out. 

One of Mr. Dinwiddie's many interesting observations 
informs us that all copper wire is made in Japan, of 
copper from Japanese mines. The fibre insulation is also of 
home manufacture, but all the steel and iron plates and 
bars come from England, as well as most of the insulating 
materials—such as mica and asbestos. Some pig-iron is 
broüght from England, but a large part of it is from 
Japanese furnaces. The iron and steel are brought from 
England, “ because, £o far, the United States has not been 
able to meet Great Britain's prices." Another direction in 


which England has the advantage is this :—'* Though the 


difference in time of transportation of such materials to 
Japan is fully two weeks in favour of the United States, the 
railway tariff across America more than over-balances the 
cheap, slow all-water transportation from England." There 
seems to be plenty of cheap skilled labour available, and a 
10-hour day is worked. Мау we quote two further extracts 
from this same author :— е 

The great industrial future of Japan is assured for four 
reasons :— 

“1. The workmen are naturally clever and skilful with 
their hands, learning their tasks easily and rapidly, and, 
though short in stature, they are heavily muscled and of 
robust constitution, which makes for sustained manual effort 
and maximum production. 

„2. The immense population in a limited area, increasing 
annually over half a million souls, assures an abundant 
supply of cheap labour. i E. А 
* 3. The markets of the great Far East are at her very 
doors. | 

* 4. She has an abundant supply of coal and copper at 
home—and probably also of iron." . ... — 

“Tt will thus be seen that in a few ‘years, with cheap 
labour and raw products at home, Japan will be in a posi- 
tion to compete with foreign countries not only for the 
electrical supply trade of the East, but she will enter the 
market for most of the manufactures of iron, as she is already 
in the China field with engines and boilers. 

* However, that the home products of electrics have not 
yet become a serious menace to the foreign trade is evidenced 
in her import figures of these supplies. In 1900 she 
imported $150,000 gold worth of electric machinery, and in 
1904 half a million dollars gold, of which latter sum three 
hundred thousand dollars’ worth were purchased from the 
United States. Asa matter of fact, Japan is only in her 
infancy, electrically, but with the many corporate lighting 
and power schemes now on foot and being discussed 
she may be expected to. grow tremendously in another 10 

ears.” 
ie The mountainous islands, girt with narrow seaboards, 
offer wonderful possibilities in economical water power, but 
so far no attempt at long-distance transmission of electricity 
has been made with the single exception of a lighting and 
power plant at Hiroshima, on the Inland sea where a 10,000- 
volt current is carried 20 miles to the city. A 5,000,000- 
yen company has been incorporated in Tokio for the purpose 


of establishing a high-potential line into the city from the 


Katsura river falls some 40 miles distant. It is the intention 
to deliver, at the start, 10,000 H.P. at the Tokio end of the 
line." 

Mr. Dinwiddie concludes by advising—as being more likely 
than dealing to bring the best return—the establishment of 
well-equipped and modern manufacturing plants in Japan 
itself. This is advice which, presumably, holds good for 
British firms as much as, if not more than, for our trans- 
Atlantic friends. : 

The New York Electrical World and Engineer recently 
gave sume particulars of the equipment which had been 
ordered by the Tokio Electric Light Co. for its Tokio power 
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house. Тһе installation will consist of the following 
apparatus :—Three 1,000-Kw. Westinghouse steam turbine 
outfits, the generators for which will be wound for three- 
phase, 50 cycles, 3,300 volts, and will operate at 1,500 
rpm. The exciter outfit will consist of two separate 
unita, the first being a 100-Kw. direct-current generator, 
direct-connected to a Westinghouse 12 and 20. x 12-in. 
compound engine; the secónd unit is а motor-generator 
веб consisting of one 150-H. P. polyphase constant - speed 
induction motor, wound for 3,500 volts, direct-connected 
to a 100-Kw. direct-current generator, wound for 125 volta. 
The switchboard panels and framework are being built 
in Japan, bat the instruments for these panels will be 
shipped from America, and will be of standard Westing- 
house make, consisting of 48 type F ammeters aud 26 
type F voltmeters, with necessary auxiliary apparatus. 
The condensing plant is being furnished from England 
by Messrs. W. H. Allen, Son & Co, Ltd., each set 
of units consisting of an Allen patent condenser of 3,600 
sq. ft. capacity, a 13 x 10 three-throw Edwards air- 
pump geared to an 11-н.р. induction motor, and а 16-in. 
circulating pump driven by a 47-H.P. induction motor 
operating at 220 volts. The boiler outfit is being 
furnished by Messrs. Babcock & Wilcox, of London, the 
smaller auxiliary machinery of the plant, such as travelling 
cranes, feed-pumps, heaters, &c., having been divided 
between America and Europe. À 

The installation was contracted by Messrs. Takata & Co., 
Tokio, engineers and contractors, who are also preparing to 
ship a large consignment of electrical apparatus for the 
Furukawa Western Bureau, one of. the largest copper 
mining interests in Japan. 

Another of our American exchanges ( Electricity, of New 
York) has also been dwelling upon the electrical possibilities 
in this part of the world, and we extract the following. 
observatious on the situation :— 

Thirty-seven turbo-electric plants have been ordered by Japan, 
ageregating a total of 35,000 н.р., for use in Tokio and other large 
cities in her provinces. In lighting capacity the total would equal 
400,000 lamps. In power equipment it speaks for itself. Elec- 
tricity is being extensively used in Japan for both street and 
interior lighting. It finds a large and constantly growing applica- 
tion for many industrial enterprises. 


The street railways are forming acomplete network under the 
stimulating influence of American and English capitalists. The 


networks are connecting town with town, city with city, the 


suburban with the urban districts. The great coal mines are on the 
point of undergoing a complete rehabilitation by the introduction 


of electricity for the drilling, carrying, lighting and ventilating of 


the mines. | 

But when we discover in the manner of giving and handling 
franchises for public utilities, as in the case of her Tokio Strect 
Railway, that in this instance the franchise provides that after 
1932 the municipality may acquire the linc by paying an adequate 
price for it, a certain Utopian spirit seems to appear, in marked 
contrast with the method prevailing in many other lands. In July, 
1904, Japan received news of the first big shipment of turbines to 
her shores. Since that time American enterprise, more than any 
other, more even than her ally England, has erected power plants 
and installed systems that place her among the largest consumers 
of electrical devices we have. Geographical terms will soon repre- 
sent less inherent national differences than differences in-language 
or manners. 


The figures that were issued by the Department of Finance 
at Tokio relating to the foreign trade of Japan during the 
year of 1904 should be recorded in our present study of the 
position, They show that both imports and exports had 
made an enormous advance during the 10 vears commencing 
in 1895, and this growth was particularly large in dealings 
with both this country and the United States. The 
following figures were recently quoted in the Soriety of Arts 
Journal :— 


“The imports into Japan in 1904 were the largest on record, 
being 436, 900, 000 in value, as against £31,600,000 in 1903, 
E28, 600, 000 in 1900, and £13,300,000 in 1895. Exports from Japan 
in 1904 also established а new high record, being £31,800,000 in 
walue, as against £28,800,000 in 1903, £19,800,000 in 1900, and 
£14,000,000 in 1895. Thus the imports into Japan have increased 
by £23,600,000, and the exports from Japan by £17,300,000. Japan 
imports most largely from Great Britain, British India, the United 
States, China and Germany, these five countries supplying about 
77 per cent. of her total imports. Of the total imports into Japan 
in 1904, amounting to £36,900,000, the United Kingdom contributed 
to the extent of £7,400,000, or 22:2 per cent.; British India (includ- 
jug Straits Settlements), £7,045,000, or 19 per cent.; the United 
States, £5,800,000, or 1577 per cent.; China, £5,430,000, or 14:8 per 
cent.; and Germany, £2,860,000, or 77 рег cent. Of the exports 
from Japan, amounting to £31,800,000 in 1904, the principal coun- 


P l 
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tries of destination are the United: States, “ £10,080,000 ;8 China, 
£6,770,000; France, £3,610,000; Hong Kong, £2,800,000; Korea, 
£2,030,000 ; Great Britain, £1,750,000 ; and Italy, £1,200,000, these 
seven countries taking about nine-tenths of the exports. The 
United States is by far Japan's best customer, exports to the United 
States from Japan representing about one-third of her total sales 
to foreign countries: The relative progress made by the United 
States and the United Kingdom in the import trade óf Japan 1з 
seen in the following figures :— | 

"In 1884 the United States supplied 8'4 per cent. of Japan's 
imports, while the United Kingdom supplied 43 per cent. | 

“In 1889 the United States supplied 9°3 per cent., the United 
Kingdom 39°4 per cent. | 

„In 1894 the United States supplied 9:3 per cent., the United 
Kingdom 35:9 per cent. . 

“ In 1899 the United States supplied 17:3 per cent., the United 
Kingdom 20:3 per cent. 

“In 1904 the United States supplied 157 per cent., and the 
United Kingdom 202 per cent.“ _ 

A chatty article on the rubber industry appeared in the: 
India Rubber World for March Ist, 1905, entitled “А 
Glimpse of Japan and: its Rubber Industry," and in the 
course thereof it is stated that there are seven companies 


there engaged in the manufacture of rubber, and their names 


are as follows :— | 

Tokyo (tomu Seyzo Kaisha, the Meiji Rubber Manufac- 
turing Co., Mitado Rubber Co., Nippon Rubber Co., and 
Fujikura Insulated Wire and Rubber Co., in Tokyo, the 
Yokohama Insulated Wire Co., in Yokohama, and the 
Osaka Jushi Sheizosho, in Osaka. | | 

The editor of our contemporary, after personal study on 
the spot, observes :— | 

Manufacturers in the United States often look askance at Japan, 


wondering what that country will be industrially when it fairly 
wakes up. From my own observation I do not think the rubber 


| trade, at least, need fear Japanese competition for some years to 
come. For their own needs, they will doubtless soon make the 


most of their own goods, but when it comes to entering the markets 
of the world, they will be facing a different problem. The need 
of great numbers of workers skilled in rubber will be one that will 
not be easily supplied. The Japanese are exceedingly ingenious, 
marvellously industrious, but the cheap labour, cheap though it is, 
is not to be compared with the high-priced skilled labour employed 
in America. 


A KENTISH BREWERY INSTALLATION. 


THROUGH the courtesy of Messrs. C. N. Kidd & Son, we 
were recently enabled to inspect that firm's very complete 
motor installation at their brewery at Dartford. 

The brewery in question is equipped. with a 30 quarter 
plant, and some 16 480-volt motors are utilised for driving 


Fic. 1.— MALT MILL DRIVEN By 15-H. P. MOTOR. 


practicall all the machinery in use, the energy being 
obtained for this purpose from the U.D.C.’s mains. The 
new installation has been carried out completely by the 
Langdon-Davies Motor Co., who also supplied the hoists. 

In common with, we believe, the great majority of people, 
we must confess to certain haziuess as to the processes 
employed in, if not to the products obtained from, a brewery, 
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and our visit was all the more interesting in that it demon- 
strated the cleanliness essential to such a process, an item 
which electric driving renders perfect. 


Fic. 2,.— BARREL Holst BIEN BY 34-H.P. Мотов. 


. The i Council's ТЕР main is taken into the original 
engine room (containing a displaced 50-H.p. Galloway 
engine), the two outers being connected to a substantiat 
double-pole “distributing board, neatly enclosed with a glass 
door. A main switch with laminated contacts 1s provided to 
+ each bus-bar, aud the motor circuits are protected by fuses 
of tubular type. The building is wired throughout in 
screwed iron tubing, and special precautions have been taken 
in earthing the latter. 

Our first move led to the basement, where is situated a 
barrel hoist to lift some 7 cwt., driven by a 31-H.r. shunt- 
wound motor, the switchgear here, as elsewhere in the 
building, being arranged beside the motor and consisting of 
two enclosed fuses, a double-pole ironclad switch and a motor- 
starter mounted on one Баве. 

In the hop house, a 34-H.P. compound-wound motor drives 
a 4-cwt. friction hoist for bringing in the hops and sugar, the 
hoist as well as the motor being ры and erected by 
the Langdon-Davies Motor Co. 

Coming to the brewery proper, a 10: H.P. shunt-wound 
motor is installed for w orking the rakes in the mash tun— 
practically the heaviest work in the brewery ; the power 
being transmitted through belts апа gearing. On the same 
toor a 7-H.P. shunt-wound motor drives a screw conveyor 
for emptying the used grains out of the tun, and a 1-H.r. 
shunt motor is also installed for driving sundry machine 
tools, &c. On the floor above a 33-u.r. shunt wound motor 
drives a Steel's masher, the products of which fall into the 
mash tun; here it may be noted is arranged the switchgear 
for the above motor, and also for the mash tnu motor fixed 
below ; on a higher floor malt grinding and malt cleaning 
machines are operated from а 15-H.r. shunt-wound motor. 
The dust from the latter machine is collected in a ** dust 

estroyer " near by, driven from a 34-n.P. shunt motor. 
On the top floor is situated a malt cleaner driven from the 
motor below, and in one corner is arranged a 2-cwt. friction 
hoist operated by a 33-H.P. compound-wound motor. 

Our next visit was to the barley store, where 5-H.r. shunt- 
wound and 34-H.P. compound-wound motors drive а barley- 
cleaning machine and a friction hoist respectively. The 
hoist and its motor were supplied by the Langdon-Davies 
Motor Со., and are installed in the roof. 

In the malt house a 7-H.P. shunt motor operates a belt 
conveyor and elevator for distributing barley and malt 
between the upper and lower floors, and a further 8 H.P. 
compound-wound motor drives a malt lift on the top floor of 
the building. In connection with the barley-cleaning 


economy in coal. 


machine last mentioned, a dust destroyer is installed in the 
basement, driven by a 2)-n. P. shunt motor, and two 1-H.P. 
motors are utilised for working the bottling machinery. 

From the foregoing it will be gathered that (with the 
exception of a deep-well pump) the whole of the brewery 
machinery is electrically driven : no records of the actual motor 
load are obtainable, but under present conditions, with energy 
purchased from the U. D.C., the cest is much less than formerly, 
as the following figures for the six months ending June 30th, 
1904 and 1905 respectively, show :— : 


1904.—STE4AM DRIVING. 1905. — ELECTRICAL DhiviNc. 


430 tous coal .. £369 11 6 349 tons coal“ . 4201 6 1 
Liquid fuel ... . 24 15 6 Liquid fuel... 27 9 4 
£394 7 0 £228 15 5 


——- Add cost of energy. 
from U.D.C.’s sup- 
ply at 24d. per 


unit, less 5 % 19 6 8 


— 


L248 2 1 


Two men at #2 138. weekly 
wages replaced by one lad at 13s 


* Original Lancashire boilers in use 
for supplying steam to brewery; 
smaller boilers would show greater 


During the four or five occasions per week when brewing 
takes place, some three or four motors only are in use at one 
time, while formerly the 50-H.p. engine and sufficient boiler 


Fic. 3.—MoTonR-DRivEN FRICTION Hoist WITH STARTING 
SwITCH, &c. 


power to drive it, were necessarily kept in readiness. The 
whole of the motors are neatly boxed in, and the majority of 
the switchgears are arranged in cupboards. We gather that 
during the seven months in which the installation has been 
working, no trouble has been experienced with it. 


LAMP INSPECTION AND TESTING ON A 
LARGE SCALE. 


IN a paper read before the Iowa Electrical Association,“ 
Mr. L. B. Spinney emphasises the advantages which are 
gained by the municipal engineer, who, in addition to the 
careful consideration of е efficiency of his electric 
generating plant, pays some attention also to the efficiency 
and uniformity of the lamps installed throughout his 
district. 

Just now, when the municipal authorities in this country 
are beginning seriously to consider the system of lamp con- 
trol adopted in the States, the subject of lamp testing 
becomes of increasing interest, and the importance of 
ensuring good efficiency for this last link in the chain of 
energy transformation should hardly need urging. 


* Municipal Journal and Engineer, Vol. XVIII., No. 4, April, 1906. 
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As is now generally known, the central station engineer 
in the States not only undertakes to supply energy to his 
customers, but agrees to supervise the efficient transforma- 
tion of that energy into light ; realising that the sale of his 
energy and the adoption of his system of lighting depend largely 
on the extent to which his customers are satisfied with the 
brightness, constancy, and cheapness of the illumination with 
which he supplies them. 

In this country any general system of lamp inspection is 
practically non-existent, and this enables manufacturers, if 
they be careless or unscrupulous, to supply lamps which 
would fail to pass even the most superficial tests, so that the 
subject has become one of urgent impor tance, and municipal 
engineers and others are now doing well in turning their 
attention to it. 

For many years past the edie American supply com- 
panies have had in full working order a lamp-testing 
laboratory, which undertakes to inspect and report on all 
consignments of lamps supplied to them, and it can be 
readily understood how the establishment of systematic test- 
ing in this way has raised the standard of manufacture and 
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Fia. 1. 


ensured uniformity in the quality of the lamps sent out by these 
companies. The better class of manufacturer welcomes such 
an inspection, since its effect is to expel from the market 
the cheap and badly made lamp, which can only gain a sale 
on account of the inability of the purchaser to test the san- 
guine statements of the vendor. 

The first question to be considered in the inspection of a 
consignment of lamps is their uniformity in rating in watts 
per candle and also in candle-power. 

Provided the efficiency, or, in other words, the intrinsic 


brightness at which the filaments are run, is uniform, a batch. 


of lamps will also have a uniform rate of fall in candle-power 


during their life, and it can be estimated very approximately 


when lamps in a given' district should be changed. The 
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object of this is to ensure that they shall not be left in 
circuit until they are burnt out—a practice entailing 
inefficient lighting and the dissatisfaction to customers 
which accompanies the use of dim lamps and large bills. 

In his paper Mr. Spinney gives some interesting diagrams 


. be outside specification. 


illustrating well-rated and badly-rated lamps as received 
from different manufacturers. These are in the form of the 
well-known target diagram (figs. 1 and 2), in which candle- 
power is plottcd vertically, and watts per candle horizontally, 
во that each lamp out of a batch of, say, 20 is represented by 
a dot somewhere on the: paper. The square in the middle 
shows the limits of variation. allowed in candle-power and 
watts per candle, so that, if properly rated, all lamps should 
fall within this square. A casual inspection of these 
diagrams shows at once which lamps have been properly 
rated, and will ulso serve to show what wide variations may 
occur in practice unless careful supervision be made. 

In fig. 1, А shows properly-rated lamps, while B, с and р 
show other batches, out of which some units were found to 
The dot with the circle round it, 
in the centre, is the average of the whole batch and should 
not be more than a certain percentage amount from the 
specified values of candle-power.and efficiency. 

It is often noticed that different consignments from the 
same maker vary considerably in quality, so that it is 
essential that these testings go on continually, and the 
average of a year's findings be taken, when forming a judge- 
ment of relative superiority. It would, of course, be out of 
the question to test every lamp supplied, but a large enough 
percentage should be taken at random from each case to form 
a guide to the performauce of the remainder, and npon which 
the whole consignment may be either accepted, rejected, or, 
if nearly within limits, submitted to further tests. 

The initial rating of lamps, although important, is not by 
any nieans the only point to be considered in this connection. 

The length of life and rate of diminution of candle-power 
are equally important, and tests are required which will be 


some guide to the performance of a consignment of lamps 


during their life, and to the relative merits of different makes 
in this respect. By the length of life of a lamp is meant, 
not the time it takes before actually breaking, but the time 
taken before falling to 20 or 25 per cent. of its original 
candle-power value, a meaning which is now almost univer- 
sally attributed to the term “life.” The length of Ше in 
this sense will, of course, depend on the efficiency at which 
the lamp is run, there being, of course, one most economical- 
efficiency depending chiefly on the cost of power and lamps, 
and the regulation of the circuit. 

AS things are at present, the station engineer has no data 
by which he can judge whether lamps supplied to him are 
really doing satisfactorily or not, he only has a general im- 
pression sometimes that a new batch of lamps does not seem 
to be doing аз well as the last, but whether this is really the 
case, and if so, to what extent, he is unable to say. 

All lamps measured for rating should therefore be tested 
for vacuum and evenness of filament, the latter being a guide 
to premature breakdown, and in addition, the one or two 
lamps coming nearest to the average in the target diagram 
should be selected for running on life test on a circuit whose 
voltage is specially regulated. This test would not, of 
course, last more than 400 or 500 hours. 

Mr. Spinney in his article does not deal with tests for 
length of life: such measurements would be most 
troublesome and expensive if made on а small scale 
at supply stations ; but where large numbers of lamps are 
dealt with at a central laboratory, the whole inspection can 
be carried out with great accuracy and thoroughness, and 
should not add more than 5 per eent. to the total cost of the 
lamps—an expense which, even were it half as much again, 
would be inconsiderable, and it may without hesitation be 
said that the higher standard resulting from such a practice, 
and the increased satisfaction of customers, would amply 
repay the small extra expense incurred in this way. 


THE WHEEL QUESTION. 


Тнк Street Railway Journal of July 8th contains an article by 
C. (. Bacon, jun., on this eternal question. From the figures in the 
tables below he draws the conclusions that guarante es are worthless 
and ure never enforced generally because it is too much trouble or 
expense to follow out the life of every wheel; that it is not su 


872 


THE ELECTRICAL REVIEW. (vol. 67. Ко, 1,460, Верткмвев 8, 1908, 


- 
— 


much the life of the sound wheels which matters as the combined 
average life of the sound and the failures; and that the number 
of failures is so great as to make the cast-iron wheel impossible for 
" the high-power, high-speed, and heavy-weight inter- urban, or even 
urban, service of the present day.” . 

Attention is drawn to the longer life of the ореп-саг wheels than 
of the closed-car wheels in every case. The amount is not very 
large, but it is constant, and the author, after close investigation, 
believes it to be due solely to the open-cars not running during the 
winter months when ice and snow cause destructive slipping on the 
closed-car wheels. | 

We have always held that with the heavier conditions such as 
these wheels were working under, even the best cast-iron wheel 
might have to give way to the steel-tired wheel, not because its 
average life made its use uneconomical when compared with the 
other, but because no one can afford to run serious risks owing to 
the chance of a wheel, breaking. In England we have not reached 
those conditions yet, and there will be vast scope for the cast-iron 
wheel for years to come. 

OPEN Caks. 


Number | Average life, 


Per cent.; : : 
Make of wheel. | of Average — including Miles 
N prs life, iniles. irek: оп gnarante ed. 
СА з 202 28,484 143 26,789 30,000 
"CB es $us 363 39,007 164 37,666 40,000 
MO M es E 64 21,833 . 15] 19,917 30,000 
| CLOSED Cans. 
“А”. . | 317 | 27,018 173 23,987 | 30,000 
“B”... Я 146 | 37,406 18} | 35,843 40,000 
“С”... Ss 43 20,013 161 ; 19,105 30,000 
“Ту”. | 136 | 29,654 16) | 28,423 | 30,000 
| 


We draw a further inference from the tables with respeot e 
guarantee, and that is that the makers were trading on the 
assumption that the guarantees would never be called into question. 
But the chief fact which we cull is that the several makers turn out a 


finished article which they all call by the same name, and profess - 


to make out of the same material in the same way, yet this article 
as supplied by maker B has a life which is not far short of 100 per 
cent. better than the article supplied by maker C. It is reasonably 
certain that all the wheels tabled received exactly the same treat- 
ment both in the tramway shops and on the road, vet there is all 
that variation in life, and therefore in quality. 

English manufacturers almost laugh outright as they quote the 
buyer a guarantee of 30,000 miles, irrespective of the state of the 
track or the previous record of the undertaking, for they know full 
well that the buyer will not worry about the fulfilment of that 
part of the contract, and if by a strange chance he does, there are 
the usual ways of escape always open. 

When wheels are bought at so much per 1,000 wheel-miles, with 
no reference to the price per wheel except, perhaps, by way of a 
minimum, it will be the duty of the buyer to ascertain the 
figures which form the basis of payment with an accuracy which 
the seller will foster, and the net result will be that within five 
years there will be but one quality of wheel on the market, and that 
the best possible, humanly speaking. 

We got the wheel-mile purchase idea from America, and we havo 
urged it on English tramways constantly, but with poor results up 
to the present. 

In the end the maker of bond fide cast-iron wheels will find it to 
his advantage himself to press buyers to contract on these terms, 
for he will then have a much clearer chance of annexing the 
majority of the market instead of finding, as at present, that buyers 
wobble about from one maker to another and back again, in the 
hope one year that A will be better than B, and in the next that B 
will be better than A, while all the time they never come to any 
real conclusion as to the relative merits of either. 

The author of the article to which we are drawing attention, 
believes that while the life per unit of wear varies ns the 
depth of a cast-iron tread decreases, it remains constant throughout 
the wearing depth of the steel tire. This sounds probable enough, 
as the effect of the chill must be а maximum at the new surface 
tapering off to zero, ic, the same hardness as the body of the 
wheel, at some definite depth. In this regard we should be glad 
to have reliable figures obtained from tests under identical and 
carefully observed and regulated conditions of a large number of 
wheels from different makers. "There is room for an extensive 
series of tests, which would have to last for two years or more, 
from which illumination might be given to the comparative merits 
of various makes and classes of wheel, and such tests would take 
into consideration price, analysis, gauging of wheels and track, 
temporary and permanent conditions affecting rail surfaces and 
other matters which are all more or less vital to scientific 
accuracy, But, alas, although there is much room for tests there: 
are no instruments with leisure enough to undertake them with the 
necessary care and attention to detail. At least we may say that 
the whole body of tramway engineers will agree that they could 
not give a fraction of the time required. So we shall go on with a. 
note from this one and an article from that, a paper from an 
eminent manager favouring steel tires on unsatisfactory grounds, 
and а letter from a well-known engineer proving chilled iron to be 
the thing by the use of unverifiable statisties and a disregard of the 
arguments advanced by the other side. But in that way and no 
other do we go on in a multitude of other matters, and so some 
say that as we muddle through in spite of it all, tests and time and 
trouble are naught of practical value. 


A DIRECT-CURRENT SERIES POWER 
TRANSMISSION SYSTEM AT 57,000 VOLTS. 


Wr take the following details of a remarkable Н.т. ditect-curtent 
transmission scheme, at present under construction, from the 
Bulletin de lU Institut. Electrotechnique Montefiore, The transmissión 
їз between Montiers, in Savoy, and the town of Lyons, and is over 
а distance of 110 miles—the greatest yet undertaken in Europe. 
The power to be transmitted is 0,500 H. P., and it is to be generated 
at 57,000 volts. This will be obtained by connecting four groups of 
generators in series, each group being directly driven through a 
flexible coupling by a turbine of 1,570 H.P. Four generators, 
giving 3,560 volts each, form a group. 

The receiving station at Lyons will contain six groups of motors 
coupled to tramway generators. Each group will consist of two 
motors, each taking 73 amperes at 3,840 volts. Fig. 1 shows the 
arrangement diagrammatically. 


Transfurnany stáca 
at Lyons x. ee 


2c NM ү ene сш шшш se 2c ] 
— 73 amps. 9 min. = 4 x 3,56) volts - 
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57.000 volts 


Secondary generstars 


In this installation the earth is employed to limit the static volt- 
age of the line, but it does not actually furm one of the conductors, 
except in case of accidental damaye, in which case it acts asa 
reserve line. In this way the cost of the line is practically the 
same as when the earth is used as the return, while certain useful 
advantages are obtained. Thus the stray currents are, normally, 
entirely suppressed, and, in case of breakdown, are reduced by half, 
whilst another important advantage is the fact that the earth is always 
available as a reserve line in case one of the conductors fails. 

It is expected that this installation will be at work in less than a 


Fear, and we shall then hope to give further details. 


STEAM ENGINE VALVES AND ECONOMY. 


CONSIDERING the remarkable economies that Continental engine 
makers have secured with drop or stamper valves in their steam 
engines, it is curious that the use of this type of valve should have 
become practically obsolete in Great Britain. 

The drop valve was once generally known as the Cornish valve, 
and it was made in the double form as the double beat valve. For 
years Continental builders have employed the drop valve for the 
highest class of work, and not the less since the advent of supcrheat, 


for the stamper valve is better suited for withstanding the effects of 


superheat than, perhaps, any other form of distribution valve. 
Particular attention of the Continental variety, has not been paid 
to steam economy in England, because at one time coal was so very 
cheap, and it did not pay to the same degree to spend more upon 
the internal finish of a steam engine. eg | 
To-day, however, coal is very much more expensive than it was 
20 or 25 years ago, so that steam economy is really of great impor- 
tance, and our engine builders would do well to give more attention 
to it in the future than they have done in the past, or are even 
doing to-day. Foreign engineers make engines that will stand con- 


siderable degrees of superheat, and guarantee steam consumptions : 


down to as little as 4 kilos per hour per I. H. p. (Cheval), which being 
translated into English horse-power and pounds means less than 
91b. per 1. H. P.-hour. Now the Corliss valve will not stand a 
temperature beyond 500° F.; at least, we seem to hear of Corliss 
engine builders demurring at anythiug higher. Continental engine 
makers will use superheat as high as 650° F. with drop valves. 

The great point about the drop valve is that, being double- 
seated in equilibrio, it exercises no stress of importance on its 
moving mechanisms, and it has, moreover, no rubbing surfaces to 
wear, so that the valve is independent of lubrication. It would 
thus appear that the drop valve will work with steam at 
the maximum safe temperature to which steam can be super- 
heated. The economy of the drop valve is not only due to tight- 
ness, which reduces the leakage losses, the small clearance, which 
can be secured by careful design, and to comparatively no frictional 
working resistance, but also to the ability to work with steam at 
such a temperature as will abolish most of the losses now inevitable, 
where superheat cannot be employed. 
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THE WIRING INDUSTRY. ` 
By DONALD SMEATON MUNRO. 


IT is said that competition is the life of trade : the present 


position of the electrical industry proves that competition 


may contribute to its decay. This point was well illustrated 
by an article which appeared recently in these columns under 
the heading, “ Is the Wiring Contractor Doomed ? " 

It would be easy to show: that the other branches of the 


electrical industry had equally valid reasons for pessimism. | 


The writer of that article, referring to makers of machinery, 
says, Competition is so terribly severe in this class of busi- 
ness, that if the manufacturers can only keep their factories 
going on full time regularly they esteem themselves for- 
tunate. Profit is, of course, highly desirable, but not always 
obtainable nowadays on motors.” 

As regards the wholesale side of the business, he says 
again, Competition is keen, prices low, and profits small.“ 

These remarks, which might easily be extended and 
reinforced, occur in an article which singles out the wiring 
contractor for probable extinction. | | 

The common trodble is over-competition ; there are more 
men and more money in every branch of the business than 
are needed to overtake available work. , 

It has been urged that the position of the wiring con- 
tractor is more desperate than that of others, inasmuch as 
these others can if need be do the contractors’ work. In 
some branches of manufacturing the contractor will, if driven 
to it, do the manufacturers’ work. 

Every contractor would welcome an article which tended 
to keep or drive others out of his trade ; but the contracting 
electrical engineer who really knows his business need not 
lose hope. He performs for the public a necessary service 
"which no others can do with equal facility and perfection. 
Nothing is easier than to capture а few wiremen and do 
small jobs—and large—after a fashion. But an industry 
where competition is keen cannot be successfully carried on 
unless those who own it know the business and give it 
undivided attention. | 

True it is that a certain class of inferior and unremunera- 
tive work can be done by the incompetent, and this tends to 
lower prices generally. | 

Happily, really capable contracting engineers and well- 
trained wiring tradesmen are comparatively few. Hence 
the prevalence of the fallacy that the qualifications necessary 
to a man before he can undertake a wiring job are compara- 
tively small.” People judge by those they meet most, and 


come to accept shoddy work as normal, with its harvest of. 


* fires, leakages, short-circuits, constantly blowing fuses, and 
all the usual accompaniments of faulty wiring." Hence also 
ineffective and inartistic lighting, mean and tawdry installa- 
tions, expensive maintenance and high electricity bills; thus 
gas gets its chance. But во also do the best contracting 
firms, whose heads are men of some scientific knowledge as 
well as practical enginecrs, and whose workmen are competent 
tradesmen. ` 

Such firms are able also to secure a share of power work, 
and the greater part of those varied minor applications of 
electricity which are so constantly in demand. 

Good electrical firms, however, cannot rest on their oars. 
They must show enterprise, ingenuity and resource. They 
must make the manufacturer and wholesale man feel that 
their competition is to be reckoned with ; that they are the 
best agents for the wide distribution of electrical goods ; and 
that it would not pay the wholesale trade to undertake the 
outlay and dissipation of energy required for doing a retail 
trade. 

The rise of the consulting engineer for minor electrical 
contracts has somewhat weakened the position of the leading 
electrical contracting firms. The public now consider them- 
selves less dependent upon the special knowledge of the con- 
tractor ; but the results do not always justify this belief. 

The architect of standing is usually strong cnongh to 
insist on his client accepting this or that contractor, not- 
withstanding disparity of price. But too many of the con- 
sulting men dare not do anything but accept the cheapest. 
They may restrict competition, but in that case they make a 
fetish of the lowest tender as if quoting a price were a game 


ot lottery. They do по recognise that no two firms are 
quite alike in their work. This, too, will remedy itself in 
time. 

Nothing has been said about the competition of corpora- 
tions and supply companies, but much of the foregoing 18 
applicable. If the contractors in a town are really active 
and efficient, it does not appear that it would be to the 
advantage of a supply company to extinguish these, their 
most effective agents in promoting the use of electricity. 

Then in country districts also, isolated plants are frequent, 
and there the competition of supply companies is seldom 
effective. | 

Опе thing, however, is evident, that only by combination 
can the contracting trade fight the many adverse influences 
which surround it. The Electrical Contractors’ Association 
may not be a perfect organisation for its purpose, but it is 
meantime the only one available, and every far-seeing con- 
tractor ought to become a member, and then better it if he 
can. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
. munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer's name and address in our possession. 


Consulting Engineers and their Specifications. 


Will you permit me to ask the question whether the time 
has not arrived for a resolute stand to be made against the 
too-clever-by-half actions of some so-called consulting engi- 
neers. May I explain ? a 

Recently the Guardians of a London Union asked for 
tenders for the equipment of their new Union premises ; 
the specification was not too simple, and the usual care and 
attention was devoted to its meaning. I sent in a tender 
which was accepted by the engineers on behalf of the 
Guardians, pending the I. G. B.'s consent to the expenditure. 
Samples— which have neither been returned nor paid for— 
were called for. Visits to London were indulged in to meet 
the engineers. Labour was arranged for and staff pro- 
vided. | 

Surveys were made, so that the work could be commenced 
at 24 hours' notice, but the L.G.B. objected to the very 
elaborate provision made for the lighting of a workhouse, 
and the Guardians were called upon to cub down expenses. 
This necessitated other tenders being called for, and I again 
went through the mill, with the result that my tender was 
not accepted. | 

My complaint against the engineers is, that they specified 
that certain goods, valued at about £1,000, should be bought 
from a certain firm whose name was specified. Now, these 


particular goods are not made by the firm in question, nor 


were they the agents of any firm of repute, but simply 
middlemen, and their price for a very inferior article was 
fully 40 per cent. more than the quotation from the best 
manufacturer. | 

This particular firm, whose name appeared in the specifi- 
cation, called upon me for the order, and they got my reply, 
which was very clear and definite, that I should not spend 
a penny beyond manufacturers’ price, and 1 wanted a much 
better article than the sample th had sent me. Oh, they 
replied, but our name is specified. J admitted this, but 
added that no consulting engineer living would compel me 
to buy a second-rate thing from a middleman at 40 per 
cent. over the cost of the best. 

This conversation was probably reported to the consult- 
ing engineers, and may or may not have been the cause of 
my failure to secure the order. 

My out-of-pocket expenses on this wretched business 
amounted to £50. I admit that it was probably my own 
fanlt; the goods should have been bought as specified апа 
no objection raised: nevertheless, in common fairness, the 
£50 should be repaid by someone. 

Why should these men be permitted to specify that the 
contractor must go to a certain butcher’s shop io buy a 
pound of tea, and then get something dear and nasty ? 

Another case of very recent occurrence, this ume an 
asylum in Wales; the primary qualification for firms ten- 
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dering was, that satisfactory reference should be given to 
similar work carried out. I don’t object to this, but as I 
believe the contract is signed, is it impertinent to ask if the 
reference was satisfactory, and where the previous work had 
been carried out ? | 

This consulting engineer very kindly specified the exact 
size of each feeder, sub-feeder and main, but he did not give 
a single length. This last-named information would have 
made it unnecessary to make a special journey across 
England. 


I mildly asked the favour of being supplied with the 


lengths, but the reply was given by one who has evidently 
studied his own dignity, and I was told that * the consult- 
ing engineer will not consider the tender of any firm who 
has not sent a representative to study the plans.” 

This meant three days thrown away, but it had to be 
done. 1 went to Bristol where the plans were, and on 
arrival was slightly surprised, but not slightly disgusted, to 
find that the plans had been sent by post, or otherwise, to 
another firm 20 or 80 miles away, and I could not see them 
until the competing firm had finished their examination. 

I presume the firm in question to whom such a favour 
was granted, whilst it was refused to me, had friends at 
headquarters, and again I ask, How long will this intolerable 
backhanded dealing be permitted ? 

Tendering to public specifications entails a great amount 
of labour and cost to the firms who undertake it, and I pro- 
test strongly against being mulcted in other and unnecessary 
costs, simply to meet the fads of those who get paid for the 
time and trouble expended. | ; 

Personally, I have decided that in all future specifications 
where the slightest trace of jobbery can be traced, I will not 
only refuse to tender, but will do my best to throw light on 
the matter and bring it before those who are being vic- 
timised. 


Sheffield, August 30th, 1905. 


T. Seott Anderson. 


Evaporative Trials of Bennis Plant. 


We have seen in your issue of August 25th, page 312, a 
“ Note entitled Evaporative Trials of Bennis Plant,” 
which professes to be a reductio ad absurdum of a test 
published in a recent pamphlet of ours. The * Note" is 
interesting, because it contains an illustration of a new method 
of caleulating the absolute pressure of steam from the gauge 
pressure—namely, by deducting 14°7 lb. per sq. in. from the 
latter figure instead of adding that quantity. While this 
innovation may be quibbled at, or even sneered at by the 
censorious, there it is. | 

In order that we may make our reply to your “ Note” 
intelligible to your readers, we enclose a copy of the test in 
question. 

It is stated in your“ Note” that The following are the 
essential figures with the Bennis stoker :—Steam pressure, 
81:2 [b., therefore boiler temperature 299°34.” This 
inference as to temperature is not ours, and it is wrong. A 
gauge pressure of 81:2 lb. per sq. in. corresponds to an 
absolute pressure of 95˙9 Ib. per sq. in., and not to 66:5 as 
is calculated in your Note " by means of the new formula 
referred to above; the true saturation temperature is 
32477? F., according to D. K. Clark. 

It is, then, assumed that 20 lb. of waste gases left the 
boiler per Ib. of coal burnt. We have not been able to trace 
the reason for this assumption. In criticism of what claims 
to be the result of careful observation, we want facts, not 
assumptions. We will, therefore, give a few facts. The 
coal used at this test was not analysed, but, from analyses in 
our possession of the same class of coal from that district, we 
are able to state that it contains approximately :— 


Carbon 66 per cent. 
Hydrogen ... 6, 
Oxygen -— 8 5„ 


Ash... ш. 20 
To burn 1 lb. of this coal, the weight of oxygen required 
theoretically is— 
C66 x 8 ＋ 06 x 8 — 08) lb., or 2:16 lb. 
To supply this oxygen, the weight of air required is— 
(2°16 23) lb. = 9:39 lb. 


,* 


Siemens meter. 


REPORT oF COMPETITIVE Tests BETWEEN HAND AND MACHINE 
Firinc AT Messrs. FIRTH & Sons, BRIGHOUSE.’ 


— Hand. 


e а —ÀÀ M — — — —— 


Machine. 


March 15th, 1905 March 16th, 1905 


Date of trial 
Duration of trial Four hours Four hours 
Class of boilers e Lancashire Lancashire 
‚| (Horsfield) R ft. | (Horsfield) 8 ft. 

by 30 ft. by 30 ft. 
Number of boilers "m one one 
Boiler heating surface 1,055 sq. ft. 1,055 sq. ft. 
Grate surface ... ^ 42 sq. ft. 36 sq. ft 


Average steam pressure 73 lb. per вд. іп. |812 lb. per sq. in. 


Average temperature of feed 


water di гы 245° F. 229° F. 
Total water evaporated " 46,300 lb. 55,600 1b. 
Water evaporated per hour ..: 11,576 1b. 13,900 1b. 
Water evaporated per hour as 

from and at 212° F. 11,575 lb. 14,295 1b. 
Water evaporated per hour ~ 

per sq. ft. of boiler heating 

surface a S б 11 lb. 13°5 lb. 
Class of fuel ... Holroyd engine | Haigh Moor pea 

coal slack and smudge 
mixed 
Price of fuel per ton ... 36 10s. 444. 7s. 
Calorific value of coal per lb. | 13,700 B. TH. u. 12,600 B.rH.U 
Total coal consumed ... 6,384 Ib. ' 4,984 lb. 
Fuel consumed per hour 1,596 lb. 1,246 1b. 
Fuel consumed per hour per 

sq. ft. of grate area 36 1b. 34:6 lb. 
Lbs. of water evaporated per | 

lb. of fuel Tw vi 7:25 112 
Lbs. of water evaporated per lb. 

of fuelas fromandat 212° F. 7˙25 i 11:5 
Thermal efficiency of boiler | 51:1 per cent. 881 per cent. 
Cost of fuel to evaporate 1,000 

gallons of water as from 

and at 212° F. T 76˙7d. _ 32°6d. 
Extra evaporation per hour 

by Bennis stoker and fur- 

Dace uu “wk 5 2.434942. one л 12 per cent. 


Extra evaporation per lb. of 

coal by Bennis stoker and 

furnace, allowing for differ- 

ence in calorific value 
Saving per 1,000 gallons 

machine over hand-firing... | ..... 


17:2 per cent. 


441d. or/57:5 per 
cent. 


Smoke None 


Continuous black 


Remarks. —All fuel was carefully weighed and water measured by 
Black smoke continuous during hand-firing. No 
black smoke during stoker test. 


We are not used to burning coal with over 100 per cent. 
excess of air, like some other stokers. We find 30 per cent. 
ample. "Therefore, the total weight of air supplied per pound 
of coal is (9°39 x 1:3) Ib. == 12°21 Ib. 

To this must be added *8 Ib. for the combustible portion 
of 1 T of coal, and the total weight of. waste gases is . 
13°01 lb. 

Assuming (we have here no choice, as the temperatures were 
not taken) an initial temperature of 50° F., and a final 
temperature of 400° F., we have a range of temperature of 
350° F., and the heat carried away by the .waste gases, 
having an average specific heat of -25, can be calculated as 
follows :— 

13:01 x 25 x 350 = 1,138 B.TH.U. (to the nearest 
integer). 


The argument in your note is excellent in one respect. It 
provides a useful object lesson in the use of figures, incorrect 
formule, and “assumptions” in the zealous service of your 
advertisers, | 

What pleases us best, however, is the fact that no hint is 
given as to the author of the note, because, in our opinion, 
these comments are a poor advertisemerit for him, or some 
other meinber of the editorial staff. 

Our study of this one “ Note" has been so discouraging 
to us, that we have not had the heart to study others in the 
sume issue. Surely there are plenty of Technical College 
students (** experts " need not occupy their time with such 
matters) to whom editors might apply for assistance in dele- 
ting the ridiculous. 

Ed. Bennis & Co., Ltd. 


ALFRED W. BENNIS. 
Little Hulton, Bolton, 


August 30th, 1905. 
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[ The error referred to in paragraph 1 of the foregoing letter 
ів freely admitted. The boiler was therefore about 25° hotter 
than we had made it appear by our mistake in subtracting, 
in place of adding, the atmospheric difference of 
147 Pb. However, let us at least have the credit 
of having given Mr. Bennis the benefit of 25°, 
for the error was in his favour. Now as to the 
coal. With 0°66 of carbon and 0°05 of available hydrogen, 
the calorific capacity per pound of coal will be at most about 
(14,500 x 0°66) + (52,000 x 0°5) = 12,170 n.TH.U., as 
compared with the 12,600 Bh. TH. F. stated by Messrs. Bennis. 
From this we will subtract the impossible figure of 1,198 
n. TH. V. which Mr. Bonnis claims to be carried away in 
the waste gases, and to obtain which he has assumed only 
a 30 per cent. excess of air that everyone. should know 
was not obtained. Then 12,170 — 1,138 = 11,032 B. TH. v. 
for radiation and evaporation. | | 

Mr. Bennis claims 11:5 lb. for evaporation, or the 
equivalent of, say, 10,819 B.TH.U., which, with his im- 
possible figures, means 98 per cent. of actual boiler 
absorptive heat efficiency and 2 per cent. radiation losses, to 
Bay nothing of the combustible which remains in the ash. 

These impossible figures Mr. Bennis asks us to believe 
and presumably to endorse in the interests of our advertisers. 
We fail to see how the interests of our advertisers can be 
secured by publishing impossible “ results.” Too much 
harm has already been done to English manufacturers by the 
readiness with which impossible and ridiculous claims 
for American and other products have been swallowed by 
people who should know better, and we, at least, must 
decline to endorse such figures. We note that in reply 
to our assumption as to the weight of gas, no proof is 
afforded that it is not nearer the truth than Mr. Bennis's 
30 per cent. excess. Mr. Bennis is quite unjustified in 


assuming a final temperature of gases of only 75° Е. above 


the boiler temperature, especially as he claims to be 
evaporating 19:5 lb. of water per sq. ft. of heating surface 
per hour. | 

Mr. Bennis fails to establish the slightest probability of 

th in his claim for a thermal efficiency over all of 88:1 per 
cent. Had he claimed 78 per cent. he might have felt proud of 
possessing a stoker that would do so much. But 88:1 per 
cent. makes engineers to scoff. Mr. Bennis cannot get one 
of the Boiler Insurance Co.’s to show such & result on an 
independent test. He cannot get an honest independent 
engineer to put his name to such a figure. 
be correct, what produced the efficiencies of 07:3 and 68:4 
on page 10 of the same pamphlet under ensier conditions? 
Why did the already exploded efficiency of 84:9 per cent. at 
Sheffield on page 7 not attain even a higher impossible ? 
Why did Messrs. Inskipp and Mackenzie only secure 
7°83 lb. evaporation on page 12 ? 

The writer of the note will be very glad to meet Mr. 
: А. ҮҮ. Bennis and endeavour to learn from him how an 
efficiency of 88:1 per cent. is possible. When impossible 
tests are published there is a singular unanimity of condem- 
nation of anonymous criticism. Mr. Bennis ought to have 
first published the authority for his 88°1 per cent. test before 
girding at a similar anonymity of criticism, though there can 
be no question of persons when dealing with facts. Let Mr. 
Bennis show that Regnault and Rankine and Joule are 
wrong, for, after all, these men are Mr. Bennis's critics, not 
our comparatively insignificant note writer, who is so far 
merely an aeceptor of their teachings. If they are wrong— 
well! even then all the mistakes in the world will not render 
true the thermal efficiency claimed by Mr. Bennis for his own 
or any other make of stoker or for hand firing. ` 

Finally, will Mr. Bennis state what in his belief is the 
average loss of heat by radiation from boilers and brickwork ? 
Though he disputes our figures, and corrects one to his own 
disadvantage, he has not put forward a single figure to 
support his claim of 88°16 per cent., and what is more, we 
do not think so badly of his intelligence as to believe he will 
make the attempt.—Ebs. E. R. | 


A Milking Problem. 


In reading over Mr. Ralph W. Birkett’s article, I wag 
much interested in his arrangement for “milking up" low 


If 88 per cent. 


cells from the Highfield booster. He says that the whole 
battery of 197 cells was conrected across the motor, while 
three of more pairs of cells id different parts of the battery 
were connected in parallel across the booster armature. 

Will Mr. Birkett please explain how it is possible to con- 


nest cells in parallel from different parts of a battery without 


causing.a dead short on thé intermediate cells, the whole 
battery being connected iu séries ? 
A diagram of this arrangement would be interesting. 


| | C. P. 


Inspection and Testing of Tramway Overhead Equipment. 


In the interesting article by Mr. R. N. Tweedy in your 
issue of August 11th, a description was given of an appa- 
ratus for testing, by separately flashing each insulator of an 
overhead equipment from the platform of a tower wagon. 
No doubt such an arrangetnent gives, in a simple way, the 
desired result; but the fdct of having to stop at each 
insulator makes it a slow thethod, and, therefore, with Mr. 
Tweedy's apparatus it is dbviously not convenient to carry 
out the tests over an extensive system more than once a 
week, as suggested in the article. For this reason the writer 
some time ago devised a Spring-contact arrangement for 
attachment to the trolley boom, by means of which the 
insulation resistance of each insulator can be arrived at 
approximately, by a reading дп a suitably constructed volt- 
meter, whilst the car is in motion. The apparatus is sent 
out on a car every day before the service commences. Any 
insulator showing bad insulation is further inspected and, if 
necessary, replaced by the tower wagon gang. The instruc- 
tions are, that the primary insulators—i.e., hangers—are to 
be tested one day, and the secondary insulators (Brooklyns, 
globes, wheel insulators, &c.) the next. The results, so far, 
have proved most satisfactory, although where poles, &c., 
are not earthed, the results on the secondary insulators are 
apt to be misleading. The testing has not hitherto been 
carried out on all sections of the system, because the usual 
initial difficulties were encountered in making the device 
applicable both for centre and side-running trolleys, &c. 


These difficulties have now been overcome, and the writer 


hopes soon to receive from the makers the apparatus in its 
final form, after which it will be used on each section of the 
system daily. As this apparatus only provides for testing 
the insulators, a further detailed inspection of the other 
portions of the equipment is carried out weekly. 


A. Н. Pott. 
London, Sep/ember 2nd, 1905. у 


Mr. Tweedy seems to have got the idea that I ат not, 
aware that fuses and lamps in series are not needed ; I may 
say that а reply from Mr. Tweedy was fully expected, but, on 
the other hand had I left the fuses out of my test and used 
lamps only, most of the readers of this paper would have 
asked : What protection have the lamps from the high vol- 
tage of the trolley wire ? Mr. Tweedy says that this test is 
not so convenient as his; I will not say nay, but will give 
two advantages it has over Mr. Tweedy’s, for, in the first 
place, it does away with the services of the driver, as that 
man, if of the right sort, would have full control of the 
horses and brake and be able to put the wagon in any 
position without waste of time. Also, in the second place, 
there is no flashing of the wire, as Mr. Tweedy suggests in 
his test, the same not being allowed on every system ; should 
it be allowed I would fully appreciate Mr. Tweedy's test. 
Trusting that he will give some more suggestions on the 
'maintenance of overhead work for the benefit of those em- 
ployed on the same. 


S. Worthington. 
Manchester, September 3rd, 1905. | 


Earth Detecting Instrument. 

Having been away, I did not see “ Mining Engineer's ” 
interesting letter in the ELECTRICAL REVIEW of August 
25th in time to reply in your last issue. | 

There аге two explanations of the fact that although a 
deflection is obtained on each main, there is none when on 
the “normal” stop :—(1) That the insulations of all three 
mains are equal ; or (2) That the three capacities are. equal. 
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The “normal” stop connections of the E.E.C. leakage 
indicator which * Mining Engineer" has in use, are shown 
in fig. 1. It will be seen that the meter is connected 
between an artificial “ neutral point " and the earth, so that 
if the capacities and insulations of all the mains are equal 
no deflection will be obtained. On switching, however, on 
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to the А stop, for example, the connections will be as 
shown in fig. 2, in which case the current flowing through 
the instrument to earth returns to the mains B and c 
in parallel, апе allowance being, of course, made for phase 
differences. 

This current will iu all probability be partly a capacity 
current and partly a leakage current, and it is impossible, 
off-hand, to say how much of the 33 and 21 milliamperes 


respectively is due to capacity ; this is not, however, a- 


matter of great moment, as the capacity current will remain 
practically constant, so that any change in the deflection 
from day to day can be safely ascribed to leakage. 

The result of an earth on either phase, on the © normal ” 
reading, is clearly shown in“ Mining Engincer’s " three last 
experiments. Earthing one of the three phases at once 
increases the “ normal" reading from 21 milliamperes to 
50 milliamperes, which is the full deflection of which the 
meter is capable, and the faulty cable can be at once located 


by noting that the deflection on the indicator, when on- 


nected to it, is zero, while with the switch on either of the 
other two stops it is 50 milliamperes. (It should be 
remarked that either the instrument described by ** Mining 
Engineer " is cross-connected, or else а slip has been made 
in transcribing the results, as the zero deflection should, of 
course, in each case be obtained when the instrument is con- 
nected to the earthed main.) 

It would be extremely iuteresting if ** Mining Engineer " 
would measure tbe insulation of the two circuits inde- 
pendently—say. by means of a direct-current insulation 
set—as one would then be able to form an idea of the 
magnitude of the capacity current in this particular case. 


Kenelm Edgecumbe. 
Westminster, % m ber 4th, 1905. 


Some Arithmetical Questions for Mr. Byng. 

With apologies, and promises that this shall be my last 
word, allow me to reply to Mr. Pollard Digby's letter. As the 
question concerns the unemployed, any contribution must be 
of interest ; it is the most important problem at the present 


moment. | 
Mr. Digby’s letter brings us to а new phase. The point 


practically comes to this: Whose advice is the nation to take. 


upon the coil of unemployment—that of the manufacturers 
who employ labour, or that of the statisticians and others 
who do not employ labour ? | 
Mr. Digby’s opinion is that every loyal citizen should 
repudiate my dicta. And why? Because what I say 
“ savours of feudalism, serfdom and the planters who wallop 
their own niggers,” and because I am “a manufacturer 
seeking higher dividends." Truly your correspondent can 
have but little notion of the tribulations of a manufacturer 
working under Free Trade conditions. Nevertheless, I am 
obliged to him for the epithets bestowed upon me in most 
polished language. The curious part is that Mr. Digby 
does not stand alone in answering arguments in this fashion. 


It is the invariable practice of those who hold opinions å la 
Pollard Digby, and I am getting accustomed to being called 
monopolist, tyrant, trust magnate, and to be told that my 
knowledge is prejudiced knowledge by those who have no 
knowledge at all. 

Were this state of affairs purely personal I would grin and 
bear it: but the history of the last two years shows that 
hundreds of manufacturers are being treated ав I am, and 
that the majority is with Mr. Digby. He is welcome to 
take comfort from my admission. But what is the result of 
this, to my mind, topsy-turvy management of our public 
affairs ? 

The House of Commons has given us ап Unemployed 
Bill; our municipalities are ‘spending public rates to 
alleviate the distress; we have Mansion House and news- 
paper collections—all а combination of Socialism with 
charity. Have my opponents any further remedy to pro- 
pose? None whatever, except more Socialism, and тоге 
charity and more rates. Has all this reduced the evil ? Tt 
has not. Unemployment is as bad as ever, and, I am sure, 
it will increase, if such policy be continued, until it will 
become an overwhelming disaster. 

We manufacturers, on the other hand, promise to conquer 
the evil by giving more employment on condition of obtain- 
ing the same protection which is enjoyed by the foreign 
manufacturers from whom we now buy goods which we could 
make ourselves. 

Our plea is not heeded ; we are told that we are selfish, 
prejudiced, and have some sinister ulterior motives. The 
majority prefer to listen to empty phrases that fill no 
stomachs, such as Mr. Digby's, who says, “ Free Trade is 
the solution making for the maximum of justice.” 

All right, but does it bring employment? Апа some 
day even the genus Pollard Digby will find out that the 
most important man in the realm is the man who “ may 
wallop his niggers,” but who pays their weekly wage, and 
will take his advice—when too late. 

(i. Byng. 

Cranham, September 5th, 1905. 


Statistics. 


Recent correspondence in your columns relating to 
consular reports, commercial engineering, and Mr. Byng's 
statement to the G.E.C., all seems to bear out the contention 
made, I think, by “ B. B.” under the first heading, that 
trade statistics and reports for this country stand in need of 
final selection and compilation by technical experts before 
they can be of much use to commerce in general. The 
statistic, as at present received, generally em masse, is а 
kind of mental pabulum needing а long and severe 
process of digestion to get the good out of it. Hence, 
When offered in proof of a statement, the potential recipient 
is apt to sniff at the result of industrious application to a 
whirlpool of figures, and inquire as to its date and pedigree ; 
and if utilised in bulk, the amount of nourishment 
obtained is insignificant compared to that of the matter 
absorbed (an educational process) and the time spent in 
rumination is not at the command of everyone. 
Then, naturally, the benefit obtained from these 
processes varies according to the state of health of the 
recipient. The fact that A has sold 1,000 more examples of 
the product @’ than B has, does not always appeal to B as a 
sign of national prosperity. A digest of these various reports 
and figures with deductions of the logic, of which there could 
be no question, would be of the highest value. 

A perusal of the list of members of the I.E.E. will reveal 
the names of at least half a dozen members who also belong 
to the Royal Statistical Society, eminently qualified to deal 


with the subject. 
C. Y. Biggs. 
London, S.W. 


Mains Testing. 


Mr. David Smith has misunderstood me, I think. Сег- 
tainly the use of a large current in a loop test does increase 
the sensitivity. I merely pointed out that it, was possible to 
localise a fault with a very small current. With my bridge, 
a fault may be localised within озу part of the loop, 8. e., 


Vol. 57. No. 1,480, бертемввв 8, 1005] THE ELECTRICAL REVIEW. 


877 


within as small a space as you can read accurately, using only 
half an ampere. Any increase of the testing current beyond 
this would not increase accuracy, unless you had а perfect 
scale and a vernier ; and without this refinement the fault is 
found on any ordinary run of cable within the limits of a 
working hole, say a yard or so, for few unbroken cables run 
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a length of 2,000 yds. But when the fault is of high- 


resistance you have the choice of two alternatives; either 
have it in your battery circuit and so use a small current, or 
have it-in series with your galvanometer and neutralise the 
advantages of your large current. Which arrangeinent in 
the two sketches herewith would be the more sensitive ? 

Finally, I object greatly to having the fault in the gal- 
vanometer circuit, however low its resistance, because, in 
addition to resistance, it often contains an E.M.F. which, 
theoretically, may be balanced and so neutralised, but can 
only be so if it remain constant, which it seldom does ; and 
a varying E.M.F. of a millivolt or less in series with your 
galvanometer would absolutely ruin the test. 


6. C. Knight. 
Walthamstow, September 5th, 1905. 


THE ELECTRICAL EXHIBITION AT 
OLYMPIA. 


ARRANGEMENTS are well in hand for the electrical exhi- 
bition which is to be opened by the Lord Mayor of London 
at Olympia on the 25th of this month. The erection 
of stands is commencing this week, and we would make a 
timely suggestion that exhibitors should see that their stands 
&nd exhibits are absolutely completed by the day of 
opening. It is always aggravating to the visitors to a 
public exhibition to find that in the early days things are only 
half in readiness, and if this view becomes generally circu- 
lated, the exhibitor necessarily suffers. We know that it 
sometimes happens that exhibitors themselves are not always 
their own masters so far as the completion of stand erection 


is concerned, but if they use all the influence that they have, 


and if the management where possible brings its pressure to 
bear upon those carrying out the work, it ought to be pos- 
sible for carpentering, stand fitting and furnishing work to 
be unnecessary on or after the 25th. There is still more 
than a fortnight remaining, and we hope that these few 


words will not pass unconsidered by the 140 odd exhibitors 
who have booked space. | 


- 


REVIEWS. 


Sir Henry Bessemer, F.R.S.: An Autobiography. London: 
Engineering, 1905. Price 168. net. 


It is needless to say that this handsome quarto volume 
must prove of extraordinary interest to everyone who reads 
it, for even among our notable pioneers of industry the late 
Sir Henry Bessemer stood in that front rank, the members 
of which may almost be told upon the fingers. Countless 
men have arisen amongst us of surpassing brilliancy in com- 
merce or in their own department of research; many 
individuals have become so versatile as to be thought dis- 
tinguished experts by the commercial world, and clever men 
of business by their compeers ; but comparatively few appear 
actually to have combined the commercial spirit with the 
scientific instinct in the fashion exhibited by Sir Henry 


Bessemer. Nevertheless, the author and subject of the 
present sketch belonged to a smaller class still, for it is hardly 
too much to say that the name of Bessemer would have been 
widely known if his chief invention had never been made. 
During the whole of his active life Bessemer was so un- 
fettered by tradition, and possessed such a wonderful power 
of grasping instantly the essential point of each problem 
presented to him, that he scarcely touched any branch of 
industry without improving or revolutionising it. Апа yet, 
80 varied were Sir Henry's studies and so deeply have all his 
inventions been cast into shadow by the steel converter, that 
even the reader who imagines himself to have a fair general 
knowledge of Bessemer's life-work, cannot help a feeling of 
surprise as he peruses the earlier pages of the present 
volume. 

The autobiography proper ends with the financial failure 
of the Bessemer Saloon Steamboat Co., and the book is, 
therefore, brought to its inevitable conclusion in a chapter 
written or inspired by Mr. Henry Bessemer. In that 
chapter there is a list of British patents granted to Sir 
Henry 117 in number dated between March, 1838, and 
January, 1883. Even these afford no ineasure of Bessemer's 
activity, as some of his work was done in secrecy, some for 
amusement only, and some was conmnercial rather than 
technical. A mere enumeration of the apparatus devised or 
improved by him would occupy much space ; but omitting 
all such comparatively trivial matters as his partial fore- 
shadowment of the linotype machine and tbe corridor train, 
processes for, or improvements in, the manufacture of figured 
velvet, plumbago, optical glass, sugar, boiled oil апа saloons 
for steamships, two matters seem to stand out as possessing. 
almost as much interest (not importance, of course) as is 
attached to the story of the converter itself. Опе of these 
was the invention of a revenue stamp which could not be 
forged or illegally used a second time ; the other, Dessemer's 
process for making ** bronze " powder. 

As a young man Bessemer devised an ingenious but com- 
plicated method of making perforated revenue stamps for 
application to parchments and the like, which, to some 
extent, anticipated the punching arrangement of to-day. 
This was on the point of acceptance by the authorities, when 
the practical value of the plan was suddenly destroyed by ап 
inspiration that occurred to the lady who shortly afterwards 
became Mrs. Bessemer. Her idea was that cach stamp should 
bear, as part of its embossed design, the date of its applica- 
tion to the deed. The improvement was communicated to 


. the stamp office authorities, was adopted, was said to save 


the country some £100,000 а year, and has remained in use 
up to the present day. Bessemer's sole recompense was a 
knighthood conferred after some protest and 40 years' delay, 
an economical form of reward which had at least the merit 
of shedding half its lustre on the true inventor. 

The second striking event was Dessemer's discovery of a 
mechanical process for making metallic“ bronze" powders, 
which enabled him to uudersell the whole trade enormously, 
and yet to make a large profit. The interest of this episode 
lies in the fact that he did not present his ideas to a 
government department, nor even claim the 14-year pro- 
tection of the patent law, but by keeping his own counsel, 
succeeded in preserving his secret for some 40 years. It 
was а nice little business, requiring so little labour that his 
brothers-in-law. attended to the machinery, even the stoker 
and engine-driver having no access to the plant. The 
machines were made by several manufacturers in small and 
unintelligible pieces from working drawings dissected from 
the complete plans, and they were assembled and erected 
by the inventor himself. The importance of the episode lies 
in the fact that the profits of the business were mainly 
responsible for giving Bessemer the time and money absorbed 
by his researches which finally culminated in the 
converter. 

The discovery of the Bessemer process for making steel 
may, to some extent, be said to have been forced upon Sir 
Henry. Largely by the encouragement of Napoleon III. 
(whose Grand Cross of the Legion of Honour he was not 
allowed to accept), Bessemer was led to design rotating pro- 
jectiles, for which the ordnance of the day was hardly strong 
enough, and so he was induced to study methods of preparing 
some kind of iron, softer and tougher than cast-iron, yet 
cheaper than the cast cement steel of the period. The story 
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of how he was led to a premature success through the 
employment of non-phosphoritic pig, of the paper he read 
at Cheltenham before the British Association in 1857, of 
how he and his partner granted licences which: the phos- 
phorus of most ores or fluxes rendered valueless, and of how 
he eventually achieved success in his works at Sheffield, must 
be known in its broader lines to all readers; but the details 
and anecdotes given by Sir Henry Bessemer in his auto- 
biography, shed fresh light in placeg, and are throughout of 
absorbing interest. Some of the stories are unpleasant, but 
are the better for telling, and seem to be told without undue 
animus ; for instance; the way in which Bessemer steel was 
treated by the War Office people, and the manner in which 
it was ignored by the Admiralty. Опе can hardly help 

feeling that it must be ignorance of history or wonderful 
‚ patriotism which causes any British subject to approach a 
British Government department with. a new invention. 


More personal matters of a disagreeable kind are touched. 


with as light a hand as can be expected when one party to 
the dispute wields the pen. | 

The final chapter includes many little details omitted from 
the autobiography, and containsan account of the relaxations 
of Sir Henry’s latter years. The unfinished reflecting tele- 
scope and mounting he designed, the diamond polishing 
plant he constructed, his unsuccessful .solar furnace, and the 
towns named after him are all mentioned. His non-rolling 
saloon, which failed for lack of funds and because the ship 
bearing it did not answer her helm, is claimed by Sir Henry 
never to have been completely finished, nor tested at sea, and 
therefore never to have failed of itself-—a statement in which 
there appears to be much truth. ! 

The volume is nicely bound and so creditably printed that 
we have noticed only two misprints in it. It is dedicated to 
the President and members of the Iron and Steel Institute 
with which Sir Henry Bessemer was on friendly terms for 25 
years. People often say that biographies such as this are 
splendid tonics for the youthful aspirant of fame. Perhaps 
they are; certainly it is good to hear one of the most suc- 
cessful of modern inventors declare that few men have 
made more mistakes than I." : 


BUSIN ESS NOTES. 


Advertising American Manufactures.—The United 
States Department of Commerce and Labour reports that arrange- 
ments have been completed for the Export Shipping Co., of New 
York, to send a vessel on a 6,000-mile voyage for the purpose of 
exhibiting American manufactured products in various ports of 
the world. We have a dim recollęction of an attempt at something 
of this sort being tried by British manufacturers some years ago. 


Italian Trade. — In looking through the pages 
of Italian technical journals, the absence of the names of 
English firms is very noticeable. German, Swiss, Belgian and 
Freneh firms have representatives amongst the commercial engi- 
neers carrying on business in the various Italian towns, and their 
names are in consequence kept prominently before the readers of 
the technical papers. English manufacturers should look into this 
matter, and endeavour to tind a market for some of the specialities 
in which they excel. 

Consular Notes.—Brazit.—The Austro-Hungarian 
Consul at Rio de Janeiro in a recent report, states that harbour and 
street construction in Brazil have attracted the attention of 
German, English, and American capitalists who are seeking to 
establish transport and lighting plants. In October, 1904, the 
Compagnie Nationale d'Electricite," with a capital of 2,500,000 fr., 
opened their works at the waterfall of the Ribeirao de Lages in the 
municipality of Pirahy, near Rio de Janeiro. In the same month 
an American company, Rio de Janeiro Light and Power Co." 
was constituted with a capital of $50,000,000, of which $25,000,000 
was paid up. The syndicate has a concession for the appropriation 
of the water from the fall in Sapueaio, 75 kilometres from Rio de 
Janeiro, and will use for commercial purposes 50,000 н.р. of the 
100,000 н.р. estimated as being available. The * Compagnie de Tram- 
ways de Villa Isabel à Rio de Janeiro" has undertaken the work of 
converting the horse tramways into electric tramways, and although 
by contract the works were to be finished by April 19th, 1907, it is 
estimated that the system will be ready by the end of 1905. Of 
2. 50 cars necessary, part are being obtained in Europe, and part 
are being manufactured in the company’s works in Rio de Janeiro. 
The capital and directorate are German. 

CaLIFORNIA.—Electrical undertakings in California are un- 
doubtedly remarkable, and the distances of transmission of current 
very great. The Belgian Consul at San Francisco, commenting on 
this question in his report recently published, states that the 
Standard Electrical Co. have secured a concession for the appro- 
priation of the waters of seven lakes, with a superficial area of 


i 


at his right. 


about 400 square miles, and situated about 125 miles from San 
Francisco. Two canals have been constructed which convey the 
water about 18 miles to the pass, where the electrical generators 
have been installed. This company supplies electricity for lighting 
and motor purposes to San Francisco, Stockton, San José, and about 
30 other towns situated within a radius of about 200 miles. 


Eastern Telegraph Co.— This company has opened a 


telegraph station at Exchange Buildings, Quay Side, Newcastle-on- . 


Tyne. 


New Electric Delivery Van.—A somewhat novel form 
of electric motor delivery van has recently been brought out by the 
TITAN MASKINFABRIK, of Copenhagen. It is a three-wheel vehicle 
intended for loads up to about 5cwt. А 14-н.р. electric motor of the 
double-pole type drives the single rear-whcel through chain gearing. 
The electrical energy is furnished by a battery of 40 cells of Cologne 
Accumulator Works type, arranged in two groups in the bottom of 
the van body. The controller is adapted to give two forward 
speeds, two braking positions, and a reverse motion. The driver is 
mounted over the rear whecl, and controls the steering by & lever 
A pedal operates а band brake working on a disk 
attached to the rear wheel; when the brake is applied, the current 
is cut off. 


German Electrical Machinery Imports and Exports, 
—Returns just to hand show that during the six months ending 
with June last the imports of foreign electrical machinery into 
Germany amounted to 704 tons, as compared with only 592 tons in 
the corresponding period of last year. There has also been an 
increase in the exportation of German electrical machinery from 
6,528 tons in the first half-year of 1904 to 6,633 tons in the six 
months ending with June last. 


Australia.—The Australian Customs authorities have 
lately given a decision to the effect that “ accumulators, when an 
integral part of a motor engine for cycles" are to be classified as 
„machinery and appliances n. e. i. electrical," the duty being 123 per 
cent. ad valorem. 


Italy.—La SOCIETA Еовхг ELETTRICI STASSANO is the 
name of a company which has just been formed in Turin to develop 
a new electrical ore-smelting furnace. 


For Sale.—The UNDERGROUND ELECTRIC RAILWAYS 
Co. or Lonpon, Lro., is offering a storage battery, Hightield 
booster and switchboard for sale. See our advertisement pages for 
particulars. : 

The Commissioners of His Majesty's Works invite tenders for 
the purchase of the electricity generating plant at the 'Tower of 
London. Particulars by appointment with Mr. Ready, Electrica 
Department, Royal Courts of Justice, Strand, W.C. i 


Low v. High Voltage Lamps,—The Bririsu Tuomson- 
Hovston Co. announce that in future they will make no distinc- 
tion in price as between their high-voltage and low-voltage 
incandescent lamps. 
made against the high-voltage lamp in this respect, and this bas 
not infrequently led to complaints from consumers when the supply 
has been changed over from low voltage to high voltage. It is 
believed that the B.T.H. new policy will commend itself to station 
managers and consumers. 


Llandrindod Wells Electric Light Co.—On August 


30th in the Vacation Court, on an application made by the Llan- 


drindod Wells Electric Light and Power Co., Ltd., Mr. Justice 
Lawrence extended the time during which the registration of cer- 
tain debentures might take place. It was said, in support of the 
application, that the registration had not taken place owing to 
inadvertence. 


Johannesburg Tramways Plant.—We read in the 
British and South African Erport Gazette that owing to the wreck 
of the Clan Munroe, fresh orders will have to be given out for the 
machinery for the power house of the Johannesburg clectric 
tramways. 


Direct Spanish Telegraph Co,—This company has 
now opened an office in Newcastle at K Exchange Buildings 
(Quayside), which is in direct communication with its cable 
system between England and Spain, via Bilbao. 


Fire-Resisting Materials for Electric Railways.— 
Addressing the meeting of the Fire-Resisting Corporation in 
London on lst inst., Mr. E. MansHALL Fox, the chairman, said 
that there was а demand for treated wood for electric railway 
carriages. Some two years ago the world was startled by that 
dreadful calamity on the underground railway of Paris, when 
100 persons were burned to death because of the woodwork 
catching fire, thus giving a terrible illustration of the danger. 
from fire. Notwithstanding this awful illustration, it was de- 
plorable to think that only a very few of the underground 
systems in London had taken the precaution to safeguard the 
dives of the travelling public from this danger. Mr. Yerkes, 
who had just completed the electrification of the Underground 
Railway, was the first to take advantage of this scientific 
method of ensuring protection from fire of the woodwork of the 
cars. He caused to be treated by this company the whole of 
the new carriages of the Underground Railway, some 420 in 
number, involving the treatment of over 250,000 cubic feet of wood. 
These cars were now running on the District Railway. Although 
they had done everything possible to induce the other railways to 
adopt like precautions, they had as yet, except in one or two 
instances, not succeeded; but they hoped before long the autho- 


Heretofore a distinction has been generally . 
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rities whose duty it was to see that the travelling public were 
safoguarded from this danger would insist that all the railway 
companies should see to it that their wood was impregnated 
chemically. 


Fire.—The fire that took place at 5, Comford Court, 
Market Strect, Manchester, in the carly hours of Thursday morn- 
ing, August 31st, though it burnt out the centre of the building, did 
not affect Mr. S. Burton Epwarps much. His premises, which 
are on the ground floor, sustained slight damage by water, but his 
stoek of Gilbert arc lamps and Sturtevant starters, &c., has not 
been touched, and business is going on as usual. 


Committee on Commercial Intelligence, — The 
Times publishes the following interesting announcement from the 
Board of 'Trade :— 

“The period of five years for which the Advisory Committee on 
Commercial Intelligence was appointed in 1900 having terminated 
on May 24th last, the President of the Board of Trade has now 
appointed а new Committee, consistiug of the following gentlemen, 
for a further period of three years, to continue the work undertaken 
by the late Committee:—Sir F. Forbes Adam, C.I.E., the Lord 
Avebury, Sir Alfred Bateman, K.C.M.G., Sir Hugh Bell, Bart., 
Mr. H. Birchenough, C.M.G., Mr. T. F. Blackwell, Mr. F. Brittain, 
Mr. T. Craig-Brown, Mr. A. Wilson-Fox., C.B., Board of Trade, 
Mr. C. A. Harris, C. B., C.M.G., Colonial Office, Mr. T. W. Holder- 
ness, C. S. I., India Office, Sir W. H. Holland, M. P., Sir Francis 
Hopwood, K. C. B., C. M. G., Board of Trade, Mu A. Bonar Law, 
M. P., Board of Trade, Mr. Algernon Law, Foreign Office, Mr. W. H. 
Mitchell, Sir R. Lloyd Patterson, Sir Albert Rollit, M. P., Mr. H. 
Llewllyn Smith, C. B., Board of Trade, the Lord Strathcona and 
Mount Royal, G. C M. G., Mr. D. A. Thomas, М.Р. Three other 
members whose names are not yet decided on are to be appointed 
on the nomination of the Secrctary of State for the Colonies to 
represent South Africa, Australia and New Zealand. 

“The terms of reference of the new Committee are as follows, but 
pending the consideration by Parliament of the Bill for the creation 
of Seeretaries of State for Trade and Local Government, they can 
only be considered as of a provisional character: 

“ To advise the Board of Trade on the work of their commercial 
intelligence branch, and on such matters relating to foreign 
tariffs and other commercial questions as the Board may refer to 
them. 

“То improve the means of obtaining and diffusing information 
for the benefit of British trade by means of commercial missions 
and correspoudents abroad, and otherwise as they may think fit. 

* The chairman of the Committee will be the President of the 
Board of Trade. 

“ Mr. U. Е. Wintour will act as secretary to the Committee.” 


Bankruptcy Proceedings.—ALBert JOHN Harris, 
Bradford.—The meeting of creditors was held on Tuesday, when 
Mr. Е. В. Rawlinson, chartered accountant, of Bradford, was 
appointed trustee, with a committee of inspection composed of Mr. 


William Mitchell, accountant, Bradford, Mr. John Steel, of 
Garnett's Cable Co., Bradford, and Mr. Frederick Arthur, of 
Bradford. 


WILLIAM JEFFERSON.—In the Stockton-on-Tees Bankruptcy 
Court on Friday, William Jefferson, electrical engineer, of 69, 
Skinnergate, Darlington, and Kingsley Chambers, Bishop Auckland, 
filed his petition, and receiving and adjudication orders were made. 


Natal.—The official trade returns for the six months 
ended June 30th last show that the following goods, among others, 
were imported into the colony. The figures in parenthesis are for 
the corresponding period of 1904, and are given for the purposes of 
comparison :—Electrical fittings, £18,954 (£17,038); electrical 
machinery, £113,037 (£61,385). 


Trade Announcements.— Messrs. BanckkE & Co., 
27, Clement's Lane, London, have opened new offices in New- 
castle and Glasgow, and have appointed Mr. J. E. WrEvMaN their 
sole representative for the North of England and Scotland. 

The name of the “ Utility“ Co., Ltd., Britannia Electric Lamp 
Works, Seven Sisters Road, South Tottenham, N., having been 
changed by special resolution, it will in future be known as “THE 
BBrrANNIA ELECTRIC LAMP Works, LTD." 

Messrs. B. Weaver & Co., manufacturers of the “ Ebonestos 
Insulators,” of 22, Rosoman Street, E. C., will in future trade as 
the EBON ESTOS MANUFACTURING Co.” at the above address: 
the personnel of the business will not be altered in any way, but will 
. continue to be under the joint management of Messrs. Bernard 
Weaver and John B. Alexander. 


Electricity in Spanish Mills.— We referred in our 
issue of December 2nd, 1904, to the decision of the Marquess of 
Larios, the proprietor of La Aurora and La Industria Mills at 
Malaga, to adopt electric driving throughout. As then stated, 
Messrs. MATHER & Pratt, Lrp., of Salford Iron Works, Man- 
chester, were successful, in the face of severe competition, in 
obtaining the contract for the transformers, motors, switchboards, 
and accessories, and we recently learn that the whole of the plant 
has been delivered and erected. La Aurora Mill has now been at 
work for some wecks with most satisfactory results. The replace- 
ment of the steam engines, driving -through gear and belts, by 
motors driving direct on to the line shafts has reduced the power 
consumption by 40 per cent. ; and in the spinning mill, the steadier 
electric drive has increased the yarn production by 20 рег cent., 
owing to the avoidance of yarn breakages. Naturally, such striking 
results would hardly be realised if the comparison were made with 
a modern Lancashire mill, with the engine driving direct by ropes on 


solid block contacts. 


. tothe line shafts; but even so, the results obtained at the Heasendford 


Mill, Burnley, equipped by Messers. Mather & Platt, Ltd., have 
demonstrated a very material saving in power and increase in pro- 
duction. The 72 motors supplied by Messrs. Mather & Platt, Ltd., 
for the mills at Malaga are for three-phase currents; they vary in 
size from 15 to 150 H.P., and aggregate 2,350 H.P. The average 
efficiency is 91:1 per cent., and the average power factor 88:1 por 
cent. The eleétrical energy for driving these mills is transmitted 
a distance of some 20 miles, at a pressure of 25,000 vtlts from the 
power station of the Sociedad Hidro Electrica del Chorro, which 
has installed a water-turbine station of some 2,000-H.P. capacity in 
the Chorro Gorge. Spain, however, especially Andalusia, has avery 
limited rainfall, and in such seasons as the present the water 
supply is inadequate for the growing demands of the com- 
pany, which, in addition to providing power for the mills, 


is also supplying current to the tramway company, the 
two electric light supply companies already established 
in Malaga, and other industries. To. mect the deficiency 


in the water power, the Chorro Co. has therefore decided to 
install in the city of Malaga a reserve steam station of 2,000 B. H. p. 
Various prime-movers were considered, and it was ultimately decided 
to adopt steam turbo-alternators, in two units each of 1,000 H. P. 
Proposals were called for from the principal firms in Germany, 
Switzerland, France, and England, and it is gratifying to learn 


. that in face of the cosmopolitan competition, the contract, which 


includes boilers, steam turbo-alternators, rotary converter, switch- 
boards, and piping has been obtained by the same British firm, 
Messrs. Mather & Platt, Ltd., which has equipped the Malaga 
Mills. This installation will be one of the first steam turbine 
stations in Spain, and much interest will attach to it, as the turbines 
will be of the Zoelly type, the construction of which in Great Britain 
and the Colonies has been secured by Messrs, Mather & Platt, Ltd., 
under exclusive license. 


Catalogues and Lists. The BRITISH Evecrric CALI- 


" BRATED Fuse Co., Lrp., 14, Golden Lane, E.C.— This company will 


shortly be issuing a new illustrated catalogue and text-book on 
fuses and safety devices. To do service until this appears, they 
have just issued leaflet No. 21в showing their various types of fuses. 

Hart ACCUMULATOR Co., LTD., Marshgate Lane, Stratford, E. 
—lllustrated price list (1905) of storage batteries just issued. It 
is finely produced, and in the course of 30 odd pages gives up-to- 
date description and other information regarding all the latest ty pes 
of Hart cells for lighting, traction, central station and motor ser- 
vice, also instructions for erection and working. In addition to 
the “C.T.” type cells for motor-cars, the company now makes two 
other types which are exactly similar in construction, differing in 
dimensions only, in order to suit the varied requirements of motor- 
car builders. 

. Messrs. WALLACH Bros., 57, Gracechurch Street, E.C.—Copy of 
their ł905 novelty list detailing, among other things, the W.B. 
portable electric drill, electric bells, fluc welding furnaces, double 
swivelling machinists’ vices, gear grinders, spray pumps, brazers 
and forges, paint burners, railway joint heaters. Numerous illus- 
trations appear and prices are given. 

The BirminaHam ELECTRICAL Firtinas Co.,.Lrp., Baskerville 
electrical Works, Broad Strect, Birmingham. —Small illustrated 
and priced catalogue of electrical specialities, includiug fuseboards, 
distribution boards, tumler, main knife, cast tongue and other 


switches, switchboards, ceiling roses, and counterweights. Among 
new features in the list, we observe the block type 
fuseboard which has recently been introduced. It has 


Each pole is mounted on siate, 
enamelled on the face, back and edges, and separated by an insu- 
lating dividing bar. - The case is made of teak, french polished. 
Messrs. J. J. ЅміТН & Co., 46a, Holborn Viaduct, E. C., and 
Farm Street, Birmingham.—List relating to a new patent connector 
and fixing blocks for electric light fittings, by means of which 


joints behind fittings are obviated. 


Mr. A. P. LUNDBERG, Liverpool Road, N.—Advance copies of 
new illustrated circulars (1) describing the Pivot Combination ” or 
the combined tumbler switch and wall connection, and illustrating 
its various adaptations ; (2) very fully particularising the “ Pivot 
Intermediate" switch of the flush and surtace types. 

Messrs. SIEMENS Bros. & Co., Lrp., London.—A card has been 
received relating to the Siemens cable grip, which is fitted with a 
swivel and patent detachable link, which is intended for use in 
drawing cables through pipes or conduits. 

Messrs. BERGTHEIL & YovNo, LTD, 
E.C.—Pamphlet and price list illustrating the Zodel-Voith 
flexible leather belt insulating coupling, for which they 
аге the sole agents for the United Kingdom. These couplings 
are much used by the leading engine and dynamo makers 
in this country, and are particularly useful where the driving and 
driven shafts are liable to get out of alignment when running. The 
couplings are also used as safety devices in connection with 
machines which are liable to very heavy overloads; for this 
purpose the belt of the coupling is reduced in sectional area, so that 
when the overload is applied to the driven shaft the belt. breaks 
before any damage is done to gear wheels, &c. The pamphlet 
gives а description of the construction. of the coupling and its 
applicability. The table gives dimensions, weights, prices, &c. 

Messrs. Hupson & BOWRING, Li Tb, 33, Brazennose Street, Man- 
chester.—An illustrated catalogue fully deseribing the Hudson- 
Bowring and Wilson & Bennett life-guard for оа 

Messks. Ernest F. Mov, Brp., Camden Town, N.W.— Sheet 
No. 92, describing their type No. 92 shunt regulating ишу 

The ELECTRICAL POWER STORAdE Co., LTD., London, E.C.-- 
New pamphlet giving a proud list of the larger central stations in 
Great Britain and Ireland for which E. P. S. batteries have been 
supplied, or are on order A number of half-tone illustrations 
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appear, showing photographs of some of the more important 
battery rooms, such as those of the Liverpool Corporation, Liver- 
pool Overhead Railway, Bradford Corporation, Newcastle-on-Tyne, 
and the Underground Electric Railways Co. of London. Another 
cirenlar giyes prices and particulars of E. P. S. batteries for motor- 
car and electric launch cells. 

The ELECTRICAL Co., Lro., Charing Cross Road, W.C.—A number 


of new publications have been received as follows :— No. 155, par-, 


ticularising Nernst lanterns for street and shop lighting; 
163, showing their patent suspension chain; 166, giving instruc- 
tions to be observed when fitting up flame arc lamps; 175, briefly 
describing the L.R. type watt-hour-meters ; 176, detailing the G.G. 
type switchboard and traction meters; 177, showing the new Nernst 
lamp reflectors for B. and D. type lamps; 178, illustrating some 
new registered designs of artistic Nernst lamp fittings; 142/62, 
giving information relatiug to Е.С. small motors, showing their 
application for various purposes, such as driving drilling machines, 
polisbing motors, sewing machines, and so forth ; and No. 146 (A5), 
illustrating a number of types of Е.С. electric fans and 
ventilators. 

Тнв LINOLITE Co., Westminster.—A copy of the third edition 
of the company’s catalogue, giving details of the now well known 
“ Linolite" system of electrical illumination. 


Book Notices.— Science Abstracts. Sections A and B. 
Vol. 8, Part 8. August 25th, 1905. London: E. & F. N. Spon, Ltd. 
1s. 6d. net each section. 

„The Brassworkers of Berlin and of Birmingham: A Comparison.” 
London: P. S. King & Son. 1s. net. 

„National Engineering and Trade Lectures.“ Edited by Ben. Н. 
Morgan. Vol. II.—“ British Progress in Pumps and Pumping 
Engines,” by Philip R. Bjórling. Vol. III.—"' British Progress in 
Gasworks Plant and Machinery," by C. E. Brackenbury. London: 
Archibald Coustable & Co., Ltd. 6s. net each. 

“The East London College Calendar for the Session 1905-6." 
The East London College, Mile End Road, E. 

" Las Redes Eléctricas,—Ensayo Sobre una Teoria de la Distri- 
bucion de la Corriente Continua," by A. Guevara. Lima, Peru: 
The Author, La Curso de Electricidad Industrial en la Escuela de 
Ingenieros of Lima. 

Trattato di Telefonia. By J. Bonnelli and E. Longo. Rome: 
а. Scotti & Co. 1905.— This Italian treatise on telephony is to be 
published in 12 monthly parts of 48 pages each, with about 300 
engravings, at the price of 1s. each part. The first part, which is before 
us, contains an index showing an outline of the complete work as 
follows :—Introduction, telephonic apparatus, telephone lines, 
aerial, subterranean and submarine, urban service, interurban ser- 
vice, special questions, simultaneous telegraphy and telephony, 
duplex telephony, telephonic repeaters, telephony without wires, 
the installation and working of modern telephone exchanges, 
tariffs, appendix containing notes on the actual condition of tele- 
phony in Italy and abroad. The preface states that one of the 
joint authors —Mr. Bonnelli— published a small book on the same 
subject in 1898, and in the reviews dealing with his work, it was 
suggested that it might advantageously be amplified at a later date. 
This suggestion has been acted upon, and in conjunction with his 
colleague, Mr. E. Longo, the present work is being published. In 
the introduction the history of telephony is briefly dealt with. 

: Although many early attempts were made to transmit speech over 
long distances, the authors remark that the Exhibition of Phil- 
adelphia in 1876 saw the first practical appearance of apparatus 
suited to the purpose, and that it was only after the presentation 
of Bell’s instrument that the public at large began to believe 
in the solution of the problem. It is the more wonder- 
ful that the telephone of to-day is constructed on the 
same principle as Bell’s original model, notice being taken 
of Bell's later improvement by substituting a permanent magnet 
with soft iron cap for the original electro-magnet. It may thus be 
said that the telephone has achieved its present position of utility 
and importance in a period of about 20 years. The transmission of 
sound through air is given at 340 metres per second; other com- 
parative figures are given whence it is shown that the report of a rifle 
fired in Rome would reach London by the telephone in 445th part 
of а second, whereas by wave propulsion through the air a space of 
14 hours would be required, and whereas the practical limit of dis- 
tance over which the telephone can be used is governed by the cost 
of the metallic conductors, transmission through the air of ordinary 
sound is reduced in proportion to the square of the distance, so that 
the report of a саппоп can be heard at about 30 kilometres, beyond 
which distance transmission is impossible. Careful and detailed 
analysis is given of the value of vowels and consonants in telephonic 
reproduction, and also the limiting number of vibrations caused by 
voices, ranging from bass to soprano; in generalthe male voice may 
be taken to cause 250 vibrations p.s., and the female voice 500, giving 
the latter great advantage in clearness of repetition. The current 
generated in a telephone is iidicated as such an amount as would 
be furnished by a Daniell cell connected to an iron wire of 4 mm. 
diameter, and of sufficient length to make 300 turns round the earth: 
as such small currents are so easily intluenced by external causes, 
the microphone has been added by which means larger 
currents can be employed. The original types of microphones are 
deseribed, and the introduction concludes with reference to the 
early network at Lowell in 1877 which opened with 45 subscribers, 
and had a capital of £1,200. In the next chapter excellent descrip- 
tions are given of present-day instruments, and their connections 
are clearly shown in well arranged diagrams. The relations found 
best in practice between the strength of magnetic field and thick- 
ness of diaphragm are considered and explained; then follow 
details as to construction and possible injuries to which the instru- 
ments are liable, The impression formed from the first monthly 


part is that the complete work will be a most useful volume. It is 


printed in first-class style, and the diagrams clearly show all the 
points referred to. The authors show undoubted skill in the subject 
about which they are writing. 

Graphic Methods of Structural Design. By W. W. F. Pullen. 
Second edition. Manchester: Technical Publishing Company. 
1905. Price 5s. net. This is a new edition of the work on the 
application of graphic and other methods to the design of structures, 
originally published by the author in 1896. "The chapter on Struts 
has been entirely re-written, and explanatory notes are added in 
the form of an appendix. The book is full of practical information 
in convenient form, and should be of value not only to students of 
engineering, but also to engineers and draughtsmen engaged in the 
design of structures of iron, wood or masonry. Numerous examples 
are worked out, with tables of constants and diagrams, and all the 
usual types of columns, girders, beams, trusses for bridges and 
roofs, &c., are discussed in detail. The book is well worthy of a 
place in the well-known series of technical hand books to which it 
belongs. 

National Phusical Laboratory. — We have received a list of 
scientific papers published by the Laboratory, and by members of the 
staff. References are given to periodicals, proceedings of societies, 
&c., in which the papers may be found. | 

Motor-Cell Charging Plant.—The КнорЕв ELxc- 
TRICAL MANUFACTURING Co., L'TD., is standardising a small rotary 
transformer, suitable for charging motor-car accumulators. It con- 
sists of a double-wound machine suitable for 110 or 230 volts (or 
thereabouts) at one end, and 4 to 25 volts at the other, the latter 
voltage being regulated by the rocking of the brushes only. Where 
electric power is installed, the set is used as a rotary transformer to 
convert to low voltage for cell charging, and in this case requires 
no foundation whatever, but will stow away in a corner or under a 
bench, or will hang from the ceiling. Where electric power is not 
installed, the machine is belted to the line shaft, and when driven 
in this manner it will supply high pressure for the pit inspection 
lamps, as well as the low voltage necessary for accumulator 
charging. Where electric power is installed it can be used to drive 
any small machine tool using not more than 4 н.р. at the same time 
as it is being used for charging purposes. 12 cells сап be charged 
at onee, and the set is found to be very useful in automobile 
garages. 


The Electrical Frauds Case.—On Monday at the 
Guildhall, George Webber, 37, an ironmonger, of Putney, was 
brought up, charged, with Richard Rosenberg, a chauffeur, also of 
Putney, in being concerned, with William Leslie and Frances 
Cheesman, trading as the Electrical Accessories Co., Terminus 
Chambers, Holborn, E.C., in conspiring together to defraud Messrs. 
Strode & Co., electricians, of St. Paul’s Churchyard, and other 
electrical firms in London and the provinces, of large sums of 
money and goods to the value of about £20,000. Mr. Bodkin 
prosecuted ; Mr. Travers Humphreys and Mr. Thorpe repre- 
sented Webber, and Mr. George Kebbell defended Rosenberg. Mr. 
Merer, the manager of the Fulham Theatre, continuing his evidence, 
explained how invoiees were sent in by Webber, made out to Mr. 
Henderson, for £11,000 electrical work done to the theatre. This 
astonished witness, who thought it scarcely likely that so large an 
amount would be spent in electrical repairs and goods on a theatre 
that probably only eost £30,000 to build. He inquired how it was 
that invoices for Henderson should be given to him, instead of to 
Leslie, who was that gentleman's representative at the theatre, and 
Webber said he had done so all along, and thought it was right to 
continue doing so. Leslie left suddenly, on July 19th, without 
notice. Rosenberg also left the theatre suddenly. Witness ad- 
mitted that during the four months under consideration а good many 
arc lamps, switchboards, &e., were taken into the theatre. William 
Henry Archer (City manager of Strode & Co., electrical engineers, of 
St. Paul's Churchyard), deposed as to his first interview with Leslie, 
who said he was the electrical engineer for Fulham Theatre. He: 
wanted a lot of fittings for the theatre. The goods were to be 
ordered through Webber, ironmonger, of High Street, Putney, and 
he called, by his authority. Witness told him they would be 
willing, if Webber’s references were satisfactory. These were 
given, and having proved satisfactory, they wrote Leslie that tbey 
were willing to execute the order for Pognon sparking plugs, which 
Leslie had told him could only be obtained from the Electrical 
Accessories Co. He ordered from the Accessories Co., and was 
supplied, and he then forwarded them to Webber. Leslie had told 
him the sparking plugs were for unusual electrical effects at the 
theatre. Eventually, invoices were received from the Accessories 
Co. He received a pressing application from the Accessories Co. for 
£259 15s. 9d. At the same time, he was pressing Webber for pay- 
ment. Webber told him he would receive payment as soon as he 
received the cheque from the theatre. On July 8th he received а 
cheque from Webber for £331 2s. ; this was dishonoured. His firm 
had paid the Accessories Co. The case was again adjourned, 


Hughes's Atlas Works, Ltd.—In the Vacation Court 
on Wednesday, September 6th, before Mr. Justice A. T. Lawrence, 
Mr. Gavecn appeared in support of a motion for the appointment of 
a Receiver in the case of the Trust Co., Ltd. v. Hughes's Atlas 
Works, Ltd. The respondeut company, he said, was an electrical, 
gas and engineering company, and plaintiffs were holders of 20 
debentures of £50 each. It was desirable to appoint a receiver and 
manager to protect the property of the company, and he asked his 
Lordship to appoint Mr. Fox chartered accountant. Counsel for 
the company consented, and Mr, Fox was accordingly appointed 
receiver and manager, 
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LIGHTING AND POWER NOTES. 


Aberdeen.—The accounts of the electricity department 
for the year ended July 31st have just been issued.. The total capital 
expenditure at that date amounted to £237,447, £23,427 having 
been spent during the year. The total revenue for the year 
amounted to £39,048, and the working expenditure to £17,038, 
leaving a gross profit of £22,010. Out of the latter, payments of 
£7,695 for interest, £4,891 to the sinking fund, and £6,723 for 
depreciation were made, aud the surplus of £2,754 was added to 
the reserve fund. During the year the electricity department sold 
4,069,831 units, compared with 3,539,026 in 1904 ; of this amount, 
2,105,279 were for traction, 1,709,012 for private consumers, and 
255,540 units for public lighting. The total number of public arc 
lamps in use was 127. - 


Aldrington, — The Brighton Corporation agreed some 
time ago to supply energy in bulk in this portion of Hove, from its 
new power station, and on August 3lst the new supply was in- 
augurated. . 

The Hove Corporation are responsible for the distribution, and 
some five miles of mains have been laid. 


Barnsley.—The T.C. has applied for a loan of £3,000 
for the extension of E.L. mains and services, and the purchasc of 
motors. 


British Columbia.— The B.C. Electric Railway Co. 


has decided to carry out an electric lighting, power and traction 
project at North Vancouver at а cost of £40,000. "The existing 
generating plant will be increased from 9,000 to 12,000 н.р. 


Chertsey.—The R.D.C. has been requested by Windle- 
sham P.C. to oppose the application of Messrs. Foote & Milne for а 
prov. order to supply energy in the district, owing to the unsatis- 
factory terms offered. The R.D.C. has decided to communicate 
with the firm in question. . 


Continental Notes.—ITaLy.—A company has recently 
been constituted to work the lignite deposits in Valdarno. It is 
intended to erect а generating station on the property, and to dis- 
tribute electrical energy throughout the province of Tuscany. This 
has the appearance of following on the lines of the electric power 
companies established in this country on the coal fields. 

А concession has been asked for, to authorise the deviation of а 
portion of the water of the River Adda, with a view to the 
establishment of generating and distribution works for the pro- 
vinces of Sondrio and Como. 

La Societa Industriali Italiana, recently formed in Rome, has 
secured a concession to put down a plant to utilise the water-power 
of the river Tronto, in the province of Ascoli-Piceno, in the gene- 
ration of electrical energy for power purposes. It is stated that no 
less than 20,000 н.р. will be available. 

The Electrical Power Co., of Lombardy, at an extraordinary 
meeting of shareholders, decided to increase the capital of the 
company from £440,000 to £600,000, leaving the directors to call 
the further capital when required.—L’ Elettricista. 

BELGIuM.—La Société de l'Isothermie is the title of a company 
which has just been formed at Mons, with a capital of £4,800, 
io construct plant for the generation of energy for power purposes. 

FRANCE.—A central electric lighting and power station is being 
established at the Naval Arsenal in Brest. 


Cramlington.—The U.D.C. on Monday discussed the 
E.L. question, and after interviewing Mr. Laws, of the Newcastle 
and District Electric Supply Co., who asked for the Council's 
support to the company's application for a provisional order, the 
matter was deferred for a month. 


Dundee.—The Tramways Committee has favourably 
considered a proposal by the electrical engineer that arrangements 
should be made for utilising certain tramway feeders for the supply 
of energy for power purposes only, to industrial establishments on 
the side of the tramway route. 


Egham.—With reference to Messrs. Foote & Milne’s 
application fora prov. order for E.L., the U.D.C. has informed the 
local Е.І. syndicate that. it has no intention of assenting to the 
application. 


Hamilton.—An electrical exhibition, to last from Sep- 
tember 7th till the 16th, has been promoted by the Burgh of Hamil- 
{оп Electric Supply Co. The exhibition has been organised by 
Messrs. Edmundson’s Electricity Corporation. | 


Hanley.—The Fenton U.D.C. has decided that it would 
not pay to lay cables for the purpose of obtaining a bulk supply of 
electricity from the T.C. The official trial of the new Howden- 
Westinghouse (No. 1) set has taken place satisfactorily. 


Heswall-cum-Oldfield.— Messrs. Robinson & Carter, 
electrical engineers, of Liverpool, have informed the P.C. that 
they intend applying for E.L. powers for that parish. 


Liversedge.—The U.D.C. has decided to canvass the 
proposed area of supply in connection with the E.L. scheme, in 
order to ascertain the probable number of consumers for light and 
motive power. 


London, — BEgnwoNpsEY. — The B.C. has decided to 
revise the charges for electrical energy as follows:— For power pur- 
poses, 14d. per unit, for the first four hours’ average daily use of the 
maximum demand, and jd. per unit afterwards; for lighting pur- 


poses, 6d. per unit for the first hour’s average daily use of the 
maximum demand, and 2d. per unit afterwards, instead of 6d. and 
3d. as at present; the flat rate of 44d. to remain as heretofore. All 
persons now under agreement will have the opportunity of coming 
under the revised scale as from October Ist. 


The Electrical Committee hopes to make the Council a rebate on 


the year’s supply of 4d. per unit. Instructions have been given 
the electrical engineer to investigate the charge for lighting 
large institutions of all classes in the borough, as well as the 
present flat rate of 44d., and to report to the Committee thereon. 
The valuation of the electric light and destructor premises has been 
increased in the Valuation List, 1905, as follows: — Electricity 
works, gross £1,297 at present, raised to £2,693; rateable, £865 at 
present, raised to £1,796; dust destructor, gross £963 nt present, 
raised to £1,075; rateable, gross £803 at present, raised to £896. 
The Council considered the new assessment fair, and approved of 
same. 

MaBYLEBONE.— With reference to our note under this heading 
last week, we are informed by Mr. F. A. Wilkinson, the Council's 
electrical engineer, that their new generating station has been in 
operation for a month, and that nearly 4,000 consumers have been 
taken over from the Metropolitan Electric Supply Co. 

Arrangements for taking over the remainder of the consumers, 
and for changing the pressure of the existing installations, are being 
rapidly proceeded with. 

City.—The City of London Guardians have decided to enter into 
a contract with the Charing Cross, City and West End Electricity 
Supply Co. to supply electric light to the Guardians’ offices and 
Thavies Inn for five years at 24d. per unit. The price now charged 
is 34d. per unit, and under the proposed arrangement a sum of £74 
per annum would be saved. | 


Malton.—The Northern Counties Electricity Supply 
Co.’s new generating station is nearing completion, and it is 
expected that a permanent supply will be available in a month's 
time. i 


New Zealand.—Timarvu.—Subject to a satisfactory 
arrangement of details, the Borough Council has accepted the offer 
of Scott Brothers, of Christchurch, to install an electric plant to 
light the streets, giving a total of 24,300 с.р. for £750 a year. The 
price is equal to 34d. per unit, extensions pro rata ; energy will be 
supplied to private consumers at not excceding 1s. per unit for 
light and 4d. for power. The Council is to have the right of pur- 
chase on stated terms. i 


Pwllheli.—At a recent meeting of the T.C. it was 
decided to abandon the idea of an electric scheme, for which а pro- 
visional order was secured some years ago, and to lend every 
facility to a Huddersfield syndicate, who are about to apply for a 
provisional order. 


Seaton.—A curious deadlock has arisen here. An 
Exeter firm of electrical engineers has signified its intention of 
applying for an order to provide electric light. In the course of 
the discussion the members were reminded that, in accordance with 
a clause in the Local Government Act, any member holding an 
interest in a gas company would be debarred from speaking or 
voting on the subject. The clerk pointed out that, in that case, 
there would not be a quorum left to consider the matter, and it 
would be, consequently, impossible for the Council to enter into 
any agreement òr pass any resolution. The representative of the 
firm replied that, at any rate, the Council would be prevented from 
opposing the application for the order. The subject was necessarily 
left in abeyance. 


South Africa.—JoHANNESBURG.—T he Municipal Council 
has sanctioned а scheme for the extension of the existing electric 


lighting plant at Bertram’s Town, which will involve an expendi- 


ture of £2,600. This includes £700 for the feeder mains, the 
whole of which could always be utilised elsewhere. It is 
estimated that the total cost of a year's working would amount to 
£3,275, and that the revenue for the year would be £4,366, leaving 
a profit of £1,091.— South Africa. 


South Shields.—At a recent meeting of the Corporation 


Electrical Committee, a letter was received from the Durham 
Electric Power Distribution Co., Ltd., offering to lease the Cor- 


poration’s electrical undertaking for 30 years at an annual rental of 


£6,000, and to supply energy in bulk to the Council at ‘45d. per 
B.T.U., plus a fixed annual charge per Kw. The Committee has 
decided not to negotiate for the sale or lease of the undertaking. 


Torquay.—The vexed question as to whether & new 
generating station costing £42,000, or an extension to the present 
station, shall be carried out in order to supply energy for the Dolter 
Tramways, has been practically settled. "l'he Council, after practi- 
cally adopting the extension scheme, called in Mr. J. E. Waller 
(London) to report on it. The latter gentleman having generally 
confirmed the report, the E.L. Committee has decided to recom- 
mend the T.C. to sanction a loan of some £9,500. 


United States, —PENNSYLYVANIA.—Fifteen electric light 
companies near Harrisburg have recently combined with a total 
capital of $1,000,000. А 

New York City.—The New York Edison Co., which controls 
the electric lighting of almost the entire city, and especially of 
Manhattan, has ordered two new 9,000-Kw. Curtis steam turbine 
generating units. The largest sets at present operated by the com- 
pany are of 8,000 Kw. capacity. The new sets will occupy floor 


space equivalent toa circle less than 16 ft, in diameter each, and will 


be honsed in the Waterside station, 
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‘TRAMWAY AND RAILWAY NOTES. 


Continental Notes.—ITALY.—The representatives of 
the Italian Siemens-Schuckert Co. are seeking powers to construct 
an electric tramway between Mestre and Spresiano, in the vicinity 
of Venice. 

An agreement dated June 20th has been entered into between 
the municipal authority of Verona and the tramway company at 
present operating a system of horse-drawn vehicles, whereby the 
company undertakes to eonstruct two new routes and to equip the 
whole system electrically. The concession is for 30 years, with 
terms of purchase at intervals of 10 years. 

From October 15th, 1903, to October 14th, 1904, the electric 
trains on the Valtellina Railway ran 794,000 kilometres; the usual 
passenger trains consist of from six coaches, having a total weight 
of about 140 tons, up to 16 coaches, weighing 250 tons. Goods 
trains consist of 20 to 30 wagons, with a total weight of 400 tons. 
54 trains pass up and down the line during the day, against 28 
which were able to be worked when previously using steam. In 
the near future the number is to be increased to 60. The following 
table shows the relative working costs :— 


Total cost, станав Cost per train 
liras. run. kilometre. 
Steam 809,379 347,776 23773 
Electric ... 1,273,120 794,373 1:3509 


The chief Italian railways pass under State control as from 
July 1st last. In commenting on this transfer iu а leading article, 
UElettricista (Rome) remarks :—“ Once. this great misfortune bas 
occurred, we, as Italians, ‚сап only hope that tbe least possible 
inconvenience may result. 

HOoLLAND.— The work of converting the tramways in Rotterdam 
is making good progress, the first section having been opened 
for traffic. 


Glasgow.—On Saturday afternoon a саг was ‘proceeding 
down а stecp incline near Dawson Road, when it rushed into ја 
heavily-laden lorry in front of it. The ‘horse yoked to the lorry was 
killed outright, while the car driver was rendered unconscious. 
The Idrry driver and his son were cut and bruised, and seven car 
passengers were more or less injured, but, fortunately, not 
seriously, The accident is attributed to the failure of the brakes 
to act.. | 


Ipswieh,—On August 30th a L.G.B. inquiry was held 
relative to the Corporation's application for a loan of £19,500 for 
street improvements in connection with the reconstruction of the 
electric tramways. The work has already been carried out, having 
been completed last year. There was no opposition. 


Londen.—The L. C. C. has put іп hand the section of 
electric tramway between New Cross and Lewisham. The line 
may later be extended to Catford, and after that to Bromley and 
Bickley and onwards. 


United States.—ADIRONDACK Mot NTAINS, тһе new 
electric car ‘lines in the Ticonderoga section of the Adirondack 
Mountains, N.Y., are to be used during the winter for hauling 
timber, and to this end powerful cars with 200-H. p. motors have been 
ordered. 
` BurrALo.—The Tractional Co., with a capital of #20,000,000, has 
been formed to acquire the entire stock of the International Trac- 
tion Co., owning the chief electric car lines in Buffalo. Mr. 
Henry J. Pierce, president of the I. T. Co., will also be president of 
the new concern. 

CuicaGo.—Plans have been published for а 264-mile municipal 


tramway system. The mileage represents both existing and рго- 


jected lines; and to complcte the work is estimated to cost about 
£5,000,000. It has been discovered that some portion of the 
recently- -constructed tunnelling has become unsafe, and the fact is 
attributed to the non-use of compressed air in buildin ' 

NEW York City.—The report of the Interborough Rapid Transit 
Со., which owns both the subway and the elevated lines in Man- 
battan, shows that there was a falling-off of 2,544,000 passengers 
during the quarter ending June 30th. The decrease is attributed 
to the warm weather and to the unpleasant atmospheric conditions 
in the subway, which, however, have been considerably alleviated 
by putting in exhaust fans at the chief stations. The New York 
Edison Co. announces that it is now supplying electricity for power 
purposes on Manhattan Island equivaleut to 98,000 m.r. Plans 
have been matured for constructing a large terminal for electric 
trolley cars at the end of the Williamsburg Bridge. There will be 
eight ‘loops, occupying a space of 600 x 129 ft. 

PENNSYLVANIA.—A financial syndicate has applied for charters 
for asubway system for Pittsburg, to involve an outlay of £2,000,000. 
A power scheme, also involving an outlay of £2,000,000, has been 
announced for Yorktown, on the Susquehanna River, from which 
power will be distributed as far away as Philadelphia and 
Baltimore. 

PENNSYLVANIA RatLroap.—This company, in addition to its 
interest in a tunnel for electric traction across New York City to 
connect its trans-Continental lines with those of the Long Island 
railroad, is also surveying with a view to perfecting a subsidiary 
electric trolley line for goods service between Jersey City and 
Philadelphia. The New York and Philadelphia Traction Co., which 
is another name for the Pennsylvania Railroad, has acquired 
interests in several existing electric passenger lines alung the route, 
and the survey js for the purpose of linking all into one. 


South Shields,—At а meeting of the Tramways Com- 
mittee on the 4th inst., it was decided to recommend the.Council 
to combine the offices of tramway manager and electrical engineer, 
and to offer the dual position to Mr. J. H. Cawthra, the present 
electrical engineer, his salary to remain without alteration for 
12 months. It was proposed to recommend that a traffico manager 
be appointed under Mr. Cawthra. 


a. 


Penmaenmawr.—A project is on foot for the construc- 
tion of an electric raitway up to the top of the Green Gorge, 
1,200 ft. above sea level, giving access to the mountain lands. It 
is proposed that the U.D.C. shall raise temporary loans without 
interest to carry out the work, the Council having reached the 
limit of its borrowing powers. In five years certain existing loans 


will have been repaid, and the Council will then be in a position to 


apply for the sanction of the L.G.B. to а loan. 


. TELEGRAPH AND TELEPHONE NOTES. 


не ————— 


Accident to the c.s. ** Colonia."—The Zalifaz (N. S.) 
Morning Chronicle states in reference to the stranding of the cable 
steamer Colonia, that she. arrived safely on the afternoon of 
August 25th, and went into dry dock for repairs. Her damage is 
nearly all near.the bow, and on the way up from Canso she inade 
some water, but the powerful. pumps on board kept her free. The 
steamer Havana, which rendered valuable assistance in floating 


. the Colonia, found her lying оп а narrow rough ledge of rocks 


wbich extended out some distance from the west of Fox Island. 
The ship was resting on the ledge amidship with a list to port aud 
considerably down by the head with No. 1 hold full of water, which 
hau risen to within 2 ft. of the top of No. 1 cable tank. Openings 
had to be cut in the steel decks to get the suction pipes into thc 
lower hold. It isalso stated that the ship would, there is little 
doubt, have broken her back had the sea been rough. 


African Telegraphs.—A new line has been opened 
between Porto Novo and Sakété (Dahomey), and the telegraph office 
at Jebba, Nigeria, bas been closed. 


Japanese Cables.—During the severe typhoon which 
raged over the East China Sea at the beginning of the month, six 
cables were damaged, including the Shanghai-Chifu and Shanghai- 
Nagasaki cables. Communication with Japan was temporarily 
interrupted at the beginning of this week, but on September 6th 


. the Great Northern Telegraph Co. announced its restoration 


between Shanghai and Nagasaki. 


Murray Telegraphy —It bas been decided by the 
authorities at the General Post Office to install Murray instru- 
ments for telegraphic purposes between London and Dublin. 


Submarine Signallinz.— Further experiments in sub- 
marine signalling took place in the Channel on the 24th ult., 
between the Trinity yacht Zren: and the North Goodwin Sands 
lightship, and were remarkably successful. The demonstrations 
were made in the presence of a large number of the brethren of 
Trinity House and others. The various signals were heard with 
greater distinctness than at the previous trial, and continued to be 
audible up to a distance of 5 or 6 miles, 


Telegraphic eine ы and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 


Trinidad-Demerara (No. 1) Aug. 28, 1901 è 
Dominica-Martinique .. May 7, 1902 ; 
St. Lucia-Martinique May 7, 1902 Е 
Cayenne-Pinheiro 1 Aug. 13, 1902 à 
Reissa-Issa (Yemen) Camaran Oct. 22, 1902 osx 
Closed { Vladivostock. Nagasaki - .. Feb. b, 1901 . 
9 | Port Arthur-Chitu .. 22 .. . Mar. 9,1004 .. А 
Tarifa-Tangier .. j яб aa Js .. Jan. 18, 1904 . 805 
Jamaica - Colon е E PR P .. Jan. 5, 1906 ua 
Bolama. Bissao o Pon tet s June 21, 1906 Sept. 1, 1905 
Iquique-Antofagasta July 21, 1906 


Cadiz-Tenerif 


| .. July 20, 1905 
Shunghai-Nugasaki 


. Sept. 2, 190 
LANDLINES. | | 
| .. July 28, 1902 .. 
.. Bept. 27, 1904... 
.. Aug. 27, 1905 .. vs 
. July 18, 1905 .. 5s 


Puerto-Barrios 

Kertch-Soutehoum : 

Alaska landlines . 

Coiumunication with Brazil vía Galv eston 


Telephone Conference. — А conference of those muni- 
cipalities which own telephone enterprises will shortly be held, 
with the object of discussing the future of these undertakings 
The question. is whether it is advisable to accept the invitation 
of the Postinaster-General to negotiate for the transfer of the 
undertakings, or to eontinue the competition. 


Telephone Regulations.—The Post Office circular 
states that local intereommunication calls may be interrupted at 
the expiration of 3 minutes, not 6 minutes as before stated, if other 
calls are on hand, or if the wires are required for any other 
purpose. 

(Continued on page 387.) 
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| GENERATINGs PLANT-IN LOUGHBOROUGH ELECTRICITY WORKS. 


ТнЕ present-day tendency to install turbine-driven dynamos 
in generating stations, even when the units are of com- 
paratively small size, is well exemplified by the Frome 
electricity works, 
recently described, 
and Ше plant in- 


stalled at Lough- СЕ 
borough. Whether [d ҮЕ an Ai 
T ANI UNDA Е 


it is altogether ad- 
visable to adopt 
the turbine for 
generating sets of 
less than 400 or 
500 KW. output is 
a disputed point ; 
the excellent 
high-speed. recipro- 
cating 

that аге 
able nowadays 
leave little to “ae 
be desired in — * vi 
point of economy, - 
and therefore we 
presume that other 


engines 


avail- 


GENERAL VIEW OFS8GENERATING PLANT. 


considerations guided the engineers responsible--for the 
adoption of turbines in these two instances. It can- 
not be denied that there is a seductive simplicity about the 
turbine, which requires the "minimum of attendance, and 
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The generating plant installed in the electricity works of 
the Loughborough Corporation last year consists of two 
turbo-dynamos of the Parsons type, made by the Brush 
Electrical Engi- 
neering Co., Ltd., 
of Loughborough, 


together with 
the necessary 
condensing арра- 
ratus, &c. Each 
of the turbo- 


dynamos is rated 
at 250 KW.— 568 
to 522 amperes at 
440 to 480 volts 
and is of the 
shunt- 


two-pole 
wound. type, with 
run- 
3,000 
rp.m. Тһе arma- 
ture is of the 
core 
. drum-wound type, 
well ventilated with 


axial channels, and wound with stranded rectangular copper 


armature 


ning at, 


smooth 


conductors. — The'commutator is of:the turbine type evolved 
by Messrs. Parsons, and the brush-holders are of their im- 


proved gravity pattern. The turbine works at a steam pres- 


BrusH-Parsons 250-K W. TURBO-DYNAMOS. 


like the famous Willans engine, cannot even be inspected 
internally whilst running. In the former, it was once said 
at a meeting of the I. E. E., there were three holes—one to 
put steam in, one to let it out, and one to pour oil in : the 
turbine goes one better, for it dispenses with the oil hole. 


sure of 150 lb. per sq. in., with a superheat of 150° F., and 
the set is capable of withstanding an overload of 25 per cent. 
for one hour. | 

The condensing plant consists of a surface condenser, 


having a cooling surface of 1,350 sq. ft., a two-throw 
F 
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Edwards air-pump, and a centrifugal pump capable of 
delivering 1,100 gallons of water per minute against a total 
head of 20 ft. The condenser is placed between the two 
turbines, so that either, or both, can exhaust into it, as 
desired. Provision is also made for discharging the exhaust 
steam into the atmosphere in case of need. The pumps are 
rope-driven by Brush “ E" motors, carried on brackets on 
the wall of the engine room floor; this arrangement not 
only ensures more 
effective supervision 
than they would re- 
ceive if they were 
in the condenser pit, 
but also removes 
all risk of damage by 
flooding. 

The steam con- 
sumptions guaranteed 
for the turbines, under 
the conditions of 
steam pressure апа 
temperature above- 
mentioned, and with 
а vacuum of 27 inm. 
(out of 30) of mer- 
cury, were, at full 
load, 21 lb. per Kw.- 
hour, and at half 
load 24 lb. At the 
Official trials these 
figures were much im— 
proved upon, the actual results being 199 lb per Kw.- 
hour at full load (530 amperes at 475 volts), with a 
vacuum of 28:5 in. (out of 30°25), and a superheat of 
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A NORWEGIAN HYDRO-ELECTRIC POWER 
PLANT. 


By DR. ALFRED GRADENWITZ. 


Norway, which among the European countries is possibly 
the richest in water, is traversed by a multitude of 


KYKKELSRUD POWER STATION, 


sinuous waterways which, pouring down from the summits 
of the high mountains, now run swiftly in a narrow bed 
and now widen themselves out to lakes of sometimes 


| | " К ERATE d 
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INTERIOR OF GENERATING STATION. 


180° b. Нахи m view the small size of the turbines, the 
results are very satisfactory. 

The station commenced supply last December under the 
direction of Mr. W. H. Allen, the borough electrical 
engineer. 


considerable area, there to go on quietly until they are 
received by one of the numerous fjords which, like the 
arms of polyps, deeply penetrate into the country. 

If these tremendous masses of water, with their falls 
and currents, afford delightful scenery to the amateur of, 
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nature, they, on the other hand, place important problems 
before the engineer, who is naturally desirous of converting 
into useful work the energy of nature which here goes to 
waste, and of employing it for the purposes of civilisation. 

The advances made in connection with the electrical 
transmission of energy, the numerous uses that electrical 
energy is. susceptible of in industry, and the advantages 
inherent in water-power (as compared with the mechanical 
work derived from coal, liquid fuel, &c.) of being inde- 
pendent of any oscillations in the industrial market, neces- 
sarily point to the utilisation of the available water-power to 
the utmost. 

One of the largest electrical power schemes utilising the 
water-power of Norway is the Kykkelsrud plant on the 
Glommen River, which was recently installed by the Aktie- 
selskabet Glommens Traesliberi, in conjunction with the 
electricity company, formerly Schuckert & Co., of Nürn- 
berg, Germany. 

The Glommen is one of the largest and most powerful 
rivers’ of Norway; its range extends approximately from 
Trondhjem in the north to Frederiksstad in the south, 
where it terminates in the Christiania Fjord. Many inland 
lakes are included in the drainage area of the Glommen, the 
largest of which, viz., the Mjésen lake, has an area of 359 
sq. km., and lies at 123 m. above the level. of the sea, its 
maximum depth being about 450 m. To the south of this 
lake at about 60 km. distance is the Oejeren lake, lying at 
about 103 m. above the level of the sea, and communicating 
with the former through the Glommen, which on issuing 
from the Oejeren lake forms a number of rapids апа water- 
falls, having an aggregate head of about 75 m. over a dis- 
tance of about 20 km., and including the Kykkelsrud Falls. 
This lies at about 63 km. from Christiania, and is owned 
by the Traesliberi Co., its total head being 19 m. А head 
of 9 metres, and an amount of about 40 cb. metres of water 
per second, had been employed by the company for several 
years to operate a wood polishing factory, a grinding-mill 
and a saw-mill. 

In order to utilise the total head of 19 m., the construc- 
tion of an electricity works was decided on, the intention 
being to make use of 260 cb. m. per second on the average. 
The generating plant was to be installed in a turbine house, 
which together with its accessory buildings had at the outset 


20,000-vorT 950-K.v.^. TRANSFORMERS. 


to afford accommodation for four turbine sets of 3,000 H.P. 
each. and for three sets of 280 н.р. each, while the southern 
part of the turbine house was to receive three additional 
turbine sets of 5,000 н.р. each, and the northern part five 
sets of the same magnitude, should this prove necessary. 
The first installation, carried out under considerable 


difficulties due to the unfavourable climate and to the 
peculiar hydrographic conditions, was completed in Sep- 
tember, 1903. 

The two three-phase generators installed in this electricity 
works are driven by two turbines of 3,000 H.P. each, one of 
which has been constructed by Messrs. Esher, Wyss & Co., 


(rs 


S 
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GENERATOR OIL-SWITCHES, &., BEHIND APPARATUS BOARD. 


of Zürich, while the other, as well as the two 280-н.Р. tur- 
bines used to drive the two dynamos serving for the excitation 
of the alternators and for lighting purposes, has been sup- 
plied by J. N. Voith, of Heidenheim. 

The exciter dynamos have an output of 182 Kw. each, and 
are connected up to a small distribution panel beneath the 
switchboard gallery, where all the 
machines are connected to common 
bus-bars. From these bus-bars are 
branched off the circuits leading to the 
various places of consumption. Both 
the output and the pressure can be 
observed, and the latter regulated, from 
this distribution panel, as also from a 
distribution desk placed at a height of 
5 metres. 

Each of the three-phase generators 
yields 2,500 KW. with a power factor 
of unity, and 2,500 K.v.4. with a power 
factor of *8, while allowing fully for 
such overloads as are specified by the 
German Association regulations. The 
magnet-wheel has 40 poles and turns 
at 150 r.p.m., giving a frequency of 
50 periods per second, 

The switchboard in its present 
state of construction is sufficient for 
four generators and four transmission 
lines at 20,000 volts working pressure. 
In the front part are the four generator 
panels and a central panel for the 
transmission lines. On each generator 
panel are situated the instruments used 
for measuring the current and pressure, 
as well as the synchronising voltmeters 
and phase lamps. On the table-shaped 
projection are two hand levers, and 
underneath the hand wheel for the regulation of the generator 
field current. The central panel of the board contains 
measuring instruments for the transmission line (20,000 
volts), in addition to the switch levers of the corresponding 
oil switches, and two hand wheels which are coupled to 
shafts situated inside the table-shaped projection just 
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referred to. The pressure is so regulated by the two hand 


wheels that each controls the generators belonging to either 


of the two bus-bars. Special care has been bestowed on a 
safe and simple arrangement and connection of the apparatus 
and conductors behind the apparatus board. All switches, 
fuses, pressure and current measuring transformers, 
as well as all conductors carrying high pressure, are 
placed in special iron frames and are separated from 
the apparatus board. The latter includes neither 
on the front nor on the back any parts carrying 
high pressure. The back of the board is taken up by the 
exciter conductors and by the measuring circuits of the 
current and pressure transformers leading to the corre- 
sponding meters, In addition, there аге at the top the rods 
of the regulating resistances for the generator fields, and the 
lever system serving to actuate the change-over апе 
and the 5,000 and 20,000-volt oil switches. At 1:5 
distance from the wall is placed the iron frame ОЕ 
if apparatus and bus-bar sets designed for 5,000 volts (see 

385). The generator oil switches аге placed at 
the top, and are followed by the corresponding change- 
over switches, and further down by the bus-bars and 
the pieces separating these. The measuring transformers 
have been fixed at convenient places, and the corre- 
sponding fuses are mounted on marble sections, 

А second iron 
frame carries 
the 20,000- 
volt apparatus 
and bus-bars, 
including е 
transmission line 
safety fuses. 
The arrange- 
ment of the 
apparatus апа 
fuses has been 
made similar 
to that of the 
iron frame 
above-men- 
tioned. 

Below the 
switching room 
at the back of 
the apparatus 
board is the 
transformer 
room, which 
traverses the 
whole length 
of the build- 
ing. In the 
middle is a tram- 
way, on both 
sides of which 
are placed the transformers. Each of these can be 
installed or exchanged very rapidly by means of a 
carriage. The transformers are oil transformers with a 
special patented arrangement of the iron core, giving 
950 K.V.A. each at 20,000 volts. 

In order to supply the electrical energy generated in the 
central station: to the remote centres of consumption, the 
provision of five long-distance lines, four to the north and 
опе to the south, has been contemplated. In a northern 
direction two rows of poles for two lines of three wires each 
have been installed up to 63 km. distance, but for the 
moment they have been taken up only by a single line 
including three wires of 50 sq. mm. cross-section each. 
To this is connected an extension going as far as the 
Slemmestad transformer station, lying at; about 87 km. 
distance from the electricity works, this extension including 
three wires of 35 sq. mm. cross-section. 

Alongside the transmission line seven sub-stations are 
being erected, where the pressure is reduced from 20,000 
volts to 5,000 volts by oil transformers. Energy at this 
pressure will be supplied to the regions of consumption, 
there to be used either immedi: ately or after a further 
reduction to 220 volts by means of small transformer 
stations. 


New BELLISS-WITTON GENERATOR AT THE PIGEON-HOUSE GENERATING STATION. 


THE PIGEON-HOUSE. GENERATING 
STATION OF DUBLIN CORPORATION. 


THE latest generating station of the Dublin Corporation is, 
as probably our readers know, almost out at sea; that is 
іо say, it is situated àt a distance of 3 miles from the city, 
on one of the breakwaters at the mouth of the River Liffey. 
This situation, while it facilitates dealing with fuel and 
water, obviously places the station a long way from the 
distributing network. 

The plant is of a very. up-to-date character ; outside 
thé boiler house is a travelling crane, provided with a grab, 
which transfers coal from barges brought alongside a wharf 
to hoppers conveniently.situated on the ground level in the 
boiler house wall. From these hoppers the coal descends to 
a travelling bucket сопу eyor, Which automatically weighs it 
and deposits it in a coal store situated at one end of the 
boiler house, from which, as required, it is transferred by 
the conveyor to overhead bunkers situated over each boiler. 
From the bunkers it is fed through shoots to the automatic 
stokers. On the wharf side of the boiler house a large 
screening chamber has been built for use in connection with 
the condensing water arrangements. Sea-water is taken from 


the harbour by: means of an "underground cast-iron pipe, 


30 in. diai, pro- 
vided with 
special ^ screens 
at its mouth in 
the screening 
chamber; this 
pipe passes 
underneath the 
boiler house, and 
supplies three 6- 
ft. diameter 
wells, from which 
the circulating 
pumps used 
with each of 
the three виг- 
face eonden- 
sers. situated 
in the engine 
room draw water, 
the latter dis- 
charging on 
to the strand 
on the south 
side of the site. 
By means of 
water. seals at 
the ends of the 
discharge pipes, 
the siphon action 
is taken advan- 
tage of, thus tending to reduce the work of the circu- 
lating pumps. 

In the boiler house are four of Messrs. Babcock & Wilcox’s 
boilers, each having an evaporative capacity of 10,000 lb. 
of water per hour; in addition there are six Lancashire 
boilers, 30 ft. long x 8 ft. 6 in. diameter, made by Messrs. 
Holdsworth, each having an evaporative capacity of 
8,000 Ib. of water per hour. The former boilers are fitted with 
chain grate stokers, the latter with sprinkling stokers of the 
Bennis type. All of the boilers are provided with super- 
heaters, to give about 150? F. superheat at the engine stop 
valve. The superheaters are placed within the brickwork 
surrounding each boiler, and the steam is superheated on its 
way to the main steam range, from which branch pipes lead 
to each of the five generating sets in the engine room. Аб 
the end of the boiler house is situated а pump room con- 
taining four vertical Weir type feed pumps, the capacity of 
these pumps ranging from 5,000 to 1,500 gallons per hour. 

The pumps are placed round a cast-iron feed tank 
measuring 16 ft. x 8 ft. x 5 ft., which is supplied alter- 
nately from a 6-in. Vartry water main or from the. air 
pump discharge, through a coke filter, or from large reserve 
storage tanks situated outside the building. 

In the engine room, five three-phase 5, 000-volt ы 
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sets are installed. Four of these consist of Stewart marine 
type engines with Corliss valve gear, direct-coupled to 
Oerlikon three-phase generators, two of the sets having an 
output of 1,000 Kw. and two of 500 kw. The fifth set 
consists of a Belliss high-speed engine coupled to a Witton. 
three-phase generator, manufactured by the General Electric 
Co. at their Witton Works, and having an output of 1,500 
KW., this set forming the latest addition to the plant. T he 
principal data of these machines ure as follows :— 


Oerlikon, Oerlikon, Witton, 


1,080 xw. 500 км. 1,500 xw. 
Speed r.p.m. ... de ba 84 94 200 
Number of magnet poles .. 72 64 30 
Number of coils per phase i 86 32 30 
Weight of fly-wheel and ташлен in 
tons. 44 33 28 
Diameter of magnet wheels in fect 18:3 142 18:6 


It ів interesting to note the increased output obtained 
from the Witton-Belliss set in spite of its lesser weight, due 
to the adoption of a much higher speed of rotation (in 
accordance with British standard practice) than is usually 
to be found in Continental plants of the same output. The 
rotating portion of the Witton machine serves at once the 
purpose of engine fly-wheel and magnet-wheel, the peripheral 
speed of which amounts to 8,540 ft. per minute. This has. 
necessitated a special construction being adopted, the 
rim being formed of a solid ring of special cast- 
steel and the spider or spokes being made of cast-iron 
and keyed only on the spoke tips to the inside of the steel. 
rim. Further, the shape of the pressure wave generated by 
the Witton machine conforms much more nearly to a true 
sine curve, due to the increased number of the slots in which 
the windings are placed on the inside of the stator. In the 
case of the Oerlikon generators one slot per pole per phase 
has been adopted, whereas in the Witton machine two slots: 
per phase occur. This result tends to safety us regards 
pressure rises on large systems of mains to which generators 
may be coupled, and. obviates a number of complicated: 
phenomena known as resonance effects. 

The tests of the new set were made during May last and 
gave every pot CUR: 
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TELEGRAPH AND TELEPHONE NOTES. 
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“(Concluded from page 382.) 


Wireless Telegraphy.—The Chicago and Alton 
Railway Co. have placed on their expresses between Chicago and 
St. Louis apparatus for the reception of wireless telegrams during 


the journey, which should prove useful commercially, as well as 


being an assurance against accidents. Оп account of the cost it has 
been decided not to install dispatching apparatus at present. 'The 
work was carried out by the De Forest Wireless Telegraph Co., 
who have erecte2 stations at Chicago, Springfield and St. Louis, 


and propose to build one at Bloomington as soon as a decision has. 


been arrived at as to the advisability of continuing the experi- 
ment. The maximum range of communication is about 40 miles. 

The U.S. Navy Department has announced that wireless com- 
munication between U.S. warships has been maintained at sea over 
& distance of 262 miles. 


The World's Cables.—The Halifar (Nova Scotia) 


Morning Chronicle in a leader on the “Nerves of the World," 


states that there are now 13 cables spanning the Atlantic from 
Europe to America. 'lhe new cable from Canso, the fifth to be 
laid by the Commercial Cable Co., would have been completed 
this month but for the mishap to the Colonia, Now there are 382 
cables binding the continents of the world together, and these 
.various linés represent 189,423 nautical miles of cable owned by 
35 differeut nations; 35, 199 miles of this belong to various 
Governments, of which the United States owns but 203, or 1,516 if 
the Philippines be included. They quote from the Boston Transi тїрї: 
“Tf the cable has exalted ше journalist it has dethroned the 
diplomat. When he was dependent on couriers or ships for com- 
munication with his monarch, when the time for decision on 
important demands of an adversary, triumphant in war and 
clamorous for territory, was short, then the pleni- 
potentiaries of the sovereign Powers of Europe had official 
dimensions which they cannot attain unto now. Nerves of wire 
bind Portsmouth to Tokio aud St. Petersburg in such a way that the 
hand of Witte must confer with the braiu of the Czar, aud 
Komura's feet dare not tread a step without signalliug to the soul 
of Japan incarnate in the Mikado.” 


Venezuela.—In consequence of the judgement of the 


Federal Court delivered on August 4th, confirming the dissolution 
of the contract with the French Cable Co., the Government has, 


——— Á MÀ Єз”, PM 
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. conduits, &c., for the е tramways. 


Li 


ordered the company to close all its stations on the coast. The 
cable can now be worked only between La Guayra and New York. 


Communioation with. the 
N ational Telegraph at the rate of one bolivar a word. 
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CONTRACTS OPEN AND CLOSED. 


n OPEN. 


Austria,—The municipal authorities of Feldkirch are 
about to invite tenders for the establishment of a central electric 
lighting station in the town. 


Bishop Stortford.—September 26th. The U.D.C. is 
inviting tenders for lighting such of the public streets as are nt 
present lighted, for two or three years from September 30th, 1905. 
Thomas Swatheridge, Clerk of the Council. 


Burton-upon-Trent.—September 25th. Feeder cables, 
See “ Official Notices“ 
to-day. 


Dublin,—September 18th. 
transformers and mains for the Corporation. 
to-day. 


Sub-station switchboards, 
See “ Official Notices " 


Ipswich.—September 14th. Crompton dynamo and 
motor, also a battery booster, and switchboard alterations, for the 
Guardians. Mr. E. McGregor Duncan, Consulting . Engineer, 275 
Old Queen Street, Westminster. Specifications from Mr. R. J. 
Kent, Clerk to the Guardians, 19, Tower Street, Ipswich. 


London. — September 29th. Thirty-four tramcar bodies, 
trucks, equipments, &c., for tbe I. C. C. бее Official Notices 
September 1st. 


Mussoorie (India).—October 23rd. Supply“ and егес- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and кенени stores. Бсе ''Offcial 
Notices " July 14th. 


Oban.—September 11th. Feeders and distributing mains 
for the T.C. See Official Notices“ September 1st. 


pembroke. September 22nd. Mains, arc lamps and 
illars, meters and switchboard panels, for the U. D.C. бес Official 
otices ” August 25th. 


Ponty pridd. — September goth. Cables and overhead 
equipment for U.D.C. tramways. See “ Official Notices " to-day. 


Roumania,—Tenders are invited for a concession for 
lighting the town of Tulcea by electricity. Tenders are to be 
delivered within two months (Curierul Financier, dated August 6th), 
and full information may be obtained from the authorities of the 
town. The upset price is fixed at 500,000 francs. 


Salford.—September 14th. Electric wiring of the new 
Council Schools. See Official Notices“ September 1st. 


Npain.—September 15th. The municipal authorities of 

. Plasencia (province of Caceres) are inviting tenders until the 15th 

inst. for the concession for the electric lighting of the town during 

a period of 12 years. Tenders аге to be sent to E] Secretario del 

Ayuntamiento de Plasencia (Caceres), whence particulars may be 
obtained. 2 


Npain.—October 14th. The Spanish Ministry of Public 
Works in Madrid is inviting tenders until October 14th for the 
. concession for the construction and working of an electric tramway 
in Saragossa. Particulars may be obtained from, and tenders are 
to be sent to, El Ministerie de Obras Publicas, Madrid. 


Stockport.—September 14th. Electric lighting cables 
for the electricity department. See “Official Notices” September 1st. 


Uphall and Broxburn.— September 18th. The District 
Lighting Committee of the Parish Council invites tenders for an 
tÜ-b,H.P. suction gas producer plaut, 80-в.н.р. gas engine, 52-Kw. 
dynamo, reversing booster, batteries, switchboard, cables, meters, 
&c., for extension of its installation. Specifications, &., from Mr. 
A. Lindsay, 11, Jamaica Street, Glasgow (deposit £1 1s.). 


Watford. —September 18th. Steel chimney. for the 
electricity department. See“ Official. Notices " September Ist. 


interior will be maintained by the 
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CLOBED. 


Brighton.—The Corporation Lighting Committee has 
accepted the tender of the Transporter Co., Ltd., of London, for 
the supply (and maintenance for a year) of а coal-handling 
equipment for the Southwick Power Station, at £2,321. 


Brush Contracts.—The following contracts have just 
been booked by the Brush Electrical Engineering Co:— 

Two 500-Kw. three-phase transformers for the North Metropolitan 
E. P. S. Co. 

Six 60-kw. air-cooled transformers for the Midland Electric 
Corporation for Power Distribution. 


Dartford.— The U. D.C. has accepted the tender of 
Messrs. Babcock & Wilcox for the supply of a Baker oil separator 
for the electricity works, at £190, and tbat of Messrs. J. G. White 
and Co., Ltd., to lay 90 crossings under the tramway track, at 
£93 16s. 3d. 


Exvpt.— The Corporation of Western Egypt has accepted 
the tender of Messrs. Dick, Kerr & Co., Ltd., for the supply of 
rails, sleepers, and other permanent way material, in connection 
with the construction of the Nile Khargeh Railway. 


France.—The French Post and Telegraph authorities 
have just given out contracts for the supply of copper wire, insu- 
lated with gutta-percha and parafined cotton, as follows: La 
Compagnie Générale de Constructions Electriques, Paris, 20 kilo- 
metres single-conductor cable, at 118 fr. per kilometre, and 100 
kilometres twin-conductor ditto, at 240 fr. per kilometre ; M. 
Grammont, of Pont de Cheruy (Isere), 200 kilometres of . twin- 
conductor cable, at 238 fr., and 100 kilometres of triple-conductor 
cable, at 368 fr.; La Societe Industrielle des Telephones, Paris, 
200 kilometres of twin-conductor cable, at 229 fr. 


Fulham.--The B.C. has accepted the following tenders 


for the supply and delivery of steam coal to tbe electricity 
department :— 


-2,000 tons Albert Nuts, Messrs.:Charrington, Sells, Dale & Co., Ltd., 11s. 11d. 


per ton. 

1,000 tons Crynant Nuts, the Crynant Colliery Co., Ltd., 14s. 4d. per ton. 

1,000 tons Monmouthshire Washed Beans, Messrs. Cory Bros. & Co., Ltd., 
14s. 1d. per ton. | 


Imperial Chinese Railway, Pekin.—The tender of 
Messrs. Bruce Peebles & Co., Ltd., has been accepted for 1,500 n.r. 
of electrical plant for the complete equipment of the railway shops 
of the Imperial Chinese Railway, Pekin. 


Kirkburton.—The Joint Hospital Committee has 
accepted the tender of Mr. T. W. Broadbent, of Huddersfield, for 
the provision of telephones and electric bells. 


Luton.—The tender of Triumph Stoker, Ltd., has been 


accepted for mechanical stokcrs for the Corporation electricity 
works. 


Neath.—The R.D.C. has accepted the tender of Messrs. 
Johnson & Phillips for L.T. cables, and street lighting for the 
districts of Skewen, Melincrythan, Cadoxton and Aberdulais. 


North Wales.—The contract for supplying motors for 
the Oakeley Quarries, North Wales, for 2,000 H. P., ranging from 25 
to 125 н.р., for hauling, compressing, winding, &c., has been secured 
by Messrs. Bruce Pecbles & Co., Ltd. The power is to be taken 
from the North Wales Power and Traction Co's mains. 


North-Western Railway, India.—A contract has been 
placed with Messrs. Ransome & Rapier, of Ipswich, for four 40-ton 
electric travelling cranes of 50-ft. span, with electrical equipments 
by the B.T.H. Co., of Rugby. 


Shrewsbury.—The T.C. has accepted the tender of 


Belliss & Morcom for the supply of a new engine to the electricity 
works, 


South Shields,—The Corporation Tramways Committce 
has accepted the tender of Mr. J. L. Miller for the erection of 
tramcar sheds, at £9,325 9s. 


Warrington.—The County Borough has accepted the 
tender of Messrs. Johnson & Phillips for 12 months’ di of 
paper-insulated lead-covered cables. 


Windermere.— The U. D.C. has accepted the M of 
the Windermere and District Electricity Supply Co. for electric 
lamp-heads and posts, at 45s. each. 


e 


Kettering Electricity Works,—The members of the 
Midland District of the Incorporated Association of Municipal and 
County Engincers held their annual meeting at Kettering on 
Saturday. Mr. T. Reader Smith also read a paper on the “ Electric 
Light and Power Station and Refuse Destructor at Kettering.” Mr. 
F. J. Bakewell, Assoc. NM. Inst. C. E., who recently resigned the 
position of borough electrical engineer under circumstances with 
which our readers are familiar, followed with a description of the 
" Kettering Combined Electricity Works and Refuse Destructor,” , 


NOTES. 


The British Association Meetings in South Africa. 
—ELRCrnIC POWER DISTRIBUTION FOR THE RaND.— Reuter's 
agent reports (the Times) that on August 30th the engineering 
section devoted the morning to the problem of harnessing Victoria 
Falls. The discussion was opened by a paper read by Mr. Robert 
Hammond on Electric Power Distribution for the Rand.“ Prof. 
Ayrton's lecture of the previous night was discussed, together with 
Mr. Hammond's paper. Prof. Ayrton, after a series of interesting 
and elaborate experiments illustrating the distribution of power, 
said that the pioneering development which American enterprise 
had brought about, combined with the extraordinary commercial 
success which electric power distribution had won on both 
sides of the Atlantic, made people ask, “Is such an 
industrial revolution in store for South Africa?” At 
first sight the answer was No,“ in view of the fact that coalfields 


‘blackened the map, and the produce of some was reported to be 


nearly equal to the best Welsh. On the other hand, he pointed to 
the experience of South Wales and Tyneside, where eleetric power 
was now largely utilised. Considering the possibilities of Victoria 
Falls, and contrasting them with Niagara, he stated that the water 
which was utilised, and which would ultimately cease to pass over 
Niagara, would be nearly five times as large as the total amount 
passing over the Victoria Falls at the present time. A convenient 
spot for a power station was at the cnd of the second gorge, but he 
advised them jealously to guard the beauty of the Falls. While he 
advocated the electric transmission of power, he thought they 
should not start by constructing a transmission line from the Falls 
to Johannesburg, not because it was unworkable, but because there 
was not yet sufficient demand for power along the route. 

Mr. Hammond, in his paper, said that there were no engincering 
difficulties in the way of supplying electrical energy to all the mines 
on the Rand from a central power house utilising the Victoria Falls, 
but the yearly cost would far outweigh the annual outlay on coal. He 
sketched in detail a more economical scheme for distributing power 
by burning coal nearer the Rand. Не estimated that they would 
be able to supply energy at the rate of 07d., and he had little doubt 
that those now using steam power alone, would find it economical to 
adopt electric power. 

The debate, says the report from which we quote, was generally 
in favour of this view, Mr. Alexander Siemens, however, contending 
that they could get their electricity ав cheap as any central station 
could supply it. Colonel Sir Colin Scott Moncrieff, president of the 
section, in thanking Mr. Hammond for his paper, said he shared the 
hope expressed by one of the speakers that this discussion would 
bear fruit long after the Association had left South Africa. 

WIRELESS TELEGRAPHY.—On the previous day the Section 
listened to a lecture by Sir W. H. Preece on this subject. A 
summary reported through the same agency says that Sir William 
traced the inception of wireless telegraphy and its development 
in Great Britain and other countries. He mentioned that the 
War Office had been making experiments with the different 
systems. The lamentable failures in South Africa and Somaliland 
were probably due to the dryness of the earth. Experiments in 
Wales had proved that mountains were not serious obstacles to 
wireless telegraphy, and experiments in America had shown that 
the most serious obstacles were living trees and tropical vegetation. 
The sea was the natural domain of wireless telegraphy, which for 
war purposes was imperative, whatever the cost might be. 

ON THE VELD. — The following interesting account of 
the doings of a party of electrical men at Kimberley 
is also given by  Heuter:—'' The last party of trekkers 
came in at 3 o'clock this afternoon, unwashed and travelled- 
stained, but full of enthusiasm for the life of the veld. The 
party included Prof. Perry and his niece, Miss ftower, Mr. 
Hammond and daughter, Dr. Waller, Archdencon Hodgson, Captain 
Wakefield, Mr. and Mrs. Alexander Siemens, and the lady doctors, 
Miss Barnard and Miss Hardie, and numbered 21 persons all told. 
The party camped on Sunday night at Abraham's Kraal, on the 
banks of the Modder River, sleeping on the open veld in blankets 
and waterproofs. Next day they lunched at Poplar Grove, and 
late in the afternoon reached General Cronje's laager ground, which 
was stil strewn with skeletons of horses nnd débris of battle. 
Having dined, they pushed on, guided across the veld by а Boer 
farmer who fought in the war." 


Qualifications of Italian Engineers,—In a public 
notice inviting applications for the post of municipal engineer to 
the city of Busto-Arsizio, at a salary of £125 per annum, it is 
interesting to note some of the points required of the applicants :— 


. Diploma of Civil Engineer and Architect. 
. Certificate of Italian citizenship. 
. Certificate of immunity from crime. 
. Certificate of good conduct. 
. Certificate of health and robust constitution. 
. Certificate of birth, legally endorsed, showing that the candi- 
date is not more than 40 years of age. 
7. Certificate proving two years’ previous experience in the pro- 
fession. 


ce OU b. OO tM 


As a comment on this list of qualifications, we should suggest 
that No. 7 is hardly in proportion to the other excellent points con- 
sidered necessary in the person of the city engineer. 


Birmingham and District Electric Club.— The next 
general meeting of this club will be held on Saturday, September 
th, at the Colonnade Hotel, New Street, at 7.30 p.m. It wil] be 
of а social character, | 
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А Soft Job.—A correspondent sends us the following 
copy of an advertisement which appeared in the Newcastle Daily 
Chronicle last week :— 

“MAN Wanted to manage an Electric Light Installation, attend 
to cows and be generally useful; wife to milk, large family 
objected to.—Apply by letter to Box M 20, Chronicle Office.” 


Our readers will kindly make their own comments. 


Electric Shock Fatalities.—W nrrEcHAPEL.—Àt the 
London Hospital last week, Mr. Wynne E. Baxter resumed his inquiry 
concerning the death of John Thomas Evans, aged 37 years, a brick- 
layer, late of Upcerne Road, Chelsea, who died from shock and severe 
burns received at the electrical sub-station, Whitechapcl, in connec- 
tion with the Underground Railway, on Friday, 11th ult. Another 
man was injured at the same time, but was only detained in the 
hospital for a short time; the foreman, named Tufnell, is still 
an inmate, and was wheeled into the Court to give evidence, look- 
ing very ill. | 

It appears that on the day in question the men entered the high 
tension chamber for the purpose of removing some iron floor plates, 
having previously taken.some away two days before. They had 


lifted a plate from the ground, when, without the slightest warn- 


ing, there was a loud report, followed by a flash like lightning, and 
the men were at once enveloped in flames. At the time it hap- 
pened, Clark, the electrician, and Shaw, the chief operator, were 
talking together at the station door. In the course of their 
evidence, they both said they did not see the men go into the high 
tension chamber, neither had they any right to do so without per- 
mission. At the time of the occurrence, half the chamber would 
be alive and the other half dead. The iron plate must have 
touched the feeder switch to make the electrical circuit. LO 

Henry Tuppin, the foreman, said he gave the orders for the men 
to fetch the plate. 
obtain permission to enter the room, neither was he aware of any 
special danger. He had never received any special instructions, 
and knew nothing about electricity. | 


John When, a carman, said he had never been told not to go 


into the high tension chamber. He had gone into high tension 
chambers at other sub-stations scores of times and removed plates. 

The Coroner: You have always been lucky in picking up dead 
ones, I suppose. 

A representative of the company said if the feeder was not 
touched it would be impossible to get a shock. 

Henry Clements, another employé, said he had never been 
warned not to go into the high tension chamber without permission. 
The door was not kept locked; there were no printed regulations 
to that effect. | 

After further evidence the Coroner, in summing up, remarked 
that it certainly was not right that men should be allowed to go into 
a place surrounded with all manner of dangers. The whole thing 
_ geemed to be carried on with great carelessness, and there were not 

sufficient precautions taken to prevent accidents. He thought the 
high tension chamber ought to be kept locked, and notices posted at 
the entrance of the station warning people of the danger. It wasa 
new system of working, and no doubt better precautions would be 
taken in the future. 

The jury expressed concurrence with the Coroner's observations, 
and added that there had been negligence in the matter. In 
returning a verdict of Accidental Death," they added that sufti- 
cient care had not been taken to prevent the men entering the 
chamber, and they desired the Coroner to draw the attention of 
the directors to the matter in order to prevent similar accidents. 

Hastinos.—At Hastings, on August 31st, the inquest was held into 
the death of James Sidney Dixon, which occurred at the power station 
of the Hastings Tramways Co. His brother, a colliery manager of 
Bolton, said that deceased was aged 21 years, and had been with 
Messrs. Dick, Kerr & Co., Ltd., for about four years. A labourer, F. W. 
Benham, gave evidence to the effect that he had been working on 
the switchboard erection under deceased's supervision for nine 
weeks. The switchboard was in the gallery at the top of the build- 
ing. On A 28th he was in the high tension chamber receiving 
instructions from the deceased as to some work to be done on the 
following morning. The work was the tapering of the ends of the 
cables, and, so far as witness was aware, these cables had never been 
used. Witness knew that there were ''live" wires not far from 
where they were standing. The high tension chamber, which was 
on the floor below, was always kept locked, and the keys were hung 
on the switchboard. Witness took the keys down and deceased 
unlocked the chamber. They stood about а yard away from the 
cables, both facing them. Deceased was nearer to them 
than ‘witness, and was pointing with his left index finger, 
directing him as to what to do. АП of a sudden witness 
noticed that his hand, pointing to the cables, was a mass of 
flames. The finger was about an inch away from the cable, and he 
could not say whether deceased touched the switch (which was at 
the end of the cable) or the cable itself. When he saw the hand 
in flames the finger was in actual contact with something between 
the cable and the switch. Не seized deceased and pulled him 
away, taking hold of his right hand and his clothes. He eased 
him gently to the floor, and ran for Mr. Hall, and between them 
deceased was taken outside. Artificial respiration was tried by 
several people present, but without effect. Deceased did not speak, 
and only gave a slight cry when the contact took place. Witness 
could not say whether Dixon was alive or dead when he pulled him 
off. The switch and cable would be between 5 and 6 ft. from the 
ground. The reason the high tension chamber was kept locked was 
because of the danger, and only skilled people were ever allowed 
in it. Witness added that as he pulled the deceased away he expo- 
rienced 4 slight shock, atid he had been unwell since. E 


He was not aware that it was necessary to 


Mr. Frank Stewart Hall an electrical engineer, employed by 
Mesers. Dick, Kerr & Co., said deceased was employed as assistant 
under him in the erection of the switchboard and other machinery. 
It was the duty of the deceased to see that work on the cables, as 
mentioned by the last witness, was done. None of the machinery 
below the switch had ever been used, as it was erected for No. 2’ 
sub-station, which was not yet built. The contact ” from the floor 
would be quite 6 ft., and to touch the switch deceased must have 
reached up. There should not have been any current running 
through either switch or cable until the new works were erected. 
Witness had left the chamber about two minutes when the last 
witness rushed out and said, Mr. Dixon has had a shock.” Wit- 
ness returned to the chamber and saw him lying face downwards 
on the floor, about a foot from the side. After dragging him out, 
artificial respiration was resorted to, but Dixon was dead. Mr. 
Atkins was called and gave an injection, but to no avail. When 
deceased was pulled from the chamber he noticed а mark on the 
face, and it was possible that the current passed through the arm, 
shoulder and neck, and out at the chin. Witness thought the 
deceased took hold of the switch, knowing it was perfectly safe, 
and, while turning to see if Benham was attending to what was 
being said, accidentally touched the top contact, causing the current 
to pass from the bus-bar into him. Deceased was sober, steady, and 
highly trusted by his superiors. | 

By a Juryman: After the accident an examination of the switch 
proved that it had been moved, and it was also bent. 

Mr. Edward James Atkins, medical practitioner, of Elphinstone 
Road, deposed to being called to the power station, where he found 
the deceased lying on the floor of the gallery. After an examina- 
tion, the artificial respiration was kept up and an injection given. 
Deceased was apparently dead when witness arrived. Deceased 
died as the result of an electric shock. . 

In summing up, the Deputy-Coroner tendered, on behalf of him- 
self and the jury, the sympathy of all. He thought the theory 
Mr. Hall had formed was correct. The deceased, without thinking, 
caused a circuit inadvertently. | 

A verdict of “ Death from Misadventure” was returned. 


Fatal Accidents.—On Tuesday evening a visitor who 
was being shown over the Lots Road Power Station by some means 
missed his footing and fell a distance of some 50 ft. to the bottom 
of anempty coal bunker. Some difficulty was experienced in reaching 
him in the darkness, and he expired almost immediately. An inquest 
will be held shortly. It may be remarked that many thousands 
of visitors have inspected this station, so far without accident. 

On August 29th an engineer’s fitter, named Frederick Meaker, 
met his death by falling down the shaft of the new tube station 
at Upper Baker Street, a distance of 70 ft. 

Frederick J. Skelley, an electrician employed at the Alhambra, 
was riding in the trailer of a motor cycle on Thursday last week 
when the shaft of a cab, coming from the opposite direction, struck 
him in the face and flung him into the road: He was dead when 
picked up. 

An inquest was opened on Saturday at the Newcastle Tramways 
power station, Manors, on the body of John Henry Adams, 22 years 


' of age, an-electrician, who died as the result of a lift accident at 


the power station building.—Ernest Adams, of Heaton, identified 
the body ав that of his brother. On the Friday evening his brother 
got fastened between the lift and the wall of the well on the third 
storey. The wall was hacked away to release him. Dr. Hawthorn, 
who was called, pronounced life to be extinct. The inquest was 
adjourned until Thursday (yesterday) for the attendance of the 
Factory Inspector. The deceased was complimented not long ago 
for the efforts he made to rescue a child from drowning in Byker 


Hill Quarry. 


Appointments Vacant.— The electrical engineer at Port 
Elizabeth recently intimated that he would require the services of 
a chief assistant, a wiring inspector, a qualified fitter and erector 
and three jointers. It was resolved that applications for post of 
chief assistant be advertised both in South Africa and in England; 
the Portsmouth Higher Education Committee have recommended 
the appointment of a head of the physics and electrical engineering 
department at a salary of £175 per annum. Hitherto, says an 
educational contemporary, there has been only an occasional staff ; 
two assistants are wanted in the engineering department at the 
University of Glasgow ; two junior engineers for Erith electricity 
department (£1 10s.) ; and a cable jointer for Lancaster (358.). 


Standardisation in Italy.—In [Eletiriita for July 
28th, a long communication from an engineer is given relative to 
the necessity of establishing, by order of the State, a standard 
frequency for all alternating current systems of electricity supply. 
An analogy with railway working is taken as an indication of the 
advantage to be derived from interchange of traffic and supply. 
Moreover, the Italians are looking forward to the time when all 
the railways in the country will be worked electrically, and this 
could be more easily secured by maintaining similarity in the 
generating works. The editor in dealing with the matter admits 
the great importance of the problem, but thinks that matters of 
such a technical character are best dealt with when unhampered by 
Government regulations. 


Trials of Electrical Vehicles in France.—La Com- 
pagnie Parisienne des Voitures Electriques, of Paris, last weck 
submitted two of their Krieger electrical carriages—a two-seated 
and a four-seated coupé—to a long-distance test. In the Krieger 
system two electric motors are employed, these driving the front 
road wheels through spur gearing. The two-seated vehicle was 
fitted with a battery of 42 accumulators and the four-zeated with 
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44 cells, both supplied by La Société Electrique des Métaux. The 
emaller carriage weighed complete 1,900 kilogs (37 cwt. 36 Ib.), and 
the larger one 2,090 kilogs (2 tons 108 lb. ) The two-seater left 
Paris at 5 a.m. on the 318 ult, Evreux at 7.53 am. Неге the 
batteries were re-charged, a re-start being made at 11.4 a.m. Deau- 
ville, 191 kilometres (120 miles) was safely reached at 1.23 p.m. The 
net running time from St. Germain was 4 hours 10 m. 14 sec., and 
the average speed 28 miles per hour. The four-seated carriage left 
Paris at 5.5 a. m., and arrived at Deauville at 1.34 p.m., after a stop 
of 2 hours 7 min. at Evreux for battery re-charging purposes. Its 
net time from St. Germain was 4 h. 22 m. 30 sec., equal to 27 miles 
per hour. On arrival at Deauville the two cars were subjected to а 
speed trial over a level stretch of 500 metres (, ths of a mile), the 
light car covering this in 29$ sec., equal to 38 miles per hour, and 
the heavier one in 303 sec. (373 m.p.b.) The return journey from 
Deauville to Paris was made on Friday, the 186 inst., when the 
whole distance was covered by both vehicles on one charge of the 
battery, no stop being made en route for re-charging purposes. The 
official times taken were those for the run from Deauville to St. 
Germain, that of the two-seater being 5 h. 14 m. (22 miles per 
hour), and of the four-seater 4 hours 55 min. (23 miles per hour). 


Electrie Traction on Australian Railways.—The 
paper on “ Electric Traction on Railways by Alternating Currents,” 
which was read before the Electrical Association of New South 
Wales in June by Mr. E. Kilburn Scott, of the Sydney University, 
was discussed on July 14th. Mr. T. Rooke (city electrical engineer), 
Sydney, occupied the cbair, as President of the Association. 

Mr. O. W. Brain, electrical engineer for railways, opened the 
discussion. . He said that the multitude of electrical systems, all 
more or less successful, lent an air of uncertainty to the outlook, 
but in view of the great advances in alternate current traction to 
which Mr. Scott had called attention, and.the many recent im- 
portant improvements in details of equipment, there was every 
reason to regard optimistically the present promise of unprece- 
dented progress in electric railways in the immediate future. All 


_ would agree that the electric system of traction presented the 


advantages of centralisation of power, high acceleration, frequent 
trains, &c., but, on the other hand, they should be fair to steam. 
Mr. W. "how, chief mechanical engineer for railways, agreed 
that most of what Mr. Kilburn Scott claimed for electric traction 
over the locomotive system must be admitted, even by locomotive 
men themselves. But the cost of substituting electric traction for 
steam was & question which had to be considered by all railway 
managers. It seemed to him that the reason why electric traction 
had progressed so slowly was simply the enormous expense involved 
in conversion. The horse-power of the locomotives on the suburban 
lines was 45,000; while the electric trams of the city had 17,000 
horse-power. The whole horse- -power for working all the lines of 
the State was 425,000. An engineer having a clean sheet before 
him would, he believed, adopt the electric system in preference to 
steam in nine cases out of ten. There were between 3 and 34 
millions of money invested in locomotive stock and apparatus inci- 
dental thereto, in New South Wales. If that had to be set aside, 


it would be seen how important it was to a young country such as’ 


Australia. : 
Other contributors to the discussion were Messrs. Oswald Haes, 


Henry Deane, A. W. Kendall, J. R. W. Gardam, Strickland, P. D. 


Weston, S. H. Barraclough, and Arnot. 

The Chairman remarked that while the timo might not have 
arrived to convert or suggest the conversion of all the steam roads 
into electric ronds, yet, he thought, in view of the fact that so much 
was being done elsewhere, that the Government should consider 
the question of electric traction for some lines, to ascertain what 
were its practical possibilities. 

In his reply, Mr. Kilburn Scott referred to the locomotive con- 
tract recently let to the Baldwin Co. by the Government, and asked 
what was the use of buying engines that would be out of date in 
a few years? Why not, he said, spend the money electrifying the 
North Shore line, or some other line, and send the locomotives thus 
set free out into the back country ? The time must soon come when 
that would have to be done.— Sydney Daily Telegraph. 


The Trade of the Philippines.—Clear evidence of the 
effect of foreign tariffs and influence is seen in the trade of the 
Philippines. Left to the exercise of their own free choice, the 
Philippinos dealt largely with the United Kingdom, but since 
they have been placed under the subjection of America they have 
been compelled to forgo their freedom and buy from America, 
and British goods are practically forbidden, though not yet choked 
off. We do not know if this taxation without representation is in 
any way resented by the Philippinos, but no word is to hand as to 
any tea being thrown overboard. It is a long time since 1776. 


А New Steel Wheel.—A few weeks ago when describing 
Messrs. A. Baker & Co.’s exhibit at the Agricultural Hall, we drew 
especial attention to a novelty in the way of steel forging. It con- 
sisted of a wheel centre forged from the solid out of one billet. 
Hydraulic press forging has indeed increased the scope of the 
smithy, and it does not stop at making wheel centres only, but 
turns out the wheel complete and in one ріссе. А desc ription of 
the process, as developed and applied by Mr. Chas. T. Schoen, 
appears in an article on steel wheels in the Street Ratlicay e 
for June 17th. “The blanks, as they come from the mill, are 
nearly square, They are heated and placed. beneath the hydraulic 
forging press, that bas a capacity of 4,400 tous. Here the hub is 
formed, the web just outside of it brought down to an approximate 
thie kness, and the rim afterwards she ared off by a circular punch.” 
After reheating, the wheel in embryo passes to a special rolling 
mill, where it is subjected to the action of five rolls, “One bears 


directly against the tread and -Яапре and shapes the same; two 
bear against the side of the rim and roll it to the proper width, 


while the last two are forced against the web and the under side 


of the rim with a pressure of about 250 tons, and, rotating the 


whole between them, roll the web down to the proper thickness. 


З This rolling process occupies about three minutes.” 

Still at a bright heat, the wheel is carried to another press, in 
which the proper disk is given to the web. After this process 
“there will not be a variation of more than 4, in. in the diameters 
of whecls of the same nominal size." The physical properties of a 
wheel thus made are said to be superior to those of stcel-tired wheels. 
We do not gather that the wheel had been put to practical use at the 
date of the article, but there' сап be no question of its running when 
once the vast difficulties of manufacture have been overcome, and 
that seems to be an accomplished fact. Nothing is said about the 
comparative cost of the usual tired-whecl and this new one-piece 
wheel, nor is it stated that tires may be shrunk on after the 
“ natural tire " is worn down, but there ought to be nothing in the 
way of that being done. 

We have a suspicion that something similar, or identical, has 
been worked out by an English firm of wheel makers, and if that 
is во, perhaps the firm in question will give us an opportunity of 
supporting British industries! 


Single-Phase Railways.—T wo interesting pápers upon 
"Tine Construction for Single-Phase Railways" were read on 
March 24th before the American Institute of Electrical Engineers, 
and they deal with the line construction suitable for use on a standard 
steam railroad, when converted to electric traction, where a ser- 


viceable system is required reliable for several thousand volts, and 


equal in durability and cost of maintenance to the bridges, track, 
and other portions of the standard steam road, making due allow- 
anot for somewhat less expensive construction on the lighter inter- 
urban sections. 

For bracket-arm construction, the arm is a T-iron supported by 
в tension rod at its outer end, and fitted at the inner end with lugs 
screwed to the pole. The corrugated porcelain insulator, mounted 
on а sleeve on the T-iron,,is protected by guard loops from a 
derailed trolley, and the steel supporting cable, or messenger, is 


‘slung from a clamp round the insulator; the hangers from mes- 


senger to trolley wire are spaced 10 ft. apart, are stiff, and are of 
such а length as to keep the trolley wire horizontal, ensuring free- 
dom from twisting, but have just sufficient flexibility to .allow 
small vibrations to pass on, and to entirely obviate the tendency iu 
rigidly supported spans for waves to be reflected from these fixed 
points with the usual flashing as the wire is lifted from the trolley. 
It is recommended that the spaus be 120 ft. on a straight track, 
the galvanised steel messenger cable being strained to a tension of 
2,000 Ib., and having an ultimate strength of 6,000, with 000 
grooved section trolley wire. For four-track roads, the most per- 
manent type of construction is that of the signal bridge type span- 
ning the track, carrying the semaphores, cables, trolley wires and 
feeders, and placed for straight tracks 300 ft. apart. It does not 
follow that semaphores will be fitted to all these bridges, and those 
without semaphorescan be of lighter construction, as also the bridges 
in places where the railway land permits of guy cables. A test of 
the insulation made under snowclad conditions for 2,500 ft. of 
iron-bridge work, and five miles of single catenary construction, 
gave a leakage of 1 ampere at 6,000 volts. 

In the diseussion following the reading of the paper, it was 
generally agreed that for interurban electric lines the conductor 
pressure should be from 3,000 to 6,000 volts; for the electrification 
of steam roads the pressure could be from 6,000 to 15,000 volts, 
and for collection of current a bow collector for interurban work, 
and а contact arm for steam road installations, would allow the 
location of the contact wire to be standardised. 


Water-Power in Austria.—Since the commencement 


of the construction of the new railways in the Austrian Alps, the 


question of introducing electric locomotion instead of steam for 
working the lines has received consideration. The State Railway 
Authorities have now referred to the districts of Halleiu and St. 
Johaun for examination, à scheme which aims at the utilisation of 
the water-power of the Salzach between the Concordiahutte and 
Golliug on the Salzburg-Innsbruck State line. It is estimated that 
by damming the river and installing turbo-generators, it would be 
possible to obtain 6,300 kilowatts at the lowest level of the river, 
and this power could be used for operating one or more of the 
Alpine railways, as, for instance, the Tauorn line and the Karewanken 
line. 


The Electro-Technical Association of Italy.— The 


following is a list of papers recently contributed at the various 
centres of the Association :—“ Electric Traction with Monophase 


Motors,” by Engineer U. Segre, Naples; Тһе Monophase Motor 
in the United States,” by E. Solieri, Turin; “ Considerations of 
Electrical Measuring Instruments," by V. Arcioni, Milan; “The 
Osmium Lamp as a Standard of Light," by G. Revessi, Rome; 
“Some Considerations on the Projected Hydro-Electric Installa- 
tion of the Municipality of Turin," by E. Silvano, Turin; “The 
Osmium Lamp in Relation to Modern Theories of Radiance,” by 
G. Revessi, Rome; “The Modern. [ncandescent’ Lamp,“ by Prof. P. 
Montu, Naples; ‘Considerations on Conductors Forming Parts of 
Coherers," by C. Cradeli, Rome. There is so much sound and 
substantial matter in the papers comprised in the above list that it 
is a matter for regret that thev cannot be translated cn bloc, and 
republished in our own language—or, put in other words, we are 
still suffering for the misdeeds of our forefathers iu connection 
with the construction of the Tower of Babel. 

The subject of the first paper, Eleetric Traction with. Mano- 
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phase Motors," is one of the most, if not the most, important 
problem to-day awaiting а complete solution; that it is 
being solved there is ample evidence. The author con- 
siders that .the problem has not been attacked so heartily 
in Europe as it should have been, on account of the success that has 
been achieved with polyphase motors for traction purposes He 
points out, however, that the polyphase motor must of necessity be 
practically a constant-speéd motor, and again, that at least two, if 
not three, overhead conductors become necessary, with their 
numerous supports and more complicated connections. The single- 
phase series motor is therefore cagerly sought after, and amongst 
those diligent in the search is mentioned Dr. Finzi, of Milan. The 
induction motor is condemned for traction purposes owing to its 
weak starting effort. To construct a single-phase compensated 
series motor it is necessary to carefully balance the number of 
turns on the exciting magnet and on the armature, making the latter 
comparatively strong; but if certain limits are passed, the reaction 
and self-induction of the armature increase and outweigh the 
diminished action of the magnets. To avoid this, the only way is 
to compensate the reaction of the magnets by a stationary coil round 
the magnets, which is energised by being coupled in series with the 
armature, or by being closed upon itself when an induced current is 
produced. "Various questions are then dealt with as to the security 
of working, the weight per horse-power, the necessary space 
required, the starting losses, regulating facilities, and other matters. 
In concluding, the author contends that the commercial single-phase 
series motor and its system of regulation are no longer matters of 
conjecture; he points out that the generating stations supplying 
such motors must be well provided with plant, as it will not be 
possible to use accumulators from which to draw at times of excep- 
tional load. | 

Both papers written by G. Revessi, of Rome, and read before 
that section of the Association on the subject of Osmium Lamps,” 
are of a highly technical nature; the conclusions are drawn from a 
series of experiments conducted at the Royal School for Engineers 
at Rome with instrumente lent by the President of the Association, 
Prof. Ascoli. The summary of the qualifications of the osmium 
lamp is given in the following terms :—The possibility of obtaining 
material of the highest quality and the very high temperatures at 
which this can be worked contribute to the superiority of the 
osmium lamp over the carbon filament lamp; the fact that 
the luminous value of the lamp remains constant, and likewise the 
current that it consumes, are points jn its favour, whilst the white- 
ness of the light, owing to the elevated temperature, makes it more 
beautiful. The osmium lamp may not be the final step in incan- 
descent illumination, but theory indicates that it is a long step in 
the right direction. | 

The paper contributed by Mr. Silvano concerning the hydro- 
electric installation projected by the municipality of Turin is an 
open criticism on the estimates and general character of the pro- 
posed work. In reading the paper one inclines to the idea that the 
author bas had a toc trodden on by the enterprise of the local 
authority, but towards the end of the paper it is clearly stated that 
he has no interest whatever in putting forward his ideas beyond 
that of a practical engineer desiring to see public mistakes avoided. 
In all cases, however, of rrojected installations, very many matters 
must be decided on the opinion of some engineer, and 
it is at almost every matter of opinion that the Turin adviser has 
given that Mr. Silvano aims his criticisms. The generating works 
are to be established at Chiomonte, a distance of 60 km. from the 
city, and the estimates for hydraulic works and buildings 
amount to about £106,000, machinery £650,000, lines 436, 000, 
preliminary expenses £12,000, contingencies £3,600; these figures 
total to £207,600, against which Mr. Silvano shows reason to antici- 
pate a cost of at least £250,000. The cable network and sub- 
stations in the city are estimated to cost a further sum of £127,000; 
included in this is an item of £41,000 to be spent on an overhead 
distribution line working at 200 volts three-phase. The author 
remarks that there are already five other systems working in various 
parta of the city, all at different voltages, and of continuous, single, 
and three-phase varieties. “What a delightful state of affairs for 
the private consumers, the manufacturers, the installation firms and 
the vendors of machinery !" 


The Conductivity of Coherers.—The operation of 
coherers consists mainly in rays of electrical energy striking loose 
metal powder and rendering this conductive of electric currents as 
long as no other influence annihilates this temporary conductivity. 
The mechanism of this process is far from being elucidated, and as 
‘a contribution to the knowledge of coherers, Mr. R. Tholdte (in the 
Annalen der Physik, No. 9, 1905) suggests ascertaining whether 
below the critical potential difference (the minimum potential 
difference required for the occurrence of the coherer etfect), the 
resistance of the coherer can be reduced by other means, e.g., by an 
increased ionisation. Experiments made by the author show the 
resistance of the coherer to be really decreased under the iufluence 
of radium by appreciable amounts even below the critical potential. 
The conductivity of а coherer produced by short-circuiting is found 
to be considerably increased under the influence of radium. From 
the above it is inferred that the conductivity of coherers depends 
on two factors, viz., electrical vibrations and ionisation. 


The Water Ozonising Plant at Bréda. — A 
description has been recently published of the plant which has been 
erected at Ginneken for the purification by means of ozone of the 
water supplied to the town of Bréda in North Brabant, Holland. 
The crude water is taken from the river Mark, and is of very 
irregular composition. It has a yellowish brown colour, and con- 
'tains much organic matter, decomposing from 20 to 32 milli- 
grammes of permanganate per litre. Bacterially the water is bad, 


yielding on an average 6,000 colonies per cc. after two days of 
culture. The river passes through a highly manured and cultivated 
country, and receives much surface water as well as many drainage 
dykes before it arrives at the intake, and so the supply is liable to 
contain pathogenic micro-organisms. The whole of the power 
required to filter, raise, ozonise, and distribute the purified water is 
taken from the central station which supplies the district round 
Bréda with electri¢ light and energy; where the dynamos, partly 
giving direct current, and partly alternating, are driven by gas 
engines fed with anthracite gas from Stockport producers. After 
filtration throngh gravel and sand, the water is raised to a tank 
holding about 7,000 cb. ft., which is supported by a masonry tower 
97 ft. high. The total power consumed in the waterworks is 15 Kw. 


` for a supply of 4,500 gallons per hour, 9°5 Kw. being direct current, 


and 5'5 alternating current. In case of fire, however, the supply 
can be increased to 13,000 gallons per hour at a pressure of 2°5 
atmospheres. Thore аге 12 ozonisers of the Schneller type, with 
glycerin resistances, 10 being usually in action at one time. 
They absorb on an average 500 watts each. From a report 


signed by M. Léon Gerard, it appears that the treatment with 


ozone destroys nearly all the bacteria in the water, and is much 
more efficient than any system of sand filtration. The latter 
usually leaves 150 colonies per cc;; but 50 per cent. of the 
ozonised samples were found sterile at the end of three days, and 
20 per cent. after six days. B. coli always disappears, although 
the treatment lasts only 40 seconds. The chemical qualities of the 
water are also improved, as shown by the figures obtained by Dr. 
Gorter for the water of the Mark before and after purification 
(milligrammes per litre): permanganate destroyed (before) 30°8, 
(after) 16:5; free ammonia 0:190, 0'025; albuminoid ammonia, 
0:28, 0°20; total solids 174, 170; organic solids. 52, 44. The 
amount of chlorine (16:5) remains virtually unaltered. It is said 
that the entire treatment removes 43:5 per cent. of the organic 
matter in suspension in the water, 9 per cent. being removed by the 
ozone alone. The purified water is fully aerated, has a pleasant 
fresh taste, and contains no ozone or foreign matter; its colour is 
perfect. Under the conditions that obtain at Bréda the cost of the 
whole operation is about 5 centimes per cubic metre, of which 1'17 
centime represents the ozone employed ; the former figure includes 
all the direct expenses, as well as interest on tlie money sunk and 
depreciation on the plant. 


Protection in America.— American manufacturers 
appear to us to be extremely inconsistent in railing at their Custom 
House and its ways. Uncle Sam's Customs officers lie in wait for 
foreign material and mulct somebody in about half the value or 
more of the article. When, however, such an article happens to 
be а piece of turned rod sent from Scotland to be finished аза 
sample of what a certain tool will perform, the man who has to 
pay the duty on the sample piece writes wrathfully to the American 
AMachinist to complain. Now the American tool-makers have been 
іп the past among the most powerful upholders of a high tariff 
upon British-made goods, and it is hardly fair that after so many 
years of their Customs officers’ assistance in a million cases there 
should be such a hübbub overa paltry bit of turned bar. Americans 
have required many years to find out what is now described as tho 
foolishness of their Custom House, and there are no such grumblers 
and squirmers as Americans at the small matters of which our 
Customs officers must take note—chiefly, we believe, pirated 
editions of English authors, whom the American publie refuses to 
acknowledge as entitled to any reward for the authorship of the 
books they read. Americans are anxious to do a foreign trade, but 
they still lack the understanding which would show them that 
though trade is carried on upon a basis of referring all goods to а 
single standard of cash, there is little or no cash really passing to 
and fro. Cash does pass to and fro in small quantities, but only to 
the extent that electricity passes to and fro through а balancer 
between the two sides of a distribution system. The Americans 
think that by tariffs they can take up a constant flow one way 
through the equaliser of trade balances. They cannot. 


Metallic Peroxides.—Peroxides of various metals are 
among the recent interesting productions of ¢lectro-chemistry. 
Sodium peroxide is now being put on the American market i a 
fused condition, in which form it is stated to be much more per- 
manent in air than earlier specimens were. Under the name of 
“ oxone,” it is sold in rectangular blocks weighing 70 grammes each. 
When brought into contact with water it evolves oxygen, just as 
calcium carbide evolves acetylene in similar circumstances, the gas- 
making power of oxone being 59 litres of pure oxygen per pound. 
It is employed by optical lantern operators, and also, we believe, 
forthe production of the oxygen which is required in certain types 
of the oxy-acetylene blowpipe. Experiments have also been 
carried out upon the manufacture of a calcium peroxide of 60 or 65 
per cent. purity. This substance is insoluble in water, but evolves 
oxygen on heating or in contact with moist organic matter. It is 
therefore proposed to use the peroxide in the sterilisation and pre- 
servation of articles of food, for the “treatment” of wine and 
spirit, and for various therapeutic objects. A magnesium peroxide 
of 25 to 32 per cent. purity can be employed for the same pur- 
poses. According to Dr. Von Foregger, a tablet containing 
0`1 gramme of magnesium peroxide and 0:5 gramme of citric acid 
dissolves easily in 1 litre of water, sterilising the liquid completely 
in two minutes. A 50 to 60 per cent. zinc peroxide may be 
employed in the preparation of antiseptic surgical dressings. 
Although not itself a peroxide, sodium perborate, which contains 
100 per cent. of Na BOs + 4H,O, may be dissolved in water so as 
to obtain a “ 50-yolume" solution of hydrogen peroxide; and the 
latter is exceptionally useful for bleaching purposes. Electrical 
ozone is also being used in the form of ozonised air to oxidise 
isocugenol in the manufacture of vanillin from oil of cloves. 
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OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 

· ELECTRICAL REVIEW posted аз to their movements. ] 


Central Station Engineers.—Mr. S. Gipson, station 
fitter at Oban Electricity Works, and Messrs. G. Е. GREGORY and 
C. F. Reeve, both shift engineers under the Northampton Electric 
Light and Power Co., have been appointed senior and junior shift 
engineers at the Cambuslang electricity works of the Lanark 
County Council. There were 134 applicants for the former position, 
and 189 for the latter post, making a total of 323 candidates. 

At a recent meeting of the East London T.C., it was decided to 
award a special bonus of £50 to Mr. Prescor ADKINS, of the Town 
Electrica] Engineer's Office, for extraordinary services performed 
during the absence from duty of the town electrical engineer 
through illness. 

Mr. RALPH Lomax, of the Stockport Corporation Electricity 
Works staff, was married at Darwen last week, to Miss Margaret 
Hodgson, daughter of Mr. J. E. Hodgson, of Darwen. 

Dundee Tramway Committee has lately been called upon to 
define the exact positions occupied by Mr. Н. HicHARDSsON, the 
city electrical engineer, and Mr. PETER FisHER, the tramways 
manager, in relation to one another. The former gentleman 
claimed the title electrical and tramway engineer, but, in reply, 
Mr. Fisher made a statement showing the part he had been called 
upon to fill in connection with the design and equipment of the 
cars. In the end the Committee resolved that Mr. Richardson 
should be designated ''consulting tramway engineer" in addition 
to being styled electrical engineer. 

Mr. PAKENHAM W. Bearry, who has been acting for the past 
eight months as temporary assistant to Mr. HERBERT W. Busu, 
resident engineer andfimanager to the Urban Electric Supply Co., 
Ltd. Newbury, is leaving Messrs. Edmundsons to take up a 
position with the London Underground Electric Railways Co. Mr. 
Beatty has been with Messrs. Edmundsons for some five years at 
Woolwich, Glossop and Newbury. 

The Electric Lighting Committee of Bermondsey reported at 
the Council meeting on Tuesday having appointed, during the 
vacation, Mr. A. К. Guxphy, engineer-in-charge at St. Pancras, 
to be third engineer-in-charge. Mr. Gundry had taken up his 
duties. | 


The Johannesburg Council has now confirmed the appointment, 


(mentioned in our last issue) of Mr. J. F. I. Tomas, as general 
manager,of the Lighting and Tramways undertaking. 


Tramway Officials.—The Tramway Committee of the 
South Shields T.C. on Monday decided to recommend the Corpora- 
tion to amalgamate the offices of tramway manager and electrical 
engineer, and to offer the post to the present electrical engineer 
(Mr. J. Н. CAWTHRA), his salary to remain as at present for а усаг. 
It was also decided to appoint a trattic manager under Mr. Cawthra. 


General.—On Thursday evening, August 31st, Mr. 
S. L. BRUNTON, late works manager to Messrs. Crompton & Co., 
Ltd., was presented with a silver tea aud coffee service by the staff 
and employés at the Arc Works, Chelmsford. The presentation 
took place in the men's recreation room, and a very large number of 
the staff and workmen were present. In the absence of Mr. W. A. 
Prick, the works manager, Mr. A. J. Hopason, manager of the are 
lamp and switch department, made a brief speech, in the course of 
which he said that Mr. Brunton had held the position of works 
manager for a considerable number of years, and during that time 
had seen many changes. Не had held the reins through very 
trying times—in fact, since he first took charge, the whole elec- 
trical world had been turned upside down. Не had got through a 
tremendous amount of work, including the complete building up of 
the present Arc Works, which, so long as they stood, would remain 
a monument to his energy and ability. Through it all he had held the 
esteem of his staff and employés, and his retirement was universally 
regretted. Personally, he (Mr. Hodgson) had spent some seven years 
directly under Mr. Brunton; he owed a great deal to his guidance 
and help. He could not wish to serve under a kinder ora better 
chief. On their behalf as well as his own, he wished Mr. Branton 
every success in whatever he took in hand, and also long life and 
happiness both for himself and his family. After a few words 
from Mr. P. G. CHEVERTON, Mr. W. BICKMORE and Mr. C. Berry, 
Mr. Hodgson made the presentation. 

Mr. S. L. Brunton, who was received with loud cheers, said that 
& works manager's position, having the directors on one side and 
the staff and workmen on the other, was not the casiest thing 
imaginable. He felt that whenever there had been any little dift- 
culty he had been met very loyally by everyone, and the difficul- 
ties had never been really serious. So far as his relations with the 
staff and workmen had gone, he thought he might say that without 
exception they had been pleasurable. He could only hope that the 
same feeling would continue with this company and that everyone, 
whether workmen or members of the staff, would preserve that 
spirit and be loyal to the management, because on this very largely 
depended the success of the company, and their own success was 
bound up with it. Although it was a very great pleasure to him to 
receive that handsome present, it was а still grcater pleasure to 
have heard the opinions that had been expressed. The best thing 
he could hope for himself in whatever he might be doing in the 
future, was that he might have a staff and workmen (if he had any 
workmen) with whom he would be able to preserve such good 
relations, Не concluded by wishing them all every success, He 


hoped that the work would flourish, and that there would be plenty 
of it to keep them all employed continually. 

At North Shields on 2nd inst., Mr. O. L. FaLCONAR, A. M. I. E. E., 
senior partner in the firm of Falconar, Cross & Co., of Newcastle- 
on-Tyne, was married to Elizabeth, daughter of the late John Bell, 
of North Shields. _ 

Мг. GEORGE Epwarp WRIOET, A. M. I. E. E., electrical engineer 
to the North-Western Railway, India, who returned to England on 
leave early last month, is engaged bere in connection with certain 
electrical plant which is now under supply for his railway. 

Mr. ANGE VTIAchos has been appointed Director-General of 
Posts and Telegraphs of Greece, vice Mr. N. Lamprinopoulos, 
deceased. 

Dr. J. ERSKINE Murray, who for many years carried on electrical 
research work under Lord Kelvin, and who was for some years chief 
experiment assistant to Mr. Marconi, has commenced business as 
consulting clectrician at 219, St. Vincent Street, Glasgow, his 
specialities being wireless telegraphs and the design of electrical 
and physical apparatus. 

Obituary.—Mr. F. L. Gascanp, the chief secretary of 


the Bureau International, died on June 19th last, and his office has 
been filled by Mr. J. C. HoMBERGER, the assistant secretary. 


NEW COMPANIES REGISTERED. 


Torquay Tramways Construction Syndicate Ltd. (85,659). 
—This company was registered on August 24th, with aca ital of £140,000 in £1 
shares, to adopt an agreement with the Dolter Electric Traction, Ltd., and to 
carry on the business of railway and tramway proprietors, suppliers of electric 
light und power, electrical engineers, contractors, metal workers, constructors 
and layers of cables, wires, and other requisites, manufacturers of rolling stock, 
Ke. The first subscribers (each with one share) are :—F. T. Medcalf, 9, Great 
St. Helens, E.C., solicitor; J. R. Marriott, Kibworth, Leics., solicitor; T. Н. 
Fidgen, Sefton Cottage, Forty Hill, Enfield, insurance agent; H. 8t. J. Browne, 
12, Gordon Mansions, W. C., gentleman; W. Eucott, 29, Powell Road, Clapton, 
N. E., gentleman; С. T. Lissenden, 24, Arica Road, Brockley, S.E., gentleman; 
and P. R. Reeves, 186, Chamberlayne Wood Road, Kensal Rise, N. W., short- 


- hand writer. No initial public issue. The number of directors is not to be less 


than three nor more than seven; the first are L. B. Schlesinger, H. N. Lubbock 
and J. T. Jervis; qualification, £100; remuneration, £50 each per annum 
(chairman £50 extra) with an increase according to profits. Registered office, 
Queen Anne's Chambers, Westminster, 8.W. 


Surrey Syndicate, Ltd. (85,669).—This company was 
registered on August 25th, with a capital of 46,000 in £1 shares, to adopt two 
agreements, the parties to which are not named, the first being for the acquisi- 
tion of an invention for improvements in printing telegraph machines, pro- 
tected by patent No. 15,598 of 1901, and the second for the acquisition of similar 
improvements protected bya French patent, No. 306,408, and a German patent, 
No. 134,995, to carry on the business of a telescriptor, veloscriptor, telephone 
and telegraph company, to establish, work, manage, control and regulate 
electric-recording systems, &c. The first subscribers (each with one share) 
are :—C. O'Malley, 57, Ladbrooke Grove, W., solicitor; H. Jordan, 121, Hyde- 
thorpe Road, Balham, clerk; C. Jones, 36, Claremont Road, Staines, clerk; 
С. Н. Cox, 14, Alperton Street, Queen's Park, W., clerk; W. Н. Lewis, 171, 
Summerhill Road, Dulwich, S.E., clerk; J. H. Lynch, 18, Maitland Park Villas, 
Haverstock Hill, N. W., surveyor; and W. Liquorish, 21, Westmoreland Street, 
Pimlico, S. W., serjeant commissionaire. o initial public issue. The sub- 
scribers are to appoint the first directors. f : 


Burgess Hill and District Electric Supply Co., Ltd. 
(85,698).—'This company was registered on August th, with а capital of £5,000 
in £1 shares (2,000 5 per cent. non-cumulative preference), to adopt an agree- 
ment with W. Simms, trading as Simms & Co., electrical engineers," of 
Hamilton Road, Felixstowe, and to carry on at Burgess Hill, and elsewhere in 
Sussex, the business of an electric light and power company, and that of 
electrical and general engineers, electricians, manufacturers of and dealers in 
all kinds of electrical apparatus and accessories, &c. The first subscribers 
(e^ch with one share) are :—-W. H. de la Tour d'Avergne Findlay, 11, Prospect 
Place, Burgess Hill, architect; Н. Aldrich, St. Margaret's, Burgess Hill, 
merchant; W. B. Welch, Wolstonbury, Burgess Hill, surgeon; A. G. Davey, 
Church Road, Burgess Hill, fruiterer ; T. Sinnock, Burgess Hill, auctioneer 
and valuer; D. A. Davies, Church Road Chambers, Burgess Hill, solicitor; and 
O. S. Jaques, Erin Manor, Burgess Hill. No minimum subscription fixed. 
The number of directors is not to be less than four por more than seven; the first 
аге W. Н. de la Tour d’Avergne Findlay, H. Aldrich, W. B. Welch and A. G. 
Davey; qualification, £25; remuneration as fixed by the company. Registered 
office: Mr. Thomas Sinnock's offices, Railway Approach, Burgess Hill, Sussex. 


Volta House, Ltd. (85,706).—This company was registered 
on August 29th, with a capital of £1,000 in 500 6 per cent. preference shares 
of £1 each and 2,000 ordinary shares of 5s. each, to carry on the business of 
electricians, electrical and mechanical engineers, es Ter of electricity, manu- 
facturers of and dealers in electrical apparatus, &c. The first subscribers (each 
with one preference share) are :—A. Е. Н. Wray, 89, Berners Street, W., manu- 
facturer; C. A. Andrews, 23, Binfleld Road, S.W., medical electrician; R. P. 
Wray, A.M.I.C.E., 1054, Cheyne Walk, Chelsea, 8, W.: Н. Townsend, 5, Aboukir 
Street, Peckham, S,E., electrician: Н. Moston, 59, Salgrave Road, Shepherd's 
Bush, mechanical engineer; C. F. Andrews, 14, Store Street, W.C., bookbinder ; 
and P. Wray, 1054, Cheyne Walk, Chelsea, engineer. No initial publio issue. 
Registered without articles of association. Registered office: Volta House, 176, 
Wardour Street, W. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Sloan Electrical Co., Ltd. (61,528).—This company’s annual 
return was filed on August 22nd, when 5,000 A" preference, four "B" рге. 
ference, and 2,750 ordinary shares had been taken up out of & nominal capital 
of £15,000 in 5,000 '* A preference, 5,000 ‘‘B"’ preference, and 5,000 ordinary 
shares of #1 each. £1 per share has been called up on four B preference 
and 1,250 ordinary, and £1,254 has been received. 6,500 shares are considered 
as fully paid. Mortgages and charges: nil. | 


Bastian Meter Co., Ltd. (Westminster), (53,304).—Memoranda 

of satisfaction in full of a ратка dated December 30th, 1901, and of debentures 

uated October 20th, 1904, securing £6,000 and £2,600 respectively, have been 
ed. 
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Newcastle and District Electric Lightin Co., Ltd. (28,022). 
—A trust deed, dated August 8th, 1905, to secure £150,000 debenture stock created 
by resolution of June 2nd, 1905, has been registered. Property charged: Freehold 
land and generating stations at the Close, Newcastle-on-Tyne, and at Leming- 
ton, leasehold land and generating station at Forth Banks, Newcastle-on-Tyne, 
any money resulting from compulsory sale under any contract prior to date of 
trust deed, or under any Provisional Order or Act of Parliament, and the com- 

's general assets, present and future, excluding uncalled capital. Trustees: 
W. Mit arn, 190, Fenchurch Street, E.C.; E. Waterhouse, 3, Frederick's Place, 
Old Jury, E. C.; and W. Greenwell, 2, Finch Lane, Е.С. 


Fife Electric Power Co., Ltd. (75,736).—A trust deed, dated 
August 15th, securing £15,000 debentures created by resolutions of June 6th and 
August 15th, 1905, has been registered, together with a disposition and an assig- 
nation, both of even date, executed in pursuance thereof. Property charged (by 
trust deed) :—The company's general assets, present and future, including un- 
called capital ; (by disposition) ground and generating station at Townhill, Dun- 
fermline ; (by assignation) right to railway siding agreement. Trustees: К. E. 
Walker, Translylaw, Dunfermline; Lieut.-General Sir Richard H. Sankey, 
в. R. E., 82, Grosvenor Place, 8.W.; and H. Mungall, 20, Royal Terrace, 

inburgh. - 


A. J. Harris & Co., Ltd., Electrical Engineers, Bradford 
(85,118).—Issue on August 16th of £1,000 debentures, part of series created July 
19th, 1905, to secure raat d charged on the сопрат undertaking and 
property, present and futur, including uncalled capi No trustees. No 
previous issue of same series. 


Seottish House-to-House Electricity Co., Ltd. (29,232).—A 
mortgage or charge for £1,500, dated August 24th, 1905 (supplemental to a lien 
dated March 81в%, 1904), has been registered. Property charged: The Coatbridge 
and Airdrie undertakings and the company’s general undertaking and property, 
presens and future, including uncalled capital. Holders: County of London 

lectric Supply Co., Ltd. 


ELECTRIC TRAMWAY ACCOUNTS. 


THE Glasgow Corporation tramway accounts 


Glasgow for the year ending May 31st last form a most 
Municipal interesting record, which will doubtless 
Tramways. attract attention from a far wider circle than 


that represented by the “ guid folk of Glasga." 
Financially, the undertaking is & prosperous, nay, wealthy concern, 
as will be gathered from the following figures at the date 
mentioned :— 

The total amount of borrowed capital was £2,044,644; the 
amount of interest and sinking fund repaid was £247,805; the 
balance standing to the credit of the depreciation and permanent 
way renewals fund is now £777,637, and a further amount of 
£32,590 is credited to a general reserve fund. Furthermore, since 
the tramways were opened in 1894, the ratepayers have received 

‘out of the profits payments to the common good amounting to 
£156,760, and the buildings, generating and tramways plant have 
been kept in an efficient condition out of revenue. We are not 
aware of any tramway in the world with such a creditable record 
as this, and the Glasgow authorities may well be excused the 
pardonable pride with which they regard their undertaking. 

From the report we gather that the result of the year’s working 
shows that the income amounted to £764,791, and the working 
expenses to £387,167, leaving a gross profit of £377,624. The gross 
profit of £377,624 has been applied in meeting the rental of Govan 
and Ibrox tramways, payment to Paisley District Tramways Co., 
interest on capital, sinking fund, income-tax, depreciation and 
permanent way renewals, Parliamentary expenses, and annual 
pay ment to the common good, these payments amounting in all to 
£287,438. The net balance remaining amounts to £93,298, of 
which £68,500 has been applied in meeting special depreciation on 
buildings, ducts, cables, overhead equipment, and power station and 
sub-stations plant, the balance of £24,798 being added to the general 
reserve fund. | | 

The total route mileage in operation amounts to 734 miles, of 
which 54 miles are leased, and the population served by tramways 

‚ (city and suburbs) is one million. From the analysis it will be 
seen that the last year’s results compare very favourably with those 
of the previous year ; the average profit per car-mile was fraction- 
ally less than in 1904, but the total profit over the increased mileage 
showed a considerable increase. 

In accordance with agreement the electricity department were 
supplied with 1,243,532 units, and it has been arranged that a con- 
stant supply shall be given to that department through the White- 
vale sub-station, also that in the coming winter the output of three 
engines shall be at the E.L. department’s disposal. 

From the power statistics we gather that ordinary working 
expenses, inclusive of repairs to steam and electrical plant, &c., 
amounted to ‘30d. per unit. Taxes, premiums and management 
brought this up to '35d., and the further addition of interest, sinking 
fund and depreciation made a total of 1:13d. per unit. The maxi- 
mum load on the power station was 8,517 Kw., and exclusive 
of the supply to the electricity department, 6,300 xw. The load 
factors in the two cases were 30'8 per cent. and 41 per cent. 
respectively, 


GENERAL STATEMENT. 


For 12 months ending May 3lst ... 1905. 1904. 
Length of route ... ahs ne ..| 732 miles. | 72 miles. 
Total length of track n 1441 „ 140 „, 
Average number of cars in use 448˙59 462˙12 
Car-miles run ... 288 fes 17,943,595 | 16,291,082 
Passengers carried per annum... 195,767,519 | 188,962,610 
Capital expended to date £2,776,246 | £2,699,776 
Traffic receipte ... s £756,480 £717,893 
Total receipts ... m £764,791 £724,851 
Working expenses £387,167 £350,820 
Gross profit £377,624 £368,031 
Income per car-mile ... den cde 10˙23d. 10°68d. 
Working expenses per car-mile se 518d. 526d. 
Interest and sinking fund per car-mile 1°30d. 1:6?d. 
Rental of leased lines... . ... s 08d. 07d. 
Total expenses per car-mile ... 6:564. 6:95d. 
Profit or loss per car-mile 3:67d. 3°73d. 
Cost of energy per car-mile ... 324d. 30d. 
Average fare per passenger 93d. 91d. 

н „ charged per mile "46d. 45d. 
Revenue per mile of route £10,335 £10,067 
Expenditure per mile of route £5,232 £4,956 
Total tramway units used . | 20,268,407 | 15,372,609 
Tramway units used per car-mile 113 '94 
Percentage o£ working ex'es to receipts 50°42 49:25 


The gross profit of £377,624, together with interest on surplus 
revenue, making a total of £380,736, were allocated as follows: 


Interest on capital... £49,906 
Sinking fund ы us 46,919 
Income-tax ... nei iv ПЕ: ЭЗ € x 5,434 
Rental of Govan and Ibrox Tramways... 5,081 
Payment to Paisley District Tramways Co.  ... 915 
Depreciation 25 "D T is 81,115 
Permanent way renewals fund .... 72,177 
Parliamentary expenses ... as ius dus 891 

Payment to common good in terms of arrange- 
ment sis oes en -— ius T 25,000 
Net balance... 93,298 
£380,736 


'The net balance was appropriated as stated previously. In con- 
clusion, we may say that Mr. Jas. Dalrymple is the general. 
manager, he having succeeded Mr. Jobn Young in October last. 


CITY NOTES. 


Yorkshire Electrie Power Co. 


THE directors’ report to be presented at the half-yearly meeting to 
be held at Ravensthorpe, on Tuesday, September 26th, reads:— 
“Since the last report the first two turbo-generators have been 
erected in the Thornhill power station, and are now working,. It 
is expected that the third turbo-generator, which will complete the 
present order for generating machinery, will be installed during the 
autumn. The equipment for sub-stations at Thornhill, Mirfield, 
Gomersal, and Pudsey, is practically completed and is now in use. 
The transmission mains referred to in the January report have been 
laid, and the distribution mains and service equipment necessary to 
connect consumers are being proceeded with. A supply of energy 
was given to the Mirfield Urban District Council on July 7th, and 
to the Pudsey Corporation on August 23rd, and the supply to other 
consumers is being given as their installations are ready. It is 
satisfactory to report that it has been possible, without serious 
opposition, to arrange clauses in the Parliamentary Bills affecting 
the company, by which the interests of the company have been pro- 
tected. At the conclusion of the general business an extraordinary 
1 will be held to consider the desirability of passing, and if 
deemed expedient, to pass necessary resolutions to obtain further 
moneys to develop the company, and the transmission mains 
into other districts in which a good demand for power is anticipated. 
The meetings will be held in Ravensthorpe to give shareholders the 
opportunity to visit the power station and other works of the com- 
pany in the neighbourhood.” : 


United Electric Car Co., Ltd., Preston.— The report 
of this company (late the Electric Railway and Tramway Carriage 
Works, Ltd) for the year ending June 30th, 1905, says that the 
works have been efficiently maintained as regards buildings and 
machinery, the cost of which has been charged against revenue. 
After paying debenture interest amounting to £2,500, and charging 
£4,315 for depreciation, the profit for the year is £15,189, to which 
is added £2,873 brought forward from last year, making a total of 
£18,062. The directors recommend a dividend of 8 percent, = 
£12,000; to carry to general reserve £2,000; and to carry forward 
to next year £4,062. 
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The Lancashire Electric Power Co. 


Tue tenth ordinary meeting of this company was held at Broad 
Sanctuary Chambers, Westminster, on Thursday, 31st ult., Mr. F. E. 
Gripper presiding. 

The CHAIRMAN said.he was pleased to be able to state that they 
were on the eve of commencement of supply. Their main cables 
were practically laid to Syindon and Pendlebury and Westhoughton, 
and the company would be in a position to supply those urban 
districts during the coming month. A provisional order had been 
obtained for the urban district of Tottington and the laying of 
their main cable through that district and on to Bacup was well in 
hand, and by the end of this, or early in the coming year, it was 
expected that the company would be fully working. 


+ 


Chloride Electrical Storage Co. 


THE annual general mecting of this company was held at the 
works, Clifton Junction, on .Wednesday, August 23rd, Mr. W. 
BaNNISTER, J.P., presiding. The report, which was published in 
our issue of August 14th, was.adopted. : 

The retiring directors— Messrs. W. Bannister and J. de Berniere 
Smith— were re-elected, and Messrs. Parkinson, Mather and Co. 
were reappointed anditors. 

The meeting closed with a vote of thanks to the directors and 
the staff for their services during the year, and to the chairman. 

An extraordinary meeting was afterwards held for the purpose of 
making certain alterations in the articles of association, which were 
unanimously decided upon. i 

The shareholders were subsequently entertained, and conducted 


through the new extensive works, the different processes employed 
being explained to them. | 


Stock Exchange Notices. — The Committce Пав 
appointed special settling days as under :— | 


Wednesday, September 18th.—Durham Collieries Electric Power Co., Ltd.— 


85,102 oye cent. cumulative preference: and participating shares of £1 each 
fully paid, Nos. 1 to 85,102. 


London United Tramways (1901), Ltd.—Further issue of £300,000 4 per cent. 
first mortgage debenture stock. 


And ordered the undermentioned securities to be quoted in the 
Official List:— | y 2 А | 

London United Tramways (1901), Ltd.—Further issue of £800,000 4 per cent. 
first mortgage debenture stock. 


River Plate Electricity Co., Ltd.—119,694 ordinary shares of £1 each fully pata, 
Nos. 1 to 119,687 and 120,601 to 120,507, 100,000 6 per cent. non-cumulative pre- 
ference shares of £1 each fully paid, Nos. 1 to 100,000, and £194,684 b per cent. 


debenture stock. 
Application has been made to the Committee to appoint a special 
settling day in and to grant a quotation to:— 


Electric Supply Co. of Victoria, Ltd,—£160,000 6 per cent. first mo е 
debenture Mick. ' Е = 


J. Stone & Co., Ltd.—920.000 5 per cent. cumulative preference shares of £10 
each, fully paid, Nos. 1 to 20,000. 


Isle of Thanet Electric Tramways and Lighting Со. 
—The directors have issued a circular to the shareholders, stating 
that in view of the recent accident at Ramegate the board has 
decided to defer making any payment on account of the second 


half-ycar' preference dividend, usually paid on September 1st, 


until after the accounts for the company’s financial year, which 
ends on September 30th, are made up and audited. 
<= 


Stewarts and Lloyds.—The directors have declared an 
interim dividend at the rate of 9 per cent. per annum on the 
ordinary shares for the half-year ended June 30th last. 


Utah Light and Railway Co. of Salt Lake City, 


U.S. A.— Summary of earnings and expenses for June, 1905 :— 


1905. 1904. 
Gross income. Е i sa .. 8108, 125.98 8102, 419.70 
Less operating, general and maintenance 
expenses oe "T T = e 71,840.67 67,247.82 
Net from operating 236,285.31 235,171.88 


Chelsea Electricity Supply Co.—The directors have 
declared an interim dividend on the ordinary sbares for the half- 
year to June 30th of 28. За. per share, or at the rate of 44 per cent. 
per annum, payable September 15th. 


South Metropolitan Electric Light and Power Со, 
~The warrants for the payment of the dividend on the 7 per cent. 


eumulative preference shares payable on August 3lst were posted 
last week. | 


STOCKS AND SHARES. 


Lo — 


Wednesday evening. 
SPECULATION rather than investment is providing the main busi- 
ness of the Stock Exchange, although “ peace markets" in all 


Always something " 


departments are the order of the day. The cloud of dearer money 
is plainly perceptible, and while the Stock Exchange can easily 
stand a higher Bank rate, the possible raising of the minimum 
induces a certain caution that goes some way to restrain prices. 
Thus again is verified the Stock .Exchange saying that ''there is 

to check business. RN 

Falls are very inconspicuous in the electrical prices. The section 
to show the most marked strength is that devoted to telegraphs 
and telephones, where trade has broadened out considerably under 
the kindly influence of investment purchases. Globe Telegraph 
and Trust Preference shares are 3 harder, an index to the improve- 
ment in prices generally. The Eastern group, for some time 
dormant, begíns to attract more attention, and Eastern Telegraph 
Ordinary is again a point higher at 1454, though China. shares 
remain at 14, which is relatively too low. The declaration of peace 
will, it is considered, be a good thing for'both companies, because 
any loss of war trafüc should be more than compensated by the 
impulse given to commerce. Amazon shares recovered бв. of their 
sharp drop, and the debentures, to which attention was directed 
here a fortnight ago, are 7 up. Cuba Telegraph Preference rose j 
to 18, upon the remarkable progress now being made by the island. 
West African Telegraphs have improved a further 5s., despite 
the deadness of the “Jungle” market, and West India Second 
Preferences have been singled out for favour. Another 10s. 
advance took Indo-Europeans to 534, but Great Northerns have 
not moved from 354, although the close of the war should also 
benefit this company's lines. A few Debentures rose a point, and 
the only falls to be recorded are in Anglo-American Telegraphs, 
where Ње “А” and “В” stocks are both easier. 

Following the strength of this market, Telegraph Construc- 
tions put on 30s, making 2 rise of 50s. in two weeks. There 
are very few shares in supply, and several persistent buyers. 
Henley's are also distinctly better, the rise of 4 to 124 being in 
addition to-the recovered dividend of 3s. per share taken off last 
week. The Preference are er 2s. 3d., and are nominally 4 lower at 
5}, but the Debenture stock at 110 ex 2] per cent. interest, ls un- 
changed from its previous cum dividend price. British Insulated 
Ordinary and Preference each rose 5s., and the Debenture stock а 
point. 

Other alterations in the manufacturing division comprise improve- 


ments of ук in Electric Constructions to 13, and of a point in 


Crompton Debentures, while Callenders Debenture came into 
renewed demand, and is 14 up. 

Amongst electrical railway stocks, Central London Ordinary 
spurted 2 to 91, upon its inclusion in the range of 44 per cent. stocks, 


uh 


for which investors are searching the markets, City aud South 


London found buyers at 418. Districts remain at 36, and 
Metropolitan put on the fraction at 92}. Great Northern and 
City Preferred are ignored at 5j, Brompton Ordinary are 84, and 
the Debenture stock is 753, which is 4 higher than the Charing 
Cross and Euston Debenture, both the latter being 75 per cent. 


paid. The reason for the excision of East London “ B" Debenture 


‘with an improvement of 5s. at 71. 


from the Official List is the paucity of business negotiated in the 
stock, the price of which stands about 30. 


Electricity Supply shares are mostly better on balance, although 
slight weakness is displayed by Charing Cross City Undertaking 
Preference, Chelsea Ordinary, and Brompton Ordinary. Rises of 
4 have been secured by City Ordinary at 104, Edmundson's 
Preference at 6}, and Kensington Ordinary at 128. Metropolitan 
Ordinary and Preference are the same sum better at 108 and 51 
respectively, but Smithfields gave way z to 22. Business in this 
department is of the usual steady character, but the market has its 
share in the generally more active state of investment orders. 

Those new power companies are a long time making up their 
minds to face the music of a public issue. 
idea on the part of one of them to prepare a pamphlet for the 
general publie stating in understandable terms what an electric 
power company is and what it is intended to do. 

Traction issues are somewhat irregular. 
dropped another 4 to 84, the Preference keeping at 103. Anglo- 


Argentine Ordinary, marvellous to say, eased off to 9, and can be 


bought cheaper than this. A hint was given last week about 
Havana Electric coupon-bonds ; the price has risen 3 points to 99. 
Isle of Thancts are fairly active at a shade under 27, and London 


‘United Preference stay at 10. Notice must be made of а small 


rise in British Columbia Electric Preferred Ordinary to 1033. The 
Deferred at 1134 is also better, and might easily be put to 120. 
Belgrano Ordinary are 33. London Road Cars are 68, and L.G.O. 
stock about 125. | 

National Telephone descriptions ате а little harder, and United 
River Plate Preference rose à to 58, Chili Telephones going 4 better 
Oriental Telephones at 14 for 
each class of shares keep steady. 


British Electric Ordinary 


4 


It would be an excellent : 
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Stock Business done 
Present NAME or Dividends for the last 3 Queens week ended Rie - 
Issue iré four years. August Oth. | Sept. 6th. | Sent fth Fall 
M e E Ашы a ate ee fae Se OP э Жы „секши C Е ES NES 
$ 
| 1902. 1905. Highest|Lowest. | 
84,800 | African Direct Telegraph, 4 X Debs.. ..| 100 4 és 99 —102 99—102 © ; 
25,000 ak тости CO. 's shares, Nos. 1 to 25,000 10 Ni | 2— 81 B- 8 82 B £i 
119,7001 do. 5 % Debs., Ков. : ө 1,250 Кеа. | 100 Nil 75 — 80 82 — 87 88 794 —8 
Хиро йд Telegraph А ..  .. | Btock | 60/6 59 — 61 59 — 61 T x M 
8,118,210 | Do. до. 6% Pret, ei Stock | 6 68s 106 —107 1063—1 1 1 = 
9,118,210 | Do. do. do. Deferred $ Stock - 158— 158 15 — 15 1 1 = 
. 44, Chili Telephone, Nos. 1 to 44,000 5 6 — 1 7; + 
1, Commercial Cable Sting. 500 year 4 % Deb. Bk. Red. Stock | 4 * T 98 974 - 
16,000 | Cube Telegraph . p. ai 10 6459 % 95. 4 T 
6,000 Do. 10% Pref. .. .. .. 10 |10 | W—18 | 17— s +4 
12,931 | Direct алин Telegraph, Ord. m m s б 4 4% 8i— 9 . | e 
6,000 do. 10 96 Cum. Pref. А Б 10 4 А 9 – 9— 9 ES i 
80,000 Do. do. 44 % Debs. 50 X : 100 —103 100 —103 es 2 si 
60,7102 | Direct United States Cable 20 2 1ig— 113 11j— 12 1113 lg | +a 
74,500 | Direct W. India Cable, 148055 Reg. Deb., 1to 1,00,F В. | 100 44% g 100 —102 100 —102 2 js г 
4,000,000 Eastern Telegraph, Ord. S . . | Stock | 7 * 148 —146 144 —141 1462 E 11 
2,000,000 Do. X, Pr f. Sock 100 83 * : — 90 — 92 91 — 3 
1,896,814 Do. 4% Mort. Deb. Stock Red. Stock | 4 % Р 108 —110 108 —110 Pu Ds in 
800,000 | Eastern Extension, дознаеш, and China Tele. 10 1 * Р 193— 14 194— 14i 14 18{ 5 
602,400 Do. Deb. Stock . Stock | 4 % vs 1 107 106 —108 107 ee d 
800,000 det Afric. те. 4 Mt. Db. „1 to 8,000, red. 1909 100 4 * ; —101 —101 - T Р 
900,000 4% Reg. М. Debs. (Mauritius 20 ) 1 to 8,000 25 4 * | ` 1014—1084% 1014—1 а m “se 
180,887 | Globe Telegraph and Trust e 10 23 16 7 X . 1 1 1 11 11 103 + А 
180,887 Do. do. 6% Pref. .. 2. | 10 6% 7 i 144— 1 1 14g 354 of es 
150,000 Ten оеш Beare jo [ереен 28 10 |19 Ж T 85 — 85 — 86 | 
an rmu 6, 1st Mort. AES "X 
46,500 Debs. within Nos J t0 l. 200, Red.] | 100 4% | 4% 1 e > B 
17,000 | Indo-European Telegraph S. ..| 95 |10 10 % T 52 — 54 — 632 568) | +å 
72,680 | Monte Video Telephone Co., Ltd. Ord. .. |. 1 |. 8 9 * и 2— 5 es «х 
1,989,338 | National Telephone, Pref. Btock T i ..| 100 6 6 % 6 96 110 —111 111 —112 111 11 +1 
1,966,667 Do. . о. Def. Stock : 100 44% 5% 5 1074 – 1084 1074 - 1 1 107 + 
15,000 Do. do. 6 V Cum. Ist Pref. 10 6 6 6 18 — 14 — 14 14 ws + 
15,000 Do. do. 6 % Cum. 2nd Pref. .. 10 6 6 «X 6 19 — 13 12 — 18 ‚ч : os 
250,000 Do. do. 5 % Non-cum. 8rd P., 1 to 250,000 б 5 5 © 5% 5R— Ps a 54 bhaj . 
9,000,000 Do. do. 3) Deb. Stock Red. ..| Stock | 84 84%, us 994—101 1004 100 .. . 
1,689,508 Do. do. Deb. 8tock Red. 100 4 4% ; 104 —106 104 —106 1058 105 
199,313 | Oriental Telep. and Else 1 о 171,504, fully paid 1 6 64% [> эж là— 1$ 1 1% » К M 
,000 Do. do. do. 6 % Cum. Pref. 1 6 6 & “+ 14— Ilys 1fa— ip . g “> 
100,000 | Pacific & European Tel.,4 96 Өде Бер 1 to 1, 000 100 4 4% #8 —102 100 —103 gu А +1 
11,889! | Reuter's Р E 8 Б 6 * a "Tà— 8 T— 8j 8} 74 +4 
8,287 | Submarine Cables Trust ` in is .. | Cert. 6 6 & ; 127 —130 121—180 А . - 
United River Plate e hone 5 1 84 di» 7 — d 7— 1 7i ; ss 
40,000 Do. TU Preis Nos. 1 to 40,000 6 b 5 9 А ot z +k 
179,947 Do. do. 5 Stock 5 5 * © 109 —111 1 111 + 
‚6094 | West African Tele тарь, 8 10 2 4 < 10} 10 — 1 858 AT * 
30,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58 23 i om 14 ps d T E ae 
150,000 | Do. 4% Debs., 1 to 1,500 guar. by Bras. Bub. 105 10 4 4 100 —102 100 —102 Е : i 
‚980 | Western ni ^ га, Nos. 1 to 907,990 10 7 7 , 14i 1 14 мд, 14 is 
15,000 Do. % Debs. 2nd nd series, 1906 100 6 6 А 100 —102 101 —108 єз gx +1 
Do. Deb. 8 ; 100 4 4 1 жый, 1 n 103 $4 si 
88,21 | West India and РВ Ak Deb, в " 10 N is 2 — 4i e СА $e 
563 | Do. do. 6% Cum. lst is Ls 10 A NO “a 9 — 9 as 2 Ўз 
4,669 Do. do. : Cum, 2nd Pret. А va 10 i N 7 74 6н +} 
80,0001 Do. do. Debs., Nos. 1 to 1,800 ..| 100 5 96 5% 101 —104 101 —104 T T bs 
ә 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
40,000 | British Aluminium 7 % Cum. Pref. .. T E 5 Nil Nil Nil 4 b és sa 
20,000 Do. do. A6 Cum. Pref. .. ah b Nil Nil Nil 4 - : 
20,000 Do. do. 4% Funding Certs. 5 M "T ES T e vs 
300,000 Do. do. 5 & 1at Mort. Deb. Stock Red. | Stock | 5 5 5 E. e 99 3 99 —103 3 T Es 
189,801 | British Electric Traction , s " 10 8 6 6 MET 84— 8 — = 
156,497 Do. do. 5 Cum. Pref. . i 10 6 6 6 poc 104— 11 104— 11 1 1 
1,000,000 Do. do. . Deb. Stack Stock | 5 5 5 T: 128 —125 123 —125 = ВЕ К 
250,000 Do. do. 9. 20 ‘Deb. Btock Red. 100 i s m 98 —100 98 — 100 . 993 981 3 
100,000 | British Insulated and Hels A Cables » Б 10 В 8 8 ot — at 558 4 + 
100,000 ро. ‚ 6% Cum. Pref. 5 6 6 6 6 6 © + { 
500,000 Do. 0. 43 lst Mort. Deb. Red. | 100 4 * 43 102 —105 109 —106 , © 1 
50,000 |{Browett, Lindley & Co., Ord. .. #1 i К f 20 9 Jl : 8 PS 
i 50, 000 q Do. 6% Cam. Pref. . £1 Nil Nil Nil ve 1 / to 1 14 to 1 ee ee oe 
105,781 | Brush Electrical Engineering, Ord., 1 to 105,781 . 2 Nil Nil Nil a E { ss v va 
150,000 Do. Non-cum. 6 % Pref. . 2 6 P 6 6 a 1 1 1 1 еМ ‘a "m 
125,0001 Do. 4 Perp. Deb. Btock .. | Stock 4 4 © 92 — 95 90 — 99 xd ‘ $5 АН 
с 126,0002 Perp. 2nd Deb. ipm Btock % - 78 — 81 78 — 81 i4 js 2 
ғ 86,000 Callender’ s Cable Construction shares a Б 15 1 1 ex 10 — 11 10 — 11. » $3 НЕ 
40, 000 Do. do. 5 % Cum. Pref. | 5 5 b 5 2 54— 53 ost of jx we 5 
© 300,000 Do. do. 449% 1st Mort. Deb. Btock Red. Stock | 44 43 4 zi 107 —109 1085—11 1094 e: +14 
‚1,968,208 Central London way, Ord. Stock .. | Stock | 4 4 4 4 — 90 — 9 90 +2 
ret Do. о. 4% Pref. Stock Btock | 4 4 4 4 101 —108 101 —103 s “+ ; 
525,996 Do. do. Dei. do. Stock | 4% | 4 4 = 77 — 80 : MH : 
{1,880,000 | City and South London Railway Stock | 8} 3 2% 40 — 42 40 — 42 413 41 
85,000 CTOIDIAOR A05 E 1 n ale P 8 5 $ y X lj- 1} 1lj- 12 és 
st Mort. Reg. 1 to um 
100X0 || дог 2100, Ну ҮГӨ e | 6% | 5% 5 „ 9 |. +1 
99,961 | Edison & Swan Utd., A shrs #8 pd., 1 to 99,261 5 Nil Nil $3 làÀ— 1 14— 18 1 с 
17,189 Ро. “ МА? вһагев, 01—017, 180 n b Nil Nil E 2 — i 2 — 24 ee н 
‚0982 Do. Deb. Stock Red. .. 100 4% | 4% $4 88 — 88 83 — 88 83 js Ay 
100, 0007 Do. 5% ona b. Stock Prov. Certs. all pd. 100 5 5 b | 89 — 94 89 — 94 v ia ue 
112,100 | Electric Construction 1 to 112,100 2 6% 4 Nil { — 1 + a 
81,900 Do. do. 7 96 Cum. Pref., 1 to 81,890 2 71% 1 1 Ф 1 2 1 21 
200,000 Do. do. 4% Perp. Ist Mort. Deb. Sk. | Stcck 4% 4 4 93 — 95 92 — 95 
25,000 | General Electric Co. (1900), 5 % Cum. Pref. i 10 5 b b Ф 10 94— 10 zi 2E 
200,000 Do. do. 4% Mort. Deb. Stock | 4 4 4 | 97 —101 97 —101 m TN 
200,000 | Henley's (W. T.), бай orks, Ord. 5 20 15 15% | 10% pm 12 — 13 xd pus p | 
200,000 - Do. Pref. 5 44% % 59 x | 
45,900 Do. 955 ort. Deb. Stock Stock 44% 4496 108 —111 109 —111 xd 
50,000 | India-Rubber, Gutta- Percha & elegraph Works: . 10 10% |10 кч 154— 164 163 
800,000 Ро. до. 4% Ist Mort. Deb. 100 4% 4 4 100 —108 100 —1038 
87,500 Liverpool Overhead Railway, Ord. 10 là 18 1} 25— 8 21— 8 
MEA Telegraph Co 7251 а ы а paid 0 i»4n 15 5% | 388 sta set is 
elegra nstruction an nance m = = si E 1 
150, Do. Deb. Bas. 1 to 1,800 Red. 1966 100 | 4 4 4 "| 100—104 102 —110 t 1 
540,000 | Waterloo & City’ Railway, Ord. Stock 100 3% 3% 8% 90 — 92 90 — 92 — * 


* А period of nine months. 


“+ Quotations on Liverpool Stock Exchange. 


Bank rate of discount 21 per cent. (Maroh 9th. 1906). 


* 


t Unless otherwise stated all shares are fully paid. 
q From Manchester Share List. 


§ Interim dividends. 
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рее 
[Isstte, 


29.377 
10,623 
288, 789 


40,000 
40,000 
850,000 
44,436 


| 


| Brompton & Kens. Elec 


Do. 


NAME. 


do. 


. Lt. Sup., 


Central Electric Supply 4 95 Guan 


150,0001 


70,595 
40,000 


400,0007 


300,000 
40,000 
30,000 


| 


400,000 


250,000 
70,000 
80,000 


800, 0001 


21,000 
136,000 
111,000 

60,000 
371,895 
100,000 

76,121 


220,000 
250,000 


250,000 
10,852 
59,000 
40,000 
20,000 


150,0007 


12,000 
50,000 
65,000 
100,000 
50,000 
100,000 
30,000 
30,000 


South 


Do, do. do. 

Do. '* City Undertaking '' 44 % 
Do, do. 1908 : 

Do. do. 4% Deb. 


Do. 


Do. 


do. 


City of London Elec 
6 9 


Do. do. 
Do. do. 
Do. do. 


Do. 


Do. 
Do. 


Do. 


do. 


0. 


»Chelsea Electricity Supply, Ота. ; 
} Deb. Stoc k Re d. 
; Lighting, Ord. 
; Cum. Pref., 


43 < 


4 Q 


Charing Cross and Strand Electricity Supply 
44 9, 


I Stock 


Ord., 1 to 20,000 
7% Cum. P ret. 
De b Stock 


Pref. 
Cum. Prf. 


Cum. 


Stock Red. 


Midland Electric C orpor ation, 44 9 
Notting Hill Electric L ighting 
, Ist Mort. Deb.: 

| St. James’ and Pall Mall E Ле сігіс Light, Ота, 


Smithfield Markets Electric Supply, 


South London Electricity Supply, Ord. 
Met. Elec. 
| (Late Blackheath and Greenwich 4 T ' 
Dist. E. L. 
Urban Electrie Supply, Ord. 


40,001 110,895 


1 to 40,000 .. 


Do, 5 % Db. Stk., Scrip. (iss, at 11 5) all pd. 
Do. 44%, 2nd Db. Stk., Prov. Crts., all pd. 
County of London Electric Lighting, Ord. 1— 40,000 
Do. do. 6 % Pref., 40,001 —60,00€ | 
Do, do. 44 % De b. Stock * 
Do. do. 44 9 2nd Deb. Stock .. 
Edmundson's Electric Corporation, Ord. Shares. 
Do. do. 6 94 Cum. Pref... 2s 
Do. do. 44 % 1st Mort Deb. Stk | 
Kensington and Knightsbridge E e TU trie Ord. TW 
Do. do. do. , Deben. Stk. 
London Electrice Supply баксы: Limite а, Ord. 
Do. йо, йо. 6 96 Pref... 
Do. do. 49 51st Mort. Deb, Stk. Red. 
Metropolitan Electric Supply, 1 to 100,000 .. ч 
Do, 44 % Cum. Pref. 1—71,106, £3 pd. 
Do. 44 ' © 1st Mort. Deben. Stock : 
Do. 8i % Mort. De ben. Stock Redem. 


, lst Mort. Deb. 


, Pref. 20,081 to 40,080 

3i Deb. Stock Red. 
Ord. * 
do. 1 94 Deb. Stock 
Lt. & Power | Ord.. А. 
Pref. is 
( 449 » 1st Deb. Stk. 

5% Cum. Pref. 


do. 
do. 


do. 


41 96 Ist Mort. Db. Stk. Red 


Westminster Electric Sup vl, Ord. 


, Cum. Pref, 


* Subject to Founders Shares. 


a „ Nitric .. 
а „ Oxalic.. 
a . Sulphuric 


a Ammoniac, Sal 


СА 

ee @e 
ee в 
° 


a Ammonia, Muriate (cry stal) 


x Bleaching powder .. - 


a Bisulphide of Сатов ss 


a Borax 


a Benzole (90 %) 

(50 96) 

a Copper Sulphate 

a Lead, Nitrate EN ЗА 
White Sugar.. © 

Peroxide А 


а 99 


т »- 


27 


oe op 
oe ee 


ee ee 


а Methylated Spirit 
a Naphtha, Solvent (90 % at 160° С) 
a Potassium Bichromate, in casks 
a Potash, Caustic (75/80 %) 

a Potassium Cyanide A 


a Shellac 


a Sulphate of Magnesia pi 
a Sulphur, Sublimed Flowers 
Recov ered 


a n 


,9 


Lump 


a a Soda, Caustic Prhite 10 %) 


а 5 


э? 


b 
b 
b 
b 
c 
с 
с 
с 
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Crystals , 
а Sodium Bichromate, casks 
Cyanide 


METALS, вс. 


Aluminium Ingots, in ton lots . 
Wire, in ton lots. 
Sheet, in ton lots .. 
Babbitt’s metal ingots .. 
Brass (rolled metal 2" to E basis 
'Tube (brazed) 
(solid drawn).. 
Wire, basis 


»? 77 


с Copper Tubes (brazed) 


с 


(solid drawn) 


CHEMICALS, &c, 
a Acid, Hydrochloric 


ee 


g C Copper Bars (best selected) pi 


Quotations supplied by Messrs.:—a G. Boor & Co.; 
Smith & Co.; 


Co., Ltd.; x Morris . Ltd.; m W. T. Glover 


Relative Cost of Gas for Motive 


per cwt. 
per cwt. 
per cwt. 
per cwt. 
per cwt. 
per ton 
per ton 
per ton 
per ton 
per ton 
per gal. 
per gal. 
per ton 
per ton 
per ton 
per ton 
per gal. 
per gal, 
per lb. 

per ton 
per lb. 

per owt. 
per ton 
per ton 
per ton 
per ton 
per ton 
per ton 
per lb. 

per lb. 


per ton 
per ton 
per ton 
per ton 
per lb. 
per Ib. 
per lb. 


per Jb. 
per Ib. 


per lb. 


Latest 
Price. 


£175 | 


SHARE List OF ELECTRICAL COMPANIES (continued). —ELECTRICITY SUPPLY COMPANIES. 


2 


Closing Closing | Business done | Rise + 
| or | Dividends for the Quotations Quotations | week ended | or 
| Share. last four years. Aug. 30th. Sept, 6th. | Sept. 6th, 1905. | Fall— 
1 1902. 1903. 1904, 11905. Highe st Lowest. 
5 8 96 10 96 10 % 10 — 103 93— 101 101 | 2 
5 7 96 7 ó? 79 98— 104 98— 104 * 
100 4% 4% 4% gi 106 103 —106 1054 1043 
5 10 | 8% | 895 | 5% 62— 1} 64— 71i 7 ба L 
5 449% 449, 449% 54— 59 Б1— 54 5 
5 45% 44% 44% 418. — C 115 — Da - 
5 ја 44% | 44% 4g — 54 4i— bà 
100 4 96 4% 4 9 * 103 —105 108 —105 104 «X 
b 449) 54%, 6 % 14%, 64— 68 6 — 63 61 — 
Stock | 44% 44% 419 14%, 108 —110 108 —110 v У a 
10 5 9 5 9 6 9 104— 11 108— 113 102 10g +À 
10 6% 6 96 6 9 + 13 — 14 13 14 194 y 
“a 5 9 5 9 5o Ф 123 —197 123 —197 125 
100 44%, 4495 43% 103 —105 103 —105 ‚С ; 
10 4% 4 96 44%, { Si— 9 8 — 9 ei * 
10 | 6% 6 96 6 96 12 121 12 — 123 nd v 
5 44% | 44% 3 Y, 111] —114 111 —114 1134 1128 
Stock 49% | 4% 44% 103 —105 103 —105 104 7 
5 | 7% 17% | 7% 5}— 61 53 6 
„ | 6% 6 96 6 96 64. бүз 64,— 655 6% 04, 
100 44%, | 44% | 44% 106 —108 106 —108 iA " ; 
Б 10% |12 % | 12 % 11ў— 129 12 — 193 12% 125 t 
Stock | 49 4 96 4% 97 —100 97 —100 . ＋ 
8 | Nil Nil | 3% 2 24 2 2) P 
5 6 95 6 96 6 96 b 54 12 BAxd 6 E 
Stock 4% 4% | 4% л 99 —102 99 —102 * > d 
5 12% 82% 10 $ 10°, 105 — 108 l02— 107 1012 104 +2 
6 | 44% | 495 | a% |.. bà— 54 bü— 54 51 58 | +h 
“М 44% 44%, 4495 $ 109 —113 109 —113 * 
Stock | 34% 8456 BAM 98 —100 | 99 —101 Pe +1 
100 44% 45%, 44% js 99 —1019 99 —101% 161 | 
10 6 96 6 % 7 % т 14 — 15 14 — 15 MM : 
100 4% 4% 4% - 100 —102 100 —102 : 
б 144% | 144% | 144% 10% 134— 144 31— 14% T 
5 7965 | 71% 7 96 79 8— 9 8 9 * 
100 9395 | 84% | 34% 97 — 99 97 — 99 с 
5 | 2% | 4% 4 9 9)4— 28 24 23 — l 
Stock 4% | 4% | 4% 76 80 76 — 80 E 
5 14% 9 95 4% B4 4 BA 4 \ 
1 Nil Nil Nil 73 #8 1— 13 
1 Nil 7% 7 936 ló— 17 1i lixd 
100 44% | 44% 43% 106 —109 106 —109 T 
5 5% | 596 5 96 48 18 4}} 437 4$ + дд 
5 | 5% | 5% | 5% Y 6&— 5й bk— 5% | T 
100 xc d is 43% " 105 —107 105 —107 e 
5 12 95 |184% | 14 96$ 18% | 124— 133 123— 131 13 +h 
5 5 96 5 % 5 % ДР 6à— 6g 6 Ok vé "» 
Bhares not officially quoted Mackay Companies, ord., 114—4. Pref. 753—761. ; 
+ Unless otherwise stated all shares are fully paid. t Interim dividends. 
MARKET QUOTATIONS, Wednesday, September 6th. 

Fortnight's | ] Latest Fortnight's 
Inc. or Dec. METALS, &c. (continued). Price. Dec. or Inc. 
m g Copper Sheet #2 i .. per ton £34 2 
ks g i - е - .. per ton £H ‚ 
iu e „ (Electrolytic) Bars .. per ton £74 vs 
s е 9 j Sheets .. per ton £87 in 
NS hd е $i $5 Rod .. per ton £81 = 
Ж e " H.C. Wire per lb. gad. is 
У Ebonite Rod m T .. per lb. 3/3 "m 
a - Sheet - ie .. per lb. 8/- уз 
ot n German Silver Wire is .. per lb. 17/6 > 

i h Gutta-percha, fine Е .. per lb. 6 / to 7/- TE. 
2 R India-rubber, Para fine .. .. per Ib. 5/7 to 5/74 inc. 
T i Iron, Charcoal Sheets . . perton £18 oe 
i i „ Pig (Cleveland warrants) per ton 48/1 1/5 ine 
- „ Forgings, according to size per ton From £11 Se 
sg i „ Scrap, heavy per ton 47/6 to 50/- x 
us i „ Wire, galvanised No.8 . per ton £9 16 
си g Lead, English Ingot is .. per ton | 10 115 
2 g T Bheet  .. per ton £16 
; m Manganin Wire No. 28 .. per lb. 8 / 
n g Mercury А per bot. £7 2 6 ; 
z d Mica (in original cases) small . per Ib. 6d. to 1/- í 
d „ n » medium per Jb. 2/6 to 4/- i 
d „ large. per lb. 4/6 їо 8/6 a 
р Phosphor Bronze, plain castings per lb. 1/1 to 1/8 өзө 
р 5 rolled bars & rods ber lb. 1/14 to 1/3 i 
p ví » Rape & sheet per lb. 1/4 - 
o Platinum £x .. рег oz. 84/- 
: Silicium Bronze Wire per lb. 1044. to 1154. 
i Steel, Magnet, acc'd'g to desc p' n per ton £58 Е 
i 4, " іп bars $a £15 to £40 aa 
Tin, Block perton | 1 £153 
2 8 g U ae ee ee ae i to £153 * 
AN n „ Wire, Nos. 11016 . . per lb. 110 
s = p White Anti-friction Metals— ` | 
уз „White Ant” brand. per ton £46 to £70 
id. inc. | j Yarns, 2/108 Grey Cotton, on sp "18 per lb. " 
ig j „ 6 lea. Flax s .. per lb. tad. 
3d. inc. | j „ 3 ply 10 lbs. Russian per lb. 4,4. : 
ү! ine. j „ 10 Ibs. Russian, single .. per lb. 48d. | 
Ad. inc. | j „ 180 lbs. Jute rove per ton £11 
ad. inc. | k Zinc, Sh't (Vieille Montagne bnd. ) per ton £29 
— — 


per ton 


1: 


Power.—A paper 


read before the Canadian Society of Civil Engineers recently con- 
tains some useful information upon the cost of generating power by 
means of coal, producer, water and semi-water gas, and by gasolene, 
or, as it is better known in this country, petrol. 
obtained from a number of engines, running 10 hours a day for 312 
days in the year, are as follows:—Petrol:—The consumption of 
petrol is one- eighth of a gallon per B. H. p. 1 and at 10d. per 


gallon the cost per B. HH. P. per annum is 325 


of 


The results 


а gas engine modern construction. лү 15 
per hour per B.H.P, the cost per annum рег 
with gas 4s, 2d. per 1,000 cb. ft., 


Coal gas :— With 


cb. ft. 


B.H.P., 


would be 195s. 


Semi-water gas from anthracite :—With anthracite at 20s, 10d. 


* 


b The British Aluminium Co., Ltd.; 
J India-Rubber, G. P. and Teleg. Works Co., Ltd.; g James & Shakspeare ; h Edward Till & Co.; X Bolling & Lowe; j Walter H. Hindley and 


& Co., Lid. ; ; n Р. Ormiston & Sons; „ Johnson, Matthey & Co., Ltd.; p The Phosphor Bronze Co., Ltd. 


c Thos. Bolton & Bons, Ltd. ; 


— P—Á———M 


d F. Wiggins & Sons; e Frederick 


— — ——À 


per ton, and the engine and producer working at 1 lb. of anthracite 
producing 1 B. H. P-hour, the annual cost of 1 B. H. p. would be 32s. 6d. 
Semi-water gas from gas-coke :—With an 80-H.P. plant on test, the 
consumption of common gas-coke was 92 lb. per B.H.P.-hour, and 
with coke at 16s. 8d. per ton, the cost per annum of 1 B. H. . would „ 


be 24s. 


engines, 1 B. H. P.-hour requires 8 lb., 


Water-gas from bituminous coal :— With reasonably large 
which at 16s. 4d. per ton 
would show a cost of 20s. 104. per aunum per в.н.р. 


Of course, 


with fuel at other prices these costs would vary, but the author 
makes out a very good case for gas-driven sets when producer gas 


is used, and gives an interesting curve connecting relative power 
obtained from various qualities of gas, referred to semi-water gas 


having 150 B.TH.U. per cubic foot as a standard. 


erry- — gee — 
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Aus. 12 34 8 9 1011141516171821222324 2528293031 


£30 
29 


Асв.1 2 3 4 8 9101114151617 1821 22 23 24 25 28 293031 


Abd. 1 2 3 4 8 9101114151617 18 21 22 23 24 25 28 293031 


4 55 


Ava. 1 2 3 4 8 9 101114151617 18 21 22 23 24 25 28 293031 


A 


METAL MARKET, 


Fluctuations in August, 


— d 


ENNSEEEREXE PET 
—— 


LEAD (ENGLISH). 


IRON. | 1C 


EXT (и 8 
„ 


TIN. 


COPPER (a. M. B's.) 


Ы 


* 


ELECTRIC TRAMWAY AND RAILWAY 
EXHIBITION, 1008. 


DESCRIPTION or INTERESTING EXHIBITS. 


(Concluded from page 358.) 


Sicitehgear and [nstruments.—Perhaps the most noteworthy feature - 


of the show of switches lay.in the multitude of circuit-breakers. 
They were nearly all built on the same lines, but each one deserved 
minute study to gather the beauties of the varying details. All 
were fitted with what is now commonly known as the “loose 
handle," and many had some more or less ingenious time limit 
device. In traction stations, particularly, both of these refinements 
are most needful. 

The switchgear as & whole was solidly built, and gave us the 


impression that the day is now past when switches go to pieces. 


in the operators hand and heat at current-carrying pivots. 
Circuit-breakers, too, are designed so that they will continue to 
break heavy currents until further orders, and do not think it 
dignified to stick and let something else go first after a certain 
number of actions. | 

The instruments all seemed built to the same standard of ex- 
cellence, and some, perhaps, to the same specification. Scales were 
open and readable from afar, and most were translucent for illu- 
mination from the back. 


As our space has become very limited, it is not possible to give to 


the most interesting exhibits in this section the detailed desctip- 

tion which they deserve, and which we should like to allot them. 
Of Messrs. J. Ө. Starrer & Co.’s articles we illustrate (fig. 102) 

the remarkably simple time limit attachment for circuit-breakers. 


w^. 
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THESE TWO SURFACES TO BE GROUND. 
Fic. 102.—STATTER TIME-LIMIT DEVICE. 


The circuit-breaker armature is fitted with а small brass disk on а 
ball joint. When the current in the tripping solenoid reaches а 
certain value the armature and disk are drawn up to release the 
detent, but dashpot action intervenes, first, owing to the immersion 
of the ground-faced disk in glycerine, and until the overload has 
been maintained for a pre-determined time interval, the armature 
does not respond to the pull of the solenoid. Should the load rise 
dangerously, the action of the armature is instantaneous, as the 
dashpot action is then negligible as compared with the tractive 
force of the solenoid. 

With this device the difficulty of floating of armatures, due to 
а gradual increase in the load, is very etfectively overcome, for 
when the pull is sufficiently powerful to overcome the “sucker " 
action, it has attained a force which brings the armature up with a 
considerable rammer blow against the catch. 

Their circuit-breakers are neat and strong. and are fitted with 
the loose handle which prevents the circuit-breaker from being 
closed on a short vircuit long enough for the ammeter needle to 
swing over the scale. i 

Fig. 103 illustrates their automatic battery regulator. A small 
motor works through a gearing and oscillating arm ; arranged just 
above this arm are two coils connected in series, one of these coils 
being stationary, and the other balanced so that a rise or fall in 
the pressure applied across the terminals would cause this coil to 
be attracted towards, or repelled from, the stationary coil. 
This throws into gear on the oscillating arm one of two small 
catches, one being operated when the small coil is repelled, and 
the other when it is attracted. These catches engage in a notched 
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wheel which is connected by steel bands to a multiple-way cell regu- 
lating switch. This switch is therefore brought up one cell ata 
time, cutting cells in or out until the voltage is adjusted. 

Without touching the special construction of their switchboard 


If the voltage rises, a similar action takes place on the other side 
of the toothed wheel tw. The volt balance switch Bs makes contact 
on the other side, this putting into circuit thef other two relay 


" d z 
— : — „ö! f“ 
р; 


Ета. 104. 


FIG. 105. 


frames, we leave Messrs. Statter's stand after illustrating a novel 
form of magnetic blow-out „fuse which needs no explanation. Fig. 
104 shows it biding its time, fig. 105 after heroically saving the 
situation (though our illustration shows the fuse intact ! ). 

Messrs, J. E. SPaAGNOLETTI & Co. made their sensation with 
automatic signalling apparatus, of which we hope to give a detailed 
description in a later issue. "The railway form has been installed 
on the Great Northern and City Railway and on the Central 
London, while the tramway variety is now perfected, and was to 
be seen in operation at the Exhibition. 

Figs. 106 and 107 show Spagnoletti's auto-battery regulator. 

The action of the apparatus is as follows:—If the voltage of the 
cells c should fall, the volt balance в, closes 
one of two circuits, which allows the current 
to pass round two relay coils вс, which, on 
becoming energised, attract an armature A. 
This armature is fixed to а pivoted arm Pa. 
The arm is kept in a vertical position when 
out of action by means of a spring в, this 
spring being fastened to one end of a bar в 
bent in the shape of a U, to the other end of 
which is fixed a similar arm Pa for the reversal 
of the switch. 'lThese arms are supported on 
sliding bearings. The centre of this bar is 
coupled to the axis of a half-throw magnet 
motor M by means of two links. At the bottom 
end of the arm a copper brush c makes contact 
with a brass plate when the arm is drawn 
over by the energised relay coils Re. This 
action causes the half-throw motor м to become 
energised and starts the half-turn motion. In 
doing so it raises the U-bar в, but the arm being held over by the 
relay coils вс, it engages in atoothed wheel т w fixed to the spindle 
of the battery regulating switch ns, and turns the wheel round one 
notch. This places the brush on the next stud, whereby it puts 
another cell into circuit. On completing this movement the motor 
releases a small switch sm, which breaks the circuit of the motor 
and allows it to regain its original position. A dash-pot р is fixed 
to the spindle of the motor to prevent it falling too quickly. 


Fic. 106.—SPAGNOLETTI BATTERY REGULATOR. 


coils Ra. In so doing it attracts the second arm Ра, and engages 
the toothed wheel on the other side, on which the motor coming 
into action turns the wheel in the reverse direction, moving the 
brush back one stud, and so cutting out one cell. 

When the regulating cells are either all in or all out, the appa- 
ratus is thrown out of circuit by means of a projection on the 
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Fic. 108.—BrERRyY-SKINNER IRONCLAD SWITCH, CASE OPEN. 


toothed wheel, which opens a spring contact switch к, thus break- 
ing the motor circuit and saving the motor from banging away 
unnecessarily. 

Messrs. BERRY, SKINNER & Co. are among the few makers who 
have complied literally with the requirements of the Home Office 
with regard to switches for factories and workshops. Figs. 108 and 
109 illustrate the novelty clearly. 

Messrs. EVERETT, EpGCUMBE'S display was of great interest. 
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Of their inkless recorder we shall treat at length later. It marks a 
new epoch in recording instruments, and every one who has to do 


with records, from the youth who covers himself with ink and 


Ето. 109.—BERRY-SKINNER SWITCH, 


profanity in his efforts to get the pens of the instruments in his 
charge to draw something between a giorious smudge and ап 
occasional line, to the engineer who ought to read them, will sing a 
gloria over the new autographer. 

Fig. 110 is reproduced from a photograph of the Everett- 
Edgcumbe portable photometer in position. | 


Fia. 110.—EVERET?r-EpGCUMBE STREET PHOTOMETER. 


The criticisms and complaints which we hear constantly levelled 
against the comparative brilliance of electric lamps, either for 
public or private lighting, can be settled in a twinkling by this 


— MÀ 


u^ 
E i 
Jt 


| 


Fic. 111.—CoNNECTIONS oF WATT-PHOTOMETER. 
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handy arrangement, and it ought to find a place in every supply 
station. 

It embodies the following important points :— 

1. A portable electric standard is employed, which can be readily 
checked at any time, and is worked off a portable accumulator, 

8. Lights of various colours can be readily compared, 


3. The scale reading has merely to be multiplied by the candle- 
power of the lamp employed, in order to give the actual illumina- 
tion on the photometer. 

4. The candle-power of the source of light under test is at once 
obtainable by means of a table from this figure, as is also the illu- 
mination on а horizontal plane, should this be required. 

The flicker arrangement is a modification of that employed in the 
Everett-Edgcumbe laboratory photometer for arc lamp testing, and 
it is especially designed to get over the errors usually found when 
comparing incandescent electric lamps with arc lamps or incan- 
descent gas. | 

No previous experience whatever is required in order to use it. 

Fig. 111 is the diagram of connections for the same firm’s direct- 
reading watt photometer, by which a single adjustment gives the 
candle-power, the wattage, and the efficiency of the lamp under 


Fra. 112.— EVERETT-EDGCUMBE D.C. LEAKAGE DETECTOR. 


test. The candle-power and efficiency of a batch of lamps can be 
determined in a few minutes in broad daylight, and irrespective of 
voltage. | 

The correspondence in our columns on the subject of leakage 
indicators was sustained and spirited enough to remain in our 
readers' memories, and we imagine that the instruments on Messrs. 


Everett, Edgcumbe's stand which brought it about received as 


much attention as an incubator at à baby show. With the addi- 
tional advantage of Mr. Kenelm Edgecumbe to show them off, it is 
not surprising that they created considerable interest. The Home 
Office regulations make it clear that means must be provided for the 
immediate localisation of leakage, and that the means“ must be 
kept in circuit all the time, and must indicate a fault on any 
main. 

Under these circumstances, therefore, it is clear that neither the 
old-fashioned earth lamps nor the more modern voltmeter graduated 
in ohms (sometimes spoken of as an Ohmmeter”), will meet the 
conditions, which, in fact, cannot be entirely satisfied. 

Fig. 112 shows the type of instrument employed for two-wire p.c. 
insulated systems, aud Fig. 113 shows diagrammatically the 
connections, 

When in the normal position, the instrument, which consists of a 
sensitive moving-coil milliampere meter, is connected to earth from 


Fic. 113. 


Fic. 114. 


the central point of a high resistance joined across the mains. 
This is the position in which the instrument is left continuously, and 
so long as the insulation of the two mains is perfect or equal, the 
pointer will remain at zero in the centre of the scale. The occurrence 
of an earth on either main is at once shown by a deflection of the 
pointer towards either the end of the scale marked “ + main faulty " 
or that marked “ — main faulty," as the case may be. A really bad 
earth causes a relay, contained in the instrument, to close the 
circuit of a bell or lamp, so asto draw the attention of the attendant 
to the fact that something is wrong. 
It will be seeu that the indications so obtained are only relative, 
апа do not allow of the direct measurement of either the leakage 
current or the actual insulation of the mains. 

In order to enable this also to be done, twe further stops are 
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provided, by means of which the instrument can be connected 
between the positive and negative mains respectively and the 
earth. Two readings (in milliamperes) are thus obtained and, by 
means of a specially calculated table, not only the leaka ze current, 
but also the insulation resistance of each main can be at once 
read off. 

The table can be used by anyone, but is too large to be repro- 
duced effectively in these columns. 

The three-phase instrument is in general design very similar to 
the direct-current pattern, except that, in place of the two stops 
“4 "and “ —," three are provided, one for each phase, A, B and 
C. The connections are shown in fig. 114, from which it will be 
seen that, when in the all-day or normal” position, the instru- 
ment is connected between an artificial neutral point and the earth. 
The occurrence of a fault is at once shown by a deflectión of the 
instrument, and by testing on the A, B and C stops, iu rotation, the 
faulty main can be at once located. It must be remembered that 
the main giving the smallest deflection. is the faulty one, while the 
magnitude of the readings obtained on the other two stops indi- 
cates the gravity of the fault. Unfortunately, in the case of three- 
phase systems, the same accuracy is not possible as is the case with 
the direct- current indicators. This is owing to the disturbing 
effecta of capacity, &c. However, they comply with the main require- 
ments of the new rules, and are duly accepted by the Home Office 
authorities. | | 

Messrs. Everett, Edgcumbe & Co., Ltd., are also furnishing sets 
of instruments for single-phase insulated, and for two-phase four- 
wire systems, as well as for three-phase and direct current three- 
wire systems with earthed neutral, and for single-phase with one 
wire earthed, which last, although recommended by the Home 
Office, are not compulsory. | 

Messrs. KELVIN & JAMES WHITE's stand contained their well- 
known line of marvels in instrument design, but we did not observe 
anything which is not already within the knowledge of our readers. 

We illustrate (fig. 115) only one item from Messrs. NALDER 
Bros. & THOMPSON’s stand, although there was a complete line of 


Fic. 115.—NaLbpER Bros.’ NEw WATTMETER. 


measuring instruments on it. It is the new wattmeter inveuted 
by Dr. C. V. Drysdale, and preseirts certain points of novelty. 

The instrument consists essentially of four fixed current coils, 
wound on soft iron cores, arranged to give а very intense field 
with а very small air-gap. Between the poles of the magnets are 
two flat coils wound with fine wire, which constitute the pressure 
coils; these are wound in opposite directions, and as each is 
arranged to havean equal number of turns, the self-induction of the 
pressure circuit is practically nil, consequently no correction has to 
be applied. Of these two pressure coils, the thickness of which is 
only 45 of an inch, one is fixed and the other is allowed to move 
vertically in the field produced by the current coils. "This vertical 
motion is transformed into a rotary one bv means of a fine wire 
attached to the coil, which passes over an arbor to which the pointer 
is attached. То the pointer axis is attached an improved form of 
air damping which makes the instrument dead-beat. 

The advantages of this instrument are:— 1% Owing to the ex- 
tremely small space taken by the pressure coils the magnet air-gap 
іх very short in length, consequently a very strong field is produced 
which gives large force in the instrument, and at the same time 
renders the instrument unaffected by external fields. (2) The 
coefficient of self-induction of the pressure circuit being negligible, 
the errors at low power factors are very small; in fact, careful 
testing on this form of instrument shows that it can be guaranteed 
to witbin 1 per cent. with power factors as low as one-tenth. 

In addition to the standard instruments which are to be found 
on every switchboard, Messrs. ELLIoTT Bros. exhibited “ Groves's" 
network ohmmeter (fig. 116) and a leakage indicator to comply 
with the new mining regulations. The former has been designed 
for testing the insulation resistance of a complete network without 
interrupting the supply. 

The makers say:— The unreliability of a recording ammeter 
connected between the neutral main of a three-wire svstem and 
"earth," as an indicator of the soundness or otherwise of the 
insulation of the network under all cunditious, is generally recog- 


nised. The ammeter readings are differential, and the instrument, 
moreover, may -be shunted by a neutral fault. It is with a view to 


Fic. 116.—ELLIO Hr Bros.’ OHMMETER. 


correcting this error that this special ohmmeter has been designed 
by Mr. Groves. | 

The “ Century ” testing set needs no bush. 

Then there was the new reservoir inking device for recorders, of 
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Fic. 117.—Enuiotr Bros.’ INKING DEVICE. 


which the figure (fig. 117) gives a view from the life. The pen isa 
simple capillary siphon with the supply end dipping into an ink- 
filled trough the width of the scale. 

Messrs. R. W. BLACKWELL & Co. exhibited a representative 
selection of I. P. K. circuit breakers for all services, the overload 
pattern being fitted with loose handles. 

The SturRTEVANT Co. made a great display of their“ Igranic' 
starting switches, of which the world. bas heard by this time, or it 
is no fault of the makers if it has not. We understand that 
their starters in one form or another will start anything from a 
horse-race to a rolling-mill, with one exception, for they will not 
start a бге. 

Messrs. Cowans, LTD., exhibited by the light of new white-flame 
are lamps, for which special results are claimed, as novel a forin of 
motor starter as we have seen, and one which seems to defy 
criticism. 

The resistance is made up of bigh thermal-capacity box units, any 
one of which can be quickly replaced by a spare. The first move- 
ment of the hand-wheel closes automatically the р.р. enclosed oil- 
break switch, mounted on the side of the starter, and at the same 
moment excites the field of the motor. The resistance in series 
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with the armature is then cut out step by step. If the operator 
removes his hands from the controlling wheel the р.р. switch 
immediately opens, and the hand-wheel must be rotated to the 
first stop before the D. P. switch will close again. In this way the 
risk of burning out the resistance is obviated. If, in starting up, 
the operator cuts out the resistance too rapidly, the р.р. circuit 
breaker will cut off the supply, and the starting operation must. be 
begun again. If the pressure falls below 50 per cent. of the normal, 
the р.р. circuit breaker automatically disconnects the supply. The 
arrangement of this starter thus provides that while the resistance 
in series with the armature ean be cut out step by step, it cannot be 
cut in. It is well kuown that it is in the cutting-in of the resistance 
that destructive sparking occurs at the contacts. Messrs. Cowans 
also exhibited maximum circuit-breakers of the magnetic blow-out 
type and the Andrews alternating-current discriminating release 
gear. ö і 

The portable watt-hour-meter for use on tramenrs must have 
interested tramway engineera--and, let us hope, non-engincering 
managers- more ап anything else on the ARON ELECTRICITY 
METER, Ltp., stand. It has the reputation of being а re zwar knock- 


Fic. 118.—AnRoN PORTABLE WaATT-HOUR-METER. 
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about, and, like its prototypes, comes up smiling and remains 
accurate after the most severe thumping tbat a bad track can 
administer. Fig. 118 illustrates it. 

The ordinary clock meters for use on polyphase circuits, batteries, 
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Fic. 119.—ARoN PREPAYMENT METER. 


&c., are well known, but the alternating induction motor meter is 
comparatively new, especially in its combination with the Aron 
two-rate clock. Asa prepayment meter it is illustrated in fig. 119. 
Double tariff meters are finding more favour now that this system 
of charging is becoming better known. Fig. 120 shows that it is 
made by the Aron Co. in the form of a time switch combined with 
a meter. 

Of great interest also is the combined meter and maximum 
demand indicator, which is a development of the Aron clock meter. 
The indicator is actuated by the meter itself, and is consequently 
equally "accurate with the meter. It possesses the following 
advantages :— 


1. The scale is equally divided down to zero. "T 
2. Being combined with the meter, only one set of electrical 


Fia. 120.—AnBRoN DOUBLE-TARIFF METER. 


connections is necessary, and only one piece of apparatus instead 
of two. 

3. The time element, or sluggishness, of the instrument can be 
varied over a very large range, but is the same for all loads. 


Fic. 121.—ARON PORTABLE RESISTANCE, OPEN. | 


4. Its price, especially in the larger sizes, is very much less than 
that of a meter and a demand indicator separately. 
The Aron porfable resistance for providing an artificial load 


FIG. 122.—PORTARLI: RESISTANCE, CLOSED. 


for testing consumers’ meters on their own premises is delightfully 


ingenious, Figs. 121 and 122 show it open and closed. 
Messrs. Foxcrort & Duncan were represented excellently by 


examples of the great range of instruments which they make. . 


Unfortunately, none lend themselves to interesting illustration, and 
this we regret the more, as the quality of their work is so good that 
we should not like to be accused of giving it too little attention. 


Amalgamation of Italian Electrical Firms.— 


Following upon the lines of the recent amalgamation of manu-. 


facturing firms in Germany, the Electrotechnical Co., of Turin, has 
joined the firm of Brioschi & Finzi, of Miian, the well-known 
makers of heavy electrical machinery. The combined capital will 
be approximately £200,000. 

Gas undertakings in Italy seem to be in а bad way. The Turin 
Co. has asked its shareholders to sanction a reduction of capital 
from £400,000 to £320,000. 
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A FABLE IN VARIOUS STYLES. 


(COMMUNICATED. ) 


ONCE upon a time there was a company which was promoted 
primarily for stud purposes, to speak in the expressive 
language of the stable. Such a sire was never before known 
in Company history if its virtues are to be measured by the 
numbers of its offspring. 

Incidentally the business of the Company and of the 
little Companies, its sons, was to carry the people to and fro 
in tramcars. . 

Having served the main purpose of the Company by being 
born, it was nevertheless the duty of the Company to main- 
tain its offspring ; we will not say the unpalatable duty, at 
least it was the duty laid down by certain legal enactments 
which are not altogether in favour of breeding for pleasure 
only. . 

Many men are good, punctual husbands, but bad fathers, 
and is is to be feared that the Company came within this 
category. 

To produce is one thing, to rear another, and to educate 
а third. 

Production, аз we have seen, was the Company's forte, 
but the other two items did not enter into its constitution, 
except, as the chemists say, as traces. 

This was unfortunate for the children. 


Paternal instincts do. not grow on gooseberry bushes, пог 


upon the trees which adorn a stock exchange. 

The Company thought that, perhaps, much might be 
learned from manuals for the education of the young, and 
it set about to learn the wisdom of a thousand parents. 

In many ways knowledge can be acquired, but the fruit of 
learning is the application thereof. 

When the paternal instincts are absent, the profoundest 
learning yields but barrenness. : 

In a family of many children none are equal. Ages are 
unequal, talents are unequal, physical strengths are unequal. 

Features and garments may bear the family rescmblance, 
especially the garments, but these things do not make 
equality. | 

But the Company treated its children equally. 

When even treatment is meted out level returns are ex- 
pected. From children? Мо, from day labourers. 

But the Company expected even returns from its children. 

A «parent may delegate part of his parental duties to 
another. Children are educated from the time they leave 
their mother’s arms by these people. Nurses, governesses, 
tutors, schoolmasters, all should be chosen wisely and paid 
well. 

The Company appointed educational proxies, and some 
it chose amiss and paid well, and some it chose well and 
paid ill. 

When a child is sickly or deficient in any normal respect, 
its tutor must be chosen with special care and treated with 
particular distinction if it is desired that the child be not 
sickly and deficient all its days. 

But the Company, although annoyed at the necessity of 
rearing children at all, found from its manuals that children 
may be a source of pleasure to tleir parents, and it deter- 
mined to make the best of the circumstances by obtaining 
pleasure ftom its children. 

To the Company, pleasure and profit were indistinguish- 
able. Both had been derived in great measure from the pro- 
creation of children ; both should be obtained from their 
continued life. 

The Company overlooked the fact that when children 
Live pleasure to their parents they are healthy, and in course 
of time they began even to persuade themselves that their 
children were as healthy as the children of others. 

In truth all the children suffered from un incurable 
disease almost from the day of their birth. 

Incurable diseases are often lingering, and are seldom 
discernible by any but the eye of the physician. 

A physician may palliate, though he cannot cure. 

Also there are veritable physicians, and there are quacks. 

To the man who has ап overpowering desire to be well 
quickly, the physician is a charlatan, but the quack, who 
promises much and proclaims it aloud above the bang of 
drums, is well-deserving. 


ae a — e. 


So with the Company and its depressed family ; for when 
the tutors failed to make the children respond to their treat- 
ment, the Company blamed them, and said unto them : 
*: Wherefore do ye not obtain results comparable with—nay, 
better than the results that Company A. and Company B. 
obtain through their tutors from their children?“ 

And the tutors answered as it was given unto them to 
speak. Some spake from their heads and some ftom their 
hearts, and others even out of the coverings of their heads. 

At that time there was a country called America, and a 
portion of that country was called in turn the United 
States. | 

The Company had heard of this country, and of the trams 
which ran there, and although it did not believe all that it 


. read in its own manuals for the education of the young, yet 


it had no doubt at all that the people in the United States 
spoke and wrote nothing but the truth, and nothing more 
than a casual acquaintance with the literature of the subject 
sufficed to prove that, if English tutors could not educate 
children so that they might be fit to make gold-bricks out of 
the contents of a water-butt, there were hundreds in the 
United States who could do that and more. 

That much was clear from the papers. 

An emissary possessing the requisite knowledge himself, 
but with too much to do to apply it, was detailed to proceed 
to the United States in quest of a supply of new tutors. 

In due course а ship-load arrived in England, and was 
distributed amongst the family. 

These tutors had been impregnated in the land of their. 
birth with a corrosive substance called hustle. It seems to 
have been an essence distilled from diseased nerves and the 
secretions of persons suffering from St. Vitus’ dance. 

It was believed to be infallible as a cure for backward or 
stunted children. 

It-is good to beat в walnut-tree, and it is at least salutary 
to thrash children. 

But the strokes should be tempered with discretion, if not 
with mercy, and it is unwise to carry correction to the point 
of extinction of the subject. 

Tutors are subject to the rule of their employers ; and 
although it is not necessary that the parent shall be wise 
with the tutor's wisdom, it is oft-times convenient that he 
shall be a man of parts. 

Now the Company was full of the cunning that served it 
well—or ill—to overcome the less cunning, but of know- 
ledge to check the doings. of its tutors it had but small 
measure. 

So, therefore, when the horde of men from the United 
States set out to bring the children of the Company into 


. line with other children born in health out of the purity of 


chaste wedlock, they worked their wills without let. 

Then arose to Heaven the feeble wail of squeezed 
sucklings, and the louder call of the weaned, for the rule of 
the new tutors was as the rule of that Pharaoh, who 
demanded a tale of bricks, and gave no straw for their 
making. 

Апа daily the reports of tht children's progress grew 
brighter, and gradually the old tutors were sent out into 
the world to look for new pupils. 

Who will say how long the human frame will supply 
energy to the brain without assimilating food ? 

To this question the Company found the answer. 

Slowly, slowly, the records of the children grew worse, 
and the excuses of the Americans louder, until the Company 
realised that, attenuation had been carried во far that nothing 
but prompt measures could prevail. 

Food therefore was administered, and for a time the sound 
of the quack was not heard in the land. 

Back in the ship went the men from the United States, 
but hack came not the old tutors. 

Poor children! Do you still live? 


Ormskirk.— The U.D.C. recently applied for a loan to 
carry out an E.L. scheme in conjunction with the National Electric 
Construction Co., aud the L.G.B. has intimated that as in the case 
of Wisbech T.C., the sanction of the B. of T. was necessary, and that 
before this could be obtained'further powers must be secured under 
the E.L. Act of 1882. No definite action has been taken by the 
Council in the matter, 
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POWER CAS. 


Іх view of the undoubted future for gas power, it would be 
desirable that engineers should begin to familiarise them- 
selves with the statistics relating to gas. There are already 
two distinct schools of thought in respect of the composi- 
tion desirable for power gas, namely, the hydrogen school 
and the earbonic oxide school. Pure hydrogen has a calo- 
rific capacity of about 53,300 B.TH.U. per Ib., whereas 
carbonic oxide has a capacity of 4,385 units, or about one- 
twelfth. Their relative density is f, so that per unit of 
volume carbonic oxide has a higher heat value than hydrogen. 
Equal volumes of the gases, in fact, combine with the same 
volume of oxygen, and therefore produce the same heat, but 
the available heat from hydrogen is rendered partially latent, 
and the product of hydrogen has a higher specific heat, 
which again is balanced by the density difference. Calo- 
rifically, the difference is negligible, On what facts do the 
two schools of thought rely ? 

To produce non-hydrogenous gas from, say, a coke or 
anthracite fuel, it is merely necessary іо pass air through a 
thick bed of the fuel in a state of incandescence. The fuel 
is completely burned to carbon dioxide at the point of air 
admission, and 14,500 heat units are generated per pound 
of carbon. The passage of the hot gas through the upper 
layers of coke causes an absorption of a second atom of 
carbon, and the gas escapes fiually аз carbonic oxide, and 
carries 10,232 units of potential heat and 4,400 units of 
sensible heat distributed in the 23 lb. of gus, which results 
from each 1 lb. of carbon consumed. The carbonic oxide 
contains, therefore, a potential heat power of 4,385 B.TH.U. 
per pound of gas, that is, 3 of 10,232. 

The gas producer never pue ks with this perfection. Some 
of the CO, is not converted. Some oxygen gets through the 
fuel uncombined, and the final gas therefore. contains more 
nitrogen than the chemical minimum; it also contains some 
СО», and owing to the presence of moisture in the fuel it 
contains a little hydrogen which arises from the decomposi- 
tion of the moisture, the oxygen being supposed to form 
CO with the fuel. Wide and shallow producers, in which 
the fuel is less consolidated than it is in deep producers 
with their greater depth or burden of fuel, are apt to 
be less efficient than the latter. 
duced gas is not likely to carry a heat potential greater than 
14$ of the heat value of the fuel, or, say, 70 per “cent. The 
rest of the fuel heat has appeared in the form of tempera- 
ture. The gas is hot. 

The upholders of hydrogen gas aim to produce a gas less 
sensibly hot, so they blow steam into the producer, “and in 
this way they cool the fire by absorption of heat in the pro- 
ceas of splitting up the water vapour. Large percentages 
of hydrogen may thus be introduced and the proportion of 
nitrogen is reduced, but though these effects accompany the 
use of steam, there appcars also to be inseparable, an increage 
of CO, The manufacture of hydrogen has not, in fact, 
been entirely performed by the waste heat of manufacture of 
carbonic oxide. Some carbon has been sacrificed. in order 
that more hydrogen may be produced. 

The net result is, however, a gas of greater calorific 
capacity per cubic foot, because there is, on the whole, more 
combustible in it. The gas is much more explosive—that is 
to say, it burns more quickly and ignites more readily 
at a lower temperature than the poorer gas containing 
more carbonic oxide and less hydrogen. This is, however, 
held to be a fault of the hydrogen- bearing gases, espec ially 
in view of the conditions to which, in practice, a gas engine 
is subject. 

The hydrogen gas will not permit of so much compression 
as will carbonic oxide. Тоо great а compression causes pre- 
ignition, and the engine, therefore, loses the advantage of 
high compression. By reason of the action of the water 
jacket of a gas engine it is not desirable that prompt and 
perfect combustion should take place at the dead point. — It 
i8 better that explosion should follow the piston, so that as 
combustion proceeds the heat developed shall be directly 
converted into work rather than into water jacket heat. Iu 
all gas engines there is an excess of oxygen taken into the 
cylinder. Those who advocate the poorer gas say that they 
can sccure the full power of the engine by admitting more 
gas and reducing the supply of diluent air. 


At the best the pro- 


In the Mond system, the gas produced is very rich in 
hydrogen, owing to the fact that a low temperature of pro- 
ducer is brought about by the use of hnge volumes of steam 
for the purpose of assisting to preserve ‘the nitrogen of the 
fuel in the form of ammonia. : 

The Mond and other ammonia-recovery processes can 
only be commercially adopted on a scale of considerable size. 

For small power work the suction gas producer is much 
employed. In this apparatus the air is drawn into the 
producer by the engine itself, and the producer is started up 
by the aid of a fan, or by a by-pass, to à chimney draught. 
Wheu once established making gas, the engine is started 
and the producer closed, except to the engine and the inlet 
from the atmosphere. 

There remains to be considered blast-furnace gus. The 
blast furnace is simply a very tall producer, heavily blown, 
and producing a gas containing about 27 per cent. of 
carbonic oxide and about 3 to 5 per cent. of hydrogen, 
which is about the desirable quantity that helps to spread 
ignition throughout the cylinder at a convenient velocity. 

From the introductien of lime and iron ore into the 
furnace, the gas is full of dust and steam, and it must be 
cooled to get rid of the latter, and washed and filtered 
through water screens and sawdust to get rid of the dust. 
This gas is being largely used їп Belgium and in Germany 
for power purposes, and it is an ideal gas for use in gas 
engines, being capable of bearing a high degree of compres- 
sion. It is therefore much safer than the hydrogenous 
producer gases. 

To the list might be added the coke-oven gases, which 
are the complement of the coke-made producer gas, and 
consist of the volatile constituents of bituminous coal. Coke- 
oven gas is, therefore, a powerful hydrogenous tar-bearing 
gas of “the illuminating gas order, and, therefure, more suit. 
able for use in small than in large engines, in which its 
compression must be kept down to safe limits, in order to 
guard against pre-iguition. 

Different gas producers embody some one or other of the 
ideas above recounted. Perfect w orking is aimed at by such 
an arrangement of air entrance grate as will best conduce to 
the flow of the air and the gas, into which it is at once more 
or less converted, through the body of the fuel. The 
tendency to-day is tow ards bigh producers, in which the fuel 
can settle down under the superincumbent load. For 
bituminous fuel, producers are made duplex, with provision 
for passing the volatile gases through the incandescent coke, 
so as to fix them by. conversion to. stable gases. Certain 
well-defined principles underlie the action of all, and 
engineers would do well to become acquainted with tlic 
thermo-chemistry of producer gas, so as to be able readily to 
calculate for themselves the economy of any particular 
method or process. В. 


PROTECTION AGAINST POTENTIAL RISES 
IN TRANSMISSION SYSTEMS. 


— — — — 


Ir is well known that in the operation of extra high potential 
systems of distribution of electrical energy, certain conditions tend 
to the production of dangerous rises in the potential of parts of 
the system. In order that these may be rendered harmless, 
it is essential that adequate means be provided to relieve the strain 
thus thrown on the insulation of the circuit, both as regards 
transmission lines and machinery. 

NI. M. E. Dusangey, in a paper read before the Société Iuter- 
nationale des Electriciens, discusses the types of apparatus now in 
use by various Continental companies for this purpose on systems 
working up to 30,000 volts. As predisposing causes to pressure 
rises, he mentions (a) Atmospheric iufluences; (^) Resonance; (c) 
A sudden break in the circuit; (4) Accidental contact with other 
systems at a higher pressure. The anthor divides protective devices 
iuto two classes: (1) Intermittent; (2; Continuous. Those in the 
former class are designed to give а momentary discharge to earth 
by way of a suitable arrangement of spark gaps, having meaus prc- 
vided for destroying the resultant arc, and a limiting resistance in 
the path of the discharge. The second class includes high resist-. 
ances of liquid or metal wire always in circuit aud arranged to pass 
any excess voltage to earth. These give a continual energy loss, 
and are known as overvoltage dischargers.” The location of such 
apparatus cannot always be determined originally, but as a general 
rule protective devices are placed at the eutrance and exit of lines 
to and from sub-statious and power stations, and at the junctions 
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of underground lines with overhead trunks. Other devices are 
added subsequently at such places as are found necessary. 

The author proceeds to describe several devices in use. In one 
case (Socicté d’Energie Electrique du Littoral Mediterranean) 
lightning arresters are arranged with 16 air gaps in series for 10,000 
volts, each gap being 1°75 mm., and having eight carbon resistances 
of 250 ohms each, arranged in series to earth. For- 30, 000 volts, 48 
gaps and resistances totalling 8,000 ohms, ате in use. Asan “ over- 
voltage discharger " the same company uses nine air-gaps of 1:5 mm. 
in series, with 10,000 ohms resistance in three sets arranged in A 
between the wires. Lightning arresters of the horn and magnetic 
blow-out types are also in use. When used as lightning arresters 


by the Société d'Energie Electrique de Grenoble et Voiron, а resist- ` 


ance of 8,000 ohms (wet sand) to earth and one air-gap of 7 mm. 
are in combination for 15,C00 volts. The same horn arresters, 
when connected as over-voltage dischargers, have 14,000 to 
15,000 ohms in series. Another compaay (Société Hydro- 
électrique de Vizille) uses earthenware tubes filled with water as 
limiting resistauces. 'lhese are 80 cms. long for 10,000 volts. 
Still another company (Cie Vaudoise des Forces Motrices des Lacs 
de Joux et de l'Orbe) arranges for a jet of water from a tank to fall 
into а metal cup connected to the earthed plate of a horn arrester. 
The water flows from these cups into & second tank kept at earth 
potential. A modification ot this device (Societé Hydro-électrique 
de Guiers) used as an over-voltage discharger, is an arrangement of 
three watér jets from an earthed iron pipe, playing on terminal 
plates connected one to each line. 

The author concludes with the following suggested arrangement 
of protective devices:— Outside the station, protected from the 
weather, lightning arresters, of either the horn or magnetic blow- 
out type, are connected between each line and earth. Between 
this and the station, spark gaps are arranged in series between each 
wire and earth (by way of a high resistance! to act as an over- 
voltage discharger ; this is arranged to operate at 50 per cent. excess 
pressure. Inside the station a continuous discharge of 0'2 to 
0:5 of an ámpere takes place by way of a high resistance to earth. 
Between this and the E.H.T. switches kicking coils are inserted, 
and again between the switches and machines similar kicking coils. 
Still another discharger of horn arresters and non-inductive resist- 
auces is counected in A between the switches and machine kicking 
coils. 

That we still have much to learn with regard to the running of 
these high potential systems scems to be admitted by the author by 
his claborate precautions against accident. 
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NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Tuompson & Co., Electrical Patent 
Agents, 322, High Holborn, Lon don, W. C., and at Liverpool, to whom all 
inquiries should be addressed. 


16.864. ‘ A new or improved apparatus for electrically controlling the starting 
and stopping of air-compressing plants for lifting beer and other liquids, also 
applicable for other purposes." R. ANDERSON and W. T. Bostock. August 21st. 

16,891. “Improvements in electric heating apparatus." C. McIntyre and 
A. U. Atcock. August 21st. 

16.905. Improvements in and relating to electric alternating current ma. 
chines.“ P. A. J. LaervnabrE. (Date applied for under Patents Act, 1901, 
August 23rd, 1904, being date of application in France.) August 21st. (Complete.) 


106,936. '* Improvements in the electrolytic manufacture of copper wire strip 
or the like.“ S. О. Cowrkn-CoLEs.. August 2156. 
16,943. ‘Improvements in and relating to electric resistances,” THE 


BnnisH Tuoxsos-Hovsrox. Co., Lip. 
States.) August 21s. 
16,945. linprovements in or relating to apparatus for automatically lighting 
and extinguishing electric lamps of a circuit at certain hours varying with the 
seasons," E.Carr-LrcovLrkE. (Date applied for under Patents Act, 1901, 
September 3rd, 1904, being date of application in Switzerland.) August 21st. 
(Complete.) 


(The General Electric Co., United 


16,971. “Improvements in, or in and relating to, commutators of dynamo- 
electric machines and electric motors.“ W. AlousTEAD. August 2210. (Com- 
plete.) | 

16.983. * hnprovements in magnetic trembler sparking plugs for electric 


ignition of gases. R. Kennepy. August 22nd. 


17.032, 
«The tirm of Reiss & Klemin, Germany.) 


“Improvements in elettrically-operated fans. W. P. THompson. 
August 22nd. (Complete.) 


17.014. Iinprovements in electric alarm apparatus.” W. ASHBURN and 
W.B. ASHBURN. Aug ast 23rd. 

17,000. *'hnprovements in the distribution of electricity on the overhead 
wire system.” J. Ronson. August 23rd. 

17.079, © Improvements in and relating to receivers for electric waves." F. 
ScHNEIDER, August 23га. (Complete.) 

17.084. “Improvements in and relating to electric train lighting systems,“ 


(Date applied for under Patents Act, 
August 23rd. 


Srewens ScHecKERT Weaker, G. in. b. I. ate | 
1901, August 2oth, LJ, being date of application in Germany.) 
(Complete.) 


217,001. “Improvements in andible electric signalling apparatus.“ W. D. 
KiLkov, S. Evrksurp and EVERSHED & VIGNOLES, Lap. August 23rd. 
17.093. “Improvements relating to magnets for electrical measuring 


apparatus." J. HekMaN. August 23rd. 
"17.108. Improvements in or connected with are lamps.“ E. R. Grott and 
M. V. Кал. August 23rd. 

17.109. © Timprovements in or connected with enclosed are lamps.” Е. R. 
(нок und M. V. Ery. August 23rd. 

17.133. Au improved life-gnard to be attached and driven forward for 
electiie trniuears, steuin ears, engines, or any other locomotive driven on roads, 
rails or metals.” J. S. Barney. August 24th. 

* fnis. - Co lmprovements in thermo - electric couplers.” THE BRITISH 
THomsex-Hotston Co., Lip. (The General Eleetrie Co., United States., 
August vith. Complete.) 

719,183. “Improvements in and relating to mercurial vapour electric lamps.” 
J. S&wiIKSRY and F. Hakkisox. August 25th. 

17,204. “liuprovements in dynamo-electric generators and motors." F. 
JOHNSTON. August 25th. 


17,222. ' ""nprovements in electrical transformers for тазара гарра 
ratus and the like." C. Oniverti and D. баттл. (Date applied for ander 
Patents Act, 1901, August th, 1904, being date of application in Italy) 
August 25th. (Complete.) 


17.223. Wireless telegraphy.” W. Harrison. (Date applied for under 
Patents Act, 1901. August 26th, 1904, being date of application in United States.) 
August 25th. (Complete.) 

17,235. Improved construction of appliances for producing electric light 
displays." A. E. DakuyL, А. GaLanti and Н. N, DakHYL. August 25th. 


17,288. ** Improvements in electrodes for secondary batteries." H. Е. JOEL. 
August 25th. 


17.483. Improvements in electricity meters." Н. Авом. August 25th. 

. (Complete.) Е 

V 17,260. ‘ An electric indicator for showing at а distance the rise and fall of 
liquids in reservoirs and the like." W. J. BLENHEIM. August 26th. 

17,270. "Improvements in or connected with electrical hand lamps.“ С. G. 
NarPiER-CLAVERING." August 26th. 

17,283. “Improvements in or applicable to automatic breakers for electrica 
apparatus." Н. MoonuHovsk. August 26th. 

17,902. * Improvements in or relating to telephone or like transmitters." 
H. A. Сетмоке and THE TELAUrO0D SYNDICATE, Їлгр. August 26th. (Complete.) 
. 17,808. ‘ А пем or improved apparatus for producing electrical discharges.” 
H. J. Happas. (The Synchronous Static Co., Uni States.) August 26th. 
(Complete.) , 

17,312. ‘‘Improvements relatiug to telegraphic signalling systems." G. 
Восм. (Date applied for under Patents Acts, 1901, August 31st, 1904, being 
date of application in Italy.) August 26th. (Complete.) 

17,314. ~ Improvements in automatic regulators for electric currente." P. 
KrNxEbY. (Date applied for under Patents Act, 1901, November 12th, 1904, 
being date of application in United States.) August 26th. (Complete.) - 
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PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
THoMPSON & Co., 322, High Holborn, W. C., and at Liverpool, price, post 
free, 9d. (in stamps). 


1904. 

ErLkcrRtc Traction Syatems. de Kando. 
not granted.) 14, 20. June 23rd. 

ELECTRICAL FIBRE ALARMS OR THERMO-INDICATORS. Cyon. 14,847. July lst. 

АСТОМАТ!С TELEGRAPHIC APPARATUS. Darnaskinos. 14,918. July 2nd. 

TELEMETER, APPLICABLE ALSO AS A CLINOMETER OR LEVEL AND FOR OTHER USRS. 
Rule and Liles. 14,694. June 30th. 

ELECIRICAL MEASURING INSTRUMENTS. Still. 14,728. June 30th. 

ELECTRO-MAGNETIC SIGNALLING DEVICES FOR SELECTIVELY OPERATING Two on 
Монк ALTERNATE SIGNALS OR THB LIKE. Willis. 15,563. July 12th. 

pur ME BREAKERS. Crompton & Co., Ltd., and Harris. 15,618. 

uly 13th. 

ELECTRO-MAGNETIC MECHANISM PARTICULARLY FOR USE IN RAILWAY SIGHAL 
Apparatus. British Thomson-Houston Co., Ltd. (General Electric Co.) 
16,110. July 20th. 

MANUFACTURE OF ELECTRICAL RESISTANCES. 
Ltd., and Ruzicka. 16,422. July 25th. 

MANUFACTURE OP ELECTRICAL RESISTANCES. Electric Equipment & Securities, 
Ltd., and Ruzicka. 16,423. July 25th. $ 


(Rights under Patent, &c., Act, 1901, 


Electric Equipment & Securities, 


. MANUFACTURE ОР ELECTRIC INcANDESCENCE BO DIES. Electric Equipment and 


Securities, Ltd., and Ruzicka. 16,425. July 25th. 

ALTERNATI*G CURRENT Motors. British Thomson-Houston Co., Ltd. (General 
Electric Co.) 17,019. August 3rd. 

SUSBPENDING OR Strro«riNo ELECTRIC MOTORS OR DIFFERENTIAL GEAR. OR Born, 
ох Моток ROAD VEHICLES OR TRAMWAY VEHICLES, Ellis. (Soc. А. Vedrine 
and Cie.) 17,978. August 18th. А 

INCANDESCENT ELECTRIC Lamr Sockets. British Thomson- Houston Co., Ltd. 
(General Electric Co.) 18,359. August 21th. * 

RESISTANCES FoR ELECTRICAL APPARATUS. British Thomson-Houston Co., Ltd. 
(General Electric Со.) 18,3601. August 24th. 

MERCURY AND THK LIKE Varova ELECTRIC APPARATUS. 
Electrie Co.) 18,446. August 25th. 

SWITH FOR ELEcTRIc Сїнєсїтїв. Farqühar. 18,496. August 26th. 

CoiN-FREED Gas, ELECTRIC, ов OTHER METERS. Beaumont. 18,520. August 26th, 

ELECTRICAL CIRCUIT BREAKERS AND AUTOMATIC SwrrcHes. Electric & Ordnance 
Accessories Co., Ltd., and Hall. 18,704. August 30th. 

MANUFACTURE OF ELECTRICAL INSULATING AND NON-HEAT Сохрестїно Compo- 

e srrions. Lake. (Зоо, Anon. Matthey & Co.) 18,920. September lst. 

MULTIPLE CONNECTING SYSTEM FOR TELEGRAPHIC OR TELEPHONIC CoMMUNI- 
cation. Arendt. (Date applied for under International Convention, 
October 24th, 1903.) 22,908. October 24th. 


Carolan. (General 


. MANUFACTURE OF INCANDESCENT ELECTRIC Lamps, Just and Hanaman. 23,899. 


November dth. 

APPaRATUS Fon TRANSMITTING ELECTRIC SIGNALB OR IMPULSES. 
29,354. December 31st. 

ELECTRICAL SIGNALLING Apparatus. Holmes. (Date applied for under Inter- 
national Convention, Mareh 25th, 1904.) 29,531. December 3lst. 

ELECTRIC Switches. Zani. 12.346. May ЗІК. 

ELkEcrRO-MEDicAL ArPrAkKATUS FOR THE CURATIVE TREATMENT OF DISEASE. 


Grabosch. 


Braun. 14,K20. July Ist. 
CHARGING OF ELECTRIC ACCUMULATORS FOR SELF-PROPELLED VEHICLES. 
McLaren. 15,283. July mth. 


ReLays For Diakcr Cuerent AvTOMATIC. Circuit Breakers, Garrard and 
Ferranti, Ltd. 15,289. July &th. 
ELECIRICAL MEASURING IN3TEUMEN IS, Garrard and Ferranti. 15,290. July 8th. 


1905. 


TROLLEY RETRIEVERS ғов ELECTRIC Raitways. Albee. 5,874. March Hth. 

ELect«ic Motor CONTROLLERS. Electric & Ordnance Accessories Co., Ltd., 
Hall and Garner. 5,742. March 20th. 

RELAYS FoR TELEPHONES, TELEGRAPHONES, AND THE LIKK, 
March 23rd. 

TELEPHONE TeaNsmirters, Gail. 7,508. April Sth. 

Sverkus or ELECTRICAL Disrkisctrion, Lincoln, (Date applied for under 
International Convention, May 3rd, 1504.) 8,907. April 27th. 

AUTOMATIC TELEPHONE ExcHaNes Systems. Kugelmann. (Date applied for 
under International Convention, April 29th, 1901.) 8,975. April 28th. 

VAPOUR ELECTRIC APPARATUS. Ferguson. (Date applied for under International 
Convention, January 18th, 1904.) 955. January 17th. 

APPARATUS ron REGULATING VARIABLE RATIO ELECTRIC TRANSFORMERS, Lydall. 
1,874. January Bist. 

APPARATUS FOR CONTROLLING ELECTRIC Morons. Barr, (Date applied for under 
Intern ational Convention, March 7th, 1904.) 3,195. February loth. 


Christensen. 6,176. 
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ACCIDENTS DUE TO ELECTRICAL 
SHOOK. 


CONSIDERING the magnitude of the electrical. industry: in ай 
its various branches, and the number of men engaged in 
connection with tzemway work, lighting and power, it 
cannot be justly urged that the number of fatal accidents 
due to electrical shock is sufficient to create serious uneasi- 
ness either with those engaged in the profession or with the 
public generally. At the same time it must be admitted 
that as such accidents are becoming more frequent, it is the 


duty of the profession to take the initiative in doing етегу-. 


thing in its power to protect its “members as well as the 
public. 

The constant increase in the use of £d and extra high 
pressure must of necessity increase the risk to life, but it 
must also be remembered that a comparatively small pressure 
may prove fatal under certain conditions of contact or where 
the victim is suffering from neurosis or cardiac affection. 
In our present state of comparative ignorance of such 
matters, it is impossible to вау definitely what does or does 
not constitute a dangerous pressure, and this is demonstrated 
by the well-known fact that shocks, with good contact, at 


2,000 volts or over have, with the exception of more or. 


less serious burns, left the victim practically uninjured, 
while, on the other hand, under somewhat exceptional cir- 
cumstances а shock at less than 200 volts has proved 
fatal. | 

The varied conditions under which accidents occur render 


it absolutely impossible to entirely prevent casualties, as 


complicated combinations of circumstances which cannot be 
foreseen are sometimes the cause. Isolating, protecting, and 
fencing of dangerous plant, is to some extent necessary and 
desirable, but the utmost care and discretion has to be exer- 
cised in order to prevent such means becoming indirectly a 
greater source of risk. Fencing and covering up not infre- 
quently render necessary operations more difficult to the 
attendants, and consequently produce a feeling of nervous- 
ness or uncertainty which is fatal to safety. 

All the methods of protection suggested by the Govern- 
ment Departments from time to time have taken the form 


of covering up, fencing, or isolating the dangerous plant. 


Such measures are alone quite inadequate to prevent acci- 
dents, and in some cases may increase the risk, while the 
officers iu charge of, or responsible for, carrying out such 
measures risk prosecution in case of non-compliance. Under 
the Public Health (London) Act (Smoke Prevention) pro- 
vided the owners of works provide apparatus for the pre- 
vention of smoke, the men operating such appliances 
can be fined for negligence or improper use of the same, 
and the principle should be extended to men engaged in 
dangerous trades. 

It goes without saying that all unskilled men should 
be rigidly excluded from the vicinity of danger, par- 
ticularly live wires, connections or other parts, or when 
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it is imperative for them to work within the danger zone, 
they should be placed under the strict supervision of a 
responsible technical officer. Rules or regulations, however, 
can do little more than reduce the risk, as numerous accidents 
are caused by direct disobedience resulting in serious or fatal 
accident. There is also to be taken into consideration error 
in judgement or mental aberration on the part of the officer 
responsible, even when the charge of culpable negligence 
would be unjust. Cases have occurred where a skilled tech- 
nical officer has been required to disconnect a cable, trans- 
former or other apparatus in order to enable а workman to 
effect alteration or repairs, and has been quite confident that 
he has done so, but has mistaken the connection and 
instructed the workman to proceed with his work on a live 
part, with the inevitable result of an accident more or 
less serious. 

It is not only the technical officer, however, that is at 
fault; men have frequently disobeyed orders directly and 
specifically given by their chief, and the only punishment jn 
the power of the latter is to dismiss the offending man, which 
has but little effect in bringing the remaining staff to а 
proper sense of their duties, and frequently does not affect 
the man who fills the vacancy at all. Many men disregard 
the rules for their protection, not only after repeated 
warnings, but after they have suffered more or less severely 
for their folly. Familiarity breeds not only contempt, but 
thoughtlessness, and even carelessness, and in this skilled 
technical men are often equally culpable with their less 
accomplished staff. Although accidents to technical men 
are comparatively rare, they are by no means unknown, and 
while a feeling of uneasiness and responsibility sometimes 
“engenders nervousness and probable accident, undue con- 
fidence, familiarity, or absence of mind, are far more liable 
to result in disaster, and have been the prime causes of 
accidents of this character. 

The question of how to entirely prevent accident, is one 
that, with a fallible humanity, it is hopeless to consider, but 
that measures can be taken to largely minimise them is 
certain, provided it is proceeded with on proper and con- 
sistent lines. It is useless to expect the Home Office or 
Board of Trade to prevent accidents or even to minimise 
their occurrence to any appreciable’ extent ; both bodies are, 
to a large extent irresponsible, and the best they have done 
is to issue multifarious regulations of a more or less 
impracticable character, which, when adopted, have shifted 
or increased the responsibility upon those who are powerless 
to enforce them. An interim report of the Select Committee 
of the Home Office upon dangerous trades—electricity works 
—published somc years ago, contained certain recommenda- 
tions, many of which were impracticable, if not absurd, and 
others which would, increase the responsibility of the chief 
engineers without considering the responsibility of the staff 
at all. The mountain in labour brought forth a molehill, 
and the proposed regulations have been shelved, if not 
forgotten. 

In our opinion the whole matter of accidents due to elec- 
trical shock should be seriously taken up by a Special Com- 
mittee nominated by the Institution of Electrical Engineers, 
and powers provided to enable them to obtain evidence upon 
oath if deemed desirable. From the evidence collected, a 
valuable set, of regulations might be framed, dealing not only 
with the responsibility of the employer and management, but 


2,300 volts. 


giving them power to enforce such regulations amongst their 
staff, or obtain punishment for their default in a Court of 
Summary Jurisdiction. A short Bill could be promoted for 
the purpose. In the meantime a few suggestions may not 


be out of place :— 


1. All dangerous or live parts should be Боа bright 
red, and notices prohibiting any unauthorised person coming 
within 6 or 10 ft. (depending upon circumstances) should be 
printed large and fixed in а conspicuous position. 

2. All dangerous or “live” parts should be protected 
against «ccidental contact as far as is consistent with con- 
venient operation, but the operator should on no account be 
unnecessarily hampered in his work by guards, covers, or 


fences. 

3. No unskilled workman should ever be allowed within 
the danger zone, and skilled workmen should only be 
admitted in charge of a technical officer and acting directly 
under his supervision. 

4. The use of rubber gloves should be insisted upon when 
working within the danger zone jj the parts are 
“live " or not—and all parts to be worked upon should be 
efficiently and securely earthed after having been disconnected 
by a responsible officer. 

(N.B.—The portion in italics may occasionally have to be 
modified at the discretion of a responsible officer when the 
parts are dead and earthed.) 

5. The person required to use rubber gloves should be 
made responsible for seeing that they are in good condition 
and should refuse to use theni unless they are quite sound. 

6. Technical officers must cultivate calmness and presence 
of mind under all circumstances, and ever remember that not 
only their own lives but the lives of their staff are largely in 
their care. 

7. Instant dismissal should in every case follow a 
deliberate breach of the regulations. 

8. Frequent first aid and resuscitation drill should be 
practised by as many officers and members of the staff as 
possible. 

The Electrical Review of New York for August 26th, 
refers to a paper on “Electric Shock,” read by Mr. 
E. Е. Noble, construction M UN to the Cleveland 
Electric Illuminating Co., before the Ohio Electric Light 
Association, which deals in part with certain experiments 
on animals, the current being taken from a supply at 
From the results certain conclusions are 
arrived at, but as no details are given in the Review, it is 
impossible to express any opinion either upon the conclusions 
or the methods adopted in carrying out the experiments. 
It would, however, appear obvious that any experimente 
carried out either upon animals or human beings must be 
comparatively valueless on account of the number of factors 
involved and the impossibility of knowing all the conditions. 
The resistance of the skin varies constantly, while the con- 
tact may be good or bad in varying degrees. Again the 
shock may be at a pressure very much higher or lower than 
that of the original source of supply due to inductive effects, 
capacity discharges, shunts and many other causes. Mr. 
Noble is of opinion “ That an important factor in a fatal 
electric shock is the action of the current upon the heart 
itself, and unless a relatively large part of the current passing 
through the body traverses the heart, the shock may not 
prove fatal.” 

It is questionable however, whether he is right in this 
assuniption as the cross-section of the heart is small iu 
proportion to the cellular tissue of the body as a whole, and 
therefore the greater part of the current would probably be 
shunted. This i is, however, not a matter upon which anyone 
should dogmatise ; at the same time there is evidence that as 
a rule the paralysing effect of the current upon the nervous 
system, including the solar plexus, is responsible for 
suspension of animation, if not death, and that the stoppage 
of the heart and lungs, being paralysed, naturally follows. 


poem 


Vol. 57. No. 1,451, Szpremser 15,1905] THE ELECTRICAL REVIEW. Е | 407 


The discoloration of the skin usually noticed may be due to 
the electrolysis of the blood in the capillaries, especially if 
the skin is moist with perspiration, or it may be due, at any 
rate in some cases, to electrolysis of the blood generally. 
The peculiar tarry ‘consistence of the blood lends colour to 
this assumption. 

Assuming, however, that Mr. Noble’s idea is correct, his 
proposed remedy is hardly practicable. He says if some 
method can be devised for diverting ‘the greater portion of 
the current around the heart, the number of deaths from 
electric shock will be greatly lessened, perhaps almost 
eliminated." Of course, this idea is a very old one, and a 


heavy metallic conductor passing from metal bracelets on the 


wrists along the arms and down the body to metallic soles 
on the boots has not only been suggested long ago, but, we 
believe, has been used, although we are not aware that 
anyone has been bold enough before to suggest encasing an 
average workman in a shirt of mail next his skin. We think 


that if the American workman would consent his English 


ronfreres would certainly object. 

Metallic shields or protectors about the body are far more 
likely to cause accident than to avert it, апа the condition 
of an unfortunate workman who succeeded in short-circuit- 
ing a power station plant, if the automatic cut-outs failed to 
act, may be better imagined than described. As already 
suggested, it ів wiser to insulate а workman, earth the parte 
operated upon, and allow him only to work "under the strict 
and constant supervision of a technical officer. 

We give on another page a list of the accidents which 
have occurred since July, 1904. 


ARISING out of a controversy which has 
Statisties of recently been waged in our © Corre- 
Internal Trade. spondence ” columns between the chairman 
of one of our large manufacturing com- 

panies and one of his critics—a correspondence which began 
with quotations of figures of import trade and which con- 
cluded with the ethics of the question known as fiscal—a 
correspondent (whose letter we published in our issue of 


Concerning 


September 8th) wrote to us suggesting that a committee . 


of members of the Institution of Electrical Engineers who 
helong to the Royal Statistical Society, should be delegated 
by the Council of the Institution to inquire into the subject 
of the compilation of commercial electrical statistics. The 
suggestion has such potentialities, that we feel inclined to 
point out the limitations and parallel precedents for the 


-collecting of such information. 


In these columnns—and to an even greater extent in the 


pages of our contemporaries—Mr. W. Pollard Digby has asked 


from time to time for the collection of statistics of internal 
trade. 16 must not be imagined that the need for these is a 
discovery of Mr. Digby's, although the emphasis which he 
has laid upon their deficiency might lead some people 
to think so. In a measure—a poor one it is 
true—the statistics of our railway systems roughly indicate 
the extent of our internal activities in any year. Railway 
statistics, compiled with the minute detail which characterises 
the ennmerations of the Government of India, go even 
further, as, in addition to dealing with total volumes carried, 
the weights of specific articles, raw and manufactured (to a 
total number of 35 main and numerous sub-headings), are 
recorded in each year. 

The statistical registers of certain of our sclf-governing 
Colonies go further still, for they contain particulars of the 
numbers of factories of different, classes, the number and sex 
of the hands employed, the amount paid in wages, the 
horse-power of the plant installed (whether steam, electric, 
water or gas driven), the capital value of the site aud of the 
machinery installed, the value of the raw materials received 
(including fuel and semi-manufactured articles for working 
up) and the total value of the works output during the vear. 


Voluntary efforts on a smaller scale among certain trade 
associations in this country, such as the British Iron 
Trades’ Association, have collected for the information of 
their members, particulars of Ше volume of the output of 
certain articles. We believe the Alkali Manufacturers’ 
Association does the same thing. These reports are private, 
and to secure a perusal of them is no easy matter. 

In the collecting of such statistics by a Government 
Department, a natural reticence exists on the part of the 
manufacturer for fear of disclosing information regarded 
as confidential. In the case of small industries in which the 
number of factories could be counted on one hand, we find, 
in certain of the Registers which we have studied, that such 
information is not published. In the United Kingdom the 
electrical industry is a large one, and it would not be impos- 
sible to devise schedules which should measure the value of 
the total factory output under certain headings, and at the 


same time anonymously and discreetly shield the identity of 


the firms in question. A strong sub-committee deputed by 
the Council of the Institution of Electrical Engineers, with 
each member bound in honour to secrecy, could deal with 
the matter expeditiously and efficiently. Then we should 
have internal and external trade shown in their right pro- 
portions. . 

- Sooner or later, Parliament will follow the example of the 
self-governing Colonies, and insist on returns of this nature. 


At present, however, the Imperial Parliament has a greater 


affection for grouse shooting than the establishment of a 
Ministry of Commerce, or the third reading of Electric 
Power Bills. We therefore turn to the Council of the 
Institution, and ask whether a tentative appointment of such 
a sub-committee might not be made ? 


X 


THE Colliery Guardian cites some tests 


Danger of made by Mr. Н. Hall, Н.М. Inspector of 
= pr Mines, upon the immersion of an incan- 
Coal-Dust, descent lamp in fine coal-dust from the 


Arley and Orrell Five-Feet Mines. 

In one instance, after the lamp had been buried an hour 
and a half, the temperature rose to 700? F., and smoke was 
produced. In another hour the dust was red-hot and caked 
where the lamp had been lying, and gas and smoke issued 


for half an hour afterwards. 


An incandescent lamp under ordinary atmospheric con- 
ditions will not become very hot, because it is able to radiate 
freely, and can part with all the heat it generates without 
rising to а dangerous degree of temperature above its sur- 
roundings. But coal-dust is au insulating material—a heat- 
insulator we mean—and since the lamp can no longer throw 
off heat freely, such heat must accumulate until the tempe- 
rature attains a dangerous elevation. А curious fact noticed 
was that in one case where the lamp failed and the current 
ceased to pass, the temperature rose more than 200° in 
the half hour following the explosion, which seems to show 
that, once heated, the dust continued to oxidise. It is 
obvious that dangerous fires may be caused by the incan- 
descent lamp, even if laid upon a heap of dust. 

One of the constituents of coal gas, namely, methane, 
ignites at 650 C. This is much higher than any lamp will 
attain if not buried, and a simple safeguard for ordinary use 
should be found in the ordinary four-bar cage with which 
lamps are employed about boilers. Such a cage would hold 
the lamp from actual contact with any neighbouring sub- 
stance and enormously diminish risk. The primary fact to 


bear in mind is, that however small a source of heat may be, 

the heat is cumulative where the surroundings are non— 
conducting, and with а perfect non-conductor there is no 
limit of temperature short of the temperature of the filament 
itself. 

Bituminous coal-dust has been ignited even by sparks 
from a brake rim. There is no real danger from the heat of 
the lamp freely suspended, but it is as well that the dangers 
of buried or half buried lamps should be known. 


D 
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ELECTRIC SHOCK FATALITIES. 
Tut following is a list of the fatal electric shock accidents 
that have occurred in the United Kingdom from July 28th 
last year up to date, and have been reported in our columus. 
We have not included the fatal third-rail accidents on elec- 


tric railways :— 


Date of accident. Occupation of victim. 


! 


July 28, 1904 Я Ironworks labourer | 


(Acklam Ironworks). | 


Electric Supply Co.). 
| 


| 
Aug. 19, „ лыша (Metropolitan 
| 


{ 


Engineer, watching | 

readings during test 
| of turbo - generator | 
| at Walker-on-Tyne. | 
Colliery employé | 


Sept. 6, „ 


Sept. 21, „ 


(Ferryhill, Durham). 


7 
i 


l 
Sub- stat ion employé, ap- 
prentice, aged 18 
| (Scarborough Elec- 
| tric Light Co.). 


ait. 


Sept. 27, „ 


119107 7 > 


October „„ Miner (aged 21) em- 
| ‚ ployed Eldon 
Colliery, Bishop 
à Auckland. 

Jan. 6 1905 | Clockwinder at work 
in Leeds Market 
Hall clock tower 

(weak heart). 


Foreman electrical 
engineer (Bolckow, 

. Vaughan & Co, 
Middlesbrough). 

Electric pump driver 
at colliery at 


Feb. 8 „ 


Jan. 28 „ 


Tredegar. 

April7 „ Senior shift engineer 
Islington electricity | 
works. 

May 26, - Bricklayers labourer 
(Gateshead Railway 


shops). 


Master electrician (Ken- 
nington). 


June 23, „ 


2 


Workman at Tube 
Works, Airdrie. 


June 27, „ 


Electrician at Neasden 
Power Station. 


July 17, „ 


— 3 3 — — 
` 


Aug. 18, „ Bricklayer. District 
Railway sub-station, 
Whitechapel. 

Aug. 28, „ Electrician, employed 


hivh tension cham- 
- ber, Hastings Tram- 
Ways. 


— ——— MÀ — — —À— 


—— ——— 


Character of accideht. - 


-— —— а — 


Grasped at electric lamp 

to save fall. 

Putting in new cable at 
manhole at Manches- 
ter Square. 
pipe. Current on at 
time. No gloves used 
(500 volta). 

Came into contact with 
brushes (300 volts). 


Received shock when 
grasping bare ''Rap- 
per” signal wire; lcak- 
age from temporary 
wiring. 220 volta; 
damp. 

Dusting switches with 
gloves on ; found dead 
with head 3 in. from 
nearest terminal; left 
hand hanging by side. 
130 volts. 

Found dead  grasping 
electric cable supply- 
ing current to coal- 
cutting machines. 

Clock gong operated by 
current from lighting 
mains (200 volts alter- 
nating) ;  clockwork 
electritied at intervals. 

Searching for leakage 
under engine house, 
touched live wire and 
fell into well. 

Fuse nipped between lid 
aud case of c.i. fuse 
box; ineffective 
earthing. 

Received shock whilst 
adjusting rectifier, 
1,500 to 2,000 volts; 
uo gloves used. 

Employed оп crane 
sweeping walls; 
grasped wire presu- 
mably to prevent 
falling. 

Employed in basement of 
premises adding an 
extra light. Cut wire 
with pliers when 
current on; earth 
damp; nails in boots; 
200 volts. 

Found dead across iron 
rail guarding clec- 
trie switch of scarfing 
machine. 

Entangled among, live 
Wires in transformer 
chamber : chamber 
not locked, but in- 
structionsnotto enter; 
11,000 volts. 

Removing floor-plates in 
sub-station; chamber 
not locked. Assumed 
plate caught on feeder 
switch. 

Chamber kept locked; 
deceased, after point- 
ing out dangerous 
parts to labourer, ac- 
cidentally brought his 
own hand into con- 
tact with live part of 
switch. 


New Zealand.—The New Zealand Customs authorities 


Cutting 


have lately given a decision to the effect that carbon plates for 
galvanic batteries” are to be classified as ^' machinery, electrical 
and appliances,” the duty being 10 per cent. ad valorem, 


NOTES ON THE LOCALISATION OF CABLE 
| FAULTS, 


By HENRY JOSEPH. 3 


So much has been written lately on the subject of the final 
localisation of faults on underground mains, and so much 
personal recrimination has been.mixed up with the various 


items of information which have been recorded, that it is 


with some degree of trepidation that the present writer 
enters the lists. 
The object of this article is not so much to suggest new 
methods, as to investigate the conditions under which tests 
already published are likely to be uscful, and to ascertain, if 
possible, what steps should be taken to find the position of 
a fault, the nature of which is such that no test known to 
the writer can be applied with any degree of certainty. 

In writing these notes, the author has in mind more 


particularly the conditions appertaining to a three-wire 


continuous current system with the neutral earthed at the 
station. : | 
On such a system, the faults may be roughly divided into 
three classes, irrespective of the kind of cable :— 
1. An earth on one or more conductors, but no break of 


continuity. | 
2. А short between two or more conductors, but по earth 
or break of continuity. . 


3. A length of cable completely burnt out. 


I.—AN EARTH ON ONE OR MORE CONDUCTORS, BUT NO 
BREAK OF CONTINUITY. | 


An karth оп One Conductor.—This may be a fault 
detected in its early stages, and is, on the whole, the simplest 
to localise, it being the ideal condition under which a loop 
test may be taken. This is probably the most accurate and 
reliable test for this class of fault, since its accuracy depends 


- 


Fic. 1. 


Fio. 2. 


only on the homogeneity of the cable, testing leads, and 
slide wire. As this test is doubtless familiar to most of 
your readers, it will not be necessary to describe it. Fig. 1 
shows the modification used by the writer, the supply in 


series with a lamp being used instead of a battery, and the 


current returning through the fault and earth to the middle 
wire at the station. | 
An Earth on Two Conductors.—The same method is 
applicable in the case of an earth on two conductors, the 
sound one being used to complete the loop with either of the 
faulty ones (fig. 2). : 
An Earth on all Conductors.—If all three conductors 
are earthed, it is necessary to run a test wire over ground in 
order to complete the loop with one of the faulty conductors 
(us in fig. 3), and as its section should, in order to ensure 
accuracy, be comparable with that of the cable under test, 
this method is not to ће recommended, especially where the 
length of cable is long, or the thoroughfare a busy one. 
Some fall of potential test, such as that suggested by vour 
correspondent “ B. S. H.“ and others in recent issues of the 
Review, might be used in this as well as the two previous 
cases, but where all conductors were earthed, these methods 
would also require a test wire. | 
Fig. 4 shows a modification which gets over the difficulty. 
A current from an automobile accumulator, regulated by 


~ 
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means of а resistance, i8 sent through the fault. An 
ammeter is put in circuit, and voltage readings are taken 
simultaneously at either end of the cable. v, = fall of 
potential along two conductors + the fault, and v, = P.D. 
across the fault, whence the distance up to the fault can be 


Fia. 3. ° 


Fic. 4. 


“calculated from the known resistance of 1 Jard of the cable 
in question. 

Check readings should be taken between eic of the 
three pairs, and tlie mean distance marked on the ground. 

Similar readings should also be taken from the other end. 
and if the two points do not quite agree, the ground should 
be opened at a point midway between them. 

As & further check, and to prevent confusion arising 
through an E. u. F. at the fault, the battery should be reversed, 
and another set of readings taken. Of course, the supply 
may be used through a bank of lamps, but the writer prefers 
а battery as it is more convenient, and is not liable to be 
upset by earth currents to the same extent. 

The two voltmeters are ordinary cell testing instrumenta 
calibrated to the same e standard. 


П.—А SHORT BETWEEN TWO OR MORE CONDUCTORS, 
BUT NO EARTH OR BREAK OF CONTINUITY. ` 


Where the fanlt consists of a short unaccompanied by an 
earth, a loop test can only be used if there is one sound 
conductor, as in fig. 5, or if it i is possible to lay a test wire 
along the ground, 

The voltmeter method i is also applicable as in the previous 
case. 


If the-cable be а distributor, with a number of services, . 


the following method is useful whether the conductors are 
earthed or not. 

А steady current, either from the supply or a battery, i is 
sent through the fault, and readings v,, v., v., &c., taken 
at consumers’ terminals, between two of the "faulty con- 
ductors (assuming that the neutral is shorted on to one or 


Fic. 5. 


Fic. 6. 


both of the outers). (See fig. 6.) "These readings are taken 
at all service cut-outs along the whole length of the dis- 
tributor, one set, У Vp Vyp &c., from positive services, and 
another set, vi, v,, v,, &c., from negative ones, a tape 
being run from house to house at the same time. 

These voltage readings will continue to fall as we get 
further from the source of supply, aud will finally remain 
stationary when the fault has been passed, the final readings 


. can conveniently 


being the P.D. across the fault. А curve is now plotted, ag 
in fig. 7, the ordinates being the voltage readings at, say, 
the positive consumers' terminals, another curve being 
plotted ав a check for the negative ones. 

The point, F, at which the sloping line crosses the bori- 
zontal one gives the position of the fault. The Writer uses 
a small pad of sectional puper for this purpose, and has 
found this test exceedingly useful for localising a fault on a 
cable supplying a number of public lamps. 


III.——A LENGTH OF CABLE COMPLETELY. BURNT OUT. 


This is the most common type of fault on a system which 
is either not fused in the network boxes or is fuged heavily, 


as, indeed, it should be, in order to keep the supply going in 


the event of a comparatively small fault, rather than try to 
save a few yards of cable from destruction. 

In the case of а threc-core or concentric armoured cable, 
this type -of fault usually leaves only а charred mass sur- 


——————» VOLTS 


<_> VARDS - 
Fic. 7. 


e 


rounded by partially fused armour, the conductors ab either 
end of the fault being fused into a solid lump with the 
armour, forming two earths of different resistances. 

If the soil is wet, a P.D. may be set up between the steel 
and the copper, thus tending to confuse any attempt ata 
teat. | g 
If the cable be a distributor, we can proceed as in fig. 6, 
taking voltage readings at consumers’ terminals in order to 
test for continuity, and to ascertain, when the fact that the 
cable is burnt. out is determined, between whieh pu of ser- 
vices the break has taken place. 

The readings will, of course, fall as we get nearer to the 
fault, and may finally fall to zero when 16 is passed, but the 
probability is that there will still be a P.D. owing to an 
E. M. F. at the fault on the second length of cable, which may 


be variable, and thus lead to some confusion. 


To.obviate this, the battery should be reversed, and a 
second set of readings taken. With care it should.now be 
possible to definitely ascertain that the cable is severed, and 
to locate the fault as between two adjacent services, and 
finally. to eut out the faulty length, and supply the con- 
sumers from either end, if the distributor be part of a ring. 

If the length of cable thus made dead be a long one, or if 
it be a feeder, the difficulty now arises of finding the exact 
position of the fault. To do this the writer cannot suggest 
anything more scientific than cutting the cable half way 
and testing for the fault with a galvanometer, repeating 
the process, until the faulty length is reduced to one that 
be relaid. Obviously no loop test is 
possible, since there is no available end of cable to short 


Circuit, in order to compiete the loop. 


In the same way it is clear that any fall of potential test 
is out of the question, since we have to deal with two 
unknown quantities in the form of two shorts of unknown 
resistance. 

Mr. Quin, in 1897, suggested a method in which two 
induction coilg, with contact breakers of different lengths, 
were connected to either end of the cable, and a telephone 
receiver in series with a coil of wire was carried over the 
route of the cable. "The fault was supposed to he found at 
a point where the notes from the two induction coils 
clashed. 

All these telephone methods are liable to be upset by 
the armour of the cable, iron troughing, gas or water mains, 
in the ground, or stray currents from neighbouring tramway 
systems. E 

The writer would be glad to hear of any satisfactory test 
fora fault which has resulted in the severance of all con- 
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ductors, or of one or more of them without contact with the 
remainder. 

So far the case has not been considered of one or more 
conductors being severed without a short or earth, but here 
again the same difficulties are found in applying a test. 

The preliminary test at consumers’ terminals—in the case 
of a distributor—is, of course, simplified by the fact that it 
is only necessary to apply a little juice“ 
“feel” for continuity. 

The writer has only once experienced this type of fault on 
a distributor, although several have occurred on public lamp 


services, through a bad consignment of cable being used; in 


this case the rubber apparently contained some foreign matter, 
which rotted away, and left a free passage for moisture which 
finally corroded the copper right through. 

The distributor referred to above was a three-core ' in. fibre 
insulated, lead-covered cable fed from one end only, and it failed 
by eorrosion in the same way, probably assisted by electro- 
lytic action, through a hole in the lead. 

Areing had evidently taken place at the finish, and the 
distributor fuses blew, the conductors clearing themselves 
from earth and one another. Fortunately, the fault had 
occurred between two services йр a dozen yards of one 
another and was thus quite easily found. 

Another type of fault which is likely to be troublesome is 
an intermittent earth. This may occur through an accumu- 
lation of moisture setting up an arc which soon evaporates 
the water, or it may be caused by contact between a bare 
conductor and the edge of an iron trough, for instance. 
In either case it is more likely to occur on single conductors 
laid solid in metal troughing, or that most iniquitous system 


FIG. 1.—Pump ENDS оғ THE TURBINE UNITS. 


of single conductors pulled through iron pipes. If the fault 
will not develop sufficiently rapidly—indeed, it may remain 
as an intermittent one for weeks—it is advisable to earth 
one of the outers, and put the full voltage between the faulty 
main and earth, in the hope of rendering the earth a per- 
manent one. One requires to think twice, however, before 
doing so, as it may involve finding out more faults in the 
district than one is prepared to attend to in the course of a 
day’s work. 

From what has gone before it should be clear that there 
is no standard test that can be applied to any class of fault 
in any particular district, although for many reasons local 
conditions may cause the mains engineer to have a preference 
for one particular method where it is applicable. He should, 
however, carefully guard against the mistake that is often 
made of using his favourite test without carefully investi- 
gating the nature of the fault, and then, when he has been 
misled, digging up and finding it with the pick and shovel. 

It has been suggested that а jointer's hand-cart should be 
kept ready fitted up with all the necessary instruments 
and apparatus that are likely to be required, so that 
no time is lost in getting them together when required. 

The writer would suggest a box to fit inside the hand-cart, 
the box to contain a graduated slide wire, a sensitive 
galvanometer, and a pair of leads long enough to reach from 
the ends of the slide wire to the terminals in a disconnecting 


at one end, and. 


box, of a section and length equivalent to а definite number 
of yards of ' cable; two 5-volt voltmeters with centre zero, 
an ammeter reading up to 20 amperes, and a 4-volt accumu- 
lator and regulating resistance (or, as an alternative, a bank 
of about two dozen 32-c.P. lamps, mounted on a board with 


batten holders); a wireman's galvanometer and spare leads 


for coupling up. 

If this kit” were kept ready for immediate use, and the 
precaution were taken of testing out all conductors for earths, 
shorts and continuity before commencing a test, much time 
would be saved, and much unnecessary and expensive excava- 
tion and cutting avoided. 


Since writing the above the author has had the pleasure 
of reading a very interesting article by Mr. Knight in the 
ELECTRICAL REVIEW on a similar subject,“ and if the fore- 
going notes in places cover somewhat the same ground, he 
trusts that Mr. Knight will take them as supplementing his 
observations. 

If one might be allowed to criticise the previous writer's 
valuable contribution, it would be to suggest that inaccu- 


racies are likely to arise from introducing earth resistances ` 


into his calculations ; for instance, his test on a loop-main 
is almost certain to be upset by the difficulty in obtaining 
absolute earth. — 

Surely it would be better and far quicker to cut the loop 


near the point at which it is fed, thus converting it into a 


single length, and apply an ordinary loop test. Cutting the 
cable will not be of any great consequence to consumers, and 
it can be re-jointed at leisure. 

Mr. Knight’s test (see fig. 4 in his second article) also has 


Fic. 2..-THE GENERATORS AND SWITCHBOARD. 
AN ELECTRO-HYDRAULIC ELEVATOR PLANT. 


the disadvantage that it uses earth as a part of the Joop, 
which, as he himself admits, may have a greater resistance 


than the cable itself. 


This introduces into his calculations an element which, 
apart from its liability to variation, forms a large proportion 
of a small total resistance, and being difficult to measure 
accurately, is almost certain to completely upset the result. 
Would it not be better to use a test wire to complete the 
loop, as in fig. 3 above, if no other sound ошон 18 
available ? 


Is it not also rather out of place to talk .of mulis gnat- - 
like temperature corrections for the resistance of the cable 


when inserting such very *camel-ious" factors as earth 


resistance ? 


AN ELECTRO-HYDRAULIC ELEVATOR 
PLANT. | Y 


THE provision of power for the elevators of large buildings 
is а problem which the architect has to solve in connection 
with the space that he has at his disposal. If current from 


* Both MSS. were in our hands for some time before the publica- 
tion of Mr. Knight's article. — Eps. E.R. 
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the electrical supply companies’ mains 18 adopted, he can 
dispense with a power plant of gas or steam, and the space 
which either of these installations would require, and the 
attendance ; the further consideration as to whether the 
elevators should be driven direct by motors or by hydraulic 
power has then to be taken into account, as the latter 
. method has some advantages over the former. | 

Theadoption of the electrically-driven turbine pump permita 
of dispensing with a complicated power. installation while 
retaining all the advantages of the hydraulic system of mani- 
pulating the elevators ; this system, while occupying very little 
space and attention, allows of noiseless and smooth working 
of the elevators.. The accompanying illustrations show the 
electro-hydraulic installation in John Taylor Dry Goods Co.'s 
store, Kansas City, Mo.* | 

Fig. 1 shows three Worthington three-stage motor-driven 
turbine pumps operating the hydraulic elevator system of the 
atore. Machines Nos. 1 and 2 are of 300 gallons per minute 
capacity each, driven by а 45-H.P. 220-volt motor, while 
No. 3 is of 500 gallons and driven by a 70-H.P. motor. 
Cutler-Hammer controlling apparatus is employed on the 
main switchboard. The pressure in the hydraulic mains 
is 140 lb. per sq. in., from which all the elevators of the 
store are supplied. During the light load requirements one 
of the 300-gallon units carries the service, aud the heavier 
load is dealt with by the 500-gallon unit, while the maxi- 
mum load is taken by either Nos. 1 and 3, or Nos. 2 and 3 
together, or if the load is not up to full maximum, Nos. 1 
and 2 may carry the service. 

These pumps were selected from considerations of economy, 
noiseless operation and compactness. The nature of the 
turbine pump is such that a control device ів not required, 
except from economical considerations, as it will work 
automatically, but the addition of the Cutler-Hammer con- 
trolling apparatus is considered a step towards greater 
economy. . 


„ 
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ON THE PROPERTIES OF MAGNETS MADE 
OF HARDENED CAST-IRON.! 


By В. О. PEIRCE. 


Durna the last six or seven years a large number of d’Arsonval 
galvanometers, in which the permancnt fields are due to hardened 
and artificially seasoned cast-iron magnets, have been used in the 
Physical Laboratory of Harvard University, in competition with 
similar instruments furnished with hardened forged-steel magnets, 
from the shops of well-known makers. For nearly five years also 
magnets.of the same kind have been employed in standard mirror 
amperemeters and voltmeters fixed in the laboratory, in cases 
where it was desirable that the indications, of the instruments 
should be trustworthy within one part in a ihousand of their 
larger deflections, over a considerable range of room temperatures. 
Besides the cast-iron magnets which we have made ourselves, we 
have of late used a number of others in moving-coil galvanometers 
purchased in the. market —some of the best of them from the Leeds 
and Northrup Co. - 

It early appeared, from tests made on these instruments, that 
whereas good iron castings as they come from the foundry make 
most unsatisfactory magnets, so far as permanence is concerned, 
magnets made of castings properly hardened and aged after being 
machined—if machining is necessary for the purpose to which the 
magnets are to be put—compare favourably in strength, in perman- 
ence, and in the relatively small changes of their moments with 
room temperature, with the best of tool steel magnets, even if in 
strength, though not in their other qualities, they fall a little behind 
, magnets made in a forming press of steel specially prepared for the 


urpose. 

Although chilled cast-iron bar magnets have been used for a long 
time in a few forms of telephones, it is usually best to make straight 
magnets (which do not need to be hammered) of stcel; but the 
forging of steel for permanent magnets of complex forms, without 
spoiling it, demands a kind of skill which most toolmakers, even in 
the largest establishments, have not acquired, and it is generally 
difficult to get satisfactory specimens of апу very special shape of 
curved-steel magnets unless one has access to such facilities as a few 
of the manufacturers of electrical measuring instruments have pro- 
vided for themselves It is true that the hardening of iron 
castings for magnetic purposes also requires such skill as few 
persons possess, if the very best results are to be obtained, especially 
when the pieces to be treated weigh more than а pound or two; 
but a little practice will enable any good workman, who has a 
JJ!!! шшш мысы шыны E 


* W. K. Palmer in the Zron. Trade Beeieu, Cleveland, Ohio. 

t Proceedings of the American Academy of Arts and Sciences, 
Vol. XL. No. 22, April, 1905. (Contributions from the Jefferson 
Physical Laboratory, Harvard University.) Abstract. 
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gas forge with blast powerful enough to raise the temperature of 
the iron uniformly nearly to the melting-point, to make good gray- 
iron castings of moderate size, hard enough for strong magnets, 
which will leave little to be desired so far as permanence is concerned. 
It has been my good fortune to have the help of Mr. G. W. 
Thompson, the mechanician of the Jefferson Laboratory, who has 
had long experience in treating cast-iron, and who has made for 
me, by a process of his own, massive ets with extremely low 
temperature coefficients. It is to be noticed that some of the 
secret methods of hardening cast-iron, used by makers of small 
of machinery, do not fit the castings for making good 
magnets, and that case hardening, which affects the surface only, 
is useless. The character of the cold bath into which, while it is 
kept in violent agitation, the strongly heated castings to be 
hardened are plunged, seems to have considerable influence upon 
the result. . | 
At the very high temperature, just under the melting-point, to 
which the cast-iron must be raised before it is suddenly chilled, the 
metal loses much of its tenacity, and slender pieces must be handled 
carefully lest they break like chalk. The chilled casting should be 
hard enough to scratch window glass, if not so readily as hardened 
tool steel will do it. It is vain to оошо to make any such ртау- 
iron castings as I have used magnetically hard by chilling them 
after they have beer heated to the eomparatively low temperatures 
that one would use in making steel glass-hard. Everyone who has 
attempted to harden а thick mass of tool steel uniformly, knows 
how difficult the task is; it is easy enough to get the outer layers 


. glass-hard, while the interior is much softer; or sometimes (by 


overheating the steel) to get the inside hard while the outside is 
blistered and cracked. If a casting is heated to а very bright red 
and then plunged into the bath, the outside may become hard to 
the file, while the interior, as magnetic tests clearly show, remains 
soft; in this case, however, the material will stand a higher tem- 
perature without injury, ayd if the mass be reheated and when it 
is just below the melting point be suddenly chilled, the whole 
interior becomes hard. 

It is a good deal easier to harden a lot of straight, round pieces 
of good gray cast-iron, say 20 cm. long and 1 cm. in diameter, 80 
that they shall all be nearly alike magnetically, than it is to do 
the same with an equal number of pieces of drill rod. 

Several years ago, when I had to have a set of the best magnets 
I could get for measuring purposes, carefully ground into shape 
after the steel had been hardened, I experimented* upon hundreds 
of seasoned magnets made of many kinds of steel; ordinary tool 
steels, self-hardening tool steels, and special magnet steels. I found 
nothing better in tool steels than the Crescent drill rod, or the 
Jessop's black round tool steel, and I have used these as standards 
in testing my round cast-iron magnets. | 

Most of my experiments on the strengths of round cast-iron bar 
magnets have been made with pieces 18cm. longand either 0°95 cm. 
or 1 25 cm. in diameter, of which I have а good many, some new 
and some cast two years ago. These were usually relaxed] after 
their hardening by being boiled in water for some time; next they 
were magnetised to saturation in a solenoid, and then they were 
again boiled and “ aged " in the usual manner. The resulting mag- 
nets were finally tested in competition with a large number of 
seasoned tool steel magnets, of different brands, but all of the 
same dimensions as the castings, with the help of а mirror mag- 
netometer. The cast-iron magnets looked, of course, rather rough 
in comparison with others made of polished rod, but their moments 
differed among themselves less than those of an equal number of 
the steel magnets made of any one brand. Just one of the tool 
steel magnets had а moment sensibly greater (about 4 per cent.) 
than any of the cast-iron magnets, but the average of the moments 
of the cast-iron magnets was rather greater than those of the steel, 
even after the records of the two or three stecl magnets with 
abnormally low moments had been rejected. . 

Two years agot I measured the temperature coefficients of a good 
many bar magnets of cast-iron and steel. In every instance, as was 
to be expected, the rate of loss of moment per degree of rise of 
temperature was much greater at temperatures near the boiling- 
point of water than at room temperatures, but if for purposes of 
comparison we used the mean loss, per degree, of the magnetic 
moment, when the magnet was heated from about 10° C. to 100° C., 
expressed in terms of the moment at the lower temperature, it 
appeared that in the case of rods 16 cm. long and 0'95 cm. in 
diameter, these mean losses were 

0:00042 for seasoned, chilled, cast-iron magnets, 

000046 for seasoned magnets made of Crescent steel drill rod 

or Jessop’s round black tool steel, 
while they were | | 
0:00070 for seasoned magnets made of J escop’s square tool steel 
16 cm. long, and of cross-section nearly that .of the round 
rods. 

In the case of shorter rods the difference was still more in favour 
of the castings, because, I suppose, they were more uniformly 
hardened in the interior than the steel could be. 

If an ironcasting which has been hardened and boiled is magnetised 
in a solenoid either to saturation or to a degree which falls much short 
of this, it is practically impossible to decrease the moment by even 
50 little as a tenth of 1 per cent. by striking the magnet on end 
with a wooden mallet or with a stone. I have tested many such 
magnets by dropping each 200 or 300 times upon a stone slab, or by 
giving it hundreds of sharp blows with wouden clubs. The magnets 
)))) 886 


* Peirce, American Journal of Science, 1898, p. 334. 

f Barus and Strouhal, Bulletin of the U.S. Geological Survey, 
No. 14, 1885. 

t Peirce, Proceedings of the American Academy of Arts and 
Sciences, February, 1903. 


412 


THE ELECTRICAL REVIEW. [Vol 57. о, 1,461, SEPTEMBER 15, 1605, 


get a little warm during this harsh treatment, but when their 
temperatures again fall to the original point the moments, which 
may have fallen а small fraction of 1 per cent., regain wholly, so 
far as my observations go, their old values. Some few of the 
specimens of special magnet steel that I bave examined are nearly 
equal to the castings in this respect. 8 

Prolonged boiling has, however, always reduced the moment of 
the cast-iron magnets very sensibly, and this loss may be as much 
as 20 per cent. when the magnetising field has been an extremely 
strong one, and the residua] moment is very high; if the casting 
has not been magnetised to saturation, the loss of moment by 
boiling is much less. If, after a cast-iron magnet has been seasoned, 
its temperature be suddenly raised from room temperature to 
100^ C., and then as suddenly lowered, the magnet may not wholly 
recover its original strength until after the lapse of several hours ; 
if, however, the upper limit be only 50° C., there seems to be no 
sensible lag in the attainment of the whole of the original 
moment. ‘ mE 

Most of the steel made specially for magnets, which I have been 
able to get, has come in the form of long bars of rectangular cross- 
section, about 2 cm. wide and 1 cm. thick ; of such steel I have had 
pieces 18 em. long, hardened in some of the various ways used by 
professional magnet-makers, to. compare with hardened castings of 
the same dimensions. One of the hardened but unmagnetised 


i 


castings was placed in a solenoid, exposed to the action of a 


demagnetising alternating current, and then put rapidly two or 
three times through а hysteresis cycle, using а maximum field of 
145'2 gausses. After this preliminary treatment— which I used in 
the case of every piece that I examined—the hysteresis diagram 
remained unchanged however many times the iron went through 
the cycle. | 


Fig.1 represents hysteresis curves of (4) a piece of hardened cast-- 


iron (18 cm. x 2 em. x 1 em.), and (B) of two pieces of Seebohm 
and Dickstahl magnet steel (of the same gimensions), which makes 
the strongest saturated magnets of any of the special steels which I 
have used. Тһе maximum ficld in the case of the a curve and the 
larger B curve was nearly 166 gausses, and under this field the cast- 
iron and the special steel acquired moments of about 8,900 and 
15,400 units respectively ; when the field was removed the residual 
moments were about 3,120 and 3,550. The piece of. steel just 
mentioned was hardened in a water bath; the smaller B diagram 
was obtained at another time with a similar piece of the samo steel 
chilled in one of the baths used by Mr, Thompson. Although the 
maximum fields were unfortunately not the same in the two B 
diagrams, the general shapes of the curves are very similar. 

These two pieces of steel and the cast-iron were then placed in а 
solenoid, the ends of each piece were connected together outeide 
the coil by a massive iron yoke, and a current of about 45 amperes 
was sent through the coil; the residual moments; offithe ‘cast-iron, 
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Fic. 2. 


FIG. 1. 


the steel chilled in water, and the steel hardened in the special bath 
were then about 4,390, 5,500 and 6,220. The weight of each piece 
of steel was approximately 274 grams. Of three other pieces of 
steel of a brand used exclusively by well-known makers of magnets 
for ‘‘magnetos,” the first was hardened in plain water, the second 
treated with potassium ferrocyanide, the third chilled in Mr. 
Thompson's bath. These pieces, like those just described, were 
18 cm. long, 2 cm. wide, and 1 cm. thick, and they retained, after 
being magnetised to saturation, the moments 3,470, 2,500 and 4,190 
approximatély ; this steel was in our hands, therefore, not so good 
as the Seebohm and Dickstahl Special. 'The special magnet steels 
can be bent or formed, but cannot be heated hot enough for weld- 
ing without spoiling the material for making magnets. 

In fig. 2 the results of observations made by Mr. John Coulson 
and myself upon round cast-iron rods 18 cm. long and 0°95 cm. in 
diameter are shown. The rods were magnetised in a solenoid, of 
4,927 turns in & length of 980 millimetres, placed with its axis 
horizontal and perpendicular to the meridian, and the relative 
moments at different times of the rod under investigation were 
determined. ‘The abscissas represent the field (in tens of gausses) 
to which the rod is subjected by the current in the solenoid, the 
ordinates represent the corresponding magnetic moment of the rod 
in thousands of units. The т, curve was obtained with a soft cast- 
ing, the heavy K curve with a casing of the same lot which had been 
chilled from a high temperature in cold "water. ' At the same time 
with this casting were hardened two or three pieces of Crescent 
drill rod of the same dimensions ав it. These were naturally not 
exactly alike magnetically, but the best of them. furnished the 
dotted к curve of fiy. 2; the others had a very little less retentive- 
ness. The magnetic likeness of the cast-iron and the steel is 
worthy of notice. 


In fig. 3 the horizontal divisions fepresent, as before, the field in 
tens of gausses, the vertical divisions the cortesponding moments of 
the specimens in thousands of units. 

The c diagram was obtained with a soft casting 18 cm. long and 
‘95 cm. in diameter, the D curve with a casting of the same lot 
hardened by Mr. Thompson's methods. Another casting of the 


. same set, hardened at the same time, gave the continuous curve in 


fig. 4, while a piece of Crescent drill rod, treated with the castings, 
furnished the dotted curve in the same figure. A careful 
comparison of the curves of figs. 3 and 4, obtained with 
the chilled castings—which were chosen from the lot wholly at 


random— wil] show. that they are magnetically almost in- 
distinguishable ; the likeness of the Crescent drill rod, chosen also 


at random, to the castings is again shown by the curves of fig. 4. 


We have used cast-iron magnets of many different forms, a few 
of which only are shown in fig. 5; the shapes marked 1, 2, 3, 6 ‘have 
been employed, with the long way of the opening between the 
poles vertical, in d'Arsonval galvanometers, while а number of 
rather thin plates of the shape marked 8 have been used together 
in other instruments of the same kind. Magnets of the shapes 
marked 5 and 7 produce the artificial fields in some mirror needle 
galvanometers used as voltmeters. % 

The mean temperature coefficient (к) between 10° C. and 100° C. 
of hardened magnets of the shape 1, which weigh 1,150 grams 
apiece, is about 0:00036; к is the mean loss per degree of the 
intensity of the magnetic field at any definite point between Ње 


— 
h 


| ; 


Sra ў =| | 
pu 

597 
. К | | 


mus ums ——ä—j—w we ——À3 


Fia. 7. 


Fia. 5. 


poles—when the magnet is heated from 10* to 100'—expressed 
in terms of the field intensity at the point at the lower temperature. 
For magnets of the shapes 3 and 6—which weigh 260 ms and 
500 grams respectively—Xx has the values 0:00040 and 000031. 
The actual temperature coefficients at room temperature are always 


less than these mean values, and in the case of the last-mentioned 
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form the coefficient between 10° C. and 40° C. is not greater than 
0'00013, 

If the slender part of such а casting as No. 1 be wound as 
uniformly as possible with insulated wire, and if steady currents 
of different strengths be sent through this wire, the relative values 
of the whole magnetic induction across a given area between the 
poles can be determined with sufficient accuracy by pulling out, 
from a definite position between the jaws, a coil of suitable shape 


made of very fine manganin wire, and connected with a ballistic . 


galvanometer. E 

In this way diagrams may be obtained very like the c and р 
curves of fig. 3, according as the casting is soft or hard, and this 
is а very delicate method of determining whether a casting 
which is hard on the surface is also hard throughout the interior. 
The two halves of each of two thick castings of the shape 4, 
weighing about 4,800 grams each, were wound as uniformly ns we 
well could with 156 turns of insulated wire. and the two coils of 


each casting were so connected in series that when а current 
was sent through them both conspired to make one of the 
projections (say X) a north pole and the other (Y) a south 
pole; one of the castings was soft, while the other, as 
another experiment afterwards proved, had been  imper- 
fectly hardened. With cach of these castings a rough kind 
of hysteresis diagram was obtained by measuring for different 
current strengths the induction flux in the air between the poles; 
the ordinates in fig. 6 represent, in hundreds of lines per square 
centimetre, the induction across the centre of the gap, x v, while 
the abscissas represent the current in the coils measured in amperes ; 
the в curve belongs to the soft and the х curve to the supposed hard 
casting. In & second experiment made with the same castings, one 
of the coils on each was used as a primary and the other, which was 
connected with a ballistic galvanometer, as а secondary ; this pro- 
cedure gave the curves of fig. 7, which show clearly that the second 
casting, which was very hard to the file on the surface, was still soft 
inside. The diagrams of fig. 8, drawn on a different scale, give the 
results of a similar experiment on the soft casting just mentioned 
and a third chilled casting of the same form. These striking curves, 
which were reduced from a large drawing, represent the observa- 
tions accurately, aud illustrate tbe fact that it is possible to make 
the whole inside of a massive casting, like the one here used, magnet- 
‘ically very hard. 

When the gap, x y, of this third casting had been closed by a 
piece of soft iron, and a heavy current had been sent through the 
coils for a few moments, in such a way as to make one of the pro- 
jections a north pole and the other a south pole, the casting became 
a fairly strong permanent magnet ; the flux per square centimetre 
across the middle of the air-gap was finally 285. 
«quare centimetre across the gap of a similar, though considerably 
less heavy, hardened cast-iron magnet, belonging to one of a number 
of excellent d’Arsonval galvanomcters furnished by Messrs. Leeds 
and Northrup, is 187. In this magnet the pole projections are а 
little shorter and the gap a trifle wider than in the castings 4 
described above. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be written on one side of the paper. Free use of fictitious names, dc., 

ma be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express.] 


— — — 


“Р. 8. T.“ writes: — A case has come to my notice which I 
should be glad to have your opinion upon. A certain works is 
situated just over the boundary of the arca of supply of A in the 
area of supply of B. A’s power station adjoins the works in ques- 
tion, while B's power station is some 14 miles distant, and there is 
no immediate prospect of a cable being laid from B's works to give 
a supply. 

“The question arises therefore whether the said works, having а 
cottage situated in A's area forming part of their works, would A 


The flux per 


- 


be acting within their rights in laying a cable to the cottage, the 
works taking their supply from this point from A's power 
station ?  * | | 

*,* It is provided by Ње Electric Lighting (Clauses) Act, 1899, 
Sched. Cls. 4, that undertakers shall not at any time after the 
commencement of the Special Order supply energy or (except for 
the purposes of that order) erect or lay down any electric lines or 
works beyond the area of supply otherwise than under the authority 
of Parliament, or under а licence granted by the Bonrd of Trade 
under tbe principal Act. That is the letter of the law; and there 
is no case in the law reports which serves to show that the supply 
of electricity in the manner suggested by P. S. T." would be an 
infringement of it. It is apprehended, however, that a Court of 
Justice wonld decree that there had been a colourable contraven- 
tion of the Act; and this view is supported by a case which was 
decided in relation to the supply of gas. By the Metropolis Gas 
Act, 1860, Sec. 6, the limits of each gas company then supplying 
the metropolis were defined, and in the result each com- 
pany enjoyed a virtual monopoly of its own district. One 
of these companies, at the request of a railway company, 
placed a meter on a part of a railway station lying within the com- 
pany's limits, and through it supplied to other parts of the 
premises situated outside the company's limits, and within the 
limits of another company. The Court of Appeal held this to be 
lawful, on the ground that the sale and delivery of the gas took 
place at the meter; but the House of Lords reversed this decision, 
holding that the gas was supplied where it was consumed, and, 
therefore, that the company were transgressing their authorised 
limits (Gas Light and Coke Co. v. South Metropolitan Gas Co., 62 
L. T. 126). In the circumstances “ P. S. T.“ might incur some risk 
if he adopt the course suggested. | 


“J.” writes: —“ An application for a supply of current for опе 
16-c.P. lamp has been received from a consumer. The service is in 
the premises having been laid for a previous tenant. When the 
prices of supply were advertised mo mention of a minimum charge 
was made, neitber is it in the consumer's agreement, but there is a 
clause in this agreement as follows:—' Nothing in this agreement 
is to abridge.or prejudice the rights and remedies of the Council 


"under their provisional order and the Acts referred to therein.’ 


I know that this light is only required for a specific purpose, and 
that the consumption of current-will be so small as not to give any 
adequate return on the outlay, even for meter only. No charge is 
made for the hire of meters when accounts are paid within 21 days 
of demand. dox 

“What I desire to know is whether, notwithstanding having 
advertised certain charges for current (without any minimum), the 
Council may, in a special instance like this, legally insist upon a 
minimum payment per quarter, sufficient, at any rate, to cover 
interest on their outlay, or refuse to supply at all. The following 
clauses are contained in the provisional order :— | 

„Clause 25, which provides that prices charged shall not exceed 
those specified in the schedule, and Clause 26, which reads as 
follows :—‘ Subject to the provisions of this order, and of the 
principal Act, and to the right of the consumer to require that he 
shall be charged according to some one or other of the methods 
above mentioned, the undertakers may make any agreement with 
& consumer as to the price to be charged for energy and the mode in 
which such charges are to be ascertained and may charge 
accordingly.” | | 

„A close examination of the provisional order under which the 
district council referred to by “J.” supplies electricity, reveals 
nothing which will enable the council to impose an additional 
charge upon the consumer in question. Nor is there any- 


thing in the public Acts relating to the supply of 
electricity, which would enable them to impose special 
terms upon this consumer. Of course the case must be 


dealt with on the assumption that the mains have already been 
laid to the premises in question.. Having regard, however, to the 
use which it is proposed to make of the current supplied, it is 
apprehended that the district council would be justified in refusing 
to give а supply. Upon their refusal, the consumer ‘would have to 
go to the police court to enforce his rights, and it is probable that 
he would hesitate to adopt that course. 


CORRESPONDENCE. - 


Letters received after. first post on Wednesday morning cannot appear 
until the following weck. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be put- 
lished unless we have the writer's name and address in our possession. 


A Milking Problem. 

I am obliged to your correspondent, “ С. P.,” for pointing 
out my error re * milking.” 

Looking up my notes I find that the groups of low cells 
boosted in parallel happened to be some odd cells in places 
where the solid connections had been cut when the battery 
was divided into sections for another purpose. It was thus 
possible to cut out the second and third groups, the first 
only remaining in series with the battery. 


* The editors regret that there has been some delay in answering 
this query owing to the absence of their legal contributor. 


* 
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Of course, if the cells are solidly connected, only gone 
group can be boosted at one time, although this may consist 
of any required number in series in any part of the battery, 
the booster volts being regulated by the exciter rheostat. 
The booster can thus be used for “milking,” its motor 

being run from the bus-bars, or, to secure perfect steadiness, 
connected across the ends of the battery. - 

Only in the case of the cell connections being movable, 
could more than one group be boosted in parallel. 


Ralph W. Birkett. 
Stockport, September 8th, 1905. 


The Wiring Industry. | : 


‚ Mr. Munro’s article under this heading in your last issue 
is hardly conclusive. Admitted that the present unsatis- 
factory state of the wiring industry is due to the fact that 
there is not sufficient work to go round, then we do not sec 
how any combination of contractors is likely to improve 
matters, especially if, as Mr. Munro suggests, this combi- 
nation should include us many contractors as possible. The 
only way in which such a combination as this can influence 
prices is by arranging’ воше system of pooling, or, in other 


words, the formation of a Trust. For a Trust to be entirely 


successful it is necessary to eliminate every firm outside the 
Trust. Attempts of this nature have been made from time 
to time, not only in the electrical trade, but also in many 
others, but in no single instance has success attended any 
such enterprise. Depression in trade is very much like a 
famine, and no combination of starving men will help them 
to fill their stomachs if there is no food to be had. Under 
the present conditions, the question is probably one as muclr 
of individuality аз anything else, and such work as there is, 
is usually secured оу firms displaying reliability, enterprise 
and resource. The formation of Trusts rather tends towards 
the extinction of these qualities. 


R. J. Nicholson & Co. 
Manchester, ö 


September 8th, 1905. 


Compound Dynamos in Parallel. 


In the ELECTRICAL Review of July 21st (page 90) I see 
that Mr. G. W. Weston, under the head of “ Novel methods 
in Australia,“ refers to the connection of * compound ” 
dynamos at Sydney station. 

I have had the experience of an identically similar case in 
the Natal Government Railway Power Station at Durban. 
The remedy adopted was identical with that suggested by 
the Editors of the ELECTRICAL Review. Soon after this 
had been done the field connection of one of the dvnamos 
(whilst working in multiple with other machines) was broken 
accidentally by a coolie labourer. "The circuit-breaker acted, 
aud no damage occurred to the dynamo, which was rumning 
again on the bus-bars 10 minutes after the occurrence. 


| G. F. A. Norman. 
Pietermaritzburg, Nutal, S.A., 


August 17th, 1905. 


The Value of the I.E.€. 


Kindly allow me, though far away, just a small space in 
your columns on a most important subject, viz., “ The 
Value of the Institution of Electrical Engineers.“ 

I quite agree with © Provincial's " remarks in your issue 
of June 16th, as although it is 10 years since I joined the 
Institution, I regret that I cannot say it has been of any 
service to me even when out of employment, for instance :— 
When interviewing a prominent consulting engineer in the 
City I was asked particulars of my technical training after I 
had shown my testimonials for practical work. I pointed 
ont my City and Guilds of London Certificate for Electrical 
Engineering, and also mentioned that I was an A.I.E.E. 
The engineer in question replied with a sneer ** what is the 
use of that? | 

[n subsequent experience I have found that his remark 
had something of truth in it. 


training. 


if he wished. 


I know a certain M. I. E. E. who has not the slightest idea 
of the running of a station, or how to test the insulation 
resistance of cables, or the testing of plant generally, or the 
setting: of brushes, but he is a good draughtsman. Again, 
I know a certain Associate here in India who, to my personal 
knowledge, is quite ignorant of the testing of house and 
motor installations for insulation resistance or leaks. 

I should be glad to see an entrance examination in 
theoretical, practical and commercial engineering (electrical) 
substituted for the present mode of admission, viz., of 
obtaining the signature of a certain number of members; 
ulso that each higher grade could only be reached by passing 
a Stiffer examination in the above subject. 

If this could be carried out only men of a good sound 


knowledge of the profession would belong to the Institution, 


which would then be looked up to as a guarantee of pro- 
ficiency amongst consulting engineers and municipalities, 
whereas at the present time it is regarded as simply a farce. 


Chief Engineer. 


[It should be clearly understood that the * Associate " 
class is specifically intended for persons associated with 
electrical engineering, but not necessarily engaged in, or 
trained in, that profession. The ** Associate Member " class 
is confined to persons coming under the latter heads, aud 
the annual subscription is the same as in the“ Associate " 
class.— Ens. E. R.) 


` 


An Overcrowded Profession, 


I have read with interest your excellent leading article re 
the above in the current issue of the ELECTRICAL REVIEW, 
and the profession should be indebted to you for bringing 
the matter forward. , я 

As I have before pointed out in your valuable paper, the 
fault is that in England. we have no recognised system of 
If, as Mr. Browne suggests in his excellent article 
(see the ELECTRICAL Review, July 14th, 1905, page 75), 
that a fixed course of training should be followed and a 
certificate awarded before the candidate could call himself 
an electrical engineer, there would not be 150 applicants for 
posts at servants’ wages. 

At the same time it must not be lost sight of that many 


- engineers, those in central stations, for example, will oppose 


a works and college course, if compulsory, as it would stop 
the income derived from taking pupils. In past years a 
man with a greengrocer’s shop would expect his son to take 
up the business after him: now, however, Horace" must 


become an electrical. engineer, the borough engineer taking 


him for £30 as а pupil for two years. 

Referring to your notes re “ Qualifications of Italian 
Engineers,” you see the first thing asked for is a Diploma 
of Civil Engineer and Architect. In the advertisements in 
the ELECTRICAL REVIEW do they ever ask for the Diploma 
of the I. E. E.? Compare the clear way in which this 
advertisement is written with the nonsense which appears in 
similar advertisements in the engineering papers. 

I would like to see it enforced that every electrical engineer 
should spend three years in the works and one or two years 
at college, the premiums being fixed for all alike, there being 
three exams. to pass, preliminary, intermediate and final, and 
it would only be after the final that the candidate could call 
himself an electrical engineer. The various degrees of 
student, associate and associate member, at the Institution 
should be done away with, and, as in France, the final 
examination should enable the candidate to become a M. I. E. E. 
For reasons already stated, I doubt if the 
present. system will be changed. 

Cominon Sense. 


Electricity is year by year entering more and more into 
our everyday life—its rapid growth, the brilliance of its 
triumphs, and its future possibilities, are now almost as well 
known to the man in the street as to the specialist. What 
wonder, then, that paterfamilias turns hopefully towards it 
when seeking a career for his boys. 

There is, unfortunately, a large number of persons who 
expect by supplementing an extremely poor general education 
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by a couple of years at a technical school to qualify them- 

selves for responsible positions as electrical engineers. These 

so-called “ technically-trained men” have naturally made 
manufacturers and engineers somewhat shy of men so styled, 

and further, as they find it difficult to rise in their pro- 

fession, they help to swell the chorus of complaint as to 

overcrowding. 

The great obstacle to successful technical training in this 
country is the low standard of general education which 
prevails in our public and secondary schools—at 
any rate, amongst those who are looking to taking up 
engineering or industrial work in the future. This is 
largely due to the best men being secured for classical work, 
partly becanse the modern side is still often regarded as a 
sort of refuge for those who fail in classics, and further, on 
account of the extengive system of close or tied scholarships 
existing between the public schools and certain colleges of 
the older universities which are largely classical in character. , 
We want the best men we can produce for our engineering 
industries, and unless it is generally understood that such 
men are sought for by our manufacturers, and valued by 
them, they will continue to find an outlet for their energies 
in other directions. | 

It is the business of the technical schools to turn out men 
with well-trained minds not only skilled in technical matters, 
but resourceful, original and with power of initiation. It is 
absolutely useless to take a poorly prepared lad of 15, and 
expect to make a “ technically-trained man" of him in a 
couple of years. 

А recently issued return showing the number of students 
taking a third or fourth year's course in technical work in 
this country shows that their number, is lamentably small, 
compared with those undertaking work of a similar character 
in the States and in Germany. 

We must recognise that. a successful training in electrical 
engineering will depend upon a thoroughly sound, general 
education as & basis followed by two or three years in works 
and three or four years in a technical college or vice versa. 
The period of training is long and necessarily expensive, if 
not in fees, at least in maintenance, and the initial remunera- 
tion small. А well-trained capable man should, however, 
be able to command £150 per annum at 25 years of age, and 
from £250 to £500 at 35 with a prospect of one of the 
plums of the profession later on. 

With regard to the manufacturers, if they all took the 
same interest in their apprentices as do the British Westing- 
house Co., there would be nothing to complain of, but the 
iniquitous premium system still flourishes, and many firms 
are adverse to, or even afraid of, taking on a well-trained 
. man. | 
Things are, however, changing for the better ; within the 
last few years many old works have been remodelled and 
new and progressive firms have sprung up, and the demand 
for well-trained men is certainly increasing. 

Although examinations are to be avoided where possible, 
we are badly in-need of some recognised standard of training 


in electrical engineering which would have a recognised value ' 


for the public. 

We now have scattered over the country & large number 
of technical schools, some large, but mostly small. The 
larger institutions are strong enough to stand by themselves, 
or are affiliated to one of the newer Universities, but the 
work of the smaller schools is not co-ordinated, and varies 
greatly in character and quality, and the general! public are 
quite unable to attach a definite value to their certificates or 
curricula, or to the “ technically-trained men" that they 
produce. 

Has not the time come for our Institution to follow the 
lead of the Civils by instituting -an examinational test for 
their students and associate members ? These examinations 
would at least furnish a hall-mark whereby we could at 
sight distinguish between men who had passed through the 
prescribed training and those who had not. | 

Surely we can do for our profession what the Medical 
Council has so successfully done for the education of medical 
men, and then we shall be able to attach a more definite, 
and I hope also an enhanced, value to the expression “the 
technically-trained man." 

: Alfred Sehwartz. 

Manchester, Seplember 11th, 1905. 


Coal Deposits v. Water-power. 


With reference to your editorial under the above heading, 
in your issue of September 8th, will you permit me to say 
that I think you have raised a 1nost seasonable discussion. 

I have remarked on many occasions, and still contend, 
that there is no more danger involved in consequence of the 
use of overhead mains for high voltages than in the ordinary 
overhead trolley lines with which the authorities and the 
public are now so familiar. | 

1 I mentioned at the time of the discussion on Mr. Adden- 
brooke's paper, that in the number of high tension overhead 
transmission lines which I have carried out in different parts 
of Europe, I do not know of one single case where an 
accident to life or property has occurred in consequence of a 
break in an overhead wire: I make a point of keeping in 
touch with the station engineers now in T end of the plants 
with which I have been connected, and I have never 
received any information which has shown that any 
danger was involved by using bare overhead conductors. 

If 25 to 30,000-volt mains, properly supported on poles, 
through densely populated districts, сап be used on the 
Continent of Europe, I fail to see any reason why they 
should not bé used in Great Britain. Their extensive 
use has, up to this moment, only been prevented in con- 
sequence of the antiquated ideas held in certain quarters. 
Also it is certain that в well-designed overhead line is as 
free from breakdowns as the best underground conductor, 
and with modern protectors, the probability of damage 
from lightning is extremely small. Further, there is less 
trouble from “surges” due to distributed capacity aud 
inductance of high pressure lines. | 

Ав І have said before, I think this is a matter which is 
of such importance to the electrical profession as a whole, 
that it should be the business of the I.E.E. to devote all its 
influence and energies to combat the prejudice which pre- 
vails against the bare overhead conductor. There is no 
doubt that if this prejudice were overcome, it would ensure 
a decided improvement in the prospects of clectric power 
transmission, ¢.g., that more electrical work would be carried 
out, more engineers and more men would be required, and 
this is, I believe, one of the remedies for which you ask in 
your leader on “ An Overcrowded Profession " in your issue 
of the same date. C 

I have, unfortunately, lately had many proofs of the cor- 
rectness of this assertion. M 

If we are to reach the ideal condition of house-industry as 
mentioned by Colonel Crompton in his James Forrest Lec- 
ture, we shall certainly want overhead mains in place of 
underground conductors. | 

| Arthur J. Bloemendal. 
London, September 11th, 1905. 


[In view of the interest and importance of the question 
of overhead mains, we are making inquiries as to the present 
state of the matter. It should be borne in mind that the 
attitude of the Board of Trade on this question is that of 
the open mind, and that several high pressure overhead 
transmission systems have been sanctioned by the Board 
already.— Eps. E. R.] 


Earth-Detecting Instrument. 


In the ELECTRICAL Review of the 8th inst., Mr. 
Edgeumbe makes it quite clear why there is no reading on 
the normal point. 

As the Special Rules now in force in connection with 
Electricity in Mines state that “ the leakage current shall, 
so far as is reasonably practicable, not exceed one-thousandth 
of the maximum current,” I want to find, in a plant such as 
has been described, what allowance ought to be made from 
the capacity current, in order to have indicated daily the 
leakage current; without this information the leakage 
detector is really of no practical use as a measuring instru- 
ment. An ordinary incandescent lamp can be во placed as 
to indicate leakage, but the difficulty is to know to what 
extent, so as to keep within the meaning of the Special 
Rules. If Mr. Edgcumbe or any of your expert readers can 
show how to get over the seeming difficulty of making the 
proper allowance when taking the readings, it will be the 
means of making the detecting instrument of use. 
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E : | ‘Teste on Main A and B together: 'Tests on Main A only. . Testa on Main B only. 
Standing. | Running. Standing. | Running. Standing. Running. 
* А i Es m 
Volts ... a Р ake 440 440 440 440 | 440 440 
Amperes rds E s st nil 210 nil 120 - nil Instrument not cali- 
brated finely enough 
Length and Size of Cables in use— ў to give a reading 
1,755 yds. '85 in. 3-core 1,755 yds. 35 in. 3-core 125 yds. 20 in. 3-core 
А 107 yds. 15 in. „ 107 yds. 15 in. „ | 56 yds. 125 in. „ 
| 417 yds. 06 in. „ 417 yds. 06 in. „ | 90 yds. 062 in. „ 
Length of cable with current on ... 4,077 yds. Olin. „„ 4,077 yds. Olin. „ | 
125 yds. 20 in. „ 
56 yds. 125 in. „„ 
90 yds. 062 in. „ 
Total length ... - 6,627 yds. 6,356 yds. 271 yds. 
Earth detecting instrument rcadings — 
Normal reading ... Us bee nil nil nil nil nil nil 
Phase A (milliamperes) zs 33 33 32˙75 33 6 15 
x B " e 33 33 33 33 8 15 
» € ‘a 33°75 34 32°75 33:5 6 | 16 
Insulation tests — 
Phase A (ohms) ... 172,131 897,436 
„ uM ray. d Has not been tried. 177,966 833,333 
„ © „ 177,966 1,093,750 


——— 


Mr. Edgcumbe is quite right ; when the trials were made 

the instrument was cross-connected. | 
As suggested, I give herewith the insulation measure- 
ments on circuits А and D separately. The foregoing 
tabulated statement shows the reading on the leakage 
detector, also the conditions under which they were taken, 
together with the insulation readings taken by a direct- 
current instrument. | 
! Mining Engineer. 


Consulting Engineers and their Speciflcations. 


I have noticed your correspondent's letter headed Con- 


- sulting Engineers and their Specifications." Ав he obviously 
refers to a consulting engineer in Bristol, I should be much 
obliged if he would inform me whether he is alluding to 
work which has passed through my office, as, if so, I shall 
ask you to allow me to contradict the whole of the state- 
ments as far as they refer to the latter part of the letter. I 
‚ feel it necessary to do this, as a number of my friends have 
drawn my attention to the letter. І shall esteem it a favour 
if you will include this in your next issue. 

| | Herbert Т. Sully. 
Bristol, lem ber 11th, 1905. | 


Evaporative Trials of Bennis Plant. 


We have read with some astonishment your comments on 
our letter of last week on the above subject. Although the 
word ‘ impossible " occurs no less than seven times in one 
column, we have failed to discover any valid argument in 
support of your contention that it must be applied to our 
figures. 

With regard to the mistake in your original note 
respecting the steam temperature, you claim the credit of 
having given Mr. Bennis the benefit of 25°.” We do not 
ask for, nor desire, the support of arithmetical blunders to 
bolster up our case. We prefer to stand or fall by the facts. 

You next, relying upon Dulong's formula, insist on 
reducing the 12,600 B.TH.U., which was found to be the 
heating value of 1 lb. of coal, to 12,170. "This and other 
formulæ for calculating the heating value of a coal from the 
chemical analysis are useful for a rough estimate where 
nothing better can be obtained, but we have never before 
seen the formule set up to correct a calorimeter determina- 
tion. In the Minutes of Proceedings of the Institution of 
Civil Engineers, Vol. 102, p. 292, there is printed a paper 
by Bryan Donkin and John Holliday on fuel testing, in 
which four formule are quoted for calculating the heating 
value, and an example is given of their application in which 
these formulz give results which differ among themselves by 
1,468 B.TH.U. per lb. and Dulong’s formula, which gives 
the lowest results, shows 741 3B.TH.U. per Ib. less than the 


ы 


——_—_—- — — i ÀM———— — — 


true value by experiment. Again, in the same Proceedings, 
Vol. 108, p. 459, in the abstract of a paper by Scheurer- 
Kestner and Meunier-Dollfus on * New Researches on the 
Calorific Value of Coal," it is stated, The authors arrive ut 
the conclusion that it is impossible to ascertain correctly the 


calorific value of any given coal by calculation, and that it 


should be tested in a good calorimeter.” So much for your 
assertion that ** the calorific capacity per pound of coal will 
be at most about... .. 
the 12,600 B. TH. U. stated by Messrs. Bennis.“ 

With regard to the question of the amount of air passed 
through the fires per pound of coal, it may be useful to point 
out that, with coal of the composition stated, 30 per cent. 
excess of air gives the following volumetric composition for 
the waste gases (neglecting the water vapour, which is not 
taken into account in the ordinary gas-testing apparatus, 
such as the Orsat) :— | | 


CO, 13°38 per cent. 
Oxygen ses 493 „ 
Nitrogen ... S. 8169 ~~ „ 


How can any competent person say of such a waste gas 
analysis that **everyone should know it was not obtained." 
We are asked for proof that this 30 per cent. was the true 
quantity. We have no direct proof, as the gases were not 
analysed during the test in question. 
letter that “we find 30 per cent. ample," and thes is so. 
With a boiler in good condition, sound brickwork, and 
correct handling of the machine it is by no means unusual to 
obtain from 14:5 to 16 per cent. of СО, in the waste gases, 
and such results are obtained in everyday practice in many 
places where this important point is properly attended to. 


3 


We really cannot enter into a discussion of the possible - 


reasons wliy tests made in different places, on different 
boilers, with different coal, different conditions of draught, 
&c., yield different results. Such a question is absolutely 
irrelevant to the point at issue. 
an efficiency of 57:3 per cent. ів in itself no proof that 
another test did not givean efficiency of 88:1 per cent. The 
converse proposition could be put forward just as logically, or, 


rather, just as illogically. Each statement must be judged 


solely on its own merits. 

The test at Messrs. Firth & Sons’ works was not made in 
order to obtain a balance of heat generated, utilised, sent 
up chimney, radiated, &c. It was made solely to establish, 
to the satisfaction of that firm, the relative efficiency and 
cost of evaporation at their works by hand firing and by our 
machine stoker. Had a heat balance been the object in view, 
all necessary observations of flue gas temperature and 
analysis, &c., would have been made. When, however, the 
results are stated to be physically impossible, we are entitled 
to fill up the gaps by figures based on our known practice as 
ascertained by tests where a heat balance was the primary 


12,170 B. TH. U. as compared with 


We stated in our 


The fact that one test gave 


- — 
— M, m r 


L 
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object. The figures as given indicate the following distri- 
bution of the heat from 1 lb. of coal :— : 


By evaporation 11,109 B.TH.U. 

„ waste gases es .. 1,138 

„ radiation, &c. ... ses 353 
12,600 


Since 1,246 lb. of coal were consumed per hour, the item 
“radiation, &c. amounts to practically 440,000 B. H. v. 
per hour. We are asked what is our estimate of the loss 
by radiation. We have not made any experiments to deter- 
mine this, and are not aware that any very reliable experi- 
ments have been made. In Hutton's “Steam Boiler 
Construction,” 1898 edition, p. 15, a rule is given as 
follows :— 

Radiation per square foot covered surface per hour 
= 1:2 (т — t) B. TH. U., where T and / are the temperatures 
Fahrenheit of the steam in the boiler and of the atmosphere, 
respectively. 

This formula would give a loss of 330 B.TH.U. per square 
foot per hour during our test. The formula is stated to be 
deduced from experiments, but whose experiments we do not 
know. Having been asked for an estimate, we quote it for 
what it may be worth. 

You refer to “the already exploded А of 84°9 per 
cent. at Sheffield.” This result has not been “ exploded.” 
Facts are stubborn things and are not likely to collapse at 
the first blast of a trumpet, even when blown by an 
irresponsible and anonymous scribbler. 

We shall not respond to your invitation to * show that 
Regnault and Rankine and Joule are wrong," for we are 
quite content to accept their teachings and to have whatever 
figures we publish fairly interpreted and judged in accord- 
ance with the results of their researches. But mere claptrap 
neither reflects credit on the writer, nor harms him who is 
made the butt thereof. 


For Ed. Bennis & Co., Ltd., 


ALFRED W. BENNIS. 


Bolton, Seplember 11th, 1905. 


[We did not employ Dulong’s formule, but allowed for the 
fact that the production of steam in combustion prevents the 
realisation of its latent heat. Even if 12,600 B.TH.U. be 
accepted, we fail to see how Messrs. Bennis make out their 
cage. "They only allow 3 per cent. for radiation loss. 

It is really hardly worth while discussing the matter 
further. The test was not an independent one, there was no 
gas analysis made, so that Messrs. Bennis have no right to 
claim what they do in face of its unprecedented figure, and 
the whole of the boiler experts in the kingdom cannot, we 
venture to say, be called on to express an opinion of the 
probability of the correctness of 88:1 per cent. Even if 
Messrs. Bennis's figures as to calorific capacity were right, 
they have shown an impossible result for the high rate of 
working. Аз regards the Sheffield test, we think if Messrs. 
Bennis will make inquiries they will find at least that these 
figures were regarded as exploded by the letter which 
appeared in our columns signed “ Calories,” and written by 


an expert who, perhaps it may please Messrs. Веппів to know, 


was not the writer of our present note. We certainly have 
judged the statement and claim of 88:1 per cent. efficiency 
as requested, to wit, on its merits. By the way, when 
getting 14 to 16 per cent. of CO,, do Messrs. Bennis get no 
СО ?—Ерв. E. R.] 


Mr. Bennis admits that he has no record of the temperature 
of the flue gases ; no record of the calorific value of the fuel 
used, the admittedly conjectural value attributed cannot be 
accepted ; no record of air supplied, his statement of air 
supply is evidently mere assumption. Has Mr. Bennis any 
record of analyses of the gases at the dampers, or elsewhere ? 

Has he any record giving the calorific value of the steam 
produced? From the duty given, viz., 14,925 lb. steam, 
from and at 212° F., per hour from a Lancashire boiler 30 ft. 
long x 8 ft. diameter, I should judge the steam to be “ wet,” 
very wet, probably soup,“ and this might account for 
much of the so-called efficiency and duty. 

Were not the gases after leaving the boiler utilised to heat 

he feed water in the © economisers ?” 


Mr. Bennis assumes a temperature at the dampers of 
400? F. ; would not 650° F. be nearer the mark ? 

I note the water was measured by meter, not weighed. 

I would humbly suggest to Mr. Bennis that he consult 
those experts at whom he girds in such bitterness of 
spirit ; they would willingly assist him to make reliable tests 
and to issue acceptable reports, whereby he would gain much 
in moral and material benefit. | 

S. U. В. Chauffeur. 


Some Arithmetical Questions for Mr. Byng. 


Referring to the last paragraph of Mr. Byng’s letter 
on the Fiscal Policy in your last issue, may I assure 
Mr. Byng thet “the most important man іп the realm” 
will never be recruited from the ranks of those who, 
years ago, and with the most altruistic motives, decided 
to forgo the pleasures and advantages of life under pro- 
tection and departed to a foreign country where life, owing to 
the out-of-date methods in use in the commercial world, could 
at best be only a severe battle with poverty and possible 
starvation. 

May I say, as an Englishman, that I am getting very 
tired of Mr. Byng and his eternal complaints against a 
system which at the least has provided him with the pro- 
verbial crust. 

If he isso dissatisfied with our fiscal arrangements, why on 
earth did he come at all, and especially “why doesn't he- 
return toa land where the principles he admires so much 
have been adopted with such conspicuous success ? 


A Free Trade Englishman. 


Having stated that arithmetically the question between 
Mr. Byng and myself was for the moment closed, I have 
some compunction in submitting to the editorial discretion a 
few words in reply to Mr. Byng’s letter of September 5th. 

My remarks anent conflicting interests, my earlier query 
as to the practical means whereby an increased export trade 
in electrical wares was to be done, say, with France, are 
ignored. Of this I do not complain, but I do and still 
believe that I was justified in protesting against the dictum 
that the settlement of the unemployed question should rest 
solely with the manufacturers. 

I could give Mr. Byng many reasons, not connected with 


. * more Socialism and more charity and more rates," for 


considering other remedies for the present distress, "Many 
of these would be of an ethical and sociological order. 
Others would be economic. In the last class would lie the 
phenomenon of trade cycles. If any of your readers will 
study these in all their aspects, instead of viewing them 
along the vista of a rut of self—rather than national— 
interest, they will find that so far as engineering industries 
go, employment is not ** as bad as ever." It has often been 
infinitely worse, and, above all, that engineering imports 
have a general downward tendency when the rate of 
unemployment rises. 

I am in no way concerned with а dien of Socialism, 
nor, I sbould imagine, is Mr. Byng. As be is so pre- 
occupied with the golden vista which his pet panacea offers 
to his expectant vision, I hope he will not be greatly shocked 
if I remind him that it is in protectionist Germany that 
Socialism has attained its greatest power as a political force. 
There, with a paternal government striving hard to induce 
the agrarians and the manufacturers to live at peace with 
еасһ other and with the happy artizan, the leading cities of 
the Empire all unite in sending social democrats to the 
Reichstag. It is not inconceivable that the day may come 
when London, Liverpool, Manchester, Bradford and Sheffield 
will send solid blocks of avowedly socialist members to 
Westminster. If it does come, it will only be due to the 
Protectionist school, to the effect of its almost obvious 
fallacies and golden promises on skilled artizans (unemployed 
by the G.E.C.) and on the thoughtless readers of an 
ephemeral daily Press. 

Finally, the statistician, endeavouring to be honest, really 
does heed what the manufacturer has to say. He does, 
however, endeavour to put it in its proper relation to other 
facts concerning dependent industries, not necessarily within 
that particular manufacturér's'cognisance. But for doing 
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this, and asking for proof of the basis of the prophecies of 


impending doom, well, all the lamentations of a modern 


on exchanging our 


Jeremiah are ‘to be heaped upon his otherwise well- 
meaning " head, and recited to the stiff-necked majority who 
listen to the statistician. 

W. Pollard Digby. 


London, W. C., Fim ber 11th, 1905. 


I have noted with no little interest Mr. Byng’s attempt 
to convince some of your readers to his way of thinking, and 
it is only by exercising the greatest possible self-restraint 
that I have been able to refrain from coming earlier to his 
assistance. There appear to be so many side lines leading 
off the main track, that it is next to impossible to keep one’s 
attention riveted to the main principles involved, and almost 
everyone on both sides indulges in a certain amount of 
exaggerated bunkum. If Mr. Byng’s contentions are not con- 
vincing, I trust I may be more successful by putting his conten- 
tions in another form. As, for instance, what could be more 
convincing than that something is wrong when our last 
Board of Trade returns show our year's exports and imports 
almost to have been a record, whilst we know at the same 
time we have during the same period almost had a record 
depression, excessive competition, and a general all-round 
lack of employment. Can this condition of affairs be ex- 
plained in any other way than that we have been exchanging 
in far too great a proportion our exports of manufactured goods 
for imports of a non-life supporting nature? For instance, 
if we exchange one hundred million value of our manu- 
factured goods, such as, say, dynamos, knives, cotton goods, 
&., for other people's motors, scissors, boots, &c., the result 
is of absolutely no supporting value for the British working 
man. Оп the othef hand, if we but exchange one million of 
the same goods for other people's corn, beef and mutton, 
the result is support for thousands of British working 
men and their families. If we are content to go 
knives, K., in ever - increasing 
ratio for other people's scissors, &c., let us by all 
means stick to Free Trade and export опг population 
instead of the result of their labours. On the other hand, 
if we desire to provide the means of support for our existing 
population and its natural increase, it is absolutely necessary 
to give imports of a life supporting nature preference over 
imports of a non-life sustaining nature. This should be 
evident even to the most obtuse. 
come forward and say how we are to give preference to 
imports of a life supporting nature without placing an import 
tax on imported goods of a non-life supporting nature, those 
who are in favour of fiscal reform would be glad to give him 
ап attentive hearing. If free traders would study this aspect 
of the case instead of dwelling so much on manufacturers’ 
presupposed inflation of profits, the word Protection would 
liave its true meaning, viz., protecting the food supply of the 
British working man. | 

H. W. Wilson. 

Stow market t, September 12th, 1905. 


The Statter Time-Limit Appliance. 


I regret that I must fall foul of the description of my 
new time-lmit appliance, as contained in your last issue. 
I feel that it is particularly ungracious in me to carp at a 
description obviously conscientiously prepared from a close 
Inspection at the late traction exhibition; but in the 
шу of science there is no help for it, во here goes :— 

. The time-limit device is in no sense a * dash-pot.” 
Thai is exactly what it is not. Its action depends upon 
the adherence of two plane surfaces to one another. If 
these surfaces were true. planes—no oil would. be needed— 
but as such things are impossible (anyhow commercially 
impossible), I need to use a film of oil between the surfaces. 
But this does not make the appliance a dash-pot ! 

The great advantage of my patent is that there is no back- 
lash ; the surfaces adhere and resist the pull of the trigger— 
striking armature completely, until by the force of the pull 
the planes become separated by ever so small a distance. 
Then the resistance to the pull. suddenly becomes zil, and 
the trigger-striking armature darts at the trigger. 


If any free trader will | 
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The inverse time element owes its existence to the fact 
that the harder you try to force the planes apart the sooner 
does a small quantity of oil get between them, and then all 
resistance vanishes. Obviously, mechanical skill can arrange 
those semi-plane surfaces, so that the time shall be what the 
conditions of a particular case require; but now I am getting 
beyond a mere correction. What I wish to point out is that 
my attachment stops / movement of the trigger-striking 
armature until, at a given moment, it allows free unhampered 
movement. Just the opposite to a dash-pot, which does not 
begin to act at all until there has been movement. 

2. 'The illustration of the battery regulator shows a Thury 
regulator. The regulator shown was different in form. 
Scientifically, the two are alike, but I do not like to see my 
name under a block of a Thury regulator. 

3. The illustration of the blow-out fuse is, as your paren- 
thesis noted, a wicked one; in addition to the point you 
called attention to, even the clamping screws for the fuse 
and those for the cable socket are not correctly illustrated. 


| J. 6. Statter. 
Birmingham, Seplember 11th, 1905. 


[ Ав regards the last two corrections, we can only express 
our regret for the unintentional errors of description. We 
are unable, however, to agree with Mr. Statter that ** dash- 
pot action " does not occur in his extremely ingenious time- 
limit device. The“ dash-pot” principle depends upon the 
viscous flow of a liquid or gas between closely apposed sur- 
faces, and whether the surfaces are flat or cylindrical makes 
no difference to the essential principle. Mr. Statter admits 
in his letter that the presence of oil is necessary, and that the 
speed of action depends upon the force exerted. “ The 
harder you try to force the planes apart, the sooner does a 
small quantity of oil get between them.” Directly the 
planes are separated, the oil can enter freely, and the 
resistance vanishes. 

The initial resistance, we take it, is that due to the 


weight of the iron core ; directly this is overcome, tlie time 


limit action commences, and even the smallest pull in excess 
of the weight of the core will—if maintained long enongh— 
еу entually open the circuit-breaker. This is true“ dash- 
pot action," but without the drawbacks of tbe ordinary 
dash-pot.— Eps. E. R.] - 


- 


Inspection and Testing of Tramway Overhead Equipment. 


As I am one of the linemen using the testing appa- 
ratus described by Mr. Tweedy, I would like to point out 
to Mr. S. Worthington, or any others interested, that its 
use does not interfere with the wagon-driver's duties, as 
Mr. Worthington suggests. The driver walks at the 
horse's head and carries а brass-shod walking stick, with 
which he touches the rail under each span. This is surely 
quicker and easier for both the driver and horse, than 
getting the wagon in to every pole, with the gutter, 
perhaps, sloping like the roof of a house, or the poles 
planted back on the pavement. Му driver certainly does 
not regret the change. 

[ have used different methods, of testing on different 
lines, and the one ] now use is certainly much the 
quickest and best of them. The fact that both insula- 
tions are tested without moving the wagon, and with 
practically the same case аз when testing only one, should, 
І think, appeal to most linemen. Moreover, by Mr. 
Tweedy's method, the hanger bolts are tested with the 
rail itself as an earth. By going to the pole, there is 
the paint on it, and also tlie more or less high resistance 
of the earth surrounding the pole, to contend with—unless it 
is bonded to the rail. 

I can’t understand why Mr. Worthington is not allowed to 
flash the wire. If he used а heavy enough fuse I daresay it 
would be apt to open the station breaker when it blew, and 
it certainly would not be good for the trolley wire or bis 
own eyes. I use very fine tin wire that does no harm to 
anything when it blows. A heavy fuse, that carries, say, à 
or 10 or more amperes, would be of little use, for if a hanger 
bolt was broken down enough to allow only 4 amperes to 
pass it would not blow the fuse, but if the secondary 
insulation also failed the hanger would burn out all right. 

Mr. Pott’s plan for testing is interesting, but I think 
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it would be more of a luxury than a necessity. The lineman 
would, of course, still have to do his ordinary inspection 
tour. If the testing is done in conjunction with this inspec- 
tion, it takes very little time indeed—at least by the method 


I now use—and it is done with a degree of certainty that, 1 


think, would hardly be possible by Mr. Pott’s method, at 
junctions especially, or over a system using different types of 
suspension. | 
I might add that my testing set is always hanging ready 
on the wagon, and is useful at other times besides 
inspections. | Е | 
Before starting оп а job at night І can tell at once, if I 
have any doubt whether the “juice” is off. Or if Iam 
about to use a globe-strain or a brooklyn that looks none 
too good, I can test it in a twinkling. | 
Н. Dudgeon, lineman, 
Dudley, Stourbridge and Distriet Electric Traction Co., Ltd, 


Stourbridge, Seplember 1215, 1905. 


I must say, in angwer to Mr. Worthington's letter of the 
3rd inst., something which I was careful not to say in my 
last. | 

If two 250-volt lamps in series are used for testing trolley- 


wire insulators they Эге unlikely to burn out when a faulty 


. insulator throws some pressure under 500 volts on to them— 
. I don't know many lines that could do more—therefore, a 
_fuse to protect these lamps is superfluous, as well as objec- 
tionable, for the reasons given previously. | 

To.use a fuse merely for the sake of protecting the lamps 


from short-circuits arising in the holders or connecting wires 


i8 to gain a small and remote advantage at the expense ef 
others more important. | 

The fuse alone serves all the purposes of the test їп 
the simplest way, while the addition of lamps offers no 
advantage. 

Mr. Pott's letter is particularly interesting to me, as I 
worked out, some time ago, a system which must be almost 
identical with his, but decided not to employ it because of 
the openings for carelessness and error which seemed to 
attach to it. A daily test of every insulator is not to be 
despised, but а weekly test carried out scrupulously, and 
accompanied by visual inspection, is quite good enough for 
any line on which the insulators are of good quality. Of 
course, one has heard of lines on which the insulators were 
so treacherous that an hourly test would have been an 
insufficient safeguard. 

Robert N. Tweedy. 

Stourbridge, September 9th, 1905. 


: BUSINESS NOTES. 


Brazil.—The recent reports regarding the sale of certain 
electrical undertakings in Brazil are now confirmed by the 
announcement that the principal assets of the Brazilian Electricity 
Co., of Berlin, have been disposed of. These are the telephone 


installation at Rio de Janiero and the Villa Isabel Tramway in the - 


same city, which have been taken over, according to the Berlin 
Tageblait, by the Brazilian Securities Co. It is stated that the 
purchase price yields a considerable profit to the Berlin company as 
compared with the book value of the undertakings.— Financial 
Times. 

Australia.—The Australian Customs authorities have 
lately given a decision to the effect that “cords, telephone, with 
metal switch blocks attached,” are to be classified as ‘ machinery 
and apparatus n.c.i. electrical,” the duty being 124 ad valorem. 


Imports of Foreign Electrical Apparatus.—lIt is 
noteworthy that, while the importation of forcign electrical 
machinery into this country is declining, that of foreign electrical 
goods and apparatus is showing an upward tendency. Thus the 
value of such imports during August last is returned at £77,704, a« 
against only £67,760 in the same month of last year. For the 
eight months ending with August the returns show a total of 
£614,813, which contrasts with £502,265 in the corresponding 
period of 1904. 

South Lancashire Tramways: Sale.—The goodwill 
and undertaking, &c., of the South Lancashire Electric Traction 
and! Power Co., Ltd., are to be sold by private tender. Pull 
particulars appear in our advertisements to-day. 


Crossley’s Electric Drill. —A neat little electric drill has 
recently been put upon the market by Mrssns. CnossrEY & Co., of 
Johnstone, N.B., and was shown in operation at the exhibition 
recently held in connection with the Yorkshire electric power 
scheme, by Mr. C. W. B. Crossley, of Exchange Buildings, Man- 
chester. The drill is made in two sizes; the lighter one (No. 1), 
weighing 15 lb., is extremely portable, and will drill up to 8 in. 
diameter in steel; the heavier one (No. 2), of 25 lb. weight, although 
also adaptable as a breast drill, is provided with accessories, which 
render it useful in а variety of ways; it is designed to,drill up to 
Ё in. diameter in stoel. Thus, the latter drill can be used suspended 
from a bar, for which a foeding screw is provided as shown 
in the illustration, or it can be fitted with a taper shank, as 


. will be seen, and used as an accessory to a large radial drilling 


machine for the purpose of drilling a large number of small holos, 
| 2 


CRossLEY's ELECTRIC DRILL, 


an operation which is accomplished in less time and at less cost of 
power than with the large machine. By means of a wire brush 
attachment, the No. 2 drill can be adapted for cleaning castings; 
or for grinding or polishing, by the attachment of an emery whecl 
or polishing disk. 

In both drills an aluminium case contributes to ensuring light 
weight; the motors have slot-wound armatures and commutation is 
effected by means of carbon brushes, the pressure on which is adjusted 
by a neat spring control. The magnet windings are compounded, and 
give a speed variation of nearly 50 per cent. from “no load" to 
"full load.”, The drill spindle runs in long gun-mctal bearings, | 
and is provided with a ball thrust bearing; the two sizes are bored 
for Nos. 1 and 2 standard taper shanks respectively ; the gears are 
all cut from solid steel blanks and the plunger type of make-and- 
break switch, fixed within finger reach of the operator, provides a 
convenient and effective means of starting and stopping the device. 
The machines can be built for any voltage up to 250 P. c., and 
can be adapted for drilling wood, stone or slate; the workmanship 
appeared all that could be desired, and the makers guarantee the 
drill for a period of six months. 


Mancliuria.—The U.S. Consul at Niu-Chwang states 
that very little modern machinery of any kind, aside from that 
used in connection with railway building, has been brought into 
this part of China. He recommends manufacturers to send samples : 
and illustrated price lists, and says that the special agents sent out by 
some firms have achieved good results. 


Catalogues and Lists.—Merssrs. J. Marx & Co, 
Chiswell House, Finsbury Pavement, E.C.—Catalogue (60 pp.) of 
numerous types of Schwade“ Automat pumps for boiler feed 
and innumerable other purposes. The catalogue is fully illustrated, 
and tabulated drta are given respecting every type shown. The 
Schwade Works give employment to about 1,000 hands. 

The WESTMINSTER ENGINEERING Co., LTD., Victoria Road, 
Willesden Junction, N.W.—Catalogue just published, giving full 
information relating to their dynamos, motors and arc lamps; 
specification and many tabulated particulars of sizes, dimensions, 
prices, &c., appear regarding the two former sections of the com- 
pany's manufactures, but the bulk of the list is devoted to the third 
section—are lamps. Неге there are various types of enclosed and 
open lamps, also those for photographic, photo-printing and 
enlarging, overhead suspension gear for photographie lamps, and 
movable tripod stands for photo-printing lamps are described, a 
good batch of testimonials from users following. Art paper, good 
arrangement and excellent printing have combined to produce an 
extremely neat catalogue. 

Messrs. SIEMENS Bros. & Co., Ltp., Westminster.—-Price list 5h, 
dealing with switchboard instruments and accessories. This 
catalogue of 50 pages, is divided into five parts, as follows ;—— 
Electro-magnetic Instruments, Moving-coil Instruments, Ferraris 
Instruments, Instrument Transformers, and various special instrn- 
ments and accessories. Each type of instrument is made in a large 
varicty of sub-types, suitable forall sorts of purposes. Specifications 
and dimension drawings are shown forall instruments. The electro- 
magnetic instruments are intended for general switchboard use ; 
they are practically dead-beat. The moving-coil instruments, 
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which are, of course, intended for use with continuous current only 
include types with flush cases and water-tight cases, edgewise dials, 
and specially large circular dials. A large range of shunts for use 
with the ammeters is also listed. Other special instruments of the 
moving-coil type shown are combined ammeters and voltmeters for 
searchlights and automobiles, and wattmeters built on the dynamo- 
meter principle. Ferraris instruments, for alternating currents 
only, are built on the well-known rotary field principle, and 
ammeters, voltmeters and wattmeters are listed in a large number 
of sub-types, as with the moving-coil instruments. A special feature 
is made of wattmeters for three-phase currents with branches un- 
equally loaded. A special type of universal station instrument is 
shown with dial 21 in. in diameter, for reading station volts, amperes 
and kilowatts. Current and voltage transformers are listed in a 
variety of types for working voltages from 1,000 to 50,000 volts. 
The special instruments comprise current directing indicators, 
earth indicators, ohmmeters, voltage and power relays, and safety 
relays for breakages of three-phase overhead lines. We have also 
received a copy of price sheet No. 15, describing the Tantalum 
electric glow lamp. 

. PORTABLE ACCUMULATORS, LTD., 210, Shaftesbury Avenue, 
W.C.—Price list (neatly illustrated) of single cells and complete 
batteries, in glass, ebonite, and celluloid, fitted with low discharge 
plates (pasted type). Particulars of types, capacities, dimensions, 
weights and prices, are conveniently arranged. 

GENERATORS, Lrp., 77-78, Trevelyan Buildings, Corporation 

Street, Manchester.—Several new leaflets brought together in a 
taking red cover which allows of the addition of later lists as 
issued. Particulars appear of controller fingers for different 
makers’ controllers, commutators for standard tramway motors 
of several makes, Benjamin’s patent wireless cluster fittings, and 
Vitae carbon brushes for car motors. The lists are being circulated 
among tramway managers and engineers with prices filled in 
according to the equipment in use on each individual system. The 
prices are of necessity subject to variation from time to time, 
dependent upon the course of the copper market. 

The ELECTRICAL Co., Lro., London.—Circular No. 171 showing 
a new type of gear wheels with renewable rims, for tramway 
motors; No. 170 showing commutators for tramway motors and 
contact fingers for tramway controllers; 179 and 180 illustrating 
their lifting magnets for transporting iron and steel castings, 
rails, &c. ` 

Messrs. VERITYS,. LiTD., Manchester.—Catalogue No. 514 giving 
full particulars of their various enclosed and open arc lamps. New 
designs and revised prices are set out in readiness for the 1905-6 
season. The illustrations show single and double enclosure lamps, 
and single enclosure ornamental designs, made under the Aston- 
Worsley patents, and the Aston open-type lamps appear with 
and without globes. “The enclosed lamps have only been on the 
market one season, but we understand that they have had a very 
successful run. It is interesting to mention that 188 of these 
lamps have been selected for the owners of Olympia” for the 
permanent lighting, and they will do service for the lighting of the 
Electrical Exhibition which opens on 25th inst. Messrs. Verity 
have just completed the street lighting contract at Buxton. The 
list sets out prices in detail, and gives code words, shipping and 
other useful information. Globes and reflectors, substitutional 
resistances and winches, are described in the list, and there is also 
an account of the Aston-Worsley automatic clutch and contact, 
to which we shall refer in a later issue. 

The SIMPLEX STEEL Сокюшт Co., Lrp., Birmingham.—New 


price sheet either for hanging up in offices or for folding for the 


pocket. It gives in a condensed form most of the prices of con- 
duits and fittings appearing in the company’s 1905 catalogue. 

Mr. А. P. LUNDBERG, Liverpool Road, N.—Two further advance 
proofs of new lists. One showsa large number of illustrations of 
the patent "Duplex" tumbler switch of flush and surface types, 
and with locked type covers, also many useful diagrams showing 
various adaptations of these switches, such as for controlling a two- 
filament lamp, producing dim light, tramcar lighting, a8 а change- 
over switch, for ignition cells, intermediate wiring, and arc lamp 
control. The other list particularises armoured plugs, ebonite disk, 
twin and triple socket and “ Magnum” special pattern two-pin plug, 
also pivot switches with locked covers. The lists are conveniently 
get out. 


Electrical Enterprise in Japan.—Following our 
article of last week on this subject, we now give & few facts of 
interest from an article by Mr. T. Hirokawa appearing in the 
Engineer, of Chicago, to hand by this week's mail. The writer 
says that electrical enterprises are not behind other industries in 
Japan. Almost every city of over 10,000 population has electric 
lights and several have street railways. Аз the country is 
mountainous throughout, there is abundance of water-power and at 
present over 30 per cent. of the electric energy used is furnished 
from this source. The land is also rich in coal mines, so that cheap 
electric power is а blessing for which all can hope. Among enter- 
prises now under way is the Tokyo Electric Light Co., which is to 
build a new 20,000-н.р. plant and transmit energy for 50 miles to 
the city; the Tokyo Electric Power, which is to furnish 43,600 H. P., 
the first installation being of 24,000 ; the Kyoto municipal electric 
works of 2,400 н.р. This is run by the power from the canal to 
Lake Biwa, which was built in 1885 to furnish water to the old 
capital. The canal is some 7 miles long including 21 miles of 
tunnels. Kyoto Electric Light Co. has, at present, its own 
hydraulic power station of 350 H. P., which is soon to be increased 
to 1,000. In Osaka, the largest commercial city of Japan, the 
Osaka Electric Light Co. has steam-driven plants, from which it 
supplies light and power. The smoke problem is present, as 
hundreds of factory chimneys are darkening the skies, but, the Uji 


River Hydro-Electric Power Co. is planning to send to the city 
40,000 н.р. from less than 20 miles away. The company has had 
some difficulty in raising the 5 million dollars of capital needed. 
but the power would be taken up in no time, and it is expected 
that, with the close of the war, the work will soon be commenced. 
The River Uji is the only outlet of Lake Biwa. In Hakkaido, 
Kyushu, Formosa, and many other places, works are under con- 
struction by either public or private activity. Mr. Hirokawa wrote 
before peace had come, and he added:—''As soon as the war is 
ended there will be great activity in the development of power 
stations, especially of water powers." 

The /ndia-rubber World for August Ist had another article on 
the rubber factories of Japan, in which it is stated that from the 
beginning the insulated wire industry has formed an important 
branch of the rubber industry in Japan. “Тһе people of that 
country were early in appreciating the advantages of the industrial 
uses of electricity, and the domestic manufacture of wirc for elec- 
trical transmission has acquired considerable dimensions. Hand in 
hand with this development has been the progress in insulating 
wire, including the employment of rubber. The Yokohama Elec- 
tric Wire Manufacturing Co. have perhaps the largest capacity in 
the line of rubber insulation. Of late their factory has been under- 
going enlargement, and their rubber insulation department has 
been placed in charge of an expert imported from the United 
States. The Fujikura Insulated Wire and Rubber Co., Tokio, like- 
wise has been growing of late, including the installation of 
machinery during the past year, which has doubled the capacity of 
the works—now almost equal to that of the Yokohama Co. The 
size of the works is indicated in part by the fact that the new 
engine and boilers are of 100 н.р. The work of this company, by 
the way, is no longer confined to wire insulation, but embraces the 
output of various other products of rubber. The factory was estab- 
lished in 1884 by Zenpachi Fujikura, who, at his death in 1901, left 
it on a profitable basis." | 

In our references last weck to American electrical firms and 
Japan trade we should have reminded our readers that about 12 
months ago Mr. Y. Shinto, B.Sc., of Tokio, made a tour through 
New York and other parts of America, obtaining data for an 
exhaustive report on electrical matters, to be submitted to the 
Japanese Government. This was followed by the statement two or 
three months ago, that the Japanese Government had ordered in 
America £1,000,000 of electrical equipment, machines, tools and 
installation work for shipyards, arsenals, &c. 


The “ Duplex Tumbler Switch.—The accompanying 
illustration shows a new type of switch just introduced to the 
market by Mr. A. P. LUNDBERG, in regard to whose inventive 
ingenuity it may be said that there is no falling off in fertility. 
By means of the patented movement in this type of “tumbler two- 
way switch with ‘off’ position," all three positions of the knob 
are welldefined. It is specially adapted for use in positions where 
any vibration would be likely to jar contact arms of ordinary types 
of switches into their “ off" positions, such as in tram and motor- 
cars, engine rooms, &c. as the improved construction locks the 
contact arms in their “оп” positions, and prevents any possibility 
of annoyance caused by accidental rupture of the circuit. А source 
of annoyance in some switches isthe possibility of both contact arms 
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THE DUPLEX” TUMBLER SWITCH. 


being in their “оп” positions together; in the Duplex this 
defect is claimed to be satisfactorily overcome, as the improved 
action necessitates one contact being broken before the other can be 
made. The single spiral spring, as used, ensures similar tension 
on both contact arms, and also acts as a spring buffer for both con- 
tact arms arising into their ''off" positions, thus preventing any 
jar to the fingers of the operator. As ће off position is well 
defined, it is not too easily passed by, when releasing either of the 
contact arms from its “on” position. Four loop-in terminals, 
with z in. (4 mm.) holes, are provided, and the connecting strap 
common to two of them being easily removable, allows the 
“ Duplex” to be satisfactorily used as a change-over” switch for 
controlling two quite distinct circuits, which may be of different 
voltage should occasion require. 


Electrical Items in the Indian Railways Adminis- 
tration Report for 1904.—Altbough the Indian Railway 
Returns do not chronicle the working of any branch or suburban 
lines by electric power, there are some items contained therein of 
an electrical nature. For instance, 485 coaches are lighted by 
electricity, of which nearly half—or 238—are in use on the 
Rajputana-Malwa metre gauge. The telegraph earnings of the 
whole of the railways treated as one system amounted to 800,000 
rupees, а figure never before attained. 
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A South African Specification.—It was recently 
pointed out that South African contractors and dealers in building 
and engineering supplies were complaining of the faulty system of 
obtaining estimates on Government contracts in the British South 
African colonies. Too stringent wording of specifications and the 
limited time allowance for submitting tenders, were two of the 
complaints most often heard. A certain specification for tramway 
cars and machine tools, set out by the Johannesburg Corporation, 
has been severely criticised by the Johannesburg Chamber of 
Commerce and other bodies, the chief objection being that in the 
tender for machine tools the name of a certain manufacturer was 
specified. As a result of the matter having been energetically 
taken up, there is every prospect that the {cause of complaint will 
be removed.— Financial News. 


Bankruptcy Proceedings.—W м. JErFERSON—(Jeffer- 
son & Co., electrical engineer, Darlington). First meeting is to be 
held on September 22nd, at Middlesbrough; public examination 
October 18th, at Stockton-on-Tees. | 

RoBERT Рвткв (Durtnall & Pries), electrical sundriesman, 75, 
City Road, E.C. Receiving order made September 6th on a 
creditor's petition. . 

For Sale.—On September 27th Mr. E. А. Sherley-Price 
will offer for sale by auction the stock-in-trade, patterns and good- 


will of the London Electromobile Syndicate, Ltd, See our adver- 
tisement pages for particulars. 


Trade Announcements.—Messrs. Veritys, LTD., 


announce that_they are opening a ventilating department at each 
of their various branches. The new department will deal in the 
well-known “ Aston” ventilating fans and blowers, and its services 
will always be available to the electrical trade where advice is 
required as to the best means of ventilating buildings and applying 
forced and induced draught. The department is under the super- 
intendence of Mr. Oswald Stott, who has made a study of this work, 
and who has had great experience in the manufacture and applica- 
tion of blowers and fans. 

MESSRS. SHOOLBRED & CONNELL, electric light and power engi- 

neers, of 146, Fleet Strect, E.C., have taken up the sole agency in 
this country for the sale of Red Cross” lubricant for commutators, 
and they carry it in stock at the above address. 

The head offices of the ELHCTRIC SUPPLY Co. оғ VICTORIA, LTD., 
in the Colony are at Wendouree Parade, Ballarat, Victoria. 

The business of Mr. G. Francis, electrical engineer, of 22, Crwys 
Road, Cathays, Cardiff, has been taken over by Messrs. A. J. 
Pierce & Co. 

Mr. H. Moss has severed his connection with the Metcor Elec- 
trical Engineering Co., Bradford, and has been appointed manager 
of the electrical department of Messrs. David Wilson & Co., Brad- 
ford Road, Huddersfield, who have important work in hand. 


The Scottish Steel Industry.—The Times says that 
this industry is at present very active. The STEEL Co. or SCOTLAND 
never had so many orders in their works as now. They have just 
received two important contracts from Continental Governments 
for steel of high resistance and steel of moderate thickness for 
deckplating of warships. They secured the contracts in competition 
over the Carnegie, Essen and other companies. The delivery will 
extend over two years. 


Mechanical Stokers,—Mxssis. MELDRUM Bros., LTD., 
of Timperley, have received an order from MESSRS. BABCOCK and 
Wincox, Lro., for one of their mechanical stokers to consume a 
mixture of slack and locomotive smoke-box refuse under a large 
Babcock boiler, to be installed at Gateshead-on-Tyne for the North- 
Eastern Railway Co. . The order followed a practical test of the 
stoker when burning the material at another installation. E 


Dissolutions and Liquidations.— Under the winding- 
up order made against the GARCIN RENAULT ELECTRIC CARS AND 
AccuMULATORS, LTp., Mr. Н. M. Wincarls has pow issued his report 
to the creditors and shareholders. The statement of affairs filed on 


August 18th shows unsecured debts £4,006; a partly secured debt - 


£1,200 (securities valued at £500); preferential claims £70 16s. ; 
assets £263 16s.; and a deficiency of £4,513. The unsecured 
creditors include loans £1,909 165. 4d., law costs £66 1s. 6d., and 
ordinary trade creditors for goods supplied and work done 
£2,030 18s. 3d., including the costs of judgements, which several 
creditors have obtained against the company. Other property, 
returned as an asset valued at £200, represents an electric landau- 
lette which has been sold by one of the company’s employés in 
his own interest. There does not appear to be any prospect of a 
dividend for the creditors. 

A. HERBERT & Co., manufacturing electricians, 6a, Nightingale 
Works, 347, Hornsey Road, London, N. (Messrs. A. Herbert and 
Bennett), have dissolved partnership as from August 24th last. Mr. 
Bennett js now carrying on the business in his own name, and will 
attend to liabilities. 

The RBopxs ELECTRICAL (PARENT) SYNDICATE, LTD., is winding 
up voluntarily, with Mr. Richard Salem, 70, Bishopsgate Street 
Within, E.C., as liquidator. 

The FIREPROOF ELECTRIC SWITCHBOARD Co., LTp.—Meeting to 
be held at The Lodge, Egerton Street, New Brighton, on October 
18th, to hear an account of the winding up from the liquidator (Mr. 
Thomas Lomas). 

CROMPTON ELECTRIC SUPPLY Co., OF AUSTRALIA., Ltp.— Meeting 
to be held at Salisbury House, London Wall, on October 10th, to 
hear an account of the winding up from the liquidator (Mr. F. R. 
Reeves). 

Messrs. W. J. CHESTERTON AND A. J. JONES (Chesterton, Jones 
and Co., manufacturers aud dealers in gas and electric light fittings, 


pressure per sq. in., fitted with a superheater. 


Walsall) have dissolved partnership. Mr. Jones will attend to 
debts and continue the business. Ж 
Messrs. G. S. Hooker AN D Р. S. Harris (Hooker and Harris, 
electrical and mechanical engineers, Paragon Works, Retreat Place, 
Hackney, N.) have dissolved partnership. Mr. P. S. Harris will 
attend to debts and continue the business. "a. 


LIGHTING AND POWER NOTES. 


Aldershot.—4A L. G. B. inquiry into an application, of the 
T.C. to borrow £2,000 for electricity works extensions was held 
recently. ; 


Ashton-under-Lyne.—The Corporation has reduced 
the price of energy as under: — Lighting, first 250 units per quarter, 
34d. per unit, next 250, 3d.; all over 500, 24d. Power, inter- 
mittent use, 14d. per unit; continuous running motors, first 250 
units per quarter, 14d.; next 250, 1jd.; next 500, 1d.; all over 
1,000, 9d. AN 


Ayr.— The report of the Corporation Electricity Depart- 
ment for the year, shows that during the 12 months about two miles 
of additional cable has been laid. The total number of consumers 
at the end of the year was 885, against 776 in the preceding year. 
The capital expenditure was £92,234, an increase of. £4,709. 
The total revenue amounted to £12,251, an increase of £998 over 
1904. The total working expenditure was £6,448 ; and interest and 
sinking fund charges amounted to £4,916, leaving а net surplus of 
£893, against £628 in 1904. A proposal that the charge to private 
consumers be reduced from 5d. to 44d. was defeated. —— 


Banbury.—The T.C. has decided to give notice to the 
Banbury Electric Supply Co. to put an end to the existing contract 
for lighting the public streets with electricity, and to substitute in- 
candescent gas. The relative merits of the two lights was the sub- 
ject of a long discussion, and the resolution to discontinue electric 
lighting, was carried almost unanimously. 


- Bangour.—An installation is being arranged for the new 
Bangour Lunatic Asylum, near Edinburgh. The total estimated 
cost is £15,000. : ! 


Bray.—On the 5th inst. the E.L. Committee reported that 
а flooding had caused the electricity works to be temporarily shut . 
down and almost destroyed the wcir at the head race. The No. 4 
alternator had been damaged, but had been since repaired. The 


. Committee recommended that the engineer and surveyor should 


meet Lord Meath or his agent with а view to having the weir 
repaired. The report was adopted. 


Brighton.—The T.C. has-sealed an agreement appointing 
Mr. Arthur Wright as consulting engineer to its electricity under- 
taking. | 

Burslem.—The erection of the electricity and refuse 
destructor works was recently completed, at a cost of between £30,000 
and £40,000, and on the Sth inst. the dual works were formally 
opened by Mr. Robert Heath, High Sheriff of the county. The 
members of the T.C., of the Tunstall U.D.C., which is to be supplied 
with energy by Burslem, and of the Wolstanton U. D. C. 
(a portion of which area is also to be lighted from the works), and 
а number of invited guests, assembled at the Town Hall and 


. marched in procession to the works. 


The buildings consist of a destructor house, boiler house, engine 
room, offices, test room, and battery room. The refuse destructor, 
which was supplied by Messrs. Heenan & Froude, is of the 3-cell, front 
feed type, working in conjunction with а B. & W. boiler evapor- 
ating 6,000 lb. of water per hour, at a pressure of 200 lb. per sq, in. 
The electrical plant comprises, at present, one 100-kw. Howden- 
Dick, Kerr set generating at 440 volts; a G.E. Co. balancer- 
booster; an E.P.S. battery of 300 amp.-hours, and а switchboard 
by Messrs. Crompton & Co. The boiler house contains one hand 
fired B. & W. water tube boiler of 10,000 lb. capacity, at 160 lb. 
Two Weir pumps 
and а Wollaston water softener are also installed. "Ten miles of 
cables -have been laid, on the solid system, by Messrs. 
Callender, and there have been crected in the centre of the town 
twenty 8-amp. Crompton arc lamps. 'The plant has been running 
and consumers have been supplied since August lst. The charges for 
energy to consumers arc—a flat rate of 5d. per unit, or on the 
maximum demand system at 7d. per unit for one hour and 2d. 
after. The completion of the works has brought a demand for 
energy, and to supply this an additional 200-Kw. set will shortly be 
added to the existing plant. Mr. A. Bremner is the borough 
electrical engincer. · 


Carrick-on-Suir.—Mr. Н. T. Harrison, Dublin, has 
made a report on the proposed electric lighting scheme for the 
town, and estimates the cost at £13,000. 


Dewsbury.—The T.C. has received from the L.G.B 


sanction to raise a loan of £9,762 for E. L. purposes. 


Dundee.—Messrs. Gourlay Bros, shipbuilders, have 
offered to pay 11d. per unit, for up to 25,000 units every three months, 
Energy required beyond that quantity is to be given at a reduced 
rate. The firm objects to à scale based on kilowatt demand, 
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Edinburgh. —The';Parishi Council and the E. L. Com- 
mittee of the'T.C. are at loggerheads over the question of assess- 
ment. The Parish Council wants to assess on a profit-earning basis. 
The revenue last year was £118,000. The Committce favours a 
steady rate. 


Electricity v. Gas.—At a conference of the Gas 
Managers’) Institute of Wales and Monmouthshire, held at Cardiff 
last week, it was stated that, despite all opposition, the industry 
was more prosperous in this country than ‘ever. While in 1882 
there were only 500 gas undertakings in Great Britain, there were 
now 719 such undertakings, supplying 151,677,693 thousands of 
cubic feet to 4,351,125 consumers. The capital expenditure on 
these undertakings was £117,972,458. The President in bis address 
. paid that public lighting had had more attention from electricians 


than private lighting [!], but electrio lighting bad failed to give 


gatisfaction in the public streeta. 

The Lighting Committee of the Wigan Corporation amin the 
cost of lighting Pemberton by electricity excessive, and recommends 
that gas be used in future, the change to be made by casy stages. 

The Building Committee of the 
divided in opinion as to whether it shall adopt electricity for the 
lighting of the new workhouse, and consideration of the matter has 
been postponed. 

Mr. T. Rooke, city electrical engineer, Sydney, N.S.W., recently 
reported to the E. L. Committee on the question of street lighting, 
and dealt with the rival merits of electricity and gas as illuminants. 
He pointed out that the annual cost of the 766 gas lamps displaced 
by the electric lamps had been £5,085, and the cost of the 343 
electric lamps erected was £9,947, but the electric lights were in 
reality cheaper on account of their superior illuminating power. . He 


also advocated.a progressive policy of electric lighting, stating that 


thereby the cost would be sensibly diminished. 


Faversham.—The T.C. has reduced the cost of street 
arc lamps from £22 to £20 per annum, and that of other electric 
lamps from £4 10s. to £4. 


Gillingham (Kent).—The T.C. has adopted a scheme 
of assisted wiring for private houses, shops, &c., payment being 
extended up to five years. The minimum cost of a 6-light. 
installation will be £3, and after October 18t energy will be supplied 
t 4jd. per unit, or on a sliding scale at 7d. and 12d: 


Govan.—The T.C. has reduced the alternative flat rate 
to consumers from 4d. per unit to 354. 


Grimsby.—The T.C. has decided to extend the electricity 
station and plant at a cost of £9,500, and to apply for a loan of 
£18,000 for this and other electricity purposes. 


India.— The Secretary of State is arranging for the 
machinery required for the new erecting shops of the North- 
Western Railway at Lahore, to be worked by electricity. 


Irvine.—At а recent meeting, the E. L. Committee sub- 
mitted a report on the proposed electric lighting scheme for the. 
burgh, in which it recommended that the offer of Messrs. Marcy 
and Marr, London, to install the necessary plant, including a suction 
каз producer, at a cost of £6,646, be accepted. It was agreed to 
remit the report to the whole of the Burgh Commissioners in com- 
mittee for discnssion. 


Italy.—The Milan provincial authorities have granted 
а concession to the Società Elettrica Industriale Franco-Italiana, of 
Milan, to put down a hydro-electric plant on the River Lambro at 
Cerro a] Lambro, for generating electrical energy for lighting and 
power purposes. 


Jedburgh.—The formal opening ceremony in connection 
with the installation of the electric light has been fixed for the 
20th inst. 


Ledbury. ties Foote & Milne have informed the 
U.D.C. that they intend to start a private local E.L company, and 
the Council has decided to assent to the firm’s application for a prov. 
order. Under an agreement, the Council will have the option of 
purchasing the undertaking at any time after seven years by giving a 
years notice, the maximum charge for energy is to be 7d. per unit, 
and the actual charges are not to exceed the following, except w ith 
the Council's consent :—Ordinary consumers, 6d. for lighting, and 
4d. for power ; the Council, 4d. for lighting, and 3d. for power. 


Llangollen.—The local E.L. Co. has offered to light the 
town lamps for £82 10d. per annum. Last year the gas bill was 
£360, and the Gas Co. has reduced its price to £140 4s. 


Llandilo.— The U.D.C. has awarded the contract for 
working ће E. L. station for a year to Mr. H. P. Davies at £302 for 
the first 22,000 units and lid. per unit afterwards, the contractor 
to do all reasonable repairs. 


London.—Crry.— From the Zmes we learn. that some 
experiments will be undertaken in the City, by the Corporation, on 
the 29th inst. to test the value of high-pressure gas for street 
lichting, as compared with electricity. The experiment is being 
watched with considerable interest by local bodies outside the 
City, many iuquiries having been received at the Guildball on. the 
subject. The Corporation has arranged for the lighting of Queen 
Victoria Street and а portion of Queen Street, between Queen 
Victoria Street and Cheapside, by means of 45 high-pressure gas 


Stourbridge Guardians is 


lamps in licu of 27 existing electric arc lamps; the lighting of Fleet 
Street by means of 34 incandescent gas lamps, in lieu of the 12 
electric arc lamps; and the lighting of Lower Thames Street, from 
Fish Street Hill to Billingsgate Market and Monument Street, by 
means of 33 high-pressure incandescent gas lamps. They will 
include a 1,000-с.р. lamp on each of the resting-places in front of 
Billingsgate Market in lieu of eight existing electric arc lamps. 
PorLAR.— The Electricity Committee of the B.C. has adopted a 
suggestion that a consumer who has paid the minimum charge in a 
quarter, may in the succeeding quarter have it deducted from his 
account, providing his account in the latter quarter is in excosa of 
the amount of minimum charge paid. The Public Health Com- 
mittee has decided to manufacture electrolysed salt water for 
disinfecting purposes, as offering & great saving in cost over 
ordinary disinfectants. This is an old idea, of doubtful value. 
HAMMERSMITH.—The price of energy for lighting purposes was, 
from 7th inst., reduced to a uniform rate of 3d. per unit. 
HackNEY.— With regard to the supply of water for condensing 
purposes, the E.L. Committee ha« decided to take water from the 
Lea Navigation Cut, in preference to the erection of additional 
cooling towers, which would be necessary if the water was taken 
from the River Lea. The Lea Conservancy has agreed to this 
course. The water is to be taken through two 18-in. pipes, а 
27-in. pipe being utilised for the return; the rental will be 
£200 per annum, and £41 3s. 4d. per annum for the lease of 
the necessary land. The estimated cost of the necessary work 
is £4,000. The (ommittee has agreed to supply energy for 
power to Messrs. Ingram & Sons’ London India-rubber Works, at 
£1 per Kw. per quarter of maximum demand and zd. per unit, for a 
period of seven years, with the benefit of any reduction in the 
present charges for power which may be made during the term of 
the agreement, to similar consumers. 
+ BArrEnsEA.— The Lighting Committee has reported that on 
the 18th ult, at 8 p.m., No. 6 Parsons turbo-generator at the 
generating station broke down, owing to the displacement of part 
of the mechanism. No failure in the supply of electric light 
occurred. 
. WamxDswonTH.—Notice has been given by the County of London 
Electric Supply Co. that from October 1st the existing alternative 
flat rate of 6d. per unit for lighting purposes will be reduced to 5d. 
for shops and husiness premises, and 54d. for private purposes. The 
scale of charges under the maximum demand system will remain ав 
at present, and the charge for supplying basements where a light is 
used throughout the day, will be 3d. per unit. 


Lye and Wollescote,—The U.D.C. has received from 
the Midland Electric Corporation, a letter offering ‘a reduction іп 
their flat rate of from 44d. per unit to 34d. in the case of prompt 
payment, and stating that in order that consumers might receive 
the discount, it would be necessary for the Council to give an 
assurance that it would not insist upon the discounts specified iu 
its agreement with the company. The Council has, therefore, 
agreed to waive its claim to the discounts mentioncd for five 
years, the question to be then further considered. 


Mácclesfield.—The T.C. has taken practical steps 
towards carrying out the E.L. order. A site has been selected for 
the station, and a loan of £15,000 to carry out the project, has been 
applied for. 


Malvern.—The U.D.C. has E to the L.G.B. for a 
loan of £2,500 for electricity purposes. 


. Mynyddislwyn.—A Pontypridd firm has informed the 
U.D.C. that application is to be made for a prov. order for E.L. in 
its area. 


New York City.—The small senertitig station to light 
the Williamsburg Bridge, is to be in working order about October 
Ist. This is an experimental plant owned by the city, and it is 
intended to demonstrate the value of strect refuse as fuel. 


Paignton.—The B. of T. has informed the U.D.C. that 


it refuses to entertain the E.L. scheme of the Council in agreement 
with the Electric Construction Co. 


South African Notes.— Lapysranp.—The Т.С. 
recently discussed an offer from Mr. Knestner, of Johannes- 
burg, to light the town on certain conditions. If the Council 
would give him a concession for 20 years he was prepared 
to lay down the plant, undertaking to have it completed in 
nine months. His charges would be 1s. 3d. per unit for house light- 
ing and 1s. per unit for street lighting, the Council to have the 
option of taking the plant over in 10 years at original cost plus 20 per 
cent. The matter was deferred pending inquiries as to cost of 
electric lighting, &c., from the Town Councils of Potchefstroom and 
Winburg. 

RING WiLLIAM's Toww.—In commenting on the fact that the 
working of the electric lighting undertaking had produced a profit 
for the past five months, the local journal expresses the hope that 
the T.C. will see its way to reduce the charge of Is. 3d. per 
unit. The Government has offered 9d. per uuit for lighting the 
railway station. 


Stockport.—The T.C. has fixed the price of energy for 
motors at 13d. per unit. 

A sum of 4882 to cover excess expenditure, is to be paid out of 
the reserve fund, instead of by a loan as proposed. 


(Continued on page 428.) 
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THE WALTHAMSTOW ELECTRIC LIGHTING AND 
TRAMWAYS UNDERTAKINGS. 


WITH the opening of the Walthamstow Urban District some idea of the plant installed at the opening, and a com- 
Council's light railway undertaking in the carly part of рагівоп of the views then given and the present ones forms 
E | ч an interesting com- 

— SAL, Tee ҮР, mentary on the growth 
yy 5 | of the Walthamstow 
undertaking. 

The engine room at 
present contains 13 
generating sets, each 
consisting of а West- 
inghouse three- 


cylinder gas engine, 


UP 


v 


3 Cri | Y N \ * \ NON NS. direct coupled to a 
cal fl \ TAY M n Helios D.C. generator. 

| m !!Г m | Of this plant, the. 
seven earlier sets ( those 
installed before the 


r recent building exten— 
pe wi Nr 


sion), comprising four 
115-н.р. and three 
250-H.P. units (illus- 
trated in fig. 1) were 


utilised solely for 


lighting purposes ; /the 
Fic. 1.—GENERAL VIEW OF GENERATING PLANT: ORIGINAL LIGHTING PLANT IN FCREGROUND. six latest, units (shown 
in fig, 2) are intended, 
June, another much 
needed, but long 
delayed, improvement 
was effected in the 
local travelling facili- 
ties of North-East 
London. 

But further than 
that, the newly com- 
pleted scheme has an 
added interest, in that 
energy for its opera- 
tion is supplied from 
gas-driven plant, sup- 
plementary ёо the 
original installation, 
which has, since its 
inauguration in Sep- 
tember, 1901, earned 
for itself such an 
excellent record for 


economical and 


efficient working 
among the London 
power stations. | 

With its present equipment of plant, the Walthamstow three for lighting and three for operating the recently 
electricity station is undoubtedly the largest gas-driven inaugurated light railways. | 


Fic. 2.— VIEW or New TRACTION AND LIGHTING PLANT. 


station in the country, and some preliminary reference to its . These later engines are, like the former, of the makers 
main features, will, no doubt, be of interest to our readers. well-known vertical single-acting three-cylinder type with 


A reference to our issue of October 18th, 1901, will give cranks set at angles'of 120°. 
| Е 
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Fic. 3.—MOTOR-DRIVEN AIR COMPRESSOR AND THREE-THROW : 
CIRCULATING PUMPS. 


They are, how- 
ever, of improved 
design, having only 
one internal cam- 
shaft for operating 
all the exhanst and 
inlet valves. The 
cylinders are in each 
‘ase 20 in. diameter, 
and have a stroke 
of 22 in.; two 
9 ft. diameter fly- 
wheels are fitted to 
each engine, and 
the latter have an 
overload capacity of 
25 per cent. A 
mixing chamber is 
attached to each. 
engine, with suit- 
able hand valves for 
adjusting the pro- 
portions of gas and 
air, and a fly-ball 
governor controls 
the supply to the 
engine, the arrangement being that 
adopted on all Westinghouse фаз 
engines, whereby the gas supply is 
varied at every second revolution 
according to the load, but is never 
cut off, thus giving the maximum 
number of impulses to the engine. 

The exhaust valves are water-cooled, 


also exhaust manifold, the  exhausts 
being connected to large silencers, 


consisting of iron tanks fitted with 
baffle plates. 

Low tension electric ignition 18 pro- 
vided, and a view of the minia— 
ture units, in this case consisting of a 
200-volt motor coupled to a generator 
giving some 8 amperes at ү volt, 
and at a speed of 2,500 r.p.m. for 
energising the ignition circuit of each 
engine, is shown in fig. 4. 

By means of a common ignition bus, 
running the length of the station, the 
various ignition motor-generators are 
made interchangeable, as a safeguard 
against breakdown in any particular 
set—a condition of affairs which is 
also guarded against by the provision 
of primary batteries. 

The engines are started by means 
of compressed air at 200 Ib. per sq. in., 


which is stored in vertical tanks placed “Fic. 


2. 


against the engine room wall. The air compressors for 


feeding these tanks are motor-driven; one being illustrated: 


in fig. 3. 

The operation of starting-up the engines by means of 
compressed air is exceedingly simple and expeditious, some 
two minutes only being requisite for this purpose. 

Referring to fig. 3, the two motor-driven three-throw 
plunger pumps seen in the foreground: are, with other similar 
ones, used for circulating the cooling water in the cylinder 
jackets, this water being subsequently passed through cooling 
towers, of which the latest addition is specified to deal with 
6,000 gallons per hour. The water required for make up 
and station purposes is derived from an artesian well, 
480 ft. deep, in connection with which a motor-driven air 
compressor plant is provided for raising the water on the 
air lift“ principle, to a storage tank. 

The gas for operating the station is generated in some 
eight producers of the Dowson type, arranged in two houses, 
with complete equipments of purifying plant and two gas- 
holders; the more recently equipped producer house 
contains four 350-H.P. generators, each capable of con- 
suming 500 lb. of anthracite coal per hour, and arranged 
so that the hoppers are at a'convenient charging level. 

Each gas gene- 
rator is provided 
with! independent 
wrought-iron outlet 
and waste pipes, and 
with three coke 
scrubbers, a washer 
and a sawdust 
scrubber, the puri- 
fying plant being 
arranged outside the 
producer house as 
shown in fig. 9. 
In order that the 
gas supply to the 
engines shall be 
uniform, а 25-ft. 
gas holder is pro- 
vided to each pro- 
ducer house; and 
for supplying steam 
to the producers, 
five vertical boilers 
are provided, three 


Fic. 4.— MINIATURE IGNITION MoToR-GENERATOR SETS FOR Gas ENGINES. in the earlier and 


two in the later 


-VIEW OF TRACTION SWITCHBOARD AND BOOSTERS. 
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building, illustrations of which appear in figs. 6 and 7 The magnet windings are in sections for the purpose of 


respectively. | 


increased cooling. Тһе machines are designed for a fixed 


The method of working these producers, in common with brush position throughout all normal load conditions. 
others of the power gas variety, has frequently been referred In addition to the foregoing generators, there are pro. 


to in the ELECTRICAL 
REVIEW ; their opera- 
tion results in the 
production of a cheap 
gas of about one- 
fourth the thermal 
value of coal gas, and 
costing some 2d. per 
1,000 cubic ft. The 
fuel consumption 18 
probably less than 
1 Ib. per B.H.P.-hour, 
and the fuel used 
at Walthamstow is 
anthracite pea nuts, 
costing some 25s. per 
ton delivered over 
the railway siding 
which connects the 
works with the Great 
Eastern Railway Co.’s 
Chingford branch. 
The electrical gene- 
rators throughout are 
of the Helios type, 
the earlier ones being 
six-polar machines 
with a capacity of 
150 amps. at 460— 
560 volts and at a 
speed of 260 r.p.m. ; 
later additions, both 
for lighting and trac- 


Fic. 6.—OrIGINAL QAS-PRODUCER HOUSE: First INSTALLATION. 


tion purposes, are 10-polar machines with a normal speed vided in connection with the lighting plant, two balancers 


of 200 r.p.m. 


of 20 and 50 Kw. capacity respectively, and two boosters for 


The three traction generators each: have an output of charging the lighting battery and regulating the feeder 
" А 1 А А t ) VAS T ote М 21010 , ч 
185 KW. at 460 to 560 volts, and, in common with the rest voltages, &e. Each of these sets consists of two four 


pole machines, flexibly 
coupled together; 
and a further set, 
in the shape of a 
small milking booster, 
is provided for dealing 
with individual battery 
cells. 

All the above plant 
is arranged in front 
of the main lighting 
switchboard, ^ which, 
as first installed, was 
described in our 
earlier article, and 
has since been ex- 
tended by the ad- 
dition of machine 
and feeder panels, 
to keep pace with 
the growth of the 
station and supply 
network. 

For traction pur- 
poses four booster sets 
have been installed in 
front of the traction 
switchboard, which 
occupies a position on 
the same side of the 
engine room as the 
lighting board, but 


Fic. 7 —NEW Gas-PRODUCER HOUSE. opposite the generators 

which it controls. 
of the machines, are shunt wound and regulated entirely on Two of the booster sets are capable of giving any current 
their shunt resistances. up to 300 amperes at up to 40 volts, and the third will 
The armatures of these machines are of the slotted drum deliver up to 185 amperes at pressures up to 30 volts. Each 
type with built-up cores mounted on cast-iron spiders, keyed of these sets consists of a motor direct coupled to a booster, 


to the shafts. 


and designed to carry the usual overload. 
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Еа. 8.—Car-SHEDS AND REPAIR SHOPS. 


The fourth 
booster (built by 
the Electric Con- 
struction Co.) is of 
the Highfield type, 
for working in con- 
nection with a trac- 
tion battery, and 
has а speed of 
1,000 r.p.m., and 
a normal output of 
200 amperes at 75 
volts. 

The traction 
switchboard, fig. 5, 
was built by Messrs. 
Johnson & Phillips, 
and consists of 12 
white marble panels 
including the 
following :—Four 
generator, three 
feeder, three ordi- 
nary and one High- 
field booster panels ; 
also a Board of 


wow eli 
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arranged in one tier and insulated from 
the floor by oil insulators. This battery 
has а capacity of 220 amperes for three 
hours, or 500 amperes for one hour. 

It may be here mentioned that the 
principal contractors in connection with 
the recent traction generating plant, as 
also for the original installation, were 
Messrs. Frank Suter & Co., who obtained 
the contract for the engines, generators, 
switchgear, gas plant, &c. 

The question of providing tramways in 
the Walthamstow area was under con- 
sideration by the Council as far back as 
1898 ; the present scheme of light rail- 
ways, however, received Parliamentary 
sanction in February, 1903, and the 


official opening was held in June of this 


ear. 

It is satisfactory to record that mutual 
running powers agreements have been 
arranged between the Walthamstow and 
Leyton Councils over the whole of the 
lines in both districts ; also that a further 
arrangement has been come to with the 
North Metropolitan 
Tramway Co. for 
mutual running 
powers, which will 
give direct com- 
munication almost 
to Regent’s Park. 

Altogether some 
nine miles of single 
track have been con- 
structed to a gauge 
of 4 ft. 8h in.; 
turnouts being pro- 
vided, five to the 
mile, in the thickly 
populated routes, 
and four to the 
mile in the outlying 
portions. 

The track work is 
of normal con- 
struction; the rails 
of girder type weigh 
100 lb. per yard, 
and are anchored by 
means of the Cooper 


Trade panel. The FG. 9.—ExrzRIOR оғ. New Propucer House, Smowiwa Puairyine PLANT, &c. rail joint, every 45 


instruments are 
similar to those used in 
connection with the 
lighting board, and each 
panel is self-contained as 
far as possible. 

The battery room and 
workshop, with а suite 
of offices over, are situ- 
ated at one side of the 
engine room immediately 
behind the switchboards. 

The lighting and trac- 
tion batteries are situated 
adjacent to their respec- 
tive switchgear; Ње 
former consists of two 
batteries of the Tudor 
type, arranged on either 
side of the three-wire 
lighting network; each 
contains 142 cells, 
mounted in two tiers, 
and has a maximum 
rate of discharge of 500 
amperes at 250 volts. 

The traction battery 
is composed of 244 cells, 


ft. The points and 
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crossings are of Askham Bros.’ make. Granite paving has 
been used, grouted in with bitumen grout, over the greater 
portion of the routes. The construction of the light railways 
necessitated the building of two new bridges and the widen- 
ing of four others, 
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Fic. 11.— BLock PLAN оғ WALTHAMSTOW GENERATING STATION. 


The overhead work is mostly of side bracket type, as 
shown in fig. 10, where also the system of arc lamp sus- 
pension from alternate bracket arms can be seen. | 

At the various termini automatic trolley reversers are 
fitted, the trolley standards on the cars being, in consequence 
of this, constructed so that the heads can revolve in. either 
direction. 

A device for cutting off the current from broken trolley 
wires has also been provisionally adopted on certain routes. 

For dealing with the traffic some 32 double-deck single- 
truck Cars, each With a carrying capacity of 50 passengers, 
have been provided. These were built by the Brush Elec- 
trical Engineering Co., and have Westinghouse electrical 
equipments, including magnetic brakes. 

A car shed, repair shops and spacious tramway offices have 
been trected on the Chingford route, a short distance from 
the central junction of the East-West and North-South 
routes. 

The repair shops, which embrace T smithy, store room, 
armature winding shop, peint store and paint shop, and a 
carpenter’s shop, are provided 
with modern  electrically- 
driven machine tools. 

A general view of the car- 
shed and a standard car is 
given in fig. 8. 

Messrs. W. T. Henley and 
Co. obtained the contract 
for the permanent way, over- 
head equipment and cables, 
but sub-let to Messrs. Dick, 
Kerr & Co., the first two 
sections of the work; the 
British Westinghouse Co. 
were the contractors for the 
cars, with the Brush Elec- 


trical Engineering Co. as sub- N \ 
contractors. A £X. 

In conclusion, we may say р 22d T 
that Messrs. J. and J. S. Nu т 
1 , 1 ca LN eor dp. 
Enright have acted as con- . 
sulting engineers for all the Vaan 


Walthamstow electrical under- 
takings, aud that to Mr. F. 
A. Wilkinson, until recently 
the Council's electrical engi- 
neer, and his successor, Mr. J. Н. Fooks Bale, is due 
the credit for the successful operation of the various under- 
takings. 

To the latter gentleman we tender our thanks for the 
assistance and facilities which he has given us in the 
preparation of this article, 


/ 


The Diffusion of Nascent Hydrogen through Iron. 
he current number of the Annalen der Physik (No. 9, 1905) con- 
tains an important paper by A. Winkelmann descriptive of experi- 
ments upon the diffusion of nascent hydrogen through iron, an 
extension of his recent researches on diffusion through glowing 
palladium and through glowing platinum. In the present experi- 

"E ments the iron tube through which the 

action takes place is 201 cm. long, and 1 ст. in 

diameter, the walls being 0°0451 cm. in 
thickness. It is closed. at the lower end, 
and dips to a depth of 7 cm. into an elec- 
trolyte consisting of a 1 per cent: solution of 
a sodium salt. The iron tube is maintained as 
the cathode, the anode being a platinum 
wire; the current is kept constant at 0°001 
ampere. The upper end of the iron tube is 
fitted gas-tight. into a glass graduated tubo 
which is at once bent over, the lower end 
e being kept beneath a mercury surface. Near 
the bend is.a tubulure provided with a stop- 
cock, which can be attached to an air pump. 
This arrangement enables measurements to 
be made of the volume and pressure of the 
hydrogen that diffuses through the iron 
tube from its outer surface to the interior 
during electrolysis. The quantity of hydro- 
gen so diffused is found to be inde- 
pendent of the pressure within the tube 
—at any rate, from 0 to 89 cm. of 
mercury pressure. Similarly it is sensibly 
independent of changes of pressure upon 
the surface of the electrolyte—i.¢., pres- 
sures outside the iron tube—of, say, half 
an atmosphere. The pressure of diffusion 
is therefore something quite distinct from the 
surface pressures ; the lower limit for this pressure of diffusion is 
estimated to be about 58 atmospheres. With constant current, 


diffusion increases with tho temperature of the electrolyte; the 
equation takes the form i 


D, = D, (1 + B t) 
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Ета. 12.— PLAN OF THE WALTHAMSTOW AREA, SHOWING THE LIGHT RAILWAY SCHEME. 


where р, = 0'656 and В = 0:0455. The author deduces that it is 
proportional to at least the 4'97th power of the absolute tempera- 
ture. At constant temperature, with increasing current, the 
diffusion increases, but more slowly than the current. At constant 
temperature, with constant electrolyte and electrode conditions, 
the diffasion is found to be very nearly proportional to the 
potential difference between the electrodes, 


428 | ТНЕ ELECTRICAL REVIEW. [Vol. 57. Мо. 1,451, SEPTEMBER 15, 1905. 


LIGHTING AND POWER NOTES. 


(Concluded from page 422.) 


Stretford.—The annual report of the Electricity Com- 
mittee has been submitted to the T.C., and states that the gross 
profit amounts to £3,363 and the net profit to £528. 


Swansea.—Mr. C. A. L. Prusmann, the borough electrical 
engineer, has recently issued а couple of pamphlets relating to 
electricity charges in the area; onc of these seeks to impress con- 
sumers with the saving effected by the reduced rates now in force, 
and the other is an explanation of the maximum demand system 


of charging. 


Sydney (N. S. W.) .—A picture-postcard received by last 
mail from the Empire Electric Light Co., Ltd., shows that. in June, 
1898, the company had 348 lamps connected; in June, 1902, the 
number was 13,440 ; and to-day, 36,560. The fetes charged are the 
same as those of the City Council, viz., for lighting, a flat rate of 
43d., or 5d. and 2d. on the maximum-demand system; for power 
and heating the charge is 2d. per unit. The card gives a number 
of views in miniature of the generating station and its equipment. 


Waterford.—The National Provincial Electrical Cor- 


poration has intimated to the T.C. that it intends applying for E.L. 
powers for the district. 


West Hartlepool.— A statement was submitted by the 
borough accountant recently, showing a loss on the year’s working 
of the electricity undertaking of £471, against а loss in the previous 


year of £560. An additional charge of £361 was placed to interest, 


and £450 was set aside for reserve and depreciation. 


TRAMWAY AND RAILWAY NOTES. 


Belfast.—It is expected that electric traction will be in 
force all over the tramway system about the second week of 
November. This is a fortnight over the stipulated time. The 
work is progressing satisfactorily, all the new lines being practic- 
ally completed. 


Bradford.—The Tramways Committee has recommended 
the T.C. to apply to the B. of T. fora loan of £30,079 for the con- 
struction of electric tramways at Wyke. 


Cleckheaton.— The В. of T. has extended the time for 


constructing the Cleckheaton and Hightown electric tramway 
extension for а year from August 30th. : 


Dudley.—It will be within the recollection of readers of 


the ELECTRICAL Review that an agreement for the purchase by the 
Town Councilof the electric tramways within the borough and 
the letting of them at a rental for 21 years was drafted in 1897 
and it fell duein 1904. This has always been referred to by tram- 
way companies and others as the "Dudley Agreement.” A 
few months ago it was reported that an alternative agreement was 
under consideration, but it would now appear that some difficulty 
has arisen, for in a Town Council report issued last week the Tram- 
way and Electric Lighting Committee alludes to a report of a sub- 
committee as to the purchase of the tramways, and the Committee 


recommends the Council to carry the original agrecment to 
arbitration. 


Dundee,—An excellent illustration of what the difference 
in gradients means, is ehown by comparison between the tramways 
in Dundee and Aberdeen. Although the Dundee cars are worked 
as economically as possible, and the fuel cost is brought down to 
1:88d. per unit, yet if Dundee had been able to run as cheaply as 
Aberdeen, there would have been a saving last year of £3,200 
One of the principal streets in Dundee has a gradient of 1 in 11 up 
which cars weighiug 13 tons have to be propelled. Surely there 
is a good opening for regencration there. И 


Durham.—The B.E.T. Co. is applying to the B. of Т. 
for an extension of time to October 4th, 1906, for completing the 


12175 included in the Durham and District Light Railways Order 
1901. | | 


East Ham.—at the meeting of the U. D. C. on Tuesday 
it was reported that a dead-lock had been come to with respect to 
the proposed working of the Barking tramways. The Barking 
Council desires to have a clause to terminate the agreement when 
the lines are extended from Ripple Road to Fanshawe Avenue 
East Ham requires exclusive running powers from the Eastern 
boundary of the borough to the Westeru boundary of East Street 
Barking, for seven years certain, and for joint runniug along Fast 
Strect to Ripple Road. | à 


Liverpool.—A test case of considerable interest was 
heard before the deputy-stipendiary magistrate of Liverpool 
(Mr. J. Kinghorn) on September 6th, when Colonel John Pilkington 
was summoned for non-payment of 1d. excess fare on a tramear. 
Mr. Clayton, for the Corporation ‘Tramways Committee, said 
defendant paid 12d. He continued in the car beyond this fare, and 
the conductor requested him to pay an excess fare of ld. 
Defendant proffered 3d., which the conductor could not accept, as 
he had no 4d. tickets. There were no 24. fares as such on the 
Liverpool cars. Defendant said he declined to pay more than the 


Id., as a matter of principle. The total fare to any part of 
Wavertree was 2d., and he contended that having paid the 14d., 
and subsequently the 4d., he had paid the full fare for a distance 
even beyond where he got off the car. The magistrate dismissed the 
snmmons, taking the view that the regulation affecting the matter 
was designed to meet cases where & person intentional and 
wrongfully tried to get out of his liability, whereas in this case the 
defendant had not tried to evade liability, but had paid the 13d. and 
an additional 4d., which was equal to thc amount of the full fare of 
2d. . The mere fact that the tramways undertaking did not possess 
a 4d. ticket was not defendant's fault. 

. The decision raises the question whether a person who has paid 
for a 4d. stage is entitled, on paying an additional 4d., to travel to 
the end of a 1d. stage, which is often nearly twice as long as two 
id. stages together. 


Hazel Grove.—The U.D.C. has been informed that 
Parliamentary powers are to be applied for, for the construction of 
electric tramways connecting Stockport with Macclesfield -ап 
Wilmslow. 5 


Ipswich.—On Wednesday last week Mr. М. К. North, 
L.G.B. Inspector, held an inquiry into an application on the part of 
the T.C. for authority to borrow £19,500 for street improvements in 
connection with the reconstruction of the tramways, as well as for 
additional rolling stock. Mr. Bantoft, town clerk, stated that the 
expenditure upon the undertaking to the close of March, 1905, had 
been £107,785. Additional rolling stock bad been found necessary, 
and the cars had been purchased and were now in use. It was 
admitted that the work had been done before the loan was applied 
for. The work was begun in 1902 and finished in 1904. The 
inspector said the L.G.B. would probably deduct two years from 
the life of the work. The inquiry was declared closed. 


Johnstone.—At a meeting of the T.C. the clerk was 
instructed to write to the Tramway Co. insisting that the tramway 
system be carried to the boundary of the burgh, a matter that was 
agreed upon when the tramways were introduced into the town. 


Llandudno-Colwyn Bay.—The Llandudno U.D.C. has 
decided to support the application of the Tramways Co. for a 
further extension of six months in which to construct the electric 
tramways to Colwyn Bay, provided that £1,000 be lodged with the 
Council's bankers as security that the company will spend £9,000 
on completing the line within the town in six months. Otherwise 
the Council will oppose any extension of time, and will promote an 
independent scheme. 


London.—WaxpswonTH.—Tlhe В.С. has received a 
communication from the L.C.C. stating that the Highways Com- 
mittee proposes that powers be sought in the coming Parliamentary 
Session, to construct new tramways from Clapham via Clapham 
Common, North Side, and Cedars Road, to Lavender Hill, with the 
view of a through tramway route being established in conjunction 
with the existing tramways in Queen's Road, Battersea, to Chelsea 
Bridge. At a later date consideration will be given to the question 
of providing means of communication from Clapham to East Hill, 
Wandsworth, and subsequently, it is hoped, to Roehampton along 
one or other of the routes which have been suggested from time to 
time for the purpose. 

HoLBoRN.— The plans of tbe L. C. C. for the reconstruction of the 
tramway in Theobald’s Road, and the construction of the con- 
necting section to the subway approach under Kingsway, have been 
approved by the Works Committee. The reconstruction of both 
lines of tramway in Theobald's Road is to be proceeded with 
simultaneously. 


Neweastle-on-Tyne.—At the meeting of the T.C. on 
the 6th inst., it was decided to make an application to the B. of T. 
for a prov. order to authorise the construction of a tramway iu the 
extension of Market Street from Pilgrim Street to New Bridge 
Street. The main purpose of the change is to relieve the extremely 
heavy traffic at the corner of Northumberland, Blackett, New 
Bridge, and Pilgrim Streets. 


Oxford.—The T.C. has decided to electrify the tramways 
which are to be taken over from the local tramways company, and 
the overhead system is recommended. The estimated cost is 
£93,295, with £36,852 for extensions of the present system. 


Sneinton.—Nottingham T.C. proposes to construct six 
new lines of electric tramways, giving communication with Sneinton. 
United States.—CuricAco.—Mr. William S. Reed has 


organised a syndicate to purchase the Chicago Electrie Co., which 
has been in the hands of a receiver. The syndicate intends to 


acquire a number of electric street car lines and to build sundry - 


short lines, with the ultimate view of connecting Chicago with 
New York. 

NIAGA RX PFarnrLs.—The Westinghouse Manufacturing Co., of 
Pittsburg, Pa., will build a large factory on the Niagara frontier, at 
a point where the transmission line of the Ontario Power Co. 
crosses the Niagara River. President Roosevelt is being asked to 
take steps to create an international commission for the purpose of 
preserving the amenities of the Falls. 

New York CENTRAL“ R.R.—It is stated that this com- 
pany is preparing to equip with electricity not only its suburban 
lines but the whole network of 5,000 miles of railway, obtaining 
the power from Niagara Falls. On August 16th, says the Мола 
Free Press, the Ontario Power Co. suld 60,000 н.р. to the Central., 

Worcester.—The T.C., on September 6th, decided to 
assent to the transfer of the tramway undertaking in the city from 
the Worcester Tramway Co. to the Worcester Electric Traction Co. 
for £6,000. | 
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TELEGRAPH AND TELEPHONE NOTES. 


ee 


Channel Islands.—The Post Office notifies that tele- 
graphic communication with the Channel Islands by the English 
route is interrupted. It is hoped that a wireless service vid 
Alderney will soon be available. 


Durban.—It is reported that the Government has 
declined to sanction the application of the Marconi Wireless Tele- 
graph Co. to establish a station on the Bluff. The company asked 
for a free lease of 100 yards for 25 years, offering in return to 
receive and dispatch official messages at half rates. The Union 
Castle Co. had promised to equip their vessels with the necessary 
apparatus. It is stated that similar applications were being made 
as affecting Delagoa Bay and the Cape Colony. 


Glasgow Telephone Accounts.—The annual accounts 
of the Glasgow Corporation telephone department were severely 
criticised at a recent meeting of the Town Council In 
moving the adoption of the accounts, the convener (Mr. James 


Alexander) pointed out that the annual revenue had steadily 


advanced. In the first year of the enterprise it was £14,096, in the 
second £35,014, in the third £49,639, and last year £55,426. 
During the same period the expenditure had gone up very con- 
siderably. In the first year it was £13,698, in the second £33,320, 
in the third £46,000 and last усаг it was £53,922. Out of this 
expenditure, however, they һай set aside for sinking fund during 
the four years £36,163 бз. 8d. Last year the sum was £10,053 
6s. 8d., and for the general depreciation fund for the same period 
£7,247 13s. 9d. The two sums amounted to £33,411, which, no doubt, 
would be a good stand-by in case anything should occur to depre- 
ciate the undertaking. Thcy had paid in royalties to the Post 
Office £15,330. The Corporation had received in taxes something 
over £5,000, while the department had provided employment for 
588 persons, the female staff alone numbering 293. The balance 
was not so large as in the previous year. The department had been 
subjected to very excessive competition and under-cutting of rates 
during the year. The competition had been carried on by the Tele- 
phone Co. regardless of cost, which it recouped by charging higher 
rates in other places, thus making subscribers in other towns pay for 
the benefits which the Glasgow subscribers were receiving in 
cheap telephones. The telephone department only operated in the 
city and neighbourhood, and had no reserve places to fall back 
upon. It had to stand on its own legs. Ithad during the year not 
only paid its way, but had been able to put 3°79 per cent. as a pro- 
vision for the future. According to the National Telephone Co.’s 
thirty-third report they only made provision for the future to the 
extent of 1:52 per cent. He expected they would be told, as they 
had been told in previous years, that revenue charges had been 
placed to capital. To that he gave an unqualified denial. The 
accounts had been subjected to а rigid examination by the 
auditors, a firm of high standing, and that in itself was surely 
Et guarantee that everything had been done in perfect 
order. А 

In moving that the accounts be remitted for further considera- 
tion, Mr. W. F. Russell described the accounts as the most un- 
satisfactory that had been put before them in the short history of 
this department. To earn an increased revenue of £5,717 there 
had been an increased expenditure of £7,954—in other words, as 
compared with last year, the accounts were £2,147 worse, and the 
balance left to be carried forward was £1,504 5s. 114d., this balance 
being all that was available for depreciation. They had been told 
from time to time that the benefit from the unproductive plant 
would very soon be shown. These accounts showed that there was 
a capital expenditure of £29,429, and the bulk of that expenditure 
had been incurred in connecting 957 new stations, equal to £30 
16s. 3d. per instrument; so now they were brought face to 
face with the fact that their unproductive plant was of 
little use for further extensions. The expenditure per station 
amounted to £4 7s. 2?d., and he presumed it would continue 
growing. Now against this expenditure they had а total 
revenue per station of £4 9s. 3d., leaving a margin of 2s. 51d. to 
meet depreciation on a capital expenditure of £28 6s. 84d. per 
instrument. Taking it another way, the percentage of total expen- 
diture to total revenue was 97:28, leaving only а margin of 2$ per 
cent. Then the sinking fund, together with the so-called depre- 
ciation fund," only amounted last year to 3°79 per cent., or nearly 
1 per cent. of a reduction from previous' years. He was afraid that 
next year would show that the total expenditure had exceeded the 
total revenue. Now taking the accounts as correct, he asked how 
they proposed to face next year, as an increased sinking fund of 
£1,100 would practically wipe out any possible surplus. Eighteen 
months ago, when he protested against further borrowing powers 
being given until increased charges had been agreed to, Mr. Gray 
stated that whenever he could show from the accounts that an 
increase was warranted, the Corporation would agree to it. He 
would therefore ask him to support the amendment. Quoting from 
the accounts, Mr. Russell contended that the loss on the working of 
the department as at this date was £40,600, and proceeded to point 
out that there was very little time left to provide against а very 
serious loss in this undertaking, only eight years remaining in which 
to write down their capital to the sum that was likely to be paid by 
the Government. It would take £17,500 to provide for a 5 per 
cent. depreciation next vear, and, supposiug they raised their flat 
rate to seven guineas, it would produce an increased revenue only 
equal to the depreciation they were bound to wipe off. | 

Mr. Mathieson, who seconded, held that the accounts showed the 
undertaking to be financially unsound. The increased working ex- 
penses had marched almost pound for pound with increased revenue. 


The earning of that increased revenue had actually cost £7,922 
more in total expenditure, being the items of increased working 
expenses, plus increase to sinking fund and intercst on loan. In 
the statistics the amounts which were designated, as net revenue for 
last year now appeared astotal revenue. Last year the percentages 
given were thus made to appear as applicable to net revenue, or 


revenue after deduction of working expenses. That had been cor- 


rected, and the same percentages which had formerly appeared to 
be applicable to net revenue, now appeared as applicable to total 
revenue before deduction of working expenses. 

Mr. Hugh Alexander supported the accounts. If it was wise d the 
Government to-have a telephone business, and to content itself with 
1-34 as a sinking fund, surely the Glasgow Corporation were doing 
better by putting aside 1-30. The capital was £350,000, and they 
had something like £33,000 between depreciation and sinking fund. 
The sinking fund would amount to £11,000. Suppose they were 
never able to pay more than the sinking fund, they had eight ycars 
in which to gather other £98,000. Adding that to the sum they 
had they would have something like £121,000 to set against 
£333,000. Не did not believe that the Government, who professed 
that they were sound at 33 years, could have the courage to offer 
less than two-thirds of the value. 

Mr. D. M. Stevenson, in supporting the motion, said that what 
they had to do was to get a sufficient revenue to pay working ex- 
penses, renewals, and interest on capital. This, he maintained, was 
being done by the Corporation, and it was not conceivable that in 
1913 the Government, which acquired the National Telephone 
system at a price which had sent up their stock from £66 to £113, 
would deal less generously with the Corporation. 

The accounts were ultimately adopted. 


Inland Telegrams.—The Standard of 12th inst. con- 
tains some interesting correspondence between the Geueral Post 
Otfice and Mr. E. B. Broomhall, concerning the use of 10-letter 
pronounceable code words in inland telegrams. The Post Office 
states that it has been the practice of the Department to accept 
them by way of toleration, and iustructions have been given that 
for the present this practice is to be maintained.” This is satis- 
factory, and it is to be hoped that this concession (although we do 
not see on what ground exception was taken thereto) will be made 
permanent. Experience has shown that the system of counting on 
the Inland system also clashes with that in vogue on the lines of 
cable companies, for apparently it is the custom of the General Post 
Office officials not to transmit inland telegrams as written, and when 
words are telegraphed which the cable companies charge as one, and 
are so written, the telegraph offices not only charge according to 
their ruling—to which there is not much objection at 4d. per word 
—but also insist on separating the word. This operates to the dis- 
advantage of senders of Press telegrams, as very oftcn such messages 
аге sent direct to the cable companies from some inland telegraph 
office, and the companies trausmit and charge for the message as 
received, causing unnecessary and vexatious loss to the sender. It 
seems obvious that Post Office arrangements for inland messages 
should be brought into line with those for foreign countries if proper 
freedom and full benefit is to be given. 


Newfoundland.—The new cable laid between Canso and 
Port-au-Basque, Newfoundland, was opened for service on the 
llth inst. The cable is owned by the Newfoundland Government, 
and will be worked in conjunction with its landline system. 


New Zealand.—According to Australasian advices 
received in London by Monday’s mail, Sir Joseph Ward, the Post- 
master-General of New Zealand, has expressed the opinion that 
with the co-operation of the Australian Federal Government, wire- 
less telegraphy will be established across the Tasman Sea within 
one year. One station will be at the south end of South Island. 
There will probably be a transmitting station at the Lord Howe 
Islands. The equipment placed at Auckland and at the Macquarrie 
Islands will cost £28,000. 


The Telegraph Cable Export 'Irade.—The fluctuating 
character of the export trade of this country in telegraph cables 
and apparatus connected therewith, which has frequently been 
referred to in these columns, is strikingly shown by the returns for 
August now available. For a long time this branch of trade has 
been very quiet. Last month proved, however, unusually active, 


the shipments amounting to no less than £440,329, as against only 


£44,894 in the previous month and £50,377 in August -a year ago. 
Last month's exports are, in fact, the largest since July, 1902, and 
bring up the total for the first eight months of the year to 
£1,109,342, an increase of £515,122 over the corresponding period 
of 1904. 


Telegraph Convention.—The German and Belgian 
Governments, according to the power reserved in Article 17 of the 
International Telegraphic Convention of 1875, have renewed the 
agreement entered into between them for a new period corre- 
sponding to the duration of the London Revision, 1903, of the 
Service Regulations. Similarly, France and Belgium have renewed 
their contract, which is to remain in force till either party gives six 
months' notice of its termination. 


Telegraph Reunion at New York.—The twenty- 
fifth annual reunion of the Old Time Telegraphers and Historical 
Association was held at New York City on August 31Ist-September 
2ud, when nearly a thousand telegraphers from all parts of the 
U.S.A. were present. Mr. Tbomas Edison was among those who 
attended the annual dinner, and he met an old boyhood friend, Mr. 
Cam Culbert, whom he had not seen for 40 years. Others present 
at the gathering were Mr. T. W. Goulding, London superintendent 
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of tlle Western Union office, and Messrs. J. S. Greene and W. A. 


Sheldon, who were military telegraphers during the American civil 
war. 


Submarine Signalling.—The Mersey Docks and 
Harbour Board has decided to adopt submarine signalling, first 
making a trial of the system in question onthe North-West Light- 
ship, near the bar of the river. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1) .. Aug. 26, 1901 .. 
Dominica-Martinique .. .. May 7, 1902 
8t. Lucia-Martinique .. May 7, 1902 
Cayenne-Pinheiro . Aug. 13, 1902 .. 

Reissa-Issa (Yemen) Camaran Oct. 22, 1902 


Viadivostock-Nagasaki = ae .. Feb. 9, 1904 

Closed | Port Arthur- white ak А se x m 
Tarifa-Tangier .. os we E .. Jan. 18, 1904 .. 
Jamaica-Colon .. NT de sa € bs . za 
Iquique-Antofagasta .. 1 vs ss .. July 21, 1905 
Cadiz-Tenerif , T e x бе € К L^ 
England-Guernsey $a ae aa T .. Sept. 6, 1905 oe 


Sept. B, 1905. 


LANDLINES, 
Puerto-Barrios ee ee ee oe ese 
Kertch-Soutehoum oer 26 vk 
Alaska landlines .. 
Communication with Brazil ría Galy eston 


Wireless Telegraphy. — L`Eleriricien states that the 
United States Government has decided to establish a wireless 
station at New Orleans on the “ Telefunken” system. Should it 
prove successful, communication will be established with Colon, a 
distance of 2,900 kilometres. 

The French Government is about to establish wireless tele- 
graphy at Cherbourg, Toulon and Bizerta. 

It is also stated that a wireless system is to be established 
between Dervah, North Africa, and Patara, Asia Minor, a distance 
of 800 kilometres. 


.. July W, 1902 .. 
.. Bept. 27, 1904 .. 
.. Aug. 27, 1905 
. July 18, 1906 


CONTRACTS OPEN AND CLOSED. 


- 


OPEN. 
Bishop Stortford.—September 26th. The U.D.C. is 


inviting tenders for lighting such of the public streets as are at 
present lighted, for two or three years from September 30th, 1905. 
Thomas Swatheridge, Clerk of the Council. 


Burton-upon-Trent. September 25th. Feeder cables, 
conduits, &c., for the Corporation tramways. бее “ Official Notices 
September 8th. 


Chiswick ,—September 29th. Wiring refuse destructor 
and other buildings for the U.D.C. See “ Official Notices " to-day. 


Dublin.—September 18th. Sub-station switchboards, 
transformers and mains for the Corporation. See “ Official Notices“ 
September 8th. 


France.—September 26th. The French Post and Tele- 
graph Authorities in Paris are inviting tenders until the 26th inst. 
for the supply of 216 kilometres of submarine cable core, 50 tous 
of iron wire, 24 mm. diameter; 10 tons ditto, 5 mm. diameter; 350 
tons ditto, 7 mm. diameter, and 100 tons ditto, 8 mm diameter. 

'articulars may be obtained from, and tenders are to be sent to, Le 
sous-Secretariat d'Etat des Postes et des Telegraphes, 103, Rue de 
Grenelle, Paris. 


Huddersfield.—September 20th. Electrical lighting 
and other plant for Sturthes Hall Asylum. бее “ Official Notices " 
to-day. 


Isle of Thanet.—Stores for the Isle of Thanet Electric 
Tramways and Lighting Co. See “ Official Notices " to-day. 


Johannesburg. — September 18th. The Municipal 
Council invites tenders for three steel wagons for mounting on 
standard four-wheel eleetrie tramway trucks provided (with all 
electric equipment? under another contract, 


London,—October 3rd. Low-tension. und extra high- 
tension cables for the L.C.C. See Official Notices ” to-d: iy. 


London. —September 29th. Thirty-four tramear bodics, 
trucks, equipments, &c., for the L.C.C. See “ Official Notices” 
September 1st. 


Mussoorie (India).—October 23rd. Supply and егес- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
aud lightning arresters, аге and incandescent lamps, telephone 
equipment, workshop tools and general stores. See Otlicial 
Notices " July 14th. 


Pembroke,—september 22nd. Mains, are lamps and 


pillars, meters and swite hboard panels, for the U. D. C. See "Official ` 


Notices." August 25th, 


Pontypridd.—September 30th. Cables and overhead 
equipment for U. D.C. tramways. See "Official Notices“ Septem- 
ber 8th. 

Simla.—According to Jndian Engineering the Punjab 
Government will shortly invite tenders for the electric lighting 
scheme for Simla. 


Spain.—October 14th. The Spanish Ministry of Public 
Works in Madrid is inviting tenders until October 14th for the 
concession for the construction and working of an electric tramway 
in Saragossa. Particulars may be obtained from, and tenders are 
to be sent to, El Ministerie de Obras Publicas, Madrid. 


Switzerland. — The Municipal Authorities of Telf 
(Tyrol) have just invited tenders for the establishment of a central 
electric lighting station in the town. 

* 


Uphall and Brorburn.— September 18th. The District 


. Lighting Committee of the Parish Council invites tenders for an 


80-B. H. p. suction gas producer plant, 80-n.H.P. gas engine, 52-Kw. 
dynamo, reversing booster, batteries, switchboard, cables, meters, 
&c., for extension of its installation. Specifications, &c., from Mr. 
A. Lindsay, 11, Jamaica Stroet, Glasgow (deposit £1 1s.). - 


Watford.—September 18th. Steel chimney for the 
electricity department. See Official Notices“ September 1st. 


Wemyss.—September 27th. Permanent way for tram- 
ways. Sec “ Official Notices" to-day. 


CLOSED. 


Ashton-under-Lyne.— Messrs. Wilson & Bennett, Ltd., 
have received a further order from the Corporation Tramways 
Department for the fitting of its new cars with the company’s 
patent lifeguard. 


Australia.— According to Australasian Hardware and 
Machinery the following tenders have been recently accepted :— 


Ericsson wall telephones (500) for the Postinaster-General's Department, New 
South Wales. J. Bartram & Sons, Sussex Street, Sydney. 
Plant for the St. Kilda to Brighton electric tramway, Victoria : — 

Storage battery, £1,062 12s., motor-driven booster, £166 19». 4 Noyes Bros. 
Overhead line material, 4774 135. 5d., power station switchboard, £157 10s., 
generating plant, 4827 8s., and car motor equipment, £1,160 5s., Australian 

General Electric Co. 


Bradford.—The Corporation has accepted the tender of 
Messrs. Collinson Bros., of that city, for light and bell fittings for 
the new Rawson Hotel, for £189. 


The Electricity Committee of the T.C. has accepted the tender | 


of the Thornton Engineering. Co., Ltd., for the supply of a 10-н.р. 
De Dion motor-car, at £290. 


Brighton.—The T.C. on September 7th adopted the 
recommendation to accept the tender of the Transporter Co., Ltd., 
for a coal-handling equipment for the Southwick power station, at 
42,321. , 


Derby.—Messrs. S. Dixon & Son, Ltd., Leeds, have 
received an order from the Corporation for one Turner’s patent 
antomatic point controller as sample. 


Malvern.—The U.D.C. has accepted the tenders of 
Messrs. Page Bros. and Messrs. Santley & Co. for installing the 
electric light in the new publie library. 


Salford, — The T.C. on September 6th accepted. the 
following tenders :-~Ferranti, Ltd., house meters; Key Engineering 
Co., Ltd., motor starters; Sperryn & Co., Ltd., tumbler and link 
switches; St. Helens Cable Co., Ltd., workshop flexible cables; 
Lancashire Dynamo & Metor Co., Ltd., electric motors; British 
Westinghouse Electric & Manufacturing Co., Ltd., feeder boosters. 


South Shields. — The T. C. has decided to accept the 
tender of Messrs. Arnold & Son, of Doncaster, for the erection of 
the car-sheds, In connection with the Corporation tramway system, 
the amount ре ing 49,425. 


Southport.— The T.C. has accepted the tender of the 
British Insulated & Helsby Cable Co., Ltd., for the supply of 
switch pillars, one at £17 10s. and four at £25 5s. 7d. 


Stalybridge, —The Electricity and Tramway Board has 


десе pted the tender of the British Westinghouse Co. for the supply 
of an additional machine for the Stalybridge sub-stat ion. 


Warrington.—The T.C. has accepted the tender of 


Hadfield’s, Ltd., Sheffield, for-the supply of tramway junctions and 


curves, at £614, 


Ld 
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FORTHCOMING EVENTS. 


н a — 


Friday, September 15th, and Saturday, September 16th.—Institution of Mining 
Engineers. Annual general mecting at Manchester. Visits to the 
British Westinghouse Co.'s Works, tho Manchester Ship Canal, 
Docks, &c., Messrs. W. T. Glover's Works and the Trafford Light 
and Power Supply Co. See Note below. 


Monday, September 25th.— Opening of the Electrical Exhibition at Olympia. 


NOTES. 


— 


Electricity Supply in Marylebone.—As mentioned 
in our note last week, remarkable progress has been made with the 
hew generating station which the Borough Council of Marylebone 
is erecting for the supply of electricity consumers in its area. The 
foundations of the station were laid in September last year, Mr. 
Arthur Wright being the consulting engineer; the station is to 
contain in the first instance plant of 10,000 KW., consisting of four 
500-Kw. sets and four 2,000-k w. sets. Of these all but two of the 
large units are in place. Each set consists of two dynamos 
coupled to & steam turbine, the larger dynamos generating at 
480 volts, whilst the smaller ones run at 240 volts, actiug as 
balancers. The whole of the generating plant, with condensers, 
&c., is being supplied by Messrs. C. A. Parsons & Co., of New- 
castle-upon-Tyne, the dynamos being provided with the special 
winding recently introduced by that firm to ensure sparkless 
running. The boilers are of Messrs. Babcock & Wilcox's make, 
fitted with chain grate stokers and superheaters, and are arranged 
in a row alongside the engine room. Over the boiler house is a 
row of cooling towers, an arrangement which we believe has not 
previously been adopted in this country except at the St. Andrews 
Station of the Glasgow Corporation. | 


At an interview last week with Mr. Е. A. Wilkinson, electrical 


engineer and manager to the Borough Council, we learnt that the 
plant had been running for a month past, and was supplying 4,000 
out of the 6,000 consumers. The whole of the consumers will be 
supplied at 240 volts, but in the meantime there is a variety of 
pressures in use, varying from 50 volts upwards, in the саве of 
consumers still supplied by the Metropolitan Electric Supply Co. 
The consumers who were supplied prior to 1896 have the right to 
appeal to the Board of Trade against the conversion, and two 
inquiries have been held ; the Board sanctioned the change in each 
case, but the Borough Council is compelled to defray the cost of 
conversion, re-wiring, &c. | 

The previously existing rates are being continued for the present, 
but it is anticipated that the maximum demand system will be 
adopted, with the following rutes:— 8d. and 1d. for lighting, the 
higher rate obtaining for the first 200 hours in each winter quarter, 
and the first 50 hours in each summer quarter; 2d. and 14. for 
power, based on the first 500 hours’ use of the maximum demand 
per annum. A special rate of 2d. per unit will be charged for all- 
day basement lighting, &c. : 

The whole of thesupply is to bedirect current, without sub-stations. 
Feeder pillars of special design have been adopted, and the old 
high-pressure house-to-house cables are being replaced with lead- 
covered triple-concentric distributors, these being convenient for 
drawing into the existing pipes. Twenty new feeders of 1 sq. in. 
cross-section have been laid. It must be admitted that very rapid 
progress has been made with the work, and the Council's engineers 
аге to be congratulated upon the results already attained. 


Educational Notes.—The report. of the Council of Ње 
City and Guilds of London Institute for the year 1904 shows con- 
tinued progress. The Council has undertaken the extension of the 
Technical College, Finsbury, at a cost of apparently £10,000, and 
has found it necessary to call a meeting of representatives of the 
principal Companies to discuss the financial position of the Insti- 
tute, the subscriptions last year having fallen to the lowest amount 
recorded since 1881. It is worthy of note that students’ fees, &c., 
amount to only £19,500, the balance of £24,500 required to carry 
on the work of the Institute being derived from subscriptions and 
donations. More than half the cost of the education of a student 
is, therefore, in the nature of a subsidy, not always, we fear, appre- 
ciated by the recipients. А large share of the benefit is bestowed 
upon the engiueering and other firms who profit by the technical 
knowledge of the students who come to them, at nominal salaries, 
to gain the experience necessary to complete their training; the 
unanimity with which the said tirms abstain from contributing to 
the funds and equipment of the Institute is, therefore, more 
remarkable than praiseworthy. 

Prof. Ayrton has been elected Dean of the Central Technical 
College for the current session; Prof. Unwin has been appointed 
Emeritus Professor, and is succeeded in the chair of Mechanical 
Engineering and Applied Mathematics by Prof. W. E. Dalby. 
Over 110 London University students are in attendance, and the 
number tends to increase. We are pleased to note that the number 
of weeks in the college session has been extended to 36; too long 
vacations are, it is true, traditional in the teaching profession, but 
that is not the slightest reason why they should be perpetuated, 
and technical colleges are on a totally different basis from clemen- 
tary schools. Young children should be lightly worked, but young 
men should be accustomed to longer hours and fewer holidays, 
more in keeping with the régime to which they will have to submit 
when they leave college. As a matter of fact, the students strongly 
object to the excessively long break between July and October. 


The number of students admitted has risen from 137 in 1902, 
and 176 in 1903, to 203 in 1904, and the staff has therefore been 
increased. 

The extension of the Technical College, Finsbury, is being carried 
out in accordance with the views of the Principal, Prof. S. P. 
Thompson, assisted by Sir W. White and Prof. Dalby. The last- 
named has been succeeded in the chair of Mechanical Engineering 
by Prof. E. G. Coker, late of McGill University, Montreal. 

The report deals also with the other departments of the Insti- 
tute's work, especially that of Technology, in which 41,089 students 
were registered last year, as compared with 38,638 in the previous 
year. The value of the Institute's efforts in this connection cannot 
be over-cstimated. 

Arrangements have been made at the University of Manchester 
for a Saturday afternoon course of six lectures on *''Electro- 
metallurgy," by Dr. В. S. Hutton. The first will be delivered on 
October 14th. The electro-chemical laboratory has been fitted with 
various types of electric furnaces, and the equipment is believed to 
be quite unique in this country. The fee for the course is one 
guinea. The cost of power gencration, the different forms of 
technical and experimental clectric furnaces and the materials used 
in their construction, and the production of the various electric 
furnace products, will all be considered. | 

The first section of the magnificent buildings which are in course 
of erection for the Glasgow and West of Scotland Technical College 
will be occupied this month; the buildings, when completed, will 
be the largest of their kind in Great Britain, and will have cost 
about £300,000. Students of the College are eligible for admission 
to the privileges of the Carnegie Trust, as well as other scholar- 
ships, and the College is affiliated to the Universities of Glasgow 
and Edinburgh. Prof. Magnus Maclean presides over the depart- 
ment of Electrical Engineering, in which an excellent course of 
training is provided. | | 

The Calendar of the East London College calls attention to the 
fact that an Arts side has been added to the College Course, with 
a view to preparing the students for the examinations in Arts of 
the University of London. Nineteen scholarships are offered by 
the Drapers’ Co., each of the value of £40 per annum for three 
years, tenable at the College. Prof. J. T. Morris holds the chair 
of Electrical Engineering, and complete couraes of instruction are 
provided, leading to the London University examinations for the 
B.Sc. degree. 


Fire.—At an early hour last Saturday morning a fire 


occurred at the new Post Office telegraph workshop at Mount 


Pleasant, B.C. The flames were confined to the top floor, an hour's ' 
work sufficing to quell the outbreak. | 


Fatalities.—An inquest was held last week respecting the 
death of Alfred Herridge, a young assistant master at a Fulham 
college. Evidence given by W. Ну Woods, an electrician, was to 
the effect that he took deceased over the Lot’s Road generating 
station without permission at night, and when on the cat-walk over 
the coal-bunkers deceased fell through a space 14} in. wide at the 
side of the gangway on to the concrcte bottom of the bunkers 50 ft. 
below. Mr. Oscar Pilcher, one of the chief engineers of the railway 
company, said that there was a hand-rail 3 ft. high on one side, and 
at the other side the belt which carried the coal ran, but the 
machinery was not running at the time. Witness was called after 
the accident and assisted to get the body out by mehns of a pulley.- 
Witness formed the opinion that deceased had tripped over his 
walking stick. It was a dangerous place, and under no circum- 
stances would witness have taken anyone there at night. The jury 
returned a verdict of Accidental death.” 

A man named John Ayres was killed at the works of the South 
Wales Electric Power Distribution Co. at Cwmbran. While fixing 
purlins an iron bar (4 cwt.) dropped out of a sling and fell from a 
height of 16 ft. on to the head of deceased. The jury at the inquest 
urged that greater care be taken in tying sling roves. 


Institution of Mining Engineers.— The sixteenth 
annual general meeting was opened at Manchester on Wednesday, 
13th inst, and continues until to-morrow, 16th inst. Among 
the matters coming before the gathering are a paper by Mr. 
R. L. Gamlen on “ Up-to-date Electrical Power Distribution," апд. 
one on “ Earth in Collieries, with special reference to the recently 
issued Departmental Rules," by Mr. S. F. Walker. The excursions 


include visits to the works of the Lancashire Electric Power Co., 


the British Westinghouse Co., Messrs. W. T. Glover & Co., Ltd., 
Trafford Light, Power and Supply Co., and the Stuart Street 
stat ion of the Manchester Corporation. i f 


The Electrical Side of British Railway Returns 
for 1904.—The electrical engineer turning to this Blue-Book will 
feel a certain sense of disappointment. А half-promise in last 
year's return ‘had given rise to expectations of some special returns 
concerning lines worked electrically. Some information has been 
collected, but the form being merely tentative, the information 
thus acquired is not published. It is hoped, however, that valu- : 
able returns relating to railways worked, or partially worked, by 


 electrie traction will be available for publication in the reports 


relating to future years.” 

The comparative stagnation in the number of ordinary third- 
class passengers carried on all the railways still continues, the 
increase during the year being only 0:6 per cent., and the gross total 
being 1,092,549,000 for the year ending June 30th, 1904; on the 
other hand, the number carried on tramways for the ycar ending 
March 31st, 1904, was 1,799,343,000. Season ticket-holders are not 
included in the railway returns, so that this table rather accentuates 
the magnitude of tramway competition. 

In Appendices II. and III. are to be found particulars of the lines 
worked only by electric power, no enumeration being made of such 
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undertakings as the Liverpool and Southport, District, or Metro- 
politan, or the Tyneside lines. The total route mileage of the all- 
electric systems in England and Wales amounted to 39, all but 
3 miles being double. The equivalent track mileage, including 
sidings, is 85. The total number of passengers carried is just over 
974 millions, the train mileage being 5,526,927. The total receipts 
from passenger traffic, including mails, luggage, &c., being £771,613. 
Of the items of general expenditure, maintenance of way is remark- 
ably small, being £38,730, locomotive power (including stationary 
engines) accounts for £143,342, repairs and renewals of rolling 
stock cost £165,480, while rates and taxes cost £48,998 (or £1,256 
per route-mile). The percentage proportion of expenditure to net 
receipts averaged 59 for electric railways, against 62 on all the 


steam-driven railways of the United Kingdom regarded as a single 
system. 


Electric Railway Accidents.—On the 11th inst. а 
serious accident took place on the New York Elevated (Electric) 
Railroad; through an error, a train took a curve at an excessive 
speed and left the rails, one car falling into the street. Eleven 
persons were killed and 42 seriously injured. 

On the Metropolitan Railway, on the same day, an empty electric 
irain ran past the signals and was thrown off the line by the safety 
points. No one was injured, but some delay was caused to traffic. 

On Wednesday this week an electric train ran off the line at 
Moorgate Street, and blocked the traffic. 

It is worthy of notice that none of the foregoing accidents appears 
to have been in any way due to the electrical equipment. It is unfor- 
tunate, however, that these and other mishaps of less importance 


should occur so írequently, as the general public naturally sets 
them down to the conversion. 


Appointments Vacant.— The Technical Education 
Board of Wellington, New Zealand, is wanting an instructor in 
engineering, salary £300, and £40 passage allowance. For forms 
apply High Commissioner for New Zealand, 13, Victoria Strect, 
London, S. W.; engineer fitter for the Camberwell Guardians (45s.) ; 
engineer-in-charge at the Willesden Workhouse Infirmary (£3 3s.). 


Football.—The Sheffield Tramways Central Football 
Club achieved last season the distinction of being the first to win 
the Municipal Tramways Amateur Football Shield. A league was 
formed, consisting of the tramways clubs of Liverpool, Manchester, 
Sheffield, Wigan, and Southport, and as a result of the matches 
Sheffield secured the leading place with a score of eight matches 
played, six won, опе drawn, and one lost. Eighteen goals were 
scored for Sheffield, and five against. The shield, which the winners 
will hold for one year, is а handsome trophy, апа last week the 
Sheffield players received it from Mr. C. R. Bellamy, the general 
manager of the Liverpool Tramways, who is president of the league. 
An enjoyable gathering took place, and the members of the Sheffield 
Club and other guests were entertained to tea by Alderman Clegg, 
chairman of the Tramways Committee. Alderman Clegg congratu- 
lated the Sheffield Club on their success, and Mr. Bellamy presented 
the shield to the winning team. Sheffield had made an exceedingly 
good fight, and deserved the victory. Forevery playing member of 
the winning team a medal was provided. 


The Chemistry of Electroplating.—Writing in the 
Journal of the Franklin Institute (1905, clx., 139), Mr. W. D. Ban- 
croft remarks that when a metal is thrown down electrolytically a 
pure coherent deposit is required, whether the process is carried 
out for analytical purposes, or for ordinary plating work. Asa 
rule, a bad deposit is caused by a simultaneous precipitation of 
some metallic salt, generally an oxide or hydroxide, but, when a 
cyanide solution is employed, the impurity may be a cyanide. Ап 
evolution of hydrogen during the depositing process is not so 
harmful as often imagined. High current densities, coupled with 
an agitation of the bath, improve the quality of the deposit by 
rendering it finer in grain. Generally speaking, the higher the 
potential difference between metal and solution the finer will he 
the grain of the deposit. 'The addition of & colloid to the bath 
also makes the deposit finer; for instance, a gelatin in a bath of 
lead silicofluoride improves the appearance of the deposited metal 
very considerably, and the same rule applies to solutions of copper, 
zinc, and tin. Very brilliant and almost amorphous deposits may 
be obtained by the use of a revolving cathode aud high current 
densities. The author observes that the same qualities are needed 
іп a galvanic deposit as in a metallic casting, c.g., absence of air 
bubbles and mother liquor. In his original paper, Bancroft quotes 
the compositiou of the most important solutions containing zinc, 
tin, nickel, copper, lead, or silver, which are suitable for electro- 
deposition on the large scale or for analytical purposes. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. | 


-—— ee — 


Central Station Engineers.—The U.D.C. of Bray has 


appointed Mr. D. E. D. M'DoNELLN, Macroom, assistant electrical 
engineer, 


The Battersea B.C. has appointed Mr. Ernest 8. CoLLEY, shift 


engineer, to the electricity undertaking. Mr. Colley had been 

acting temporarily as shift engineer during the past four months. 
The Southport Electricity Committee has recommended the T.C. 

to increase the salary of Mr. A. S. BLACK, assistant electrical engi- 


neer, from £200 to £225 per annum, rising next year toa maximum 


of £250, on condition that he undertakes to remain at Southport 
for three years. 

Mr. D. C. REDFERN has resigned the position of assistant mains 
superintendent at the Southport Electricity Works, and Mr. W. 
Travis has been appointed his successor. | 

The South Shields Т.С. on September 6th, by 17 votes to 11, 
referred back to the Tramways Committce the recommendation 
that Mr. J. H. Слутнва, the present electrical engineer, should be 
appointed electrical engineer and tramways manager. 

The Colchester T.C. has granted an honorarium of £150 to the elec- 
trical engineer, £300 to the borough engineer, and £50 to the town 
clerk for extra services rendered in connection with the constructicn 
of the electric tramways. | 

The Electric Light Committee of the Coventry City Council 
decided on Monday to recommend the Council to increase the 
salary of Mr. J. A. JECKELL, manager of the electricity department, 
from £400 to £450 per annum. Some time ago it was proposed to 
raise Mr. Jeckell’s salary, but at that time there was a certain 
amount of opposition, the contention being that it would be better 
to wait until the results of the year's trading were made known. 
It was, however, generally felt that Mr. Jeckell was entitled to 
some advance in view of what he had accomplished in converting a 
losing concern into one of profit. 

Prior to taking up his new duties as chicf engineer at West 
Bromwich, Mr. W. A. Jackson, installation inspector of the Man- 
chester Corporation Electricity Department, was made the recipient 
of a five o'clock silver tea service on August 25th at the Manchester 
Town Hall. The chair was taken by Mr. F. E. Hughes, secretary, 
and Mr. S. L. Pearce, chief engineer, made the presentation. Mr. 
L. H. Marlor, formerly assistant inspector, has becn appointed by 
the committee as Mr. Jackson’s successor, with Mr. W. West as 
assistant. 

Burnley T.C. on September 6th discussed a recommendation from 
the Electricity and Tramwavs Committee that a qualified electrical 
engineer should be appointed to take the entire charge of the 
generating station, the lighting, the power cables, the destructor, 
the overhead equipment including scction boxes) of the tramways, 
and the repair shops, and to act as electrical engineer under any 
other Corporation or Committee that might require his services. In 
Committee this was adopted by three votes to two. Mr. Metcalfe, 
acting-chairman of the Tramways Committee, opposed, and pro- 
posed that no change should|be made in the duties of the electrical 
engineer. This motion was carried by 18 votes to 16. 


Tramway Officials.— Halifax T.C. has appointed Mr. 
J. C. COUPER, of Newcastle-on-Tyne, as tramway traffic super- 
intendent. 


General.—The secretary of the Newcastle Local Section 
of the Institution of Electrical Engineers is now Mr. CHARLES F. 
Proctor, whose address is c/o Messrs. Edison & Swan United 
Electic Light Co., Ltd., Benwell, Newcastle-on-Tyne. 

Mr. W. С, Mountain notifies that his address for future corre- 
spondence will be: The Hermitage, Gateshead-on-Tyne. 

On September 5th at Rochdale the marriage took place of Mr. Јонх 
HowaRD, chief electrician to the Chatterley- Whitfield Colliery, Ltd., 
Staffordshire, with Miss Emma Cartwright, of Rochdale. 

On the 11th inst. the United Chambers of Commerce of Belgium, 
presided over by Mr. MoNNoyEn, held a reception at the Bourse in 
Brussels to receive the delegates of various foreign Chambers of 
Commerce, who had been visiting the Liège Exhibition. Among 
Englishmen present were Sir Albert Rollit, M.P., Sir William 
Holland, Sir Edouard Vivian, and Mr. Parker, М.Р. The Anglo- 
American Chamber of Commerce in Belgium sent аз delegates their 
president and vice-presidents :— Mr. Solomon, managing director of 
the Txlles-Brussels Electric Light Co.; Mr. Oscar Yoerissen, of 
New York and Brussels, and Mr. Douglas Wells, M. I. E. E., all being 
electrical engineers; after the reception the delegates proceeded to 
the Town Hall, where they were received by Mr. De Mot, the 
Mayor, and all the aldermen, and in the afternoon were presented 
tothe King of the Belgians. 


NEW COMPANIES REGISTERED. 


— —— —— — —— — 


Standard Rubber Co., Ltd. (85,788).— This company was 
registered on September 8th, with a capital of £2,000 in £1 shares (500 6 per 
cent. cumulative preference), to carry on the business of manufacturers of and 
dealers in indin-rubber, gutta-percha, leather. vulcanite and celluloid articles, 
including waterproof and other garments and fabrics, boots, shoes, goloshes, 
leggings, rubber heels, hose tubing, machinery belting, tires, india-rubber 
articles used for engineering and electrical purposes, &c. The first subscribers 
(each with one share) are :—F. Hoff, 189, Hamilton Street, Collyhurst, Man- 
chester, contractor; J. Dearden, 10, St. Oswald Street, Manchester, engineer; 
J. Wilkinson, 6, St. Oswald Street, Manchester, manufacturer; J. W. Cawley, 
65, All Saints’ Road, Heaton Norris, Stockport, clerk; W. A. Aspinall, 231, 
Oldham Road, Failsworth, clerk; 8. Baguley, Trinity Place, Ashton-under- 
Lyne, solicitor; and B. Barrans, 177, Stamford Street, Brooks Bar, Manchester, 
clerk. No initial public issue. The number of directors is not to be less than 
three nor more than five; the subscribers are to 1 5 the first; qualification, 
£200. Secretary and registered oftice: J. Wilkinson, 6, St. Oswald Street, 
Manchester, 
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British and Continental Traction Syndicate, Ltd. (85,791). 
—This company was registered on September 9th, with a capital of £500 in 1s. 
shares (100 deferred) with objects ag indicated by the title. The first subscribers 
(each with one ordinary share) are:—H. Н. Rushton, 19, Basinghall Street, 
E.C., mortgage broker; W. G. H. Monypenny, 53, New Broad Street, E.C., 
merchant; E. F. D. Sala, Fleet, Hants., stationer; D. J. Paterson, 68, New 
Broad Street, E.C., secretary; E. О. Cheshire, 21, Finsbury Circus, E.C., 
merchant; F. Hertzberg, 53, New Broad Street, E.C., gontleinan; and H. Bacon, 
53, New Broad Street, E.C., secretary. No initial public issue. The deferred 
shares are to take half the net profits available for distribution in each year 
after 5 per cent. has been paid on the ordinary shares, and on winding up are 
to take half the assets remaining after repaying the ordinary share capital. 
кет without articles of association. Registered office, 53, New Broad 
Street, Е.С. - 


Joseph Overend & Sons, Ltd. (85,738).—This company was 
tegistered on September 2nd, with a capital of £10,000 in £1 shares, to take 
over the business of electrical engineers and contractors carried on as Joseph 
Overend & Sons at Trafalgar Works, Trafalgar Street, Bradford, and to carry on 
the same and the business of mechanical, hydraulic, gas, mining and general 
engineers, electricians, makers, storers, suppliers and distributors of electricity 
for the purposes of light, heat, sound, motive power or otherwise, &c., and to 
adopt an agreement with Joseph Overend. The first subscribers (each with 
one share) sre :—J. Overend, Cliff View, 114, Midland Road, Bradford, electrical 
engineer; W. Overend, 8, Cliff Wood View, Bolton Road, Bradford, electrical 
engineer: Н. Overend, Cliff View, 114, Midland Road, Bradford, electrical engi- 
neer ; Miss A. Overend, Cliff View, 114, Midland Road, Bradford: H. Clapham, 
19, St. Paul's Road, Bradford, merchant; 8..Hill, 35, Southtield Square, Brad- 
ford, cashier; and J. Lund, 6, Charles Street, Bradford, incorporated 
accountant. No initial public issue. The number of directors is not to be less 
than two nor more than five; the first are J. Overend (managing director), W. 
Overend, H. Overend and H. Clapham: qualification, £100; remuneration of 
managing director, as fixed by the board; of other directors not specified. 
Registered office : Trafalgar Works, Trafalgar Street, Bradford, Yorks. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. | 


— ——— — 


North Wales Power and Traction Co., Ltd. (78, 193).—A 
trust deed dated August 15th, 1905, secure £150,000 5 per cent. first mortgage 
debenture stock, has been registered. Property charged—(specifically): Free- 
hold land and hereditaments near Conway, certain rent charges, rights, options 
and premises acquired from J. Tomkinson and Н. Platt in 1904; certain freehold 
land and hereditaments acquired from Sir Richard H. W. Bulkeley, and used 
as the site for a power station, all other land and hereditaments now or here- 
after belonging to the company, the company's general electrical undertaking, 
all debentures and debenture stock of the North Wales Narrow Gauge Railway 
Co. acquired ог to be acquired by the company pursuant to certain agreements ; 
all id-up shares and debenture stock of the Portmadoc and South Snowdon 
Railway Co., or proceeds of the sale thereof to which the company is or may 
become entitled under an agreement August 9th, 1905, and the benefit of two 
agreements with Bruce Peelles & Co., Ltd. Asa floating security: The com- 
pany's other assets, present and future. ‘Trustees: Law Debenture Corpora- 
tion, Ltd., 41, Threadneedle Street, E.C. A mortgage or charge dated August 


15th, 1905, to secure £110,000, with interest at 6 per cent., and other moneys as: 


mentioned in the deed, has also been registered. Property charged: (1) 
£150,000 5 per cent. first mortgage debenture stock (as a specific charge): (2) the 
company's undertaking and assets, present and future, ranking as a specific 
charge as regards hereditaments and assets specitically charged by the above- 
mentioned trust deed, and as a floating security as regards other assets, to rank 
immediately after the said debenture stock. Holders: Law Debenture Cor- 
poration, Ltd., 41, Threadneedle Street, Е.С. 


Switchgear Co., Ltd., Birmingham (85,405).—£3,000 deben- 
tures, created 2nd and dated August 3rd, 1905 (bearing 5 per cent. per annum 
interest and a bonus of £10 per cent.), have been registered. Property charged: 
The company’s general assets, present and future, including uncalled capital. 
Holder: E. A. M. Bindloss, 45, Beaufort Road, Edgbaston, No trustees. 


Frank Suter & Co., Ltd. /(57,193).— This company's annual 
return was filed on July 26th, when 2,050 preference and 13,404 ordinary shares 
had been taken up out of а nominal eapital of £20,000 in 6,500 preference and 
13,500 ordinary shares of £1 euch. 41 per share has been called up on 2,050 pre- 
ference and 3,104 ordinary shares, resulting in the receipt of 45,454. 10, 000 
ordinary shares are considered as fully paid. £1,000 debentures since paid off. 
Mortgages and charges: £6,000. 


J. G. White & Co., Ltd. (66,568).—This company's annual 
return was filed on July 8th, when 10,000 preference and 50, 000 ordinary shares 
had been taken up out of capital of £200,000 in 15,000 6 per cent. cumulative 
preference shares of £10 each, and 50,000 ordinary shares of £1 cach. £10 рег 
share bas been called up on the preference, and £100,000 has been received. 
£50,000 is considered as paid on the ordinary. Mortgages and charges: nil. 

(A гоарес па offering the remaining 5,000 preference shares to the public was 
issued on July 21st, and a list of allotments filed on August 25th shows that the 
whole 5,000 have been issued.] 


Aish’s Stores, Ltd. (electric engineers, ironmongers, &c., 
Bournemouth) (85,440).—£2,000 5 per cent. debentures, created and dated 
August 30th, 1905, charged on the company's undertaking and property, present 
and future, including uncalled capital, have been registered. No trustees. The 
debentures are issued to ‘‘ bearer."' 


N. S. Electric Storage Co., Ltd. (London) (75, 623). — Issue 


on August 10th of £1,800 debentures, part of series created same date, to secure 
£20,000, charged on the company's undertaking and property, present and 
future. No trustees. No previous issue of same series. Agreements on file 
show that 20 A" shares of £1 each and 20 B shares of 1s. each are to be 
issued as fully paid in respect of each £100 debenture stock applied for, in 
accordance with a circular letter sent out by the secretary on July 21st last. 
The applicants mentioned in the agreements at present filed are G. Н. Bower, 
4, Bream’s Buildings, W.C. (£100); F. J. Mirrielees, 3, Fenchurch Street, Е.С. 
(£500); A. J. Walter, 3, Crown Office Row, Temple (£500); D. Cow, Ryecroft, 
Streatham Common, S. W. (£200); L. Fuller, Oatlands, 68, Streatham Hill, S. W. 
(£200); J. Е. Swann, 6, East India Avenue, Е.С. (£200); and Е. W. Hodgshow, 
146, Rye Hill, Neweastle-on-Tyne (£100). 


Heberleln Co., Ltd., makers of engineering and electrical 
supplies, &c., London (80,193).—Issue on September Ist of £200 debentures, part 
of series created February 29th, 1904, to secure £2,500 charged on the company's 
undertaking and property, present and future, including uncalled capital. No 
trustees, Previously issued of same series, £1,280. 


Bastian Meter Co., Ltd. (53,304).—Issue on August 21st of 
£4 900 6 per cent. debentures, part of series created Angust 4th, 1905, to sccure 
£6,000 charged on land at Kentish Town, with.premises thereon known as 24, 
Bartholomew Villas, and the mt other assets, present and future, includ- 
ing uncalled capital. Trustees: J. W. PUES Limbrick Hall, Harpenden; 
and Miss E. Orme, 118, Upper Tulse Hill, В.Е. No provious issue of same series, 


Simplified Underground Condactor Co., Ltd., Liverpool 
(16,831).—Issued on August 28th of £1,500 debentures, being the whole of series 
created same date, charged on the company's ка ЖАЗП property, present 
and future, including uncalled capital. Holder: R. O. Williams, 9, Brompton 
Avenue, Liverpool. No trustees. 


Crompton & Co., Ltd. (27,200).—This company’s annual. 
return was filed on August 16th, when 85,000 shares had been taken up out 
of a nominal capital of £300,000 in 1,000 shares of 48, ench. £3 has been 
called up on 83,000, and £249,000 has been received. £6,000 is considered as 
paid on 2,000. Mortgages апа charges : £100,000. 


A. Hirst & Sons, Ltd. (57,889).— This compauy's annual 
return was filed on August 2nd, when 100 preference and 310 ordinary shares 
had been taken up out of а nominal capital of £5,000 in 100 preference and 
400 ordinary shares of £10 each. £10 per share has been called up on 100. 
preference and 10 ordinary, and £1,100 has been received. £3,000 is considered 
as paid on 300 ordinary. Mortgages and charges: £2,000. 


D. Hulett & Co., Ltd. (29,463).— This company's annual 
return was filed on August 2nd, when 6,000 shares had been taken up 
out of а nominal capital of £35,000 in 7,000 shares of £5 each. £5 per 
share has been called up on 1,900, and £9,500 has been received. £20,500 is con- 
sidered as paid on 4,100. Mortgages and charges: nil. . 


Edmundson's Electricity Corporation, Ltd. (52,013).— This 
company's annual return was filed on August 4th, when the entire capital of 
£800,000 іп 80,000 ordinary and 80,000 preference shares ої £5 each, had been 
taken up. #5 per share has been called up on 66,800 ordinary and 80,000 pre- 
ference, and £734,000 has been received. £66,000 is considered as paid on 18,200 
ordinary. Mortgages and charges: £338,930. А 


Ilfracombe Electric Light and Power Co., Ltd. (71,738). — 
This company's annual return was filed on July 21st, when 67 shares had been 
taken up out of a nominal capital of £15,000 in 3,000 shares of £5each. £5 per 
паге has been called up, and £335 has been received. Mortgages and charges: 

il. 


General Electric Co., Ltd. (67,307).— This company’s annual 
return was filed on August 10th, when 25,000 preference and 31,750 ordinary 
shares had been taken up out of a nominal capital of £800,000 in 40,000 pre- 
ference, and 40,000 ordinary shares of £10 each. £10 per share has been called 
up on 18,000 preference, and 6,750 ordinary shares, resulting in the receipt of 
£247,500. 320,000 is considered as paid on 7,000 preference, and 25,000 
ordinary. Mortgages and charges: £200,000. 


= 


ELECTRIC TRAMWAY ACCOUNTS. 


Tne following particulars in regard to the 
working of the L.C.C. Tramways for the 
year ended March 31st, 1905, are abstracted 
from the annual statement of accounts. "The 
Southern tramways, comprising some 47 miles of route, are 
worked by the Councii; the Northern section has been leased to, 
and is worked by, the North Metropolitan Tramways Co., the 
lease expiring in 1910. 

The Southern routes comprise 263 miles of electric conduit lines, 
and the remainder are worked by horse traction. Over these 
routes, the cars (electric and horse) ran 14,081,397 miles, conveying 
a total of 164,818,560 passengers, out of which 3,150,001 miles were 
worked by horse traction, 38,563,280 passengers being carried. 

The horse tramways earned some £133,799, or 10°19d. per car- 
mile, the working expenditure amounted to £134,328, or 10°23d. 
per car-mile, leaving a deficit of £529, or ‘04d. per car-mile. The 
results of the working of the electrical sections were as follows: — 


L.C.C. 
Tramways. 


GENERAL STATEMENT for 12 months ending March 31st, 1905. 


Length of route ... m. ae en " 263 miles 

Total length of track - me . 534 „ 

Number of cars ... "T Dt 8 .. 401 

Car-miles run  ... site T 10,931,396 

Passengers carried per annum... 126,255,280 

Traffic receipts £535,754 

Total receipts £548,296 

Working expenses £365,498 

Gross profit £182,798 
Income per car-mile а он 12:04. 
Working expenses per car-mile : — 

Power expenses p . . 2494. 

Traffic sya ш a ia P . . 87484. 

Repair "D X E s .. '89d. 

General „ re se ais . . . 708d. 

Special "m iis i 88 .. 544d. 

Total ia з ав Т" iix 8:03d. 

Profit balauce on electrical sections per car-mile 4'01d. 


The capital expenditure on the southern system amounted to 
£2,623,693, being an increase of £499,464 during the year. The 
gross profit was disposed of as follows:— 


PROFIT STATEMENT, 1904-5. 


Deficit on horse sections ... £529 
Interest and sinking fund, &c. 136,954 
Income-tax payment —— p 3,261 
Applied to renewals reserve fund e" 35,000 
Balance carried to appropriation account - 7,054 

Gross profit ... iei TN T .. £162,798 
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The capital expended on the Northern system up to March 30th, 

1905, was £871,536. The net revenue from the system, after 
meeting current expenditure, amounted to £658,939, which was 
reduced to £22,836 by financial charges, &c., the surplus being 
carried to the appropriation account. 
. Notes on Electrical Working.—Owing to the fact that the Council's 
main generating station nt Greenwich is not finished, and that 
energy is either purchased or supplied from temporary plant, the 
power expenses at 24d. per car-mile., are very high; this arrange- 
ment also limits the number of cars which can be run. 

It will be noted that the actual operating expenses amounted to 
7'49d. per car-mile, buf that a sum of £24,510, or 54d. per car- 
mile, utilised in closing the temporary generating stations account, 
&c., was charged against revenue, bringing the working expenses up 
to 8'03d. per car-mile. | 

During the year the Brixton and Streatham cable tramway was 
reconstructed on the electric conduit system, energy for working it 
being obtained from temporary plant installed in the Streatham 
cable depót; the Bankside station of the City of London Electric 
Lighting Co. was also drawn upon for working certain routes. 

Mr. A. L. C. Fell is the chief officer of the Council's tramways, 
and Mr. J. H. Rider the electrical engineer to the system. 


CITY NOTES. 


Mong Kong Electric Co. 


TxIs company held its annual meeting on July 15th. Mr. A. а. 
Woop, who presided, said that the report showed a steady increase 
in the company's operations, its services now equalling upwards of 
34,500 lamps of 8 C. p., 85 arc lamps and 15 lifts, against last year 
27,500 lamps of 8 с.р., 85 arc lamps and 12 lifts. The carnings 
had increased correspondingly, the balance of profit and loss 
account amounting to $112,199.88, against $99,969.77 last year. It 
was proposed to pay a dividend of 10 per cent., absorbing $45,000, 
and write off plant account for depreciation $62,048.76, leaving a 
balance of $2,151.12 carried forward to next account ; the directors 
would have liked to propose a larger dividend and that a sinaller 
amount be written off, but they had been restrained from doing so 
by the following considerations :— First, that in all probability they 
would require to call up the balance of the unpaid capital, $150,000, 
before the end of the year, and, by paying a 10 per cent. dividend 
now, they would be in a better position to maintain the same 
percentage next year on the larger capital, and next because some 
important alterations were about to be made in their distributing 
system, that was, they were about to replace the greater portion 
of their overhead wire service through the Central and East ern 
parts of the City by underground cables. This amounted very 
much to replacing an old system of service by a new one 
with the sacrifice of the old one. This last, however, quite 
reached its capacity for service, whereas the new system 
would enable them to supply a better service through the dis- 
tricts concerned and would allow of extensions into more distant 
districts as required. The cost of these alterations would amount 
to about £12,000, and, although there would be considerable 
improvements, still they were very much replacements of old 
plant by new, and, as such, had been taken into account in dealing 
with the distribution of the funds. They were building a new 
chimney at the works, the present one being found inadequate for 
requirements. In the month of March last, tenders for lighting the 
roads in the Peak district were called for by the Government. 
Accordingly, they put forward оре and subsequently learned, with 
regret, that their application was unsuccessful. 


1 з, 3 т U * Й 
Stock Exchange  Notices,—Applications have been 

made to the Committee to allow the following securities to be 
quoted in the Official List :— 

Anglo-Portnguese Telephone Co., Ltd.— £50,000 5 per cent. first mortgage 
debenture Stock. 

Kalgoorlie Electrie Tramways, Ltd.— £100,000 5 per cent, “A” debenture 
моск; and £100,000 6 per cent. B" debenture stock, 

Rosario Electric Co., Ltd.—12,000 6 per cent. cumulative preference shares of 
£5 euch, fully paid, Nos. 1 to 12,000 ; and 8,000 6 per cent, cumulative preference 
shares of £5 cach, £4 paid, Nos. 12,001 to 20,000. 


The Committee have ordered the undermentioned securities to be 
quoted in the Official List :— 
Rosario Electric Co., Ltd.— 12,000 6 per cent. cumulative preference shares of 


46 each, fully paid, Nos 1 to 12,000 ; and 8,000 6 per cent. cumulative prefer- 
ence shares of £5 cach, £4 paid, Nos. 12,001 to 20,000. 


South Metropolitan Electric Light and Power (0.— 
The debenture stock transfer register will be closed from the 20th 
to the 30th inst. for the purpose of preparing the warrants for 
the interest payable on October 1st, 1905. 


Kalgoorlie Tramways Co.—A meeting of debenture 
stock holders was held on Tuesday, Mr. A. H. P. Stoneham presiding. 
The meeting authorised the directors to enter into a supplemental 
trust deed with the Consolidated Trust, Ltd., who are trustees för 
the “А” and "B" debenture stock holders. This supplemental 
trust deed is necessary owing to the company having entered into 
an arrangement with the Kalgoorlie Power Co. to supply the 
tramways company with power at cost price, the power company 
having a percentage of the net profits made by the tramways 
company over £20,000 per annum. 


STOCKS AND SHARES. 


Wednesday evening. 


Let it be stated at the outset, that the events of the present week 
provide little material with which to weave financial paragraphs, 
and the reader will be the more likely to forgive the colourless 
report that is inevitable in the present case. The change in the 
Bank Rate made but slight difference to the electricity depart- 
ments, there are no dividends to write about, no new issues 
sufficiently near completion to justify a direct reference, and 
business flows on in a placid steady stream which should make for 
higher prices being gradually attained. | 

Notwithstanding the harder and hardening tendency of the 
Money Market, the stock and shares we deal with are mostly better. 
The Stock Exchange has received a splendid advertisement from 
the sudden resumption of speculative activity, and the general 
public are putting their money into sound securities, such as yield 
a fair return and have good prospects, rather than into the giddy 
gambles of the American and South African sections. City of 
London Electric Ordinary аге 113, a rise of nearly 78. 6d., and this 
in spite of City Corporation’s return to the gas illumination of 
certain streets. Metropolitan Ordinary are 3 harder at 11, and the 
price looks as though it might go to 12, judging merely from the 
appearance of the market. Minor improvements are noticeable 
in Edmundson's Preference, Urban Ordinary and South Metro- 
politan Preference while the reverse side of the shield is 
represented by 4 fall in Charing Cross City Preference and 10s. 
fall in Notting Hill, for which last we have been unable to discover 
any reasonable cause. Chelsea shed 4 to 6. Debenture Stocks are 
unchanged, save for a point rise in that excellent investment, the 
4% per cent. stock of the Midland Electric Corporation, now ad- 
vanced to 101. 

Electric Construction Ordinary continuc their quiet progress with 
another 2s. 6d. rise, making the price £1 middle. The Miscel- 
lancous issues, on the whole, are firm, although the rapid rise in 
Telegraph Construction shares brought in sellers, and the price 
is £1 easier at 344. Ter contra Brush First Debenture has regained 
a point of the interest deducted a fortnight ago, and Callender's 
Debenture came into renewed demand, rising 4 to 110, which makes 
2 per cent. up in about a week. Crompton Ordinary hardened { to 
12, it being understood that the company has recently obtained 
several important contracts. 

Movements in the Telegraph section are very slight, and amongst 
telephones not a single alteration bas occurred. The animation in 
the American Market produced 4 rise in Commercial Cable Deben- 
ture, but Anglo A” stock is ё easier, which illustrates the advan- 
tage possessed by an investment security over a speculative counter. 
Great Northern Telegraphs cased off 10s. to 35, but a similar 
fraction was gained by Eastern Telegraph Ordinary. Amazon 
Debentures retain their pronounced improvement. The Trust com- 
panies’ descriptions are without change. 

Nor is there anything fresh to mention with reference to clec- 
trical railway stocks. Central Londons, City and South, Waterloo 
and City—all the prices of these are the same as they were a week 
ago. Districts, too, remain nt 36, and Metropolitans at 92. Of the 
traction varieties, British Electric Ordinary recovered 4 to 84—a 
reaction after their recent fall. A fairly smart advance leaves 
British Columbia Electric Deferred at 1153, the Preferred being 
1041. Anglo-Argentine Ordinary further receded to 88 -a decline 
of 7s. 6d., holders being disposed in a good many cases to realise 
their handsome profit, especially as there are rumours that the next 
dividend may be less favourable than some had expected. Mctro- 
politan Tramways Debenture is good at 106, and Sao Paulo Tram- 
way, Light and Power $100 shares are being.negotiated about 145. 
The 5 per cent. first mortgage Debentures, standing at 101 per cent., 


ought to be a good and improving investment. Calcutta old shares 


are 91 and the new 9, while Belgrano Ordinary put on a fraction at 
3g. The “A” Preference at 54 and the “B” at 415 are also a trifle 
better. 


ee eC, 
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Btock Closing Closing Rise + 
Present = or. Dividends for the last ; week ended 
Issue. д КАМЕ, SENE: four years. Rape 1 . Sept. 18th, | Fall 2 
1902. 1908. 1904. 1905.§ Highest Lowest. 
84,800 | African Direct Telegraph, 4 % Debe... "T ..| 100 4 4 $ 4 9 es 99—102 99 —102 2 $5 ж 
95,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 | 10 il Ni N ; 8- 8 8— 36, 24 6 
119,700i Do. do. 5% Debs., Nos. 1 to 1,250 Red. | 100 Nil Nil Nil : 82 — 8 88 — 87 | йн 
768,580 | Anglo-American Telegraph 2 Ka - .. | Btock | 60/6 61s. 298.9 59 — 61 05 — 61 ES ЕЯ 
3,118,210 | Do. do. do. 6% Pref. Stock | 6% | 6% | 5 68s.$ | 1064—1 108 —107 1 106 + j 
8,118,210 | Do. do., do. Deferred Stock | 1/- 25. il ; 15 — 15 ыш 16 156 1 + 
44,000 | Chili Telephone, Nos. 1 to 44,000 .. .. .. 5 6 7 8 Е Tü— 18 a " 778 Tai. 
1,982,856: | Commercial Cable Sting. 500 year 4 % Deb. Sk. Red. | Stock 4 4 4 — 99 "t + } 
1 Cuba Telegraph uu „10 | 64% |10 5 2m 91 9. | + 
Lond S Do. n 19,6 Pref. s ig чес 0 10 5 10 174— 1 17 i д ud 
reot panis elegraph, ra. » 2 ee @e 5 . N „ы 13 
90000 Do: do 9 Dee cue 5 " p" ч | 109-108 100 —103 5 Ж | » 
š о. » ES Sa — — - es ee 
GOTIO | Direct United States Cable... 0 я 8 $ | 14— 12 uia | Ha іы + 
74,500 | Direct W. India Cable, 43 55 Reg. Deb., 1 to 1, 200, R. 100 4 4} 4 100 —102 100 —102 " E - 
4,000,000 | Eastern Telegraph, Ord. Stock .... Stock 7 7 7 | 144 —147 1444—1474 14 145 + 
2,000,000 Do. 84 % Pref. Stock 2 | 100 84 84 84% | .. 90 — 92 90 — 91 91 | Ж 
2,836,814 Do. 4 % Mort. Deb. Stock Red. .. | Stock | 4 4 4 Ur ed 108 —110 108 —110 1 1 ы 
300,000 | Eastern Extension, Australiasia, and China Tele. | 10 7 7 1 | ats 133— 14} 182— 14} 1 1 | Е 
602,400 ро. 4 Deb. Stock ee oe ee Stock 4 4 4 . 106 — 108 1 — 108 107. „= | oe 
800,000 East & S. Afric. Tel.,4 U Mt. Db., 1 to 8,000, red. 1900 | 100 4 4 4 : T 101 m рә 
200,0000 | Do. 4% Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 | 25 4 4 4 s 1014—108 1014—1034%, " їй 
190,887 | Globe Telegraph and Trug... 10 23 167 5% | 58 101— 11 1 jg „„ 
180,887 Do. do. 6 % Pret. кыс b 0 6 5 6 % 6 : 14d— 148 1 м 147%, 14 
150,000 Great ошен Bergan Cable aie tee 10 124 15 24 vs 85 — 86 84$ — 85 +. ix | — k 
Hali an rmudas Cable, st Mort. = — ex "n . 
35,000 Debs. within Nos. 110 1,00, Red.] 100 | 44% | 48% | 44% 100 —102 100 —102 ! 
17,000 5 Telegraph ucc dr» pee зе 195 (10 10% |18% a — 544 m 544 54} : 
9,686 | Monte Video Telephone Co., Ltd. Oord. 1 | 8 8% MEG NC = " Cg И 
1,988,333 National Telephone, Pref. Stock s „„ Е 100 6 6 6 6%§ | 111—112 11) -112 112 11 |: 
1,968,687 Р о. Def. Stock 100 43 5 5 5 ği 197 T 1 ay 1 1064 1073 ; 
15,000 Do. do. 6 9 Cum. Ist Pref 10 6 6 6 6 951] 18)— 1 1 1 14 * 2 
18,000 Do. do. 6 % Cum. 2nd Pref. .. . | 10 6% | 6 6: 6 95 19 — 18 19 — 18 19à . 
20000 ро: до. 5% ушер Sa Pad fo 250,000 | ы. 6 A ^ 5 951 90 — o 991—101 : Кы oot Е 
А š o. . Stoc ed, 2. a = 
1,689,598 Do. do. 4 * Deb. Stock Red. 100 | 4% 4 4 104 —106 104 —106 1053 | 105 
179,313 Oriental Telep. and Elec. 1 to 171,504, fully paid 1 6 64 64 11 118 là— 15 je e . 
50,000 Do. do. do. 6 % Cum. Pref. ae 1 6 6 6 là— ið 1 lra T vs А 
100,000 | Pacific & European T'el.,4 % Guar. Debs., 1 to 1, 000 100 4 4 4 100 —103 100 —103 Ys ©: . 
11,8991 Reuters uk .. ..  .. | 8 б 6 5 1 8} Ti— 81 E: „ rA 
3,987 | Submarine Cables Trust e... Cert. 6 6 0 121—180 127 —190 127 vé 
88,000 | United River Plate Telephone m би - 5 1 8 8 7— 1 7 — 7 7 i 
40,000 : 5 . Pref., Nos. 1 to 40,000 5 5 5 5 | ai mi i i3 
179,947 Do. до. 59% Debs... .. .. Stock 5 5 6 1 111 1 111 { І 
15,600! | Weat African Telegraph, Shares $5 сә v^ 10 2 4 t ` 10 — 1 0 — , : 
80,0080 W. Coast of America, 1 to 80,000 & 58,001 to 53,008 23 Nil Ni i dicm \ $&À— 11 " 105 Е 
150,000 Do. 4% Debs., 1 to 1, ) guar. by Bras. Sub. Tel. 100 4 4 4 100 —102 100 —102 is к) : 
090 | Western Telegraph, Ltd., Nos. 1 to 207,990 ..| 10 1 1 7 " 18]— 14} 183— 14} 14 Mb). 
78,000 E ; 6 €, Debs. 2nd series, 1906 | 100 5 5 5 e 101  —103 101 —103 » i ; 
850 Do. do. Ae Deb. Stock Red. .. | 100 4 49 4 i 1094-10 1024—1044 104 is is 
88,321 | West India and Panama Telegraph .. = = 10 N N i ` 24— 33 — 33 TN 5 ex 
84,563 Do. do. 6 Cum. Ist Pref. T ss 10 17 ^ 1% 6 zs — 9 818 BN е 
4,669 Do. do. 6 Cum. 2nd Pref. oe 10 Ni Nil 11 е 7 — 7 oe ГЕ 
80,000 ро. do. 6% Debs., Nos. 1 to 1,800 100 5% | 5% | 5% : 101 —104 101 —104 ; = 
“ " 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
! А 
| i 
40,000 | British Aluminium 7 Cum. Pref. .. .. a 5 Nil Nil Nil | .. 4 - M Gr 
20,000 Do. do.  "A"695,Cum.Pref. .. .. b Nil Nil | Nil | .. 444% | : 
20,000 Do. do. 4*5 Funding Cer ts. 5 s " "E Wee 2 is " » 
300, Do. do. 5 9 lat Mort. Deb. Stock Red. Stock | 5 5 5 ix 99 —108 99 —108 " D P 
183,90] British Electric Traction са Y ia 35 10 8 6 6 | ee 8 — 83 ft 8 i 85. +3 
156,487 Do. do. бош Pref. .. ..., 10 6 6 6 ў 104— 11 104— 11 1 10 
1,000,000 Do. do. 5 & Регр. Deb. Stock .. | Stock | Б 5 5 E 198 —195 128 —195 124 1 : 
250,000 Do. do. 4$ % 2nd Deb. Stock Red. | 100 A $ 44% |. 98 — 100 98 —100 85 
100,000 British Insulated and Helsby Cables MEL 5 10 8 8 4 8 2i — 6} 6 6 8 
100,000 Do. do. 6 % Cum. Pref. 5 6 6 6 6 $ Bl - 6% va si » 
600,060 Do. ‚ do. 44 % 1st Mort. Deb. Red. | 100 4 * 4 d 44%§ | 103 —106 108 —106 " "s ^ 
50,000 |fiBrowett, Lindley & Co., Ord. .. ЕЎ НЕ x £1 il i il m am 14 it, 20 КЕ TE 
- 50,000 |€ Do. do. 6% Cum. Pref. ..| #1 Nil Nil Nil | 14/6 to 15 14/6 to 1 2 ics a 
105,731 | Brush Electrica] Engineering, Ord., 1 to 105,781 .. 2 Nil Nil Nil - j i Ws des 
150,000 * Do. І Non-cum. 6 % Pref... T 2 6 $ 6 6 $ | 1 1 1 1 18 ee m 
125,0001 Do. . 4j % Perp. Deb. Stock .. | Stock | 4 4 | 90 — 93 xd 91 — 94 xd . d +1 
125.0001 Do. 44 % Perp. 2nd Deb. Stock | Stock ` 449 78 — 81 78 — 81 des i 5 
356,000 | Callender's Cable Construction shares m " b 15 9 125% | 1 5 | 10 — 11 10 — 11 : s: з 
40,000 Do. do. 5 % Cum. Pref. ae ee ee 5 5 6 5 05.— dà ee oe + 
300,000 Do. do. 4% Ist Mort. Deb. Stock Red. | Stock | 44% | 44 4% si 1 11 109 —111 1103 25 + 
1,968,208 | Central London Railway, Ord. Stock f .. | Stock | 4% 4 4 4 96$ 90 — 02 90 — 91 904 - 
523,996 Do. do. 4% Pref. Stock Stock | 4% | 4% 4 4 9% | 101 —108 101 —108 1029 » i 
523,896 Do. do. Def. do. Stock 4% | 4% | 4% us Ti — 80 — us M" : 
1,990,000 | City and South London Railway . Stock oe ч» 3% 2 410 — 42 40 — 42 S E 
85,000 Crompton & Со, Ser ie „85,000 ЖЫ ЧЕ, 8 b 2 M ME. l— 12 li— 12 | as 
. 8 ort. Heg. 8., 1 to ‘ = TUN te 
100,000 || 900 of £100, and 901 to 11,000 of £50 Red. || [59 | 59 | 5% | 95 —100 H — 9976 | e 
Edison & Swan Utd., “A” shrs., Eg pd., 1 to 99,96 5 Nil Nil - of 1à— 189 là— 1 ма 
17,189 Do. / “ A” shares, 01—017,139 "n Б Nil Nil Veh de 2— % 9 — s 5 | 
344,0231 Do. 4% Deb. Stock Red. ..  ..| 100 4% | 4% 3 3 83 — 88 89 — 88 842 M vs 
100,0001 Do. 5 % 2nd Deb. Stock Prov. Certs. all pd. | 100 5% | 595, | 5 Е 89 — 94 89 — 94 s i Е 
іс Construction 1 to 112,100 ..  .. .. 2 6% | 4% Nil i 1— 1 i— 13 n i ＋ 
31,200 Do. do. 7% Cum. Pref.,1to 81,90 | 2 | 7% 7 17% | 2: 1— 4 12— 2} n | + 
200,000 Do. do. 4% Perp. 1st Mort. Deb. Sk. | Stock | 4% | 4% | 4% | 1 92 — 95 92 — 95 o a 
25, | General Electric Co. (1900), 5 % Cum. Pref. bs 10 5% 5% bu... 94— 10 94— 10 T je 
200,000 Do. do. 4 % Mort. Deb. .. | Stock | 4% | 4 $ 4% — 97 —101 97 —101 $4 Pa 
900,000 | Henley’s (W. T.), Telegraph Works, Ord. .. .. 6 | 20 15 15% | 10%§ | 12— 19 xd] 12—13 123 1245 | 
200,000 Do. do. 44°% Pref. .. .. 5 4 45 i E i 64— 64x 51— » — 
45,900 Do. do. Mort. Deb. Stock | Stock ‹ 4% 4% Ä 109 —111 xd 109—111 iso dE. a 
50,000 | India-Rubber, Gutta-Percha & Telegraph Works.. 10 10% | 10 % 5% | 2495 154— 164 154— 164 16 154 ; 
800,00€ 1 Do. do. 4% 1st Mort. Deb. .. | 100 4 4 % 4% Е 100 —109 100 —108 NE MC 
37,500 Liverpool Overhead Railway, Gre. ..| 10 "m ld 13% 5 2— 8 2 л duos 
10,000 Do. do. Pref. £10 paid | 10 5% | 5% 5 5 95$ 9 — x] 9 — КЮ Ж? 
87,950 Telegraph Construction and Maintenance ..| 127?|9209* |W% |15 a 344— 334— 35 3414 -1 
150,000 | . _ 4% Deb. Bds., 1 to 1,500 Red. 1909 | 100 4 7 4% | 4 M 102 —110 102 —104 К MN 
540,0000 | Waterloo & City Railway, Ord. Stock e ..| 100 84 349% 83 8 96 90 — 92 90 — 


* A period of nine months. 


— —— M ee 


SHARE LIST OF ELECTRICAL COMPANIER. 


TELEGRAPH AND TELEPHONE COMPANIES. 


t Quotations on Liverpool Stock Exchange. 


f Unless otherwise stated all shares are fully paid. 


4 From Manchester Share List. 


Bank rate of disoount З per cent. (September 7th, 1906). 
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Business done 


§ Interim dividends. 
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SHARE LIST OF ELECTRICAL COMPANIES (continued). —ELECTRICITY SUPPLY COMPANIES. 


1 
Stock Closing Business done Rise ве + 
1 NAME. or Dividends for the Quotations Quotations week ended 
i Share. ast four years. | берү 6th. | бер. 18. | Sept. 18th, 1906. Feu 
9,877 B 0 1902. | 1908. 1501. $1906. В i Highest кочен 
, rompton ens. p t. Bup. .3 Ord., 1 to 20,000 5 8 % 10 10 ee E s ae se 
10,628 Do. 7 96 Cum. Pref. 5 7 7 g 7 ee m 100 ot 1 oe „ ee 
988,782 | Central Electric Su tpe 4 Guar. Deb. Stock .. | 100 4 g 4 4 s 108 —106 108 —106 106 1043 | x 
80,000 | Charing Cross а ectricity SUEY pre 5 10 8 © 8 5 96f E: of 7 ins m si 
80,000 Do. о. 44 % Cum 5 4300 s HD | 4 
40,000 Do. биу Undertaking “AS Cat. EF Pri. b 4 y. 4 К... A 5. 4— 5 5] . —.8 
40,000 Do. I ae E" s 4j— 5h 45—— 655 M Ж. 
850,000 |^ Ро. do. 4% Deb. Stock Red. — ..| 100 4 4 4 i 103 —105 108 —105 a 
44,486 | Chelsea Electricity Bupply, Ord. ; i 6 434.4 6 — 63 6à4— 65 Я E os 
150,000: Do. 44 % Deb. Stock Red. Btock 4 1 44 ‚ 44°43 | 108 —110 | 108 —110 " Sa $s 
70,595 | City of London Elec! bighting, Ord. 40,001—110,595 | 10 5 5 6 | o. l0g—14 11 — 111 1114 na! 
40,000 Do. Cum. Pref., 1 to 40,000 . 10 6 6 6 „ Ch 19 — 14 | 13 — 14 srt i 
400,000 Do. Db. Stk. , Scrip. (iss. at 115) all pa. 5 5 5 ) т 123 —127 193 —127 126 | zi T 
800,000 Do. 430 and Db. Stk., Prov. Crts., 100 44 44 1 d 108 —106 | 103 —106 боб xa е 
40,000 | County of London Electric Lighting, Ord. 1—40, 10 4 4 4 96$ 9 82 8 I 
30,000 о. до. 6 % Pref., 40,001 —60,000 | 10 | 6 6 6 E 19 — 123 | 12 — 12 S now es 
400,000: Do. do. Deb. Stock = E ow 111 —114 111 —114 112 е vs 
$50,000 ; do. $nd Deb. Btock .. | Stock 4 4 4 о 108 —105 103 —105 D " i 
70,000 | Edmundson's Electric Corporation, Ord. Shares .. 7 7 TO Vg. us a 65 at M ee 
80,000 Do. do. 6 % Cum. Pref.. 6 6 6 WW .. 60,— — Gà 11 
00,0002 do. 43 % Ist Mort Deb. Stk | 100 43 44 2 106 —108 106 —108 „„ 
21,000 кеш Тн апа Knightsbridge кеш Ord. T 5 10 12 12 & i 12 — 193 12 — 193 к, " " 
136,000 Do. 4% Deben. Stk. | Stock 4 A 4 4% | ae 97 —100 97 —100 9% š ; 
111,000 | London Electric Supply orbe cation, ned: Ord. 8 Ni Ni 8 Мо... 2— d 2 — A $5 А 1 Hg 
60,000 Do. do. do. Pref.. 5 6 6 6 m 43— 5Axd 43— 5 d | | ! 
871,895 230. 4 4 lat Mort. Deb. Stk Red. Stock | 4 4 Е —102 99 —102 i. s 
100,000 мекенш Electric Supply, 1 to 100,000 . Я Б 1 10 10953 1 1 101 — 15 1 , , +8 
76,121 Do. 1 % Cum. Pref. 1—11, 106, £8 ра. 5 4 ii ae — b 5 А s ome 
220, 000 Do. 44 % 1st Mort. Deben. 'Btook ss 4 OO Aw 109 —113 109 —113` T ‘ a 
250,000! Do. 2 % Mort. Deben. Stock Redem, | Stock Ф i» 99 —101 99 —101 Es АР m 
250,000 | Midland Electric Corporation, 44 % let Mort. Deb. | 100 4 4 4 . 99 101% 100 102% 101 101i Yi 
10,859 Notting Hill Electric Lighting А 10. 6: 6 P 7 Es 14 — 15 14 — 15 M ә "m 
40000 | St. James" and Pall Mali Elect сре b. . Me 1% [14 1 i 119 — 143 Mohn 14 i: i 
y t. James' and Pa ectric Light ive 5 144 1 1 | 10%§ - Pot 
20,000 Do. do. Pref. 20,081 to 9 5 |1 1% iK: | TAs) 8— 8— 9 ie 5 
150,000: : do. 1580 Deb. Stock Red. 100 84 34 ws 97 — 99 OT — 99 Е R 5 
12,000 Smithfield Markets Electric upply, Ord. . б a 4% КЕ 21— 24 24— 293 я : *. x 
50,000 Do. do. ; Deb. Stock Stock | 4 4 4 9 8 76 — 80 76 — 80 к „ 
65,000 | South London Eleciricty Supply, Or Jn 5 1 8 4 $ a 1 5 4 4 3] CEP NC 
100,000 | South Met. Elec. Lt. & Power 1 Nil Nil Nil i = là #-— M EN "a 
60,000 | (Late Blackheath and Greenwich 155 % Pref.. L. Nil | 7 % 1 ee — Id lX— 14 d „ 
100, 000 Dist. E. L. Co.) 43 9% let Deb. Stk. 100 14% 44 4 I a 106 —109 100 —109 4 А oa 
80,000 | Urban Electric Bupply, 5 Ord. 5 5 «X. Б 5% | 1 Hy б ин eee ra 
30,000 Do. БО Cum. Pref. 5 5% 6 5 ANT 58 ‚+ 85 
200,000 Do. do. 4%% lst Mort. Db. Stk. Red 100 и is 44 Ө? 105 —107 105 —107 1063 iar 
110,000 | Westminster Electric Supply, Ord. .. b 13 түз и | 1896€ 6 — 1 123— 13} 18 121? 
98,151 Ро. do. 6% Cum. Pre. 5 5 5% 595 |. — 64— 68 Е а 
Shares not officially quoted: Mackay Companies, ord., 42—424. Pref. 76—763. 
+ Unless otherwise stated all shares are fully paid. § Interim dividends. 
ELECTRIC TRAMWAY AND RAILWAY TRAFFIC RETURNS. 
Fort- | Receipts for | No. Route Fort- Receipts for | No. Route 
Locality. night the of | Total to date. miles Locality. night the of | Total to date. miles 
ended. fortnight. | wks. open, ended. fortnight. | wks. open. 
а 4. | £ г E | | 4 | 4 | | #4 ' 2*_. ° 
Aberdeen. . Вер. 9 2987 — 196 13 | 29494 — 1,26 .. tCardi rt. .. Aug. 12 494] — 44 19 | 41858 + 605 176 .. 
Ayr ee .. Aug. 28 494 | + 21 , 15 6272, — 78 В... Carlisle Bep. 9 385 — 51 86 6,763 — 440 7 |.. 
Bath . .. Sep. 6 | 1,608 — 195 86 | 24,554 + 1.459 1 Chatham and Dist, „„ 7 1,444 121 36 24,194 + 2,498 9з +В 
Birkenhead . e|» 10 2,278 l+ в 28 | 25,085 — 418.185! .. Colchester .. „ 6 480 — 205 6 1,600, „ |1... 
Blackburn » 6 1.954 — 6283 28,913 + 712 1495'.. rk. i „ 7 1,077 — 1'2 17,760 + 798 99i.. 
Blackpool .. „ 7| 4,117 — 125,99 | 33,602 + 883 11:87, .. || Darlington : „ # 41+ 27 23 | 4,888 .. 48 o.. 
„ —Fleetw'd' , 9 2.481 — 171 10 | 1439] — 844 8 |.. Darwen „ 9 468 6 28 5,725 249 4.33 
к — Lytham June 22 . 1,000 + 753. 34 : 1,608. „ Heh. Dover € .. Aug. 12 844 i+ 7] 32 6,651 — 268 85 .. 
Bolto .. Sep. 10 8,690 — 70 | 21 | 47,2208 ` + 1,644, 96 1 Dublin ..  .. Bep. 8, 10,799 — 66 ' 06468 + 7:485 +1) 
Bournemouth „ 6 3.938 +102 " oe | .. 1391 + 37 Dundee „ 6 1.85 — „2 % | | cho qoe 
tBradford ..  ..; , 2 | 4,658 — 558, 22 101,317 — 4,594 8 East Ham | з 11 1,029 + 185 23 | 20,100 + 1,828 | 615 ee 
Brighton , 10| 2469 — 84 21 27,00 + 16! 955 Glasgow... | » 9 80,740 + ыз | 14) | 221,460 +10820 1 + 5 
Bristol os eo». 8 20,1651 — 688 ‚о! : LE à Gloucester .. 4 6 618 — E 7,414 -- 15 
| | | Halifax ..  ..|Aug.81: 1,051 |— 65 22° | 87,190 1+ 1,810. 87 + 4 
| | Huddersfield .. Sep. 9 2,47 — 49 23 | 31,808 |+ G23 W 
| | | 
| | | Hull .. „ 9' 686 — 174 2 61,410 f 4% 18 
Brit. Elec. Trac. Co | | Ilford. axe 4e a 983 | + 8 24 11,126 | — (24 65|.. 
| Ilkeston n б | 240 ;,— 78 23 2,83 |— 614, 35... 
Airdrie Вер. 1 466 |+. 30 | 35 7,046 | + 25, @5;., Ipswich . „ 9| 1,018 — 209 23 11,325 |— 1,825 10.5 
Barnsley scu CI 378 |— 22 „, 5,679 |— 2119 Isle of Thanet н 9 | 2,702 — 456 | 86 „601 — 2,590 111. 
Barrow 3 „o 1l 695 1+ 84 „ 8,571 | + 1,920 | 5-37 Kirkoaldy .. Aug. 90 449 |— 45 TUE ELTE 
{Birmingham (City ) „ 1) 9,942 — 176 | „ ! 190,680 | + 3,520 145 Lan'kshire Trm. C Co. Sep. 7 | 1,880 1+ 375 360 25,710 |+ 2,664 | 12-5. + 3-с 
Birmingham (Mid.) „, 1 2.776 — 614| „ 57,497 | + 2,039 12˙25 ed ; „ 91 11,753 |+ 779 | 23 | 145,660 |+ 3,191 89˙5 f 8 
Devonport " 1 956 |— 3906 РА 16,854 | — 2,426 | &: 85 Leicester „ 9 4,206 os 36 15,252 ee 905 2x 
Dudley—8to'rb'ge » 1| 1,978 + 17) „ 31,863 | + 1,316 [21-95 Liverpool .. „ 2 21,767 |+ 407 35 | 371,340 |+ 8,650 103 
Gateshead.. „ 1| 1,905 + 20, „ 32,056 | + 601 11:25; L.C.C. b .. Aug. 26 1 31,250 4 4, 422 21 | 323,618 + 54,890 | 513 + 53 
Gravesend, N'ſleet „ 1 059 — Bj „ 8, A7 — 903 6-5 Lowestoft ..  ..| „ 96 | 889 |+ 122 . | NIE EM Dd 
Gr'n'k, Pt. Glagw „ 1 1.472 r 121 „ | 22,509 | + 2,448 | 7-95 I Manchestei .. Sep. 2 12,772 — 215 22 | 292,636 +11,884 | ЧЕ ee 
Hartlepool „ ay d 610 — 4 „ | 9,370 — 1,085 | 6-72] .. Newcastle . „ 2| 7.311 — 6,22 85,944 |+ 2,803 КК b 
Kidderminster а уз 1 293 26 | „+ 4,400 | — 249 4'5; .. Newport "T Ө 1,210 |+ 152 | 233 14,306 |+ 2,068 | 14-544 1:5 
Leamington „o 1 445 + 144 1,720 813 | Ж Oldham ... „ 10; 3,075 1+ 628 24 40,002 410,766 23°96) 45°87 
Merthyr .. » 1 378 — 40, C=" | 6,709 — 313 2:9, |, Plymouth —.. . ; Le dh кеб. qs T СТ ae 
Metropolitan „ 10,154 2,104 „ | 91,626 | ＋ 41.783. iPontypridd.. .2) » 9 162; .. |28 8,918 ox | 35 
Middleton. . „ 1 913 — W „ | 12290! + 602 85i.. Portsmouth.. . „ 9; 4,452 — 978 | 23 53,408 né 15 . 
Oldham — iud „ 11.810 f 1% „ | 19,509) + a8 gas! -. t Reading Aug. 10 | e80 | .. |19 | 12,572 — 149! 2 
Peterborough » 1l 307 — 49), 494 — 49|»581|.. Rochdale Sep. 9 1,604 +1110 | 23 17,951 | +14,062 | 20°5 +14 
Potteries . „ 16,344 2 „ , 5895 | + 323 2) Salford : „ 4 8,521 T 69 23 100,562 f 6,31 
Rothesay .. | 54 | 1,051 7 445; „ | 7,937 + 2,933 215 | № Scarborough „ 9 852 36 6,6600 45 
Sheerness.. Aug. 0 194 '* 10 „, | 2.545 + 29| 95!'.. Sheffield | А » 10 | 9,003 + 102 | 24 | 119,886 + 5,192 35-75-2175 
Southport | Зер р. 1 | 1,037 [+ 91 » ! 11,138 — 345 817 . Southampton "m | 57 6 2,164 — 275 | 28 i 23,607 Е 506 ! D WE Козу 
South Staffs. „ 1) 149% + 147 |, 25.167 | + 993 13:87. l Southend-on-Sea .. July 26 | 1,089 + 67 17 i 6,596 i+ 468 6·25 
Swansea „ 1 1.896 654 „ 2.500 + 5,24 5˙5 Stockport. Sep. 1 900 + 260 | 22 1 16,751 4 2,876 1595 + 4 
Taunton . » 1 124 — 2 ш 1,794 — 189 1-5. ба Sunderland .. 25 „ 10 2792 i+ 18:22 | 82,472 4 79 .. |. 
Tynemouth S0» d 731 - Æ „ 9,653 — 1,008 3775 | .. Tyneside „ 6 821 — 81 36 15,240 + 1,221 88 .. 
Weston-s-Mare .. Aug. 30 600+ 117 „ 5,440 + 524 Bg Warrington Aug. 31 316 + 14 22 7,008 + 962 775 4-95 
Wolverhampton D. sep. 1  H39 1 , 1.71 — 21475 West Ham Sep 1 4,299 41,954 23 99,890 416,199 1995 4 46 
Worcester. r ! 7098 — 21 „ 10,840 + 606 5°75, Wolverhampton 25 1,046 T 70 28 19,077 | bad 10 .. 
Wrexham. |» 1, 21 — M „ 354, — вз 4 | | | 
Yorks. Wool. Dist. ' is 1 139 + 69 „, 22,752 + 1,771 17 Р | | 
| | | Cen. London Riy. Sep. 9, 1,198 — 289 10 — 56616 — 1.4% ( 
| | i City & 8. Lon. Rly. | „, 10 4,887 — 107 10 22.920 — 330 6:325 .. 
| ' | | Dublin-Lucan RI „ 8 314 + 29 10 1% 3 7 . 
Burnley 9| 2228 — 26,.. | a з 1:5. c G. N. and City Rly. Pw 9 | 2,900 |+ 597 10 | 14285 |+ 4,068 35 .. 
{Burton-on-Trent . an^ 8 823 — 59 29 7,492 — 863 в5'.. L'poo! Overh'd Riy: | „ 10 8,005 — 110 . . 17,965 — 519 6˙7 
Bury .. .. ..|, 3 1.571. 22 16, 03 .. 105 .. | Mersey Railway ..| , 9 3, 113 f 371 10 15,120 |+ 1,037 4% 
| 


i И i | 


* Compared with the corresponding period of 1004. 


t 


1 Includes horse and other receipts, 
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.  , REGULATION OF TRANSMISSION LINES, 


. 2 


THe drop in volts in а transmission line depends upon the induc- 


tive properties of the line аң much as upou its resistance, and the 7 


factors which enter into the calculation for its determination are 
the length, size and distance apart of the several wires forming the 
transmission circuit, the frequency of the current and the power- 
factor of the load at the reeciving end. For a number of years a 
formula, introduced by the General! Electric Co., of America; has 
been used extensively, in the United States at least, for the deter- 
mination of the volts lost in the line. The formula in question 
is-- 


Volta lost iu the line = м х 100 XEL =, 


in which p is the percentage of the delivered power lost in trans- 
mission, Ej is the pressure at the receiving end, and м іча constant, 
the value of which depends upon the characteristics of the line. 
By transposing the formula we have— 


€ 
u 100 X 12 E, 
p P 
i 100 


which tndieates that M has а simple physical meaning, namely, that 
it is the value of the ratio of the percentage of the volts lost in the 
line to the pereentage of power lost in transmission, both percent- 
ages expressed іп terms of the volts and power delivered. "Values 
of M have been given in various * pocket books” for the different 
conditions occurring in practice, but Dr. Harold Pender points out 
in the Electrical World and Engineer, July 1st, 1905, that these 
values are wrong, and in the following paragraphs the value of м 
will be deduced for single and polyphase transmission circuits. 
In addition to the symbols already mentioned, let— 


E z pressure at the generator end, 
l = length of each wire = transmission distance, 
w. zz power delivered in watts, 
I z: current per wire, 
ғ = resistance of each wire per unit length, 
.. £ = reactauce of each wire per unit length, 
cos Ө = power factor of load’at the receiver end. 


Fig.1 is the usual vectorial diagram for a single-phase trans- 
mission circuit, in which o 1 fixes the direction of the current, o E, 
(making an angle @ with o 1), represents the receiver voltage in 
magnitude and phase; о E represents similarly the generator 


m 
ю 


Еа. 1. 


voltage; E; Ез and кз E respectively represent the resistance-drop 
and reactance-drop in the line. The actual drop in volts in the 
line is the. arithmetieal difference between the generator and 
receiver voltages, and in the figure this drop is given, as regards 
magnitude, by xj! E. 
From first principles we have for a single-phase line— a 
са. _ E i 
ae line inet! І = i08 
А 2 : 2 / 
Resistance-drop (E Kj) = 2117 а 1 B 
2 JW 
ку cos 6 


Reactance-drop (E; EF) = 2/1» 
and from the geometry of the figure — 


(о E)? = (0 E cos 0 + EI hz) + (0 Ei sin 0 + F. E), 


or E? = E eos? 0 + Ej? sin? Ө + 4 lw {r + c tan 6) 
4P у? 
JM MEE 
+ Ej? созі Ө РО 
4°72 w 


72 
= E? T 4 I W (7 + tan Ө) + тө 0? + 2). 


Ej? co 
Therefore, the drop in volts in the line is— 


4 [wd 1 
Do o (r+ a2) eB, 
Ej? 08 T6 
This equation, although it enables the exact. drop in the line to 
be calculated, is somewhat cumbersome when it is desired to 
determine M from the relation-— 
= e 


ez Е — Е; = Ака + 4! (rt tan 0) + 


aud De, Pender gites an approximate value of м which ів less com - 
plicated, and correct enough fof ordinary cases. In fig. 1 introduce 
Ea c atid E d perpendicular to о x1 produced; then, as an approxi 
mation, we may take EI d = Е ~ E, = e, but | 
E, d = Ej к, cos 6 4 Ез E Sin Ө, 
2iwr 


7. є (арргох.) = 22%. 
"АРЕ PER со 


х cos 0 + 21% т sin Ө 
Б; cos Ө 


е | 
= 21 „4 tan 6). 
F. 


Now the power lost in the line is given by— 
М * W 


p = r x21 r 2 
100 
м? | : 
zl... xr 
e co o 07 
| 166 „ 2 W 7/7. 
«ка E? cos? Ө’ 
€ 21м (7 + хап 6) a 
. n xg? Б 
Аш: s 2 W 1. ыт 
100 Ei“ cos? Ө 


= (1 + 7 tan ө) cos? 0. 
| r 


For unit power-factor of load M = 1, and bv using this formula 
a table may readily be computed for the different sizes of wire, 


PRESSURE KILOVOLTS. 
| Fic. 2. 


different distances apart, and different frequencies. As ап applica- 
tion of this formula, a solution to the following problem is given :— 

Determine the drop in volts in a transmission system which has lo 
deliver current (o а single-phase induction motor of 250 kw. capacity. 
The receiver E.M.F. is 2,000 volts, and the transmission length is fico 
miles, The wires are No. O gauge, and are 24 ín. apart, and the 
power-factor of the motor is 0°82, and the frequency 60 periods per 
second. The percentage of power lost in the line not to exceed. 19:34 
per cent, f the power delivered. 

Taking one mile as the unit of length, we have— 

v = 0°52 ohm. 
The reactance x (per mile) = 2- fL, 

in which f is the frequency, and L is the inductance of two parallel 
straight wires 24 in. apart and 0°325 m. in diameter, each half a 
mile in length. By Maxwell's formula— 


d ^ 


т, 2 27 E + 2 log, ry x 105 henrys, 


d being the distance apart, s! the radius of the wire, and / being 
in centimetres. | | 
„ L (per mile) = 5,280 x 2/54 x 12 E + 2 x 23026 log 11255 
| X 107? henry, 


= 001527 henry. 
. . 7 = 2 x 60 x '001527 


` = 5755 ohm. 


6733 
Mm (1 + DN tan ө) сов? 6. 


соз Ө m `82, 
Ө = 34° 51 (from tables), 
and tan Ө = 6976, 
0:5756 
. ) zz 1 
un ( Ë 6˙52 


Since 


х 6976) x (8254, 


E 1:1916 x 1931 x 2.000 
100 2% 100 
m 461 volts. 
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It will, of course, be observed that the above formula does not 
include any factor which takes into account capacity and leakage 
effects. These, however, have to be considered when dealing with 
long transmission lines and very high pressures. As regards the 
brush discharge between wires at the higher pressures, Prof. A. 
Schwartz, of Manchester, communicated the following remarks and 
curves to the discussion upon Mr. J. Е. C. Snell's paper on Dis- 
tribution of Electrieal Energy " before the Institution of Civil 
Engineers, November, 1904. Fig. 2 shows the leakage .due to 
brush discharge on a line 21 miles long, with wires spaced 15 in. 
apart, at pressures up to 50,000 volts, and it will be noticed that 
above 40,000 volts the leakage inereased enormously. For this 
reason it was impossible, at these high voltages, to use successfully 


PRESSURE KILOVOLTS 
Еа. 3. 


wires less than 0'3 in. in diameter, no matter what the amount of 
energy to be transmitted or the distance of transmission. In such 


cases, for short lines, aluminium was preferable to copper on account ` 


of the larger diameter for the same conductivity. He also referred 
to tbe question of leakage over high-tension insulators, and showed 


by the curves given in fig. 3 that the leakage over wet insulators . 


was not so great as was generally supposed. The insulators tested 
by Prof. Schwartz were suitable for voltages up to 30,000 volts, апа 
the results given in the curves for 7-in. insulators, of glass and 
porcelain respectively, when wet, were obtained by increasing the 
pressure up to 90,000 volta. 


A NEGLECTED POINT IN STEAM 
CONDENSERS. 


Іт is quite common, when calculations are made relative to the 
volume of air to be dealt with in a condenser, to neglect the law 
which governs the mixture of gases with saturated vapours. Thus, 
when the temperature of a condenser is, say, 104? F., the pressure 
proper to that temperature is 1:06 lb. per sq. in., which represents 
a vacuum” of 147 — 1:06 = 13:64 lb. by gauge. Supposing, how- 
ever, that the actual gauge reading is only 13 lb., the additional 
0:64 th. is held to be due to air, and the actual absolute condenser 
pressure is 1:06 + 0°64 = 1:7 lb. It is very usual to assume that 
the air in the condenser is present at this pressure of 177 lb., 
neglecting the presence of water vapour. | 

Thus if air weighs 1 lb. for each 13 cb. ft., its density in the con- 
denser will be assumed to be such that the number of cubic feet per 
pound will be 13 x 27 = 71 nearly, and the air pump would re- 
quire to generate nearly 5 cb. ft. of volume for each cubic foot of 
air leakage. This view tends to the production of insufficient air 
pumps. 

One of the laws of gaseous mixtyre is that “the pressure of the 
whole of a gaseous mass is the sum of the pressures of all its 
parts.” А second law is that the presence of a foreign gaseous 
substance in contact with the surface of a solid or liquid does 
not affect the density of the vapourof that solid or liquid,” if 
there is no chemical combination between the two substances. | 

Rankine selects as an example in his work on the steam engine, 
steam at 212° F., 1 cb. ft. of which weighs 0:03797 lb. and exerts 
a pressure of one atmosphere. The pressure of one atmosphere is 
exerted by 0080728 lb. of air at 32° Е. If this weight of air be 
heated to 212° F. it will occupy a cubic foot at the pressure of 1:365 
atmospheres. Then if 0080728 lb. of air at 212? be placed in a 
vessel of 1 cb. ft. capacity with 0°03797 lb. of steam also at 
212° F., their united pressure will be 2:365 atmospheres. Molecular 
equilibrium demands that each cubic foot of space in contact with 
water at 212° shall contain 0:03797 lb. of water vapour. Alone the 
vapour exerts a pressure of one atmosphere. With air added the 
pressure is increased, yet the boiling point remains the same. 

This latter fact is what is ignored, because engineers are so accus- 
tomed to consider the temperature, density and pressure above a 
mass of water to be three invariables. The pressure is invariable 


: times fall во very rapidly when the engine is started. 


„> 


where air is not present. It із not, however, а fixed quantity when 
another vapour is present. Rankine, in further illustration of this , 
law, assumes water at 50° F. and a cubic foot of space containing the 
invariable 0:00058 lb. of water vapour proper to that pressure, 

“whether and to what amount so ever air, or any other gaseous 
substance not chemically attracting the water, is contained in the 
same space." 

This is the law discovered by Dalton and Gay-Lussac. In other 
words, any amount of gas may be pumped into a space filled with 
the vapour of water, without decreasing the weight of aqueous 
vapour previously existing in that space by virtue of the tempera- 
ture of the water giving off that vapour from its surface. 

Recognising the law as correct, the density of the gas present 
with the vapour may be calculated as follows:— P = the pressure 
of the mixture, р = the pressure of the vapour proper to the tem- 
perature, such, for example, as one atmosphere for water at 212° F. 

Then the density of the air or other mixed gas is reduced below 
that proper to the pressure P in the ratio E Thus, to take 
our first example, P = 17 and p = 1°06. Then the density of the 

. 17 — 1:06 
alr 17 | 
1°7 lb. pressure in pounds per cubic foot is 

0080738 x (4 tua) x 7 = 00081 l, 
461 4 104 147 

or, say, one-tenth of normal atmospheric density. But under thé 

conditions named the density of air in a “vacuum of 17 lb. 

pressure above water at 104^ Е. is only 0°38 x 0:0081 = 0:0031 

nearly, or practically one-twenty-seventh of normal atmospheric 

density. Thus there is much less air in the condenser than would 
be present if the air really had the density corresponding to thé 
pressure. It is, in fact. necessary not to neglect the law of 
mixed vapours, The pressure in a condenser cannot be greater 
than that corresponding with the temperature of saturated 
steam. Апу additional pressure, i.c, deficiency of vacuum,“ 
must be caused by air. The presence of this air does not mean that 
some of the water vapour is pushed back into the condition of 
water, for the conditions of molecular equilibrium demand the 
presence of a fixed quantity of vapour per cubic foot of space proper 
to the temperature. A consideration of the foregoing law will help 
to explain why it is that the pressure gauge on a boiler will some- 

The steam 
space of the boiler has been more or less full of air while the boiler 
has been cold. When heated, the pressure gauge reads the com- 
bined pressures of the steam and of the air, and this will be con- 
siderably above the pressure proper to the temperature of the 
boiler. As soon as the air is blown out, the steam pressure shows the 
actual temperature of the boiler. 

Thus, a boiler is closed up tight, and it is then full of air. Feed 
is admitted, aud the air is compressed, say, to 20 lb. absolute. 
When the boiler temperature is 300° F. the air pressure will be 
31.1b., and the steam pressure will be 71 lb. The gauge pressure 
will be (71 + 31) — 147 x 2 = say, 72 lb., and when the air is 
blown out, the gauge will drop back to 71 — 147 = say, 56 Ib., 
being the gauge pressure proper to 300° F. of temperature, whereas 
the supposed steam pressure of 72 lb: is that proper to a temperature 
of about 315° F. | 

In fact, it is possible that by an air trap, a boiler might be 15° F. 
below its proper temperature, while the gauge was showing full 
pressure. The fall iu pressure will not be noticed when a boiler 
under these circumstances is put upon the main steam pipe, for its 
pressure will be maintained either by back flow from the other 
boilers to which, for a time, it will act as a condenser, or, if the 
stop valve can only open by pressure from below, there will be no 
flow of steam until the boiler becomes fully heated. This will 
explain why the putting in parallel of a boiler at full gauge pres- 
sure may not have any effect in helping the work for a few minutes, 
but may cause the Vacuum to drop considerably. 

Drop in steam pressure when the stop valve is opened has usually 
been explained to be due simply to stirring up of cooler water in 
the lower part of a boiler. This effect is not possible in under-fired 
boilers, and the explanation is simply as above. 

To return to the condenser, however, if the volume, or rather 
weight, of air in this is not so great as the pressure would signify, but 
for the law of mixtures thé same proportion of such weight will be 
abstracted by each stroke of the pump. 

The fact that air adds so greatly to the pressure in a condenser 
should, however, spur on the engineer to effect its complete 
elimination. The degree of approximation of the vacuum gauge to 
the condenser thermometer is a measure of the degree of elimina- 
tion of air. A good vacuum gauge would be one with two pointers, 
which should coincide, if properly made to do so, when no air is 
present. The lag of the vacuum pointer will show the degree of 
preventible imperfection.—W. B. 


= 038 nearly. The density of air at 104° and 
s 
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SUPERHEATER PERFORMANCE. 


In discussing superheater performance in a paper before the June 
meeting of the American Society of Mechanical Engineers, Mr. 
Bement calls attention to the danger which arises with ordinary 
superheaters when with a brisk fire the load drops suddenly, and 
reduces the flow of steam through the superheater without lowering 
the briskness of the fires. Under such circumstances the tempera- 
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ture of the steam may become dangerously high. Not only may 
this happen as regards the superheater itself, but it may happen as 
regards the engines. As а safeguard the very doubtful expedient is 
suggested of a safety valve on the superheater, so that instead of 
surplus steam, escaping direct to atmosphere from the saturated 
steam space, it shall all pasa by way of the supcrheater. This 
expedient will fail where the boiler happens to have lost some of 
its pressure, as may at times bappen, so that there may be a con- 
siderable time interval before the safety valve blows. 

The only rational method of danger prevention seems to be the 


Cruse principle of automatic temperature control, wherein the con- 


trolling water column is compelled to circulate through the inner 
tube of the superheater by the action of an inspirator worked by 
superheated steam. The very fact that the temperature of this 
begins jto rise is the cause of more energetic water circulation, 
which takes up most of the additional temperature and prevents 
excess of superheat. Mr. Bement assumes in his calculations that 
the specific heat of superheated steam is 0°75 at 180 lb. pressure, but 
it is probably higher. i 
These high values have been generally accepted as probable, but 
Mr. Peake now steps in with his Royal Society paper hinting at a 
specific heat of 0°46 only, for all temperatures and pressures. No 


one seems to know the specific heat of water at 200° C. or other 


high temperatures. Winkelmann, in 1896, gave it as 1:2335 at 
180° C. Others give it as but little removed from unity. What- 
ever it may be, all seem to find it greater than unity, save one or two 
experimenters. There must be a critical temperature and pressure 
where steam and water are nearly the same substance in every way, 
and at that point the specific heat of saturated steam is that of 
water. Experimenters on the subject need to define their subject 
more clearly. They want to find how specific heat varies as between 
steam saturated and steam superheated. It is not easy to think 
that the values can differ much. 

Peake’s researches point to low values and to the inaccuracy of 


Regnault. But they don't explain the coincidence which must 
surely exist at the critical point. The critical point is said to be 
about 700* F. : 


—̃ ̃ — 


MODERN FIRE WORSHIP. 


Ox March 6th last, Prof. Armstrong, Ph.D., LL. D., F. R. S., &c., 
delivered an address before the London Section of tbe Socicty of 
Chemical Industry at Burlington House on “The Mechanics of 
Fire," when he proclaimed himself a tire-worshipper, and made an 
eloquent appeal to his hearers to become disciples, if not apostles, 
of the new religion. A study of the chemistry of combustion 
should be attractive to all chemists, for the subject still remains 
obscure ; it should be attractive to all Britons because (paraphrasing 
one of Capt. Maban's titles) of the influence of coal-power on his- 
tory ; and it should be attractive to men of all nationalities whose 
lite work consists in utilising the products derived from the car- 
bonisation, gasification, or simple“ combustion of coal. And 
yet that terrible Atlantic liner, of which nobody is at present pro- 
perly ashamed, continues to “eat up coal” at the rate of 24 tons 


рег hour—wasting by far the larger part of the energy, and 


oblivious “of the curses which posterity will heap upon us if we 
take no steps to ensure against a recurrence of the ice age.” 

It would be futile to attempt an abstract or review of Dr. Arm- 
strong’ paper. The communication will be found printed at length 
in the issue of the Journal, dated May 15th, where it should be 
studied by all who aspire to a moral right to consume coal. One 


point mentioned by Dr. Armstrong is gratifying, viz., that much of 


the modern investigation into the mechanism of combustion has 
been carriec out by Englishmen—Davy, Frankland, Dixon, Baker, 
and Bone—although he says that a great part of' this work is unre- 
cognised on the Continent of Kurope. Here, if it were worth while, 
we should be inclined to differentiate: опе of the leading European 
nations is certainly more self-centred, or less quick to watch foreign 
“scientific” progress, than the other. Another point not men- 
tioned by Prof. Armstrong is more important, and might have 
earned a word of encouragement, Fuel gas enginecrs are follow- 
ing with much eagerness the results of research and teaching into 
the chemistry of combustion, and are beginning to devise processes 
and plant for recovering all the heat latent in coal. Some of the 
‘most recent installations for making water gas, efficiently looked 
after, are surely worth admiration, and may help to moderate the 
language of our unborn but critical descendants. 

It is only about 20 years since Dixon discovered that carbon 


monoxide (often called carbonic oxide) would not combine with. 


oxygen, or burn, unless moisture were present; but even .this 
circumstance has lost its strangeness since Baker showed that a wet 
mixture of hydrogen and oxygen, in equivalent proportions, will 
not explode in the absence of acid impurity or such foreign matter 
as may be derived from soft glass. We used to be taught to 
write— 

Н, + О = Hz O; 


and later, when objection was taken to the single atom of oxygen, 
to say— 
2 H, + 02 — 2 Н, O. 


Now we know that hydrogen peroxide is a constant educt of the 
rea tion, we put something like this 


a (1) 2 H, + 2 O, = 2 H. О», 
(2) 2 H O, = 2 H,O + On; 


or, according to electrolytic ideas, and to explain the need for a 
material to act as catalyser or electrolytic conductor— 


u . no Ig HON, HO 
H X H О HX HO. 


Carbon monoxide appears to burn with intermediate formation 
of formic acid, although conditions are not usually favourable to 
the persistence of the latter. The hydrocarbons, methane, for 
example, are also first “hydroxylated,” yielding methanediol 
СН, (О H), and similar substances, which afterwards decompose 
into formaldehyde or formic acid, carbon monoxide, and hydrogen. 

Such doctrine may, perhaps, not appear of direct practical value 
to the power raiser; but interest begins to increase when the argu- 
ment that carbon has a greater affinity than hydrogen for oxygen, 
because carbon monoxide and hydrogen are found among the pro- 
duets of imperfect combustion of hydrocarbons, is shown to be 
fallacious. The monoxide and hydrogen are “ thermo-schists," not 
products of oxidation, but products of the decomposition of the 
primary educts, which are bodies containing both hydrogen and 

xygen in their molecules. Again, the fact that excess of oxygen 
(94 air) in a furnace is prejudicial because it increases the loss of 
heat through the flue gases is well known, if not always taken full 
advantage of to secure economy; but it is less generally remem~ 
bered that au excess of oxygen retards the oxidation of hydrogen, . 
carbon monoxide, and some hydrocarbons. In the case of carbon 
mouoxide, the excess of oxygen may produce this damping effect 
by tending to withdraw water from the sphere of action; but in 
that of hydrogen it may be the oxygen itself which acts as the 
effective depolariser, not hydrogen peroxide. | 

Although he regards combustion or oxidation as an electrolytic 
phenomenon, and one in which, therefore, some third temporary or 
permanent body must be at hand to serve as electrolyte, Prof. Arm- 
strong falls foul of certain aspects of the ionic hypothesis, and 
prefers to define ionisation as a state of “ readiness to travel” than 
as one of actual travel. In a characteristically caustic footnote he 
points out that nature governs by ''attraction and affection," and 
does not “revel in disruption." He holds ир to scorn the doctrine 
of “suicidal mania ” as an attribute of electrolytes, refusing to sce 
the ions “ pursuing a lonely existence іп the watery wastes of solu- 
tion.“ With a passing compliment to the mathematicians and 
physicists who “ have extended our methods of inouiry,” he raises 
the cry of chemistry for the chemists, accusing other men of science : 
of a lack of that fine sense of sympathy and instinct which only 


intimate knowledge, bred of constant intercourse, can give. In 


another place, however, he observes tbat fire often leads to the 
blowing off of steam. | 


GLASGOW CORPORATION TELEPHONES: 
| THE LAST PHASE. 


AT various times in the past few years we have devoted 
some attention to the Glasgow municipal telephone enter- 
prise, and we have plainly stated our opinion that that 
enterprise was unsound, financially and technically, and 
given the reasons for that opinion. The recently published 
annual report of the Glasgow Telephone Committee amply 
confirms everything we have said as to the failure of the 
Glasgow municipality in telephony. Although there is no 
likelihood of any extension of municipal speculation in tele- 
phouy, it is worth while to show the astonishing difference 
between promise and. performance in this unhappy branch of 
municipal trading, because the promises were во explicit and 
so confident, and so much was built upon them, whereas the 
performance has been such a complete and crushing failure. 
It will be remembered that the Glasgow municipal tele- 
phone system was projected on the theory that the average 
capital cost would be something less than £19 per sub- 
Scriber's line, and that on this low capital cost an average 
revenue of £5 odd would pay all expenses, including interest 
und sinking fund. This was the prospectus, or estimate, 
put before the Commissioner who held the inquiry at 
Glasgow in 1897, and before the Select Committee of 1898. 
Indeed, the Committee of 1898 were assured that the figures 
of capital vost were not merely estimated, but were a state- 
ment of “ascertained cost,” since the chief items of the 
proposed Glasgow plant had actually been tendered for. 
The Committee were impressed by these assurances, and 
stated in their report that “the probable cost of such a 
service in the hands of the Glasgow Corporation is based, 
not upon estimates alone, but on tenders actually received." 
When the Glasgow Corporation secured a telephone licence 
in 1900, they proceeded to build a telephone system on these 
estimates, and were assured that they might “ safely assume 
that the exchange would be got to work for £19 per line.” 
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The system has now been at work for four years. The 
total capital expenditure is just under £360,000, and the 
total exchange lines are 9,634. There are in all 12,362 
stations, of which 2,700 are extensions and private line 
stations of low capital cost and small earning power. Allow- 
ing for the capital value of these, the capital cost per 
exchange line averages over £35, or nearly double the 
original estimated cost. The business man will see how far 
the estimates on which municipal telephony was based have 
miscarried, by a comparison of the estimated percentage of 
gross revenue to capital with that actually realised. The 
estimates on which the whole business was based showed that 
the gross revenue would be 28 per cent. on the capital invest- 
ment. -The present accounts show that the total capital 
investment is £360,000 and the gross revenue for the year 
£55,126, just over 15 per cent. It will be seen how utterly 
delusive the estimates were, when it is considered that, if 
they had been any real guide to the finances of a telephone 
business, either the present system should have cost less than 
. £200,000, or the present capital investment should produce 
over £100,000 of gross revenue. Therefore, looking at the 
capital account, the Glasgow Corporation have spent over 
£160,000 more than they ought to have spent, according to 
the plans on which they founded their telephone business ; or, 
looking at the revenue account, they are earning £45,000 a 
year less in gross revenue than they ought to be earning on 
the capital expended. 

We have, on several previous occasions, pointed out that 
е Glasgow telephone estimates have heen proved com- 
pletely erroneous in practice, and our criticisms have been 
met only by jaggling with telephonic terms, by arguments 
which use “ stations as being synonymous with “ lines,” by 
disingenuous statements purporting to prove that an exten- 
sion instrument is the equivalent of an exchange line, by 
references to the. spare plant provided, and by much sheer 

misrepresentation of fact. At one time it was the practice 
of the municipal telephone officials to вау that they һай so 
many “spare partially completed lines,” to give these lines 
an estimated value, to deduct the aum thus arrived at from 
the capital cost, to divide the remainder by the total number 
of stations of all classes, and to publish the figure thus ex- 
tracted as a figure comparative with the estimated cost per 
subscriber's line. This sort of trifling may be nseful in town 
council discussions, or in the Municipal Journal, but it is 
beneath the dignity of anyone calling himself an engineer, 
although we are sorry to say that some of our electrical con- 
temporaries have made themselves the vehicles for circulat- 
ing some .of the arguments and calculations to which we 
refer. 

The present Glasgow telephone accounts and statistics 
carry the history of the enterprise up to the end of the 
fourth year of working, and. the results they record are suffi- 
ciently clear to dispel the mist of humbug with which the 
municipal telephone supporters have managed to over- 
cloud the whole subject of telephony. We have been told 
repeatedly in the past of the large amount of capital invested 
in “ partially-completed spare lines," and of the consequent 
slight cost that would be involved in joining up new 
subscribers. This sort of argument is effectively answered 
by the present report. No less than £29,594 of new capital 
was expended during Ше year, and the additions to the 
exchange lines numbered only 512, of which 207 were party- 
line stations, occupying, presumably, about 60 actual lines 
to the exchange. Tlie average cost during the year of 
additional exchange lines was therefore about £60 per line, 
in spite of all the previously existing * partially eqmpleted 
spare lines." The total number of stations of all classes, 
including extension. instrumenta, &c., added during the year 
was 957, giving an average capital cost of £31 per station 
added. From this it appears that the average cost per 
station is going up, as last year it stood at only £28. It is 


passing strange that municipal telephony, which was to upset — 


all telephonic theories, should. give an illustration of the old 
theory that the cost of doing telephone work increases per 
unit with the amount of work done. We had expected 
Glasgow to rise superior to any such ancient notion as tliis. 
The large increase of capital during the year, taken in 
connection with the very small increase in stations connected, 
is rather a serious sign. It lends point to a suggestion 
made some time ago that the Glasgow Telephone Committee 


- 


have been favouring their working costs account at the 
expense of their capital account. Further evidence is 
furnished on this point, by the fact that the admitted 
working expénses have increased by over £5,300, an increase 
of more than £5 per station for the new business added 
during the year. With a relatively smaller amount of 
capital expended during the year (last year £50,000 of 
capital was added and the year before £78,500) it has 
become necessary to distribute a greater proportion of the 


total annual expenditure to working expenses than formerly, 


which no doubt accounts for the sharp rise in expenditure 
charged against revenue this vear. But even the present 


figures for working expenses do not accord with the staff : 


employed, or with the work involved in operating and 
maintaining a system of 20 exchanges und 12,000 stations 
spread over a large area. No further capital ¢xpenditure on 
the Glasgow Corporation system is likely to be necessary, as the 
system is now almost stationary, the new business going to the 
National system. But there is no doubt that if the system 
were continued in operation a few years longer, the working 
expenses would largely increase, both because it would be 
impracticable to charge expenditure to capital account after 
the system had ceased to expand, and because it would 
become increasingly ditficult to maintain the service with the 
obsolete and defective plant émployed. 


It seems a fortunate turn of events for the Glasgow 


Corporation that the question of municipal telephony has 
been settled by Parliament, and that the opportunity is now 
open to the Corporation to negotiate for the sale of their 
telephone system to the Post Office, aud so get rid of a 
business which is a failure. The Corporation system is 
unable to hold its own against the rival service, its 
technical equipment is such that the service cannot 
ibe brought up to modern standards without adopting 
the heroic method of a general reconstruction, and the enter 
prise is already heavily over-capitalised. We notice that the 
Committee make no reference to the question of improving 
the service, which, it was stated in last year’s report, was 
“under consideration.“ It was announced early last year 
that the call-wire working, which has given so much dis- 


satisfaction, was to be abandoned, and the system converted 


to automatic calling aud clearing with lamp signals. 
Nothing, however, has been done in this direction, presum- 
ably because the cost of a complete and effective conversion 
could not be faced, and the Committee have continued along 
the mistaken path of extending obsolete plant. The only 
reference to the amall increase of the Corporation system in 
the past year or so is quite humorous, as follows: — The 
negotiations between the Postmaster-General and the 


National Telephone Co. during the past year, by reason of 


their creating a condition of doubt às to the future position 
of municipal telephony, have led to a diminution of tele- 
phone work generally.“ In view of the very active 
development that has gone on lately in Glasgow in 
telephone work generally,” this is distinctly good. Арра- 
rently the menfbers of the Committee do not read the 


. newspapers. 


Although there is now no sedition of doubt as to the 
future position of municipal telephony, we notice tbat the 
voice of protest is still being raised in Glasgow, that the 
Times is implored to come to the rescue, thaf “а new House 
of Commons " 
favour of the municipal trading enthusiasts, and that in some 
quarters there is a disposition to regard the five telephone- 
owning municipalities as martyrs. There is very little 
common-sense in all this. The vast majority of municipalities 
throughout the country have never expressed the slightest 
wish to engage in telephony. The half dozen which have 
engaged in it “have made failures of it, or are well on the 
road thereto. The municipal systems have been unsuccess- 
ful in the competition, and, principally owing to technical 
errors, their financial condition is unsound. If it had not 
been for the decision of Parliament, and the Postmaster- 
General's. offer to buy up the municipal systems, those 
svstems would have had to struggle on in a competitive business 
in which they have been signally unsuccessful up to date, 
and are daily losing ground. In another year or two all of 
them would have been in hopeless difficulties. As it is, they 
have the opportunity of selling out at, presumably, « a reason- 
able price. There is not muc h martyrdom i in that. - 


is expected to reverse matters telephonic in 
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Practical Alternating Currents and Alternating Current 
Testing. By C. F. Situ, A.M.LC.E. Manchester: 
The Scientific Publishing Co. 1905. Price 68. net. 


This book is written for the use of students in technical 
schools aud colleges, more particularly for those going 
through a laboratory course on alternating-current work. 
There are special chapters on transformers, alternators, 
synchronous and induction motors, and rotary converters. 
The principles of alternating current working are explained 
and illustrated by curves obtained from tests on actual 
machines. Many of these curves are instructive to the 
beginner, and the directions for making tHe tests, and the 
diagrams of connections, are in general easily understood. 

The book is fairly complete, and may be considered to be 
a treatise on the subject. In order to simplify matters, the 
author in every chapter, except the lust, makes the sine 
curve assumption. This eliminates many of the mathe- 
matical difficulties of the subject, and makes the student's 
progress rapid. He soon acquires a wide knowledge of the 
working of all kinds of electrical machines, and if he has 
had a thorough grounding in the elements of electricity and 
magnetism, he is in a position to specialise on any particular 
subject. Now, however, he will come across many diffi- 
culties, as some. of the foundations on which he relies are 
shaky, and he has not been sufficiently warned of the 
assumptions that it has been necessary to make in order to 
simplify the theory. 

We are told, for instance, that the self-inductance of a 
spiral of wire “ varies directly as the square of the number 
(of ?) turns in the spiral, directly as the sectional area of the 
coil, and inversely as the length " (p. 51). It must vary, 
however, in a much more special mauner with the gauge of 
the wire used, for keeping the above quantities constant, we 
can make it as large as ever we please by making the wire 
thin enough. Again, when there is iron near a coil, the 
induction linked with the coil is no longer proportional to 
the current, and so there is no self-inductaunce ut all, 

The definition of capacity given on р. 97 we cannot 
understand. The amount of electricity held by a con- 


ductor when its potential is unity is called its capacity. 


Let us consider the case of a three-core cable with the three 
cores and the sheath insulated. Ву the above definition the 
charge on one core when its potential is unity is its capacity. 
But if the other cores and the sheath are also at unity 
potential, there will be no charge on the core, and thus its 
* capacity " will be zero in this case. It will be seen that 
by altering the potentials of the other cores, or of the sheath, 
we can make the “capacity” of the first core, which we 
suppose maintained at potential unity, anything we please. 
The author has endeavonred to give the mathematical 
definition of capacity, but throughout his book he means by 
_ capacity the “capacity between two conductors " ; and it is 
in this sense that ordinary electricians use the term. The 
“capacity " of a sphere equals its radius, but the capacity 
between two equal spheres may have any value between 
infinity and half the radius of either, depending on their 
distance apart. | 

The meaning is occasionally obscure. For instance, “а 
wattmeter deflection is always proportional to the watts st 
any instant (and not to watts?), and consequently gives the 
average power" (р. 96). The latter half of the sentence 
contradicts the first half. 

The hybrid word auto-transformer is still used. We call 
Ме apparatus an alternating current booster; and if the 
engineer objects to talk about ** boosting down" or © nega- 
tive boosting," let him call it as the Americans do, ** bucking 
down." Youthful engineers are fond of technical terms; it 
helps them to maintain the mysteries of their craft. 

The treatment of the rotary converter is simple. — The 
assumptions made that the efficiency is 100 per cent., and 
that the power factor is unity, should have been mentioned 
oftener. For instance, we could not see at first why tbe ratio 
of the alternating to the direct current should be 2 м 2/3. 

The Heyland diagram of the induction motor is given at 
length. "This diagram is built on so many assumptions that 
it requires great faith, with which apparently many engineers 

are plentifully endowed, to use it at all. "The last chapter 


on the analysis of wave forms is interesting and accurate. 
It fails, however, to show what error is introduced into the 
determination of the amplitudes and phase differences of the 
various harmonics, by a small error in the tracing of the 
original wave—a defect which it shares with all the graphical 
inethods of analysing waves. E 

It will be seen that our main criticism of the book is not 
that it simplifies theory at the expense of accuracy, but 
that it does not lay sufficient stress on the assumptions made. 
We can easily imagine that a youthful electrician after 
reading this book, and studying the curves showing the 
results of tests, would believe himself to be quite capable of 
testing anything from a choking coil to an induction motor 
by means of commercial ammeters, voltmeters and watt- 
meters. It does not conduce to progress to give the 
impression that everything is beautifully simple, that the 


difference between “phase difference and “time lag is 


remote from everyday testing, that accurate results can be 
got by the three-voltmeter method when the power factor is 
small, or that engineers can calculate hysteresis and eddy 
current losses in iron with even the roughest accuracy. 

А good instance of the passing-over of difficulties is shown 
in the description of Sumpner’s method of testing trans- 
formers (р. 171). It is stated without comment that the 
square root of a + b) = (а + b[2) where « is the out- 
put and ё the losses of a transformer. Wecan recommend the 
book to those who wish to obtain a sketchy knowledge of 
the testing and working of alternating-current machines. 

A. К. 


Steam Engineering. Ву W. W. F. Всіх. Manchester: 
The Scientific Publishing Co. Second Edition. Price 48. 


This belongs to a new class of text-books, of which we have 
seen several recent examples, in that instead of carrying the 
reader through the early stages of investigation, he is 
plunged almost at the ontset into modern types and conditions. 
The older type of text-book, if electrical, dealt with pre- 
liminary matters such as pith-balls, electroscopes, and the 
investigations of Galvani, Volta, and Faraday ; if mechanical, 
there was the inevitable reference to Hero of Alexandria, to 
Newcomen, Watt and Stephenson; then came thermo- 
dynamic definitions, and the phenomenon of latent heat of 
steam was expounded. The older class of text-books was 


good enough when private engineering libraries were“ one- 


book " affairs, and that book was supposed to be encyclo- 
pedic оп its particular subject. Nowadays the con- 
scientions fitter has at least three or four elementary text- 
books, while the draughtsman will have several standard 
works such as those of Rankine, Thurston, Clerk &c., and 
special books on such subjects as steam turbines or the 


design of valve gears. There is an obvious waste in pos- 


sessing в number of books, each, say, with plates of early 
Boulton and Watt engines or illustrations of the © Rocket." 
Some encyclopedias of the archwology of engineering 
matters are essential, but that every book should consciously 
or unconsciously contain a great dea] of manifestly redundant 
mutter is by no means desirable. It is necessary, however, 
that the student buying books of the character of the one 
under review should have a certain amount of knowledge of 
steam engines, and be able to read drawings. In his intro- 
ductory chapter, the author specifies that а knowledge of 
elementary mechanics will be assumed when making cal- 
culations.” “ То enable the student to more readily use and 
appreciate the part played by mechanics," the introductory 
chapter is therefore devoted to а brief synopsis, the 
fundamental laws, definitions and common equations of 
mechanics. 

Ong difficulty, with which all who lecture to engineering 
students are familiar, is that of securing a continuity of treat- 
ment of the subject. If Mr. Pullen's book is to be regarded 
as a hand-book for the use of these already moderately 
equipped with a knowledge of steam engines, the reproach of 
lack of continuity aud irregularity of arrangement, which we 
feel half compelled to apply to it, disappears. Otherwise, the 
tables given on pages 10-15, with their particulars giving 
the temperature, sensible heat, latent heat, and so forth at 
various absolute pressures seems curiously out of place. In 
these tables also we find the abbreviation 8.T.U. for British 
thermal units. Why cannot the mechanical engineer expand 
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this abbreviation to B.Th.U. without poaching the electrical 
engineer's more widely used contraction for the Board of 
Trade Unit ? 

The chapter on steam engines does not deal with every 
type to be found in central stations, but gives typical 
Corliss-valve engines, high speed vertical engines, and the 
Parsons, De Laval, Riedler and Rateau turbines. "Тһе chief 
value of the book lies in the succeeding chapters, which deal 
with. the many accessories and the devices which the 
struggle for efficiency and much ingenuity have evolved. 
The-assistant engineer in any generating station may, witli 
Mr. Pullen's book as his mentor, not only comprehend the 
mechanical side of his work, and understand other devices 
capable of substitution for those in use under his eyes, but 
also by applying the simple methods of testing, lucidly 
explained, maintain his steam generating gear at the high 
state of efficiency inseparable from low works cost. To 
the assistant engineer we can unhesitatingly commend 
this book. То the student, also, it. should - possess 
great value, if the steam engineering ‘laboratory of his 
college be well equipped. Its value is not to be deprecated 
even where adequate instructional appliances be lacking, if 
only the student, in his visits to generating stations, will 
treat such visits as opportunities for securing knowledge and 
comprehending the functions of the various devices in usc. 


— — 


Bertin-Zossen Electric Railway Tests of 1903. New York : 
McGraw Publishing Co. 1905. Price £3. 


The magnificent series of experiments on high-speed. rail- 
way work carried out on the military railroad between 
Marienfelde and Zossen may truly be described as marking an 
epoch in the history of modern engineering. Progress is 
usually attained by a succession of small advances, hut these 
experiments represent a deliberate and successful effort on 
the part of a rescarch syndicate to excel the best previons 
records of train speed by nearly 50 per cent. The facts that, 
given scientific and mechanical engineering, the result was 
to have been anticipated, and that high-speed lines had 
been projected for years, in no way detract from the credit 
due to the gentlemen responsible for this enterprise. They 
had the confidence required to put the matter to demon- 
stration. 


The book before us is an English translation of the report 


on the 1903 tests, with an introductory essay by Dr. Louis 
Bell, mainly on the subject of train resistance, and an 
appendix dealing with a projected high-speed railway between 
Berlin and Hamburg. 

The chief fault we have to find with the book is in no 
way the fault of the report. А report is made for a 


limited and special circle of readers, and no objection can be 


taken to it if it supplies the information required by these 
readers, although 16 may not be in a form satisfactory for 
general publication. The book would have been rendered 
more valuable had the report been prefeced by a general 
account, taken from former reports or elsewhere, giving the 
details necessary to enable one to obtain an accurate concep- 
tion of the apparatus employed. The descriptive portion of 
the report is mainly an account of changes in apparatus, 
presumably described in former reports, to which frequent 
reference is made. Whilst we have, for instance, two plates 
(VIII and VIII) showing details of a water rheostat, 
and a cut showing the dimensions of an angle plate 
forming the side frame of a truck (p. 13), there is no 
account, or dimension drawing, of the coaches, and no parti- 
eulars of the motors. Anyone wishing to make use of the 
results of the tests must accordingly seek elsewhere for the 
information required to enable him to form a precise judge- 
ment as to their application. Had the introduction included 
this information, instead of being occupied with general 
appreciatjgn and speculation, the usefulness of the book 
would have been enhanced. 

Elaborute tests of braking retardation, train resistance, 
air pressure and power consumption were made at various 
speeds, and many plates аге included embodying the 
results. The train resistance tests do much to clear up the 
current misconceptions of this important subject. and form 
a notable addition to our knowledge. We do not agree, how- 
ever, With the assumption that appears to haye been made 


both in the report (p. 32) and in the introduction (p. X), 
that the air resistauce is to be obtained by measuring the 
air pressure at various points at the head of the train, or 
even that it is proportional to this pressure. The head 
pressure may, in the case of a single car, cause the greater 
portion of this resistance, but the air friction on the sides 
of the tar and eddying about window frames and wheels 
must cause au appreciable addition to the air resistance. We 
should suppose, therefore, that the curve marked ** Total 
friction losses at weight of car 103:2 tons,” in Plate XVa, 
obtained by subtracting the estimated head resistance from 
the total train resistance, really includes a certain amount of 
air resistance, not necessarily varying according to any 
simple law, so that Dr. Louis Bell's speculations (p. X) as 
to the cause of the peculiar shape of this curve appear 
unnecessary. We see nothing in the tests enabling us to 
separate the several components of train resistance, and do 
not consider it possible to do this with any degree of cer- 
tainty. The train resistance curve may be left to stand as 
an experimental result, and the air pressure curve is only 
valuable as accounting for, and showing the law of variation 
of, one component—the head resistance. It is more 
accurate and more scientific to leave the result in the form 
of a curve than to attempt a rational explanation on 
totally inadequate premises, using the curve to doctor the 
coefficients in the resulting formula. 

T he effect of the addition of a pointed nose to the car was 
investigated and found to result in a marked diminution in 
the train resistance. It is probable that some further 
diminution might have been obtained by suitably sbaping 
the rear end of the car so as to avoid the formation of eddies 
in the air. i 

An important point brought out during the tests (p. 37) 
is the absolute necessity of perfect balance in cars intended 
for high speeds. If serious vibration is to be avoided, the 
apparatus must be so placed that each wheel of every pair 
carries the same weight. | . 

The book is well printed, and the plates, which namber 
38, аге very fairly executed. We note, however, that the 
scale of torque is omitted on Plate XXXVI. The trans- 
lation is good, although the translator is not always 
acquainted with English technical terms; his meaning, 
however, is never in doubt. 

EN 


— —— ——— — — — — — 


NEW ELECTRIC GLOW LAMP FACTORY. 


Last week we had the pleasure of inspecting the factory 
which has been brought into being by Messrs. Pope's 
Electric Lamp Со. for the manufacture of incandescent 
lamps; this factory, which has been in operation for the 
past six months, is situated in Hythe Road, Willesden, in a 
district which during recent years has assumed a remarkably 
busy appearance, owing to the erection of numerous work- 
shops in connection with a variety of small industries. 

Naturally, an industry so technical and specialised as 
the manufacture of glow lamps cannot be established and 
organised without much labour, and the overcoming of many 
difficulties, more especially as in this case almost the whole 
of the employés have been trained by the staff, hardly any of 
them having been derived from other ар factories ; the 
process of initiating the work-girls into their duties and 
weeding out the unsatisfactory hands has been arduous and 
protracted, Now, however, the work has reached the stage 
when things run smoothly, апа already a large weekly out- 
put has been attained, which can readily be increased as 
the need arises. The buildings which have heen adapted for 
the purposes of the business are well suited to the require 
ments: the site is freehold, and provides ample space for 
extensions. 

The technical direction of the works is in the hands of 
Mr. T. R. Pope. who has been connected. with glow lamp 
manufacture from the days when he worked under Mr. (now 
Sir Joseph) Swan himself in Newcastle ; with him is asso- 
ciated his partner, Mr. W. M. O'Connell. Mr. Pope was one of 
the founders of the well-known firm of Goossens, Pope and 
Co., of Venloo. Holland, by whom his system is employed: 
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on the entrance of that firm into the International Syndicate, 
Mr. Pope decided to commence lamp manufacture in this 


country. The present firm (Pope's Electric Lamp Co.) 


while retaining a financial holding in Goossens, Pope & Co., 
is not otherwise connected with, or in any way controlled by, 
that firm. 

The operations carried on at Willesden comprise the 
whole of the processes essential to the manufacture of the lamps, 
with the usual exception of the lamp bulbs, which, we believe, 
all British firms purchase ready-made from the Continent, 
and the raw carbonised cellulose filaments, which are at 
present made abroad. It is intended at an early oppor- 
tunity to commence manufacturing these also on the premises. 
The company has made use of the modern automatic 
methods of glass-working which have so greatly simplified 
the operations of mounting and sealing the filaments, and 
has introduced a number of improvements into the pro- 
cesses of supporting and flashing the filaments. 

A very high vacuum is obtained in the bulbs by means of 
a special device; no reliance is placed upon mechanical 
pumps, the final exhaustion being accomplished with the aid 
of mercury pumps. Vitrite caps are used, fixed to the bulbs 
with special plaster in such a way that the connecting wires 
inside the cap cannot possibly come into contact with the 
plaster. The finished lamp is of neat and well-made 
appearance, and recent independent tests show that in the 
case of the 200-volt 16-c.P. lamp, the consumption of power 
begins at 34 watts per candle, and does not exceed + watts 
averaged over a life of 800 hours—a highly satisfactory result. 

Messrs. Pope’s Electric Lamp Co. have some interesting 
novelties in hand, of which more will be heard in a few 
weeks; for the moment we content ourselves with congra- 
tulating them upcn having successfully inaugurated the 
supply of ** Pope lamps, made in England." 


THE STORAGE OF BLAST FURNACE GAS 
FOR POWER PURPOSES. | 


Nc 


THE application of the gaseous products of the blast 
furnace for power purposes by means of gas engines is to 
some extent complicated by the intermittent manner in 
which the gas is evolved from the furnaces. 

This is due to the fact that the process of smelting iron is 
interrupted at more or less frequent intervals, according to the 
practice ruling in the district under consideration, and the 
ancient or modern methods adopted, for the purpose of casting 
the iron and running off the slag, as well as on account of 
other causes, such as irregular working of the furnace, 
repairs to the tapping or slag hole, &c. 

For instance, at some Middlesbrough furnaces, the blast 
was turned off, and, of course, the process of gas making 
interrupted, 25 times in 764 hours for intervals varying in 
length from 5 to 105 minutes, or an average of 19 per cent. 
of the total working time. In another case the blast was 
off the furnace 14 times in 43} hours, for intervals varying 
from 5 to 60 minutes, the average being 10 per cent. of the 
working period. 

Again, to quote another instance, the blast was turned off 
the furnace 8 times in 24 hours, the length of idle period 
averaging 40 minutes, or 27:7 per cent. of the total, while 
in three days (24 hours) the blast was turned off 21 times, 
for intervals averaging about the same length of time, or 
22:2 per cent. of the working time. 

These instauces are not out of the common in blast 
furnace practice as carried on in many parts of the country, 
and are only cited to show that though the blast furnace 
while “оп blast" may be considered as an ideal power gas 
producer, the interval of time during which the blast is shut 
off the furnace becomes a serious item in regard to 
obtaining the fullest amount of economy from this fuel 
source by employing the gas for power purposes. Of 
course where the only available application. of the power 
possibilities of the “ waste gases of the furnace is to supply 
the requirements of the furnace itself, the intervals of non- 
gas | roducing are not of'much importance, as when there is 
no gas supply there is also no power requirement, but as the 
blast furnace evolves much more gas than is required for the 


‘Allowing 10 per cent. of cost for 


satisfaction. of its own power necessities, the fullest economy 
can only be obtained by utilising the surplus gases for 
generating power for' some outside purpose ; and this by 
finding profitable employment for the gas continuously as 
far as the gas production will allow. . : 

Now there are few industries in which the conditions of 
running would permit of interruptions varying from 5 to 60 


or more minutes, and as frequently as three or more times a 


day, во that to obtaiu reasonable conditions for the generation 
of electricity, or other continuous power requirement, it would 
be necessary to provide some means of storage, to enable 


the gus engines to work continuously, and turn to profitable 


account the whole of the surplus gas. : 

Up to the present time the storage of blast furnace 
“ waste gas has not been attempted, and therefore а pro- 
portion only of the evolved gases has been available for 
power purposes, the usual method being to allow one furnace, 
out of three or four, to be available for providing gas during 
the period when any of the others might be ** off blast," from 
which it will be obvious that where there are only one or 
two furnaces, the additional profit from the use of the gases 
for power generation cannot be obtained unless some 
system of storage is applied. When storage is considered, the 
first point that strikes one is the fact that bulk for bulk, as 
far as regards power purposes, the volumes of coal gas and 
blast furnace gas are about 1 to 5 or 6,the storage of the 
latter gas, therefore, being more expensive, due to its lower 
thermal value. In the case of a blast furnace having an 
output of 1,000 tons per week, the gases available for 
profitable utilisation would be equivalent to about 3,000 H. p. 
continuously after supplying the requirements of the furnace 
itself, but as explained, the evolution of this gas is not con- 
tinuous, but interrupted by periods varying np to one hour's 
duration on some days, and occurring as often as three or 
more times in 24 hours, so it will be interesting to consider 
the effect of the cost of a conple of gas-holders upon the cost 
of the gas delivered to the engines, for storage only. 
Capacity of gas-holder ... =. 15,000 cb. ft. 7,750,000 cb. ft. 
Costing, say e aes PA £700 £53,000 
Period of time during which the 

holder supply would permit 

of the engines working 


(3,000 н.р.) while the blast 


was “off” the furnace 3 minutes: ‚ 26 hours nearly. 


interest and depreciation ... £70 £5,300 
Charge for storage (on 3,020 H.P.) 
per н.р. per year ч ööd. £1 15s. 4d. 


These are purposely taken as extreme conditions as regards 
the capacity, and, therefore, the cost of the gasholders, and 
even then the highest figure is not altogether prohibitive, while 
the stand-by period of 26 hours would be satisfactory for the 
most exigent requirements. | | 

If -it were considered that a stand-by storage period of 
one hour would meet the requirements, then the largest of 
the holders would be equivalent to supplying 77,500 K. P., 
and at 10 per cent. the charge for storage per horse-power 
year would run out to 1s. d., showing that this addi- 
tional cost to be added to the cleaning costs would 
not be such a serious item as might at first be supposed, 
seeing that if there were 25 blast furnaces of the capacity 
selected within reasonable distance, the large gas-holder 
would serve the lot, even without counting upon the improba- 
bility of many of the furnaces being stopped simultaneously. 


— 


Electrolytic Preparation of Ammonia, —An electro- 
lytic method of preparing ammonia and caustic alkali has been 
patented in France by Mr. G. E. Casygl. The various compounds 
vf nitrogen and oxygen which аге obtained on passing the electric 
discharge through air are absorbe ln the solution of a caustic 
alkali, so as to produce a nitrate, nitrite, or mixture thereof. This 
liquid is then submitted to electrolysis between insoluble elec- 
trodes and without a diaphragm, when ammonia is obtained 
and the caustic alkali is regenerated, the oxygen set free beiug 
employed to enrich the air sparked, in order to increase the yield 
of nitrogen oxides. The patentee finds, however, that the process 
only gives a satisfactory yield when about 5 per cent. of a soluble 
lead salt, such as nitrate, is added to the solution: or when the 
cathode employed is so large that the current density is less than 
lampere per sq. ст. The mixture of nitrogen oxides can also be 
absorbed in dissolved or solid calcium oxide or carbonate ; but in 
this case the calcium nitrate or nitrite must be converted into the 
correspondiug alkali salt by treating the solution with an alkali 
sulphate or chloride. 
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ELECTRIC RAILWAYS IN GERMANY. 


Ir is understood that the negotiations on the subject of construct- 
‘ing wenepended clettric railway in Bertin, which is promoted by 


` the Continental Co. for Electrical Industry, of Nuremberg, will 


shortly be resumed, and it is possible a decision may be arrived at 
as to whether this elevated line between the north and the south of 
the city is to be built. The traffic committee of the Municipal 
Council have had the scheme under consideration for a period .of 


four years, the project having advocates as equally numerous as its 


opponents. The plans have been worked out in detail, and one of 
the principal difficulties has been overcome, inasmuch as it has now 
been shown that the foundations for the supporting columns can be 
executed without interfering with the underground network of 
pipes, a way having been found which will not necessitate their 
removal. Some time ago the traffic committee requested the com- 
pany to erect а short experimental section of line, but this was 
refused, as it is first of all desired to obtain approval of the prin- 
ciple for the construction of the railway. 


_A proposal has been brought forward for the establishment of an 


electric railway between Bremen, Bremerhaven, Geestemunde 
and Lehe. 4A syndicate of six persons has been formed to promote 
the scheme, and the necessary capital has been guarauteed for 
subscription if the Prussian State Railway athourities grant a con- 
cession both for the preliminary works and the construction and 
working of the suggested railway. The railway authorities have 
already placed statistical information at the disposal of the pro- 
moters, who expect that the line would afford a larger rauge of 
experience in regard to high speed electric traction than that 
resulting from the experiments on the Marienfelde Zossen railway 
at Berlin. It is stated that negotiations on the subject of the 
railway have been. proceeding between the promoters and the 
Siemens & Halske Co. and the Allgemeine Electricity Co. 

The Prussian Minister of Public Works is in favour of the trans- 
formation to electric traction of the Berlin city and circle steam rail- 
ways, although a detinite decision as to the conversion has not been 
arrived at as yet. In the meantime the Imperial Railway Direc- 
tion, of Berlin, have decided to establish an experimental line for 
the purpose of conducting lengthy trials in regard to railway 
working, and particularly in respect to electric traction, witb special 
reference to the projected change-over on the city and circle lines. 
The experimental railway, which will be built in the form of a 
circular line, is to be laid near Oranienburg, and the work of 
construction will be commenced next year. 

The experimental working of the single-phase motor system on 
the Spindlersfeld railway in Berlin, which has been in progress for 
а period of two years, is said to have proved itself in every way 
satisfactory. The motor cars, which have been improved during the 
course of the trials, and which weigh 52 tons each, are shortly to be 
withdrawn from the experimental service. As а substitute, the 
State Railway authorities have handed over to the Union Co. 
(A. E. G.) a branch line 2:35 miles in length at Hamburg, where 
motor cars are to be tested. "These have been built by a Breslau 
firm and equipped by the Union Co. ; and the total number of cars 
is 80, each capable of carrying 140 passengers. 

The proposed extension of the underground electric railway from 
Potsdam Platz to the Spittelmarkt, which has been under considera- 
tion for a period of eight vears, does not appear to make any 
material progress. As the scheme clashes at one point with the 
underground railway project of the municipal authorities, the rail- 
way company has made a slight alteration in the route, and is about 
to lay the modified plans before the Council for approval. In the 
meantime, the communal authorities of the suburb of Sclfonebery 
are negotiating with the company for the working of the proposed 
underground railway which they intend to build in that part of 
greater Berlin. 

The problem of constructing a high speed electric. railway 
between Cologne And Cassel has recently been discussed by Herr 
Frankel. It is suggested that the line would shorten the distance 
by 25 miles, and that by increasing the speed of the steam trains 
on the Cassel-Berlin route, it would be possible to reduce the time 
occupied on the journey between Cologne and Berlin by nearly 
three hours, especially as the electric line would be worked at an 
average speed of 76 miles an hour. On the other hand, the scheme 
is said to represent an exceedingly costly undertaking on account 
of the tunnels and bridges which would be required for a hich 
speed line, so as to reduce the gradients and curves in а hilly 
country in order to allow of a high speed passenger service. 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Тномркох & Co., Electrical Patent 
Agents, 322, High Holborn, London, W. C., and at Liverpool, to whom all 
inquirics should be addressed. 


17,080. “Improvements in automatic telephone exchanges." C. M. JacoBs 


and A. Н. NICItOLSON. August th. 

17,102. Improvements in and relating to electric cells or galvanic elements 
and to switching devices for controlling the connections of the same." 
STERN and G. L. NCIS. August th. (Complete.) 

17,434. “ Improvements in fittings and accessories pertaining to electrical 


ineandescence lamps and the like.” W. R. LaAMHERT. August 29th, 
(Complete) 
17,447. ''Improvernents in electric. meters," THe British Тномхох- 


Houston Co., Lip. (The General Electric Co., United States.) 
17,468. "Improvements in 
NID EW and B. REED. 


August With. 


alternating current electro- motors.“ A. Н. 
August 24th, 


17,478. "Improvements relating to electric lampholders.“ J. PATERsON. 
August 29th. 

11,495. “ Ап improved alternating current commutator machine." E. 
"KonRoDI, August doch. : 

17,521. “Improvements in*electrically-driven grinding attachment for metal- 
turning lathes.” Н. Нсмринеүв, W. HUMPHREYS and A. HUMPHREYS., August 


ao ‘‘ Improvements in polarised electro-magnets. W. Drury. August 
t LJ 


NH -“ Improvements in telephone spring jacks.” W. AITKEN. August 


17,643. *'Improvements in electrical tractors." L. GERA RD. August Sist. 

17,663. ‘* Improvements in dielectric separators.’ А. J. Восіт. (Н. M. 
үле: L. Steele and E. G. Steele, United States.) August 31st. (Com- 
plete. 

17,679. ‘Improvements in connecting- wires to binding posts in electric 
batteries." W. Мидв. September lst. (Complete.) 

17,699. “Improvements in or relating to electro-magnetic switohes or other 
псом magnets mechanism." М. B. FIELD and FERRANTI, LTD. September 


17.740. Apparatus for exploding mines by means of electrical waves." 
F. SCHNEIDER. (Date applied for under Patente Aot, 1901, October 25th, 1904, 
being date of application in Germany.) September 1st. (Complete.) - 

17,742. ‘‘Improvements ‘in artificially-cooled electrical machines.” F. W. 
HowortH. (The Maschinenfabrik Oerlikon, Switzerland.) September lst. 

17,763. ‘* Improvements in and connected with signalling arrangements for 
electric tramway systems, railways and the like." N. Nonniz. September 2nd. 

17.764. . in иш or appliances for use in connection with 
cable-suspended electric lamps." F. E. 8rirTLE. September 2nd. 

17,772. An electric signal indicator for railway engines.“ 
September 2nd. 

17,800. “Improvements in safety fuse apparatus for electrical installations.” 
J. HAnrio. Beptember 2nd. (Complete.) 


A. J. Harn. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
Tyompson & Co., 822, High Holborn, .C., and at Liverpool, price, post 
free, 9d. (in stamps). 


1904. 


CONTACT STUD AND SWITCH FOR URE WITH BURFACE CONTACT SvysrTEMS OF ELECTRIC 
Traction. Griffiths and Bedell. 15,778. July 15th. 


APPARATUS POR USE IN THE TEACHING OF ELECTRIC, TELEGRAPHIC, AND OTHER 
SIGNALLING BY MEANS OF THE Morse on OTHER SimILaR Copes. McDonald, 
16,326. July 23rd. 


Time ELEMENT Devices APPLICABLE TO Et ectric Сїйссїт BREAKERS AND OTHER 
APPARATUS. Statter. 16,846. August 2nd. 

ELECTRIC Motor Cox TROL SysrEMS. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 18,201. August 22nd. 

WIRELESS ELECTRIC SIGNALLING Syatems. Dymond. (Ges. für drahtlose 
Telegiaphie 1n.b.H.) 18,538. August 26th. . | 

Ev_ectricity Meters. Hookham, 20,219. September 20th. 

TELEGRAPHY. Sheehy. 27,918. December 20th. 

ELECTRIC IGNITION DEVICES FOR INTERNAL COMBUSTION Ex GMS. Paxman, and 
Davey, Paxman & Co., Lid. 28,122. December 22nd. 

MEANS FOR THE MANUFACTURE OF BraSsEs OR BUSBES FOR THE BEARINGS OF 
SHAFTS, AXLES, OR THE LIKE, MORE EtPECIALLY APPLICABLE TO ELECTRO- 
Motors. Thomson and Hanna. 15,312. July 8th. 

AUTOMATIC SAFETY DEVICE, PARTICULARLY APPLICABLE IN CONNECTION WITH 
FALLING OVERHEAD TROLLEY WIRES, OR OTHER WiREsS PASSING OVER, OR 
RUNNING PARALLEL WITH, SAME. Berry and Risch. 15,844. July 9th. 

MEMORANDUM AND LIKE APPLIANCES РОВ (вк IN CONNECTION WITH TELEPHONES 
AND FOR OTHER Purroses. Gamble. 15,384. July 9th. 

MECHANICAL AND ELECTRICAL ELEVATOR FOR Goopa, ESPECIALLY Goops Cox- 


NES Sacks. Rubaudo, Estier, Estier, Mallet and Mouren. 15,386. 
uly 9th. 


Evxectkic RELAYS FOR AUTOMATIC CIRCUIT BREAKERS AND THE LIKE. Field, 
Garrard, and Ferranti, Ltd. 15,455. July llth. 
ELECTRIC ALARM FOR INDICATING THE HEATING OF BEARINGS. Thompson. 


15,599. July 13th. 

ELECTRIC CLocks. Bowell. 15,027. July 18th. 

ALTERNATING ELECTRIC CURRENT DisruiBUTING SYSTEMS. Merz and Price. 
15,796. July Lith. . 


COMPOUNDING DyvAMo-ErECTBRIC MACHINES FOR THREER-WiRE Systems. Allge- 
meine Elektricitäts-Ges. (Date applied for under International Convention, 
July 8154, 1903.) 16,728. July 29th. 


CONTROL SYSTEMS FOR ELECTRIC TRANSLATING DEVICES PARTICULARLY ADAPTED 
FOR USE FOR CONTROLLING MOTORS ON ELECTRICALLY PROPELLED VEHICLES. 
British Thomson-Houston Co., Ltd. (General Electric Co.) 17,016. 
August 3rd. : 


SELF-REGULATING DyNaAMo-ELECTRIC. MACHINES, 
17.423. August 10th. 


TELEPHONES. Port. 17,674. August 15th. 


Systems or ELECTRIC Motor Сохтког. British Thomeon-Houston Co., Ltd. 
(General Electric Co.) 17,818. August 16th. 


ELECTRIC PLuG AND SOCKET CovpLIXGs. Richert. 18,046. August 20th. 

ELECTRICAL SWITCHES. Kennedy-McGregor and Wren. 18,317. August 24th. 

COMBINED ELECTRIC SWITCHES AND Fuses. Hornby. 18,878. August 24th. 

ELECTRIC INCANDESCENT LAMPS WHEREBY TWO OR MORE LAMPS ARE GOVERNED 
BY ONE CENTRAL CONNECTING CaP OR JHE LIKE. Byng and Crawshaw. 
18,516. August 27th. : 

ELECTRIC RaiLwavs, Carolan. (General Electric Co.) 18,592. August 27th. 

Processes or Enectro-DEposiTion. British Thomson-Houston Co., Ltd. 
(General Electric Со.) 18,540. August Jist. 

METALLIC CONDUITS FoR ELECTRIC WIRES AND CABLES, 
September sth. : 

CASING OR CONDUIT FOR ELECTRIC Conpuctors. McHardy. 

ELECTRICAL TELEGRAPHS AND CONTROLLING APPARATUS. 
(Secret Document under Section 44, Patents, &c., 
September 27th, 


Rosenberg and Rosenberg. 


Isherwood. 19,96t. 


19,590. Sept. 10th. 
Vyvyan and Newitt. 
ct, 1883.) 20,782. 


1905. 


ELECTRIC Stor Motions For Looms FoR WEAVING, WARPING MACHINES, AND THE 
LIKE. Whittington, (Armstrong. 3,088. February th. 

PRODUCTION OF STEREOTYPE FLONGS оп MATRICES, AND APPARATUS THEREFOR. 
Reiter. (Date applied for under International Convention, February 27th, 
1904.) 4,041. February 27th. 

ELECTRICAL MULTIPLE INFLUENCE OR CONDENSEB MACHINES, Imray. (Wommels- 
dorf.) 4,960. March 9th. 

STARTING Devicks кок Motors. Е. М. L. Batisse and P. A. Drevet. 
applied for under International Convention, April 28rd, 1904.) 5,772. 


(Date 
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Olympian Show is to popularise the supply of electricity for 
domestic and commercial purposes with the general public, 
who are at one and the same time the possible clients of the 
electricity supply companies, of contracting firms, and manu- , 
facturers, and of vendors of electrical supplies: Let us 
hope that this purpose will be accomplished to the full ; then 
a fresh impetus will be given to various sections of our 


‘industry, and gas engineers will get back to the paths of 


humility along which they wandered vacantly before the 
holding of the Earl’s Court Gas Exhibition. 

We remember that when tlie National 8 of 
Electrical Manufacturers was in labour with the scheme for 
this Exhibition, the manager of one of our large manu- 


facturing houses remarked that if an exhibition continued 
open for a too lengthy period there would be no likelihood 
of a continuity in the flow of visitors — that following the 
opening there would be a drop in the curve, then a long low 
line, and, finally, a jump up for the closing few days. It 


was like that at the time of the last great Electrical Exhi- 
bition held in this country—that which took place at the 


Crystal Palace in the early months of 1892. "That mistake 
has not been committed on the present occasion, and if the 
multitude of attractions are in fall swing at Olympia next 
week, there should be no difficulty in maintaining the interest 
of the public throughout the entire short period of a month. 
Certainly it will not be for the want of publicity if ше 
Olympian show is not a complete success. 

While Olympia may be primarily a resort for the ко 
public to wend their way to for the next few weeks, it 
will also be a meeting place for а large number of elec- 
trical men who will want to turn the opportunities for 
business to good account, and others who will want to see 
for themselves the latest things out. Most readers of the 


ELECTRICAL Revrew- within easy reach of London will 


doubtless be there олсе or twice during the run—indeed, 
none is so busy that he can afford to stay away, and no 


away knowing more—and if we can render any little 
courtesies at our own stand our friends are w elcome to make 
use of us. 
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TECHNICAL CLASSES. 


THE receipt from various Technical Institutes and Poly- 
‘technica of prospectuses of day and evening classes is a 
reminder that the students’ summer is over, and that the 
hard work of winter is again before them. To the strennous 
man of affairs, the wear and tear of business life, which 
tends, year by year, to become more and more absorbing, is 
scarcely less try ing in summer than in winter. 

To the technical student, however, the summer means 
relaxation and recreation ; the winter, hard work and close 
application. If, in the term * student," we include those 
apprentices and mechanics, who, after a laborious day's work 


in the shops, seek, by attending technical night-classes, to fit 


themselves for more skilled and more lucrative positions than 
otherwise they could hope to fill, these also have before them 
the prospect of long winter nights of study as well as the 
dark, cheerless mornings of toil. 

It can hardly now be said, as it was a few years ago, that 
there is in this country any lack of technical training schools, 
although there may be found those who question the efficacy 
of the training. 

What is the best kind of technical training for an elec- 
trical engineer student ? This is a question which has 
been asked over and over again, and answered in various 
ways, more or less convincingly according to the point of 
view from which the subject is regarded. 

From the point of view of the academic professor, a three 
years’ technical college course is the first and most important 
essential; the engineering employer, on the other hand, 
holds that the practical training of a workshop apprentice- 
ship is at any rate of equal, if not greater, importance. It 
is, however, admitted by those whose opinions carry most 
weight, that technical college and workshop training both 
have their proper places, and the only outstanding question is 
the correct apportioning of these two quantities. 

Considering for a moment the technical college side of the 


B question, there appears to be an idea that a stereoty ped 


course of lectures, based apparently оп the City and Guilds 
syllabus, is sufficient to meet the individnal requirements of 
every student. For day students taking the regular three 
years’ coyrse this may be all vcry well, as these men need 
such a general knowledge of electrotechnics as will enable 
them afterwards to specialise in any direction. 

But the night-class men are different. As a rule, they 
are men who are engaged in practical work in the daytime, 
and they come to bear something which bears directly upon 
that work—something which will help them to become 
better workmen, using the term in its broadest sense. 
They do not come to hear a sermon—a dreary recital from 
the pages of some text-book which might with equal, 
perhaps more, profit, be studied at home—they prefer to 
listen to a man who has gone through the mill, who knows 
his work, and is enthusiastic about it. 

It is argued that technical schools are not established for 
the purpose of teaching trade or handicraft ; but they are 
surely justified in teaching applied electricity as well as the 
crude principles. There would appear to be room in many 
of our technical institutes—jucging from the prospectuses 
we have seen, and also from our own experience—for a class 
on applied electricity. The electrical engineer who has his 
living to make needs to know а great deal more than the 
elements of electrotechnics, seeing that his work enters so 
largely into all other depaitments of engineering. The 
driving of dynamos by steam, oil or gas engincs, the size 
ard duty of boilers, the quantity of gas, water, or oil re- 
quircd ; gas producers ; water turbines, ard how to estimate 
the power of water; pumps, the best type to use, how to 


drive them, the power required, and the precautions neces- 
sary ; methods of driving machine tools and machinery of 
all kinds; steam and exhaust pipe arrangements, and the 
methods of using exhaust steam for heating or boiling pur- 
poses—these, and the countless practical problems that form 
part of the day's work of the electrical engineer, are pointa 
which can only be successfully taught by a man of wide 
experience who has actually dealt with such cases. 

Is this the kind of man whom our technical colleges seek 
to retain asteachers ? Except in isolated instances, this does 
not appear to be the case. 

To judge from the advertisements for teachers in electrical 
engineering which appear from time to time in our columns, 
we fear that the salaries offered are not sufficient to tempt 
experienced engineers to take up teaching work, and the 
natural result is that technical teachers are, as a rule, men 
who, however brilliant their academic careers may have 
been, are not men who have been brought into close touch 
with the practical and business side of the engineering 
profession, and are, generally speaking, without a spark of 
enthusiasm. | 

And herein lies one of the weak points in our present 
system of technical education. 


IN its issue for September 2nd, the Her- 
trical World and Engineer, New York, 
makes some pertinent editorial remarks on 
the need for scriously considering the question of rating the 
candle-power emitted by the several electric lamps now on 
the market—a subject which was under discussion at the 
recent convention of the Ohio Electrical Association. Now 
that there are so many typcs of lamp on sale, to wit, 
the ordinary incandescent carbon lamp, those with the new 
graphitised (metallised) carbon filament, the osmium lamp, 
the tantalum lamp, the Nernst lamp, the mercury vapour 
lamp, and the numerous variety of arc lamps, the problem 
of measuring the relative efficiencies becomes one of a 
decidedly complex nature, seeing that each has its own 
peculiar shape and colour. The relative practical efficiency 
of some of the lamps enumerated was, it appears, under 
animated discussion at the meeting, by the representatives 
interested in exploiting the different types of lamp. Tke 
practice of rating the efficiency of a lamp by measuring its 


Candle-Power 
Ratings. 


candle-power when placed ко as to give a maximum of light 


is.very convenient from more than ое point of view, but it 
manifestly gives erroneous results. The best scientifi 
method—the one specially advocated by our contemporary— 
is to mcasure the mean spherical candle-power, but even this 
procedure is open to several objections and difficulties. 
Some lamps lend themselves to this method of measurement 
reasonably well; with others, such as the Cooper-Hewitt 
lamp, serious difficulties are involved. Further, it is 
contended by many, and with sound reason, that the 
mean spherical efficiency does not furnish a commercial 
basis for comparing different illuminants, since light is 
often needed in special directions, and since, in many cases, 
the light, in certain directions, is wasted so far as practical 
illumination is concerned ; also, because in some cases 
reflectors, or diffusing globes, are needed in order to bring 
out the best possible efficiency. The question of colour, 
moreover, is a material and complicating feature in esti- 


- mating the commercial efficiency and value of a lamp, the 


light of one lamp being better adapted to view certain articles 
than that of another. Various attempts have been made 
from time to time by the National Electric Light Associa- 
tion and other bodies to deal with the question of candle- 
power rating, but ко far with no very definite result. Our 
contemporary deems the time to be now ripe for the question 
to be seriously tackled by some Association or aut boi itative 
body, whose tark wculd be to decide upon a raticnal and 
definite system of measurement. If such а Тоду be 
appointed, the «xj erts delegated to ccnsider tbe st bject will 
have a cci fvsirg (let us trust rct a bcyelcrs) рт biem to deal 
with. | 
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THE INTERNATIONAL EXHIBITION AT 
LIEGE. 


THE Liége International Exhibition was officially opened 
on April 27th, 1905. Ілеге forms the centre of the Belgian 
industrial district, and was, ‚ therefore, well chosen as the seat 


of this Exhibition, which, by the way, is being held in com- 


r 


memoration of the 75th anniversary of Belgium’s Inde- 
pendence. 

The Machinery Halls form part of the main building in 
the * Vennés" departinent of the Exhibition, and cover an 


Fic. 1.— ELECTRIC ACCUMULATOR LOCONOTIVE. 


area of about 36,000 square yards, which includes the space 
occupied by boilers, gas producers, and the railway mate- 
rials exhibited. 

Besides this, some 6,000 square yards are taken up by all 
kinds of machinery, scattered over various parts of the 
Exhibition. 

There are in all eight overhead travelling cranes, all elec- 
trically driven, and the four largest are built for a load of 
30 tons each. 

The electrical supply consists of a continuous current at 
140 volts, and is distributed on the three-wire system. 
Machines aggregating some 1,200 Kw. supply the usual 
load, and a large number of other sets are acting as stand-by. 
These machines are situated in the centre of the Belgian 
section. The main switchboard is at one end of this section, 
and consists of 15 marble panels. 

An interesting exhibit is a Diesel engine, made by the 
Société Anonyme des Ateliers Carcls Freres, of Ghent. This 
machine is built for an output of 500 н.р. at 150 r. p. m., 
and is direct coupled to a Lahmeyer generator, which sup- 
plies current to the. exhibitors. The engine has three 
cylinders, the three cranks being placed at an angle of 120? 
from each other. 

Forced lubrication is used for the piston and piston rod, 
and automatic ring lubrication for the bearings. The tem- 
perature of the cooling water is kept at about 70° C.; ав is 
usual with this type of engine, compressed air is used for 
starting, only two of the cylinders being used for this pur- 
pose. The fuel consumption is most economical, crude 
Texas oil of specific gravity 0°925-0°930 being used. 

Messrs. Carels Freres state that this is the largest Diesel 
engine built, so far, but that they have already sold upwards 
of 100 similar but smaller engines, a large number of orders 
coming from England. 

The same firm is exhibiting a 600-H.P. compound hori- 
zomal steam engine, running at 110 r.p.m. This type of 
engine is specially built for electrical driving. Notwith- 
standing the comparatively high speed, the drop-valves 
work perfectly noiselessly, both exhaust and admission 
valves being driven off the same eccentric sheave. Speed 
regulation is obtained both by hand and by the governor, 
by varying the cut-off on the high pressure cylinder. This 
engine also is direct coupled to a dynamo supplying current 
to the Exhibition, the latter being a standard machine of 
the Ateliers de Constructions Electriques de Charleroi. 

This firm Баз a separate stand close by, and is exhibiting 
various types of electrical machinery. 

In the centre of the stand there is a 70-H.P. low-speed 
three-phase induction motor, intended for driving a mining 
pump, and wound for a pressure of 2,004 volts. 


The slip-rings, and the short-circuiting and brush lifting- 
device, are entirely enclosed, the handle of the latter and the 
three cables alone protruding from the iron case. Other 
machines shown are a 25-H.P. and a 35-H.P. tramway motor, 
both with complete gear, and a number of continuous cur- 
rent and single and polyphase standard motors. The single- 
phase motors are provided with the well-known Heyland 
starting device. 

Fig. 1 shows an electric locomotive driven by accumu- 
lators, intended for coal mine work, and also exhibited 
on this stand. 

The mines of. La Société des Charbonnages d'Amorcocur, 

of Jumet, have been equipped throughout with locomotives 
identical with this one, and they have proved exceedingly 
satisfactory and very economical in comparison with the horse 
traction previously in use. The gauge employed is 
1 ft. 94 in. The work consists of hauling a train of 20 
loaded trucks, weighing 135 tons, down an incline of 
1:330, and returning with the empty train, weighing 54 
tous, at the same speed of 6 miles per hour on a 1,640-yd. 
route; 16 return journeys are made on one charge. 
The battery i8 placed in the back part of the locomotive, 
and is specially designed to stand. rough handling. It con- 
sists of three sets of 19 cella each, placed in wooden tanks, 
lined with lead. The capacity is 350 ampere-hours, and the 
normal rate of discharge is 70 amperes. The complete 
battery weighs close on 3 tons, this being about half the 
total weight of the locomotive. 

There are two 6-H.P. four-pole motors, entirely enclosed, 
damp and dust proof. On account of its small width the 
armature is ring-wound. The yoke is cast in two halves, 
which are joined by hinges on the side opposite to the axle. 
This arrangement enables the motor to be taken to pieces in 
the shortest space of time. Both brush-holder studs are 
fixed to the lower half of the carcase, which is also pro- 
vided with a detachable cover to allow for inspection. The 
illustration shows the position of the controller and the 
hand-brake, which acts on all four wheels. A ‘combined 
volt and amperemeter is also provided. As will be seen, 
the whole locomotive has a compact and workmanlike 
appearance. 

Another Belgian firm, whose work is well known in this 
country, is the Compagnie Internationale d'Electricité, of 
Liége. The following are a few of the machines exhibited 
on their stand :—Two balancers, ordered by the State, for 
120 amperes at 220 volts each. А motor-generator con- 
verting three-phase current at 3,000 volts and 50 periods to 


Fic. 2.—ELECTRIC CAPSTAN, INVERTED. 


continuous current at 220 volts, the output being 60 Kw., 
and the speed 720 r.p.m. А lathe, directly driven by a 
three-phase variable speed motor, is also of interest ; three 
speeds may be obtained by varying the number of poles 
of the motor. A very compact electrically-driven capstan 
is installed. To start the motor, the attendant merely 
presses a pedal, and by that means starts the automatic 
starting resistance, which is also exhibited, and has five 
separate contact switches. The whole arrangement is 
mounted on an iron plate, and as it is held in position by 
means of two horizontal pivots, it may be entirely inverted 
for inspection when the four catch bolts are loosened. Fig. 2 
shows the inverted capstan. The motor is an 18-H.P. com- 
D 
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pound machine. Thirty-six of these capstans are installed 
at the port of Antwerp, and a number arc on order. 

Of several generators exhibited by this firm, it will suffice 
to mention a 400-Kw. dynamo which has been bought by 
the State, and is direct-conpled to а steam engine made by 
Messrs. Van den Kerchove. The firm also supplied one of the 
above-mentioned 30-ton overhead travellers. The crab is 
fitted with two lifting devices, one for 30 tons and one for 


Fic. 3.—Gas PRODUCER FOR BITUMINOUS§COAL. 


6 tons, each worked by a 30-H. P. series motor. А special 
feature of this crane is that for travelling there is a motor 
at each end controlled by the same starter, thus doing away 
with a considerable length of shafting. | 
Undoubtedly the largest machines are being exhibited: by 
Messrs. John Cockerill, of Seraing.  Thoy are showing & 
1,200-H.P. gas engine built for furnace gas, and a 500-H. p. 
engine for coke-oven gas. The larger engine is intended for 
driving a rolling mill, and the smaller one is direct coupled 
to а dynamo built by the Compagnie Internationale d'Elec- 
tricité. The cylinders of the 1, 200-H. P. engine are 3 ft. 34 in. 
in diameter, and the stroke is 3ft. 73, in.,the speed 100 r. p. m. 


— 


40 
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four explosions per revolution are obtained, thus ensuring а 
very small fluctuation of speed, with a minimum weight in 


‘the fly-wheel. 


The valves are operated by a shaft, which runs alongside 
the engine, and is geared to run at half the speed of the crank- 
shaft: The inlet valves are above, and the exhaust valves 
below, the cylinders. The engine is governed by varying 
the quality of the explosive mixture, the compression being 

kept constant. To vary the mixture, 
the governor regulates the period 
during which the gas valve is kept 
open. Each cylinder is cast in one 
with its water Jacket. All parts that 
come in contact with the hot gases 
are water-eooled, and the temperature 
of the water, when leaving the 
engine, is not allowed to exceed 
50" C. If the water enters at а 
temperature of 15° C., about 11:2 
gallons рег B.H.P.-hour will be 
consumed. А pressure of about 
1 atmosphere suffices to ensure 
. efficient circulation. | 
The main bearings are provided 
with ring lubricators, and for the 
cylinders forced lubrication is used. 
The oil consumption is said to work 
out at about ] dram per B.H.P.- 
hour. For satisfactory working, it 
is essential that the gas should be 
free from tarry matter, and, as far as 
possible, from dust also. Сав con- 
taining more than, say, 0°05 grain 
per ch. ft., will necessitate frequent 
cleaning of the cylinders апа valves, 
and is bound to reduce the life 
of the engine. Compressed air is 
used for starting, and works on one side of the piston, 
until the first explosions take place on the other side. 
A special little air compressor is required for this 
purpose, and that used for starting the 500-H.P. engine is 
driven by a 5-H.p. electric motor. Magneto-electric 
machines are used for igniting the compressed mixture, and 
this system seems to be superseding all others, at least as 
regards the larger types. 

As regards mechanical arrangements, the Cockerill engine 
is very similar to those made by the Gasmotorenfabrik 
Deutz, of Deutz, near Cologne, the original holders of the 
Otto patents. Those of our readers who visited the 


‹ 
E 


Ета. 4.—SEcTIoN or Union Gas ENGINE (See p. 449). 


There are two tandem cylinders, whereas the two cylinders 
of the 500-1. P. engine stand side by side. The Cockerill 
gas engine is being made in this country by Messrs. Richard- 
sons, Westgarth & Co., of Hartlepool, and a few details 
of the type may prove of interest. Besides the above- 
mentioned tandem and twin types, there are also single— 
cylinder engines for smaller output, and tandem twin engines 
for 5,000-6,000 H.P. All the engines are double-acting, 
and work on the Otto cycle, so that with the largest types 


Düsseldorf Exhibition int 1902 will, no doubt, recollect that 
firm's excellent exhibits. At Liége they are again showing 
engines, varying in size from 2 to 250 H.P. The largest of 
these runs at 136 r.p.m. The piston diameter is 
] ft. 1012 in., and the stroke 2 ft. 54 in. The patent 
regulator keeps the proportions of gas and air con- 
stant, but varies the quantity admitted. Provision is 
made for cooling both the cylinders and the pistons 
with circulating water, but of course the smaller single- 
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acting engines do not require to have their pistons cooled The latter is estimated at £25 per ton on the London under- 
hy water. ground lines, and a saving of 3 tons per car is therefore equivalent 


The smallest engine represents a type made up to 5 H.P. to £75 a year added revenue per car—no inconsiderable item in the 
present days of vanishing dividends. 


These small engines have been made for the last 10 years, The company estimate a saving of some 20 per cent. in weight as 
without the type having to undergo any alterations to keep compared with the normal wooden railway coach, and in this 
it up to date. A 35-H.P. engine driving a horizontal pump connection the following comparative figures will be of inte- 
represents а new type of engine, whose characteristic iz rest: — 
simplicity of construction and absence 
of all unnecessary external finish. This 
engine gets its supply of gas from a 
Deutz anthracite suction gas generator. 
The gas used for the other engines 
is supplied from the producer shown 
in fig. 3, which stands just outside the 
Hall. It is primarily intended for 
briquettes of low grade bituminous 
coal with as low a calorific value as 
3,000 to 7,000 calories per kg. The 
generator, is fired simultaneously from: 
the top and bottom. It is fed from 
the top, which is left partly open, and 
in the fire all tarry matter is decom- 
posed. On leaving the generator the 
gas passes through a scrubber, and 
thence straight to the engine. When 


starting the generafor, an exhausting Great NoRTHEEN, PICCADILLY AND BROMPTON STEEL Can. 
fan is used until good quality gas is | Я 
f obtained. This fan 18 stopped when the enging is at 2 8 
work. Nonnen | Metropolitan Piccadilly and 
Another German works showing a gas engine is the Detaills. | апа City | E oe eee 
Maschinenbau Gesellschaft Union, of Zossen on the Ruhr. иаа "| Bteel coach. 
5 engine is built for an output of 500 H.P., at J | — — 
150 r. p. m., and works on the Otto cycle. Fig. 4 shows its i | n ft. in. ft. in. | ft. in : 
general arrangement and dimensions, and it will be seen ee Over body: ca Nb 2 Cae om I 
ength over үш 49 6 49 94 49 94 
that the engine is double-acting. The whole of the valve- Width over pillars .. 7 9 4 8 9 . R А 
gear, including the ignition, is worked off a single eccentric Extreme width | 9 4 8 10 89 
on each side of the cylinders. Height from floor to roof ... | 8 63 8 5 7 6 
The patent governing arrangement is said to give very аа ИЕ | ae о MEG. 
satisfactory results. The shaft governor is driven by an Bogie Кони : 34 6 33 104 33 0 
extension of the crankshaft, and regulates the quantity of gas Diameter of wheel 3 о { Motor, 30 } 2 6 
taken in and also the gas-air mixture by means of throttle ee - { Trail, 2 6° 
valves, but the quantity of air is governed by a slide Seating capacity 2 . „e. 552 "MEME 
valve. "The gas and air are mixed in an automatic valve weight „| 18 16 21 5 15 17 
with adash-pot action. The point of ignition is also governed UB pot passenger sented e 
4 . ik 
so that at light loads and poorer mixture, the ignition is Te iini d 225 p ond M 470 | £590 ^" — £998 


| 
| 


earlier. The governor rods are balanced and move in ball 


bearings, avoiding back pressure on the governor. 
The new coaches are being built to the designs of Mr. G. C. 


(To be continued.) Cuningham, the general manager of the Central London Railway, 
who has had experience with six American-built steel cars on his 
own line. 

Judging from the fact that 18 steel cars are being constructed at 
тете Loughborough for the Great Northern and City Railway Co., and 


that negotiations’ are on hand for 34 steel tramway cars for the 
L.C.C. Kingsway route, the Brush Co.’s favourable anticipations in 
regard to their latest venture appear to be more than justified. 


THE BRUSH COMPANY’S STEEL 
RAILWAY CAR. 


OUR LEGAL QUERY COLUMN. 


C 8 [Questions addressed to the Editors for insertion in this column should 


Engineering Co., Ltd., we were enabled to inspect what is claimed be written on one side of the paper. Free use of fictitious names, &c., 
to be the first British-büilt steel railway car, supplied from the may be made, Answers are furnished by a duly qualified lawyer, 
above company’s Loughborough works, for use on the Great but the Editors cannot undertake to be responsible for the accuracy of 
Northern, Piccadilly and Brompton Railway. the views which he may express. ] 
The car is the forerunner of some 18 similar ones to be supplied -— — —- 
by the same firm. It has scating accommodation for 52 passengers „ Wrston” writes:“ A, an electrical contractor, was carrying 
on either side of a central gangway. out considerable electrical work for B. C, the representative of a 
The framework is of steel, as also are the sides, roof and ends of“ wholesale house of fitting manufacturers, called on A, aud was 
the car. The window, door and seat fittings are of non-inflammable instructed to go and see B as coming from A, and submit his illus- 
wood, as generally adopted on the Metropolitan and District Rail- trations of electroliers, &c., as В wanted some. С was distinctly 
ways. told not to forget A’s trade discount. Nothing of prices, &c., was 
The car, which we illustrate herewith, is externally finished in discussed. С called as instructed, and stated he was told to by А, 
scarlet and white, and in shape resembles the ordinary tube stock. but appears to have given B the full trade discount, mentioning 
_ The advantage of employing fire-resisting material on under- that A did not want anything on the order. C's employers refuse 
ground electric railways necds little emphasising on our part; the to give А a single penny on the order that was secured on the above 
principle of such construction has been recognised on all the recently grounds. Can A recover in Court? There was no reason what- 
| opened electrical lines, and most certainly ought to be on our main- ever to give B any discount. The order was given by B direct to 
" line railways. C, and the invoice was rendered by B to C, and after A's consent 
i The Brush Co., although fully equipped for turning out non- was obtained was duly paid." 
| inflammable timber coaches, has, as the result of experiment, % It is not altogether clear upon the above statement of facts 
А decided in favour of the all-steel coach for the future. what it was that A gave his consent to as stated in the last line. 
: In addition to its immunity from fire, it represents a large saving If A assented to B having tte full discount, A cannot now claim 
in dead weight per passenger carried, and this, in turn, means а anything from C. It may well be, however, that the consent 
saving in the costs of propulsion. referred to[merely related to the delivery of the account. In that 
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case it is apprebended that the facts stated are sufficient to raise 
an implied contract on C's part to pay a commission to A. A should 
consult a solicitor. 


ЧА. G.“ writes: — I should like to ask you through the medium 
of the ELECTRICAL REVIEW :—Is a public supply authority bound to 
give a supply where the same is to be used only as a stand-by to a 
private generating plant, and аге they entitled to make any charges 
other than that for the actual current consumed ? " 

*„* There is nothing in any public Act of Parliament to prevent 
a consumer using electricity supplied from the mains of a supply 
authority as a stand-by' in the manner suggested. In certain 


districts supply authorities have secured the insertion in their pro- 


visional orders of clauses which place consumers who use the public 
supply as a stand-by on special terms ; but no such provision applies 
in the district from which “ A. G.“ addresses his communication. 


THE EFFICIENCY AND LIFE OF THE 
METALLISED FILAMENT. 


A8 long ago as 1888 Mr. J. W. Howell, in a paper read at 
the American Institute of Electrical Engineers. (noticed in 
our issue for June 21st of that year) gave a curve showing 
the life of Edison lamps, with * untreated ? bamboo carbons, 
when run at different efficiencies. Since those days con- 
siderable improvements have been effected in the Edison 
lamp. А paper has recently been read by Mr. F. W. 
Wilcox before the Ohio Electric Light Association, 
which was briefly noticed by the Electrical Review (N. V.), 
from which we reproduce the annexed curves. These 
show the useful life of lamps, run at different efficiencies, 
(а) with ordinary treated filaments, (b) with the new 
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metallised filaments, which latter were deseribed in our 
issue for August 11th, 1905. The curve of the lamps with 
* treated " filaments is steeper than the old curve referred 
to, and it is interesting to see how much steeper again is the 
curve obtained from the life tests with metallised filaments. 
It should be noted, moreover, that the curves indicate not 
the life of the filaments, but the wsef» life of the lamps, 
iv, run to 80 per cent. of their initial illuminating power. 
The economy "of the now familiar“ smashing point " policy 
had not properly dawned in 1888. 

The, voltage and candle-power of the lamps employed in 
the tests are not stated. 


CENTRAL STATION DESIGN: AN EXACT 
SCIENCE. 


(COMMUNICATED.) 


AN American writer has counselled the youth of his own 
and succeeding generations, as follows :—** Aim high, you 
may not hit what you aim at, but you will shoot the higher 
for the aiming." It is ‘the privilege of youth to bestow a 
certain amount of time and energy on the attempt to realise 


the ideal, and truly the world would be a less interesting 
place in which to live, if this were not the case. When, 
however, this attitude of mind is exhibited by older men, and 
in the sphere of business, it lays itself open to adverse 
criticism, as having strayed ont of its legitimate field of 
poetry or philosophy. Occasionally, even in the prosaic 
routine of central station work one comes across what would 
appear to be manifestations of such a tendency, and in this 
case the results are likely to conduce to unproductive extra- 
vagance. | . 

It is still, apparently, an unsettled problem in many minds, 
whether a public generating station shall be regarded strictly 
on business lines as a revenue-producing concern, or whether 
it shall be a sort of exhibition, attempting, апа often with 
too great success, to cover the utilitarian with a cloak of 
watheticism. Perhaps it is not altogether an advantage that 
the electrical industry should lend itself so aptly to æsthetic 
treatment, insidiously flattering the «our. propre of the 
members of our local authorities, and stimulating them to 
financial recklessness. There is beauty, no doubt, in a 
wonderfully swept and garnished engine room, but one would 
also point out the attractiveness of a favourable balance- 
sheet. 

It is only to be expected that a commercial undertaking 
of such mushroom growth as is that of the generation and 
distribution of electrical energy, should provide instances of 
very varied arrangements resulting from the existence 
of widely different conceptions as to the object, and the 
means of attaining that object, of the industry. 

Where progress has been so rapid, the interval between 
ancient and modern must inevitably be of short, duration, and 
the reign of one type of apparatus must be superseded 
almost immediately, owing to the evolution of newer ideas. 
No much has this been the case that engineers have rushed 
from one extreme to another, forgetting in many cases the 
claims of the older type in the attractions of the new. Asa 
natural result, many of our modern power stations (if a 


station may be regarded as modern after having been in 


existence ten years) present a most extraordinary conglomera - 
tion of plant, mechanical and electrical, of all sizes and 
shapes. 

It is, however, a task of no great difficulty to be wise after 
the event, to indicate early mistakes in the light of present 
wider knowledge, and the points proposed for consideration 
here consist not so much in the choice and arrangement of a 
type of plant as in a glance at the general aim and the clear- 
ness of vision with which efforts have been directed towards 
it. Neglecting the esthetic point of view above referred to, 
and omitting from our inquiry such stations as exemplify it, 
we may presume that, in the generality of cases, the main 
objects sought are efficiency and economy. Let us see how 
these laudable aims are in course of achievement. We need 
not go to older stations for examples—our present-day works, 
now in course of erection, will yield sufficient matter for a 
short inquiry. 

It has been said, and perhaps with some degree of truth, 
that “ Consistency is the bugbear of small minds," and one 
is inspired to hope that herein lies the explanation, difficult 
to find otherwise, of the very large number of inconsistencies 
exhibited in the average specification for plant. Who has 
not seen specifications calling for a definite steam consump- 
tion to the second place of decimäls, while the methods 
sometimes selected for ascertaining whether the guarantees 
have been attained may themselves be questioned as to 
accuracy within 5 per cent.? Of what conceivable service 
can be the guarantee of combined efficiency of a generating 
set, when the only method of checking it involves the use of 
the indicator, itself subject to a possible error of quite this 
amount ? 

Whether or not the engincers responsible for these and 
other similar anomalies can take shelter under the quotation 
mentioned, it may be argued that the question at issue 18 
not so much one of consistency as of another commodity of 
a much more ordinary kind—viz., common sense. 

In a recent specification which came under the writer's 
notice, several switchboard instruments of various types were 
called for. The ammeters reading from zero to 2,000 
amperes were required to have an 8-in. scale, and to be 
accurate within ‘> per cent. throughout the range of the 
instrument. It is a simple calculation to see that the 
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pointer must be true to its position within an amount not 
exceeding 2j of an inch at all readings, while the needle 
itself would, in an instrument of this size, be probably nearly 
Ig in. broad at the point. The voltmeters, and also the 
wattmeters, were required to come up to an equally unattain- 
able standard, and it would appear that the engineer was not 
satisfied that his conditions were even then sufficiently 
stringent. To give still further evidence of misdirected zeal 
it was specially required that the errors must be inclusive 
of any temperature effect: and finally, the ammeters were 
carefully placed within 6 in. of large bus-bars, on which the 
current would vary in intensity from almost nothing up to 
4,000 or 5,000 amperes. 

The precise object of all this is not quite clear, apd one 
cannot help wondering whether some latent vein of humour 
has not been rather expensively indulged, to the discomfiture 
alike of the instrument-maker and also of the station 
engineer. It is far from our present intention to decry or 
discredit exactness and accuracy ; let us be exact by all 
means, but it is preferable to exhibit the quality iu a rather 
more sane and less pretentious manner. 

If such accuracy could be insisted upon and carried 
through all departments of central station. plant, the works 
would, at any rate, be efficient, if perhaps somewhat difficult 
of operation. Unfortunately, however, it is usual to find 
that such laboured exactness in detail has had the effect. of 
allowing very serious objectious to occur in the general 
design of the plant. | | 

The use of the microscope is said to deteriorate the power 
of the eye for ordinary vision, and it is to be feared that in 
close attention to the small and comparatively insignificant 


“trifles in the arrangement, the broad lines of design are 


frequently neglected. It would appear that the sense of 
proportion becomes obscured, and the close scrutiny which 
should be given to the fowt ensemble is bestowed only on 
some of the component parts. 

The question of steam consumption of generating sets was 
referred to previously in the present article, and may well 
form the subject of a somewhat fuller consideration, as it is 
apparently a point far too much laboured. Of what 
advantage is it to the station engineer to possess combined 
sets where everything is cut abnornally fine to save a quarter 
of a pound of steam per KW.-hour on test, when his steam 
range condensation, steam-driven auxiliaries und leakage 
from joints are accountable for probably far more steam than 
is consumed by the actual generating plant itself? 

It is to be presumed that most stations can generate from 
their machines at the cost of something like 25 lb. of steam 
delivered at the engine, per unit. On examining the records 
of these stations, we find that the average amount of steam 
requiced per unit throughout the year is in the neighbour- 
hood of 50 to 60 Ib., and in some cases considerably higher. 
To obtain the low steam consumption guarantee, engine 
clearances must be reduced to the finest possible limit, 
greatly increasing the liability to serious accident, aud also, 
of course, the first cost, while, as is shown in the foregoing 
figures, the net gain, if any, to the station is practicably 
negligible. 

In the steam turbine particularly, a prime mover for 
which there is undoubtedly a very wide field in the future, 
the clearance between rotor and case is made so slight with 
a view to the exaction of the last fraction in steam consump- 
tion, that one constantly hears of blades stripped through 
too rapid starting. It is difficult to see the use in a power 
station of a machine which may be very economical when 


running but which requires half an hour to one hour's warm- 


ing up before it can be set to work, and in which а com- 
paratively trivial amount of wear in a. main bearing is likely 
to produce disastrous results. One is aware that this is 
rank heresy to most consulting engineers, but опе still 
holds to the opinion that truer economy would be achieved 
by sacrificing the steam consumption guarantee, in increas- 
ing the clearances somewhat, and being able to take the 5.30 
train home and cultivate a peaceful habit of mind. 

It should be remembered that the first essential condition 
in our industry is absolute reliability of supply, and, 
secondly, economy of production, although we are far from 
admitting that such a slight sacrifice of efficiency as that 
contemplated would materially, if at all, affect the latter 
consideration. 


There is another phase of the question which a station 
engineer rather shrinks from advancing, viz., the wear and 
tear of the engineer himself. The knowledge that his work 
is dependent on the maintenance of a 2 mm. clearance is not 
stimulating to reposefulness. It may be, if the present craze 
for the highest test-plate efficiency is maintained, that our 
municipal C:esars will be exclaiming :— 

Let me have men about me that are fat, 
Sleek-headed men and such as sleep o' nights ; 
Yond’—— hath a lean and hungry look. 

He thinks too much. 

Another phase of the subject of. anomalies in central 
station design is introduced in the installation of labour-saving 
machinery under conditions which cannot possibly result in 
economy. Such examples as fuel-conveying and elevating 
gear, and mechanical stoking appliances serve to illustrate 
this. Such apparatus would undoubtedly form а part, 
and a very valuable part, of the plant of a station 
operating under ideal conditions, but coming to the 
actual and dealing with load factors which are very 
far from ideal, they can in very few cases justify their 
selection on the score of economy alone. Tt is difficult to 
understand the attitude of mind of the Councillor who votes 
for such embellishments, and at the same time provides un- 
remunerative labour for the unemployed section of his con- 
stituents. 

Instances might be multiplied «d infinitum to advocate 
the cause of simplicity in station design, but enough ‘has, 
perhaps, been said to indicate a train of thought worthy of 
more mature consideration. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pul- 
lished unless we have the writer's name and address in our possession. 


Some Arithmetical Questions for Mr. Byng. 


I am neither a Free Trader пог a Socialist, and in theory 
I quite agree with Mr. G. Byng that the question of em- 
ployment should be settled by the employer. But, unfor- 
tunately, human nature is a malevolent factor. What, for 
instance, is to prevent a manufacturer, whose income is 
temporarily affected by the state of the market, from ronfri- 
buting to unemployment by sacrificing employés who have 
served him faithfully for years, thereby thinking to recoup 


himself by engaging cheaper men? That this is done occa- 


sionally nobody will deny ; it is, of course, immoral aud 
* suvours of serfdom.” I put it to Mr. Byng that a system 
of protective tariffs would do little to benefit employés 
subjected to such caprices of manufacturers. 

F. T. Talmadge. 


Seaham Harbour, Seplember 16/5, 1905. 


The Wiring Industry. 


Your correspondents Messrs. R. J. Nicholson & Co. con- 
sider that my article of September &th was not conclusive. 
Yet [ gather from their letter that they agree with my main 
conclusion, which is—that really capable contractors, who 
thoronghly train and retain their workmen, and who show 
enterprise, ingenuity and resource, have no cause to fear that 
they will be crowded out of the electrical industry. 

The only point they criticise is the suggestion at the end 
of my article, where I advised contractors to join their 
Association. 

Your correspondents contend that the only way such com- 
binations can influence prices is by the formation of а trust, 
against which they proceed to argue. 

I did not advocate the forming of a trust; that may only 
be done successfully where opposition cannot be established 
without considerable capital. I cannot agree that au asso- 
ciation has no other weapon. 

Although many manufacturers and wholesale dealers in 
this trade are not content to do business as their like iu 
other trades, but cater for the private customer, their chief 
business yet is with the contractor. If the contractors acting 
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together refuse to do business with wholesale houses which 
are also retailers, it is just possible that they may be able to 
secure fairer treatment. Even if they fail to do so an 
association can place combined orders: or, if need be, manu- 
facture, and so be enabled, as a body, to compete on equal 
terms. 

The Association has already proved itself useful for 
adjusting various matters with trade unions, corporations, 
consulting engineers and others. It also tends to friendli- 
ness between members, and to the exercise of a certain 
umount of public opinion on members who engage in practices 
injurious to the trade. ö 

I did not, however, defend the E. C. A. as a perfect organi- 
sation ; what I said was, let the best firms join and better it. 

I have said already that the purpose of my article was not 
to further the Association referred to, it was intended rather 
for the encouragement of the legitimate aud capable con- 
tractor, under a sentence of doom pronounced upon him by а 
previous writer. 

Donald 5. Munro. 

Glasgow, September 18th, 1905. 


— 


That the position of the wiring contractor is departing 
from that which it occupied in its youth, is а fact which is to 
be regretted by those э Were apprenticed to it, und also 
by the whole manufacturing trade. The fact that the local 
plumber, decorator, &c., is now doing his share of wiring is 


one which has done more to introduce the jerry wireman 


than any other, I believe. 

In cities and large towns a wiring contractor’s business is 
more likely of being a success owing to the greater scope 
available to obtain an all-year-round business, but in smaller 
towns, especially where the supply has been laid any length 
of time, it is a most difficult problem to compete with the 
local plumbing megohms, &c. 

New work is usually included in the plumbers’ contracts, 
and in a small town such a clannish spirit exists that) the 
work is given because Mr. So-and-So has always done it. 
The plumber, &c., finding he has such work almost forced 
upon him, perhaps engages n wireman, and when work still 
comes in the wireman is expected to initiate the plumbers, 
and before long they imagine that they can do electrical 
as well as plumbing work. In this way u great deal of 
wiring is got through. Then comes the result of this 
system of working, which is perhaps better imagined than 
described, 


What is most wanted, I believe, is to drive home the 


fact that electrical work is a separate branch to itself and’ 


not one which can be picked up by another tradesman and 
run as а by-show to his trade. 

If it is found impossible to run a successful all-year- 
round business, which is most desirable, as a reliable and 
competent set of men can be kept better together, it seems 
to suggest itself to me that the combination of a motor and 
cycle repairing department would be the ideal one to make 
tlie work go round :— 

1. Becanse the wireman should also be a good fitter. 

2. The plant necessary would be of valuable assistance for 
any special electrical work. 

3. The peaks of both departments should balance and be 
more likely to make an even yearly run than any other 
combination. 

4. The incompetent wireman would be more likely to be 
weeded out. | 

о. It would be the means of elevating the status of the 
Wireman who at present is regarded as one of a mixed 
family. | 

By this means ! believe the wiring industry, more especially 
in the provinces, would be more qualified to turn out a higher 
standard of workmanship than under the present conditions 
of working, and also from a commercial point of view, a more 
economical state of affairs would result from an equalised 
working year. 

I should like to hear the opinions of others in the trade 
аз to the best means of securing a more reliable foothold for 
the electrical contractor. | 

" | Edward А, Hall. 

Grimsby, Sevlember 17th, 1905, 


An Overcrowded Profession. 


The leader which recently appeared on the above subject 
had in it much worthy of thought, and there is no doubt that 
those who, after years of hard devotion to making them- 
selves efficient both in practice and theory, fail to ever 
obtain ought but a position which brings but a bare living, 
have reason to conclude the profession is overcrowded. 
True it is, but to it should be added in the majority of cases 
“ crowded with inefficients,“ and by this I would be under- 
stood to mean that the fault is not altogether with the workers, 
but with the training and surroundings they are inured 
to. In my humble opinion the technical training of engi- 
neering in all its phases would be much improved by the 
adoption of the method practised in the United States, where 
instruction professors are chosen who have to possess high 
qualifications for practical work in engincering in addition to 
the theoretical reasoning basis. Theory is good, practice is 
better, but the two combined make that scarce commodity 
* men"; from men who have all the college credentials 
possible, and yet fail to grasp the complexity of human 
nature as regards cultivating the tact required in business and 
the handling of a staff to produce in them that essential 
element esprit de corps, how can it be expected that they 
can command coutrolling positions and fill them with credit ? 

Further, owing to the predominant factors, influence and 
the “almighty " dollar, whigh at present is the key to more 
positions than those occupying them through this means 
would care to own openly, there are hundreds of zealous hard 
strugglers for existence in engineering work, who, however 
much knowledge they may possess, are never permitted to 
elevate themselves, being very often the backbone of the 
* inefficients " above them. - : 

Another feature of an overcrowded profession is the 
prevalent idea that parents have, in particular, of the elec- 
trical profession—that it is a fine line to put their sons to, 
large salaries and ideal billets; as an additional draw we 
have alluring prospectuses by various colleges or technical 
institutions, where, for a sum, say, of £200 or £300, young 
students may have so many years’ training in the branch it 
is proposed to follow up, after which they will be passed out 
and practically put into a billet—a very essential item, this 
latter part, to the reputation of the college. All such insti- 
tutions necessarily are kept well informed of all possible 
vacancies, hence outsiders who have no means for a course as 
above have difficulty in obtaining berths, and these out- 
siders form a large bulk of un **overcrowded profession.“ 
Again, among the student class it is difficult to drive home 
to the majority, the reasoning why they should cultivate во 
earnestly and steadfast, the essence of their tuition, enabling 
them by some years of hard work and study to prove creditable 
to their respective branches of work. Still more difficult is 
it to suggest a remedy for what appears an unsolvable 
problem ; add further Ше effects on our home industries of 
foreign importations in large consignments year by year, a 
matter, by the way, where the remedy lies in our own hands. 
From iny humble point of view, may 1 be so bold as to 
suggest that we cease talking about what ** England is, and 


Vas, and what we ought to do." Action is what is 


required. Take steps to improve, and allow efficiency to over- 
come the predominant partner, influence and the all-powerful 
dollar, giving every worker a fair field. Let the colleges 
have professors who possess the qualification before stated, 


giving less of the syllabus examination cram, and more of 


the solid item, but above all, ask your Education. Committee 
to give them salaries that allow good men to throw some 
soul into the matter, also let there be more co-operation 
between the employers and employés, so cultivating, 
originality, initiative and good feeling. Truly may it be 
said in this matter,“ Let there be light," probably when we 
awake from our present habit of giving matters consideration, 
and take action, the nation will develop more of the old type 
of Britisher men, who spoke their minds straight, worked 
hard and acted clean, instead of what has at present a 
tendency to become standard, а type who know how matters 
vo, but lack the courage to express a true opinion or act 
on their own, for fear of adverse criticism from 
their own kind, being more artificial than natural. Finally, 
let it be made clear to young earnest students at the 
beginning of their careers the “known” difficulties in 
“vetting он”; hence, they should be more persevering and 
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patient, and should by any chance the heads of electrical 
engineering departments feel dull, remind them of an 
excellent paper that is to be found in the Journal of the 
Institution of Electrical Engineers, Part III., Vol. XXXIII., 


entitled Trans-Atlantic Engineering Schools and Engineer- 


ing,” by a well-known hard worker in the interests of 
students. It may be good for thought and help to prove 
that the whole matter is one in which it can be well said, 
Wake up, England.” 

: A. L. Stanton, 
Southsea, Seplember 14th, 1905. | 


Lorain System in Wolverhampton. i 


May I be allowed to amplify “your bold and almost 
unaided attack" on the above system referred to in your 
issue of September Ist. 

When I “spoke airily of £20,000 profit" years ago I 


referred to the gross profit which would accrue on a five- 


minute service on 17 miles of route, J. e., on 2,174,215 car- 
miles, but our mileage last year was 808,508, or much less 
than half. I also based my argument on receipts of 18. a 
car-mile, whereas our receipts last year were under 114, 
(but that is over Id. more than. the average of other 
towns). | 

This was taking the tramways as а going concern and 
from a limited company’s point of view, and did not take 
into consideration paying off the whole of the capital in so 
many years by a sinking fund for the benefit of future 
generations. = 

You quote that “the report compares Wolverhampton 


working with 39 other undertakings " and the ** one result“ 


you are careful to draw attention to is the only result, which 
compares unfavourably, . e., that the units per car-mile are 
'24 higher, which, however, meant an extra income and a 
benefit to the electricity committee. In my opinion it is 
well worth the extra cost owing to the immunity from risk 
of falling wires. 

You are quite right in saying that the Corporation fully 
understood that it would require 20 per cent. more electricity 
before they went in for the Lorain system. I won't go into 
your elaborate calculation about lighting, which is puerile. 
What I said was that some of the extra electricity used 
* was accounted for by better lighting on the cars,” but you 


- most carefully ignore the fact that the total operating costs, 


including the extra electricity, are *2d. per car-mile less than 
the average of those towns. You might huve quoted me 
further when I said that “ the operating costs of Manchester 
were nearly 7d. per car-mile, as against 64d. in Wolver- 
hampton "—4.e., 6°85d. and 6°55d. per car-mile. 


If our operating costs were as great as the average of the 


39 other towns it would have made a difference of £674, or, 
compared with Manchester, £1,011 ; or what loss ** might 


have been made if the overhead system had been in use." 


This speaks volumes for the соро of our staff апа Ше 
care and attention of our engineer, Mr. Shawfield. 


One would imagine that you are very jealous of the . 


success of the Lorain system in Wolverhampton, but any 
whip is good enough to beat a dog with. 

You are absolutely wrong when you say that ** passengers 
have to. pay £960 more than the average passenger for the 
privilege of riding over Lorain Track." The extra *03d. has 
nothing to do with the question. If we had a universal fare 
of id. for whatever distance a passenger rode, the average 
fare would be 1d., and if we had any 4d. fares the average 


would be less than 1d. As a fact, we sell a considerable. 


number of 144. and 2d. fares (about 18 per cent. and 10 per 
cent. respectively), and consequently the average fare per 
passenger is over 1d. 

You may just as well say that a passenger pays over 1s. 
for the privilege of riding to Birmingham by the North- 
Western Railway, because a certain amount are also booket 
from Wolverhampton to Coventry ог London, and naturally 
the average tickets issued at Wolverhampton Station are over 
18. for each passenger. | 

You imply that £4,790 had to be spent on. renewals last 
year (1.в.‚ in maintenance and repairs). Asa fact we spent 


over £2,000 on renewals last year (under the head of main- 
tenance and repairs), have also charged the renewals account 
with £4,790 for further renewals in the future, and have an 
accumulated balance in hand of £8,800 in our * renewals 
fund“ (i. /., for permanent way, &c.), which may not have 
to be drawn on for many years. 


* You are pleased to quote such portions of my remarks to 


the Council as you think fit. I told the Council that, If 
we were a limited company we should have a gross profit of 
nearly 7 per cent. to deal with, and could pay a dividend of 
5 per cent. easily, and carry £4,790 to reserve after 
spending over £2,000 on keeping the concern in going 
order.“ j 

I may remind you that ‘some time ago the Institute of 
Municipal Treasurer& and Accountants and the Municipal 
Tramways Association appointed a joint committee to inquire 
into and report upon a staudard form in which to present 
the accounts of municipal tramways undertakings. In 
January last copies of the form, which was unanimously 
agreed to by the Institute and the Association, were 
forwarded to the borough accountant and to the tramways 
manager, with a request that, in order to secure uniformity 
at the earliest possible date, the Corporation should adopt 
the form in respect of the financial year ending on March 
31st, 1905.“ 

We are one of the few towns who have not adopted the 
“standard form." Had we done so, we should have shown 
a gross profit of over £15,900, or, after paying interest 
and sinking fund, a net profit of £4,988. 

I quoted Sunderland, who do keep their accounts on the 
* standard form." They have the same length of route as 
we have, but their income was £64,445, against £37,272. 
They made a net profit of £5,735, the whole of which they 
placed to “reserve fund," Ze, they made no profit if they 
had kept the accounts as we have. 

The cost of testing and repairing faults iu the Lorain 
system is very much less than the apparatus involved in 
keeping the overhead wires in order. If a contact box gets 
out of order, it does not stop the-traffic, as a car can skate 
over it, whereas a broken overhead wire causes a stoppage 
of the service of all the cars in the line of the accident. 

It is very difficult to find out the actual figures of other 
systems, but I took the trouble to get them out for 1902, 
and the average of such towns as supplied details worked out 
at°155 per car-mile, against our total costs of *115 last year, 
or over 30 per cent. more. | 

Liverpool last year had to keep a staff of 41 men and six 
tower wagons on hand, and their costs for four years, 
amounted to nearly £25,000, and worked out at 128 per 
car-mile. | | 

Ou a small tramway system, such as Wolverhampton, it is, 
absurd to expect a large contribution in aid of rates out of a 
total income of £37,000. 

I repeat “ I consider that our report is very satisfactory," 
and that I am glad we adopted the Lorain system (so, I 
believe, are the bulk of the inhabitants of this district). 

I have no wish for the centre of our town to resemble a 
bird cage. Electricity is always a source of danger, but in 
my opinion (and I think that the bulk of the people in this 
district agree with me) the overhead system is an infinitely 
greater source of danger than the Lorain. 

With reference. to the negotiations which my committee 
have had with the outlying company, I have no wish to 
satisfy your “spirit of curiesity." You may rest assured, 
however, that it is perfectly satisfied with the agreement, the 
details of which were proposed by the company itself. 

As your article has been copied and referred to in the 
Press, I liave forwarded this letter to our local papers. 


Charles T. Mander, 


Chairman of Wolverhampton Corporation 
Tramways Committee, 


Wolverhampton, 
Seplember 14th, 1905. 


(If Mr. Mander could have known what satisfaction һе 
would give us by writing the above, he would not have 
written it. | " 

We pass over the apparent тизе to gain а week's 
advantage, which was obtained by posting the letter so that 
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it reached our offices last Friday morning, as we have bigger 
fish to fry. We have to thank the Wolverhampton Express 
and Star for their courtesy in holding over the publication 
of the copy of the letter which was sent to them on Thurs- 
day, until Friday, our publishing day. Naturally they 
thought that the Alderman was playing fair. 


We ask our readers to con Mr. Mander's letter, for therein 


lies our justification. We ask them to believe that this 
letter is à true sample of the bulk. [t justly represents the 
kind of matter which has given Wolverhampton its Lorain 
system. | 

Wolverhampton, mind you, not Daisy Bank or Prince's 
End, or one of the other villages near by. 

The man who wrote this effusion has talked over a 
majority. to try and to ‘adopt a system about which 
neither he nor anyone else knew anything that was 
favourable to its commercial success. The thought makes 
us sad, for it involves so many intelligencies. 

Mr. Mander thinks it no shame to own that he misled 
his Committee, the Council and the town by referring to 
£20,000 estimated profit when he meant gross profit on 
70 per cent. more route mileage than is constructed at this 
day, or could be constructed except by a reckless enthusiast ; 
and who but the same enthusiast could conceive that 
Wolverhampton could support an average five-minutes' 
service over its complete system? 

Then, again, although the present receipts of 11d. per 
car-mile are 1d. over the average of other towns, the town 
was told that Is. per car-mile was to be expected, or 2d. per 
car-mile over the average, and it is well to remember that 
this glowing figure was forged from the financial experiences 
of & steam and horse tramway which could not pay its 
way. That extra 14., to which Mr. Mander draws our 
attention, would vive him £9,000 (2,170,000 miles x 1d.) 
towards a nef profit of £20,000. 

Are we to take it that chairmen of Tramway Committees, 
as a usual thing, press the spending of £200,000 of their 
ratepayers’ money on off-hand estimates such as these to 
which Mr. Mander lightly owns? But there is worse 
to. come. 

We know the general ruling of local authorities with 
regard to depreciation, but we have never before seen in 
serious print (presumably the letter is serious) the suggestion 
that money bought in the open market by an English 
municipality should be liable to the risks which used to 
attach to loans made to South American Republics. That 
is the only way in which we can interpret the statement that 
the “ airy ” profit is bolstered by another £8,000 or £9,000 
which ought to have gone to sinking fund. Mr. Mander has 
had so much practice in talking “ municipal ” finance to his 
Committee, that he forgets when he is writing to people who 
have been in the heart of electric tramways ever since the 
first was promoted, otherwise he would have pulled himself 
up before talking as he did about repudiating loans. 

We drew attentiou in the article which has at lust drawn 
Mr. Mander to the 194,000 units which were thrown 
away in Lorain equipment last year, but it appears that the 
more wasteful a tramway is, the more 16 benefits the town in 
which it is working, so long as the town also pays for the 


veneration of electricity. If Mr. Mander owned a colliery : 


and an ironworks, how much extra profit does he think he 
would make on the combination if he put down the most 
wasteful engines to drive his rolls, in order that more coal 
might be drawn to feed the boilers? Practically, the 
extravagance of one department is excused by saying that 
another is enabled to show better results thereby ! 

Mr. Mander proceeds to explain that he attributed some, not 
ull, of the extra electricity to the better lighting of the cars. 1t 
is really quite a minor point, to what he attributed it, but 
the report of his speech reads * the extra cost in units was 
accounted for, &. . 

We concede that we did “carefully ignore” the state- 
ment about the total costs being *2d. less than the average, 
but we said that we were without means to criticise certain 
figures which made up those costs, and in the light of 
Alderman Mander's exposition of the principles which seem 
to govern the finances of a shaky department, we hold. that 
our negative attitude is justified. 

We endorse most cordially the tribute to Mr. Shawtield’s 
efficiency, and we congratulate Wolverhampton on its escape 


from the even worse fate which would have overtaken it if 
the engineer had been one whit less enthusiastic and careful. 
We praise Mr. Shawfield, but do not envy him. 

We confess, at once, that the ** reasoning " is beyond us, 
which proves us “absolutely wrong” when we say that an 
increase of 03d. per passenger over the average fare 
obtaining in 39 other undertakings has cost Wolverhampton 
passengers £960 more than the average passenger over the 
lines of those undertakings. | 

In the words of the King-jurist in the famous trial of the 
Knave of Hearts, If there's no meaning in it, that saves a 
world of trouble, you know, as we needn't try to find out.” 

With regard to renewals, we implied nothing more than 
we said, and that was to refer to an item from the balance- 
sheet“ contribution to renewals fund, £4,790.” 

Surely Mr. Mander did not expect us to quote the whole 
of his remarks to the Council. What is the good of talking 
about the fine time а company might have if it owned the 
Wolverhampton Tramways? We have to deal with facts as 
they are, and they are incomplete enough. The balance- 
sheet shows £193 profit, when there still remains £4,688 


deficit to be written off the horse tramways. 


Does Mr. Mander propose to deal with this debt as he 
would like to deal with loans on capital account ? 


Either the Wolverhampton tramways have earned a 


profit, or they have not. The form in which the accounts 
are kept has nothing to do with the present point. The 
borough treasurer declares that £193 represents the profit, 
and if no more than £193 can be handed over to the rates, 
or carried to next account, we do not вее why- the people of 
Wolverhampton should be pleased to hear that, if the 
standard form had been adopted, the result would have 
looked better. 

As to the statement that the average cost of maintaining 
the overhead work in “such towns as supplied details," was 
155d. per car-mile in 1902, we can only say that such 
figures are utterly abnormal, and an average taken over the 
English systems will not exceed 100d. A definite state- 
ment is made with regard to Liverpool only. Wolver- 
hampton tramways cover 10 miles, Liverpool 100. How 
many testing cars and testers would be wanted to watch the 
contact studs on 100 route miles of Lorain track? Would 
they cost less than one tower wagon and crew per 17 miles, 
as in Liverpool ? The cost per car-mile of maintaining the 
overhead work in Liverpool during the last four years was 
as follows :— 

1904. 1903. 1902. 1901. 
094 095 127 199 


The costs for 1901-2 were abnormally high, . and 
we believe that they were due to insufficient inspec- 
tion and defective material, but the figures for the last 
two years are indicative of a more normal state of 
affairs. We consider that the present cost of 115 for the 
Loraiu system cannot be reduced with safety to the public, 
aud it is not by reason of insufficient inspection that it is во 
much above the true average of overhead systems, for that 
is most elaborately and constantly performed. 

With Mr. Mander's statements of personal opinion we 
need not concern ourselves ; our readers can judge how much 
they are worth ; but we have serious doubts as to his 
authority to speak on behalf of “the bulk of the 
inhabitants of the district.“ What they think is well shown 
by the local Press.— Eps. E. R.] P 


Earth Detecting Instrument. 


The problem propounded by © Mining Engineer“ in your 
issue of September 15th—namely, to determine “ what 
allowance ought to be made for the capacity current, in 
order to have indicated daily the leakage current "—is a 
somewhat, complicated one. 

Taking the case of main B, figures for which are given in 
Mining Engineer's " letter, the capacity current flowing to 
earth through the instrument would work out at. something 
like 59. milliamperes, corresponding to а capacity of, say, 
woth m.f. This capacity current, taken in conjunction 
with a leakage current of about *4 of a milliampere, is, of 
course, formidable, but it must not be/forgotten that in the 


Vol. 57. No. 1,452, Ѕирткмвив 22,1905.) THE ELECTRICAL REVIEW. 


455 


case of main B the insulation of each core amounts to nearly 
а megohm. 

Assuming, in the absence of precise information, that the 
actual load of the station (that is, 225 Kw.) is divided 


between the two mains A and B in proportion to the largest 
sectional area of each, the current carried: by В would: 


amount to, say, 110 amperes, and consequently the maximum 
allowable ‘leakage current would be 110 milliamperes from 
each main, compared with which the capacity current of 
59 milliamperes would be quite negligible, particularly when 
it is remembered that the two currents are in quadrature. 
Asa mattér of fact, however, as the insulation resistance of 


the mains falls, less : and less of the capacity current will flow 


through the instrument, with the result that its influence on 
the reuding will be even smaller than that just assumed, aud 
may well Te neglected. 

From a knowledge of the capacity (obtained either by a 
direct measurement, or from data such as those given in 
Mining Enginecr's letter) it is, of course, always 


possible to draw out a diagram from which can be 


obtained the true leakage current ** within the meaning of 
the Act.“ This, however, is a somewhat laborious process, 


and assumptions have to be made which may or may 


not be allowable in any particular case. 

The best plan is probably to regard the instrument as an 
indicator (as recommended by the Home Office rules), and 
to interpret the readings from time to time, should the 
deflections increase to any extent, by means of а direct 
measurement of the insulation, as has been done by “ Mining 
Engineer." If this is done the readings really become 
quantitative, which can never be the case so long as lamps 
or devices of that sort are used. 

In Ше case of direct-current systems, it may, be well to 
remark, the problem is a comparatively simple one, owing 
partly to the fact of there being only two mains to be con- 
sidered, but more particularly owing to the capacity of the 
cable being without effect on the results. In this case, the 
instrument readings can be at once interpreted by means of 
a direct reading table, and the leakage current, as well as 
the insulation of each main, read off. 

It will be observed that I have throughout ident with 
main B only, and this is owing to the fact that in the read- 
ings given for main A, some mistake must, I think, have 
crept in. A deflection of 33 milliamperes on each phase 
does not seem to me possible on an insulated system, as it 
would indicate that when the instrument was connected 
between any of the mains and the earth, the potential 
difference between that main and earth -was unaltered 
thereby, which is clearly impossible in view of the fact that 
the insulation of each main is more than 20 times that of 
the instrument. The only explanation J can suggest is that 
in some way or.other the neutral point of the system (if it 
has one) must have become earthed, so that the system is 
not in reality an insulated one. In that case a reading of 
some 30 milliamperes “might well be expected. The addi- 
tional current cannot well be due to capacity in this instance, 
owing to the fact that the capacities are evidently balanced, 
so that they will not enter into the problem at all. 

I notice with envy the extreme accuracy with which the 
insulation resistance has apparently been measured (to more 
than oue part in 500, 000). Probably, however, this is 
merely because the results have been worked out by means 
of logarithms. 

. Kenelm Edgenmbe. 
Westminster, en her 19/h, 1905. | 
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Telephone Amenities. 


I have recently received two peremptory requests from the 
National Telephone Co. to pay them a deposit of £1 in respect 
of call fees in connection with my telephone subscription. At 
the. time of their first application 1 had used 225 calls out 
of my 360. At the time of their second request I had still a 
balance of 100 calls in my favour, and yet their notice ends 
thus : “ Unless payment of the amount is made forthwith 
the company regrets that it will have no option but to decline 
to put your calls through.” According to my present rate 
of making calls it will be another three months before the 
company is entitled to ask for a further prepayment deposit. 

If they adopt the same means with all their subscribers 


and receive а deposit many months in advance of the time 
it becomes legally due, it must be very much to their 
advantage. 

It would be of interest, I think, to many subscribers if 
you could state what the legal position is under such cir- 
cumstances as those recorded above ; it appears to me to be 
little short of attempted blackmail. 


| W. P. Adams. 
. Westminster, September 19/5, 1905. 


Trolley Reverser from Indla. 


Folks at home are apt to imagine that in the land of 
tigers and other wild things, engineering is rather in keeping 
with the tigers, &c. As I read my Revigw, which I 
receive only "fifteen days old, I hasten to dispel the tiger 
engineering idea. 

J was much interested in your description of Ward's 
patent trolley  reverser, described in the REVIEW on 
August 11th. 
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Some two months ago I began to work ona scheme to 
automatically reverse the trolley poles at our new car-shed, 
which contains six roads. Enclosed are two photographs 
of a small model of the scheme, also a plan of the overhead 


equipment for one road, which 1 think you will agree needs 


no explanation. 


A protection has been taken out for the arrangement in 
India. 


Madras, August 31st, 1905. 


[We congratulate our correspondent on his ingenuity, and 
regret that the 9 were not impe for repro- 
duction,—Eps. E.R. ] 


J. F. Jones. 


Wire Bridge for Cable Testing. 


In your issue of August 25th, 1905, I note that in an 
article written by Mr. G. C. Knight there is described а 
fault“ localising form of wire bridge for cable testing. I beg 
to state that, curiously enough, this identical form of instru- 
ment was constructed and "used by myself, and others, in 
Bermuda in the year 1894, and I have used it, and others 
at other stations, fairly continuously ever since. 

Practically, I have found it a most excellent means of 
localising “ earths " in lengths of cable. 


The scale in my instrument was divided into tenths and 
hundredths. Whatever the length of cable tested was repre- 
sented on this sale. Zero was in the centre of the scale. 

I append a rough electrical diagram of connections. 


Е 
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The use ef ап acourate resistance coil by a suitable 
modification converts it into an excellent Wheatstone's 
Bridge.“ | . 

J. Palmer, 
Quartermaster-Sergeant (Mechanic & Electrician), 
І Royal Engineers. 


Cardiff, September 17th, 1905. 


Finding Fault, 


The articles and letters on fault finding are very interest- 
ing (mostly fiction) and amusing. It appears that by the 
time one has unravelled a man’s pet methods and made 
allowances for all the complaints of other men on them, 
appearing in the following issues, the only faults that 
can: be found are likely to be those that the fault finders 


find with each other. 
р. 


Municipal Trading. 


I have before me, as I write, a pamphlet issued by the 
Lowestoft. Corporation Electricity Department to their 
consumers extolling a certain make of incandescent lamp, 
and stating that they are prepared to supply the same at 
cost lo them, purchasing large quantities. 

Now, Sir, we ratepayers have heard a great deal lately 


anent municipal trading, and doubtless, where it reduces 


our rates, it is a very fine thing ; but where, as in the 
present case, that same trading reduces our business with- 
ont affecting our rates, I think it is only right to protest 
against a most unfair competition. | 

This pamphlet goes on to state that, “ These lamps, by 
consuming less current, reduce the consumer's bills." 

I am not directly connected with any branch of the 
electrical industry, except through my meter, and so may be 
in error, but I have always understood, in common with the 
other ** individual in the thoroughfare," that the greater the 
demand the lower the rating. 

I should really like to hear the views of some of your 
technical readers on this subject, as if this practice is likely 


to spread I may look for active competition in the prices of. 


half-shoulders and lamb chops. 
E. J. Cunningham. 
Catford, September 19th, 1905. 


Localisation of Cable Faults. 


An error unfortunately occurred in our reproduction of 
fig. 1 of Mr. Henry Joseph's article under the above heading 


last week. We reproduce the figure showing the correct con- 
nection, which was doubtless easily guessed by readers of 
the article. 


We regret that, owing to the pressure on our “ Corre- 
spondence columns, we have been obliged to hold over 
several letters which came to hand on Wednesday morning. 


[== eS 


Mill Gearing,—The * UNBREAKABLE" PULLEY AND 
MILL GzgaRING Co. Lrp., of Manchester, have secured the con- 
tract for the complete equipment of the new mill of the Radcliffe 
Loom and Power Co., Ltd., Radcliffe, Manchester, with their 
„Unbreakable W. I. pulleys, swivel bearings. adapted for 
“ Diamond” lubrication, couplings, and bright turned Siemens- 
Martin steel shafting, for the production of which they have a large 
and up-to-date plant, 


- BUSINESS NOTES. 


Electrical Enterprise in Mexico,—It is reported that 
the Mexican EnECTBRIO LiaHT Co. has been formed as a Canadian 
company at Montreal with a share capital of £240,000 and an 
obligation issue of £240,000. The company owns the concession 
for the exploitation of the waterfalls of Necaxa, and takes over 
the property of the Compagnia Explotadora de las Guerzas Hydro- 
Electricas, of San Ildefonso, and of the Gas and Electric Light Co. 
Another scheme relates to negotiations which are said to be pro- 
ceeding both in Berlin and London with a view to the establish- 
ment of a large electrical undertaking in Mexico, both for lighting 
and power purposes. It is reported that the constitution of this 
new company will take place in October. | 


Sunbeam Lamp Bulbs.— We recently referred to the 
fact that glow lamp bulbs are not usually made by British lamp 
manufacturers, the reason being the great difference in cost between 
British and foreign bulbs. Had not the glass manufacturing in- 
dustry been hopelessly crippled years ago by the trade union, we 
might to-day have been exporting bulbs, instead of importing 
them. However, it appears that the trade is not quite extinct in 


the North, its ancient centre, for the SuNBEAM Lamer Co., LTD., 


manufacture both the glass and the bulbs themselves at their own 
glass works in Gateshead. The Sunbeam lamp is thus entirely 
English-made. 


* Hygienea Telephones.— The accompanying figures 


show a novelty which is being introduced by the STERLING TELE- 


PHONE AND ELECTRIC Co. (late Berliner) Repeated attempts have 
been made to do away with the foul odour emanating from the 
mouthpiece of a transmitter that is frequently used, with little 
success ; the Sterling Co. have gone one better, and done away with 
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the mouthpiece. It might-be supposed that this would hinder the 
efficiency of speech reproduction, but this is not the case; on the 
contrary, we can vouch for the fact that excellent results can be 
obtained with these hand-combinations, while their appearance and 
convenience leave nothing to be desired. | 

Fig. 1 shows a domestic set, with automatic hook and push 
button for fitting on existing electric bell circuits, calling one way 
or.both, as specified ; fig. 2 shows a more pretentious instrument, 
containing an induction coil and bell, and capable of speaking over 
considerable distances. A neat table pattern is also made. Pam- 
phlet No. 101 gives full particulars of this new line. 


Liquidation.—In the Vacation Court on Wednesday, 
before Mr. Justice Bray, Mr. Bramwell Davies, K.C., asked for а 
compulsory winding-up order in the matter of the LESLIE WALKER 
INSTANTANEOUs FIRE DETECTOR AND FIRE INDICATOR Co., LTD., 
on the petition of Mr. C. J. G. Stenning. Counsel for the company 
asked fora further adjournment on the ground that negotiations 
were in progress for the sale of the company's patente, and there 
being no affidavit setting out this fact, his Lordship made the usual 
compulsory winding-up order, : 
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Pressed Steel Valve Bodies for Superheated and 
High-Pressure Steam.—Cast-iron has long been condemned ag 


. а material for valve bodies, except for low-pressure steam. It is 


weak, brittle, and unreliable, and has caused many accidents. Cast 
steel is now much used in its stead, but it is liable to blow holes, 
and it is very apt to be warped out of shape in the casting. It is 
also not an easy material to machine. With the high pressures 
now in vogue, and the high temperatures of superheat employed, a 
really sound and reliable material is much required for valve bodies, 
and for this purpose there is at present nothing to equal mild steel. 
Acting on this belief, the CRUSE CONTROLLABLE SUPERHEATER Co. have 
brought out a new form of valve. The body is hydraulically pressed 
in two parts from stout mild steel plates, and these pressed halves 
are riveted together with a central diaphragm plate. This dia- 
phragm forms the division between the inlet and outlet openings of 
the body, and it carries the valve seating of nickel steel. The valve 
and the spindle are also of nickel stcel, gun-metal not being a 
reliable alloy at the temperature of superheated steam. The 
openings for the spindle are flanged to take a steel closing plate 
which carries the gland and pillars, and the whole of the construc- 
tion is specially devised for the arduous duty of being safe and 
tight under the most stringent modern conditions of pressure aud 
temperature. | ' 


Milling Machines.—We have received from MESSRS. 
ALFRED HERBERT, LTD., a catalogue of their milling machines, 
which is more than a mere catalogue, because in it are illustrated 
various special milling operations which help the user of machines 
in selecting methods for doing work. Then there is а form given 
for the keeping of records of work with a view to keeping perform- 


ance up to the mark, as well as to serve as a guide for making 


estimates and setting prices. Instructions are given for the 
installation and general adjustment of machines so as to ensure best * 
working results, each main detail being taken in turn, and there 
are practical notes and suggestions interspersed. Short, but none 
the less of value, is the page on how to prepare work for milling. 
Thus, painting and japanniug are sometimes advantageously to be 
done before milling any surfaces.  'This may waste a little paint, 
but it will often save much time and labour. The importance of 
pickling and how to carry it out are emphasised, and, finally, there 
is a section descriptive of milling cutters, and some excellent 
remarks on pitch and its effects. Illustrations, tables and prices 
of the usual forms of cutters are added, with arbors, calléts, chucks, 
and a table of cutting speeds. The machines for which all these 
tools are intended are fully illustrated and described in the earlier 
part of the catalogue.. 


Electricity in Sweden.—In а publication recently 
issued by authority of the Swedish Government on the trade, 
industry, &c., of Sweden, are several interesting notes regard- 
ing electrical development in that country. The electrical in- 
dustry there has undergone an immense development during recent 
years. Concerning the resources of water-power, an approximate 
calculation was recently made by Prof. Arrhenius, according to 
which the total supply was estimated at 4,000,000 н.р., and the 
reflection was made “that probably 10 to 20 per cent. of the. motor 
power at present requisite for the industries and rail traffic of the 
whole world could be furnished from Swedish waterfalls.” . Even 
taking into consideration that the greater proportion of this 
abundance of power is located in parts of the country where it 
cannot at present be profifably utilised, there is sufficient 
supply of power for the needs of the country itself for а long time 
to come in waterfalls suitably located in the southern and central 
parts of the country. A certain number of these are already put 
to use, chiefly for the mining and iron industries. 

The first transmission of electric power of great significance 
was carried out in 1891-2 from Avesta, on the River Dalelfven, to 
the Norberg mining district. Subsequently there have arisen in 
quick succession а number of such transmissions of considerable 
dimensions. At several large iron works, such as Sandviken, 
Fagersta, Hofors, &c., the rolling mills are worked by three-phase 
electric motors. The first rolling mill motors were erected in 
1894-5 at Hofors (200 H..); the largest motor for this purpose is 
to be found at Fagersta (600 H..). They are generally of the 
"Tandem" system, elaborated by the General Swedish Electric 
Co., Ltd., at Vesteras. Rolling mills with continuous current are 
set up at Nykroppa, constructed by the Electrical Co., Ltd., 
" Magnet," at Ludvika. At several places enriching works for the 
utilisation of poor ores have been established, where the enriching 
is carried out by means of magnetic ore separators of Swedish con- 
struction. The Sandviken works possess one of the largest power 
distributing establishments where 2,000 н.р. are distributed on 


some 80 motors. Where water-power is not available, the distribu- | 


tion is made from a steam-driven station, as at the Aktiebolaget 
in Stockholm, the Falun Carriage Factory, the Hoganas 
Coal Mines, a number of sawmills in Norrland, &c. 

For electro-chemical industries large quantities of power are con- 
sumed, as at the Mansbo chlorate factories, 3,750 H..; the Alby 
carbide factory, 2,000 н.р.; and at a Trollhattan factory, 3,000 н.р. 
At the Gysinge works а great quantity of the power is used for 
electrical steel smelting according to the Kjellin method. Such 
steel smelting is also carried on at Brattfors on the Héroult 
method. 

‘Electric railways are principally in use only for small goods 
traffic; these lines use a continuous current at 500 to 600 
volte. For passenger traffic there is a narrow gauge railway 
from Stockholm to  Djursholm. The question of running 
the State railways as rell as the larger private railways by elec- 
tric power has received earnest consideration. Electric tramways 


exist in Stockholm, Gothenburg and Helsingborg, and are in. 


preparation in certain other towns. 
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Among the 9З towns in Sweden, 53 had at the time of writing 
introduced electric light, which is furnished either from works 
conducted by the respective communities or concessioned com- 
panies, and several others were intending to erect central electric 
systems, The largest central station for electric lighting is in the 
capital. In 1890-1 a steam plant of 2,000 н.р, was built, furnishing 
the current on a three-wire system with a tension of 2 x 110 volts. 
The machines are assisted by large batteries. Owing to the 
large increase. of consumption these works became insufficient, 
and in 1903 a new larger steam station was built outside the town, 
planned for 16,000 E. P., which, by a three-phase alternating cur- 
rent at 6,000 volts, furnishes the electricity to four sub-stations in 
the town. From these a continuous current of 2 x 220-volttension | 
by means of asynchronous motor-generators, in connection with 
storage batteries, is distributed. ‘Several towns are lighted by 


. power derived from waterfalls and in many cases the old steam' 


stations have been enlarged and supplemented by transmission. of 
water-power. 

The electro-technical industry in Sweden has made great pro- 
gress during the last decade. At first electrical machines, as well as 
other electrical articles were imported, the principal furnishers being 
the large German firms. Gradually; however, the home machine 
industry has developed to such a degree, that at present it is able 
successfully to compete with foreign countries. The largest Swedish 
factory is the Allmünna Svenska Elektriska Aktiebolaget, at 
Vesteras. Luth and Rosens Elektriska Aktiebolng, in Stockholm, 
commenced the manufacture of electrical machines in 1897. Of 
late, two energetic companies have sprung up, the Joint Stock Co. 
Magnet, Ludvika (1900), and Arbra Mekaniska Verkstad (1903). 
Some smaller factories (chiefly for the manufacture of small 
motors) have been in existence, but most of them have ceased their 
activity. Other electrical material than machines is still for the 
greater part being imported. Arc lamps are partly manufactured. 
in the country, as are also electric wires and cables and porcelain 
insulators. КУШ ; 

The great importance of electric power transmission and 
distribution for the industrial development of the country, espe- - 
cially with regard to the utilisation of accessible natural forces, 
has, during later years, necessarily attracted the attention of the 
law-giving authorities, who have taken measures for promoting and 
controlling the establishment and subsistence of electric concerns. 
These measures place Sweden in a very advanced position as regards 
legislation in this respect. Д | 


Improved Chain-Grate Stoker.— The ordinary chain- 
grate stoker is a collection of short cast-iron bars carried by a 
series of transverse pins or rods like a link belt. Where the chain 
grate thus formed, bends in passing over the end rollers, the links 
open out, and the chain becomes very open and lets in an excess of 
air. This open end, if not covered by the damping plate, admits 


ash and clinker, and a hard lump may prevent the grate closing 


when it reaches the straight position again, and thus place a 
great stress on the link pins or rods. In the Miller-Bennett chain 
grate, which has been acquired by Messrs. Bennis & Co., each short 
link is cut away on one side, and has a projecting boss on the 
other side, and when erected the links fit closely together and 
move round the terminal roller without causing any projection or 
opening in the chain.  'There are no through rods, but each line of 
links is complete in itself and independent of the other. No 
openings for clinker to enter are left, and the chain asa whole is 
relieved of much stress. 'lo this improved grate & water-cooled 
dumping bar is provided, and the rear end roller is solid faced so 
as to minimise the influx of air through the grate where bare of 
fuel. The chain grate is ideal in respect of its self-cleansing 
property, but all chain grates burn their fires thin at the rear end 
and admit an excess of air. The improved grate gets over а part of 
this trouble, and is altogether a great improvement upon the old 
form of chain grate. This blass of grate is, of course, applicable to 
mechanical stokers of the coking variety. | 


A Cape Town Lafsuit.—We have received particulars, - 
from a South African correspondent, of an action which has recently 
occupied the Courts at Cape Town (Hon. Mr. Justice Maasdorp). 
The case was that of HERRON v. TORQUE ELECTRICAL ENGINEERING 
Co., AND OTHERS, and it occupied the Court a number of days, after 
which judgement was reserved, it being subsequently delivered on 
August 14th. The action was brought by George Frederick Herron, 
an engineer, at present of Cape Town, against Edmund William 
McLachlan Thomas, in his capacity as trustee in the insolvent estate; 
the British General Electrical Co., the Telegraph Manufacturing Co. 
(Colonial) Ltd., Stewards & Lloyds (S.A.), Ltd., and Siemens, Ltd., 
all of Cape Town, to have an order of sequestration superseded and 

j n for a preferent claim for £1,000 in 
respect of two dynamos pledged to the plaintiff, and £2,500 


damages. 

The declaration set out that on & petition the Torque Electrical 
Co. was provisionally sequestrated, and among five partners the 
name of the plaintiff was if@tuded. Un the return of the summons 
in connection with the making of the order final, the plaintiff 
appeared, and filed a short affidavit denying that he was а partner in 
the Torque Co. The Court pronounced final sequestration against all 
the partners, but gave leave to the plaintiff to bring an action to 
prove he was not a partner. The last four defendants maliciously 
instituted proceedings in insolvency against the plaintiff as a 
member of the Torque Co., and caused the plaintiff's name to bo 
included in the order of sequestration. The plaintiff had never 
been a partner of the Torque Co., and never held himself out as 
such, but on the contrary, he frequently represented to the last four 
defendants that he was not such a partner, and by reason of his 
name appearing he had suffered damages in £2,500. On November 
10th, 1904, the plaintiff agreed with the Torque Co. to endorse a 
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bill for the sum of £1,000, the said company undertaking to deliver 
three dynamos to the plaintiff as security. The plaintiff had ulti- 
mately to repay the amount to the bank. After the sequestration, 
the first-named defendant took possession of the dynamos, and the 


plaintiff claimed to rank as a preferent creditor to the amount of 
£1,000, for an order declaring the plaintiff not a partner, and super-. 


seding the final order of scquestration against him as against the 
first defendant, and as against the last four defendants judgement 
for the sum of £2,500, with costs. | 
Phe defendants, in their plea, admitted the order of sequestration, 
but submitted that the claim for damages was bad in law and dis- 
closed no ground for action. The proceedings were not maliciously 
taken, but were bma fide, and taken on reasonable cause. The 
Torque Co. commenced business in Cape Town in September, 
1904. The business was conducted by the plaintiff and Neale, both 
of whom gave orders to the Torque Co. for goods to be supplied, 
and in general the plaintiff carried on the business, and led the 
defendants to believe that he was a partner in the Torque Co., 


which had a contract to supply light to the Cape Town Exhibition. 


The defendants did not admit that the plaintiff paid the company 
the said money, or that the company delivered the dynamos to the 
plaintiff. The defendants further alleged that the pledge was made 
when the company's liabilities exceeded its assets, and at a time 
when insolyency was contemplated, and was, therefore, undue 
preference, under the Insolvency Ordinance.. In reconvention they 
claimed that the pledge should be set aside. The replication denied 
that the plaintiff carried on or conducted the business, or that he 
led the defendants to believe he was a partner in the company. The 
Nealeron Co. was formed fo assist the Torque Co. with the 
contract. i i 

We have not space to report the hearing in detail. Those who 
wish to follow the matter more fully, will find an account of the 
proceedings in the Cape Times for July Gth, 7th and 8th, and the 
judgement in the issue of that paper for August 15th. At the 
conclusion of his judgement, Mr. Justice Maasdorp said :— 
" Although I hold that Herron was no partner in Torque, and do 
not go into the question of estoppel, still circumstances did exist 
which led to the reasonable belief in the partner of the four last- 
mentioned defendants that Herron's interest in the business was 
such that he might in law be regarded as a partner, and I am of 
opinion that they did not act maliciously in the legal proceedings 
taken by them. The plaintiff sets up a claim against the insolvent 
estate of the Torque Co. for £1,000, and also claims a right of 
pledge for this debt in respect of certain machinery, But it seems 
{ө me he has mistaken his remedy. The machinery for proving 
debts and setting up preferent claims is provided by the Insolvent 
Ordinance, and the plaintiff must proceed in the ordinary way. 
But Iam quite prepared to express the opinion that the pledge was 
never validly constituted. The machinery remained in the 
possession, and under the control of Neale, and at the time of the 
alleged delivery was actually still in the course of ercction for use 
by Neale. The Court will order that the final order of adjudication 
be varied by striking out the name of Herron as partner in the 
Torque Co. Defendants to pay the costs.” 


Charges of Fraud.—At the Worship Street Police Court 
last week, a Frenchman was brought up on remand on a series of 
charges, including obtaining a voltmeter from the Walsall Elec- 
trical Supply Co., 116, City Road, Е.С. According to the evidence 
for the prosecution, the prisoner, on August 11th, called at the com- 
pany's place and asked the price of the instrument, saying that he 
was from the firm of Collins & Collins, 33-4, Chancery Lane, with 
a view to placing orders should the price list prove satisfactory. 
He was supplied with lists, and went away ostensibly to submit 
them to his firm”; but he returned an hour or so later and asked 
for a meter “ оп approbation." One was handed to him, and nothing 
more was seen or heard of him until after his arrest, but meanwhile 
the meter had been returned to the company's place by a lady. 
Evidence was given by the caretaker of the Chancery Lane building 
indicated, but neither the prisoner nor the firm mentioned by him, 
was known there. Then came the police evidence and the accused’s 
pretty free knowledge of Englislt. Detective Ratliff deposed that 
about noon on the 5th inst. he was in company with Detective Mold 
in Central Street, E.C., when he saw the prisoner. Believing him to 
be a person who was “ wanted " on another charge, he followed him 
to Golden Lane, where he entered the premises of Messrs. Mackie 
and Co., dynamo makers. He called him out and told him he 
answered the description of a man who, by means of a trick, had 
stolen a voltmeter. He was told he would be taken to the police 
station, whereupon he admitted he had the meter, and added, “If 
they won't charge me they can have their meter back We have not 
done fraud. If they will not charge me I will get the meter back 
in 24 hours, and pay them for their trouble. If people are во silly 
as to part with their things like that, I can't help it. Just now the 
meter is in Paris." The prisoner, who insisted on a French inter- 
preter being employed, was committed for trial. He had been 
lodging off Euston Road. 

William Leslie and Frances Cheeseman, who have been wanted 
for some weeks onthe charge of being concerned with Webber and 
Rosenberg, of Putney, in the alleged electrical frauds case in London, 
already reported, were arrested at Aberystwith on Saturday last. 
It is stated that the police found £6,000 in sovereigns and notes, 
and other property amounting altogether to £7,950 among their 
belongings. 


Forbes v. Neal.—In the Vacation Court on Wednesday 
before Mr. Justice Bray, the case of Forbes v. Neal came on for 
hearing, on a motion for judgement in default of defence, The 
defendant, John Edward Neal, was stated to be an electrical engi- 
пеег carrying оц business in various parts of the world, with а 


branch in England. The plaintiff, William Samuel Forbes, entered 
into partnership with the defendant and paid a sum of £250 as 
premium. He now alleged that he had been induced to euter into 
the partnership by misrepresentations as to the position of the 
English branch, and he claimed rescission of the partnership agree- 


ment and a return of the premium. His Lordship made the order 


asked for. 


Consular Notes.—AUsTRALIA.—In a recent exhaustive 
report on trade conditions in Australia, the German Commercial 
Attaché at Sydney observes that the Australian Commonwealth has 
relatively speaking, one of the finest tramway systems in the 
world; and of all the States, New South Wales, with its chief town 
Sydney, has, perhaps, the best service. Consequently the tram- 
ways create a good demand for electrieal and other material. 
Owing to the extended nature of Australian towns, а very good 
field existe for tramway undertakings, in which the several Govern- 
ments are taking great interest. 

BoLivi4.—In a report on Bolivia, recently published by the 
Bureau of American Republics, Washington, it is stated that 
Sucre, La Paz, Cochabamba, and Potosi aff rd positive advan- 
tages for the establishment of electric light plants operated by 


hydraulic power. The first of these cities can utilise the waters 


of the Cachimayo River, which is but a chor: distance’ from the 
town; the city of Le Paz can use the Choqueyapu River, which 
flows through ite centre; the city of Cochabamba can utilise the 
waters of the Rocha River, and especially those of the Colomi 
River, which, at a distance of 30 kilometres from the city, has a 
fall of more than 100 metres; and the city of Potcsi can use the 
waters of the neighbouring lakes. The righ:« of the companies 
which may establish thie class of industry ar» duly protected by 
law. In 1888 an electric light plant was established in La Paz, 
and the power house wae located in tho upper part of the city 
in order to use the water of the river. Tio contract now in force 
between the municipal council and this company contains the 
following clauses : —The company agrees to light the city, using 
for this purpose 425 incandescent lights cf 16-C.P. each апа 
eight arc lamps of 3, 000-C. P. each. On moonlight nights the 
company furnishes no light to the city, ard on other nights only 
until 1 o'clock in the morning. The municipal council pays an 
annual subsidy to the company of 26.050 bolivianos (about 
£2,000), payable monthly in advance. The duration of the pre- 
sent contract is eight years, of which over five have expired. By 
decree of May 8th, 1858, importers of machinery for any man u- 
facture or industry unknown before in the Republic are guaran- 
teed an exclusive privilege for 10 years. This term may be ex- 
tended by legislative enactment. Municipal governments pay 
subventions only for public eervice, leaving the companies free 
to contraet with private individuals in such terms ae they may 
deem most convenient. In addition to the ponte already men- 
tioned, where water could be utilised as power, responsible com- 
panies or individuals desiring to establish now industries in the 
country have the right to select any other p'ace for the erec- 
tion of the plant, with the privilege of extending their operations 
to other parte of the country. A concession would be granted 
permitting the use of the national waters, prov.ded that, after 
generating power from the same, the waste waters are returned 
to the streams from whicli they were origirally taken. In case 
of a joint stock company, organised for the purposes mentioned, 
it would have to pay to the State 2 per cent. per annum of its 
net profite. At the expiration of the concession, the Government 
may grant other companies desiring to engage in the same line 
of business concessions equal to the original, and, all things 
being equal, no preference is given to &ny particular company. 
SPAIN.—The Austro-Hungarian Consul at Sevi-le in а recent 
report states that a manufactory for the production of electric 
lamps was started in that townon В great scale. but that it 18 
now closed owing to dissensions which have arisen between the 
directorate and the shareholders of the company. 
TURKEY.—The Austro-Hungarian Consul at Salonica reporting on 
the textile trade and industry of Turkey, obseryes that a new yarn 
spinning mill worked by hydraulic plant of 250 H.P. was last year 


put into full working at Karaferia. 


Dinuer.—In connection with the cricket match which 
was to һауе been played on Saturday, the 9th inst., between 
Veritys’ Birmingham Cricket Club v. Veritys' London Cricket Club, 
and which unfortunately had to bepostponed owingtothe inclemency 
of the weather, the two teams and other members of the staff, 
both from London and Birming t { 
Monico at the invitation of the company, under the chairmanship 
of their London director, Mr. C. S. Northcote. — A most ~enjoyable 
subsequently held, the visitors returning to 


smoking concert was VIRI 
er midnight. 


Birmingham by special saloon, shortly aft 


Lamb Bros. v. Garnett & Rene.— In the Vacation 
Court on Wednesday, before Mr. Justice Bray, the case of Lamb 
Bros. т. Garnett & Rene was mentioned in a motion for an injunc- 
tion to restrain infringement of patents relating te sparking plugs. 
It was now stated that the defendants had admitted the infringe- 
ment and were prepared to submit to a perpetual injunction and to 


pay an agreed sum as costs. 


Colliery Development.—The Consett Iron Co., Ltd., 
are about to equip their Chopwell and Garestield Co]lieries with a 
complete electrical installation, which presents some novel features. 
The current will be geuerated at the Chopwell Colliery at a pressure 
of 625 volts three-phase. Part of it will be raised to a pressure of 
3,000 volts and transmitted to the Garesfic ic Colliery, at which 
point it will be reduced again to the woi bg pressure of 025 


ham, dined together at the Cafe . 
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volts. This will be one of the first high tension installations 
carried out to the new Home Office Rules. The order for the work 
has been placed with Messrs. Bruce PEEBLES & Co., Lr». 

Messrs. BARBER, WALKER, of Nottingham, have placed а con- 
tract with Mr. P. J. Mitchell, of 52, Queen Victoria Street, E.C., for 
the generating plant required at. their new Bentley Pit, near 
Doncaster. This contract. consists of a complete central station, 
including two 500-Kw. low pressure turbines with accumulators, for 
the use of exhaust steam on Prof. Rateau's patent system, together 
with the necessary three-phase alternators, exciters, motor- 
generators, switchboard, cables, condensing plant and cooling 
tower; also for two high-lift Rateau patent centrifugal pumps 
direct coupled to totally enclosed watertight 600-B. n. p. motors, 
water-jacketed, with vertical spindles for suspension in the shafts, 
each pump being capable of delivering 2,000 gallons of water per 
minute to a head of 600 ft. 


s 
Smoke Nuisance.— Quite a spirited correspondence has 
been taking place for some time past in the daily Press anent the 


. smoke emitted from the chimneys at the Neasden power station. · 


A marvellous flow of language and fertility of invective are exhibited 
by the writers, and the local authorities are being even more 
roughly handled than the railway company. 


Cooling Towers.—Messrs. RIcHAKDxONS, WEST- 
GARTH & Co., LTD., of Hartlepool, have secured an order through 
their Glasgow agents, Messrs. A. R. Brown, McFarlane & Co., Ltd., 
for three natural draught chimney-type cooling towers for a total 


capacity of 255,000 gallons per hour, to be erected in the new 


works of the Kosmoid Tube Co., Ltd., at Dumbarton. They are 
also supplying another tower to deal with 50,000 gallons per hour 
to the Scottish House-to-House Elec:.:city Co., Coatbridge. These 
towers will be fitted with the makers’ new patented machine- 
moulded splash bars. 


Russia and the United States.—A communication 
from the Czar, abolishing discriminating duties on American 
imports, was received by President Roosevelt on September 10th. 
These differential duties were first imposed in 1901, and rauged 
from 20 to 30 per cent. extra on such articles as manufactures of 
iron and steel, machinery, sewing machines, meters, dynamos and 
locomotives. Commenting on the news, the New York Times says 
that the retaliatory duties bad the effect of giving English and 
German manufacturers an uncontested market in Russia. 


Safety Pliers Carrier.—aA neat safety lock carrier for 
pliers and tools has been brought to our notice by the makers and 
inventors, Messks. CASTELL & GIBB, of 247, St. John Street, E. C..; 
the device, which is being patented, is illustrated herewith. Fig. 1 
shows it arranged for clipping on the waistband, while figs. 2 and 3 
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show it in connection with a belt. 
held in a spring clip so that they cannot fall out, whilst they can 
readily фе released from the clip whenever wanted for use. Ап 
electrical wireman who has lost his pliers is a helpless mortal, and 
this handy appliance should go far to prevent such a disaster. 


Trade Announcements.—The name of the Berliner 


Telephone Manufacturing Co. bas been changed to the STERLING 
TELEPHONE AND ELECTRIC Co. The proprietorship and manage- 
ment of the company remain unaltered. We understand that it is 
the intention to set up a factory in this country at an early date. 
The City address is 200, Upper Thames Street, Е.С., as hitherto. 

The ELECTRICAL TRADES ENGINEERING Co. have moved their 
ofice from York Place, Baker Street, W., to their head office and 
works, Crown Electrical Works, 2, Maygrove Road, Brondesbury, 
London. All communications should be addressed there. 


Bankruptey Proceedings. —HoLMES & McCarrtcx.— 
At the Blackburn Bankruptcy Court on September 13th, the 
examination of Alexander Holmes and Alexander McCallum, 
trading as Holmes & McCallum, electrical engineers, of the Crown 
Works, Darwen, was closed. 

RoBERT PniEs, Electrical Sundriesman, 75, City Road, E.C.— 
First meeting, September 25th ; public examination, November 3rd 
—both at Carey Street. 


he pliers or other tools are 


Cricket. HAMMERSMITH v. DBrRMINGHAM.—On Satur- 
day last members of the cricket section of the General Electric 
Co.'s Ath!etic Club, from Witton Works, Birmingham, journeyed 
from Hammersmith to play the annual cricket match with the 
Robertson electric lampmakers. Although Birmingham brought 
with them an extra strong team, they finally suffered defent by 18 


. runs, and had by force to take back the wooden spoon to Birming 


ham. The finish of the match was very exciting. The last six- 
wickets with Birmingham fell down for seven runs. After the 
game, both teams and their friends were invited to dinner at tho 
Brook Green Hotel, where the chair was taken by the president of 
the Robertson Lampmakers’ Club, Mr. C. Wilson. After the dinner 


a smoking concert was held. 


* 


Book Notlees.—Preris d Hydraulique.— Lu Houille 
Blanche. By R. Busquet. Paris: J. B. Bailliére & Fils. 1905. 


‚ Price 5 fr.—The possession of mountain summits crowned with 


accumulations of snow and ice has been made a precious heritage by 
the development of electrical transmission of power, and this inex- 
haustible store of energy has appropriately received the name of 
houille blanche —white fuel—in contradistinction to its rival, coal, 
the black bread,” as the author calls it, of industry. In. order to 
utilise to the best advantage these natural resources, which France 
shares with her neighbours in the Alps and Pyrenees, a knowledge 
of the theory of hydraulics is indispensable, and in his book 
М. Busquet has endeavoured, with a considerable degree of succcss, 
to present his readers with the whole of the theory and calcula- 
tions necessary for the construction of hydraulic works and 
machinery, but without recourse to advanced mathematical 
methods such as are generally involved. The work naturally 
abounds in rules and formule, but these are of a simple character, 
within the grasp of the average student or engineer. The theory of 
the flow of water in pipes and open conduits is given, with illus- 
trations, and is followed by detailed treatment of water-wheels and 
turbines. There is, unfortunately, no index, but otherwise the work 
is worthy of commendation. / 

The Electro-magnet. By C. R. Underhill. Van Nostrand. Price 
6s. 6d.— This is a small book of 155 pages in which the design of. 
small electro-magnets, such as are used for telegraph work, &c., is 
treated іп a thoroughly modern manner. Giving the formuls for. 
tractive force, the author shows how to determine the dimensions 
of an electro-magnet to exert a given attraction, and from the usual 
induction curves to calculate the ampere-turns required. From the 
ampere-turns the author shows how to ascertain the correct size of 
wire suitable for the voltage across the coil, and gives formule for 
the calculation of the temperature rise which will occur in working. 
А quantity of practical information is given on the best methods of 
winding, insulating, &c., and respecting pitfalls to be avoided. The 
book should be of value to those engaged in the design and con- 
struction of telegraphic or other apparatus in which small magnets 
are used. - 

Modern Windings of Continuous Current Dynamos. By Meynier 
and Nobiron. C. Beranger, Paris. Price 4 fr.—This is a pamphlet 
dealing with the methods of winding toothed drum armatures with 
formed coils. The first section gives diagrams of lap and wave 
windings for bipolar and multipolar machines, together with 
formule, of the same type as Arnold's, for the spacing of con-, 
ductors, also the usual formuls for resistance and E.M.F, In the 
second section a number of,drawings are given of armature coil 
formers, with explanations of the methods of winding the coils on 
the former, removing them and assembling on the armature. The 
pamphlet is in French, and may be useful to those who wish to 
study armature wind ings- and technical French simultaneously. 

The Compound Engine. By W.J. Tennant. London: Percival 
Marshall & Co. 1905. Price 2s. 6d. net.—Authors’ prefaces are not 
invariably a reliable indication of the contents of their book. Mr. 
Tennant has, however, in his preface set himself the answering in 
general terms of the following questions :—(1) What is the charac- 
teristic feature of a compound engine? (2) Why is the low-pressure 
cylinder larger than the high-pressure ; and how much larger should 
it be? (3) What is the use of a receiver? (4) What is the full 
meaning of the familiar statement that “ back-pressure in the high 
is forward-pressure in the low?" (5) How is “ drop" determined ? 
Readers of the ELECTRICAL Review do not fall within a category 
of mechanical tyros of this order. To those, however, who need to 
ask such questions, thia book supplies simple and lucid answers. 
The remaining chapters deal with indicator diagrams, receiver pro- 
portions, condensers, air-pumps, steam jacketing and superhenting, 
and treat these from a less elementary standpoint. Three appen- 


- dices, one by Prof. Sir William Unwin (reprinted from Engineering) 


on The Construction of Theoretical Indicator Diagrams," another 
by Mr. J. W. Tennant, which is a reprint of part of a paper on 
„Expansion Curves" (read before the Junior Institution of En- 
gineers), and a third, consisting of dimensions of typical compound 
engines, complete the book. | 

From the Beginning. By Henry Loring.—This book deals 
with neither theology nor fiction, as its title might lead some to 
imagine, It is more interesting than many a novel, and than the 
majority of sermons, and to a multitude of men might teach some- 
thing that has never come their way before, and is well worth the 
knowing. How many users of incandescent electric lamps have the 
very vaguest notion of the methods employed in their manu- 
facture? Very few! but Mr. Loring has in this book attempted to 
take the hard facts associated with the production of Robertson 
lamps—a British industry, as of course we all well know—and weave 
them with an interesting touch into a romantic story which even 
those who know the facts already, migbt read without throwing the 
hours away. The old-fashioned in lamp design, and in generating 
station equipment, are illustrated together, tor comparison with the 
quite up-to-date. The lapsing of the Edison patents in 1893 with 
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the opportunity that that event gave the General Electric Co. of 
setting up the Robertson lamp factory, the works at that date and 
at this, the staff and directors, the innumerable operations observed 
in the course of a tour through the many departments, the fire 
brigade—that pride of the ditectors and every man and woman in 
their employ—all these and many other like things are told 
attractively in this book. Then comes a list of the advantages of 
electric lighting over other forms of illumination—advantages 
which the general public ought to know in these braggart days of 

gas; half-a-dozen pages of midget photographs of central station 
engineers who produce the current for Robertson lamps”; some 
necessary don'ts for consumers—all of these things8abundantly 
illustrated with personal photographs and views of departments, 


brought within the compass of 113 pages, and strongly bound in red 


covers with gilt lettering, make a presentable book which does both 
Robertsons and the author credit. 

„Transactions of the Faraday Society," Vol. I., Part 3, August, 
1905. London: The Society, 82, Victoria Street. 10s. 6d. 
Proceedings of the American Society of Civil Engineers," 
Vol. XXXI., No. 6, August, 1905. Published by the Society, at 220, 

West 57th Street, New York. 

„Molecular Forces and Newtonian Laws." By Alex. Clark, М.А. 
Glasgow: W. & R. Holmes. 38. 6d. net. (Ready October 2nd.) 

. Proceedings of the Incorporated Municipal Electrical Association, 
1905. London: Wyman & Sons. Price 38. 64. 

‘Elementary Manual of Magnetism and Electricity.” By Prof. 
Andrew Jamieson. Sixth Edition. London: Chas. Griffin and 
Co. 3s. 6d. 

“Fire Tests with Glass." Red Books of the British Fire Pre- 
vention Committee, Nos. 95 and 97. London: The Committee, 
Watcrloo Place, Pall Mall. 2s. 6d. each. 


“Wireless Telegraphy.” By A. Fredk. Collins. New York: 
McGraw Publishing Co. $3. 


Catalogues and Lists.—The STERLING TELEPHONE 
AND ЁгЕСТВ1С Co. (late Berliner Telephone Manufacturing Co.), 
of 200, Upper Thames Street, E.C.— We have received a very fine 
catalogue setting forth in admirable style an extensive collection of 
all manner of telephonic apparatus. It is a well-bound book of 
162 pages, and no attempt has been made to unduly crowd the 
various devices together. To indicate the contents in detail in- this 
notice is a sheer impossibility, we can only do во roughly by saying 
that there are parlyphones, “ Twencen" domestic combinations, 
hygienea hand combinations, battery and magneto wall "phones, 
table instruments, municipal magneto telephones, intercommunica- 
tion sets, central station switchboards, central battery phones, 
olectric traction and railway service sets, extension instruments, 
lightning arresters and safety fuses, electric bells, indicators, pushes, 
door, window and floor contacta, fire alarm contact ‘devices, 
fire indicators, batteries and parts, wires and wiring sun- 
. dries, telephone insulators, line construction tools and a 
hundred or so other things that space will not allow us to even 
name. A good feature of the book is the collection of diagrams of 
connections which occupy many pages at the end. 

Messrs. GEIPEL & LANGE, London.—Card (for filing) giving an 
abridged price list of Ward-Leonard motor starters for motors from 
2 to 50 H.P. Pressures, code words, catalogue numbers and prices 
are clearly set out in tabulated form. 

SuNBEAM Lamp Co., Ltp., Gateshead-on-Tyne.—Card giving hints 
to users of electric light. If consumers could.be persuaded to hang 
up this card in a convenient position, and study it frequently, they 

would be able to obtain more efficient illumination, and more 
economically, than they do at present. 

The PosirivE Rotary PcMrs, LTD., 23, Northumberland Avenue, 
W.C.—Card showing various designs of their pumps, hand, belt 
and electrically driven. 

The PATERSON ENGINEERING Co. LrD., Amberley House, 
Norfolk Street, W. C.— Illustrated leaflet “x showing some of 
. their filtering, softening, exhaust heating and grease eliminating 

plant. An abridged list of users of Paterson apparatus for power 
plants is given; it includes a large number of electrical manu- 
facturers and public authorities. 

Messrs. E. KALKER & Co., 141, Much Park Street, Coventry.— 
List of Е.К. insulated wires and cables detailing flexibles specially 
made for motor-cars, motor- buses and so forth. Rubber-covered 
and braided high and low tension wires, waterproof braided and 
other cables, are listed and priced. 

Messrs. А. GALLENKAMP & Co., LTD, 19 and 21, Sun Street, 
E.C.—New list of filter papers for which they hold sole agency for 
the United Kingdom and the British Colonies. . 

The Easton Lirt Co., Lrp., Broad Sanctuary Chambers, West- 
minster, S.W.— — Catalogue of 45 pp. giving interesting details 
regarding the Easton electric lifts and various apparatus employed 
in connection with them. The patent electrie safety gate lock, 
automatic controller, push-button gear, an automatic floor- -setting 
device, are dese ribed, and some notes on driving lifts by electric 
gears follow, indic: iting the different systems of driving. A full 
account is ne xt given of the patent tandem eross-over driving gear 
for electric lifts, as well as some notes of various forms of guides, 
Both passenger and warehouse cranes, also electric dinner lifts, 
hydraulic lifts, motor garage lifts, and express electric railway lift 
machines are in evidence. The very imposing list of users of 
Easton lifts includes, as our readers will remember, such important 
undertakings as the City and South London Railway, the New 
. Brighton Tower, Great Northern and City and Mersey Tunnel Rail- 
ways. The catalogue abounds in intere sting illustrations and 
matter, and, we believe, will be welcomed by those who are 

responsible for the introduction of such work into private and 
public buildings. Accompanying the catalogue, we have also 
received a largo postcard giving architects and others some useful 


- - 


figures relating to the number of ds in various helghts between 
floors. The attention of the reader is summoned away from these 
figures by the pregnant comment, “ But why use steps at all?" 
and he will, no doubt, profit by the (injunction to Use Easton's 
Lifts" The company is prepared to send a copy of this card to 
anybody who applies for it. 

GENERAL ELECTRIC Co., Lro., London, Е.С. —New Catalogue 
of Engineering Supplies (Section Е.) In the course of 88 pages 
there are given descriptions and illustrations of many interesting 
items, including electric fans, blowers, small motors, motor starters, 
transformers, portable electric drilling machines, pumps, accumu- 
lators, traction supplies, &c. The pages devoted to small motors 
particularise both continuous and alternating current types, also 
small motor transformers for voltages varying from 100 to 500. 
There are several types of motor-starting rheostats illustrated, to 
suit practically any condition of working, and full particulars and 
dimensions are given: Another item worthy of attention is the 
portable electric drilling machine, of which various patterns are 
illustrated, one being shown with flexible shaft. Polishing and 
‘grinding machines are also included as adapted for fixing either 
to the wall or bench, or with flexible shaft. Among the numerous 
other supplies listed are reversible automatic lift controllers, 
including push button controllers. The latter apparatus can be 
arranged for any number of floors, and to dispense with the lift 
attendant. The last pages of the list are devoted to traction supplies 
of every description for the overhead system. 

Messrs. ERNEST Е. Moy, Ltp., Camden Town, N.W.—Price list 
No. 9, just issued from the press, giving in 28 pp. illustrated 
descriptions, &c., of their various types of switches, including volt- 
meter, Acme patent, and quick-break|knife switches. Dimensional 
drawings appear. | 

Messrs. MATHER & Piatt, Lrp., Manchester. Electric locomo- 
tive pamphlet, got up in the company’s usual excellent style, with 
neat half-tone illustrations and a few particulars, of locomotives 
such as they have supplied for the City and South London Railway, 
for shunting purposes in Sweden, for shunting operations for mines 
and surface sidings, and for underground mining work. | 

LisoLrTE Co.—Leafiet giving particulars of the "'Linolite" 
system and fittings. Also the report of a test of Linolite in com- 
I with ordinary incandescent lamps, made by Mr. D. L. 

ANDS, at the Municipal School of Technology, Manchester; the 
illumination was measured on a horizontal surface, and the Linolite 
lamps, while consuming less power, gave an average 56 per cent. 
greater than the ordinary lamps. 


Natal.—The value of the electrical fittings imported into 
Natal during the six months ending with June last is returned at 


£19,000 as compared with only £17,000 in the cormesponding half 
of 1904. 


Imports of Foreign Telegraph Cables.—Returns 
just issued show that the valuc of the foreign telegraph cables im- 
ported into this country during August amounted to £2,964, bring- 
ing up the total for the first eight months of the year to £35,291, 


as contrasted with only £23,666 in the corresponding period of 
1904. 


LIGHTING AND POWER NOTES. 


Ashton-under-Lyne.—With regard to the application 
of the B.G. fora loan of £5,000 for E.L. works at the workhouse, 
the L.G.B. has written inquiring whether the Guardians considered 
the question of obtaining a public supply of energy before deciding 
to install the works, and, if во, on what grounds they desire to adopt 
the latter course. The L.G.B. also asks whether there are special 
reasons for lighting the new infirmary and part of the workhouse 
by electricity, seeing that these buildings аге already lighted or 
fitted for lighting by gas. At the meeting of the Guardians on 
September 14th, it was stated that ' a public supply of energy 
would cost 24d. per unit, whereas with its own plant the cost would 
not exceed 1d." The matter was referred to the Electricity Com- 
mittee for consideration. 


Belfast.—The accounts of the Corporation electric 
supply undertaking for the past year show that most items of cost 
have risen. Notwithstanding the increased cost, the surplus 
amounted to £4,357, on the strength of which the Council recently 
reduced the charges for lighting and power. The total revenue 
during the past year was £28,104. The new tramway system will, 
it is expected, increase the output by 5,000,000 units. 


Bourne.—At the request of the Tradesmen's Association, 


the U.D.C. has decided to consider the question of electric 
lighting. 


Bradford.—The Electricity Committee has at last 
succeeded in obtaining the sanction of the City Council to the 
purchase of an automobile for the use of the department. А 10-H.P. 
De Dion car, at a cost of £290, is to be purchased ; a car, however, 
has been in use by the department for about seven weeks. The 
total annual cost of up-keep, &c., is estimated at £226. There is 
& proposal on foot to establish an automobile depót for the whole 
of the Corporation departments. 


Brixham.—The C. D. C. has accepted the tender of 
Edmundson's Electricity Corporation for public lighting for 10 


months for £500, on the basis of a five years’ contract. The gas 
company's tender was £000 per annum. 
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. Buenos Ayres.—The German Electric Light Co. has 
made an offer to the municipality to purchase all the. energy 
generated at the refuse destructors when these are installed.— 
Review of the River Plate. 


Chester-le-Street.—The R.D.C. on September 14th 
decided not to consent to the application of the County of Durham 
Electric Power Supply Co. for E.L. powers, It transpired that the 
Council had already consented to а similar application made by the 
County of Durham Electrical Power Distribution Co.—a concern 
acting in conjunction with the other company—and that the 
B. of T. required both syndicates to obtain the Council's consent. 
The Council intimated that it objected to “ trafficking ” in the B.L. 
order by companies. 


Colwyn Bay.—An electricity works extension scheme, 
estimated to cost £17,000, is being considered by the U.D.C. 


Cradley.—The Empire Electric Co. has given the U.D.C. 
notice of its intention to apply for a prov. order to supply electri- 
city within the Council's area. The Council has decided to leave 
the matter in abeyance until it is known what the Halesowen 
U.D.C. has decided upon in the same matter. 


Electricity in Mines.—Important developments are in 
progress in connection with the Glamorgan Collieries, Llwynypia, 
in the provision of electricity for 5 purposes. A generating 
station is in course of erection, involving an expenditure of £4,000, 
exclusive of the item in respect of the plant. Electricity is being 
already utilised at the colliery on a small scale, but ultimately all 
the haulage and winding operations will be worked by electricity 


Goole.—The U.D.C. has appointed Mr. Walter Emmott 
as consulting engineer with regard to the E.L. scheme, and 
instructed him to prepare plans, &c., of a scheme for a steam-driven 
plant to be erected at once, at a cost not exceeding £8,000. 


Hampton Court.—It has been decided to install the 
E.L. in the Palace at an estimated cost of between £7,000 and 
£8,000. The Twickenham and Teddiffgton Electric Supply Co. 
has been awarded the contract for the supply of energy. 


Hastings.—The T.C. has decided to charge the follow- 
ing reduced rents for the hire of electricity meters:—Up to 5 
amperes’ capacity, 10s. per year; over 5 and not exceeding 10 
amperes, 14s. ; over 12 and not exceeding 15 amperes, 18s. ; exceed- 
ing 15 amperes, £1. 


Hipperholme.—The U.D.C. has asked the Halifax T.C. 
E e terms a supply of energy could be obtained from 
the er 


India,—From Indian Engineering we learn that the 
statement that the Punjab Government is about to invite tenders 
for an electric light scheme for Simla is incorrect. 


Italy.— Messrs. Odorico, Barosi & Lovati, of Udine, have 
applied for a concession to put down a plant to utilise the water- 
power of the River Cosa in the generation of electrical energy for 
the operation of an electric tramway between Spilimberge and 
Gemona. 


Llanelly.—At a meeting of ratepayers on September 12th, 
called to consider the E.L. question and the agreement entered 
into by the, Council with the South Wales Power Co., resolutions 
requesting the Council to drop the scheme, and refusing to sanction 
the expenditure of £6,000, or any other sum, on what was described 
as “ an experimental scheme,” were negatived. The Chairman said 
that by the agreement the Council kept in ita own hands the con- 
trol of the E.L., and he assured the meeting that the electric 
tramways scheme was to be carried out. 


London.—St. Pancras.—The Finance Committee of the 
B.C. has decided to apply to the L.C.C. for a loan of £4,833 for 
acq leashold interests in Great College Street in connection 
with the electricity undertaking, and £1,965 for arc lamps, &c. It 
has transferred in the estimates for the forthcoming half-year a sum 
of £1,400, the cost of the opposition to the Electric Supply Bills, 
to the electricity account, as it considers that the charge should be 


paid out of the electricity reserve fund, and not out of the rates, 


In addition to the 1,000 shilling tickets which the Council is entitled 
to for its contribution of £100 to the Electrical Exhibition at 
Olympia, , it has been resolved to take at the rate of 3s. per dozen 
er 1,000 tickets for distribution. It was reported that a 
letter had been received on behalf of the Electrical Contractors’ 
Association, referring to the action of the Glasgow Corporation in 
agreeing not to undertake the wiring and fitting of consumers’ 
premises itself, but to allow 65 contractors in the borough to co- 
operate in the matter, and asking that a deputation from the 
Association might be received with a view to a similar arrangement 
being made with the St. Pancras Council. The Committee has 
replied that the Council had already resolved to afford its fullest 
support to the London Borough Councils’ proposals on the question. 
LAMBETH.—At a recent meeting of the B.C. the report of the 
auditor appointed by the B. of T. upon the accounts of the South 
London Electric Supply Corporation for the year ending 
December 31st, 1904, was presented. The overcharge, һе stated, 
which he disallowed in the accounts `Їот the year 1900 of £2,275 to 
capital for directors’ fees had not yet been corrected. The balance- 
sheet contains unreasonable assets as follows:—Expenses of 
flotation of company, £37,989; battery of accumulators, £1,618 ; 
expenses in connection with issue of debentures, £389. The pro- 
vision for depreciation, the report continued, is still very 
inadequate. Не certified that the capital expenditure to December 


31st, 1904, amounted to £333,486 instead of £335,761 as stated in 
the accounts. The Sup ly Corporation has intimated to the 
Council that it will supply energy to the baths at 4d. per unit as 
from July 1st last, instead of at 61d. per unit as hitherto charged, 
provided the accounts are promptly passed for payment (ру the 
committee. 

SouTHWARK.—A lengthy discussion on the electricity under- 
taking ensued ata B.C. meeting last week, The Rev. Councillor 
Somerville again asked a number of questions in regard to the 
alleged prosperity of the concern, and stated that in his opinion 
municipal trading constituted the worst form of monopoly. Several 
offers. have been received by the Council to deal with the under- 
taking, but the E.L. and the General Purposes Committees’ joint 
report on the subject has been referred back. А sum of £775, being 
the cost of opposing the County of London Power Bill, is to be 
charged to the general funds of the borough. 

Бтокю NREwWNWOTOR.— The B. of T. has intimated that as the 
arrangement between the Islington апа Stoke Newington B.C.'s 
with regard to the supply of electricity in bulk is only a temporary 
one, it will approve ofthe Council's entering into and carrying out 
the agreement for а period expiring on March 21st next. The 
agreement has been endorsed, aecepting such limited approval. 

MARYLEBONE.—A failure in the electric s supply in the district 
occurred on Saturday evening last, which resulted in a Perform- 
ance at the Queen's Hall having to be postponed. 

FULHAM.—A suggestion by the borough engineer that the price 
of energy be advertised by fixing shields on the arc lamp stan- 
dards in various parts of the district has been adopted. 


Manchester.—In anticipation of a largely increased 
demand for energy during the coming winter, the Electricity Com- 
mittee has extended the plant at its city stations and sub-stations. 
More than £40,000 has been spent during the past few months in 
making the equipment fully equal to the city’s requirements. Of 
this amount £13,000 has been needed for improving and extending 
the street mains ; and provision has been made. for rendering un- 
necessary any further disturbance of the road surfaces when 
additional cables have to be laid. The amount actually spent in 
respect of contracts and work done, during the present year, is about 
£25,000. Mr. S. L. Pearce, the chief engineer, in a report to the 
Committee, describes in detail the extensions which have been 
made at the different stations. At the Dickinson Street station, 
superheaters have been added to all the boilers, with a view to 
decreasing the coal consumption and in the steam capacity. 
Two 750-Kw. turbines have also been installed for supplying ene 
for both traction and lighting purposes. It is not possible to add 
to the boiler capacity at this station, because there is no available 
space. The Committee, therefore, intend to bring a portion of the 
high-tension current from Stuart Street, and transform it at 
Dickinson Street, for use in the city. With this object three 
500-kw. motor converter sets have been supplied by Messrs. Bruce 
Peebles & Co. ; and the British Westinghouse Co. supplied the high 
and low-tension switchgear. Additional switchgear in connection 
with the five-wire balancers has been supplied by Messrs. Ferranti. 
The Bloom Street station is in a highly efficient state. No 
extensions have been made. The plant is working to its full 
capacity. At the Stuart Street station two new 6,000-H.P. sets are 
practically completed, and for & week or more, one of them has 
been running with the town's load very satisfactorily. The 
six engine sete in the original station have been overhauled, and 
are in thorough working condition. Additional plant has been pro- 
vided at several of the sub-stations—at the Polygon (Ardwick), 
Bennett Street and Stuart Street—so that the Committee may 
easily deal with the enlarged demands in those localities. Further 
balancing plant has been installed at Hunt's Bank and Piccadilly, 
with the object of improving the general distribution of pressure on 
the network of mains. By far the most important work carried 
out this year has been the very large extension of the underground 
mains. No less than 35 miles of fibre ducts have been laid, includ- 
ing spare ways for future extension work. Eight new l-in. low- 
pressure feeders have been run to various parts of the city from the 
Dickinson Street station, so that the Committee will be able to deal 
with the very greatly increased demands which are sure to be made 
upon them during the next few years. It is specially interesting 
to learn that considerable attention has been devoted to improving 
the mains in the city. The network has been cut up into various 
sub-districts, with a view to the more easy location of “ faults,” 
should they arise. In connection with the electric lighting order 
for Gorton, which has been taken over by the Manchester Corpora- 
tion, the bulk of the mains have been laid, including those required 
for street lighting in Hyde Road, Wellington Street and Cross 
Street. The reduction in price for lighting from 54d. to 44d. per 
unit comes into force on October 1st, and the Committee anticipate 
& greatly increased demand for energy in consequence. 


Niagara Falls.—On September 9th a fire 8 in 
the wire tower of the Niagara Falls Hydraulic Power Co. Several 
power conduits were destroyed, and for a time most of the city 
was plunged in darkness. The plant of the Pittsburg Reduction 
Co., who manufacture aluminium, was damaged to the extent of 
£2,000. 


Ossett.— With respect to the Corporation's application 
for a loan of £8,400 for the establishment of electricity works, the 
L.G.B. has intimated that the Council should be prepared at the 
inquiry to produce evidence to show that there is sufficient demand 
for energy to justify the execution of the proposed works. Ata 


meeting of the T.C. on September 14th, by the casting vote of the 
Mayor, a resolution was carried in favour of withdrawing the appli- 


cation for the loan, 
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Penarth.— The U. D. C. 
16-c.P. gas lamps into Nernst electric lamps of 32-с.р., which the 
Penarth Electric Lighting Co. offer to supply and maintain for 
3,600 hours per annum at a cost of £2 14s. per lamp, as against 
£2 14s. 8d. previously paid for gas. 


Radcliffe,—The U. D.C. has fixed amended charges for 
the supply of energy as under — Lighting: Not exceeding 250 units 
per annum, 5d. per unit; exceeding 250 and up to 500, 41d. ; cx- 
ceeding 500 and up to’1,000, 44d.; over 1,000 and up to 1,500, 44d. ; 
from 1,500 and up to 2,000, 37d. ; Over 2,000, 33d. Power: Not 
exceoding 60 units per B. R. P. per quarter, 2d. per unit; exceeding 
60 and up to 125, 1?d.; exceeding 125, 14d.; heating, 24. per unit. 


Ramsbottom.—Messrs. Callenders Cable and Con- 
struction Co. has commenced to open up the streets in the district 
for the purpose of laying electric mains for the Lancashire Electric 
Power Co. The mains are to be laid from the Tottington boundary 
to the Rawtenstall boundary, a distance of a little over four miles. 


Ravensthorpe.—The E.L. Committee of the U.D.C. 
has decided to consult Mr. Mountain, of Huddersfield, with respect 
to proceeding with the E.L. order. 


Reigate.— An inquiry was held by the I.. G. B. recently 
into the application of the T.C. for sanction to borrow a further 
loan of £4,000 for purposes of electric lighting. 


Rostrevor.—4A meeting of the ratepayers is to be held 
to ascertain who would be willing to take up a supply of elec- 
tricity if it were provided for the town. A Belfast firm has 
expressed to the local authority its desire to erect a plant in the 
district. Р 


Buncrana.—Electric lighting is to be adopted for the 
public lighting of. the town, the. supply to be iren by à local 
company, 


St. Айке Оп the invitation of the Electric Supply 
Corporation, à gathering: took place i in the Town Hall on the 15th 
inst., when the electric light and pow er scheme for the city was 
formally inaugurated. 


St. Annes-on-Nea.—The ,U.D.C. has sent a circular 
lettér to the municipal authdrities owning electrical undertakings, 
asking that the L.G.B. be requested to allow the expenses of 
delegates to the conferences of the Incorporated Municipal Elec- 
trical Association. . . 


Saffron Walden.—The Т.С. has received from the 
B. of T. an intimation that the Board is not prepared to sanction 
the agreement between the Corporation and Messrs. Foote and 
Milne for E.L. The Council has informed Messrs. Foote & Milne 
that it is willing to consider any proposals from them for carrying 
out the installation. 


South Africa—ALiwat Ховтн.—Тһе auc light 
was recently switched on at the Town Hall, and the Mayor stated 
that very shortly the whole of the town would be lighted by 
clectrieity. | 

BLOEMFONTEIN. esent has been given by the Governor to an 
ordinance regulating the employment of electricity for E. L. and 
power purposes generally: | 


Stratton and nude. The U. D.C. is considering the 
E.L. quest ion. Messrs. Christie intend applying for a prov. order, 
and the Council bas deputed Mr. Foster Melliar to deal with the 

matter, the Council being favourably disposed towards the scheme. 


Sudbury.—At the meeting of the T.C. on September 
13th it was reported, with RITE nce to the E.L. order, that the 
B. of T. could not revive the order, that it could not grant a new 
order without charging the usual fees, but that it could, and in all 
probability would, grant an order on the understanding that it 
would be transferred to à. reliable company, which would pay tlie 
net costs of the order. 


Swindon.—The T.C. has receiv ed from the L.G.B. 
sanction fo raisea loan of £2,862 to cover excess e xpenditure in con- 
nection with the electricity undertaking. 


Swinton and Pendlebury.—The difficulty as to the 
agreement with the Lancashire Electric Power Co. relative to 
. the E.L. scheme has been removed by the decision that the agree- 
ment does not involve a divestiture by the Council of any of its 
legal powers and liabilities under the E. L. order, and the com- 
pletion of the agreement is to be proceeded with by the U.D.C. 


Thornaby-on-Tees,—The T.C. has confirmed an agree- 
ment to transfer the Corporation’s E.L. powers to the Cleveland 
and Durham County Power Co. 


Truro.—The T. G., having 
companies respecting the E.D. scheme, has asked the Electric 
Supply Corporation, Ltd., which supplies the neighbouring town of 
Falmouth, its terms for supplying Truro if the Council obtains д 
prov. order. 


Willington.—The County of Durham Electric Power 
Distribution Co. has asked the C. D.C. to consent to its applica- 
tion for a prov. order for E.L., and also to the use of overhead 
mains, The COMPANY offers to supply energy at 34d. per unit, less 
„ per cent, The Council has deferred its decision. 

Windsor.—The R. D.C. has decided to ascertain. from 
Messrs. Foote & Milne, who are applying for powers to supply 


communicated with four 


has resolved to convert 80 


‘coming winter. 
-undertaking to the British Electric Traction Co., Ltd., were to be 


energy to Sunningdale and Sunninghill, the maximum cost per unit 
proposed to be charged, and the probable cost of public lighting by 
electricity 


Zanzibar,—It is stated in the Sun that electric light is 
being installed in the streets of Zanzibar, and an American firm has 
obtained a concession to construct a light electric railway, the first 
in the country. 


TRAMWAY AND RAILWAY NOTES. 


Aberavon.—The U.D.C. has again decided to support 
the electric tramways scheme to be brought forward in the next 
Parliamentary session by asyndicate. On the last occasion the 
Lords’ Committee overruled the consent of the B. of T. The last 
scheme was promoted. without the consent of the Glamorgan C.C. 

In connection with *this tramway scheme, Sir Herbort Jekyll 
recently stated that, in view of the decision of the Lords’ Com- 
mittee that the promoters of the Aberavon tramway scheme must 
obtain the consent of the Glamorgan County Council before 
embarking on their scheme over the main road in the borough of 


. Aberavon, the Board of Trade had submitted the question to the 


law officers of the Crown. These gentlemen returned an opinion 
that, in dispensing with the consent of the County Council in the 
case of the Aberavon order, the Board of Trade were acting within 
their power. The Board of Trade w ill, accordingly, in any similar 


. case arising in future, rely upon this opinion of the law otlicers 


of the Crown, and not be bound by the decision of the Select Com- 
mittee. 


Bristol.—A Bristol coroner's jury on Monday, after 
finding a verdict that M. G. Monks was accidentally killed by being 
run over by an electric car on, one of the Bristol Co.'s lines, added 


that по blame was attached to the driver or to anyone, but they 


thought the company should carry, or have at different points on 


the routes, jacks of sufficient power to lift the end of а car, as this 


WAS RO often. a matter of life and death. The case was one in 
which the deceased, a little boy, ran from a shop right in front of a 
quickly-advanciug car. All the witnesses were agreed that the 
driver could not have prevented the accident, but there was some 


question whether the car should not have pulled up quicker con- 


sidering the brake power that was applied, and why the automatic 
lifeguard did not drop and pick the boy up, instead of his passing 


` beneath it and being carried along by the vehicle. 


Стоудоп. — Тһе Corporation on Monday agreed to apply 


for sanction to borrow £7,000 for the construction "And equipment 
of the proposed tramway from High Street, South Norwood to 


Penge. It whs further resolved to push forward the extension from 
Thornton Heath to Gloucester so as to provide work during the 
It was reported that the leases of the tramway 


determined from May 31st next. The necessary notices had been 


.duly served. Subsequently a letter was read from the company 


offering terma for the renewal of the leases. "The conditions were 
(1) ап increase in the yearly payment on tho expenditure of the 
Corporation from 64 to 7 per cent., representing an increase of 
£1,187 on the amount now paid; (2) increased yearly payments on 
repair of roads; a further yearly sum equal to 25 per eent. on net 
profits realised from the working of the lines; (4) the electrical 
energy for working and lighting to be supplied by the Corporation 
at 2d. per unit; the new lease to be for a period of 21 years, 
terminable at the end of 7 or 14 years. The letter was referred to 


the Tramways Committee. 


Cleckheaton.— Bradford T.C. has informed the U.D.C. 


that it is proposed to construct electric tramways from Odsal 


‘through Lowmoor to the city boundary as Oakenshaw, and has asked 


the U.D.C. what they would be prepared to do as to the construction 
of lines in their district to afford facilities for through traffic 
between Odsal and the Spen Valley lines. The matter has been 
referred to a committee. 


Drighlington,— At a meeting of the U. D. C. on 
september 13th, it was stated that a vear's extension for construct- 
ing the electric tramways in the district had been granted to the 
B. IL. T. Со. 


Hythe (Kent).—The T.., after considering the pro- 
posals of the Traction Corporation, Ltd., for tramways to the town 
from Folkestone to Sandgate on the Kingsland surface contact 
system, has decided under no circumstances to provide any portion 
of the cost of the promotion of a Bill, or of the cost of construction 
of the lines. 


Peru.- he Government of Рега has approved the plans 
for a new electric railway in Lima. According to the лана! 
Ves, eleetrieal equipment on street railways is giving such 
excellent results in Peru that steam railroads are about to change 
their motive power to electricity, utilising water power wherever 
available. It is stated that the railway at Callao has been experi- 
menting successfully, and that it is ready to abandon steam and 
equip all its lines with electricity. 


Liverpool, —Last week the foundation stone of the new 


tramway offees of the Liverpool Corporation was laid by Sir 
Charles Petrie with appropriate civic ceremony. 


(Continued on page 408.) 
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ELECTRICITY IN A CATHEDRAL. 


ELECTRIC light has long been adopted in churches as the 
light par ereellence, and it will be interesting to indicate to 
what extent electricity has been made use of in the new 
cathedral that was inaugurated in Berlin a short time ago. 
The installation includes a complete electric light and power 
plant, installed by the Allgemeine Elektricitäts Gesell- 
Schaft, and connected to the mains of the Berlin Elec- 
tricity Works. 

Those entering the cathedral from the vestis lighted 
by arc lamps, will be favourably impressed by the indirect 
illumination, which, in its present form, has been used here 


most likely for the first time. This illumination is due to 
art lamps arranged in hidden places above the cornices in 
the main cathedral, on the galleries of the cupola, which by 
reflectors distribute uniformly throughout the vast hall the 
b ams .of light, softened by diaphragms. These effects are 
added to by illuminants of the same kind, throwing their 
light upwards from magnificent candelabra placed in the 
aisles, and preventing the formation of any disturbing 
shadows. With the light of these arc lamps, softly diffused 
from the roof, is mixed. that.of hundreds of glow lamps 
mounted on the same candelabra, as well as on brackets 
and chandeliers. 

Nernst lamps have also been used in the cathedral, shining 


in 52 candles from the altar niches, and filling with their soft 


glow the vaults of the Hohenzollern crypt. 


The electric lighting plant of the cathedral, throughout 
its halls and even outside the church proper, includes at 
present about 1,900 glow lamps of 15 to 25 normal candle- 
power, upwards of 100 Nernst lamps and about 70 arc lamps 
of 6 to 15 amperes. All these have been installed by the 
Allgemeine Co., the total length of wire used amounting to 
about 25 km. | 

The motive power plant includes six electric drives, one of 
which (10 H.P.) actuates the organ blowers, while two 9-H.P. 
motors are set apart for the bell work and the remainder for 
fans and alift. The organ motor works at 1 ‚175 r.p.m. ona 
high-pressure blower yielding 96 cb. m. per minute at a 
pressure of 200 mm. water column in the organ reser- 


INTERIOR OF THE CATHEDRAL, BERLIN, ILLUMINATED WITH ELECTRICITY. 


voir, and is actuated by a starter placed close to the 
keyboards. 

The mechanism employed to ring the three belle of the 
cathedral is especially noteworthy ; it consists of a long elec- 
trically-driven shaft to which three disks have been firmly 
keyed, each corresponding to one of the bells. Beside each 
of these disks is placed a loosely running drum carrying the 
end of the ringing rope. The drum is pressed by a 
special mechanism against the rigid disk, so as to partake 
of its motion, when the rope being wound up will actuate 
the bell. The same mechanism afterwards separates the 
disk and drum, so that the rope being wound off can follow 
the swing of the bell to the other side. This alternate 
throwiug in and out results in the bells giv ing out their 


powerful sounds. 
F 
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In addition to the above plant, Messrs. Willans & Robin- 
son, Ltd.; are at present engaged in erecting for the Glasgow 
Corporation two further sets of turbines of 3,000 Kw. 
capacity each, for coupling to alternators of Messrs. Dick, 
Kerr & Co.'s manufacture. | 


WILLANS & ROBINSON'S TURBINES AT 
oe й | GLASGOW.: 


WE are able this week to give interesting illustrations of 
one of the turbines. which the Glasgow-'Corporation? has 
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Fic. 2.— WILLANS X ROBINSON 1,400-kw. TURBINE COUPLED To SIEMENS DvNAMOS, IN GLASGOW CORPORATION ELECTRICITY WORKS. 


recently installed in one of its stations ; the turbine is of 
1,400 Kw. capacity, and is arranged for driving two Siemens 
direct current generators of 700 Kw. each in tandem. 


The smaller set of 1,400 Kw. capacity is perhaps of 
special interest in that direct current dynamos have 
hitherto been a source of difficulty from the point of view of 
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commutation, and carbon brushes have been looked upon 
-almost as an impossibility when running at these high 


{ В 


The two dynamos in question are entirely fitted with 


carbon brushes, and ‘it 
is difficult to tell, so 
far as commutation is 
concerned, whether full 
load or no load is 
being dealt with.. 

Another point of 
‘special. interest іп 
fig. 2, 
given of the condens- 
ing plant, which is of 
the surface type. 

The : arrangement 
shown ів а good illus- 
tration of how a sur- 
face condensing plant 
can be arranged under- 


neath a turbine of 
this type, and yet 
be very accessible 


for purposes of in- 
spection and adjust- 
ment. | 


The details of the 


turbine itself are not 
very clear shown 


in fig. 2 in consequence of many of them being collected at one 
end of the turbine, which is hidden behind the steam pipe ; 


is the view 


the removal of the 
unlikely that this operation will 
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JSrzxENS &3HALSER PRINTING TELEGRAPH: Fic. 1.—PERFORATING APPARATUS. ` 
(See p. 466.) 


channel shrouding round the 
blades are fixed and S riveted. 


a better idea of these details will be obtained from fig. 1, 
- which shows a turbine opened up for inspection purposes. 


E. the ШШЕ of .view of accessibility, the turbine has 
been designed with a good deal of forethought, and it is 


Fic. 2.—TRANSMITTING APPARATUS. 


Fic. 3.—REcEIVING APPARATUS (COMPLETE). 


it is 


supported 


turbine sets have been put to work, 
tunity of describing them in some detail. 


found possible in the course of 10 to 15 minutes б 
completely open up all the working parts, 
bearing caps. 


including 
Whilst it is 
often be necessary, 
an advan- 
tage well worth 
having, seeing that 
it is obtained with- 
out any sacrifices. 
The convenience is, of 
course, made pos- 
sible by fixing the 
governor gear, 
throttle valves, &c., 
not on the tur- 
bine proper but, 
in the case of the 
governor gear, on 
а continuation of 
the end bearing, 
and in the case 
of the steam chest 
and throttle valves, 
on one side of the 
turbine, where they are 
indepen- 
dently of the turbine 
proper. 
Fig. 
close 


1 shows on 
inspection the 


blades, into which the 
This shrouding is of 


great assistance in 
protecting, the blades, 
and: in preventing 
them coming to ап 
untimely end, in the 
event of contact with 
the case. The 
shrouded blades have 
on several. occasions 
come into contact 
with the case, but 
with no more serious : 
result than that, 
at the point of con- 
tact, a small рот 
tion of the shroud- 
ing has been ground 
off. 

We hope, after the 
larger 3,000 kw. 
to have an oppor- 
m the meantime, 


we congratulate Messrs. Willans & Robinson upon their 
successful debut in the manufacture of large turbines. 
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THE SIEMENS & HALSKE PRINTING 
TELEGRAPHIC APPARATUS. 


By EMILE GUARINI. 


THE printing telegraph lately brought out by Messrs. 
Siemens & Halske, of Berlin, is an automatic telegraphic 


Fic. 4.—RECEIVING APPARATUS, END VIEW 


FId. 5.— RELAY. 


Fic. 7.— TYPE WHEEL REVOLVING BETWEEN THE 
SPARK GAP AND THE PHOTOGRAPHIC ТАРЕ. 


system. As in the Wheatstone apparatus, a perforated band 
is first prepared by means of a special apparatus termed a per- 
forator. This band is introduced into the automatic transmitter, 
where the holes in the paper cause alternately positive and 
negative discharges into the line. In the receiver a strip of 
photographie paper is unwound in a dark chamber in front 
of a type wheel, upon the periphery of which the letters of 


the alphabet are perforated. This wheel moves synchron- 
ously with the transmitter: at the moment when the letter 
transmitted passes in front of the sensitive strip, an electric 
discharge takes place between the spheres of an oscillator, 
and the letter is photographed. As the type wheel revolves 
at the rate of 2,000 r.p.m., and аз а letter can be printed 
at each revolution, the maximum speed of transmission can be 
calculated аб 120,000 letters per hour, 
or about 20,000 words. 

The perforator is composed of styluses 
distributed in a suitable manner, which 
make in a strip of paper two holes 
for each letter, following an oblique 
line. The styluses are operated by keys 
forming a keyboard like that of a 
typewriter (fig. 1, p. 465), and the 
mechanism for moving the paper is 
operated by a small electric motor. To 
enable the operator to decipher the band, 
there has been added to the perforator a 
system of printing like that common to 
the typewriter. 

The transmitter, fig. 2, is provided with 
a part where the strip bearing the message 
is introduced. This strip, pulled along by 
an.electric motor, runs in front of a system 
composed of 11 springs, to which as many 
contacts correspond. The apparatus is 
completed by a transmitting disk, the 
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Fic. 8.—ARRANGEMENT OF THE LETTERS ON THE 
CHARACTER Disk. 


object of which is to give perfectly distinet signals whilst 
regulating the discharges. The perforations are slightly 
delayed one behind the other; they produce negative and 
positive discharges succeeding at intervals of time determined 
by the position of the holes. These latter, as shown in fig. 9, 
p. 467, are in perfect alignment in a longitudinal direction, 
following imaginary horizontal lines to the number of 11 
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equat to the number of springs. Each spring terminates in 
a pin, oscillating between two stops, and is connected to the 


segment of a contact fixed on the periphery of a transmitting: 


disk, which is concentric with the axis of the motor ; this 


disk is fixed, but a brush, moved by the shaft, rubs upon 


the segments (fig. 10). When the strip has no perforations, 
the springs are held against the upper stops; but 
immediately a hole passes in front of one of the springs it 


is released, and bears against the lower contact or terminal 


in contact therewith. If there were used direct for working 


Ета. 9.—EXAMPLES OF PERFORATED TAPE. i 


a discharge resulting from this contact, a precise transmission 
could not be obtained, the duration. of the discharge being 
too long, and hence it was found necessary to have recourse 
to the transmitting disk. When the spring has been 
lowered, it is still necessary, in order that the transmitting 
relay may be placed in operation, that the arm of the disk 
shall pass over the segment corresponding to the spring flexed. 
The line is then, for an instant, traversed by a positive 
current, which is produced by means of .a small generator 
mounted upon the shaft of the motor.  'The brushes of 
this generator are connected by a resistance, the central 


point of which is earthed, thns enabling a positive ог. 


negative current to be sent along the line by the simple 
oscillation or balancing of the armature of the relay. Should 
the brush of the disk rub against a segment, the 


Еб. 10.—ARRANGEMENT OF TRANSMITTING PARTS. 


spring of which is lowered, then a circuit is established 
which charges the reversing condenser ; the armature 
of the relay will not move for a current having this 
direction, but directly the brush touches the following seg- 
ment, the spring of which is raised, the reversing condenser 
is discharged, and a discharge contrary in direction to that 
which first prevailed in the relay now circulates in the 
latter, and its armature effects the transmission over the line 
of the negative current emanating from the generator. 
Upon another perforation following the first, а spring 


und a regulating disk. 


with a separate condenser. 


will be released, the reversing condenser will.be charged 
negatively, and the armature of the relay. will not move. 
With the following segment the discharge will take place 
and cause the displacement of the armature, thus sending 
negative current into the line. The latter is traversed by 
positive and negative currents, the duration of which depends 


upon the positions of the perforatious in the strip. 


Perfect synchronisation between the transmitter and the 
receiver is obtained by means of a regulating apparatus, the 
operation of whieh.is both electrical and mechanical. The 
synchronising mechanism consists a small regulating moter 


The line currents are received in a relay which operates 


the automatic receiver, which comprises a motor, the shaft of 


which rotates at 2,000. r.p.m. in synchronism with the 


‘transmitter ; four-disks, two of which are made to agree 


with each other, and are intended to produce a rapid electric 


discharge for printing purposes ; and the type wheel, upon the 


periphery of which there are distributed in nine groups small 


‘pieces upon which are cut theletters, &c.(fig.8). Hach disk has 
nine contacts. The type-whecl rotates. between the balls of 


an oscillator and a photographic strip. The balls, the 


^ "type-wheel, the strip and the mechanism for moving the latter 


are all placed in а dark chamber, as shown in fig. 3, p. 465. 


There are four disks, the first. being the charging disk. It 


carries nine contact, segments, each of which communicates 
A brush rotates in contact 


Fic. 11.—DrIAGRAMS SHOWING SPIRAL ARRANGEMENT 
or LETTERS. Ea 


with the segments. A positive current in the line relay 
causes the armature to take up such a position that 
the condenser corresponding to the segment that touches the 
brush is charged. The second or discharge disk is in accord 
with the third or connecting disk ; upon its periphery there 
are arranged nine groups of contacts. The first contact of 
each group communicates with the first condenser; the 
second with the second condenser, and so on. A primary 
selection is made on charging, that, thanks to the 
synchronisation, either the one or the other of the condensers 
is charged. If No. 3 condenser is charged, the letter 
transmitted will be one of those corresponding to the third 
segments of the groups of the discharge disk. A negative dis- 
charge on the line causes the armature of the relay to oscil- 
late, and this brings it into the discharging position. The 
second selection now comes into operation, t.e., this oscilla- 
tion of the armature takes place at the moment when the ' 
brush passes in front of the group which contains the 
charged segment corresponding to the letter transmitted. 
The discharge is produced by the agency of the disk, the 
connecting relays and the oscillating relay; it traverses 
the primary winding of a coil which by induction charges 
the spheres of an oscillator inserted in the circuit of 
the secondary winding ; a very brilliant spark is produced 
between these spheres. 

The type wheel carries nine groups of letters, correspond- 
ing to the groups of contacts of the discharge disk. These 
letters are cut in соррег strips, and they are not arranged 
at a fixed radius, but in a spiral form (fig. 11). This 
mode of construction is explained at once if it be remem- 
bered that the sparks occur at unequal intervals of time, 


k—— — аам 


468 | THE ELECTRICAL REVIEW. (vot 57. No. 1,452, Влтткмвезв 29, 1906. 


whilst the strip! is being uniformly unwound. Ву this ve 
simple means, signals placed at an equal’ distance from eac 
other are secured, f 
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TRAMWAY AND RAILWAY NOTES. 


(Concluded from page 462.) 


Australia.—Nrw SOUTH WaLES.—According to the 
report for the year ending June 30th, the number of miles of line 
open for traffic on June 30th was 1253, and the amount spent on con- 
struction and equipment £3,637,922. Of this sum £22,455 was paid 
from the consolidated revenue, and no interest is payable thereon. 
The interest due on the capital invested, calculated at 3:582 per 
cent. (the average rate of interest on the State debt), amounts to 
£129,506, and the ings, after paying working expenses, to 
£127,887, being £1,619 short of the sum required to pay inte- 
rest. The earnings show an increase of £10,584, and the expenditure 
an increase of £12,057, the net result being а decrease of £1,473. 
A sum of £109,038 has been expended during the year in main- 
tenance and renewals of the permanent way and works, and 
charged to working expenses. Of this amount, £26,668 represents 
the cost of relaying portions of the permanent way and other 
renewals of a special character. А sum of £17,802 for new cars was 
charged to working expenses. Since the introduction of electric 
working, stock has been replaced by new electric cars charged to 
working expenses at a cost of £128,779. In the maintenance and 
renewal of plant and cars, а sum of £157,100 was expended during 
the year, and charged to working expenses. The electric plant at 
the Ultimo power house, including an additional unit consisting of 
а turbo-generator set, which was installed in Jan last, has 
worked satisfactorily. The total output for the year was 33,555,887 
Kw.-hours, of which the alternate current supply was 19,110,640 
Kw.-hours, and the direct current 14,445,247 kw.-hours. Of the 
total output, 3,359,080 x w.-hours were used for other than traction 
purposes. The percentage of working expenses to earnings was 
84:28; earnings per car-mile, 1s.; number of passengers carried, 
139,669,459 ; and car-mileage, 16,413,762. 

VicToRIA.— Mr. Е. E. Bradford, electrical expert of the Victorian 
Railway Department, was examined by the Railways Standing 
Committee recently on the question of electric tramways and elec- 
trification of the St. Kilda Railway. Melbourne had only 150 
miles of tram lines, while the average of other cities was 1 mile for 
every 2,000 of population. It was fair to assume that 300 miles of 
tramways could be operated in Melbourne, in addition to the 
suburban railways, which carried about 50,000,000 people annually. 
As a safeguard of the large sum already invested in suburban rail- 
ways, the Government should take some action to control tram 
lines which could be made to serve as feeders to the railways. He 
had picked out from the proposals submitted to him six tramways, 
which he believed could be built at a moderate cost, and would be 
a fair business investment. If the conversion of the St. Kilda line 
were taken in conjunction with the tram lines, a power house 
could be built, centrally situated, and large enough to generate 
power economically. All the suburban railways should be elec- 
trified. The cost of constructing a central generating plant of 
2,000 Kw. would be £60,000. The line from Port Melbourne to St. 
Kilda would cost £21,175 to construct; the operating expenses 
would be £4.197, and the receipts he estimated at £4,608, leaving a 
profit of £411 per annum. 

The cost of the Prahran-Malvern line would be £28,815, exclusive 
of the power station, divided as follows:—Permanent way and 
overhead construction, £12,600 ; six cars, £5,400; high-tension line, 
4850; sub-station, £2,400; car-shed, £400; 10 per cent. for con- 
tingencies, £2,165. The annual milage would be 236,500, and the 
power required 354,750 units, costing £740. The total operating 
expense for a 10-minutes' service, maintenance, administration and 
interest would be £5,562, and the estimated revenue £11,825. Mr. 
Bradford considered that the annual profit on this line would be 
£6,263.— Electrical Record. 

The proposals are summarised by the Australian Mining Standard 
as follows:—Miles of tramway (single track), 22°7; anticipated 
gross revenue (without St. Kilda), £49,834; gross operating cost 
(including interest), £35,222 ; net annual profit, £19,242, or 73 per 
cent. net profit on the whole undertaking after paying interest on 
the capital required. The power house would be on the south side 
of the Yarra, near the river, where coal and water could be readily 
obtained. 

ADELAIDE.—On December 14th, 1904, the Government gave the 
Adelaide and Suburban Tramway Co. notice, under the Tramway 
Electric Traction Act, 1904, of its intention to purchase the whole 
of the tramways and undertakings of the company. The company 
asked £235,950, but the Government did not agree, and the matter 
was referred to arbitration. The arbitrators, according to the 
Australian Mining Standard, asked the Supreme Court to settle the 
principle upon which the purchase money was to be estimated. 
The company contended that the arbitrators were to determine the 
price of the whole of the tramways and undertakings as a going 
and profit-making concern, including the statutory powers. privi- 
leges, and revenue-earning rights. The Government insisted that 
all the company was entitled to was the value of what it had to 
sell. The judgement of the Court upheld the contention of the 
compauy, and decided that the Goverument must also pay the 
profits which the company would have earned, until the terms of 

he current periods expire im 1909, 1910 aud 1911, EE 


London.—FurHaM.—The Works Committee of the 


Borough Council reported on Monday having received a letter from 
the B. of T. intimating that after careful consideration of the 
objections put forward by the Borough Council and the L. C. C. a. 


| reply thereto, the Board had approved of the plans submitted by 


the L. C. C. for the tramways in Fulham Palace Road and High 
Street, Fulham. In subsequent communication the Board stated 
that in view of the representations made by the Borough Council, 
the Board had no objection to any modification of the plans that 
may be agreed to by the parties concerned in connection with 
matters relating to the mode of construction or the electrical 
arrangements which had been mentioned in correspondence with 
the department. Having regard to the foregoing communication, 
the town clerk had been requested to make further representations 
to the L.C.C. strongly urging the desirability of substituting wood 
paving for the proposed granite setts between tbe tramway 
lines. 

LaMBETH.—Notice was received from the B. of T. at the meeting 
of the B.C. last week that the Board had approved of the L.C.C. 
plans for the following lines (1) from Camberwell Green vid 
Denmark Hill to the junction of Lordship Lane and Crystal 
Palace Road; (2) junction from No. 1 at Denmark Hill to existing 
line at Coldharbour Lane ; (3) electrification of existing tramways 
from North Street, Wandsworth, vid York Road, to Westminster 
Bridge; (4) electrification of existing tramways from Lambeth 
Bridge, vid Lambeth Road, to St. George's Circus. 

UNDERGROUND ELECTRIC RariLWAYS.—Progress is being made 
with the substitution of electric for steam trains, and there are 
now but few of the latter in use in the tunnels. The Inner Circle 
service has been got into operation, and the Metropolitan has 
practically completed its scheme of electrification. "The District 
Co. still requires а further number of electric trains before the 
whole of the steam trains can be withdrawn. 


New Zealand.—Hvrr.— Proposals for the establishment 
of а tramway service for the borough have been laid before the 
B.C. by the Christchurch Electrical Construction Co. 

CHBISTCHURCH.— The annual meeting of the Tramway Board was 
held a few months ago. The chairman stated that a further sum 
will be required to complete the work of construction now on hand. 
The increase in expenditure includes the conversion of the old cars 
to trailers, &c, the total amounting to £29,822 ; less interest and 
rates, £10,359; £19,463. With the consent of the ratepayers the 
Board bas power to raise a second loan of £100,000, which it is sug- 
gested should be expended as follows:—<£25,000 for completing 
present work in hand; £25,000 for new rolling stock; and £50,000. 
to be applied to supplying services to an increased area. 

The Tramway Board in July last approved of several proposed 
amendments to the Tramways Act, including the limitation of 
liability for damages in connection with accidents to £2,000. It 
was decided to consider the flotation of a second loan of £100,000, 
and the traffic committee was asked to report on what extension of 
the present system should be made. Е 
^ WELLINGTON.—A report by a Swiss expert, M. Edmund Allo, 
dated March 2nd, 1903, was presented to the New Zealand Parlia- 
ment in July last, in regard to the substitution of electricity for 
steam traction on the Government railways. The cost of equipping 
the track he estimates—for the trolley wire and bonding—£300 per 
mile. . 

Wellingborough.— Last week the County of North- 
amptonshire Electric Power and Traction Co. were summoned for 
disobeying an order to abate a smoke nuisance. The clerk to the 
U.D.C. prosecuted. A representative of the company asked that 
the case might be adjourned for three months in order to allow the 
company to carry out necessary alterations. Plaintiff said he had 
no objection providing the company would enter into an agreement 
to make the necessary alterations within three months to obviate 
the nuisance, the company to pay the costs of the action. The 
company agreed to this, and the case was adjourned for three 
months. 


United States.—BrooxLyn КАРО Transit Co.—The 
annual report of this company for the year ending June 30th was 
published on September 9th, showing a net gain in receipts of 
£106,000. There has been a large expenditure lately in improving 
structure and rollmg stock, 100 new elevated cars, driven by 
440-H.P. motors, and 87 new convertible winter and summer cars 
having been acquired. The new Williamsburg power station is 
approaching completion. One 7,500-kw. turbo-unit and опе 
5,500-kw. unit will be installed about the end of this year, and a 
third unit of 7,500 Kw. capacity is to be put in before next summer. 
This station is designed to have an ultimate capacity of 100,000 Kw. 
Five sub-stations have each been fitted with an additional 
1,000-Kw. rotary converter, with static transformers and switch- 
boards. A new sub-station of Myrtle Avenue is nearly ready for 
use, and will have four 100-Kw. rotaries. The B.R.T. Co. has been 
experimenting with oil on its tracks, especially along the streeta in 
those suburbs where mosquitoes are frequent. Ex-Judge Alton B. 
Parker has been appointed chief legal counsel for the company at a 
salary of £20,000 a year. Mr. Parker was democratic candidate for 
the U.S. presidency last autumn. 

ERE RALILROAD.— The Hall Signal Co., of New York City, has 
received an order to install elegtrically-operated semaphore signals 
on в considerable portion of the Erie Railroad. The cost of the 
installation will be £45,000. 


Lowestoft.—The T.C. has applied to the В. of T. fora 


loan of £13,632, thc amount of excess expenditure óvef dauctioned 
loans in connection with the electric tramways. 


— E 
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Llandudno.— An extension of four months in which 
to complete the electric tramways bas been granted by the B. of T. 
The U.D.C. has waived the demand for a deposit of £1,000 by the 
tramway company as a guarantee that the work will be completed 
by the end of the year. 


Maidstone.—The T.C. has decided to apply for powers 
to extend the electric tramways to Loose via Mill Street and 
Knightrider Street and to Tovil vía King Edward Road. 


Isle of Мап. —А serious accident, involving injury to 
seven persons, occurred on Thursday last week on the electric rail- 
way which runs from Laxcy to the summit of Snacfell. А descend- 
ing car ran into two stationary cars, telescoping them, and sending 
them along the line some 50 yards, All three cars were badly 
damaged. 


TELEGRAPH AND TELEPHONE NOTES. 


Channel Islands.—The Channel Islands cable was 
repaired Jast week, but again broke down. The telegraph steamer 
-Electra, which was returning to London after repairing the previous 
break, was stopped at Dover, and returned to the Channel Isles. 


Chicago.— The City electrician is urging the installation 
of a municipal system of telephones for the use of the city depart- 
ments. About 1,400 instruments would be needed. 


Durban.—The reported refusal by the Government of 
the Marconi Telegraph Co.'s offer to establish a station locally has 
been confirmed. No reason is given, but probably (says а corre- 
spondent) the Government fears interference with the revenue 
from its present telegraph system, the Marconi Co. having pro- 

to take half the receipts for messages received or i uc 
from its station for inland service. 


Melbourne-Sydney. — The Postmaster-General, Mr. 
Austin Chapman, has decided to place on the Estimates a sum for 
the construction of a telephone trunk line: between Melbourne and 
Sydney, of such strength and durability that, if extensions to Ade- 
laide and Brisbane should hereafter be be decided on, it will stand 
the increased traffic. The proportion of the cost of the work, 
rightly debited to the telephone service, is about £30,000. Use 
will be made of the existing telegraph posts over а good portion of 
the route. 


Telegraphie Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinfiad-Demerara (No. 1) Aug. 26, 1901 
Dominica-Martinique .. : ee ie .. Мау 7, 1902 
St. Lucia-Martinique .. го Ps = .. May 7, 1902.. 

Ca Pinheiro ix ee .. Aug. 18, 1902 
Reissa-Iasa (Yemen) Camaran Oct. 22, 1902 
"Tarifa-Tangier . Jan. 18, 1904 
Closed { Viadivostook. -Nagasaki Feb.9, 1904 

Port Arthur cu Fi Mar. 9, 1904 
Jamaica-Colon .. Н $ ап. 5, 1906 с 
Cadiz-Tenerif July 20, 1906 Ре ; 
England-Quernsey: Sept. 6, 1905 Sept. 15 

LANDLINES, * 
Puerto-Barrios .. July 28, 1902 А 
Kertch-Sontehoum ee © si .. Bept. 21, 1904 .. 

Alaska landlines .. Aug. 27, 1905 .. 
Communication. with Brazil via Galveston .. July 18, 1905 .. 


Venezuela.—President Castro has decided to prorogue 
the execution of the decree recently pronounced by the Venezuelan 
Courts, cancelling the contract between the Venezuelan Govern- 
ment and the French Cable Co., in order to permit of negotiations. 


West Africa.—The Southern Nigerian Government has 
announced that the telegraph line has been extended to Benin city, 
Sapeli, and Warri, and that offices for tlie reception of messages 
have now been opened at the places named. The charge is 2d. рег. 
word above the telegram price to Bonny, the Nigerian Government 
undertaking the redistribution. 


Wireless Telegraphy.—The Constantinople correspon- 
dent of the Daily Mail states that the Sultan is greatly opposed 
to the introduction of wireless telegraphy. The apparently 
mysterious workings of the apparatus atfrighted his Majesty, and 
Һе dismissed the matter as an invention of the evil one, and gave 
strict instructions that it should never be brought before him 
again. 

The Government of British Guiana is calling for tenders for the 
establishment of a wireless telegraph service between Georgetown, 
Demerara, and the Rle of Barbados, a distance of 470 miles over 
sea. From а recent issue of the Argosy, of Demerara, we learn that 
the Government first approached the West India and Panama Tele- 
graph Co., and asked whether the company would lay a new cable: 
to British Guiana in the event of the Government restoring to it 
for a period of 10 years the special subsidy of £1,500 a year, which 
was granted when the special cable was laid, and withdrawn on 

April let last. 'The company replied in the negative. 

On September 7th a new Marconi station was opened at Sable 

Island, 90 miles south-east of Cape Canso, Nova Scotia, 


LJ 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Bermondsey.—The borough surveyor has been instructed 
to prepare specifications and invite tenders for the wiring of 
St. John's Girls’ School. 


Bishop Stortford.—September 26th. The U.D.C. is 
inviting tenders for lighting such of the public streets as are at 
present lighted, for two or three years from September 30th, 1905. 
Thomas Swatheridge, Clerk of the Council. 


Burton-upon-Trent,—September 25th. Feeder cables, 
conduits, &c., for the Corporation e See Official Notices 
September Sth. | 


Chiswick.—September 29th. Wiring refuse destructor 
and other buildings for the U.D.C. See “ Official Notices " 
September 15th. | m 


East Indian Railway.—September 27th. "The E.I.R. 
Co. is inviting tenders for the supply and delivery of electric plant 
and materials, as per specification, to be seen at the company's 
offices, Nicholas Lane, London, Е.С. For each e a fee 
of £1 1s. is charged, which cannot be returned. 


France.—September 26th. The French Post and Tele- 
graph Authorities in Paris are inviting tenders until the 26th inst. 
for the supply of 216 kilometres of submarine cable core, 50 tons 
of iron wire, 24 mm. diameter; 10 tons ditto, 5 mm. diameter; 350 
tons ditto, 7 mm. diameter, and 100 tons ditto, 8 mm diameter. 
Particulars may be obtained from, and tenders аге to be sent to, Le 
Sous-Secretariat d'Etat des Postes ef des S 103, Rue de 
Grenelle, Paris. 


London.—October 3rd. Гов ед and extra high- 
tension cables for the L.C.C. See Official Notices " September 
15th. 


London.—September 29th. Thirty-four tramcar bodies, 
trucks, equipments, &c., for the L.C.C. See “ Official Notices ” 
September Ist. | 


Manchester.—September 27th. Tenders are e invited for 
the electrical installation of the new chief fire station and police 
station, London Road, Fairfield Street and Whitworth Street, 
Manchester. Specification, &c., at the City Treasurer's office, Town 
Hall, Manchester, on a deposit of three guincag. 


Mussoorie (India),—October 23rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction. motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores, Вее ''Official 
Notices " July 14th. 


Pembroke.—September 22nd. Mains, arc а апа 
illars, meters and switchboard panels, for the U.D.C. See Official 
otices " August 25th. 


Pontypridd.—September 30th. Cables and overhead 
equipment for U. D. C. tramways. See Official Notices " Septem- 
ber 8th. 


Spain.— October 14th. The Spanish Ministry of Public 
Works in Madrid is inviting tenders until October 14th for the 
concession for the construction and working of an electric tramway 
in Saragossa. Particulars may be obtained from, and tenders are 
to be sent to, El Ministerie de Obras Publicas, Madrid. 


Wemyss.— September 27th. Permanent way for tram- 
ways. бее “ Official Notices” September 15th. 


CLOSED. 


Burslem.—The T.C. has accepted the tender of Mr. 
E. M. Evans for wiring the Institute for the E.L., at £66, and that 
of Messrs. Dick, Kerr & Co., Ltd., for a 200-kw. eugine and 
dynamo. | 


Camberwell.— The Guardians reported on Monday 
having decided to place their orders for electrical fittings POTE 
the forthcoming 12 months with the following firms :— 


Bell's Asbestos Co., Ltd. 

General Electric Co., Ltd. 

Reed's Electrical & Engineering Supply Co., Ltd., and 
Н. W. Willcox & Co. 


Croydon.—The Corporation has а the tender of 
Messrs. T. Harding Churton & Co. for the supply of singie-phase 
induction motors and centrifugal pumpe. 


7999... —— 
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Grimsby.—The T.C. accepted the tender of Messrs. 


A. С. Dickins & Co. for lighting the Highways Yard by electricity, 
at £68 14s. . 


Mansfield.—The T.C. has accepted the tender of Mr. 


Bertram Thomas for the supply of two time-limit circuit-breakers 
for the electricity works, at £32 10s. 


Neatl— The R.D.C. has affixed its seal to a number of 
documents in connection with the electric lighting undertaking, 
including contracts with Callender's Cable and Construction Co., at 
£8,449 17s., and Messrs. Johnson & Phillips, at £9,335 17s. 9d. 


Ramsgate.—The T.C. has accepted the tender of Mr. 
B. G. Philpott for an installation of firemen's electric call bells, at 


£77 16s., with a maintenance fee of £4 10s. per annum for seven 
years. i | 


Taunton.—The T.C. has accepted the tender of Messrs. 
Babcock & Wilcox, Ltd., for the supply of a boiler (fitted with 


superheater and economiser) and pipe-work for the electricity 
works, at £1,460. 3 


West Ham.—The B.G. has accepted the tender of 


Messrs. Troup, Curtis & Co., of Victoria Dock Road, Custom House, 


for the ensuing year’s supply of electrical fittings. 


...... a IIS 


FORTHCOMING EVENT. 
Monday, September 25th.—Opening of the Electrical Exhibition at Olympia. 
——————MMÀ 


THE ELECTRICAL ENGINEERS В.Е. (VOLS.). 


GUARD oF Honour. 


The Corps furnishes Guard of Honour at 1 p.m. at O! i 
Electrical Exhibition on Monday, 25th inst. a e opening bf the 


The О.С. wisbes that members of the Corps attending this Exhibition at апу • 


time will do so in uniform, and he will t : : 
those who do so. , гу to obtain special rates or passes for 


Vy T 24! (Signed) WILFRID С. Di- BI. E, Capt., R. E. 


Adjutant. 
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"m 4 3 te s 


NOTES. 


- Testing Rubber Gloves.—The following interesting 
letter has come to hand just in time for insertion :—' With 
reference to your leading article in last week's REvIEW оп 
* Accidents Due to Electrical Shock,' it may be of interest to some 
of your readers for me to say that in testing rubber gloves I have 
found by inflating them with air, and then putting them under 
water, I have discovered very many small holes in new ones which 
would otherwise have been impossible to find. 

„Quite recently I had to reject 24 per cent. out of a batch of 
new ones.—GLOVEsS.” 


The Fulham Baths Arbitration.—In regard to the 
arbitration, under the clectric lighting contract for the baths, rela- 
tive to the question of damages claimed by the Council from the 
contractors, the National Electric Construction Co., for reimburse- 
ment of the costs and damages paid by the Council in respect of the 
two fatal accidents in December, 1902, the town clerk savs that the 
award may be made within a month or so, and will probably be in 
the form of a special case, finding certain facts and stating ques- 
5 of law for the opinion of the К.В. Division of the High 

ourt. 


A Turbine Locomotive.—According to the Daily 
Telegraph, Mr. Hugh Reid, the managing director of the North 
British Locomotive Co., has patented a self-vontained electric 
locomotive in the form of a miniature central station on wheels 
which will generate its own current by means of a boiler and a 
condensing Parsons turbine; it is somewhat on the plan of Heil- 
mann's experiment, with the difference that the latter used 
Willaus high-speed engines in the place of a turbine. In addition 
Mr. Reid proposes to uses an air-cooled condenser of somewhat 
novel design. 


Will.—According to the Times, Mr. William Bruce 
Dick, who died on July 11th, aged 75, founder of the firm of Dick, 
Kerr & Co., left estate valued at £233,349 gross in the United 
Kingdom, of which £157,979 is net personalty. 


An Electrically Equipped Colliery.—The programme 
of the Institute of Mining Engineers, which met in Manchester last 
week, included a visit to the Douglas Bank Collieries, near Wigan, 
for the purpose, mainly, of inspecting the extensive electrical 


equipmont which has been installed there. There are two shafts, 
each 2,071 ft. deep. Ten boilers—five at each pit—connected by 
steam pipes, provide power for winding and ventilation, but for 
haulage and pumping the motive power is electricity. The plant, 
in a separate building, consists of two sets, each of 250 B. E. P. 
when worked condensing. "The condensing plant has not yet been 
erected, but the plans are completod. There are two enclosed 
inverted vertical compound Belliss & Morcom engines, with two 
cylinders, and forced lubrication to all the bearings. The three- 
phase Brown-Boveri generators are direct coupled to the engine 
shafts. The exciters are also driven by the same shafts. The speed 
of the engine is 400 r.p.m. The current has a pressure of 550 
volts and a periodicity of 40. Current from these two units is 
used for driving the underground motors, and а 2-в.н.р. 
motor on the surface, which pumps the safety lamp oil into a 
service tank erected above the turning shop at the end of the lamp 
rooms by means of a small three-throw horizontal pump. The same 
current drives, when required, a small wood-turning lathe, and 
lights the pit eyes, shaft sidings and motor-houses and adjacent 
roads below ground. During coal-winding hours the current is also 
used for lighting the screens, АП lighting is effected through 
transformers, which reduce the pressure from 55€ to 230 volts. By 
means of chánge-over switches the screens are lighted, when the 
continuous plant is running, by means of the continuous current 
from the 45-в.н.р. plant situated in the fan-house. This dynamo ів 
driven by a Ruston-Proctor vertical engine by means of a leather 
cbain belt. The dynamo is wound for 230 volts, and the current is 
used for all arc lamps on the surface, and for lighting the offices and 
workshops and screens when required, also for driving the lamp- 
cleaning machine motor of 2 B. H. P., and the “ booster" for charging 
the safety lamp lighting batteries. The cables from the threc- 
phase plant switchboard to the shaft bottoms are enclosed in 
“ Haskinised " wood casing. The power cables below ground are 
all three-core steel-tape armoured, and are suspended by leather 
thongs behind the bar-legs. Eight scams of coal are now being 
worked to the four pit-eyes, and all are worked on the long-wall 
principle. Мо coal-cutters are as yet at work, but a three-phase 
diamond overhead coal-cutter of 30 B.H.P. is in course of construc- 
tion. It will cut in the Hoo Canel on the top in the Pemberton 
2 ft. mine, to a depth of 44 ft. The machine is expected to be at 
work next month, and if successful, other similar cutters will be 
introduced. А Grant electrically-driven rock drill is used for 
drilling the holes in a tunnel that is being driven through the 
measures, rising one in three. It is driven by a three-phase Brown- 
Boveri motor of 54 B.H.P. The endless-rope haulage, on the over- 
head system, is driven by three-phase electric motors; four of 
50 B.H.P., and four of 25 в.н.Р The motors are of the Brown- 
Boveri slip ring type, working at a pressure of 500 to 550 volts. 
Each motor starts against the load, by means of a 
main switch and a liquid starter. The  50-H.P. motors 
run at 600 r.p.m., and the 25-H. P. motors at 800 r.p.m. The rope 
speed in all cases i8 at the rate of 2 miles per hour. Reduction in 
speed is obtained by means of gearing, the rope pulleys being on 
the fourth-motion shaft. The two pumps are below ground, elec- 
trically driven, and are of 5 B. H.P., each lifting 50 gallons of water 
per minute against a head of 130 ft. The Brown-Boveri motors for 
these pumps, of the squirrel-cage type, work at a speed of 
1,200 r.p.m. ata pressure of 500 volte. The pumps are of the threc- 
throw vertical Smith-Vaile type. Preparations are being made, 
and will soon be completed, for tlie erection of two clectrically- 
driven shaft pumps of 15 B.H.r. The motors will be of the same type 
as the haulage motors. The pumps will be of the three-throw 
horizontal type, 4 in. in diameter x 6 in. stroke. The vertical lifts 
will be 381 ft. and 570 ft. respectively. 


Electric Hauling Gear at Dover.—According to the 
Morning Post, in order {о render the National Harbour at Dover 
torpedo-proof, powerful electric hauling gear is being arranged at 
the ends of the breakwaters, so as to stretch heavy wire hawsers 
across the entrances. 


Tramcar and Motor-Car.—. James Chilcott, motor engi- . 
neer, on Tuesday obtained a verdict for forty guineas damages and 
costs against the Metropolitan Electric Tramways, Ltd., for 
injuries received in a collision of one of the company's electric cars 
with a motor-car in which plaintiff was seated at the time. The 
motor-car seems to have suddenly come to a standstill a few vards 
in front of the tramcar. 


Appointments Vacant.—Demonstrator in electrical 
engineering for Manchester Municipal School of Technology (£120) ; 
charge engineer for Willesden U. D.C. sub-station (358.) ; assistant 
engineer for Edinburgh electricity department (£180, rising to 
£270); instructor in mathematics for the Northampton Institute 
(£120); working superintendent for Maidstone (£90) ; assistant 
head master for Cork Municipal Technical Institute (£200). 


Charge of Embezzlement.—Mr. J. W. Endean, who 
resigned the position. of manager and engineer of the Devonport 
and District Tramway Co. on Saturday, was arrested on Tuesday 
on a warrant charging him with embezzlement. He had been 
manager of the company for the past five years. 


Gift to Magee College.— The Times says that Mr. Bazil 
McCrea, a Belfast railway contractor, has given £6,000 to found а 
chair of experimental physics in Magee College, Londonderry, and 
to provide two scholarships in connection therewith. 
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Electric Commercial Wagons in America.—The 
Automobile Builder, of America, estimates that the number of elec- 
iric commercial wagons now in actual service in that country can 
be conservatively placed at 4,000. | 


The Question of Overtime.—At Nottingham, оп 
Tuesday, a meeting of the Amalgamated Society of Engineers was 
held to consider rules relating to overtime, an arrangement which 
has hitherto obtained in regard to this matter having been found 
impracticable. It was decided to delete the rule to which excep- 
tion was taken, but at the same time to adopt early measures to 
secure more stringent limitations of overtime than is now generally 
observed, and to accomplish this by an arrangement with the Engi- 
neers’ Employers’ Federation, thus making the matter generally 
binding, and not leaving it to mere sectional control.— Times. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements. ] 


— 


Central Station Engineers. — The Mansfield T. C. 
on Friday decided to increase the salary of Mr. Sax RE, assistant 
electrical engineer, from £140 to £156 per annum. It has been 


suggested that he shall be relieved of some of his duties and go 


round the town canvassing for consumers. 

The Electricity Committee of the Burnley T.C. has appointed 
Mr. Jas. E. STARKIE, first assistant engineer at the electricity 
works, as borough electrical engineer, at a salary of £250 per 
annum, rising to £300 a year hence. ; 

Mr. H. G. Anprews has been appointed assistant to Mr. J. 
BULFIN, borough eleetrical engineer of Bournemouth, vice Mr. F. 
Roose, who recently resigned to join the London County. Council. 

On Saturday, the 16th, at Palace Gardens Church, Kensington, 
the marriage took place of Mr. A. B. CHILD, chief engineer and 
manager of the St. Austell's power station, Cornwall, with Miss 


Jessie Blackburn. The Rev. Thomas Child, father of the bride- 


groom officiated. 

Mr. Сотнвевт M. Moore, late electrical engineer at East 
London; Natal, was presented with a purse of sovereigns from the 
municipal and electrical staffs, on the occasion of his leaving the 
town. The Mayor, in making the presentation, bore testimony to 
Mr. Moore's conscientious work in the town, and voiced the general 
regret that was felt at his departure. 

The Electricity and Tramways Committee of Swindon T.C. has 
recommended that the salary of Mr. J. G. GRIFFIN, electrical engi- 
Deer, be increased from £300 to £325 per annum. 

The Greenock Corporation has appointed Mr. W. A. ToPPIN as 
superintendent of the meter and installation department, at а 
salary of £130 per annum. | 

Mr. P. A. Locke, senior chargeman at Plymouth Corporation 
electricity works, bas been appointed chief lecturer in electricity 
under the Education Authority of Bolton, Lancs. Mr. Locke has 
been senior chargeman at Plymouth for five years, and has for some 
time been lecturer in electricity at the Plymouth Technical Schools. 

Mr. Е. A. Вомр, the chief engineer at Heston and Islesworth 
U.D.C. electricity works, is to be married on October 12th next to 
Miss Jessie Berry, second daughter of Samuel Berry, Esq., ex-Mayor 
of Barnstaple, where the wedding will take place. 

The Colwyn Bay D.C. has increased the salary of its electrical 
engineer by £20 to £200 in consideration of his undertaking all 
extensions of plant and mains. The cost of the extensions is to be 
£17,000. 


Tramway Officials.—Mr. Евер. SCHOFIELD was оп 
September 13th presented, at a complimentary dinner, with a silver 
cigarette case on his departure from Bradford, where he has acted as 
tramway traffle manager, to take up the position of tramways 
manager at Leyton. | 


General,—Mr. Joux B. C. Kersuaw, of Waterloo, 
Liverpool, was married on 12th inst., at Handforth, Cheshire, to 
E Milman, only daughter of George Gething, of Parkfield, 
—. Styal. | 

Mr. J. E. Sayers has assumed Mr. James CALDWELL, formerly 
his assistant, as partner in the business, as froni August 20th. "The 
new firm will practise as consulting engineers and electricians, at 
157, West George Street, Glasgow, under the name of J. E. Sayers 
and Caldwell. 

Indian Engineering reports that Mr. R. P. RussELL, whose 
appointment as electrical inspector for the United Provinces was 


sanctioned by the Secretary of State for India, took up his appoint- 


ment at Allahabad on July 20th. His headquarters will be at 
Allahabad. 

Lorn BALTOUR or BunLEIGH, K. T., has been elected to a seat on 
the board of the Western Telegraph Co., Ltd., in the place of Mr. 
W. S. Andrews, resigned. 

The Standard says that Mr. Н. WI. soN Fox, of the British South 
Africa Co., and Mr. W. A. WirLLs have returned to England from 
their visit to the Niagara Falls, whither they went some little time 


ago to study the method of electrical transmission there, with a 
view to its adoption at the Victoria Falls in Rhodesia. 


- Obituary.—Mr. WILLIAM Fow er, chairman of John 
Fowler & Co., Ltd., Leeds, died оп Saturday at Folkestone in his 
78th year. А 


ELECTRIC TRAMWAY ACCOUNTS. 


WE give herewith the returns of the Salford 


Salford tramway undertaking for the 12 months ending 
Municipal ^ March 31st last. During that period the 
Tramways. department much improved its position finan- 


cially; the average earnings were on the up- 


grade, and working expenses showed a considerable reduction both 


in total and per car-mile. The surplus after meeting all expenses 
(working, financial and rentals) averaged out at 1d. per car-mile as 
compared with £d. (roughly) in 1904. | s 

The year witnessed the opening of several new routes, as indi-. 
cated in our statement; the tramways worked by the Salford 
department being as follows :— 


Salford 364 miles Owned by Corporation. 
Manchester 94 „ Running powers by agree- 
| ment. + 
Eccles m ... 63 „ Leased to Corporation. 
Swinton and Pendlebury 63 „„ i ld 3s 

Prestwich те EC р ўз T 

Whitfield M e) 43 „, m i 

Total 702 miles 


Of the 6,927,805 units used on the tramways, 1,002,677 were 
supplied by the Manchester Corporation at 1'4d. per unit, the 
remainder being purchased from the Salford E.L. Department at 
1:54. per unit. i 
| GENERAL STATEMENT. 


For 12 months ending March 31st 1905. 1904. 
Length of route м . | 38% miles. | 32 miles. 
Total length of track ... " ..] "70$ „ 593. „ 
Average number of cars in use ^ 117 — 
Car-miles run b TP "m 4,884,590 4,726,466 
Passengers carried per annum... 39,213,560 | 36,956,405 
Capital expended to date £638,332 £620,069 
Traffic receipts ... m £209,656 £198,422 
Total reccipts £209,672 £198,890 
Working expenses £134,892 £138,541 
Gross profit £74,780 £60,349 
Income per cat-mile ... ids 10°30d. 10°09d. 
Working expenses per car-mile 6°62d. 703d. 
Interest and sinking fund per car-mile 1:87d 1:734. 


Rental of leased lines... 858 s 79d. 50d. 


Total expenses per car-mile ... 9:28d. 9:31d. 
Profit or loss per car-mile 4-1:02d. + 78d. 
Cost of energy per car-mile ... 2:10d. 2:42d. 
Average fare per passenger . m 1:28d. , 12d. 
5 „ Charged per mile Shy 59d. — 
Revenue per mile of route ... /... £5,376 £6,215 
Expenditure per mile of route £3,458 £4,330 
Total units used ..: za i5 ... | 6,927,805 6,102,524 
Units used per car-mile 2 РУ 1°41 129 
Percentage of working ex'es to receipts 64% 69:5% 
Prorrr STATEMENT, 1904-5. ` 
Interest and sinking fund charges £38,106 
ae S (leased lines, ranning n 16,168 
Contribution in relief of rates... 13,000 
Depreciation and renewals fund 8,935 


Gross profit and accumulated interest £76,209 


The year's working produced a gross profit of £74,780, which was 
further swollen to £76,209 by interest on investments; after 
meeting the absolutely necessary payments and providing the 
ratepayers' annual bonus" (this year amounting to £13,000), the 
balance of £9,000 went to swell the depreciation and renewals 
fund, which totals some £21,000, 

Mr. Ernest Hatton, who occupied the position of general 
manager during the period under review, has taken up a similar 
position at Newcastle-on-Tyne, his successor being Mr. G. W. 
Holford, . 
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CITY NOTES. 


Mexico Electric Tramways, Ltd. 


THE report for 1904 shows a net balance to credit of profit and loss 
account of £53,897, which, added to the balance brought forward 
from last.year of £5,728, gives the total sum of £59,625. Out of 
this the usual dividend of 6 per cent. has been paid on the pre- 
ference shares, amounting to £30,000, and a depreciation reserve 
account has been credited with the sum of £25,000, leaving a 
balance of £14,625 to be carried forward. During the year the La 
Piedad Mule line was reconstructed and opened to electric traction 
on May 30th, 1904, and also during that year the reconstruction 
work to electric traction was commenced both on the Tacuba and 
Atzcapotzalco line, and also on the Peralvillo New Rastro Mule 
line. To meet the requirements of these new lines and the traffic 
generally, 28 new passenger cars were added to the company's 
equipment; in' addition to these, four new express cars, 12 express 
wagons and 25 freight cars were also added to the service. The 
number of passengers carried was 42,602,194, an increase of 
6,123,610, while the gross receipts, $3,272,307, show an improve- 
ment of $473,024. In March, 1904, Mr. Charles Clegg resigned. his 
position as general manager of the company in Mexico, and Mr. 
W. W. Wheatley, of New York, was appointed general manager in 
his place. 


Dick, Kerr & Co. 


The report for the year ended June 30th shows that profits amounted 
to £85,007, while £39,922 was brought forward, the disposable 
balance being £110,076. The directors recommend a dividend of 
10 per cent. on the ordinary capital. The sum of £23,388 is carried 
to a special reserve for extensions of manufactories and replacements 
and depreciation of machinery, leaving £42,387 to be carried for- 
ward. The directors state that during the past year the company 
has been fully employed on contracts both at home and abroad, 
and the manufacturing departments have been kept busy. The 
prospects for the current year are encouraging, although attention 
is drawn to the severe competition which exists in all branches of 
the business. i 


Halifax and Bermudas Cable Co.—The directors, in 
their report for the year ended June Soth, recommend a final divi- 
. dend of 24 per cent., making with the interim dividend paid 5 per 
cent. for the year, and leaving £198 to carry forward. 


Stock Exchange Notices.—The Committee have 
ordered the undermentioned securities to be quoted in the Official 
List :— Е 

Folkestone Electricity Supply Co., Ltd.—Further issue of £25,000 44 per cent: 
first debenture stock. А 
Marconi’s Wireless Telegraph Co., Ltd.—251,127 shares of £1 each, fully 
id, Nos. 1 to 261,127. 


pai 
South Staffordshire Mond Gas (Power and Heating) Co.—83,946 ordinary 
shares of £10 each, fully paid, Nos. 1 to 8,894 and 4,001 to 84,012. 


Direct Spanish Telegraph  €o.—The board have 
decided to pay in addition to the dividend at the rate of 10 per 
cent. per annum on the preference shares, an interim dividend at 
the rate of 4 per cent. per annum, free of income-tax, on the ordi- 
nary shares, both for the half-year ended June 30th, 1905, and 
payable on October 2nd, 1905. 


Rosario Electric Co.—The directors have declared & 
final dividend of 3s. per share on the 12,000 preference shares of 
the original issue, making, with the dividend already paid, 6 per 
cent. for the year ended June 30th last, and of 9°23d. per share on 


the 8,000 new preference shares, being the equivalent of 6 per 


cent. per annum from the dates of the respective calls to June 
30th last. 


Armstrong, Whitworth & Co.—The directors recom- 
mend a final dividend of 10 per cent., making with the interim 
dividend, a distribution of 15 per cent. for the year, carrying for- 
ward upwards of £84,000, or about £2,000 less than last year. 


STOCKS AND SHARES. 


Wednesday evening. 


Money and foreign politica are the predominant factors in Stock 
Exchange prices this week. Neither of them made for better 
prices, and a sharp shake-out in the Kaffir gambles left its trace 
upon other markets round the House. But electrical stocks and 
shares maintain their even plane of steadiness, and the only sensa- 
tion of the week is furnished by the speculative Anglo-American 


Telegraph trio. There ів в generally better tone to record, and а 
noticeable movement is а good recovery in British Electric Traction 
Ordinary shares. 

Electric Railway stocks are a little firmer where any change has 
occurred, but the semi-steam issues are decidedly weak. Central 
London Deferred rose a point to 79}. Districts, however, 
dropped to 344 and Metropolitans to ‘904, in sympathy with 
the flatness of Home Rails as a whole. Charing Cross 4 per 
cent. scrip certificates are 75, and Great Northerns 4 per cent. more. 
Great Northern and City Preferred continue to be quoted at 5] 
middle. | 

Several rises occurred in the traction department. British 
Electric Ordinary are as much as EI better at 94, and those who 
ought to know say that the recently-introduced economies are 
beginning to tell. Moreover, the company appears to be emerging 
from some of its troubles. Argentine Tramway Ordinary are still 
88, but there has been а smart rise in Belgrano Ordinary, which 
are now 4}, an improvement of 22s. 6d. from the recent lowest 
price. The talk of a probable competitive line running parallel 
with the Belgrano or the Anglo-Argentine system is now laughed 
at, but it had a pronounced effect upon the prices of both com- 
panies' shares, and the market is sensitive to fears of what may even 
yet occur. So far as we arc able to judge by the result of careful 
inquiry, there is no reason whatever to suppose that the Argentine 
Government would grant concessions practically neutralising those 
already given to the existing tramway undertakings, but the South 
American mind works differently from that to which we are accus- 
tomed. Buenos Ayres Grand National 54 per cent. Preference 
Debentures are 1024, and City of Buenos Ayres (1904) shares are 
58 ex dividend. Calcutta Trams at 9$ and 9 for old and new 
Ordinary respectively are not altered. The Debenture stock is 
quoted at 107-109, but a holder got 1084 the other day, so scanty is 
the supply in the market. Metropolitan Electric Debenture has 
risen to 1064, and there was a little business done in Potteries 
last Tuesday, the Ordinary changing hands at 8}, aud the 
Preference at 944. Cape Tramways are talked better than their 
present price of 30s., and Lisbon Trams command a small market at 
about 27s. Those interested in mechanical traction may observe 


that Road Car shares have reached 64, a rise of the fraction within 


a few months. ‘ 

By its present issue of 1,500 shares at 5, the little Oxford Electric 
Company places its full authorised share capital in the hands of its 
proprietors. The existing shares are 64, cx the dividend of 2s. 6d. 


just paid, so that there is a fair bonus for the allottees. In. 


the Metropolitan list, Chelseas are nominally down about 7s. 6d., 
allowing for the dividend, but the real fall is less than would appear 
from the quotation. County of Londons advanced 3, and St. James's 
1, all the best shares being in demand. When the Administrative 
scare was at its height, a few shrewd buyers sent in to secare what- 
ever cheap shares might be offered. They bought a respectable 
number more than the market did, and the consequence is that some 


of those purchasers have not received all their transfers yet. Deben- - 


ture stocks display their usual hardening tone, despite the 
probable advent of dearer money. 

Several manufacturing shares are firmer, noticeably Crompton’s and 
British Insulated. The former shares rose 3 to 18, and the Debeu- 
tures regained their point loss of last week. British Insulated, cz 
& 4s. dividend, are unchanged in price at 6. Westinghouse Prefer- 
ence at 24, and the Debentures at 87 remain quiet. | 

Reference has been made to the jump in Anglo-American Tele- 


graphs, of which the Ordinary stock is 2 per cent. up, the Preferred 


14 and the Deferred 18. The speculation in the last-named is 
enormous, forcing the price to 174. Buyers are supposed to regard 
the stock as cheap in comparison with some of the non-dividend 
paying issues of other markets, but since nothing was paid for 
1904, 2s. per cent. for 1903, and 1s. per cent. for the previous 
twelvemonth, to speak of these as "divds" looks like a poor jest 
at the stockholders, Something, of course, may fall to the latter 
next February, but in the meantime the company has to make up 
the full 6 per cent. on the Preferred, the amounts paid being short 
of the proper sum up to the present. But there is, of course, the 
reserve fund in favour of the Deferred. Except for this sensation, 
Telegraphs have had a quiet week. Western shares at 144 are 58. 
up, and so are the Second Preference of West India and Panama at 
7j. Great Northerns rose 3, to 354. Direct United States are $ 
up, at 124. Marconi keep about 778. Е 

Telephones exhibit little of interest. National Preferred тозе 
13, to 113, and vague estimates of what the stock may be repaid 
at now range from 105 upwards. Chili Telephones put on 3, to 7§, 
but there is no move either in Monte Video or Oriental shares. At 
1024 Telephone of Egypt 43 per cent. Debenture stock is practically 
unaltered. 
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* A period of nine months. 


SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


NAME. 


African Direct Telegraph, 4 96 Debs... ВЕ is 
Amason Telegraph Co.’s shares, Nos. 1 to 25,000 


0 VV 
A e ©з $5 Ж» 
do. s do. 6% Pref, "ee ae 
D do. do. Deferred ee ee 
Chili Telephone, Nos. 1 to 44,000 
Commercial Cable Sting. 500 year 4 * Deb. Bk. Red. 
Cuba орар. : vs Ae 


Do. 10% Pref. > КА РР - 
Direct t Spanish Telegraph, Ord. 


do. 10 % Cum. Pref... 


Do. 47 % Debs. 5 
Direct United States Cable 
Direct W. India Cable, 44% Reg. Deb, 10 . 200, R. 
Eastern Telegraph, Ord. Stock : 
Do. 4 Pref. Stock TIO 
Do. Mort. Deb. Stock Red. . 
Kastern Extension, Australias, and China Tele. 
Do. 4% Deb. Stock . 
East & В. Afric. деа % Mt. Db. 1 to 8,000, red. 1900 
‘Do. 4% Reg. M. Debs. (Mauritius Bub.) 1 to 8,000 
Globe Telegraph and Trust 2% 
Do. ‘do. 6 q Pref. 
Great Northern реіогарь, of Copenhagen 
Bermudas Cable, 43 43 96 1st Mort. 
Debs., within Nos. 1 to 1,200, дез. 
do-European Telegraph oe 
Monte Video Telephone Co., Ltd, Ord. és 
National Telephone, Pref. Stock ce a 
Do. Def. 


5 


до. 5% А 
до. 84 % Deb. Stock Red. 
Oriental Tele” and E 0 1 to 171.604, ful id 
n elep to ly pai 
Do. do. do. 6% Cum. Pref. 
Pacific & European Tel., 4% Опар Debs., 1 to 1,000 
Reuter's А . А . 
Submarine Cables Trust ` a vd 
United River Plate Telephone 
Do. : um. Pref., Nos. 1 to 40,000 
Do. до. Debs. .. sx 
West African Telegraph, Shares 
W. 55 of America, 1 to 90, 000 & 58,001 to 58,008 
енот Debs., 1 to 1,500 guar. by Braz. Sub. Tel. 
elegraph, ctd Doa 1 to 207,930 > 
6 % Debs. 2nd series, 1906 
do. 4% Deb. Broce Red. 


$$ 


Be 
West India and Panama Telegraph . s гә 
Do. do. 6% Cum. Ist f. on éi 
Do. do. р Cum. 2nd Pref. ; 9 
Do. do. Debs., Nos. 1 to 1,800 bo 


British Aluminium 7 % Cum. Pref. .. ës T 
Do. do. “А” 696 Cum. Pref. .. st 
Do. do. 4% Funding Certs 
Do. do. 5 % 1st Mort. Deb. Btock Red. 

British Electric Traction А > 
Do. do. 55 Par Pref. si re 
Do. ‚до. b Earp: Deb. Stock .. 
Do. do. 96 2nd Deb. Btock Red. 

British Insulated and Helsby Cables ue Уз 
Do. do. 6 % Cum. Pref. А 
Do. do. 44 96 1st Mort. Deb. Red. 

fBrowett, Lindley & Co., Ord. I à M 
4 i do. % Cum. Pref. .. 
Brush Electrical Engineering, Ord., 1 to 106,781 .. 
Do. Non-cum. 6 96 Pref... , 

Do. Perp. Deb. Stock 2% 
Регр. 2nd Deb. Stock 

Callender's Cable Construction shares us Ке 


Я do. 596 Cum. Pref. A 
Do. do. 96 lst Mort. Deb. Stock Red. 


Central London way, Ord. Stock m А 
Do. do. 4% Pref. Stock vk 
do. Def. do. .. EN 

City and South London Railway Я v» * 


Crompton & Co., Nos. 1 to 85,000 f i 
5 96 1st Mort. Reg. Debs., 1 to 


Edison & Swan Utd., A” ahrs., np 1to 99,961 


Do. “А” Shares, 01—017,189 m 

Do. Deb. Stock Red. 
Do. 5 % 204 ‚В Prov. &ll pd. 

on 1 ,100 

Do. do. Cum. Prof., 1 to 91,990 
Do. do. 4 €, Porp. 1st Mort. Deb. Sk. 
General Electric Co. ‚ 5 V Cum. Pref. ё% 
Do. do. 4 4 Mort. Deb. АА 


(W. T.), Tele b En Ord. .. s 
ge Ji Tel grap Оа, 


до. 4 ort. Deb. Stock 
India-Robber, Gutta-Percha £ elegraph Works.. 
do. lst Mort. Deb. .. 
tLiverpool ‘Overhead Railway, € rd. .. 35 is 
1 Do. do. Pref. £n paia s 
T h Construction and Mainte 
Deb. Bds., : £ 1,500 ) Red. 1909 


8400000 Waterloo & City Hella, Ord. 8 5 


Bank rate of discount З per oent. (September 7th, 1906). 


Dividends for the last 


S8 


Se 


de de de d e ed eee eee eee 
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f. Stock T И i 
no do. 6 % Cum. lst Pref. .. vs 
i do. 6 % Cum. 2nd Pref. .. T 
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ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 


99—103 
10 115 
193 —195 
99 — 101 
2 e 
109 —100 
ий T 
i 
91 — 94 
T8 — 81 
15 — 8 
109 —111 
90 — 02 
101 —108 
78 — 81 
40 — 42 
là— 13 
95 —100 % 
H— 1 
2— id 
89 — 88 
B9 — 94 
1 h 
“i 10 
97 —101 
31 
100 ZH, 
100 16 
22— 
102 —104 
90 — 93 


t Unless otherwise stated all shares are fully paid. 
Share List. 


Business done 


§ Interim dividends, 
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| Stock Closing Closing Business done уы о 
Present NAME. or Dividends for the Quotations Quotations week ended : 
Issue. | Share. last four years. Sept. 18th. Sent, 90th. (вере 20th, 1905.| Pall — 
t 1 1908. | 1904, | $1900. Highest Lowest. 
29,871 Brompton & Kens. кес. Lt. Bup., Ord., 1 to 20,000 5 8% | 10 10 % š 9.— lol 9.— 101 sie gs : 
10,623 7 С um. Pref. : Б 7 7 X 1 s: 
, 988,782 Central E Electric Su ppiy å 4 Guar. Deb. Воск .. | 100 4 4 72 108 —106 108 —106 $$ 
80,000 | Charing Cross and Bi lectricity Supply . 5 10 8 X b 968 + 24 it 61 61 Vs 
prend ө до. um. Pref. 6 4 у 2 т" oe 
40, Do. " “ың Undertaking 44 800 Cum. Prt. 5 72 * 4 — 5 — 5 415 — 
40,000 Do. o. хе Б i 0 4% 4g— 63 | А | d 
850,000 ae Deu = is 1515 Deb x Deb. Btock Вед. 100 |4 % 1% 32 x 108 a ш 105 e 
А elsea Electric - 72 * § — А 
150,000 Do. do. 1 51 % Deb. Stock Red. | Stock 444 0 | Kii 108 —110 108 —110 | = 
70, 505 City of London Elec. Lighting, Ord. 40,001— 110,595 10 5 | 59€ 6 ч 11 — 11} 11 — 133 Р " 
40,000 Do. 69 Cum. Pref., 1 to 40,000 .. 10 6 6% | 6% 13 — 14 13 — 14 б 
400, 0001 Do. 5% Db. Stk., Scrip. (iss. at 115) all pd. 5 5% | 5 128 —127 124 —198 +1 
800,000 44% 2nd Db. Stk., Prov. Crts., all 100 | 44 449 x 108 —106 104 —106 104 +1 
40,000 | Сопп% ot London Electric Lighting, Ord. 1--40,000 | 10 4 4 X y ' 495 g 88— E | +h 
80,000 do. 69, Pret, 40,001 50050 10 6 6. | 6% | 12 — 123 12 — i% ы 
400,000 Do. do. 492 eb. Stock И 4 i Ж, | 111 —114 111 —114 118 $i 
950,000 Do. do. & 9nd Deb. Stock. | Stock x» | 44% | 108 —105 108 —105 104 
“90,000 | Edmundson's Electric Corporation, Ord. Shares 5 7 7% 7 | | d 5j— 6i 5H 5j 
` 80,000 Do. до. 6 % Cum. Pref.. a 6 6 Ф 6 2 | | — 68 67* 618 
$00,000: Do. 43 X, 1st Mort Deb. Stk | 100 43 43% | 4% 106 —108 106 —108 к x 
91,000 Kensington and Knightebridge lectric Ord. К b 10 19 % | 12 ; 12 — 124 12 — 123 de . 
196, ‚ Do. do. 4 9% Deben. Stk. Btock | 4 4 «X 4 97 —100 97 —100 
111, London Electric Supply S ration, Limited, Ord. 8 i Nil 8 У 2 — 4 2 — 5 
60,000 Do. do. do. 6 9% Pref.. 5 | 6 6 6 4i— i= 
871,895 Do. ‘do. 4 96 18t Mort. Deb. Stk. Red. | Stock 4 4 4 99 —102 99 —102 
100,000 | Metropolitan Electric Supply, 1to 100,000 . b 10 10%$ 102— 11 104— 11 11 10d 
16,121 Do. 44 % Cun. Pref. 1—Т\, 106, £8 ра. 5 4 4 518 53% 
220,0001 Do. 45% lat Mort. Deben. Stock .. | .. | 109 —118 109 —119 
250, 000 Do. % Mort. Deben. Stock Redem. Stock 99 —101 100 —102 Р +1 
450,000 |. Midland Electric Corporation, 44 % Ist Mort. Deb. | 100 a 100 —102% | 100 —102% 
10,852 | Notting Hill sage 1 10 6 6 Т: | 14 — 15 14 — 1$ 143 
20,00 | St. James’ and Pall Май осно Li Ше ES 10 m m п 13a 143 137 147 Жї 
40, ‚ James’ and Pa ectrio Light, Ord 1 1 1 10%§ 1 1 + 
90,000 Do. do. 7% Pref. 20,081 to 40,090 Б 7 1 7 7 Ф& 8 — 9 8 — 
Mon ou dM xD P о d | ME ME NE "- | 43 | à is 
13, m e e eotrio Supply. О 4 1 
50,000 Do. ‘do. do. 4 Deb: Btock Btock | 4 4 4 76 — 80 76 — 80 ; А 
65,000 | South London Electricit Bupply, О с T b 1 8 4 94— 4 4 i 
100,000 | South Met. Elec. Lt. & Power - 1 il Nil Nil ji— 38 — 1 Ө 
50,000 | (Late Blackheath and 9 |7% % Pret.. 1 Nil 1% 1 І 14— Lya xd làÀ— 114 3 А 
100,000 Dist. E.L.Co.) 48% let Deb. Stk. 100 44% 44% | 43 100 —1 106 —109 м x: 
80,000 | Urban Electric к Ord. .. Б 5%, 5 596 4j— 5 H- b 4H 423 eg 
80,000 Do. 5 % Cum. Pret 5 | 56% | Б $ 6 &— 5 5i 54 . 
200,000 43 % lat Mort. Db. Stk. Red 100 < 44 105 —107 105 —107 1064 к 
‚ 110,000 Weste Electrie Supply, Ord. .. 5 |12 % 184 14 18%§ | 193— 133 129— 1 137, | 193 | .. 
28,161 Do. do. 5 9% Cum. Pref, |, 5 5 b 5 à — — | НЕ 


Shares not officially quoted :—Mackay Companies, ord., 42—42. Pref. 76—764. 
+ Unless otherwise stated all shares are fully paid. | . $ Interim dividends. 
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MARKET QUOTATIONS, Wednesday, September 20th. 


. Latest Fortnight's Latest Fortnight's 
CHEM ICALS, &с, Price. Inc. or Dec. METALS, &c. (continued). Price. Dec. or Inc. 
a Acid, acre one аа per cwt. b. ` ix g Copper Sheet T 5 .. рег ton £84 : - 
a „ Nitric.. ; = .. рег cwt. 22. bee. л 9 „ Rod. .. рег ton £84 ‘ 
a n Ozalic . ju Е S рег cwt. 82/. es e „ (Electrolytic) Bars .. per ton £74 Р 
а „„ Sulphuric x kx .. percwt. 5/6 : $4 е, н Sheets. per ton £871 е 
a Ammoniac, Sal .. рег owt. | - 8 y " Rod e рег юп | £81 ; 
0 Ammonia, Muriate ( (crystal) .. рег ton 233 10 € „ » ies Wire per lb. ggd. х 
z .. per ton £90 T Ebonite Rod Я ч .. per lb. 3/8 А 
я Bleaching powder m T .. per ton " £5 10 T | Sheet Mi .. per lb. BJ. . 
a Bisulphide of Carbon 9 .. per ton £15 as n German Silver wire .. per lb. 1/6 > 
а Вогах. di .. per ton £18 HE h Gutta-percha, fine , .. per lb. 6 / to 1[- Ў 
а Benzole (90 %) m 25 .. per gal. 10d. - h India-rubber, Рага fine . .. Por lb. 57/7 to 5/1} 
a „ (50 e i5 .. per gal. d. Vx i Iron, Charcoal Sheets: .. per ton £18 T 
a Copper Sulphate ..  ..  .. perton 20 ш i „ Pig (Cleveland warrants) per ton 48/5 — да. dec. 
a Lead, Nitrate - .. per ton £25 m i ,, Forgings, according to size per ton From £11 КА 
а » White Sugar.. A .. per ton £81 às i „ Scrap, heavy per ton 47/6 to 50/- 
vi йе S ie .. per on £27710 . „ Wire, galvanised No.8 . per ton £9 15 -" 
a Mc ylated Bpirit . per gal. 2/6 zx D 
a Naphtha, Solvent (90 % at 160°C) per gal. 5/6 ` zt g Lead, English Ingot  .. .. per ton £14 2 6 2/6 to 7/6 dc. 
a Potassium Bichromate, in casks per Ib. 8d. " 7 Sheet .. рег ton #15 15 Bs. dec. 
a Potash, Caustic (75/80 PA .. per ton £90 а А Manganin Wire No. 28 . .. per lb. 8 / 3 
a Potassium Cyanide ж .. per lb. Tad. de д Mercury per bot. £126 
a Shellac . e. perewt. 190/- = d Mica (in original cases) small .. per Ib. 6d. to 1/- : 
a Sulphate of Magnesia T .. рег ton £4 10 EE d „, a " medium per 1b. 2/6 to 4{- ss 
a Sulphur, Sublimed Flowers .. per ton £6 10 ce d „. large .. per lb. 4/6 to 8/6 ; 
а у 5 - .. рег юп #5 10 г p Phosphor Bronze, plain castings per lb. 1/1 to 1/8 
» Lum .. per ton £5 M p „ rolled bars & rods per lb. 1/14 to 1/3 
4 Вода, Caustic Twhite 70 90) .. per ton £10 15 "m p > з epe & sheet per lb. 1/4 
а „ Crystals .. per ton £3 се o Platinum е рег 02. 84/- 
a Sodium Bichromate, casks .. per lb. 21d. vs e Bilicium Bronze Wire per lb. 103d. to 1134. 
a vi Cyanide . .. per lb. 7а. T 1 Steel, Magnet, acc'd'g to dese’ р" 'n per ton £58 
1 i n эз in bars £15 to £40 ©з 
b Aluminium шко» їп ton lots .. perton £150 - g Tin, Block . M : „per ton { to £147 10 ) £5 10s. dec. 
b $5 Wire,in ton lots .. perton £177 T" » Wire, Nos. 1 to 16. per lb. 1/94 _ 4а. dec. 
b Sheet, in ton lots .. per ton £175 s р White Anti friction Metals 
b Babbitt's metal ingots . per ton 443 to £140 | “ White Ant" brand. per ton £46 to £70 
с Brass (rolled metal 2" to 125 basis per lb. 72d. j Yarns, rane ons Cotton, on sp'ls per Ib. 8d. 
с „ Tube (brazed) es .. per lb. d. 3 » .. per lb. bad. 
с, „ (solid drawn). .. per lb. ata i | j a 10 n Russian .. per lb. 41d. 
e „ Wire, basis .. Р .. per lb. gd. m | jo. 10 pi Russian, single .. per lb. : 
c Copper Tubes (brazed) .. .. per lb. 1044. es j „ 180 lbs. Jute rove per ton £11 zm 
с » (solid drawn) .. per lb. 11d. є | k Zine, 8h't (Vieille Montagne bnd. ) per ton £29 15 15s. inc. 
9 Copper E Bars (best selected) .. per ton £84 Р 


Quotations supplied by Messrs.:— а G. Boor & Co.; b The British Aluminium Co., Ltd.; c Thos. Bolton & Sons, Ltd.; d F. Wiggins & Sons; е Frederick 
Smith & Co.; f India-Rubber, G.P. and Teleg. Works Co., Ltd.; g James & Shakspeare ; h 'Edward Til & Co.; 4 Bolling & Lowe; j Walter H. 1 and 
Co., Ltd.; k Morris Ashby, Ltd.; m W. T. Glover & Co., Lid.; ; п P. Ormiston & Sons; ^ Johnson, Matthey & Co., "Ltd. ; ; p The Phosphor Bronze Co., Ltd 


Carborundum Works in Germany.—The firm of A Bad Specification. — The East ANGLIAN ENGI- 
MEYER & 8$снм1рт announce that they are engaged on the erection NEERING Co., LTD., of Stowmarket, have written to the local Press 
of works for the production of carborundum in Baden-Rheinfelden. complaining of the action of the Ipswich Board of Guardians in 
It is proposed for this purpose to utilise the water power of ‘the inviting tenders for electrical machinery and specifying for a 
Rhine to the extent of several thousands of horse-power. The certain particular make. Тһе firm contend that it is not business 
German patent for the manufacture of carborundum was declared or fair trading to debar every other maker of electrical 
invalid two years ago, and since then large European works have machinery from having a chance of tendering. They feel this 
supplied the requirements of Germany in this respect, so as to the more as they are a local firm, and have something like 150 of 
render the country independent of imports from America. their dynamos and motors installed in the district. 
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THE BRITISH ASSOCIATION MEETING IN 
SOUTH AFRICA. 


— — — 


Тнв proceedings of the British Association for the Advancement of 
Science bave been reported in considerable detail in the South 
African papers, and it is from the reports published in the Cape 
Times that we have prepared the following abstracts of some of the 
proceedings. Readers will remember that the papers on “ Wireless 
Telegraphy " and “Distribution of Power on the Rand” have 
already been briefly touched upon. 


A paper on “Observations on Atmospheric 
Atmospheric Electricity in South Africa," by Prof. J. C. 
Electricity. Beattie, D. Sc., J. Lyle, M.A, aud W. H. 
Logeman, M.A., was read. The observations 
carried out up to now consist of a series made at Bloemfontein in 
1902-3 by Mr. Lyle, of the Grey Colleye, Bloemfontein, and a less 
e egre series made during the same period at Cape Town by Mr. 
W. Н. Logeman. Observations have also been carried out in Cape 
Town by Mr. Fincham during the present year. The instruments 
used were an Elster and Geitel dissipation apparatus, and— less 
regularly—a Kelvin portable electrometer. The paper contains the 
records of daily readings of temperature, humidity, pressure, and 
both positive and negative leaks for morning and afternoon hours. 
These results are used to determine the annual variation; а 
harmoric analysis of the results being obtained in the usual way. 
Cape Town is on the coast, practically at sea level. Bloemfontein 
is inland, and about 4,500 ft. above sea level. The magnitude of 
the leak is greater at Bloemfontein than at Cape Town. The 
positive leak, both at Cape Town ahd at Bloemfontein, is less than 
the negative in the morning ; the positive leak in the afternoon iu 
Bloemfontein is greater than the negative in thesummer months, and 
less in the winter months. In Cape Town, so far as the observations 
go, it seems probable that the opposite is true- that is, from June 
to October the positive leak is greater Шап the negative, апа in 
November and December less. Mr. Lyle and Mr. Fincham had in 
addition observed on several days throughout the whole day. The 
chief results are similar to those obtained in Europe. Formation 
of fog leads to a diminution in leak. The rate of leak changes with 
the relative humidity and with the pressure. 
This paper was read by Profs. Beattie and 
The Magnetie Morrison. А survey of South Africa was started 
Survey of by the authors in the summer of 1897-1898. 
South Africa. The observational work has been earried on 
since that time whenever opportunity offered ; 
naturally, it was greatly interfered with by the war. Soon after 
the declaration of peace the various South African Governments 
each contributed to a fund for paying the expenses of a field party 
for а угз continuous work. This party observed during the 
whole of 1903 and part of 1904. Financial assistance has also been 
received from the Goverument Grant Committee of the Royal 
Society. The necessary observations have been made at about 400 
stations, distributed chiefly along the various railways in Cape 
Colony, Rhodesia, the Transvaal, the Orange River Colony and 
Natal, in the south of Cape Colony, the cast of the Transvaal, the 
Basutoland border, and the north-west of Cape Colony. Observa- 
tions have been repeated at 20 widely-separated stations for the 
purpose of determining the secular variations of the elements. The 
annual and the daily observations have been derived from the 
earlier work of Sabine in South Africa. — It is hoped that the work 
of reduction will be sufficiently advanced by August to show 
isogonic and isoclinie maps of certain parts of South Africa. 
Mr. A. Wood read a paper which consisted 
Radio-Activity of general survey of the evidence in favour of 
of Ordinary; the view that radio-activity is a universal pro- 
Matter. perty of matter. Strutt's work had shown that. 
Р the ionisation in vessels of the same size 
differed for different materials. There must, therefore, be a radia- 
tion from those different materials capable of ionising the gas 
contained in the vessels. This radiation was shown by Campbell 
and the author to consist of two parts, some of it being secondary 
and excited by the penetrating radiation from without, the 
remainder being intrinsic and proper to the material, Strutt 
regarded this latter as due to radio-active impurities, but since his 
work was published results have been obtained by many other 
experimenters. When these results are compared we tind that the 
order in which the various metals tried occur is almost 
identical, and the author concludes that where different 
samples, tested by different methods, yield results in such 
close agreement, the idea that impurities play any consider- 
able part may be dismissed. — The author then proceeded 
to summarise the result of the efforts. made by Thomson, 
MeLenuan, Campbell and himself to obtain evidence of the exist- 
ance of an emanation from metals. All the evidence. so far 
obtained is indirect, however. The paper coneluded with some 
theoretical considerations whieh lead us to expect universal radio- 
activity, particularly the electronic theory of. the atom and the old 
idea that the occurrence together of two closely associated metals, 
such as silver and lead, might be explained by the breaking down 
of the lead into the silver atom by a disintegration similar to that 
which takes place in the transformation of radium into helium. 
A paper on the " Daily Variation of the 
© Northerly (X) and. the Easterly (Y) Com- 
ponents of the Magnetic Intensity at Cape Town, 
St. Helena and Mauritius,” was read by Prof. 


Magnetic 
Intensity. 


J.C. Beattie, D.Sc. 


~ 


A paper by Mr. A. M. Tippett, chief resident 


Electric engineer, C.G.R., on “The Cape Government 
Railway Railways,” was read. Mr. Tippett treated this 
Traction. thoroughly from «every point of view, and 


nothing in connection with the construction, 
management and working of the C.G.R. seemed too great or too 
detailed to come within his examination. He described the three 
systems, their routes, lengths and engineering aud other features, 
and then he passed on to the classes of railways, the ordinary 
brauch lines, the pioneer or developing railways, narrow gauges, 
bridge building, ballast, sleepers, water supply, signals, gradients, 
and so forth. 

This paper led to some discussion on the question of electric 
traction. | | 

Sir William Preece said that the chairman (Mr. Н. Н. Ham- 
mersley Heenan) had referred to the fact that the burning question 
of the year was that of electric traction. Well, electric traction at. 
home and even in America was in a very tentative state. It 
required an immense amount of experience to form different 
opinions, and they had to watch with a considerable amount of 
interest what was going on in the rest of the world. He said that 
what they had to fight was not the troubles of electric enterprise 
as such. There was no doubt that the terrible financial distrust 
that existed in England was due to the unfortunate action of the 
Limited Liability Act, which had invented a new monster called 
the Company Promoter." The “Company Promoter” had done 
more harm in England than any troubles or accidents that might 
have accrued from electric traction. They had very important 
railway problems to solve. They bad tried during the past 12 
months to see whether they could not in some way or other 
ameliorate their suburban trafic. The North-Eastern Co. had elec- 
trified a portion of their line, the Lancashire and Yorkshire bad 
electrified a portion of their line between Liverpool and Southport, 
aud other railways were contemplating establishing an electric 
system to work their traffic, but, most unfortunately, these two 
companies, the North-Eastern and the Lancashire and Yorkshire 
had adopted a system that was obsolete. It was very remarkable 
that with all the evidence before them they should have adopted a 
system which involved the use of the live rail. The Metropolitan 
Railway Co., some years ago, decided to electrify their line, and 
some very careful and well-conducted experiments were started, 
but the Metropolitan District Railway had now fallen into the 
hands of those who did not quite approve of what was being done. 
There was a very great aud important point at issue, and that was 
which was the best system on which to work the railways-- the con- 
tinuous current or the alternating current. The alternating current 
had met with great success in Canada and in Italy, and also in 
Germany. The London, Brighton and South Coast were at the 
present moment contemplatiug the fitting up of one of their sub- 
urban lines iu the south of London on tlie alternating current system. 
In London they would then have a splendid object lesson for compai- 
iug the relative advautages of the alternatiug current and the con- 
tinuous current. A question often asked was whether it was cheaper to 
use electricity than it was to use steam ? Most people seemed to think 
that the whole and the sole question was the relative cost of work- 
ing the line by electric current as against steam. But, after all, it 
was not a question of the cost per unit of electricity and the cost of 
steam, but rather of the advantage that the current would have 
in expediting the rate at which they could get up their speed 
and maintain it iu working their line. It was quite evident 
from experiments which had been made апа the experience of 
other lines that on such a line as the Metropolitan they would, by 
electricity, be able to get through their line one-third more traftic. 
That was due to increased acceleration possible by electricity 
as compared with steam. The day would come when what 
could not be done by steam would have to be done by elec- 
tricity. “When we came to the limit of our suburban traffic we 
should be able to. increase the capacity of the line by electricity. 
There was not the slightest doubt that when powers were obtained 
the electric railway between Manchester and Liverpool would be 
able to run at the rate of 120 miles an hour. That meant that the 
journey between Liverpool and Manchester would be done in 20 
minutes instead of three-quarters of an hour, as at present.” 

Mr. Alex. Siemens said that in Germany they had been running 
trains at 120 miles au hour, so that it was not a question of what 
might be done, but what was being done. Mr. Siemens referred to 
sume of the results of experiments conducted with overhead 
lines. 

Mr. Robert Hammond said it seemed to him that there was a 
very remote chance of the Cape railway running at the rate of 120 
miles an hour. 1t would be a curious thing to see such an experi- 
ment carried on upon certain portions of those lines. He would 
rather view it from the top of the mountain than from 
the train. There was one portion of the line which, when 
he was there three months ago, struck him as particularly 
suitable for electric traction. Sir Wm. Preeee had very well put 
it that, quite irrespective of long-distance and high-speed railways, 
which were not applicable to the case of the Cape, an important 
advantage of electric traction was the high rate of acceleration. It 
was а matter which was especially of importance in. suburban 
traffic. By means of quick acceleration there was a great saving of 
time without increasing the maximum speed, and it gave а manager 
“something up his sleeve ” in case of delays. By means of elec- 
tricity they could obtain their maximum speed much more quickly, 
and continue it for a time. He thought the experience of the 
North-Fastern Co., which had clectritied its suburban liue north of 
the Tyne, showed au immense advantage by the use of the multiple 
unit system. He trusted that next time the Association саше to 
South Africa they would find that something had been done in 
regard to the electrification of railways. 
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Mr. F. Douglas Fox said it seemed to be now settled that the 
standard gauge of the South African railways was 3 ft. 6 in. 
Although it was not a gauge that would stand а high speed, it 
seemed to be a very suitable standard. In local traffic he did not 
think that in the Cape and Durban, for instance, they боша do 
better than adopt electric traction. | 

Mr. J. Denham referred to the electric lighting of the Cape 
Government railway trains, and gave an interesting account of the 
various systems which had been adopted. Touching on electrifica- 
tion, Mr. Denham said that they knew that electrification of the 
Wynberg line was а desirable thing, but there was, they had to 
bear in mind, a mecbanical drawback. Unfortunately, they had 
only got a 3 ft. 6 in. gauge, and they could not get, as far as he 
knew, the horse-power necessary for an electric train running 50 
miles an hour on that gauge. | 

Prof. Payne said that in reference to the 2 ft. gauge it seemed to 
him a great pity that the Port Elizabeth-Avontuur line should have 
been built on the narrow gauge. Instead of building a 2 ft. line, 
the Government should either have built a 3 ft. 6 in. line or no line 
at all, because if they had built no line at all they would have left 
it open to a company to run motor carriages. 

Mr. Oats, M.L.A., said, in regard to electrification, he did not 
profess to be a railway engineer, but it always seemed to him that 
a great improvement which might be made in the future would be 
when they could dispense with the necessity of dragging up steep 
gradients, such as they had in that country, the full weight of 
an engine and boiler. Не thought more power was absorbed in 
hoisting the engine and boiler up these mountain sides than 
in the load itself. -In regard to suburban traffic, he thought that 
there was room in that direction for the devclopment of electric 
traction. 

Mr. Tippett, in replying on the discussion, said that in the 
present lamentable condition of the country, and in view of the 
fact that the traffic was diminishing rather than increasing, the 
prospeets of the electrification of the suburban line were somewhat 
remote. He thought there was room in the. colony for a body 
exercising similar functions to the Board of Trade. 

E In the absence of Mr. T. Н. How, who could 
ReHer not yo to South Africa, a paper on “ Roller 
Bearings. Bearings" was read by Mr. W. Bayley-Marshall. 
The author, whilst contending that roller 
bearings should be produced at reasonable cost, regarded first cost 
as secondary to ultimate economy in motive power, measured by 
savings in coal or eléctrical current per annum, and lubrication. 
Recent tests on line shafting electrically driven, fitted with roller 
bearings, showed a saving of 244 per cent. of the power required 
to run the motor and countershaft with machines in full work. 
Earlier unsuccessful experiments made with roller bearings were 
attributed to causes now well understood and avoided, such as 
excessive rigidity and improper load adjustment, which are now 
obviated by means of swivel seatings, so that the load is evenly 
distributed. Examples were given of roller bearings successfully 
applied to the axles of coal-weighing shoots, each bearing support- 
ing а load of 5 tons on eight rollers on mild-steel axles, where the 
total tractive resistance was reduced to 3 lb. per ton of load. In 
tramway and railway vehicles a series of tests had also proved the 
starting effort to be 3 lb. per ton of load, giving a coefficient of 
friction of 0:0013, including wheel friction upon straight, level rails. 
This reduction effected a saving in electrical energy equal to 50 per 
cent. of journal friction, equivalent to 4d. per car-mile, or £50 per 
car per annum. On the Birmingham electric tramways a saving of 
24°30 per cent. of tractive force per ton of load was obtained, and a 
saving of 1:035 units per trip, equivalent to £38 16s. 3d. per car per 
annum. At Southport the average energy consumption of roller- 
bearing cars was 0°55 unit per car-mile, with a mean speed of 
10:3 miles per hour, as against one unit per car-mile with ordinary 
bearings and a mean speed of 8°6 miles per hour. The mean current 
consumption with ordinary bearings was 07797 unit per car-mile, 
aud with roller-bearings 0:389, showing a saving of 0:408 unit per 
car-mile, or a saving of £68 per car per annum. As examples of 
railway tests, the earlier trials on the London, Brighton, and the 
South Coast Railway were cited, where, after six years’ service and 
120,000 miles run, a saving of 124 per cent. was shown in coal con- 
sumption. On the Liverpool Overhead Railway, roller-bearing 
tests proved that the reduction per ton-mile of coal consumption 
was equal to 9 per cent., апа that longer trains could be employed. 
The reduction of tractive resistance and the corresponingly 
diminished wear and tear of materials generally, combined with 
increased comfort in smooth, easy running, the smarter handling of 
trains, the acceleration of speed, and the increase of carrying loads 
by means of successful roller-bearings, were subjects well worth the 
careful consideration of engineers. 

Prof. T. Hudson Beare said that in discussing the matter of 
roller-beariugs with Prof. Goodman, of Leeds, he learned that it was 
difficult to get the rollers truly parallel, and that it was found that 
the necessary provisiou for end thrust or lateral movement made it 
difficult to get trustworthy results, that was to say, that the results 
of one day's experiments did not correspond. with those of another, 
Then. as to economy, the figures given were very. striking; but he 
would like to ask how long the cars referred to had been running 
with roller-bearines, and whether, in the calculations set forth, 
allowance was made for the great depreciation, because the life of 
the bearings should be shorter on tramcars running over the rough 
road surface than on railway rolling-stock running over a smooth 
track. He was contident that roller-bearings had a great future 
before them. 

Mr. W. Bayley Marshall, in reply, said that the first experiments 
made with roller-bearings had been anything but successful. He, 
himself, had tried case-hardened lap rollers, as nearly parallel as 
humanly possible, but the question of parallelism asserted itself, and 


the rollers frequently crossed. Then Prof. Woodcock adopted a 
floating cage to keep the rollers parallel, and that had proved suc- 
cessful. The Birmingham tramcars had been running with roller- 
bearings for two years; but, because of the municipalisation of the 
tramway system, and as the municipality was now building its own 
cars, they had been abandoned. That was why they were not now 
in use on the Birmingham trams. 


Mr. A. T. Hennessy read this paper, in 
The Motor- which motor-cars were divided into three 
Car in South classes: electric, steam and internal com- 
Africa. bustion or petrol. In regard to electric cars, 
he said that they only required to һе briefly 
dealt with as far as South Africa was concerned. Though electricity 
was the ideal motive power, no accumulator yet invented could 
stand the vibration of their roads, and even were the roads suitable 
the small storage capacity of any electric car, combined with the 
fact that only an extremely limited number of centres for 
recharging were available, thus rendered the electric motor-car fcr 
practical use out of the question. In his opinion, the future of the 
motor-car, in South Africa at all events, was with the petrol car, 
and that view was shared by every practical motorist of Colonial 
experience. It was understood that a local engineering firm pro- 
posed shortly to take up the manufacture of motor-cars for that 
country, but with the present limited demaud for sach, it was not 
probable that more would be done than to assemble the various 
parts of the car imported in the first instance from Europe or else- 
where. The writer would, however, welcome such a step as an 
initial attempt to cater for their special requirements. No one who 
had auy knowledge of the country could doubt that the future 
of the mechanically-propelled vehicle in South Africa was a great 
one, and that the engineer and manufacturer, who at this early 
stage of motor development out there took up the question of 
designiug and manufacturing vehicles suited for their roads, would 
reap a substantial harvest in the near fulure as a reward for their 
energy and foresight. 

Sir W. H. Preece, in setting forward the claims of electric cars, 
said that their great drawback was the difficulty of finding a storage 
battery of sufficient capacity to take the car a long distance. The 
car of the future must be au electric car. It swept away at once 
all the troubles, annoyances and vexations of the petrol and steam 
cars. 'lhe great objection to the petrol car was its smell; there 
was no smell in the electric car, neither was there any vibration. 
With regard to the battery for electric cars, he had been looking 
out for a suitable one fur some years, and he had laid down two 
distinct conditions, the first of which was that it must take a 
charge which would drive the car for 100 miles. If one could do 
that in England, it would be possible to use & motor-car all over 
the United Kingdom, for in no part would one be more than 
75 miles from a charging station. The car he had made was not 
built for long runs; the best electric would not get over the 
objections which Mr Hennessy had laid down. He (Sir William) 
was quite sure the South African roads were not suitable for electric 
cars, but his car was one he designed to do service between his 
house and the railway station, 24 miles away. The electric car had 
this great advantage, that one could not, if one wished, set it to go 
at a speed greater than the maximum legal limit—20 miles an 
hour. At the present moment he would not say that his car had 
been a success. It had been abominably turned out from an 


' electrical point of view, but as a sample and as an experi- 


ment in the possibilities and potentialities of the electric car, he 
confidently believed that over smooth roads and short dis- 
tances, and for suburban traffic, it was superior to the petrol or 
steam cars. | 

Prof. Hele-Shaw said Sir William Preece һаа not told them 
anything about the cost of his electric car. Except for use in the 
streets of London, he (the speaker) had relegated them mentally 
either ќо millionaires or to newspaper proprietors; now they must 
include Sir William Preece. 

Prof. T. Hudson Beare advocated the use of alcohol motors for 
South African cars. 

Mr. Hennessy, in reply, said that admitting all that Sir W. H. 
Preece had said about electric cars, he still maintained that they 
were unsuitable for South Africa. 


THE DISTRIBUTION OP POWER. 
By W. E. Ayrton, F.R.S. 
(Abstract of Lecture delivered on August 29th, at Johannesburg.) 


Ir was in Paris, at the Palais de l'Industrie, the home of that Elce- 
trical Exhibition of 1881— which has now become classical that 
modern electrical engineering was born, 

In 1886, when the boy Electricity was five, the babe Johannesburg 
was born, and the two youngsters have raced along neck and neck. 

In 1888 it was beginning to be realised that a pressure of 2,000 
volts between electric maius might not make too great a call on the 
funds of Life Insurance Companies, 

In exactly a decade after the Paris Electrical Exhibition of 1881, 
came the Frankfort Exhibition of 1891. More than ten times 2,000 
volts was there used to transmit more than 100 H.P., more than 100 
miles, with more than 75 per cent. efficiency. 

The table on page 477 shows that the use of higher and higher 
pressures has enabled larger and larger amounts of power to be 
transmitted longer and longer distances, with greater and greater 
efficiency, that is, with less and less waste. 

In the distribution of power, current and pressure are equally 
important. It is not merely because, even this month, after a 
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henomenally dry season, about 5,000,000 gallons of water are rush- 
ng per minute over the Victoria Falls, but also because this water 
thunders down about 380 ft., that these Falls are a potential 
source of power. 

Probably, like myself, you have heard vague comparisons made 
between the power of the Victoria and the Niagara Falls. Now, what 
is the true comparison ? | 

The flow at Niagara varies at different times of the year from 
about 62 to 104 million gallons per minute. At'the Victoria Falls 
the flow can be one-twelfth of the smaller number--for it is so now; 
and some authorities, well acquainted with the spot, say that at the 


1884. 1883. 1886. 1891. 
Гу, Hirschau Vizille Creil Lauffen 
to to to 
Munich. Grenoble. Paris. Frankfort. 
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25,000 


Presaure at transmitting 700 | 3,000 | 6,000 
end in volts 
Horse-power delivered 5'8 7 52 1142 to 
by electro-motor | lamps 
Distance in miles 3°5 8°75 35 108°7 
Percentage commercial 36 62 45 75:3 
efficiency of trans- 
mission . 
Diameter of line wire in 0°18 0:079 02 | 3 wires each 
inches of 0:158 
Material of wire — {Silicium | Copper Copper 


bronze |. 


— 


eud of another three months the flow will be ошу half of even that. 


The mean available drop at Niagara is about 160 ft.; at the Victoria 
Falle, about 380 ft. Hence, while the minimum Niagara flow repre- 
seats about 3,000,000 H.P., the present Victoria ow Tepresents 
about 530,000 H.P., ог only about one-fifth of. the preceding. 
Further, if those who predict the flow of the Zambesi sinking to 
something like 24 million gallons per minute in November, are true 
prophete, the Victoria Falls will then only give out about 

000 H. p., or, say, one-tenth of the minimum that Niagara 
produces. : 

In all tbat precedes I have taken the full power of the direct drop 
in each case; that is, I have assunied in each case the intake to be 
close to the main drop, and I have deducted nothing for inefficiency 
of machinery. 

In 1897 two transmissions were arranged for at 33,000 volts—the 
one at Crofton, California, and the other at Redlands, California. 
And no pressure higher than that used on the Lauffen-Frankfort 
5 scems to have preceded this 33,600 volta anywhere in 
the world. 


In 1898 the highest working pressure in the world was 40,000 И 


volts for а 34-mile transmission at Provo, in Utah, and last year 
there were several examples of transmissions at 60,000 volts, as seen 
from the following table :— 


| Trans- | Horse Pressure 
Year From To ' Count mission | power n ten 
| | У. | distance | trans- "nd m 
| in miles. | mitted volts 
1807 | Crofton — California — — 88,000 
27 Redlands = ттт ku 39 
— Bangalore India 92 4,300 | 35,000 
1894 | Provo — Utah 82 — 10,000 
-- Gromo Nembro , Lombardy 22 3,300 is 
— Logan Salt Lake City , Utah 150 2,600 i 
.— | Canyon Ferry! Butte | Missouri 10 5,100 | 50,000 
— Shawinigan | Montreal ! Canada 90 15,000 S 
— Moutiers Lyons France 112 — 57,600 
— Spokane ashington — 100 8,000 ,000 
— | Guanaguato | Mexico - 104 4,000 70 
— | Electra 8t. Francisco ; California 147 10,000 ù 
= Stockton | ys 218 5,000 $5 


indeed, not only have various successful 60,000-volt transmission 
schemes been carried out, but the Kern River Power Co. in Cali- 
fornia are constructing one for transmitting 4,020 H.P. over 110 
miles at 67,500 volts. 

When the new railway— Brakpan to Witbank—is completed, 
110 miles will be 20 more than will separate the Rand from the 
coal fields at Witbank— fields that produce such good coal that the 
Central South African Railways have contracted to purchase 
84,000 tons during this year, at 6s. per ton at the pit's mouth. 
Now,at a pressure o£ 67,500 volts, these two small wires could, 
without warming, bring about 9,000 H.P. from Witbank and deliver 
7, 800 of it to the Rand. 

Or if six wires were used like those now employed by the Rand 
Central Electric Works, then, at 67,500 volts, 9,000 H.P. might be 
put in at Witbank and only 5 percent. lost on the road, that is, 
about 8,950 KH. . delivered on the Rand. 

You will now grasp why in 1895, 10 years ago, it was a bold and 
pioneering policy to equip the Rand Central Works for 10,000 volte, 
and to use 13,000 volts during times of full load, but why in 1905 
tbe recommendation of some advisers to distribute power at only 
10,000 volts to the proposed sub-stations of the contemplated 57 
miles of electrified railways— Springs to Randfontein, is most 
retrograde of those advisers to the railway. 

Next I come to а very important question, and one that merits 
far more consideration than it has yet received. There are two 
kinds of electric current—direct current and alternating current. 
Now, which kind of electric current should be used for the distri- 
bation of power over long distances? Practically, every electrical 


engineer will at once reply: alternating, of course: 
going to preach heresy. vis 

The alternating current has undoubtedly the great advantage that 
a motor can be constructed with no rubbing electric contacts ; 
an alternating current dynamo.can be constructed to produce a 
large borse-power at a high voltage; and further, as we have already 
seen, this alternating voltage can be transformed intd.a still higher 
one without the use of moving machinery. 

On the other hand, no single large direct current machine has ever 


- Well I am 


been constructed to generate more than about 3,500 volts, and no 


means is known for efficiently converting a direct current voltage 
into a higher, or a lower one, without the use of moving machinery. 

So far then my case seems weak! The advantages of using great 
electric pressures we have seeu. . Are there any disadvantages ? 
This is a disadvantage, the risk of piercing the insulation! While. 
from the point of view of economic transmission 60,000 volts alter- 
nating means exactly the same as 60,000 volts direct, from the point 
of breakdown of the insulation, 60,000 volts alternating .is as bad 
as 85,000 volts direct—indeed, may be worse than 100,000 volts 
direct. | 

But there are other disadvantages in the us 
current. ; х - 

The self-inductive effect is small, if the going and return con- 
ductors be straight, short and near together. But, if the distance 
over which the power is to be transmitted be long, the wires 
obviously cannot be short, and, if to obtain economy high electric 
pressure be used, the wires cannot be put very near together, since 
that would lead to a brush discharge through the air from one con- 
ductor to the other, producing leakage. 

Indeed, the minimum distance that must separate the conductors 
has to be increased very rapidly withthe pressure. The table gives 
this minimum distance for conductors, Pöth, тув and ths of an 
inch diameter respectively. It is to be noticed that increasing the 
thickness of the wire greatly diminishes this minimum. For 
insteuce, at 80,000 volts, doubling the thickness of the wire from 
Ith to ¿ths of an inch diminishes the minimum distance from 64 ft. 
to 134 in. | | 


JOHANNESBURG,—Elevation, 5,689 fl., Junuary, 1905; Barometer, 
243 in.; Temperature, 91°5° Е. Minimum distance that must 
separate two parallel wires to prevent the starting of a brüsh 


of alternating 


discharye. 
Electric pressure in volts · Diameter of wires in inches. 
tween wires. 1/10 | 2/10 410 
40,000 88 in. | = IE 
50,000 32°2 in. ee ars 
60,000 9:9 ft 147 in. | — 
70,000 3577 ft 33:8 in. — 
80,000 — 6:5 ft. 13:6 in 
90,000 — — 23 in. 
100,000 22) | ЕЕ 38 in 


н must, of course, be remembered that these аге minimum 


distances, and that the distances apart at which the wires have 


actually to be fixed in practice are much greater. 

But that is not the whole indictment against the use of alter- 
nating current for long distance transmission. : : 
The very first thing that struck Ferranti when he commenced 
transmitting power with alternating current at 10,000 volts pressure 
from Deptford to London, was.that the current flowing into the 
system at Deptford was as large during the daytime, when prac- 
tically no lamps were turned on in London, as during the evening, 
when many were glowing. And in the case of the 150 miles trans- 
mission, at 50,000 volts, by the Bay Counties Power Co., in Cali- 
fornia, it was found that to charge even tho aerial lines as a con- 
denser required 40 amperes, so that the current flowing into the 
system remained practically unohanged when the useful load was 

decreased from several thousand horse-power down to nought. 

Now with direct. current for long-distance transmission, there 
is no question about the electric pressure at the top and bottom of 
a wave being much greater than the mean pressure, no question 
about self-induction reducing the current—no objection, therefore, 
to putting the conductors as far apart as the riak of brush discharge 
may necessitate no question about capacity current, no resonance 
troubles, &c. | 

Power up to 3,000 н.Р. has been transmitted with direct current 
at 14,000 volts, from Combe Garot to Le Locle and La Chaud de 
Fonds, round a circuit 32 miles long; 4,600 н.р. has been trans- 
mitted with direct current at 23,000 volts, 35 miles, from St. 
Maurice to Lausanne ; and a transmission system for 6,000 н.р. at 
60,000 volts, over 114 miles from Moutiers to Lyons, is in course of 
construction. N 

Another advantage that is possessed by all these examples of 
direct-current transmission carried out by M. Thury, is that it is the 
current that is kept constant, and the electric pressure that is auto- 
matically raised, when the demand for power is increased, whereas, 
with the ordinary alternate current system, it is the pressure at the 
lamp end that they aim at keeping constant, and the current that 
varies automatically with the demand for power. 

Now, it is far more easy to maintain the constancy of the current 
flowing round a long circuit than to prevent the bobbing up and 
down of the electric pressure at the distant end of a long trans- 
mission line. 

Constant current has also its well-known disadvantages, but these 
would not come into play if the constant current were not taken 
into houses, mines, &c., but used to drive motor-generators in sub- 
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stations, the dynamo portion of the motor-generator being of any 
type desired. T 

The pioneering development that American boldness, enterprise, 
initiative and originality havé brought about in the electric dis- 
tribution of power, combined with the extraordinary commercial 
success that it has won on both sides of the Atlantic, have made 
people ask, “ Із such an industrial revolution in store for South 
Africa ? " | 

At first sight опе is inclined to answer, “No!” This country is 
dotted with coal fields—coal fields blacken the map, and -the pro- 
duce of some of them is reported to be nearly equal to the best 
Welsh coal in quality. | 

When, on the one hand, one hears that good coal is brought from 
Witbank and delivered to the mines on the Rand at 13s. a ton, and 
that even this price will be lowered on the completion of the new 
railway from Witbank to Brakpan, one feels that long-distance 
electric distribution has not much chance—indeed, a proposal to 
burn slack coal at Vereeniging, only 33 miles from Johannesburg, 
and electrically distribute the power on the Rand, fell through. 

On the other hand, when one finds that at the Wankei coal fields 
themselves large coal costs 158. a ton at the pit’s mouth, and that 
Salisbury pays 36s. 5d., Umtali 43s. 6d., and Kimberley 67s. per ton, 
one feels that electric distribution in this country possesses possi- 
bilities. | 

South Wales has many coal mines—cheap slack coal lies heaped 
at the pit's mouth. If an Electric Supply Distributing Co. were 
to start in South Wales to obtain their electric energy, not from 
waterfalls, mark you, but from coal brought to their generating 
stations from coal mines, would youanticipate that such a company 
would obtain customers for their electric energy at coal mines them- 
selves? And yet within four years since that South Wales com- 
pany was merely applying to Parliament for an Act to enable them 
to establish a distribution of power system, 14 of the largest 
colliery companies and 30 of the mines are taking power at about 
zd. a horse for an hour, the demand three months ago having 
reached 13,000 н.р., and rapidly increasing. : 

Niagara sends 24,000 н.р. to Buffalo, 30 miles away, and sells it 
at 07d. per H. p.-hour to an eight-hour user there—a price which is 
not cheaper than the total cost of generating a H. P.-hour at 
Buffalo with a /arge steam engine. But tapping eleetrie wires to 
obtain any amount of power that may be needed, and just at the 
time that it is required, is far more convenient than erecting steam 
engines and getting up steam, and certainly cheaper in the early 
days of sinking a mine. ` 

It has been objected that the total steam power curve of all the 
gold mines on the Rand shows the same sort of falling off during 
the hours 4 to 7 a. m. and 5 to 8 p.m., and, therefore, that, apart 
from using larger and more economical engines, and from diminishing 
the cost of superintendence for the energy sent out, there would be 
no saving by supplying many mines with electric power from a 
common generating station. But if there be a railway in the 
neighbourhood, largely used by workmen, the slack hours on the 
mines will be the busy hours оп the railway. Hence, if that railway 
be run electrically from the same generating station, the load curve 
will be flattened and much improved. 

But, while advocating electric transmission of power, I should 
‘not start by constructing a transmission line from the Victoria Falls 
to Johannesburg. And I say that, not because I am of opinion that 
it could not be made to work, nor that, if direct current were used, 
it could not be relied on to give as satisfactory results as, or even 
better results than, some shorter existing ones on the alternate 
current system, but because it does not appear to me that along the 
route there is at present sufficient demand for power to justify as 
large an expenditure of capital as would be compatible with a trans- 
mission line 586 miles long as the crow flies, and which would be 
пә less than 745 miles long if made along a railway through Pieters- 
burg and Gwanda, should that missing stretch of railway between 
.these two places ever be constructed. 

The total electrical horse-power that could be sent out from the 
various Niagara power houses, when completed, will approach 
700,000 H. P., and represents about 30 per cent. of the water going 
over the Falls at the time of minimum tlow. But taking into 
account the further fact that water is already abstracted to feed the 
Welland Power Canal and the Chicago Drainage Canal, and that 
other canals are projected, Mr. A. D. Adams has estimated that 
about 41 per cent. of the minimum flow of Niagara will cease to 
pass over the Falls. In fact, the water that will cea: e to pass over 
the Niagara Falls will be uearly five times as large as the total 
amount passing over the Victoria Falls to-day. 

The“ Thunder of the Waters,” the ‘ Cataract of Fearful Height," 
in America, which have inspired us and our ancestors with reverential 
awe, may appeal tu our descendants as only a vast electric generating 
station. Very gratifying to us as enginecrs, extremely distressful to 
us as lovers of the beautiful. 

Now what has caused this vast development in the distribution 
of power, what is the secret of this extraordinary success? It is 
that in the immediate neighbourhood of the Falls there have grown 
up works which take some 60,000 M. P., works which not only want 
cheap power, but power in an electric form for electro-chemical 
processes, and need it iu au undiminished amount, day and night, 
week-day aud Sunday. The Carborundum Co., which manufactures 
emery's rival grinding material, furnishes au absolutely steady load 
of 5,000 E. f. b., the Union Carbide Co. 15,000, and so on, loads 
which, from their magnitude and their absolute steadiness, make 
the electric light engineer's mouth water. 

Now what. is the prospect of such a steady load growing up locally 
within, say, three miles of your Falls? Even on the spot it is 
difficult to obtain trustworthy information; by some it is said that 
one condition of the contract fur the construction of the railway, 
which is being pushed forward to the copper, lead and zinc fields 


at Broken Hill, 400 miles to the north-east, is that 100,000 tons ot 
the ore must be sent to Beira yearly for 10 yews. If true, then 
that ore will not be available for reduction at the Falls. 

There is a convenient spot for a power station near the water 
at the end of the second gorge—all the Niagara power stations 
are on the top of the Falls, with the exception of that of the 
Ontario Power Co.—and it is the latter method of constraction that 
would be the most suitable to follow at a Victoria power station. 

But jealously guard the beauty of your Falls. The protection 
of the grandeur of their American sister was the underlying idea of 
Thomas Evershed’s hydraulic power scheme of 1886. How little 
has that object been kept in sight ? Mun" | "NOM 

Niagara was glorious nature, to-day it is power; Victoria 1з 
poetry. $ 


¢ 
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NEW ELECTRICAL DEVICES AND 
, FITTINGS. 


We commence below a description of some of the new electrical 
specialities which are now being, or have lately been, int rodueed to 
the market :— 


New Workshop and Office Lamp Fitting. 


This fitting, the invention of Mr. К. W. Вил, of Handsworth, 
has been designed for use in places where it is required to move a 
lamp into different positions and so throw the light into any desired 
direction. The fittiug consists of a wall bracket or table stand with 
a flexible suspender or support (provisionally protected) attached, 
and this suspender is flexible yet will support а good weight at its 
end in any position. | 

The suspender consists of two members, an Inner and outer. The 
outer, which fs built up of sections with ball-and-socket joints, 18 
made of any light material which ix strong and has a high co- 
efficient of friction. The inner, which pulls the outer sections 
together, is made of a stranded hard-drawn steel wire, with a wing 
nut and screw adjustment at one епа. This steel wire has a break- 
ing strain of about 5 ewt. The friction of the joints of the outer 


Fic. 1.--A FLEXIBLE ELECTRIC Light FITTING. 


section, pulled together by the inner wire, is sufficient to support n 
lamp and shade easily in any position. We given some illustrations 
of this fitting, showing the suspender in various positions with a 
lamp attached, aud it will be seen that the suspender can be bent 
into any shape or form and will support the lamp. In case the 
joints work loose, one wing nut is all that is required to be 
tightened, and this pulls the Whole series of joints tight. It is 
claimed that this fitting is preferable to a swinging stiff tube, as 
the range of movement of the lamp is limited in the latter case. 


Lists and samples will shortly be issued to the trade by MESSRS. 
S. BILL & Co., 56, Guest Street, Birmingham. 


Foster New Are Lamp. 


It may be remembered that in 1902 a new electric arc lamp 
of very “simple construction and exceptionally high efficiency 
was placed upon the market by Messrs. Fosrer & Co., of 
Wimbledon. The great feature of this lamp, apart from the 
very low current consumption, consisted in the elimination of 
the dasbpot and shunt coil until that time considered esseutial 
to the proper working of an arc lamp. The natural evolution 
which invariably ensues on the introduction of any new principle 
or mechanism, backed by the determination of the inventor 
to produce his very best, has resulted in the 1905 Foster 
lamp. ‘This lamp embodies all the advantage: of the old vne, 
but is much easier to handle, while the mechauism bas been 
considerably strengthened all round. А new patent retleetur is 
now being introdueed which embodies some valuable features. 
These retlectors have not the iunate ugliness of the old type of hood 
reflector; on the contrary, they are of handsome appearance, being 
of antique metal scroll work and finished in bright and oxidised 
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copper. A more interesting invention is the Foster small pattern 
lamp, an illustration of the exterior of which is annexed. This 
lamp is only about 1 ft. long. The case is made of solid 
copper, and the internal mechanism, for the size of the lamp, 
is very strony and thoroughly well finished. On alternating current 
this lamp will produce a light of about 200 с.р. for a power con- 
sumption not more than that taken by three or four 16-c.P. incan- 


descent lamps. Dy а new process this lamp will burn for 60 to 100 
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Г... 2. FosrER New Акс Lamp. 


hours w.tiout soiling the globe to any material extent; and the 
method of renewing the carbons is exceedingly simple. Owing to 
the very small size of the lamp it has been impossible to -use the 
Foster hot wire, but, nevertheless, there is no dashpot and no shunt 
coil. These lamps, we are told, will run on any alternating circuit, 
and can be fixed without any alteration to wiring in place of three, 
four and five-light fittings. | 


J. & Р. New Motor Starter and Switch. 


In the accompanying illustrations arc shown two new special lines 
of Missus. JOHNSON & Рнилльа, Lro., of Old Charlton. Fig. 3 
is an enclosed gas-tight type of direct current motor-starter. It is 


Fic. 3.- -ENCLOSED Gas-TIGHT TYPE OF STARTER. 


operated through а ratchet and pawl motion, preventing too rapid 
starting up, arranged so that, although the operator keeps his hand 
on the starting handle, an overload or absence of voltage breaks the 
circuit. All the switch parts carrying current are of substantial 
design, and ample carrying capacity, thus preventing undue heating. 
There is also an absence of destructive sparking on opening the 
circuit, should the starting switch be used for this purpose. Pro- 
vision is also make for making the shunt in advance of the armature 
circuit, and breaking the shunt circuit through a non-inductive 
resistance. The entire switch and resistances are made to standard 
jigs and templates, and can be replaced from stock. For the 
smaller sizes of starter a porcelain type resistance unit is used, 
while for the larger sizes ап ironclad type, consisting of resistance 
material and insulation, clamped together by cast-iron caps, is em- 
ployed. Inthe latter resistances there is an entire absence of soldered 
joints, which, together with the solid construction of the units, 
ensures an absolutely indestructible resistance, even under heavy 
overloads. The resistance is designed and divided up so as to give 
a constant current increment on each contact, thus avoiding undue 
strains on the motor or gearing. The resistance, whether of porce- 
lain or ironclad type, is easily removed, for inspection, from the 
containing box. 
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In бр. 4 there is shown а gas and water-tight type of switch suit- 
able for mining work. It is made suitable for circuits up to 600 
volts, constructed with ample capacity and provided with quick- 
break movement. It has a long break and is enclosed in a cast-iron 


FIG. 4.—Gas AND WATERTIGHT SWITCH. 


case, lined with asbestos and provided with outside handle. The 
switch cannot be left in any other tban the “on” or “off” positions. 
Each pole is mounted on a separate porcelain base, a sub- 
stantial insulating partition being provided between the poles. The 
spindle passes through a gas and water-tight gland into the case. 
The hinged lid is provided with a rubber ring, so that when closed 
a perfect joint is made between the lid and the box. Suitable 
rubber glands are provided where the cables enter the box. The 
holes can be screwed if required for gas, Simplex or other threads. 
The handles are made of highly insulating material. 


Aston-Worsley Are Lamp Gear. 


In the accompanying figures we show МЕ55ВБ. VERITYS' auto- 
matic clutch and contact (Aston-Worsley patent). This device is 
designed for the easy manipulation of arc lamps suspended from 
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Fic. 6. 


brackets or lofty ceilings, so that Sey means of a winchfand suspen- 
sion cord they may be lowerec to the ground to be trimmed and 
hauled up again into position without an unsightly festoon of cable. 
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The contact geartis made'to'support a weight of over 1 cwt., and is 
so arranged that when hauled up into position the whole weight of 
the Jamp or other article suspended from the gear is taken off the 
cord and supported by hooks provided in the gear. The latter con- 
sists of two parts, the upper part with a hooded dome, from which 
the supporting hooks depend, and the lower part on to which the 
lamp or other article is attached. All the movable parts are con- 
tained on this lower half, so that should anything go out of gear at 
any time, it can he Jowered for attention at ground level. The 
device for hooking is simple, consisting of two large hooks which 
by gravity come into contact with two other hooks hanging from 
the top part, and a small catch-piece which is loosely fixed midway 
between the two movable hooks. "This catch-piece only comes into 
play when the lower part of the contact gear is hauled up into 
position. When the gear is required to be lowered, a slight turn 
of the winch in the direction of hauling up is made, and then the 
hooks disengage, and the lamp or other article can be lowered to 
the ground. The contacts are specially large, and are of the plug 
type and self-cleaning. A neat cylinder effectively protects the 
gear from the weather. There are no springs or delicate parts in 
this gear to get out of order. Fig. 5 shows the top and bottom 
contacts about ta engage. Fig. 6 shows the clutch and contact in 
use, the weight being taken off the cord. 


M 


Cyclone Electric Blower and Exhauster. 


Messrs. MattHews & YarES, LTD., of Cyclone Works, Swinton: 
near Manchester, are supplying the Cyclone electric blower and ех- 
hauster which we illustrate in fig. 7. This isa combination of their 
light pattern blower and exhauster (as constructed for general ven- 
tilating work where high pressures are not required), and their 
semi-enclosed type continuous current motor. It is adapted for 
ventilating public buildings, hotels, restaurants, &c., as it can be 
placed in апу” out-of-the-way corner, and air trunks carried to it. 
There are no belts or other driving arrangements required beyond the 


FIG. 7.—CYCLONE ELECTRIC BLOWER. 


electric wire connections to the supply circuit. It is built right or 
left hand and to discharge in any position, viz., top or hottom hori- 
zontal discharge, vertical up or down discharge, or at any angle 
netween, as may be required to suit any special purpose. 


Ventilating Frames and Covers. 


The Franklin patent ventilating frames and covers supplied by 
Messrs. ROWLAND CARR & Co. are, we understand, being largely 
adopted by electrical and consulting engineers in this country and 
abroad, and at the present moment they are being used at Ports- 
mouth and Pembroke Dockyards. They are designed to ensure a 
perfectly ventilated pit. Although by their use free ventilation to 
the interior is afforded, they are so constructed that no water can 
enter the pit, condensation does not occur, and there are no slots to 


Ета. 8.--FRANKLIN VENTILATING COVERS. 


become clogged, thus obviating the necessity for periodical 
inspection for the purpose of clearing the ventilating channels. The 
frames and covers prevent all chance of gas or other explosions. 
They are made suitable either for pavemeut use or for roadway 


work, and if required, are also supplied with an arrangement 
whereby the surplus water from the channels may be conveyed to 
the nearest. drain. 


New Patent Brush-Holder. 


The accompanying illustrations show a new brush-holder, which 
presents many novel and interesting features. It has just been 
brought out by ErLEcTROMOTORS, Lro., who have felt the need of a 
thoroughly reliable brush- holder for their range of small motors ; 
the latter are often placed in situations difficult of access, or in the 
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Frac. 9.— BRUSH-HOLDER IN 1Ts LowzsT Position. 


hands of unskilled persons, во that they receive hardly any n 
tion, and that often very inadequate. 

The holder calls for but little description, the illustrations 
speaking for themselves. We may, however, say that inside the 


Fic. 10.—Bnusu-HorpbER Raltsmp. 


hollow stem of the holder proper there is а iral spring, which is 
compressed between a knurled regulating screw at the onter end, 
and an irou plunger at the inner. The plunger abuts against a cam 


' of 


Fic. 11.-- NORMAL WonkING POSITION. 


on the fixed part, in such a way as to cause the stem ta tend to 
rotate round the spindle ; 


the cam is so shaped as te prevent the 
stem from rotating so far as to bring the metal parts of the holder 
in contact with the commutator; while, on the other hand, when 


e 
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the stem is raised, the plunger passes over a dead point, and holds 
the brush in the “off” position, in which a worn-out brush can be 
removed, and a new one substituted. The small travel of the 
plunger, and the long spring, combine to give а very fairly uniform 
pressure of the brush on the commutator in all stages of the life of 
the brush. | 

It will be noticed that the carbon brush itself is curved to such 
a radius that it always occupies the same position of contact on the 


commutator—an important point, in connection with the sparkless 


running of the motor. The parts of the holder are neat and sub- 
stantial, and provision is made for clamping it on the spindle at 
the proper position and inclination. 

So far as a careful inspection of the device can be relied upon as 
a basis for prophecy, we are of opinion that it will prove satisfac- 
tory and reliable in use, and it is difficult to see how it could be 
tampered with or accidentally damaged, the working parts being 
entirely enclosed. The clamping piece which holds the carbon in 
place is an integral part of the casting, and therefore cannot be 
dropped off or get out of place. We have failed to find any weak 
point in either the construction or the design of the holder, which 
is obviously free from the drawbacks of the sliding brush type; 
moreover, the brush сап he worn away until only the small piece 
required for the grip remains. The device is patented both at home 
and abroad. 


Everett-Edgcnmbe „ Inkless Synchronised Recorder. 


The chief difficulties met with in the design of a satisfactory 
recorder are: to overcome the frictiou between the pen and the 
paper ; to cause the instrument to read correctly, whether the pen 
is full of ink or nearly empty ; to prevent spilling of the ink and 
consequent blotting of the record ; and to provide a satisfactory 
arrangement for working forward the paper chart. 

In the recorder under review, the pen is replaced by а bardened 
steel point, which does not press on the paper, and thus is quite free 
to take up its correct position. At equal intervals of time usually 
every five seconds—a tapping device causes the steel point 


mentioned above to press, through an inked typewriter ribbon, on 


the paper thart. The result is that a dot is produced on the 
latter, the position of which corresponds accurately to the voltage 
or current, or whatever is being measured, at that moment. 
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SYNCHAOMISED RECORDER 


Fic. 12.—CoMPLETE RECORDER, 
WITH CASE CLOSED. 


The intermittent tapping is produced by means of an electrical 


clock, which closes a circuit every five seconds, and thus actuates an 


electro-magnet in the recorder itself. A second electro-magnet, in 
the recorder, at the same time drives the paper chart forward 
through a definite amount. It may at first sight be thought that an 
electric contact introduces a complication into the system, 
but it has been found, after many years’ experience, that such 
electric clocks work without any attention whatever for years, and 
are, moreover, more accurate timekeepers than the ordinary clock. 

A single timing mechanism can be employed to actuate a number 
of recorders, either а battery or, where available, the supply mains 
being utilised as a source of current. Also, in series with these 
recorders, there can be connected any number of clock dials, which 
not only serve as clocks, but also show at once that the paper charts 
of all the recorders are timing correctly. Bes 


Fic. 13.—RECORDER WITH Cask OPEN, AND TAPPER 
FRAME TURNED BACK. 


An additional advantage gained from the construction described 
above is that a much smaller electrical instrument can be used for 
measuring purposes. For direct current, a moving-coil instrument 
is employed, while for alternating currents either the dynamometer 
type, as in the case of recording wattmeters or recording power- 
factor indicators, or the moving-iron type for ammeters and volt- 
meters, is used. For high-tension А.С. circuits the instruments are 
worked through transformers. E 

The paper chart is usually supplied in the form of long rolls, 
lasting a month at 1 in. per hour, which speed can, of course, be 
varied as required; and, as the paper is passed through the instru- 
ment, it is antomatically wound up on a drum until required. 


RY, C.C. 


Fic. 15.—CoNNEcTIONS OF RECORDER AND CLOCK, WITH BATTERY. 


The electric clocks used in connection with these recorders are 
constructed on the Hope-Jones Synchronome " principle, and are 
self-winding, во that no attention whatever is required by. the 
instruments except to change the charts once a month. The 
currents working the recording system only flow for such ve 
short periods that ihe energy absorbed is negligibly small, 
amounting, perhaps, to some 10 ampere-hours per annum per 
recorder, at 6 volts. i 

The inking ribbons are in the form of continuous bands, which 
аге advanced slightly at cvery impression, and only require 
changing at long intervals. 


Fia. 14.—ELECTRIC CLOCK. 


For alternating-current instruments a special astatic moving-iron 
system is employed, which consists of two '* Universal " coils wound 
in opposite directions, each acting on a separate soft-iron disk. By 
this means any stray field which may exist in the neighbourhood of 
the instrument strengthens one coil by the same amount that it 
weakens the other, so that the effect on the reading ів nil. In 
the case of switchboard instruments, the whole is enclosed in 
a cast-iron case, which forms a further protection, so that the 
recorders are absolutely unaffected by stray fields, whether the 
movement be of the moving-iron or the moving-coil type. 

The controlling clocks are of two forms, and work either with a 
pendulum or balance-wheel escapement, according to the usc to 
which they are to be put. 

From what has been said it will be seen that practically the same 
accuracy is attainable with these recorders as with an ordinary 
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central station indicating instrument, owing to the perfect freedom 
of the pointer. 

The accompanying illustrationsshow the arrangement of the recorder 
and controlling clock. The aluminium frame which carriesthe ribbon 
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Fia. 16.—CoNNECTIONS OF APPABATUS WITH POWER 
FROM THE MAINS. : 


and tapper is inscribed with a scale of volts or amperes, so that the 
instrument acts also as an indicating meter; and the frame is 
altached in such a way that it must first be lowered clear of the 
pointer before it can be turned back on its hinges, thus obviating 


Fic. 17.— DETAIL OF TAPPER. 


the possibility of injury to the pointer. The latter, moreover, is 
made of a flexible strip of German silver, so that it can be bent by 
the tapper without the slightest injury to itself or to the pivots of 
the moving coil. 

The chart is supported behind the pointer by a flat brass plate, 
and is driven, not by a toothed wheel as is customary, but by a 
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Ес. 18. —" INKLEsS" RECORD OF VOLTAGE ON A TRACTION 
CIRCUIT. 


chain, each link of which consists of а small brass plate carrying a 
pin. This arrangement ensures a positive drive without risk of 
tearing the paper. | 

The record is not, as might be anticipated, a string of isolated 
dots ; owing to the frequency with which the dots are made, they 
form а practically continuous record, without the slightest. possi- 
bility of blurring. The foregoing diagrams, figs. 15 and 16, show 
how the instrument is connected up, with a battery and with the 
mains respectively. 


New Time Limit Device. 


A new time device for use in connection with automatic electric 
switches has just been brought to our notice ; it is being manu- 
factured and put ou the market by Mrssrs. Dorman & SMITH, of 
Ordsal Electrical Works, Salford. "This device is intended to delay 
the operation ef opening an automatic overload switch when the 
current has reached a predetermined value, for a period of time 
variable according to circumstances, inversely as the excess of 
the current strength above normal. 

There are two chief conditions to be met by such apparatus: in 
the event of a sudden rush of current, the circuit must be inter- 
rupted instantaneously, to prevent excessive mechanical stresses on 
apparatus connected with it; and protection must also be provided 
against overheating of apparatus by gradual rise of current strength 
above the normal value. In the first case a rise of 250 or 300 per 
cent. above the normal may be taken as a fair value for the point at 
which the circuit must be instantaneously interrupted, whilst iu 
the second case the safe limit does not depend upon any definite 
percentage rise of current strength, but upon the actual temperature 
which has been attained by the apparatus in circuit, A high 


temperature may be caused by a current much below the limit- 
ing value, maintained for a long period, or by a somewhat larger 
current maintained for a shorter period ; or an overload which does | 
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Fic. 20.—CoupLETF Circurr-BrEAKER COMBINED WITH 
' TIME Ілміт DEVICE. 


not last quite long enough to operate the switch may be succeeded 
after a short interval by a second overload of much less value, which 
nevertheless will find the apparatus} already at a high temperature, 
and may therefore lead to its destruction without operating an 
ordinary cut-out. 


= ee — 4 —— — . — — йур Dc PB iR р 
> 4 — 
‘ 


Vol. 57. No. 1,452, Szpremszr 22,1905] THE ELECTRICAL REVIEW. 


It is necessary, then, that the ideal cut-out sball open the circuit 
when either the maximum safe temperature is exceeded, or (instan- 
tancously) when the maximum safe current is attained; and the 


device brought ont by Messrs. Dorman & Smith is intended to 


comply with these conditions. 

The circuit-breaker has a controlling device provided with two 
windings, one of which carries the main current, and the control 
can be adjusted to operate over a considerable range, from 200 to 
400 per cent. above normal being sufficient for most ordinary 
requirements. The second winding is a shunt coil and is connected 
with the time limit device. At the expiration of the period 
beyond which the circuit would be heated to a dangerous tempera- 
ture, the shunt winding on the circuit-breaker control is automatic- 
ally closed and the circuit-breaker operated. 

This time element device is a very compact arrangement, and 
can be mounted below the automatic switch proper, as shown in 
fig. 20, on the opposite page. It consists of a glass vessel in 
the form of two small air chambers with a connecting duct of glass 
tube. The connectiug duct and a part of onc air chamber are filled 
with mercury in such a manner that the mercury can be driven out 
of one chamber by the expansion of the contained air, through the 
duct towards the other chamber. | 

The first air chamber is enveloped by a heating coil or strip form- 
ing part of the main circuit controlled by the automatic circuit- 
breaker. This coil or strip is constructed of resistance metal in 
such a manner that the beat developed, when it is traversed by 
a current, is imparted to the air chamber and to the contained air. 

, This resistance coil or strip is so proportioned, and if necessary, 
so shunted that the passing of a normal current or a small safe 
overload will not expand the contained air sufticiently to drive the 


intermediate mercury to its limit in the duct or second chamber, 


but if an overload of unsafe value is passing in the circuit, the first 
chamber will, after a period of time, be sufficiently heated, and the 
contained air sufficiently expanded to drive the mercury further 
through, and so to make contact with a platiuum-poiuted connect ion 
which is sealed into the wall of the glass chamber. ‘The. closing of 
this connection by means of the mercury closes the second circuit 
of the automatic switch control, with the result that the switch is 
immediately operated. 

The expansion of the air in this form of time clement occupies a 
period of time iuversely as the current value, and iu practical 
operation, the expansion and contraction of the air in the chamber 


approximately follow the rise and fall of temperature.in the cir- 


cuit or apparatus connected therewith. By the use of a hea'ing 
strip tbe time limit device is bound to have a function almost, if 
not exactly, in agreement with the rise or fall of temperature in the 
circuit controlled, and generally this piece of appnratus seems to 
comply to a high degree with all the requirements of a perfect 
safety device for protecting electric circuits from injury. through 
overload. 

The action of this apparatus is independent of changes of tem- 
perature of the surrounding atmosphere, such as occur in an engine 
room, and the air pressure in the two chambers remains in balance 


at any temperature so long as change of temperature affecta both. 


bulbs equally. 

One of the illustrations, fig. 19, shows the timing device with its 
cover removed, and the arrangement of tho two nir chambers, one of 
which is surrounded with a heating strip, can be clearly seen. The 
other illustration shows a complete Dorman & Smith “grip con- 
tact” circuit-breaker for overload control combined with the time 
element device mounted on the same base. The glass chamber 
and heater strip are suitably protected by a neat nickel-plated 
cover with glass front. 

( To be continued.) 


ELECTRIC TRAMWAY WORKING IN 
GERMANY. 


— — 


THE tenth annual conference of the Association of German Tram- 
way and Secondary (Light) Railway Administrations was held at 
Frank fort-on-the-Maine in the second week of September. Among 
the subjects brought forward for discussion was that relating to 
favoured treatment on tramways and the ascertainment of the 
working expenses. Herr Vollguth, the general secretary, who pre- 
sented a report on the question, submitted that the existing rates 
for season tickets and workmen's tickets, and the fares for school 
children, only covered from one-third to three-fourths of the work- 
ing expenses, and that they were, therefore, inadequate for the 
purpose. The principle governing the fixing of fares was the same, 
whether the tramway was in municipal or private ownership, and 
if a line was to yield any interest on the capital expenditure, the 
amount should be added to the working expenses, and then em- 
bodied in the passenger fares. 

Rail Joints.—Herr Busse, of Berlin, who brought forward the 
pm of rail joints for electric tramways, first referred to the 

elaun system and then to the latest method, which was pro- 
moted by the Accumulator Co., of Hagen and Berlin. He stated 
that the process was based upon the development of the heat of an 
electric arc, which was formed between the rails and а carbon elec- 
trode at the welding point, and the necessary current for welding 
was obtained from the overhead conductor. In the case of the 
Grand Berlin Tramway Co.'s system, hundreds of joints had been 
made according to the arc system. In conclusion, the author 
expressed the belief that a satisfactory solution of the rail jointing 
question would be arrived at if manufacturers were prepared to 
ae sacrifices, and buyers were to give their support in that direc- 
ion. 
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Tramcar Brakes. Herr Scholtes, of Nuremberg, in dealing with 
the subject of tramcar brakes, remarked that although in selecting 
a system, the question of reliability first received the consideration 
of the tramway administrations, the point of cost was still a mate- 
rial factor. An inquiry made by the author of 95 undertakings 
showed that most of them used the elcctric brake, and fewer used 
the hand brake, while the air brake was rarely employed. The use 
of the three systems was justified. In his opinion, the braking 
operation should be free from shock, and should be capable of being 
accomplished by two brakes independent of each other, but the 
ordinary working brake should exclude any over-exertion on the 
part of the driver. If the hand brake was no longer sufficient for 
heavy cars on falling gradients or where trailers were in service, 
it was desirable to change over to the electro-mechanical brake. 
In the case of considerable weights, high speed and the employ- 
ment of more than two trailing cars, the author concluded that it 
was scarcely possible to dispense with the compressed air brake for 
the efficient working of traffic. 

The Speed of Cars.—Herr Haselmann, of Aix-la-Chapelle, in a 
paper discussing the matter of increased speed on tramways, 
recommended the adoption of the highest speed on lines where the 
cars had not to cross many roads or to deal with unfavourable 
gradients ; also in streets where there was little traffic, or where 
the tramways were laid on private land. An investigation of the 
speed question had been made by tbe Association with the follow- 
ing result for the interior of the towns where the tramways were 
situated :— | = 


No. of Maximum 
tramways. speed employed. 
16 sts sis S3 ds 12:40 miles per hour. 
27 „ e eoe. uie 930 „ „ „ 
33 „ 5 


The highest speed above noted, the author explained, was 
exceeded on three lines, namely, Frankfort-on-the-Oder, Hagen 
and Lichterfelde, where the maximum amounted to 154 miles an 
hour. On the other hand, six lives: only permitted a maximum 
rate of 5°58 miles per hour in the towns. Outside the towns it 
appearcd that 17 tramways were allowed to use a speed ranging up 
to 154 miles an hour, 24 lines a rate of 12°40 miles, and 14 tram- 
ways only 9°30 miles on hour. 

After discassing other subjects the proceedings terminated, 
Mannheim being selected as the locale for next year’s conference. 


The New Mayor of Salford.—Salford is to be con- 
gratulated on the fact that Mr. Isidor Frankenburg, of the well- 
known firm of I. Frankenbu:g & Sons, Ltd., electric cable and 
rubber manufacturers of Greengate, Salford, has accepted the office 
of Mayor for the approaching year. It is always a good thing when 
men of eminence in manufacturing industries can be induced to 
give of their valuable experience and time to municipal govern- 


Мв. ISIDOR FRANKENBURG, THE NEw MAYOR 
OF SALFORD. 


ment, and with Mayor Frankenburg at the helm the year should be 
a successful one from many points of view in the Salford Council 
Chamber. Mr. Frankenburg is a man of lengthened experience in 
municipal affairs, for he became a member of the Salfcrd Council as 
leng ago as 1887. Since 1901 he has been an Alderman, and has 
recently occupied a seat on tbe Electricity Committee. We con- 
gratulate Mr. Кыке on his local popularity. hes - 
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THE ELECTRICAL EXHIBITION AT 
OLYMPIA. 


1 


‘On Monday next, September 25th, the Electrical Exhibition at 
Olympia will be opened by the Lord’ Mayor of London. It will 
continue open until October 21st. 

The President of the Exhibition, Sir Wm. Preece, being unfortu- 
nately abroad, the Lord Mayor and Sheriffs, who will attend in 
state for the opening ceremony, will be welcomed at the entrance 
‘by the chairman of the Executive Committee, Mr. E. Cunliffe-Owen, 
together with the other members of the, executive. The City 
dignitarics will make a brief inspection of the exhibits, and the 
Lord Mayor will then, in a few words, declare the Exhibition open. 
The inaugural lunch will follow, to which the Lord Mayors of York, 
Liverpool, Manchester and Birmingham, the mayors of the whole 
of the Metropolitan Boroughs, and a Јатуе and distinguished com- 
pany, have been invited. 

~ The syllabus of lectures arranged by the Institution of Electrical 
Engineers is as follows :— 


Tuesday, Sept. 26th. Open. 

Friday, Sept. 29th. “ Wireless Telegraphy.” 

Tuesday, Oct. 3rd. “ Development of the 
Use of Electric Motors.” 
„Domestic Lighting.” 

“ Meters.” 
“ Теіертарһу " (Ordinary) 
“ Arc Lighting.” 


W. Duddell. 


Col. Crompton. 

J. Swinburne. 

S. Z. de Ferranti. 

A. Martin. 

Mrs. Ayrton, 
M.I.E.E. 

Friday, Oct. 20th. " Telephones." F. Gill. 


In connection with the Cooking Utensil Competitions, the 
Executive Committee have decided to allot the sum of £100 as 
prizes, to be awarded as under:— 


For thé best group of cooking apparatus on 
exhibition 

For the best single piece of cookjng apparatus 
on exhibition 


Friday, Oct. 6th. 
Tuesday, Oct. 10th. 
Friday, Oct. 13th. 
Tuesday, Oct. 17th. 


First prize, £50 
Second prize, £20 
First prize, £20 
Second prize, £10 
A portiow of the building has been specially set apart as a kitchen, 
Wacre ап experienced lady lecturer will give practical demonstra- 
tious of cooking by electricity. ` 
ln the galleries (to which special access has been provided by 
means of a lift on each side of the centre of the ground floor, which 
bas been erected as a working exhibit by the Easton Lift Co. ) will 
be shown the General Post Office exhibit, the Marconi stand and a 
large number of interesting trade exhibits, including several rooms 
which will be wholly devoted to a display of fittings suitable for 
drawing room, dining room, &c. Tne Guards Bands will perform 
from a specially erected stand in the centre of one of the galleries. 
The followiug is a list of exhibitors brought up to date a few 
days аро by the managers, Messrs. Bridges and Smith :— 


Allen, W. H., Son & Co., Ltd. 
Amalgamated Dry Batteries, Ltd., 
Arc Lamps, Ltd 


Hunter Electric Candle 
Co., Ltd. . 
International Electric Co. 


Lamp 


Fuller, J. C., & Sons. 


Fuller-Wenström Electrical Mfg. Co. 


Geipel & Lange. 
General EJectric Co., Ltd. 
General Post Office, 


: Globe Wernicke Co., Ltd. 


Glover, W. I., & Co, Ltd. 
Green, E., & Son, Ltd. 
Haines & Co. 


Halden, J., & Co. 

Hands, А. С. 

Hart Accumulator Co., Ltd. 

Hart Manufacturing Co. 

Henley's Telegraph Works Co., Ltd. 

Hentschel, Carl, Ltd. 

High-speed Braiding Machine Co., 
L 

Hindley, E. S., & Sons. 

Hobdell, Way % Co., Ltd. 

Howard Bros. 

Howard & Jones. 

Hunt & Hess. 


Stewart & Lioyds, Ltd. 
Stockall, J. J., & Sons, Ltd. 
St. Pancras Borongh Council. 
Straus, G., & Co., Ltd 
Sturtevant Eng. Co. 
Sunbeam Larap Co., Ltd. 
Switchgear Co., Ltd. 
Temperley Transporter Co. 
Theermann, W. P., & Co. 
Trading & Manufacturing Co., Ltd. 
Tramway and Railway World. 
Traun, Dr. Heinr, & Sons. 
Tucker, J. H., & Co. 

Tudor Accumulator Co., Ltd. 
Union Cable Co., Ltd. 

Union Electric Co., Ltd. 
Veritys, Ltd. 

Vickers, Sons & Maxim 
Walker, W. G. & Co. 
Wandsworth Electrical Mfg. Co, Ltd. 
Western Electric Co. 

Wright & Co., A. P. 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Тномрвон & Co., Electrical Patent 
Agents, 322, High Holborn, London, W.C., and at Liverpool, to whom all 


inquiries should be addressed. 


18,0984. 
(W. O. Duntley, United States.) 
Rules, 1905, June 24th, 1905.) 

18,0938. 
Bout. (W. О. Duntley.) 
1905, June 24th, 1905). 

17,814. 


and А. M. TayLorn. September 4th. 


“Improvements in or relating to electric drills." 


September 7th. 


* Improvements in appuratus for controlling or supplying current for 
power and light on consumers’ premises during certain periods.“ 


A. J. Botrr. 


(Date applied for under Rule 5 of the Patents 
September 7th. 


“Improvements in or relating to switches for electric drills.” 


(Complete.) 
A.J. 


(Date applie.l for under Rule 5 of the Patents Rules, 
(Coinplete.) 


G. S. ELLIS 


17, 818. Inprovements in electric cable conduits." W. Hiugixns. Septem- 
ber 4th. 

17,826. ‘Improvements in electric clock systems and the like." I. Н. 
Parsons and A. E. J. BALL. September 4th. 

17,435. An improved form of electrical contact-breaker." E. Payne 
September 4th. 

17,838. An improved trolley head for electric tramways and railways.” 
A. T. EARDLEY. September 4th. 

17,843. “Improvements in and relating to electric motors especially intended 


for hoisting and similar purposes, and in systems of control therefor.” 
(The General Electric Co., 


THomMsON-Housron Co., Lun. 


September 4th. 
17,873. 
BRIGOS. 
17.878. 
traction systems.“ 
17.881. 
O. RoESEKE. 
‚ 17,988. 
{КОШ breakers.“ 
17,8 №. 
combustion engines. 
September 5th. 
17,85. 
automobiles and the like.” 
September Sth. 


September 4th. 
A. WATKINS. 
September 4th. 


J. H. HoLME«. 


"Improvements in signalling by electro-magnetic wares.’ 

(Complete.) 

“Improvements in insulators for current-carrying rails of electric 

Septernber 4th. 

Improvement in electric securing devices for doors and the like.“ 

(Complete.) 

“ Improvements in combined electric 

Beptember 4th. 

5 Improvements relating to electrical ignition systems for internal 
THE Exvecrric lenxirion Co., Lro., and F. Н. HALL. 


BRITISH 
United States.) 


C. J 


switches and automatic 


An improved electrical generator system for use in connection with 
Тнк Evectric IoNiTIOoN Co., Lro., and F. H. HALL. 


C. G. Roos and C. B. Roos, 


Armorduct Manufacturing Co., Ltd. 

Avery, W. & T., Ltd. 

Babcock & Wilcox, Ltd. 

Barker, John, & Co., Ltd., 

Bat Electrical Co., Ltd. 

Berliner Telephone Mig. Co. 

Berry, Skinner & Co. 

Bonnella, D. H., & Son, Ltd. 

Braulik, G. 

British Accumulator Co., Ltd. 

British Automatic Photograph Co. 

British Electric Plant Co., Ltd. 

B atish L. M. Ericsson Mig. Co., I td. 

urtsu Prometheus Co., utd. 

Brockie-Fell Arc Lamps, Ltd. 

Bruce r'eevies & Co., Ltd. 

B ush Electrical Eng. Co., Ltd. 

B irt, N., & Co., Ltd. 

Ca! lender’ 8 Cuble and Construction 
Co., Ltd. 

Cape "Asbestos Co., Ltd. 

Chameleon Signs, Ltd. 

Cory Bros. & Co., Ltd. 

Cowuns, Ltd. 

Crompton & Co., Ltd. 

Crossiey Bros., Ltd. 

C уро Electrical Co. 

vartion, F., & Co. 

avis rut. ut Boiler, Ltd. 

Defries, J., & Son. 

beilagana, B., & Co., Ltd. 

D.eset Engine Co., Ltd. 

ошап & Smith. 

D.. Duttery Co., Ltd. 

Dowsing Radiant heat Co., Ltd. 

Drake & ortu. 

Edison & Swan United Electric Light 
Co., Ltd. 

Kiandem Co. 

Electrical Corporation. 

Electrie and Ordnance Accessories 
Co., Ltd. 

Electri at Magazine. 

Electrical Power Storage Co., Ltd 

Electrical Review. 

Electrical Times, 

Electrician. 

Electricity. 

Electrical Press. 

Biectrophone Co. 

EJectroinotors, Ltd. 

Elliott Bros. E 

Escare & Denelle. : F 

Everett, Edgcumbe & Сс. * 

Р.к, Stade.inann & Co., Lid. 

rund, Lid. 

Foxcrott & Duncan. 

Frankenburg, I., & Son, Ltd. 

Fricker & Miller. = 

T ricuonless, Engin „Packing, Co. 


Kaye, Joseph, & Sons, Ltd. 

Keith, Jas., & Blackinan Co. ., Ltd. 

Key Engineering Co., Ltd. 

Klein Engineering Co., Ltd. 

Lahmeyer Electrical Co., Ltd. 

Lancashire Dynamo and Motor Co. 

Langdon-Davies Motor Co., Ltd. 

Le Curbone. 

Linolite Co. 

Lister Electrie Manufacturing Co. 

Lithanode Electric Storage. 

London Electrical Fittings Co., Ltd. 

Longstreths, Ltd. 

Lucy, W., & Co., Ltd. 

Lunaberg, A. E. 

Maple & Co. 

Marconi Wireless Telegraph Co. 

Marryat & Place. 

Maxim F lectrical Co., Ltd., Sir Hiram 

McGeoch, Wm., & Co. 

MePhail and Simpson Dry Steam 
Patents Co., Ltd. 

Metropolitan Electric Supply Co., Ltd. 

Monte-Callow & Co. 

Morris Hawkins Electrical Co., Ltd. 

Morgan Crucible Co., Ltd. 

Mountain & Gibson, Ltd. 

Nalder Bros. & Co. 

Nalder Bros. & Thompson, Ltd. 

National Gas Engine Co., Ltd. 

National Telephone Co. 

New Brotherton Tube Co., Ltd. 

Oliver & Co. 

Oliver Clark & Co. 

Onver Typewriter Co., Ltd. 

Ozonair, Ltd. 

Paul, Към, W. 

Pearn, F., & Co. 

Pearson Fire Alarm, I. td. 

Phoenix Dynamo Mtg. Co., Ltd. 

Pope's Electric Lamp Co. 

Portable Accuinulators, ntd. 

Price's Patent Candle Co., Ltd. 

Pritchetts & Gold, Ltd. 

Reason Manufacturing Co., Ltd. 

):eyrolie, A., & Co., Lud, 

I: hodes, J., & Sons, Ltd. 

Robertson Electric Lamps, Ltd. 

EHun.rey & Rumney. 

Santoni, D., € Co., Ltd. 

sehit & Co. 

Selig, Sonnenthal & Co. 

Shaw, Lennard. 

Shoo.bred & Connell, 

Siemens, Bios. & Co., Ltd. 

Зпоріех Steel Conduit Co., 

Bpugnoletti & Co. o iuc 

Standard Metal Engr aving Co. 

Steel Core Concrete, Co., Ltd.]. 

Steel, Peeches Tozer. ||, - , -J 


Ltd. 


17,965. ‘‘Improvements in electrical relays.” 
September 5th. (Complete.) 

17.956. Improvements in or relating to direct-current electric motors,” 
W. P. THompson. (G. McAlpine, Mauritius.) September 5th. 

17,957. Improvements in step-by-step electric switches especially c- 
able as line selectors.” 1. B. Вікхвлсм and H. G. WHITE. September 

17,974. Improvements in joints for electric cables." SIEMENS Bros, 4 Co., 
Lro., and E. M. A. NEALE. Bepteruber 5th. 

17,990. Railway automatic or electrical danger signal, to be worked by a 
treadle or electric bar." J. I. J. LEE. September bth, 

17,906. “А new or improved device for ase in supporting ejeotríc cables, 
pipes, rods or the like.” EF. MircHELL and К. Gunn. September 6th, 

17,997. Improvements in or relating to electric insulators.” T. Cusn. 
September 6th. 


185,006. * Improvements in or relating to electric fans and the like.” R. P. 
WILSON and A. G. MansHALL. September bth. - 

18,013. Improved means of rectifying alternating electric currents." Р. 8. 
PovAH and N. G. LivETT. September bth. (Complete.) 

18,010. “Improvements in connectors for electric cables. E. C. LA. 
September 6th. 

18,044. “Improvements relating to electric ladigholders." J. PATERSON. 
Septeinber 6th. 

18.051. Improvements in and conneeted with current takers or trolleys for 


overhead wires of electric railways and the like.“ O. HorFMANN. (Date applied 
for under Patents Act, 1901, September 9th, 1904, being date of application in 
Germany.) September 6th. Complete.) 

18.05: 3. Improvements iu brush-rocking gear for dynamos." 
and R. N. Lucas. September 6th. 

18.076. Improvements in aceident- preventing or life-saving apparatus for 
electric traincars and like vehicles." T. A. bENNEIT. September 7th. 

13,089. Installations of electrical clocks for public, domestic and general 
use," E.L.Hvxr. September Tth. 


H. LEITNER 


18.102. Improvements in transmitters for automatic telegraph systems 
and the like." J. Gein. September 7th. (Coimnplete.) 
18,118. “Improvements in cross-over points for the overhead electric con- 


ductors of troliey traction systems.” 
tember 7th. 


"Improvements in electric train control systems." A. 


A. H. Hol unn and Н, W. HolLuER. Sep- 


18,126. SUNDH. 
September 7th. (Corn lete.) 

18,144. A therino-electrie generator." J. Lecoche. September 7th. 

18,117. Improvements in commutators for electric ignition of gases in 


internal combustion SOMERVILLE and О. Hicks. 


tember 8th. 


engines." G. W. Sep- 


18,148. Improvement in self-propelled electrical motor-car or vehicle.” 
L. Col. LEN DER. September 8th. 

18,155. Electro- magnetic selective separator." 8. R. Borroxk and D. 
Сноквк. September 8th. 

I. 188. Improvements in sparking plugs particularly for use with internal | 
combustion engines.“ R. Broabnunsr, September 8th. 

18.193. “Improvements in microphones or telephone transmitters.’ F. 
Trever. (Date applied. for under Patents Act, 1901, February 15th, 1905, 
being date of applicauon in Switzerland.) September 8th. (Complete.) 

15.208. “Improved contrivance for truing the surfaces of commutat: rs,” 


E. B.3PuniLLiPs апа!Г, C. PARKIN. September 8th. 
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ELECTRO-PEAT FUEL. 


Our readers may perhaps recollect that the Electro-Peat 
Fuel Co. and its various doings were referred to by us on 
November 13th, 1908, April 22nd, 1904, and August 12th, 
1904. 

When the company gave its so-called demonstration at 
the works of Messrs. Johnson & Phillips, we were present 
and formed our opinion on the electrical part of the business. 
We endeavoured to extract some definite information from 
the gentleman who, as everyone present was told, was there 
for that purpose. We failed to extract such information, and 
во little did this expert appear to relish our questioning that 
he fled to a friend, whom he greeted with effusion, and we 
saw him no more. 

We believe our opinion of the affair was shared by all 
engineers and electricians who gave the matter serious atten- 
tion, and that the promoters can never say that they 
had hopes held out to them by disinterested experts that 
their process possessed real value. True, there were both 
chemical and engineering reports published by the promoters, 
and we drew attention to these because they appeared to us 
to contain an ambiguity of expression in regard to calorific 
values, . kilograms and pounds and British thermal units, 
exceedingly likely to deceive the non-expert. 

Indeed, it would be easy for the ordinary layman, with a 
little knowledge, to believe that the peat briquettes were more 
valuable calorifically than Nixon’s navigation coal. 

In the Zrish Independent of September 12th, we find what 
professes to be an account of the Peat Co.’s works at Athy, | 
Kildare, and we note the name of Mr. J. R. Bessey, who was 
prominent in the promotion syndicate, as the inventor of the 
electric process. 

Electricity is still put forward as the saving grace of the 
system. We say nothing against the mechanical process 
of kneading the peat, save that as seen by us at Charlton, 
its output appeared too small for the business to be a finan- 
cial success. We вау nothing against the system of centri- 
fugal drying, if it can be carried out at much higher velo- 
cities in a continuous manner. Irish peat cannot be 
successfully turned into a commercial industrial fuel, except 
it be garnered in a thoroughly mechanical manner, and so 
treated also, and the process, whatever it may be, that is 
ultimately successful, must be stripped of all extraneous 
chimerical notions, to which in our opinion this electrical 
fad belongs. 

We should like to see Irish eit brought to -market 
successfully, and because we think this electrical business is . 
likely again to throw discredit on peat do we the more 
regret the present company's operations. 

It is a curious but undeniable fact that funds are always 
readily forthcoming to support an unsound scheme, w hilst ıt 
is only with the greatest difficulty that capital can be raised 
to carry on sound industrial concerns. Not only is this во, 
but the shares in such questionable schemes are not infre- 
quently run up to a premium (as, we have reason to believe, 
has been done in this case), giving the promoters the desired 
opportunity to unload. 

Thecredulous public cares naught for the opinion of indepen- 
dent experts: the report, more or less ambiguous and vague, 


of some employ? of the promoters appears to Ыз swallowed 


without an effort. Truly, the ways of the average investor 
are inscrutable and peculiar—he and his money are soon 
parted ! D 
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486 
Ir one paragraph of Mr. J. A. Ben- 
Steam dure's paper on the ©“ Waste Products 
дреды ak of a Central Station,” read before the 
"Electricity Ohio Electric Light Association in August 
_ last, be correct, the title becomes a flagrant 


Supply. 
| x misnomer, and electrical energy sinks to 
the importance of a by-product. We are gravely informed 
that “the income per mile of steam mains is in excess of 
either gas, or electric light, or water, and a very large 
majority of buildings pay from three to four times as much 
for heat, as for light, water and power combined." The 
author makes use of a singular standard of comparison, 
giving the amount of steam (pressure and percentage of 
moisture unspecified) required per thousand cubic feet of 
space (time unspecified) as varying between 10,639 10. and 
12,843 lb. for residences, from 6,928 to 8,045 lb. for 
business. blocks, 5,819 to 6,416 Ib. for schools, and 8,805 
to 4,051 Ib. for schools. The variations are, presumably, 
dependent upon the severity of the winters. Prices charged 
in two different instances are given as varying from 45 cents 
to 60 cents рег 1,000 lb. net water consumed. Unless 
losses in the mains are enormous, а payment of from 
188. 9d. to 258. for the approximate equivalent of 1,000 
gallons of water evgporated, from and at 212? F., certainly 
seems remunerative; indeed, we would like to go 119 such a 
business ourselves in a really compact area of supply. This 


inclination is checked by the fact that we know nothing | 


of the thermo-dynamics of the case as they work out in 
practice ; thermally, the radiation losses not used in raising 
the temperature of the building to be heated, should, in all 
probability, excecd those of an isolated plant. "Why cannot 
American central station engineers talk about the matter 
thermo-dynamically, and speak of thermal units Hon per 
1,000 cb. ft. per hour ? 


By this time our readers will understand 
that these words do not signify that we 
are about to embrace the science and art of trick riding, 
chariot racing, and animal training, in our editorial arms. 

Mr. W. Н. Booth, whose life work has been the conversion 
of engineers to sound principles of steam raising and steam 
using, has found a certain fame in the pursuit of his pro- 
fessional ideals, but with a couple of letters to the Times on 
а quite remote subject, he has achicved the popular fame 
which he never sought, but probably does not despise. 

The London Traffic" Commissioners reported that one 
of the solutions of the problem set them was the cutting of 
grand avenues from North to South, and from East to West, 
at a roughly estimated cost of 80 millions, which would 
have to be expended over a considerable period of years. 

. Now, these avenues are made necessary in the opinion of 
the Commissioners, very much by reason of the congestion 
of the existing streets, which is caused by traffic at crossings 
blocking traffic proceeding at angles to itself, and Mr. Booth 
suggested -that the benefits anticipated from the wide 
avenues might be obtained at a mere fraction of the cost by 
wideniugs judiciously planned at heavily burdened inter- 
sections to permit all traffic derived from any point of the 
compass, and bound to any other, to proceed in one direction 
only after debouching into the widening, which would then 
be called a crossing only by force of custom, and would be 
called more properly a circus, It matters not in which sense 
the stream circulates, so long as there is no back-wash or 
counter current permitted. 

The idea is magnificently simple, and very obvious when 
once someone suggests it. That the spark of light came 
from one of ourselyes should be gratifying to the engineering 
profession, and in that the idea is applicable with equal 


. Booth's Circus. 


benefit to tramways, it should be acknowledged with par- 


ticular pleasure by the tramway world. 

The adoption of the circus principle at important 
junctions might rob the borough engineers, who are generally 
responsible for the track, of the proud moment when they 
can look upon an illustration of some network of record 
complexity which they have contrived to work into their 
systems. We have come to look upon these fearful but 
wonderful examples of the art of draughtsman, permanent 
way engineer and foundryman, as intended chiefly for 
spectacular effect, although upon reflection we generally 
persuade ourselves that some of the myriad curves are really 
used frequently enough to warrant their creation. . 

Without. question, these elaborate lay-outs cost ан 
enormous sum to buy and construct, cause the cars to make 
а terrible noise, and require renewal several times as often as 
the track. 

If, then, Booth’s circus could be used: instead, not only 
would traffic be- facilitated in proportion as the crossings 
were congested before, but a heavy item of expense to the 
tramway undertaking would be minimised, and the cars 
themselves would suffer less, while the nerves of frontagers 


. might be less assailed. 


THERE are several agencies capable of 
producing the free ions which are always 
found in the atmosphere. Many of these 
agencies are meteorological, but there 
appears to be a fairly constant source of atmospheric ionisa- 
tion due to.the occurrence of radio-active substances in the 


The Ionisation 
of the 
Atmosphere. 


earth. An interesting research, carried out by A. S. Eve 
at McGill University and described in the Philosophical 


agazine, shows that the amount of ionisation due to this 
cause is by no means negligible. A carefully insulated wire 
was suspended in an empty water tank three hours at а time, 

and maintained at a negative potential of 10 kilovolts by an 
influence machine. At the end of the time the wire was 
removed und found to be radio-active. By comparing this 
radio-activity with that produced in а zinc cylinder contain- 
ing air exposed to radium emanation, it was deduced that 
the air within the empty water tank was as active as though 

it had contained half a gramme of radium bromide per 
cubic kilometre. If the atmosphere covering the land sur- 
face of the earth is as active from an ionie point of view as 
the air of Montreal for an elevation of a kilometre, 600 tons 
of radium evenly distributed over the earth's surface would 
be necessary to produce the observed effect. Moreover, if 
the temperature gradient of the.interior of the earth be due 
to uniformly distributed radium salts, it follows that the 
layer of surface soil containing the above small percentage 
of radium would be only a few metres thick. It is calcu- 
lated from the above data, which are necessarily very hypo- 
thetical, that approximately 10 ions per second per cubic 
centimetre are produced by the radium in the earth's surface. 


This agency, undreamt of till quite recently, evidently 


exercises a very powerful influence upon many terrestrial 
phenomena. It renders the insulation of aerial telegraph 


"wires imperfect, however perfect we make the insulating 


Supports. The effect of atmospheric. iomsation on animal 
und vegetable life has not yet been investigated, bnt there 
is strong reason for considering. that it is of great import- 
нисе, and if so, the radium in the earth may have been an 
important factor in evolution. | 


А RECENT explosion of a Galloway 
boiler was found to be due to the 
fact that some of the tubes having leaked, 
or otherwise proved defective, were. removed. by men who 


Boiler 
Explosion, 


жеге not competent to understand that in this type of boiler 


the tubes are necessary to prevent collapse. Four tubes in 
all were thus cut out, and the holes blanked. 

According to the pressure outside such a flue, it may, or it 
may not, be safe to remove asingle tube; but here were four 


tubes removed, apparently adjacent to one another, and had 
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not an explosion fortunately occurred after the removal of 
the fourth tube, it is possible that other tubes would in time 
have failed and have been removed, until an explosion of far 
greater severity had been rendered possible. As it was, 
the explosion was little more than a collapse, and the rent 
was sufficient to empty the boiler with a scarcely dangerous 
rapidity. This case shows the importance of not 


taking liberties with steam boilers in regard to the removal 


of tubes or stays. These may not always be essential to 
safety, and an expert may safely remove them, but he must 
be a real expert, and not simply a works mechanic. 


Tut Birmingham Daily Post of 
Monday contained an article on the 
agricultural retrospect, which is of 
interest to others besides farmers. Writing from memory 


Raral 
Railways. 


we are not far wrong in saying that the bean 
crop, although a good one from the point of view 
of quantity and quality, was nothing less than 


disastrous to the grower, who was forced to sell to the 
dealer at something less—3d. or 4d. per “pot” of 
40 pounds—than the cost of picking, while the dealer and 


retailer between them arranged matters so that the con- 


sumer never bought beans at less than 14d. per pound. 
This kind of thing is not new, for it happens every time 

there is а good crop, aud' is chronic to a certain extent. 

The farmer, who is more or less removed from market 


centres, suffers, and the consumer everywhere is pinched to 


pay the middleman. ` | | 

We allude to this bean business not because it is peculiar, 
but because, on the contrary, the trouble which has made 
this particular crop unfruitful to the growers is common to 
all crops which have to be hauled any distance to the point 
of sale; and we take the opportunity to urge once more the 
constructien of real light railways into and through the 
rural districts. If the country waits until the company pro- 
moter steps into the breach it may have to wait long, and it 


may rue it^ when he comes, for such enterprises can- 


not bear the heavy hand of the promoter trained in 
the field of urban traction. On the slightest capital 
direct profits will be minute, if they exist at all, and 
something very different from the ordinary procedure 
must be used. Probably, as in other parts of the 
world, in England to a limited degree, and in Ireland to a 
greater, the State must assist, but the prime movement must 
spring from the prime sufferers under the existing state of 
affairs. 

If the farmers want to use their land and their toil to 
better advantage, they must combine to organise and to 
provide, as far as they are able, means of transport for their 
crops, and in some way the mulcted consumers must help 
them. | 

The construction of these rural lines necessarily must be 
of the simplest; far different from anything of which the 
opulent consulting engineer dreams or the Board ‘of Trade 
permits, and special facilities for wayleaves must be obtained 
in order to keep the cost at the minimum. The lengths 
will be considerable, so the voltage will be high; nothing 
but bare wires on wooden poles can be admitted without 
ruining the scheme at the outset ; the tracks will be stable 
but light in every way, and the contours will be those of 
the country, as grading would be prohibitive. 

It is unnecessary to go out of the way just now to rake 
up the old difficulties of collection and distribution. The 
main point must be conceded, that if the country is to be 
kept reproductive, the farmers must not be starved, and to 
prevent this happening it is essential that their land shall be 
brought nearer to the towns. 


ч 


SOME RECENT DEVELOPMENTS IN 
SUBMARINE SIGNALLING. 


Bv ALFRED GRADEN WITZ. 


SENDING sound signals through the air has long been the 
only means of ensuring the safety of ships in fogs, but the 
limited range of such signals, and the extreme variability in 
the sound transmission through the atmospheric air, due to 
fluctuations in the density and temperature of the medium, 
as well as to the disturbing effects of wind and the sound- 
damping influence of snow, considerably reduce the efficiency 
of this method. There is further the liability of the signal to 
be disturbed by echoes, and the impossibility of accurately 
locating the origin of a sound reaching the ear. The 
majority of the terrible disasters to ships which occur every : 
year, may be said to be due to the vessels losing their course 
in the fog. | О 

Now, as water is not subject to the same variable irflu- 
ences as air, while it is a more efficient sound conductor 
than the latter, submarine signals must obviously be far 
more reliable than those sent throngh the air. Sea water 
has practically the same density at any depth, and the 


‚ velocity of sound in this medium is four times as great as 


in air; whereas in the latter sound travels about 1,100 ft. 
a second, the rate in water is 4,712 ft., or almost 1 mile a 
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Fic. 1. 


second. On the other hand, the velocity of the tidal 


currents in the ocean is considerably less than the speed of: 


the wind above its surface, which, in the case of storms, 


will frequently reach 30 miles per hour. . · . 


Furthermore, there is below the surface of the sea prac- 
tically no noise liable to interfere with the sound signals, 
experience having shown these to be heard and located 
equally well in the most violent storm as in perfectly calm 
weather. ' 

A highly important invention, enabling submarine signals 
to be used with а view to increasing the safety of ships, was 
made six years ago by Arthur J. Mundy, of Boston. 
The idea of the **submarine telephone," as his apparatus 
may be termed, was impressed upon him by the loud report 
of a stone falling into the water, while his head was beneath 
the surface. Not being a practical inventor, he induced the 
late Prof. Elisha Gray to co-operate with him in developing 
the idea into a practical system. On account of his dis- 
coveries in telephony, Prof. Gray was exceptionally competent 
for carrying out this difficult work. Не made the sounds 
convert themselves into electric impulses by relays, and when 
this problem was solved, the working out of practical details 
proved comparatively easy. Shortly before his death, Prof. 
Gray was able to make a public test before a company of 
scientists and prominent business men, whose report was 
highly in favour of his system. Among these men were 
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Prof. Elihu. Thomson and Henry M. Whitney. With the 
assistance of some eminent engineers and scientiste, Mr. 
Mundy succeeded, after Prof. Gray's death, in carrying the 
invention through to its present perfect condition. 

The apparatus, which is doubtless destined to prove а 
most valuable aid to mariners in their struggle against 
fog, is simple in construction, and can be fitted into 


Fic. 2.— RECEIVER CasE IN HOLD or SHIP. 


vessels without any great expense, and without any damage 
to the shell. It comprises two essential parts—viz., a special 
type of immersed. bell, serving to produce the sound beneath 
the water, and the receivers, by means of which the sound 
arriving from a distance can be perceived and ite direction 
ascertained. 

The two receiving apparatus (fig. 2) are fitted into the 
hull below water-line to the starboard and port respectively. 
Each of the two is a galvanised iron tank, the upper 
cover of which is domed, while & metallic diaphragm 
in the interior is set vibrating by the incoming sound 
waves so as alternately to clos and interrupt an electric 
circuit. The motion of the diaphragm is transmitted by 
means of the circuit to tlie receiver in the pilot house (fig. 3) 
in exactly the same way as in the telephone, the whole outtit 
being nothing else than an application of the telephone 
principle. 

The working of the receiving apparatus will be readily 
understood from fig. 1, their use being as simple as their 
construction. 

The vessel at a being on a dangerous course, will perceive 
the sound from the remote submarine bell more loudly 
through the recciver 1 on the port bow, i. e., on the side 
turned towards the bell. As the vessel alters her course 
in the way indicated in the figure, when she is in the 
position B, the two receivers will both give a sound of the 
same intensity, and she will have gained the direction of 
the submarine signal, thus avoiding the imminent danger 
of running ashore. If, on the other hand, the pilot at the 
beginning had heard more distinetly the sound through the 
receiver 2, he would have been advised of his vessel keeping 
the proper course. 

. Boston Harbour now has a submarine signal bell not only 
on Boston lightship, but also a similar bell anchored on 
Harding's ledge, off Point Allerton. Another submarine 
bell will soon be placed in the middle of the ship channel 
opposite Boston light, being sunk deep enough to allow all 
vessels to go directly over it. Sailing masters can then lay a 
course straight for this bell in thick weather, whereas at 
present they have to calculate their position by the bell on 
Boston lightship. 

The system of signalling now in use along this coast con- 
sists in ringing signal bells on all the lightships. These 
bells tall out the numbers of the different lightships, 54 for 
Boston, 73 for Pollock Rip shoals, 66 for Nantucket 
shoals, &c. There is an interval of two seconds after each 
beat of the bell, four seconds between numbers, and six 


geconds before the code is repeated. "These bells are rung by 
steam pressure and work antomatically. 
there is no need for sounding the warning bells, which are 
rung only when the weather thickens and the foghorns are 


started. 


Vessels coming up from New York by the Vineyard in 
foggy or squally weather listen first for the hell on Vineyard 
Sound lightship, tolling out 41. Getting their bearings here, 
they have a good chance of laying a proper course for Potlock 
Rip shoals, where another guiding bell may be heard. 

The sailing master nearing a port or a dangerous reef 
where a lightship is anchored, takes down a receiver and 
moves a lever first to one side and then to the other. The 
side through which the sound comes tndicates that the bell 
is on that side of the ship. “Sound will not travel 
round a corner under water; it moves in straight lines. 
Or if, like light, it be reflected, it ia so weak as to be 
readily distinguishable from the sound coming from the 
sume object in a direct line. 

Fig. 1, as above, explains how a sailing master can guide 
a ship by the sound of a submarine bell. | 

It has been found that the exact position of the bell can 
be determined in this way to within half a point. As the 
mariner's compass is divided into 32 points, eight points 
marking the angle from cast to south, for instance, it will be 
understood how close to the true direction half a point 
means. 

Another device, for enabling the lookout to stand in front 
of the pilot house and still listen for the bell, is a flexible 
speaking-tube running from the telephone on the side of the 
house. The magnets within the telephone make it 
necessary to keep it some distance away from the compass. 

When this mechanism is understood, it is easy to see how 
readily it can be used for many other purposes than listening 
for a lightship bell. The screw of an approaching steamer 
can be heard two or three miles off, for the sensitive 
microphone in the ship's hold picks up and repeats every 
sound in the water. 

Take advantage of these facts, the Navy Department at 
Washington proposes to use the submarine telephone first, of 


. 


Fic. 3.— RECEIVvING Box IN Pinot HOUSE. 


all for communicating with submarine boats. It has 
requested the Submarine Signal Co. to bujld a special 
apparatus for sending messages. This is now being done in 
the Signal Co.’s laboratory and workshops, and the instru- 
ment is called a multiple sounder. One instrament which 
is being experimented with has an alphabetical keyboard 
much like a typewriter. Pressing a key causes a set of 
hammers to beat on a diaphragm the Morse telegraphic sign 
for each letter. Anyone who can operate a typewriter can 
in this way send a submarine message. | 

A special apparatus somewhat like a stock ticker would 


In clear weather 
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enable the message to be picked up on a submarine boat and 
turned out on a printed tape. In the same way the message 
could be sent from the submarine boat and received on a 
shore station, or on the flagship of a fleet. А still simpler 
way of sending messages, without any special apparatus of 
this sort, is by attaching a striking gong or bell to the side 
of a ship and tapping out a certain code. This tapper can 
be worked by hand, by steam, or by a pneumatic device. 
Anyone knowing the code can pick up such messages at a 
distance of from 5 to 12 miles, through a receiving tele- 
phone. It is proposed to have a general code for use by all 
mariners in communicating with lightships, lighthouses, or 
with all other vessels having submarine telephones. The 
Navy Department will naturally have a secret code, perhaps 
the same as is now used in telegraphing. 

The first experiment in sending messages in this way took 
place last summer at Newport. The yacht (Neu, equipped 
with sending apparatus, tapped’ out messages which were 
received and answered by the submarine boats Porpoise and 
Shark while under water. The submarines had no appa- 
ratus for replying. The crude method of striking a hammer 
against the steel sides of. the boat was used, but it proved 
effective. A sending apparatus has been put upon a Govern- 
ment tug at Newport, and experiments are now being made 
by the commandant of the torpedo station there, with a 
view to introducing this system as a regular part of the sub- 
marine boat service. The Dutch Government has made 
application to the Boston inventors for this same message- 
sending device to be used on its submarine hoats. 

United States naval authorities are now looking to the 
submarine telephone for communicating between the ships of 
a fleet while in action. It is feared that wireless telegraphy 
cannot be relied upon then, on account of the concussion of the 
big guns throwing the delicate wireless coherers out of order. 
The flag signals are sometimes unseen, owing to smoke or 
fog arising and dispersing a fleet. So it appears that the sub- 
marine telephone will become an exceedingly important part 
of a navy's signal system. 

Boston ships were the first to take up the submarine signal 
invention, even before it was a proved success. The Metro- 
politan line, plying between Boston and New York, was 
one of the pioneers. For a year or more the boats of 
this line have been making their courses into Boston. 
harbour, and round Cape Cod, guided by the signal bells 
along this dangerous piece of coast. — Other ships, not 
equipped with telephones, sometimes lie in wait in Vineyard 
Haven, and, upon secing a Metropolitan liner, weigh anehor, 
and steam after her in order to make a safe passage. 

The Philadelphia boats have already been equipped with 
the system; the Merchants’ and Miners’ line boats use it. 
The North German Lloyd is equipping its entire line, and 
the Hamburg-American line is also installing it. The 
Canadian Pacific ships and the Allan liners have likewise 
installed submarine telephones, while Mr. J. P. Morgan's steam 
yacht Corsair was the first large steam yacht to adopt it. 

Besides being a safeguard for large and costly ships, it is 
also available for fishing smacks. Two Gloucester fishing 
boats, the Arkona and Mary L. Е. Hardy, now each carry а 
small and simple submarine signalling outfit. This consists 
of a pair of ordinary telephone receivers attached by wire 
ropes to two metal bells containing microphones which are 
let down on either side of the vessel or йогу. There is also 
a light bell which cau be let down in the water from a догу 
and signals tapped upon it. 


` 


BREAKDOWNS OF MACHINERY IN 1904. 


THE report of Mr. Michael TS chief engineer of the 
British Engine, Boiler and Electrical Insurance Co., of 
Manchester, has just been issued, and as usual is full of 
interesting matter, well worthy of perusal. Besides dealing 
with breakdowns and other mishaps in connection with 
engines, boilers, dynamos and motors, the report includes the 


details of elaborate tests on a compound engine using super- 


heated steam, and a Diesel oil engine, each of 500 n.p. 
The steam engine was of the vertical compound marine 
type, bnilt by Messrs. Cole, Marchent & Morley, with 


unjacketed cylindere 21 and 86 in. x 36 in. stroke, each 
cylinder having four piston valves for admission and exhaust. 
The admission valves were opened by eccentrics, and closed 
by springs through a Dobson trip gear, while the exhaust 
valves were both opened and closed by eccentrics. The 
steam was derived from a Lancashire boiler, and superheated 
in an independently fired Schmidt superheater. Part of the 
superheated steam passed to the engine through an inter- 
mediate reheater. The exhaust steam was dealt M by а 
surface condenser. 

The engine гап at 100 r.p.m., giving 500 I. H. P., with 
steam nominally at 120 lb. per sq. in. at the stop valve. 
The following results, amongst others, were obtained :— 


I.H.P. Ss .. 4818 3335 1455 
Gauge pressure, m : 117:5 117 114:5 
Temperature of steam al stop 

valve °F. 80 Ме .. 743 751 726 
Superheat, .. ... ... 395 403 378 
Vacuum, iu. of mercury.. 26:4 274 26:5 
Heat supplied per minnte per ' 

I.H.P. in B.TH.U. ; 198:25 1921 194 
Thermal efficiency, per cent. .. 21°69 22:07 ,21:86 
Steam used per r.H.P.-hour, lb. 9%098 8:585 87742 


Equivalent consumption of satu- 
rated steam  reckoned from i: 
temperature of hot well, lb. ... 10:63 10:03 10:12 


The engine had been at work for nearly a year, and was 
found to be in perfect condition. No trouble whatever had 
been experienced, either in the engine or in the superheater, 
from the high temperature. 

The Diesel engine was of the three-crank vertical type, 
with single-acting cylinders 22:05 in. x 29°53 in. stroke, and 
run at 150 r. p. m,, driving a dynamo. The air was: com- 
pressed in а pair of three-stage air compressors driven by a 
motor receiving current from the dynamo. 

The following are some of the results obtained :— 


I.H.P. vu . $0348 363:6 163:3 


Oil регі. н. р. -hour, Ib, ia s 0:3264 02828 | 0:280 

Average mean effective pressure 9677 56:33 234 

Maximum pressure average, Ib. 51373 4917 4883 
H. p. given out by motor .. 483 368. 262 


Estimateof mechanical efficiency 
of engine if pump were driven 
by it = 0723 0˙588 0:198 


y 
Estimated oil per . H. p. -hr., lb. 0˙451 0°481 1:415 
Calorific value of oil, B. TH.U. | 
per Ib. .. 20,050 20,050 20,050 


The heat account, Vi axed on the I. l. P., Was as follows: — 
Heat equivalent of work done, 


per lb. of oil, per cent. .. 389 44°9 458 
Heat carried off in jacket water 2075 26:4 32:8 
Heat carried off in exhaust gases 30:2 359 21:9 
Radiation and error . .. 104 —7`2 


Numerous diagrams and curves follow the lengthy tables 
from which the foregoing data have been extracted, as well 
as comments on the details of the tests. | 

Turning to the record of breakdowns, &c., the usual inte- 
resting accounts of selected cases are given, with the 
characteristically luminous and instructive comments of the 
engineer. Space will not allow of our quoting many of 
these, but an important note on the explosion of a suction 
gas plant must be mentioned. During a temporary stoppage 
of the engine, /wo air-cocks were opened to allow the gas to 
escape, and after a time the recciver exploded. It is ex- 
plained that air entered by one of the cocks and mixed with 
the gas, forming an explosive mixture, which was ignited at 
the generator, burnt quietly in the scrubber, and exploded in 
the receiver. Only the cock near the generator should be 


` opened in such a case, and two cocks should never be left 


open for long together. 

By far the greater proportion of breakdowns of dynamos 
and motors occur in connection with the armatures, rotors, 
commutators and brushgear—4.e, the parts in motion, actual 
or relative. Age and deterioration are the chief causes 
assigned for breakdowns, accounting for about one-third of 
them, but we regret to notice that bad. workmanship and 
design are responsible for nearly one-fifth. Dirt and neglect 
readily account for the bulk of the remaining accidente, 
apart from those due to causes unknown. 

The trifling causes which may lead to the stoppage of 
machines, without really causing serious breakdowns, are 
abundantly exemplified in the report. For instance, a mouse 
of remarkably regular habits took up its habitat, inside a 
motor; the tenant “had evidently been in the habit of 
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coming home after working hours "—like any honest work- 
man—“ and going out before the motor started. Ву 
coming home early on the day in question it met its death " by 
cremation at 230 volts, blowing the fuses and necessitating 
a visit by one of the company’s inspectors. As the motor 
was used in the daytime, it would appear that this model 
mouse had employment somewhere during the daylight 
hours, a proceeding not usually attributed to mice. 

А four-pole motor rated to take 45:5 amperes at 460 volts 
developed ‘excessive heating and sparking, throwing out the 


overload release, aud eventually blowing a 100-ampere fuse. 


It was found that the negative supply cable made bad con- 
. tact with the main terminal, and when the nut was tightened 
the trouble ceased. One end of the shunt winding was 
connected to the faulty terminal, and the report says :— 
„Although at first sight it is not obvious why a resistance 
introduced into the main circuit of a motor should increase 
the current taken and not affect the speed, yet a little con- 
sideration will show that it must be so. For, whilst the 
voltage across the armature is reduced, tending to reduce 
- the speed, the shunt current is also reduced in the same pro-' 
portion, weakening the field and tending to increase the speed. 
The two effects nullifying each other, the speed remains 
unaltered, but that the motor may continue to drive its 
load, the current must he increased to make up for the 
reduction of the voltage through the resistance of the faulty 
contact. Judging from the melting current of the fuse, 
about 100 amperes, the voltage must have been reduced 
by about 50 per cent." At first sight this explanation seems 
untenable, but it is probably correct. With a heavy voltage 
drop, and a current of 100 amperes, one would expect very 
serious burning of the faulty terminal, but no mention is made 
of such damage ; possibly the cut-outs acted too quickly to 
permit of it. Hints that we glean from the report are the 
following :—Motor-driven fans should be fitted with carbon 
brushes, as the fans may be driven backwards when idle, by 
storms. Commutator connections should form a solid face, 
or he covered so as to prevent dust lodging between them. 
Even completely enclosed motors should be cleaned 
periodically. |. Motor casings should always be provided 
with oil drains. 

Sharp corners aud abrupt changes of section, especially in 


shafts and spindles, should be as carefully avoided by dynamo 
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makers, as they have been for half a century by steam engine 
builders. Enormous stresses may be set up by unequal 
expansion between commutator segments and the quill or 
sleeve ‘upon which they are often built up. The armature 


and commutator should be built up on the same sleeve, to 
avoid relative motion. 

The rails on which electric ctanes run should be efficiently 
earthed. | | 

Fig. 1 shows the arrangement recommended by the com- 
pany for connecting a compound-wound dynamo for lighting 
and charging a battery. The series coils cannot be placed in 
circnit with the battery, because the change-over dynamo 
switch cannot connect a with 6 and c simultaneously ; also 
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the lighting circuits cannot receive current direct from the 
dynamo when the latter is running at the higher voltage 
required for charging the battery. : 

Fig. 2 shows a faulty connection for a motor with a liquid 
resistance (a question raised in our “ Correspondence " columns 
some months ago). The shunt circuit was broken whenever 
the main switch was opened, and eventually the insulation 
broke down. | | 

The arrangement recommended by the company is shown 
in fig. 8, where a non-inductive resistance is thrown into 
parallel with the shunt just before the main.circuit is broken. 
It will be noticed that the case is complicated by the use 
of a reversible controller. | - 


THE INTERNATIONAL EXHIBITION AT 
LIEGE. | 


(Concluded from page 449.) 

For starting the Union gas engine, compressed air of 15 
atmospheres (225 Ib.) pressure is used. A special air tank 
is provided which contains sufficient air for several starts 
and is fed by an electrically-driven air compressor. 

The water-cooling and lubrication have also received careful 
attention, thus ensuring satisfactory working under all 
conditions. 


The same firm are also makers of steam turbines built to 
their own designs, and are exhibiting two of these machines. 
The smaller is а 40-н.р. horizontal turbine direct coupled 
to a centrifugal pump, and is shown in fig. 5. This two-stage 
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turbine represente a type of free-jet single or few-stage tur- 
bine built up to 300 Н.Р. | | 

The larger machines are vertical, and form a combination 
of a free-jet turbine on the high pressure side, and а 
few-stage reaction turbine on the low pressure side, thus 
combining the advantages of both systems; for the free-jet 
turbine on the high pressure side facilitates the use of partial 
peripheral admission, thereby allowing the diameter of the 
diaphragms to be sufficiently large to obtain high peripheral 
gpeeds from the commencement, and thus reducing the number 
of stages. As the volume of steam increases, the admission 
is increased, until full admission is reached. From this 
point reaction wheels are used, and the axial depth of the 
disks now increases with the volume of the steam. 

This latter type is represented at.Liége by a 300-m.r. 
коош running at 3,000 r.p.m., and shown in section 
in fig. 6. 
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At normal load the axial thrust is balanced by the weight 
of the revolving parts, whereas at reduced or overloads the 
excessive thrust is taken up by the top or bottom footstep 
bearing as the case may be. 

The disks of these turbines are made of nickel-steel, and 
are tested singly at a speed of 5,000 r.p.m. In the case of 
the impulse wheels the Pelton-like buckets are milled into 
the rim by a patented process, aud the blades of the reaction 
wheels are fixed with the greatest care. It should be noted 
that the clearance is in no part small enough for the expan- 
sion of thé metal due to heat to cause any inconvenience. 

The following are a few details of the regulating arrange- 
ments ' 

A distribution valve—fig. 7 — built into the шаш 
steam pipe, is actuated by the spring governor and 
regulates the number of nozzles to be fed. No throttling of 
the steam takes place, and the efficiency remains fairly con- 
stant over a large range of load. A special safety valve is 
provided in case the governor fails to act in any way, which 
cuts off steam immediately the admissible speed is exceeded. 

The engineering industry of France is well represented in 
most of its branches. The Rateau turbine has been extensively 
adopted in that country, and the makers, Messrs. Sautter, Harlé 
and Co., of Paris, are exhibiting a 400-Kw. turbo-alternator. 


This type of turbine has been previously fully described in 
the ELECTRICAL Review, Vol. LIV., No. 1,886. The 
machine exhibited runs at 3,000 r.p.m., working with steam 
of 185 lb. (9 atm.) pressure. The type of alternator used 
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was adopted after exhaustive trials. The revolving field is 
built of laminated iron, wound symmetrically, and gives 
a perfectly sine-shaped k.A. FT. wave. The alternator shown, 
generates current at 3,000 volts; it is provided with Prof. 
Blondel’s compounding device, and has two poles. Up 
to the present six Rateau turbines, aggregating some 


45,000 H.P., are installed, or in course of construction, this 
being a very satisfactory figure, considering that these turbines 
have only been in practical use since the middle of 1902. 
The Société Egyptienne d'Electricité, of Paris, has a 
most interesting stand. It is showing three 150-Kw. 
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rectifiers built according to the 
Fig. 8 shows one of these rectifiers. — Whereas the 
usual rotary converter has a stationary field and brushes 
and an armature revolving at synchronous speed, the 
armature and commutator of the Rougé-Faget rectifier are 
stationary, and the magnetic field and brushes revolve. 
Now, the revolving field is produced by the three-phase 
current to be converted, and therefore requires no special 
windings or core. The armature stampings are quite 
similar to those of the stator of an induction motor. The 
magnetic flux passes through a rotor which is placed in the 
centre of the stator, and which is fed with continuous 
current produced by the rectifier. Thus the rotor drives the 
brushes at synchronous speed. The current passes from the 
brushes to а pair of slip-rings, which are fixed to the rotor 
shaft, and thence through two sets of stationary brushes to 
the terminals. To make the machine self-starting, the 
rotor is also provided with a separate short-circuited winding, so 
that in starting, the rotor is no different to that of an ordinary 
induction motor. А speed little short of synchronism is 
soon attained, and then a rectified current passes into the 
„second rotor winding and thus synchronises the rotor anto- 
matically. Of course, the current in the short-circuited 
windiug disappears as soon as synchronous speed is obtained. 

The whole arrangement is mounted vertically, and all the 
separate parta are shown in the two figures. Many advan- 
tages are claimed for these machines in comparison with 
rotary converters, and the makers hope that their novel 
design will give a fresh impetus to continuous current 
traction. Firstly, the weight per kilowatt is said to work 
out at barely half-that of a rotary, and the price should be 
low in proportion. Though the power factor is naturally 
rather low at light load, it rises to well above 0'9 at full 
load for machines of 150 Kw., and the efficiency also reaches 
satisfactory limits. | 

But the greatest advantage lies in the facts that the 
machine may be started by merely closing a switch, and in 
the safety on the alternating current side, two points which 
constitute the chief weaknesses of rotaries. 

The cost for attendance will therefore be low, and it will 
probably be found practicable to install sub-stations of smaller 
output than is found economical where rotaries or motor- 
generators are employed. 

The makers have taken every care to make the brush- 
holders as satisfactory as possible, but they undoubtedly con- 
stitute the weak point of this machine. However, the 
rectifiers at Liége certainly worked quite sparklessly on load. 

We have no figures ut hand relating to pressure variation 
on load, but this will probably be found to be similar to that 
of а transformer, and here the older systems would appear 
to un the advantage in a very important point for traction 
work. 

The high-speed vertical steam engine, which is such а common 
feature of our own central stations, does not enjoy the same 
‘popularity on the Continent, and very few engines of this 
type are to be seen at Licge. The Société Anonyme des 
Bellevilles, of Saint Denis-sur-Siene, are showing a 500-н.р. 
triple-expansion engine running at 375 r.p.m., and fitted 
with piston valves. This engine is designed to work with 
superheated steam, and forced lubrication is ‘used through- 
out. It is direct coupled to a three-phase alternator built by 
the Société L'Eclairage Electrique, of Paris, the output being 
450 K.V.A. at 3,000 volts and 50 cycles. 

A special feature of this alternator is the fact that the 
armature windings are laid in entirely closed slots, thus giving 
a nearly pure siue-wave. The pressure regulation is very 
satisfactory, the drop of voltage at full load with as low a 
power factor as 0°6, not exceeding 12 per cent. 

The same firm are also showing the armature of a 1,500- 
K. v. A. alternator, which is quite similar to that of the smaller 
machine, 

The space occupied by English engineering firms is 
decidedly modest. As far as we could sce not a single 
English electrical manufacturer is occupying a stand. Messrs. 
Alfred Herbert, Ltd., of Coventry, are showing some of their 
well-known up-to-date machine tools, and several other 
firms are also showing workshop machinery, mostly elec- 
trically driven, 

The stand of Messrs, De Laval, of Stockholm, is not 
situated in the Machinery Halls, but in the Swedish section. 


Rougé-Faget patente. - 


Of their numerous exhibits, we may mention a 30-H. P. tur- 
bine direct coupled to а continuous current dynamo. А 
turbine of the same size drives a centrifugal pump, capable 
of raising 3,000 litres (650 gallons) per minute through à 
lift of 25 metres (82 ft.). mE 

Messrs. De Laval are now making a speciality of their 
eentrifugal pumps; the largest of those shown is a multi- 
cellular pump raising 180 gallons per minute, to а height of 
460 ft. when running at a speed of 1,440 r.p.m., and is 
driven by a 50-H. P. three-phase motor. А very compact 
little electric generating set consists of a turbo-dynamo 
running at 4,000 r.p.m., with an output of 12:5 amperes 
at 65 volts. These sets are primarily intended for ship 
lighting, and are said to have found a ready market. 

The electrical plant shown in connection with Messrs. 
De Lavals machinery was supplied by the General 
Electric Co., of: Sweden, whose English manufacturing 
agents are the Fuller-Wenstrom Co., of London. This 
firm is cxhibiting continuous-current and three-phase 
motors ranging in size from 2 to 70 H. . The induction 
motors are simply constructed, mechanically, and the 
question of ventilation has received the makers“ special 
attention. | | f 

One motor is entirely enclosed and waterproof, and one 


. is provided with a brush-lifting device. This firm has 


supplied the electrical plant for most of the large Swedish 
iron works. 

From the above it will be seen that though the Liège 
Exbibition shows the continued progress of mechanical engi- 
necring, and particularly the striking advances of the gas- 
engine industry, it can hardly be called representative as 
regards the electrical industries of to- day. 

In conclusion, we should like to express our thanks to 
those firms and their representatives who have kindly 
furnished us with particulars and drawings, or photographs 
of their exhibits. 


INTERNAL COMBUSTION ENGINES. 


Bv DUGALD CLERK, XI. Inst. C. E. 


— - ——ů— — 


Тнк internal combustion engine being a heat engine in which 
the working fluid is air and the fuel inflammable gas, it 
differs from the hot air or steam engine in that the heat to 
supply the motive power is given directly to the working fluid 
by combustion in the cylinder. 

The advantages of the air engine over the steam engine 
have long been recognised, and many distinguished engineers 
have devoted much time and study to the theory and prac- 
tice of developing motive power by the agency of heat. 

Even во long ago as the middle of last century the opinion 
existed that air engines should be more economical of fuel 
than steam engines ; however, the difficulties in connection 
with its practical development proved too great, and the uir 
engine proper has made no real advance. i | 

The leading obstacle was the slow transfer of heat, through 
metal to air, and attempts to obviate this failed through loss 
of heat in passing through valves, and the want of gas- 
tight valves that would withstand heat. 

In the case of the modern internal combustion engine, 
the method of heating by explosion within the cylinder, 
disposes of all the former troubles, the difficulty of heating 
even great, masses of air is quite abolished, and when the air 
is once heated cooling is slow, while the larger the mass of 
air heated the smaller is the relative cooling or heating 
surface. И 

A prominent feature of the modern engine, whether using 
coal gas, petrol, aleohol or producer gas, is the compression 
before combustion, the true function of which even now is 
not always understood. 

After referring to the “ stratification ” fallacy, the author 
states that the true theory of compression was first 
enunciated by him in 1882, when he ppinted out that com- 
pression gave a cycle of operations having a distinet thermo- 
dynamic advantage, apart from consideration of heat losses. 


* Extracted from Cantor Lectures delivered before the Society 
of Arts on February 13th, 20th and 27th, and March 6th, 1905, 
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An engine operating on the Carnot cycle, having a 
maximum pressure of 500 Ib. per sq. in. absolute, and using 
pure air as working fluid, would barg a mean pressure of 


Тт=.700°С 


Fic. 1. 


6 lb. per sq. 


efficiency according to 


in., maximum temperature 633° C., 


and 
T — T! ` 


= 064. 


An engine working by air on the Otto cycle, with the samé 
maximum pressure, would have a mean pressure of 105 lb. 


per sq. in. ; - == 4 ; efficiency, 048 ; maximum tem- 
perature, 1,700? C.; compression temperature, 286 C.; 
exhaust temperature, 740? C.; minimum temperature, 
17° C. ру! = constant assumed. 

In this case the cycle is a practical one. 

With the same maximum pressure, but with heat added 
at constant pressure and discharged at constant volume, the 


ri. ioo 


*Tot,8590*c 
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mean pressure would be 117 lb. per sq. in.; compression 
temperature, 630° C.; while the maximum temperature, 
exhaust temperature and minimum would be the same as in 


р 
12°24 
Comparing air engines working at constant volume and 
constant pressure, giving the same efficiency, the diagram 


(fig. 1) gives :— 


Maximum tempernture ... 1,700* C. 1,700° C. 
Maximum pressure 500 1b. per sq. in. 141 lb. per sq. in. 
Mean 8 T .. 105 5 37 5 
Efficiency .. ы e. 48 48 


In these cases the same efficiency formula has been applied, 
the efficiency depending on the ccmpression ratio only, as 
first recognised by the author in 1882. Comparing further 
the Carnot, constant volume and constant pressure diagrams, 


the last example, but — ; and efficiency 0°61. 


Constant volume. Constant pressure. 


the author points out that the constant volume cycle is the one» 


most generally adopted, while ouly tlie Diesel oil engine works 
on the constant pressure cycle. То show graphically the fact 


that as compression inereases greater conversion of''heat 
into work resulte, the diagrama shown in fig. 2'are given for 
Otto cycle air engines at different compressions. 


Maximum Mean 
pressure pressure . 
per sq. in. per sq. in Efficiency. 
l = L 500 1b. 105 lb. 048 . 
T 5 | d 
1 1 $ | 
com 391 lb. 101 Ib. 0:43 
r 4 
1 1 . 
— 2 7 287 lb. 97 lb. 0:36 
r + 
f 8 | | 1 \ aw 
Other values for efficiency calculated on £ = 1 — (2) аге: — 
"v4. 
2. E a | 55 
1 1 . 
DS NE 
1 1 ba. 
wv 20 7 
1 1 ' 
„т. 85 
; = 100 9 


showing the large . gain by increased com- 
pression. 

Increase of compression increases the pressure аят 
thereby reducing the bulk of the engine, and diminishes 
the heat losses. 

Referring to the increase of pressure due to 1 air in 
a closed vessel as being 534 for each degree C., the author 
illustrates apparatus used by Prof. Bunsen in 1866, and 
himself later, to meusure the pressure developed by explosive 
mixtures, which proved that gaseous explosion produces a 
maximum temperuture of about, 2,000? C. with a pressure of 
100 Ib. per sq. in. above atmosphere. 

However, after allowing for chemical expansion or con- 
traction, there is always found an apparent suppression of 
part of the heat at the maximum temperature from that 
shown by calculation if specific heats are assumed constant, 
varying from, 30 to 50 per cent., depending upon the 
strength of the explosive mixture, the greatest proportion 
being accounted for with mixtures between maximum and 
minimum strength. In the constant pressure cycle the 
heat loss is somewhat less than in the constant volume oycle. 

Comparing actual diagrams obtained from constant 
volume engines-w ith: theoretical diagrams, the differences 
are :— 

1. The working fluid gains heat on entering the cylinder, 
when it would be better for it to remain at its lowest point. 

2. During compression there is a certain amount of heat 
loss to the cylinder. | 
3. The supply of heat is never instantaneous. 

4. During expansion considerable heat loss occurs. 

5. The working fluid does not behave as a ече! gas. 

6. Loss through fluid friction occurs. 

On the charging stroke, the mechanical loss 18 due to 
throttling during admission and physical loss due to heating 
of the charge entering the cylinder. 

While the effect of throttling may not exceed 1:5 to 2 lb. 
per вд. in., or about 2 per cent. to З per cent. of the indicated 
power, the effect in reducing the charge weight means 
reductions from 10 per cent. to 20 per cent. respectively. 

To secure the greatest possible charge in some engines the 
inlet valve does not completely close till the crank has 
passed from 30° to 40° beyond the dead centre. Loss due to 
the heating of the incoming charge is frequently such as to 
reduce the power by 22°5 per cent., or (344 per cent. for 
every degree rise above 17° C. ; the moral i is, therefore, keep 
everything as cool ав possible. During compression the 
least loss would be attained Љу keeping down the wall tem- 
perature. 

At ignition the object is to make the heat addition as 
quickly as possible without producing shock to the engine, 
and not igniting so early as to allow the flame to be exposed 
for so long a period as to cause the expansion curve to fall. 

What occurs on the expansion stroke is much more com- 
plex, and we will only give the main features. 

That heat is added during the expansion stroke is 
generally admitted, but opinions differ as to the explanation 
of the phenomenon. 

Proceeding to consider actual diagrams, those from a 
National Co.'s engine of 14 in. cylinder diameter x 22 in. 
stroke are examined. A light-spring card showed 1} lb. 
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below atmosphere on the charging stroke ; the cylinder nearly 
fully charged with gas and air, and a mean back pressure on 
the exhaust of about 2 Ib. per sq. in. 

A heavy spring diagram from the same engine showed :— 
Mean pressure, 94°5 lb. per eq. in. (rich mixture), 57:5 
B.H.P.; maximum temperature, 1,710° C.; exhaust tem- 
perature, 1,000° C. ; temperature of compression, 440° C. ; 
temperature of charge before compression, 90° C. ; indicated 
efficiency, 33 per cent. The distribution of heat was ap- 


proximately :— | 
Indicated work... .. 931 57:5 B.H.P. 
Jacket loss "s . 36:0 
Radiation 60 
Exhaust 42˙0 
1071 


The reason of the over-balance is that part of the heat 
set down as exhaust does not really get away from the engine. 
Though the indicated efficiency was 33 per cent., and the 
brake efficiency 28 per cent., it was stated that with a weaker 
mixture an efficiency of 35 per cent. could be obtained, but 
with a very weak mixture the card gave :— 

Maximum temperature, 1,250? C. ; mean pressure, 85 Ib. 
per sq. in. Indicated efficiency, 29 per cent.; brake 
efficiency, 25 per cent. 

Comparing the efficiencies obtained with a normal gas 
supply with the standard air engine having the same 
оне the actual cycle ranges from 0'6 to 0°7 of the 
ideal. | 
A number of diagrams from different engines using coal 


rating station of the undertakers in whose district the greater 
part of the works was situated, was at a considerable distance, 
while the generating station of the other district was close 


by. Certain cottages attached to the works were over the. 


border-line. -It was suggested that the requisite supply 
might be given through a cable laid to these cottages, from 
which it could be sent over the border to the works. The 
opinion expressed in the “ Legal Query Column " was that, 
assuming the undertakers had no power to give a supply 
outeide their district, it would be an evasion of the law to 
adopt the procedure above suggested. With reference to 
this reply, a correspondent writes as follows :— 


Suppose that balf a,mill is in A's area, and a half in B'a area, now 
if A supplies, cannot the mill owner put a motor in A's half which 
drives & shafting carried through into B's? or must he cut his 
shafting in half, and have two motors, one supplied by A, and the 
other by B? 

Again, suppose A supplies a motor-generator in his half, cannot 
the generator drive through shaftiug, or through other motors, B's 
half? This arrangement is equivalent to the mill owner putting 
down, say, a steam-driven plant ín A's half, only the steam engine 
is replaced by a motor which is supplied with electricity by A. As 
regards the gas company's case cited, supposing the railway com- 
pany put down a gas engine driving а dynamo, could they not 
light electrically the whole of their station ? It occurs to me that 
putting in & motor-generater or a transformer, solves the question. 


Leaving out of consideration the question whether the 
undertakers concerned will, or will not, stand on their 
strict rights in the matter, let us approach the question 
from the strictly legal point of view. The correspondent 
whose letter we print above, puts the case of a mill 


xe 0 Баз, у 19 85 E um petrol and oil were which is actually on the border line between two 
discussed, the principal particulars being given in the follow- ` districts. In such a case it would be for the 
ing table :— E 
Cylinder. Estimated Maximum | Average M Indi- Brak Indicated 
Engine. — — белые a B effective co horse: | thennal Fuel gas, &c. 
| Ar ао, | 0. i oc,’ indt pressure. power. Power. efficiency. 
Crossley two- i | 1,530 77:5 Рет 607 
ae 25 30 100 11.470 v? 4.845] 23 |253 | 303 pape gas 607-5 B. rr v. per 
MM 6 | 12 156 1,948 | 200 69°7 — — 19 nu 
National ..| 10 18 100 1,690 1703 | -89°6 26:4 93 287 
Stockport ..]| 20 27 100 1,200 182 72:5 141 — — Wilson producer gas. 
$ | 18 | 27 | 100 1,2220 | 180 772 | 113 | — — Ыы И 
National. — == 100 1,560 170 844 — 32 — Dowson suction gas. 
Premier 284 | 30 50 1,650 128 11014 — — — Mond gas. 
Cockerill . . 291 353 100 1,390 98 726 | 810 — = Blast furnace gas. 
Air-cooled {= — — — | 1,850 60 1:65 | — — Petrol 2 load. 
bicyele motor | | — — — — 1,580 70 165| — — „ full load. 
== -= == == 57 — — — Heavy oil, maximum power. 
Sonny 25· K. P. — — — — 45 — — — й working load. 
National „| — — — — 221˙6 58˙5 — — — Heavy oil, 736 Ib. per B. H. p.-hour. 


In all these engines, if the compression space be known, 


and the efficiency calculated from the formulæ for constant 
volume engines using air without heat losses, if the 
efficiency be multiplied by a factor between 6 and 7, the 
practical efficiency will be given. 

The extent to which the compression can be practically 
increased, is limited by the temperature at which ignition 
will occur ; for coal gas it is unsafe to exceed a compression 
of one-fifth. 

(To be concluded.) 


THE SUPPLY OF ELECTRICITY OUTSIDE 
A DISTRICT. 


[From OUR LEGAL ConTRIBUTOR. ] 


A LEGAL query was recently addressed to the editors of the 
ELECTRICAL REVIEW which raised a question of some im- 
portance to supply companies—namely, when, and under 
what circumstances are “undertakers "—to use a phrase 
which includes local authorities and companies who supply 
electricity—cntitled to give a supply to consumers outside 
their district? In the query referred to, it appeared that a 
works which required a supply of electricity was situated 
close on the border-line between two districts. The gene- 


court to say, if the question were raised in proper 
form, whether to supply such а mill constituted 
a breach of the Electric Lighting Clauses Act, 1899 
Schedule, Sec, 4. That section provides that (1) the area of 
supply sliall be area named for that purpose in the special 
order ; (2) the undertakers shall not at any time after the 
commencement of the special order supply energy or (except 
for the purposes of that order) erect or lay down any electric 
lines or works beyond the area of supply otherwise than 
under the authority of Parliament, or under a licence granted 
by the Board under the principal Act ; (3) if the undertakers 
supply energy, or erect or lay down electric lines or works in 
contravention of this section, the Board may, if they think 
fit, revoke the special order on such terms as they think fit. 
What, then, constitutes a supply of energy beyond ће area 
of supply? It is in each case a question of degree. 
In the cases above suggested, it is anticipated th:t 
no Court would decree that the supply should be given to a 
mill situated on the border line between two districts from 
the generating stations of both those districts. It would be 


optional for the consumer to take the supply from either . 


undertaker. Where, however, a consumer.situated near the 
border line extended his premises or built cottages across the 
border for the express purpose of taking a supply, it is 
apprehended that the undertakers in the district in which 
the mill was situate might legitimately complain. The use of 
*a motor-generator in the manner-suggested would amount to 
а colourable evasion of the Act. In other words, the exten- 
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sion of a works pro hac vice would be regarded. with suspicion 
by the Court. | 


It has been necessary to deal with this question a priori, 


because there are no reported cases which touch the question 


in relation to the supply of electricity. It has, however, 
been raised in connection with the supply of gas—in the 
case to which. our correspondent refers. In that case a gas 
company at the request of a railway company placed a meter 


on а part of a railway station lying within the company's 


limits, and through it supplied gas to other parts of the pre- 
mises situated outside the company's limits and within the 
limits of atiother company. The Court of Appeal held this 
to be lawful on the ground that the sale and delivery of the 
gas took place at the meter; but the House of Lords 
reversed · this decision, holding that the gas was sup- 
plied where it was consumed, and therefore that the 
company were  transgressing their authorised limits 
(Gas Light and Coke Co. v. South Metropolitan 
Gas Co., 62 L.T. 126). It is suggested that the railway 
company might have used a gas engine to generate clectri- 
city, and that if they had done so the Court would not have 
held that the gas was consumed outside the district. This 
may be so; but where electricity is supplied the use of a 
transformer or a motor-generator for the purpose of keeping 
within the letter of the law would not appear to, be 
justifiable. 

It is somewhat remarkable that the Electric Lighting Acts 
make no provision for the purpose of meeting this difficulty. 
There must be large numbers of consumers who live on the 
borders of électric Hghting districts. We can only conclude 
from the fact that there is no reported case upon the question 
under discussion that so long as some portion.of the premises 

‚ Supplied are within the area of the supplying company, the 
Opposing company do not care to interfere. 
if premises are deliberately extended with a view to taking a 
supply from a particular station, there may be cause for 
complaint. М 
- As regards ће supply of electricity to railways and tram- 
ways, & difficulty must arise if some portion of the line 
is outside the district of the undertakers. In some cases 


` this has been met by a special clause in the provisional 


order enabling the company to supply a railway which 
extends beyond their district. | 


18 THE WIRING CONTRACTOR DOOMED? 


REFERRING to the recent articles on the above, a few words 


on the aims of, and work now carried on by, the Electrical 
Contractors’ Association should be of interest to all members 
of the electrical profession. 

` In the early part of 1901 a meeting was held of con- 
tractors working all over England, with the object of com- 
bining the various local contractors’ associations into one 
national association. This was effected at the end of 1901, 
and the first meeting was held in January, 1902, when the 


Objects and rules of the Association were confirmed. 


Amongst the objects there stated are the following :— 
“ To procure the improvement of any existing laws, usages 


. and customs which the Association may consider to be 


prejudicial to such trades, &c." 

In this the Association has been most useful, as, in a 
number of cases both in London and the provinces, corporu- 
tions who were competing with local contractors have closed 
such departments through the action taken by the solicitors. 

As a case in point, the clauses in the London County 
‘Council (General Powers) Bill empowering borough councils 
to carry on contractors’ work were thrown out by the House 
of Lords’ Committee as a result of the opposition of the 

Association. | | 

In addition to this, action is being taken with some of 
the larger country Corporations to stop them carrying on elec- 
trical contractors’ work in competition with local contractors, 
and the Association will readily welcome any information 
from country contractors who are now suffering from this 


. unfair method of trading. 


The Association has also proved itself useful, in so 
far as it has been able to modify, to a considerable 


Nevertheless, . 


extent, the requirements of individual engineers both of 
supply companies and corporations. In a large number of 
cases these engineers have issued rules for wiring, and 
have put contractors to much unnecessary expense and 


“annoyance in refusing to connect the installations because 


the contractors have not complied with all their requirements. . 
The ‘solicitors have carefully studied the different Electric 
Lighting Acts and Board of Trade regulations, and advise the 
members of the Association that these particular requirements 
have no legal sanction whatever, except in so far as they may 
happen to contain the regulations of the Board of Trade. 
Cases have occurred in which the reputations of firms have 
been greatly injured through the reports made on instal- 
lations by the officials of undertakers. Some contractors, of. 
course, have only themselves to blame, although the high 
standard of effjciency aimed at by the members leaves very 
little to be desired at their hands. The instances referred to 
are cases of petty acts of Lyranny on the part of officials as to 
the relative positions of the fuses, switches and meter. So 
far as the contractor is concerned, the want of uniformity (as 
to the order in which the same should be placed) amongst 
undertakers is the cause of much confusion and many 
disputes. The Board of Trade regulations do not give the 
undertakers any authority in respect of the points just 
mentioned. Firms of influence and position are singularly 
free from such oppression, as the official “ armed with a little 
brief authority " has to be careful lest he should catch a 
“ Tartar.” It is the smaller firm that suffers the most, and 
there is no doubt that membership of the Association has 
been of great assistance to some in obtaining protection from 
and redress for such acts. It is very invidious for one firm to 
take up a strong attitude in a given district, but for an 


Association with solicitors, and an influential Council acting 


for unknown and maybe numerous complainants, the Asso- 
ciation has a field of increasing usefulness. On the other 
hand, it is the aim of the Council and Association to improve 
the status and efficiency of the trade, and to prevent the 
incompetent from joining the Association, and thus obtain- 
ing the hall-mark of qualifications which they do not 
possess. | 


As am example of this, one of the members of the Associa- 


tion notified the solicitors that the undertakers' engineer 
refused to connect up some houses that he had wired because 
a 1/18 wire had been used instead of 3/22. The solicitors 
telegraphed to the undertakers pointing out that unless the 
installation. was connected immediately, they rendered them- 
selves liable to a penalty of not exceeding £2 a day for 
refusing, and the houses were tested апа connected within 
four hours of the receipt of that telegram. N 

Cases of this kind are happening nearly every day, and in 
each case the action taken by the Association has resulted to 
the advantage of the member. 

Another object is іо “ Promote excellence in electrical 
work and just and honourable practice in the conduct of 
business and to suppress mal practice, &c.“ | 

То attain the first of these objects, monthly meetings are 
held, when papers are read and discussed, and questions 
relating to quality of material and excellence of workmanship 
are ventilated. | NEN | 

During the coming winter session it is proposed that 
papers should be read by а leading manufacturer of the 
different classes of materials used by contractors, such as 
cables, secondary batteries, lamps, motors, &c., and every 
maker will be invited to attend, so that a discussion can be 
held during which questions can be asked by members who 
have experienced any difficulties in the course of their busi- 
nesses. The object of these meetings is to bring about 
better relations between the contractors personally by bringing 
forward and discussing апу points of difficulty that each 
individual contractor may have met with, and it very often 


happens that valuable hints are given and received to the 


great advantage, not only of the contractor interested, but 
also of the client for whom he is working. | 

With regard to the latter part, a joint Committee con- 
sisting of members of the Manufacturers’ Association and 
the Contractors! Association has been formed, to which 


cases of unfair trading on either side are brought, and it 


reflects credit on both Associations when, as in а case 
where a verdict was given in which costs were allowed, the 
amount involved and the costs were promptly paid, 


E 
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The members of the Association last year considered that 
they were sufficiently numerous to obtain statutory powers, 
and therefore applied to the Board of Trade. The incor- 
poration was granted in September last, with powers to carry 
on the work of the old Association, grant Fellowships, insti- 
tute Scholarships, and initidte Benevolent Societies; 

The great advantage of such incorporation is that the 
Association is now a legal body, with full power to carry on 
any business that а limited company can carry on, with the 
exception that no profit must be made. The Association is 
governed by a Central Board, which acts in a similar way to 
the directors of а company. This Central Board is composed 
of delegates elected from the Councils of the different sec- 
tions, which again are composed of members elected from 
the different branches throughout the kingdom. By the 
sectional meetings, the whole of the contractors throughout 
the country are kept in touch with what is happening in 
different parts, thus enabling the Association to act as a 
body in all cases of difficulty, or where any individual con- 
tractor is molested either by the unfair competition of 
corporations or by the idiosyncracies of station engincers 
referred to above. 

It is naturally the wish of the members to make the 
Association as strong as possible, and this can only be done 
by contractors joining and assisting in the work, cither 
with personal efforts or by the influence of their name: 
Assistance of both kinds will be highly appreciated, and as 
in helping others one necessarily helps himself, no further 
inducement ought to be necessary. 

However, should any contractor desire to hear details of 
the financial benefits accruing from membership, the hon. 
secretary, Mr. Leonard G. Tate, of 20, Bucklersbury, 
London, E. C., will doubtless be pleased to point them out. 


і 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. ‘No letter can be pub- 
lished unless we have the writer's name and address in our possession. 


Olympia Exhibition: Free Tickets ? 


Would you. permit me to use your columns for the pur- 
pose of reminding the various corporations and district 
councils interested in electricity undertakings that about this 
time last year the gas companies and their allics were 
scattering tickets of admission right and left for the gas 
exhibition at Earl’s Court, with the obvious view of letting 
all their customers, ez-rusfomers and prospective clients sce 
the latest developments in the gas world. The electricity 
supply companies we can safely trust to look after their own 
interests in matters of this kind ; the question is, will the 
public bodies already referred to see the wisdom of copying 
the tactics of the gas companies, to the extent of sending out 
tickets of admission to likely consumers for the forthcoming 
Electrical Exhibition at Olympia? 

C. Rockley. 

West Ham Corporation Electricity 

Department, Canning Town, E. 
September 24th, 1905. 


Some Arithmetical Questions for Mr. Byng. 


Art—and the fiscal question—being long, and life—and 
leisure—short, I am unable just now to discuss with Mr. 
H. W. Wilson the theory of foreign exchanges, which, how- 
ever, are not the simple matter he so glibly represents, but 
а more complicated affair, such as that by means of which 
the payment of the interest on capital (or loans) advanced 
to а self-governing colony may reach this country in the 
form of scissors or toys, through the following courses. The 
colony has a surplus, say, of a raw material like wool. 
German weaving firms buy this in the ordinary course of 
trade, and remit its value to London in the shape of manu- 
factured goods. The manufactured goods which Mr. Wilson 
would combat by a preference come cither in the manner 
indicated, or else more directly in return for our coal or for 
manufactured goods; but, in any case, only because there is 
a demand for. them here. m 


Yes, something 1в wrong, and will remain wrong so long аз 
we consider imports and exports to be the only measure of 
our economic and financial condition. If we persist in 
sticking to two dimensions, when three are needed, is it to 
be wondered at that when “something is wrong," Brum- 
magem or Berlin policies are recommended by those unaware 
of the fact that imports and exports alone do not tell the 
whole truth ? Why not the third dimension, namely, an 
enumeration of the volume of internal commerce? When 
exports and imports can be shown in their proper relation to 
this, it will be time, if present theories be then repeated— 
which is very dubious—to deal more fully with heresies as 
contrary to economic truths as perpetual motion is to the 
conservation of energy. 


London, W.C., 
Seplember 19th, 1905. 


W. Pollard Digby. 


Inspection and Testing of Tramway Overhead Equipment. 


I see that in your issue of September 15th, Mr. Tweedy 
and Mr. Dudgeon both refer to my method of testing the 
insulation. In one letter it is termed a luxury, which would 
suggest that it is regarded as the best of its kind, but too expen- 
sive-a method for ordinary practice. As the flipper can be 
attached to an ordinary car if necessary, it only requires the 


attendance of one man to watch the instrument reading, 
and therefore cannot entail great expense. I do not quite 


follow why the flipper arrangement is more open to “ care- 
lessness and error“ than the slower method with the fork. 
I suppose the insulation of each insulator is tested perhaps 
three times more often per week with my arrangement. 

1 am, of course, aware that each system must discover 
the means for testing most suitable to its own local condi- 
tions ; at the same time, in my opinion, the methods which 
remove faults in the shortest time after they have developed 


should be the best. 
A. Н. Pott. 
‘London, September 23rd, 1905. 


Telephone Amenities. 


I fully sympathise with Mr. W. R. Adams; I have the 
National Telephone instruments both in my works and in 
my private house. | | 

From my works I very frequently have trunk calls to 
London and elsewhere, from my private house I do not 
suppose I make three calls (except locally) in the year. I 
pay the usual deposit of 1 guinea on my works’ instrument, 
and yet because I refuse to pay a deposit of 1 guinea on 
what would probably never amount to more than a shilling 
or two, and although I have been a subscriber for many 
years, the telephone company refuse to put me through to 
the Post Office for any calls I may wish to make from my 
private house. I agree with Mr. Adams, it is “ attempted 
blackmail." 


Watford, September 26th, 1905. 


Henry J. Rogers. 


Money for Nothing. 


I should esteem it a great favour if some of your more 
educated readers could tell me what the electrical profession 
is coming to. The following are a few of the questions taken 
from a list sent out by a well-known Town Council for the 
post of junior engineer in their power station :— 

State particulars of technical and electrical engineering 
training and period served in the shops. State particulars 
of theoretical training, giving list of certificates held. 

Has applicant had under control, and does he thoroughly 
understand the following :— 

(а) т.т. vuleanised bitumen, paper-insulated cables laid 
solid, also H.T. lead-covered steel-armoured cables. 

(Б) Lancashire boilers, stokers and superheaters, surface 
condensers. ] 

(r) High-speed double-acting engines, polyphase gene- 
rators. 

(d) н.т. lighting and р.с. traction boards, including 
synchronising and parallel running. 

(e) Rotary converters with their transformers. 


Nr r s а A 
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(f) Testing instruments, calibration and meters. 


Has applicant been accustomed to shift in high-tension 


power house? If so, where, and for how long? 

The wages that the lucky individual will receive for the 
above is the magnificent sum of 288. per week, or about the 
same as an ordinary navvy would earn that knows practically 
nothing. It seems to me that in another two or three 
years’ time borough engineers will want a young Edison or 
Kelvin for about 17s. 6d. per week. I should also like to 
know what encouragement there is for a young man to go 
through the course advocated by your correspondents ** Com- 
mon Sense" and Mr. Schwartz, when there are such good 
salaries being thrown about. 

Sub-Station. 


Oerlikon Generators in Dublin. 


I read your description of the Pigeon House Fort Elec- 
tricity Works, Dublin, in your issue of 8th inst. with great 
interest, and would be much obliged if you would kindly 
find room for the following additional remarks in connection 
with the above plant. 

It will no doubt be interesting to some of your readers to 
know that the generator which has been manufactured at 
Witton is really of Oerlikon design. 

The fact that the Oerlikon Co. has long since found and 
employed a far more effective means to secure a pressure 
wave almost covering the ideal sine curve, than the in- 
creasing of the number of slots per pole and phase, though 
probably generally known in engineering circles, might here 
be shortly referred to. 

I have much pleasure in enclosing herewith a photo of a 
2,350-K.V.4. high-speed rotor which shows the pole-pieces 
so arranged that their edges do nat travel in a parallel line to 
the shaft through the magnetic field, and the result of this 
very simple mechanical alteration is fully illustrated in the 
blue print, which shows the calculated sine curve and the 
measured pressure wave. 

For some time the Oerlikon Co. have carried out all their 
generators on this principle, and no doubt the troubles due 
to badly shaped pressure waves can be considered as a matter 
of the past. 

By-the-bye, the two 1,000-Kw. and the two 500-KW. 
high-tension four-phase generators erected at Dublin were 
designed as far back as 1892 to 1900 in the factories of the 
Oerlikon works in Switzerland. 

Electrical engineers who have followed closely the pro- 
gress made during this time will agree that the past five 
years represent ages in the electrical world. 


G. Wüthrich. 
London, Seplember 25th, 1905. 


[The Oerlikon design of pole-piece, and the resulting 
sine curve of E. M. b., were illustrated in an article by Mr. 


C. С. Paterson in our issue of January 29th, 1904.— 
Eps. E. R.] | 


The Wiring Industry. 
The question of the wiring industry is, in the writer's 


opinion, опе of the most difficult to deal with at the present 


time, and is one which there appears to be no very quick and 
easy means of solving, owing to the fact that the whole 
industry is in such an unsatisfactory state, which state has 
been brought about by various influences in different 
directions. 

Although individuality, as suggested by Messrs. Nicholson 
and Co., may play & slow and definite part in the uplifting 
of the trade, I think we shall also have to look to other 
Sources. 


What has been the means of bringing the trade to its 


present state? With Mr. Munro, I say over-competition, 
and must also add, depression in trade generally. 

Now, what is this over-competition, and how can it be 
stopped ? 

Much of this competition has been brought about by all 
kinds of traders, such as plumbers, ironmongers, decorators, 
&c., taking up wiring work, and these people are able to 
get as good terms from the manufacturers as the genuine 
electrical contractor, who has to rely on the electrical work 


to make a living, to find his men work, and to pay wages, 
rent, rates and taxes. 

What chance has the electrical man against such a 
host of jerry workers in his own line, who sacrifice 
quality for cheapness when buying and carrying out work? 
Of course, all the fault does not lie with this class of so- 
called electricians, but partially with a short-sighted public 
who place their orders with them ; and the manufacturers 
cannot be let off scot free for supplying every Dick, Tom 
and Jack with goods on equal terms with the trade, pro- 
viding the said person speculates half-a-crown for 50 business 
cards. 

Regarding corporations and supply companies, I hold that 
the contractors are their best friends, and, in many instances, 
are the people that get the least consideration. 

The contractors are the people that spend a great deal of 
time and money in canvassing, estimating, and in general in 
pushing electricity supply, and adding consumers to the supply 
mains, for which services no appreciation is forthcoming, 
but very often a stumbling block is put in the way. No 
doubt a combination of first-class contracting firms might do 
a little towards mitigating some of the evils, but as for the 
wiring industry in general, it is probable it will have to work 
out its own salvation, a matter which will be a process of 
time. | 

Н. Moss. 

Huddersfield, Sep/ember 19th, 1905. 


The leader which appeared in your [aper some little time 
ago, in which the writer took a very sombre view of the 
general position of the electrical contractor, undoubtedly 
affords grounds for serious thought. At the same time it 
appears to me that the picture drawn is somewhat too pessi- 
mistic, and I quite agree with Mr. Munro that there is no 
good reason why, if initiative, tact, aud resource are displayed, 
contractors need, after all, have any grounds for serious 
disquiet. | 

It is, I think, fairly common knowledge that manufac- 
turers draw a very thin line of demarcation between whole- 


sale and retail trading, and the subject is one which ought, 


in my judgement, to be boldly tackled by, say, the Electrical 
Contractors’ Association. With regard to this Association, 
it does not appear to be particularly desirous of enrolling 
new members, and 80 far as I have. been able to ascertain, 
it really makes no efforts in this direction. About two weeks 
ago the writer sent а representative to the offices of the 
secretary asking to be furnished with the memorandum and 
articles of association and other particulars. The secretary 
was not in, and so far as could be gathered from the ex- 
planation tendered, the memorandum and articles of associa- 
tion were out of print. An assurance was, however, given 
that the necessary information would be forthcoming, which, 
however, has not as yet been implemented. ЖЕ i 
The E.C.A. should be, and no doubt up to a certain point 
is, a very useful organisation indeed, but it is evidently some- 
what lethargic in its movements. S | 
London, September 25th, 1905. dE 


That * plumbers,” gasfitters," and “ ironmongers " secure 
a large portion of lighting, telephone and bell“ jobs, say, 
up to 50 points or over, is an established fact, and that they 
are ever increasing their “ footing” is well known to elec- 
trical contractors. Why? Not entirely due to the clannish 
spirit of a section of the community, as your correspondent, 
Mr. A. Hall, of Grimsby, seems to fear ; that, however, may 
lay a minor claim, in some instances. ОРИ 

The public are now the factor we have to consider in this 
case, “they are the consumers,” without whom. electrical 
men neither competent nor “ incompetent ™ would be 
required ; moreover, no existing electrical organisation has 
any appreciable influence over them, which in the first case is 
exactly what is required, before we could limit the sphere of 


activity of the above-mentioned tradespeople, or skilled 


electrical labour gain the recognised standing it should 
have. 

We also have to deal in the case of lighting with a 
powerful rival known to canvassers for Electric Supply 
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Co.'s as the “sometimes infallible gas. mantle," which 
is urged upon the public with all its advantages, with 
some life and vigour—exactly what is needed Jy electricity. 
The latter has come to stay, and to be successful must 


be a “household word” for lighting and other industrial 


pnrposes. It must be impressed -upon the public" that 
it is actually a necessity and. a source of pleasure if 
installed on the efficient, and economical plan by firms of 
repute and at reasonable prices. On the other hand, it 
is a source of undoubted annoyance and risk when installed 
on the cheap plan, £e. the ultimately more expensive 
plan " by these jerry contractors with their inferior labour 
and material; this has shaken the very foundation of the 
trade from time to time. There are men that would have it : 
The publié require the jobs done cheap!“ Certainly they 
do, obviously they don't know good work from bad, it has 
never been well introduced on the right basis ; cheap jobs are 
the very existence of such contractors, they cannot be blotted 
out by capital, the job comes out а good test for the time 
being ; this satisfies the supply companies who do sometimes 
employ engineers, so called, that. require the same weed- 
ing out process ! Consumers are perfectly satisfied 
with. the condition of affairs—until the trouble 
begins and with that expense. The electric light is 
unreliable, and other electrical apparatus no good ”——во goes 
the talk with consumers and their friends that perhaps would 
be consumers under more favourable conditions. No blame 
attached to the firm that did the work, of course the men 
finished their work quickly, and lights, &c., went well at 
first ; they get along to the fault after a reasonable amount 
of humbug, and pronounce that “rats” have nibbled the 
wires, or other suitable excuse. That doesn’t defray expenses, 


much less inconvenience. Can it be wondered, then, that the 


public are somewhat reluctant to use electricity at all? ОҒ 
course there are broken gas mantles, but that is not so 
bad as a circuit fuse going and plunging a part of the shop or 
private house into darkness. Then the manufacturers are 
always pleased to secure fresh ground, and will supply any 
firm intending to go in for the business with any material at 
lowest possible prices, hence such persons can and do every 
day undertake to carry out work at 10s., and even lower than 
that figure, per “light complete.? | 

I am speaking not of one town, but many provincial 
towns of the United Kingdom, from actual experience. "The 
public or consumers, were they well acquainted beforehand, 
would not place orders with such contractors, for the sake of 
cheapness, and sacrifice reliability. In my opinion, there 
could be a successful issue in an organisation of manufac- 
turers and contractors, not for “ monopoly," but for the 
benefit of the whole electrical industry generally, by bringing 
and pressing the advantages and usefulness of electrical 


energy for industrial purposes generally before the eyes of 


the public—the actual buyers—and dispelling the existing 
idea of the would-be consumers, i.e., the masses, that it is an 
expensive luxury and unreliable. Teach them in some plain, 
untechnical form its superiority and cheapness when installed 
on efficient and economical lines by firms of repute and with 
sound material at reasonable prices; it is then we may look 
for developments, and with twofold results—ever-increasing 
demand for energy and the jerryman abolished. ш 


‚ Caddick. 
Dublin, Seplember 25th, 1905. 


An Overcrowded Profession. 


1 sincerely hope that the correspondence you are so kindly 
giving publication to at the present time in your widely-read 
journal on the all-important questions of the training of 
engineers, and the overcrowding of the electrical engineering 
profession by incompetent and insufficiently trained men, 
may come before some of our foremost publie men, and 
induce them to speak out and tell the nation in plain words 
that we have not a college or institution within the shores 
of these islands where a complete training can be had in any 
oue branch of engineering ; апа yet it has been mechanical 
invention and engineering skill that have placed us 
in the forefront of all the nations of the earth, and 
it is stil on the engineering industries that опг 
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future prosperity: must nearly wholly depend. Наа it 
not been for the immortal Watt, George Stephenson, 
Arkwright and Faraday, and a few more of the great 
inventors, where would the wealth of England have come 
from? Is it not true that the British have taught the 
world engincering, and is it not also true that the nations 
who have learnt from us are now drawing upon us, and 
doing their best to outstrip us by the systematic апа advance 
methods they employ in the training of their sons? 

If students can train for the medical.profession and for 
the law, and gain their degrees of qualification in London, 
Edinburgh and Dublin to practice, surely there should. 
be a few or more large training colleges in this 
country where а complete technical and practical 
training could be given in every branch of engineering, 
either by having engineering workshops as well as labora- 
tories attached, or by being in connection with most of the 
big engineering firms, to which firms the students could be 
sent for two or three years’ practical work for a fee or for 
free services. After a five or six years’ course at one of 
these State recognised training establishments, the student 
could he sent forth with his certificate in hand as a duly 
qualified man, and with theright to write his profession after his 
name. The engineering institutions must confess that their 
diploma of membership does not count for qualifications or 
training ; but I-have said this before, and it cannot, I think, 
be denied. ý | 

We surely want to see England keep ahead as the greatest 
engineering and manufacturing country of the world, but if 
it once gets talked of abroad that our training is defective 
and inefficient, and that a better training can be had else- 
where, it will not be the engineering trade alone that will 
suffer, but the whole trade of the country. Where will the 
supply of properly trained men for the Indian railways and 
irrigation service be coming from when Cooper's Hill 
College is closed ? Our young fellows are not to be blamed. 
They want the proper training, but cannot get it for either 
love or money. | | 

The letters in the ELECTRICAL. Revrew of the 15th inst. 
on the “ Value of the I.E.E." and “ Overcrowding " are to 
the point, and I think that Mr. Alfred Schwartz's able 
exposition on the training problem will be much appreciated. 
by all who wish to see the electrical engineering profession 
upheld and better paid. | | 
R. Browne. 


‘Sidcup, September 19th, 1905. 


That the profession is overcrowded, due to various causes, 
is no doubt true, but as you say all professions are in the 
same condition, so that we ought not to grumble. 

To blame technical schools and colleges for not giving the 
right sort of education to fit a man to earn a large salary is 
very unfair. These places are doing a good work, and my 
experience shows that they do not devote all their energy to 
* examination cramming.” | ў 

I had the pleasure of studying under Prof. Ayrton, and 


frequently we grumbled because he did not quite get through 


all the work mentioned in the syllabus. His reply was that 
he was there to teach us how to learn, not to cram us with 
facts. Most of us have already felt the benefit of this 
method, which should be, and I believe is, the aim of most 
technical schools, and I cannot help wondering what the 
* Practical Engineer" could do as a teacher. I do not 
think the most eminent men in engineering wórks would be 
found suitable to teach students how to learn and how to 
use their knowledge. This is the teaching necessary to 
train professional electricians, and can only be carried out by 
a specialist in teaching. 

There seems to be a considerable misunderstanding as to 
the difference between trade and profession. If a man elects 
to be a professional man, he may have to sacrifice money for 
the self-satisfaction and status obtained by avoiding trade. 
It is quite incorrect to include purveyors of electrical acces- 
sories, wiring contractors, &c., when talking of the profession. 
These men do not require much knowledge of electricity, but 
are more likely than the professional to earn large salaries. 

There is no doubt that parents consider the electrical 
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profession a very satisfactory one. This certainly is not 
correct, but surely it is as satisfactory as the chemical or 
other scientific professions, 

Р. 6. 


London, September 25th, 1905. 


Your correspondents miss the real nature of the trouble : it 
is merely a саве of the supply excceding the demand, to 
which condition of the market there is little chance of 
improvement, owing to the attractions other than monctary 
of electrical work, and the superlative language employed by 
the man in the street and the Press generally when referring 
to electrical matters. : m 

There is however, Nature's law, the survival of the 
fittest (this not being necessarily the most technically-trained 
man), but for the present, owing to the crowd of more or 
less technically-trained mediocrities, good men have often to 
accept salaries equivalent to that of a daily labourer, in order 
to secure a chance of showing their capacity. 

More technical education will not help this, as it does not 
prove a man’s capacity, and a compulsory three or four 
years’ training for everybody would not increase individual 
salaries unless it altered the ratio of supply and demand. . ' 

Neither are employers at fault for not paying more than 
the market price for services rendered. They generally 
require men of good common sense and great industry for 
certain specific duties, and they cannot be expected to take 
into censideration the fact that. their assistants have 
possibly learned to do a lot of other. things at a technical 
college. S Ls 

Take the ordinary full course syllabus at а technical 
college : an average young man with an ordinary amount of 
common sense on leaving feels, after passing certain exami- 
nations, that he can take on several jobs, and thinks he 
ought to be paid in proportion. Unfortunately for him, he 
finds that he is only expected to do one job, and that ex- 
ceedingly well, and that he comes into competition with 
some dozen others who can do that one job as well, or better, 
than he can from previous -actual experience, and with good 
testimonials : and as the qualities necessary to bring a man 
forward in the struggle of life are not at all the same as those 
necessary for passing examinations, employers put little faith 
in such examinations as a guide to a candidate's quali- 
fications. 

Technical education is not a cause of, but an aid to,. 
success, and men “ resourceful,” original and with powers of 
“ initiation ” (inborn gifts), coupled with perseverance, will 
easily hold the lower rungs of the ladder with a very small 
amount of technical education, and will be quite certain to 
acquire sufficient further education along with their daily 
work to carry them well up to the top; the top, however, 
from a monetary standpoint not being very high, as com- 
pared with other ladders to affluence and fame. 

! Capacity. 


А Review of Reviews. 


Referring to your review of © Practical Alternating- 
Current Testing," by C. F. Smith, in your last issue, 
„A. R.“ has hardly done the author justice in some of his 
extracts by omitting to read or give the context. For 
instance, in connection with the self-induction of a spiral, 
quoted from p. 51, the beginning of the paragraph reads as 
follows :—“ The figures given above form a useful rough 
basis for estimating the self-induction of any resistance 
spiral, as the self-induction varies, . . KC.“ Ава 
rough basis for estimating the self-induction in an ordinary 
resistance frame, the consideration of the effect of the 
diameter of the wire employed, seems rather beside the mark. 

Your reviewer's references to the coil which is in the 
terrible condition of being without any self-inductance at all, 
are both obscure and alarming. | 

"The term **auto-transformer ". appears to be the one in 
most general use in this country, and“ A. R.'s“ predilection 
for the more elegant, but somewhat topsy-turvy, expression 
of “ bucking-down " is due, doubtless, to his classical up- 
bringing. 

Judging from the general line of the review, it would 
appear that your reviewer has hardly appreciated the aim or 
scope of the work. According to the preface, the book only 


professes to deal in an “ elementary " manner with the prin- 
alternating- current 


ciples of alternating- currents and 
machines, and this it appears to do in a pre-eminently sound 
and lucid manner. i 

W. H. N. J. 


Testing Rubber Gloves. 


We see in the current issue of your paper a complaint as 
to the quality of the ordinary electrical rubber gloves, 
giving an air-pressure test, which is the means employed 
to discover defects. We have been testing our rubber 


gloves with 5,000 volts between water on the inside and 


water on the outside for the last three years, and after many 
experiments, have come to the conclusion that this is the 
only efficient method, since impurities are as likely to cause 
faults as pin-holes, with just as unpleasant results. | 


The St. Helens Cable Co., Ltd. 
Warrington, Seplember 26th, 1905. 


Starting Steam Turbines. ` 

On reading the remarks concerning turbines in your last 
issue, the question came in my mind, Are we making head- 
way in our knowledge of steam turbines ? а | 

In one article оп р. 451, оп “ Central Station Design,” we 
read that * the clearance between rotor and case is made so 
slight tu order to exact the last fraction in steam consump- 
tion, that one constantly hears of blades stripping through 
too rapid starting." In other words, that the clearances 
allowed are calculated to such a nicety, that it is necessary to 
allow the turbine to take from 4 hour to 1 hour to obtain 
the requisite clearance by expansion, sufficient to allow the 
rotor and blades to revolve freely. 


Further, in another article in the same issue, p. 465, on 


the recently installed turbines at Glasgow, mention is made 
that the blades are protected by shrouding, and that on 
several occasions the shrouds have actually come into con- 
tact with the case, and that with “no more serious result 
than at the point of contact a small portion of the shrouding 
has been ground off,” consequently the carefully calculated 
clearance is increased, naturally reducing the efficiency in no 
small degree. AM : 

Surely the efforts expended in this country must havo 
been in vain, if, after all these years, we have to acknow- 
ledge defeat in what appears to be the crux of one of the 
most important industries of the future. E 

I do not know if my fears are exaggerated, or if I am 
under a misapprehension, but should like to have other 
opinions on the matter. C xe. d | 
| Greaser, : 

[For the statement first cited we are not responsible. No 
doubt accidents have happened; but it is a well-known 
feature of many steam turbines that they can be started from 
the cold and put on full load in the space of a few minutes 
without risk of injury—Eps. E. R. J. ner 


" 
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Design of Instruments and Meters. 


From time to time one hears of some more or less enter- 
prising firm bringing out and developing some absolutely 
new feature in instruments and meters, which they, the 
manufacturers, try to make the electrical world believe is 
something very wonderful. e a 

I refer to such schemes as the magnetic suspension and 
the use of ball-bearings for wattmeter movements. These 
schemes, as a rule, show a certain amount of ingenuity, but 


аге really not by any manner of. means improvements in the 


working of the meters; they are merely * catchy selling 
points," . A 

The latest freak in this direction is the “ Inkless 
Recorder,” which looks like the work of some over- wrought 
brain. J wonder if the makers imagine. that switchboard 
makers and users wish to complicate unnecessarily the wiring 
of their switehboards. | . 

The only advantage that can be claimed for this 
“improvement " is that no fluid ink is used, and therefore 
the instrument will not get splashed with ink. Of course if 
the instrument maker cannot make a suitable pen, one feels 
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some sort of sympathy for him, but let him try again before 
he brings forth such a monster as ‘he “ Inkless Recorder." 
.- On referring to the ELECTRICAL REVIEW of September 
8th, 1905, on the above subject, we find that a feeble-minded 
youth is deputed to look after recording instruments, to 
splash the ink about. I presume that the same class of 
youth will look after the Inkless Recorders," to put in the 
inking ribbons and fake up the relay contacts ; those con- 
- tacts! !—also occasionally to stir up the interior of the 
*grandfather's clock afrangement supplied with the 
recorders. 

In conclusion, I may say everyone is pleased to see im- 
provements in this class of apparatus, but I think few of us 
have patience with folks who create unnecessary and unde- 
sirable complications in otherwise useful apparatus. 

Mr. Editor, I am sorry to take up so much of your valu- 
able space, but I think it is about time something was said 
about these questionable improvements. ae 


- 


BUSINESS NOTES. 


Lighting of the Potsdamer Platz, Berlin.—The 
appropriate lighting of the Potsdamer Platz, which is one of the 
most important and no doubt the most crowded thoroughfares of 
Berlin, afforded a difficult problem, which has recently been solved 
satisfactorily, from the point of view of both the electrical engi- 
neer and the architect. After thorough preliminary investigations 
into the local conditions and density of traffic in the square, it was 
found advisable to concentrate the illuminants on two highly- 
placed - points, replacing the ordinary arc lamps formerly used by 
intensive * flame arc" lamps, characteristic features of which are 

the juxtaposition of carbons and the resulting downward emission of 
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light. Two poles 21 m. in height were accordingly erected on the 
two islands, each of the masts bearing four 20-ampere lamps of 
about 4,000 normal c. Pp. cach, giving a total effect of about 
32,000 C. p. The light is concentrated at points 18 m. high. The 
intensity of the lighting thus obtained allows the existing 11 
12-ampere are lamps to be dispensed with, while the square сап 
now be inspected much more readily by passers-by. As the poles 
are uscd at the same time to carry the trolley wires of the {татасатз, 
four trolley masts formerly used could be removed. The are lamps 
. were constructed by the Allgemeine Elektrizitäts Gesellschaft, the 
whole of the work having been carried out under contract by the 
Berlin Electricity Works, ' 2200 


Exports of British Electrical Machinery.— While the 
imports of foreign electrical machinery into this country appear to 
be on the decline, a slow but steady increase is taking place in the 
exports of British electrical machinery. The shipments in August 
last attained a total of £46,426, bringing up the value for the first 
eight months of the year to £433,459, as against only £306,729 in 
the corresponding period of 1904. 


Consular Notes,—lrarv.—In a recent report on the 
textile industry of Italy, the Austro-Hungarian Consul in Milan 
observes that water-power is more and more being employed in the 
industrial districts of Busto-Arsizio, Castellanza, Legnano, Gal- 
larate and Somma Lombardo, where the great majority of the 
factories are run by the great water-power plant at Vizzola, and 
the producing powers of the factories are consequently greatly 
increased. Discussing the prospects of the Milan Exhibition of 
1906, the Consul states that the difficulty of supplying the Exhibi- 
tion with power, lighting, water and ventilation, has been succese- 
fully solved by the executive committee. It has been decided to 
use the electrical works already in existence in Milan, and to erect 
an electric station in the Exhibition ground in which the latest 
types of plant (steam turbine and suction gas) will be used. The 
power plant will be 2,000 н.р., and will include two combinations 
of suction gas motors of 300 н.р. (allowing for 500 н.р.), а super- 
heated steam combination of 500 H.P., and a steam machine of 
700 H.P. The contract for the erection of the filtering apparatus 
for the feed and other water required will be put up for inter- 
national competition. 

A company under the name of the SocrETA PER LA FABBBICA- 
'ZIONE DI APPARATI E MATERIALI ELLETRICI has recently been 
established with headquarters at Naples. The company has for its 
object the manufacture and sale of electric insulators, telegraph 
and telephone materials and apparatus for electric industry and 
plants of all kinds. The capital of the company will be 100,000 
lire in 100 shares, and the president is Prof. Michele de Palo. 

An electrical company has been established under the auspices 
of the Bologna branch of the Banca Commerciale Italiana in com- 
bination with the Banco Fratelli Sangumetti. The company is 
named the Socireta ESERCIZzI RIUNITI IMPRESE ELETTRICHE 
ANONIMA, with head offices in Bologna, and with a capital of 
1,500,000 lire. The object of the company is the construction and 
working of electric industrial plants, hydraulic works, aqueducts, 
tramways, electric railways, &c., and also the acquisition of certain 
similar undertakings already in existence. | 

SaBDINIA.—The Austro-Hungarian Consul at Milan reports that 
an electrical plant, the first of its kind to be used in Sardinia, has 
been erected at Montevecchio. The electric current is used for 
boring, ventilation, and ore mining and working. 


Australian Trade Marks.—Messrs. W. P. Thompson 
and Co., patent agents, Liverpool, write as follows :— 

Through the courtesy of & member of the Australian Parliament we have 
received a copy of the new Bill introduced by the Commonwealth Government 
for the registration of Trade Marks. Itis in most important respects the new 
English Trade Mark Law which comes into force on April 1st next, amended 
slightly to suit Australian Institutions. There are, however, the following special 

ints in it:—First, the proprietor of a trade mark registered in any state of the 

nion before the commencement of this Act is entitled to have bis mark 
registered for the whole of Australia, but subject to the rights of other users or 
proprietors of a similar mark in any of the other states of the Union, and 
provided it could at the time when the Act came into force have been lawfully 
registered in the Australian state in which the trade mark was then registered 
and in use. If a mark has been publicly used by more than three persons or 
firms in any one state of the Union as a mark in connection with similar goods, 
it shall be held to be common to the trade, and therefore not registerable. 
There is & special section on Trade Union Marks, by which any Trade Union 
of workmen or employers registered under any law of the Commonwealth or of 
any state may register a mark as a Trade Union mark, only to be used by 
members of that Trade Union, and any person wilfully infringing the same is 
liable to & penalty of £50. A clause is inserted by which Australia can enter 
the International Union for the protection of patents and trade marks. The 
Act is admirably drawn up, and though certain members have given notice of a 
few amendments, chiefly verbal, it is practically certain to be passed this 
Session in &lmost exactly the form in which it has been entered, as the feeling 
appears to be unanimous in its favour. It is expected to come into force on 
January lst next. | | 


Neuhausen Aluminium. — The directors of the 
ALUMINIUM INDUSTRY Co., of Neuhausen, have decided to increase 
the share capital from £640,000 to £1,040,000 by the issue of new 
shares of the value of £400,000, of which one-half is to be paid up. 
It is proposed to offer shares of the nominal amount of £268,000 
to existing shareholders at the price of £100 per £40 share, while 
the remainder will be submitted for subscription, when a still 
higher premium may be obtained. At present, the share capital 
of £640,000 is only paid up to the extent of 50 per cent. It was 
originally £400,000, of which one-half was paid; in 1894 a second 
issue of £40,000, and in 1898 a third issue of £200,000, were made, 
each emission being 50 per cent. paid, and bringing the total paid- 
up capital to £320,000. Instead of calling up the balance of 
£320,000 on the three issues, it is now intended to proceed with 
the raising of the fresh capital in the same manner as in the past. 
This method is quite possible under the Swiss laws, but the German 
Company Acts prohibit the creation of new shares until the full 
payment upon the old shares has been effected. By, however, 
issuing shares in the way iu question, the company -is placed in 
possession of considerable funds arising from the premium alone, 
but which would not be obtained if а call were made upon the old 
shares. The fresh capital is intended for the extension of the 
undertaking and the establishment of new branches. Concessions 
have been granted. for the utilisation of the water-power of the 
Rhone between Leuk and Siders and of the Navizance, and a power 
station o£ 50.000 H.P. is said to be in contemplation. In addition 
to this, it is stated that the company requires further capital for 
de ODE the Héroult method for the electrical production of 
steel, | 1 | 
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Motor Contracts.—We understand that the works of 
Messrs. Harding Churton & Co., at Leeds, are full of orders, and 
that among the contracts on hand are the following :— | 

The Corporation of Croydon, for three single-phase induction motors, ої the 
sliping type, to be direct-coupled to centrifugal pumps for the Norwood Sew- 
age Farm.. 

Messrs. MoCorquodale & Co., Ltd., for the installation of two-phase motors 
for driving their extensive printing works. 

Messrs. Albion, Ltd., for the entire driving of their clothing factory. 

Messrs. Whitley Partners (Leeds), & 45-b.H.P. two-phase motor «the fourth 
motor supplied). ` 

Messrs. Bateman's Machine Tool Co., Ltd., a B-. H. P. two-phase motor (the 
fifth supplied). 

Messrs. Harding Churton have also recently supplied their 
alternating current motors to the Corporations of Leeds, Sheffield, 
Huddersfield, Burton-on-Trent, Bristol, the Bournemouth & Poole 
Electric Supply Co. and others. The firm has just issued some 
revised price lists of single-phase motors (type І.К.) with high 
starting torque for direct coupling to lift-gear, cranes, &c. ; also 
polyphase induction motors (two and three-phase). 


For Sale.—Mrssns. P. HvppLEsTON & Co. will, on 
October 4th, sell by auction electrical testing apparatus (Nernst 
Electric Light, Ltd., in liquidation).— Harrogate Corporation is 
offering for sale а vertical compound steam engine and 40-н.р. 
Diesel engine.—4A 220-kw. Reavell-Thames Ironworks steam-driven 
set is offered for sale. Sec particulars in our advertisement pages. 


American Electrical Exports.—The value of the 
electrical appliances exported from the United States during July 
last is returned at £74,638, as contrasted with £73,922 in the corre- 
sponding month of 1904. There was also an increase in the exports of 
electrical machinery - from £98,674 in July, 1904, to £119,496 in 
July last.' Canada is at present America's best customer for elec- 
trical machinery, being responsible for £48,414 of July’s total, the 
United Kingdom coming next with £12,571. 


Electric Motor-Cars for Buenos Ayres.—MEssrs. 
B. HEINRICH SCHEELE & Co., of Cologne, are reported to have 
secured an order for 30 electric motor-cabs for service in Buenos 
Ayres. | 


Dick, Kerr Contracts.—Messrs. Dick, Kerr & Co., 
Lrp., have recently secured the following contracts: 


James Kenyon & Son, complete generating plant and motors for driving 
spinning mills. 
„ Cammell, Laird & Co., 800-kw. p.c. generator. 

Wallasey U.D. Council, five single-truck cars with top covers, complete with 
electrical e 

Ashton, KW. D.C. generator. 

Star Paper Milla, complete generating plant and motors for driving the mills. 

Buenos Ayres Port and City Tramways, 24 double-service cars and equip- 
ments; 10 combined freight cars and electric locomotives. 

Cawnpore Tramways, 20 single-deck cars and equipments. 

L.C.C., 16 single-deck steel cars, specially designed for L.C.C. subway. 


Catalogues and Lists,—The Hart MANUFACTURING 


Co., 25, Victoria Street, S.W.—Catalogue B of Diamond H“ 


switches and wall appliances, contains illustrated particulars and 
prices of push-button and rotary flush switches, automatic door 
switches, steel wall frames and cases for switches. Several loose 
leaflets relating to the Hart devices have also been received. 

Messrs. J. Н. Ногмеѕ & Co., Newcastle-on-Tyne.—We have 
received & batch of catalogues and price lists relating to the firm's 
manufactures. The principal one shows а large number of excellent 
half-tone pictures of the Lundel! and Castle continuous-current 
motors, describes in detail their construction, and gives directions 
for fixing, coupling-up to mains, and operation. Applications to 
driving various classes of machines are shown. — Another list parti- 
cularises the Holmes-Page" patent quick-break chopper type 
switches, fuses of the replaceable bridge type fuses in cast-iron 
watertight boxes. The Holmes-Clatworthy system for electrical 
driving of maehinery is detailed, and a list of newspapers, printers 
and paper mills employing the firm's motors and equipments are 
given. In other lists there appear the names of engineering firms, 
shipyards, railways and dockyards, also textile mills, steamships 
and yachts for which they have put in installations. 

Messrs. ARCH. SMITH & STEVENS, Janus Works, Queen's Road, 
Battersea.—A 36 pp. booklet received from this firm contains a good 
deal of interesting matter relating to their electric lifts for goods 
and passenger service. Methods of driving and control are discussed, 
and a comparison is made of electric with hydraulic power, figures 
being given of actual working costs, &c., at Birmingham, Dublin, 
London and Glasgow, the electric lift being the more economical. 
The illustrations show neatly the equipments for different patterns 
of lifts for working with single and two-phase alternating currents. 
The difficulties of working with single-phase are said to have been 
overcome, and lifts of this kind are now supplied direct-coupled, 
self-starting and reversing, and the results are highly satisfactory. 
A batch of users’ testimonials appear, and a lengthy list of places 
in all. parts of the world for which electric lifts have either been 
supplied or are now on order. These include the King’s Apart- 
ments at the Epsom and Doncaster Grand Stands. 

Messrs. W. MACFARLANE & Co., Possilpark, Glasgow.—Catalogue 
(156 pages) giving a very fine collection of designs of their castings 
for electric lighting, ventilation and other work. One section com- 

rises a selection of drawings of electric light pillars, brackets, &c., 
for arc lighting; another deals similarly with pillars and brackets 
for incandescent lighting; while the third is devoted to ventilation 
lamp pillars, columns and pipes. Engineers who are engaged from 
time to time with the question of public electric lighting, whether 
for wide or narrow thoroughfares or open spaces, will find in this 
catalogue, whose pages measure roughly 11 in. x 14 in., an ample 
variety of high-class artistic work for almost any position. 

Messes. Bavcuan & Co., London Street, Reading.—Illustrated 
pamphlet giving particulars and prices of flame, shunt, enclosed, 


photographic, and miniature arc lamps; are lamps for stage pur- 
poses, resistances, carbons, and other accessories are also shown and 
detailed. | 

Messrs. LriowEL Ңовгнвон & Co., Lrp., Ferry Works, Thames 
Ditton.—Collection of illustrated sheets caught together in cover 
with facility for adding later publications. These lista contain 
illustrated brief descriptions, and tables of prices relating to main 
switches, switch fuses, high tension oil switches and fuses, auto- 
matic circuit-breakers, switch boxes, measuring instruments, battery 
regulating switches, field regulators, &c. n 

AKTIENGESELLSCHAFT FUR ELEETROTEOHNISCHE UNTERNEH- 
MUNGEN, Miinchen.—Several lists are to hand, as follows :—No. 11, 
particularising their lightning arrester with automatic spark 
extinguisher for continuous and alternating currents at voltages up 
to 650 volts; No. 13, describing a short circuiting device for high- 
pressure conductors; No. 14, showing the universal cap for tubular 
standards; No. 15, detailing junction boxes for house installations, 
of which 2,600 are in use on the Munich supply system ; No. 16, 
describing automatic time switches for street and stair lighting, 
advertisement purposes and motors; No. 18, giving a description of 
Rennert's automatic fire alarm; and No. 19, devoted to the “ Ideal " 
electric dark room lamp for photographic purposes. Alof the lists 
are in English, and fully illustrated. i 

Messrs. Faux, STADELMANN & Co., Ltp., Farringdon Road, Е.С. 
—New list of electrical fixtures supplementary to their general 
catalogues Nos. 191 and 202. It contains particulars of the new 
designs of brackets, pendants, standards, candle fittings, electroliers, 
and so on, which have been added to the firm's stock since the pub- 
lication of the catalogue. We observe two very cheap and good 
lines of fittings, viz., a range of chain suspension electroliers, and 
an adjustable dressing-room pendant. Prices have been reduced 
for several of the lines included. "The general catalogues mentioned 
above are still current. 

A largo number of catalogue notices are unavoidably held over. 


Book Notices. Elementar Manual of Magnetism and 
Electricity. By Prof. A. Jamieson, M.Inst.C.E. London: Chas. 
Griffin & Co. 1905. Price 3s. 6d.—This is the sixth edition of this 
well-known text-book for electrical teachers and studente. Аз 
frontispiece an excellent reproduction of Acland Hunt's painting of 
Dr. Gilbert, showing his electrical experiments to Queen Elizabeth 
and her Court, has been appropriately employed. Additional 
figures have been inserted, with descriptions of various dry cells 
and accumulators, Lord Kelvin’s volt gauge, &c., and numerous 
examination questions. The author rightly insists on the necessity 
of practical experimentation, without which a physical conception 
and permanent grasp of the phenomena discussed cannot possibly 
be obtained. The lucidity of Prof. Jamieson’s explanations, and 
the eloquence of his illustrations, are alike admirable. 

“Radium, Radioactive Substances, and Aluminium.” By M. 
Metzenbaum. Cleveland Ohio, U. S. 4. 

“ The Romance of Modern Mechanism." By Archibald Williams. 
London: Seeley & Co. 6s. i 

* Journal of the Institution of Electrical Engineers,” No. 175, 
Vol. 35, September, 1905; index to Vol. 35, 1904-5; list of officers 
and members, corrected to August, 1905. London: E. & F. N. 
Spon. Price of No. 175 of the Journal, 5s. 

" Practical Electric Wiring for Lighting Installations." Ву 
Charles C. Metcalfe. London and New York: Harper & Bros. бв. net. 

“ A Technological and Scientific Dictionary." Part 10. Edited 
by G. F. Goodchild and C. F. Tweney. London: George Newnes. 


- 18 net. 


“Trattato di Telefonia." Ву B. Brunelli and E. Longo. Part 2. 
Rome: G. Scotti & Co. LI. 25. 

“Graphic Methods of Engine Design.“ By А. H. Barker. 
Second Edition. Manchester and London: the Technical Publish- 
ing Co. 3s. 6d. net. 5 | i сў 

* Vielfach-Telephonie mittels des Telegraphons.” By J. W. 
Giltay. Reprinted from Physikalischen Zeitschrift. Leipzig: S. 
Hirzel. | | | 


Steel Tanks.—Mxssns. Tuomas Piceorr & Co., pipe, 
tank, and structural makers, of Birmingham, have secured an order 


for 17 of their patent stamped steel tanks for South America. 


Ediswan Lamp Bulbs.—A recent note regarding the 


‘manufacture of glow lamp bulbs in this country has elicited the 


information that the Epison & Swan Co. have always made, and 
are still manufacturing, their own glass bulbs at the Ponder's End 
Works. Not only are the bulbs blown, but the actual glass is also 
made at their works. It is gratifying to learn that this branch of 
manufacture can still be carried оп in England, in spite of the 
severity of foreign competition. : 


Correction.—In reference to a catalogue notice which 
appeared оп p. 419 of our September 15th issue, Messrs. J. С. 
LYELL & Co., Ltp., of 55, Victoria Street, S. W., write as follows :— 
" We notice you state that Messrs. Marx & Co., of 133, Finsbury 
Pavement, have been appointed sole agents for Great Britain for 
Messrs. Otto Schwade & Co., pump makers, of Erfurt, Germany, 
whereas under an agreement dated September 3rd, 1902, we are 
appointed the sole British agents for this firm. This agreement is 
still in force, and does not expire for some time to come. We 
should esteem it a favour, therefore, if you would kindly make the 
necessary correction in your next issue." 


Colliery Cables.— In regard to the brief description in 
our last issue of the plant at the Douglas Bank Collieries, we are 
asked to state that the cables, which are insulated with Dialite 
vulcanised bitumen, are of the three-core type, and are wormed 
and packed with Dialite, so that no water can run down between 
the cores. These cables are all armoured with two layers of G.I. 
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wire, and we understand that so‘ substantiallwas the make’ of the 
cable that inꝰone case, where a’ fall ofzrock (overꝭ 200 tonsY'occurred 
in one of the roads, the pump beyond the fall, whichiwas worked 


by the cable, continued to work as if nothing had happened, and 


the cable, on being dug out, was found to be in quite a serviceable 
condition. The cables were'supplied by the St. HELENS CABLE 
Co., Ітр., to the order of the CoRLETT ELECTRICAL ENGINEERING 
Co., of Wigan, who were the main contractors. 


Amendment of Specification.— Mr. V. A. FYNN gives 
notice of application to amend patent specification No. 22,712 of 
1902, for “ Improvements in and connected with alternate-current 
motors," бее our advertisement pages to-day. 


Trade Announcements, — Messrs. A. J. WRIGHT, 
Ltp., have removed from 318, Upper Street, Islington, N., to larger 
and more convenient premises at Leyton Green Road, N.E. All 
communications should be addressed there. 

Messrs. J. G. STATTER & Co., of Cornwall Buildings, Newhall 
Street, Birmingham, are converting their business into a limited 
company under the name of THE SwiTcHGEAB Co., LTD. The per- 
sonnel, works staff, foremen, &c., remain unchanged. 

Messrs. Davip Burns & Co., electrical engineers, have opened 
new showrooms at 18, Lowther Street, Whitehaven. 

Mrssrs. JEREMIAH HEAD & Son have recently completed 
arrangements with their principals in America for the formation of 
a separate English company, to take over their patents and entire 
business in Europe and the British Empire. The new company 
will be entitled “ Тһе Wellman-Seaver-Morgan Co., Ltd.,” with 
offices at 47, Victoria Street, London, S.W. Mr. S. T. Wellman 
will become chairman, and Mr. Benjamin W. Head will be 
managing director. The designs of the various machines and 
specialities made by the American company will be supplemented 
in the future as new ideas are developed; these designs will be 
adapted to suit local conditions in the drawing office of the new 
company. Purchasers will thus combine the advantages of 
American designs, and the accumulated experience of the Wellman- 
Seaver-Morgan Co., with English workmanship. The company will 
supply charging machinery of all kinds for open-hearth stcel- 
melting furnaces, and re-heating furnaces (vertical and horizontal) 
for iron and. steel works; Wellman rolling open-hearth steel- 
melting furnaces; l&dle cranes; ingot strippers (electric, hydraulic 
and combined); grab buckets for handling ore, coal, &c.; 
improved clutches for hauling and hoisting machinery; coke-oven 
machinery, &c. | | 

The CAMBRIDGE SCIENTIFIC INSTRUMENT Co., Lro., Cambridge, 
notify that on and after September 30th their London office will be 
discontinued. All correspondence, thereafter, should be addressed 
to the works at Cambridge. 


Morganite Brushes on Turbo-Generators,— Last 
week, referring to the Siemens turbo-generators at Glasgow, we 
mentioned that carbon brushes are giving cxtraordinarily satisfac- 
tory results on the two direct-driven dynamos, whereas they have 
hitherto been considered to be almost an impossibility on 
machines running at these high speeds. We now learn that the 
brushes in question are not what are generally known in the trade 
as carbon brushes, but are Morganite" brushes, patented and 
manufactured by the MORGAN CRUCIBLE Co., Ltp., Battersea Works, 
London, S.W. | 


Roller Bearings.—The Eurik ROLLER BEARINGS - 


Co. have secured the contract for supplying roller bearing axle-boxes 
to the Bengal-Nagpur Railway Co., for use on their heavy goods 
wagons. | "I" 

Bankruptcy Proceedings. — ANTHONY G. N«w.—The 
sitting for the public examination of Anthony George New, elec- 
trical and general engineer, was held on 19th inst., before Mr. 
Registrar Giffard, at the London Bankruptcy Court. The accounts 
showed liabilities £19,740, of which £13,140 was expected to 
rank, against available assets £39. The case has already been 
reported. The examination was concluded. 

honrknT PRIES.— Under the failure of Robert Pries, electrical 
sundriesman, carrying on business at 75, City Road, E.C., as 
Durtnall & Pries, the first meeting of creditors was held last weck 
at the London Bankruptcy Court before Mr. Walter Bayle, Assistant 
Receiver. The receiving order was made on the joint petition of 
Mr. Julius Peltesohn, formerly trading as Hans Nenman & Co., and 
of John W. Sutcliffe & Co., Ltd., the act of bankruptey alleged 
being the execution of a deed of assignment on June 7th last of the 
debtor's property to Mr. John К. Woodley, as trustee for the 
general benefit of the creditors. It was stated that the debtor had 
gone over to Germany, but was expected to return shortly, and, 
after some discussion, the meeting was adjourned for a fortnight to 
give the debtor an opportunity to attend under the proceedings. 


Liquidation.—Brxuam &  Frovn, 


Peat, 3, Lothbury, E.C., as liquidator. 


Metric Chart.—An explanatory chart, of the metric 
system, well suited to explain clearly the value and simplicity of 
this svstem of weights and measures, has come to hand from the 
Decimal Association. The chart has been compiled by Mr. J. G. 
Pilter, of Paris, and. bears the written approval of many eminent 
men, all signatures being reproduced in fac-simile, and thereby 
adding to its interest. The explanation of the various metric 
measures is very concise and simply written, and to those 
interested tho chart should prove very useful. For the purpose, 


Bro — Voluntary 
liquidation was resolved upon on September 12th, with Mr. W. R. 


too, of instructing those attending schools, &c., it is admirably 
adapted. It can be obtained from the secretary of the Decimal 
Association, Salisbury House, E.C., at 1s. per copy, or mounted 
on linen, fitted with rollors and varnished, 5s. The chart measures 
44 in, x 24 in. 


LIGHTING AND POWER NOTES. 


Cardiff.— We gather from a local report that both the 
Corporation and the South Wales Electrical Power, Distribution Co. 
are to give terms to the proprietors of the Ely Paper Mills for 
a supply of energy. It appears that the works are partly in the 
Cardiff area and partly in the company’s area. The company has 
protested against the Corporation supplying outside its area, and 
the Corporation will probably do the same in regard to the com- 
pany endeavouring to supply that portion within the Council's 
area. However, the electrical engincer and the town clerk are con- 
sidering the matter. 


` Chepstow,—4A very neat, well printed, and attractive 
little booklet has been issued by the Chepstow E. L. and P. Co., 
which indicates the advantages to be derived, in so many ways, by 
the adoption of electrical energy for lighting, power and heating. 
Consumers and others at Chepstow should obtain a copy of this 
interesting booklet, which can be had upon application to the 
company. 


Coventry.—At the meeting of the T.C. on Tuesday, a 
recommendation was made by the Gas Committee in favour of a 
reduction in the price of gas for motive power. This has arisen in 
consequence of the likelihood of suction gas plant being introduced 
in some of the factories, and it was pointed out that if the 
gas undertaking lost the custom of the large manufacturers, 
the price of gas to the ordinary consumer would have to bc 
raised. The proposal met, with vigorous opposition, and it 
was argued by Alderman West, Chairman of the Electricity Com- 


mittee, that this Committee would be expected to reduce its 


charges for electricity for motive power. 
recommendation was referred back. 


Dartford.—The past year's working of the U.D.C.'s 
electricity undertaking shows a deficit (of £1,270, against a loss of 
£2,316 in the previous year. 


East Ham.— The gross profit of the Corporation E. L. 
undertaking for the four years ending March 31st last amounted to 
£26,849, which} has been allocated as follows:—Sinking fund, 
49,180; interest, £12,771 ; depreciation and reserve, £2,358 ; initial 
expenses, £790. lt has been resolved to put the balance, viz., 
£1,750, to the relief of rates. The capital expenditure to March 
818+, 1905, was £417,286. 


Electricity in Mines, — Тһе Consett Iron Co. are about 
to provide their Chopwell and Garesfield Collieries with an 
electrical installation. jThree-phase energy will be generated at 
the Chopwell Colliery at a pressure of 625 volts; part will be 
stepped up to a pressure of 3,000 volts, and transmitted 24 miles 
to the Garesfield Colliery, where it will be again transformed to a 
working pressure of 625 volts. 


Farsley.—The U.D.C. has been asked by the Yorkshire 
Electrical Power Distribution Co. to consent to the company’s 
application for a prov. order for E. L. in the district; it would 
give a supply for lighting at 4d. per unit, and guarantee the cost of 
public lighting at not more than 2d. per unit. The Council has 
decided to ask the West Riding C.C. to consider the question of 
promoting a Bill whereby the public bodies iu the area might 
jointly supply electricity. 


Gas v. Electricity.—The Stourbridge Guardians have 
decided to light their new Workhouse with gas, on the assumption 
that it will be cheaper than electricity. The West Ham Educa- 
tional Committee has, however, considered the merits of the rival 
illuminants for the lighting of the Hilda Road Schools, and has 
decided to adopt electric light, the price to be paid being 4d. per 
unit. 


Glasgow.—The Electricity Committee of the T.C. is 
making arrangements for taking over the Pollokshaws E. L. Order, 
1905. 


India.— he Lahore Municipal Committee has decided 
on electric lighting for the Mall. Messrs. Jessop & Co., Ltd., 
Caleutta, have been selected by the Government to carry out the 
work. They have undertaken to complete the installation before 
the Royal visit.- -Jm/ien Engineering. 


By a large majority the 


Ireland.— Arrangements are being made at the District 
Lunatie Asylum at Mullingar, Ireland, to charge ignition accumu- 
laters for motorists, The suggested charges are, however, sumewbat 
high. 

Italy.— X concession has been secured by La Societa 
Illuminazione Elettrica di Cortemilia (Cuneo) to put down a plant 
to utilise the water power of the River Bormida in the generation 
of electrical energy for lighting purposes. | 


(Continued on page 511.) 
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THE OLYMPIA ELECTRICAL EXHIBITION. 


Тнк Exhibition which was opened on Monday last, by the 
Lord Mayor of London, can perhaps claim to be the largest of 
its kind ever held in this country. It is true that, in 
fulfilling its primary object —viz., that of influencing the user 
of electricity—want of space would effectually curtail any 
extended display of heavy plant. 
admitted that, in its own special sphere of impressing upon 
the general public the merits of electricity, the Exhibition 
lacks little, either in quantity or quality. | 
Altogether nearly 250 exhibitors are present, representing 


every branch of the trade, and their efforts towards attractively. 


displaying materials which do not naturally lend themselves 
to this end have been so uniformly successful, that we may 


be excused the onerous task of drawing up such a lengthy 


roll of merit as this must needs be. 

We can here give but a brief idea of the extended scope of 
the exhibits ; but electric lighting can be studied in all its 
most recent forms, ranging from the powerful flame arc, 


But we think it will be. 


and machine tools all find their places in and give added 
interest to the Olympia Exhibition. 

A word may be said as to the arrangements for supplying. 
energy to the stalls, cc. | 

The Hammersmith Borough Council will supply the bulk 
of the energy, in the form of single-phase alternating current 
at a pressure of 2,400 volts. Three direct feeders are pro- 
vided, each terminating in a special sub-station, where the. 
pressure is transformed down to 220 volts for the stall- 
holders. | | o ws | 

In addition to this а direct current supply is available from 
high-speed generating plant installed in the Exhibition hall. 

For the permanent lighting of the Exhibition 180 twin- 
carbon single enclosed arc lamps of Messrs. Veritys’ make, 
and eight flame arcs of the ** Excello " type have been pro- 
vided. Flame arcs are also prominent outside the Exhibi- 
tion, and in the front design, covering an area of some 
3,200 вд. ft., more than 1,000 8-c.P. lamps have been used. 


Yanik } 
Comer с лт л. М, 
fi; TUDI, 


Fic. 1.—PosrAL TELEGRAPH DEPARTMENT'S EXHIBIT: HIGH SPEED DUPLEX AUTOMATIC APPARATUS, © 
| WITH REPEATER (MODERN SECTION). ! 


to the Nernst, tantalum, osmium and mercury vapour 
lamps. 

Our old friend the carbon filament glow lamp, in process 
of manufacture at two prominent stalls, is sure to excite 
special interest. The choicest of artistic fittings are shown 
by many firms of repute, and the auxiliary departments of 
heating and cooking are by no means neglected. 

Another equally important sphere of electrical develop- 
ment is that of telephonic and telegraphi > work. The former 
is well cared for in the hands of the many prominent firms who 
are showing at Olympia; the latter is exemplified by the 
interesting loan exhibit of the Postal Telegraph Department, 
an exhibit which represents years of work, entailing both 
success and failure, and the Marconi stand, which may 
be said to represent tne coming era of telegraphic work, will 
prove equally instructive. 

Dynamos and motors, in the smaller sizes, and mostly of 
standard design, are to be seen in plenty, an added interest 
being obtained in many cases by working exhibits; in 
switchgear the engineer will find developments taking 
place, and much that will interest him. 

Motor fittings and accessories, instruments of all kinds, 
the steam and gas engine and their adjuncts, lifts, winches, 


Ав previously mentioned, the Exhibition was opened by 
the Lord Mayor, Sir John Pound, Bart., and subsequently 
an inaugural luncheon was held in the building, pre- 
sided over by Mr. E. Cunliffe Owen, the chairman of the 
Executive Committee. | 
^ The toast list was a brief one, embracing ** Н.М. the 
King," Success to the Exhibition,” The Electrical 
Industry,” The Lord Mayor” and “ The Chairman.“ 

In responding to the second toast, the chairman (Mr. E. 
Cunliffe Owen) jocularly referred to the absence of Sir 
William Preece, who had recently been located near the 
Equator. He pointed out the great advances that had been 
made in the practical and artistic design of all electrical 
apparatus within recent years, also the extended uses to 
which electricity is now put. Some 230 millions sterling 
had been invested in electrical concerns in this country, and 
one of the reasons of the exhibition was doubtless to obtain 
an improved return on some portion of that amount. 

'The exhibition had been organised by the electrical trade, 
and the exhibitors were the promoters ; any profit resulting 
would be devoted, first, towards reducing the space rentals 
of the exhibitors ; and secondly, towards the Electrica 
Trades Benevolent Fund. E | : 

G 
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He concluded by thanking all those who had so ably 
assisted in the enterprise. 

The toast of the “Electrical Industry," proposed by 
Sheriff Sir G. Vesey Strong, was responded to by Colonel 
R. E. B. Crompton, on behalf of the electrical manufacturers ; 
the Mayor of Hammersmith, on behalf of the municipal 
electrical undertakings ; and Mr. W. H. Patchell, for the 
electric supply companies. 

The Colonel's opening remarks had reference to the 1878 
electrical exhibition, where his exhibit was one arc lamp. 
The present exhibition was an answer to those who doubted 
the progress of electrical work in this country, and he con- 
вїйегей that the exhibits were right up to the top. 

The Mayor of Hammersmith, in replying, pointed out that 
the reduced rates of charging for energy adopted by his and 
other Borough Councils would prove of direct benefit to the 
wiring contractor and manufacturer. 

Mr. W. H. Patchell, representing the supply companies, 
remarked that they had no security in the form of ratepayers 
to fall back on, and that they were entirely dependent on 
their excellent plant and the good feeling of the public for 
success. He thought there was no better way of educating 
the public than by such an Exhibition as this, which was 
primarily intended for the user. 

During the next few weeks the following interesting series 
of lectures will be held under the auspices of the Institution 
of Electrical Engineers, at the Exhibition :— 

Friday, Sept. 29. „Wireless Tele- W. Duddell, Member of 
graphy." Council I.E.E. 

" Development of Col. R. E. Crompton, 
the Use of Elec- C.B.,  Past-President 
tric Motors." I.E.E., M.Inst.C.E. 

" Domestic Electric J. Swinburne, M.I.E.E. 
Lighting." 

"Electricity S. Z. de  Ferranti, 

Meters.“ NM. I. E. E. 


Wednesday, Oct. 11. Electric Heating.“ H. J. Dowsing, M. I. E. E. 
Friday, Oct. 13. “Electric Tele- A. Martin, Postal Tele- 


Tuesday, Oct. 3. 


Friday, Oct. 6. 
Tuesday, Oct. 10. 


graphs.” graphs, Cambridge. 
Tuesday, Oct. 17. "Electric Arc Mrs. Ayrton, M. I. E. E. 
Lighting.“ 


Wednesday, Oct. 18. ‘Electric Tract ion.“ W. M. Mordey, M. I. E. E. 
Friday, Oct. 20. “ Telephones.” F. Gill, M. I. E. E. 


Some of the succeeding pages in this and in later issues 
will be devoted to a brief account of the various exhibits. 


The Postal Telegraph Exhibit. 


No introduction is needed to the telegraphic exhibit of the 
PosTAL TELEGRAPH DEPARTMENT of the G. P. O., as it is of a similar 
character to that which gained the grand prize at the St. Louis 
Exhibition. 

In the modern section a duplex automatic apparatus, with a fast 
speed repeater, is shown in working order (fig. 1, p. 503). This appa- 
ratus illustrates the system used for the transmission of Press and 
special work, which is probably the most perfect mechanical method 
of transmitting news by the Morse code yet invented. It is interesting 
to note that duplex telegraphy was first solved in 1853 by Dr. Gintl. 
Automatic telegraphy was introduced by Prof. Wheatstone in 1859. 
The Morse code was employed by making the upper line of perfora- 
tions represent the dots, and the lower line the dashes. 

Messages are first dealt with by perforating holes in a strip of 
paper, whieh is passed through the transmitter by means of train- 
work, where the perforations permit currents, separated by intervals 
of long or short duration, to be sent to the distant station. 

Two complete sets of quadruplex apparatus are shown in working 
order, This arrangement permits of four. messages—two each 
way — being sent over one wire at the same time. This method of 
working was first attempted by Stark, of Vienna, and Bosscha, 
of Leyden, in 1855, but it was not until 1874 that Edison succeeded 
in making quadruplex working practicable. 

The principle of working is based upon the fact that currents of 
electricity differ from each other only intheir strength and in their 
direction. This is accomplished by combining double current and 
single current working in such a way that one relay is worked by 
the one system, and the other relay by the other system. A current 
is constantly flowing through the line; a change in its direction 
operates one relay, an increase in its strength operates the other 
relay. The first relay is a simple polarised one, differentially 
wound, the rigid tongue of which responds to the reversal of the 
current, whatever its strength; the second relay may be polarised 
or non-polarised, and is adjusted, by meaus of antagonistic springs, 
so as to fail to respond to the current, the direction of which is 
changed, unless the current be considerably strengthened. "Thus 
the two relays are perfectly independent of each other. They 
actuate separate sounders, and each is under the control of its own 
receiving operator. 

A single current sounder is exhibited; this consists of an 
electro-magnet, with an armature attached to one end of a lever, at 
the other end of which is attached an antagonistic spring, and was 
introduced in 1853. It is a non-recording modification of the 


Morse embosser. The set of apparatus exhibited is modern and in 
general use. | 

A modification of the bottle inker, patented in 1862 by Siemens, 
and used in recording instruments, is also on view. 

The historical section is very complete, and includes many of the 
earlier needle instruments; a Thomson electrometer; specimens 
of old submarine and lead-covered cables ; a specimen of old pneu- 
matic tube with carrier, laid 1854, recovered 1870; Hughes elec- 
trically driven type-printing telegraph; insulator specimens of 
historic interest; a Morse embosser, which was used about 1853 by 
the Electric Telegraph Co. This supplanted Bain's chemical recorder, 
as it obviated the troublesome chemical preparation of the paper, 
but reading the embossed marks was found so fatiguing that this 
instrument was in turn displaced by the sounders and ink-writer 
(bottle). 

A relay or local circuit is used to work the electro-magnet, the 
armature of which is fitted toa horizontal lever, working between 
stops at one end and carrying a steel style at the other. When the 
armature is attracted downwards, the style is pressed upwards 
against a strip of paper drawn from a large reel by two friction 
rollers set in motion by a train of clockwork. In the upper roller is 
a narrow groove into which the stvle presses the paper and, 
according to the time the armature is held down, embosses a dot. 
or dash. 


The Electric and Ordnance Accessories Co., Ltd. 


The ELECTRIC AND ORDNANCE ACCESSORIES Co., LTD., of Stellite 
Works, Birmingham, exhibit a large selection of their well-known 
specialities, all produced in their Birmingham works. It would 
require more space than we have at our disposal to run through all 
that is to be seen here ; but the visitor, with time on his hands, 
cannot do better than inspect the Stellite p.c. motors, fans,’switch- 
gear, lamps aud telephones. 

The Stellite crane eontrollers, of the tramway type, torm an 
interesting item on the stand; they are arranged for reversing, 
compound and 2-voltage control, and with or without braking 
points, A powerful magnetic blow-out is provided, and the weight 


Fic, 2.—STELLITE CRANE CONTROLLER. 


of the drum is taken by a ball thrust bearing, while access to the 
several parts is an easy matter. Stellite circuit breakers of many 
designs are on view; a new, simple and cheap design being 
prominent. 

For want of space we pass over numerous motor starters and the 
Stewart enclosed arc lamp exhibits, and come to a telephone switch- 
board on the Stellite central battery exchange system, which is shown 
in operation. This system has recently been installed in Osborne 


.House, Somerset House, the University College, and numerous 


large works in this country, and it is meeting with increasing 
favour. 

The Stellite S.D. telephones for reply and call are also shown in 
operation ; they are primarily intended for domestic use on exist- 
ing bell systems, Numerous other telephonic and electrical devices 
complete an excellent display, which, it is worthy of note, is all 
produced from the hand of the British worker. 


€ 
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Messrs. Ferranti, Ltd. 


Messrs. FERRANTI, LTD., provide an exhibit which will appeal 
strongly to station engineers; few of the latter at the present day 
need an introduction to the company’s well-known ‘slate cellular 
form of switchboard, but in its modified and improved form, as 
shown on the stand, it differs materially from the older designs. 

The exhibit which most nearly resembles the old type of Ferranti 
cellular gear is a sample generator panel with bus-bar extension, 
which is a duplicate of опе of some 48 more or less similar panels 
recently supplied to the order of the Sydney Corporation, but in 
this it will be noticed that the old oil porcelain fuses have been 
replaced by an automatic circuit breaker, which is entirely 
separated from the switchboard attendant by a substantial enamelled 
slate front. The switch is of the well-known tank type, each phase 
being in а separate tank, aud the breaks are entirely under oil. 

Another example of a cellular board consists of a typical gene- 
rator, feeder and summation panel. All bus-bars, current and poten- 
tial transformers, isolating switches and circuit-breakers are enclosed 
in separate concrete cells. 

The switches are of the remote control type, arranged for 
operation from a bench control board erected overhead on an upper 
gallery, and a small portion of a gallery has been installed along 
one end of the stand. 

A less expensive type of high-tension gear for controlling smaller 


Fic. 3. -H. T. FEEDER CHARGING GEAR. 


powers, and where a gallery is not available, is illustrated in a sec- 
tion of a semi-ironclad switchboard. 
~ The continuous current boards represent sample panels for trac- 
tion, lighting and power work ; while isolated high and low tension 
motor panels may also be inspected. 

Among the newer apparatus is a direct current circuit-breaker on 
the carbon break principle. The carbon on the movable arm is 
arranged to swivel so as to give the best possible contact with its 
partner, this being attached to a sliding sleeve pressed outwards by 
a strong spring. This spring serves the double purpose of providing 
a quick break, acting as it does at the maximum radius on the 
. movable arm, and it also ensures that the carbon supported by the 
fixed portion of the circuit breaker, follows the other sufficiently 
far during the opening motion, to ensure that the final break occurs 
between the carbons and not between the main contacts. The 
breaker is closed by a very simple toggle-joint arrangement, and no 
solenoid is required for the overload tripping mechanism. These 
circuit breakers are made for both overload and reverse current. 
The firm's new type of feeder charging gear suitable for three- 
phase circuits up to 10,000 volts is shown in fig. 3. It consists of 
six cast-iron circular tanks supported on heavy porcelain insulators ; 
inside each tank, and concentric with it, a porcelain pipe is fixed. 
Insulated copper rods linked together are gradually lowered 
by suitable mechanism into the tanks, which contain water, and in 
the bottom a small cast-iron pan of mercury. The cast-iron tanks 
themselves form the terminals of the different phases, so that no 
flexible connections are required. 


N. Burt & Co., Ltd. 


The stall of Messrs. N. Burt & Co., Ітр., of 195, Wardour 
Street, W., will be appreciated by all whose interest lies in really 


Fia. 4.—BRoNzE FIGURE, FITTED ғов ELECTRIC LIGHT. 


artistic fittings. Many of the wall brackets, lustres, candelabra, 
lanterns, table lamps, &c., shown in such profusion by this firm, are 


Fic. 5.— EXAMPLE OF CANDELABRA. 


' reproductions of English, French and Italian models of the 17th 


and 18th centuries, and are of exceptional beauty. Fine examples 
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of Renaissance, Queen Anne, Elizabethan and Georgian fittings 
are on view, the Huntalite candle lending itself admirably as 
a ‘substitute for its earlier prototype. The firm also specialises 
in] bronze and composition statuary adapted to the needs of 
electric lighting, and many fine specimens of this clas: of work 
are shown. 


Vickers, Sons & Maxim, Ltd. 


Messrs. VICKERS, Sons & Maxrw's exhibit will be hailed with 
delight by all thos: who suffer from the idiosyncracies of planing 
or other reciprocating machines driven by antiquated methods. 
Several arrangements for getting over the only too apparent 
deficiencies of the old belt drive have been tried, but the results 
obtained with this firm’s patent automatic reversing gear used in 
conjunction with an electrical drive, and shown attached to a 
planing machine, place it in the front rank. 

Briefly, the equipment consists of a variable speed shunt wound 
motor with a speed range of 3 or 4 to 1, and a group of special 
switches suitably mounted on the machine, and worked from the 
driving gear. The functions of these switches are (a) to start the 
motor after it has come to rest at the end of the stroke; (^) to 
insert or withdraw resistance in series with the field coils, thus 


very rough usage, and the substitution of a positive and quick 
action, such as that described, also means no inconsiderable economy 
of time and temper. The arrangement has been used by the firm 
for some time and has given every satisfaction. 

In addition to the above, a variety of p.c. and a.c. motors and 
an electric winch are on view at the stand. 


Schiff & Со. 


Messrs. Н. G. Maver & Co., agents of the above, of 67, Alders- 
gate Street, E.C., provide for the wants of the engineer in the way 
of carbon accessories, cables, flex, &c. 


Crossley Bros., Ltd. 


The name of Crossley is almost a household one, and certainly a 
world-wide one where the gas engine is concerned. MESSRS. 
CrosstEy’s exhibit of high-speed gas and oil engines, specially 
adapted for electric lighting purposes, and shown in operation 
driving dynamos, well maintains their high reputation as engine 
builders. The engines are of various sizes (274 to 44 B. H. p.), and 
work in conjunction with modern suction gas plants, which in 
themselves are items of no small interest at the present day. 


Fic. 7.—CONTROLLING SWITCHES FOR 
Ks LECTRICALLY-DRIVEN PLANING 
MACHINES, 


Fic. 6.—PLANING MACHINE FITTED WITH ELECTRICAL DRIVING AND 
AUTOMATIC REVERSING GEAR. 


altering е speed after reversal : (c) io reverse" the armature 
connections, and thus reverse е” direction of! rotation: / to 
retard the armature at the end of the stroke by strengthening its 
field prior to reversal. 

The operation in lits simplest form may be described thus: The 
planer is driven by a motor with a ranee of speed from about 300 
to 900, through spur or worm gearing, On the cutting stroke the 
motor runs at its slowest speed, and at the end of the stroke it 
reverses automatically, As soon as the reversal has occurred, a 
resistance is automatically inserted in the field winding, quickly 
raising the speed to 900 for the return stroke. At the end of the 
quick return stroke, immediately before reversal, the field resistance 
is short circuited, providing a strong field for reversing in, and the 
motor reverses, the cycle repeating itself. In order to start up or 
stop the planer, it is only necessary for the operator to throw over a 
simple switch. 

The speed of the motor is varied entirely by shunt regulation, and 
its efficiency under any circumstances is not less than 87 per cent. 
But the feature of the arrangement is the fact that the cutting 
speed can be varied instantly (by the movement of aswitch handle 
from its slowest limit up to that of the quick return, thus enabling 
the greatest output to be obtained from the machine. The elimina- 
tion of the belting, which on planing machinery is subjected to 


J. E. Spagnoleiti & Co. 


Messrs. SrAGNOLETTI & Co. exhibit various apparatus, including 
switchboards for lighting and power, crane control boards, motor 
starters, street panels for power and lighting, and small switchboards 
in great variety. The crane control boards are mounted in water- 
tight iron cases of neat design, and comprise double-pole switch 
and automatic eireuit-breakers, which are closed by levers from the 
outside. The motor starters are also in water-tight and dust-proof 
cases, and are operated from the outside; a push button, which is 
provided for switching the motor * off" when desired, forms a 
very useful addition, as the case need never be opened when start- 
ing or stopping a motor. 

Visitors will be attracted by a working model of the patent 
Stigler lift, the chief features of which are the easy and safe method 
of control, the car stopping automatically at any desired floor by 
simply pressing a button. 

A good specimen of their well-known switchgear is shown in a 
board built for a 3-wire lighting supply ; several types of telegraph 
and railway signal instruments, an automatic tramway signal for 
use on a single line, which is operated by the trolley head passing 
spring contacts as it either enters or leaves the section, and other 
novelties add to the interest of this stand. 


Ad — 


‘Vol. 57. “Мо. 1,453, SEPTEMBER 29, 1905. ] THE ELECTRICAL REVIEW. 


507 


The Temperley Transporter Со. 


The Temperley transporter has proved its great value at many 
central stations. It is an ingenious apparatus which, to be properly 
appreciated, must be seen at work. As Olympian facilities do not 
include full-sized coal bunkers, the company has arranged to im- 
press the visitor by means of excellent working models of the 
apparatus. These include the Temperley patent traveller; a Tem- 


perley portable transporter rigged on a vessel’s derrick ; a travelling 
tower transporter with a patent automatic dumping skip dis- 
charging coal from ship to shore, &c. 

In addition to these models, which represent the Temperley 
transporter in the more generally known forms, an entirely new 
working model on а large scale is shown of the latest type of trans- 
This model discharges coal from the 


porter working with a grab. 
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The levers controlling both the hoisting and transporting winches 
are assembled at the operators platform, and the whole of the 
movements are controlled by one man. 

These grabs can be made of a lifting capacity of from 12 cwt. to 
5 tons or more, and aecording to the power of the motors and 
winches, duties ean be obtained of from 20 tons to upwards of 
200 tons per hour with one transporter. 


J. C. Fuller & Son. 


The most interesting item at Messrs. JoHN C. FULLER & Son’s 
stand is probably the Fuller mercury bichromate battery ; although 
the latter has a reputation of 50 years behind it, its continued 
application in many directions, and notably in connection with 
telephone and telegraphic work, indicates sterling qualities, which 

cannot be ignored. "Within recent years а 
modified type of the cell has been largely 


do employed by motorists for accumulator 
charging, specimens being shown on the 
| stand. 


The firm is also exhibiting an assort- 
ment of electrical items of special interest 
to the motorist, including electric lamps 
fitted with osmium filaments. 

Among other items of interest we noted 
the new Langdon and Fuller high-tension 
insulator, which has been tested up to 
60,000 volts, and for which the undeveloped 
field of high-tension transmission work in 
this country offers a golden opportunity. 


The Sunbeam Lamp Co., Ltd. 


The SuN BEAM Lamp Co., LTD., of Gates- 
head-on-Tyne, are to the fore with a working 
exhibit of their well-known “ Sunbeam” 
lamps, in which“ Sunbeams" of all shapes 
and sizes, including a veritable giant of 
some 3,000 с.р., greet the eye. A new type 
of reducing lamp, introduced to meet 
the public taste for “turning down the 


3 


Fics. 10 & 11.— SUNBEAM '* OuTSHI NE 
AND RADIATOR LAMPS. 


Fic. 9.— VIEW SHOWINGSTRANSPORTER OVER CoaL BuNkERS; West Ham Electricity Works. 


hold of a lighter,jdirect:into thefstorage hopperstoverithe, boilers at 
a central} station. The operating. wincheszlare (driven by electric 
motors; the operations of lifting, lowering, opening and closing 
the grab are performed by means of a double drum winch, and the 
traveller is traversed along the transporter beam by a separate 
winch: The hoisting winch is fitted with special compensating 
gear, enabling the operations of hoisting or lowering and trans- 
porting to be carried on singly or simultaneously, without one 
motion interfering with the other. This secures considerable 
saving of time, as the horizontal transporting motion can be com- 
menced as soon as the'load is lifted] high enough to clear the 
coamings of the vessel’s hatchways,’and before it is lifted to its full 
height, and the load or grab can be again lowered |to} the level at 
which it is to be discharged before the transporting movement is 
completed. i 


light,“ is la novelty,worth inspection, and the numerous switches, 
radiators, fans, pendant fittings, &c., shown at the stand form an 
interesting and up-to-date show. 


Escaré & Denelle, Ltd. 
Messrs. EscARE & DENELLE, Lro., of 129, Wardour Street, W., 
are showing a fine selection of electroliers, brackets and art 
fittings generally. 


Elliott Bros. 


Of Messrs. ELLIOTT Bros.’ specialities, it may be said that few 
engineers can afford to be without them. The exhibition series 
includes a new line of indicating instruments, shown in actual 
operation on a switchboard ; these are of the moving-coil dead-beat 
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type, and .a zero device is fitted for enabling any slight error ta be 
corrected at once. 

The recording instrument described in our issue of September 8th 
is alsoPshown in operation, and we gather that a new form of 


Fria. 12. —CENTURY MariNS TEsTING. SET. 


recorder, in which fresh rolls of paper can be fitted without opening 
the instrument, will shortly make its appearance. 

The Century mains testing set, which has been designed with a 
view to providing an instrument that will cover the whole range of 
testing which ill luck may place in the path of the average mains 
engineer, is also on view; we illustrate it in fig. 12; it only needs 
inspection for its good qualities to be appreciated. 

The ** Groves " patent network ohmmeter previously described in 
the ErnkcTRICAL Review) and numerous other switchboard, 
portable and laboratory instruments, are also worth study, 


Albert €. Hands. 


Mr. ALBERT C. HAN DS, of 30, Snow Hill, E.C., has an exten. 
sive exhibit of fittings, including electroliers, rise and fall 


* 


pendants,flanterns,brackets and standards. The fittings.'of which we 
illustrate*specimens, will appeal to the artistic tastes of visitors and 
possible[purchasers, as also will the special line of radiators shown 
by this firm. 


lios. 13 AND 14.—Hawnis’ ELEcTROLIERS. 


The Tudor Accumulator Co., Ltd. 


The Тсров Accumcnator Co., Lrp., of f19; Victoria Street, 
S. W., show on their stand a large numberlof] the various standard 
types of stationary cell made by them, in glass, lead-lined wood 
and lead boxes, and ranging in capacity from 50 to 7,500 апгреге- 
hours; the latter is one of the largest type of cell in use iu this 
country. In two of the largest cells the sides are removed, and the 
details of the internal arrangement can be clearly seen. Samples 
of the plates, both formed and unformed, as well as sections show- 
ing the structure of the positive plates, are on view, together with 
the recently-designed negative plate, from which a much longer 
life is anticipated than in previous types. 

There is also to be seen on this stand an automatic regulating 
switch of the Trumpy pattern, for which the Tudor Accumulator 
Co., Ltd., are sole agents in this country; this switch is an 
ingenious piece of mechanism, and can be used not only for keeping 
the voltage constant, but also as a means of working a regulating 
switch at a distance. | 


The Pearson Automatic Fire Alarm, Ltd. 


The PEARSON AUTOMATIC FIRE ALARM, LTD, of 62, King 
William Street, E.C., exhibit specimens of their latest fire alarm 
fittings. ‘The protection afforded by many automatic fire alarms in 
breweries, laundries, soap works, &c., and similar business premises 
in which escaping steam, acids or excessive moisture are present, has 
been somewhat unreliable, and the Pearson Co.’s new instrument is 
intended to meet such cases. In form it is an oblong box 
approximately 5 in. x 2 in. X 14 in. This carries upon the 
underside, attached rigidly to it, a thermal strip, in the centre of 
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Fic. 15.—DIaAGRAM SHOWING CONSTRUCTION OF FIRE ALARM 
FITTING. 


which is fixed a metal pin having an insulated tip. The pin passes 
into the box through a gland which prevents the entrance of 
moisture. The internal apparatus consists of two contacts built 
upon an insulated base and connected to a terminal at each end, 
One contact is adjustable as to temperature ; the other contact is 
built upon a flexible hard-drawn phosphor-bronze spring and rests 
upon the insulated pin of the thermal strip. Any deflection of the 
latter by means of heat at once affects the position of the flexible 
contact, and when the temperature limit of the instrument is 
reached, contact is made and an alarm given. The connecting 
wires are led to the terminals through stuffing boxes, and to facilitate 
inspection, а cover is provided which is seated upon a thermal 
packing held rigidly in place by metal screws. It will readily be 


Fic. 16.— EXTERIOR OF FIRE ALARM FITTING. 


seen that movement of the contacts can only be 
effected by the action of heat, and as the terminal 
wires are enclosed, no imperfect insulation can 
occur owing to the presence of moisture, 
acids, &c. 


Babeock & Wilcox, Ltd. 


The name of Bancock.& WILcox is almost 
synonymous with water-tube boilers, for which 
they have a world-wide éonnection; they аге, 
however, equally to the fore with boiler-house 
accessories, and on their stand may be seen con- 
veying plant, water softening and purifying plant, 
the firm's well known chain-grate stoker, the 
turbine tube cleaner and sundry steam piping. Опе of tbeir 
latest marinejtype boilers, fitted with feed-water heater and chain- 
grate, which is being utilised for supplying steam for exhibition 
purposes, is open for inspection, 
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Electromotors, Ltd. 


ELECTROMOTORS, LTD., the well-known Openshaw firm, show a 
very complete range of their speciality: motors. The exhibits are 
all of up-to-date design, and embrace the newest types, the sizes 


FIG. 17.—STANDARD MOTOR AND SPUR REDCCTION GEAR. 


ranging from } to 25 в.н.Р. These motors are fitted with the novel 
form of brush holder described in our last week’s issue, and can be 
seen in operation, controlled automatically from a solenoid switch- 
board of Sturtevant type. 

Among other items we ;maycspecially mention and illustrate the 


Fic. 18.—ELECTRICALLY-DRIVEN PROPELLER FAN. 


firm’s new propeller fans; the standard spur reduction gear motor 
(also illustrated); an electrically-driven knife cleaner with a 
The firm's 
productions are all to standard size and gauge, matters which are 


capacity of 1,000 knives per hour, and other machinery. 
fully appreciated at the present day. 


Longstreth's, Ltd. 


Part of Bay 4 is occupied by Messrs. LoNGsTRETH'S, LTD., more 

de." 
This company's manufacture is a distinct departure from- the 
ordinary type of secondary batteries, and claims certain special 
In the Lithanode cell the peroxide of lead is obtained 
in a solid cake or pellet sufficiently firm and hard to require no 
These pellets, which usually have a surface 
of about 2} sq. in., are placed in position in a mould, and have a 
frame of molten lead run round their edges, the lead, as it cools, 
shrinking on to the pellets and making a peculiarly tight and con- 
In this way, plates of any size can be built up, and 
the exhibit shows the various sizes of cells manufactured by the 
company, ranging from the smallest size of test cell with a 
capacity of 4 ampere-hour to the central station lighting set. The 
Lithanode cells for motor ignition are too well known to require a 
The unspillable cells in particular have proved 
is also exhibiting a 
traction cell of about 150-ampere-hour capacity—a useful size 
suitable for many purposes, such as yacht lighting, motor traction, 


usually known under the name of their manufacture, “ Lithano 
advantages. 


inner support at all. 


ducting joint. 


lengthy reference. 


a great boon to motorists. The company 


motor-boats, &c. These cells have a slightly greater weight than 
the very light cells now on the market for traction purposes, but 


as they are more strougly built, the possibility of long life and 


pensating advantages. 


freedom from the worry and annoyance of renewals will bé com- 
The lighting cells exhibited are of the 
firm's usual make ; they are light cells for the capacity contained, 
and, in common with all Lithanode plates, will stand exceptionally 
high rates of charge and discharge without injury. These cells 
have been known to run for 9 or 10 years, and to be in good working 
order atithe end of that time, which fact speaks for itself. : Many 
other types of cell are shown by the firm, and the stand is well 
worth a visit, if only to see a form of plate which is not as other 
plates, and whichjis holding its own well among the various cells of 
the present day. 


jThe Steel Core Concrete Co., Ltd.! 


The SrERLSCORE CONCRETE Co., Lro., of Suffolk House, E. C., 
make a speciality of their “* S.C.C." conduits and troughing, which, 


Еа. 19.—ТнЕ S. C. C.“ Conpuit. 


as the name implies, consist of cement mortar moulded on to a 
skeleton of expanded steel, an arrangement giving both strength 
and cohesion, combined with light weight. | 


The General Electric Co., Ltd. 


The stands of the GENERAL ErEcTRIC Co., LTD., occupy a pro- 
minent position in the main avenue, and though their contents are 
sufficiently numerous and varied in character to form an independent 
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Fia. 20.—WarLL TELEPHOSE SET. 


exhibition, they yet represent but » fraction of the items turned 
out by the company. | 
The exhibit is divided into sections, each représentative of a 


Fic. 21.— INTERCOMMUNICATION TABLE TELEPHONE. 


special department; prominent among them is the telephone sec- 
tion, where instruments adapted for practically every conceivable 
purpose are on view. These include traction telephones, standard 
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pattern wall and table magneto telephones, battery call table’ and 
wall telephones for short line working, direct working battery tele- 
phones of every description, magneto and battery intercom- 
munication telephones, automatic self-replacing (S.R.) intercom- 
munication sets, fire alarm indicator contacts and telephones, 
annunciator switchboards, &c. 

A feature of the exhibit. is the company’s telephone K 25, to 
which many improvements have recently been added. This little 


Fic. 22.— G. H. C. RADIATOR. 


instrument has been proved to be perfectly efficient aud reliable. 
We illustrate it in fig. 20. | | 

Another new set which we illustrate in fig. 21 has only recently 
been placed upon the market—viz., the K 265 magneto intercom- 
munication table set. This is made in various sizes, from five to 
20 lines, and comprises“ Byng-Hunnings ” transmitter, double-pole 
ring receiver, and double magnet generator, | 

The Wire Department is showing wires and cables of all sorts, 

and the Fixtures Department is also adequately represented. 
»In addition to numerous artistic fittings, the M.I.P. (multum in 
parvo) window lighting system is shown. This is an arrangement 
of units in 12 in. lengths, which greatly facilitates the effective 
lighting of shop windows. 

The Bell Department will no doubt be appreciated by the 
burglar fraternity among others, but it will occupy more than 
the exhibition month for it to become acquainted with the various 
devices, alarm bells, &c., for its undoing, here shown. 

The display of the Engineering Supplies Department includes 
the well-known Freezor fans for p.c. and А.с. in all shapes and 
sizes, small p.c. motors, motor starters, transformers, liquid resist- 
ances, theatre lighting accessories, traction supplies, &c. 

Electric heating and cooking apparatus and radiators are also 
on view, and among them we observed the * Apollo" and 
"Dolphin" radiators, now so well known and appreciated. We 
illustrate a new design constructed in fire-proof mahogany, walnut 
or other wood, and fitted with hammered copper reflector. 


Fic. 23.—Two-way Н.У. QUADRANT SWITCH. 


Ihe company’s heavier plant is represented by a number of 
* Witton” motors, D.C. and three-phase, 

The conduit department finds space for a representative collection 
of its various specialities, amongst which may be particularly 
mentioned Union “ papristeel” insulated conduits, in which the 
tubing is drawn onto the insulating lining instead of the insulation 
being expanded into the tube. This arrangement guarantees the 
lining always being held securely, and so overcomes the possibility 
of drawing the lining from the tube during the process.of in- 
stalling the wires. с. "D 

For fixing conduit and the like to walls, &., the“ Union“ 
improved patent plug is the very latest development in the “ ready- 
made” plug idea. 

A new adaptation of the company's 25-ampere * Midget” wall 
plug to {conduit purposes is shown in the iron-cased watertight 


multiple way box with water-tight lid, and from among numerous 
examples of tumbler switches, we illustrate the company’s new two- 
way H.V. quadrant switch. 


The switch department defies adequate description here; it 
illustrates the latest in switches and instruments adapted for the 


thousand and one situations which obtain between the eottage and 
the central station. 

The are lamp departmeat brings into prominen@ée the new 
Angold flame are lamp; also the company's standard Angold 
enclosed lamp, together with the numerous accessories requisite in 
this class of work. 


The Standard Metal Engraving Co. 


The STANDARD METAL Enoravina Co., of Chancery Lane, W.C., 
have on view a fine collection of attractive metal and composition 
name-plates and designs, the uses of which are obvious, 


The Hart Accumulator Co., Ltd 


The display of the Harr ACCUMULATOR Co,, of Marshgate Lane, 
Stratford, will well repay a close inspection ; the firm specialises in 
storage battery work, and its standard productions range from the 
central station battery to the humble ignition cell. Thus a com- 


Fic. 24.—S81NGLE LiGHTING Type CELL. 
\ 


plete 60-cell battery, suitable for a private installation, is on view, 
its capacity being 350 ampere-hours at 110 volts. The plates are 
suspended from glass slabs in glass boxes; they are separated by 
flanged glass tubes, and ample space is provided for the accumulation 
of deposit, The cells are connected together by means of the Hart 
patent non-corrosive terminals, which are an improvement in many 
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Fic. 25. CENTRAL STATION (LIGHTING ТҮРЕ) CELLS. 


ways over the lead burnt joint, being easy of disconnection and 
of low ohmic resistance. 
Three ,types of central station cell are on view, the plates being 
supported and separated as above; 6 in. is allowed in the bottom of 
these cells for the accumulation of deposit, thus obviating the 
necessity of frequent cleaning. Automobile cells, yacht-lighting 


cells, ignition, telephone and telegraph cells complete a very 


interesting exhibit. 
( To be continued.) 
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LIGHTING AND POWER NOTES. 


E 


(Concluded from page 502.) 


Kingston-on-Thames.— The London papers announced 
last week that a leakage from one of the underground electric cables 
of the Corporation occurred, and tbat persone standing or walking 
near the spot received a shock. 


London.—HaxxrnswrTu.— The B.C. last week con- 
sidered the question of reducing the price of energy for power 
purposes. The present price is 14d. per unit, with discounts rangiag 
from 5 per cent. for accounts of £250 per annum, to 334 per cent. en 
accounts of £1,500 per annum. The electrical engineer reported 
that a uniform rate of charge with discounts would meet the circum- 
stances in a more satisfactory manner than any system of maximum 
demand with restrictions as to the period of use. It was resolved 
that at the end of the Michaelmas quarter а uniform rate of 14d. 
per unit be charged for electricity supplied for power purposes, 
subject to the following discounts :—On accounts between £10 and 
£25 per annum, 10 per cent.; between £25 and £50, 20 per cent.; 
between £50 and £100, 30 percent. In the case of а consumer 
whose account for power amounts to over £100 per annum, special 
arrangements will be made, if so desired by the consumer, to 
supply energy for both power and lighting purposes at the 
rate of 144. per unit, less 334 per cent. discount, provided 
that the amount of energy used for lighting does not exceed 
20 per cent. of the total consumption per annum, and 
subject to the consumer entering into an agreement to drive the 
whole of his machinery by means of power supplied by the Council 
fora period of no less than five years. The L.C.C. has requested 
the B.C. to lay its mains at a depth of at least 3 ft. 6 in. below the 
surface of the roadway, and to lay them in or as near the pathway 
as possible, in view of the possibility of the L.C.C. constructing 
tramways in the district. 

MARYLEBONE.— Referring to our note last week regarding the 
breakdown in supply, when а Queen's Hall concert had to be post- 
poned, we learn [that the failure was not on the Borough Council's 
system. 

BATTrERSEA.— The B.C. Housing Committes: with a view to 
encouraging the tenants on the Latchmere and Town Hall estates 
to use the electric light, has arranged for a new 8-c.P. or 16-С.Р. 
lamp to be presented to tenants for every 60 units consumed. The 
Lighting Committee has decided in favour of asking the L.C.C. to 
convene a conference of local authorities and such other bodies as it 
may think fit, for the purpose of considering the question of the 


erection of large generating stations and the supply of electricity in 


bulk. 
HACKNEY. Application is to be made to the L. C. C. to sanction a 
loan of £5,608 for electric lighting purposes. 


Luton.—The gross profit of the Electricity Department 
for the year ended March 3186 last was £2,046. The working 
coste amounted to £1,609. The income was :—Lighting and powcr, 
£3,297 ; public lighting, &c., £358. The net revenue account shows 
a credit balance of £11. The total units sold amounted to 274,521, 
and the maximum demand recorded was 284 Kw. 


Maidstóne.— The T.C. has reduced the price of energy 


for shops and dwelling houses combined, to 44d. per unit, with a 


rebate of 10 per cent. if over 10,000 units are consumed, per annum. 

During the past year a net profit of £466 has been made by the 
electricity undertaking, as against a deficit of £1,275 in the previous 
year. 


Melton Mowbray.—A short while ago the Midland Rail- 


way Co. installed two 73 -H. P. electric motors at its pumping stat ion. 


We learn that these have proved very satisfactory, and that it is 


now intended to put down three more motors for driving the com- 
pany’s saw: mills, mortar pans and forge bellows, making a total of 
41-н.Р. of motors installed at the station. Energy is supplied from 
the Melton-Mowbray E.L. Co.’s mains. „ Ny 


Mytholmroyd. —The U.D.C. has applies to the B. of T. 


for a year’s extension of the E.L. order. 


Rawtenstall.— A  L.G.B. inquiry was held on 
September 21st, relative to the application of the T. C. for a loan of 
£12,000 for E.L. supply purposes, the Corporation having agreed 
to take energy in bulk for five years from the Lancashire Electric 
Power Co. 


South Africa.—JonaxNESBURG.— The T.C. announces 
that it is expected that energy will be available in Jeppestown, 
Fordsburg, Bertramstown, Hospital Hill, Yeoville, and other 
suburbs towards the end of the year, and that it is desirous of com- 
mencing the work of connecting prospective consumers! premises 
with the mains forthwith. The Tramway and Lighting Committee 
recommended the following appointments, which bave been 
adopted by the T.C.:—A general manager to take charge of the 
entire tramway, lighting and power undertakings, for the initial 
period of the tramway and lighting scheme at a salary of £1,756 
a year; an engineer in charge of the distribution system at a sal: ту 
of £1,000 а year and a house ; an engineer in charge of the 
generating station at a salary of £1,000 a year and a house; а 
tramway traflic manager at a salary of £1 „000 a year. Also that 
applications be invited locally for the post of tramway traffic 
manager without delay. 

BoxsBuRG.—The Т.С. Works Committee reported that the 


oonsulting electrical ‘engineer stated that in view of the heavy 


Saturday night loads, the Council would be justified in allowing 


~ 


. purpose for the remainder of the track. 


Ltd, has just concluded ar examination of the 


the Lighting Co. to make an extension tolits plant, and it was 
decided that the company be informed,; that its. request be 
allowed for an additional 80 Kw. set. 5 

KING УҮплдАм'в Town.—The T.C., in view of the — 
results attending thefive months' working of the E.L. undertaking, 
has decided henceforth to charge only 1s. per unit for energy | for 
lighting purposes, instead of 1s. 3d. 


Fottenham.—The North Metropolitan Electric Power 
Supply Co. has informed the Committee carrying out the arrange- 
ments with respect to the new municipal buildings, that it cannot 
say when the supply of electricity will be available from the com- 
pany’s mains. The company offers, however, to loan to the 
Council a small 6 kw. set, which would supply the Counail 
chamber and committee rooms. This offer was accepted. : 


Tunbridge Wells.—A resolution stating that it is 
desirable in the interests of the ratepayers to consider the 
advisability of selling the E.L. undertaking upon terms that shall 
fully safeguard the nature and price of supply, and obviate further 
capital expenditure by the Council, and the risks and possible 
disadvantages attendant upon the control of the business by the 
municipality, is to be submitted to the next meeting of the T. C. 


Tynemouth.—The accounts of, the electricity depart- 
ment for the year ended March 25th last, shows that the capital 
expenditure during the year was £9,170, bringing the total 
to £79,451. The gross revenue was £10,788, and, after meetiny in- 
terest and sinking fund charges there was a small profitof £7. We 
gather that but for an accident to one of the boilers, which necéssi- 
tated а somewhat heavy outlay, the margin of profit would have 
been larger. 


Whitby.—Through tbe initiative of Mr. L. H. King, the 
Council's electrical engineer, an electrical exhibition is to be 
opened in the town to-day, and will be held unti] the 7th prox. 


Worksop.—The U.D.C. has received sanction to raise a 
loan of £3,000 for E. D. purposes. 


— — 


TRAMWAY AND PAILWAE OTER: 


Austria.—An official Е has been arrived at 
whereby the Vienna Local Railway Co., as the undertaker for the 
high-speed electric traffic between the Opern Ring and Baden, will 
be authorised to use a speed of 27:9 miles an hour on this line, 
which is to be opened in March of next year. The reconstruction 


of the power station at Baden for single-phase alternating current 
is in progress. Every quarter of an hour a direct train composed of 


two coaches willleave the Vienra terminus for Matzleinsdorf, where 
a third coach with passengers from other- districts will be. coupled 
up, and the journey will then be continued to Baden, the trip being 
accomplished in 1 hour 8 minutes. It is expected that the electric 
main line between Vienna and Pressburg will be completed next 
year. The railway, which will carry both passengers and goods, 
will be operated by means of direct current in the metropolitan 
area of Vienna, and by three-phase alternating current outside the 
city limits. The length of the railway will be 43} miles, of which 
the greater portion is in Austria, and only 5 miles in Hungary. In 
Vienna the power will be furnished by the municipal electricity 
works, while a power station at Regelsbrunn will serve a similar 
It is intended to use 
motor-cars for the passenger service, and electric locomotives for 
goods traffic, which latter will specially consist of food products 
brought from the country districts to the towns. Of the various 
schemes relating to the South Tyrol, it is reported that one for a 
line between Trient and Mezzolombado-Malé has the prospect of 
being carried into effect. It would have a total length of 50 miles, 
and a branch line would be formed to San Michale. About 30 per 
cent. of the expenditure is to be borne by the local authorities, and 
the remainder by the State. 


Belfast.—On the 26th inst. the first electrically-driven 
car made a trial trip from Andersontown depot to the Dunville 
Park junction, The power was derived from the old plant tem- 
porarily erected in the Asylum grounds. The training of drivers 
on this section will now be commenced. | 


Berlin.—A Reuter telegram says that the supervisory 
board of the Great Berlin Tramway Co. has unanimously sanctioned 
the proposal of the directors for the conversion of the service into 
an underground system in certain streets where the traffic is particu- 
larly heavy. The cost of the change is estimated at 60,000,000 
marks (£3,000,000). 

Cheshire,—Parliamentary powers are to be sought next 
session for constructing a tramway from Cheadle to Wilmslow. 16 
will join the existing Stockport line, aud be carried through Hand- 
forth, a branch being made to connect with Bramhall. From the 
latter place a line will be carried eastward as fur as Macclestield 
along the broad and picturesque highway. In this way it is pro- 
posed to form a tramway connection between Stockport aud 
Macclesfield. 


Cockenzie.—In connection with the proposal put 
forward some time ago to run electric cars from the Levenhall 
terminus of the Musselburgh system to Cockenzie, Mr. E. A. 
Mitchell, chief engineer to the National Electric Construction Co., 
roposed ronte, for 


the purpose of preparing a plan for presentation arliament, and 
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should Parliamentary sanction be received, the work will be pro- 
ceeded with. The line will be a single one for the greater part of 
the route and will lie along the sea shore. 


East Ham.—The T.C. has resolved, upon the recom- 
mendation of the Tramways Committee, that until Barking is pre- 
pared to accept the terms submitted to it, no further action shall 
be taken in the matter of the proposed tramway lease." From a 
report presented by the treasurer, it appears that for the four years 
ending March 31st last the net profit on the tramways undertaking 
amounted to £3,055. The sum of £1,305 was allotted to depre- 
ciation and reserve, and the balance, viz., £1,750, to the relief of 
the rates (equivalent to 14. rate). Tne total capital expenditure to 
March 31st last was £152,277. 


Glasgow.—The Tramways Committee of the T.C. has 
decided to proceed with a portion of the extension authorised by 
the Act of 1904, from Giffnock to Thornliebank. . 

A deputation of ratepayers waited upon the Tramways Com- 
mittee of the Glasgow T.C., urging the extension of the carservice to 
Millerston. Mr. Alexander, the convener of the committee, replied 
favourably on the proposal. The committee has also favourably 
considered a proposal to extend the tramways to Clarkston. 


Liverpool.—On Monday morning an accident of an 
unusual kind occurred at Herculaneum Dock Station on the Over- 
head (electric) Railway, Liverpool. Through the breaking of an 
axle, a length of rail in the middle of the track was torn from its 
position and foreed through the bottom of a third-class carriage 
and into the motor compartment, the end passing through the 
roof of the latter. It was four hours before the double line was 
again in perfect working order. А number of passengers were in 
the damaged carriage, but fortunately escaped serious injury. 


London.—4According to the Daily News, Mr. J. R. 
Chapman, engineer to the Underground Electric Railways, has 
designed a special storage battery car, capable of hauling a train in 
case of breakdown of the normal power supply system. In the 
words of the sagacious chronicler, " the body contains 160 cells, 
each using 8 gallons of sulphuric acid, in addition to a number of 
storage batteries." The italics are ours. Messrs. Hurst, Nelson and 
Co. are the makers of the car which is being used in the construction 
of the new tube railway. 

CaMBEBWELL.—The B. of T. has notified the B.C. that after con- 
sideration of the objections brought forward, and the L.C.C.'s reply 
thereto, the Board has approved of the plans of the County Council's 
proposed tramways within the borough. 

PoPLAR.—The L. C. C. has written to the B.C. stating that further 
surveys have been made with the view of ascertaining whether it 
would be practicable to adopt the conduit system on the tramways 
in the borough. The result of these has shown that the difficulties 
and inconvenience which would be inseparable from the system, 
prevented the Highways Committee from, recommending its 
adoption. The General Purposes Committee of the B.C. reported 
on Wednesday that it had agreed to the adoption of the overhead 
system, and it urged Stepney B.C. to take similar action. 


Maidstone.— The past year's working of the municipal 
tramways bas resulted ina net profit of £1,531. 


Mancnester.—Last week a trolley-head became fast in 
the overhead points, and the pole snapped at the standard. The 
trolley arm descended with great force on the head of the only 
outside passenger, who was slightly injured. 


North London.—The new electric tramway from the 
Archway Tavern to Highgate Archway, connecting with the through 
line to Finchley and Whetstone, was completed last week. The 
section, which is half-a-mile long, and has been constructed jointly 
by the London and Middlesex County Councils, now makes a 
through connection between the City and Totteridge, a distance of 
10 miles. The extensions from Green Lanes to the Alexandra 
Palace, by way of Hornsey and Muswell Hill, are also completed, 
and are to be formally opened next month. 


Oxford.—The official circular of the Tramways and Light 
Railways Association for September contains full copies of the 
reports of Messrs. Worbey Beaumont and Stephen Sellon to the 
Oxford Corporation on the comparative merits of motor-omnibuses 
and electric tramcars, together with a table showing how they com- 
pare with the present horse tramways. 


South Africa.— PORT  ELIZABETH.—À Government 
inquiry was opened on August 24th to inquire into the two recent 
tramway accidents at Port Elizabeth. Amongst others on the 
Commission were Mr. H. C. Becker, president; Mr. Denham, Cape 
Government electrician; Mr. Wilson; and Mr. J. Barclay, tramway 
manager. 


Torquay.— The T. C. on Monday agreed to the Dolter 
Electric Traction Co. laying down altered tramway routes only on 
the condition that, in the event of the Council being further pre- 
vented from supplying the power for the tramways, the company 
would relieve it of its obligations under the agreement. The 
Council rejected a motion consenting to the Dolter Co. laying tram- 
ways along ‘Torbay Road. 


Wednesbury and Darlaston.—The 
between these towns commenced running on Tuesday, and 
were very well patronised. This track, which is 1 mile 1,000 yds. 
in length, and the fare for the eutire length of which it is stated 
will be 1d., forms a rather important section, not only as connect- 
ing Wednesbury with Darlaston, but as completing the network of 
tram ways between West Bromwich, Wednesbury, Darlaston and 


electric cars 
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Walsall. The completion of this section of line does not, however, 
terminate the operations of the Birmingham Joint Committee, in 
which is vested the running powers of this, as well as of many other 
tramway tracks in this district—the local authorities retaining the 
right to purchase at the expiration of a given period—for the Com- 
mittee intends to construct an electric tramway from Wednesbury 
to Dudley. 


West Нат. — The borough treasurer reported at the 
meeting of the Corporation on Tuesday that after a careful estimate 
of the accounts up to date, he was unable to anticipate any surplus 
on the tramway undertaking for the current financial year. 


TELEGRAPH AND TELEPHONE NOTES. 


Brighton Telephones.—The L. G. B. has sanctioned 
the borrowing by the T.C. of £6,145 out of the sum of £11,617 
applied for. Part of the letter of the L.G.B. was held over for 
further consideration. It would be interesting to know whether 
the Board recommended the Council to sell the undertaking to the 
Post Office. 


C.S. ** Colonia " Repaired.—The cable ship Colonta has 
completed the repairs rendered necessary by her recent grounding 
off Canso, and has procceded to sea to complete the work on 
which she was engaged. 


Egypt.—The State Telegraph Department is about to lay 
for the Telephone Co. two new circuits or lines between Cairo and 
Alexandria which, when completed nex} year, will greatly relieve 
the present pressure on the two lines that have been in use now for 
three years. There will also be another line between Cairo and 


Tantah, and Alexandria and the latter place, so that in future mes- 


sages can be transmitted direct between the two cities and Tantah. 
Part of the work on this line has been finished, and the remainder 
will be completed as soon as the necessary zrant has been obtained 
by the Telegraph Department. In this connection the Egyptian 
Gazette is informed that, should the new service to Tantah prove a 
commercial success, there is every probability that the system will 
be extended to other important towns, such as Zagazig, Port Said, 
Mansourah and, perhaps, Suez. 


Paris Telephones.—Something like a riot took place 
recently at the Paris Central Exchange, owing to the dissatisfaction 
of the female employés, most of whom receive only £40 per annum, 
rising to a maximum of £72. Not only are the operators under- 
paid, but their work has been increased, it is said, very greatly 
during recent years, with the result that many of them are much 
overworked. 


Swansea.--The National Telephone Co. has offered to 
take over and pay for the municipal undertaking at its present 


paper value, or to sellto the Corporation the undertaking of the 
company in the Swansea exchange area on similar terms. The 


` L.G.B, referring to the application of the T.C. for sanction to 


borrow £7,000 for the extension of the telephone system, has 
inquired whether it has considered the question of entering into 
negotiations with the Postmaster-Gencral with the view to the 
absorption of the undertaking by the Post Office. The Committee 
has instructed the chairman to confer with the Postmaster-General 
on the subject. 


Telegraphic Interruptions and Repairs :— 


REPAIRED. 


CABLES. INTERRUPTED 
Trinidad-Demerara (No. 1) Aug. 26, 1901 
Dominica-Martinique .. May", 1902. 
8t. Lucia-Martinique .. Мау 7, 1902. 
Cayenne-Pinheiro Р Sa Aug. 13, 1902.. 
Reissa-Issa (Yemen) Camaran . 22, 1902 
Tarifa-Tangier .. ке T Jan. 18, 1904 .. 
Closed | Vladivostock-Nagasaki * . . Feb. 9, 1901.. 

Port Arthur. Chifu ee oe oe ee Mar. 9, 1904 oe 
Jamaica-Colon .. is $3 és P4 .. Jan. 5, 1905 
Cadiz- Tenerif g * July 20, 1906 

LANDLINES, 
Puerto- Barrios. ©» m xis - see oe D 1902 .. "M 
Kertch-Soutehoum ee ee ee ° о ae Sept. * 1904 ee ee 
Alaska landlines .. T ics © T .. Aug. 27, 1905 .. Sept. 20 
Communication with Brazil via Galveston .. July 18, 1905 se 
Alaska landlines.. Vx УУ - s .. Bept. 23, 1905 


Rome-Constantinople .. ia . Sept, 22, 1905 15 


Time Signals.— In Paris, says the Morning Post, а 
method of utilising the telephone system to transmit time signals 
and to regulate clocks is being worked out by the Observatory of 
the Bureau of Longitudes. The regulation is effected by the direct 
transmission of the sound of the pendulum by means of a special 
microphone contained in the case of the time- instrument, and with- 
out the use of any electric contact that might interfere with the 
movement. The sender indicates with his voice the first two or 
three beats of the pendulum, aud the receiver continues to count 
the beats as he hears them himself. The Bureau of Longitudes has 
furthermore organised a service of daily comparisons between 
different stations over the country, so as to deduce from the Paris 
time exact differences of longitude. АП the stations connected by 
trunk telephone lines with Paris can now obtain mean time with 
the precision furnished by the astronomically-regulated clocks of 
the Paris Observatory. 


Trans-Saharan Telegraph.—According to the Zmes, 
M. Etiennot, who has been in charge of the surveys for the Frans- 
Saharan telegraph, which is to link up Algiers with Timbuktu, has 

ust successfully concluded his mission. The total length of line 
will be about 2,500 miles. E | 5 
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Venezuela.—A Reuter telegram states that the New 


York Herald publishes the following from Caracas :—'' Communi- 
cation between the French company's coast cables and the Caracas 
office ceased оп September 16th in virtue of President Castro's 
decree, which imposes a fine of 500 Bolivars for the violation of the 
order." (500 Bolivars equals about £50). The French Minister 
has protested against the closing of the French cable stations and 
the expulsion of M. Brun, the manager. | 

The New York correspondent of the Globe states that the actual 
position for the moment appears to be that the company is allowed 
to keep open its station at La Guayra, where the cable lands, 
paying the Government a royalty of a franc for every message 
entering or leaving the country, and handing over its inward 
traffic for transmission by the Government land lines. Mean- 
time 8 new contract will be negotiated between the company and 
the Government, 


Wireless Telegraphy.—Negotiations are jn progress 
between the authorities at Trinity House, the Marconi Co., the 
Admiralty and the Board of Trade which will result, should they 
conclude satisfactorily, in six well-known lightships being fitted 
with Marconi installations for the transmission and receiving of 
wireless messages. The six lightships in question are the East 
Goodwin, the South Goodwin and the Gull, vessels which lie off the 
Kentish Coast between the North and South Forelands ; the Tongue 
lightship, which lies well out in the Thames estuary, some miles off 
Margate; Ше Sunk, а ship anchored off Walton-on-the-Naze ; and 
the Cross Sands. The last-named lightship (according to the 
Standard), which is anchored 7 miles off Yarmouth, in the thick of 
the stream of North Sea traffic, is now being fitted with wireless 
telegraph apparatus, permitting the crew to summon lifeboats 
from Yarmouth, Gorleston and Caister. This is also of the utmost 
importance to steamers fitted with wireless apparatus, in case 
assistance should be required with the least possible delay. 

It is said that Major Wetmore, an American automobilist, has 
constructed a wireless telegraph receiver instrument which is placed 
in the tonneau of his car, while a transmitting apparatus is placed in 
a neighbouring railway station. Over distances of 20 miles and 
under the Major, who is a millionaire, now keeps in constant touch 
with the rise and fall of stocks in which he is interested. There is 
no reason, according to Major Wetmore, why brokers owning auto- 
mobiles should not equip them with the apparatus, which is simple, 
not unsightly, and efficient, and thus have many days in the 
country doing business in the open air. Fortunately, the report is 
probably, as Mark Twain would say, greatly exaggerated.” 
Otherwise a new terror would be ádded to automobilism. 

The action of the Natal Government in refusing to grant a con- 
cession to the Marconi Wireless Telegraph Co. to establish a station 
at the Bluff, Durban, has been the subject of much comment. It is 
reported that the Ministry acted on the advice of the Imperial 
Government, which represented that it was not desirable to vest a 
monopoly in private hands. "The terms offered to Natal are not во 
favourable as those offered to the Imperial Government, and the 
Natal Government desires first to examine into other methods, 
such as the De Forest system, and contemplates the possibility of 
working a wireless system itself. 

„The Johnson Secret Wireless Telegraph and Telephone Testing 
Syndicate, Ltd,, invite tenders from builders and contractors for 
work in connection with the installation of the syndicate's system 
of secret wireless telegraphy," at a Martello*tower in Sussex. The 
foregoing is taken from an advertisement in the daily Press. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Barnes.—October 10th. Condensation water purifier 
and grease eliminator for the U.D.C. electricity works. See 
* Official Notices" to-day. 


Bournemouth.—October 16th. Two passenger lifts on 
the East and West Cliffs for the T.C. See “Official Notices“ 
to-day. 


Chiswick.—September 29th. 
and other buildings for the U.D.C. 
September 15th. 


6. W. Railway.—October 16th. Stores for one year. 
See “ Official Notices " to-day. . 


Wiring refuse destructor 
See Official Notices“ 


London. — September 29th. Thirty-four tramcar bodies, 
trucks, equipments, &c., for the L. C. C. See ‘Official Notices" 
September 1st. ] 


London.—October 3rd. Low-tension and extra high- 
tensiou cables for the L.C.C. See Official Notices“ September 
15th. 


Metropolitan Railway.—October 9th. The directors 
invite tenders for the supply of general stores during 12 months 
ending October 31st, 1906. Manufacturers and others desirous of 
tendering should apply to the secretary (Mr. R. Н. Selbie), 32, 


Westbourne Terrace, W., for а form or forms under }Һе following 
numbers S 


18. Electric lamps, carbons, ebonite, fuses, &c. 

19. Electric wire casings, and wood wool. : 

20. Electric wires and cables. | | 
45. Telegraph fittings, battery jars, zincs, insulators, &c. 


Mussoorie (India).—October 28rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores. See Official 
Notices” July 14th. 


Pontypridd.—September 30th. Cables and overhead 
Po v for U.D.C. tramways. бее “Official Notices " Septem- 
er 8th. 


Roumania.—The municipal authorities of Tulcea are 
about to invite tenders for the concession for the electric lighting 
of the town. | 


Spain.—October 14th. The Spanish Ministry of Public 
Works in Madrid is inviting tenders until October 14th, for the 
concession for the construction and working of ап electric tramway 
in Saragossa. Particulars may be obtained from, and tenders are 
to be sent to, E] Ministerie de Obras Publicas, Madrid. 


Spain.— Tenders are at present being invited by the 
municipal authorities of Martorell (Barcelona province) for the 
concession for the electric lighting of the town. 


Stoke.—The В. of G. are to invite tenders for replating 
battery, mains repairs, and rewiring of the cottage Homes, hospital 
laundry and other buildings wherein the electric wiring is defec- 
tive. The cost is estimated at about £540. ; 


OLOSED. 


Caerphilly.—The U.D.C. bas accepted the tender of 
Messrs. Johnson & Phillips, Ltd., for cables, &c., in connection with 
the electrical scheme, at £4,248. ; 


Chester.—The Corporation has renewed its contract with 
the Sunbeam Lamp Co. for the whole of its supply of lamps for the 
next 12 months. a 
Ebbw Vale.—In connection with the installation of 
electric street lighting, the following tenders have been accepted :— 
Cables, Messrs. W. T. Glover & Co., £8,708. | 
Overhead wires, Messrs. R. W. Blackwell & Co., £6,159. 

Р ДЕРИ ашр, Electric Glow Lamp Co., £588 4s. 6d., or with Nernst lamps, 
Meters, the Reason Manufacturing Co. and Messrs. Rumney. 


. Finchley.—The British Accumulator Co., Ltd., have 
just secured the contract from the U.D.C. for two large storage bat- 
teries required at its new sub-station, at £2,761 10s. The same 
company has also several orders in hand at the present time, inclu- 
sive of export orders for Canada and India, and for private instal- 
lations. Their various types of cell are shown at Olympia. 


Glasgow.—Messrs. Matthews & Yates have secured the 
offer (£70) for electric fans for the new church which the Corpora- 
tion are erecting. _ 

The Tramways Committee of the Т.С. have accepted the follow- 
ing offers :— | 

Copper and mica segments, the British Thomson-Houston Co. 

Detectors for head office, the May-Oatway Fire Appliances Co. 

Routes, stages, fares and gummed slips, Mr. James Cameron. 

Teak, Messrs. Wylie, Stewart & Marshall, and Messrs. Robinson, Dun & Co. 
Sixteen-core telephone cables, the National Conduit & Cable Co., Ltd. 
Bonds, the Lahmeyer Electrical Co., Ltd. 

Test plug boards, Messrs. Estler Bros. 

Lead-covered power cable, W. T. Glover & Co., Ltd. 

Telephone test cable, the National Conduit & Cable Co., Ltd. 

Movable points, Hadfield’s Steel Foundry Co. 

For the new tramway extensions the following, being the lowest 
offers, have been accepted :— | 


Mr. William Dobson, Edinburgh, for the extensions to Killermont Bridge, 
Lambhill and Pollokshields. ` 


The British Electric Equipment Co., London, for the Baillieston and:Barlinnie 
sections. ` А 

The offer of the National Conduit & Cable Co., Ltd., for trolley 
wire has been accepted, it being the lowest. 


Hammersmith.—The B.C. has accepted the tender of 
the Mains Colliery Co. for best Thro’ and Thro’ No. 1 steam coal as 
required up to March, 1906, at 13s. 9d. per ton, delivered at the 
wharf. 


South Africa.—East LoNDON.—At a meeting of the 
Town Council on August 24th, it was recommended to indent for 
one standard feed pump, at ап estimated cost of £80. , Also ten 
“ Brockie-Pell " open-type arc lamps, for operating ten in series off 
500 volts, for the lighting of the Esplanade, at an estimated cost of 
£217, and also sufficient arc lamps to replace the present incan- 
descent lamps in Oxford Street, between St. George's Road and 
the top of Oxford Street. | | 

PREMIER DIAMOND Ming (TANSvAAL). The contract for the 
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installation of a telephone system for this mine has been let to 
Messrs. С. C. George & Co., agent for the British Westinghouse Co., 
of Johannesburg, for £2,010. The equipment is of the Western 
Electric Co's. make; “ Central Battery " system, with a provision 
for 100 lines, 23 of which will be taken up as a start, all the lines 
being laid underground. | 


Swindon.—The B.G. has accepted the tender of Mr. 
J. Lott for the supply of electric cable, at £1 12s. ба. per 220 yds., 
and that of Messrs. Bays & Co. for electric lamps. 


Tottenham.—The U.D.C. has accepted the tender of 


Messrs. Evered & Co., at £203, for electric light fittings for the 
Council chamber, committee rooms, &c. 


Walthamstow. The U.D.C. has accepted the tender of 


Messrs. Chas. Booth & Co. (Liverpool) at £24 for a Crellins patent 
armature removing bogie. 


West Ham.—The Corporation on Tuesday received the 
following tenders for a 5-в.н.р. alternating-current motor fo 
driving the mechanical stokers at the generating, station :— 

Crompton & Co. és z (accepted) £58.20 
British Thomson-Houston Co. es i 59 0 
,  Fuller-Wenstrom Co... x ES * 59 6 

The Corporation has placed an order with Messrs. Edgar, Allen 
and Co., at £542 10s. 6d., for special work in connection with the new 
tramway junction at Barking Road. It has also accepted the 
tender of Mr. J. Wilson, Wandsworth, at £466 3s., for installing 
the electric light at the Hilda Road schools. In the event of the 
necessary contract not being entered into for any cause, the next 
lowest tender, viz., the District Electric Co., of Wolverhampton, 
at £500, is to be accepted. А 
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FORTHCOMING EVENTS. 
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Monday, October 2nd, at 7.90 p. m. Society of Engineers. Meeting at the 
Royal United Service Institution. Machine Drills for Hard Rock," 
by Mr. A. H. Smith. - 

Thursday, October Sth.— At 8 p.m. Rugby Engineering Society. 
Kenoral meeting at the Benn Building, High Street. Lecture by 

Mr. J. Sugden on Protection from Electric Shock," with demon- 
stration on treatment after a shock. 


NOTES. 


Educational Notes. — The Announcements” of the 
NORTHAMPTON INSTITUTE, St. John Street Road, E. C., give particulars 
of day and evening courses in Engineering (Mecbanical and Elec- 
trical), Technical Optics, Artistic Crafts and Horology, as well as 
evening: classes in great variety. The latter commenced on 
Monday last, whilst the former begin on Monday next. The 
principal, Dr. R. M. Walmsley, is head of the department of Elec- 
trical Engincering and Applied Physics, and with him is associated 
Dr. C. V. Drysdale. T 
degrees of London University, the Institute being one of the 
Institutions from which candidates can be presented for examina- 
tion as Internal Students.” The laboratories are well-equipped 
with apparatus, and the engineering staff includes many men of 
high professional standing and attainments. 

The SovrH-WEsTERN POLYTECHNIC, of Manresa Road, Chelsea, 
hus issued its calendar and prospectus of day and evening 
classes for the new session. Besides instruction in a great 
variety of subjects — scientific and commercial, domestic and 
social—excellent courses in mechanical and electrical engineering 
are provided, with special arrangements for students of London 
University. Mr. A. J. Makower is the head of the Electrical 
Department, which is well equipped with apparatus for practical 
work, and Mr. U. A. Oschwald is senior demonstrator. 

The L. C. C. SchooL or MARINE ENGINEERING, High Street, Poplar, 
is appropriately situated close to the docks, and provides courses on 
Marine Engineering and Navigation, both day and = evening. 
Instruction in electrical engineering is given by Mr. J. P. Yorke. 
The principal is Mr. H. A. Garratt. 

Prof. Andrew Jamieson, M. Inst. C. E., of Kelvinside, Glasgow, 
announces the resumption of his Correspondence Classes in Elee- 
trical and Mechanical Engineering for the winter session. Corre- 
spondents may enrol at any time and in any stage; special 
arrangements are made for those preparing for the A. M. Inst. C. E. 
examinations. Prof. Jamieson’s long and successful experience in 
teaching engineering places him in an exceptionally favourable 
position for the conduct of this kind of iustruction—he has had 
over 5,600 students and correspondents on his registers during the 
past 25 years. 

The UNIVERSITY ОЕ LIVERPOOL offers degrees in engineering and 
science, and we have received. а copy of the regulations for the 
session commencing on October 2nd. Prof. E. W. Marchant is 
head of the department of Electrotechnics, while Mr. A. Bromley 
Holmes is Associate Professor, dealing with Municipal Electrical 
Engineering— which is a new title, and evidently represents some- 
thing different from electrical engineering proper. There is, how- 
ever, no Chair of Municipal Finance. Lecture and laboratory 
courses for day and evening students have been organised. 

The BIRKBECK COLLEGE, which has now.completed 82 years of 
educational work, wil] commence the new session on Monday, 


Annual | 


he courses provide preparation for the . 


October 2nd, when Sir Edward Fry will give the opening address 
at 7.30 p.m. : А 

CITY AND GUILDS or LONDON InsTrITUSE.—FiNSBURY LECTURES. 
—The winter session of practical instruction and lectures opens 
next week, the advanced course on Mondays being devoted to 
Alternating Currents,” by Mr. Н. H. Simmons, and to “ Trans- 
formers, Arc Lamps and Dynamo Design,“ by Prof. Silvanus 
Thompson. The elementary course, held on Wednesday evenings, 
includes lectures by Prof. Thompson on the “ Magnetic Properties 
of Iron and Steel,” and by Mr. Hampshire on “The Electric . 
Circuit " and on “ Galvanometers.” The new wing of the Technical 
College is nearly completed, and it is expected that the new 
drawing office and heat laboratory will be ready for use at the new 
year. 


New Trackless Trolley Service in Italy.—An elec- 
trical motor vehicle service for the transport of both passengers 
and goods has recently been started between Pescara and Castella- 
mare, Italy, the cars taking their current from overhead 
conductors similar to electric tramways. The system is known 
as the Cantone, introduced by Messrs. C. Frigerio & Co., of 
Milan. The conductors, there being two, owing to the absence 
of a rail to serve as the return, are carried on masts 20 ft. high. 
The trolley is carried at the end of a 20-ft. conducting rod, the latter 
being held in such a way that there is no danger of the trolley 
leaving the conductors. The passenger vehicles have seating capa- 
eity for 12 persons, while the goods wagons are adapted to carry a 
lohd of 3 tous; the electromotor is geared to the rear axle, while the 


та ee Е 


ЭЗИШ FANT о 


New TRACKLESS TROLLEY. . 


control mechanism is similar to that adopted in tramcars; the long 
trolley arm gives the cars a radius of about 12 ft., enabling them to 
pass any vehicle met with on the road. The passenger cars can 
attain a maximum speed of 124 miles per hour. Owing to the 
increased road resistance the consumption of energy is about double 
that of electric tramcars, but on the other hand, it is pointed out 
that the cost of installation is much less than that of tramways, 
averaging only £900 per kilometre, as against anything from £3 000 
to £6,000 for tramways. 


Electrolytic Refining of Silver.—Mr. А. G. Betts 
has taken out an American patent for a process of refining crade 
silver containing bismuth. The alloy is used as anode in an elec- 
trolytic cell, the electrolyte in which contains: a strong monobasic, 
non-oxidising acid in the free state. The bismuth thus passes into 
solution, to be afterwards precipitated by means of metallic lead. 
The excess of lead is next removed, and the resulting solution, 
containing silver only, is finally electrolysed. to obtain the pure 
metal. In the first process an arrangement is fitted to the appa- 
ratus to prevent the growths upon the cathode from extending 
across the liquid. 


Synthetical Alcohol.—^According to an article by H. 
Hanow in the Chemitker-Zeitung, syuthetical aleohol is being manu- 
factured on the large scale at St. Alban des Villars, in. Savoy. A 
mixed metallic earbide, prepared by heating the appropriate oxides 
and coke iu an electric furnace, is treated with water, the gas 
ethylene being evolved. This is absorbed in sulphuric acid, so as 
to produce ethylsulphurie acid, and the latter, on dilution with 
water, yields alcohol. The by-products of gas generation and the 
spent acid are used over and over again, so that, except for unavpid- 
able losses, only carbon is required as a raw material. It is stAted 
that the quantity of coke needed to give one hectolitre of alcohol, 
which should theoretically be from 50 td 53 kilogrammes, is at pre- 
sent about 200 kilogrammes. 
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Steel Railway Carriages.—Writing to the Times of 
23rd inst., Mr. G. C. Cuningham, general manager of the C. L. R., 
says :—" In your issue of the 19th inst. there is an account of a 
visit of a number of Press representatives, by invitation of {һе 
Brush Electrical Engineering Co., to inspect at the car depot 
of the Metropolitan District Railway what is described as the 
‘first steel railway carriage constructed in this country.“ The 
report then goes on to say :---' Six steel. railway carriages have also 
been running for more than two years on the Céntral London 
Railway. These, however, were a product of the United States.’ 
It is to this statement, and in particular to the latter part of it, 
that I desire to draw attention and to correct the error into which 
your representative hns inadvertently fallen. These six steel 
carriages of the Central London Railway were built, to my designs, 
hy the Birmingham Railway Carriage aud Wagon Co., Ltd, of 
Smethwick, near Birmingham, and ‘are entirely a British ‘product, 
. owing nothing to the United States. The credit of introducing 
steel railway carriages for passenger service belongs entirely to 
this country, for at the time these carriages began to run on the 
Central London Railway, there were no steel carriages in use in the 
United States. I venture to think that the use of steel in this 
work is important and will be largely adopted in the future; and 
it will, doubtless, be interesting to know that an English firm first 
began the work. I cannot claim, as your representative attributes 
to me, to have designed the steel carriage now constructed by the 
Brush Co. I placed my design at their service, apd, while follow- 
ing it in most respects, they have introduced important moditica- 
tions and changes, rendered necessary undoubtedly by the service 
required of the car, but which essentially alter the design." It is 
gratifying to find that this country was first in the usc of steel, 
which has been widely adopted of late in the U.S.A. 


The Selection of a Main Switeh.—Maiu switches are 
largely used, and have important functtons to perform in all power 
and lighting installations, and of the many designs offered some 
present characteristics which render them undoubtedly superior to 
others. In selecting a main switch for a current up to 250 amperes, 
decision should be made in favour of the knife“ design for the 
following reasons. The “knife” design allows of the contacts being 
placed a maximum distance apart, a highly important point 
especially when dealing with considerable currents at 250 or 500 
volts pressure. Another point in favour of the '' knife " switch is 
that the construction is solid and simple in character. Preference 
should be given to a switch which has a considerable number of 
laminations on the faces of the contact clips, as each lamination 
means a certain amount of metal actually in contact with the cur- 
rent-carrying blade of the switch. The number of laminations 
provided by some makers is quite insufficient, and the metallic 
surface actually in contact with the blade is 80 small that 
ап unnecessary drop of voltage takes place across the switoh. 
In the case of main switches of large carrying capacity, say, from 
250 to 5,000 amperes, one particular design stands far in front of all 
others in efficiency, namely, the “multiple leaf" type. In this 
type of switch the “bridge” which actually carries. the current 
when the switch is closed, is built up of a large number of strips 
or laminations of hard rolled high conductivity copper, so formed 
that when the switch is in the “on” position the end of each 
lamination makes a separate and actual contact with the contact 
blocks. The “leaves” of copper from which the bridge piece is 
built up are extremely thin, say, 34 S. W. G., and are so arranged 
that each lamination cannot fail to make its own area of contact. 
Such а method of construction is certainly far preferable to any 
other at present offered, in view of the fact the C?R loss becomes 
а serious matter where large currents are carried. In these large 
capacity switches it is absolutely imperative that a carbon break 


should be fitted, inasmuch as should this detail be omitted the 


spark at the final break will soon burn the surface of the main con- 
tact, and will thus enormously reduce its carrying capacity. It 
may be added that in the case of a switch for breaking very 
large currents, the addition of a magnetic blow-out is highly 
desirable. 


Electrical Production of Steel.—The example of the 
Aluminium Industry Co., of Neuhausen, in the matter of the elec- 
trical production of «ісе! by the Heroult system is now being 
followed by the Allgemeine Calcium Carbid Genossenschaft, of 
Gurtnellen, which has decided to enlarge the scope of its operations 
by taking up the Kjellin method for the manufacture of steel. An 
extraordinary general meeting of the members of this corporation. 
has sanctioned the project, and also authorised an increase in the 
share capital for the purpose. It is expected that the work will be 
commenced this year, the corporation already having a furnace of 
500 н.р. In this connection it is of interest to note that the 
directors of the Rochling Iron and Steel Works, of Volklingen, 
decided some time ago to install a similar furnace of 1 „500 н.р, It 
is also reported that other iron and steel works in the iron ore 
districts of Lorraine and Luxemburg propose to extend their 
operations by the adoption of similar plant. 


Electrolytic Manufacture of Lead Peroxide.—A 


German patent has been taken out by F. R. Steigelmann for an 
. electrolytic process of preparing lead peroxide from natural or 
artificial lead sulphide. The sulphide is employed as anode in an 
electrolyte consisting of simple water to which sufficient acid, 
alkali, or saline matter has been added to render it a conductor. 
During the operation the sulphur of the sulphide is converted into 
aulphuric-acid, the lead into peroxide, and any foreign metals which 
may be present pass into solution, or are deposited on the cathode. 
When acid is employed to confer conductivity upon the ма care. 
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must be taken to avoid excess, or sulphuretted hydrogen and lead 
sulphate may be produced; and when sulphuric acid is adopted, it 
shoyld be introduced drop by drop until the р.р. in the cell is 8 


‘or 4 volts, when the current density is 1:5 amperes per sq. cm. of posi- 


tive electrode. The quantity of sulphuric acid used must not reach 
1 per cent. until a considerable amount of peroxide has been re- 
covered ; then the acidity may he gradually increased alittle. The 
process is carried out in troughs divided into a number of compart- 
ments, which are connected altor nately with the positive and nega- 
tive conductors. 


Electrical Labour Troubles in Berlin.—The 7Zimes 
correspondent at Berlin says that a great lock-out on the part of 
the Siemens-Schuckert and the Allemeine Elektritzitiits Gesellschaft 
was announced on 21st inst. The lock-out was caused by the 
failure of the employers to come to terms with two classes of 
workmen, the screw makers and the packers, regarding the price 
of piece- -work. Owing to the attitude of these workmen it was 
impossible to continue operations. The men seem to have 
decided that, if the employers refuse to yield, an attempt will 
be made to organise а general strike, which would affect 50,000 
peoyle employed in the Berlin electric industry. The employers 


believe that the strike funds of the different trade uniens have been . 


во exhausted by recent partial strikes that a general strike could 
nót be of very long duration. 

A Reuter dispatch dated 23rd iust. reported that the companies 
had at the instance of the workmen’s committees declared their 
readiness to abide by the concessions they granted before the out- 
break of the strike, and to resume the working of the closed works 
on the 27th inst., and to take on the men again in so far as the 
conditions permitted it, provided that the representatives of the 
factory committees, as representatives of the whole body of the 
workmen, declared by the 25th inst. that the strikes were .ended, 


and that all othet demands of the men previously put forward were - 
withdrawn. 


In regard to the origin of the trouble, Reuter says that the men 
claimed that the cost of living had increased so much through the 
high price of meat and other necessaries that their present wages 
were insufticient, and they demanded a minimum wage of 27s. ‚рег 
weck for the lowest class of unskilled labour. The companies 


‚ maintained that it was impossible to grant the increase of 15 per 


cent. demanded by the employés, as they had already reduced the 
working day from ten to nine hours. They also declared that the 
ruling prices for their goods were too low to permit of an increase 
of more than 5 per cent. 

At a meeting on Tuesday, the men resolved by an overwhelm- 
ing majority not to resume work under the conditions proposed by 
the masters. It is reported that the companies have decided to 
lock out all their employés to-morrow (40,000 in number), the 


Works closed including the apparatus factories in the Ackerstrasse 


and Huttenstrasse, the machinery works in the Brunnenstrasse, the 
turbine factory in the Huttenstrasse, belonging to the Allgemeine 
Elektrizitäts Gesellschaft, the pulley works belonging to the 
Siemens-Halske Co. in the Helmholtzstrasse, the dynamo works in 
the Franklinstrssse, and the cable works in the Nonnendamm, 
belonging to the Siemens-Schuckert Co. 

Acting on the acute example set by the Germans in the past, 
British workmen will no doubt contribute to the support of their 
trade union confrères, so as to keep them out of work as long as 
possible t 


Incorporated Municipal Electrical Association.— 
The Council of the Incorporated Municipal Electrical Association 
visited Barrow-in-Furness on Saturday last, and was hospitably 
entertained by the mayor of the borough. After the luncheon, Mr. 
Edgcome, of Kingston-on-Thames, made 'some special remarks oon- 
cerning the good work of Mr. Alderman Smith, of Barrow, on the 
Council; and in reply, the latter said he believed that the working 
together of the electrical engineers and the chairmen of electricity 
committees was for a common good, practically апа financially. 
The Barrow Electricity Works, which have in six years cost 
492,555 Зв. 10d., and are at present being extended, and Messrs. 
Vickers, Sons & Maxim's Naval Construction Works, where elec- 
tricity is the chief motive power, were visited. 


Charge against a Tramway Manager.—Mr. J. W. 
Endoan, until recently manager of the Devonport and District. 
Tramways Co., Ltd., was charged at Devonport on 20th inst. with 
misapproprinting the sum of £4 10s., the cost of a season-ticket on 
the system. The prosecution intimated that several other charges 
would be preferred against defendant. After formal evidence 
Endean was remanded until Wednesday, bail being allowed. 

It is reported that the accused, who was to have appeared 1 1 
the Devonport magistrates on Wednesday morning on a charge of 
embezzling money belonging to the Tramway Co., was arrested in 
Swansea early on that day. At the first hearing on Wednesday 
last week Endean was allowed bail, himself in £200 and two sure- 
ties of £100. А detective left on Wednesday for Swansea, and 
the accused was to be taken back to Devonport that night. 


Appointments Vacant.—Canvasser for Loughborough 
electricity department (£1 + 6d. per 16-C. p. lamp); junior elec- 
trical shift engineer for East Sussex County Asylum ; junior 
assistant for Limerick electricity works (30s.); assistant for the 
Heriot-Watt College, Edinburgh, electrical engineering department 
(25s.);  canvasser for Battersea electricity department (£2 + 
commission). 


Gas.—A gas explosion occurred at Richmond on N 


causing one death. 
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A Novel Electric Safety Lamp.—4 novel electric 
safety lamp, due to Dr. Tommasi, is described in a recent issue of 
La Energia Eléctrica. The inventor has set himself the task of 
obtaining perfect safety in the use of electric glow lamps, thus 
adapting electric lighting to mines where firedamp is produced, as 
well as to powder factories and the like. 

Electric glow lamps are known to be imperfect from the 
point of view of safety. If, as a consequence of some accident, the 
bulb is broken, the filament will be burned by its contact with the 
air. So far from being instantaneous, this combustion will, how- 
ever, be attended not only by the projection of incandescent par- 
ticles, but also by sparks, which, though very small, may be sufficient 
to ignite a mixture of air and gas, or of air and powder, as found 
in suspension at certain places, thus giving rise to an explosion. 

In order to avoid this risk, the contact of the surrounding air 
with the incandescent filament should be avoided, and this problem 
has been solved in the new lamp. The lamp proper, which may be 
of any type, is mounted within a glass cylinder locked at one end 
by the support of the apparatus and at the other by a cover pro- 
vided with a small key, this double lock being perfectly tight. The 
conductors are fixed to the screws carried by the support. 

In the interior of the support there is a small rubber bellows 
intended to lift a metallic contact arranged within its lower 
part, thus interrupting the current, as long as the bellows is not 
filled with air. 

In order to start the lamp, the bellows should be filled with air 
by means of a special rubber tube terminating in a pear-shaped 
bulb, when the contact will be established and the circuit com- 
pleted. In order to extinguish the lamp, it is sufficient to turn a 
key, when the compressed air escaping from the bellows will 
separate the metallic contacts referred to above, thus interrupting 
the current. N | 

If, then, for some reason or other the glass cylinder be broken, 
the pressure will drop and the volume of the bellows decrease, 
thus producing the same effect as operating the key. The contacts 
being accordingly separated, the current will be interrupted and 
the lamp put out. | 

If, in the place of the cylinder, the bulb of the lamp should be 
broken, the inside air would be expanded by a volume equivalent 
to that of the bulb, this being sufficient to contract the bellows, to 
interrupt the circuit and to extinguish the lamp. 

The apparatus can be completed by the addition of one or two 
very light accumulators of the Tommasi system, so as to become 
portable. | 
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OUR PERSONAL COLUMN. 


{The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements.] 


Central Station Engineers.—At a meeting of the 
Coventry City Council on Tuesday, the recommendation of the 
Electric Light Committee that the salary of Mr. J. A. JECKELL, 
manager of the electric light department, be increased from £400 
to £450 per annum, was adopted. Alderman West, the chairman 
of the Committee, said that during the year previous to Mr. Jeckell 
becoming manager there was a loss of £2,250 on the works, but 
last year the profits amounted to £1,321. | 

Mr. PIKE has resigned the post of works superintendent at the 
Maidstone Corporation Electricity Works. 

It was announced at the meeting of West Ham Corporation on 
Tuesday, that the electrical engineer, Mr. W. J. W. BUuLLock, had 
resigned his appointment in order to joiu the firm of Messrs. D. 
Bruce Peebles & Co., of Edinburgh, as chief of their contract 
department. Applications are to be invited for the post of elec- 
trical engineer at à commencing salary of £350, with annual incre- 
ments of £50, toa maximum of 4500 per annum. 

In August last, the proposal came before the Devonport T.C. to 
increase the salary of its electrical engineer (Mr. J. W. SPARK) 
from £275 to £300, dating from April 1st last, but the recommenda- 
tion of the Electric Power Committee was not adopted. The Com- 
mittee has now decided to recommend that the increase be granted 
dating from October Ist. Mr. Spark’s able management of the 
undertaking has never been in any way questioned. 

Our South African correspondent writes:—The appointment of 
Mr. J. F. I. THOMAS, M.I.M.E. (who has been acting as resident 
engineer for Messrs. Mordey & Dawbarn, in Jobannesburg) at a 
salary of £1,750 as general manager of the tramways and lighting 
department at Johannesburg, has just been confirmed by the Council, 
upon condition that he takes up his duties as early as possible. Mr. 
McMULLEN has been appointed resident engineer in charge of the 
generating station, and Mr. CovERENTON (present acting manager) 
as distribution engineer, at £1,000 each. It has also been decided 
to invite locally applications for the post of tramway traffic manager, 
at a salary of £1,000 a year. 

On Friday last, at the Ilford Electricity Works, Mr. J. L. 
Ѕмітн, late shift engineer, was presented with a handsome case of 
drawing instruments, suitably inscribed, by Mr. A. H. Shaw, chief 
electrical engineer, on behalf of the staff and employés. Mr. Smith 
has recently been appointed shift engineer to the Stepney Borough 
Council. Mr. W. H. Taylor succeeds him at Ilford. 


Tramway Officials.—Mr. E. Epwarps, on Friday, 
tendered his resignation as general manager of the tramways to the 
Gloucester Corporation Tramways Committee. 


General. — On the occasion of his departure from 
Glenguoich, Western Highlands, where he had been spending a 
holiday with Lord Burton, His Majesty the King made & number 
of presentations. These included a silver cigarette case to Mr. F. 
McCullum, electrical and motor engineer on the estate. 

Mr. A. W. К. PEIRCE, consulting electrical engineer of the Con- 
solidated Gold Fields of South Africa, Ltd., and general manager 
of the General Electric Power Co., Ltd., Germiston, was enter- 
tained at a smoking concert by the employés of the latter company, 
on the occasion of his return froin a visit to Europe and America. 
Mr. J. Н. Powell, resident secretary, presided over a large and 
representative gathering. 

The Standard says that Mr. A. J. HEWELL, chief clerk at the 
Bristol post office, has been appointed postmaster at Bath. In 1862 
he entered the service of the Electric Telegraph Co., and passed 
into the service of the Government when the telegraphs were trans- 
ferred to the State in 1870. For many years he supervised arrange- 
ments for dealing with Press telegraphic work in Bristol, and was 
made telegraph superintendent ‘in 1889, being promoted to chicf 
clerkship in 1893. | 

Mr. OswaLp Dewey, who has been for some time on the outside 
staff of Messrs. Ferranti, Ltd., Hollinwood, is about to join the 
Reason Manufacturing Co., Ltd., to take charge of their Birming- 
ham office, and to represent them in the Midland district. The 
Reason Co.’s office is at 14, New Street, Birmingham, where corre- 
spondence may be addressed. 

Mr. Janes MacINTOSH, B. Sc., А.МІ.С.Е., has been appointed 
lecturer to evening classes in electrical engineering atthe Battersea 
Polytechnic. Mr. MacIntosh studied electrical enginecring at Glasgow 
University when he took the degree of B.Sc., and was trained in 
the works of Messrs. Kelvin & White, being for some time in Lord 
Kelvin's laboratory. He is at present chief assistant to the manager 
of the Alliance Electrical Co. in charge of the engineering depart- 
ment, and is the inventor of an automatic booster. { 

Mr. H. Rayner, electrical engineer, Cleckheaton, was driving a 
motor-car at Dunsforth, near Boroughbridge, and he turned the car 
into a field where the party were to begin shooting. It fell into a 
dry ditch, and the occupants were thrown out. Mr. Rayner was 
pinned bencath the car, and sustained severe injuries to his collar 
bone, ribs, and other parts of the body. 


NEW COMPANIES REGISTERED. 


Consolidated Supply Co., Ltd. (85,838).—This company was 
registered on September 14th, with a capital of £50,000 in £1 shares (25,000 6 per 
cent, preference), to adopt agreements (1) with the Consolidated Electrical Co., 
Ltd., and (2) with Patents and Industries, Ltd., and to carry on the business of 
electrical engineers, electricians, suppliers of electricity for light, heat, motive 
power or otherwise, manufacturers of and dealers in apparatus and things for 
use in connection with the generation, distribution, supply, accumulation or 
employment of electricity, to construct, lay down, establish, fix and carry out all 
necessary cables, wires, lines, &c., in connection therewith, and to carry on the 
business of proprietors and builders of tramways, railways, ómnibuses, coaches, 
carriages and other vehicles, dealers in rolling stock, iron, brass and steel fen- 
ders and rollers, wire drawers, tube makers, smiths, stampers, builders’ mer- 
chants, hardwaremen, &c. The first subscribers (each with one preference 
share) are: J. W. A. Wymark, 149, Kennington Road, S.E., clerk; E. Р.Н. 
Evans, 5, New Square, Lincoln's Inn, W.C., clerk; F. J. Copland, 10, Serjeants’ 
Inn, E. C., clerk; A. J. Smith, 3, Burgoyne Road, Harringay, N., secretary; A. F. 
Sims, 10, Serjeants’ Inn, E.C., solicitor; Н. О. Watt, 29, Pemberton Road, Har- 
ringay, N., clerk ; and J. Irwin, 123, Charterhouse Street, E. C., clerk. No initial 
public issue. The number of directors ін not to be less than three nor more than 
four; two of the first are to be appointed by the subscribers and two by the 
Consolidated Electrical Co., Ltd., either before or within six months after the 
first reneral allotment of shares. One of the nominees of the Consolidated 
Electrical Co., Ltd., is (whether chairman of the board or not) to have a second 
or casting vote, and neither of them are to be liable to retirement by rotation 
while any of the purchase consideration remains unpaid or any debentures are 
held by the said company. If the whole of such purchase consideration be paid 
&nd such debentures (if any) redeemed, one of such directors is to vacate office 
and the other to remain but without a second or casting vote, so long as the said 
company holds 5,000 preference shares. Remuneration (except managing 
director), £50 each per annum. Registered office, Pulbro' Lodge, Northampton 
Park, Canonbury, N 


Commercial Cars, Ltd. (85,810).—This company was regis- 
tered on September 12th, with & capital of £20,000 in £1 shares (10,000 7 per 
cent. cumulative preference), to carry on the business of constructors of, and 
dealers in, motor-cars, lorries, boats and vehicles (whether propelled by elec- 
tricity, steam, or other power), mechanical and electrica! engineers, iron- 
founders, tool makers, brassfounders, owners of tramways and light railways, 
&c. The first subscribers (each with one preference share) are:—H. C. B. 
Underdown, 79, Gracechurch Street, E.C., merchant; A. О. Crichton, 79, 
Gracechurch Street, E.C., merchant; J. A. Halford, Hill End Farm, Sundridge, 
Herts, engineer; F. Н. Mitchell, May Ford House, May Ford, Woking, gentle- 
man; Н. G. Hutchinson, B. A., Shepherd's Gate, Coleman's Hatch, Sussex; 
F. W. Rowley, Willapark, Wallington, Surrey; and Е. Е. Bath, 79, Grace- 
church Street, E. C., clerk. No initial public issue. The number of directors is 
not to be less than two nor more than six; the first are H. C. B. Underdown 
and Н. О. Hutchinson, B.A.; qualification, £50; remuneration, £100 each per 
annum and a share in the profits in excess of 20 per cent. on the issued capital, 
Registered office, 78, Gracechurch Street, E.C. 2 


Patent Conveyor Co., Ltd. (85,803). —This company was 
registered on September 11th, with a capital of £2,000 in £1 shares, to carry on 
the business of electrical and mechanical conveying and ventila engineers, 
machinists, millwrights, manufacturers of motor and other cycles and carriages, 
tube-makers, electro-platers. india-rubber manufacturers, lamp - makers, 
galvanisers, makers of steam, electrical and other engines, &c.,and in particular 
to take over the British patents and pan of the stock and plant of the Carding 
and Combing Machine Makers, Ltd. The first subscribers (each with one 
share) :—J. Cooper, Norwood House, Ilkley, top maker; J. F. White, 15, Oak 
Royd Terrace, Bradford, engineer; L. Cooper, 18, моо Drive, Bradford, 
secretary; A. W. Virr, 79, St. Mary Terrace, Manningham, Bradford, manager; 
J. Kennedy, 88, Athol Road, Manningham, Bradford, cashier; J..Virr, Acre 
Villa, Eccleshill, Bradford, manager; and E. Shackleton, 75, Hartington 
Terrace, Bradford, mechanic. No initial public issue. Registered without 
articles of association. The first directors are J. Cooper and J. F. White. 
Registered office, Phoonix Works, Dramond Street, Bradford, Yorks. 
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Nelson Patent Lighting Co., Ltd. (85,908).—This company 
. was registered on September 21st, with a capital of £2,000 in £1 shares, to adopt 
an agreement with J. Blakey, J. Carter and T. Rycroft, and to carry on the 
business of gasfitters, electricians, engineers, manufacturers of and dealers in 
electricity for motive power and light, &c. The first subscribers (each with 
one share) are:—J. Blakey, 102, Hibson Road, Nelson, ironmonger ; Mrs. I. 
Blakey, 102, Hibson Road, Nelson; J. Carter, 1 Leeds Road, Nelson, electrical 
engineer; Mrs. M. А. Carter, 13, Leeds Road, Nelson; T. Rycroft, 58, Hibson 
Road, Nelson, plumber, &c. ; Mrs. M. A. Carter, 58, Hibson Road, Nelson ; and 
C. Thornton, 2, Leeds Road, Nelson, solicitor. No initial public issue. The 
number of directors is not to be less than three nor more than five; the first are 
not named ; qualifioation, 100 shares. 


OFFICIAL RETURNS OF ELECTRICAL 
" COMPANIES. 


Clarke, Steavenson & Co., Ltd. (57,821). — This company's 
annual return was filed on September 2nd, when the entire capital of £3,000, in 
£1 shares had been taken up. £1 per share had been called up on 1,400 shares, 
15s. per share on 600, and 10s. per share on 1,000 sbares, resulting in the receipt 
of £2,850. No mortgage or charges. 


W. H. Allen, Son & Co, Ltd. (66,440). — This company’s 
annual return was беа on September 5th, when 151,400 shares had been taken 
up out of a nominal capital of 4200, 000, in 200,000 shares of £1 each. £1 per 
sbare had been called up on 1,400, resulting in the receipt of £1,400, and 150,000 
shares were considered as fully paid. Mortgages and charges: £55,500. 


Lisbon Electric Tramways, Ltd. (02,983). — This company’s 
annual return was filed on August 11th, when 500,000 ordinary and 425,558 pre- 
ference shares had been taken up out of a nominal capital of £1,000,000, in 
500,000 ordinary and 500,000 preference shares of £1 each, £925,553 being con- 
sidered as paid. Mortgages and charges: £500,000 (debentures created prior to 
1900). і 


Jandus Arc Lamp and Electric Co., Ltd. (13,898). — This 
company's annual return was filed on September 12th, when 2,041 shares had 
been taken up out of a nominal capital of 230,000, in 8,000 shares of £10 each. 
£5 per share had been called up on 1,195, and £10 per share on 250 shares, 
resulting in the receipt of £8,175, £5,960 being considered as paid on 596. 
Mortgages and charges: £85,000. 


Malaga Electricity Co., Ltd. (48,076). — This company’s 
annual return was filed on August Tath, when the entire capital of £57,000, in 
10,000 ordinary shares of £5 each and 7,000 deferred shares of £1 each had been 
taken up, £5 per share had been called up on the ordinary, and £50,000 had been 
receiv £7 being considered as paid on the deferred. Mortgages and 
charges, £44,738. 


Chilian Electric Tramway and Light Co., Ltd. (57,203).— 

This company's annual return was filed on August 21st, when 600, ordinary 

and 600,000 preference had been taken up out of a nominal capital of £1,150,000, 

in 500,000 ordinary and 650,000 preference shares of £1 each, and £1 per share 

had been called up on the preference shares, resulting in the receipt of £600,000, 

2800 ee ordinary being considered as fully paid. Mortgages and charges: 
9 . 


British Prometheus Co., Ltd. (electrical cooking apparatus 
manufacturers, &c., Kingston), (14,889).—A second mortgage debenture for £500, 
dated September 12th, 1905, charged on the company's undertaking and pro- 
perty, present and future, including uncalled capital and book debts, has been 
registered. Holders: A. R. Phipps and J. R. Bedford (trading as Rashleigh, 
Phipps & Co.), 147, Oxford Btreet, W. 


Electrical Bleaching Co. (1904), Ltd. (81,614). — An equit- 
&ble mortgage, dated August 24th, 1905, to secure an indefinite amount, but 
stamped to cover £10,000, has been registered. Property charged: Messuages, 


tenements, mills, hereditaments, cottages, reservoirs, goits, lands, &c., with ` 


fixed plant and machinery theteon, at Tottington, Higher End, Lancs., (subject 
to £14,000 debts). Holders: Manchester and Liverpool District Banking Co., 
Ltd., Spring Gardens, Manchester. 


New General Traction Co., Ltd. (17,321). — This company's 

‘ annual return was filed on July 26th, when the entire capital of £370,000, in 

50,000 preference апа 24,000 ordinary shares of £5 each, had been taken up. 

£250,000 has been paid on the . and £120,000 is considered as paid on 

the ordinary. Mortgages and charges: £280,000. A memorandum of satis- 

faction, to the extent of £18,700, of debentures dated July 8th, 1901, securing 
£200,000, has been filed. e 


Sunbeam Lamp Со., Ltd. (25,498). — This company's annual 
return was filed on August 14th, when 1,765 shares had been taken up out of a 
nominal capital of £25,000, in 2,500 shares of £10 each. #10 per share has been 
called up on 908 shares, resulting in the receipt of £9,080; £8,570 is considered 
as paid on 857 shares. Mortgages and charges: 48, 500. d 


Llandrindod Wells Electric Light and Power Co., Ltd. 
(48,840).—A debenture dated July 10th, to secure £4,000, and, as collateral 
security, & mortgage or even date were filed on September 13th, 1905, pursuant 
eto order of Court. Property charged (by debenture): the company's under. 
taking and property, present and future. (By mortgage): Land at Llandrindod 
Wells, Cefnllys, Radnorshire, with buildings thereon knowm as the Llandrindod 
Wells Electric Light and Power Works, with all plant and machinery connected 
therewith. Holders: E. Jones, Trewythen, Llandinam; Mrs. E. Davies, Plas 
Dinam, Llandinam, Montgomeryshire; W. Jenkins, the Dean СоШегіев, 
Treorchy, Glam.; and G. К. Fraser, 81, Copthall Avenue, Е.С. 


Foster Aceessories, Ltd., London (78,619).—Issue on Sep- 
tember 4th of £100 debentures, part of series created October 9th, 1903, to 
secure £500, charged on the company's undertaking and property, present and 
future, including uncalled capital (if any). Holder: Mrs. E. Sparks, 99, Great 
Eastern Street, Е.С. No trustees. Previously issued of same series: £50. 


Chiswick Electricity Supply Corporation, Ltd. (38,854).— 
Issue on August 81st of £6,000 debentures, part of series created by resolutions 
of November 2nd, 1900, and March 8th, 1901, to secure £50,000, charged on the 
company’s undertaking and property, present and future, including uncalled 
capital. Holder: Е. Hess, 2, Draper’s Gardens, E.C, No trustees. eviously 
issued of same series: £89,800 


| CITY NOTES. 


United Electric Car Co. 


Mr. Gzorcr RICHARDSON presided at this company's meeting 
held at the works in Preston on Thursday last week. In moving 
the adoption of the report, he said the directors were very happy to 
put before them a very much improved balance-sheet as compared 


with last year, when they declared a 5 percent. dividend. They 
then had hopes of increasing the dividend, and he was happy to 
state that these had been realised. They now proposed a dividend 
of 8 per cent. In going over the items in the balance-shect, he 
said that the patent fees came to £921, and this increase was a 
consequence of their taking up certain improvements for their 
cars. The debenture interest remaincd at the same figure, but 
£4,315 had been placed to depreciation account, this being ап 
increase of a few pounds. The net result was that the credit 
balance they had was £15,188, as against £5,546. They proposed 
to pay 8 per cent. dividend, less ineome-tax; to carry £2,000 to 
general reserve; and to carry forward to next year the sum of 
£4,062. They bad kept the works in proper repair, and there stood, 
as a reserve for depreciation, the sum of £16,500. Therefore the 
accounts compared very well with the previous year. The works 
were well known—they were not only getting better prices, but the 
number of cars was increasing, whilst the orders were most satis- 
factory. So far as they were concerned, everything was very 
satisfactory, and they looked forward with confidence to the future 
prosperity of the company. Не bad said nothing about the Hadley 
and Trafford Park Works, as this item would appear in the next 
balance-sheet, but the directors had no hesitation in saying that 
with the alterations they had made at these places everything 
would be satisfactory. They, however, were not prophets, but they 
felt that the shareholders would agree that the purchase of these 
works was a judicious and tradesmanlike piece of business. 
Mr. Јонх KERR, M. P., seconded the report, which was adopted. 


Mersey Railway Co. 


THE directors’ report for the half-year ended June 30th, 1905, says 
that the train mileage run during the half-year was 412,215 miles, 
as compared with 411,683 during the corresponding six months of 
1904. The number of passengers conveyed during the half-year 
ended June 30th, 1905, has been 4,862,378, as against 4,499,147 for 
the corresponding period of 1904, exclusive of season ticket holders. 
The total receipts from all. sources for the half-year have been 
£43,537, as compared with £40,918 for the corresponding period of 
1904. The working expenses, exclusive of the charges for pumping, 
ventilation and lifts, have been £30,779, equal to 70°70 per cent., 
as against £29,752, equal to 72°71 for the corresponding six months. 
These charges for pumping, ventilation and hydraulic lifts, for the 
past half-year amounted to £3,949, equal to 907 per cent., as com- 
pared with £3,839, or at the rate of 9°38 per cent. for the corre- 
sponding period of 1904. Since the closing of the accounts for the 
half-year the 44 per cent. redeemable first debenture stock, 
amounting to £249,276, has been redeemed by the issue of 4 per 
cent. Mersey Railway new first perpetual debenture. stock in terms 
of the Act of 1900, and the contract with the British Westinghouse 
Electric & Manufacturing Co., Ltd. А service of motor-omnibuses 
to and from the stations of the company in Birkenhend is being 
arranged for, and will shortly be inaugurated. ИЕ 


Willans & Robinson, Ltd. 


THE directors’ report for the half-year ended Juno 30th, 1905, 
reads as follows :— i 

„The directors regret to say that the accounts for the half-year 
show a loss of £8,617 at Rugby, and £14,286 at Queen’s Ferry, or 
£22,903 in all. As the provision for depreciation at the two places 
amounts to £17,742 and £3,929 represents the valuing down of cer- 
tain stocks, the actual reduction in the liquid assets of the company, 
as distinct from a book loss, is £1,231. Ав the debit balance 


brought forward on the profit and loss account is £79,952, there is 


now а debit balance to carry forward of £102,855. The trade in 
high-speed engines has continued to be unprofitable, and the new 


‘classes of work taken up have not advanced far enough to produce 


any substantial advantage in the accounts. Of the gas engine busi- 
ness, it can only be said that while much expense has been incurred 


there is not yet sufficient evidence of a commercially profitable 


result to follow. As regards steam turbines, the directors are 
satisfied that a successful business is assured. The turbines which 
have been set to work have done extremely well, and this initial 
success will, in their opinion, lead to a rapid development of the 
business. The steel works at Queen’s Ferry were re-started in 
January, aud during the half-year have not only contributed to 


. the general expenses of the business, but have yielded a small 


profit. The special steels made by the company are attracting in- 
creased attention, and there is a good prospect of satisfactory 
business in the future. The orders for boilers are sufficient to keep 
the remainder of the works employed upon the moderate scale to 
which it is at present considered advisable to limit operations. In 
weighing the real loss at Queen’s Ferry, it is necessary not only to 
take into account the amount charged for depreciation and for 
writing down of old stocks, but the fact that Queen’s Ferry is 
charged to the extent of nearly £3,000, with its due proportion of 
certain general charges, which, if Queen’s Ferry were not at work, 
would still have to be paid. The directors are satisfied that the 
best policy is to continue to keep the Queen’s Ferry Works open 
and to develop the business as opportunity serves.” | 


Yorkshire Electric Power Co. 


Tue half-yearly meeting was held at Ravensthorpe, Dewsbury, on 
Tuesday, Mr. Arthur Greenwood Lupton presided. 

The report stated that the first two turbo-generators had been 
erected at the Thornhill Power Station, and were now working. 
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he third, which would complete the present 
order for generating machinery, would be installed during the 
‘autumn: The equipment for sub-stations at Thornhill, Mirfield, 
Gomersal and Pudsey was practically completed, and now in use. 
From the statement of accounts, it appeared that of the authorised 
capital (£2,000,000), £243,218 had been paid up on June 30th. 
There had been expended during the balf-year £78,957, making a 
total expenditure of £226,399. 

In moving the adoption of the report and accounts, the CHAIR- 

MAN mentioned that 1,575 sharcs had been issued to the Callender's 
Cable Co. in payment for work done. It had been necessary to 
organise a considerable staff to superintend the laying of the mains 
and the installation of the plant, and to canvass the districts which 
the company covered. That had entailed considerable expenditure, 
but it was bearing fruit in rapid development. Consumers to the 
extent of 900 н.р. were now connected with the mains. Артее- 
ments had been made with other consumers who would soon be 
 eonnected, while negotiations were proceeding with other con- 
sumers to quite as large an amount as those already on. Mr. 
Woodhouse had assured the directors that the revenue for the year 
ending June 30th, 1906, would meet all expenditure with the 
exception of depreciation and interest on capital. They were now 
supplying three textile factories and several collicries. He 
believed that local authorities were beginning to refilise that the 
company could supply electricity on а much cheaper basis than 
they themselves could hope to generate it. Incidentally, the 
chairman stated that they had paid in wages in the dietricts which 
they were serving, £50,000. 

The report was adopted, and at an extraordinary general meetin 
which followed, the directors were authorised to borrow £80,000, 


and to secure the same by mortgage of tbe company's undertaking 
and by the creation and issue of debenture stock. 


Mexico Electric Tramways Co. 


Sir CHARLES Evan SMITH presided at the mecting of this com- 
pany on. Wednesday. He said he bad paid a visit to Mexico. The 


condition of the tramways was excellent. The cars were always 


well filled, and soon they would have to increase their rolling 
stock. They had a lottery system in connection with their tickets, 
which gave every passenger an interest in demanding and retaining 
a ticket witha view to the prizes given every month, the idea being 
to prevent theft by the conductors. There had been a tremendous 
development lately in Mexico. The Americans were pouring in 
large sums of money for industrial operations, and the mtroduction 
ef cheap water-power had given a filip to manufacturing. 
The report was adopted. 


Calcutta Electric Supply Corporation. — The 
directors have declared an interim dividend on the paid-up share 


capital at the rate of 64 per cent. per annum for the half-year 
ended June 30th, payable on November 15th. 


The number of units delivered to consumers during the four 
weeks ending August 25th, 1905, were 453,558, compared with 
339,738 in the corresponding four weeks of the preceding year. 


Hove Electric Lighting Co.—The directors have 
declared an interim dividend on the paid-up sbare capital at the 
rate of 8 per cent. per annum. for the half-year ended June 30th 
last. The dividend is payable on October 16th next. The interim 


dividend for 1904 was at the rate of 34 per cent. for the six 
months. 2 


Eastern Telegraph Co.— A dividend is announced at 
the rate of 34 per cent. per annum, less income-tax, on the pre- 
ference stock of the company for the quarter ending September 
30th, and the usual interim dividend of 1j per cent. on the 


ordinary stock, free of income-tax, in respect of profits for the 
quarter ended June 30th. 


Stock Exchange Notices. — The Committee has 
appointed October 4th ав a special settling day in— : 


Yorkshire (West Riding) Electric Tramways Co., Ltd.— 4275, 000 4} per cent. 
first debenture stock. 


And has ordered the same to be quoted in the Official List. 


Kalgoorlie Electric Power and Lighting Corpóra- 


tion.— The interest on the 6 per cent. cumulative preferred 
shares accrued from the date of allotment up to December 31st, 
1900, will be paid on October 18th. 


Direct West India Cable Co.—The report for the year 
ended June 30th, 1905, submitted at the mecting on 215, states 
that the net result of the years working is a profit of £4,182, as 
compared with £3,617 for the previous year. An interim dividend 
of 3 per cent. has already been paid, and it is now proposed to 
made a further equal payment, which will leave £2,382 to be 
carried forward. This will increase the amount at credit of revenue 
account to £34,311. 


Calcutta Tramways Co,— An interim dividend of 
3s. 6d. per share on the old shares-(being at the rate of 7 per cent. 
per annum, free of tax), on account of the profits for the half-year 
to June 30th, is announced. 

Babcock & Wilcox.—The directors have declared an 
interim dividend on the ordinary shares of 1s. 75d. per share. 


Change in the Bank Rate.—The Bank rate was 


yesterday raised to 4 per cent. 


VIUERE EUER ERN 


STOCKS AND SHARES. | 


Wednesday evening. 


Magkets are drawing more public attention than they were a 
couple of months ago, which is something that the Stock Exchange 
should be thankful for. Investment departments keep a rather 
anxious eye upon the Bank rate, but whether the anticipated 
advance in the minimum will occur this weck or not, these notes, 
written on Wednesday at the close of the Stock Exchange, find it 
impossible to guess. The Bank of England Court always sits on 
Thursday. The unpleasant sensation that there might be a rise— 
although the betting was two to one against a change—caused 
prices to remain merely steady, because it is thought that a 4 per 
cent. rate is practically inevitable this autumn. 

Railway stocks are somewhat erratic. A point rise in.Central 
London Deferred makes tbe price 804. Assuming that the dividend 
of 4 per cent. will be maintained at the end of the year, as 
seems most probable, this Deferred stock now carries 3 рег 
cent. interest in its quotation, its dividends being paid annually. 
This brings the price to really about 774, at which the return is 
over 5 per cent. on the money,a good enough yield from any 
British railway stock. South-Eastern Deferred stands at 57, and 
has received nothing since 1900, with good prospects of gettirfg the 
same until 1910. Districts are 35, and, as we mentioned last 
month, had had no dividend since 1882, while the future outlook, 
even Mr. Perks might hesitate to describe as brilliant from the 
dividend standpoint. Central London Deferred appears to be a 
good speculative investment to lock up. | 

Metropolitan Consolidated is a fraction lower at 90, and the 
Surplus Lands stock stands at 74. City and South London is 
still 41. ; 

Four small rises in the Electric Supply tsection are difficult to 
connect with the Olympia Exhibition. County of London are 
again & firmer at 9, and St. James’s 4 at 144, bringing the price 
level with that of Notting Hillshares. The other rises are a point 
each in а couple of Debenture stocks. Metropolitan Electrics have 
fallen back j after a long, continuous rise, and the price is now 103. 
A few dividends are announced upon electric lighting shares, the 
Calcutta Supply Co. declaring an interim distribution at the rate of 
64 per cent., an improvement of the fraction as compared with the 
dividend a year ago. The Ordinary are 93, and the new Ordinary 


.94. The Hove Electric is paying at the rate of 8 per cent., an 


increase of 1 per cent, and here the price is 8j. River Plate 
Electric shares have attracted some little attention upon the issue 
of a good report, and the 6 per cent. Preference; shares stand at a 
guinea, which is а couple of sbillings higher than when we men- 
tioned the investment as worth noticing. Kalgoorlie Electric 
Power and Lighting Preference rose to 188. 9d. upon the announce- 
ment as to payment of arrears of interest from the date of 
allotment to the end of December, 1900. After this, there will yet 
remain nearly five years’ accumulation of dividends to be paid 
some day, if possible. 

Electric Constructions are 4 better at 24, and the manufacturing 
shares, which stand some chance of benefiting from the Exhibition, 
are firm as a whole. ‘This docs not include Willans & Robinson, 
where the Ordinary are £1, and the Preference 2, all but unsaleable 
upon the distressing report out this week. The Debenture stock 
is called 74 to 79. Dick, Kerr Ordinary are 84, and the Preference 
6}, and by a coincidence, the Ordinary shares at 8} yield 61 per 
cent. on the money. The company is doing well, as we showed last 
week, and there are rumours that it is taking a hand in one of the 
new concerns formed to exploit Japanese industries. Babcock and 
Wilcox Ordinary are better at 33, the Preference being 14; specu- 
lation in the former has waned of late. 

Notwithstanding the apparent steadiness of Anglo “ A," there is 
n deal of gambling being transacted in the stock. The Preferred 
is 108. better, but the Deferred fell a shade to 174. This, too, 
in spite of prodigal market manipulation that might form the 
groundwork of a sensational serial story, if trade journals should 
run short of a plot. Western Coast of America Telegraph shares 
are тұ up at 13, while Direct United States shed the small amount 
they gained a week ago. Eastern Telegraph Ordinary lost j, but 
Amazon shares improved to 34. Movements in the Telephone 
group are restricted to 10s. fall in National Deferred to 108, and a 
diminutive rise in Oriental Ordinary to 14. 

Further weakness manifested itself in Anglo-Argentine Tramway 
Ordinary, lowering the price to 878, and Belgrano Ordinary are 
also easier at 33. British Electric Traction Ordinary fell 1 to 94. 
There has been a good demand for Hastings 44 per cent. Debenture, 
the price rising to 1013. London United Preference are 10, and 
the Debenture about 1014. British Columbia Electric Deferred is 
121}, and the Preferred 1053. Capes slackened to 18, and at 9} 
Calcutta Trams are without change. 
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i | SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


Stock Business done n: 
Present NAMB or | Dividends for the last ала ee week ended mo t 
Issue. Вино: four years. Sept. 20th. pt. 2th, Sept. 27th, Fall — 
| i 1909. | 1908. | 1904. | 1905.5 Highest Lowest. 
84,800 | African Direct Telegraph, 4 % Debs... РЕ ..| 100 4 4 ^ t% Vs 99—102 99 —102 eee E A 
95,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 | 10 i Ni Ni 84 8- 84 82 vs се + } 
119,700 По. до. 5 % Debs., Nos. 1 to 1,250 Red. 100 Nil Nil Nil ee 82 == 81 82 жык 87 es oe ee 
768,680 | Anglo-American Telegraph .. .. .. Stock | 60/6 61s. 29s.§ | 61 — 63 61 — 63 63 61 
à 8,118,210 Do. do. do. 6% Pref. s .. | Stock | 6 6 96 i 5988.5 | 1074—1 i 108 —109 1084 107. { 
i 8,118,910 Do. do. do. Deferred s .. | Stock - il i 114— 17 17 — 17; 1751 16 i — 
44,000 | Chili Telephone, Nos. 1 to 44,000 $5 zs МА b 6 1 8 : 7 1 7 7 Д . 
1 Commercial Cable Sting. 500 year 4 % Deb. Sk. Red. | Stock | 4 4 4 ; 97 — 99 98 —1 1 
Cube Telegraph .. d ies dpa "p 10 64 10 5 9 — 9 — 25 vs : 
13081 00. sh ane lid Ord. . » e ae ae 10 9 " 9 | 4 xs [s 18 ae в ее e 
Direc Spani elegrap , e ee ee es. b ее 
6,000 Do. g do. 10 Cum. Pref. . вә 5 10 10 10 10 EE 9 -— . . 
80000 Do. do. 43 & Debs .. || æ T 4 44% | 100 —108 100 —108 
00,710! | Direct United States Cable 8 e 20 8 и 12 — 12} 114— 123 123 12 -$ 
74,500 | Direct W. India Cable, 44% Reg. Deb., I to 1, 00, R. 100 44 4 7 100 —102 100 —102 
4,000,000 | Eastern Telegraph, Ord. Stock PA se .. | Stock | 7 7 7 Б 968 | 1444—1474 144 —147 1 1441 — 4 
2,000,000 Do. 84 % Pref. Stock А .. | 100 94 84 34% 34968 — 90 — 92 91 А 
1,886,814 | Do. 4% Mort. Deb. Stock Red. .. | Stock | 4 4 4% | 44,4| 108 —110 108 —110 1 1 í 
. 800,000 | Eastern Extension, Australiasia, and China Tele. |. 10 7 7 1 @ 191— 141 18j— 14i 1 1 . 
662,400 Do. 4 Ф Deb. Stock .. s .. | Stock | 4 4 4 106 —108 106 —108 : 
800,600 East & B. Afric. Tel., 4% Mt. Db., 1 to 8,000, red. 1909 | 100 4 4 4 101 101 . 
900,000 | Do. 4 qe Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 95 4 Ф 4% 4 1014—1 1014—1034% У 
80,887 4 Globe Telegraph and Trust .. .. . 10 |28167 67 58 1 11 1 11 10¢4 143 . 
180,887 Do. do. 6 % Pret. c wel 10 6 $ 6 6 14#— 148 21 148 UU : 
150,000 Grant Northern Telegraph, ороор 10 (19% 15% | 24 ХИ — 85 — 86 . 
. ax an ermudas e, lat Mort. 23 a 
жо -|| bs, within Nos. 1 t0 4,200, Red. | 109 | 4% | 4% | 44% 100—409 100 —102 — 
37,000 | Indo-European Telegraph PA M m £x 95 10 10 ‹ 13 96 bs 5 54 543 54} i 
Monte Video Telephone Co., Ltd. Ord. m % 1 8 8 ae aie — T = T 
1,988,998 | National Telephone, Pref. Stock js >e ..| 100 6 6 6 6 %$ 11 11 1124-11 11 1123 ht 
2,906,007 Do. о. Def. Stock vis e .. | -100 44 5 5 5 e 1 1 107 - 109 1 107 - 4 
5,000 Do. do. 6 €, Cum. Ist Pref... si 10 6 6 6% | 695 184— 14 194— 144 - af 
Do. do. 6 % Cum. Фа Pref. .. |... 10 6 6 6 6 965 12 — 19 19 — 13 E ҮЙ 
260,000 Do. do. 5 % Non-cum. 8rd P., 1 to 250,000 б 5 5 5 5 * 64 5 d à 534 
2,000,000 Do. do. 84 % Deb. Stock Red. .. | Stock | . 84 84 84 S: 1001 —101 ih s 
Е Do. do. 4 % Deb. Stock Red. eg 100 4 4 4 $^ 1044—1 | 1044 —1 dis a m 
179,818 | Oriental Telep. and Elec. 1 to 171,504, fully paid 1 6 64 64 vs 14 — 1% 1 1 sa a +h 
50,000 Do. do. do. 6 % Cum. Pref. NA 1 6 6 6 m lá— lf 1 lys es e ad " 
100,000 | Pacific & European Tel.,4 % Guar. Debs., 1to 1,000 | 100 4 4 4 oh 100 —108 100 —108 єз 
п Reuter’s vs "m " ys es 92 e 8 5 5 5 Ке 8 — 84 8 — 7} 7 
8,287 | Submarine Cables Trust > vs x .. | Cert. 6 6 6 2 127—180 | 127 —180 КЕ 
58,000 | United River Plate Telephone ae е s 6 1 8 8 és 7— 1 7— 7 
. 40,000 Do. 5 % Cum. Pref., Nos. 1 to 40,000 6 5 5 5 s^ m ont 
179,947 Do. do. 6% Debs. .. Vs >» .. | Stock | б 5 5 1 111 1 11 ь . А 
15,6091 | West African Telegraph, Shares xe Ке» és 10 2 4 4 ME 0—1 10 — 1 is sa 85 
80,008 | W. Coast of America, 1 to 80,000 & 68,001 to 58,008 2% | Ni Ni sis — 13 9 — „> as th 
* 150,000 Do. 4 * Debs., 1 to 1,600 A rig by Braz. Sub. Tel. | 100 4 4 4 x 100 —102 100 —102 s _ Pa 
207,990 | Western elegraph, Ltd., Nos. 1 to 207,930 m 10 1 1 1 - 14 — 144 14 — 144 мл 143 a 
76,000 Do. š 5 % Debs. 2nd series, 1906 | 100 5 5 6 c 101 —108 101 —103 ss s 
068,980 Do. do. : 4 Deb. Stock Red. ee 100 4 4 4 vn 1 "T 1 —104 oe е 
98,301 | West India and Panama Telegraph .. e 5s 10 i i jx — 48 = ix ; 
84,568 Do. do. 6 % Cum. 1st f. ат iy 10 1 WR 7 Де 6 T — 9 ` 9 BER A 
4,660 Ро. do. 6 Cum. 2nd Pref. ee ee 10 ee ы — 7 7 — 74 ee . 
80,0007 Do. do. 5% Debs., Nos. 1 to 1,800 ` ..| 100 6 96 5 96 5 96 я 101 —104 101 —104 ve 


40,000 | British Aluminium 7 % Cum. Pref. .. e. “3 b Nil Nil Nil | .. 4 4 64, 52, " 
90,000 Do. do. ‘A’6%Oum. Pref. .. .. b Nil Nil Nil s 4 4 M 13 {Н 
000 De. do. 4 Funding Certs. ee . 5 eo ee ee ee 2 ee ee 0 
0008 | Do. do. 59 lst Mort. Deb. Stock Red. | Stock | 5 6 5 к 99 —108 99 —103 | | 
156,487 =н ping гын, % Cum. Pre. 10 6 6 6 a 1 i 104 u id 1 Ё 
ES e O. 0 et. ee ee ee me v РЕЯ 
1,000,000: | DO. ао. 5% Perp. Deb. Stock .. | Stock | 5 5 б ms 199 —125 193 —195 b 121 { 
950,000 Do. do. 44 % 2nd Deb. Stock Red. | 100 к S 43 2 99 — 101 99 —101 29] ; 
E 390,000 British Insulated and {үл Cables ОК 5 10 % 8 8 8 os m d 6 a " i 
A . : um. А ne T 5 oe А 
600,000 Do. . do. 44 95 1st Mort. Deb. Red. | 100 4 4 9 4% 47 | 103 —106 108 —106 103$ is z 
60,000 {{Browett, Lindley & Co., Ord. la... ..| £l il 1 ] Яг 1 n Y Jd D e : 
60,000 Do. do. 6 Cum. Pref... £1 Nil Nil Nil s 14/6 to 15 14/6 to m ei А 
106,781 | Brush Electrical Engineering, Ord., 1 to 106,731 .. 2 Nil Nil Nil à a " d : 
150,000 Do. Non-cum. 6 % Pref... a 2 6 % ad 6 ў 1 1 ve М 
195,001 Do. 44 % Perp. Deb. Stock .. | Stock 4 4à MP 91 — 94 91 — 91 К 
196,000 Do. 44 €, Perp. 2nd Deb. Stock Stock fe a 78 — 81 18 — 81 А 
282 n саше Pe cun Ped n MS ке 6 16 1 15 $ ns 163 — 153 10 — 11 
| 5 е о. б A on чож» i аж b b s 
800,000 Do. do. 44 W 1st Mort. Deb. Stock Red. | Stock | 44 44% | 4 " 109 —111 109 —111 Rub] ux 
ое Central London Railway, Ord. Stock ex .. | Stock | 4 4 4 4 x 90 — 92 90 — 92 91 
| Ро. do. 4% Pref. Stock . .. | Stock | 4 4 4 4%§ | 101 —108 101 —103 1024 
628,896 Do. do. Del. do. | Stock | 4 4 4 а 78 — 81 82 —-85 80 +4 
11,880,000 | City and South London Railway — .. .. Stock 8100 2 ® | 2«$| 40—42 40 — 42 A 
85,000 Crompton & Co., Boe to 85,000 ae 8 5 EN 18— 11 li— 13 148 
А ort. Reg. 41 to | 2 
1000001 |{ — goo ot £100, and 901 to 11,000 of 250 Red. | | = | 5% | 5% | 5% | 95 —100% | 55 —100% 97 
` 99,981 Edison & Swan Utd., A shrs., £3 på., 1 to 99,26 5 Nil Nil = 1— 13 là— 1 : 
11,189 Do. ** A*' shares, 01—017,139 к 5 Nil | Nil i а — 9 es : : 
844 Do. 4% Deb. Stock Red. ..  ..| 100 4 4 4% 83 — 88 83 — 88 % І 
M6, Do. 5 % 2nd Deb. Stock Prov. Certs. all pd. | 100 | 5 b 5 89 — 94 89 — 94 
. 342,100 | Electric Construction 1 to 112,100  .. - ‚© 2 6% 4 il E 1 j- 1 
5 . Do. do. 7 % Cum. Pref., 1 to 81,890 2 1% 7 1% 12— 9 lí— 99 ＋ 
200,000 Do. do. 49% Регр. Ist Mort. Deb. ВК. | Stock 4 4 4% 92 — 95 92 — 95 ‘ 
` 95,000 | General Electric Co. (1900), 5 % Cum. Pret. " 10 5 6 5 94— 10 10 | 
200,000 Do. do. 4% Mort. Deb. .. | Stock | 4 4 4 2: 97 —101 97 —101 
900,000 Henley e OW: T.), aa Virg a. - - 5 20 15 15 10968 12 — 18 p^ — r^ 
А о. | ref. .. = 4 us 54— — 5g 
b Do. do. 4$ Mort. Deb. Stock | Stock 4475 4 | ER 109 —111 109 —111 v 
80, India- Rubber, Gutta-Percha & Telegraph Works.. 10 10 & 10 5 ў 24965 154— 164 154— 164 165, 25 id 
860,000: Ро. do. 4% lst Mort. Deb. .. | 100 4 4 4 aus 100 —105: 99 —102 xd as H 
97,500 Liverpool Overhead Railway, Ord. .. .. bs 10 14% 18 13% TE 21— 24 24— 28 bs = — i 
870 | Telegraph Construction and Maintenance к : 13 20 % log 154 „ su ont | за | aig | | 2 
; egrap nstruction and Maintenance - Ба — i vi TAS 
150,000! Do 4% Deb. Bds., 1 to 1,500 Red. 1909 | 100 4 ў 4 $ 4 EN 102 —104 102 —104 us 2 8 
0 ..  ..| 100 8à 8à 8466 3 45 90—92 90 — 92 2: o: Ан 
| 


Waterloo & City Railway, Ord. Stock 


— apis EU 


` * A period of nine months. + Quotations on Liverpool Stock Exchange. f Unless otherwise stated all shares are fully paid. $ Interim dividends. 
From Manchester Share List. 


——————— 


Bank rate of discount З per cent. (September 7th, 1906). 


=. 
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SHARE LIST OF ELECTRICAL COMPANIES най SUPPLY COMPANIES. 


Stock : Closing Closing Business done | Rise + 
8 NAME. or гри for the | Quotations | Quotations week ended | or 
и " Share. per IONE FROEN: | Sept. 90th. | Sept. 27th. Sept. 27th, 1905. ‘all — 
t 1902. | 1903. | 1904. , 51900. | pun: bone T 
29,877 | Brompton & Kens, Elec. Lt. Sup. Ord., 1 to 20000 | 6 | 8% |10% 10 | .. 91— 10 | 9)— 10 ag 
10,693 Ро. йо. 7 9% Cum. Рте!. Б 7 7 7 D. 6x — 104 j* м ч» 
288,782 | Central Electric Supply 4% Guar. Deb. Stock 100 4 ч 4 4 1 e 103 106 103 —106 104 $3 "EIL 
80,000 | Charing Cross and Strand Electricity Supply  .. 5 10 95 8*4, | 8 $ 5 95$ 61— 7 63— 1} T $e ‚+ 
80,000 Sig ees тч do. | 44 % Cum. Pref. b 325 9, | 4 E bi— 5 bi— 51 ues GI 
40,000 Do. "COUP UN bir teli. % Cum. Prf. 5 4496 | 44%. Є 11 — 5 4i— b "s Re рү, 
40,000 Do. : Б Ф 44% | 44% | .. 4i— 53 | 4g— 63 yr {> Ae 
850,000 Do. do. 1 X Deb. Stock Red. 100 4% 4 & 4 e 103 —105 103 —105 1041 104 аў 
44,436 | Chelsea Electricity Supply, Ord. ‘ i 5 44% 6 44% 8 58— 64 xd 58— N. i TS 
150,0007 Do. do. 43 % Deb. Stock Red. . Stock | 4 ai% | 4 44°§ | 108 —110 109 —111 Li 1 rs | 
70,595 - City of London, Elec. Lighting, Ord. 40,001—110, 595 | 10 Б 5 6 Pi 11 — 1 11 — 1H па! lA) 5 
40,000 Do. 69, Cum. Pref., 1 to 40,000 . 10 |6 6% 84 | S 13 — 14 13 — 14 $ A eet 
400, 0007 Do. 5 96 Db. Stk. , Scrip. (iss. at 115) all pd. sA 5 5 5 | + 124 —128 124 —128 s% bs . 
800,000 | Do. . 4495 2nd Db. Stk., Prov. Crts., all pd. | 100 44 44 4 S 104 —106 104 —106 oe ve 13 
40,000 | County of London Electric Lighting, Ord. 1—40,000 | 10 4 4 4 | 4 958 85— 9 8i— 9} Fz oe +4 
30,000 | Do. йо, 6 95 Pref., 40,001—60,000 | 10 6 6 6 | 5 us 12— 1 12— 1 12 DECRE IN 
400,0001 Do. do. 45 Deb. Stock Е " 4 4 us А 111 —114 111 —114 112 1191-153. 
250,000 Do. do. & опа Deb. Stock. | Stock 4 e | | 103 —105 103 —105 103 RA ТШЕ 
70,000 Edmundson’s Electric Cor ton, Ord. Shares. 5 xi " 7 96 ^ 51— 64 51— d e a JP) E 
80,000 e do. 6 95 Cum. Pref.. ы 6 6 6%. 5 64— 63 64— 6 36% T 
300,0001 Do. * do. 43 9% Ist Mort Deb. Stk | 100 43 m 4% 100 —108 107 —109 108 | 103 | 71 
21,000 | Kensington and Knightsbriflge Electric Ord. Е 5 10 12 12 ; 12 — 123 12 — 123 ds „ r aa 
136,000 Do. do. 4 % Deben, Stk. Stock 4 A 1 + 97 —100 97 —100 * “Fe В T 
111,000 | London Electric Supply HR ose ag ‘Limited, Ord. 8 Ni Nil 3 | 2 — 59 2 — Y 7 А 
60,000 - Do. do. do. 6 % Pref... 5 6 6% | 6% | .. 4i— 4i— 5 "Ee. МУ 
971,895 Do. do. 4 95 1st Mort. Deb. Stk. Red. | Stock 4 4% 4 TES 99 —102 99 —102 - 1000 | =‘... TN 
100,000 | Metropolitan Electric Supply, 1 to 100,000 bs 5 1 . 8@% |10% | 10%8 107— 11 p 11 111 10% — 24 
76,121 . Cum. Pref. 1—1, 106, “£3 pd. 5 4 4 4 96 b. .. - 5 ыа 5 55 [E s. 
. 220,0001 Do. % Ist Mort. Deben. Stock «s s 44% 4 4 109 —113 109 —113 "e T es 
250,0001 Do. 95 Mort. Deben. Stock Redem. | Stock | : 2 ? 100 —102 100 —102 gd Taa ek y. 
250,000 | Midland Electric Corporation, 44 % 1st "on. Deb. | 100 4 4 4 100 —102%, 100 —102% 1014 |. 101 ]|--.. 
10,852 | Notting Hill Electric Lighting А 10 6 96 6 & 71% 5а 14 — 15 14 — 15 № 2 12 5 
59,000 Do. do. 4% 1st Mort. Deb.. 100 4 4 4 96 22 100 —102 100 —102 T 22 * * 
40,000 St. James’ and Pall Mall Electric Light, Ord. b | 144% | 144% 144% 10%§ 132— 142 i 36 14% | dj Td 
20,000 Ж ЭГЕ ALS 1 % Pref. 20,081 (0 40,080 Б 1 1% 7 7 * a— 98 | 8—9 ali oS 
150,0001 Do. do. 34 % Deb. Stock Red. 100 of 94 4400 Б 98 —100 98 —100 ^ re ‘et 
12,000 | Smithfield Markets Electric Supply, Ord. . | 5 2 4 4 21— 22 21— 23 * Mo чет 
50,000 Do. do do. 4 Deb. Stock Stock | 4 4 17 76 — 80 76 — 80 T T d P 
65,000 | South London Electricity Supply, Ord. 5 13 8 96 4 354— 4 9)— 4 $ } а $a 
100,000 | South Met. Elec. Lt. & Power ( Ord.. 1 Nil Nil Nil ti— th s— Ф | M X. 
50,000 | (Late Blackheath and Greenwich Ü % Pr 1 Nil 7 96 7 & lA-— 14% ló&-— l4 * ed ET 
100,000 Dist. E. L. Co.) 14 1s de stk. 100 | 44 43% | 4à 105.109 105—109 р; = 
80,000 | Urban Electric Supply, Ord. .. ‘ 5 5 9%, 5 5 5 % 41— 5 41— 5 433 "43.1 “мз 
30,000 | Рә. do. 5 % Cum. Pref 5 5% | 65 5 | 3: bà— 5; Dà— 58 S 
изе ~ Do. do. 44% 1st мок Db. Stk. Red 100 13 3, 1513; v A ET 105 —107 M39 193 EU UE 22 
, estminster Electric Supply, Ord. .. 5 14% 13% § 123— 13 122— 1 23 1 T 
28,151 Я йо, 5 Cum. Pref, 5 5 96 5 96 | 5 96 | pi 63— d — 08 14 "xi T 
| Р 
Shares not officially quoted :—Mackay Companies, ord., 434—44. Pref. 7604—77. : 
1 Unless otherwise stated al! shares are fully paid. $ Interim dividends. 
ELECTRIC TRAMWAY AND RAILWAY TRAFFIC RETURNS. 
Fort- Route Fort- | Receipts for | No. . Route 
Locality. night miles Locality night the of | Total to date. miles 
ended, open, P fortnight. wks. open. 
i Га | 4 £ | e | ШЕ | la | а s | ge М 
Aberdeen .. | Sep. 93 | 2,883 — 25 17 26,378 — 1, 411 Chatham and Dist. | Bep 21 | 1,421 |+ 152 38. | 25,615 + 2,895 9:3 f+ :8 
О к M] a %%% М1 #51 еа a! e И Май шие $0 | е а DS 
Batn . | » 20| 1,695 |+ [69 88 | 26,171 | + 1598 | 13 |.. || Cork .. .. . „ 91| 1020 — 29 | 38 | 18,780 4 769 | 9°69; .. 
Birkenhead .. ..| „ 24| 2,067 78 | 25 22,105 — 499 18:5 .. || Darlington .. ..‚ „ 23| 108/+ 16|9 | 5,266 NP IM 
Blackburn .. „ 20| 2,077 | 29 254 25,991 + 741 1425, .. Darwen x* а a 515 |+ 23 2 6,241 + 278 | 4°36 1, 
Blackpool Corp. ? » 21, 8,485 — 962 | 25 88,652 | + 2,150 1187 Dover è as | Aug. 12 844 + 27 32 6,651 — 268 | BS; . 
»  -—Fleetw'd| „ 23 | 2,097 — *:58 | 12. | 16488 — 902| ..|.. || Dublin . Sep. 22 | 9,796 — 366 .. | 66,204 — 402 485 41:5 
„  — Lytham | June22 | 1,602 4 753/34 7,60 7%... Dundee a „ 0 2,048 |+ 818 |18 | 16488 | we | |, 
Bolton Sep. 94 | 3,931 |* 114 | 36 | 51,140 + 1.759 96. f 1 East Ham . „, 93| 1,75 29 25 | 21,826 (+ 2,109 | 6-75! .. 
Bournemouth cat go 20 8,688 MF 9061... — . .. 1391 + 39| Glasgow - К „ 23 | 91,889 71,131 16 | 253,358 +11,960 76 + 4:6 
radford .. i „ 28 | 9,100 — 538 25 | 114,664 — 5,792 | 48 "C irr rd РА „ 20 299 |-- 48 24 8,006 as 15 4 
Brighton » 24 | 2,274 co. | 29,295 e 9'5| .. +Halifax - „ 18 | 2,995 |— 196 | 244 | 40,219 + 1,578 | 87 + 4 
Bristol НР «| „ 98 | 10,067 |j— 8890 | .. - ай ЖӨ uu Huddersfield | » 29, 2,821 |+ 185 25 94,720 — 807... |... 
Hull ба „ 28| 4,814 + 21 | 25 55,780 + 509 13 |.. 
Ilford . 415 » W 988 |+ 51 26 13899 |-- 72 
Brit. Elec, Trac. Co. Ilkeston ` „ 90| 286 — 653 25 3,120 — 667| $5.. 
А R Ipswich — n 23 969 m 91 25 12,292 же 1,485 | 10:5 oe 
Airdrie .. .. | Sep. 15 467 |+ 49 | 37 7,512 1 74| 85|.. Isle of Thanet . 23 | 1,859 |— 204 | 38 27,400 |— 9,7394 | .. | .. 
Barnsley .. i Ab 808 |— 35 „ 6,005 — 245 8 |. Kirkcaldy .. s 3 438 |—  48|.. € ү | 75| .. 
Barrow  .. „ | 549 + 56) „ 9,112 | + 1,976 | 5:87 | .. Lan’kshire Trm. Co. „ 21 | 1,833 |+ 343 | 88 27, + 3,067 125|4 3:9 
{Birmingham (Ci ty) „ 15 | 10,266 |— 299 | ,, | 200,946 | + 3,291 |145|.. Leeds ewe „ 93 [19,091 |+ 168 | 25 | 157,752 |+ 3,181 895\+ 8 
Birmingham (Mi „ 15| 8076 |— 518] „ 00,578 | + 1,521 12-95|.. Leicester. se » 23 | 4,210 ds 38 79,463 - PESO 
Devonport s 45 957 |— 219 | „, 17,310 | — 2,645 | 8'85 | .. Liverpool .. „ 16 | 21,672 |+ 871 | 87 | 893,020 |+ 9,026 | 104 |+ 1 
Dudley—Sto'rb'ge| › 15 | 1,908 (+ 38 | „ | 39,899 | + 1,954 21-95| .. L.C.C. „ 9 | 29,556 72,070 | 23 | 353,175 56,960 | 514) + 46 
Gateshead. . е 15| 190 + 44] ,, 93,964 | + 645 |11:25| .. Lowestoft . " » 23 564 7 29] 51 1 EMT 
аи, N’fleet NM 535 |— T| ,, 8,741 | — 939 65] .. Manchester ‚| 98 | 25,781 |+ 477 | 26 943 714,624 . 
Gr'n'k, Pt. Glsgw | „, 15 1.440 — 54 ,, | 23,949 | + 2,502 | 25 |. Newcastle. „ 93 | 7,526|+ 904| 25 299 |+ 3,046 | .. |.. 
Hartlepool Mul s ORB 589 |— 40 „ 9,959 | — 1,125 | 6:72 | . Newport oh » 23 | 1,189 |+ 167 | 25 15,496 |+ 2,234 | 14:5 ＋1˙5 
Kidderminster . sy X5 976 [— 171 , 4,676 | — 267 45|.. Oldham а - „ 24| 3,328 |+ 952 | 26 48,331 |+11,718 23-75) .. 
Leamington » 15 396 |+ 122 9 2,125 | + 935 | .. |... Plymouth ..  .. va Не a » ss ME "Nx ET 
Merthyr „ 15 885 — 32 97 7,093 — 874 99... || Pontypridd... ..| „ 28 30 25 4,224 .. |35|.. 
Metropolitan „ 15 | 6,688 |+2,587 | ,, 98,264 | + 44,320) .. | .. Portsmouth ..| „ 28 | 4,276 |+ 78 25 57,684 |+ 1.702 | ... |... 
Middleton.. 2 597 |- 66 „ 12,888 | + 536 8˙5 Reading j „ 442669 — 3 25 16,656 — 303 ee 
Oldham — Ashton „, 15 | 1,122/+ 11 „ 20,631 + 295 |913|.. Rochdale... „ 23 | 1,716 71.174 25 | 19,668 |+15,237 | 213 
Peterborough y 15 301 |— 99 n 5,246 — 478|531 T Salford . ” 18 8,414 + 83 | 24 108,977 + 6,415 oe $ 
Potteries .. „ 15 | 8512|— 4] ,, | 62,463 | + 319 90 Scarborough 1 6,937 is 450 
Rothesay .. $5 15 499 |+ 164 „, 8,429 | + 2,397 | 9-75 | .. Sheffield „ 24, 9,912 |+ 652 26 | 129,798 |+ 5,843 35°15|-15 
Sheerness .. -- 170 1+ 11| „ 2,715 | + 810| 25|.. Southampton 18 | 1,028 — 30 | 24 24,725 — 611 . 
Southport ret po 3 689 P 2 |, 12,127 | — 369 |817|.. Southend-on-Sea .. July 26 | 1,089 |+ 67 17 6,596 + 468 | 6°25) .. 
South Staffs, .. „ 15 | 1,570 |+ 215 „ 26,737 | + 508 13:87 .. IStalyb'dge,Hyde,&c.| Sep. 16 673 + 158 | 24 16,164 | T 21 
Swansea ..  ..| , 15 | 1,745 |+ 64, „ £6,253 | + 5,855 55 Stockport ze ax 796 | + 994 | .. * .. [1445 ＋3˙5 
tTaunton З 8T 1- S 1,851 | — 191] 1°5| .. Sunderland .. ..| ,, 24 2,668 + 142 24 | 35,140 |+ 94h00 
Tynemouth „ 15 85M |— 59| „ | 10,237 | —1,008 3-75| .. || Swindon „%%% ⁵ a ee, 
Weston - s- Mare. ,, 13 553 + T i 5,993 | + 596| 8 |.. Tyneside „ 20 814 |— 178 | 38 16,055 |+ 1,143 | 8'87! .. 
hl hme aici wo 145 e68 |+ 56| „ | 1457914 58 14-75! .. +Warrington i » 14 345 |+ 18 | 24 8,291 |+ 400 | 6:37 + 
Worcester TA gy 15 742 25 „ 11,582 | + 690 5.75 West Ham ..] „ 21| 4254 71,993 | 25 | 41145 +18181 13:25. + 4:6 
Wrexham. w 15 238 — 111 ,, 3,811 — 355 4 | Wolverhampton es „ 20 1,676 |+ 168 24 |. 20,753 ex | b um 
Yorks, Wool. Dist. „ 15 | 1401 4| „ | 924,153 | + 9,005 | us | tac d | 
Ar ` . ‘ 
| | Cen. London Rly. Sep. 23 | 19,156 |— 898 | 12 | 68,772 — 1,74 | 6 |.. 
Burniey ..|8ep'23| 92,99 |+ 213 i - T5 : City & S. Lon. Rly. | „ 24 | 4,938 |— 998 | 12 527,858 — 558 6:25| .. 
Burton-on-Trent .. 5« di 609 — 102 25 9,424 — 1,015 | 85 .. Bun Laon ET „ 2 ; 781+ 2|12 11,797 T, 40 | E ee 
F 1,512). 94 | 18,915 so | РБ |: 8. N. and City Rly. | „ 93 | 2,983 |+ 615 12 | 17,268 |-74,008 | 35) .. 
Cardif  .. .| 8116 | 4,071 |—180 |24 | 52,254 |+ 211 15˙8 . L'poolOverh'd Riy. | „ 24 2.970 — 190 j|.. -| 20,985 |-B 639 .. |.. 
Carlisle eG 0| "С 28 385 |— 843 88 7,148 |— 487 Mersey Railway ..| ,,423| ?,165 |+ 201 | 12 | 18,585, . 1,288 4°5| .. 
| 


* Compared with the corresponding period of 1904. 


| One week only. 


{ Includes horse and other receipts. 


— — 
ve 


ow æsa ш e ә. 2 *= m ањо “eo “> 


PE -> 5 . - - — өй . Ф 


Vol. 67, No. 1,480, Вкеткмвьв 29, 1905] THE '"BLECTRIOAL ‘REVIEW. 


ͤ—3 — — aaa — . — 


4 —— ũ H o С e - а tweed —— — n 8 Ae v Pn. — — 


е 


„„ md m = - à „ t. Д Я Сет Д 
- — pe. — A 


EXPORTS AND DOOR OF ELECTRICAL ‘GOODS: DURING AUGUST, 1905. 


Tue returns of the August exporta of electrical goods aud material 
do not present a very favourable index to our trade; the value 
having dropped from £128,560 in July to ony some £98 ,362 in the 
month in question. 

This decline is particularly noticable in the leading items, 
machinery and cable exports alonc showing a decline of. some 
£22,000 in value. 

On the other hand, the tota? of the Maps is some £9,000 món 


Registered Exports of British and Irish Electrical Goods non the United Kingdom. 


_|— 
| 


Total, £ | 15,410 20,408 


Наротыпу. ошо T | | ee 


6,964 3,512 | 


than in the previous month, amounting to £115,949; the increase 


.being apparent in miscellaneous goods and telephone material, ана 
it is some consolation to find that cable and machinery шору EC 


well as exports, show somewhat reduced values. 

During the month no exports or imports of electric, tramway 
material were recorded, and our only recorded кар export was 
of wireless apparatug.te China. 

No- дейли oe are shown; jn n the prominent purchasing. and 


TA | 


E" 1 w > , ` š е А 
3 > 2. | Sug 8 E 3 А E ots h . 
3 SR gag] B | е f 13 ИСРА 
Country receiving exports and importing. | | E É 8 $ FEE E з 5 g | $3 i E : E g E | 
В Al 25°) 23 5 H3 3 345 257 
| 2 = d 2 ® а) m E $ i.c а. 
| ) ! 7 i MIU Ava ` . „ „ 22 | 
| | £ | £ £ | £, £ | £ | £ | £ | e i є. | x qu 
Russia, Sweden, Norway and Denmark... , 1241 17 64. 20 25 871 Зб | | 1,091 n MEM 
. Germany  ... уу kis T "s e |. 364 Wes re 2 29 472 377 50 . 257. pe 8c 
Netherlands. pas 206 150 231 fs 5: 79 iss | 78 hasa [p oge 
m Borneo and Indian Possessions `.. ! 134 s b Мы ыт | 190 NE a LE 
elgium saan d 105 9| .. " Em . 69 | 35. |, Be 
France . i | 538 7 172 22 10. 524 64 | "wp 9 E E 
French Indo-China aeu «x 7 64455 dm ou N a a$ 
Portügal, Madeira, and Portuguese Africa 19, 410 93 281; 763 | 809 boy sw 130 - id | 
Spain and Canary Isles dus . | 170 | 5 106 da 6 262 * | rac 2,000 | q 
Italy and Austria-Hungary d boom M 299 218 45 | 56 5 
Greece, Bulgaria and Roumania... ... 1 4 PES 107 110 4 » "e E 
кур d i khe * . 8s an 303 4 d 10 b 1 А je BB 
China and Siam P ids tak : 292 25 468 | 80 480 393 196 i руу, I um 8 
Japan | 48 1,480 к 63 | 1,025ͥ 547 773 S 
U. S. A., Philippines and Cuba ist | 6 * 645 85 15 161. 40 52 | | Е DM B 
Mexico Colombia, eee Peru and Uruguay | G4 69 13 . .. -— 1,460 . 11 | ' | gia | T . E 
111 А me ux Е . T la 27 53 iss . 916 4 Р 8 £s 8. ! 
Brazil wie cux id Ж i5 85 | 471 1 d 265 98 | 1,512 683 | CIC "- ЖЮН, 
Argentine... x 981 | 459 786 40 2,889 15.180 110 | " 
Channel Tales, Gibraltar, М Malta and 4 Cyprus 1,497 78 49 29 317 s | | | 107 | .. | (ED 
ritis est Africa ies 2 10 e. i 18 13 bay T Те кР о" 
Саре of Good Hope 1,166 4,623 422 397 | 291 | 1,080 60 m 313 | 979 g | 
Natal.. | 962, 3111 1,120; 238 951 4,079 81 22 75 150 -* 
Zanzibar, Brit. . East Africa, Mauritius and d Aden 68 | i5. "T 3 C 150 87 pi 120 :.. det S- 
-India.. 2,138 | 2,366 | 1,452 814 670 9,172 44 | 563 | 80 873! ® 
Burmah 92 $2) d 24] B 1 ш. |... "a 
Ceylon IT aa | 216 > б1 us owe do 15 | жы M I-A 
Straits Settlements - | 450, 1929 | 257 23 7/112] 2 2 4% 76 84^ 
Hong Kong .. en | 93 | 2,745 | 124 | 12 ia cH 60 1345 «eb. „% v 
West Australia 619 1,016 234 185) ... | 291 | Soqecuwe OO - uu | NU 
South Australia 35 33 162 28 41 176, 4 S Mas asses caue 
Victorian 543 101! 246 90 1,518! 19 „ ^ ow 
New 1 Wales | 1,580 | 962 78 516 77 | 1,330 8 HUE 
Queensland ... s 1,404 де m T 261 1 СЕ 
Мом сева | 406 | oe x 41 33 | 349 | 340 a í 
ana ! | 19 8| .. 321. P EN 
British West Indies and British Guiana - — 76 | 33. xd 134 13 5 E 
i Ж л Bo 


4,335 


| | 


ud do 608 |: 


Additional Exports : China, wireless telegraph material, £1,000. . 


Registered d Imports into the United Kingdom of Electrical Goods from all Countries.. 


— MÀ | рырак a шар | £ . £ | 4&4 £ | £ £ ae: £f : £^ | 7 - | 
Norway, Sweden and Denmark .. РЕ | 172 , 75 — | 237 se 77, ӨТТ ase BIST ae ox 
Germany e .. | 6,877 9,272 | 515 120, .. | 8117, 1,363 123 1,645 NE 
Holland 8 a 6,912 312 1,340 48 40 513. 3,12. s 
Belgium 12,223, 970, .. | 1173, 80 11,48 322 987 1,450 „ 
France : TY € dn | 889 | 6,328 | 272 | 235 | 139 | 1,080 | 9.232 nee „ 2,409 |^ 4s. Д wu ро 
Austria-Hungary bu je m Me 8 3 is iis "- | 141 E ‘ | TE | Ж 
United States de. SEES 6,837 | 231 | 306 r 196 1 175 T 55 ij 192 8 460 — 
Total, £ 39,352 10,901 | 2,321 | 2,023 | 1,396 - > 353 | 2,974 ^ 6,897 12 834 | 196 э 
| . | ; 353 
Registered Re- Exports of в and Colonial Electrical Goods from the United Kingdom. 3 NE Е 
= СИ“: | £ „ % a | FE „„ 
Various countries, mainly as above 1 p , 089 | 113 | 50 2,909 | 3 | 183 675 he ОЕ 
і , t ET 
TorAL Exports: p RE-EXPORTS: ToTAL Imports: 
£98,362 £6,148 £115,949 . 
NorE.—The amounts appearing under the several headings аге classified according to the Customs returns. The first and 


third columns contain many amounts relating to “ goode” » otherwise unclassified, the latter, doubtless, consisting of similar | 


materials to those appearing in adjacent columns, 
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UP-TO-DATE ELECTRICAL POWER DIS- 
TRIBUTION." | 


By В. L. GAMLEN. 


Ir is now about 28 years since electricity was first generated com- 
mercially. With Mr. J. W. Swan’s discovery of the carbon filament 
the incandescent lamp offered at ence a solution of the problem of 
internal lighting. Not long afterwards, the first early attempts 
were made at electric traction. | 

Developments soon came which not only made the working for 
lighting better, but also made the supply ef power a possibility. 

The immense value of a power load became at once apparent to 
supply engineers, as here was a chance of increasing their working 
hours of utility, and they at once started to put their works in order 
so as to profit as far as possible by this new source of revenue and to 
cater for it to the best of their ability. They have succeeded to a 
great extent, but the old system had its limits, and great power 
companies have sprung up to deal with the question, Not as a 
patchwork of old methods, but starting. de novo, and on lines 
designed for the particular work, with none of the old unnecessary 
drawbacks, but with all experience at their back. 

А demand has now come for:—(1) Electricity to be supplied 
more cheaply than it can be made by individuals; (2) a supply so 
certain that, but for a veritable “act of God," no cessation can 
occur; and (3) a supply so regular that the angular velocity of 
the motors is more constant than the best results before obtained. 

` In the records of electricity concerns, a capital of £100 per kw. 

of plant is no uncommon figure; but a quarter of this figure should 
be obtained by ‘а power company. The factors controlling the 
choice of plant are: Absolute immunity from breakdown, perfect 
regulation, small fuel consumption, ease of working, aud con- 
sequently a low wages bill. 

The examplé of how these and otber requirements have been 
attained in the Lancashire Power Co. may be the most convenient 
because it is up-to-date and of as neat design as any in the 
country. ; 

The power companies have in nearly all cases laid out their 
schemes on somewhat similar lines. Three-phase distribution has 
been adopted, at a pressure generally of about 10,000 volts. The 
current bas been generated at high pressure, generally by means of 
turbines running with high vacuum and high superheat. The 
water-tube boiler has been universally adopted, and one or another 
form of mechanical stoker used. | | 

In the case of Lancashire, the first station has been placed 
between the River Irwell and 4he railway, upon the far side of 
which is а coal mine, from which supplies can be obtained. The 
site is convenient, inasmuch as there is an ample water supply for 
condensing purposes; the railway being situated above the boiler 
house, the coal is conveyed by gravity into the bunkers, and thence 
it is fed on to, chain-grate stokers, operated by electric motors. 
The first boiler house is divided into two banks of three boilers, 
The two banks are each capable of evaporating 60,000 Ib. of water 
per hour. The boilers feed on to one common ring of pipes, and 
the turbines are fed from the same, so that two turbines are fed 
from one bank. One bank of boilers then, with its chimney and 
two turbines, constitutes 1 unit. It is proposed to make extensions 
in like manner, except that instead of one bank of boilers feeding 
two turbines, each bank will feed one machine of larger capacity. 
The water-tube boiler is used on account of the very great steaming 
capacity for a given floor space, and of its great powers of responding 
to forcing. It is, of course, highly important when dealing with large 
generators to arrange that sufficient boiler capacity can be available 
without the steam having to travel through vast lengths of main. 
By placing the boilers at right angles to the turbines, very satis- 
factory arrangements can be arrived at. 

The turbines revolving at 1,000 r.p.m. look, of course, exceed- 
ingly small for {һе amount of work they do ; indeed, the amount of 
power that can be obtained on a certain floor space by their means 
seems nearly incredible to the engineer who has been accustomed to 
work with the older slow-speed engines. The turbine lends itself 
particularly well for condensing ; in the case of the Curtis turbine 
there is no exhaust pipe, the condenser being coupled direct to the 
engine. This can be done in two ways: either by placing the con- 
denser side by side with the turbine, or underneath, either 
arrangement being very compact and convenient. In Lancashire 
the air-pump is placed beyond the condenser, во that the three form 
really one plant. The result is that an engine room only 96 ft. long 
and 32 ft. wide is needed to house four sets of 2,000 Kw. each, or 
8,000 Kw. in all; whereas in nearly all previous cases as large a 
building has been necessary for ап engine of 800 H.P. and less. 
When the extensions take place, this ratio of plant and buildiugs 
will diminish again, as the diameter of the 5,000-Kw. set is com- 
paratively little larger than that of the 2,000-Kw. plant. In the case 
of the Curtis combination, the dynamo is placed on the same spindle 
as the driving buckets and vertically above them. Owing to the 
high speed of rotation the electrical generator is of very small pro- 
portions, the diameter being only some 7 ft.; whereas an ordinary 
direct-coupled set, at about 150 r.p.m., would be somewhere about 
25 to 30 ft. high, апа, of course, much more expensive. 

The three-phase current generated at the high pressure of 10,000 
volts is carried to the switchboards. A great deal depends upon 
the design of this section. The operation must be easy, there must 
be no danger from fire, and the whole must be safe. The system 
known as remote control has been employed almost universally. 


* Abstract of paper read before the Institution of Mining Engineers. 


^ great advances are being made. 


The danger of switchboard trouble is overcome ; no mains of large 
power are on the operating board, so that there is nothing to fire ; 
and even if any little accideut did happen it would not damage 
the main cables, as they are not near, and the supply would not 
suffer. Here, again, the simplicity is such that one man can look 
after and control what would before have needed perhaps five or 
six men. 

By being able to spread over large areas, great varieties of load 
can be catered for, and these different requirements balance out one 
with another, giving а very constant load at the station. It is 
likely that the number of units produced by a power company when 
attaining to moderate size for each kilowatt demanded should 
reach 24 times that of the ordinary town supply—that is, the load- 
factor of an ordinary combined lighting and power supply will be 
high at 18 per cent., while that of the power company should reach 
45 per cent., and this greatly reduces all the annual capital cbarges. 

There is great prejudice in this country against the use of over- 
head mains, but this is gradually being overcome, and already 
In the original scheme, the whole 
of the Lancashire mains were intended to run underground ; 
already it has been arranged that some 10 miles of route shall be 
overhead. By this means, expensive insulation is saved, and also 
the exeavatioh and reinstatement of the ronds, greatly reducing the 
cost of the transmission system. Further reduction is obtained 
also, as often the cross-country overhead route is much shorter than 
if the roads had to be followed. The main routes аге laid in dupli- 
eate, and are planned to go through the most likely districts for 
supply. 

а are made with the various local authorities for the 
supply in their areas. In some cases, the current 1s sold to the 
authorities, and they distribute tu the small consumers at low 
pressure; in other cases, the company act more or less a8 
agents for them and look after the distribution. In all cases, 
large power users are served direct from the high-tensiou maius. 
In most cases, the current used is tbree-phase, as this is most 
suitable for almost all purposes; the reduction apparatus in this 
case has no moving parts and requires no attendance, so that even 
in this extra stage to that needed by the ordinary supply concern 
no extra expense is incurred. 

The following points indicate the general scheme of the lay-out 
of the power company, and show where the differences occur 
between it and the ordinary town supply :—(1) The power company 
chooses its site near the fuel and the water; (2) The power com- 
pany spreads out over а large area, and caters for a large long hours 
load, consequently it can start on large lines with large units of 
plant, the capital cost of plant per horse-power diminishing as the 
size increases; (3) The load factor of the power company should 
reach 45 per cent. and (4) all the working expenses of the power 
company per unit are extremely small on account of the size and 
convenience of the units. On the other hand :—(1) The town supply 
is located by the area of supply, and it seldom can be placed near 
water, and hardly ever near a coal-pit; (2) The town supply has a 
constricted area, and can only work in small units, and small units 
are more costly per horse-power than large ones; (3) A good mixed 
town supply can hardly ever have a better load factor than 18 per 
cent.; and (4) the wages bill of a town supply is generally a large 
factor of the total costs. | | 

The preceding recited points show that power companies -hope 
to be able to supply electricity far more cheaply than town under- 
takings, and the future will show whether their ideas are based on 
fact or on fiction. 


ELECTRICITY IN AMERICAN MINES. 


By T. CAMPBELL FUTERS. 


№ 
Тне introduction of machinery into mines is probably much more 
advanced in America than in our own country, as coal-cuttiug 
machinery, for instance, was already established there: at the time 
when it was beginning to be introduced into the mines here. This, 
however, is not to say that coal-cutting machinery is an American 
invention, as coal-cutting machines were known in this country as 
far back as 1761, when a Mr. Menzies, of Newcastle-upon-Tyne, 
took out a patent for a machine to cut coal, and since that time a 
host of other inventors have brought out different machines, none 
of which, however, for various reasons took on.“ With character- 
istic American energy, however, the coal-cutting machine was taken 
up, and may be said to have been developed by our cousins, and 
proved to be commercially successful. The underground loco- 
motive, also, has met with much more success in American collieries 
than here, but this is mainly due to somewhat different conditions. 

The machiuery underground up to very recently was practically 
solely driven by compressed. air, and the substitution of electricity 
has probably met with more opposition in America than in our own 
country, Where compressed. air-driven machinery was not so much 
in use. 

The New York £lectrical Review for April 8th and 15th, 1905, 
contains an interesting article describing the introduction of elec- 
tricity iuto the anthracite coal mines near Scrauton, Pa., where 
compressed air and steam-driveu machinery is gradually beiug 
displaced by electrically-driven plant. Both continuous current 
and alternating current systems are in use, the latter haviug the 
advantage when the transmission has to be made over some dis- 
tance, though where electric locomotives are installed the alternat- 
ing current is converted into continuous, -> : 
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А+ the Jermyn Colliery, belonging to the Delaware and Hudson 
Canal Co., who operate a number of mines in the district, electri- 
city is just being introduced. The pit is about 200 ft. deep, and the 
workings extend 1 mile or more from the shaft. The coal is hauled 
up inclined planes by steam engines, two being located in the pit 
and another at the surface. At the foot of the shaft a small steam- 
driven chain haul is used to carry the empty tubs up a short incline 
from the foot of the shaft; the engine is to be replaced by an electric 
motor of 73 н.р. running at 815 r.p.m., which will be geared to the 
chain haul. The generating plant is in the same house as the 
hauling engine, and consists of an eight-pole 180-Kw. 300-volt 
direct-enrrent generator coupled direct to a 243-H.». engine ranning 
at 250 r.p.m. ; this furnishes current for lights in the mine and 
breaker (heapstead), and for operating three electric locomotives 
in the mine. | | 

The switchboard consists simply of oak uprights carrying а 
number of oak slabs, to which the various instruments are secured, 
which is very different to the practice in this country. A lightning 
arrester is inserted in the power line just after it leaves thé switch- 
board. The power line consists of two cables, only one of which is 
insulated; the other is bare, and is earthed immediately after 
leaving the power house. It is interesting to compare this method 
of fixing cables with the practice here—now insisted upon by the 
law—of having both cables thoroughly insulated and protected. 

Two of the electric locomotives in the mine are used for shifting 
the tubs from the main roads to the various workings. These 
locomotives are small, weighing about 5 tons each, and have a draw- 
bar pull of 1,200 lb. The third locomotive is considerably larger, 
weighing 13 tons; it is 12 ft. long x 4 ft. wide, and about 3 ft. 6 in. 
high from the rail. It carries two 50-H. p. motors geared directly td 


the axles, and runs on 33-in. diameter wheels, the gauge being 


28 in. Its speed is about 8 miles per hour, and it has a draw-bar 
pull of 4,500 lb. The head lights are 32-c.P. lamps set in parabolic 
reflectors. Cutrent is taken from an overhead wire by means of a 
trolley. The wire is suspended from double-petticoated insulators 
attached directly to the roof of the mine by a casting. The return 
circuit is through the track and ground, hence the reason for 
earthing one cable. "This locomotive hauls the tubs from a point 
where they are gathered by the small ones to the foot of the inclined 
planes, whence they are hauled by rope by the steam-hauling 
engines to the shaft. The two small locomotives ran further into 
the workings than the trolley wire does. When they reach the 
end of the wire the trolley is unshipped, and a cable carried on a 
reel on the locomotive is attached to the trolley wire. The loco- 
motive is then enabled to go about 1,000 ft. beyond the end of the 
trolley wire. The reel is connected by a chain and sprockets to 
one axle of the locomotive, and winds or unwinds the cable, accord- 
ing to the direction of the locomotive. 

Previously to the introduction of these locomotives, the tubs in 
the mine were moved by mules, of which 55 were engaged in 
shifting and moving the tubs or cars to and from the rope hauls. 
Under the most favourable conditions the mules could haul about 
three loaded cars, each holding between 2 and 3 tons of coal. The 
best speed that could be obtained was not over 24 miles per hour. 
Each mule required a driver, whereas the 13-ton locomotive alone 
can haul a train of 30 loaded tubs at а speed of 8 miles per hour, 
and is operated hy one man, so that the saving in labour alone due 
to the locomotives is considerable. It is also interesting to nott 
that a (fireless) steam locomotive was used for some time prior to 
the installation of the electric locomotive, but was very unsatis- 
factory, on account of the exhaust steam and waste gases. Much 
time is also saved in switching the tubs, the tubs and locomotives 


being coupled and uncoupled much more quickly than was possible 


with the mules. | ; 

At another colliery—Coal Brook - owned by the same company, 
_compressed-air locomotives are in use. А sufficient proof of the 
superiority of the electric locomotives is given when it is stated 
that it is contemplated to adopt the latter in place of the former. 
To quote the article: It is anticipated that these will have many 
advantages over the compressed-air locomotives now in use, as there 
is considerable annoyance caused, and much time lost in charging 
the compressed-air locomotives, which also give trouble by 
freezing.” | 

The electric installation at this colliery consists of a 150-K w. 
three-phase, 60-cycle, 2,300-volt alternating current generator 
running at 1,600 r.p.m., driven from a steam engine by belt. The 
exciter is belted to the generator shaft. This plant furnishes 
current to operate a number of fans in the mine. Another belt- 
driven generator furnishes current for lighting. This also is a 
2,300-volt three-phase, 60-cycle machine of 300 kw. capacity, 
driven by a 400-H.P. engine running at 80 r.p.m. The exciter is 
also belted to the generator shaft. The switchboard is of grey 
. marble, and has 10 panels. In the rear of the switchboard are 
installed two constant-current transformers for the arc lights, these 
being 34-Kw. 60-cycle machines and operating with a primary vol- 
tage of 2,200, giving a secondary current of 7:5 amperes. 

The ventilating fans are driven by induction motors, the 10-ft. 
and 17-ft. fans being driven by 20 and 40-H.P. motors respectively 
at a pressure of 220 volts, obtained from oil-cooled transformers. 
A 20-ft. diameter fan is driven by & 50-H.P. induction motor which 
operates at 2,200 volts directly from the line, a much better way than 
having to introduce transformers to lower the voltage. 

Another ‘company—the Delaware, Lackawanna and Western 
Railroad Co.—who own about 15 collieries in the same déstrict, have 
extensively adopted electricity in the operation of their mines, and 
some of the plants represent the most modern practice in elec- 
trical engineering. All classes of generators and transmission lines 
are to be found, although the earlier types are being discarded. 

To show the progress that has been made on the above lines, 

three colliery plants have been selected for description. 


At Bellevue Colliery the winding is done by ordinary steam 
engines, and in one of the houses is a low-speed engine, driving by 
belt a 100-Kw. 275-volt direct-current dynamo; this was the first 


machine installed at the mine, and its use is soon to be discon- 


tinyed. On a lower floor level is a 330-kw. 275-volt direct- current 
generator, coupled direct to a 500-H. . engine running at 250 r.p.m. 
In addition to these two engines and generators, there is & 150-Kw. 
rotary converter, whith ‘converts three-phase alternating currents 
transmitted to this station from the Hampton central power station, 
some 2 miles distant. "Three oil-cooled transformers step down the 
line voltage from 2,300 volts to 104 volts, for use in the converter. 
This converter was installed temporarily about a year ago, to help 
the engines, and will be removed when the new sub-station now 
in course of construction is completed, when all the power required 
at the colliery will be supplied from the Hampton central station. 


In the sub-station will be placed a 300-xw. six-phase rotary con- 


verter, which will furnish direct current at 275 volts to the various 
motors. The six-phase current is obtained from the three-phase 


line current obtained from the Hampton plant by means cf 


transformers. There are three of these, oil-cooled, 60-cycle and 
each of 110 ку. capacity. They step down from 2,310 line voltage 
to 104 volts. The 500-H. . plant will be transferred to this sub- 
station, and used to help the converter in case of heavy loads, 
and to furnish current to the pumps and locomotives in the mine in 
case it becomes necessary to shut down the central station. 

The current is used for lighting the mine and breaker, and 


| operating locomotives, pumps, and for hauling. There are eight 


locomotives, having an aggregate of 700 н.р. These are of two 
sizes, weighing 13 tons and 64 tons respectively. The smaller 
locomotives carry a cable reel similar to those on the locomotives 
in the Jermyn Mine, which enables them to travel some distance 
beyond the end of the trolley wire. There are three hauling 
machines, which haul. the full tubs up inclines which gre too 
steep for the locomotives. The aggregate motor horse-power for 
hauling is 244. There are also seven motor-driven plunger pumps 
of the horizontal triplex, quadruplex and quintuplex types, each 
driven by a single electric motor of suitable size. The aggregate 
horse-power for this purpose is 248. 

In addition to these, there are other motors for miscellaneous 
purposes aggregating about 30 H.P., and the total horse-power repre- 
sented by motors at this colliery is about 1,200. "The generating 
capacity of the station is 580 kw., including the rotary converter. 
Electric signal: connect the different shafts with the engine houses, 
aud a telephone systém furnishes communication between the 
different levels and stations in the mine and the engine house. 

( To be concluded.) 


ELECTRIC TRACTION IN FRANCE. . 


A YEAR has now elapsed since the opening of the third section of 
the Paris Metropolitan Railway, and it is of interest to note that 
while the receipts from the first two lines of this railway during the 
first eight months of 1904 amounted to close on 13,000,000 fr., 
with a total number of passengers carried of over 73,000,000, the 


figures for the same period of 1905, including those of course of . 


line 3, are 16,702,000 fr. and 97,000,000 respectively. It will. thus 
be seen that the increase in receipts and passengers carried is 
more than proportional to the increase in mileage, the line 3 being 
only an increase of 5 miles, and the total of lines 1 and 2 being 
about 15 miles. The present daily average of the three lines of 


the Metropolitan Railway, opened for traffic, is nearly 300,000. 


passengers per diem for £2,000 receipts. 
In a speech made recently by the President of the Paris City 
Council, in respect to the Metropolitan Railway of Paris, he 


referred to the fears that were entertained by the Paris Municipality * 
regarding the facilities which would be afforded to Parisians, by 


Y 


means of the Metropolitan Railway, towards a daily exodus to the 


suburbs. This is what the authorities have continually in mind . 


whenever traction questions arise in,connection with Paris and 
district, for it is feared that with facilities to gain the suburban 


regions Paris itself will lose its present fashionable and popular 
favour as & residential centre, to the detriment of the city . 
The President of the Municipal Council (M. Desplas), 

however, stated that this idea had not up to the present time 


revenues. 


been attended with confirmation, for the Paris Metropolitan 
Railway has only served to develop the more remote portions of 
the city, and, in fact, rather helps to retain the population within 
the city walls than to facilitate its displacement. 

If at times some surprise is felt regarding the somewhat slow 
development of electric traction within and around Paris, the 


fact that the authorities resolutely set their face against anything 
tending to diminish the rateable value of the city property will 


go far to explain the otherwise curious situation. 

It can now be stated with certainty that the P.L.M. Railway 
Co. are preparing estimates in view of the electrification of the 
Cannes-Vintimille and the Cannes-Grasse divisions of their lines in 
the South of France. Some time ago 1,000,000 fr. was voted in 
order to prepare an experimental line and start а 1,600-H.r. 
locomotive thereon. It has now been decided that the money shall 
not be expended on experimental work but that work shall be put. 
in haud for the electrification of the two lines above mentioned. 
It was first intended to equip electrically a line nearer Paris, 
but it is now believed that the greater publicity to be 
derived from the transformation of the two southern 
lines will be such as to make it advisable to commence 
work on them. It has been estimated that electric, power 
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can be applied. to the dines without increase in the operating 
expenses, and single-phase current would be supplied at compara- 
tively high voltage and transformed on the train into direct-current 
hy the ‘rectifier recently designed by the chief electrical engineer 
of the P.L.M. Railway Co. a" ; 

The work will be of importance, as some 20 locomotives, cach of 
1,000 U. P., will be needed, and some eight or ten motor-car equip- 
ments, each of 800 н.р. In the present instance it is believed that 
foreign materjal would not be barred from competing. 

Although the more important towns in France are provided with 
tramway systems, the adveut of the single-phase mator has opened 
a field for the development of inter-urban communication, and 
several District Councils-will shortly be looking for parties willing 
to take ар concessions for the construction of systems of 
this description. The conditions are not very stringent, and 
the-General Councils of the Departments are generally inclined to 
aid such enterprises with part payment for construction and easy 
terms as regards interest. Mor T. 

- Among other Departments about to take active part in this light 
railway construction may be mentioned the Department de la 
Dröme (borrowing 1,550,000 fr.) Manche (13,000,000 fr.), Aisne 
(over 3,000,000 fr.), Vendée (800,000 fr)... оа | 

The Paris. General Omnibus Co. has been very slow to recover 
lost ground occasioned by the competition of the Paris Metro- 
politan Railway. The receipts for the. first 37 weeks (up to 
September 16th) of this year show on the whole a decrease of 
892,630 fr., over the receipts for the same period of 1904 
(31,088,865 fr.), hut the receipts for the week ending September 
16th amount to 750,500 fr., an increase of 2,212 fr. over those for 

1904. The rearrangement of traction matters in Paris, shortly to be 
put in force, is expected to bring some improvement to the affairs 
of this important company. 
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.NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


(Continued from page 483.) 
Fuse and Switch Clips. 


The demand for a full range of 
sizes in fuse and switch clips 
is being met by Messrs. A. E. 
HARRIS & Co, of 95, Camden 
Street, Birmingham, who аге 
making these goods from 5-amp. 
size to 400 amps., of the M type, 
in brass, copper or bronze. The 
firm is also well cmployed in 
producing special sizes and pat- 
terns of clips and contacts to 
engineers’ own specifications, as 
well as the “ thousand and 
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Fig. 21.—ЕЁозЕ AND биптсн turned sundries required by the 
CLIPS. trade. 


New Pear Switch. 


| , 
Мк55вв. BoNNELLA BROS., of 40, Rosoman Street, Clerkenwell, Е.С. 

have recently placed on the market a pear switch (Prov. Pat.) of which 
an illustration is given below (fig. 22). On pushing the spindle in. 
one direction the circuit is closed by a wedge-shape brass block 
connecting two brass plungers fixed on eitber side of it to the 
porcelain base. On pushing the spindle in the opposite direction 
tbe circuit is broken by a similarly ehaped porcelain block 
replacing the brass one. As the plungers are fixed on opposit 


Fic. 22. 


sides of tLezmovable bridge, there is practically no friction between 
the spindle and its bearings, thus allowing a very free and decided 
action. .The essential parts are made of brass and porcelain, and the 
“break” being long, it is claimed that there is no risk when using this 
switch on high voltages. The interior is made quite distinct from the 
case, so that the latter may be conveniently made of any suitable 
material or to any design to meet the requirements of contractors. 
The firm have adapted this movement to several other useful 
varieties of awitches—two-way pear switches, door switches, stan- 
dard base switches for portable lamps, &c. A small and neat table 
switch has also been designed suitable for taking the current 
required by various types of heating apparatus. | 


‚ Wooden Electric Fittings. 


he wooden: electric. fittings wbich are now being made. by: 
Messrs. J. S. HENRY, LTD., are artistic and unique in design. They 


are all made by hand, and can be matched with any style of furni- 
ture and decorations, without extra expense. "They are claimed to 
be eminently suitable for churches, public halls and libraries, and 
all buildings which contain an appreciable amount of wood in 
interior decoration, besides being specially adapted for domestic 
lighting. An excellent range of designs can be seen at Messrs. 
Henry’s premises in the City, 287-291, Old Street, E.C., or in the 
West En1, 22, St. James's Street, SSW. Those interested in such 
matters will find a visit to either of the show-rooms well worth 
while. We understand that Messrs. Henry arc prepared to appoint 
sole agents in districts yet untouched by them. We may add that 
these wooden fittings may be seen at the Olympia Exhibition, af 
the stand of the Lancashire Dynamo and Motor Co., Ltd. 


Calibrated Fuses. 


The Ввгтзн ELECTRIC CaLiBRATED Fuse Co., Lro., of 14, 
Golden Lane, E. C., are introducing a number of types in open and 
enclosed fuses for voltages from 50 to 2,000 volts, and several of the 
special examples we illustrate herewith. Fig. 23 shows their type 
No. 54 long flexible copper tails, which are made for standard 
capacities 1 to 50 amperes, give a wide range of centres, and will 
work equally well connected at the enda of the tails as close up to 


Fics, 23, 24 AND 25. 


the caps. Fig. 24 represents type No. 40 sliding knife clip fuse 
made to fit all the ordinary clip type distribution boards; it is” 
made for standard capacities from 1 to 30 amperes, and for 
а -in. range of adjustment between centres. Fig. 25 
illustrates the company's type 48 multiple wire link, which they 
make in either 10, 8, 4, 2 or 1 wire sizes, for standard 


capacities from 1 to 500 amperes. They are of pyrotin wire with- 


copper lugs, and аге claimed to operate within very close limits. 


Petrol-Dynamo Sets. 


These sets, as supplied by the SOCIETE GRAMME, of 144, Gray's 
Inn Road, W. C., are standardised in four capacities of 1, 2:5, 375; 
and 5:5 Kw. They occupy very little space, being compactly 
arranged on one bedplate, and are designed for running directly on 
lamps if neeessary, without storage battery. А sensitive centri- 
fugal governor and an elastic coupling between engine and dynamo 
are fitted. The consumption of petrol essence in the smallest type 
of these sets is under 15 pints per hour рег H.r. produced at the 
terminals of dynamo, this efficiency being increased in larger sizes. 
The 5:5 Kw. type has a two-cylinder engine. 


1.620. GRAMME PETROL Dynamo SET. 


They are also being supplied direct-coupled with clastic coupling 
to dynamo on cast-iron bedplate, fitted on strong trolley base, with 
carburetter, ignition battery, induction coil, - auto-lubricator, 
exhaust silencer, with switchboard completely fitted with ammeter, 
voltmeter, field regulator, р.р. main switch, cut-outs, &c., switches 
and connections for charging ignition battery from dynamo; also 
with a petrol tank, a-strong metal-lined wooden water tank to form 
transport,packing case when inverted, and with all tube and cable 
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connectiong necessary between engine and water tank and dynamo terminals to the + and — mains respectively. By means of a 
and switchboard. small switch arm, readings are taken on either main throngh the 


"These sets nre particularly recommended for country house instrument to earth. 
lighting, and ntore especially in cases where the proprietors are 
owners of motor-cars, as the petrol engines have all the features of 
the engines used on automobiles, with the sole difference that they 
are specially designed in all points for great steadiness in running 
when coupled direct to dynamos. | 


New Testing Instruments. 


We illustrate below some new patterns of testing instruments 
which have been placed on the market by Messrs. Morscu 
AND ScuMipr, of Basinghall Street, B.C. 

Fig. 27 shows a novel and cheap testing sot for installation work. 
It consists of a combined ohmmeter'and generator, mounted in a 
walnut case about 7 in. x 8 in. x 9 in., the whole weighing about 
12 Ib. Its chief claim for novelty lies in the fact that an absolutely 


7, 
"BU am j | 
5 3 О. P 7 | 4 : : 


Fic. 29. EAnTH LEAKAGE INDICATOR. 


* 


The need for an acid-proof portable cell tester has been felt by 
many who have the care of accumulators. It is claimed for the 
instrument, fig. 30, that it is absolutely acid proof, is unaffected by 


Fic. 27.— INSTALLATION TESTING SET. 


correct and positive reading is automatically obtained by turning 
the generator handle at an increasing speed until the needle Fic. 30.—PonrABLE CELL TESTER. 


becomes “fixed.” Fig. 28 shows the electrical working of this set. ry 


Th tor т is connected to the ing-coil milli ter— | | | 
55 saints V heat and is practically unbreakable. The voltmeter is of the 


reading аз an ohmmeter—through the unknown resistance x, and | : : : : 
also, in parallel, to the relay n. When the critical voltage is A RE type, and the permanent magnet is contained in the 
ndle. 


attained at which the ohmmeter reads correctly—i.e., when the 
precise speed is imparted to the generator, the relay в attracts the e IT 
arm у, which in turn causes the hoop н to “fix” the reading 
needle z. The needle z then remains at the reading until released 
by the spring button р. i 

It will be seen that it is impossible to obtain false readings, 
owing to voltage variation, since the needle only becomes “ fixed " 
at the precise voltage. These sets are supplied for 110, 220 


і 


чүк. Жез 


Еа. 31.— REaAVELL-VERITY LIGHTING SET. 


Fic. 28.—DiAGRAM OF INSTALLATION TESTING SET. 


м 
—————————— эы K 


Small Lighting Sets. 
Messrs. REAVELL & Co., LTD., of Ipswich, have recently made a 
special line of small lighting sets to which they fit their double-actjng 
steam engines of high speed enclosed type (fig. 31). During the lust 


and 500 volts, giving readings up to 10, 20 and 50 megobms 
respectively. 

The earth leakage indicator, fig. 29, reads direct in ohms. The 
top terminal is permanently connected to earth, and the lower 
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four months some 30 sets have been made ; they are specially adapted . 


for meeting the requirements of small installations, and they are in 
particular demand for ship lighting. Twenty sets with these 
engines have been supplied to the L.C.C. for its new river steamers, 
and one is on view at the Olympia Exhibition at the stand of 
Messrs. Veritys, Ltd. : 


Stoke Railway Station Lighting and Pewer Plant. 


The accompanying illustration (fig. 32) shows one of two sets of 
steam engines and generators which have recently been supplied to 
the North Staffordshire Railway Co by Messrs. BUMSTED AND 
CHANDLER, of Cannock Chase Engine Works, Hednesford, Stafford - 
shire, for lighting Stoke Station, and for running motors in the works 
close by. ‘These engines are placed under the booking offices, and 
under the circumstances must, therefore, necessarily be free from 


— 


Fic. 32 —Bumstrep & CHANbLER-ROvCE 40-K w. PLANT AT STOKE. 


vibration and noise. The set illustrated was specified to give 
40 kw. with 120 lb. steam pressure, and under test 44 kw. was 
obtained at 500 r.p.m. 

The engines are compound, with 13 in. L.P. cylinder and stroke: 
6 in.; forced lubrication is fitted up to 30 Ib. oil pressure.when desired, 
but the pressure can be reduced at will by an adjustable relief valve 
to 15 lb., which is found ample to keep the engines perfectly quiet. 
he oil is forced into all the working parts, bearings, crossheads, 
pins and guides hy a valveless pump, placed at the end of the engine 
in a most convenient position for inspection and cleaning. All the 
crankshaft bearings are of white metal, and can be taken out, both 
bottom and top, without moving the crankshaft. The fly-wheel is 
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Fic. 34.—“ PREHISTORIC” DESIGN. | 


bolted on to а solid flange forged on the crankshaft. The crank 
case is fitted with large doors both back and front of the engine, 
and this, together with the light bonnets over the end bearings and 
governors, makes every part of the engine easily accessible with 
ordinary epanners. The makers usually employ metallic packing 
of their own make, which is durable and steam-tight. The engine 
base is made with faced flanges at the end, so that any mnke of 


Pp ч ET 


dynamo can be fitted to it, thus dispensing with any extra under- 
base, and, consequently, extra weigbt and height. . 

ù The dynamo was made by Messrs. Royce, of their six-pole type. 
With a higher steam pressure, the engine is capable of giving 
80 B. H.. continuously. Any water of condensation which may 
come from the piston-rods is caught in the distance pieces, and then 
drained away, so that none gets into the crank-pit. 


Twin Carbon Arc Lamp. ` 


The twin carbon lamp, which has been devised by Messrs. SMITHSON, 
SHARPE & Co., of Manchester, and is illustrated berewith (fig. 33), 
differs from others on the market in that it consists of two 
complete lamps enclosed in one case and globe. By thjs means 
a perfect regulation of the two arcs is obtained, and the two 
carbons can be made to burn equally. There are two shunt 


/ 


Fic. 33.—Twin CARBON Авс LAMP. 


and two series coils in the two distinct lamps; there is, how- 
ever, plenty of room inside the case, and by careful design each- 
side of the lamp has been reduced to only two working parts. "The 
makers consider that it pays to give good value, in that after the 
lamp has been bought no trouble is caused through trying to make 
one &et of mechanism do double work, and they state that they have 
these lamps in use with complete success. They also manufacture 
а double-carbon lamp of similar outward appearance. 


i —— m 7 
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Ев. 35.—" BERNERS " DESIGN. 


Ornamental Switch-Plates. 


Messrs. Косев Dawson, LTD., of 8, Berners Street, W., are 
supplying a variety of high-class switchplates, bell-push plates and 
other decorative metal work, reproduced from the exclusive designs 
of Mr. Frank Lutiger, the well-known artist in metals. It is claimed 
that the artistic feeling is eo faithfully portrayed that it is prac- 
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tically impossible to distinguish these plates from work executed 
by hand. In іле manufacture of the plates great care is taken to 
ensure an even deposit of copper, and from the specimens which we 
have selected for illust ration, it will be gathered that they are very 
suitable to form part of a particular scheme of decoration. In 
regard to finish, they are supplied in oxidised or polished silver, 
bright or antique copper, i polished or antique brass. 

Fig. 34 is No. 1 in the Prehistoric " series, and fig. 35 represents 


No. 17 in the “ Berners" series of registered designs. Various 


others appear in the firm's recently issued list, wherein prices and 
some general iuformation on the subject are also given. 


Portable Electric Drills. А 


In the accompany ingifigures, Nos. 36 and 37, we illustrate the latest 
type of portable electric drill which is introduced: by Messrs. S. 


gm ELECTRIC DRILLS, 


Power Co., this not being a municipal undertaking. 


The motors are the same as are used with the firm's three-specd 
electric hand-drilling machines, motor and speed reducing gear 
being entirely enclosed. The speed reduction and the change of 
the speed is effected through a sun and planet gearing attachment. 
The gear wheels are machine cut, and all the spindles run in ball 
bearings. One of the illustrations shows the feed effected by a lever 
lowering the machine itself, and the other by a lever raising thc 
object to be drilled with the table. The machines are built iu 
various sizes for drilling, tapping and тїшїп holes up to 14 in. 
diameter, and for any voltage up to 500 p.c. The construction is 
up to date, and first-class workmanship is obtained by а skilled 
staff, who, we understand, have manufactured electric pim for 
the last 15 years. 


Electric Launch for Sweden. 


The photograph which appears below shows an electric launch which 
has recently been fitted up with the accumulators, gearing, &c., of 
the BRISTrOL ELECTRICO SAFETY Lamp Works, of Westminster. 

The hull, which is built of mahogany, is 18 ft. long, beam 
4 ft. 4 in., draught, loaded, 18 in., seating capacity, 10 persons. The 
motor, which is 14 E. p., is arranged for 70 volts, and runs at 
700 r.p.m. The battery consists of 86 accumulator cells having 
a storage capacity of 100 ampere-hours, and is sufficient for a 5-hours' 
run at full speed of about 7 miles per hour. = ae 

The dimensions of the accumulators are as follows: 5§ x 48 x 
95 high overall. The starting and reversing gear, which is of Mr. 
Bristol’s design, is simple and substantial in construction, and so 
arranged that the 36 cells can be joined up in two parallels to give 36 
volts when required. The starting, as well as half or full speed 
ahead or astern, is controlled by two levers. 

The boat is running on the Norwegian lakes in Setersdal, near 
Kristianssand, and the power of a waterfall in the neighbourhood 
is utilised for generating electric current for charging the battery. - 


(To be continued. 35 


| OUR LEGAL QUERY COLUMN. 
[Questions addressed to the Editors for insertion in this column should 

be written on one side of the paper. Free use of fictitious names, dc., 
. may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake £o be responsible for the accuracy of 
ne een ee eae | 


“R” writes :—' It is desired to install a small TUA plantlin 
а workshop, and from it to süpply current for lighting purposes, not 
m to the building itself, but also to seven or eight adjacent 
shops. 

The neighbourhood is supplied by a local Electric Light and 
I wish to 
know whether the Supply Co., in virtue of any rights they may 
possess, can prevent me supplying current within their area either 
at the price they charge or at a lower rate.” 


Fia. 38.—ELEQTRIG LAVNCH'FỌR NORWEGIAN LAKES, 


Wor & Co., of 138, Southwark Street, 8.Е. The motors are geared 


for a suitable speed, and the views represent two different ways of 
feeding the drill. Tae machine is supplied in various sizes for 
drilling holes up to about 14 in. in diameter. 


„% „ R” is quite entitled to install the generating plant and to 


give a supply to whom and at what price he chooses. The company 


have no monopoly and no control over him. 
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INEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by ak P. Тномрзох & Co., Electrical Patent 
Agents, 322, High Holborn, London, W. C., and at Liverpool, to whom all 
inquiries should be addressed. 


! 18,209." “Improvements in electric control systems and apparatus therefor.” 
L. A. TinniLL. (Date applied for under Patents Act, 1901, September 8th, 1904, 
being date of application in United States.) September 8th. (Complete.) 

18,904. “Improvements in gas or vapour electric lamps." The firm W. C. 
HrRAEUsS. (Date applied for under Patents Act, 1901, October 14th, 1904, being 
date of application in Germany.) September 9th. (Complete.) 


18,319, 'Improvements;n and connected with telephone exchanges working 
on the central microphone battery system.“ Н. OPPENHEIMER. (Aktiengesell- 
schaft Mix & Genest, Germany.) September 11th. 


‘ 18,840. ‘Improvements in- push button and like devices." N. R. STILES. 
September llth. (Complete.) 


- 13,368. “Improvements relating to automatic “electrical time switches.“ 
J. Beng and F. C. WinsoN. September 12th. 


18,375. “ Improved means for connecting tubular electrical conduits 
together and to their fittings." J. W. Brooxs (trading as the Walsall Hardware 
Manufacturing Co.) and A. E. READ. 


48 18,880. Ап improved cut-off attachment for telephones." E. WRIGHT. 
September 12th. ' z 

18,881. Reversible galvanic battery.“ С. B. Asxew. September 12th. 
(Complete.) 

18,884. “ Ар improvement іп magnetic motors.“ T. GRAINGER. September 
12th. (Complete.) 
© 18,401. Continuous- current machine with cord winding and reversing 

les.“ SikMENS Bros. & Co., Lrp. (Siemens Schuckertwerke G. m. b. H., 

ermany.) September 12th. (Complete.) 

18,408. “Improved incandescence bodies of tantalum wire for electrical glow 
lamps." SIEMENS & HALSKE AKTIEN-GESELLSCHAFT. (Date applied for under 
Patente Act, 1901, October 18th, 1904, being date of application in Germany.) 
September 12th. (Complete.) 


18,119. Telephone improvement and relating to." J. Skwimsky. Sep- 
tember 12th. 


18,424. ‘* An electric plug adaptor." O. ZIMMER. September 12th. 


18,427. ‘Improvements in and relating to appata ae tor purification of water 
by electrical means.“ J.F. Lester. September 12th. (Complete.) 


18,47. ‘Improvements in electric motor-starting and controlling switches." 
Тнк British THomson-Hovuston Co., тр. (The General Electric Co., United 
States.) Beptember 12th. 


18.459. Improvements in connection with electricity supply systems." 
G. WiLKINSON. September 18th. a 


18,484. ‘Improvements in electrodes and in methods of m same." THE 


BnirisH THomson-Hovusron Co., LTD. (The General Electric Co., United States.) 
September 18th. 


18,485. Improvements in electric fuses.” THE British T'HoMSON-HOUSTON 
Co., LTD. (The General Electric Co., United States.) September 18th. 


18,519. Improvements in and relating to electrio control systems." THE 
ALLGEMEINE KXTRICITATS-GES. (Date applied for under Patents Act, 1901, 
September 13th, 1904, being date of application in Germany.) September 19th. 
(Complete.) | 

18,528. ‘* Improvements in electric heaters." G. Davis. September l4th. 


18,620. Improved slow-speed operating mechanism for electric motor 
starters and like resistance switches." VzeRITYS, LTD., and A. E. Gorr. Sep- 
tember 15th. (Complete.) | 


18,684. Improvements in devices for mechanically and electrically connect- 
ing Hon or conduits to fittings or other parte." G. WHITEHEAD, JUN. tem- 

r А 

18,646. Ап improved ball joint or socket suitable for supporting electric 
peut ace and for other purposes." Н. Hmstand J. Н. CoLuines, Septem- 

r А | 

18,673. Bracket for carrying а light on the head and electrical fittings for 
use therewitH." O.MriLLAURO. September 15th. (Complete.) 

18,694. ‘Improvements in and relating to type-printing telegraph trans- 
mitters.” F. Н. W. Hiceins. September 15%һ, 

18,697. "Improvements in inspection boxes and fittings for use with steel 
conduits for electrical purposes. С. E. GUNNER, September 15th. 

18,750. “А coin-freed magnetic game of skill." W. H. DixoLk and J. M. 
UnquHaRT. September 16th, г 

18,751. ‘Improvements in and connected with electrical resistances.” M 
Ciarman and G. L. Strong. September 16th. 


PUBLISHED SPECIFICATIONS. . 


Copies of any of these Specifications may be obtained of Messrs. W. Р, 


Tuompson & Co., 822, High Holborn, W. O., and at Liverpool, price 1] 
free, 9d. (in stamps). | ` Бы 


1904. 


AUTOMATIC TELEGRAPHIC APPARATUS. Damaskinos. 21,917. October 8rd, 
ELECTRO-THERMIC Fans. De Mare. 22,905. October 24th. | 


Srack TELEGRAPHY, Stone. (Date applied for under International Convention, 
April 11th, 1904.) 29,145. Decomber 30th. 
Support ron AERIAL CONDUCTORS UKSED IN SPACE TELEGRAPHY, Stone. (Date 


applied for under International Convention, May 8rd, 1904. 29,146. 
December 30th. 


TriLkPHONE SYSTEM. Brander. 16,038. 


APPARATUS FOR THE GENERATION OF ELECTRICITY, PRIMARILY DESIGNED FOR ThE 
ELECTRIC LiGHTiNG or Trains. Hutchins. 16,059. 


ELECTRICAL WINDING MECHANISM AND SWITCHES CONNECTED THEREWITH. Du 
Bois. 16,210. 

BYsrrws or ELECTRICAL Юіѕтвівстіох. Weintraub. (Date applied for under 
International Convention, July 23rd, 1908.) 16,256. 

OPERATING ELECTRIC RECTIFIERS, VAPOUR LAMPS, AND THE LIKE, IN BYSTEMS OF 
ELECTRICAL DisTRiBUTION. Weintraub, (Date applied for under Inter- 
national Convention, July 23rd, 1903.) 16, 257. 


ARMATURE CONNECTION “FoR MOTOR ELECTRICITY METERS. Geyer. 16,815. 


——RLECTRO-PNEUMATIC CONTROL Systems. British Thomson-Houston Co., Ltd. 


"General Electric Co.) 17,018. 

ELECTRICAL CONDUCTORS SPECIALLY APPLICABLE TO OVERHEAD CONDUCTORS FOR 
ELECTRICAL Tramways. Ginders. 17,902. 

ELECTRIO MoTron.CoNTROL AND APPARATUS THEREFOR, British Thomson- 
Houston Co., Ltd. (General Electric Co.) 18,203. 

KL LECTROLYSERS. Bartelt. 18,356. 

SINGLE-PHASE ComMMUTATOR Morons. Punga. 19,109. 

ELECTRIC Arc Lamps. Carolan. (General Electric Co.) 20,380. 

RectiryinG ALTERNATING ELECTRIC CURRENTS, Carolan. (General Electric 
Co.) 20,381. 

ELECTRIC TRANSEORMING Devices. Carolan. (General Electric Co.) 20,178. 


AuToMATIO ELEcTRO-MAGNBTIO CONTROLLERS, ESPECIALLY APPLICABLE ron-Uen 
IN ELRC TRI METERING Бүзткмв. British) Thomson-Houston Co., Ltd. 
(General Electric Co.) 90,548. 


ConTROL or. Егкствіс Motors. Carolan. (General 8 Electrio Co.) 20,550. 


| Execrric Furnaces. British Thomson-Houston Co., Ltd. (General Electric 


Co.) 90,809. 
s Ph rr at British Thomson-Houston Co.,Ltd. (General Electric 
. p . 

Pipes OR TUBES FoR CONTAINING UNDERGROUND ELECTRICAL CABLES OR Сок: 
DUCTORS. Chambers. 20,898. 

CONSTRUCTION OF DYNAMO AND LikE BRusHEks. Chaplin and Chaplin. 92,966. 

Tmin DEVICES rog TURNING On AND Orr Gas, ELECTRIC CIRCUITS AND OTHER 
27,840. Horstmann, Horstmann, Horstmann, Horstmann and Edgar. 

ELECTRIC lewirERS ron Expiosion Morons. Guillou. (Date applied for under 
International Convention, January 2nd, 1904.) 29,187. 

MEANS FOR ELECTRICALLY OONTROLLING PHONOGRAPHS AND CINEMATOGRAPHS IN 
COMBINATION. Soc. L. Gaumont & Cie. 15,708. (Date applied for under 
International Convention, July 17th, 1908.) July 14th. 

ALTERNATING CURRENT ELECTRIC METERS. Union Elektricitáte-Ges. 1 
ee applied for under International Convention, July 18th, 1908.) July 

TROLLEY TURNERS on DEVICES FOR MOVING THE TROLLEY PoLEs ОР ELEOTRIC 
Cans. J. W. Bamber. 17,748. August 16th. А 

ELEOTrnIO CowrBoLLERs. British Thomson-Houston Co., Ltd. (General Еіесе 
tric Co.) 17,809. August 16th. 

PROCESSES OF OXIDATION AND REDUCTION EFFECTED IX AN ELECTROLYTIC BATH. 
О. кар (Farbwerke vorm. Meister, Lucius and Brüning.) 18,042. 
August 19th. . 

REGULATORS ron ELECTRIO Circuits. British Thomson-Houston Oo., 1% 
(General Electric, Co.) 19,478. September 9th. 

ELECTRIC Motor CoNTROLLERS. British Thomson-Houston Co., Ltd. (General 
Electric Co.) 19,885. September 15th. 

Exgorric RAILWAY BYsTEMS EMPLOYING SxcTioNaL Conpvucrons. British 
e pron Houston Co., Ltd. (General Electrio Co.) 19,886. September 


DEvicEs ron PRoTECTING ELECTRIO RAILWAY SIGNALLING SYSTEMS FROM EXCES- 
SIVE . British Thomson-Houston Co., Ltd. (General Electrio 
Co.) 19,891. September 15th. _ 

SHUNTS FOR ELECTRICAL MEASURING INSTRUMENTS OF THE Movine-Com ТҮРЕ. 
Evershed & Vignoles, Ltd., and E. B. Vignoles. 19,998. September 16th. 

MEANS FOR ASCERTAINING THE PowER FACTORS IN ALTERNATING CURRENT 
SvsTEMS. A.Grammont. 94,692. (Date applied for under International 
Convention, November 94+}, 1908.) November 14th. 

ELECTRIC IGNITION APPARATUS FOR INTERNAL ComBUSTION Engines. A. Eok- 
stein and H. J. Coates. 26,527. December 6th. 


Us or Vapor ELECTRIC Conpvuctrors IN DISTRIBUTING Srernus yor RECTIFYING 


ов OTHER Purposes. O. O. Kruh. 15,669. ee applied for under Inter- 
national Convention, July 18th, 1908.) July llth 

ELSOCTRICITY ‘SERVICE SYSTEMS AND JUNCTION BexEs THEREFOR. G. W. Owen. 
16,843. August 2nd. 

ELECTRO-MAGNETIO BRAKES FOR VEHICLES. E. Kramer. 16,962. (Date applied 
for under International Convention, August 7th, 1908.) August 2nd. 

ii “ты W. E. Cook. 16,968. (Post-dated September 18th, 1904.) August 


MEANS ron RECEIVING OR TmAN.LATiNG ELECTRIC, WIRELESS on Lu Ім. 
PULSES, С. R. Underhill. 16,978. August 3rd, 

ELEcTRIO BELLS, INDICATORS AND Dom :втіс TELEPHONES. 8. A. Bhisey. 17,048. 
August 8rd. 

Execrrio CONTROLLERS, W. H. Scott. 17,442. August 10th, 

Exgcrrio Мотов Соктвоі, Systems. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 18,208. Au zust 22nd. | ; 

TRANSFORMERS ESPECIALLY ADAPTED FOR USE ON ELECTRIC VEHICLES. British 
Thomson-Houston Co., Ltd. (General Electric Co.) 18,204. August and. 

INTERRUPTERS FOR IGNITION COILS OF INTERNAL COMBUSTION Enns. J. Car- 
pentier. 18,615. August 27th. 

TELEPHONE Совр. E. G. Sievert. 19,160. September Sth. 

WALL SOCKETS AND SWITCHES FOR ELECTRICO Circuits. G. E. Fletcher. 19,506 
September 10th. 

MEANS ron EFFECTING THE IGNITION or C°MBUSTIBLE GASES IN Gas ENGINES, 
A. H. Thwaite and M. W. Ward. 20,446. September 22nd. 


IusuLATING EDGEWISE-WOUND ELECTRIC CoiLs. British Thomson-Houston Co., 


Ltd. (General Electric Co.) 20,715. September 26th. 


LEADING-IN CONDUCTORS FOR ELECTRIC INCANDESCENT LAMPS AND THE LIKE. 
E. A. Carolan. (General Electric Co.) 20,965. September 26th. 


Exxectric Tracrion. R. S. Clouston. 20,976. September 20th. 

ELECTRICAL MEASUBING INSTRUMENTS. G. K. B. Elphinstone and H. F. Fast 
21,028. September 30th. 

ALTERNATING CURRENT ELECTRIC Motors, Е. A. Carolan. (General Electric 
Co.) 91,048. September 30th. 

ELECTRIC Enercy METER. E. J. Javaux. 21,807. October 4th. 

pis iho Barrerms, H. Н. Lake. (Soo. Anon. Le Carbone. 21,072. October 
8th. 

MEANS FOR TROLLEYS OB VEHICLES TO PICK UP AND RETURN Eitzcrnic CURRENT 
FROM AND TO CONDUCTORS THEY TRAVERSE AND OBTAIN MOTION. Б. С. Bayer. 
92,872. October 18th. 


1905. 


INCANDESCENT ELECTRIC LAMPS. Gerow апа Gerow. 1,079. 

INDUCTION REGULATORS FOR ELECTRIC CuRRENT. Finzi. (Date applied for 
under International Convention, January 27th, 1904.) 1,588. March 18th. 

Apparatus FOR PRODUCING ELECTRIC REACTIONS IN GASES BY AID OF ELECTRIC 
Ancs. Birkeland. (Date applied for under International Convention, 
February 20th, 1904.) 3,525. February 20th. 

APPARATUS FOR ENABLING TELEPHONIC AND TELEGRAPHIC MESSAGES TO BE 
TRANSMITTED OVER THE SAME LINE. Turchi and Brune. (Date applied for 
under International Convention, April 2nd, 1904.) 3,913. February 24th. 

Vapour ELECTRIC Lamps. Thomas. (Date applied for under International 
Convention, March 28th, 1904.) 5,220. March 18th, 

ErEcrRIC Light HANGER FOR WALLS. Lau. (Date applied for under Inter- 
national Convention, April 28rd, 1904.) 8,253. Ap 8th. 

ELECTRO-THERAPEUTIC Ray Tuse. Cossor. 1,369. 

ELECTno-DxNAuic RAILWAT TRACTION SvsrEMS. Dulait, Zelenay and Rosenfeld, 

‚820. ү 

PNEUMATIC DEVICES FOR SUPPORTING, ACTUATING, AND CONTROLLING THE TROLLEY 
PoLEks or ELECTRIC CARS AND THE LIKE. Gunyon. (Magney Manufacturing 
Co.) 2,693. 

DETECTORS FoR ELECTRO-MAGNETIC WAVES OR OTHER WEAK ELECTRIC IMPULSES, 
Thompson. (Ges. für drahtloso T'elegraphie m.b.H.) 5,456. 

ELECTRIC TRAIN SiGNALs. Sullivan and Renshaw. 5,863. 


BysTEMS OF ELECTRICAL DISTRIBUTION OF Dinkcr CURKENTS BY MBANS ОР VAPOUR 
ReEcTIFIEKsS. Hewitt. (Date applied for under International Convention, 
May 13th, 1904.) 8,972. 

OVERHEAD CURRENT COLLECTORS FOR ELECTRIC RAILWAYS AND Tramways. 
Platte. (Date applied for under International Convention, May 14tb, 1904.) 
10,100. 


INTER-COMMUNICATION TELEPHONE BysrEus. Birnbaum and White. 12,699. 
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THE EXHIBITION. 


For those sho take an active interest in the electrical 
industry and especially - those who are engaged in the 
neighbourhood of the metropolis—there is one ruling topic 
just now, and that topic may be summed up in the one 
word Exhibition. Olympia has proved to be a success 
already, a success, we believe, quite beyond the imagination 
of those in whose minds the idea first had birth; indeed, 
in the flush of early enthusiasm during, the latter days of | 
last week there was à rumour—only a wish perhaps—about 
a possible,postponement of the closing date beyond the 21st. 
That, however, we understand to be an impossibility, because 
the premises will be needed immediately after the Electrical 
Exhibition is closed, for preparations to be made for the show 
which is to follow it. But even were it possible we do not 
consider that it would be desirable. 

A point upon which we have heard decided opinions 
expressed, is that the daily opening and closing times are 
both too early. It has been represented to us that many 
visitors whose presence is desirable from a business point of 
view, proceed to Olympia after dinner, and arrive too late in 
the evening to enable a thorough examination of the more 
popular exhibits which appeal to them, and for which they: 
аге potential customers, to be made before 10 o'clock—the 
official closing time. Here, again, the management asserts 
that is impossible to make any alteration, so the situation must 
be- accepted, though with considerable regret in some cases. 

The Olympian Exhibition is not appealing merely 
to thousands and tens of thousands of sight-seers. It +s 
doing that, and doing it well, апа its influence will remain 
for a long time to come, bringing much benefit to the 
electrical industry. But it ів. also playing the very im- 
portant part of being a great educational object-lesson for the 
electric lighting engineers, their assistants aud their muni- 
cipal committees, who have been coming from all parta of 


the United Kingdom to learn whatever there is to be learned 


at Olympia, to aid them in popularising their own systems of 
supply with the private lighting and power consumer. 

The ELECTRICAL REVIEW has made a modest attempt to 
keep the exhibitors advised as to the dates upon which these 
engineers and committee deputations expected to be present. 
We are amply repaid for this by the expressions of appre- 
ciation which have been showered upon us from various 
For the benefit of the very wide circle 
of readers who are not exhibitors, we give on another page 
a list of some further visite of this description which are to 
be made during the remaining weeks of the Exhibition. In 
thanking those engineers who have so kindly assisted us in 
the compilation' of this information, we should like to 

suggest to others who have not received our applications that 
they should dro» us a card saying when they will be coming, 
so that we may make our later lists as complete and valuable 


as possible. 
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Our own impression thus far has been that Olympia is as 
important just now for seeing men as for seeing things. 
Opportunities have been afforded to many trade and manu- 
facturing representatives to get into close touch with just 
the very men they want to meet, those whom at other times 
they experience some difficulty in locating. Апа when this 
sort of thing occurs, it means that business is proceeding 
satisfactorily. Indeed, there are various indications that British 

. electrical manufacturing and trade in general are awakening, 
and that times of greater prosperity are at hand. We hope 
we do not read the signs incorrectly. 

There has been a good deal of journalistic trash appearing 
in the newspaper Press relating to the show ; that was, we 
suppose, to be expected. Опе writer glorifies the motor-car 
industry at the expense .of the electrical, purely because he 
finds that our great industry has not filled every available 
foot of space at Olympia ; he ignores altogether the fact that 
the show is not, and never was intended to be, representative 
of heavy electrical engineering. A glance at the catalogue, 
and a consideration of the names of important manufacturing 
firms who are not in evidence, would be sufficient informa- 
tion for anyone who wished to have a proper knowledge. To 
be able to write a criticism of any matter for the daily Press 
seems to require merely a half-knowledge of the facts, and a 
gift of laying on exaggerated fancy-talk calculated to tickle 
the reader. In another paper a correspondent has suggested 
that the capabilities of electricity as a humane means for 
electrocuting cattle should be demonstrated in actual 
practice! But we suppose we must not be too severe on 
those who are helping to draw the public to Olympia—for 
after all that is the great thing required, to get the people 
there. The Exhibition will do the rest. 

We have a complaint to make with somebody—we do not 


know exactly whom, unless it be the management and the 
Hammersmith Borough Council electricity department. On 


Monday there was to have been an interesting demonstration 


of electric heating and cooking in the specially-equipped 
kitchen. This department of electricity is in need of all 
the encouragement that this or any other exhibition could 
give it, but it will receive no impetus whatever from a 
demonstration, which is no demonstration at all except of 
failure. And it was a failure, not through any fault of the 


actual apparatus on show, but purely because when the . 


event, was due there was no current available for the purpose. 
This is not the only complaint that has been made about 
the supply of electricity in the Exhibition building. 


À MEMORANDUM has been issued by the 
Board of Education to the Inspectors of 
Technical Institutions, referring to the 
advantages accruing from co-operation between employers of 
labour and the managers of technical institutes, with regard 
to the instruction of employés and apprentices. We called 
attention some time ago to the action of the North-East 
Coast, Institution of Engineers and Shipbuilders, the Council 
of which is fairly representative of the shipbuilding and 
engineering employers, towards technical training ; and the 
memorandum referred to above would appear to have been 
inspired by the results of the co-operation existing in the 
North between educational authorities and employers of 
labour. It is pointed out that the interest taken by 
employers or forcmen in the technical studies of apprentices 
шау, and generally dces, exercise an important influence in 


Technieal 
Classes. 


helping these youths to appreciate the value to them of 
technical education. The methods in which employers can 
co-operate with teaching authorities are enumerated, and 
these are :—(1) In assisting with the class fees or the giving 
of prizes. (2) By increase in wages. (3) By allowing time 
for attendance at class. (4) By providing scholarships for 
specially qualified students. (5) Supervision. That is, 
keeping under observation the curriculum of the local 
technical institutes and offering suggestions with a view to 
bringing the instruction into line with the special require- 
ments of the industries. 

From the apprentices point of view, no doubt, the increase 
in wages is the one which appeals more directly to them. 
In certain cases where apprentices have passed successfully 
through a course of study approved by the employer they 
become entitled to a rise in wages which would otherwise 
not be due. In other cases encouragement is offered by 
giving preference for more remunerative posts to employés, 
who, by taking advantage of technical classes show increased 
efficiency. The time allowed from work for attendance at 
classes is also a very important and valuable consideration. A 
youth who has to rush off from the workshop and proceed 
direct to his class, which may be at some distance, is handi- 
capped considerably as compared with one who can go home 
and obtain change of clothes and a substantial meal before 
proceeding to his class. Ап hour's allowance on a class 
night is, therefore, a considerable advantage to an appren- 
tice. Another form of remission of time takes the shape of 
* writing off" part of the apprenticeship course. In this 
way the apprenticeship of a good student may be reduced by 
as much as one year. It is a very satisfactory sign that 
employers generally are beginning to recognise the value of 
technieal education, as not only do they help to raise the 
intellectual standard of workmen, but their practical interest 
in educational matters tends also to improve the character 
of the technical teaching generally, by bringing it more into 
line with actual requirements and rendering it less academic — 
in character. 


WE are glad to announce—on unim- 


eee peachable authority—that ** instructions 
of India, have been issued to Customs officers for 


the separate enumeration of imports of 
electrical machinery in the returns of the sea-borne trade 
of British India. In our issue of June 2nd last we drew 
special attention to this omission and urged its remedy. 
This new departure, if the headings under which the 
information is collected are well chosen, will enable the 
student of Indian Blue-Books to state definitely the extent of 
German and American competition in various branches of 
electrical trade as measured in India. Hitherto, the only 
indices of this trade were the respective values of the goods 


exported at their British, German or American port of ship- 


ment, a sum whose competitive value was liable to modifica- 
tion by reason of freight charges. "This increased recogni- 
tion of the value of electricity in our Eastern Empire is 
certainly welcome. We should like to express a hope that 
now that the reform asked for has been conceded, informa- 
tion should be collected in as valuable a form as possible. 
Two main headings, electrical machinery and electrical 
fittings, would be good, but the sub-divisions which we 
publish once a month of the electrical exports of the United 


Kingdom would afford a much better system of enumeration. 


The Government of India possesses a high repute for the 
minute details which its statisticians enumerate. We have 
already alluded to the computations of the value of corks 
imported, but the Indian railway returns are even more 
exhaustive, the net of official information securing for 
preservation such facts as the carriage of five tons of ginger 
on the Bengal Central Railway in return for a payment of 
26 rupees. The system of classification of electrical importa, 
which we suggest for adoption, will have to deal with large 
items, and cannot, therefore, be dismissed as affording too 
many sub-headings to be of value. 
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NATAL HARBOUR BOARD DEVELOPMENTS. 


[By our DURBAN CORRESPONDENT. | 


THE adoption of electric cranes to replace the present 
hydraulic ones at Durban has often been discussed, and 
we are pleased to note that a start has been made. 


engineers, of Bath, and the electrical equipment was supplied 
by Messrs. Bruce Peebles & Co., Ltd. 
Briefly, the details are as follows :—It has a longitudinal 
travel of 1,435 ft., the width of the span is 185 ft., and it 
lifts 20 tons at the.rate of 10 ft. per minute. The traveller 
that runs on the top of. the gantry weighs over 90 tons, and 


it is equipped with four series of reversing motors working 


at 500 volts. | 
Tbey are of the ventilated type, specially designed for 
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LARGE ELECTRIC CRANE AT DunBBAN,38HOWING STAGING. 


The present mammoth crane was the subject of 
much interest to those present at its inauguration 
on August 29th. The crane is used in connection 
with the concrete block building yard, for the purpose of 
lifting and transporting the huge concrete blocks used in 


on the hoisting motor is of the “ flat ribbon " type 


- 


crane work. Carbon brushes are used on the motors, which 
do not require to be moved for any variations in the load up 
to the maximum, and there is no sparking. The resistance 
, on the cross 
traverse and longitudinal travel of the “ squirrel ™ type, the 
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ELECTRIC GANTRY CRANE COMPLETED. 


the constriction of the Quay Walls, the power being sup- 
plied from the Harbour Board power station at 500 volts. 
The crane is one of the largest of its type in the world ; 
the materials were made by Messrs. Stotbert & Pitt, 


controllers are of the * tramway " type, aud the bearings of 

the motors are lubricated by means of oil rings. The insu- 

lated cables are lead-covered, and current is conveyed to the 

traveller by means of a collector at one end, which runs on 
D 
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two trolley wires supported from brackets fixed to the inside 


of the gantry immediately under the rail. All the gear wheels 


are cht.; the hoisting motor is 20 B. . P., and the cross traverse 
motor.12 B.H.P.. Two 40-B.H.P. motors are mounted one 
on each end of the traveller for the longitudinal travel. 
These motors are во arranged that they will give six speeds 
of travel from 100 ft. to 300 ft. per minute. This is aceom- 
plished by means of the controller situated inside the atten- 
dant's cabin. ge qe AENEA 

The hoisting motor, cro&&-traverse and longitudinal 
travelling motors have gravity brakes connected in series 
with their fields ; this form is considered very effective, as 
should the current fail through any cause, the brakes will be 
immediately applied. In addition, the hoisting motor has 
both foot and hand brakes. | ar 

The erection of the crane was carried out by Mr. Alfred 
Short, engineer, Durban, under the supervision of Mr. 
Thompson, mechanical engineer to the Natal' Harbour 
Board. The electrical equipment was. done | 
Natal Harbour Electrical Department, under the super- 
vision of Mr. G. Stobie, Government, Harbour Board elec- 
trical engineer. | 

The erection of the gantry has been carried out with the 
greatest expedition. The time taken in erection was only 
two months. The foundation is a substantial construction 
of concrete 13 ft. x 6 ft. x 4} ft. 
structure, including crane and motors, amounted to £13,500. 
The crane itself, which weighs about 95 tons, was lifted in one 


piece to its position on the gantry rails, a height of 22 ft. 


This difficult work was done by means of staging and 
hydraulic jacks. | 7 
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TECHNICAL CLASSES. 


— —-— 


Bv W. G. RHODES, D.Sc., M.LE.E. 


— 


PROMPTED by the leader in a recent issue of thé ELECTRICAT, 
RRVIEw, I venture to make а few remarks on this important 
topic important because good technical classes are needed, 
and important because a great amount of public money ‘is 
being spent—some say wasted—on technical education. 

I do not propose to deal now with regular day courses, ав 
I have already, on other occasions, expressed my views thereon. 


It is the evening classes about which I desire to say 


something. 

Ав is indicated in the leader referred to, evening students 
attend classes in order to obtain some information directly 
bearing upon their daily work, in order to become more 
intelligent and more efficient workmen. 

The question arises : Ате evening classes usually arranged 
and conducted in such a way as to meet this requirement ? 
There is a doubt about it. n 

To illustrate our argument, take the case of а dynamo 
designer—there are many who do not understand the under- 
lying principles thoroughly—wishing. to obtain a clearer 
insight of the subject. He works, say, in one of our large 
towns where there exists a technical’ school which is osten- 
ку conducted on the most approved lines. 

What can he get? 

There may be a special course of lectures on dynamo 
design, but as а rule the lecturer will assume as known the 
very things which many of the students wish fo learn, as, 
for instance, the formul:e— ы 


ВСЕ 


A t 
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10 pA 
or methods of measuring resistance, permeability, &c. - 

If he does not fully understand these, he is informed that 
he should attend the regular and stereotyped courses which 
prepare for the examinations of the City and Guilds. If 
he, acting on this advice, joins such classes—especially the 
ordinary grade—he has to attend some 30 lectures in order 
to obtain information which could be given in ten. The 
remainder, though undoubtedly useful, do not contain matter 
immediately bearing on the subject, : 


— 


by the 


The cost of the whole 


It is not in the amount of money spent on technical 


education that the error lies, but in the faulty organisation 


of the technical classes. 

Another subject worthy of consideration is the lecturer 
himself. I am speaking feelingly here, with the knowledge 
got from experience. ` | 

A lecturer should not be compelled to give many lectures 
per week—certainly not more than one each evening for four 
evenings per week. Laboratory werk in addition does no 
harm. | j 

A lecture, especially an advanced one, is a great strain on 
a lecturer who not only delivers good and well thought out 


lectures, bnt who, by watching the expressions of his 


students, can detect want of comprehension, and then, by 
variation of language, by intonation, and by gesture, drive 
the point home and ү all but the very dull ones away 
feeling that they have learnt something, and creating in 
them a keen desire to know тоге. 

Such a lecturer is worthy of all consideration, and if not 
overworked will maintain his efficiency and keep good classes 
together throughout an entire session. 

How often do we find classes dwindle down to about one 
quarter of their original number before the end of the 
session ? | 

] have indicated one very common reason for this. 
Others no doubt exist, but a clear and enthusiastic lecturer 
has great power over his students. It is, in fact, the 
personality of the lecturer which determines the success, 
or otherwise, of a class. - 


THE NAVAL ELECTRICIAN. 


7 


TRE idea of becoming a naval electrician probably appeals 
to a good many lads who have some knowledge of electricity, 
and fancy the prospect of going out into the world on board 
a man- of-war; to not a few of these the uniform is, per- 
һарв, an attraction, with its peaked cap and brass buttons 
savouring of the full-blown naval officer. s ' 

Far be it from us in any way to discourage а feeling of 
pride in the uniform of either of the.services, for it is surely . 
a pardonable form of vanity that brings out such qualities 
as are needful * for the sake of the cloth.“ | Е 

However, it ів but fair to point out to those who may only 
have seen the shore-going side of life, that there is a good 
deal beyond the peaked cap and the high-sounding title of 
electrician, which does not appear on the surface. 

To begin with, the title electrician is, perhaps, a little 
misleading, for it would seem to imply that the holder of it 
is responsible for, and generally in charge of, the electrical 
plant on board ship. One might be led to infer that his 
opinion on electrical matters would have considerable weight, 
and that he was, in fact, more or less of a “ boss in his 
own particular line. | 

Now, as а matter of fact, the electrician is not ап officer 
at all in the naval acceptance of the word; he isa mechanic 
pure and simple, supposed to have special knowledge of the 
sort of work required in the adjustment and repair of elec- 
trical instruments. 

The electrical engineer of the ship is the torpedo officer, 
whether he be a warrant officer or a lieutenant appointed for 
these duties : his right hand man is the torpedo instructor, a 
man who has entered in the ordinary line and has taken up 
the torpedo branch in preference to gunnery. 

The electrician occupies rather the post of instrument 
maker, though his actual duties in a great measure depend 
on his special aptitude for certain kinds of work as observed 
by the torpedo officer. | 

Ав ап example, let us take a battleship or large cruiser, 
and see in what manner the work is generally divided up 
and what duties in particular will be likely to come under 
the care of the electrician. To do this we must endeavour 
to place ourselves in the position of the torpedo officer, and 
see what arrangements are best, suited for the disposal of the 
staff under bim. | . „ e S 
As regards the work that it is his special duty to 
supervise, it may be divided first: of all into two great 


— ee 
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items: the illumination of the ship and the efficiency of 
the Whitehead torpedo armament. 

His staff will probably consist of two electricians, two 
torpedo instructors, a few permanent ratings in the torpedo 
branch—some half dozen or so, and any men that the com- 
mander may be able to spare for special work that is in hand 
and requires what one might call unskilled labour, such as 
the cleaning of torpedo tubes and such minor odd jobs. 

The half dozen or so permanent © hands” would be called 
the electric light party, and the bulk of them would be em- 
ployed going round chasing earth leaks, repairing circuits 
and renewing lamps wherever necessary. 

A responsible man must be in the neighbourhood of the 
switchboard, another reliable man should be in charge of the 
electric liglit party, a third is required to look after tlie bells, 
batteries aud telephones. 

Now all these men have their own little calls upon the 
electrician's workshop; they go round and gather up the 
fragments of misapplied ingenuity which follow in the wake 
of untutored ambition. 

There are switches which have suffered from some burly 
antocrat who did not realise that the current was broken at 


the sectional box, galvanometers which have had their faces . 


slapped and turned sulky, other instruments which have dis- 
played a marked antipatlry to sea-water, and a host of minor 
fittings with which sea air does not agree. All these things 
claim tee attention of the electrician, and test his skill as an 
artificer in brass, but they do not, as a rule, require any 
great technical knowledge. The electrician whose duty it 
may be to attend to these items has his hands full, and it is 
always easier to write up the defect book than to write the 
items off. 

But, besides electric work, the torpedoes claim a large 
amount to the torpedo officer's attention ; men must be 
detailed to look after these, and a specially skilled and neat 


workman must attend to the gyroscopes, upon which the- 


straight-running of each torpedo depends. 

A gyroscope consists essentially of a perfectly-balanced 
heavy fly-wheel, running on ball bearings. 

Now, everyone who has possessed a bicycle knows that it 
requires a definite amount, of force to turn the front, wheel 
when it is set spinning rapidly in the air ; it is precisely this 
force that is made use of in the gyroscope when the little 

fly-wheel is set revolving, and the resistance to any turning 
movement is made to act upon valves which control the 
rudders. 

This little instrument, which forms an integral part 
of each torpedo, is exceedingly sensitive, and at the same 

time it is of the utmost importance that it should be 
accurate. 

Who better than the electrician, with his skill in handling 
delicate instruments, for the job? So it comes about that 
electrician No. 2 becomes a specialist in the art of gyroscope 
adjusting to the exclusion of almost any kind of electrical 
work whatever. 

Now, to the man who has taken up electricity as a study, 
who has studied the theory of it, and, perhaps, prides, him- 
self on his electrical certificates, this may, possibly, be 
decidedly disappointing : he had, perliaps, visions of wireless 
telegraphy, and the large field of investigation that this 
branch of the subject throws open to the inquiring тіпа; 
he had pictured himself in charge of a ship's installation 
with all its ramifications, the ball systems, telephones, tele- 
graphy, lighting, battery work, dynamo and motor work and 
all varieties of testing ; his certificates are a guarantee of his 
right to an opinion, and his title would seem to invite it, but 
he finds himself instead tied down to his lathe, making end- 
less terminals and ebonite bases, carrying out routine orders, 
and consulted in nothing; there is another in the place that 
he thought to occupy, and he is not even this person's 
deputy, for there are torpedo ingtructors whose official certifi- 

- cates entitle them to a higher place. 

It may not always be so—in fact, it is probable that there 
will be great changes in the near future—but for the present 
we would: point out the advantages of working up through the 
regular line where it is a case of ambition, for the torpedo 
instructor becomes eventually a torpedo officer, and, in due 
course, тау even get а commission. 

The naval electrician is, however, not at all badly placed 
when once he realises his true position; as an instrument- 


maker no one can боёй him!; -he'is' master of his craft, and 
as such will earn the confidence of his officer. Once his: 18 


established it is not likely to be forgotten, and he will be 


looked upon as a man of no small importance. 

Electricity is more or less of an innovation in the Navy, 
and it is daily growing in importance. The electricians, as a 
body, must remember that the engineers started in much the 
same way, only with more prejudice against them; within the 


‚ last few years recognition of their merits has come to them 


in rapid strides, and there would seem some likelihood of 
considerable changes being effected in the electrical branch. 
Torpedoes and the electrical plant have little in common ; 
the link was first welded in the adoption of electrically- 
fired mines, when the torpedo officer was the only individual 
who was supposed to be sufficiently well acquainted with 
the fact that electricity can only travel along a metallic 
circuit, and is held there by the surrounding insulation 
through which it cannot pass. 
In these days of high frequency currents, specific induc- 
tive capacity, self-induction, and so forth, he has to know a 
good deal more, and modify the views of his predecessor 


considerably; leaving out his executive work, leaving out 


even his Whitehead torpedoes, he has still quite enough to 
worry him as an electrical engineer, and the day i is probably 
not far off when, putting aside his other аш, he will 
assume the latter sobriquet alone. 

This will be the day for the electrician ; and after all, for 
those who like the work, the ру which starts at 5s. а day, 
is remarkably good for the N avy ; the standing is that of a 
chief petty officer or an artificer, and one may assume, with 
a fair amount of confidence, that there will be prospects of 
advancement. | 


„д 


CORRESPONDENCE. | 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Corr should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writers name and address in our possession. 


Electricity Charges: 


I am submitting for the perusal of your readers a system’ 


of charging for electricity which may be of interest to large 
power companies who supply energy to councils, factories, 
works, &c. "The system I would suggest is one which, deals 
with the three following factors :— 

1.. The cost of coal. 

2. The magnitude of the consumption. 

3. The load factor. 


Now these factors should be easily and readily combined 


in a table, so that, in getting out an account, the price per 
unit chargeable could be seen almost at a glance. 

The writer tenders the following combination of factors 
and tables to eliminate as far as possible the time generally 
taken to work out the cost of a unit under varying con- 
ditions :— 


TABLE A.—CosT OF QUARTER AT RATE PER ANNUM. 


Toad factor. | Б 100,000 50.000 500,000 
10% 2˙5 | 2:25 2:0 1:5 
12% 2:25 | 20 175 1:25 
1595 2:0 175 1:5 10 
20% 175 | 15 1:25 0:95 
25% 1:5 1°25 1:0 0:93 
30% 1:25 | 10 0°95 0:9 
4095 10 095 0˙93 0:85 

| 


TABLE B.—Coar Prick MULTIPLYING FACTOR. 
і ae ae QE 
158, , 16. | 17s. 
JJ! шш НЕН 


| 


Example I.—A borough council is a consumer, and uses 


130,000 units per quarter, which is at the rate of 520,000 
unite per annum. The price of coal for the year is 108. per 
ton, and the load factor is 30 per cent., being u tram system. 
From Table А. opposite 30 per cent. and 500,000 units read 


13 14 15 


m э-=- a WA. 
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‘9d. From Table B. under 108. read 9. Now:9 x 9 = 
‘Rid. price per unit to be charged. 

Again, a smaller consumer, consuming 10, 000 units per 
annum, with a wholly lighting load, and coal at the high 
price, 178. per ton, and a low load factor of say, 10 per cent. 

From Table A. we get 2°5, and from Table В. 1:5. 

Then 2:5 x 1:5 = 8°75d. price per unit to be charged. 

These are two extreme cases. 

The small consumer using 40, 000 unita per annum, with 
& poor load factor and the cost of coal high, is charged 8 
for his unit of electricity, whilst the larger consumer, who 
uses just over half a million units per annum when the price 
of coal is 10s., and a high load factor of 30 per cent., is 
charged only “ята. per unit. 

The load factor and the price of coal must be brought 
into the cost, as well as the sliding scale adopted in the above 
tables. 

I merely give the idea for what it represents, and I place 
no value upon any of the figures given. 
. the method of uniting the three dominant factors neces- 
sary for an equitable system of charging which I wish to 
gubmit. 

Treyer. 


The All-Steel Railway Car. 


All-steel railway carriages are no novelty, as they were 
tried over 50 years ago in England with disastrous results. 
The carriage constructors at that time had as extravagant 
hopes as the Brush Co. now have, but railway passengers 
avoided the cars as they would a pestilence. The extreme 
sensibility of steel to heat and cold makes it an undesirable 
material for anything in railway carriage construction save 
the framework, and the discomfort and awful feeling of 
ghivering and cold which a winter journey in the all-steel 
carriages produced was чийе sufficient to soon cause 
passengers to hate the cars. Comfort in every sense is the 
main thing that attracts passengers, and no material for car 
finishing affords this in 80 high a degree as wood does, 
because wood neither attracts non retains heat or cold ав steel 
does, and non-inflammable wood is even less conductive than 
ordinary wood. 

- ] am afraid that the Brush Co. and the new tube com- 
panies are making a costly error in adopting for car interiors 
a material which will chill passengers to the marrow in 
winter and give them an unwonted Turkish bath in summer, 
and that the doctors and undertakers will reap far bigger 
profits than the owners of the cars are ever likely to see. 


Experience: 


[So far as the winter cold is concerned, we have endured 
great sufferings in wooden coaches, which were never 
properly warmed until recent years. Now, however, 
rapid progress is heing made in the warming of trains by 
exhaust steam or electricity, as the case may be, and as the 
passengers will not be expected to sit on the naked steel, we 
are of opinion that this’ trouble will not be of a serious 
nature. On the other hand, we have in the past experienced 
those Turkish baths mentioned by our correspondent on tlie 
Metropolitan and Metropolitan District Railways; under 
the new conditions obtaining on those lines it will be possible 
to secure ventilation without suffocation, and thus, we hope, 
the zone system will not be a torrid one. As for main line 
trains, they are uot likely to become too hot, thanks partly 
to the peculiarities of our climate, partly to the rapid motion 
through the air.—Eps. E. R.] 


Olympia Exhibition: Free Tickets ? | 

We should like to add a word in support of your corre- 
spondent, Mr. C. Rockley, in to-day's issue, with regard to the 
free admission of the public to the above Exhibition; taking 
the view of a few exhibitors expressed within the last few 
hours, the general impression seems. to be that we are far 
behind the gas companies in the manner of working their 
Earls Court show; and as your correspondent remarks, 
their representatives scattered tickets broadcast, to the 
writers personal knowledge. We think that if this were 
brought to the notice of the municipal and private supply 


companies by a circular, say, from the Executive Committee, 


It is merely 


it might induce a larger number of the general public to 
visit Olympia during the Exhibition, who at present take nó 
interest in the application of electricity to their own use. 
We trust that these letters may induce the supply сош- 
panies, &c., to move in the matter, and so make the Ex- 
hibition а big success, which would re-act throughout the 
trade generally. 
Foxcroft & Duncan, | 
W. J. V. DuNCAN. 
London, September 29th, 1905. 


Oerlikon Generators in Dublin. 


I thank you for having published my letter of 25th inst. 
re Pigeon House Fort electricity works, and would point out 
two clerical errors. 

In the last paragraph but one of my letter, it should 
rend: — “ By-the-bye, the two 1,000-Kw. and the two 
500-kw. high-tension three-phase generators erected. at 
Dublin were designed as far back as 1899 to 1900 ut the 
factories of the Oerlikon Co. in Switzerland. 

G. Wüthrich. 

London, S. W., October 2nd, 1905. 


Starting Steam Turbines. 


Having taken a good deal of interest in the gradual 
development of the steam turbine, I would like to make a 
few remarks on “ Greaser's letter in your issue of Sep- 
tember 29th last, regarding Willans & Robinson’s patent 
turbine blading, in which the individual blades are pro- 
tected within а shrouding. 

It is claimed in favour of this method of blading that, in 
the event of contact of the revolving part with the stationary 
case, merely a portion of the shrouding, namely, at the point 
of contact, will be ground down (instead of the blades being 
stripped) ; but © Greaser apparently objects to this grinding 
down of the shrouding on the ground that the working 
clearance will be increased, and hence also the steam 
consumption. И 

* Greaser" should, however, bear in mind.that in the 
event of accidental contact occurring, it is only a small 
portion of a few rings of blades—probably only a small 
portion of a single ring of blades (out of some 60 or.90 such 
rings of blades in the turbine) which will touch, aud that the 
portion of the clearance affected is but an infinitesimal part 
of the whole. 

Any slight increase in steam consumption cannot be 
compared with the pecuniary loss resulting from a complete 
stripping of the blades, which is the “alternative with 
unshrouded blades to the slight grinding down of shrouded 
blades. 

Regarding “ Greaser's ” 


99 


remarks on the general progress 


. of turbine manufacture in this country, I think he will find 


if he has a talk to engineers who have studied the progress 
made by various firms in this country and abroad, that at 
ull events up to the present, neither America nor the 
Continent, can. produce anything to excel in workmansbip 
and general efficiency the best that this country cau 
produce. | 

And, further, E think that “ Greaser " will also find, in 
а year or two's time, that the various firms in this country 
who are devoting themselves to improving the Parsons type 
of turbine, will be able to congratulate themselves that 
they have allowed Continental and American firms to 
oceupy themselves with the introduction of new types of 
turbines, in place of perfecting а type that has stood the 
test of time, and has been responsible | for the almost 


general adoption of rotary engines. | 
 Britisher. 


[А correspondent calls А a letter by Mr. W. L. R. 
Emmett to the reet Railway Journal (U. S. A.) of 
Sept. 9th last on this subject. Mr. Emmett referred to the 
suggestion that large steam turbines required warming up 
before starting, and said : * While many turbines- now in 
operation require such treatment, it is not required in turbines 
recently produced by the ieneral Electric Co. if they are 
properly set up and adjusted. 

* With these turbines, the matter of clearance between 
revolving and ‘stationary parte, within such limite as are 
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ever desirable, does not affect the steam economy to an 
appreciable extent. Clearances from № in. to үз in. are used 
on large turbines, and if under any extraordinary conditions 
these should prove insufficient, a considerable increase can 
easily be provided without appreciable effect upon the steam 
economy. It is also possible to increase the clearances of 
existing machines where trouble is experienced, and in a few 
cases. such changés have been made." He also quoted from a 
paper by Mr. A. 8. Mann, which we published in our issue 
of June 23rd last, and in which Mr. Mann stated that a 
steam turbine could be ran at full speed in 24 minutes from 
the time of SATE cold.— Eps. E. R.] 


An Overcrowded Profession. 


At the request of the Editorial Board of the University 
Engineering Journal of Birmingham, J am writing to take 
exception to the words of your correspondent, Mr. К. 
Browne, of Sidcup. He says among other things, that 
we have not a College or Institution within the shores of 
these Islands where a complete training can be had in any 
one branch of engineering.’ 

My Editorial Board wish me to point out that Prof. 

Gisbert Kapp is the head of the electrical engineering 
department of this University ; that a sum of nearly half a 
million sterling has been spent during the last three years in 
building and equipping huge engineering laboratories, which, 
according to Mr. Joseph Chamberlain, are second to none 
in the world, and which, those who have visited the 
Continent tell us, are at least eqnal to the great German 
College of Charlottenberg. 
. We all of us agree that there should be many such 
colleges in England. 16 may be that in a few years there 
will be colleges built which will overshadow the present 
efforts of Birmingham ; and in that case the example set; by 
the Midland city should be remembered. More money is 
still wanted for engineering education at the universities ; 
but it is somewhat curious that а correspondent of your 
widely read paper has not noticed the articles on the 
facilities at Birmingham which have already appeared in it. 
If he cares to pay the postage, we will let him, or any other 
bond fide ignorant reader, have our amateur journal for a 
period of 12 months, so that they will know something of 
what is being done for engineering education at this 
University. It is only fair to add that this journal is 
managed by the engineering students. 


Editor of the 
| University Engineering Journal. 
The University, Birmingham. 
October 2nd, 1905. 


{Apparently the expression “a complete training in any 
one branch of engineering " should be more strictly defined. 
Granted that a magnificent institution has been organised 
and equipped in Birmingham ; the fact remains that all the 
colleges in the world cannot make an engineer. Опе of the 
most important, and certainly the most essential, "qualifica- 
tions of an engineer is erperence. Не cannot get that iu а 


college.—Eps. E. R. 


Money for Nothing. 


It has gradually, but none the less forcibly, been im- | 


pressed проп my mind that when a young man enters Ше 
ессе] profession he has to combine work and study for a 
matter of about 10 to 15 years before he is considered any- 
thing but an improver, or at any rate it is apparently so 
from the wages offered. If one were to let his mind wander 
over the various experiences necessary to obtain 288. per 
week as pointed out by **Sub-Station " last week, he would 
find it necessary to have been in the following situations, 
namely, shift engineer, mains assistant, switchboard atten- 
. dant and test room assistant, leaving out of -count altogether 
theoretical training and list of certificates, to gain which 
means night after night of hard study. I notice also a 
vacancy for an eugine driver cleaner, who must have had 
experience in direct current switehboards, to work 12-hour 
shifts, which I take it means 84 hours per week, for which 
he will receive 25s. per week, which works out at about 
3:574. per hour. It was not many months ago that I 


referred to wiremen аз overworked underpaid heroes, but 
what are these ? 

With this question I will leave each one to his own 
thoughts, at the same time feeling thankful that I do not 
hold a position either as a junior engineer or ав an engine 
driver cleaner with switchboard experience. 


W. Y. Newland. 


The Electro-Deposition of Copper. 


My attention has been drawn to the report of a meeting 
of the Faraday Society at which Mr. Cowper-Coles read a 
paper on The Electro-Deposition of Copper." It is not 
my intention or desire to take part in the controversy which 
has been raised, but I must emphatically protest against the 
statement, made by Mr. Cowper-Coles that **the burnisher 
causes lamin: tion.” At our works at Schladern-on-the- 
Sieg, Germany, during the past 14 years we have produced 
by the Elmore process a very large quantity of seamless 
tabes, from the smallest diameter up to 8 ft., and the returns 
on account of lamination are practically nil. That this must 
be so is proved by the fact that we have all the best known 
consumers on our books, in addition to having been the sole 
contractors to the German Navy for a great many years. 

By the Elmore process any tube can be replaced in the 
bath and deposition can be recommenced without the slightest 
sign of lamination, even though the copper is heated and 
hammered down to a knife edge. 

Harry Ellis, 
Managing Director. 
Ег,мовк'з METALL ACTIFNGESELLSCH4FT. 


London, E.C., Oclober 2nd, 1905. 


Novel Methods in Australia. 


In reply to Mr. Weston’s letter under the above title— 
which title I hope will not be credited to me—I beg to point 
ont that in the diagram of switchboard connections of tlie 
Empire Electric Light Co.'s station, the position of the 
circuit-breakers was fixed, not in ignorance, but for the very 
good reason that, when putting in a new machine, it is not 
desirable that the last switch to be closed, namely, the arma- 
ture switch, should be the only automatic one on the 
machine. By putting it on the field side, however, if any- 
thing should be wrong, it will throw out on closing the 
armature switch. 

In the case of a circuit-breaker opening, the switchboard 
attendant at once opens the armature switch, but beyond 
causing a bit of sparking at the brushes, the machine, if 
motored, would not hurt itself. 

To avoid this, in a later panel the circuit-breaker is not 


operated as a switch, but is left closed, and is placed on the 


negative or armature end. 
J. К. W. Gardam., 


Sydney, N.S.W., Augus! 29th, 1905. 


The Wiring Industry. 


Whilst reading the recent correspondence, І thought of 
several splendid examples of country house installations 
which it has been my good fortune to inspect, and wondered, 
as these works have been carried out by an eminent firm of 
house furuishers, who are also tinkers and if not tailors, 
certainly candle-stick makers, whether they employed a 
eal of electrieians, or was the work done by the man that 


lays the carpet on the stairs ? 
| М. McBratney. 
Newport, Angus! 2nd, 1905. 


Design of Instruments and Meters. 
In reading © O.K8" homily under the above title in your 


‘issue of September 30th, we hardly know whether most to 


admire his modesty in coneealing his identity under so appro- 
priate u nom de querre, or his sublime indiffere nce to facts. 
Of wattmeters with ** ball bearings " or “ magnetic sus- 
pension“ we need say nothing, as we do not make these, 
and have never, so far, heard of anyone who did. We were 
at first tempted to think that watt-hour-meters were meant, 


Li 


* 
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but it seemed presumptuous to impute so gross an error to 
80 painstaking a critic. AUN 
We are, however, the firm who “brought forth the 
monster —“ the freak . . . . 
some.overwrought brain” (we quote from . K. 's“ letter, 
and not from a penny novelette)—and very proud we are of 
having done so. | d | | 
"= After your excellent description of the instrument con- 
tained in your issue of September 22nd, it seems hardly 
necessary to recapitulate the advantages possessed by these 
recorders ; but in view of “O.K.’s” statement that the 
only advantage that can be claimed for this improvement is 
that no fluid (8%) ink is used, and therefore the instrument 
will not get splashed in ink,” it may be well to do so. 


What we claim is that the © record " is uniformly clear, 


and is not dependent on the care exercised in keeping the 
pen in order; that the instrument is accurate, since the 
index takes up its correct position on the chart unimpeded 


by frictional contact between pen and paper; that, on this 


account, the “ power" required to work satisfactorily a 
recording instrument is no greater than that necessary for an 
ordinary indicating instrument, and consequently such a 
recorder may be worked off the same shunt or transformer, 
which in the case of heavy currents often effects a con- 
siderable saving in both initial and running expense; that 
for the same reason the problem of satisfactory recording 
alternating current instruments, such as ammeters, watt- 
meters, power-factor indicators, &c., as also temperature 
recorders and other such instruments, suffering from lack 
of sufficient power to overcome friction is, solved ; that 


there аге no clocks to be wound, or pens to be filled; 


that any number of recorders and switchboard or station 
clock dials can be driven by the same master clock with 
the absolute certainty that the timing of the whole set will 
be identical ; that only one clock has to be timed, and that 
the clock system after having been in successful operation 
ina very large number of installations for many years has 
proved itself absolutely reliable ; in fact, simplicity is the 
key-note of the whole arrangement. 

The construction of “О. K.'s” fifth paragraph is so 
involved and the metaphors are so numerous and so poetic 
that we are not sure that we quite grasp its meaning, but we 
might perhaps be allowed to remark that in an installation 
of those recorders, whether consisting of one or, say, six, 
there is no relay and only one contact, but O.K.'s” 
touching allusion to the “ feeble-minded youth” (why 
“ feeble-minded " we cannot say) who is expected to “ fake 
up the relay contacts; those contacts! !" is much more 
dramatic, so let it pass. The fact that he has apparently 
neither seen the instrument, nor understands its working is, 
of course, quite a minor consideration. 

Should “ O. K. " care, however, to do both, we shall be 


most happy to see him at our stand at the Olympia 


Exhibition, where we һауе these recorders in operation. 
(Modesty forbids that we, should repeat the compliments 
there showered upon them.) 

Finally, we cannot help regretting that in having your 
description of September 22nd reprinted we were too soon 
to be able to include ** O.K.'s? letter. It would have been 
a most Welcome addition, since the humorons touch is always 
so acceptable in these matter-of-fact days. 

Everett, Edgeumbe & Co., Ltd., 
KRNELM EXpGcuMBE, Director. 
87, Victoria Street, S.W. 
October 3rd, 1905. 


Some © Arithmetical” Questions for Mr. Pollard Digby: 


I note Mr. Pollard Digby has made some attempt to 
auswer the question I put in a previous letter, viz., How is it 
possible to give preference to imports of a life-supporting 
nature, without placing an import duty on imports of a non- 
hife-supporting nature? И 

Mr. Digby would seem to suggest that my ideas on the 
matter in question are somewhat crude, but at the same time 
entirely evades the question, by introducing the usual red 
herrings. I can in no way appreciate Mr. Digby's 
suggestion that more than two dimensions are necessary, and 
cannot admit for a moment that our internal trade has any- 
thing whatever to do with the point at issue. 


which looks like the work of 


of quite a dissimilar nature. 


Roughly speaking, we cannot under any circumstances 
produce within the British Isles sufficient life-supporting - 
commodities to enable us to more than support about one- 
third of our present. population, hence it is absolutely 
necessary to import the remaining two-thirds required from 
somewhere else, and whether our internal trade is entirely 
stagnant, or booming, there still remains this two-thirds of 


- life-supporting commodities to be imported. 


Such being the case, it should be entirely obvious that to 


enable us to support any increase of population whatsoever, 


our imports of a life-supporting nature must increase pro 
rata. The only point that could possibly be open to doubt, 
is whether by placing an import duty on goods of a non- 
life-supporting nature, it would be possible thereby to 
increase our imports of a life-supporting nature, which, as 
has been shown, we must increase to enable us to provide for 
our natural increase of population. | 

Taking this as the basis that entirely controls our national - 
growth, the point is, can we find support for even our pre- 
sent population, much less an increase of population, if we 
are content to go on exchanging our knives for other people’s 
scissors? As matters now work, it is possible for one British 
industry to entirely kill another British industry, although 
As, for instance, by reason say 
that our cotton manufacturers being able to manufaeture 
cotton goods cheaper than Germany, our cotton 
goods are exported to Germany, апа in exchange 
Germany sends us some other kind of manufactured goods 
which they can produce, or do produce, cheaper than we do— 
say, for the sake of argument, woollen goods, the effect being 
that our woollen goods manufacturers are being very severely 
hit by what they consider unfair foreign competition, whereas 
in reality it is our own cotton goods manufacturers that are 
indirectly responsible for the downfall of the woollen goods 
manufacturers. 

This is the necessary result of exchanging knives for 
scissors. If we put an import duty on woollen goods it 
would have the same effect, of course, as increasing the cost 
of production, and Germany would have to send us some- 
thing else—say, sugar in larger quantities in exchange for 
our cotton goods. Very little, of course, can be done in this 
direction in our dealings with Germany, as Germany prin- 
cipally exports goods of precisely the same nature as we 
require to export ourselves, and requires precisely the same 
class of imports as we do—that is, goods of the nature they 
cannot possibly produce in sufficient quantities to meet their 
requirements. | | 

But take another case ; where both Germany and ourselves 
are trading, say, with some neutral market exporting manufac- 
tured goods of a similar nature to our own and Germany's 
exports, and also goods of a life-supporting nature, which 
both Germany and we require. | 

Germany, by her import taxes, prevents her exchange 


being taken out in manufactured, goods similar to her own 


exports, and takes from this neutral market what she most 
requires, whilst we, on the other hand, accept in return for 
our exports to this neutral market, their manufactured stuff, 
which may be simply a lower-priced article of precisely the 
same class of goods that we exported. In fact, we might 
have been just as well off if we had done no trade with this 
neutral market at all, or even perhaps better off, as possibly 
the goods we made at home, although of nominally higher 
price, might have been better value. I cannot understand 
how it is that the enormous importance of this question 
seems to be so little appreciated, when our very existence as 
a nation is so entirely dependent on the nature of our imports 
—that is, two-thirds of our population and all further 
increase, | PRAES 
| Н. W. Wilson. | 
Stowmarket. ZEN 


K TL 


The Truth About Gas. 


According to the Journal of Gus Lighting, in its article 
on “Gas v. Electricity,“ it would seem that electric light is 
of no use as an illuminant. To go into this matter would be 
needless waste of time, as the comparisons are simply absurd. 
There are, however, two statements I should like to point 
out :—- 

1. Liverpool is in favour of, and lighted by, incandescent 


gas. 
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2. Bradford is entirely lighted by. incandescent gas. | 
Р With regard to Liverpool, it does not say, by the way, 
that all the finest and most important thoroughfares are 
lighted entirely by electric arc lamps, and that incandescent 


gas is used for the side streets and suburbs, where it is 


thought sufficient. With regard to Bradford, the statement 
is quite correct; but any reasonable man will agree that it 
is one of the worst lighted cities in England. I speak from 
personal experience. In a certain part here there is an arc 
lamp on a trolley pole, and about 30 yards away a powerful 
incandescent gas lamp with six burners ; although twice as 
high and some distance away, the are lamp casts shadows of 
people passing under the gas lamp and even beyond it. And 
some people compare gas to electricity ! 

I should esteem it a favour if you would insert this letter 
in the next issue of your valuable paper. 

. An Old Reader. 

[As for Liverpool, half-truths are proverbially mischievous, 
and the same half-lie has been put forward in numerous 
instances. Wedo not deny that gas lighting is good enough 
for back streets and lanes; but we emphatically maintain 
that important thoroughfares can be lighted both better and 
more cheaply with electricity than with gas. 

Ав for Bradford, its miserable gas lighting is notorious, 
and has been mentioned in the ELECTRICAL REVIEW on 
previous occasions.—Eps. E. R.] | 
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INTERNAL COMBUSTION ENGINES.* 


— — — 


\ 
By DUGALD CLERK, M.Inst.C.E. 


—— —U——— # 


(Concluded from page 494.) 


Іх order to make use of higher compression without any 
risk of pre-ignition, the author has designed two types of 
engine, one to use air super-compression, and the other to 
use cooled exhaust  super-compression, while Messrs. 
Crossley use. water injection for the same purpose. 

Of all the troubles of pre-ignition, back-ignition, and 
exhaust explosions, the former is the most serious, the others 
being under control in a well designed engine kept in good 
order. Attempts to avoid pre-ignition by compression of the 
air only, adding the gas at the moment of completed com- 
pression, have proved successful, but the mean pressure 
obtained is too low. | 

Herr Diesel’s methods as applied to gas have во far failed ; 
but he has made a fair success with his oil engine. 

Dealing with examples of internal combustion engines in 
Britain, the author described first. the Clerk cycle engine, in 
which the motor cylinder had large ports at the front end 
leading into an annular space forming the exhaust port, the 
compression space was conical, and the charge was sent in by 
a separate pump, the action of the engine being as follows : 
When the piston was out at the end of its stroke, and the 
crank was crossing the out centre, the piston over-ran the 
exhaust ports on the out-stroke and covered them on the in- 
stroke. Meanwhile the pump piston was sweeping in and 
giving its charge a slight compression. That charge passed 
through a check valve into the conical end, displacing before 
it all the contents of the cylinder. 

When the main crank had returned about 40° of its circle 
under the centre, the exhaust ports were closed. By that 


time the pump piston had gone fully in and delivered its. 


charge into the cylinder and combustion space through 
the lift valve. Then the motor piston compressed the 
charge, and ignition took place at the end of the stroke as 
in the Otto cycle. The object of the invention was to 
enable an impulse to be given at every revolution, and 
to get very much more power for a given weight of 
engine. | 

Comparing the Clerk cycle with the Otto cycle, it was 
shown that the velocity of charge entrance in the former was 
about three times that in the latter, this constitutiug the 
great weakness of the Clerk cycle as constructed at present. 
n Lind ĩͤ K 

* Extracted from Cantor Lectures delivered before tae Sosiety of 
Aris oa February 13th, 2)th aal 27ta, and Marea 6th, 1925. 


Jo overcome the other disadvantages of. the. original 
Clerk cycle, the author in 1881. adopted the method. of 
sending first, into, the cylinder a good heavy charge of air to 
displace the exhaust products, and then following it. with a 
somewhat strong charge of gus and air, us ів being done. to- 
day in all the large gas engines ; however, the maximum 


efficienges that are possible with the Otto cycle live not 


been obtained with any two-cycle engine.. 
The modern representative of the Clerk cycle is the 
Koerting engine, but in these large engines there are separate 
pumps for the gas and air, and an explosion occurs at each end 
of the cylinder, thus rendering it double acting, with two 
impulses every revolution. If it were possible to charge the 
cylinder with absolute certainty, without any chance of loss 
at the exhaust, there would be a great deal to be said for 
this cycle, because it gives a very powerful engine for a com- 
paratively light weight. | — : ж 
The working of the Оесһе1һаепвег engine is somewhat оп 
the same lines; it is a very interesting engine, and runs 


‚ with great smoothness. This engine has two opposing pistons 


driven from a crankshaft in the front part of the engine ; a 


central crank-pin drives the front piston and two side 


cramks disposed exactly opposite drive by side rods.the back 
piston. This arrangement produces a very nicely balanced 


м 


engine, all the strain of the explosion being removed from . 


the frame and taken by the cranks only. The two pistons both 
overrun ports. In the front end the piston overruns the 
exhaust ports, and the pressure falls to atmospheric, ав it 
does in the Clerk and Koerting engines. А little later. the 


back piston is overrunning the air ports. Air first enters the 


cylinder, displacing the exhaust gases, and in this way. the 
cylinder is cleared of the hot incandescent matter before the 
gas enters. Then as the piston moves further back, the 
néxt ports are uncovered and gas enters, coming from a 
separate reservoir. The mixture of gas and air runs right 
up the cylinder, discharging the exhaust gases and the 
air that has been put in first ; then compression takes place, 
followed by ignition and expansion. An arrangement of 
pumps supplies the air and gas under a slight pressure. In 
this engine there are no valves, so far as combustion and 
explosion are concerned, except the pistons themselves. . 

The engine, however, has disadvantages; it is a more 
expensive engine to build, aud requires a very considerable 
weight of metal for a given power. 

Although not quite up to the Otto cycle iin. economy, 
this type of engine has given great satisfaction in Germany, 
and is said to be running very well in England in regard to 
requiring but little repair. AI E 

Another modification of the Clerk cycle is the Day engine, 
in which the front end of the cylinder and the crank are 
enclosed, very much like the modern petrol engine ; the front 
end is used to take in the charge and displace the exhaust 
products. One often sees in motor and other papers that 
great surprise is expressed that more power is not obtained 
from an engine of this type ; but the general effect of this 
cycle is that instead of getting, as in the Otto cycle, a, mean 
pressure of 80 lb. per sq. in., not more than 45 to 50 Ib. is 
obtained, and although there is an impulse every revolution, 
nothing like double the power of the Otto cycle is 
obtained. | 

For the Otto or Clerk cycle, where the expansion is 


 earried to the volume occupied by the charge before com- 


pression, the ideal efficiency is :— | | 
` 0а 
Е = 1 — (+) , and the same formula applics to the 
T ж 


constant pressure cycle where expansion is carried {о 
the same pressure as before compression ; but in the Diesel, 
or constant pressure cycle, where expansion is not carried to 
т, — To 


i jo жыш O бшшш, 
atmospheric pressure, E == [ius (f, — 19 


Т, = temperature of charge before Compression. 
Т. == temperature on compression. 
1:408 = ratio of the specific heats. 


T, = maximum temperature of combustion. 
T, == temperature at the end of expansion. 


Diesel’s attempt to follow the Carnot cycle resulted in 
vetting the advantages of the constant pressure cycle without 
danger of pre-ignition ; in his engine it is impossible to have 
pre-ignition, as there is nothing to ignite too soon. 
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The efficiencies of the Carnot cycle, constant volume and 


constant pressure engines being equal for the same compres- 
sion, nothing is gained by adopting the Carnot cycle, 

Many attempts have been made to construct constant 
pressure engines for gas, and the lecturer in describing his 
results in this direction in 1888 said that the engine was 
perfectly free from gas engine troubles, but only low average 
pressures could be obtained, 30 to 40 lb. instead of 70 to 80 
or 90 Ib. as now usual. | 

Ав the gas must be compressed to full pressure before 
ignition, there is always more or less liability to explosion, 
and this is the main reason why this cycle has not come in for 
gas engines. 

Reviewing ordinary gas engines, it was stated that up to 
about 300 H. P. all difficulties had been overcome, but above 
that there was considerable room for difference of opinion, and 
engineers were fighting the battle of the big engine at 
present. | | | 

After a brief description of the Cockerill type of engine, 
and a reference to the improvement in the disposition of tle 
‚ valves above and below, instead of all below, it was pointed ont, 
that most designers now went in for double-cylinder double- 
acting engines, the weight for a given power being materially 
reduced. | 

Briefly referring to petrol motors, their power, speed, 
and serviceableness were extolled, and attention was drawn to 
their rapidly approximating to standard conditions, the 
vertical type being most general. In a test of a 6-H.P. 
Wolseley motor the indicated efficiency was 19 per cent. 

The suction producer is already well established, and many 
hundreds of installations have been set to work during the 
past year, and are now operating with great success ; while 
the thermal efficiency of pressure producers is about 75 to 
80 per cent., that of the suction producer ranges up to 
90 per cent. The engine draws the gas through the pro- 
ducer in exactly the quantity required for its operation, no 
fans or blowers being required. The mixture of steam and 
air sucked in through the producer gives CO, Н, and a little 
hydrocarbon, with N from the air, which goes through the 
scrubber. There is no danger of poisonous or inflammable 
gas; the gas in the producer and in the pipes is always at a 
pressure a little below atmospheric. 

The producer may be placed in comparatively confined 
spaces. without danger of gas poisoning, and, consequently, all 
over the world these producers are coming into use. ! 

With anthracite at 24s. per ton, the cost is id. pe 
H.P.-hour, or with Scotch anthracite at 15s., p,d. The sizes 
of producers in operation in Britain vary from about 10 H. p. 
up to 200 H.P., though the lecturer said Mr. Dowson told 
him he was in a position to build them of 500 H.P., if 


The suction producer offers very serious rivalry to coal 
gas, which would require to be supplied at about 9d. per 
1,000 cb. ft. to compete on equal terms. 

In regard to hituminous coal producers, Mr. Clerk said he 
had only seen опе, but it was working very well indeed. 10 
is rather larger and has more plant about it than an anthracite 
producer. | 

The utilisation of blast furnace сав was touched upon, 
and the necessity for purification of this gas before being 
supplied to the engine was demonstrated ; it was shown that 
the difficulties with dust and tar varied with the materials 
used in the furnaces. There are now several large 
engines at work in this country and many more on the 
'ontinent. 

Another important question was the distribution of gas 
from central stations. An example quoted was the South 
Staffordshire Mond (тав Co.’s large central station, which, 
when completed, will have a capacity of 15,000 H. p. and dis- 
tribute fuel gas over an aréa of 120 sq. miles ; the pres- 
sure necessary will be about 10 lb. per sq. in. at the station. 

The application of internal combustion motors to boats 
and larger vessels was considered, from the Napier motor 
launch to barge and sea-going passenger vessels fitted with 
suction gas producers and gas engines. 

Concluding the lectures by a consideration of probable future 
improvements in gas engines, the gas turbine was referred 
to as follows :—* Until someone invents or discovers an 
efficient gas and air compressor of the turbine type, there is 
no possible hope for efficiency with the gas turbine." 


. trated herewith. 


BUSINESS NOTES. 


Heavy Traction Switeh.—Our note on The Selection 
of a Main Switch,” on page 515 of our last issue, has attracted the 


` attention of Messrs. Свси, Норакв & Co., of Millwall, who con- 


sider that the note exactly describes their heavy traction switch, 
which they have been making for some time. This switch is illus- 
In addition to the features described in the said 
article, the makers claim that their switch embodies the following 
special advantages :— 

An independent bearing is provided, so that no current is passed 
through the working parts. Adjustable contacts are used, the wear 
of the brushes being taken up by spare liners, which can be easily 


z Hravy TRACTION SWITCH. 


inserted, and the switches are designed so ав to have the maximum 
amount of mechanical strength, combined with the highest elec- 
trical efficiency. | | D 

The handle blade is formed of a malleable iron casting, highly 
enamelled and nickelled on the front. These switches have been 
in actual use for some time for traction work, having a very large 
amount of hard use, and we are informed that they have proved 
very satisfactory and reliable. 


Westminster Electrical Testing Laboratory.—We 
have received a pamphlet relating to the scale of fees, &c., in force 
at this laboratory, and particulars of the various tests which are 
carried out on Jamps, instruments, cables, batteries, &c. Lamps on 
life test are run on a circuit on which the voltage is controlled by 
means of a specially designed automatic regulator; a recording 


. voltmeter, which is maintained always on the same circuit, shows 


that the pressure never rises more than 1 per cent. above the 
normal, aud only varies while the regulator is coming into action; 
an excess pressure cut-out prevents injury to the lamps in case of 
a sudden rise of pressure, too quick for the regulator to deal 
with it. 

A Wild-Stearn incandescent lamp is used as a secondary stan- 
dard of eandle-power, the ultimate standard of reference beinga 
10-c.P. Vernon-Harcourt pentane vapour lamp set up at the National 
Physical Laboratory. Direct-current instruments are standardised 
against а potentiometer, and alternating-current instruments against 
electrostatic voltmeters, ammeters, and Wild-Hansard wattmeter-, 
which, in turn, are checked against the potentiometer. The motto 
of the laboratory is Thorough.” 


Electric Launch for Norway.—1n our “ New Devices. 
Fittings and Plant " section last week, the electric launch notice 
was incorrectly headed for Sweden"; as the letterpress showed, 
the launch is running on the Norwegian lakes. 


Foster Аге Lamps.—We understand that the extensive 
premises which are being added to Messrs. Holdrons, Ltd., of Rye 
Lane, Peckham, S.E., are to be lit with Foster's patent are lamps 
of their new design, and that the order is for 80 lamps burning in. 
series on 200 volts. 


Electric Lift for Buckingham Palace.—The Times 
says that during the absence of the Court from London certain їш- 
provements are being carried out at Buckingham Palace, including 
the provision of a new electrical lift. 


British Motors at Liége.— In our description of some 
of the exhibits at Liége Exhibition we mentioned that British 
manufacturers were practically absent. We learn, however, that 
probably the only English-made motors. in this Exhibition 
were some whieh were supplied to Messrs. Armstrong, Whit- 
worth & Co., and Alf. Herbert & Co., Ltd., for the purpose 
of driving their exhibits, by the LANCASHIRE DYNAMO AND MoTOR 
Co., Lrn., of Trafford Park. These motors are of special interest, 
as they аге rather large motors for variable speed work. The fol- 
lowing is a complete list of them, with the outputs, &e. It will be 
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noticed that the 40, 50 and 60- f. p. motors are built for a speed 
variation of 3: 1 by shunt regulation only. 

The same company also supplied a balancer, so tbat there 
machines сопа be run on either 220 or 440 volts, together with a 
switchboard for controlling the balancer, and motor panels for cach 
motor. ‘These panels are in a cast-iron саве, and have a change- 
over switch for running either on 220 or 440 volts; also an ammeter, 
worm-geared starter, and a field regulator. 


List or Motors лт THE LIEGE EXHIBITION. 


No.15 220/440 volts. 20/40 H.P. 200/600 revs. 
No. 16 do. do. 60 Н.Р. 250/700 „ 
No. 15 do. do. 50 Н.Р. 250/750 „ 
Two No. 11 do. do. 16/32 fl. p. 250/1, 000 re vs. 
No. 2 220 volts. 13 Н.Р. 1,340 revs. 
Two No. 7 220/440 volts. 8/16 н.р. 500/1,600 revs. 
No. 9} do. do. 8/16 H. p. 300/1,065 „ 


Balancer, two No. 10's, 160 amperes, 220 volts, 700 revs. 
The Alleged Electrical Fraud Case.—At the Guildhall 


on 29th ult., further evidence was given in the prosecution of Leslie, 
Cheeseman, Webber and Rosenberg, who it will be remembered are 
charged with conspiring to defraud a number of firms in the elec- 
trical trade. The two first named were retained in custody, 
Rosenberg was released on the same bail as before, and Webber's 
bail was iucreased to two sureties in £1,000 each. 


Brockie-Pell Arc Lamp Co. v. Pinkerton.—In the 
Shoreditch County Court on Friday, before his Honour Judge 
Smyly, K. C., plaintiffs sued defendant, of Lloyd's Avenue, E. C., а 
lamp dealer, to recover the sum of £8 9s. for electric atc lamps 
supplied. Mr. Lawsen, on behalf of the plaintiffs, said that the 
defendant rang up on the telephone and instructed the plaintiffs 
to put in the arc lamps at Messrs. Lilley & Skinner’s premises in 
High Holborn. There was no written order given, nor was the 
‘order given by the present manager, but by his predecessor. The 
work was carried out with the greatest expedition, but when it 
came to a question of payment, the defendant repudiated the 
amount of the bill. The charge made was £7 5s. for the electric 
arc lamps, which, it could be proved, was quite reasonable. 
Plaintiffs' representative was called, and proved receiving the ordor 
over the telephone and having the work executed. There was a 
great deal to do in the fixing of the lamps. 
if the plaintiffs confirmed the order which they had received 
on the telephone on the same day im writing, and was in- 
formed that they did not. "There was no price fixed for the work, 
it being understood that it was to be carried out as cheaply as pos- 
sible. His Honour then asked if the defendant confirmed his 
telephone order, and was informed that he did not, whereupon his 
Honour said that it was a most extraordinary way of doing business 
that two firms should have business dealings and that an order 
should be given over the telephone and vet neither one nor the 
other seemed to think it necessary to confirm the order, and if 
there wasa dispute about the work it was hardly to be wondered 
at. Plaintiffs’ representative said that they never cousidered it neces- 
вагу to confirm the matter, as they never anticipated that there 
would be any trouble. The defendant’s manager said that so far as 
he knew there was no order given for any electric arc lamps; if it 
was it was done by his predecessor. The work that was done, he 
believed, consisted of washing a few lamps and repairing a few 
things, a reásonable charge for which would bave been about £2 5s. 
Plaintiffs said they could prove the work they had done. 

His Honour: It is nó use coming before me with half a story. I 
will adjourn this case to enable the plaintiffs to prove their case by 
putting in the time-sheets and other details of the work. 


Dissolutions and Liquidations.—IITRCC LITER АХР 
ELECTRICAL MANUFACTURING Co., Lrp.— Meeting to be held at 
48, Gresham Street, E.C., on Friday, November 3rd, to hear an 
account of the winding-up from the liquidator(Mr. W. H. Shephard). 

LANCHESTER ENGINE Co.— Meeting to be held at 39, Waterloo 
Street, Birmingham, November 2nd, to hear an account of the 
winding-up from the liquidator (Mr. А.Н. Gibson). 

GRANTS DRILL AND TRorLEv Co., Ltp.—Meeting to be held at 
Arcade Chambers, Wigan, on Oc tober 31st, to hear an account of 
the winding-up from the liquidator (Mr. G. H. Turner). 

WALLACE AND WATSON.— Messrs. E. C. Wallace and E. Н. Watson 
(electrical engineers, 36, Trinity Street, Leeds) have dissolved 
partnership. 


Catalogues and Lists.—M kssns. Drake & GORHAM, 
Lro., Westminster.—A new price list is being issued of Jandus arc 
lamps. We understand that the lamp has been redesigned and a 
number of new types have been added, while reductions in price 
have been made. Brief specifications and neat illustrations appear 
of the single enclosure, twin carbon, universal (double enclosure), 
inverted, pioneer, photo and midget types of lamps. Attention 
may be drawn to the long burning hours of each pair of carbons, viz., 
200. <A table of prices of spare parts is given. 

Usron ELECTRIC Co., Lro., Queen Victoria Street, E.C.—Ad- 
vance copy of list No. 8,003 giving prices and illustrations of line 
detectors, magneto-insulation meters, insulation meters with en- 
closed dry battery and with enclosed magneto-generators respec- 
tively, and direct reading ohmmeters. 
specially designed for installation work. 

MESSRS. Kramos, Lro., Locksbrook Engineering Works, Bath. 
—Various small catalogues, as follows:—No. 5, illustrating a 
number of their portable electric drills (the Midget, the Slick, the 
Hunthru and the Dandy), also flexible shafts ; No. 6, dealing with 
motor-driven lifting block, mixer motor, and other motor-driven 
specialities; No. 7, describing the Kramos patent controller for 


His Honour asked . 


The apparatus has been: 


electric passenger lifts; and No. 9, giving particulars of their 
motors, parts of which are shown. A list of patent resistances is 
in preparation. i 

Messrs. ТАБОЕВ Bros., 47, Victoria Street, S.W.—Supple- 
mentary catalogue of electrical accéssuries, just issued. High 
voltage switches, wall plugs, cut-outs, double-pole main switches, 
ceiling roses and damp and dust-proof fittings. are illustrated and 
prices stated. 

THe A. E. G. ENGrisH MANUFACTURING Co., Lrp., 4 and 5, New 
Compton Street, Charing Cross Rond, W.C.—October price list of 
Nernst lamps, containing some fine artistic examples of fittings 
expressly designed for such lighting. The Luna Nernst and the 
"A," "B," “С” and "D" types are all well shown, also the 
Multiple, Express and outdoor types, covers and watértight савев, 
reflectors and accessories are included. Our readers should take - 
note that the company bas taken over the business of the 
Nernst Electric Light, Ltd., aud is now doing the export as well as 
the home trade. 

ELECTRIC AND ORDNANCE ACCESSORIES Co., Ltp., Birmingham.— 
Recently issued catalogue (A63) of electric light fittings, including 
a variety of polished brass brackets, spider and ball . fittings, 
peudants and table standards. Other leaflets detail the new 
improved Stewart " arc lamp, and the Stellite” medical coil. 

Pucenrx Dynamo MANUFACTURING Co., Lro., Brad ford.— A set 
of illustrated sheets (bound together in an attractive case with 
facility for adding later issues) giving a number of excellent half 
tone prints of the Phoenix dynamo with commutating poles; 
protected motors, enclosed ventilated p.c. motors, also gas and 
water tight, geared and open motors; motor-generators, fixed and 
portable milking boosters, negative boosters, three-phase generators, 
rotary converters, transformers, and a 300-Kw. stcam-driven 
generator set supplied to a Yorkshire colliery. 

Messgs. D. Stewart & Co. (1902), Lrp., London: Road Iron 
Works, Glasgow.— Catalogue of hydraulic machinery and appliances 
describing and illustrating typical work from photographs, the 
examples including various pumping engine sets, three-throw elee- 
trically-driven hydraulic pumps, warehouse, foundry and other 
cranes, baling and forging presses, &c. 

The AUTO-CONTROLLER AND SWITCH Co., Simplex Works, Y ienna 
Road, Bermondsey.—Leafict giving particulars of their Fluxite“ 
soldering paste, which is used by electrical engineers for jointing 
wires and various other pnrposes. 

Mrssrs. FALK, STADELMANN & Co., Lro., London, E. C.— List 
No. 235, showing, particularising, and pricing their ''Aureola" 
luminous electric radiators which are just being placed on the 
market for the 1905-6 season. Some very neat designs are shown, 
with wroaght-iron, polished brass and copper, and polished curved ` 
brass frames, and polished copper fluted reflectors. 

SPHERICAL METALLIC PACKING AND ENGINEERING Co., Hendham 
Vale Works, Harpurhey, Manchester.—A number of lists, fully 
detailing Redford's patent metallic packing; their continuous 
automatic oil and water separator and filter; a patent valve; and: 
Redford's patent trolley-wire holder for tramways and railways. 

Messrs. T. BAvERLE & Sons, St. Georgen, Black Forest, Ger- 
mauy.—Mr. L. F. Brunner, 279, Romford Road, Forest Gate, E., 
the sole agent for this firm in Great Britain, has sent us an illus- 
trated list of the clock work for electric counters, meters, phono- 
graphs, steam gauges, бс. 

Messrs, MAVOR & Courson, LTD., Glasgow.—The October date 
card just received gives comparative load diagrams of bar and disk 
machines. 

Messrs. SAMUEL GRATRIX, JUN., & Bros., LTD. Quay Street, 
Deansgate, Manchester.—This is an excellently got up catalogue of. 
electrical accessories and appliances of all kinds for lighting, 
heating and power. It consists of 112 large pages of art paper, 
which shows off the abundant illustrations to advantage. Opening 
with smaller size dynamos and motors, it proceeds to particularise a 
great variety of lines, including resistances, Chloride batteries, 
motor starters, pocket accumulators, measuring instruments, switch 
and fuseboards, main and other switches, ceiling roses and cut-outs, 
steel conduits and fittings, lampholders, brackets, Nernst lamps, 
arc lamps, street lighting pillars, fans, cooking apparatus and: 
radiators, and so on. 

The Lanapon-Davies Motor Co. Lro., Southwark, S.E.-- 
Copies of various price lists recently issued from the Press, nicely 
caught together in a convenient binder. These lists respectively 
illustrate and particularise single, two and three-phase alternating 
current motors, friction clutch motors, spur reduction gear, horse- 
power meters for alternating-current motors, “no- voltage“ auto- 
matic releases, small direct-current motors and petrol engines for 


electric lighting. Prices and other necessary data appear in each 
sheet. 


Philpss Heat Distributor.—This is an appliance 
made of y,-in. sheet-iron bent into V form and inserted in boiler 
tubes in order to lengthen the flow of the gas while adding an equal 
proportion to the velocity. Fast-flowing gases are considered better. 
to give up heat to the surfaces they. flow over, and this is said to be 
one reason why an excessive use of air is not so serious in its results 
as apparently it should be, for the excess of air is productive of 
greater velocity of flow, though exactly why this should be so is 
not clear, unless there is sufficient extra damper opening to 
permit of this iucreased velocity being produced by the chimney 
effect. The new distributor, 4 ft. long, placed in a tube compels 
an extra travel of 8 ft. An increase of draught must be possible, 
it is acknowledged, to permit of this. The change of direction of 
flow as the gases pass round the ends of the distributor is claimed to 
mix the gases and promote combustion—a claim which seems to us 
quite untenable. The mixing may tend to efficiency, it is true, but it 
is not due to better combustion. Economies of about 10 per cent. are 
claimed as a result of using the distributors. 
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Trade Announcements.—THE British Jonns-Man-, 
VILLE Co. Lrp., have been appointed sole agents for the 
McGillivray system{of emergency lighting for cars, trains and public 
buildings. 

The offices of the MIDLAND ELECTRIO CORPORATION FOR POWER 
DisTBrBUTION, Lrp., have been removed from 73, Lichfield Street, 
Wolverhampton, to Colmore House, Waterloo Street, Birmingham. 

Messrs. W. H. Roy & Co. have commended business at Tower 


Chambers, 30, Spring Gardens, Manchester, making a speciality of 


water-cooling apparatus. They have issued a list of their cooling 
stack, chimney-draught cooling tower, fan-draught cooling tower, 
and self-ventilating or open cooler. 

MonpEx CARNEY (SOUTHAMPTON), Ltnp.—Mecting to be held at 
8, High Street, Southampton, on November 7th, to hear an account 
of the winding-up from the liquidator—Mr. W. H. Rowland. 


Intended Dividend.—The last day of receiving proofs 


for intended dividend in re Агих. HOLLAND (Electrical and 
Mechanical Engineering Co., Farnworth, Lancs.) is October 14th, 
1905. Т.Н. Winder, 19, Exchange Street, Bolton, is Receiver. 


Admiralty Contracts.—It is reported that'the British 
Admiralty and War Office have placed contracte in the United 
States, including electrical equipment for Woolwich Arsenal. 


Bankruptcy Proceedings.—C. B. HARNESS.— The 
public examination of C. B. Harness, of electric belt fame та 
recently held at the St. Albans Bankruptcy Court. Mr. Н. 
who appeared for creditors, complained that a trustee had been 
nominated by the debtor's own solicitors, and that the committee of 
inspection consisted of the bankrupt’s ‘two sons and his solicitor. 
That, he thought, was a state of affairs which ought not to be pur- 
mitted. In. course of examination, Harness said he was not aware 
of his insolvency until involved with Mr. Dade and his client, about 
two years ago. His liabilities amounted to £2,845, and his assets 
to £2,203. He was adjudicated bankrupt in the county court of 
Wandsworth in April, 1900. His liabilities then were £3,000 or 
£4,000. No dividend was paid. Up to two years ago he acted as 
commission agent for the English Finance Corporation. He had a 
disagreement with the company, and in 1904 retired from it. The 
company claimed a large sum of money, which he contended he did 
not owe. His wife held debentures amounting to £1,100. She had 
an interest in the lease of the property in which the company 
carried on business in Oxford Street, She had a private income of 
her own, probably £300 a year. The examination was adjourned. 

A. J. Hargis, electrical engineer, Borough Mills, Bradford. The 
public examination took place at Bradford, on Wednesday. 
Debtor said that of the money which he had borrowed, over 
£100 was from his wife, and she got seventy shares in the company. 
His difficulties were due to the fact that all his capital was locked 
up. Mr. Mitchell lent him £500 on a promissory note at 5 per 
cent. in consideration of his finishing the education of his son in the 
business. He afterwards sought to obtain more money from Mr. 
Mitchell, but failed, and as he also failed in his attempt to form a 
limited company, Mr. Mitchell made him bankrupt. He could have 
paid everybody but for the vexatious action of Mr. Mitchell, who 
had declined to accept the offers made by him. The examination 


was closed. 


Australia.—The Australian Customs authorities have 
lately given a decision to the effect that fuse electric detonators for 
mining purposes " are to be classified as fuse and admitted free of 


import duty. 


Alsace-Lorraine.— La. Société de 
Dudelangen, Alsace-Lorraine, is reported to have acquired the 
patent rights in the Kjellin process for the electrical manufacture 
of special steels. 


German Imports and Exports of Electrical 
Machinery. А steady increase is taking place in the exportation 
of clectrical machinery from Germany, the returns for the seven 
months ending with July last showing a total of 7,755 tons, as 
compared with 7,688 tons in the corresponding period of last year. 
There has also been a slight advance in the imports of foreign 
electrical machinery into Germany—from 728 tons in the first 
seven months of 1904 to 830 tons in the seven months ending with 
шу last. 


Colliery Equipment.—Messrs. ERNEST Scott AND 
MOUNTAIN, Титр. have secured a contract for a complete electrical 
equipment for main shaft sinking pumps for Messrs. Barber, 
Walker & Co.’s Bently Colliery, Doncaster, two Rateau turbines 
are being built to work with low pressure exhaust steam from the 
winding engines. 
per minute. The firm is also supplying a 250-Kw. three-phaso 
alternator direct-coupled on to a 300-н.р. Scott & Mountain engine 
for driving the motors and plant. The company is also building a 
large electrical plant for the Bengal Coal Co., a complete installa- 
tion of electrical plant for the South Tyne Colliery, and а complete 
plant for the West Stanley Colliery. 


An Egyptian Exhibition.—The Exhibition of British 
Manufactures which was to have taken place in Alexandria and 
Cairo at the end of this year, has been postponed until the latter 
part of 1906 and the beginning of 1907, the reason being, we under- 
stand, that the scheme has assumed very much larger proportions 
than was nt first anticipated. It is proposed that the duration of 
the Exhibition shall be about one month in each city. As the Com- 
mittee are desirous of forming an idea ав to the area of ground 


Dudelange, of 


The pumps will deliver 4,000 gallons of water ' 


~ 


which will eventually be required for the Exhibition, intending sup: 
porters should communicate with the secretaries, the British Manu: 
facturers’ Exhibition in Egypt, Alexandria. The London agent is 
Mr. D. 8. Murray, 11 and 12, Foster Lane, Cheapside, E.C. It is 
considered that the public over there have never had a proper 
diets of knowing and seeing what can be produced in the 

nited Kingdom and the Colonies, and therefore are unable to 
appreciate the excellence of their ‘manufactures, with the result 
that cheaper Continental goods continue to be largely sold in the 
country, cven in instances where the British article would very pro- 
bably supersede them, were it more generally known. It is there- 


fore thought that an Exhibition whereby British and Colonial 


manufacturers will be enabled to come into direct contact with the 
Egyptian public and trade would be of the greatest advantage to 
introduce and popularise those manufacturers in Egypt. At 
present there is great prosperity, and an enormous development of 
the country is proceeding, there is also an immense influx of visitors 
there during the winter from all parts of the world. 


An Electrician's Claim.—At the Marylebone, County 
Court, before Sir Wm. Selfe on Monday, HERBERT TOMBLESON, an 
electrician, of 50, Rowallan Road, Fulham, applied for an arbitra- 
tion under the Workmen’s Compensation Act, in respect of an 
accident which occurred on October 13th, 1904, while he was 
working for Messrs. Leonard G. Tate & Co., electrical and 
mechanical engineers, of Bucklersbury, Е.С. The claim was for 
£1 a week from April 27th. Dr. Cooney appeared for the applicant, 
and Mr. Scarlett (counsel) for the respondent company. Dr. B. 5. 
Sanders, of Dawes Road, Fulham, stated that the applicant was - 
still lame and unable to go up ladders or to stand on scaffolding, 
and in consequence was unfit to carry on his work as an electrician. 
He was in permanent pain, had transmatic anthritis in his ankles, 
and he (witness) considered that his incapacity would continue for 
two years. Dr. B. Goddard, on behalf of the insurance company with 
whom the respondent was insured, said that Tombleson was quite 
well and able to go to work if he wished. His Honour referred the 
matter to a medical referee. : 


Book Notices. — Aetheric or Wireless Telegraphy." 
By R. G. Blaine; Armature Windings of the Closed-Circuit Type." 
Ву W. Cramp. London: Biggs & Co. 28. 6d. and 18. 6d. 
respectively. р | 


The Price of Zine.—Those of our readers who are 
interested in our Market Quotations” table have probably noticed 
the continued increase in the price of zinc sheets. Weare informed 
by Messrs. Morris Ashby, Ltd., that the large demand for this metal by 
the Russian and Japanese naval and military authorities, for cartridge- 
case making, is responsible for the high price now quoted. During 
the Franco-Prussian war the price of zinc rose to £34 per ton, this 
being the record price attained. The price ruling on Wednesday 
last was £31 5e. 


Engineering Dispute Settled. — Representatives of 
the Engineering Employers’ Federation and delegates from the 
patternmakers held a private conference in Glasgow on Tuesday, 
with a view to ending the strike which- has now lasted over 25 
weeks. After a prolonged sitting, it was officially intimated that 
the representatives had formulated mutual terms which would permit 
of an immediate resumption of work. Both sides agreed to a com- 
promise of the issues in dispute.— The Times 


LIGHTING AND POWER NOTES. 


— 


Bourne. Before taking steps in regard to the lighting 
of the U. D. by electricity, the Council has resolved to try to 
obtain better terms with the gas company. 


Bridlington.—The T.C. on September 28th decided to 
apply to the L. G. B. for a loan of £4,500 for electricity purposes. 


Castleford.—The U.D.C. on September 28th decided, 
in view of the proceedings now being taken to forward a scheme 
of E. L., to apply to the B. of T. for a further extension of time 
for carrying out the E.L. order obtained in 1901. 


Clydebank.—The machinery at the new Clydebank Dock 
at Glasgow is to be worked entirely by electric power, including the 
capstans at the dockhead. 


Continental Notes,—GrxnMANY.—[It is proposed to 
establish a municipal electricity works in the town of Scherfelde, 
Westphalia. 

ITALY.—A concession has been granted to put down a plant to 
utilise the water-power of the River Ghignero, in the generation of 
electrical energy for power purposes at Rapallo. 

RussiA.— According to the Financier, the town of Archangel has 
decided on a loan of 300,000 roubles for the introduction of electric 
lighting ; but, in connection with this loan, the Government bas 
laid down the condition that preference in the orders shall be 
given to home manufacturers. 
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Derby.—The following sliding scale of reduced charges 
for energy has been adopted by the T.C., the figures showing a 
reduction of id. per unit throughout: — Flat rate: Not exceeding 
2,000 unita per quarter, 44d. per unit; over 2,000 and not exceeding 
3,000, 41d.; over 3,000 and not exceeding 4,000, 4d.; over 4,000, 
33d. Maximum demand system: From 6d. and 3d. to 6d. and 23d. 


Eastbourne.— The Corporation is about to extend its 
mains to light by electricity the suburb of Hampden Park and 
the village of Willingdon, which is about two miles from the 
borough. | 


East Нат.—1п our Lighting and Power Notes“ last 
week we regret that the capital expenditure on the electrical under- 
taking to March 31st last was stated to be £417,286. It should have 
been £117,286. 


Epsom.—50 tantalum lamps are to be put up by the 


U.D.C. as an experiment in seven strects. 


Exeter.—The T.C. has decided to take immediate steps 
to apply for a prov. order to supply energy to ITcavitrec. 


Falkirk.—The Scottish Central Electric Power Co. has ar- 
ranged to supply to the Falkirkand District Tramway Co. all the 
energy it requires inside and outside the burgh. An amicable arrange- 
ment has been come to between the parties by agreement, under which 
the Power Co. pays the T.C. the sum of £100 towards the legal 
and other expenses incurred by it in connection with the dispute, 
and the sum of £30 per annum. The Counciljunanimously adopted 
the agreement. On the recommendation of the E. L. Committee, 
the T.C. has resolved to reduce the price of energy for power pur- 
poses to 2d. per unit for one hour of maximum demand, 14d. for 
the next two hours, and 1d. per unit thereafter, but with & mini- 
mum charge of 40s. per annum. "The new rates come into force 
with the January term. 


Fifeshire,—At the various coal pits in the Donibristle 
district, Fife, belonging to Mr. Nasmyth, the electric light: has 
just been installed. A fire which has just taken place in a Scottish 
colliery through the upsetting of а naphtha lamp should help to 
induce other coalmasters to follow this example iu electric lighting 
at Donibristle. ' 

A new electric power station is to be erected on a site at Buck- 
haven, Fife. It will serve, besides public works, the new Kirkealdy 
aud Leven tramway. 


Gloucester.—The T.C. has received from the IL. G. B. 
sanction to borrow £11,610 for electricity purposes. 


Hereford.— The T.C. has agreed to the E. I.. Committee 
herrawing £5,300, subject to the consent of the L. (I. B., for mains 
extensions and the purchase of electric motors for hiring out, &c. 


Hipperholme.—The Halifax Corporation has offered to 
give the U.D.C. a supply of energy in bulk at 3d. per unit. 


Hull.—The T.C. has decided to hire out electric 


motors. 4 


Ingleton.—There is a conflict between electricity and 
gas at the little town of Ingleton. Seven years ago gencral dis- 
satisfaction was expressed at the quality of the gas, and this led to 
the formation of an electric light and power company, who secured 
the contract for lighting the streets. The lamps were provided by 
the chairman of the electric light company (Mr. J. C. Walker), and 
а charge of £60 has been made for energy used in addition to 
repairs, which last year amounted to £9 15s. The Parish Coun- 
cillors find that electrical fittings require renewal, and have been 
grumbling at the cost. The gas company taking advantage of this, 
sent in а surprise tender to light the streets for £40, or £20 less: 
than the E.L. company. At a Parish meeting it was decided by 
24 votes to 15 to support gas as a street illuminant, the company 
promising to bear the expense of lamp-posts, &c. The P.C. may, 
however, decide to adhere to the electric light. 


Irvine.—A public meeting of citizens has been held, pro- 
testing against the T.C. proceeding with an electric lighting scheme. 


Jedburgh.—The formal inauguration of the electric 
lighting ‘of the streets of Jedburgh took place last Friday. The 
principal streets have been lighted for some time by arc lamps, and 


the 1 is being gradually extended through other streets in the 
burgh. 


Kingston-on-Thames.— £4,000 has been borrowed by 
the T.C. from the Corporation of Reading, for E.L. purposes. 


Little Lever.—The U.D.C. has decided to obtain the 
assistance of an electrical engineer in its negotiations with the 
Lancashire Electric Power Co. for a supply of energy. 


London.—W EsrMINSTER.—W ith reference to the appeal 
of the. Westminster Electric Supply Corporation against the 
decision of the City Council that the covers of distribution boxes 
must be filled with material similar to the surrounding pavement, 
the Works Committee reported that it had received а letter 
from the B. of T. stating that the Board had appointed Major 
Philip Cardew, R.E., to inquire into the matter. The Committee 
has given further consideration to the question, and decided that, 
if the company will inform it how many boxes it has in stock, 
the municipal authority will consider as to whether it can meet the 


company by waiving the condition to the extent of the number of 
boxes already in stock. 


The Westminster Electric Supply Corporation bas decided that 
from J 1 Ist next, the charge for energy for power, heating and 
cooking shall be reduced to 1d. per unit. | 

FuLnLHAM.—The T.C. has not entertained the offers received for 
the purchase of No. З 300-Kw. set, particularly as its removal and 
the installation of the new 1,000-K w. sct cannot be effected before 
the coming winter's load. 

BERMONDSEY.— The borough electrical engineer has recommended 
the В.С. to install an additional steam dynamo and marine boiler 
as soon as possible; he points out that during this winter's load there 
will be no available spare plant. | 
үз REN SING TON.— In view of the controversy on the question 
of a cheap supply of energy for power purposes in London, 
it is interesting to note that the Brompton and Kensington 
Electricity Supply Co. are now supplying electricity for 
power, heating and cooking at 1d. per B. T. v. We have received an 


` attractive pamphlet from the company, which sets ont the various 


uses for which electrical energy, at the power rate, may be adopted. 
Copies are being distributed among the company’s customers. 

G.P.O.—On the south bank of the Thames, near Blackfriars 
Bridge, a new power station for the G.P.O. ie now being erected, 
the plant when installed being intended to take the place of that 
now working at St. Martin’s-le-Graud. About 2,500-m.P. of 
machinery is to be installed to generate electrical energy for 
pneumatic tube work, lighting, lifts, fans, for working stamping 
and obliterating machines and for battery charging, &c. 


Mexico.—An American company, hailing from the States, 
proposes to erect electric power plants near the city of Mexico, 
and to build transmission lines to supply power for operating 
industries there and in adjacent towns. | 


' Newcastle-on-Tyye.—The T.C. has been recommended 
to apply to the B. of T. for a prov. order to enable the Corporation 
to supply energy to tenants in the municipal markets. es 


Pembroke (Dublin).—E.L. extensions are to be carried 
out here, the L.G.B. haviug recently sanctioned an outlay of £25,000 
on the work. Eight additional miles of cables are to be laid and 
provision made for household supply. .A number of the existing 
yas lamps will be replaced by arc lamps. The scheme, which will 
take about six months to complete, will be in operation before the 
International Exhibition is held in the Herbert Park, recently 
purchased from the Earl of Pembroke. The existing plant is equal 
to the contemplated increased output. í | 


_ Radcliffe.—The U. D.C. has revised the prices for the 
supply of energy to private consumers for lighting and power as 
follows :—For lighting: Up to and not exceeding 250 units per 
annum, 5d. per unit; exceeding 250 and up to 500 units per annum, 
44d. per unit: from 500 to'1,000, 434. per unit; from 1,000 to 
1,500, 44d. ; between 1,500 and 2,000, 33d.; for all above 2,000 
units per annum, 34d. per unit. For power: For consumption not 
exceeding 60 units per B. H. p. per quarter, 2d. ; over 60 and up to 125 
units per B.H.P. per quarter, 12d.; for all energy exceeding this 
latter amount, 14d. per unit. 

The opening ceremony in connection with the Radcliffe power 
station of the Lancashire Electric Power Co. is to be performed by 
Lord Derby on the 9th inst. 


South Africa.—BroEMrFONTEIN (O.R.C.)—The question 
of electric lighting was discussed at a T.C. meeting on September 
6th. Thecity engineer in а report estimates the cost of the station 
alterations at £21,877, anda further sum of £16,924 for extensions 
of mains, &c Advantage is being taken of the visit of Mr. Robert 
Hammond to lay the scheme before him for a comprehensive report 
on the system and the contemplated extensions. 

DuRBAN.—TThe electrical engineer's report for the month of 
August states that two new B. and W. boilers at the power station 
have been completed and put into use, and good resulta are being 
obtained by the mechanical stokers with which they are fitted. 
Work on thé foundations for a new alternator has been com- 
menced. : : 

A letter was read at the Council meeting from the Ratepayers’ 
Association, signed by various electrical contractors, asking that all 
persons engaged as, electrical artisans shall be required to pass a 
Corporation qualifying examination, and that a bye-law be framed 
on the subject. The matter was referred to the Electric Light 
Committee. 

Electrical plant recently landed at Durban for tramway power 
and lighting purposes at Johannesburg include the largest 
generators ever imported into South Africa, the armatures weighing 
31 tons each, while the top and bottom halves of the field magnets 
weigh 41 tons each. Special trucks had to be supplied by the 
railway department. | 

LovuRENCO MABQUES.—While a trial was being made with the five- 
ton electric crane on the wharf, the crane overbalanced and fell 
into the sea. The engineer fortunately escaped, receiving no 
injury. Meantime dredging is suspended. 

Port ELIZABETH.—At a meeting of the T.C. the engineer 
suggested that an exhibition be promoted in order to advertise the 
undertaking, and that it should be held soon after the opening of the 
works, and last three days. It was resolved to recommend that an 
exhibition be held as suggested, and that a sub-committee be 
appointed to act with the engincer in carrying out the proposal. 

JOHANNESBURG.—In regard to the notice given by the T.C. 
recently of the extension of electric lighting facilities at an early 
date, & local contemporary states that it has been found that the 
wirings originally fitted in many residences which had remained 
disused owing to the inability of the authorities to supply energy, 


. have become useless, and, in many cases, dangerous, Refitting js, 


therefore, the order of the day. 
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Southampton.—1n regard to the arrangements for the 
holding of an electrical exhibition in the borough, the clec- 
trical engineer expressed doubts as to the Committee being able to 
secure the Skating Rink for such a purpose, owing to the previous 
letting of the building. It was resolved that, failing the possibility 
of obtaining the Skating Rink in November for the purposes of an 
exhibition, the subject be postponed until March, or until the Rink 
may be available. 


Southport.—aAn electrical exhibition, organised by the 
Corporation Electricity Committee, is to be held at the Cambridge 
Hall, from November 10th to 17th inclusive, for the purpose of 
bringing before the public the developments in electricity for light- 
ing, heating and power. We understand that the greater part of 
the space has already been taken up, and that an endeavour is to 
be made to obtain a few of the specialities now оп exhibition at 
Olympia. | И 


Sutton Coldfield,—On Oct. 3rd, а L.G.B. inquiry was 
held into an application of the T.C. to borrow £8,000 for E.L. 
purposes. In inquiring into the details of the present application, 
the inspector expressed surprise that certain plant had been erected 
in 1904, and five months allowed to elapse before any application 
was made to the board for a loan to cover the cost. The Chairman 
of the Committee explained that this was accounted for by a 
breakdown at the depót. Lieut.-Colonel Walker (representative of 
the Walmley Ward) objected to the proposed loan on the ground 
that his ward was agricultural and would not benetit by the clectric 
light. Mr. King (Walmley) supported this view, and Mr. Morris 
(Wylde Green) said he should not oppose the loan, because the 
money had already been spent, but he strongly disapproved of it. 


Tunbridge Wells.—A_ resolution against the proposed 
sale of the electricity undertaking was passed at a meeting of 
the T.C. on Wednesday last by 17 votes to 7. 


Warrington.—On September 28th a L.G.B. inquiry was 
eld respecting the Corporation’s application for a loan of £3,000 
for E.L. purposes, this being for lighting cables. There was no 
opposition. 


Willesden.—In accordance with the agreement between 
the U.D.C. and the North Metropolitan Electric Power Supply Co., 
a complete statement of receipts and expenditure in connection 
with the electric lighting undertaking for the second ycar of work- 
ing has been submitted to the Conncil. The receipts totalled 
£14,403, of which £10,579 was reccived from private consumers, 
£2,920 for public lighting, and £409 for rent of meters. The 
expenditure was £14,033, of which £6,514 was paid for the purchase 
of electricity in bulk, £1,510 for management expenses, £723 for 
distribution of electricity, £446 for public lamps, £423 for law 
and parliamentary expenses, and £186 for rent, rates and taxes. 
Allowing £59 for bad debts, the net profit on the second year’s 
working was £310, as against £177 in the first. In calculating the 
net profit on the second year’s working at £310, the company are 
not credited with the sum of £153 interest which had accrued upon 
the suspense account. 

The Metropolitan Electric Supply Co. has withdrawn notice of 
appeal to the House of Lords against the decision of the Court of 
Appeal confirming the judgement of Mr. Justice Farwell, in the 
action brought by the Attorney-General at the instance of the 
Council. The defendants will have to pay the taxed costs of the 
Council. In July last, a suggestion by the consulting electrical 
engineer that owing to the low rate at which energy is purchased 
in bulk for public lighting, 50 additional arc lamps be erected, 
was referred to the Electricity Committee. This committee now 
reported that the total amount paid for public lighting in the ycar 
1904-5 was £2,920, which was equal to an average £20 f7s. cach for 
the 140 arc lamps already erected, and recommended the adoption 
of the proposal óf the consulting electrical engineer. The total 
number of 190 lamps would thus work out at the low rate of 
415 7s. each. The recommendation was adopted. | 


Windsor.— Messrs. Foote & Milne, Ltd., who аге 
applying for power to supply energy to Sunninghill and Sunning- 
dale, have informed the R.D.C. that they will supply the Council 
or the two Parish Councils with energy for publie lighting at 5d. 
per unit, and ordinary consumers at 6d. | 


Woodhall Spa.—The U.D.C., which contemplates spending 
£5,000 on the erection of gas works, has requested Mr. Skinner, of 
Messrs. Berry & Skinner, London, to submit proposals for electric 
lighting. Mr. Skinner informs the Council that an electrical instal- 
lation of 1,000 lights could be put down for about 43.000. 


TRAMWAY AND RAILWAY NOTES. 


Australia.—We have been favoured by the Electric 


Supply Co, of Vietoria, Ltd., with a souvenir tram-ticket (posteard ` 


size) of the opening of the Ballarat clectrie tramway system on 
August 18th. Small views of the power station interior and 
exterior and of a tramear are embodied in the design of the card, 


Berlin.—The recent rumours cirenlated in regard to new 
schemes proposed by the Berlin Grand Tramway Co. have resulted 
in the issue of au otlicial statement. relating to the projects which 


nnd more expeditiously than under the old system. 


the company, in association with the Charlottenburg Tramway Co. 
and the western and southern local lines, hopes to be able to carry 
out, subject to certain conditions. What the company proposés is 
the execution of two large schemes for relieving the surface traffic 
along two of the main arteries of traffic in the centre of the German 
capital, by abandoning the existing electric tramways on the street 
level and substituting underground lines. The first relates to the 
construction of an underground line from the Potsdam Bridge rid 
the Potsdam Place and along the Leipsig Strasse to the Spittel- 
markt, and four tracks would be provided for the greater portion 
of the route. The second project suggests a double track under- 
ground line from the Siegesallee in the Charlottenburg Chaussee 
and along Unter den Linden to the Opera Place. It is estimated 
that the cost of executing the works would amount to £3,000,000, 
and the companies are prepared to proceed with the enterprise on 
conditiou that their concessions, which will terminate on Decem- 
ber 31st, 1949, are extended so as to comprise a period of 90 years, 
or the same duration as tbat of the Underground and Elevated 
Electric Railway Co. Applications have been made to the local 
authorities as to the conditions under which they would be ready to 
prolong the concessions enjoyed by the companies. To some extent 
the two schemes clash with other, or portions of other, projects 
promoted by the Municipal Council and by the Underground and 
Elevated Railway Co., and it willtherefore be surprising if the 
tramway companies succeed in securing approval of their projects, 


Bournemouth.—The residents are engaged in a violent 
controversy аз to the propriety of running tramcars on Sunday. 
The opponents seem to be in doubt as to whether their objections 
are based on Sabbatarian principles or commercial considerations ; 
but feeling is running high, and the question will affect the 
November elections. 


Bradford.—The working of the municipal tramways at 
Bradford has lately been the subject of investigation by a special 


_ sub-committee of the Tramways Committee, at the request of the 


general manager (Mr. C. J. Spencer). The inquiry was asked for 
on account of certain criticisms on the organisation and efficiency 
of the system. The sub-committee says that it bas arrived 


unanimously at the conclusion that, as regards working and 


organisation, the Bradford Corporation tramways compare favour- 
ably with any other large system in the country. The 
Committee recommends that the permanent way and all staff con- 
nected with maintenance or construction should be under the control 
of the 'l'ramways Committee through its manager; also, as the 
permanent way absorb» 60 to 70 per cent. of the total capital 
expenditure, and its upkeep and mainteuance are likely to be a 
most serious item in connection with the tramways svstem, the 
spending of all money should be under the control of the officer who 
is responsible to the Tramways Committee for financial results. 
The accounts should be kept in such а way that the general manager 
would be able to obtain the fullest information as te costs, &c., at 
all times. ' 

The sub-committee made some interesting and exhaustive in- 
quiries at Shéftield, Manchester, Leeds and Glasgow into the subject 
of accident claims. At Sheffield for the year ending December, 1904, 
1,722 accidents of all kinds happened with. а car-mileage of 
5,997,063; 215 clayns were made, and £470 7s. Sd. was 
paid for compensation. In Bradford for the year ending March 
31st, 1905, 1,739 accidents occurred, 238 claims were made, and 
44, 600. was paid in compensation, with a car-mileage of 5,053,392. 
At Leeds £2,090 was paid on a car-mileage of 7,044,745' for 
the vear ending March 31st. 1905. At Glasgow £18,000 per annum 
was paid in insurance against third party risks, and in Manchester 
£11,000 had been paid for the last 12 months ar claims, with a car- 
mileage of 13,759,071. 

The most striking difference is between Sheffield and Bradford, 
and the general manager of tbe Sheffield Tramways attributes this 
chiefly to the iustitution of a claims department, under the control 
of а claims superintendent at а salary of £225 per annum. Ргас- 
tically full power is given to this superintendent to settle all claims, 
and in this way it has been found that claims are settled far better 
At Manchester, 
practically the same system is in operation. In Leeds the system 
is very similar to that in Bradford. "The general manager considers 
the claims, which pass through the hands of а claims clerk, and in 
the event of the matter getting into the hands of a solicitor, 
it is passed over to the town clerk. The general manager of the 
Leeds Tramways has expressed the opinion that this system of 
handling claims is not quite so satisfactory as it might be, and 
possibly some alterations will have to be made. 


Cardiff.—The report of Mr. Arthur Ellis for the year 
ended March 31st last, shows that the total revenue amounted to 
4112,209, and the expenditure to £112,159. "The latter included 
loan charges of £37,887, and £2,605 for insurance. The gross 
profit was £39,751, equal to 54 per cent. on the capital outlay, 
£726,377. 

Coventry. serions accident occurred on the Coventry 
and District Electrie Tramways at Foleshill, on Wednesday last 
week, їп a dense fog. Two cars left Coventry and Bedworth 
respectively at seven o'clock. ‘Through a misunderstanding the car 
from Bedworth did not wait in a siding at New Inn Bridge for the 
arrival of the Coventry ear, the result being that they ran into one 
another. Both ears sustained considerable damage, but no one was 
seriously injured, 

€roydon.—The T.C. is considering the renewal of tlie 
lease of the tramways to the British Electric Traction Co., for 


which the latter paid £16,000 a year, and now offers £4,000 more. 
The proposed new lease will last for 7, 14 or 21 years. The 
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socialist Press is urging the T.C. to retain the ‘tramways in its own 


hands, to secure the profits for the ratepayers, but whether the 
Council could secure a profit greater than £20,000 a year is a 
problem not difficult of solution. The company has powers to 
construct tramways in the districts round Croydon, aud is in a 
far better position than the Council to work the joint system to 
advantage. 


Dudley.—At a meeting of the T.C. in committee 
recently, а letter was read from Mr. E. Garcke in reference to the 
purchase by the Corporation of the tramways within the borough. 
In this communication Mr. Garcke explained that with reference 
tothe terms of the settlement suggested on behalf of the Dudley 
Corporation, Mr. Hilton, Mr. Lycett and himself had given them 
very anxious consideration, and they had no doubt that their 
acceptance would prove disastrous to the companies. The town of 
Dudley had derived vast benefits during the past few years from 
the development of electrie traction, while the avernge return on 
the capital invested had been only 44 per cent. per annum. They 
thought, under these circumstances, it was a very great hardship 
on the companies that the Dudley Corporation should seek to 
impose upon them such terms as would effectually prevent the 
directors from carrying on the business with satisfaction to the 
public and the shareholders ; and if the Corporation was determined 
to exact the proposed onerous and impossible terms from the companies 
tofthe full extent provided by the draft agreement, they had no 
alternative but to leave them the responsibility of having the 
matter decided by arbitration. As a result of the discussion which 
followed the reading of this letter, it was decided that in accord- 
ance with the recommendation of the Tramways Committee, 
arbitration be proceeded with. 


. , Falkirk.—The Falkirk electric tramway system will be 
inaugurated within the tnext few days. The car-xheds, which 
provide for the accommodation, of 20 cars, are situated between 
Falkirk and Larbert. The cars, which have been made in France, 
are of the double-decked type, and have a seating capacity for 50 
passengers. There has been erected in the vicinity of the sheds a 
' gub-station, the energy being supplied by the Scottish Central Electric 
Power Co. from their works at Bonnybridge at 3,000 volts. In the 
sub-station it is converted by two large motor-gencrators. The 
contractors for the entire undertaking are Messrs. Bruce Peebles 
and Co., Ltd., Edinburgh. 


Glasgow. — The Tramways Committee has referred 
deputations from outside districts, asking for the extension of the 
tramways, to their respective County Councils. In the case of 
Clydebank, the Glasgow Corporatian is bound to rebuild two 
bridges over a canal, and the burgh wants them widened at the 
same time ; a deadlock has arisen as to the payment of the extra 
cost. 

The Committee bas refused to vary its charge of 1d. per unit for 
electricity supplied to the Electricity Department. 


Houghton-le-Spring.—The section of the Sunderland 
District Electric Tramways joining the urban townships of 
Houghton-le-Spring and Hetton-le-Hole is now practically com- 
pleted, and it is hoped that the cars will be running in a day or 
two. Houghton-le-Spring, although a place of considerable impor- 
tance, has no rail connection, except that furnished by means of 
the tramways which will give communication with Fence Houses 
and Hetton-le-Hole stations on two different branches. 


London.—OvrR THE DBurpGEs.— The City Corporation 


has referred a communication from the L.C.C., inviting the former 
to obtain Parliamentary powers to widen or rebuild Blackfrinrs 
Bridge, to the Bridge House Estates Committee, with power to 
employ expert assistance, and to confer with the L.C.C. 

PApDINGTON.—At the meeting of the B.C. on Tuesday, a letter 
was received from the Harrow Road and Paddington Tramways 
Co., submitting statements, plans and sections, and giving notice 
that, in the exercise of their powers under the Act, they intended 
to commence the execution of the work of reconstructing their lines 
for electric traction. It was resolved to inform the company that, 
inasmuch as they had not complied with their Acts as regards the 
deposit of sufficient explanatory notices, plans, sections and state- 
ments, the Council could not approve of the plans, sections and 
statements which had been deposited. The General Purposes Com- 
mittee recommended that the L.C.C. be informed that the B.C. 
will be prepared to favourably consider a scheme for running tram- 
ways along the Edgware Road, provided that the cost of the neces- 
sary street widenings is borne by the L.C.C. as part of its tramway 
policy, and subject to clauses being inserted to the satisfaction of 
the B.C. The consideration of the matter was adjourned. 

WESTMINSTER.— The City Council has received a notification 
from the B. of T. that they have approved of the plans lodged by 
the L.C.C. for the electrification of the tramways in Vauxhall 
Bridge Road and across Vauxhall Bridge. 

CHELSEA — The B.C. has received notice from the London United 
Tramways (1901), Ltd., of the company's intention to break up 
roads for the purpose of laying cable. | 

WANDSWORTH.—Messrs. Stanley & Co., solicitors to the London 
United Tramways Co., wrote relative to the conditional sanction 
given by the B.C. to the laying of electric cables from Lot's Road, 
. Chelsea, through Fulham and Wandsworth to Wimbledon. The 
company refused to agree to the condition which would bind them 
to remove at their own expense the cables and ducts, if these were 
required to be shifted at any time in connection with the works of 
the Council. The B.C. decided nbt to insist upon the condition. 


Malta.—On Saturday last an accident happened on the 
electric tramway recently opened at Valetta. In consequence of 
the brakes refusing to act while descending 4 hill, the car dashed 
into a wallata curve half way down. Five men were killed and 
23 persons were injured, six of them seriously. 


Neasden.—Doubtless as the result of the recent agitation, 
the Willesden U.D.C. has informed the Coal Smoke Abatement. 
Society that it has resolved that further proceedings be taken 
against the Metropolitan Railway Co. and the British Westinghouse 
Co. to enforce the recurring penalties for which they are liable 
for the emission of smoke under Section 98 of the Public Health 
Act, 1875. 


Neyweastle-on-Tyne.—The annual report of the general 
manager of the Newcastle-on-Tyne Corporation tramways has just 
been issued. . This shows that the total length of tramways worked 
by the Corporation was on March 31st 492 miles within the City 
owned by the Corporation, 1} miles in the borough of Wallsend, 
and 34 miles in the urban district of Gosforth, both of which 


sections are owned by the Tyneside Tramways and Tramroads Co. 


The total revenue was £197,493, and the working expenses 
£126,338, giving a gross profit of £71,155. 'The net balance, 
including £3,600 from last year, was 49,955. The number 
of passengers was 43,069,934, and the number of car-miles 
travelled was 4,326,152. The percentage of working expenses to 
receipts was 64, and the total revenue per car-mile averaged 10°96d. 
The average journeys per head of population per annum were 143. 
The chief items of expenditure were as follows:—Wages of 
drivers and conductors, £42,653; superintendente, £1,479; other 
traffic employés’ wages, £5,388 ; cleaning and oiling cars, £7,978 ; 
ticket check, including inspectors and clerks, £4,640; salaries of 
gencral officers and staff, £3,153 ; rates and taxes (excluding income 
tax), £6,860 ; repair and maintenance of permanent way, £7,914 ; 
maintenance and repair of electrical equipment, £2,066; cars, 
£10,186 ; salaries and wages at the power house, £4,312. The state- 
ment of capital expenditure showed an outlay of £1,190,867. "The 
report mentions that 20 of the single-truck double-deck cars have 
been built in the Corporation workshops. and two single-truck 
double-deck cars are now in course of construction, in addition to 
which the staff are now engaged on building covered tops for 
20 cars. 


Ramsgate.— The B. of T. has fixed Friday, the 13th inst., 
as the date of the adjourned inquiry into the Ramsgate tramway 
accident of August 3rd, when a tramcar went over the East Cliff. 
The inquiry was adjourned for the evidence of the driver, who was 
too severely injured to be available. 


Rochester.—The Corporation has decided to extend the 
present electric tramway system from Star Hill to the Maidstone 
Road and the Grange. This will give a direct electric tramline 
from the Grange right on to Chatham and Gillingham, a distance of 
some six miles. Later on it is proposed to go on to Borstal, where 
there is a large convict prison and a well-populated working-class 
district. | 


Scotland.—New tramways are well in evidence in 
Scotland at present. The Falkirk line will be opened in a few 
days. At Wemyss, Fife, the new tramway between Kirkcaldy and 
Leven is well in hand, and at Musselburgh во successful has the 
new line been that Mr. E. A. Mitchell, chief engineer. of the 
National Electric Traction Co., Ltd., London, is surveying the route 
east of Prestonpans with the purpose of extending the journey fully 
5 miles. Negotiations are in progress for a tramway between 
Hamilton and Low Waters. 


Siam.—Reuter says that the King of Siam on Tuesday 
opened 20 kilometres of electric tramways at Bangkok. | 


South Afriea.—DUnnANx.— In connection with the 
municipal tramways, the rolling stock has been increased by the 
arrival of six trailers, supplied by Messrs. Milnes, Voss & Co., who 
built the cars, and Messrs. Mountain & Gibson, of Bury, who built 
the underframes and trucks, which are of the “radial” type. The 
seating capacity is for 32 passengers, and the cars are fitted up 
similarly to the existing cars, the cost of each being about £430. 
А proposal is being brought forward for the collection and delivery 
of parcels by the cars, on similar lines to those instituted by Mr. 
Thomas when at Huddersfield, and it has been further suggested to 
have post boxes also fitted. 


South Shields,—The Tramways Committee bas been 
further considering the question of appointing a manager for the 
new electric system now in course of construction. The Committee 
had recommended Mr. J. H. Cawthra, the electrical engineer, for 
the position, but the Council, at its meeting, remitted the subject. 
back for further consideration. Having looked into the question, 
the Committee re-afliried its decision to appoint Mr. Cawthra. 


Tipton.—The tramway ditficulty has been at last 
amicably arranged. At a meeting of the U.D.C. last week the 
terms, it was stated, were that the company undertake within three 
months of the sealing of the agreement to electrify the line from 
Dudley to the Bull's Head Inn, Prince's End, and also in the same 
period to reconstruct and electrify the tramway from the Wednes- 
bury boundary to Ocker Hill railway station. The intermediate 
portion, where the mining subsidences are now taking place, is to 
be electrified and reconstructed within 18 months from the scaling 
of the agreement. In addition, the tramway company uudertake 
to pay to the Council £150 for the watering of,the track up to 


April 3rd next, and £110 per annum in advance from that date; also 


to рау all the costs of every, kind which,the Coundil has incurred. 
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The British Electric Traction Co. have consented to become 
guarantors under the supplementary agreement, as they are under 
the original agreement. The Council considered the agreement 
satisfactory, and passed the plans submitted for its carrying into 
effect. E: 


United States—New Үовк Crry.—Contracts for the 
new electric subways are expected to be advertised after January 
Ist, 1906. The routes so far approved include lines under Lex- 
ington, Third, Seventh and Eighth Avenues, with connections on 
the south with Brooklyn, and on the north with Bronxborough. The 
Izter-State Tunnel Railway Co., organised on September 21st, is pro- 
posing to build still another tunnel under the Hudson River to 
connect Manhattan City with the New Jersey suburban towns, and 
promises an express service to Newark in 15 minutes. The New 
Jersey end of the tunnel will be connected with a system of electric 
traction aggregating some 550 miles. 

Mr. Harry P. Nicholls, an engineer in the em loy of the city, in 
reporting to the Bureau of Franchises, uttered a warning against 
allowing traffic conditions to get beyond the control both of the city 
and the traction companies. There was one point, he said, in 
Brooklyn where at certain times, of the day 583 cars per hour were 
supposed to pass, or at the rate of 10 per minute; under these con- 
ditions a speed of more than 3 or 4 miles an hour was impossible. 

Lone IsrAND.— The Manhattan and Long Island Railway Co., 
recently organised with a capital of £2,000,000, proposes to operate 
an electric railway 80 miles long, starting from the New York end 
of the Blackwell’s Island Bridge (not vet constructed), and ex- 
tending as far north as Oyster Bay, the summer residence of 
President Roosevelt, | 


TELEGRAPH AND TELEPHONE NOTES. 


Amazon Telegraphs.—“ The Valley of the Amazon 
and its Telegraphic Communication" is the title of а brochure 
written by Mr. Francisco Bhering, of the Brazilian Telegraph 
Administration, and also the Delegate of Brazil at the London 
Telegraph Conference. It is stated therein that, with the view of 
assuring re communication, the following lines were pro- 
vided :—(1) A landline along the railway from Mederia to Momare. 
(2) A cable across the river from Belem to Manaos. (3) Landlines 
along the banks of the river, and serving as auxiliary lines to the 
British river route. (4) Landline from Caqueta to the mouth of 
the river Aquiry. (5) Wireless telegraph installation nt various 
points along the Amazon and some of its chief affluents. | 

The first and fourth lines have completely failed. The river line 
of the Amazon Co. has not, the brochure states, given the good 
results hoped for. The irregularity in working of the cable, which 
is frequently interrupted between Para and [anaos, considerably 
interferes with commerce. . . . . Experience has also shown 
that it is not possible to keep the aerial line in good working order, 
by reason of floods and difficulties of maintenance. | 

The auxiliary routes constructed by the Amazon Co. also did not 
prove successful. It has been decided to try the American system 
of wireless telegraphy, and the author thinks this cannot be taken, 
excepting as auxiliary to the existing systems. At the same time, 
Mr. Bhering states that he does not think it possible that commu- 
nication can be maintained by cables, owing to the incessant 
changes in the depths of the river, 


Australia.— The Postmaster-General has approved of - 


tenders being invited for a new telephone switchboard and- equip- 
ment, to bo placed in the new Post Office building at Hobart, as 
recommended by Mr. John Hesketh, electrical engineer of the 
Quecnsland Postal Department. This covers the provision of a 
metallic circuit for cach telephone with a common battery system. 


Glasgow.—The underground telegraph between Glasgow 
and London is approaching completion. The cables are now being 
placed in their permanent position within cast-metal pipes, as far 
north as Hamilton. 


Guernsey Telephones.—On Tuesday the official inaugu- 
ration of the new multiple switchboard was performed by Sir Henry 
Giffard, K.C., Bailiff and President of the States of Guernsey, 
Luncheon followed at the Old Government House Hotel, 


Hull.— The town clerk of Hull has received an i mportant 
letter from the Postmaster-General with respect to the future of the 
municipal telephone undertaking. The Corporation asked for the 
renewal of its licence, or for the purchase by the Post Office of the 
Whole of the plant in 1911. The Postmaster refused to comply 
with cither of these requests, and Suggested. that arrangements 
should be made to avoid further duplication and secure consolida- 
tion of the National and Corporation Aysterus before 1911. As an 
alternative, he said he was perfectly ready to negotiate for the sale 
of the telephone service to the Post Otlice | 


Submarine Cables.—The сз. Colonia, which went 
ashore at Fox Island while laying the Canso-Port au Basque cable, 
and bas since been repaired, has, says the daily Press, arrived at a 
point 187 miles from Ireland, where she has to make the final splice 
with the cable laid westward from Ireland.. 


mercial Co. 


Rome-Constantinople .. 


: The Colonia laid the- 
cable acrosathe Atlantis. This-nable is-the-fifth laid by the Com- 


Mr. Pierre Jouhannaud has written a book on the “ Protection of 
Submarine Cables in Times of Peace and War.” Itmay be obtained 
from L. Larose & Forcel, Paris, | 

It is announced that the Commercial Pacific Cable Co. has secured 
the necessary concessions to enable it to establish direct telegraphic 
commnnication between the United States and Chiva and Japan. 
It is intended to lay a cable from Guam to Yokohama and another 
from Manila to Shanghai. | 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1) Aug. 26, 1901 
Dominiea-Martinique .. May-7, 1902 А 
Bt. Lucia-Martinique May", 1902 
Cayenne-Pinheiro ЕТ - 705 2s .. Aug. 13, 1902 .. 
Reissa-Issa (Yemen) Camaran PY . « Oot. 22, 1902 
ашала Е ER n iE bor y enia e 

adivostock-Nagasak 07 0. .. Feb.9, a 
Closed Port Arthur Chu 1D Mar. 9, 1904 
Jamaica- Colon ЗА € Jan. 5, 1905 
Cadiz-Tenerit а July 20, 1905 

LANDLINES. 

Puerto-Barrios . Я Me .. July 28, 1902.. 
Kertch-Soutehoum . Bept. 27. 1904 
Alaska landlines .. 


“nil vin GaWeson . ВОРА 1905 .. Бері. 30, 1905 
Бер ирон бє a рн = Бері. 93, 1905 ` Sept. ZT, 1905 

West African Telegraplis,—New telegraph offices have 
been opened for service at Yegi, Gold Coast, and at Warri, Sapeli 
апа Benin City, Southern Nigeria. 


Westminster.—The Works Committee of the City 
Council reported on Tuesday haviug considered a Іеіфег тош the 
Secretary of the General Post Office with reference to the Council's 
refusal to sanction the erection on the public way near Hyde Park 
Corner of two test pillars for telegraphs, and stating that the sug- 
gested alternative of placing these inside the Park railings was not 
feasible as it would entail the diversion of large cables, and, morc- 
over, access to the pillars would often be required when the Park was 
closed. It was asked that as the erection of the pillars is regarded 
as of great importance from a telegraph engincering point of view, | 
and would lead to fewer openings of street boxes for testing pur- 
poses, the Council would give the application further and. more 
favourable consideration. The Committee reported that having 
again gone into the subject, it could not see its way to/ depart from 
its previous decision. 

Wireless Telegraphy.—The Chicago police are con- 
structing a new heádquarters building, 10 stories high, and аге 
fitting up a wireless telegraphic station on the roof. Receiving 
stations for the wireless messages will be established in different 


Parts of the city. 


The Jury of Award at the Liége Exhibition has given the highest 
award --the Grand Prix—to Marconi’s Wireless Telegraphy Co., Ltd., 
for its exhibit of wireless telegraph apparatus. 


CONTRACTS OPEN AND CLOSED. 


" OPEN. 


Barnes.—October 10th. Condensation water purifier 
and grease eliminator for the U. D.C. electricity works. Sce 
* Oflicial Notices” September 29th. 


Bournemouth. — October 16th. Two passenger lifts on 
the East and West Cliffs for the T.C. See “ Official Notices” 
September 29th. 


Bridlington.— November 1st. One 200-Kw. steam 
dynamo, pipework and switchboard extensions for the Corporation. 
See “ Official Notices” to-day. 


С. W. Railway.— October 16th. 
See "Official Notices“ September 29th. 


Stores for one year. 


Leeds.—October 11th. Wiring and installation of sub- 
way, and underground concentric mains for the Pump House and 
Imbecile Wards at the Workhouse. See “Official Notices" to-day. 


London.—October 25th. Wiring and fittings for the 
electric lighting of the Bandstand on Vitoria Embankment 
Gardens for the I. C. C. See “ Otticial Notices" to-day. 


Metropolitan Railway.—-October 9th. The directors 
invite tenders for the supply of general stores during 12 months 
ending October 31st, 1906. Manufacturers and others desirous of 
tendering should apply to the secretary (Mr. R. Н. Selbie), 32, 
Westbourne Terrace, W., for a form or forms under the following 
numbers — | 


18. Electric lamps, carbons, ebonite, fuses, &c. 
19. Electric wire casings, and wood wool. 


20. Electric wires апа cnbles“ t=-- — In 
45. Telegraph fittings, “battery jars, zincs, insulators, &. 


+ 


Vel. o). No. 1,454, Ocronza 6, 1905] THE ELECTRIGAL REVIEW. 


545 


Mussoorie (India).—October 28rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exoiters, 
switchboards complete, transformers, induction motors,’ pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores. See “ Official 
Notices July 14th. | | 


Spain.—October 14th. The Spanish Ministry of Public 
Works in Madrid is inviting tenders until October 14th, for the 
concession for the construction and working of an electric tramway 
in ossa. Particulars may be obtained from, and tenders аге 
to be sent to, El Ministerie de Obras Publicas, Madrid. 


Worksop.—October 18th. 
and one water softener for the U.D.C. See “Official Notices“ 
to-day. 


CLOSED. 


Barking.—The U.D.C. has accepted the tender of 
Messrs. Crompton & Co., Ltd., for the supply of electric motors 
for hiring out. 


Bermondsey.— The B.C. on Tuesday received the 
following tenders for wiring the St. John's Girls’ School premises 


and providing fittings :— \ 
B. E. Nightingale .. (accepted) £% 0 
Е. P. Allam & Со. .. : P 102 0 
A. W. Penrose & Co. 112 15 
^ T. Potter & Sons Я 127 10 
G. W. Green & Co. 140 10 
Sunderland & Co. 145 0 


Burnley;—The B. G. have accepted the tender of Messrs. 
Н. A. Jackson & Co. for the supply of clectrical requirements to 
the workhouse, for the ensuing half-year. 


Chester.—The Т.С. has accepted tlie tender of the 
Sunbeam Lamp Co., Ltd., of Gateshead, for the supply of 3,000 
incandescent lamps, at £100. 


Dartford.— The U.D.C. has accepted the tender of 


Messrs. Johnson & Phillips, Ltd., for the supply of cables, at £109, 
and that of the Vacuum Oil Co. for cylinder oil, at 28. 8d. per 
gallon, crank chamber oil, at 1s. 44d., and dynamo oil, at 1s. 7d., 
for the electricity works. | 


Derby.—The T.C. has accepted the tender of Messrs. 


Milnes, Voss & Co. for the supply of six tramcars complete with top 
covers, at £3,745, and that of Mr. Wm. Walkerdine for the 
extension of the car-sheds, and the erection of a sand drying shed, 
at £2,299. 


Durban.—The Electric Light and Power Committee 
recommended the acceptance of the lowest tenders for the supply 


of 2 miles 19/16 н.т. c.c. cable, 1 mile 7/14 н.т. c.c. cable, 14 -miles ` 


2 aq. in. L.T. single cable, and 400 yards 3 sq. in. L. T. single cable, 
from the following firms respectively, viz, Western Electric Co., £475, 
Henley's Telegraph Works, £183, Western Electric Co., £376, and 
Messrs. Glovers, £83, totalling £1,117 ; and also one mile of triple- 
concentric cable from the Western Electric Co., for the sum of 
£345. Messrs. Etlinger Bros.’ tender for 30-ft. poles, at £3 10s. 
each, was also accepted. 


France.—The French Post and Telegraph authorities in 
Paris have lately given out contracts as follows:—La Société 
Industrielle des Telephones, Paris, 100 kilometres submarine cable 
core, at 1,437 fr. per kilometre ; the India-Rubber and Gutta-Percha 
Co., of Persan-Beaumont, 100 kilometres ditto, at 1,430 fr. per 
kilometre, and 16 kilometres ditto, at 2,004 fr. per kilometre ; 
Mesars. Stein & Co., 50 tons of iron wire, 24 mm. diameter, at 338 
fr. per ton; Messrs. Marcellot & Co., of Eurville (Haute Marne), 
10 tons ditto, 5 mm. diameter, at 3134 fr. per ton, and 50 tolls 
ditto, 7 mm. diameter, at 314 fr. per ton; Les Forges de Cominercy, 
100 tons ditto, at 3171 fr., and La Société Metallurgique de Gorey, 
200 tons ditto, at 3164 fr. per ton. 


Glasgow.—The sub-committee of the T.C. have recom- 
mended for acceptance the following offers :— | 


Navvy barrows, Messrs. Butter Bros. 

Cast-Iron brackets and enamelled plates, Messrs. P. & R. Fleming Co. 

Pitch pine sleepers, Messrs. Buchanan & French. 

Haskinising of pitch pine sleepers, Messrs. the Scottish Wood Haskinising Co. 

Galvanising wires, Messrs. Allan, Whyte & Co. 

Tram rails, 1,500 to 2,000 tons straight track, and 150 tons curved, Messrs. 
Bolckow, Vaughan & Co., Ltd. 

Armoured cable, Messrs. W. T. Henley's Telegraph Works Co., Ltd. 

Cross-overs for permanent way, the Lorain Steel Co. 

Automatic sprinklers for Coplawhill Car Works, Messra. Watson Bros. 

Traction street poles, Messrs. Wilson, and Union Tube Co., Ltd, 

15,000 tons of granite setts, the Welsh Granite Co., Ltd. 


Halifax.—The Tramways Committee has this week given 
an order for one of Parr’s automatic electrical point controllers, 
at £75. | 


Leicester.—Messers. S. Dixon & Son, Ltd., have sccured a 
third repeat order for ten Turner's patent point controllers for the 
Corporation. 


One 36-K W. steam balancer, 


Marylebone.—Mesars. Arc Lamps, Ltd., have 'received 
large orders for the change-over at Marylebone, some 150 lamps 
having been ordered by Messrs. Duncan, Watson & Co., of Charing 
Cross Road, London. | 


Pembroke (Ireland).—The following tenders for the 
extensions of the electricity supply undertaking have been accepted 
by the Electric Lighting Committee of the D.C. :— 


M.—Electricity supply mains, Callender's Cable and 
2 9 Ltd. oe .. 


Construction T "m .. £14,624 18 
N.—Arc lamps, pillars and Accessories, W. Lucy & Co., Ltd. 1,182 10 

‚ O.—House Meters, Chamberlain & Hookham, Ltd. .. At schedule rates 
керми of switchboard, Nalder Bros.’ 4 Thompson, iia 


Poplar.—The B.C. Electricity Committee has exereised 
it4 option to take from the Whitwell Coal Co. 3,500 tons of coal, 
at 10s. 9d. per ton, to be supplied to the electricity works during 


' the next, six months. 


f 
Swansea.—The Swansea Tramways, Co. has ordered six 
single-deck car-bodies, mounted on Brush maximum traction trucks 
and fitted with Brush 1,002B motor equipments; also four double- 
deck car-bodies.with radial trucks апа 1,002B Brush motor equip- 
ments, from the Brush Electrical Engineering Co., Ltd. 


Willesden.—The U.D.C. has accepted a tender from 
Messrs. Ferranti, Ltd., at £303, for alterations to, and extension 
of, the switchgear.  ' | | 


[4 


FORTHCOMING EVENTS. 


— — — — 


To-day'e Evente.—At Olympia, Mr. J. Swinburne. 
Electric Lighting." 
Monday, October 9th.—Institution of Mech. Engineers (Graduates), Work in 
a Locomotive Running Shed, by Mr. C. C. B. Morris. 
Tuesday, October 10th.—At Olympia, Electricity Meters.“ 
8. Z. de Ferranti. 
Wednesday, October 11th, at 7 p.m.—Dinner of the Dynamicables at the 
Electrica] Exhibition, Olympia. 
At Olympia. Lecture on Electric Heating,“ by Mr. H. J. Dowsing. 
Friday, October aa Olympia. Leoture on Electric Telegraphs," by Mr. 


Lecture on * Domestic 


Lecture by Mr. 


Friday, October 20th.—First Smoking Concert of the Electro-Harmonic Society. 
Tue$dsy, November "th.—At8p.m. Institution of Civil Engineers. Inaugural 
Address by the President, Sir Alexander R. Binnie. Presentation 
of the Council's Awards, and Reception in the Library. · 


THE ELECTRICAL ENGINEERS К.Е. (VOLS.). 


TIR following orders are announced :— 


` 


Monday, omnes 9th.—Officers’ monthly dinner at Lyons’ Restaurant, Victoria 

treet. 

Friday, October 18th.— Woolwich detachment parade at R.A.M.C. (V.) Hall, 
Brook Hill Road, 8 p.m. Dress—Uniform, if possible; working dress in 
forage caps without arms. 

БМА, October 14th.—The last shoot for this year will be held at Runnemede 
all day. Ammunition supplied on the range. 


WILTRID C. DUMBLE, Captain В.Е. ~ 
For O.C.E,E.R.E. (V.) 


~ 


i 

Civil and Mechanical Engineers’ Sóciety.—AxNvAL 
DiNNER.—On Thursday last week the annual dinner of this Society 
was held at the Restaurant Frascati. 'The President, Mr. Alfred 
Hanssen, occupied the chair, and amongst the guests were 
Mr. W. В. Esson (president clect), Mr. R. Н. Willcocks, Mr. К. L. 
Matthews, Mr. J. C. Osborne, and others, The arrangements for 
the entertainment were in the hands of the Hon. Sec., Mr. A. S. E. 
Ackermann, and were, as usual, unexceptionable. The toast list was 
reduced to the minimum ; the President proposed the loyal toasts, 
which were duly honoured, and Mr. J. C. Osborne proposed ‘ The 
Society,” in a brief speech. Mr. W. B. Esson’s reply was equally 
brief, but, as might be expected, was humorous while it lasted. It 
is impossible for Mr. Esson to lose sight of the humorous side of 
things, or for his audience to refrain from joining in his amusement 
thereat. 

A recitation and several songs were admirably rendered by Miss 
Fruen; Mr. G. Robins performed a prodigious feat of memory, and 


‘gave sundry imitations, and Dr. J. 8. Owens contributed some con- 


juring tricks. The evening passed off pleasantly, to the satisfaction 
of all concerned. ; 


Tramway Manager Sentenced.—At Devonport on 
29th ult, J. W. Endean, lato manager of the Devonport aud 
District Tramway Co., was sentenced to six months’ imprisonment 
for embezzling various sums paid to him on behalf of the company 
for season tickets. It was stated that prisoner issued 47 tickets, for 
which he received £4 10s. each, and two for which he received ` 
£3 10s. and-£2 15s., and the money had not been accounted for. 
He was re-arrested at Swansea, where he was aboard an outward 
bound liner. | 
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THE OLYMPIA ELECTRICAL EXHIBITION. 


(Continued from page 510.) 


The Simplex Steel Conduit Co. 


The StwPLEx Co.s' stall forms an object lesson in the wonderful 
adaptability of the firm's well-known steel conduit. 
The wiring man is probably well enough acquainted with the 


: Fras. 26 AND 27.-—Sunx SOCKET AND Switca FITTING. 


Simplex manufactures by this time, but as developments are con- 
tinually being made, he will be well advised to spend some time at 
this stall. | 

Among the novelties will be found the Simplex sunk wall 


Fic. 98.—Srm4PLEX PENDANT Box. 


socket and switch fittings, which have been introduced for use in 
buried work, where it is required that the jswitch or wall socket 
shall come flush with the plaster. 

Another fitting for use in connection with concealed work is a 
combined switch and wall socket box. The iron box is of convenient 


Dr. 


nmi 


E etr tee. 


| 


| 

— 

THE MORRIS-HAWKINS ELECTRICAL. COMPANY LIMITED, (2) 
17, Cbariag Cross Road. London. . À 


being easily put in line, and this will be found to greatly facilitate 
wiring. Simplex “station” boxes for use as junction bracket or 
pendant boxes, have already gained great popularity amongst con- 
sulting engineers and contractors who prefer a heavy watertight 
form of box to the lighter types usually installed. They are 
particularly adapted for railway station and outside work, and 
have been exclusively adopted in the wiring of the Metropolitan 
and District stations. 


 Baleke Cooling Towers. 


Messrs. ВАгскЕ & Co., of 27, Clement’s Lane, E. C., have sup- 
plied about 60 cooling towers in this country, both wooden and 
steel, mostly for electricity works, but in many cases for private. 


_ use; their work includes both steel and wooden, open, fan draught 


and chimney coolers. It is noteworthy that no fewer than nine of 
these towers are for use in connection with gas engines. The firm 
did not find it convenient to erect a cooling tower 60 or 80 ft. high 
in the Exhibition Hall, and therefore Messrs. Balcke's exhibit is 
confined to printed matter aud models. 


The Morris-Hawkins Electrical Co. 


An interesting exhibit is to be seen on the Monuis-HAWKINS 
Co.’s stand at the Olympia Exhibition. Two 35-н.р. machines 
coupled together ou а combination bedplate, are running on 
Hopkinson test, with the idea of demonstrating the heavy overloads ' 
that can be carried. The motors have special features, inas- 
much as they are fitted with the company's new commutating 
magnets. . 

The accompanying illustrations give a clear idea of the general 

design. The pole core of the commutating magnet is 
circular in section, thereby economising in copper and in the 
consumption of energy. In order to take advantage of the 
circular section, the magnets are mounted outside the main 
magnets. The design being of simple construction, is cheap to 
manufacture and especially adapted for the line of standard motors 
inanufactured by the company. 
A good commutating magnet fulfils a very necessary want, 
especially on motors built for 400 to 500-volt circuits, as in such 
machines the reactance voltage cannot be kept sufficiently low to 
ensure sparkless collection ou the geometrical neutral point. 

Four commutating magnets are fitted, each consisting of a pole 
shoe a, magnet core c, and an exciting coil B, the exciting 
coil being connected up in series with the armature winding. The 
magnet core c is fixed to the main yoke F, by studs р. 
The magnet core c is circular in section, and is mounted out- 
side the symmetry plane of the main magnets E. With the 
object of reducing the self-induction of the armature coils under 
commutation, the pole shoes of the main magnets and commutating 
magnets are connected together by means of copper strips marked 
н. A test of a 35-в.н.р. motor made by this company and sup- 
plied to Messrs. Hulse & Co., of Salford, for driving a planing 
machine showed excellent results. 

The application of the commutating magnet has, of course, a great 


Fic. 29.—Morris-Hawkins Moror, FITTED WITH COMMUTATING MAGNETS. 


size and is fitted with insulating or metal cover, fixed by four brass 
screws. Theswitchis provided for top connectionsto facilitate wiring. 
It often occurs in practice that the wireman may not install the 
length of conduit leading up to the switch and wall socket box 
quite,straight, aud therefore the latter also becomes out of truth, 
and is unsivhtly. The Simplex Co. has introduced an adjustable 


box which allows of the metal cover, which appears on the surface 


е 


value for reversible motors апа for motors where speed variation is 
required. 

With regard to variable speed motors, the Morris-Hawkins Co. 
are fitting their patent magnets on all 500-volt machines. The firm 
have in addition developed a new method of speed regulation which 
is independent of the weakening of the field by shunt control. The 
speed variation of this patent motor is effected by altering the 
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reluctance of the magnetic circuits of the motor. This is accom- 
plished entirely by mechanical means in the most simple and 


ex oy 
82 


M ` 
eo 


Fic. 30.— VIEW oF FIELD AND COMMUTATING MAGNETS, 
Morgis-Hawkins Motor. 


efficient manner, ensuring a thoroughly sound construction. The 
variable speed motor does not require any separate electrical 
apparatus for its operation beyond the ordinary starting switch. 


The Reason Manufacturing Co., Ltd. 

The Reason Co.’s stand contains an exceptionally good display 
of arc lamps, street-lighting fittings, meters, demand indicators, 
fuse boxes, service boxes, time switches and other apparatus. 

The company’s arc lamps include three types—viz., the twin 
carbon, the series and the ‘miniature. 
great advantage of working without shunt coils, and are shown 
running on both alternating and continuous current circuits. 

_ Street-lighting fittings in great variety figure on the stand, and 
include designs suitable for Nernst lamps, now much favoured for 
street lighting. ME 

А form of meter specially interesting to the small consumer is 
. the slot meter, of which two types are shown—one constructed for 
shillings and the other for pence. These meters can be adapted 
_ to any rate of charge per Board of Trade unit. 


Dw 


Fic. 32.—NERNST STREET Fic. 33.— SERIES DOUBLE- 


FiTTING. 


All these lamps possess the 


is used'largely'in connection with differential systems of charging, 
and also for the'automatic switching on and off of arc and incan- 
descent street lighting, &c. | | | 

For a two-rate system of charging, the controlling clock, which 
is a self-winding electrical one, is mounted in conjunction with two 
of the company’s standard electrolytic meters. Either one or other 
of the meters, which, of course, correspond to the two rates of 
charging, is switched in at the prearranged time by the clock. 
This combination is very compact and suitable for its special use. 

The time switch can also be mounted in conjunction with a 
circuit breaker, for operating the latter at a prearranged time. 
In this case the controlling clock closes an auxiliary circuit, ener- 
gising a solenoid and drawing up a plunger which, in turn, operates 
the trigger release of the breaker. | 

The circuit-breaker is a strongly-built switch capable of dealing 
with heavy currents at 400-500 volts pressure; both it and the time 
switch are here illustrated. | 

Underground service and junction boxes, feeder pillars, &c., and 
an improved type of iron-clad switch are also on view. 


Oliver & Co. | 
The above firm are well known as specialising in arc lighting and 
street fittings, examples of which they are showing on their stand. 


Fic. 31.—THE ORIFLAMME ARC LAMP. 


Their principal exhibit is the new Oriflamme arc lamp (see fig. 31) 
which gives a pleasant, slightly coloured light, and does ғ поё 
require retrimming for from 40 to 50 hours. A new {class of 


. Fic. 34.—Cr&RcviT BREAKER. Fic. 35.—TIME SWITCH. 


ENCLOSED ARC Lamp FOR BURNING 100 HOURS. 


THE Reason Co.'s SPECIALITIES. 


A striking item in this exhibit is the firm's well-known elec- . 


trolytic meter. This is worked on the principle of the electro- 
deposition of mercury, and possesses a unique degree of accuracy 
and sensitiveness. The stability of the material used is now quite 
assured, and visitors to the Exhibition will find the firm's latest 
type of meter well worth inspection. 
. .The. company's well-known demand indicators, of both the 
thermal arid: the magnetic types, and fuse boxes of many patterns 
are on view. | 

A speciality of more than ordinary interest is the time switch, 
which the company is now making for various purposes. This 


carbon is used, which is much cheaper than that ordinarily adopted 
in flame arc lamps, and this brings the carbon cost into line with 


that of the ordinary open-type arc lamp. 


The new lamp has only recently been placed on the market, but 
the firm has already secured contracts for street lighting with it at 
Woolwich and Wishaw. Tp? 

Hunt & Hess. | 

Messrs. Hunt & Hess, of Litholite Works, Hackney, make а 
speciality of their moulded insulators; the ХХ grade in particula 
is recommended for dynamo insulation, as, unlike mica, it does not 
chip or scale. 

F 
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The Langdon-Davies Motor Co., Ltd. 


The LAN GDON-DavIES Мотов Co., Lrp., exhibit sundry of their 
"well-known alternating current motors in operation, fitted with 
anew type of rotor which, it is claimed, giyes a much improved 
efficiency. and power factor, direct current motors, a petrol- 
electric generating set, and last, but not least, in point of interest, 
the original experimental model of the first Langdon-Davies 


Fic. 36.—LaNnGpon-Daviss MOTOR AND WorRM REDUCTION GEAR. 


motor. Amongst the above, our attention was drawn to a 25-в.н.Р. 
single-phase л.с. motor direct coupled to a p.c. generator; ап 
organ blower, driven by an А.С. motor and equipped with a new 
pattern of automatic starter; examples of cigarette and box-making 
machines, driven by the firm's motors through various reduction 
gears. 

The petrol-electric lighting set is a serviceable combination for 
private house lighting, its small bulk and economical working 
specially fitting it for this class of work. Our illustration is of one 
of the firm's motors fitted with their new worm reduction gear. 


Simmonds Brothers, Ltd. 


The attraction of Messrs, SIMMONDS's stand is the firm's improved 
plug couplings for flexible cables, for which patents are pending. 
The essential featurejof the ‘system is the employment of[lengths 


Fic. 37.— IMPROVED PLUG COUPLING, FITTED Ur. 


of flexible steel tubes wired with flexible twin cables and joined by 
means of double-pole plug couplings of a very simple and neat 
design. When connected up the whole system is perfectly water- 
tight, and the |tubes being (in |metallic connection with earth 


x 
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Fic. 38.—IwPnovED PLUG CouPLING, TAKEN APART. 


throughout, all danger of shock or fusing in the event of a leak 
is obviated. єє 

The couplings are small for their carrying capacity, a 50- 
ampere coupling only measuring 54 in. in length X 24 in. 


external diameter. Sub-circuits can be tapped off at any point by 
means of teeing couplings. 

These couplings will be of special use in heavy temporary instal- 
lations, such as are used by builders, shipbuilders, collieries, engi- 
neering works, &c. 

Our illustrations, figs. 37, 38 and 39, almost self-explanatory, 
but we may point out that in the base of each hole in the female 
section of the plug a small pin is fitted, which, when the split 
plug of the male section is inserted, enters and expands the latter ; 
the arrangement being, in fact, a plug within a plug. When 
tightened up, these plugs are practically solid, and the socket 
arrangement is sufficiently simple and “fool proof" to tax the 
power of the most accomplished “ British workman” in making a 
mistake. 

Visitors to the stall can see this system adapted to its lighting. 


James Keith & Blackman Co., Ltd. 


The Blackman electric fans are too familiar to need description ; a 
number of them are shown, ranging in diameter from 12 in. to 48 in. 
One of the novel features of the exhibit is a 12-in. fan combined with a 
motor, which has been specially constructed for use in connection 
with small refrigerating plants. Another is the forge hearth and 
Keith-Blackman electric blower, which we illustrate herewith; 
this is a capital arrangement, each forge in а smith's shop 
being thus made independent of the rest. Instead of keeping 
a large blower running to blow all the fires, when, perhaps, 
only one or two are in use, with consequent waste of power, only 


FIG, 40, —KErrH-BrLACKMAN FORGE BLOWER. 


those blowers which are actually required need be run, and the 
blast in each case can be regulated independently to the desired 
strength. The blower can be had separately, but our figure shows 
it complete with water tank, tuyere and rheostat. Larger high- 
pressure blowers are also made. 

A very elegant little apparatus is the electric table humidifier, 
which consists of a fan and а dispersing device, by means of which 
moistened air, impregnated with perfume, disinfectants, &c., is 
equably diffused throughout a room. This is intended for use in 
hospitals, sanatoria, &c., but its uses are obviously by no means 
confined to medicinal purposes. 


Diesel Engine Co., Ltd. 


An interesting exhibit is to be found at Stand No. 208, where 
the DIESEL ENGINE Co, show at work a 20-н.р. Diesel engine, 
direct coupled toa dynamo. This is the first occasion on which 
such a plant has been exhibited in this country, although at the 
Liége Exhibition a 500-н.р. engine is shown at werk. 

Some! 2,000 of these engines are now running in different parts 
of the world, with a total of nearly 100,000 н.р. 


2 


Fic. 39.— TEE COUPLING. 


Though the engine shown at Olympia is quite a small one, they 


are being built in all sizes up to 800 H.P., and engineers requiring 


dny-load or emergency plant would do well to inquire into the 
merits of the engiue for their purpose. 


| 


—— 
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A. Reyrolle & Co., Ltd. 


Messrs. REvROLLE'8 stand emphasises their activity in switch 
work, of which numerous examples are on view. One of the new 
accessories exhibited by them, 

Compact|" motor switchgear panel. This consists of a quick-break 
double-pole switch, two single-pole Jironclad fuses, and a protected 
starting, rheostat} with overload {and,! no-voltage release, neatly 


Fria. 41.— TR ‘Compact’ MoroR SWITCHGEAR PANEL. 


assembled upon a well-finished slate base ; all the connections are pro- 
vided between the separate parts, each of which is mounted in such 
a way that it forms a senarate and accessible apparatus. The panel 
is ready for mounting on a wall or elsewhere as requirements may 
suggest. The motor starter is of the lever type, and is fitted with 
the firm’s special resistance. 

There are many useful features about this starter, among which 
is to be counted the fact that the resistance acts as an automatic 
electricity valve, allowing! the starting [current [gradually to rise 
until the*motor starts" the- motor will start at all-loads while the 


PANEL. 


Fic. 42.—RESISTANCE FOR “ COMPACT ' 


handle is held upon the first stud. The resistance is of fireproof 
material and cannot be burned. It will, therefore, stand large 
overloads, and can be worked until it is red hot without running 
Serious risks. It consists of a number of flat iron plates and a 
snecial material carried in an frame, sandwiched in 
between. 

It may be of interest to know that the “ Compact " motor switch- 
gear panel has been specially designed to meet the extensive 
requirements of the Newcastle-upon-Tyne Electric Supply Co., 
Ltd., for motors up to about 10 H. p.; for larger sizes the standard 
drum type of starter, which is also on view, is used. 


asbestos 


which we illustrate, is their 


The Lancashire Dynamo and Motor Co., Ltd. 


Trafford Park is the home of many industries, though none are so 
well known in that neighbourhood as the electrical ones, and of the 
latter, by reason of its excellent work, the above firm claims dis- 
tinctive reference for its exhibits. Among them is ап auto- 
matic reversible booster of the Turnbull & McLeod patent type, as 
shown at the Tramways Exhibition, and described in the ELEC- 
TRICAL Review of October 28th, 1904. 

The motor for this is wound for 500 to 550 volts, and the booster is 
capable of developing 200 amperes at О to 120 volts continuously, 
300 amperes for one hour and 400 amperes for five minutes at 0 to 60 
volts. This booster has many;advantages which'lhave'received due 


recognition from the engineer. 


Кто. 43. —L. D. & M. Co.'s SPECIAL BALANCER. 


Various standard induction and p.c. motors are also on view, and/a 
balancer set, which we illustrate. The latter combination consists 
of two standard machines coupled back to back, and having two 
bearings only. The construction of this, as of the firm's other 
machinery, is both mechanically and electrically sound, and will 
repay close scrutiny. 


Fricker & Miller. 


One of the most interesting exhibits to the supply engineer 
and, of course, indirectly to the consumer, is that of MESSRS. 


FIG. 4. 


DEPOSITING CELL AND STRIP CARRIER OF MORDEY- 
FRICKER PREPAYMENT METER. 


Fricker & MILLER. This firm is showing a variety of its well- 
known electricity meters, prepayment and otherwise, and among 
the latter, for the first time, the Mordey-Fricker electrolytic pre- 
payment meter. 

In all prepayment meters hitherto introduced, a more or 
less complicated switching mechanism has been necessarily added 
to the ordinary meter mechanism, involving extra wear and tear, and 
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increased first cost. In this electrolytic prepayment meter, beyond 
_the manual operation of prepaying coins into the till as required, 
there are no mechanical movements whatever, and at the same time 
the cut-off after the prepaid energy has been consumed is infallible. 
The extreme simplicity of the meter permits the low first cost and 
small subsequent up-keep charges, which are essential to the success 
of any large prepayment meter scheme of supply. 

The illustration given is almost self-explanatory. As will be 
seen, the meter consists of a depositing cell wherein the cathode is 
fix ed and partitioned off from the anode by a perforated celluloid 
diaphragm. The anode is in the form of a roll of thin copper strip, 
carried on the upper part of the plate covering the cell. A definite 
length of this strip, which is rolled to a uniform thickness, is fed 
juto the electrolyte over a sprocket roller, through a slot in the 
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Fic. 45.— Мовреү-ЕвіскЕВ ELECTROLYTIC 
PREPAYMENT METER. 


cover plate, by the operation of each coin. When the portion thus 
immersed has all been dissolved by electrolysis and a like quantity 

deposited on the cathode, the circuit is automatically broken at the 
surface of the electrolyte. : | 


In the 1d. meters, a maximum feed corresponding to eight coins 
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Fic. 46.—THE FRICKER DEMAND INDICATOR. 


шау |be immersed. The average pressure drop "depends upon the 


length of anode immersed, and with one coin’s worth only, it 


does not exceed 1:3 volts per ampere passed. 

The anode rolls are made to serve 600 coins, and, together with 
the cathode plates, are readily renewed. The difference between 
the value of the copper in the | 
rolled anode form and as deposited 
on the cathode, is about 1 per cent. 
of the revenue from the meter. 
The firm undertakes to purchase 
the deposited copper at market 
prices. 

The electrolyte consists of 
copper nitrate, and is unaltered 
by the action of the current, 
merely serving as a carrier of 
copper from anode to cathode. 
Copper nitrate being a deli- 
quescent salt, there is no evapora- 
tion of water and consequently 
no “creeping” of the salt itself. 
The solution requires) filtering 
from the “sludge” of fine cop- 
per sheddings at long intervals: 
probably once in two years would 


„ * T. 
е Bufficie ps Art ALT. 
be sufficient. aS: ЕТ ЕМИ 3 
А counter records continuously — — _ 


the number] of coins paid in, this 
record multiplied by a constant 
giving the units consumed. The 
amount of prepaid energy available at any time mav be approxi- 
mately estimated by the appearance of the immersed anode copper 
as seen through the window in front of the meter case. The. sim- 
plicity of this meter is its great attraction, and judging from the 
interest taken in it, we imagine it will find a ready application 

Among other interesting and novel items, which are equally 


: - 

E M bd е 
ЖЫТ) - 
ACT Fy 


— 


Ro. 1,474, OcTOBER 6, 1905. 


worthy of inspection, are Fricker's remote control switch, Fricker's 
thermal volt and ampere meters, and the Fricker patent. maximum 
demand indicator; the latter is, however, well known, and from 
the consumer's point of view has this good feature, that if the 
mercury is visible anywhere in the stem of the tube while the meter 
is working, it is known that the instrument is working below the 
previous maximum. 


Everett, Edgcumbe & Co., Ltd. 


Perhaps the most interesting feature of this stand is the complete 
set of lamp-testing apparatus which is on view. At this time of 
year, probably, the first consideration in everyone's mind is the 
question of lamps—what to get and where to get them—so that 


Fic. 47.— DIAGRAM OF PORTABLE WaTT-PHOTOMETER, 


any help towards solving this difficult problem should be welcomed 
on all hands. 

There are also to be found instruments to meet all requirements 
and all purses, from the more humble lamp-testing ammeter (which, 
it should be remarked, is not to be confounded with the almost 
valueless watch pattern instru- 
ment sometimes met with, but 
which has a thoroughly open scale 
of good length) to the most. in- 
genious watt-photometer, by 
means of which the watt con- 
sumption of a lamp can be read 
off without any calculation. 

Тһе portable glow lamp photo- 
meter has been gradually evolved 
from the somewhat crude grease 
spot and card arrangement of three 
years ago, until the present ex- 
tremely compact and practical 
little apparatus has been produced. 

Central station engineers, who are now nearly all considering what 
steps should be taken to induce customers not only to- burn good 
lamps, but also to renew them so soon as they become inefficient, 
will find in the portable watt-photometer a friend in néed. 

The photometer proper consists, as will be gathered from the 
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Fic. 48.—ЕУЕВЕТтт, EDGCUMBE'S PORTABLE WATT-PRHOTOMETER. 


illustration, of а polished mahogany case,“ hinged in the 
centre. | | 

A carefully calibrated incandescent lamp forms the standard, and 
the candle-power of the lamp under test is read off on a direct- 
reading scale, the accuracy being, moreover, independent of fluctua- 
tions the voltage. The lamps are completely enclosed, so that 
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the apparatus can be used in broad daylight without any inaccuracy 
being introduced. 

A direct-reading two-range wattmeter is fitted into the same case, 
and is provided with an additional key, on depressing which the 
pointer indicates the efficiency of the lamp direct in watts per 
candle-power. 

The internal connections are shown in fig. 47, where v.c. is the 
volt coil, and c.c. the current coil, from which it will be seen that 
as the right hand lamp-holder travels towards the photometer, it 
passes over a number of contacts whereby the resistance of the pres- 
sure circuit of the wattmeter is decreased and vice versd. The value of 
these resistances is such that the scale can be graduated direct in 
watts per candle-power. - When it is desired to read watts only, 
this variable resistance is replaced by a fixed resistance. The 
candle-power, watt consumption and efficiency of the lamp are thus 
read off direct, and without any calculation. Connection can imme- 
diately be made to any electric light fitting by means of an adapter 
which is attached to the instrument. 

The whole apparatus when closed is thoroughly portable, and has 
been especially designed for the use of central station engineers, 
who can send it to consumers’ premises and demonstrate to them 
on the spot, that it is generally their lamps that are actually at 
fault and not the supply voltage, which usually comes in for con- 
demnation when the light becomes dim, or the quarter's bill comes 
to more than was anticipated. 

When arc or Nernst lamps are to be tested, as well as glow lamps, 


the “Flicker” pattern photometer is recommended, owing to the fact: 


that colour variations do not vitiate the results. For arc lamp testing 
a simple mirror attachment is provided, by means of which measure- 
ments of candle-power ean be made at any desired angle. 


A new street lighting photometer shown is a modification of one 


designed by Mr. Haydn T. Harrison, whose long experience in street 
lamp testing is well known. | 

Amongst other instruments of considerable interest should be 
noticed the Inkless Recorder," recently described in the ELEC- 
TBICAL Review, and leakage indicators for coal mines, &c. 


J. Halden & ('o. 


P d 


Time was when the engineer depended on a somewhat uncertain. 


daylight for his photo-printing operations, and frequently as a last 
resort, returned to the ink and tracing paper of his youth. 
Modern engineering photography, as exemplified by Messrs. J. 
HALDEN & Co.’s continuous (electrical) copying machines is, bow- 
ever, a very different matter, and at the present day these 
appliances are, in an office of any magnitude, practically a 
necessity. 

At the Exhibition this firm is showing examples of an electric 
semi-tilting frame, an electric duplex frame and an electric double 
continuous frame; the latter, which is one of the latest develop- 
ments in this line, is illustrated in fig. 49. 

-The machine is made both in single and double form. The latter 
promises to be the most valuable and economical, as the one set of 
arc lamps is arranged in a simple manner to cause the light to work 
on two tracings and prints as they pass on before it. 

The operation of the machine is very simple, and can be entrusted 
to any intelligent junior. The operator winds on to a loose spindle 
the tracing, which may be 50 or 100 yards long, or a continuatiou 
of tracings lightly joined to each other; the spindle thus filled is 


then replaced in its forks. The spindle to carry the sensitised 


Fic. 49.—DouBrLE Contrxvous COPYING FRAME. 


paper is run through the roll, and in its turn placed in its forks on 
the table of the machine. The operator now draws the end. 
of the tracing on to the end of the pboto paper, guiding the 
two combined to th» contact rollers, whea Һе starts the motor 
waich propels the machine. Tae two substances are carefully fed 
on to the upper contast roller, waich ,dtaws in eqdally and 
correctly. : z 


The arc lamps are switched on at this point. The tracing, with 
the photo paper behind, may now be discerned passing almost im- 
perceptibly between the flat glass plate and the contact rollers, the 
atter being so constructed as to give an unvarying pressure at all 
times. 

The speed at which rapid ferro paper receives the correct expo- 
sure is 1 ft. lineal of paper per minute, regardless of width. i 

As the tracing and exposed photo paper come free from the con- 
tact plate and rollers, they are guided to separate rollers, which 
wind up automatically, until the whole length placed on the feeding 
spindles has passed the contact plate, when the arc lamp and motor 
‘are both switched off, the photo print carried away for development, 
and the tracing removed from the other spindle. | 

A continuous electric washing and drying machine is also shown. 

This apparatus is all manufactured at the Cornbrook Works, 
Mauchester. 


W. Н. Allen, Son & Co, Ltd. 


Messrs. W. H. ALLEN, Son & Co. show examples of their high- 
speed vertical enclosed engines, condensing plant and Conqueror“ 
pumps, which are so well standardised and so familiar to our readers 
that there is no necessity to describe them in detail. These are all 
manufactured on the limit-gauge system, with absolute interchange- 
ability—a special feature on which the firm pride themselves. 

A noteworthy exhibit is a three-throw crankshaft, which has 
been at work in а 500-н.р. engine for seven years, 12 hours a day, 
at 300 r.p.m. Nevertheless, the wear is practically insensible; 
whére it is measurable, it amounts to only a microscopic value—in 
no case exceeding 0028 in. in a diameter of 6 in., or 015 in. in a 
diameter ‘about twice as great (the eccentric sheaves). All the 
journals are perfectly cylindrical. Such an excellent result testifies 
not only to the original accuracy of the work, but also to the 
quality of the forced lubrimation and to good material and work- 
manship throughout. | 


Davies Patent Boiler, Ltd. 


Unfortunately, the Davies boiler, which was to have been shown, 
was not ready in time for exhibition. It consists of a series of. 
elements of tubes built up in pairs of semi-cyliudrical top and 
bottom half drums, united by a number of 2-in. tubes. The bottom 
drums form the roof of the furnace. 

A specimen ring of the Premier boiler tube is shown ; solid-drawn 
steel tubes, 2 to 3 in. in diameter, are arranged vertically in the 
flues. About 384 such tubes are inserted in nests in a Lancashire 
boiler 8 ft. x 30 ft., with flues 3 ft. in diameter. 


The Crypto Electrical Co. 


The Crypto Co. is especially well known in connection with the 
ever-popular miniature dynamo and motor, and its exhibit of small 


Fic. 50.—CRYPTO CARBON-COPPER BRUSH. 


alternators, some of which are new to the public, should be carefully 
inspected. 

Among the features of the stand is a new carbon-copper brush, in 
which will be seen embedded in the carbon, three parallel copper 


Fic. 51.—Crypro MOTOR. 


strips. These brushes are expected to successfully meet any con- 
ditions of commutation. ! 


E. Green & Sun, Ltd. 


The GREEN specialities in the way of economisers, air heaters, 
pumps, &., form the main features of this firm's exhibits; their 
univeréal use absol ves us from further desuription here. 
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Tho British Electric Plant Co., Ltd. 


The most prominent exhibit of this firm is a duplex double- 
acting variable-stroke boiler feed-pump (Spence’s patent) driven by 
constant-speed motor, the capacity being 3,000 gallons per hour 
against a boiler pressure of 200 lb. per sq. in. The variation of 
-stroke is obtained by means of an cxtremely simple worm and 
wheel gear with star wheel and tappet from 0 to 5 in., step by step 
at each revolution ef the crankshaft, and, of course, the delivery is 
correspondingly varied. A special feature of the design is the care 
taken absolutely to prevent the slightest trace of air lock, and this 
feature, together with adequate air vessels on both suction and 
delivery sides, has made it possible to obtain a delivery substantially 
as uniform as that from a three-throw pump. The pump is driven 
through single reduction gear, raw-hide pinion and machine-cut 
cast-iron internal wheel, by a B.E.P. 12-в.н.р. shunt-wound motor. 

Among the several motors on view, we noticed one of the firm's 
compensated type, providing for extremely wide speed range 
through pure shunt control. This will develop $$ в.н.р. at а 
slowest speed of 645 r.p.m., and the same on slightly more power at 
all speeds up to 2,000 r.p.m. The range in this case is not very 
great, because the top spced is limited by mechanical considerations, 
not at all by electrical ones. Motors with speed ranges of 4 to 1 
or 5 to 1 must necessarily have extremely low slowest speeds, other- 
wise the highest speeds will, of course, get excessive. Each of the 
motors has starting gear or starting and regulating gear in a cast- 
iron case with glazed front. 


The London Electrical Fittings Co., Ltd., and the 
Wandsworth Electrical Manufacturing Co., Ltd. 
These firms jointly occupy a stand in proximity to the main entrance, 


where visitors with au еус to the beautiful may easily pass more 
time than they imagine. The designs are in Dutch, Elizabethan, 


Fic. 52.—8-LIGHT ANTIQUE PENDANT; LONDON ELECTRIC 
FiTrINGS Co. \ 


Georgian and Adam styles, too numerous to mention; the work- 
manship is excellent. Accessories, switches, switch and fuseboards 
complete an excellent exhibit. 


The Morgan Crucible Со., Ltd. 


The Morgan CRUCIBLE Co., Ltp., of Battersea Works, S. W., have 
a lengthy series of Morganite” specialities on view, publicly for 
the first time. Among these may be noted the patent Morganite 
brushes, a special feature of which is the flexible connection 
embedded therein; these can be seen running on machines hard by. 
The Merganite dash-pot plungers апа self-Iubricating bearings are 
also worth inspection. 


Regina Arc Lamps. 


Mr. RUDOLPH GRonuot, of 34, Gracechurch Street, E. C., exhibits 
a number of different patterns of the Regina" arc lamp. It is 
claimed for this lamp that it burns for about 350 hours, without accu- 
mulating dirt in the inner glebe—a marvellously long period. The 
lamp is suitable for either D.c. or a.c., and takes from 1 to 8 amperes. 
Regina No. 8B is a special design for interiors, the arc being 
inverted, and the light being thrown down from a large refleotor. 


No. 10 is the Regina copying lamp, which burns with a very long. 
arc, and gives a light especially suitable for photographic printing. .. 


The Reginula is a neat little lamp, taking from 1 to 2 amperes, and 
burning 30 or 40 hours with 5-mm. carbons; it is adapted for indoor 
and outdoor use, inverted or direct. 


The Key Engineering Co., Ltd. 


This company gives prominence to two specialities—viz., fibre 
conduit and the Carbone aro lamp. The virtues of the former are its 
watertightness, and that it is unaffected by high temperatures, 
acids or alkalies; it is non-inflammable when laid, is a perfect 
insulator, and entirely prevents electrolysis. We gather that it has 
already met with success in the lighting and tramway field. 

The Carbone arc lamp is of the white flame type, an effect 
obtained by the use of pure carbons. The latter are inclined 
towards each other as with the ordinary chemical carbon lamps, 
and as the positive crater is quite unmasked, by the negative carbon 
and its holder, there,is no shadow. Its novel features are well 
worth inspection. 


The High-Speed Braiding Machine Co., Ltd. 


Our brief inspection of tho exceedingly ingenious machinery on 
this firm's stand justifies us in calling the attention of cable and 
braid makers to its merits. The operation of.the machine is based 
on а well-known geometrical principle, but an adequate idea of its 
working can only be obtained from close inspection. 

The improvements embodied in the machine tend in the direction 
of greater officiency, simpler manipulation, less wear and tear, and 
greater carrying capacity. The machines shown are capable of 
braiding up to 23 in. diameter cable, with jute, cotton, &c.; the 
offices of the firm are at 7, Norfolk Street, Manchester. 


d Chameleon Signs, Ltd. 


The CHAMELRON SiGNs, Lro., of 315, Dashwood House, Е.С. 
display on a pretty Japanese stall, specimens of their very ingenious, 
and attractive signs. The colour changing effects defy ordinary 
description; but, for the benefit of the curious, we may say that 
the illuminating lamp is surrounded by a many-coloured traus- 
parent cylinder, which is rotated through its attachment to a 
small fan suspended just above and in the path of the heated and 
therefore rising air, the action being automatic throughout. | 


St. Paneras Borough Council. 


This enterprising municipality has taken advantage of the 
opportunity to demonstrate the domestic uses of electricity ; the 
stand is lighted with four flame arcs, and electric lighting and 
power, heating, cooking and ventilation are all represented in 
material form. A pamphlet is issued by the department, compiled 
by Mr. Albert Blanks, the publicity officer of the Council, 
in which the tariffs for lighting, power, &c, are set forth, 
with practical examples intended to bring home to the user 
some idea as to “how far a unit of electricity will go." Testi- 
monials from consumers appear enthusiastically declaring electric 
light and power to be far cheaper than gas and stcam, and superior 
in cleanliness, adaptability and other respects to either of these 
rival agents. The pamphlet is decidedly convincing, and ought to 
exert a marked influence upon the development of electricity 
supply. 

( To be continued.) 


FORTHCOMING VISITS TO OLYMPIA 


— — — 


Тнк following is а list of visits (as mentioned in our 
leader pages to-day) which have been arranged by borough 


‘electrical engineers and their committees :— 


35 | Coming from. | Names of deputation, 
Ё | 


Oct. 5or 6! Walsall ..  .. | А. Wyllie (Eng.) and Chairman. 
„ Sor 7! Harrogate G. Wilkinson (Eng.) and Chairman. 


» 6 Birkenhead .. | W. Bates (Eng.) and Committee. 

» 6 Paisley ‚. | С. К. Parkinson (Eng.). 

» 6 Barnes .. Deputation. 

„ 6 | Halifax  .. .. | УУ. M. Rogerson (Eng.). 

„ 7 Shoftield .. .. | Mr. J. W. Beauchamp (Deputy Manager). 
„ Tto 9 St. Helen's .. 1 E. M. Hollingsworth (Eng.) and Chairman. 
» 9 ‚ Barrow-in-Furness: H. R. Burnett (Eng.) and Chairman. 

» 9 Ilford ... A. H. Shaw (Eng.), Clerk and Committee. 
„ 9 | Malvern .. W. J. R. Baker (Eng.) and Deputation. 

» 10 Sleaford .. .. | R. Spencer Yates (Eng.). 

» 10 Bray A ‚. | W.J. U. Sowter (Eng.). 

„ 10 Worksop .. .. | J. P. Crowther (Eng.). 

„ 10 Burnley .. . J. E. Starkie (Eng.). 

„ 10 to 12 Mansfield.. .. К.Н. Hewlett (Eng.) and Chairman. 

„ 10 Weymouth os, R. G. Simpson (Eng.). 

„ 10 Sheffield .. "S ES Members of Staff (Mr. Fedden coming 

ater). 

» 10 ‚ Loughborough .. | W. Н. Allen (Eng.). 

» 10 Kettering .. .. | Deputation from Lighting Committee. 

„ 10 Salford. . | C. D. Taite (Eng.) and Committee. 

» 10 '| | 

9 8 5 4 Th Ealing TE J. D. Knight (Eng.). 

afternoon.) Я 
Oct. 10 & 11 Aberdeen J. A. Bell (Eng.) and Chairman. 

„ 11 | Eastbourne „. | J. К. Brydges (Eng.). 

„ 11 | Tonbridge .. | J. A. B. Horsley (Eng.) and Deputation. 

s. 11 Rochdale .. .. | С. C. Atchison (Eng.) and Chairman. 

„ 11 or 12 Lancaster. . | W. A. Tester (Eng.). 

» 12 & 18 Manchester S. L. Pearce (Eng.) and Committee. 

„ 18 Long Eaton | F. Worrall (Eng.). 

» 18 Blackburn . ; P. P, Wheelwright (Eng.). 

„ 18 or 14 | Chester . | B. E. Britton (Eng.) and Deputation. 

„ 13 or 14 Gloucester ‚. | W. J. Bache (Eng): i 

» 15 ог 16 | Greenock .. | J. A. Robertson (Eng.) and Deputation. 
15 ог 16 Perth „J. Lambert (Eng.). 

„ 17 ог 18 Partick... .. H. B. Maxwell (Eng.) and Chairman. 

„ 16 to 18 Sunderland .. J. F. C. Snell (Eng.) and Deputation. 

» 17 ог 18 Shiple y .. | 8. D. Schofteld.(Eng.) and Deputation. 
» 18 Worthing.. G. Porter (Eng.). 


2 
== 


Vol.'67. No. 1,454, OcroB&R 6, 1905.] 


THE ELECTRICAL REVIEW. | 


5584 


On Wednesday next, 11th inst., the Dynamicables will 
dine amicably together at the Electrical Exhibition at 
Olympia at 7 p.m., во it may be expected that on the after- 
noon and evening of that day there will be about the Hall 
many leaders in the electrical profession. By the way, we 
learn that the limit of membership in the Dynamicables was 
reached at the clection of members in May last. 


Railway Servants and Electric Traction.— Mr. R. 
Bell, M.P., the general secretary of the Amalgamated Society of 
Railway Servants, in his annual report, referred to the progress of 
electric and pneumatic signalling, and called attention to the dis- 
placement of labour, which was a feature of the change. In two 
cases which he mentioned the wages of the signalmen retained had 
not been increased, although it was obvious that, in spite of a 
dimiuution in manual labour, their responsibilities had been greatly 
added to. He bud a similar complaint to make with regard to the 
electrification of railways. The Metropolitan and Metropolitan 
District Railways had been gradually increasing their electric 

ervice, and it was expected that steam traction on those lines would 
soon be a thing of the past, Ву these changes the public gained by 
having a better service, more comfortable carriages, and an atmos- 
phere less redolent of sulphur; the companies gained, or hoped to 
gain, by reducing the cost of working and increasing the number of 
passengers carried, but the unfortunate railway servants lost owing 
to the rates of pay being reduced in many instauces. This was not 
as it should.be. When everybody else benetited, surely the men 
who did the work should receive some consideration ! 

At the annual meeting of the Railway Men's Union at Sheffield, 
on Monday. the president referred to the effects of electric traction 
on the position of the workers. He (Mr. Councillor J. Н. Thomas, of 
Swindon? said that there could be no doubt, judgiug from the present 
tendency, that the motive power of the future would be electricity. 
Notwithstanding the efforts of the organisation, and the many and 
various representations to the Board of Trade by their general 
secretary, approval had been given by that body to the running of 
passenger trains with one man in the cab. "This, again, not only 
reduced the number of men employed, but completely changed the 
whole system. Experience as cleaners and firemen, which was 
considered imperative before, was not now considered necessary, 
the policy in some cases being to draw men from almost any grade 
with a view to training them for motormen. ‘There was abundant 
evidence of the seriousness of the position. Did the enginemen 
and firemen realise the danger? The remedy, in his opinion, was 
* one society for all railway men.“ 


Institution Notes. — INSTTrW rio or ELECTRICAL 
ENGINEERS (GraAsuow SEcTION).—The fourth annual dinner is to 
be held in the New Banqueting Hall of the Grosvenor Restaurant, 
Gordon Street, Glasgow, on Friday, October 27th. The opening 
meeting is to be held on Tuesday, November 14th, at 8 p.m., when 
Mr. Jobn M. M. Munro will deliver his inaugural address. The 
meetings forthe session will be held, as in previous years, in the 
lurge hall of thc Institution of Engineers and. Shipbuilders. 

INSTITUTION OF CiviL lNciNEERS.—'Tl'he Council of the Institution 
of Civil Engineers have, in addition to the medals and prizes given 
for communications discussed at the meetings of the Institution in 
the last session, made the following awards in respect of other 
papers dealt with in 1904-5:—A George Stephenson Medal to 
Capt. H. R. Sankey, К.Е. (retired), London. A Watt Medal to 
Dr. C. Chree, F. R. S., Richmond. 
W. E. W. Millington, Oldham; С. E. Stromeyer, Manchester ; 
C. W. Hill, London; Е. C. Lea, London; W. B. Cole, London; 
W. C. Popplewell, M.Sc., Stockport; E. II. Rigby, B.Sc., Tientsin ; 
and W. О. Leitch. jun., Tientsin. For Students' papers the awards 
are: — Miller prizes to Messrs. A. B. Potts, Macclesfield; W. M. 
Hayman, Glasgow; К. E. Bury, Calcutta ; T. Lees, jun., Winnipeg; 
Т. L. Matthews, London; P. J. Risdon, London; F. I.. Tudor, 
Stevenage. a 

CIVIL AND MECHANICAL ENGINEERS’ SoCIETY.- -Tt was announced 
that lust evening, at Caxton Hall, Mr. W. D. Esson would deliver 
his presidential address. 


Electro-Harmonic Society.— The 1905-1906 season 
(the twentieth) of this well-patronised and progressive Society is 
to be opened by a Smoking Concert on Friday evening, October 20th, 
at 8 рш. The King's Hall, Holborn Restaurant, will, as before, 
be the place of meeting. The dates of the events of the season are 
as follow :— 


Smoking concert. 
Ladies’ night. 


Friday, October 20th 
November 17th 


„, December 15th ex. “Smoking concert. 
. „ January 26th . ie., 425 „„ 
нз pe February 28га . ., Ladies’ Right. 


1 Narch 30th ... Smoking concert. 


the different parts 


Telford Premiums to Messrs. 


Olympian Lectures.—On Friday last Mr. W. Duddell, . 


M.LE.E., lectured at the Exhibition on wireless telegraphy. 
Beginning with a reference to the antiquity of wireless tele- 
graphy, and the different systems and apparatus employed, 


Mr. Duddell related how, in 1896, Mr. Marconi came to this 
. country with an apparatus for signalling over considerable dis- 
tances, and how successful installations were erected by Sir. 


William Preece, late engineer to the Post Office. He then 
described the ditferent apparatus and demonstrated the uses of 
by means of models, lantern slides and 
experiments. Among his models was an original oscillator used iu 
the early days, eight or nine years ago, in our Post Office. The 
lecturer concluded by describing some of the tests carried out by 
Mr. J. E. Taylor and himself, under the superintendence of Mr. 
Gavey, engineer-in-chief to the Post Office, between the shore and 


the cable ship Monarch, during which actual measurements were 


made. These tests established the relations existing between the 
strength of the received signal and distance, апа the height of the 
vertical wire апа its resistance. 

Lecturing last Tuesday evening, Col. В. E. Crompton, C.B., R.E., 
made a strong plea in favour of the more general use of electricity 
as a motive power, both commercially aud domestically, particularly 
in the latter direction. In the course of his lecture, setting forth 
the development of the use of clectric motors, Col. Crompton 
referred but brietly to the historical side, but pointed out that 
within the last few years the price of motors had been halved, and, 
owing to the large amount of care and thought spent upon it, the 
domestic motor мак now even more simple than the domestic 
sewing machine. He was strongly in favour of the two-rate meter 
as the best method of cheapening the supply, the power during 
daylight being provided at a cheaper ratc, so as to encourage 
а more extensive use of electrical power during the time when 
it is not required for lighting purposes. Col. Crompton 
also referred to the great advantages accruing from the use of elec- 
tricity domestically, and saw no reason why motors should not be 
used to werk dish aud bottle-washing machinery, plate-cleaniug, 
coffee roasting, meaf and sausage chopping, dough kueading and 
domestic laundry appliances, to say nothing of the artistic and 
decorative pursuits such as metal-working, engraving, cutting and 
polishing, jewellery cleaning, pressiug and embossing metals and 
leather, book-binding, cabinet-making, &c., whilst everyone by 
using motors to compress air would be able to have his culd storage 
rooms in his own house. 


Appointments Vacant.— Engincer-in-charge for Wim- 
bledon Electricity Department (£91); junior assistant for Aldershot 
(£65) ; foreman for telephone construction work for Ceylon Govern- 
ment (Rs. 2,408 per annum and rent allowance); supervisor for the 
Royal Ordnance Factories, Woolwich (£150 to £220); assistant 
engineer for Maidenhead Electricity Works (£104); electrical 
engineer for West Ham Council (£350, rising to 4500); chief 
lecturer in electrical engineering department at Salford Royal 
Technical Institute (4250). 


Electrically Welded Сар Screws.—The Franklin Iusti- 
tute has awarded the John Scott Legacy Premium and Medal to 
D. J. Kurtz, the originator of a method of making bolts used by the 
Cleveland Cap Screw Со., of Cleveland, U.S.A. In this process the 
heads and bodies of the screws are made separately from die-drawn 
stock, and are welded together with the Thomson electric welder. 
The screw bolts made in this way are actually stronger than those 
milled down from the solid, or with upset heads. Brass heads can 
be welded to steel bodies, and cap screws made in this way are 
uxed in large quantities for switchboard and similar work. 


Niagara Falls.—On Tuesday Prof. W. C. Unwin 
delivered an inaugural address to open the 1905-6 session at the 
Central Technical College in Exhibition Road. |. He took “ Niagara 
Power Stations" as liis subject. | 


Fire at a Berlin Cable Factory.—A serious fire took 
place ou September 26th in one of the departments of the electrical 
works at Upper Schonweide, Berlin, where work had already 
been suspended owing to the strike or lock-out of 6,000 workers. 
The watchman who went his rounds between 5 ало. and 6 a.m. did 
not observe anything unusual, nor did the works’ fire brigade, which 
is formed of employes who remained at their posts after the with- 
drawal of the workmen in a body. Shortly after 6 a.m., however, 
smoke was observed to arise from а warehouse used as a store for 
the cable factory, and an alarm was at once given.. Owing to the 
strike the machinery was at a standstill, and it was, therefore, 
impossible to blow the steam whistle, the result. being delay in the 
attendance of the local frre brigade. In addition to this, a further 
delay took place on account of the impossibility of telephoning to 
Berlin. as the latter has no might service with Schonweide. In the 
meantime the fire extended rapidly, and the top tloor of the building 
was soon in flames, and the fire was not extinguished until late in 
the afternoon. The top floor and roof were burnt out, and the stock 
of cotton, silk and jute destroyed, the damages being estimated at 
420,000, but they are covered by insurance. It is not thought that 
any connection exists between the labour troubles and the conflagra- 
tion, but that the latter was caused. by spontaneous combustion of 
the eotton. 


Runcorn Transporter Bridge. — The half-yearly 


report of the directors of the Runeorn Transporter Bridge Co. has 


been issued. In, the repprt, the. directors Say. that. since their last. 
meeting difficulties have had to be contended with, byt, that the. 


engineers anticipate that the bridge will be ready.for ‘traffic in 
about a fortnight. 8 
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Electricity Works and Tramways Statistics.— 
Since our annual Tables were issued, the following particulars have 
been received: 


г 


Beprorp.—Boilers, 6 B. & W., 2 Lanc.; engines, 2 Belliss, 6 
Allen; generators, 3 Fynn, 2 Siemens, 1 G.E.C.; total capacity, 
1,300 KW.; maximum load recorded, 630 KW.; mains, Henley’s, 
Glover's, and Т.М. Co., v. т. and lead-covered in c.-i. pipes and 
Doulton conduits, and Siemens direct; total capital expended, 
£111,070 ; private Itg., equiv. 8-c.P. lamps, 47,858; public lighting, 
15 arc, 614 incandescent; No. and н.р. of private motors, 27 = 
127 R. P.; total connections of all kinds in equiv. 8-c.P., 54,931 ; 
percentage increase during year, 9:5; prices charged per unit, itg. 
öd., pr. 14d., pb. Itg. 334. ; units sold during last complete year, 
843, 769; average price obtained per unit sold, 4'07d.; working 
costs, 1° 614. ; total costs, 2°22d. 

BuRNLEY. E ngincer, James E. Starkie; pressures of supply, 
110, 220 and 440 volts; boilers and auxiliaries, 5 Lanc., Meldrum 
8-cell destructor with two additional Lanc. boilers ; total capacity 
in Kw., 1,490 ; maximum load recorded, 1,338 Kw. ; total capital ex- 
pended, £87, 765 ; private ltg. equiv. 8-C. P. lamps, 35, 256; No. and 
H.P. of. private motors, 80 = 216 R. p.; No. and H. p. of traction 


motors, 108 = 3,460 H..; total connections of all kinds in equiv.’ 


8-c.r., 126,917 ; percentage increase during the year, 3°08; price 
charged per unit for traction, 14d. ; units sold during last complete 
year, 2,642,541; average price obtained per unit sold, 1:93d.; 
working costs, 563d.; total costs, 741d. 

EpiNBURGH.— Units sold during last complete year, 11,651,743 ; 
average price obtained per unit sold, 2:43d. 

EnrrH.—Boilers, 5 Lancashire ; engines, 3 Allen, 2 Belliss; 
generators, 3 Int. Elec. Eng., 2 Westinghouse ; total capacity, 1,350 
KW.; maximum load recorded, 293 xw.; total capital expended, 
£51,649; private ltg., equiv. 8-c.P. lamps, 16,129; public Itg., 17 
arc, 492 inc., 87 Nernst; H.P. of private motors, 53 Н.Р. : total con- 
nect ions of all kinds in equiv. 8-c.p. lamps, 175 359; percentage 
increase during year, 21 per cent.; prices charged per unit, pr. 3d., 
pb. ltg., £25 arc, £5°75 Nernst, £3:875 inc.; units sold during last 
complete year, 578,094 ; average price obtained per unit sold, 
1759d.; working costs, 1°484d.; total costs, 177914. The U. D. C. 
tramways have been supplied with energy since August 26th last. 

GLossoP.— Total capacity, 225 Kw.; maximum load recorded, 
200 KW.; publie Itg., 32 Nernst; total connections of all kinds 
in equiv. 8-с.р., 17,119; prices charged per unit, ltg. 44d., pr. 4d. 
and 1d. or 24d., tr. 14d.; systems of charging, flat and max. dem.; 
units sold during last complete year, 247,613. 


HEBDEN Bripce.—Supply authority, U.D.C.; year of opening, 
1905; engineer, James W. Garside ; pressures of supply, 240 and 
480 volts: continuous current; engine, 1 Campbell gas engine; 
generator, 1 Greenwood & Batley; total capacity, 140 xw.; 
maximum load recorded, 80 Kw.; storage battery, Tudor, 200 KW.; 
mains, Anchor, paper, lead-covd, armd., direct; total capital 
expended, £9,435; private ltg., equiv. 8-c.p. lamps, 9,500; No. and 
н.р. of private motors connected, 12 = 50 H. P.; total connections 
of all kinds in equiv. 8-C. P., 3,500 ; prices charged р unit, Не. 5d., 
pr. 2d. ; system of charging, flat rate; units sold during last com- 
plete year, 34,229; average price obtained per unit, 41d.; wkg. 
costs, 2:64. ; total costs, 4 5d. 

HonsuaMx.—Supply authority, U.D.C.; year of opening, 1902; 
engineer, John B. Morgan ; pressures of supply, 230 and 460 volts ; 
continuous current; boilers, 3 B. & W.; engines, 3 Reavell; 
generators, 3 G. E. C.; total capacity, 280 KW.; maximum load 
recorded, 140 KW.; storage battery, E. P. S., 115 Kw.; mains, 
Callender, v. bit., solid, J. & P. and B. I. & H. paper, lead covd. 
and armd., direct; total capital expended, £23,206; private ltg., 
equiv. 8-c.P. lamps, 6,310; public Itg., equiv. &-c.p., 1,228; No. 
and н.р. of private motors, 10 = 18 H. P.; total connections of all 
kinds in equiv. 8-c.P., 8,130; percentage increase during year, 53 
per cent.; prices charged рег unit, ltg., 7d. and 3d. or 6d., pb. Itg. 
4d., pr. 3d. ; system of charging, maximum dem. and flat ; units 
sold during last complete year, 114,965 ; av сше price obtained 
per unit, 4'88d. ; wkg. costs, 2d. ; total costs,? 2˙75d. 

LINCOLN. — Tot; al capital expended: £51,499; average price 
obtained per unit, 3 78d. ; wkg. costs, 1:06d. ; total costs, 1:502d. 

OrDHAX.—Maximum load recorded, 2, 205 kw. ; mains, by various 
makers; total capital expended, £269, 155; total connections of all 
kinds, equiv. 8-c.r. lamps, 66,370 ; units sold during last complete 
year, 3,407,011; average price obtained per unit, 1:9374.; Ко, 
costs, 0°745d. ; total costs, 0:937d. 

PrvMovuTH.— Boilers, 11 Lancs. ; engines, 6 Belliss, 2 Ferranti; 
generators, 6 Ferranti, 4 Westinghouse; total capacity, 2,800 KW.; 
total capital expended, £137,005; private ltg., equiv. 8-c.P. lamps, 
50,770; public ]tg., 73 ares; No. and н.р. of private motors, 46= 
148 H. P.; No. and H. p. of traction motors, 66 = 1,650 H. p.; prices 
charged per unit, Itg. 4d., pr. 24d., tr. 2d., pb. Itg. £21; units sold 
during last complete year, 1,699,460; average price obtained per 
unit, 2:0d. ; wky. costs, 104d. ; total costs, 17414. 

Surewspury.— Year of opening, 1495 (by Co.); boilers, 4 Lancs., 
4 В. & W.; engines, 7 Belliss; generators, 7 Parker ; total capacity, 
780 KW. ; maximum load recorded, 297 Kw.; total capital expended, 
£48,595; public Itg., 51 arc, 150 ine. ; No. and H.P. of private motors, 
30 = 74 UH. p.; total connections of all kinds, equiv. &-c.P., 20,335; 
units sold during last complete year, 385,598; wkg. costs, 1:45d. 

ToNBRIDGE.— Total capacity, 120 Kw.; maximum load recorded, 
69 KW.; private ltg., equiv. 8-c.P. lamps, 4,507 ; public ltg., arc, 
ince., Nernst; No. and н.р. of private motors, 6 = 33 H. P.; total 
connections of all kinds, equiv. 8-с.р., 5,982; percentage increase 
auring year, 40 per cent.; units sold during last complete year, 
105,001 ; average price obtained por unit, 3:090. ; i wkg. costs, 2' 14d.; 
total coste, 288d, 


WATFORD.—We regret that, owing to a printer's error, the total 
capacity of the plant was given in our list as 130 Kw.; this 
should be 1,130 kw. ; total capital expended, £54,000 (abt.) 

West Ham.—Total capital expended, £318,273 ; private lighting, 
equiv. 8-c.P., 82,901 ; pb. Itg. = 10,917 8-c.P. ; No. and н.р. of private 
motors, 141 = 720 H. p.; total connections of all kinds, equiv. 8-c.»., 
111,813; prices charged per unit, lighting, 7d. and 2d., or 4d.; pr. 
2d.*.o 14d. ; tr. 1°6d.; pb. Itg. £17; systems of charging, max. dem., 
flat, sl, scale, 2-rate meter, contract; units sold during last com- 
plete year, 4,078,055; average price obtained per unit, 2:5d. ; total 
costs, 1:34. 

WxxsT HARTLEOOT.— Maximum load recorded, 564 Kw.; mains 
Callender, St. Helens, conc. armd. fdrs., triple conc. armd. dist., 
also Dialite, solid. Total capital expended, £70,421; private Itg., 
equiv. 8-с.р., 40,914; public ltg., 39 arc; No. aud н.р. of private 
motors, 108—544 н.р. ; total connections of all kinds, equiv. 8-C.P., 
58,318; percentage increase during year, 17 per cent.; prices 
charged, over 200,000 units p.a., 14d. to 1d.; system of charging, 
flat and sl. scale ; unite sold during last complete year, 700,787 ; 
average price obtained per unit, 27d. ; wkg. costs, l'09d.; total 
costs, 1:35d. 

LoxDON.— HAcRNENY.— Generators, 8 Johnson-Lundeil (Holmes); 
2 Brit. Westinghouse; maximum load recorded, 1,678 Kw. ; storage 
battery, Tudor, 800 Kw. for 1 hr. ; total capital expended, £273, 897 ; 
private ltg., equiv. &-c.p., 85, 650 ; public Ttg. 352 arc, 49 Nernst ; 
No. and н.р. of private motors, 223-797 Н.Р. ; total connections of 
al) kinds, equiv. 8-c.P. lamps, 111,437 ; percentage increase during 
year, 84 per cent.; prices charged per unit, Itg. 7d. and 1d., pr. 3d. 
and ld., pb. Itg. £18, £16 75, £4; system of charging, maximum 


| demand ; units sold during last complete year, 2,548,803 ; average 


[rice obtained per unit, 2:734. ; 
0:88d. 

CORRECTION.—We regret that an accidental transposition occurred 
in Part IL. of our Electricity Supply Works Tables, whereby the 
names of the electrical engineers of Middlesbrough and Mex- 
borough were interchanged. The list should read :— 


wkg. costs, 0° 57d. ; total costs, 


Mexborough... 
Middlesbrough 


Mr. John Senior. 
Mr. Н. М. Taylor. 


Electric Tramways :— 


DunDEE.— Miles of route, 12°65; weight of rails per yard, 94 lb. 
motor-cars, 48 d.d, 6 combination; brake cquipments, hand 
mechanical, slipper, and electric. Power station equipment 
Engines, 11 Willans; generators, 3 Parker, 6 Siemens, 1 Dick Kerr, 
and 1 International Electrical Engineering; total capacity, 3,010 
Kw. Battery capacity and output: E. P. S., max. dis. 70 kw.; 
mains, B. I. and H., and Callenders.~ Capital outlaid on tramway 
and rolling stock, £266,884; annual electric car-mileage, 933,006 ; 
passengers carried per aunum, 11,641,525 ; cost per car-mile, 7˙13d.; 
ratio of expenses to réceipts, 62 per cent.; works costs per unit, 
14d. ; combined lighting and traction station, energy being supplied 
by Dundee Gas Commissioners, who also undertake part upkeep of 
overhead work at an inclusive charge of 11d. per unit. 

GLASGOW.— Miles of route, 76; motor-cars, 662 d.d.; maximum 
1 8.517 KW.; capital outlaid on tramway and 12 i stock, 

2,210,820; capital outlaid on power station, £552,562; annual 
єй бшп. car-mileage, 17,943,595 ; passengers carried per annum, 
195,767,519; cost per car-mile, 5 18d. ; ratio of expenses to receipts, 
50°42 per cent. ; works costs per unit, 3d. 


LkEps.— Miles of route, 46°75; motor-cars, 269 d.d.; maximum 


load, 4,400 xw.; capital outlaid on tramway and rolling stock, 
£1,074,464; capital outlaid on power station, £119,251; annual 
electric car-mileage, 7,121,038; passengers carried per annum, 
64,223,666 ; cost per car-mile, 5:54. ; ratio of expenses to receipts, 
54°22 per cent.; works costs per unit, 301d. 

SALFORD. Моле 150 d.d.; car motors, four 25-H.P. or two 
30-н.р. per car; brake equipments, theostatic ; annual electric car- 
mileage, 4,884,590 ; passengers carried per annum, 39,213,560 ; cost 
per car-mile, 6:62d. ; ratio of expenses to receipts, 64 per cent. 

WOLVERHAMPTON.— Miles of route, 11:25; motor-cars, 28 d.d., 
8 sd., 4 combination. Power station equipment: Engines, two 
Willans, three Belliss, one Davey-Paxman. Generators, two 
Parker, four E. C. C. Maximum load, 2,380 xw. ; capital outlaid on 
tramway and rolling stock, £250,000; annual electric car-mileage, 
809.508; passengers carried per annum, 7,666,786; cost per car- 
mile, 6˙55d.; ratio of expenses to receipts, 59'3 per cent. 


The Electrical Labour Troubles in Berlin.—The 
Berlin correspondent of the Times, writing on October Ist, said 
that the workmen having decided not to accept the terms offered 


‚у Siemens & Halske, Siemens-Schuckert and the Allgemeine 


Elektricitäts Gesellschaft, these firms proceeded, on Saturday last, 
from a partial to a general lock-out, involving 33,000 people. The 
men's representatives appealed to the standing Court of Arbitra- 
tion, which at once invited the employers to take the same step. 
The employers declined to submit their case to the Court as such, 
but intimated their willingness to bold a conference with the 
leaders of the men under the cbairmanship of the president of the 
Arbitration Court, Magistratsrath von Schulz. "The conference met 
on Sunday, and, after a very long sitting, adjourned till Tuesday 
without having come to any arrangement. It was feared that the 
workmen of the Berliner Elektrizitäts Werke, which supply motive 
power for the tramways and light for the whole city, would join in 
the strike, and endeavours were ве made to find substitutes. 

A Reuter telegram stated on the 29th ult. that the labour 
troubles threatened to involve the mite Botlih motal trade. The 
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Federation of Berlin Hardware Manufacturers had decided to 
declare a general lock-out, and had also resolved, in the event of 
a general logk-out by the electrical companies, to close the employ- 
ment bureau, во as to prevent the strikers from obtaining employ- 
ment elsewhere. | 

Later news in the Ties says that on 2nd inst. the negotiations 
between the employers and the workmen were broken off. The 
strike and lock-out thus seems destined to assume the character .of 
an embittered struggle between capital and labour, which will last 
as long as the strike fund of the workmen holds out. The strike 
has now spread to a considerable section of the establishments of 
the Berliner Elektrizitiits Wérke, which produce motive power for 
the tramways, and this morning several of the tramway lines had 
to run only half their usual number of cars.” The number of 
people on strike is variously estimated at from 33,000 to 40,000. 

On 3rd iust. the situation was unchanged, except tbat the strike 
had been extended to a number of subordinate branches of the 
industry. * 


Fatal Accident.—A skilled labourer, named James Forder, 
of the Brook, Chatham, fell 40 ft. from an iron girder, whilst 
working on the electrical power station which is in course of 
erection at H.M. Dockyard, Chatham, and died from the effects at 
the Roval Naval Hospital. The inquest on his body showed that 
he was the driver of a travelling crane, and at the time he fell was 
walking along the girders, but fell before he could reach the ladder. 
The deceased had (said Mr. Uriah Skinner, chargeman of the elec- 
trical works in the Dockyard) been warned not to walk on the 
girders. d 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL Review posted as to their movements. | 


ͤ—— — — —— 


Central Station Engineers. —At a meeting of the 
South Shields Tramways Committee, held on September 28th, it 
was decided to recommend to the Council for the second time, that 
Mr. J. Н. CAWTHRA, borough electrical engineer, be also appointed 
general manager of tramways at an additional salary of £100 per 
annum, and that a traffic superintendent be advertised for at a 
salary of £150 per annum, rising by £10 per nnnum to a maximum 
of £200. 

Mr. WALTER J. BACHE has now left Gloucester to take up his 
duties as borough electrical engineer at Cheltenham. Future letters 
should be addressed to him at the Electricity Departinent, High 
Street, Cheltenham. Communications relating to Gloucester 
should be addressed to his successor, Mr. G. H. White. 

On the occasion of the recent marriage of Mr. Н. H. BowLAN, 
assistant engineer and mains superintendent, the ofticiala and em- 
ployés of the Electricity Department of the Eastbourne Corpora- 
tion assembled at the Electricity Works on Tuesday, 26th ult., for 
the purpose of presenting him with a handsome mahogany side- 
board as a wedding present. The presentation was performed by 
Mr. Councillor A. H. Maude, the chairman of the Electricity and 
Street Lighting Committee, supported by his Worship the Mayor 
(Mr. Councillor C. F. Simmons), Mr. Alderman T. B. Rowe, 
the deputy chairman, and several other members of the Com- 
mittee. The electrical engineer was then called upon, and made a 
few appropriate remarks. Mr. Bowlan briefly replied. The ofticials 
and employes concluded the evening with a smoking concert, Mr. 
Bowlan occupying the chair. 

Mr. BuTLER has resigned the position of station engineer at the 
Dartford U.D.C.'s Electricity Works. For the vacancy, 115 appli- 
cations have been received. The salary is £100 a year, with house, 
fuel and light. 

The Ilford U.D.C. has decided not to entertain the application 
of Mr. A. Н. Suaw, electrical engineer, for an increase of salary or 
а bonus for work done during the past two years in connection with 
the extensions. Mr. Shaw’s salary is £450 per annum. 

On Monday evening last, all grades of the West Ham Corpora- 
tion electricity staff met together in the Committee room of the 
central station for the purpose of presenting to their retiring chief, 
Mr. W. J. W. BoLLock, A. M. I. E. E., a slight token of that esteem 
which all those who have served under him at Canning Town have 
long felt. In quitting the borough of West Ham to enter upon 
the new sphere of work which Messrs. Bruce Peebles & Co. have 
invited him to take up as their chief contract manager, he had the 
hearty good wishes of all his friends. Mr. J. Eustace, the acting 
borough electrical engineer, made the presentation, which took the 
form of a handsome dress-suit case, with fittings complete, by 
Mappin & Webb, and, in doing so, made a neat little speech expres- 
sive of the regret that they all felt from their own personal stand- 
point at Mr. Bullock's departure. In returning thanks, Mr. Bullock 
said that he had been for more than five years associated with the 
electricity department of this borough, and before most of those 
then present were in the service of the Council, апа though to the 
minds of most people West Ham was not the most delectable place 
wherein to pass one's life, yet, now that the parting hour had 
come, he could hardly repress a feeling of regret, and, perhaps, a 
stray shadow or two of doubt, as to what the future might hold 


` 


for him. He reminded them of the very pleasant relations that 
had always existed between the members of the staff and himself, 
and tbanked them most sincerely for their unswerving loyalty to 
him and to those he represented. 

Mr. H. EusracB Sayn has taken up the position of engineer- 
in-charge in the Wallasey U.D.C. Electric Supply Works at Lis- 
card. He has lately been connected with the Manchester Corpora- 
tion. З 
The Ravensthorpe U.D.C. has retained the services of Mr. 
MouNTAIN, of Huddersfield, as electrical engineer, for two years, at 
an inclusive fee of £105. | 

Mr. T. NUTTER, a present member of the Burnley municipal 
electricity staff, has been appointed chief assistant at the Burnley 
Electricity Works, at а salary,of £130 per annum. He succeeds 
Mr. Starkie, the new manager of the undertaking. M 

At a meeting of the Pietersmaritzburg (Natal) on September 
hth, it was decided to appoint Mr. A. S. Munro, who had been 
acting borough electrical engineer for the past six months, to the 
permanent position, at а salary of £600 per year. 


Tramway Officials.—The employés of the late Poole and 
District Electric Traction Co. have presented an illuminated 
address to Mr. W. A. Warts, who has for four years managed the 
undertaking. From the staff Mr. Watts received a set of silver- 
mounted carvers in case, a brass spirit kettle and stove, a drawing- 
room clock, and a smoker's cabinet. 

A presentation has just been made to Mr. James McGrvney, the 
chief inspector on the Wakefield and District Light Railway Co. on 
the occasion of his marriage. 'About 70 of the firm's officials and 
employés met at the Coffee Tavern to present him with a marble 
timepiece and a gold-mounted umbrella. Mr. Tate, the traffic 
superintendent, made the presentation. Afterwards an enjoyable 
smoking coucert was held. , 

Mr. E. Epwarps has resigned the position of general manager of 
the Gloucester Corporation Light Railways. 


General.—Mr. F. E. ALEXANDER is joining the staff of 
Messrs. E. P. Allam & Co., after many years with Messrs. Penrose 
and Co. 

The Times announces that Mr. A. G. Сооке, М.А. head of the 
electrical department of Battersea Polytechnic, has been appointed 
principal of Paddington Technical Institute. 

Mr. RALEGH B. PuiLLPors has been elected a director of the 
Underground Electric Railways Co. of London, Ltd., to fill a 
vacancy on the board. | 

Mr. HERBERT Laws WEBB bas just returned from a month's trip 
on the Continent, devoted chiefly to looking into telephone pro- 
gress. He visited Antwerp, Brussels, The Hague, Amsterdam, 
Rotterdam, Berlin, Munich, Berne aud Paris, and inspected the 
telephone work and exchanged views with the telephone officials at 
those places. We understand that no very rapid development in 
the extension of telephony is occurring in any of the Continental 
countries, but the adoption of message rates in Germany has mate- 
rially improved the rate of telephone development in that country, 
both in small places and in the large cities. The Berlin plant is 
being entirely reconstructed on the common battery system. In 
general, all new work on the Continent is being done in the common 
battery systein, and with but one exception all the large Conti- 
nental telegraph administrations have adopted the common battery 
system, and are not extending or reconstructing exchanges with 
magneto plaut. : 

Mr. Јонх E. RAwonTH (a nephew of Mr. J. S. Raworth) has 
opened an office at Queen Anne's Chambers, Westminster, and 
intends to practise there as a patent agent. 

It is officially announced that Mr. S. A. A. Lindman is no longer 
Minister of Marine and Director-Gencral of Telegrapbs of Sweden. 
Mr. Sven Lupwic HERMAN RYDIN is acting meanwhile as Director- 
General of Telegraphs. | 

We learn that Mr. ARPHUR BROOKER has resigned his position 
as general manager of the Telephone, Telegraph and Signalling 
Department of the General Electric Co., Ltd., and has commenced 
practice as a consulting engineer at 60, King Street, Manchester. 
It will be remembered that Mr. Brooker, whose name is а house- 
hold word among electrical engineers everywhere because of his 
position as joint author of Slingo and Brooker's “ Electrical Engi- 
neering," left the service of the Government six years ago to join 
the General Electric Co. We wish him even greater success in - his 
future connection with electrical engineeriug than he has already 
obtained, and that wish means a good deal. 

The Times says that Mr. E. GARCKE, the managing director of 
the British Electric Traction Co., was to leave London on a visit 
to Bombay. Is this in connection with the Bombay Co.'s conces- 
sion from the municipality, about which an important controversy 
has been raging ? 


NEW COMPANIES REGISTERED, 


— — — = = + 


British Electric Car Co., Ltd. (85,928).— This company was 
registered on September 25th, with a capital of £1,000 in £1 shares, to carry on 
in Preston, Lancashire, and elsewhere the business of manufacturers of and 
dealers in tramway cars for horse, electric and cable roads, vehicles for light 
railways, and all kinds of cars, carriages, vehicles and rolling-stock, whether 
worked by electricity, steam, gas, oil, horse qr other power, Kc. The subscribers 
(each with one share) are : G. Richardson, 6. Montague Mansions, London, W. C., 
merchant; К, Н. Prestwich, 13, Marsden Square, Manchester, cotton spinner 
К. 5. Boddington, Strangeways, Manchester, brewer; J. Kerr, Abchurch Yard 
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E.C., contractor; R. В. Barningham, 41, Victoria Buildings, Manchester, iton 
merchant; L. C. Docker, Edgbaston, Birmingham, manufacturer; and L. 
Chandler, Abbotsfield, Kenilworth, engineer. No initial public issue. The 
number of directors is not to be less than four nor more than seven ; the first are 
G. Richardson, Н. Н. Prestwich, J. Kerr, В. 8. Boddington, В. B. Barningham, 
L. €. Docker and L. Chandler: qualitlcation, £1; remuneration as fixed by the 
oA Registered office, United Electric Car Works, Strand Road, 
reston. 


Electric Railway and Tramway Carriage Works, Ltd. 
(85,329).—This company was registered on September th, with a capital of 
£1,000in £lshares. Objects, subscribers and all other particulurs as in the 
British Electric Car Co., Ltd. Registered office, United Electric Car Works, 
Strand Road, Preston. 


George F. Milnes & Co., Ltd. (85,930).—This company was 
registered on September 25th, with a capital of £1,000 in £1 shares. Objects, 
subscribers and all other particulars as in the British Electric Car Co., Ltd, 
Registered office, United Electric Car Works, Strand Road, Preston. 


Bell Brothers & Co., London, Ltd. (85,951).—This company 
was registered on September 27th, with a capital of £500 in £1 shares, to adopt 
an agreement with Н. E. Evans, carrying on business as an electrical con- 
tractor and dealer in electrical accessories, as Bell Brothers & Co., and to carry 
on the said business and that of an electric light company in all its branches. 
The first subscribers (each with one share) are:--G. Evans, 2, Cherborg Villas, 
Kenley, Burrey, engine driver; Mrs. L. Evans, ?, Cherborg Villas, Kenley, 
Surrey; E. Н. Parr, 34, Winsteria Road, Lewisham, S. E., clerk ; G. H. Harris, 
52. Old Road, Rotherhithe, S. E., army reservist; Maude A. Harris, 52, Old 
Road, Rotherhithe, 8.E., dressmaker; Mrs. E. К. Evans, 42, Whithead Road, 
Brockley, S.E. ; and W. J. Evans, 110, George Lane, Lewisham, B. E., clerk.’ 
No initial public issue. Registered without articles of association. 
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CITY NOTES. 


Willans & Robinson, Ltd. 


Mr. Mark Rostnson, chairman, presided on Wednesday at the 
Cannon Street Hotel, E.C., over fhe twenty-third half-yearly meeting 
of the above company. ; 

The Charman, in moving the adoption of the report, said that, 
in the unanimous opinion of the directors, the company was moving, 
althongh slowly, again towards prosperity. Ihe business had 
followed a normal course, and there had been no new danger to 
avoid. Attention was called in the report to the fact that the loss 
shown in the half-year's accounts was a book loss. They were not 


poorer in cash from the last halt-vear's trading except to a small. 


amount. The distinction was important, but they must not fancy 
that by doing only a little better they would find themselves making 
a profit A loss due chiefly to depreciation was not a loss which 
called for counsels of despair, and it was useful to point this out, 
but, on the other hand, until the earnings were more than sufficient 
to cover the natural depreciation of their property, due to lapse of 
time and other causes, there could be no pretence that they were 
making a profit. Their high-speed engine business was, unfor- 
tunately, very unprofitable, for prices continued extremely 
low. On their gas engine business no final judgement 
could be passed at present. They had made some successful 
engines as regarded design and working, and had the best 
prospects of a technical success. The only question, аз he had 
said before, was whether anyone would pay enough for such engines 
to make their manufacture protitable. Four one’s first engine of any 
type one must, of course, accept modest prices, and loss upon them 
was not very significant. What it was important to know was 


whether their success would be such, and would be so widely recog- 


nised, as to justify the comparatively high prices which seemed to 
be necessary for profitable gas engine work. ‘This question could 
not be answered yet, but they had to reckon with one untavourable 
fact, cvolved since they undertook this branch of business. The 
defence of the steam engine against the aggression of the gas 
engine was very much stronger. The steam engine was now repre- 
sented not by any of the older types so much as by the steam 
turbine, which was lower in price and lower in working cost than 
auy of its predecessors. It was a more formidable opponent than 
the gas engine a few years back appeared to have before it, and, 
frankly, the prospects of the large gas engine were not what they 
were. They took up the gas engine as a matter of prudence, 
because the large gas engine threatened to supplant the large recipro- 
eating steam engine. The steam turbine now threatened this result 
even more seriously, and so, in turn, they had taken up the steam 
turbine. If, therefore, their prudent attempt to turn the gas engine 
to their own purposes should be unsuccessful commercially, he 
should still deem it to have been a prudent. step at the time it was 
decided upon, and they would have the pleasure of knowing 
that its still more successful rival was also on their side, and 
that its success would be theirs as well. The steam turbine 
was clearly assured, and there seemed to be no reason to doubt. 
that this company would play an important part in developing it. 
A turbine of 1,400 Kw. had been running for some months in one of 
the lighting stations of the Corporation of Glasgow, and they 
believed its running had been entirely satisfactory to the Corpora- 
tion and its officers. Another turbine of 3,000 KM., say, 5,000 H.P., 
was being installed in the same station, and was nearly ready for 
steaming ; and a third, of the same power as the second, would 
quickly follow. Four other turbines which they had put to work 
elsewhere bad given great satisfaction, and they night safely 
say that they were fairly embarked in the turbine manu- 
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facture, on commercial lines, and might look forward with 
confidence to a satisfactory business, not less important than 


they had enjoyed at any previous time. Ihe manufacture 
of the Diesel engine, to which reference had been made 
on former occasions, had been commenced. Queen's Ferry had beeu 


referred to in the repoft. They were satisficd that the proper 
course was bbing followed there, that was, not to shnt it up, but to 
develop it gradually. Every effort was being made to keep dówn 
the working expenses, as well as thc cost of manufacture; in this 
last some important economies were in view. The new vanadium 
steel, a speciality of the Queen's Ferry Works, was rapidly taking 
an important position in industry, and shareholders would be inte- 
rested to learn that it was employcd extensively in the manufacture 
of motor-cars by some of the best known makers. Much was to be 
hoped for from the development of this section of the business. 
Turning to the accounts, and beginning with the profit and loss 
account, it was not . unsatisfactory to note that the manu- 
facturing loss at Queen's Ferry had fallen in six months 
from £7,836 to £1,701. It was still a far cry from this 
to a profit large enough to cover depreciation and other general 
charges, but even this might be nearer than some of them thought. 
On the debit side the items of expenditure did not vary greatly 
from last time. Ав regarded advertising, it had been thought wise 
to spend a little more to bring the company's turbine manufacture 
well before the public, and the rapid growth of this business 
apparently justified the outlay. On the other side of the account, 
their royalties were swelled in respect of. Niclausse boilers fitted in 
certain war vessels made under licence granted by this company. 
As regarded the accounts, he feared it was the balance itself 
which would most attract theirattention. That this did not represent 
a loss in cash, except toa smallextent, had been explainedalready ; but 
he would like to say something with regard to a misunderstanding 
traceable in letters from more than one shareholder. Even if they 
regarded all the loss shown—namely, £102,854, as a true loss, it 
was not the case that they had lost any of their capital. In their 
prosperous days, they not only wrote off the whole of their goodwill 
to the extent of £37,879, but also put back into the business no less 
than £134,822 of their profits, which was the sum of the last three 
items on the debit side of the balance-sheet. Not until their loss 
exceeded this amount--and they confidently looked to be“ round 
the corner” before any such amount was reached— would they have 
to face an actual loss of capital. So far they had but lost protit, 
and not even the whole of that which they had reserved. Some 
sharcholders, perhaps over-appreciatiug this point, asked why they 
could not pay at least а small! dividends out of their reserves. The 
answer was that their reserved profits, for the most part, were not 
accessible, and such as were accessible could not possibly be spared. 
It was true that the financial position was far stronger than a year and 
a half avo appeared possible, but they dared not presume upon this. 
To pay dividends out before they carned them would add nothing to 
their eredit. Possibly somebody would point out that the item of 
debtors—the money owing to them by customers—had risen from 
£91,559 to £142,117. Importance seemed to be attached to these 
fluctuations ; but he could assure them that they were absolutely 
accidental, and meant nothing. Since June 30th, the date of the 
balance-sheet, the amount had been down almost to the figure of the 
last accounts; whether it rose again or fell further was almost 
purely a matter of chance. Моше of their correspondents reproached 
them for not holding out hopes of improvement. It seemed to 
them that the counts themselves held Sut strong hopes of improve- 
ment; but when in times past they bad spoken the fnir things 
which they believed, and events had disproved them; they had had 


such severe reminders of the miscalculation afterwards, that they 


should not be surprised if they resolved to run no such risks in 
future, but leave the accounts in the main to speak for themselves, 
Mr. Cousrys seconded the motion. 
A SHAREHOLDER asked what was the general cause of the bad 
business of the company. : | 
The CHAIRMAN said it was due to low prices. It was À matter 
of notoricty that the makers of high-apeed engines had cut prices, 
and in very few instances were they making profits. 
The report was adopted without further discussion. 


Diek, Kerr & Co., Ltd. 


Mr. JohN Nunn, M.P. (chairman), presided on Thursday, Sep- 
tember 28th, over the ordinary meeting of the above company held 
at the Cannon Street Hotel. 

In moving the adoption of the report, the CHAIRMAN said that 
this time last year he not think anything he said as to the prospects 
of the year just ended took an attitude unduly optimistic, or even 
struck a note of pessimism. The board were alive to the keenness 
of competition in practically every department of their budiness 
operations. The spirit of competition and active rivalry of their 
competitors they had realised to the full. Practically in all trades 
they learned the same tale, and in only too many cases share- 
holders had had to suffer in tbe matter of diminishing dividends. 
He said, with pride, that they had fully maintained their position; 
and an examination of the balance-sheet would satisfy them on this 
point. Again, the directors had paid attention to that blessed word 
"eflileney." Everything that could make for economy of pro- 
duction had been studied and given effect to. In this direction 
there could be no slackening. As to the workmen, he would like to 
state his appreciation of their intelligence. Much that was said in 
praise of the German and American operative he was in sympathy 
with, but in this country, judging from his own experience, 
they had the best material in the world to draw from. 
During the year they had been carrving ont operations in almost 
every part of the world, except in the highly protected countries 
of Europe and America. There they could get no footing, and 
expected none. It seemed strange that they had to struggle against 
German and American competition in this country on an 


‘equality, but they, with protective duties from 50 per cent. to 100 
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per cent., wefe secure ih their own home market. If these foreign 


countries allowed the same terms to Great Britain as Great Britain 
did to them, he was sure they could soon find employment for double 
the workmen now on their pay sheet. All they.asked was ''a fair 
field and no favour." The preferential treatment given by some of 
the colonies was, they found, to their advantage. <A strengthening 
of this development would, he felt sure, prove beneficial to the 
company, and to many other concerns. The net profits to be dealt 
with were £85,007 8s., which was £836 10s. 10d. better than in 1904. 
The amount oj the reserve originally settled to be provided for was 
£100,000. As they were aware, that amount was made up last year, 
so that this liability had been discharged. This year it was pro- 
posed to take from the profits £23,388 16s. 2d., and coupled with 
2 sum of £16,611 3s. 10d. previously reserved, but to no particular 
object, to open an account for ''special reserve for extensions of 
manufactories or replacements of machinery, &c., or special depre- 
ciation of the same.” An industria] concern should make a study 
of safeguarding itself in every direction: They all liked large 
dividends, bnt in these days of rapid change of machinery it was 
wise to provide a fund in excess of the ordinary ample deprecia- 
tion, so that they could, if the necessity arose, either provide 
works extensions, or the most modern machinery without issuing 
fresh capital or taking from their year's profits. The special reserve 
fund for these purposes he hoped to see considerably augmented in 
the near future. He trusted they would support the board in their 
recommendation to set aside this very considerable amount of 
£40,000. The investments stood at £109,354 7s. 9d., as against 
£109,701 14s. last year, and he thought anyone would be fortunate 
if they could acquire them at that valuation. The amount in the 
bank was £90,609 12s. 3d. against £55,151 19s. Ва. last year, and 


the amount carried forward was £42,387 16s. 5d. against £39,922 - 


lis. 4d. With regard to next year, АП he could say was that, 
thanks to the energy of the staff, the order book was fuller than 
last year, but it was a question if the percentage of profit was as 
great. The business was extending in many directions, and if in 
the near future there should be less doing at home, their foreien 
connection might more than fill up the gap. The principles the 
company aimed at were to supply only the best materials and the best 
workmanship, and the customers they had secured to-day were to 
be their friends to-morrow. 

The report was adopted, and subsequently several alterations in 
the articles of association, dealing with the mode of remunerating 
the directors, were carricd. 


The New Gutta-Percha Со. 


MR. Huan WooLNkR (chairman) presided on Friday last over, the 
third ordinary meeting of the sharcholders of the above company, 
held at Winchester House, E.C. 

In moving the adoption of the report, the CHarnMAN-said he 
should address himself chiefly te the item of gross profit on trading, 
£266 98. 8d. It was a small trading profit, but this was due, not to 
the fact that their stuff was not all that was claimed for it, but 
because the attitude universally. adopted by consulting engineers 
and other important customers was that, before they would recom- 
mend their clients to adopt this new mnterial, they must be placed 
in the positfon to form their own opinion of it by the results of 
actual tests conducted in this country on a practical sale extending 
over a sufficient length of time. "The duration usually insisted upon 
was from one to two years, and it was, of course, impossible 
for them to furnish testimonials from persons in this country 
over this length of time. He was glad to say that their 
customers now included the Admiralty, Great Western Railway, 
Midland Railway, London and South-Western Railway, London 
and Tilbury Railway, London and North-Western Railway, North 
British Railway, the Underground Electric Railways of London, 
Central London Railway, Great Northern and City Railway, South- 
Eastern Railway, L.C.C. Tramways, National Telephone Co., the 
Cotton Powder Co., the Electric Blasting Apparatus Co., Mesars. 
Rashleigh, Phipps & Co., Messrs. Middleton & Townsend, &c. The 
chairman proceeded to read a number of letters which had been 
received from various companies recording their experience of the 
company's products in high terms. One from Messrs. Middleton 
. and Townsend gave particulars of a test made on a wire which had 
been subjected to a wet and dry process with*a current of 230 
volts. So far, the insulation had not broken down, nor did it 
show any signs of doing so. Mr. Chapman, the engineer of the 
Underground Electric Railways Co., wrote that at Chelsea he put 
а wire to the severest test possible for upwards of a year, and the 
material stood the test well. The letters he had received 
were not selected, for, ns а matter of fact, they had 
not received a single letter expressing dissatisfaction. When 
he last addressed them he was led to anticipate a more 
rapid development of the commercial side of their busi- 
ness. The unqualified expressions of approval from the 
chief of the German telegraphic department led him to hope 
that if he could show that evidence over here, and produce 
certificates which they had already done from the German Post 
Office as to the behaviour of their cables, it would be an easy 
matter to induce consulting engineers and others over here to 
adopt their material, but they had found that they had had 
practically to wait until they had repeated in this country the tests 
which had been made for five years previously in Germany. 
The extracts he had read, showed that the commercial future of the 
company was assured. During the last few months the board had 
had certain negotiations in hand, and they had been gratified by 
the confidence which had been shown in them by the 
shareholders in leaving that matter in their hands for 
completion. They had found themselves under two disabilities, 


е 


Firstly, it bad been impressed on them by the Admiralty 
and other customers that they could not expect to get 
orders unless the goods were all British, and secondly, they 
found themselves up against the india-rubber and gutta-percha 
ring. They had to find remedies for this, and he was glad to say 
they had succeeded in both directions. With regard to the all- 
British,” they had completed satisfactory arrangements with 
Messrs. Johnson & Phillips, of Old Charlton, by which they would 
be able to obtain not only the necessary facilities for completing 
the. manufacture of their wires and cables, but they also obtained 
the co-operation of this important firm in making their goods 
known to the trade. With regard to the second difficulty, they had 
made arrangements with Messrs. Veritys, Ltd,, who had not only 
branches throughout the British Isles, but had large and important 
export connections. They had also opened yegotiations, which 
looked like coming to a satisfactory conclusion, with another firm, 

which would secure for them a clientèle not touched by the other 
two firms he hàd mentioned. In connection with the arrange- 
ment with Messrs. Johnson & Phillips, they had decided to create a 
new company to be called the Pernax Cable Manufacturing Co., 
Ltd. Регпах, he should explain, was the name they had adopted 
for the quality of their material to be speeially used for the. 
insulation of land cables as opposed to Gentzsch, which they pro- 

posed to retain for that class of material which was used for 
submarine and subaqueous cables. The New Gutta-Percha Co. re- 

tained in their hands the manufacture of the raw material, and they 

would sell Pernax and Gentzsch to the Pernax Co. at a profit to them- 

selves, and retain between two-thirds and four-fifths of the future 

profits earned by the sale of the finished products, or by the resale 

of Gentzsch and Pernax to other customers. Іп а short time the 

prospectus of the new company would be completed, and the share- 

holders would be given the opportunity of subscribing for the 

working capital shares. He hoped' he had satisfied them that their 
position was defined, and their prospects assured. They were in the 

position of an architect who used concrete for the foundations of 
his building. They had perhaps used more concrete than they 

anticipated, and it had takeir longer to set than they had thought, 

but it was now set and solidly laid, and before long they would 

have erected upon it a building of which they would be proud. 

Mr. BEAcHCROFT seconded the motion. 

Replying to a number of questions, the CHAIRMAN said that in 
about two months the arrangement for the all-British manufacture 
would be completed. Arrangements were now being made for a 
quotation of the shares on the Stock Exchange. Negotiations were 
taking place with a French syndicate with regard to the French 
patents, which it was hoped would result in а substantial profit to 
the company. e 

The report was then adopted. | 


Mr. E. C. DR SEGUNDO (engineer) gave some particulars of the test 


| made by Mr. Chapman on the company's wires, and also of tests made 


by the chief engineer of an electric railway. The wires were sub- 
jected to alternations of damp and dryness with a voltage of 500, 
and as a result the wire was now being used on the railway. 


I 


City of Buenos Ayres Tramways Co. 


A GENERAL meeting was held at Winchester House on 28th ult. 
fot the purpose of receiving the liquidators’ account. Mr. Н. A. 
Plumb (one of the joint-liquidators) said that the scheme of 
arrangement under which the company went into liquidation had 
been complied with. The actual handing over of the line to the 
Anglo-Argentine Tramways Co., Ltd., took place on December 31st 
last, and the report of the working of the lines during the period 
to that date was extremely satisfactory. With regard to the 
date when the liquidation would be concluded, he reminded 
them that this could not be until the whole of the tramway 
system formerly owned by their company had been elcctrified, 
and certain lands in Buenos Ayres, which, in that event, had to be 
reassured to them, sold, and the proceeds thus made available for 
distribution. There was a stipulation in the agreement that the 
Anglo-Argentine Co. should: have the use of the various stations 
until the completion of the electrification; but they had given up 
possession of the Cinco Esquinas Station, which was considered to 
be a most. valuable site. С: 


Mersey Railway Со. 


Mn. J. FArcoNER presided on 29th ult. at the half-yearly meeting 
of this company held at Worcester House, Walbrook, E.C. In 
moving the adoption of the report (see ErnmcTRICAL REVIEW, 
September 29th) he said it was a pleasure to state that the 
receipts had made steady progress. The figures showing the 
increase in passengers carried were specially interesting, having 
regard to the course of events since the substitution of electrical for 
steam traction." The booked passengers numbered 2,844,708 for the 
December half of 1904, and 4,862,378 in the six months ended June 
last. The receipts from season-tickets had risen during the same 
period from £2,646 to £4,791. Thus there had been a steady 
increase since electrical working was introduced, and the improve- 
ment was manifested in both local and through traffic. During the 
12 weeks which had elapsed since the commencement of the current 
year the upward tendency had continued, showing that the line was 
serving а great public want, and that the methods adopted for 
meeting the public requirements had gained general approval. 
'l'here was still, however, a large volume of traffic to draw upon, 
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The position was really more satisfactory than the figures he had 
given would seem to indicate, for during the last years of 
steam traction the company were not holding their own. 
Their traffic was then going down almost as fast as it was 
now ascending. The company stil had a long way to go, 
but they were making progress. 
about equal to those of the corresponding half of last year. 
One of -the satisfactory features in connection. with the “ electrifica- 
tion," was that the line was capable of dealing with practically any 


growth of traffic that might ensue, without any considerable increase . 


in working expenses. It had been found that in certain respects 
the tramway system of Birkenhead did not afford all the conveni- 
ences which the company's passengers needed for conveyance to 
and from the stations. The board had, therefore, resolved to pro- 
vide a service of motor-omnibuses. 

In reply to various questions, the CHAIRMAN said that the working 
costs at the present time were about the same as they were under 
steam traction, but the train service was between two and three 
times as good. The cost per train-mile had been reduced from 
nearly 1s. 2d. to 6d. 'The success of the line depended almost solely 
upon the development of its traffic. There were possibilities in 
connection with the line which anyone studying it could under- 
stand. There were various connections and developments under 
consideration.—The report was adopted. 


Prospectuses. 


The Burgess Hill and District Electric Supply Co., Ltd.—This 
company is at present inviting subscriptions for an issue of 1,000 
, preference and 1,500 ordinary shares of £1 each at par. The 
nominal capital is £5,000. The company proposes to supply elec- 
tricity in Burgess Hill and district at 6d. per unit, in competition 
with gas at 4s. 3d. per thousand. The greater part of the distri- 


The working expenses were. 


bution will be effected by means of overhead wires, the prospectus · 


stating that they are cheaper, more efficient and easier to manage. 
Mr. Napier Prentice, of Stowmarket; Suffolk, is the consulting 
engineer. The office of the company is at the Railway Approach, 
Burgess Hill. The prospectus remarks :—‘' At the present time 
many small towns of similar size to Burgess Hill—c.g., Felixstowe, 
Stowmarket, Diss and Walton-on-the-Naze are making a handsome 
profit on their electric lighting undertakings, and the dircctors feel 
assured that this company will reap the same results, and that a 
substantial dividend may reasonably be expected." 

The Japanese and Eastern Corporation, Lid., are offering, until 
to-day, an issue of £1,000,000 54 per cent. profit-sharing perpetual 
debenture stock at a premium of 5s. per £ stock. The object of 
the Corporation is to establish a general financial апа trust husiness 
for the investment of capital in Japan and the Far East generally, 
but mainly to aim at obtaining the financing of important schemes 
and undertakings, such as tramways, electric lighting, railways, 
docks, &c For such operations it is believed there is large and 
remunerative scope. It will also conduct, as may be considered 
advisable, commercial and trading relations with Japan and her 
protectorates and dependencies; and generally assist in the indus- 
trial development of these countries. 


Bruce Peebles & Co., Ltd.—This company has paid 
‘an interim dividend on the original issue of its preference shares at 
the rate of 6 per cent. per annum for the balf-year to June 30th, 
1905, and on the recent new issue of preference shares at the rate 
of 6 per cent. per annum for the period endiug June 30th, 1905, 
and the dividend warrants have been posted. 


Stock Exchange Notices.—Applications have been 
made to the Committee to allow the following securities to be 
quoted in the Official List :— 


Bournemouth and Poole Electricity Supply Co., Ltd.—Further issue of 3,000 
ordinary shares of £10 each, fully paid, Nos. 27,001 to 30,000. 


The Committee has appointed a special settling day as under, and 
has ordered same to be officially quoted :— 

Thursday, October 12th.—Babeock & Wilcox, Ltd.—Further issue of 270,000 
ordinary shares of £1 each, Nos. 530,001 to 800,000. 

Buenos Ayres Electric Tramways Co. (1901).—The 
third annuul meeting was held on Monday, Mr. C. Seymour Grenfell 
presiding. Hoe said that during the year the company had been 
hampered by construction work, and they only commenced running 
over the whole of the route in the middle of last November. The 
figures in the report, therefore, did not really represent the earning 
power of the system. Since then the company had done much 
better. The report was adopted. 


Edison & Swan United Electric Light Co.—The 
directors have resolved to recommend a dividend for the year ended 
June 30th of 24 por cent. per annum on the “ A” shares, less tax. 
We tender our hearty congratulations to the company upon its 
return to the category of dividend-paying concerns. We trust that 
the bad times have now been permanently left behind. After pay- 
ing this dividend (£9,587), 47,022 is carried forward. The 
directors’ report will be published in our next issue, 

South Metropolitan Electric Light and Power Co. 
The warrants for the payment of the interest on the 44 per cent. 
first mortgage debenture stock, payable on October Ist, have been 
posted. 


Direct United States Cable Co.— The board has 
resolved upon the payment of an interim dividend of 3s. per share, 
free of income-tax, being at the rate of З per cent. per annum for 
the quarter ending September 30th, 1905, such dividend to be pay- 
able on and after the 26th inst. The rate for the corresponding 
quarter last year was the same. 
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STOCKS AND SHARES. 


—— — шы. 


Wednesday evening. 
VARIOUS reasons combine to make the general. markets of the Stock 
Exchange somewhat dull. The principal cause for tlie weakness is 


. to be found in the growing demand for money, which has raised 


the Berlin Bank rate to 5 per cent, and may send up the 
Threadneedle Street rate before the end of the year.“ Some of the 
markets, however, manage to evade the general dulness, and Home 
Rails are not affected as much as might have been anticipated. 

Central Londons are а firm spot, the Ordinary and Deferred 
again advancing this week. Rumours are afloat as to the possi- 
bility of expenses being reduced by the introduction of a new 
mechanical appliance, but the cheapness of the stocks, apart from 
this, has formed the subject of recent comment here. The 
Deferred now stands at 844, and it should go to 90. Waterloo and 
City, which is still peculiarly affected by Money Market con- 
siderations, is down a point to 90. Metropolitan Consolidated at 
90 and Districts at 344 have not moved much. There is a fair 
amount of business in East London Railway stocks. The Ordinary 
has risen to 53, and the Third Debenture stock, the subject of some 
little speculation, is about twice that figure. The Seconds im- 
proved to 30, and the Fourth Debenture is nominally 5—8. If the 
Ordinary stock be worth 53, the Fourth Debenture should not stand 
at the same value, unless the former is being bought for purposes 
of control, a supposition advanced in certain quarters. The worst 
of dealing in such stocks as these is their unnegotiability, which 
causes the market to be all buyers for one day, and all sellers, 
perhaps, for weeks afterwards. | 

Traction issues manifest а good deal of life. British Electrics 
continue dull at 91, but some of the lower-priced shares are coming 
to the fore. Anglo-Argentine Ordinary at 8ү are er the dividend 
of 3s., and are that amount better, while the Preference stay at 6. 
British Columbia Deferred is 4 harder at 1254, the Preference 
remaining at 1054. Auckland Debenture is better at the same 
quotation as British Columbia Preferred. The 2} per cent. interest 
on Hastings Tramways Debenture came off at the end of last 
month, and has been partly recovered in the present price of 101. 
London United Preferenee are 10, Metropolitan Electric Tramways 
Preference a guinea, and the Deferred 5s. No change in Belgrano 
Ordinary leaves the shares at 3i, and business has been done at 53 
in City of Buenos Ayres Tramway shares. | 

Electric lighting issues are nearly stationary, three or four 
declines were caused by deduction of dividends from prices. The 
action of the Court of Common Council in substituting gas for elec- 
tricity in the City streets is not considered sufficient reason to 
lower quotations for “City Lights,“ indeed, the tone is a trifle 
harder, and the Preference rose } to 14. Is there to be a rapproche- 
ment, we wonder, between the City of London and the Charing 
Cross, City Undertaking, Companies? Urban Ordinary and Pre- 
ference are both ex 2s. 6d. dividend. Amongst Debentures, 
Edmundson's 44 per cent. is another point to the good at 109. 
Kalgoorlie Electric Preferred stiffened to 1, and there is a little 
doing in the Ordinary shares at 4s. River Plate Electric 
Preference are a good market, changing hands at 21s. 3d., and those 
who take up the Ordinary will have a good speculation at 13s. or 
thereabouts. Another six months might easily see a rise of as 
many shillings in the price. Perth Tramway Ordinary at 11s. 3d. 
are also a healthy speculative purchase. 

Speaking in comparatives, the Edison and Swan report is quite 
brilliant. The profit of £9,000 goes against а loss of £2,000 in the 
previous year, and the “A” shares are now to receive 6d. a share 
dividend, after an interval of three years lack of anything. The 
price responded to the announcement with а 58. rise, making it 308., 
and the Second Debenture stock is 35 up, allowance being made for 
the dividend. On the other hand, Electric Constructions fell à to 
15s. Rubber and Cable shares are good, rises of 10s. each being 
credited to Callenders at 11, British Insulated at 64, and Tele- 
graph Construction at 35. India-Rubber shares remain at 16, and 
in view of the remarkable increase in the demand for rubber, 
caused chiefly by development of, motor traction, holders would be 
ill-advised to sell when an improvement appears probable. West- 
iughouse Preference, by the way, are 24, and the Debenture 
stuck 87. British T'homson-Houston 41 per cent. Debenture stand 
at 99. 

Chanves in the Telegraph market are irregular. While Anglo- 
American Deferred dropped 4 upon liquidation of a “bull” 
account, the Preferred gained 4 at 109, thanks to investment pur- 
chases, Amazon shares have shed their last week's rise of 5s., but 
Direct Spanish Preference are unaltered at 93, though er 5s. 
dividend. West India and Panama Preference put on 10s., and зо 
did Indo-Europeans and Great Northerns. Eastern stocks did not 
move upon the declaration of interim distributions. Globe Tele- 
graph ‘Trust Preference at 148 are § down. 

Telephone varieties show losses of $ in National Preferred and 
34 per cent. Debenture. Chili Telephones have weakened a shade, 
but at 111 United River Plate Debentures show 4 rise. „ 
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TELEGRAPH AND TELEPHONE COMPANIES. 
Stock ' Business done 
Present NAME or Dividends for the last Севе. 8 week ended | е T 
Issue. Spare. four years. t. fith. Oct. 4th. per 4tb, Feli — 
1902. 1904. | 1905.6 Highest Lowest 
African Direct Telegraph, 4 96 Debs.. = ..| 100 4 wh 4 a 99 —102 99—109 m ‘ | Я 
25,000 Тава 9 Co. s shares, Nos. 1 to 95,000 10 Mi 84— 34 8- 84 8 | 13 
пели | ро йо. „5% Debe., Nos, 1 to 1,950 Red. | 100 М "MEET. ва — 87 84 | | » 
168,580 ишо can Telegraph s .. | Btoc — 6 = . .. 
8,118,210 До. до. 6 % Pref Pref. © .. | Stock | 6 58e.$ | 108 —100 1 1094 1 1 + 
8,118,210 Do do. do. <$ .. | Stock - Y 17 — 17} 1 11 17 1 — 
44,000 | Chili Telephone, Nos. 1 to 44,000 b 696 Ti— 7 73 1 7 — 
1,989,866] Comm Cable Biing. 600 year 4 % Deb. В. Red. Stock | 4 à 98 —1 97 — 99 97 (а 
16,000 Cubs Тее арп РА Р . 10 6 РИ 9 — 9 — EN Me 
1900 Direct Spanish ident or eo ee еә C ee r > 4c g [s 1 aE 1 а 8g ee ee 
ne x EN э 
000 95 T "Pret. ee 5 10 10 И — d ee ee ee 
,000 Do: do: T B 50 4495 | 100 —108 % 100 —108 n ©» . 
00,7104 | Direct United States Cable 20 8 96$ 11 194 114— 12% 124 11; j 
‚| Direct W. оде саран валах 101,908. 100 Ни 100 —102 100 —102 T jx “a 
4,000,000 -| Raster Telegraph, Ord Stook | 7 5 %8 | 144 —147 144 —147 1 pa gs 
2,000,000 Do. 34 юс Stock vs ..| 100 84 3495 90 — 92 90 — 92 91 a 
1,886,814 Do. 4 ort. Deb. 8tock Red. Stock | 4 4 95$ | 108 —110 108 —110 1 К M 
800,000 . | Eastern Extension, ADRIAN and China Tele. 10 7 6 965 183— 143 183— 14} 1 14 ^ ee 
602,400 Do. 4% Deb. Stock . Stock 4 4 96 |^ 106 —108 106 —108 107 1003 К 
800,008 East & B. Afric. Tel., 4 % Mt. Db. 1 to 9,000, red. 1900 | 100 4 ss T 101 1 as ; 
200,008 | Do. 4% Reg. M. к (Mauritius Bub) 1 to m 25 4 i 1014—1084% 1014—1 s 
180.580 Globe 3 and р 1 11 11 1032 "e 
1 N о x . 144— 148 141— 148 14 — 4 
кори Great Ror a теарты 2 Gable th J tot M li @ © E = " 
e, 1st Mort. S n — 
46,500 || Debs., within Nos. ax i ‚ Red. } 10 5 10 10 e І 8 
17,000 | Indo-European Telegraph e 10 % * ‘ 54 58 — 55 544 58 + 4 
gees Monte V Telephone Co., Ltd. Ord... 8 % 8 * К — is Я 
1 Nationa) Tolephone, Pref. Stock ва аа 6 0 6 % 6 958 | 1124-11 119 —118 1031 11 — $. 
1,966,667 Do. Def. Stock - * i 44%, 6 % 5 %$ | 107 —1 107 à 109 1 107 i 
17006 ро. до. 6 % Cum. 1st Pref. .. 6 ч 6 ч 6 955 134— 144 184— 143 is M zs 
16,000 Do. do. 6 9% Cum. 2nd Pref. .. 6 Ф 6 «€ 6 95% 12 — 18 12 — 18 1 1 Mt 
250,000 Do. до, 5 % Non-cum, 8rd P., 1 to 950,000 B © 5 * 5 968 68— 90b | T 
2,000,000 | Do. 84 % Deb. Stock Red. 33% | 93% | 101 90 —101 1 eu 
1,680,598 Do. do. Deb. Stock Red. 4% 49 а 1044 —1 1044—10% 1 1 zs 
179,818 | Orienta) Telep. and Elko ‚1 © т, fally paid 6 * 64% 1 1 1 1 lá às К 
50,000 Do. do. do. 6% | 69 1 Iss 1a lfs x 2 hie 
100,000 | Pacific & European Tel., ‹% uar. Debs. to 1,00 4% 4% 100 —108 1% —108 » i ; 
)1,8990 Reuters Е ; 6% | 59 8— 8) 8 — 83 e: 
3,997 | Submarine Cables Trust is vs 6 « 6 X 197 —180 127—190 © is 
58,000 | United River Plate Tele mone 1% 8& F 7— 7 7 — d Ке 4 
RISD Do. 5 um. Pref., Nos. 1 to 40,000 5 & 6 ч 00 — T 5 
179,947 Do. do. b Debs. ee ee b y . 5 , 5 . 1 111 110 —112 ee + à 
16,0003 wee лош Telegraph Shares 2 ч 4 9 A 10 — 10 10 — 10 ЕЎ Я re 
80,008 Const of Ame ca, 1 to 80,000 & 58,001 to 008 23 i ee B- &— oe ee ry 
150,000 orn Ker Debs., 1 о 22.000 s Nori V by Bras. Bub. Tel. | 100 4 4 es 100 —102 100 —102 T - . 
15,000 i к series, 1906 | 100 5 b „> 101 —103 101 —108 m ss i 
568,880 ро. до. d Deb. Stock Red.. | 100 4 4 ix 1024 —1 1 1043 1083 1034 ` 
88,821 West India and Panama Te ee oe ee 10 ee i — e e 
84,568 Do. do. 6 Cum. 1st t. ee ee 10 NI i i ee 9 -— 9 9 8 e 
4,660 Do. do. 4 Cum. 2nd Pref. б ee 10 ee 7 — 7À 7 8 7 + à 
60,000 Do. do. Debe., Nos. 1 to 1,800 ee 100 b 96 b 96 ee 101 —104 101 —104 ee 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
7 | mE 
40,000 | British Aluminium 7 % Cum. Pref. .. i b Nil Nil Nil bà T vei 
90,000 Do. do. * A" 695 Cum. Pref. 6 Nil Nil Nil T " va 
20,008 Do. . do. 4% Funding Certs. 6 сх x 03 A 3 a x3 
300,000? Do. do. 5 1st Mort. Deb. Btock Red Stook 6 & 5 . 99 —1]108 99 —108 К ° oe ee 
188,801. | British Electric Traction E es 10 8 6 6 А 9 — — 9% ee - А 
156,497 6 % Cum. Pref. 10 6 6 6 . 104— 11 1 11 1038 9d " 
1, 000, 000 Do. do. 5 % Perp. Deb. Stock | б 5 6 И 128 —125 122 —194 xd | 1 1224 Я 
250,000 Do. do. 96 Ind Deb. Btock Red. | 100 $3 "A 4à ; 99 —101 99 —101 1 99 - 
. 100,000 | British Insulated and Helsby Cables 5 10 8 8 8 96$ m 63 - 5 + 4 
' 100,000 Do. do. 6 um, Pref. 6 6 6 6 6 964 6 63 ‚+ УБ А 
500,000 Do. do. 4%, Ist Mort. Deb. Red. | 100 4 4 4 4495 | 108 —106 108 —106 ; P ND 
50,000 1 Lindley & Co., Ord. 5 £1 il i - a i — 14 ; e š 
' 50,000 % Do. do. & Cum. Pret. ..| £1 | Nil | Nil | Ni | .. 14/6 to 1 14/8 to 16 - j 
105, 781 Bri Electrical Engineering, Ord., 1 to eens 2 Nil Nil Nil s "К 2s : 
150,000 . Non-cum. 6 % Pref. . 2 6 6 6 e 1 1 1 1 L А at 
126,0002 Do. Perp. b. Stock Stock 4 43 - 91 — 94 91 — 94 pi xa cs 
u 126,000 Do. Perp. 2nd Deb. Btock Stock as 78 — 81 78 — 81 - i M 
. 85,000 | Callender's Cable Construction shares... . 5 |16 1 1 i5 10— 1 104— 11 In 11 + à 
40, 000 по do. 5% Cum. Pref. .. S P 5 5 5 5 vs T is «x 
800, 000 do. % Ist Mort. Deb. Stock Red. | Stock | 44 44 44 bs 109 —111 109 —111 ni ‘s ка 
‘ Central London Railway, Ord. Stock vs .. | Stock | 4 4 4 4 964 90 — 9] — 99 974 91 +1 
623,996 do. 4% Pref. Stock Stock | 4 4 4 4 958 | 101 —108 101 —103 si "T | ж. 
r 599,896 Do do. Def. do. .. Stock | 4 4 4 В: 82 — 85 — 8⁴ +1 
1,880,000 | City and South London Railway Btock | 8} 2 5% 40 — 42 40 — 42 41 402 s 
~ 85,000 Crompton & Co., Perit м Red. De is 8 b 96 s là— 1i lj— 14 x Ж 
8 
| мш || ajo enon, f. . бейш | - |t |o | o% „„ s 
: son wan "A'""g A 8 " 1 re 
, 11,89 Do. „A“ shares, 01—017,199 5 Nil Nil 249,8 vs 2 — 2— 94 220 i 
944, 01 Do. 4 % Deb. Stock Red. 100 4 4 4 a 88 — 88 83 — 88 е - - 
Е 100,000 Do. 6 % nd Deb. Stock Prov. Certs. ‘all pd. 100 5 6 5 a 89 — 94 90 — 95 xd М 1 
119,100 есе Construction 1 to 112,100 . 2 6 4 il vá 1 ü р AM — 3 
|' 81,890 do. ДБ Cum. Pret., 1 to 81,390 2 1 7 7 Ys 1 23 1 2i E ға TEN 
Do. do. dv lst Mort. Deb. Sk. | Btock | 4 4 4 s 92 — 95 92 — 96 ©» T. i 
| General Electric Co. d d Cum. Pref. 10 b 5 6 “> 94— 10 94— 10 КА Ўн ye 
200,000 Do. do. Mort. Deb. .. | Stock | 4 4 4 is 97 —101 96 —100 i $^ -1 
200,000 Henley's ( s (W. T. ), Pele orks, Ord. ..  .. Б |90 15 15 10% | 12 — 18 12 — 18 1 123 "P 
do. рте... .. 6 4 i 51— 52 = Hd 5% * 
— 45, 900 D. do. А ort. Deb. Stock Stock 4: е» 109 —111 109 —111 ec ae . 
' 60,000 | India-Rubber, Gutta-Percha & Telegraph Works.. 10 10 10 6 949$ 54— 164 154— 164 15§ 153 Й? 
599800 f. Оаа ,, у Г [чо là Hu 1 ye y'a |= Е i t 
verpool Overhe way, R x ae 214— ae es ud 
10,000 |! Do. do. Pref. £19 paid 10 5 5 SO | б 9— er |: i n 
87,850 Telegraph Construction and Maintenance 12 20 20, 15 АР 884— 84 — 86 85 341 +1 
150,000 |. Do. 4% Deb. Bds., 1 to 1,500 Red. 1900 100 4 4 4 T 102 —104 109 —104 Ж E E 
640,0001; | Waterloo & City Корею, Ord. Stock. 100 83 83 34 з * 90 — 92 89 — 91 90} -1 


— —— 


Interim dividends. 


A period of nine months. + Quotations on Liverpool Stock Exchange. { Unless otherwise stated all shares are fully paid, 


From Manchester Share List. 


ee eee . ——————————————-— 
Bank rate of discount 4 per cent (September 28th. 1905) 


—— — — — — 
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SHARE LIST OF ELECTRICAL COMPANIES ( continued ).— ELECTRICITY SUPPLY COMPANIES. 


Present Ё . Stock Dividends for the Closing Business done Eu t 
NAME. or Quotations Quotations week ended 
nne: 7 Share. last four years. ‚ | Rent. 20th. Oct 4th. | Oct. 4th, 1906. | Fall — 

29,977 | Bi &K Elec. Lt. S Ord., 1 to 20,000 16 9 9 БА rni ua 1 1 Жека ао ед 

rompton ens. Elec. Lt. Sup., to 1 10 ¢ as aa = Er 

29 623 Do. do, 7% Cum. Pref.| Б 7 T4 |. Ө 1o] oh iot 

10782 | Central Electric Во Guar. Deb. Stock .. | 100 4 4% 03 —106 108 —106 105 è 

80,000 | Charing Cross and and ectricity PUPPY Lic 5 10 8 * b 96$ Ha a à | Я 

80,000 Do. do. Pref. 6 4 * 53 

40,000 Do. “ City Un Undertaking 44 % Cum. Prf. b * 4 — 5 6 Й | 

40,000 Do. te 5 oe y О * 5% 4g— 55 Ы 
860,000 | родо. 4% Dei Stock Red. — .. |. 10 4 * | 108 zu ME. 106, 104 

; elsea Electric БА Бир ; Ord si 9 58— X A 
150,0001 Do. 44 % Deb. Stock Red. .. | Stock a 44% | 423 108 —110 109 —111. - Р | 

70,596 | City of London Bice Lich ting, Ord. СаСО 110.96 10 b 6 «€ 2» 11 — 1M 11 — ul 11,3 MEL. 

40,000 Do. 6 Com reto] to 40,000 . 10 6 695 |. .. 18 — 14 184— 14 1843 18]: +4 
400,0001 Do. 55 8. 5 Btk. e “iss. at 115) all ра. T 6 5 9, | 5 124 —128 124 —128 А 4 
800,000 Do. 44 96 2nd Db. Stk., Prov. Стів. Lori eo 100 d ар 104 —106 104 —106 | 

40,000 | County of London Electric 23 ting, Ord. 1—40, 10 4 OF, 4 966 88— i 

80,000 е до. 5% Deb. a SE 10 6 6 « x 12 — 19 — 128 | 
400,000 Do. do. 4 pi А 111 —14 11 —114 118 E 
250,000 Do. & рер "Deb. Biak -. | Stock X 108 —105 108 —106 104] 

70,000 | Edmundson's Blectric Corporation, Ord. Shares. б 79 61 | Bik 

80,000 Do. do. 6 % Cum. Pref. ja 6 6 * 6a — o» 

800,0001 Do. do. 44 95 1st Mort Deb. Stk | 100 47 4% 106 —1 108 —110 1 vel 

21,000 | Kensington and Knightsbridge Electric Ord. 5 10 18 & " 12 — 123 12 — 193 d 
136,000 Do. do. do. 4 % Deben. Stk. | Stock 4 % 4% 97 —100 97 —100 T 
111,000 | London Eleotric Supply Corporation, Limited, Ord. 8 N 8 $ 2 — 5 2 — 

60,000 ро до. йо. 6 % Pref.. 6 6 6 «€ M 43— bà 576 js 
371,896 до, 4% Ist Mort. Deb. Stk. Red. | Stock | 4 a& m 99 —102 —102 M ч Li 
100,000 Metron litan Electric Supply, 1 to 100,000 .. 5 7 10 & 10 1 11 103 — 11 pr p de 

, е % Cum. Det 1—7, 106, £9 pd. b y. ee bi 1 os 
30,0001 Do. &, 1st Mort. Deben. Stock к 4 {а 100 —118 109 —113 
250,000 Do. % Mort. Deben. Mors Redem. | Stock Be 100 —102 | 100 —103 
950,000 | Midland Electric ration, 44 % 1st Mort. рев 100 449 100 —102%, 100 —-102% 
10,852 | Notting Hill Electric ighting 10 6 9 75 4 — 15 14 — 15 » 
40000 | Bt. James’ and Pali Mall electric Lig e E — 8 11 144 1192— 14 Now ia 
Д . James’ and Pa ec ight, sa 1 % ~ , 

90,000 Do. do. 1% Pref. юе e 6 79. 1% 2 8 — 9 8— 9 
150,000: Do. do. 84 % Deb. Stock Red. 100 d 84% 98 —100 98 —100 

12,000 | Smithfield Масков. Electric Supply, Ord. . 5 4 «X 21-— 233 2— 9? : 

50,000 Do. do. Deb. Btock Stock 4 4 9 76 — 80 76 — 80 Р 

65,000 | South London Electricity Supply, Or Or M Я b 1 4% 4 A 4 Р i 
100,000 | South Met. Elec. Lt. & Power МЕ 1 il Ni — th +— H s$ 3 

50,000 | (Late Blackheath and Greenwich |75 Pret. . 1 Nil 1 lAÀ— 1j) lie 174 ` 
100,000 Dist. E.L.Co. 44 V Ist Deb. Btk. 100 ne 44 106 —109 105 —108 xd js 

80,000 uir: есше ee oe T 5 5% b EN . 5 45 — 11 24 „ s 

80,000 Do о. 59% Сиш. Pref, 5 5%- 5 ue i 5a 5 — ха | `.. "UE <9 
900,000 Го. do. 43 % 1st Mort. Db. Stk. Red 100 "m 43 P 106 —107 108 —106 xd 104 112 ^ ee 
110,000 | Westminster Electric Supply, Ord. Я 6 12. 14 1890 pm 4 pu 18} 18 1 NK 

98,151 Do. do. 5 % Cum. Pre... 65 | 5 5 | е 6 Se on 

Shares not officially quoted :—Mackay Companies, ord., 471—473. Pref. 76—764. | 
+ Unless otherwise stated all shares arg fully paid: § Interim dividends, 
I — À———M - 
MARKET QUOTATIONS, Wednesday, October 4th. 
t а а ого І EE nu pA KT — 
Г ' t's 
CHEMICALS, &o, Latest | Portmights "METALS, &o. (continued). ree, ор. 
a Acid, Ni droohlonie T .. рег cwt, 5/. v g Copper Sheet 25 T .. per ton Р 
а FT] Nitri ee ee per ewt. M/ oe 9g n” ee ae te oe per ton £94 ae 
а „ Oxalie ; Бы es - .. рет cwt. 89/- s e „ (Electrolytic) Bars ,. perton £77 10 £3 10s. ite. 
а „ Sulphuric... А .. рег cwt. 5/6 — $ Vi б» i Sheets.. per ton 490 10 £3 10s. ino. 
a Ammoniac, Sal .. percwt. 49J. sas e „ n Rod .. per ton 281 10 49 108. ine. 
а Ammonia, ‘Muriate (crystal) .. рег ton 288 10 as € y , H. C. MES per lb. 934. dd. ine. 
is .. рет ton #90 ' vu f Ebonite Rod : РЕ .. per lb 8/8 a 
4 Bleaching powder vs ad .. per ton £5 10 T АА Sheet à à per lb 8/- 
a Bisulphide of сап xs .. per ton £15 п German Silver Wire ^ рег lb. 1/6 : 
a Borax í m .. per ton £18 h Gutta-percha, fine Ко .. per lb. 6 / to 7/ 9 
a Benzole (90 %) Ki 2s .. per gal. 10d. h India-rubber, Para fine . .. per lb. 5/5 to 5/54 2d. deo. 
a (50 96) .. .. .. рет gal. 98. i Iron, Charcoal Sheets .. per ton £18 T 
a Copper Sulphate... T .. per ton 20 i ,, Pig (Cleveland warrants) per ton 51/6 За, Id. ino. 
а Nitrate ; v .. per ton £25 Р i , Forgin в, „ size per ton From Н . 
a „ White Sugar. ^ .. per ton £31 ; í ,, Scrap, . perton | 416 to 50/- 
A an " vie e ENS uc 82 .. per ten «и ao , i, Wire, galvanised No. 8.. per ton 49 15 lx 
a Methylate 1 per gal. / й | a e 1 j 
a Naphtha, Solvent (90 % at 160°C) per gal. 5/6 А д Lead, English Ingot s .. рег ton #14 17 6 15s. inc. 
a Potassium Bichromate, in casks per lb. 8d. А is Sheet  .. .. per ton £16 10 15s. inc. 
a Potash, Caustic (76/80 3 . perton £20 A Manganin Wire No. 2 .. .. per lb. 8 / TUI 
a Potassium Cyanide per lb 987 д Mercury per bot. £7 5 28. 6d. inc. 
a Shellac " .. percwt. 190/- d Mica (in original cases) small . per lb. | 64. to 1/- Y 
a Sulphate of Magnesia .. per ton £4 10 4 - еВ " medium per lb. 2/0 to 4/- se 
a Sulphur, Sublimed provers .. per ton #6 10 8 large .. per lb. 4/6 to 8/6 isi 
а " 5 .. per ton £5 10 m s р Рһоврһог Вгопге, plain castings per lb. 1/1 to 1/8 sa 
.. per ton E45 T р „ rolled bars & rods per Ib. 1/14 to 1/3 
a Soda, Caustic ‘(white 70 %) .. рег ton £10 15 р 5 " пи“ & anost per lb. 1/4 
M ides .. per ton #8 o Platinum ? рег оғ. 84/- 
а а Sodium ichromate, casks — .. per Ib. 214. e Silicium Bronze Wire per Ib. 103d. to 113d. 
‘i Cyanide .. per lb. 7d. i Steel, Magnet, acc'd' g to desc' р" п per ton £58 
METALS, &o. í » in in bars eT E 
b Aluminium Ingots, in ton lots .. рег ton £100 я g Tin, Block . ds per ton i to £149 10 | #2 "ne 
b » Wire, in ton lots .. perton £177 * "^ „ Wire, Nos. 1 to 16 .. per lb. 1/95 , 
b Sheet, in ton lots. per ton £175 p White Anti-friction Metala— 
b Babbitt's metal ingots . per ton | £43 to £140 “ White Ant brand.. per ton gi to did 
c Brass (rolled metal 2* to 17) basis per lb. 71d. j Yarns, 2/1086 Grey Cotton, on sp’ ls per lb. 
с „ Tube(braxed) . per 1. | j „ 6 lea. Flax per lb. 
e „ „ (solid . .. per lb. . j » 8 ply 10 lbs. Russian . per Ib. ii 
€ „ Wire, basis ; .. per lb. | ва. ј „ 10 lbs. Russian, single. per lb. 
с Copper Tubes (brazed) .. .. per lb. | 102d. 1 „ 180 lbs. Jute rove per ton is 
с „ (solid drawn) .. per lb. 11d. k Zinc, Sh't (Vieille Montagne bnd.) per ton 281 16 30s. inc. 
0 Соррет Bars (best selected) .. рег ton - £H ir | | 
Quotations зир lied by Messrs.:—a G. Boor & Co.; b The British Aluminium Co., Ltd.; с Thos. Bolton 55 Sons Ltd.; d F. Wiggins & Bons; e Frederick 
Smith & Co.; ia-Rubber, G. P. and Teleg. Works Co., Ltd.; g James & Shakespeare; ; А ‘Edward Till & ; 4 Bolling & Lowe; j Walter H. Hindley and 


— — 


Decomposition of Silver Sulphide in Presence of 
"Mereury.— Writing in Metallurgie lately, W. Hinrichsen and T. 
Watanabe described the results of their investigation into the 
separation of silver from its sulphide in presence of mercury. 
Mercury alone throws the metal out of silver sulphide, but iu 
presence of pure water its action is much weaker. In presence of 
a solution of common salt, however, the reaction i» more energetic, 
and there is a Tough proportionality between the strength of the 
solution and the amount of silver set free. Raising the tempera- 
ture to 40° C. also exerts a favourable effect. Zinc amalgam is more 
powerful than pure mercury. Zinc acts electrically upon silver 
sulphide, showing a potential of 0:965 volt in a 20 percent. solution 


Co., Ltd. ; x йм Ashby, Ltd. ; m W. T. Glover & Co., Ltd. ; п P. Ormiston & Sons; ^ Johnson, Matthey H Co. „La. p The Phosphor Bronze Со., Ltd. 


— — 


of common salt. Iron gives a voltage of only 0:4, and is not eom - 
petent to throw down the silver. If the common salt is replaced 
by a solution of potassium cyanide or sulphuric acid, iron is capable 
of decomposing silver sulphide, but is not so effective as mercury. 

It is evident that the yield of the amalgamation process depende 
largely upon mechanical conditions, such as the method of agitation, 
&c.; the variations being due to differences in the cohesive power 
of the mercury, which is very different in common salt solution, 
pure water, dilute sulphuric acid, and potassium cyanide. Since 
the galvanic action of iron in potassium cyanide solution is very 
slight (0:13 to 0:01 volt), the increase in the yield obtained with its 
aid must be brougat about by m2cuanical action. 


е 
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METAL MARKET. 


Fluctuations in September. 
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NEW ELECTRICAL DEVICES, T FITTINGS 
AND PLANT. 


(Continued from paye 527.) 


| Artistic Switeh- Covers. _ 


` Messrs. WALTHAM & Co, of York Street, Buckingham Gate, 
S.W., who have been known for many years for the speciality they 
make of:artistic covers for switches, have recently brought out a 


Fic. 39.—WaLTHAM ARTISTIC SWITCH COVER. 


number of new patterns, one of which, intended for a room deco- 
rated in the style of the Renaissance period, is here illustrated. 
The range of designs is now so extensive, that Messrs. Waltham 
devote one of their showrvoms exclusively to the display of this 
branch of their work. The firm has for some time past made a 
feature of designing covers speciallyjfor particular positions or build- 


Fic. 40.—SwrircH COVER FoR Four SWITCHES. 


ings, and the second illustration (fig. 40) represents a cover for four 
switches, being one of a number they have designed and made for 
a town hall in the Midlands. The new cdition of their switch 
cover catalogue should prove of use to contractors; it contains 
copies of some very fine examples of switch covers, plug connec- 
tions for wall sockets and door furniture, while tables of prices are 
given at the end. 


Lifting Magnets. 


Some novelties have been recently developed by the ELECTRICAL 
Co., LTD., of 121-125, Charing Cross Road, W. C., in the shape of 
lifting magnets. Owing to the varied purposes to which these may 
be put, several types have been standardised by the firm which 
vary in detail according to the work they are intended to perform. 
They are made suitable for ingots or thick plates having smooth 
surfaces, the magnets being made in circular or oval form, the 
latter being especially useful for lifting uarrow material, as a 
greater weight can be thus dealt with than would be otherwise 
possible. 

Another class is devoted to plate lifting, the choice depending 
upon the number and thickness of the plates to be lifted at one 
time. The lifting power decreases in proportion to the thickness 
and number. | 
» In fig. 41 we show the application of the magnets for lifting 
rails, tees, angles, &c. Material of a variable nature, such as would 
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beSproduced in "а rolling mill, would be thus dealt with. The 
degree of{!unevenness, i.e., the difference of height between the 
highest; and lowest points of: the’surface, should not exceed 1 in. 


~ 


— —— — 


FIG. 41.—MAGNET SUITABLE FOR LIFTING RAILS, SQUARE OR 


RovND IRON BARS. 


Vet another purpose for which they are employed is fer rough 
material, such as pig-iron, where the degree of mnevenness 
exceeds 1 in. 


Fic. 42.—SQv4ARE LIFTING MAGNET WITH MOVABLE POLES, FOR 
LIFTING IRON OR STEEL HAVING UNEVEN SURFACES. 


All of these magnets are made in various sizes to lift from 7 cwt. 
up to 3 tons: but, of course, for heavier weights two or more 
magnets can be used. For the larger magnets. cut-outs with magnetic 
spark blow-oats and kicking coils are provided. 


Wandsworth Switches. 


The accompanying illustrations show some selectious from the 
switch manufactures of the WANDSWORTH " ELECTRICAL MANUFAC- 
TURING Co., Ltp., of 9, St. Paul's Square, Birmingham. Fig. 43 is a 
high voltage tumbler switch designed by the company's managing 
director. Its action is controlled by metal parts only, no move- 
ment whatever being allowed to take plac» on the ebonite insula- 
tion, which ensures a long life to the switch. Best quality ebonite 
only is used to insulate the contact arm from the switch handle. 
We understand that special automatic machinery has been devised 
in order to secure accuragy in manufacture. 


Fig. 44 represents a 


10-ampere capacity switch which has positive action, but without 


the disadvantages consequent on moving parts working on insula- 
tion. The handle is jointed directly to the contact arm, so 


{үтүө me 
LU | N 


\ 


Fig. 44.—10-AMPERE Н.У. Switcn. 


* Le 
that one cannot be operated without the other. The switch ік 
designed to meet the most stringent rules for 250 volts. The inan- 
lation is the same as in the fig. 43, which is a five-ampere. 
Another device illustrated (fig. 45) isa high voltage switch with a 
patent locking cover arrangement. There is only one loose part 
(the nut) which jams on the shoulder of the bridge piece and can 
be removed only by means of a special key. This locking coyer 
places no strain whatever on fittings, as it can he turned round 


Га. 45.—H.V. SWITCH WITH [LOCKING COVER. 


without in any way loosening the nut. It can be affixed iu any 
position and the nut screwed to the shoulder. The springs in the 
cover take up any play and make a very simple and effective lock- 
ing arrangement. It is claimed that in combination with the secret 
key switch, this а most effectively protected device. Many other 
interesting specialities appear-in the Wandsworth Co.'s priced cata- 
logue, which our readers should consult. 


Self-Contained Compensator Alternating Arc Lamp. 


The usual method of operating enclosed alternating current 
arc lamps on 200-220-volt circuits requires the installation of an 
external compensator which is suitable for two lamps. This 
method introduces complications in the wiring, especially where 
the lamps are required for street lighting, and where one lamp only 
is required a two-light compensator is still necessary. 

The lamp illustrated herewith (figs. 46 and 47) requires no such 
external device. Each lamp is equipped with a self-contained 
compensator, which is enclosed within the lamp casing, thus making 
each lamp an independent unit. The usual reactive coil is also 
dispensed with, the compensator being so designed as to have 
sufficient reactance to steady the are, and it is also adjustable for 
variations in line voltage. These lamps are designed to operate on 
frequencies ranging from 50 to 100 cycles. 
te The efficiency and power factor of this design of lamp are st ited 
to be highly satisfactory, with very steady and noiseless operation. 

With tests made with different frequencies fur waich the lamp is 
suitable, and with 200 volts at the terminals, the power factor will 


os 
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range from 07765 to 0°82, and the efficiency from 83'5 per cent. to 
88 per cent. This current from the line will be approximately 
3:5 amperes at 200 volts, and the current through the arc will be 
{`5 amperes at 72 to 75 volts. А large number of these lamps, 


Speedometer for Motor Cars. - 


The speed indicating apparatus illystrated in figs. 51 and 52 (Davis's 
patent) is supplied by Messrs. Joun Davis & Son (DERBY), Lrp., and 
is intended to show the speed of engines or motor-cars at a glance. 
It has only one working part; and that is a small eccentric which 
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THE PULSATOR. 


Fics. 46 AND 47.—B.T.H. SELF-CONTAINED COMPENSATOR A. C. | 
Авс LAMPS. | por 


| | THE INDICATOR. 
which are manufactured by the BRITISH TuoMsoN-HousToN Co., of 

Rugby, are installed in regular service, and giving satisfac- 
tion. The accompanying illustrations show two different styles 


of lamp, in which the operating devices are identical. 


Fics. 51 AND 52.—Davis's SPEEDOMETER. 


` * 


New Stearn Lamps. 


Among the new things appearing in. the catalogue which has just 
been published by the ZuRicH INCANDESCENCE Lamp Co., of 47, 
Victoria Street, S. W., is their heating lamp, which is made with a 
bulb 10 in. long х 21 in. diameter, for use in the various radiators 
now on the market. We show one of these in fig. 48. The energy 
consumption is stated to be about 250 watts per lamp. Та fig. 49 
we illustrate their diffused light lamp, which has been introduced 
to meet the demand fora large globe lamp without sealing point. 
It is made in 16 and 32-c.r. sizes, and it can be used with any exist- 
ing shade, opal or enamelled, or alone. The Stearn special street 


FIG. 50. —STEARN | 
STREET LIGHTING 
Lamr. 


Fic. 49.—STEARN DIF- 
FUSED LIGHT 
Lamp. | 


lighting lamp appears in fig. 50. It was originally designed to 


Fic. 48.— STEARN 
HEATING LAMP. 


carries a short piston rod which actuates a rubber disk, forming оле 
end of an air chamber, and oscillates air over the eud of a small air 
tube, creating a vacuum. The latter varies precisely with the'speed 
of the motor-car. This device may be fitted to existin: cars, it 
being driven by a bicycle sprocket wheel and chain. Tie 


Figs. 54 AND 35.— DETACHABLE 
Barr FrrriIiNds. 
CALDERBANK ACCESSUBIES. 


meet special requirements for Brighton street lighting. It has a large 
bulb, with consequent reduction of blackening, and a wide spread 
of filament, and special care is taken in capping, to place the pins 
of the cap at right angles to plane of filament, so that by careful 
setting of the holders in street lanterns the wide spread of filament 
сар be arranged to face any desired direction. Other specialities 
in the new list are tramway, changeable voltage, conical candle, and 


Íancy and miniature shaped lamps. "The Zurich lamp factory is at 
Kew Gardens, London. 


indicator is fixed on the splash board, and a,colourcd light in a 
well-protected glass tube shows at a glance the speed of travelling in 
miles per hour. The indicator does not require timing; a small 
metal or flexilbe pipe connects the pulsator and indicator. The 
indicators are calibrated to the speed of the driving shaft, and 
there is no friction gear to slip, na cog gearing, and only one 
lubricator to require attention. Among? Messrs. Davis's other 
specialities is a rapid sketching device, also the Jackson-Davis 
double slide rule and the Smith-Davis differential wages calculator, 
illustrated lists of which will be sent byjthe firm on application. 
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Calderbank Accessories. 


Мв. Harry W. CALDERBANK, “of 78, King Street, Manchester, 
is manufacturing a number of patented electrical accessories, some 
of which we illustrate. Fig. 53 represents the Premier“ high 
voltage tumbler switch with cover removed, showing “ off" position. 
These switches are made entirely of English porcelain and metal, 
no fibre or any other semi-insulating material being employed. 
The switch knob is also of porcelaim, thus preventing possibility of 
electric shock. A long, quick and independent break is among the 


Fic. 53..—* PREMIER " 
TUMBLER SWITCH. 


claims set up for the Premier.“ In figs. 54 апа 55 (p. 563) are shown 
the firm's patent detachable ball fittings, by means of which shades can 
be removed without unwiring lamps. The fittings can be made for 
any number of lights, and they enable circuits to be broken and re- 
made instantly. Fig. 56 represents a house service fuse box of 
Calderbank make. The firm purchased the stock and business of 
Messrs. Clayton & Co., of Union Works, Hudderstield, and is there- 
fore now selling their house switches, a large stock from 15 to 
1,000-ampere, single and double-pole, being held. 

| (To be continued.) | 


ELECTRICITY IN AMERICAN MINES. 


By Т. CAMPBELL FUTERS. 


(Concluded. from page 523.) 


THE Hampton central power station generates energy for trans- 
mission to vight different collieries—viz., the Bellevue and Dodge, 
the Brisbin, the Cayuga, the Hyde Park, the Pyne, the Sloan, the 
Diamond and the Archbald. Of these the line to Cayuga is not yet 
in operation, but the voltage on this line will be higher than in the 
others, and transformers will be installed for this purpose. The 
power station is built of brick, and has one main floor and a basement. 
On the main floor are installed the generating sets, the exciterg and 
the switchboard. In the basement are placed theair pumps for the 
condensers, the oil pumps for maintaining the pressure beneath the 
step bearings of the turbines and an oil switch for a heavy cur- 
rent line to a water hoist. | ; 
The generating units are four 500-H.P. Curtis turbines, cach 
coupled direct to an alternating-current generator. The turbines 
run at 1,800 r.p.m. with steam at a pressure of 150 lb. per sq. in., 
superheated 200° F. The generators are three-phase 60-cycle, 126- 
ampere machines generating current at 2.300 volts, and this pressure 
is used on all the lines except that to Cayuga. The machines are 
placed in a row along one wallof tbe building. The field excitation 
is supplied from two 50-x w., 125-volt direct-current generators, each 
coupled direct to an engine running at 280 r.p.m., with saturated 
steam at a pressure of 150 lb. per sq. in. Each exciter furnisbes 
current for two alternators. . 
Outside the building, and directly behind the turbines, are four 
Worthington barometric condensers, one connected to each turbine. 
Each turbine exhausts through a tee-piece, the exhaust steam 
entering at the side and the condensing water at tbe top of the tee. 
The condensed steam and water fall through the condenser tube to 
the basement, where they are removed by an air pump; one air 


pump taking care of two condensers and maintaining a vacuum 


of about 28 in. 

The method of supporting the steam pipes is interesting, aud tbe 
writer is not aware that it has been adopted heretofore in this 
country. They were originally supported upon brick piers, but 
owing to the settling down of these piers and to vibration in the 
line, there was some danger of the pipes being ruptured. The 
piers were accordingly cut down, and a heavy helical spring carrying 
a chair was placed between the top of each pier and the pipe, the 
pipe being supported in the chair. This method has proved 
eminently satisfactory, and no trouble whatever has been 
encountered with the lines or supports. 

Two oil pumps supplying oil to tbe step bearings of the turbines, 
are steam driven. Originally, they were driven by continuous- 
current motors, supplied with energy from the exciters, but as the 
exciter engines were run with saturated steam, whenever the steam 


pressure{dropped the voltage was lowered, the pump motors slowed | 


down andithe oil pressure fell, so tbat the turbines suffered in con- 


Fic. 56. HoUsE SERVICE 
Fuse Box. 


sequence. One would have thought, however, it would have been a 
simple matter to provide some arrangement to cut out resistance 
inserted in the shunt to maintain the speed constant. A pressure 
of 300 Ib. per sq. in. is maintained underneath the step bearings of 
the turbines by means of an oil accumulator. The throttle valves 
of the steam engines driving the pumps are controlled by the accu- 
mulator by means of chains and weights. Should tbe pumps 
become disabled, the accumulator will keep the pressure at 300 lb. 
per sq. in. for 5 minutes with all four turbines in operation, or for 
20 minutes if only one turbine is running. 

The switchboard consists of nine panels 
of grey marble. 

There is a separate panel for the 
supply to a water hoist—to be presently 
described— where the water is wound out 
of the pit instead of being pumped. As 
about 1,500 kw. at 85 percent. power factor 
and 2,300 volts are to be transmitted, the 
current will be very heavy, and it was con- 
sidered best to place the oil switch in the 
basement and break each line in a separate 
compartment. Accordingly, an electrically 
operated switch was placed in the base- 
ment; each line being in a separate compart- 
ment, with a slate floor and a 4 in. brick 
wall between. The switch is thrown from 

the switchboard. The leads are epcased in 
lead and run up the sides of the building 
to the roof, where they are taken out. 
A 12-ton travelling hand crane is com- 
prised in the station equipment. 

The water hoist before montioned is about 500 ft. from the power 
station. As is often the custom in American mines, water,'instead 
of being pumped, is raised by а winding engine in large buckets, 
Ppecial shafts being sunk for this purpose, or separate compartments 
provided in a large shaft. In this case a shaft 460 ft. deep is sunk, 
and water is hoisted from this shaft by means of two buckets, or, 
as they are often called in this country, water cages, sus- 
pended by ropes from a hoist tower or headgear over the 
shaft. Around the top of the shaft has been built a concrete basin 
into which the buckets are dumped. The headgear is 93 ft. in 
height, and the buckets are 6 ft. in diameter and 19 ft. 6 in. deep, 
with a capacity of 17 tons of water. In the bottom of each bucket are 
two lift gates or valves, with an area nearly equal to the cross- 
section of the bucket. These valves are lifted automatically when 
the bucket reaches the top, and the water is discharged through the 
bottom into a spout fitted below the bucket, which deflects it to 
either side of the shaft. Each bucket makes a complete round trip 
in I minute 55 seconds, the total lift being 555 ft. The buckets are 
raised and lowered by means of an 800-н.р. induction motor running 
at а constant speed of 400 r.p.m., and driving a pair of drums on 
which the ropes are wound. These drums are conical, in order to 
obtain a low starting speed (and to counterbalance the weight of the 
ropes), the two diameters of the drum being 16 ft. and 10 ft. The 
motor is set at right-angles to the drums, and motion is transmitted 
to the latter through a friction clutch and bevel gearing. Band- 
brakes are placed at à number of different pointe, in order to make 
a quick stop if necessary. Hitherto it has always been considered 
necessary either to couple the motor to the winding drum or to 
drive direct by gearing, and to start and stop the motor each time 
the bucket or cage reached the surface, and the arrangement 
described is a radical departure from ordinary winding methods. 

The new Nauticoke power station will represent the latest and 
best practice in the application of power to coal mining, and will 
generate current for transmission to four collieries. It is designed 
for an ultimate equipment of five Curtis turbines, though three only 
are to be installed at present, which will operate with steam at a 
pressure of 150 lb. per sq. in. and a superheat of 200° F. Each turbine 
is to be direct connected to a revolving-fleld three-phase 60-cycle 
4,150-volt alternator connected on the four-wire system. The 
exciters are 75-Kw. 125-volt direct current machines. One exciter 
is to be driven by a 75-Kw. Curtis turbine, and the other by a 
75-Kw. 440-volt induction motor. Energy will be transmitted to 
the various collieries without transformers, at a voltage of 4,150. 

The boilers are of the Babcock & Wilcox water-tube type, fitted with 
the вате firm'ssuperheaters. They are to be hand fired; fitted with 


Parsons stationary pin-hole grate bars, and designed to burn refuse 


from the collieries of a size not larger than barley. The ashes, how- 
ever, will be removed by mechanical means operated by motors. 
The power generated is to be transmitted to the following col- 
lieries: the Auchinloss, the Bliss, the Tonesdale, and the Avondale. 
At the Auchinloss, about three miles distant, the shaft is 1,700 ft. 
deep. The high voltage wires will run directly down this shaft to 
the motors. In this mine the seams are at an angle of 45°, and the 
full tubs will be hauled up the inclines by induction motors. The 
hauling machines are close together, and one bank of transformers 
will be used for all the motors. There will be three 200-kw. 
transformers for stepping down the line pressure of 4,150 volts to 240 
volts for the motors. А 50-H. p. 440-volt induction motor will also 
be used to drive а two-stage centrifugal pump with a capacity of 


| 700 gallons per minute against a head of 190 ft. 


In the breaker will be installed a 50-н.р. 500-volt direct-current 
motor operating a tub hoist, and 13 other motors for various pur- 
poses at 275 volts. Current is supplied to these by a rotary con- 
verter and three 110-k w. transformers. 

At the Bliss Colliery, distant about 34 miles, a 300-Kw. rotary 
converter will furnish direct current at 500 volte, on the two-wire 
system. This converter will be used in connection with two direct- 
current generators which are already installed. The current will 
be used to operate two hauling machines in the mine ав well as six 
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locomotives at present in use, and some additional ones which 
are to be purchased. Inside the mine a hoist will be driven by a 
200-H.P. induction motor operating at 440 volts. Another 40-н.Р. 
induction motor will drive a centrifugal pump lifting 1,000 gallons 
per minate against a head of 100 ft. 
down by transformers in the mine. 

At the Tonesdale Colliery part of the supply current will be con- 
verted to direct-current at 275 volts. When the breaker is fully 
equipped, however, over 50 induction motors will be installed. 
For these the line voltage will be ире down to 440 volts. 

Inside the mine will be a six-stage 700-gallon centrifugal drainage 
pump working against a head of 600 ft., driven by а 150-H.P. 
induction motor. At the Avondale Colliery a 300-K w. 550-volt 
rotary converter will be running on the throe-wire system. There 
will also be a 500-volt 100-н.р. motor driving a vertical shaft centri- 
fugal pump, with a capacity of 2,500 gallons per minute against a 
90-ft. head. 

The special features to be noted in the above installations are 
the tenaency to the use of high voltage three-phase currents, and 
the adoption of induction motors. To quote the article: :—“ The 
use of these (induction motors) was decided upon on account of the 
economy of copper. The shafts in some cases are 1,700 ft. deep, 
and the motors are often located 3,000 to 4,000 ft. away from the 
base of the shaft. Another feature of the use of the induction 
motor in the mine is the absence of sparking. ... This is a 
minor feature, however, as the engineers of the company state that 
the high tension wires might easily be broken by the falling of the 
roof of the mine, thus causing a spark which would ignite any gases 
present." This latter statement is important, as the adoption of 
induction motors is not, in the writer's opinion, a panacea for all the 
dangers due to the introduction of motors into a colliery. The 
trouble in nearly all cases of accident (except the overloading and 
burning of armatures) has been with the cables and connections. 

It is also to be noted that the current is transmitted from the 
newer Nauticoke station at about twice the pressure at which it is 
transmitted from the Hampton station. All the transformers, 
however, have been so wound that. at any time they can be used at 
the higher voltage, во that eventually current can be obtained from 
either station, or the equipment made uniform in the generating 
stations if desired. "The article concludes with the following sum- 
mary :—“ At 18 stations and collieries there are installed a total of 
22 generators, with a combined capacity of 4,498 kw. There are 
five rotary converters with a combined capacity of 850 kw. The 
company operates, or has ordered, 56 electric locomotives of various 
horse-power, the total horse-power being 3,950. In the different 
mines there are installed 21 eluctrically-operated hoists, operated 
by 28 motors with a total capacity of 1,915 H.p. There are 23 
motor-driven pumps, the motors having a capacity of 1,571 H.P., in 
addition there are 24 other motors for miscellaneous uses having а 
total capacity of 318 н.р.” 

“The use of electricity in this industry has proved so successful 
that its further extension will probably be rapid. This isshown by 
the improvements which the Lackawanna Co. is making, and also by 
the installation of electricity in the mines of companies which here- 
tofore have used other motive power, such as compressed air, steam 
or animal power.’ 

Whilst the development of electricity in English collieries is 
steadily proceeding, yet no separate colliery company has gone во 
far as to put down a central power station on similar lines to the 
Lackawanna Co., though the electrification of the Lambton Collieries 
may be taken as an indication that British coalowners are alive to the 
fact that considerable economy is to be derived from such a course. 
What strikes one is the number of electric locomotives in use, and 
considering the thousands of horses and ponies, and the disad- 
vantages and expense attending their employment in the mines in 
this country, it seems strange that electric haulage has not been 
more largely adopted here. No doubt the conditions in American 
mines are more suitable to the employment of the locomotive, but 
it is an easy matter to fix a small motor and drum and haul by 
rope: in many instances locomotives could be adopted, as it 
must be remembered that before a horse can be got into the pit, the 
workings must be sufficiently high or top stone must be taken down 
to make the road high enough for him to travel. Compared to the 
cost of installing and operating electrical haulage, the cost of 
animal power is exorbitant. 


ELECTRICITY v. GAS FOR PUBLIC 
LIGHTING. 


So much prominence has lately been given in the daily papers 
to the action of the Corporation of London and one or two other 
municipal bodies in substituting gas for electricity for street 
lighting, and so much capital las been made by the various 
gas companies out of these occurrences, that we feel called 
upon to inquire into the causes which have led to such changes 
being made. 

That such cases have occurred it would be folly to deny, 


but we are convinced, and hope to prove conclusively, that 


nowhere has the change been justified either by considerations 
of cost, or better illumination. 

Let us, in the first place, state exactly what has happened 
in the City of London. 


The pressure will be stepped. 


As some of our readers may remember the Brush Co., 


some 13 ог 14 years ago, erected a number of open-type arc 


lamps for lighting the streets of the City. The lamps were. 
fitted inside lanterns similar to those which are still used in 
most places for рав ; that is to say, of the upright, design, so 
made that most of the light is lost by being sent out above 
the horizontal, and the rays which might have been made 
use of are, to a great extent, lost in the shadow of the post. 
and the base of the lantern. 

To make matters worse, the lanterns are glazed with 
crinkled glass, which greatly obscures the light. Of course, 
at the time these lanterns were first used, people were not 
accustomed to anything else, and it was perhaps natural that 
the old-fashioned design should have been adhered to. Now 
in 1891, an agreement was entered into between the City 
of London Electric Lighting Co. and the Corporation, by 
which the latter body was to he charged £26 per lamp per. 


‘annum for current upkeep, &c., the company to provide 


the lanterns and arcs, which were to be supplied from a 
special plant. | 

The object of using a separate plant was to give the 
Corporation the opportunity of acquiring the same if at any 
time it thought fit. The agreement thus entered into 
was, after much legal antagonism, held to be invalid on the 
ground of.some of the councillors holding shares in the 
supply company, but the arrangements for electric lighting 
continued in force notwithstanding. Under such conditions 
of uncertainty it was hardly to be expected that the com- 
pany, when the arc lamps and lanterns became obsolete, 
would go to the expense of replacing them and bringing 
them up to date. Hence a system of arc lighting, which is 
capable of very great improvement, has continued in use 
up to now, and the Corporation, acting up to the traditions 
of municipal bodies, has set itself to compare the 
effect of the best modern gas light with that of an anti- 
quated arc lamp of an obsolete lantern. 

It was understood recently that the company would be 
invited to tender for an up-to-date installation, but without 
giving them the opportunity of so doing, the City autho- 
rities decided, at a cost of some , £2,000, to substitute 
as an experiment 112 incandescent gas lamps for the 74 
arcs in Queen Victoria Street, part of Queen Street and 


Fleet Street. 


It is thus clear that the change that is being made is only 
in the nature of an experiment, and cannot by any stretch 
of the imagination be regarded as a case of gas superseding 
electricity as the result of & fair comparison between the 
best examples of each illuminant. 

The unfortunate part of it is, that this has not been made 
clear in the daily papers, and the man-in-the-street is led 
to the conclusion that gas, after all, is better and cheaper . 
than electricity for public lighting, and hence, by inference, - 


for interior lighting also. 


It is, therefore, of paramount importance that electrical 
men should do all in their power to prove the fallacy of these 
conclusions. No more fitting time could be found to 
enlighten the public in this matter than the present, when 
there is во much to be seen at Olympia demonstrating the 
superiority of electricity over its rivals. 

It is not surprising, under the 5 that some 
of the smaller municipalities should be led astray by the 
example set by their London confrères, and it is a fact that 
more than one municipality has decided on reversion to gas. 
Two cases in particular have recently come before our notice, 
namely, Banbury, and the Pemberton division of Wigan. 
As we have not the details before us, we are not in a posi- 
tion to state why the councillors in these two towns con- 
template superseding electricity by gas. 

In Banbury there are only two arcs, three Nernst and 
four incandescents, so the public electric lighting can only 
be regarded as an experiment. The announcement that 
reversion to gas is definitely decided on is not accurate, as 
the matter is still under consideration by the Council and 


the supply company. 


At Pemberton, wild statements have been made to the 
effect that the public lighting by electricity has proved 
much more expensive than when gas was used. As there 
are at Pemberton 22 arcs as well as incandescents, it is not 
at all clear on what basis the comparison is made. If the 
streets were formerly dimly lit by incandescent gas, and are 
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now brilliantly lighted by arc lamps, it seems hardly fair to 
‘make a direct comperison on the-basis of cost, without 
taking into consideration the better illumination. Other 
cages might be cited, wbere electricity has had to give way 
to gas for the lighting of streets, but we know of none in 
which the change has been effected as a result of any definite 
comparative tests of the rival illuminants. $ 

Be that as it may, the fact remains that there are. towns 
where electricity is being ousted by gas from the field of 


public lighting, and such cases will continue to occur and“ 


increase in number unless energetic and systematic steps are 


taken by station engineers and others to educate the public. 


mind to a proper appreciation of the undoubted advantages 
of electricity for this purpose. Б 

On looking through the lists of electricity supply works 
which we publish every year, it can hardly fail to strike one 
what a large percentage of towns, many of them of con- 
siderable importance, have no street lighting load at all, or 
practically none. Take the case of Birmingham. Here we 
have a flourishing commercial city of the first rank, with 
not u single public electric lamp. The. case is, perhaps, a 
peculiar one, since the gas undertaking has for many years 
been in the hands of the municipality, and has been worked 
up into a very strong position ; whereas the electricity supply 
was only taken over in 1900. Тһе latter has, therefore, a 
very powerful rival to contend with. Yet one would think 
that during these five years some attempt would have been 
made at least to experiment with arc lamps in the principal 
thoroughfares. | 

The best lights in Birmingham at present are vertical 
lanterns fitted with five ordinary incandescent mantles, on 


poste about 12 to 15 ft. high, and the effect in large squares 


and important streets is gloomy in the extreme. Many 
towns, it is true, have arcs in the more important streets, but 
those in which electricity has superseded gas for side street 
lighting as well, form, in our opinion, a much smaller per- 
centage than they reasonubly ought to do. Weare convinced 
that this state of affairs is not due to our illuminant being 
inferior to, or dearer than, gas, but that it is in many cases 
owing-to its superiority not having been brought home to 
the public mind. 

We admit that there are many towns where the gas 
interest is so strong in the Council that any attempt to 
introduce electricity is well nigh hopeless. , But we main- 
tain that there are also many towns where the authorities 
have an almost unbiased mind (not quite unbiased, per- 
haps, for there is an inherent aversion in the mind of the 
average Councillor to anything in the nature of a change), 
and. in such places one ought to be able to argue with 
some success on the basis of © I can give you more light than 


you are getting now for less money than you are at present . 


paying.“ 

We have stated that in those cases in which gas has been 
reverted to no comparative tests have been taken of the 
merits of the rival illuminants, and we contend that! had 
such tests been duly taken and their results used as a guide 
for future action, gas would not have been used in place of 
electricity. In the valuable report drawn up by Mr. Fedden 
. for the Corporation of Sheffield, some very interesting and 
instructive figures are given which help to bear out our 
statement. He nses as a basis of comparison the candle-foot, 
which he defines as the lighting effect observed with normal 
eyesight on a surface illuminated by one standard candle 
burning at a distance of 12 in. from that surface. He pub- 
lishes figures obtained from a series of tests taken at Sheffield 
on Lucas lamps and flame arc lamps. To quote from the 
report in question :— 

“ The illumination of the arc lamp at a distance of 120 ft. 
was 17 of a candle-foot, whilst at a distance of only 100 ft. 
the illumination of the gas lamp was too low to be measured, 
and consequently es/imated at OY of a candle-foot.” 

. The following figures from the same source speak for 
themselves :— 


Illuminating power. Cost per 1,000 c. P. 


Arc. Gas. Arc. Gas. 
C.P. С.Р. d. d. 
Nominal ... ae 5,000 2,100 054 “467 
Mean actual. Calculated from 
all the observations up to 80 ft. 2,694 1,202 657 816 
Calculated from the observations 
at 60, 70 and, 80, ft. 2,590 1,154 684 850 


Here is an extract from Mr. Pearce’s report to the Man- 
chester Corporation :— | 
“ Comparing the cost of production for street lighting, as 


between arcs and the *intensified gas, I take the last 


figure furnished me by the gas department for the latter 
method, which is at the rate of 1:084. per 1,000 
C. P.-hours. I believe this figure also includes 10 per cent. 
for depreciation. 

* Gas.—At 4,000 hours of burning. Degree of illu- 
mination equivalent to 1,000 с.р. Cost = 4,000 x 108d. 
== £18. 

* Blectricity—Under the same conditions as above. 
Number of units used = 4,000 x 7/10 = 2,800. 
2,800 x 0'95d., £11 18. 6d. ; carbon and trimming, 8s. ; 
depreciation 10 per cent., £1 38. 1d. Cost = £12 12s. 6d. 
Equivalent to 0°75d. per 1,000 c.P.-hours. 

“ [ have taken the same figure for depreciation for com- 
parison.” | 

“From calculations made І find that the costs of 
illumination in Albert Square and Sackville Street work out 


as follows :— 


ALBERT SQUAKE ARCS. 


Consumption, 600 watts per hour. 

Mean candle-fect (u. C. F.), taken from curves = 2°03. 

Board of Trade units рег M.c.F. per hour = 600% 03 х 1,000 
= 0:995, ZUM 

Which at 0:95d. per B.T.U. = 0°28d. 

Cost per M. c. . per hour for arcs = 0'28d. 


SACKVILLE STREET INTENSIFIED Gas. 
Cost of production, 1:08d. per 1,000 c.P.-hours, 
Equivalent to 0°565d. per 525 0. P.-hours. 
Mean candle-foot taken from curves = 1:43d. 
Cost per M. O. F. per hour for gas = 0°565d./1'43d. = 03954. 


„The above calculations, as far as they affect the * arcs,’ 


are based on actual measurements taken on the site. These 


results are based on the results of working of the past few 


„ months, and are, therefore, reliable, and there is only one 


conclusion to be drawn, viz. :— 

* That the electricity department rum carry out a system of 
street lighting that compares more than favourably wilh the 
‘intensified gas system, both from the point of view of annual 


. cost and illuminating effect." 


In Mr. Bradley's report on the Westminster Street 
lighting, he gives as the result of tests extending over a 
‘period of 18 months a number of useful figures. One 
column in this report gives the average total cost per candle- 
power per annum including all tests. The lowest gas 
figure under this column was for Sugg high-pressure lamps, 
Parliament Square, and the lowest for electricity was for 
Westminster arcs in Muranese globes. The former figure 
was 9°85d. and the latter 8°7d. The arcs in question, it 
should be noted, were not of the most modern type, and 
doubtless with the best flame arc lamps this figure would 
have been materially less. l 

One other test may be cited as showing the advantage 
electricity has over its rivals both as regards lowness of cost 
and superiority of illumination. 

Mr. Wedding, in a paper read before the Cologne Elec- 
trical Society, gave the following figures as the cost in 
pence per 1,000 c.P. for various typical forms of lighting :— 

Cost in pence per 
1,000 candle-hours. 


Oil, kerosene lamp ... jos Jei 
Gas, Welsbach mantle Ве sas A. .. 34d. 


Gas, “ Lucas” Dn Be Eo 2:4d. 
Gas, high pressure incandescent ... 2:254. 
Electric, lame arc lamp 1 15d. 


All the foregoing figures show conclusively the advantage 
of arc lamps over gas on the ground of economy. Where a 
powerful light is necessary, the arc, without a doubt, is the 
cheapest per unit of illuminating power, as well as being the 
most powerful one known. For side streets a smaller lamp 
is often sufficient, and here electricity is agaip well to the 
fore. For this purpose the best example the gas people can 
show is an ordinary incandescent mantle using from 34 to 
4 cb. ft. of gas per hour. 


Lamps fitted with one mantle will give approximately 40 C.P, 
two mantles „ „ 3 70 „ 


77 » 99 three i i : а 100 2 s 


» з » 
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These candle-powers may be taken as representing the 
effect of new, or nearly new, mantles, but as is well known 
after a few weeks’ use, or after a flaw caused by wind or 
vibration, the candle-power is very much less. | 

For each 4 ft. mantle we would use a $-ашр. Nernst 
lamp, which will give about 70-С.Р. when new. This lamp 
also falls off in illuminating power, but at its lowest ebb it 
is not so bad as an old mantle, and vastly better than a 
damaged one. 

Mr. Henry Joseph, in a paper published by us lust year,“ 
gave figures showing the comparative yearly costs of gas and 
l-ampere Nernst lamps. Taking an average for 71 towns of 


the cost of gas, lighting and extinguishing, repairs, and main- 


tenance, but excluding capital charges, he obtained a figure for 
4,000 hours burning of £3 128. 6d. per lamp per annum. 

His estimate for 4-ampere Nernst lamps, deducting 
capital charges, was £2 28. 6d. This figure is based on a 
current cost of 75d. per unit. This, the writer argues, 
leaves a wide margin for profit and competition. That is to 
вау, ап average price is obtainable which, while showing a 
reasonable profit, is still much lower than the average price 
charged for gas. | 

In a report recently submitted to the Croydon Council on 
the subject of street lighting, comparative figures are given 
of the cost of electric and incandescent gus lamps. 
average cost рег С.Р. per annum of 90 electric lamps 
(Nernst and incandescent) is given as 13°71d., while the 
corresponding ligure for 2,137 incandescent gas lamps is 
15:862d. | 

The advent of the tantalum lamp opens up further 
prospecte for electricity as a rival to the incandescent mantle 
for side street lighting. 

The efficiency of this lamp is about the same as the Nernst 
lamp, and it appears to possess the great advantage that it 
does not fall off very greatly in с.р. after prolonged use. 

This is greatly in its favour, since, apart from considera- 
tions of cost, it is in this direction that an improvement on 
the Welsbach mantle is looked for. 

If experience with this lamp confirms the claims that are 
being made on its behalf, a very powerful weapon with which 
to fight the gas interest will be placed in the hands of 
central station engineers. 

In considering comparative figures of the cost on the basis 
of c.P. of the two illuminants, it must be borne in mind that 
several other items go to make up the total yearly costs. 

In most of these electricity shows to advantage. In the 
cost of lighting and extinguishing we have in the one case 
lamplighters’ wages and uniforms, and in the other, interest 
and depreciation on whatever apparatus is necessary for con- 
trolling a number of lamps from a central point. The mere 
fact that such apparatus are used at all for clectric lamps is 
in itself sufficient proof of the fact that on this point elec- 
tricity again scores. It must not be forgotton that in order 
for а lamplighter to light his lamps by the time it is dark, 
he has to start while it is still light, usually about an hour 
too soon. In the same way gas lamps are also left on longer 
than is necessary when the time comes to extinguish them. 
With electric lamps centrally controlled there is no waste 
from this cause. 

Where gas lamps burn for about 4,000 hours per annum, 
this means an increase of about 10 per cent. in the cost of gas. 

With flame arc lamps as a competitor to high pressure 
gas lamps, the cost of recarboning is very small in comparison 
to the cost of replacing mantles and attending to burners. 
With Nernst lamps as against gas mantles, the cost of 
renewals is about the same in both cases, but the cost 
of cleaning globes is negligible with the former as compared 
to the latter. 

We have endeavoured to show that electricity is not only 
the best, but also the cheapest illuminant for public lighting. 
We believe that its advantages cannot be too frequently 
or too forcibly demonstrated to those who have charge of 
municipal affairs. 

There may be towns where electricity holds the field, and 


where dissatisfaction exists either on the score of cost or illu-. 


mination or both. 
In such places it is well for the advocates of electricity to 
inquire whether it would not pay them to improve the light 
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or lower the cost, for even at the smallest profit every 
endeavour should be made to keep a street lighting load 
where it exists, or to extend it where electricity has got a 
footing. For besides the value of public lighting as. а load 
factor, it is of immense importance as an advertisement. 
The man-in-the-street frequently draws his deductions as to 
the merits of our.illuminant for indoor purposes from its 
effectiveness out of doors. Shopkeepers in а well lit 
thoroughfare will not be content with badly lit windows, the 
atmosphere of businesslike smartness which is imparted to a 
street lighted by arc lamps is infectious, and tradesmen will 
adopt electric light to keep abreast of the times. : 

Where electricity has not yet got a footing for public 
lighting, every endeavour should be made by those respon- 
sible, to demonstrate its effectiveness. i 

In many towns a start has been made by erecting free of 
charge a couple of arc lamps in some public place, and after 
a few months’ ocular demonstration submitting a price for a 
permanent installation. 

Public lighting has in many towns been lost by trying to 
obtain too high a price. Estimates for side street lighting 
have been based on the cost of running ordinary incan- 
descent lamps. We do not believe that there are many places 
where carbon filament lamps can successfully compete with 
incandescent gas. | 

A few arc lamps judiciously placed will enable many 
small gas lamps to be done away with altogether. 

We are well aware, as we have already stated, that in many 
places the personal element as a factor in the consideration of 
this question is such as to practically preclude all possibility of 
electricity entering the arena. We know of a town not 100. 
miles from London where the electricity supply company 
offered to take over the whole of the public lighting for a 
fixed annual sum about £1,000 less than is at present being 
paid for gas and attendant costs. All high candle-power 
lamps were to be replaced by arc lampe, and all incandescent 
burners by electric lamps of higher candle-power. "This offer 
was curtly refused. 

It is hardly necessary to add that the town council was 
largely composed of shareholders in the gas company. 


THE TRIUMPH OF IGNORANCE. 


Nor a day too soon comes the Olympian Exhibition, if signs from the 
provinces are to be accepted. Too often lately we have had to 
record instances of gas replacing electricity in public buildings, or 
of gas being preferred in new buildings. Why is this? 

Are there any new facts in the gas world, or have the many 
claims of electricity been exploded after such prosperous years? 
Have the people who decide these matters become suddenly 
enlightened as to the superior merits of gas light through proofs 
of which we have no inkling ? 

Perhaps answers to these questions will come as we describe 
brietly how the Guardians of the Stourbridge Union arrived last 
week at their decision, by 25 votes to 11, to light their new work 
palace with gas. 

Over 1,000 lights were in question, so that an adverse votelaffects 
the electrical industry quite appreciably in a direct way, while the 
indirect effect might be considered much more serious if we were not 
confident that unsound arguments and clonded figures can never do 
much permanent e. 

The workhouse is on the route of the high-tension mains of the 
Midland Power Co., and we gather from the reports iu the local 
papers (on which we have had to rely for our information through- 
out) that a flat rate of 24d. per unit was offered by this company. 

The Guardians also obtained tenders through their architect for 
an isolated generating plant, including wiring and fittings, and for 
the necessary work and fittings for gas lighting. For the latter two 
tenders were sent in, one from an independent private firm, the 
other from the gas department of the Stourbridge U.D.C. Here 
we have a flagrant instance of rate-aided competition, and one which 
is not tempered by the fact that four guardians who voted in the 
majority are also members of the Stourbridge Council. 

Without knowing something about the specification, we cannot 
say that it was vague, but the tenders for the electric lighting plant 
were 80 varied that if this was not so, then the tenderers must have 
used their own discretion to such a degree that no true comparison 
could be made. They run as follows :—-(1) £2,446, (2) £2,402, (3) 
£2,010, (4) £1,725, (5) £950, (6) £875, and these sums include 
“ about £400 ” for telephones, electric bells, tell-tales and wiring. 

However discrepant they are, it does not appear that any revisions 
were placed before the board, whereas the two gas tenders were 
originally £1,828 and £1,898, which might be reduced to £1,350 
(Stourbridge gas works) aud £1,760 respectively if the tenderers’ 
specifications were accepted. \Butjno particular attention seems to 
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have been paid by the members to any of these tenders, either for 
electric light or gas, the discussion centring on the comparative 
lighting bills, with electricity at 24d. and gas at 2s. 

Then it was that the gas people obscured everything with state- 
ments as to the consumption of gas per candle-power, so that every 
member who ventured on an estimate of the gas bill discovered 
new and better figures as the discussion prucecded. The manager 
of the Stourbridge Gas Works informed the clerk tu the Guardians 
that an incandescent burner took 4 to 5 ft. per hour, while corre- 
spondeuce in the local papers, which of course played an important 
part in the business, induced certain speakers to use the figure of 
1 ft. per 16 с.р. as a basis for comparative speculation ; so between 
the vague uncandled former statement, and the too definite latter, 
any Guardians who really tried to hold the balance true became 
involved most hopelessly in the intricacies of simple arithmetical 
problems sct by past masters in the art. 

- On the most favourable showing, it appeared that electricity at 
24d. per unit was several times dearer than gas at 28. The most 
‘extraordinary thing about the debate was the entire ignorance of 
everyone as to the real average consumption of’ incandescent 
mantles, although we suppose that all had perpetual opportunities 
in their own houses to obtain figures which would either uphold or 
dash to the earth the soaring claims of the gas men. And, again, 
no one seemed to remember that the gas per candle-power or per 
lamp per hour was giveu as for new mantles, even though all who 
have ineandescent burners in their houses must have grumbled 
many а time at the rapid decrease in candle-power, the actual 
increase of gas per lamp as this ageing proceeds, and the increusing 
brittleness aud early destruction of the mantles themselves. 

+ -Nor was it suggested by any speaker that the claims of the gas 
men of more light per lamp” were unsound. Comparison was 
being made between a number of 16-c.&. and 8-C. p. electric lamps 
and an equal number of gas burners for which дз much as 40 to 
60 с.р. was claimed. As we say, it was not suggested, by any speaker 
that this high candle-power, if ever attained, is a thing of a moment 
only, a fleeting brilliancy which gives place before a dozen hours 
are past to a semi-incandesced surface, throwing out sickly green 
rays and poisonous fumes into the living rooms. 

One gentleman settled the question for himself, if not for those 
to whom he spoke, by expressing his emphatic conviction that 
paupers ought to be coutent with the light with which the 
Guardians themselves illuminated their dwellings ; another squashed 
the enlightened lady member, who urged the greater comfort, 
cleanliness and indirect economy of electric light, by remarking 
that he supposed the rooms would have to be limewashed once a 
year anyhow; while a third quoted a professor of the Birmingham 
University to prove that the atmosphere of publie buildings was 
fouler with electric than with gus light. 

The last objection to electricity adds a new weapon to the gas 
armoury. ‘The foul air of most public buildings after supporting a 
crowd for à few minutes is а scandalous fact for architects to con- 
trovert and explain, and many a building depends for the circula- 
tion of pure and ejection of befouled air on the heating action of 
gas flames. 

Take away the gas, and partial suffocation ensues. The means of 
ventilation are meant to last as loung as the building, and when 
electric light supersedes the gas lamps, the motive force of the 
ventilating system vanishes, arid is replaced by nothing else. 

It is possible to conceive buildings in which the expense incident 
on Treorgauising the system, of ventilation would make the adoption 
of electric light an extravagance, but we cannot object too strongly 
to new buildings, in which the most modern ventilating methods 
should be incorporated, being condemned to the perils and incon- 
venieuces which are inseparable from gas lighting, because in the 
o:d days the production of exhausted air was used as a means to 
i iduce pure air. The problems of lighting and ventilation must be 
s lved independently, and there was no evidence in the speeches of 
tue most violent pro-gas guardians that the architect had. forgotten 
tnis fact. 
palhe assertion that the fire insurance companies offered the lowest 
rates for electrically lighted buildings had no apparent effect on 
the meeting, but no contradiction was essayed. 

In this agé of constant improvements it is manifestly unfair to 
compare lights on the basis of 44 watts per candle for electric lamps. 
Here we have in millions the Nernst lamp at 21 to 3 watts, and 
the tantalum at under 2, while the carbon filament lamp itself has 
been ashamed for some time to own to more than 4, апа is being 
brought down to a level 3 by the introduction of new processes. 

Notwithstanding common knowledge, the battle of the lights at 
the Stourbridge Workhouse was fought and won on the old, old 
assumption of the maintenance of initial candle-power throughout 
the life of an incandescent mantle, on claims for economy in gas 


consumption which cannot be upheld, and on the use of out-of-date 


electric lamp efficiencies. 

One thing we must add, that the guardian who upheld the 
standard of electricity against overwhelming odds, with at least as 
much intelligence and knowledge as any on that side, was a lady. 
№ In a year's time we shall expect to hear something more of this 
local controversy, when the "true bill" has been disclosed, aud 
the Guardians have to explain why it is so much heavier than their 
amateur estimates. Meanwhile, we congratulate the Stourbridge 
gas department upon the acquisition of so valuable a consumer, 


Dover Tramways.—On Monday Mr. George Wyndham, 
M. P., inaugurated the new municipal electric tramway service from 
Dover to River by driving,the first car on the route. 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. THompson & Co., Electrical Patent 
Agents, 392, High Holborn, London, W.C., and at Liverpool, to whom all 
inquiries should be addressed. x: 


18,790. “ Improvements in method and apparatus for producing electricity.” 
H. E. Fry. September 18th. Я 


18,793. “ Improvements ір or relating to systems of electrical distribution for 
lighting and other purposes." C. N. &rANILAND and О. P. MACFARLAXE. 
September 18th. 


18,813. “ Improv menis in or relating to electrolytic electricity meters.” 
Tux Bastian METER Co., Lro., and С. О. Bastian. September 18tb. 


18,814. Electric incandescence lamp with filament of metallic tungsten." 
W.P.THompson. (Deutsche Gasglühlicht Aktien-Gesellschaft, Auer Gesellschaft, 
Germany.) September lsth. (Complete.) 


18.822. Improvements in and relating to electro-magnetic apparatus for 
producing reciprocating motion." F. Fanta. September 18th. 


18,832. “Improvements in or Ыш Ps sparking plugs for internal com- 
bustion engines." А J. Вост. (IL. Macquaire, France.) September 18th. 
(Complete) . 

18,846. ‘Improvements in the control of electric motors." "Tur BRITISH 
Tromson-Houston Co., Lro. (The General Electric Co., United States.) 
September 18th. 

18,8417. “Improvements in prepayment electric time switches." THR 
British THomson-Houston Co., Lap. (The General Electric Co., United 
Btates.) September 18th. 

. 18,488. “Improvements in prepayment meters." THE British THOMSON- 
HovsroN Co., Lro. (The General Electric Co., United States.) September 
1м. 

18.852. А combined automatic adjusting apparatus and lubricating axle, 
for use on trolley heads of electric cars and the like." H. NiBLETT. September 
18. (Complete.) 

18,875. An improvement in the construction of pendant bracket and 
standard fittings for gas, oil and electric lighting.” T. Forp and F. Forp. 
September 19th. | 

18,886. Improvements in electric percussive tools." F. D. JOHNSON апа 
H.S.PoTTER. September 19th, | 

18.901. Improvement connected with electric switehes." G. Вмітн. 
September 19th. s 

18,909. Improved method of electric welding." A. F. Rizrzzi. (Date 
applied for under Patents Act, 1901, February 24th, 1905, being date of appli- 
cation in United States.) September 19th. (Coinple te.) 

18,927. “Improvements relating to safety devices for use with overhead 
electrical conductors." A. V. MILLET. September 19th. s 

18.943. An improved automatic device for controlling electric circuite, 
lamps and the like for electric signs and the like." С. ADAMS and W. CRAN- 
CELLOR. ‘September 20th. | 

18,972. An improved electric lamp." А. Bourpos and M. Lorenz. 
September 20th. 

19,007. **Iinprovementa in electrical resistances.” А. Н. ATTERIDGR and 


Tur BRITIBH SUBMARINE Волт Co., LTb. September 20th. 


19,015. Improvements in or relating to apparatus suitable for use in the 
distribution of electric current.” A. F. BERRY, September 20th. 

19,034. ‘Improvements in wireless telegraphic apparatus.” THE BRITISH 
Тномѕох-Носѕтох Co., Ly». (The General Electric Co., United States.) 
September 20th. ; 

19,035. “Improvements in insulating material.” Тнк British Тномвох- 
Носвтох Co., Ото. (The General Electric Co., United States.) September 30th. 

19,036. '*Improvements in systems of electric metering.” THE Britian 
Тномнох-Носзтох Co., LTD. The General Electric Co., United States.) 
Keptember 20th. - 

19,059. “Improvements in or in connection with the trolley poles of electric 
tranicars and like vehicles.” A. Apaus. September 21st. 

19,092. “Improvements in reciprocating electric engines." В. O. WauNEn- 
(Date applied for under Patents Act, 1901, September 22nd, 1904, being date 
of application in United States.) September 2190. (Complete.) 

19,099. * Improvements in und relating to automatic transmitters for electric 
telegraphy.” W. Jupp, A. Fraser and A. R. Harik. September 21st. 

19,111. Improved method of and ingredients for the manufacture of a sub- 
stance suitable for electrical insulation." C. Hess. September 21st. 

19,116. A new or improved machine for electrically soldering metal wires, 
cables, hoop-irons and the like." L. В. RonLrLANp. September 21st. (Complete ) 

19,125. Improvements in electropathic wearing apparel." J. А. Romain 
and S. 8. ANIDJAH. September 21st. | 

19,129. ‘Improvements in sparking plugs for internal combustion engines.“ 
N. H. N. Li xbLEKW and J. B. Kix d. September 21st. 

19,138. * Improvements in and relating to dynamo-electric machines." THs 
ALLGEMEINE ELEKTRICITATS-GHESELLSCHAFT, (Date applied for under Patents 
Act, 1901, September 22nd, 1904, being date of applitation in Germany.) Septem- 
ber 21st. (Complete.) 

19,153. Improvements in starting switches for e:cctiie motors.” Т. Е. 
WEAVER. September 22nd. | 

19,210, “Improvements in protective devices for electric distribution 
systems.“ THE Britis Thomsox-Hovston Co., Lrp,, and E. B. WEDMORE, 
September 22nd. : 

19,9211. ** Improvements in electric measuring instruments." THE Britis 
Тномѕох-Носхтох Co., Lro. (Lhe General Electric Co., United States.) 
September 22nd. | . | 

19,230. ‘Insulating supports for conductor rails of electric railways. C. 

Nes and J. W. l'owiLL. September 28rd. 

19,234. Improved process for the manufacture of electrotypes.“ 8, COWPER- 
CoLEks. September Ard. | 

19,259. * Improvements in electric incandescent lamps and fittings there- 
for." A. W. Hitt and the Sik Hinas Maxim ELECTRICAL Co., LTD. September 
24rd. 

19,2604. ‘Improvements in filaments for electric incandescent lamps and 
similar apparatus," THe British THoMsoN-HovsToN Co., LTD. (The General 
Electric Co., United States.) September 23rd. | 

19,285. An improved arrangement of relay and fusible conductor for electric 
circuits." G. Resora. (Date applied for under Patents Act, 1901, September 
rd, 1904, being date of application in Italy.) September 23rd, (Complete.) 
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PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained, "of Messrs. W. Р. 
иом & Co., 322, High Holborn, W. C., and at Liverpool, price, poss 
free, 9d. (in stamps), 


1904. 


Qarvaxic BarrkniEs, . H. P. R. L. Pórscke and G. A. Wedekind. 16,751. July 
= 2th. | 
1 ; Ч ; Ust IN 
ELECTRO-MAGNETIC CONTROLLING Drvicks, ESPECIALLY APPLICABLE FOR | | 
с AUTOMATIC WEIGHING APPARATUS. Н. M. Darrah and L. A. Hackett. 
17,059. August 8th. | ‚ | 
Motors oF ALiERNATING CURRENT MACHINES. A. Р. Zani and Dick, Kerr and 
Co., Lid. 17,001. August 12th, 
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OCTOBER 13, 1905. 


No. 1,455. 


THE TURNING OF THE WORM. 


We have always shared in the belief that the worm will turn, 
and we are not surprised, therefore, at the latest exhibition 
of gyratory gymuastics on the part of the glow worm. 

As we had anticipated, the gas people have not been 
slow to make the most of their temporary triumph in the 
City. 

The morning papers on Tuesday and Wednesday of last week 
fairly smelt of gas. If one might be allowed to criticise the ex- 
cellent paragraphs which appeared, it would be to suggest that 
there was a rather noticeable lack of originality in the wording. 


They nearly all mentioned the name of Mr. Goodenough, the 


representative of the Gas, Light and Coke Co., who, by the 
way, must have had rather a busy time of it in the neigh- 
bourhood of Fleet Street, quite apart from any duties he may 
have had to perform in connection with the high pressure 
gas lamps. 

АП the paragraphs in question made a great point of the 
statement that the pressure of gas in these new lamps is four 
or five times that which is meted out to an ordinary con- 
sumer. "This seems rather unfair to & poor inoffensive street 
lamp. 

As we went into the various arguments as to Ше relative 
advantages of gas and electricity for public lighting some- 
what exhaustively last week, we need hardly enter into the 
details of what is now put forward in these apparently 
inspired articles in the daily Press. 

We need only refer our readers to the extracta given by us 
in our last issue of reports on this subject, in order to refute 
the statements attributed to Mr. Goodenough. This gentle- 
man gives figures in the Financial Times and other papers, 
to show that the 34 new gas lamps in Fleet Street give 
“an effective light of over 5,000 с.р. near the pavement 
level, at а cost of £207 a year, in Пец of 12 arc lamps 
giving 6,000 c.P. in the heavens at a cost of £312 a year.” 
Assuming that these figures are correct, we ask once more : 
Is it fair to make a comparison between the best modern 
gas lamps with brand new mantles, and old-fashioned arc 
lamps in obsolete lanterns, charged at a yearly cost which 
was open to revision? 

The annual charge for electric lighting was about 25 per 
cent. more than is charged for arcs in most places, and no 
doubt if the opportunity had been given, the prices would 
have been reduced. 

These prices, it should be remembered, included supplying 


ares and lanterns, &c., whereas the cost of the new gas 


installation is being borne by the City authorities. Reduce 
this figure by 25 per cent. and double the candle-power by 
substituting modern lamps and lanterns, and what will Mr. 
Goodenough’s figures look like then ? 

The City Press of October 4th makes the following state- 
ment with regard to the new gas lamp:—* One great 
advantage is that it diffuses a bright white light, and pro- 
duces no heavy shadow like that inevitable with the electric 
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current.“ What arrant nonsense ! 
there between the electric current and shadows ? 

True, a powerful light in a closed lantern throws shadows 
of the framework und base, &c., and if the gas light were as 
powerful, of course the shadows would be as strong. 

It is unnecessary ta argue against such statements, us to 
any man of average intelligence they carry their own refuta- 
tion ; but newspaper articles of this kind are often only half 
read, and the busy man goes away with the ideas they are 
intended to convey, without any very definite idea of the 
basis on which he forms his opinions. 

The Dublin Alliance Gas Co. held а half-yearly meeting 
a fortnight ago and fairly gloated over the action of the City 
authorities. | ‚ 

The chairman, after describing electricity as “а present- 
day fad which is fast dying out” referred to the triumph of 
gas in the City. He spoke of electricity ав follows: © After 
most conclusive tests, it has been proved that it caunot 
compete with gas for street, lighting." 

We challenge him to produce any evidence in support of 
either of these statements. Far from dying out, the returns 
of every electricity supply undertaking shows an enormous 
increase of lamps connected for the past year. What tests, 
we would ask him, can he find which prove that electricity 
cannot compete with gas for street lighting ? 


4 


AN article by Dr. К. T. Glazebrook, 
which appeared in the Engineering Sup- 
| plement of the Times on September 27th, 
has this month called forth a fury of correspondence in that 
journal from professional engineers and chemists, complain- 
ing first of all of the nature of the work carried on at the 
National Physical Laboratory ; and secondly, of the point of 


Science and 
Industry. 


view from which the Director is thought by his critics to 


regard the value of the technical and scientific work 
of existing industrial concerns. As a rule, it may be 
taken as an axiom that no man, however great his 
qualifications, or however considerable his status, chu 
afford to attack, or even make enemies, of a whole 
class of individuals. Dr. Glazebrook, with the best of 
motives, happens to have presented his case undiplomatically ; 
with the result that the important fraternity of experts who, 
before the National Physical Laboratory came into being, 
carried out mechanical, chemical and electrical tests, and who 
still have a vast amount of such work entrusted to them, 


and, consequently, business to lose, have magnified their 


disabilities into a grievance. With equally good intentions 
he has drawn, or he is imagined by his critics to have 
drawn, an ill-considered comparison between experi- 
mentalists, such as he is able to secure for his services at the 
National Physical Laboratory, and the experienced technical 
advisers of the engineering and manufacturing firms of this 
country. He regards it as part of his mission in life to 
educate the employers. His argument is that ло local labo- 
ratory can be successfully organised for research work, as 
questions may frequently involve expert knowledge in more 
than one subject; and he evidently regards his staff at 
Bushey, taken in conjunction with himself, as а superior 
combination, eminently fitted to undertake anything within 
the range of engineering, chemistry, or physics. This may 
be true, or it may not; it is a proposition requiring proof, 
The proof will be admitted when a trade-inspiring piece of 
research work is published from Bushey; whether right or 
wrong, the proposition and the article is as untimely as it is 
Unnecessary, Our view is that the personal side of the 
question. being as yet unproved, should be avoided by the 
Director; he should claim advantage not from himself, not 


What connection is 


from his staff, not even from the undoubted sympathy of the 
Royal Society, but from the assembly of instrumenta, the 
machinery, the general equipment, and: the position of the 
laboratory. For he should remember that for every man he 
may select upon his staff for a particular branch of investi- 
gation, there are probably a hundred in the laboratories of 
industrial firms and towns who could give his man instruc- 
tion. Indeed, it is difficult to imagine a branch of research 
in which he will not- find it necessary to apply to outside 
technical men for advice; especially as a considerable part 
of the equipment at Bushey is designed and manufactured by 
these men. He should therefore avoid making foes of them. 
On the other hand, it is to be regretted that he personally 
should be attacked for carrying out tests which are obviously 
within the range of the original intentions of the founders of 
the National Physical Laboratory. It would be as futile to 
lay blame to Kew for examining clinical thermometers ; or the 
Mint, the Admiralty, the Post Office, or the Ordnance 
Department, for making their own tests. . 


IN a paper read by M. Gustave Gin, the 
well-known French electro-metallurgist, 
before the Metallurgical Section of the 
International Congress held at Lieve last June, and now 


republished in a recent number of ZZndustrie Électrique, 
the author draws special attention to an aspect of electric 
steel smelting that has, perhaps, not as yet received the 
attention it deserves, namely, employing the electric furnace 
as an auriliary to the converter, much as in the Witkowitz, 
the Talbot-Martin, and other compound processes in which 
the converter eliminates the greater part of the impurities, 


leaving only the final refining operations to be carried on in 
a Martin furnace. For this final purification the electric 
furnace is in many circumstances pre-eminently suitable, 
on account of the high temperature that is readily avail- 
able, the ease of control, the relative efficiency and the 
speed with which the operation can be carried out. M. Gin 
asserts that the time occupied by the auxiliary refining 
operation сап be reduced to one-half, thus requiring a plant 
of only half the capacity for the same output if an electric 
furnace be substituted for the Martin furnace in any of the 
ordinary compound smelting processes. 


Eleetrie Steel 
Smelting. 


? 


BRITISH metallurgists and. electrical engi- 


0 a neers generally, lave been told on more 
„ occasions than one, in pretty forcible terms. 


that the only possible foundation for an 
electro-inctallurgical or clectro-chemical industry in Great 
Britain lies in the employment of the waste gases of blast 
furnaces; yet installations using these gases are few and far 
between, despite the fact that the pioneer work in regard to 
the matter has been done by English brains. We seem to 
need a travelling commission to visit the Continent and 
report upon the matter, a commission of metallurgists, 
mechanical engineers and electrical engineers. H.M. Consul- 
General at Kerlin, in dealing with the condition of the 
German rolling mills, points out that the fruits of the present 
improvement in the iron trade have been reaped almost 
exclusively by * mixed works" which have their own blast 
furnaces, their own converters, апа roll their own steel 
billets into rails or angle iron, all the stages of manufacture, 
from the receipt of the ore to, say, steel girders, being per- 
formed at one place. | 
Those German firms who are only rollers have. been very 
hard hit, by reason of the price which they have to pay to 
the steel works syndicate for their raw materials. Indeed, 
it seems to be a case of a possible exit for the rolling mill 
pure and simple, except in. the case of special small orders of 
high quality iron, for which higher prices are obtainable. 
An important factor in favour of the large mixed works has, 
according to the Consul-General, been the utilisation of blast 
furnace gas in internal combustion engines, it being stated 
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that sufficient gas for producing 5,000 to 6,000 H.P. is 
yielded by a furnace producing 200 tons of pig-iron per day. 
ehe furnace thus acts as а generator plant supplying motor 
power for working pig-iron almost free of cost, and thereby 
becomes a powerful agent towards the further concentration 
of different stages of production within one works." 

Quite apart from its purely metallurgical side, the question 
of the extended industrial use of blast furnace gas is of much 
importance. Оп this, according to such authorities as Mr. 
Harbord (who was one of the members of the Canadian 
Commission on the Electro-thermic Treatment of Iron Ores), 
depends the possibility of electro-metallurgical industries in 
this country. Beyond these, there seems to be an even wider 
field. Why should not a syndicate of furnace owners—say, 


in Cleveland, or in the Glasgow district—arrange to furnish : 


to a central generating station a definite volume per diem of 
furnace gas, for conversion into electrical energy for traction 
and power purposes generally ? The needs of their pur- 
ticular works might be met either by isolated generating 
plants or from the central station. 

There is, of' course, a rather widely spread view, from 
which gas engine builders dissent, that the gas engine 
has not yet reached a sufficiently high state of evolution to 
justify d. racter in this country. Unless German and 
Belgian firms generally are doing rather more than burning 
their fingers in the matter, we аге woefully behindhand 
in the United Kingdom in regard to the use of furnace gases 
in internal combustion engines. Why not, therefore, a select 
travelling commission to investigate the whole matter, the 
expenses of which might be borne by the four leading 
engineering institutions ? 


Ав we mentioned recently, a proposal 
has been brought forward by Dr. F. W. 
Alexander, medical officer of health to 
the Metropolitan Borough of Poplar, to the effect that elec- 
trolysed salt water shall be employed for disinfecting purposes 
in the borough. The proposal, in fact, is to revive the Hermite 
system, of which so much was heard about 11 years ago. 

The process was actually adopted at various places in this 
country and abroad, and is still in use in Ipswich and at 
the Royal Victoria Hospital, Netley. In the former case 
the system is employed for disinfecting and deodorising the 
sewage of the town, while at Netley, we are informed, the 
flid is supplied to the lavatory services and sanitary appli- 
ances throughout the кера, keeping them free from all 
objectionable smell. 

The Hermite system was originally associated iu this 
country with the name of Paterson & Cooper, and there is 
little room for doubt that it was one of the factors contribut- 
ing to the dissolution of that once well-known firm; but it 
is important to remember that the catastrophe came about, 


Sanitation by 
Electricity. 


not through the use of the system for sanitary purposes, but. 


through its failure as a bleaching agent in paper manu- 
facture, for which it was primarily intended. Hundreds of 
thousands of pounds were spent upon this project, with the 
most disastrous results, 

On the other hand, there is no doubt whatever as to the 
efficiency of the electrolysed fluid as a powerful and quick- 
acting sterilising agent and deodoriser, and the only question in 
this connection is as to the cost of maintenance and working. 

In Dr. Alexander's report no detailed estimate is given of 
the cost of adopting the Hermite pfocess as compared with 
the existing system, but figures are put forward which 
indicate a very great saving, the cost of 440 gallons of 
disinfecting fluid (for materials and electrical energy) being 
given as only 11s. 1d. The cost of labour and capital 
charges are not dealt with, but probably these would amount 
to as much more, giving a total of, say, 22s. as compared with 
£15, the present outlay. It is not proposed, at present, to 
treat sewage, the intention being to distribute the fluid in 
bottles instead of the carbolic and other agents now in use. 

There appears to be no reason for anticipating the failure 
. of the process, as the system is neither new nor untried, and 
the progress of the proposal will be watched with interest.. 

Some years ago a similar, and probably identical, substance 
was on sale in bottles under the somewhat misleading name 
of ** Electrozone." 


THE OLYMPIA ELECTRICAL EXHIBITION. 


(Continued from page 552.) 


J. H. Tacker & Co. 


Messrs. Tuokkr’s specialities in the way of electric lighting 
accessories fill a good-sized stall at the Exhibition, and inelude all 
mauner of well-made fittings, such as small switches, wall sockets, 


AN 


Fic. 53.— WATERTIGHT WALL SOCKET, 


plugs, fuseboards and cut-outs, together with examples of heavier 
switches. 

Of these we may specially mention the watertight wall sockets of 
the two-pin type (fig. 53). In these a china interior is 
titted into a cast-iron box, the sockets being sunk in and isolated in 
the china. 

A brass cap, with а rubber joint ring inside, is provided, which 
screws over the terminals and centre, effectually preventing moisture 
from entering. The case is tapped to take iron conduit. 


FId. 54.—STANDARD IRONCLAD SWITCH. 


Of the heavier switchwork, the firm's standard double-pole knife- 
switch enclosed in a cast-iron case is a typical example. The 
break is a long one, and independent of the handle movement. 

The fittings are carried on a china base, the leading-in holes 
being fitted with insulating bushes, and an earthing terminal 
provided., This switch is designed for 500-volt requirements, and 
no one can quarrel with its workmanship. 


Mountain & Gibson, Ltd. 


Messrs. Mountain & GinsoN's stand is devoted to tramway 
specialities, including radial and heavy railway motor-trucks 
(see ELECTRICAL REVIEw for August 4th), trolleys, life-guards, 
brakes and other matters dear to the tramway man and not without 
interest to the visitor. 
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Marryat & Place. 


The obvious difficulty of exhibiting an actual electrical instal- 
lation at Olympia has been brilliantly circumvented by Messrs. 
MARBYAT & РгАСЕ, who have one of the most popular shows in the 
building, consisting of two electric furnaces. One of these is of the 


The Pyrophone Co. 


If one could summarise the whole of the exhibits shown at 
Olympia, and devoted to fire protection, the result would be 
astonishingly comprehensive; much of the apparatus is, of course, 
non-automatic, and among the automatic devices the above com- 


Fic. 55.—MoissAN LaABOBATORnY FURNACE. 


Moissan laboratory type, capable of absorbing 250 н.р. at full load 
(1,000 amperes x 200 volts). The lining consists of magnesia and 
carbon, and is renewed daily. The electrodes are of round carbon, 
2 in. х 36 in., and can be instantly separated up to a distance of 
14 in. A feature of the furnace is the ellipsoidal roof cavity, which 
acts as a reflector, concentrating the heat rays from the arc 
on the crucible below. As in Moissan's classical experimenta, 
the furnace,. which we illustrate, is used for melting iron rod, 
which is introduced into one of the carbons as a loose core; the 
drops of molten iron fall through a hole in the bottom of the furnace 
into a bath of water and mercury, by which they are suddenly 
cooled, and the carbon absorbed by the iron in the arc, being 
subjected to enormous pressure whilst still at ап extremely high 


temperature, crystallises out in the form of minute diamonds. The 


process, however, of isolating the latter is not carried out, the 
diamonds being taken on trust. 

In conjunction with the operation of the Moissan furnace, the 
Féry radiation pyrometer is being used to measure the temperature 
of the interior. This instrument is made by the Cambridge 
Scientific Instrument Co. The firm also show an open arc two-pole 
furnace, suitable for raising 4-cwt. charges of iron to the necessary 
temperature for steel production. The exhibit is a model intended 
only to show the principle upon which the highest grades of tool 
steel are produced in existing installations. Messrs. Marryat and 
Place publish an interesting booklet on the Electric Furnace, copies 
of which may be obtained gratis in exchange for visiting or trade 


A. Blackmore and the Birmingham Guild of 
А Handicraft, Ltd. 


“ Far from the madding crowd," ог to be more explicit, in the 
gallery of the Exhibition, can be seen a novelty in electrical installa- 
tion work in the shape of Blackmore's dead wiring system, for which 
patents are pending. This is practically a remote control system 
applied on a small scale to house wiring. a | 

A specially designed double-pole switch and fuseboard is fixed 
at the entrance of the supply mains ; the switches are actuated by 
a powerful electro-magnet, which receives its excitation from the 
lighting mains through a local circuit. This magnet is actuated 
through a series of smaller relay magnets, worked from a battery 
at low potential; the controlling circuits for the individual relay 
magnets (and corresponding lighting circui s) run to the various 
rooms of the building, where ordinary bell pu: .es are used for closing 
them. 

Thus in an ordinary way, when the liyLts are not in use, the 
whole of the lighting and wiring beyond the control board is dead, 
and fire risks, leakage, &c., are obviated; further, the lighting of 
one lamp only energises that particular circuit. 

For staircase and corridor lighting the controlling pushes can be 
used in parallel for any number of positions, thus avoiding the 
ordinary complications of such cases. Master switches for con- 
trolling the whole or any section of the installation can also be 
arranged with indicators, if desired. 

Those interested in large installations would do well to visit the 
stand, which is wired on this principle, with handsome fittings 
supplied by the BIRMINGHAM GuILD oF HANDICRAFT, LTD. 

The fittings also are well worth inspection, if only to see the 
combination of artistic treatment with mechanical detail in con- 
struction, for which these makers have earned so excellent a 
reputation. 


FIG. 56.—PvRoPHONE DIFFERENTIAL DETECTOR. 


pany's apparatus is both novel and interesting. The Pyrophone 
gives, first of all, a“ danger call," and then a “fire call >. it also 
gives a "trouble call" in the event of the system falling out of 
order. The latter feature is an important one, as a fire detecting 
apparatus out of order is a positive danger. D 

The detector consists of a differential and a fixed part; the 
former, which we illustrate, is in the form of a closed glass tube, 
half filled with mercury, on the top of which is a liquid with a low 
boiling point. One branch ofthe tube is covered with insulating 
material; two platinum wires enter the non-insulated branch, and 


one 1еааз! тот the insulated branch of the detector tube. 
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The apparatus works on the closed-circuit system, and a sudden 
rise in temperature causes the volatile liquid to evaporate, driving 
down the mercury below the first wire, breaking that circult and 
giving a “ danger " call; a continued rise in temperature causes the 
mercury to fall below the second wire, breaking that circuit and 
giving a“ fire“ alarm. m 

The fixed portion of the detector is of very similar construction, 
but the entering and leaving wires are somewhat differently 
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arranged ; it also gives a “ danger” and “ бге” call. The differential 
and fixed parts are connected in series with the indicator apparatus, 
and are mounted on a porcelain base covered by a screen, the full 
size of the detector being 44 in. x 3 іп. 

Our second illustration is of the indicator apparatus, where will 
be seen two relays mounted on the lower portion. The right-hand 
relay has two armatures, one of which drops on the breaking of the 
auxiliary danger circuit, and the second on the complete severance 
of the circuit at the second wire, when a fire call is given. If, 
through mechanical causes, a complete break occurs in the circuit, a 
local circuit is arranged to drop a “ trouble" indicator instead of 
the “fire” call. At the moment when either of the above three 
calls is given an auxiliary “group” indicator falls, showing the 
exact locality of the trouble or fire. Similarly, “earth” and 
“ battery ” indicators fall in the event of failure in those directions; 
the “ battery " апа “ group” indicators, however, are not shown in 
our illustration of the indicator. 

The fire call is accompanied by the ring'ng of a loud-toned bell, 
while for other calls a semi-toned bell rings. Р 

The indicator board illustrated is for one group of detectors, and 
it can be extended downward for any number of groups. This 
system has only recently been taken up in England by the Pvno- 
PHONE Co., of 52, Queen Victoria Street, E.C, 


G. Braulik. 


Mr. G. Ввлоик, of Upper Thames Street, E. C., has two stands, 
one in the central avenue, and the other under the gallery. Both 
of them have material enough on view to occupy and interest 
the visitor for many hours. 'Тһе one under the gallery shows a 
Hillenbrand suction gas engine running. The working of this 
engine is similar to that of the ordinary modern suction 
gas plant. 
a current of atmospheric air saturated with steam, which is 
drawn through a layer of incandescent anthracite. The newly 
made gas is cleaned in the scrubber and mixed with air before 
entering the combustion chamber of the engine, where it 
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. Fia, 58.—HiLLENBRAND Suction Gas ENGINE. 


is ignited in the cylinder,by means of an electric spark. The 
engine works on the well-known3“ Otto" cycle. The cylinder is in 
a sloping position, but the valves are placed vertically. For 
electric power purposes the engine is supplied with an extra heavy 
fly-wheel, giving greater uniformity of motion. Owing to the 
compact construction of the plant, the gas generator, scrubber and 
engine itself being all combined in one, the space occupied by the 
plant is very small. By a special cooling process the consumption 
of cooling water in the water jacket is reduced to from a quarter to 
a fifth of the quantity necessary in other makes, which further 
reduces the cost of running. The different parts of the plant being 
close to each other, junctions with larger sectional areas can be 
used, increasing the efficiency of the engine. The plant shown is 
rated at 5 в.н.р., and with it, it is said that the cost of fuel for 
10 hours continuous working at full load is about 6d. per day. 
Coupled to a dynamo it will light 50 16-c.». lamps. 

Mr. Braulik had at the same stand а demonstration of Kryptol— 
his new resistance material for electric heating, which is being 
applied to hot plates, combustion, crucible and muffle furnaces, 
drying ovens, &c. Wienert arc lamps, including a “flame” type, 


The gas for driving the engine is obtained from . 


photographic arc lamps with time limit attachment and portable 
electric drills, were among the other exhibits. At the other stand 
there is a great variety of electric measuring, telephone, fire alarm 
bell and similar apparatus, innumerable electric light fittings, 


` electric clocks, and so on, which we unfortunately cannot here 


particularise. , 
The Western Electric Co. 


The WESTERN ELECTRIC Co. has earned for itself a reputation 
second to none in telephone work, a fact which an inspection 
of the telephone section of the company's stand makes clear. The 
exhibits of this department include telephones for the house and 
the office, for tramways and railways, for mining and military pur- 

ses, for fire brigades and police patrol stations, in fact, telephones 

or all conceivable purposes; these are again adapted for use in 
connection with this company’s central battery“ system or the 
older “ magneto” and “ battery call" systems. It is, of course, 
impossible in the short e at our disposal to do more than briefly 
describe the most novel features of the exhibit. | ; 

A novel instrument is that known as the No. 2 Private Branch 
Exchange. This is a “central battery " intercommunication system 
arranged so that any pre-arranged number of the local stations may 
be put, when desired, in connection with the exchange line. Con- 
nection is made without the intervention of an operator by the 
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Fic. 59.—FOLDING TELEPHONE: WESTERN ELECTRIC Co. 


simple method of depressing a key, which remains locked ,down 
until another connection is desired. The economy of this system 
and the uses to which it may be put are obvious. 

The fire alarm boxes shown are arranged to repeat automatically 
the number of the station in“ Morse code ” to the fire station, where 
it is received on a " Morse inker.” A Morse tapper is provided for 
sending messages when testing the line or inspecting the instru- 
ments, and a jack is provided so that a portable telephone may be 
connected at once with the line, for giving reports to the station, 
or ordering up more engines, as the case may be. The door is pro- 
vided with a handle which, as soon as it is turned to open the door, 
actuates a loud sounding gong to attract the attention of the police- 
man on point duty, so as to prevent the box being fraudulently 
used. 

The telephones for railway use are known as “composite sets,” 
and are arranged for sending messages both telegraphically and 
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telephonically. They are designed for carrying in the“ brake van 
of special trains, so that in case of necessity communication can be 
at once established with the nearest office. The set is complete 
with a bamboo pole about. 18 ft. long. (made in three sections for 
convenient transportation) for “ tapping " the telegraph or telephone 
lines. А small model common battery switchboard serves to illus- 
trate а central telephone office equipment; the energy for operating 
it, as in the case of all common battery exchanges, is generated һу 
one of the firm's special telephone motor-generators (fig. 60), which 
differ from ordinary lighting machines in the arrangement of their 
armatures and commutators; the armature is “ form" wound 
and the commutator is arranged with a large number of segments to 
eliminate the noise caused by “ commutation " of the current. The 
ringing currents used in connection with telephone exchanges are 
generated by the Ringing Dynamotor " mounted at the end of the 
motor-generator. | . 
Numerous examples of wall pattern magneto switches, cordless 


switchboards, annuncintors, burglar alarms and’ allied material аге, 


on view. The large collection of rolled condensers for all purposes 
and of all sizes and capacities, and a neat little annunciator 
known as the Dandy register, for indicating at the office whether 
the various tenants in a flat or mansion are “in” or “out,” are 
items of special interest. | Е | i 
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Fic, 60. TELEPHONE Moron- GENERATOR AND RINGER: 


Fic. 61.— POWER SWITCHBOARD: WESTERN ELECTRIC Со. 


As representative of the work of the other depart- 
ments of the firm, a switchboard (fig. 61) has been erected, 
which deals with both the alternating and continuous current 
supplied for working the lights, motors, ceiling fans, &c., on 
the stand. 

A popular attraction is a motor-driven sewing machine, with 
a friction drive; the pressure of the foot upon the treadle 
gradually turns the body of the motor round, «o that the driving 
wheel of the sewing machine comes into contact with the larger 
periphery of the friction wheel, resulting in a corresponding 
increase in speed. In this manner any variation of the speed 
within certain limits: can be obtained. The removal of the foot 
from the treadle causes the motor to assume its normal position, 
and automatically applies a brake to the driving wheel of the 


WESTERN ELECTRIC Со. 


sewing machine, arresting its motion instantaneously. The com- 
pany’s cable department is also well represented on the stand. 


The Sterling Telephone and Electric Co. 
. Under its new title, this, our old friend the Berliner Telephone 
Manufacturing Co., provides one of the most complete telephone 


‘exhibits to be found at Olympia. Telephones, switchboards, electric 


belle, indicators, bel] pushes, fire alarma, &c., in numerous patterns 
and for every purpose, are on view ; many of them being novelties, 
are of special interest. | 
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| Fic. 62.— STERLING Co.'s WALL 
1 TELEPHONE. 


(In 


Fic. 63. — STERLING Co.'s FIRE ALARM BOARD. 


The Parlyphone апа “ Twencen” domestic telephones are handy 
little instruments for attaching to ordinary bell circuits. The 
„ Hygienea,” the pioneer of hygienic hand-combination instruments, 
which was described in the ELECTRICAL Review of Sept. 25th, 1905, 
and which, in dispensing with the mouthpiece, marks a step in 
advance from this point of view, figures very prominently, 
and is well worth inspection. The up-to-date “ Sterling” patent 
intercommunication telephones, and the excellent exhibit of 
portable military and rifle range instruments will also claim the 
attention of the visitor. 

Many examples of telephone switchboards are ou view, in which 
the latest improvements are incorporated ; a particularly interest- 
ing pattern is the combination table switchboard, constructed in 
the form of a secretaire, and arranged for the operator to carry 
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on eusrent work at the desk, in addition to attending to the 
telephone. | 

In one pattern а typewriting machine is fitted, the operator 
being also provided with a head-dress outfit, so that she can receive 
and take down al] lettera through the telephone. The machine is 
mounted on a disappearing "platform, which envelops it when not 
in use. 

Among the numerous fire Alarm devices on view, the “ Sterling“ 
combincd telepbone and fire alarm system is specially noteworthy. 


Fic. 64. COMBINATION SECRETAIBE-SWITCHBOARD. 


This system is adopted for use in large public buildings, where by 
the addition of a common return wire to an existing Sterling” 
central battery telephone system, the lines, annunciator and battery 
can be used for the fire alarms. 

The central station equipment includes an operator's telephone 
(fig. 62), and a central battery switchboard, with a visual fire 
signal, clectro-magnetic cut-off switch, testing generator and 
alarm bell (fig. 63). The latter can be replaced by a number of 
scattered bells arranged to ring simultaneously. An alarm can be 
immediately localised on the telephone switchboard, and a means 
for discriminating between telephone and fire calls which occur 
simultaneously, is provided. 

This arrangement provides an obvious economy in wiring and 
apparatus, and owing to the telephones being more or less always 
in use, any failure or breakdown would be easily discerned. 

A noteworthy exhibit is part of the exceedingly elaborate fire 
alarm apparatus which is to be installed at the Ritz Hotel, in- 
cluding an iugenious patent alarm box, which gives the alarm on 
the glass being broken, but can be opened for inspection without 
giving an alarm. For particulars of this apparatus we must refer 
the reader to the exhibitors. 


Union Electric Co., Ltd. 


The Union ELECTRIC Co. provides an attractive display of the 
four classes of apparatus in which it specialises, viz., dynamos and 
motors, arc lamps, switchgear and measuring instruments. The 


Еа. 65.—Union Co.'s REMOTE CONTROL SWITCH. 


various examples of p.c. and three-phase a.c. motors on view and 
working, are representative of machines supplied by the company, 
which range up to 1,400 Kw. in standard designs. 

Union arc lighting is prominent in many directions; both outside 
and inside the Exhibition hall, the Excello arc lamp can be very 
much seen in operation. These lamps run four in series on 220-yolt 


number of truck loads passing. over the machine. 


circuits the mean hemispherical candlo-powor of each is 3, 300 and 
the burning houra 18. : 

The firm's arc lamps are also utilised in lighting numerous stalls 
in the Exhibition, including, of course, the makers’ own 
stand, where their number and diversity of pattern and purpose 
cannot fail to strike the visitor. Special mention may be made of 
the two monster “ Excello " arc lamps burning at this stall, which 
are rated at a m.h. candle-power of 20,000. 

The switchgear дп the stand, is adapted for both н.т. and L.T. 
working, the latter type of apparatus! covering a range up to 6,000 
amperes. The switches are all provided with special breaking 


Fic. 66.—UNIon Co.'s DovusarE-Pong KwirE Switcu. 


devices, either in-the form of a quick.motion finger or a magnetic 
blow-out. The н.т. switchgear on view, is designed to deal with 
pressures up to 12,000 volts. 

We illustrate a remote control switch, which the firm supplies 


for switching on or off, one or more circuits at a distance, by means 


of either a high or low voltage operating circuit. Tbe essential 


Fic. 67. AUTOMATIC INTERVAL SWITCH. 


parts of the switch are a quick make and break switch, controlled by 
spring mechanism, and worked througb a solenoid and plunger by 
a small auxiliary operating current. The operating circuit can be 
closed by means of a contact clock or a contact maker. 

An interval switch, for automatically switching off at a given 
interval of time after switching on, the lighting of cellars, staircases, 
corridors, &c., and places likely to escape attention, is illustrated 
in fig. 67. a | 

W. & T. Avery, Ltd. 


The principal item on Messrs. W. & T. Avery's stand is the 
" Avery " patent automatic weighbridge, which automatically adds 
up the net weights and records them on a dial, also counting the 
Skilled labour is 
thus done away with. The weight of each load can be separately 
indicated, if desired. Obviously all the trucks must have the same 
fixed tare weight, to which the machine is balanced, so as to 
record only the net weights. 

Another interesting exhibit is Avery's patent impact testing 
machine, by means of which the [capability of any material to 
withstand shock can be determined. In this machine a pendulum 
weight is raised to а given height, and is allowed to swing and 
strike the test piece; the latter is fractur&d in one blow, and the 
number of foot-pounds of energy akgorbed in the, proccss is auto- 


. matically indicated on a scale. 


The firm's well-known standard automatic weighing machine for 
coal is also shown in operation. 


Drake & Gorham, Ltd. 


The exhibit of Messrs. DRAKE & GoRHAM—accommodated on no 
fewer than five of the allotments designated as stands —is of a 
varied character, ranging from а suction gas plant to a ''real 
elegant," dining table, and from the Phillips commutator grinder 
to an electric sewing machine. The gas producer is of the Dowson 
type, and is driving а gas-dynamo of З kw. Pumping, churning, 
cream-separating, horse-clipping and chaff-cutting machines are 
shown, driven by electricity, and the Holden magnetic clutch is in 
operation in connection with one of them. New types of Jandus 
lamps are used to light one of the stands, while various patterns of 
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Nernst lamps, and a bank of tantalum lamps, are exhibited. An 
oil engine, a push button lift, a standard switchboard, and a highly 
artistic display of decorative fittings, are included in the exhibit, 
which is well calculated to interest and enlighten the owners of 
country houses, of which Messrs. Drake & Gorham have fitted up so 
many, as well as other classes of consumer. 


Exhibition Power Plant. 


Exclusive of the outside supply of energy to the Exhibition, 
which is on the alternating system, a steam dynamo has heen in- 
stalled for supplying direct current to those exhibitors who may want 
it, and this is the only steam-driven generator running on load in the 


The engine is one of Messrs. Davey, Paxman’s well-known 


"Peache" type, a three-crank compound, capable of developing 


Fic. 68.—PEACHE-PARBKER STEAM DYNAMO. 


440-500 H.P. on normal load, when running at 325 r.p.m. The 
diameters of the cylinders are 11 in. and 22 in., with a stroke of 
12 in. The generator is of Messrs. THOMAS PARKER’s make, direct 
coupled to the engine. It is а 10-pole machine with an output of 
1,150 amperes at 250 volts. 

Both the engine and generator were assembled in the Exhibition 
for the first time, and ran under steam on the first and succeeding 
nights without a hitch—a performance upon which both firms are to 
be congratulated. 


Brockie-Pell Are Lamps. 


The stand of the BnockiE-PELL Авс Lamp, Lro., is brilliant with 
the rays shed by a large number of the company’s lamps, which 
maintain the high reputation so long held by them. No special 
novelty is shown, but the company is making both open and 


Fic. 69.— SINGLE ENcLoskp * BROCHI EL Anc Lamp. 


enclosed types, under tbe direct supervision of Mr. Brockie, in 
various styles. We illustrate one of their single enclosed lamps, 
with ornamental copper case. 


James Dickson. 


A full collection of dynamo and motor brush specialities—the 
‘‘Tieciton "—which are employed Jin many electricity supply works 


in London and the provinces, is displayed by Mr. James DICKSON, 
of 48, Gray's Inn Road, W.C., who also shows wire guards for 
electric lamps, and wire frames for lamp shades. The firm 
specialises in wove wire gauze in all metals, meshes and strengths. 


Le Carbone. 


A great variety of carbon brushes is shown by LE CARBONE, as 
well as hard refractory carbon blocks for switchgear, lightning 
arresters, resistances, &c. Primary batteries of numerous patterns 
are also exhibited, and carbon trolley wheel bushes, for which a 
long life is claimed. 


D. Santoni & Co., Ltd. 


А large variety of the firm's well-known intense flame arc lamps, 
in various patterns and sizes, and for both alternating and direct- 
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Fic. 70.——SaNTONI FLAME Авс LAMP. 
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current, are prominent at this stand; and together with the 
numerous specialities in the way of fittings, bells, instruments, 
carbon blocks and insulating varnishes are well worth inspection. 


Armorduct Manufacturing Co., Ltd. 


At the stand of the ARMorptct Co. there is a large assort- 
ment of conduits and fittings of various types, showing suc- 
cessive stages of manufacture, and a variety of junction boxes 
adapted for requirements of all kinds—flush, knock-out, screwed, 
slip-joint, &c.—including malleable fittings squashed flat, to show 
the ductility of the metal. А new form of “ knock-out” junction 
box for close-joint tubing is of special interest, and is illustrated 
herewith (fig. 72); in this pattern the“ knock-outs” are placed about 
4 in. from the external opening to allow room for the end of the 
tube. Wires and cables and insulating materials are also shown 
in various stages of manufacture. А j-in. welded tube bent cold 
many times round a cone measuring only 2 in. in diameter at the 


Fic. 71.—ARMORDUCT HAND-DRILL. 


apex, without flattening or cracking, illustrates the quality of this 
material. A neat little hand drill, consisting of a à-H.P. motor 
genred to a Morse drill, is exhibited; this weighs only 9 lb., and 
drills holes of any diameter up to # in. It has three speeds, 
ranging from 835 to 1,730 r.p.m., the speed variation being pro- 
duced entirely by gearing contained in the case, and running in oil. 
The magnet is of steel, and the non-magnetic parts of aluminium 
alloy. In the plug is an ingenious little overload cut-ont, which 
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also indicates when the limiting load is about reached. Another 
novelty is tbe Blaze flame arc lamp, with differential control, 
and a device for cutting out the shunt coil when the carbons are 


Fic. 72.—ARMORDUCT JUNCTION Box. 


The construction is simple, and the parts inside the 
These lamps burn well 


burnt out. 
lamp are nickel-plated to prevent corrosion. 
four in series on 220 volts. 


Calleuder's Cable and Construction Co., Ltd. 


Messrs. CALLENDER's have erected a model colliery pit road, to 
show how their patent cable clips are used, and a shaft, to illustrate 
how their casing is installed. Their vuleanised bitumen insulated 


Fig, 73.—CALLENDER-WaRD CuT-ouTs. Fic. 74.—FEEDER PILLAR. 


cable is specially suitable for colliery work, being light and incor- 
rodible. Samples of all their rubber, bitumen, fibre and paper- 
insulated cables are shown, with numerous joint and disconnecting 
boxes, feeder pillars on their new double insulation system (already 


described in our articles on the Tramways Exhibition), and’cut-outs. 
One feeder pillar we illustrate (fig. 74); this is intended for Tucuman, 
South America, and provides for feeding four overhead circuits. It 
will be seen that the pole passes right through the pillar, which is 
otherwise equipped on the same principle as their ordinary pillars. 
The whole of Messrs. Callender's cut-outs have been restandardised ; 
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Sweating glands. 
Fra. 75.—Extra Шан Trnsion Divipina Box. 


we illustrate two of them, one of which explains itself, whilst the other 
isso arranged that the wire itself, held in spring lugs, is pressed against 
the terminals, without the aid of any screws, and can be renewed 
when the box is opened without the slightest danger of shock. It 
also acts аз a switch. The remaining illustration, fig. 75, shows 
an extra high-tension dividing box, which is filled with bitumen 
compound, and is suitable for connecting overhead with under- 
ground mains, The whole exhibit is worthy of close examination. 
(То be continued.) 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writers name and address in our possession. 


The Electro-Deposition of Copper. 


My attention has been called to Mr. Harry Ellis's letter 
in your issue of October 6th. I have always understood 
that at the works at Schladern-on-the-Sieg the Elmore pro- 
cess has been greatly modified, and that the smaller sized 
tubes are made by a process of casting and drawing, апа are 
not electro-deposited and burnished by the Elmore process. 
I shall therefore be glad to learn from Mr. Ellis if all the 
tubes he refers to are made entirely by the Elmore burnish- 
ing process. 

Sherard Cowper-Coles. 

Westminster, October 7th, 1905. 


Electrical Exhibition. 


I notice in your present issue, dated October 6th, that 
you state you have a complaint to make with somebody, and 
mention the Hammersmith Bofbugh Council Electricity 
Department. | | 

You mention as a fact that the demonstration of electric 
cooking was unable to be carried out owing to the lack of 
current for this purpose. I аш sorry you have made this 
statement without first ascertaining the facts of the case, 
and had you made application to anyone in authority you 
would have been informed that it was not the lack of current 
which prevented the demonstration being carried out. Asa 
matter of fact, there are three mains serving the lecture 
room, and full pressure was maintained on all these mains 
the whole time, 80 the supply was available for immediate 
use. 
You mention also that this is not the only complaint 
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about the supply of electricity. If you make inquiries you 
will find that if anyone has been unable to obtain a supply, 
it is entirely due to their neglecting to order same. А great 
many exhibitors did not make up their minds until a day or 
so before the exhibition ; in fact, the Saturday before the 
. opening Т found it necessary to order no fewer than six dozen 
more meters and fuse boxes. This in spite of the exhibitors 
being continually circularised asking for full particulars of 
the supply they would require, so that I could make suitable 
arrangements for connecting up. 

T trust that you will take an early opportunity of with- 
druwing the statements made, as upon inquiry you will find 


them to be erroueous. 
| G. G. Bell, 


co Engineer and Manager. 


Hammersmith: Electricity Depar tment, 
October 6th, 1905. 


[On Monday, October 2nd, a ‘message was received 
at this offige inviting us to attend at Olympia at 
а demonstration of electric cooking at noon. We laid 
aside other pressing matters and went. But when we 
arrived there сопа be no demonstration because the 
arrangements were not completed for supplying current to 
the apparatus. We have since read somewhere that the 
switchboard was not completed. Then why were the 
invitations issued? Surely we had reason to make 
complaint “against somebody " under such circumstances ! 
Mr. Bell has disclaimed all responsibility, and we are 
content so far as his department is concerned to accept 
his statement. —Ebs. E.R.] 


Booth's Cireus. 


With reference to your note dealing with the system of 
circus arrangement of cross-road traffic, as advocated by Mr. 
Booth, it may be of interest to some of your readers to know 
that a similar method was tried and discarded on the South 
London Tramways, at one of the large crossing, about 
30 years ago. 


Kentish Town, N.W. 
October 9th, 1905. 


W. H. Johnson. 


Starting Steam Turbines, and Afterwards. 


I have read * Britisher's " reply ito my letter, and note 
that he states that when the shrouded blades come into 
contact with the outer case, only one shroud is affected. 
Surely, if one comes into contact, it must wear itself down 
and allow another to meet the same trouble next time. 

There is no doubt that a steam turbine can be made to 
vive a good initial steam efficiency. But what happens 
inside after the turbine has been started is, I consider, 
of still greater importance. One would think that if the 
blades were fixed in a mechanical manner it would be im- 
possible for them to become completely stripped, shrouding 
or no shroudling. 

I wonder. whether „ Britisher " has ever considered the 
loss of steam through the dummy piston rings in а parallel 
flow turbine altogether apart from the leakage between the 
blade clearances? The live steam wasted. for balancing 
purposes alone becomes an alarming quantity as the faces of 
the dummy rings grind away. Moreover, has ** Britisher " 
considered. the pitting effects of the steam which also tends. 
to assist the wearing away of metallic surfaces 7 

It scems to me that “ Britisher" will admit there is 
faulty design somewhere in the turbine he champions, and 
it should set “ Britisher ". and other makers of turbines: 
seriously thinking how to enhance the reputation of a British 
industry instead of prophesying the discomfiture and chagrin 
of any one who dares to presume to keep out of a well-worn 
rut, prescribing one unparalleled flow of mechanical diffi- 
culties. 


No, sir. The present design of turbines made in this 


instruments on our stand at Olympia. 


country must be altered, во as to enable the clearauces to be 
taken up and adjusted (preferably on & flat surface and not 
on diameter, as in the modern practice). 

The turbines mentioned by Eds. E.R. are * impulse 
turbines, and the action is entirely different from that of 
the Parsons and Willans. 

Greaser. 


“ liygienie” Telephones. ` 

We were greatly amnsed at the article which appeared in 
the Evening Slandard of the 6th inst. under the heading of 
“ Hygienic Telephones.” In this we were told that for some 
time past the G. E. C. have been experimenting with a view to 
producing a telephone which would overcome the objection 
of. an instrument capable of harbouring the germs of disease, 
and that, as a result of their meritorious labours, they have 
produced, and are now exhibiting in their private office at 
their stand at Olympia, one pair of their new “ Hygienic ” 
telephones. 

Now let us see how long this enterprising firm have been 
experimenting in the direction above stated. 
representative, at least, а G. E. C. official stated that their 
attention was only attracted to the subject by the corre- 
Bpondence in the papers on insanitary telephones, and that 
they then put their heads together and produced this pair 
of “ hygienic ” telephones. Since the correspondence having 
reference to the question only appeared in the papers some 
12 days ago, we may place the duration of experimental 
research at the same period. — Is this what one would call 
experimenting for some time past? How delightfully naive 
are the G. E. C.“ From the articles in the Erening 
Standard and the Daily News, the public are distinctly led 
to believe that they (the G.E.C.) are the first to present an 
“hygienic” telephone. They certainly make an obvious 
attempt to take the kudos unto, themselves, which, con- 
sidering all the circumstances hereinafter mentioned, is, to 
say the least of it... Well, there! Bluff is all very well, 


but I think the G.B.C. go too far, and much as I find it 


distasteful, Т am obliged to place it on record that еу have 
no tittle of claim to the place of honour which they. would 
occupy as being the first firm to offer an “ hygienic” tele- 
phone to the public. 

For weeks разі my firm have extensively advertised and 
offered for sale the “ Hygienia” telephone, which we 
unhesitatingly suy is the first hygienic instrument ever offered 
to the- British public. If numbers go for anything, we may 
inform you that we have already manufactured nearly 10,000, 
the greater portion of which are sold for delivery. The 
G. E. C. cannot fail to have seen our advertisements in the 
electrical Press, and also а large number of the actual 
If, therefore, they 
have now decided to bring out a competitor to the 
“ Hygienia,” why don't they “ play Ше game," and go 
about it in an orthodox manner, instead of taking such an 
extraordinary and quite unusual course. 


The Sterling Telephone and Electric co., 
Late the BERLINER TELEPHONE MANUFACTURING Co., 
J. B. BI RN BAUM, Manager. 


London, E.C., Oclober 10th, 1905. 


The All-Steel Railway Carriage. 


Your correspondent ** Experience“ must be an old gentle- 
wan with a wonderful memory to recall so vividly the 
terrible discomforts of steel railway carriages 50 years ago. 
Of the hundreds of thousands of people who have travelled 
on Mr. Cuningham’s steel cars on the Central London Rail- 
way during the past two years, not one has complained of 
being frost-bitten in winter or parboiled in summer. In 
fact, I do not Suppose they even knew,that the cars were 
steel. 

I must confess that until I read“ Experience's " letter I 
did mot know that the manufacture of steel was so far 
advanced 50 years ago that railway cars could be made of it. 

No doubt the Brush Co. would be very much obliged to 
** Experience” if he would produce some record of, the steel 
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cars of 50 years ago; but, failing that, the company is not 
likely to be turned from its course in pushing the sale of 
rolling stock which both English and American practice of 
the present day shows to be in demand. 

T. С. E. 


А Personal Statement. 


I notice in last week's issue of the ELECTRICAL. REVIEW 
my name mentioned in the Personal" column.—* Mr. 
Butler has resigned the position of station engineer ut the 
Dartford U.D.C.’s Electricity Works . . the salary 
is £100 per year, with house, fuel and light." That 
looks very nice in print. I was appointed here as fitter- 
driver at 30s. per week and 8d. an hour overtime on 
November 25th, 1901; then on July 81st, 1902, I was 
made works’ foreman, with a Ps. rise, to supervise the ex- 
tensions and the men's work, maintenance of engines, boilers, 
pipe-work, &c., and also to take charge of the shift from 
3 p.m. to 11 p. m., and do the driving. I was asked by the 
chief to come and live in this cottage in December, 1903 ; I 
agreed on condition that my wages were not reduced, but as 
we had to work overtime through insufficient staff, my over- 
time, worked to the amount of 8s. 6d., should go towards 
the house rent, the same as I paid previous to coming into 
this, aud from December 10th, 1903, till March 23rd, 1905, 
. I have given on the average 9s. 10$d. per week, and have 
had to use my own tools to do the repairs. A set of drills 
and tops were bought a few months back. In August, 1904, 
the refuse destructor and sewage works were placed under 
my supervision, us two drivers were discharged to cut down 
expenses (their wages were 27s. per week), and the’ two 
stoker-drivers received 28. 6d. rise, which brought their 
wages to 30s. per week, to do the extra work. 

This is not the first time I have tendered my resignation ; 
it is the fourth time. Some weeks [ have worked 70 to 80 
hours ; once I was on duty 35} hours, and the last 54 hours 
I kept the town's light going myself, attending to switch- 
board, engine, uud boilers and stoking, and sent for the night 
men to come and relieve me, aud yet I was told by one of 
the committee that Thad got a good job, and I lived rent 
free. It has been so good that I have left it, and have had 
enough of central station experience to last me for some 
time, although I am looking for another situation to 
support my wife and three children. I have 17 years’ good 
references, and a certificate for electric lighting and power 
distribution. | 

J. 7. Butler, 
| Works’ Foreman, 
Dartford, Kent. 
October 10th, 1905. 


Boiler Explosion near Truro. 


One person was killed and another injured by the above— 
a very modest result, taking into account the facts of the 
case. Even this result, however, was clearly shown to be 
due to the incompetence of a particular person who called 
himself an engineer— probably a practical engineer," a 
term dear to the hearts of those whose training has been very 
one-sided and imperfect. This case is but one of many 
which ought to be far more widely known, as then there 
would be more chance of the Government, or properly 
qualified engineers themselves, taking action and making it 
illegal for any person to style himself an engineer and 
practise as such, unless his name were “ on the rolls in the 
same way that medical men's and solicitors' names are. 

Architects and teachers of music have been making & move 
towards getting registration for their callings, though even 
without this precedent, engineers should be prepared to do 
the pioneer work that their profession frequently requires. 
Surely engineering is important enough ? Is it not the 
framework and motive power of all modern civilisation ? 
Imagine the world without any bridges, railways, steamships, 
docks, electric light and power, gas, telegraphs, engines or 
manufactories of any kind! Then why endanger life, and 
hinder progress and manufactures, by permitting incompetent 
people to practise? Such persons have no reputations to 
lose, and no heavy professional training expenses to cover ; 
hence they offer—often in utter disregard for any etiquette 
—to do work at ridiculous fees, such as it is impossible to 


do the work well and safely for. In the case in point the 
„fee“ was 1s. 6d. for inspecting and reporting on a portable 
engine and boiler! The public cannot judge, and, of 
course, are tempted to employ the cheapest man. 

I shall be glad to hear from any engineers who sympathise 
with registration, and who are anxious to improve the status 
of the profession, with a view to taking some action. 


| A. З. E. Ackermann. 
Westminster, S.W., | 
October 9th, 1905. 


Defective Intelligence. 


I note with pleasure the item in the current number of 
the REVIEW with regard to Messrs. Foster's success in secur- 
ing an order at Peckham Rye for their well-known arc lamps, 
but we note that these lamps аге to burn 80 in series on 
200 volts, and if space permits I should be glad to see some 
description of this system of arc lighting in an early issue. 


Ern. E. Stewart. 
London, S. E., Orlober 9th, 1905. 


[We did not say “ 80 in series“; we said the 80 lamps 
would be“ burning in series," and so they will be. Not all 
in one series, however, but in 20 series. It is difficult, we 
admit, to avoid an occasional double entente; witness the 
heading of this letter, which may apply either to our item 
of news which is in question, or—well, nothing that concerns 
us.— Ens. E. R.] | 


Some Arithmetical Questions for Mr. Byng. 


It is all very well for Mr. H. W. Wilson to speak of red 
herrings, and, at the same time, so to turn the title of this 
correspondence as to make it appear that the onus of proof 
lies with Mr. W. Pollard Digby. After all, the original 
cause of the correspondence was Mr. G. Byng's bombastic 
prophetic statement to the Press at the annual general 
meeting of his company; and it would be interesting to 
know why the mantle of this Profit Jeremiah has sud- 
denly fallen on the shoulders of Mr. Wilson. Perhaps a 
further example of the ** mutual confidence" we hear so 
much about. But this by the way. 

Now, Nirs, if the true inwardness of Mr. G. Byng's 
manœuvres be examined, I am sure it would be found 
that he had his tongue in his cheek, and was 
saying, “ What fools these Englishmen are; they don’t 
see what a gigantic. advertisement I am getting, and 
it all costs me nothing." At the risk of adding to Mr. 
(i. Byng’s free advertisement, | would suggest that in future 
he sends his “dicta” to the publishers, like Mr. Raworth 
does; and that otherwise well-meaning ~ correspondents 
avoid the temptation of unconsciously acting as amateur 
G. E. C. advertisement managers. If Mr. G. Byng wants 
Protection for his goods, he must not expect Free Trade 


in advertisements. 
Veritas. 


I have no particular liking for arguments of the fu quoque 
order, but Mr. H. W. Wilson's last letter is really a little 
bit too cool. Talk of red herrings—why, Sirs, if fishy 
metaphors are to be bandied to and fro, Mr. Wilson's inter- 
vention is * very like a whale." Or, in view of his amend- 
ment of the title of the correspondence, his action has a 
parallel in that of the guinea fowl in an Uncle Remus story. 

But, for the reasons stated in my last letter, I really 
cannot go into all the side issues of the fiscal question. I 
did not mean to answer Mr. Wilson's conundrum, but I did 
mean to suggest that his ideas on economie questions were 
somewhat crude. I do not feel inclined to withdraw my 
suggestion, particularly in view of the reiteration of the 
conundrum ** How is it possible to give preference to 
imports of а life-supporting nature without placing 


an import duty on imports of а non-life-supporting 
nature?" I do not feel called upon to juggle 
with its sophistries at this juncture, but would 


observe in passing that Mr. Wilson must һе either 
a very bold man to advance such theories from 
an agricultural centre like Stowmarket, ог else be 
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lacking in a sense of logical justice. He would 
protect the manufacturer by putting an import duty on 
imports of a non-life supporting nature, but would ignore 
the agricultural interest which other protectionist countries 
particularly foster. In this Mr. Wilson seems to be curiously 
out or touch with his fellow protectionists, English, German, 
and polyglot. My main reason, however, for making a 
rejoinder to Mr. Wilson is the question of the need of 
statistics of internal trade. This is one of the crucial points 
- of the question. In my letter of August 26th, I dealt with 
the fact that such statistics were necessary. But Mr. 
Wilson’s memory is as faulty as his logic, or as deficient 
as is his knowledge of economic laws, and he therefore 
glibly suggests that I have introduced the usual red 
herrings,” by referring to the matter in my last letter. 


Statistics of internal trade are necessary if we are to con- 


sider the facta of import and export trade in their proper 
relation to each other and to the needs of our population. 
They have, in fact, everything to do with the case. If Mr. 
Wilson believes that the world can, when considering 
commerce, exist on two dimensions, he should, to be logical, 
affirm that in the manufacture of armour plates for our 


battleships, only two dimensions, either length and breadth, 


or one of these, and thickness were all that was necessary, 
and lack of the third might be made up by a vending of 


Yarmouth bloaters, or recital of Tariff Commission reports. . 


The third dimension is vital to a fair consideration of the 
case. I сап only suggest that the repugnance to the subject 
exhibited by Protectionists is not unconnected with a fear 
of truth and a dread of a right sense of proportion, having 
the effect of demolishing their theories, which, being only 
the product of two dimensions, are the embodiment of 
flimsiness. = : | 
W. Pollard Digby. 
London, October 10th, 1905. 


Lead-Covered Wiring. 


Some time since I read with much interest letters which 
appeared in your Correspondence" column respecting the 
merite and demerits of the steel conduit and' wood-casing 
Systems in wiring for electric light and power installations, 
but, as far as I can recollect, the question of the lead- 
covered system was left entirely out of the discussion. 

In Lancashire I find that lead-covered wiring is being 
strongly advocated by station engineers in preference to any 
other system. I agree that it may be hygroscopic when sunk 
under plaster, and that it is easily subject to mechanical 
injuries, but I shall be very glad to have the opinion of 
some of your readers on the matter. 

1 may say I am a strong supporter of the steel conduit 
system. 

Cecil В. Whipple. 

Liverpool, October 10th, 1905. 


An Overerowded Profession. 


I have read the letter of the editor of the Birmingham Uni- 
versily Engineering Journal which has appeared in your issue 
of the 6th inst., and I must say I am unable to understand 
what meaning is intended to be conveyed in :the last three 
sentences of his letter, but believing that no discourtesy is 
meant, J will say no more. The fact is, I have taken much 
interest in reading about the Birmingham University from 
time to time, and I heartily hope that the founders and 
people of Birmingham may have the satisfaction of seeing 
it increase in prosperity and popularity as the years roll by. 
think, however, that the British public жопа be glad to 
know from the editor of the Birmingham University 
Engineering Journal whether his university undertakes to 
give the practical, as well as the technical, training in any 
one branch of engineering, so that the student on leaving 
the university can be given a certificate to say that he has 
completed a full course of five or six years’ technical study 
aud practical work, and is thereby qualified to practice his 
profession, or to offer himself as a qualified man to any 
employer in need of а properly-trained man. This is what 
I mean by the words complete training." And I mean also that 
if there were twoor three large engineering colleges in England, 
with, say, one in Scotland and another in Ireland, where an 


n 


up-to-date first-class technical and practical training could 
be given, we should not have cause to stand in fear of being 
overtaken and beaten by any other country in either 
engineering skill, quality, or output. There could not be 
* many" such colleges, as the editor of the Birmingham 
Engineering Journal suggests, for the reason that not more. 
than a small number could be made self-supporting. It is 
all very well to talk about technical instruction and splendid 
laboratories, but until the practical training can be given as 
well as the technical, the electrical engineering profession, as 
well as the other engineering professions, will continue to be 
overcrowded, disgraced and dragged down by incompetent 
and insufficiently trained men—men who will work for any 
pay as long as dhere are employers to take them, the quality 
of the work, breakdowns and the public safety, being of 
secondary consideration. Is it not true that there are only 
a few of the big engineering firms who will take any trouble 
over students from technical colleges? And is it not known 
to all that: a firm which advertises for premium pupils has, 
as a rule, but little business on hand ? 

: R. Browne. 
October 10th, 1905. 


Your recently-published correspondence on the over- 
crowded state of the profession has almost without exception 
been devoted to the eternal discussion of the relative merits 
of the different ways of training as an engineer. | 

Fundamental as this question is, however, the differences 
of opinion that are manifested in regard to it incline one to 
the belief that its day of settlement is still as far out of sight 
as ever, and that the number of ways of qualifying as an 
engineer will always be tending towards the infinite. 

In my opinion the function of a technical college is 
simply to render aid to the student in acquiring a sound 
theoretical knowledge, and not to assure himself that he is 
receiving a practical answer to the question, * How can I 
become a practical engineer.” That such theoretical know- 
ledge is necessary cannot be denied; but the manner of its 
acquisition, whether by private study wholly or by the help 
of correspondence or oral classes, is of small concern, prc- 
vided that the fact is realised that a “ complete training in a 
branch of engineering“ is not being received. 

As you yourselves pointed out last week, the most essential 
qualification for an engineer is experience. This brings me 
to a point which J maintain has an importance at least equal 
to tbat of the preliminary training. 

Granted that a young fellow has received his so-called 
“training,” his next step is to obtain a post where he may 
draw a living wage, and yet, what is of more importance to 
him, experience. The majority at the present time take up 
central station work, and for the sake of illustration we will 
imagine our embryo engineer as a shift engineer in a works 
of moderate capacity. He will have much to learn ; but at 
the end of about two years, the limit will have been reached, 
the experience curve will be flattened, and his time will be 
spent in what has become routine work to him. 

Then it is that he must seek for a change, not necessarily 
because he is dissatisfied with his present conditions of 
employment, but because he must consider that it is time to 
move to another class in the school of experience. This is 
the point that must be emphasised : Ais employers should not 
ruin his future career by ату selfish considerations. They 
should reflect that for the sake of the profession, men with 


varied experience are necessary. 


Unfortunately, several cases have recently come under my 
notice, of employers placing serious obstacles in the way when 
their assistants seek to better themselves. — . 

One flagrant instance, not 50 miles from London, is that 
of the chief who refuses testimonials to his shift engineers, 
and instead of speaking in their favour when referred to, 
replies that they are only nominally shift engineers, and 
have no responsibility. This, when they sign the log-book 
as in charge of their respective shifts, and accept all 
responsibility for them ! 

It is a pity that such things are done, not only because 
of the victims, but for the sake of the reputations of the 
chiefs themselves. 

It would be a good thing if, on taking up a new position, 
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one made the stipulation that a testimonial should be given 
at the end of every 12 months. This would obviate the 
often disagreeable necessity of asking, and would indirectly 
benefit the whole profession. 
Perhaps others of your readers" will give their views upon 
the matter. | | 
Epsilon. 


Design of Instruments and Meters. 
After reading Mr. Edgcumbe’s reply to my. “ homily,” I 
. really began to wonder whether it had any reference to my 
letter at all, as I found all sorte of information that was 
quite unasked for, and noticed the conspicuous absence of 
replies bearing on the questions raised. 

Mr. Edgcumbe refers to your issue of September 30th. 
I was not aware that ће ELECTRICAL REVIEW was published 
both on the 29th and 30th of last month. I was at first 
tempted to think that your issue of the 29th was meant, 
but it seemed presumptuous to impute so gross an error to во 
painstaking a critic. 

Mr. Edgcumbe's first thoughts were correct as to my 
meaning with regard to meters with “ball bearings" or 
„magnetic suspension." I should have said watt-hour 
meters. Truly, it is а matter to congratulate oneself upon, 
that really intelligent minds so readily appreciate one's 
meaning, in spite of its being so very obscurely hinted at. 

It is quite refreshing to note that Mr. Edgcumbe thinks 
my previous letter a huge joke; just let him read it again, 
and note, among other things, the latter half of the third 
paragraph, which reads:“ I wonder if the makers imagine 
that switchboard makers and users wish to complicate 


unnecessarily the wiring of their switchboards." Will Mr. 


Edgcumbe answer this query, or will he not ? 

Again, does he not think that a pen using fluid ink, if 
decently designed (and such things do exist) is preferable to 
. an inkless pen with all its attendant complications? 

Mr. Edgcumbe is not quite sure that he understands the 
fifth paragraph of my first letter; I deeply regret his 
inability to do so, but should he care to read it again, I hope 
complete understanding will result. 

His lengthy but vague statements in explanation of the 
virtues of his recorder can hardly be considered in the light 
of an answer to the points I raised. | 

It is to be hoped that the modesty which forbids the 
repetition of the compliments showered. upon them at 
Olympia will be at least as inuch in evidence in the future as 
it has been in the past. 

I think that this reply to Mr. Edgcumbe's letter should 
not call forth а very long epistle from him ; in fact, I believe 
he will be able to answer the above questions in a few lines, 
should such be his desire. We shall then know «ll about 
the “ inkless recorder." | ` И " 


Forelgn Electrical Apparatus. 


I have read with some indignation and surprise the 
article which appeared in the Daily Mirror of the 9th inst., 


headed * Made in Germany," * More Disclosures," &c., 


especially in regard to the following extract :— 


* Electrical fittings which will stand for years in Berlin will not 
survive the London fogs for six months," said Mr. Hirst, the 
managing director of the General Electric Co., to the Daily Mirror. 

“The foreign makers do not reckon upon the disastrous effect 
which our damp climate has upon electrical material.” 

(The italics are mine.) | 


There will, I think, be many in the electrical trade and 


profession who may remember the time when Mr. Hirst aud 


his fellow countrymen acted as agents on behalf of foreign 
electrical manufacturers. The success which attended their 
efforts has, no doubt, enabled them to manufacture a great 
many of the goods they sell in this country, and they would 
evidently like it to be inferred that this applies to everything 
they supply. It would be interesting to know what per- 
centage of the following articles, amongst others, that they 
sell are made in England :—Wires and cables, glassware, 
bell-pushes, insulators, bronzes, fans, lift and other con- 
trollrs. — | 

—. Being myself interested in the importation of some foreign- 
made articles, I write this as a protest against the indis- 


> 


criminate mud-slinging that has been going on, directly and 
indirectly, for so long. Any of the articles above enumerated 
can be made in this country; but if it is necessary, for 


‘reasons of economy, to buy them abroad, the purchasers are 


not justified in, to say the least, adopting towards others the 
attitude indicated in this article. | 
| Anti-Humbug. 


Behaviour of Tantalum Lamps on Alternating Circuits. 


Many hundreds of thousands of the above lamps have now 
been sold, amd a considerable amount of experience with 
regard to their behaviour has been obtained. As a result 
it has been shown that when used on alternating-current 
circuits, the results are not во good ав оп continuous-current 
circuits, the life of the lamp frequently being considerably 
shortened, and the globe showing a tendency to blacken. 
We should be obliged if you would kindly give this informa- 
tion prominence, as we recommend, for the present, that the 
use of tantalum lamps should -be restricted, as far as possible, 
to continuous-current circuits. - ЭЕ 

. Life.—We are frequently asked to state the life of the 


‘lamps. Of course, as regards individual lamps, it is as im- 


possible to make any statement, as with any carbon filament 
lamp, but experience has shown that on continuous-current 
circuits the useful life may bé assumed generally as being 
between 400 and 600 hours, and in many cases it is actually 
even longer, whilst the total life often greatly exceeds 
1,000 hours. + 

2°2-walt Lamps.—We have previously informed you that 
the candle-powers of the lamps of various voltages are pro- 
portional to the standard candle-power of the 110-volt lamp 
(23 British C. P.). We have had many inquiries as to why 
we do not put the 110-volt lamp on the market with а 
candle-power somewhere about 16, the general opinion being 


that 23-c.p. was too high for most requirements, although the 


current consumed is actually less than for the carbon filament 
lamp of 16-c.P. According to present manufacturing 
arrangements, in order to reduce the candle-power, it is 
necessary to have a lower voltage lamp so as to secure the 
same high efficiency. We are now prepared to accept orders 
for 2:2-watt lamps for pressures of 50, 55, 60, 65, 73-75, 
100 and 110 volts. | 

These lamps have a useful life of about double the 
düration of the lamps described above, and give 30-40 per 
cent. less light, with an efficiency at starting of 2:2-2:4 
watts per candle-power. For instance, the 110-volt lamp of 
this type gives a light of about 143 c.p., with an efficiency of 
2:2 watts per candle-power. Its useful life is about 800 to 
1,000 hours, and the total life often reaches 1,500 to 2,000 
hours. With the efficiency mentioned, a lamp having such 
a long useful life is, as you will no doubt agree, a great 
improvement on anything that has been done in connection 
with carbon filament lamps. ! 


For Slemens Bros. & Co., Ltd., 
: V. ZINGLER. 
London, S. W., October 10th, 1905. 
л pet n c : 


LANCASHIRE ELECTRIC POWER SUPPLY. 


THE opening of the Radcliffe Power Station by the Right Hon. the 
Earl of Derby took place on Monday last, in the presence of 
between 300 and 400 guests. They travelled by special train per 
the Lancashire and Yorkshire Railway to Dingley Road, whence 
the Electric Power Co.’s station was reached by a short walk 
along the siding connecting the company's works with the main 
line. The power house was crowded when Lord Derby, started the 
first turbo-generator at one o'clock. Amongst the gentlemen 
present were the Chairman of the company, Mr. F. E. Gripper 

Col. Sir Lees Knowles, Bart., M. P., President of the Institute of 
Mining Engineers; Sir David Richmond, ex-Lord Provost of 
Glasgow ; Sir John O. S. Thursby, Bart., High Sheriff of Lancashire ; 
Mr. C. W. Macara, President of the Federation of the Master 
Spinners’ Association; Mr. J. К. Bythell, Chairman of the Man- 
chester Ship Canal Co.; Mr. J. Е. Aspinall, General Manager of the 
Lancashire and Yorkshire Railway Co.; Mr. Hewlett, Manager of 
the Wigan Coal and Iron Co.; Mr. Alderman Southern (Man- 
chester); Mr. Wigham, electrical engineer; Mr. W. B. Hopkins, 
Mr. R. Matthews (of Armstrong, Whitworth & Co.); Mr. J. 5. 
Raworth, Mr. Sillar, Mr. E. M. Lacey, and others. After Lord 
Derby had set the first turbo-generator in motion, Bir Lees 
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Knowles performed a similar duty for the second. Shortly 
afterwards the company assembled for luncheon in a marquee 
which had been put up close to the works. 

The chair at the luncheon was occupied by Mr. GRIPPER, 
After the health of the King had been given, Lord DERBY 
proposed “The Lancashire Electric Power Co.” Не said 
that everyone who had visited America must have been 
struck with the extent to which the great rivers—and Niagara 
itself—had been utilised for transmitting power. England 
had no rivers capable of furnishing power for the service 
of the industries on their banks; therefore, like men of 
business, they must make the best use of what they had. If the 
coal of Lancashire could, without the expense of transport, be 
utilised for the production of power, almost at the*pit's mouth, a 
great industrial problem would have been solved. The Lancashire 
Electric Power Co. in their admirably equipped works had shown 
what could be done. On the question of cost he could not speak 
with authority ; but that the cost of manufacture, in some trades, 
would be greatly reduced by the use of electricity was incontro- 
vertible. 'There were boundless possibilities for the development 
of the smaller industries of this district; but the public mind 
would have to be disabused of misunderstanding, and possible pre- 
judice. Possibilities of danger must be guarded against. If they 
were bound to carry their high-tension cables all under— 
ground the cost, it seemed to him, in such а district 
as that, would be prohibitive. It remained to be seen how 
far public opinion would sanction the transmission of current other- 
wise. There was no reason why it should not, if proper safeguards 
were provided ; and he was convinced, so far as that company was 
concerned, from all they had seen, that everything possible would 
be done to ensure safety. The use of electricity in place of steam 
might be discussed from the point of view of its effect on the 
atmosphere. Electricity as a motive power had a great future, in 
small as in large industries. Everyone who helped it forward 
would confer a benefit on industry, not only on the score of 
economy but also in promoting the health and general well-being 
of the community. 

The CHAIRMAN, in responding, expressed the pleasure of the direc- 
tors in meeting so large and representative a gathering of Lancashire 
men. It showed the great interest that was taken in that particular 
industry. The distribution of electric power (the chairman con- 
tinued) was attracting the attention of the country in general, and 
in no part of the country was it attracting more attention than in 
Lancashire; because they looked upon Lancashire men, from the 
mechanical standpoint, as the leaders of the country. It was no 
use providing an electrical supply unless they could do it cheaply. 
The manufacturer or colliery-owner, in providing power, took a lot 
of persuading before he would adopt anything new. Не wanted to 
be shown that he was going to gain in one of two ways—either he 
must save in expense or in the matter of convenience. In either 
case, if they showed him that he was going to make a considerable 
saving, he was amenable to advice, and prepared to adopt the new 
system. As far as plant was concerned, their engineers had provided 
machinery of the most modern type. It would be a revolution to 
many to see 2,000 н.Р. crammed into the small space occupied by 
one of those turbines—so different from the practice of Lancashire 
engineering that they had been used to in the days gone by. They 
had installed, or were about to have installed, four turbines capable 
of developing 6,000 kw., and they had already, on opening the 
station, got applications that would absorb more than half the 
available power. Promoters of power schemes had always claimed 
as one of their greatest advantages that a cheap supply of elec- 
tricity could be brought into districts which otherwise would 
present no special attraction for manufacturers to come and settle. 
In this particular case of Radcliffe they had an example. They had 
already arranged for the supply to a new works which was going to 
be brought within a quarter of a mile of their station which 
would absorb 1,500 or 2,000 m.p. That industry would never 
have come to Lancashire if the Electric Power Co. had not been 
there. There were other applications of a similar kind likely 
to come to business. In these ways they might fairly claim that 
they were doing good to this district. 

Mr. T. О. CALLENDER proposed “ The Guests." 

Col. Sir Lees KNOWLES, M. P., in responding, referred to himself 
as representing in a sense both the coal and cotton industries. At 
Pendlebury, he said, there was a mill built before he was born by 
his great uncle, Robert Knowles, and side by side with it there 
was now one of modern type—such as he had seen in America— 
containing 75,000 spindles, electrically equipped, and without a 
chimney. It had been started that day. The existence of those two 
mills side by side was to him most extraordinary and significant. 
. The modern mill was a monument of progress. Instead of water, 
coal had been used, and he, for one, had a sympathy with the use 
of coal. They had heard from the chairman of a new industry 
which was about to be introduced into South-East Lancashire. 16 
was the aluminium industry. He was not quite sure what could be 
done with old establishments—collieries, for example— which had 
been long worked under other systems. Не was interested in 
collieries at Pendleton, опе of them the deepest in the United 
Kingdom, and he: doubted if it would be worth their while 
to remove the old plant and substitute for it something that was 
entirely new ; but he certainly thought it would be worth while for 
anyone sinking a new pit, or building a new mill, to turn his 
attention to electricity. Не wished the Electric Power Co. all 
prosperity. 

Sir DAVID RICHMOND proposed “The County and Trade of 
Lancashire," and Sir JoHN THURSBY responded. 

Mr. С. W. Macara also responded, as representing the Lancashire 
cotton trade. He was glad that among other industries an experi- 
ment was to be made with the electrical driving of a cotton mill, 


and he had no hesitation in saying that this would be watched with 
the keenest interest, especially at a time when a great extension 
was taking place in mill building. 


The company, after drinking to the health of the consulting. 


engineers, made an inspectien of the works, and then returned by 
special train to Manchester. 
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BUSINESS NOTES. 


The Bijur Storage Cell.—The accompanying illustra- 
ion shows a new form of plate invented by Mr. Joseph Bijur, of 
New York, U.S.A. The essential features of this plate consist in 
its being made up of small separate sections, each of which is free 
to expand, while it is firmly welded to a strong supporting grid. 
Automatic machinery has been devised by the inventor for pro- 
ducing the sectionszat low cost, laanew method of welding the thin 
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parts of the sections to the heavy grids has been evolved, and a 
new process of formation has been adopted. It will be noticed 
that the sections consist of numerous small compartments, which 
are practically filled with peroxide by the process of formation. 


. It is claimed that buckling cannot take place, and that the electro- 


lyte has perfect freedom for diffusion through the plate, while 
greater capacity is secured, together with a greater reserve of lead. 
The battery is being placed on the market by the GENERAL STORAGE 
BATTERY Co., of New York, under the name of the Bijur “ High- 
duty " type. 


Battery Contracts.—The A.B.P. ACCUMULATOR Co., 
Lrp., of Stockton-on-Tees, have just completed the following 
contracts :— 

60 17-plate З Type Renewal Sections for Blackpool Winter Gardens. 

256 pete S Type Cells for Handsworth U.D.C. 

60 9-plate M Type Sections for the Barry Railway Co. 

60 Cells 21-plate 8 Type for Silksworth Hall. 

60 Cells 17-plate 8 Type for Brompton. 

54 Cells 11-plate S Type for Ivybridge. 

86 Cells 888 9-plate Type for the S. Y. Calanthe. 
They have also booked the following :— 


5A E eris 8 Type Cells for Portishead. 
55 7-plate S Type Cells for Chester, and 
54 11-plate 8 Type Sections for Wilmslow, near Manchester. 


Correction.—In the notice which appeared in our issue 
of the 29th ult., regarding small lighting sets, the title under 
the illustration read :—“ REgAvELL-VEnrTY" lighting set. As a 
matter of fact, the illustration was reproduced from a photograph of 
one of the L.C.C. River Steamer Lightiug Sets, for which the 
dynamos were made by the Thames Ironworks, Electrical Depart- 
ment. 1 


“ Premier“ Accumulators.—We have received par- 
ticulars of a number of tests on the new storage cell invented by 
Mr. A. Schanschieff, which appears to give remarkable results. 
The PREMIER ACCUMULATOR Co., of Military Road, Northampton, 
is taking up the manufacture of these cells, 
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We are informed that a 7-plate cell, each plate measuring 8 x 
8} in., can be fully charged, repeatedly short-circuited until zero 
voltage is shown, and then recharged ; after this drastic treatment 
а capacity of 192 ampere-hours is given with a 12-hour discharge, 
and 85 ampere-hours if the cell is discharged in one hour, The 
plates are of the Faure” type, and a cell such as that described 
above weighs 48:5 lb, The above-mentioned results were obtained, 
amongst others, from a cell which had been charged and discharged 
200 times, and short-circuited for from one to four days. 

We understand that a new Planté plate, for making which 
special machinery has been devised, is also under test. 


Book Notices.— 7% Romance of Modern Mechanism. 
By A. Williams. London: Seeley & Co. 1906 (sic) Price 5s. 
net.—This is one of a series of popular works, of a kind which may 
be welcomed as well adapted to arouse the spirit of inquiry, and 
to awaken the interest of readers unversed iu scientific and tech- 
nicallore. Even those others who are expert in such matters will 
fnd many things worth reading in these books, for no one 
is expert in everything, and the expert in electricity, for example, 
not having leisure to scan text-books on petrol motors, the machinery 
of ships, the handling of grain, &c., may well find recreation in a 
popular treatise dealing with these subjects— provided always, and 
essentially, that the author knows what he is about, and docs not 
disgust the reader by technical solecisms which the latter, although 
engaged iu other walks of engineering, can readily detect. While 
electrical apparatus frequently crops up in the book before us, there 
is not a great amount of purely electrical matter, probably because 
this is to be dealt with in а separate volume by another author; 
however, on the lines that we have indicated above, this fact may, 
perbaps, be regarded as an advantage rather than a drawback. The 
book would make an excellent gift or prize for a boy. It might 
with advantage be furnished with & greater number of illustrations, 
to explain descriptions in the text. 

Electricity in the Service of Man. By Dr. R. M. Walmsley. 
London: Cassell & Co. 1905. Part I.; price 6d. net.—This popular 
treatise, to which Dr. Walmsley has imparted new life and 
vigour, was revicwed in our columns some time ago, and is now 
being brought out by the publishers in fortnightly parts; we trust 
that it may thereby gain a wider circulation, such as it deserves. 

" Boletin de la Cuarta Seccion de Jeografia i Minas.“ Мау, 1905. 
Santiago de Chili: Direecion Jeneral de Obras Publicas. 

“The Elements of Electrical Engineering.“ 
Third edition. London: Crosby Lockwood & Son. 7s. 6d. net. 

Berechnung und Entwurf Elektrischer Maschinen, Apparate 
und Anlagen," by Dr. F. Niethammer. Vol. III.—" Elektrische 
Schaltanlagen und Apparate samt Grundlagen zur Projektierung 
Elektrischer Anlagen." Stuttgart: Ferdinand Enke. M. 16. 


Theft at Olympia.—On Friday night last, we are 
informed, some miscreant, who must have suffered severely from 
cacocthes scribendi, appropriated about £70 worth of Waterman 
"Ideal" fountain pens from the stand of MESSRS. TOLLIT AND 
HARVEY. 


Trade Announcements.—The CRATHORNEH AND GREEN 
MANUFACTURING Co., manufacturers of the Meridian“ arc lamps, 


have removed their head office and works to larger and more con- 


venient premises, situated at Wagner Street, Old Kent Road, S.E., 
to which address all communications should be sent. 

Messrs. FALCONAR, Cross & Co., of 4, St. Nicholas Buildings, 
Newecastle-on-Tyne, have taken over the whole of the business 
lately carried on by Mr. S. H. Gowdy, electric [ght and power 
engineer, at 59, Grey Street, Newcastle-on-Tyne. 

Messrs. JAMES WILLING, JUN., LTD., newspaper advertisement 
contractors, have removed their West End branch from Piccadilly 
to 73, Knightsbridge, London, S.W. 


Dissolutions and Liquidations. — ELECTRICAL FIT- 
TINGS Co., LTD.—4A meeting is to be held at 65, London Wall, E. C., 
on November 10th, to hear an account of the liquidation from the 
liquidator (Mr. J. D. Pattullo). 

Messrs. SPEARING & STARK, electrical engineers and contractors, 
19, Broadway, Wimbledon, S.W., have dissolved partnership. The 
business will be continued by Mr. Spearing under the title of 
Spearing & Co., to whom all future communications should be sent. 


German Electrical Trade during the first half of 
1905.—An interim report on German trade and industry for the 
six months ending June 30th has just been issued by the Forcign 
Office. Despite the coal strike, the home demand in other indus- 
tries was good, and the electrical industry was well employed. In 
regard to the electrification of the railways, Mr. Consul-General 


Schwabach, who has prepared the report, states that progress in 


this direction is confined to a few suburban lines, no decision 
having been arrived at with regard to long-distance railways. Plans 
are said to be under consideration for the introduction of electric 
services between Diisseldorf and Cologne (23 miles) and Berlin- 
Hamburg (185 miles). In the various items of export trade of 
which details are given, mention is made of electrical machinery, 
the exports during the period under review weighing 6,632 tons, and 
being valued at £530,600. Particulars are given of the new 
* Purchase Office for Electrical Works," which was established in 
January, 1905, by 28 members of the Vereinigung der Electrizi- 
tiitswerke. Its principal object is to buy for joint account materials 
required by electrical works, and it also collects manufacturers’ 
offers, and settles buying and delivery conditions with them. 
Members are obliged to meet exclusively through the oftice their 
ordinary requirements for ordinary carbon filament incandescent 
lamps, and such other materials as may be decided upon at а 
general meeting. 


By T. Sewell. 


Consular Notes.—GreEkcek.—The German Consul in 
Athens in & recent report states that the cotton mills and lead- 
washing establishments at Lausium are substituting suction gas 
engines for steam-power, and are favouring German rather than 
British plants. The Compagnie Francaise, of Luusium, are pro- 
posing to install an electro-magnetic plant for the separation of 
the metal-holding residues from lead washing, and have entrusted 
its erection to a German firm. The Compagnie Hellenique 
d'Electricité System Thomson- Houston, to which was entrusted the 
work of applying electric power to the Athens-Piræus Railway, now 
proposes to convey electric power for lighting purposes to Patissia 
by cable and thence overland to’ Kephissia and Tatoi, the summer 
residence of the King. The works are in course of construc ion. 
The works for the conversion of the tramways from steam to elec- 

“trical working are in course of construction, but have not yet been 
completed. The application of electricity to the Athens-Piræus 
Railway has been very satisfactory, but great complaints have been 
expressed regarding the rolling stock. 

SPAIN.— The German Consul at Seville reports that the imports 
of German electric lamps have increased rather than diminished, 
owing to the fact that the factory which has been erected in that 
town has not yet been get to work. 

Mrxico.—The German Consul at Guadalajara (Mexico) reports 
tbat both the tramway companies їп the town, which have a length 
of line of 40 kilometres and 11 kilometres respectively, are actively 
considering plans for the introduction of electrical power. The La 
Electra Co. is said to have arranged with an American electrical 
company for the carrying out of these works. The company named 
has also the concession for the lighting of the towa. The Consul 
also states that the adoption of ele:tricity for lighting streets and 
dwellings is also gaining ground in the neighbouring towns. The 
industry is in a very favourable position, owing to the large quantity 
of water-power available. All the larger factories and cven the 
smaller ones have gradually given up the use of steam power. 
Several electrically driven maize mills have recently been crected 
for the production of Nixta" meal, which is used for making 
Tortilla“ maize bread, one of the chief foods of the lower 
classes. This method does away with much hard female labour, as 
on the old principle the corn was ground by means of stones. 

ITALY.—In Salerno and district there is a not unimportant 
demand for electrical material of all kinds The electric works at 
Tusciano are already finished, and electrical power is being used 
generally. Many of the macaroni factories are run by electricity, 
and a large landowner has applied electricity to ploughing and 
other agricultural work. Electric lighting is to be undertaken in 
several towns. Up to the present electrical materials have been 
obtained chiefly from Germany and the United States. 


Acheson Graphite.— The INTERNATIONAL ACHESON 
GRAPHITE Co., of Niagara Falls, New York, with the recent com- 
pletion of a large extension equipped with the most modern 
electrical and mechanical appliances and machinery, has doubled 
the capacity of its plant for treating graphite in {һе electric 
furnace, and has closed a contract with the Niagara Falls Power Co. 
for another 1,000 н.р. of electrical energy in addition to the 
1,000 н.р. previously used. The commercial importance of this 
artificial graphite may be estimated from the fact that the United 
States Geological Report for 1904, states that for that year the 
value of Acheson graphite produced was $217,790, while all the 
graphite mined in that country amounted merely to $341,372. New 
York State, which is considered rich in deposits, according to the 
oflicial report of, 1904 producec natural graphite worth $119,509. 
Acheson graphite is largely used in the manufacture of metal pro- 
tective paints, dry batteries, stove polish, packing, and as a 
lubricant. The electro-chemical processes also consume an 
extensive supply of Acheson graphite electrodes. 


Transporter Bridge for Warrington. — MESSRS. 
THOMAS Ртасотт & Co., of Birmingham, makers of pipes, tanks and 
steel structures, have obtained an order for a transporter bridge at 
Warrington. 2E 


The Alleged Electrical Frauds Case.—The further 


hearing of the charges against Leslie, Cheesman, Webber and 
Rosenberg of conspiring to defraud electrical firms in the City, 
occupied Alderman Sir John Bell, at the Guildhall, on Friday last, 
when further evidence was given. ^ 


For Sale.—On October 24th, 25th and 27th at Bradford, 
Mr. Arthur Haley will offer for sale by auction the stock, installa- 
tions, patent rights, &c., of Edmondson & Purdom, Ltd., electrical 
and mechanical engineers, now in voluntary liquidation. Some 
particulars appear among our advertisements to-day. 

Messrs. P. Huppiuston & Co. will, on October 19th, offer the 
stock of an electrical engine:r for sale by auction at Manchester. 
Some particulars appear among our advertisements to-day. 


Nernst Lamps.—A tiny booklet (No. 181) entitled 
„Some Light Talk," has been issued by the ELECTRICAL Co., LTD., 
for distribution to small contractors and private consumers. It 
gives, in brief, information about the lamps, poiuting out their 
advantages, and explaining how to overcome difficulties sometimes 
experienced. The great saving effected by Nernst lamps is clearly 
demonstrated, when an entire installation of existing lamps is 
replaced by Nernst lamps, and the company guarantees such iustal- 
lations in full for a week's trial, and undertakes to replace all lamps 
without any charge whatever, if the claims about saving in current 
or increase of light are not verified by the test. 
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Imports of Foreign Telegraph Cables.—The value of 
the foreign telegraph cables imported into this country during last 
month amounted to £4,319, bringing up the total for the first nine 
months of the year to £39,610, as contrasted with only £33,036 in 
the corresponding period of 1904. 


Asbestos Cement.—We have received a sample of fire- 
proof asbestos insulating cement, for which high qualities are 
claimed. It is supplied by Mr. С. A. LINE, of 81, Albert Street, 
Birmingham. The sample, 44 in. thick, is stated to have withstood 
a pressure of 2,500 volts. ! 


Exports of British Electrical Machinery,—September 
proved ta be rather a quiet month as regards the exportation of 


electrical machinery from this country, the returns just issued . 


showing a total of only £39,605, as contrasted with £46,426 in 
August last, and £47,777 in September, 1904. For the year to 
date, however, the shipments are, however, well in advance of those 
of last year, being £473,064 for the nine months ending with 
September last, an increase of £118,558. 


Milan International Exhibition, 1906.—The first 
Italian International and Universal Exhibition will be opened in 
Milan on April 15th next. It willibe on a large scale, and the 
success of its International character bas becn already assured hy 
the participation of France, Germany, Austria, the United States, 
and other leading countries. "There will be nine International, and 
one National, Sections as follows :— ' 
Land transportation—æronautics—meteorology. 

Sea and river transportation (including ship's models). 
Social economy. 

Manufacturing and decorative arts. 

Miscellaneous industries (machinery in motion). 
Retrospective transportation exhibit. 

. Fisheries and pisciculture. 

8. Agriculture. 


9. giene. 
10. Fine arts (national). : 

A British Commission has been formed under the auspices of His 
Majesty's Government, which has made a grant of £10,000 for the 
creation of a British Section. In spite of the shortness of time at 
its disposa], the Commission has secured in the various buildings, 
space which, both in regard to area and position, will place this 
country on an equality with the various other foreign nations who 
will participate. Mr. Arthur Serena is hon. Executive Commissioner 
for the British Commission, and letters regarding space should be 
addressed to him at the London Chamber. of Commerce, Oxford 
Court, Cannon Street, E.C. 


Catalogues and  Lists,—Max Kohl., Adorferstrasse 
20, Chemnitz, i. S.—A very elaborate catalogue of 882. pages 
abounding in illustrations which show a great and interesting 
variety of apparatus for physical laboratories and preparatory 
rooms, experimental switchboards, accumulators, chemical balances, 
sciopticons, mercury air pumps, thermometers, induction coils, 
electric measuring instruments, X-ray outfits, vacuum tube apparatus, 
wireless telegraph and telephone apparatus. A recital of the mere 
titles of the different departments would occupy more space than 
we can spare ; we must be content with remarking that the volume, 
which is very finely and strongly bound, is an excellent collection 
of the thousands of details coming under the category of physical 
scientific apparatus. The letterpress is chiefly in German, but 
partly in French, and some essential parts are rendered in English. 
An accompanying eight-page pamphlet gives particulars of prices. 

MESSBS. ALEXANDER RITCHIE & Co., 12 and 13, Upper Thames 
Street, E.C.—Catalogue of cast-iron pipes, air-tight inspection 
covers, skylights and sanitary appliances. 

PORTABLE ACOUMULATOBS, LTD., 210, Shaftesbury Avenue, М.С. 
—Price list No. 5, particularising and illustrating single cells and 
complete Tudor batteries in glass and ebonite, fitted with heavy 
discharge plates. Only cells of small capacity are included, but 
the same class of cell is manufactured up to 600 ampere-hours and 
above. | 

Messrs. GEO. R. Ousty & Co., 7, Bunhil Row, E.C.—List 
illustrating, describing, and giving prices of single and double 
flexible arm electric desk lamps. 

Mr. A. P: LUNDBERG, Pioneer Electrical Works, Liverpool Road, 
N.—A number of recently issued pamphlets illustrating many 
Lundberg specialities, including armoured plugs, the Pivot” 
intermediate switch, the “ Duplex” and special tumbler switches, 
the pivot combination, and their various adaptations. 

The WANDSWORTH ELECTRICAL MANUFACTURING Co., LTD., 9, St. 
Paul’s Square, Birmingham.—This is a 28-pp. illustrated catalogue 
of the Wandsworth ” tumbler switches, switch covers, wall plugs, 
counterweight sets, cut-outs, fuseboards, &c. We described some 
of the firm's switch manufactures in our "New Devices, Fittings 
and Plant“ section last week. 


eee оюм 


Nmoke Nuisance.—The British Westinghouse Co. were 
fined 10s. and costs, and £5 5s. extra costs, by the Manchester County 
Stipendiary, on 5th inst., for allowing black smoke to emit from 
their chimney in Trafford Park on August 3rd last. 

There were 19 summonses against the British Westinghouse Co., 
and 19 against the Metropolitan Railway Co., heard at Willesden 
Police-court on 5th inst, for not complying with orders of the 
Court to abate a smoke nuisance. The informations, laid by the 
Willesden District Council, referred to one chimney shaft only, at 
the railway company's works at Nensden. It was urged for the 
defence that an expert had been specially brought over from America 
to stop the emission of black smoke from this shaft. So far he had 
not succeeded, and further steps were being taken. А fine of £1, 
and a guinea costs, was imposed on each of the 38 summonses, 


Bankruptey Proceedings,—G. & J. S. RoBsSON.—À 
receiving order was made on October 3rd against G. & J. S. Robson 
(Robson, Robson & Co., electrical engineers, Newcastle-on-Tyne), on 
debtors’ own petition. The first meetiug is to be held on October 


. 14th, and the public examination on October 19th, both at Newcastle. 


ROBERT PRrES.—On Monday, at the London Bankruptcy Court, 
Mr. Egerton S. Grey, Assistant Official Receiver, presided at the 
adjourned first meeting of the creditors of Robert Pries, electrical 
engineer and sundriesman, lately carrying on business at 75, City 
Road, E. C., under the style of Durtnall & Pries. The debtor left 
England for Germany before the proceedings were instituted, and 
he has now written from 28; Victoria Street, Altona, to the Official 
Receiver, giving the usual particulars required by the department. 
It appeared therefrom that he commenced business in October, 1901, 
with some cash capital and a small stock at Canterbury. From 
October, 1901, to April, 1902, he traded in partnership with Mr. 
A. H. Durtnall, and subsequently alone, but under the old style of 
the firm. On June 7th last he executed a deed of assignment iu 
favour of Mr. J. R. Woodley, 30, Wood Street, covering the stock, 
fixtures, fittings, office furniture and book debts. His liabilities at 
that time amounted to about £1,500. The stock, purchased at a 


cost of about £750, was sold under an execution levied the day 


before'the deed was signed, and fetched less than £200, whilst the 
fixtures, fittings, electrical installation, lift, &c., which had cost 
over £300, were claimed by the landlord. А petition was filed 
jointly by Hans Newman & Co. and John W. Sutcliffe & Co., Ltd., 
the act of bankruptcy alleged being the execution of the deed of 
assignment, and on September 6th a receiving order was made by 
the Court. When in England, the debtor resided at 46, Calabria 
Road, Highbury, and 82, Bunhill Row, Е.С. He attributes his 
insolvency to shortness of capital, stagnation of business with con- 
sequent small turnover and large expenses, and to tbe loss of £150 
during the last 18 months through bad debts. The chairman 
announced that, in the absence of any resolution by the creditors, 
the matter would remain in his hands to be wound.up.in the 
ordinary manner, the debtors public examination being fixed 
for November 3rd. The following proofs of debt have been 


lodged :— 
American Radiator Co. .. bs m T 24 .. 41415 8 
Finsbury Borough Council. КР aa n Re: B 16 10 
Suteliffe & Co., Ltd., J. W., and Peltisohn, John.. .. 169 16 9 
Warner, J. and G. A з eh vs : ds 82 12 6 


A. J. EARP.—At Poole Bankruptcy Court on October 4th, before 
Mr. Registrar Salter Dickenson, the examination of Alfred John 
Earp, electrical engineer, of 12, Palmerston Road, Boscombe, took 
place. The accounts showed gross liabilities, £827 4s. 5d. ; un- 
secured liabilities; £794 88. 11d.; assets, £306 19s. 4d. ; deficiency, 
£487 9s. 7d. Debtor gave as the cause of his failure “ undue 
pressure by creditors." The Official Receiver asked him whether 
it was not rather due to the fact that, whilst the net profit from the 
business from August 15th, 1904, to the date of the receiving order 
was but £51 4s. 2d., the household expenses alone came to £208 
13s. 9d. Débtor replied that the latter were not in any way very 
extensive. He asserted that he had had to pay builders, in whore 
places he had done electrical work, secret commissions of 10 per 
cent. and an additional 24 per cent. to get the money. Such 
payments in a large measure accounted for his difficulties. The 
Official Receiver observed that it was money improperly paid out, 
and the Registrar said that the wretched system of secret com- 
missions was nothing more nor less than daylight robbery. The 
examination was closed. 

GEORGE WEBBER, lronmonger, Putney.—On 9th inst. at Wands- 
worth County Court, an application was made by Mr. Tweedie 
Smith, on behalf of the trustec in this case, in which it was stated 
that the bankrupt had been prosecuted. The trustee, finding that 
there were many things requiring explanation, had obtained а 
private examination of the debtor before the Registrar. The debtor, 
however, had refused to answer questions unless they concerned 
matters which were far away from any point which might in- 
criminate him, and the Registrar had consequently reported his 
contumacy to the judge. Although this was an application to 
attach the debtor for disobedience, he (Mr. Tweedie Smith) was 
willing that the matter should stand over, pending the result of the 
criminal proceedings. Mr. Cooper Willis, on behalf of the debtor, 
said he had come thcre prepared to argue that the questions put to 
the debtor when before the Registrar were improper questions, and 
were obviously put for the purpose of entrapping the debtor. He 
agreed that it was quite desirable that there should be an adjourn- 
ment. The application was then adjourned, pending the completion 
of the criminal proceedings. 


Electricity in Australian Government Printing 
Offices. —Weread in Australasian Hardware that MESSRS. LAURENCE 
AND Hanson, of Sydney, recently secured the contract for the com- 
plete equipment of the Government printing and other offices with 
electric motors, ranging from 4 up to 10 н.р. In all 57 motors are 
to be installed, running at 480 volts, the current being supplied 
from the city Council's mains direct. This contract was placed in 
May last, and within three months from that date 54 motors had 
been delivered, and the bulk of them are now running. "The motors 
were manufactured by the General Electric Co., Ltd., at Birming- 
ham, and are of the enclosed type. 


Rubber Concessions.—Tenders are being invited at the 
office of the Tender Board in Natal, till Monday, January 1st, 1906, 
for the lease of one or more sections in the Ingwavuma district of 
the province of Zululand, Natal, for the purpose of rubber 
extraction. A copy of the last report of the Conservator of Foresta 
may be seen at the оћсе of the Agent-General for Natal, 26, 
Victoria Street, London, S.W. 
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Hygienic Telephones.—We recently recorded the 
introduction of a combined telephone transmitter and receiver 
without a mouthpiece, the object being to obviate the lodgement of 
disease germs in the latter. We have little sympathy with the 
frequently recurrent agitation in this direction, for it has been proved 
more than once—notably by Dr. Collingridge—that there is по 


G. H. C. HYGIENIC TELEPHONE. 


danger of infection from this source, though a much-uxed mouth- 
piece acquires an unpleasant odour. However, we are now informed 
that the General Elcctric Co., Ltd., is about to place on the 
market another instrament designed to overcome all such objections, 
there being no moutbpiece or sound director whatever ; apertures 
in the metal case give free admission to the sound waves, and good 
speaking is obtained without removing the instrument from the 
ear. The accompanying illustration shows the appearance of the 
instrument. 


Theft.—For stealing cable ends, the property of the 
Bristol Corporation, John Brown, 57, storekceper, was sentenced to 
14 days’ hard labour for one offence, and a month on a second charge; 
a labourer named Jolin Langton, 64, was sentenced to seven days’ 
imprisonment. 


Italy.—A company has been established in Milan, under 
the name of the “Societa Idroellettrica Briantea,” for the pro- 
duction and distribution of electrical energy and its application to 
various industries and plants. The capital of the company is fixed 
at 1,000,000 lire in 10,000 shares of 100 lire, with the option of 
increasing the capital to 1,500,000 lire by deliberation of the board 

of directors. 


LIGHTING AND POWER NOTES. 


Australia.—NrewcasTLE (N.S.W.).—The City Council 
decided some time ago to increase its electric lighting plant, and a 
tender has been accepted for the erection of two B. and W. boilers, 
at a cost of £1,343, as well as a further tender for additions to the 
buildings costing £646. The Council intends to borrow £5,000 to 
complete these extensions. А garbage destructor may be erected 
to work in conjunction with the electricity plant, and this will 
entail the expenditure ofan additional £5,000. 

MELBOURNE (VicToria).—An additional 750-K w. р.с. steam 
generator is being obtained by the City Council from Messrs. 
Crompton & Co., at a cost of £5,250, exclusive of duty. Tenders 
have also been invited for the supply of 140 new flame arc lamps to 
be substituted for some of those now lighting the city streets. 

FREMANTLE (W.A.).—Contracts have been let in England for 
six electric gantry cranes and 10 electric capstans for the wharves, 
at a total cost of £9,850.— Australasian Hardicare and Machinery. 


Barry.—A Cardiff paper states that the U.D.C. has 
decided to postpone for the present the question of promoting a 
Bill, and to apply for an extension for five years of the present 
agreement with the South Wales E.P.D. Co., which expires in 
July next. 


Blackburn.— From September 16th to 23rd inclusive, 
an Electrical Exhibition was held at the Exchange Hall, under the 
auspices of the Corporation Electricity Committee, and organised 
by Mr. P. P. Wheelwright, the borough electrical engineer. The 


electric light fittings and accessories, and the small motors for 
driving and domestic purposes that were on view, formed an excel- 
lent display, which was made up entirely of exhibits by local and 
East Lancashire firms. The exhibition was visited by 13,000 
people during the one week it was open, and proved an interesting 
and popular attraction to the borough. 


Bunerana, co. Donegal.—On the 5th inst. the formal 
inauguration of a public and private electric lighting supply for 
the town took place. Mr. Swan, a local mill-owner, and his sons 
are responsible for the project. There was a large number of 
visitors, and after the ceremoriy а luncheon was partaken of at 
the Lough Swilly Hotel. The water-power of the river has been 
utilised for running two turbines, each of a capacity of 60 в.н.ь., 
under a head of 60 ft. at a speed of 780 r. p. m.; these are dircet 
coupled to two Crompton dynamos, each with an output of 80 
amperes at 500 volts. As a stand-by, when water is scarce in 
summer, an .80-н.р. suction gas plant has been supplied hy 
Messrs. Wm. Grice & Son, of Birmingham. Ooupled to this is a 
45-к W. motor-generator, to be used either ав a dynamo for lighting 
the town, or as a motor for running the mill. The G.E.C. supplied 
the switchboard. The three-wire overhead distribution system has 
been adopted, the public lighting circuit being independent 
of the private supply. Arc, Nernst, and incandescent lamps 
have been installed. The contractors for the power plant were 
Messrs. James Gordon & Co., London; Mr. J. F. Maryon, 
London, and Mr. L. J. Lawless were engineers to the scheme. A 
local company has been formed under the title of the Buncrana 
Electric Supply Co. | 


Coal Mining.—An electrical installation has been put 
down at the Hulton Colliery Co.’s new Pretoria pits adjoining 
Hulton Park, near Bolton. 


Continental Notes.—SPAIN.— A concession- for the 
installation of a hydro-electric power plant on the banks of the 
River Espinalvet (Barcelona) has been granted. 

GxRMANY.—An clectrically operated rolling mill for the produc- 
tion of ship plates has just been installed at tho Baroper Walzwerke, 
Baro + 


р. 
IrALy.—Powers have been obtained for the erection of a 
water-power plant on the River Topino Chiago (Perugia) for 
generating electrical energy for lighting and power purposes in the 
Tevere district. 


Crook.—The Lighting Committee has reported that a 
representative of the Cleveland and South Durham County Electric 
Power Co. has explained his company's proposals for the supply of 
electricity within the urban district. The Committee recommends 
that the Council apply for a prov. order at the expense of the 
power company, and that an agreement be drawn up to indemnify 
the Council against all or any expense incurred thereby. The 
U.D.C. has decided to hold а special meeting; in the meantime 
the agreement is to be drawn up and presented at the meeting 
for approval. 


Dewsbury.—The Corporation Sanitary Committee’ is 


considering whether it should extend the present refuse destructor, 


or put down an entirely new plant, to work in conjunction with 


the clectrical plaut. The destructor now used is at one end of the 
town, and the electricity works at the other. 


Dudley.—At a L. G. B. inquiry held last week into an 
application of the T.C. for sanction to borrow £21,000 for purposes of 
the E.L. undertaking, Mr. H. Ross Hooper, the inspector, severely 
criticised the method of keeping the accounts, and dealing with the 
loans sanctioned. Of the loan now asked, £6,000 was to cover the 
excess expenditure on previous loans dating as far back as 1899. He 
said a debt was incurred in 1899 which on March 31st last had not 
been paid off. The debt had gone on year after year; there had 
been an overdraft at the bank, and yet the accounts had been 
certified as correct. Mr. Hooper stated that it appeared to him 
that it was only about 12 months ago that the necessity for 
allocating each item of expenditure to its specific loan was 
realised; he felt very sceptical about the accounts, and would 
have to investigate them seriatim. Unless, he added, he was 
satisfied in every detail, he would not be prepared to recommend 
that sanction be given for the negotiation of the present loan. The 
inquiry lasted six houra. 


Dundee,—On the night of October 5th, owing to a failure 
of one of the lead-covered cables in one of the outlying districts, 
which were laid a few years ago, a bad fire was started in one of 
the manhole boxes in Scouringburn, and threatened to ignite the 
adjacent buildings. It being impossible to disconnect this length 
of cable during such a heavy short circuit in the old type of dis- 
connecting boxes, owing to their small size and their being in deep 
manholes, it was necessary to shut down a large part of the town at 
the station for a few minutes, to allow of the disconnection of the 
faulty length. The fault was not due to bad cables, but to the way 
in which they were laid. 


Farnworth.— The U. D.C. has resolved that the following 
charges for electricity for power purposes shall come into force :— 
For the first 500 units per quarter, 28d. per unit; for the next 1,500 
units per quarter, 144. per unit; all over 2,000 units per quarter, 
1d. per unit, subject to a discount of 4d. per unit if the accounts are 
paid within 21 days. 


Greenock,—The Т.С. has appointed a small com- 
mittee to inspect electric lighting installations combined with 
refuse destructors. which have been erected by municipalities in 
Scotland. | 
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Handsworth.—The opening ceremony in connection 
with the U. D.C. electricity works,took'place'on Monday last. Sir 
Alex. Kennedy is the consulting engineer to, the scheme, which has 
been completed at a cost of.about £45,000. Mrs. Holdsworth, wife 


of the chairman of the Council, unveiled a tablet near the main 


entrance, and Mrs. Tibbetts, wife of the chairman of the Committee, 
switched on the supply. 


India.—Mapnas.—The Government has passed the 
grant of the licence under which Messrs. Crompton & Co. may 
generate and supply electricity to Madras. "The premises vested in 
the Madras Port Trust are excluded from the provisions of the 
licence, that body not having agreed to all the terms provided 
in regard to other areas. Messrs. Crompton & Co. may enter into a 
separate agreement with the Trust in regard to the supply of energy 
to the premises of that body. i | 


Irvine.—At a meeting of the T.C., the proposal by the 
sub-committee appointed to consider the matter, to carry out an 
electric lighting installation for part of the town at a cost of 
£6,600, was dropped. 


King's Norton.—The E.L. Committee has recommended 
the T.C. to continue the negotiations with Calleuder's Cable and 
Construction Co., Ltd., Belliss & Morcom, Ltd., and-the Electric 
Construction Co., Ltd., as to the proposed establishment of an 
undertaking under the E.L. Order, 1898, and to settle with them 
the terms of the agreements to be entered into by the Council with 
the proposed new company. 


Langley.—The P.C. has received applications from the 
Slough and Datchet Electric Supply Co., and the Uxbridge and 
District Electric Supply Co., for its consent to their applying for 
an E.L. prov. order. The Council has unanimously consented to 
the former company’s application. | 

London. — MARYLEBONE. — In a report issued оп 
Tuesday, the Electric Supply Committee stated that the number 
of consumers now being supplied from the Council's generating 
station is approximately 4,000. 'The whole of district C (com- 
prising 3,400 consumers), which was formerly supplied from the 
North Street station, was transferred from the Electric Supply Co.'s 
system two months ago. The operations had been carried out so 
that probably not one of the consumers was aware of the cbange. 
The Edgware Road district was transferred a fortnight afterwards. 
This transfer was rendered more difficult owing to the fact that 
Edgware Road had been previously supplied with alternating 
current by the company, and was connected with the system of 
supply in Paddington; it was therefore necessary to change the 
whole of the arc lamps and other apparatus for those suitable for 
a continuous current supply. In addition to the foregoing, 
certain other large consumers in Oxford Street bad been 
taken over. The consent of the B. of T. in reference to 
the application of the Council for consent to an increase in the 
pressure of supply was obtained on August 18th, since when the 
whole of the Edgware Road district, together with that of Oxford 
Street as far as Portman Strect, has been changed over to 240 and 
480 volts p.c. pressure. The total number of consumers changed 
over up to the 3rd inst. was 354, and it is anticipated, that a 
further 600 consumers will be changed over by the end of the 
present month. Owing to the fact that the supply of large areas 
has now been taken over from the company, and that to some 
consumers the supply is necessarily still at the old voltage, 


a considerable proportion of energy is wasted. The 
load required to be provided for, at the Council's 
generating station, is heavier than had been estimated (the 


engineer having reckoned on larger areas having been changed 
over to the higher voltage). The committee has, therefore, con- 
sidered it advisable to approach the company with a view to 
obtaining the benefit of the option of supply in bulk, during the 
next few months. Until the question of tariff has been settled the 
committee has provisionally arranged the following charges: 
Lighting purposes, 8d. per unit for 500 hours’ supply on the 
maximum demand, and ld. per unit afterwards; basement 
lighting, 2d. per unit ; power purposes, 2d. per unit for 500 hours’ 
supply on the maximum demand, and 1d. per unit afterwards. 

The estimates for the year ending March 31st next were sub- 
mitted. The expenditure is put down at £95,891, and the income 
at £97,693. This would leave a credit balance on the year's working 
of £1,802, which would reduce the debit balance carried forward 
from the previous 12 months to 43,374. It is stated that provision 
has heen made for a material increase in the rate of interest for the 
coming half-year, and that, through the suspension of sinking fund 
payments for the first 24 vears, the account for the year ending 
March dist, 1906, had been relieved of a liability amounting 
approximately to 614.300. The Committee considered that no pro- 
vision should be made in the year’s rates to meet electric lighting 
charges. | 

HamMERSMITH.—It has been reported to the B.C. that the total 
costs of the 16 Councils which joined in the opposition to the 
Administrative County of London and District. Electric Power Co.'s 
Bill amounted to £4,885. The proportion payable by Hammer- 
smitb, upon the agreed basis of ratcable value, was £230, plus 
also a sum of £129 for copies of evidence supplied. The charges 
have been placed to revenue account. 

As a result of the objections lodged by the B.C. against the new 
assessment of the works, the rateable value has been reduced from 
£9,500, as proposed, to £6,500. The reduced assessment, however, 
is an increase of £3,191 over that at present in force. 


PoriaB.—The London and India Dock Co. has informed the B.C. 
that it would be prepared to consider the question of taking the whole 


of its supply of energy from the Council, if a low price were offered. 


The Committee has decided to offer a supply at 885d. per unit, subject 
to a three years’ agreement and a guarantee to take a minimum 
consumption of 350,000 units per annum, with a maximum load not 
exceeding a 100 Kw. at any one time. The B.C. has been supply- 
ing the London Central Markets Cold Storage Co. under agreement 
for 34 million units, with a minimum of 250,000 units at 14d. per 
unit. The charge bas now been modified as follows:—£3 per kw. 
and ‘8d. per unit, less 5 per cent. for cash within 14 days, plus £125 
per annum to defray interest on cost of cable; the minimum 
quantity is to be 750,000 units every three years, instead of 250,000 
per annum, the actual consumption being charged and the balance 
settled at the end of every third year. 

Sr. Pancras.—Further complaints have been received by the 
B.C. in regard to alleged nuisances arising from the working of its 
generating station and destructor in King's Road, and the matter 
is now being carefully considered by the Committee. The Com- 
mittee has sanctioned the extension of the arc lighting system to 
26 streets and roads at an estimated cost of £8,250. 


Lonth.— The T.C. has received from the L.G.B. an 
intimation that the Council's application for a loan of £17,000 for the 
establishment of electricity works has been refused, on the ground 
that the evidence adduced at the inquiry failed to show how the 
&cheme could be worked with financial success. 


Lytham.—The U.D.C. -has sealed an agreement with 
Messrs. Foote & Milne, relative to the electric light. 


Market Harborough.—The U.D.C. has decided at once 
to take the necessary steps to obtain powers for the establishment 
of an electrical supply, during the next session of Parliament. 


Mynyddislwyn.—Messrs. Spickett, solicitors, Ponty- 
pridd, on behalf of a syndicate formed for the purpose of supplying 
electric light in the Rhymney Valley, have received permission 
d a deputation to wait upon the Council, to lay the scheme 

fore it. 


New Zealand.—CunisrcHURCH.— The Works Com- 
mittee has been instructed to report on the question of installing 
an additional generating set at the refuse destructor, to meet 
the anticipated increase in next winter's load. 


Ossett.—The B. of T. has informed the T.C. that it 
intends to revoke the Ossett E.L. prov. order. This order has bcen 
extended on two or three occasions, and now another appeal is to 
be made for “ sufficient" time to carry out the scheme. 


Oulton Broad.—The U.D.C. has accepted the offer of 


the local supply company, to light the streets with 20-C. P. lamps, at 
£2 2s. 6d. each per annum. | 


Pwllheli.—The Т.С. has agreed with a Yorkshire 
syndicate not to proceed with its prov. order obtained a few 
years ago. The syndicate bas offered terms to the Council, and it 
is stated, will provide the town with an electricity supply. 


Queenborough.—The T.C. having expressed a desire 
to have asupply of energy for lighting, the Sheerness Electric 
Power and Lighting Co. has intimated that it is endeavouring 
to obtain powers for supplying energy to the borough. 


" Salford.—Commencing with the New Year, power con- 
sumers will be allowed to use 15 per cent. of their consumption of 
energy for lighting at the power rate. 


South Africa.—Kine WILLIAMu's Town.—The Light- 
ing Committee has reduced the minimum monthly charge for 
energy from 10s. to 7s. 6d. 

LADYBRAND.—The Ч.С. recently discussed the proposal to light 
the town by electricity, and the town clerk, after having made 
inquiries, reported having received an offer to supply energy at 
ls. 3d. per unit if a concession for, five years were granted. No 
decision has yet been arrived at. 


Stalybridge.—The Stalybridge, Hyde, Mossley and 
Dukinfield Tramways and Electricity Board bas decided to 
apply for a loan of £14,900 for electricity purposes. 


Stock port.—The T.C. has offered to supply energy to the 
B. of G. for the new hospital at 4d. per unit for the first £100 worth 
perannum and 3d. afterwards, and for power at 144, per unit. 


Sutton Coldfield,—The T.C. has decided to apply to 


the L.G.B. for a loan of £3,000 for the extension of E.L. mains, 
services and meters, 


Wantage.—With recard to the application by the 
Wantage Engineering Co. for a prov. order for E.L., the U.D.C. 
has decided not to object to the application. 
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Washington (U.S.A.).—From the New York Times we 
learn that the Census Bureau has issued a report on electric light 
and power stations for the year ended on June 30th, 1902, showing 


* 


that there were in the United States 3,620 such stations, which cost 


in construction and equipment $504,740,352. The income was 
$85,700,605; and total expenses, $68,081,375. The total output for the 
year іп &w.-hours was 2,507,051,115. The number of ‘arc lamps was 
385,698, and the incandescent lamps numbered 18,194,044. 


TRAMWAY AND RAILWAY NOTES. 


Audenshaw.—The U.D.C. has applied to the B. of T. 
for a year's extension of time for carrying out the Tramways Order, 
1899, from December 9th next. 


Ballarat (Australia).— The electric tramway service 
was inaugurated on August 13th. Altogether 9 miles of track have 
been opened, and it is hoped that six months hence an additional 
5 miles will be completed. The power house, near Lake Wendouree, 
contains four dynamos, three of which are in working order. 
Stirling boilers are used to generate the sieam. The service is 
being provided on a 30 years’ lease by the Electric Supply Co. of 
Victoria, Ltd., who also have agreed to furnish the city of Ballarat 
and town of Ballarat East with electric light for public and private 
purposes.— Australasian Hardware. 


Bournemouth,.—It is announced that the new electric 
tramway between Bournemouth and Christchurch will be opened 
for traffic on Tuesday next week. 


Buenos Ayres.—Government has forwarded to Congress 
а Bill authorising the Buenos Ayres Municipality to construct 
underground electric railways. The concessionaire is to work the 
lines for 40 years, after which all will pass over to the Corporation. 

Mesars. Urdaniz & Co. have applied tothe Municipality for a con- 
cession for a network of 70 kilometres of electric tramways. The 
routes asked for are very similar to those now being called for by 
tender by tho Municipality.— Review of the River Plate. 


Chili.—According to the Diario Ofirial, of Chili, a 


concession has been granted to Don Ambrosio Olivos for the con- 


struction and exploitation of an electrical railway from Valparaiso, 
through the valleys of Casablanca and Curacavi to Santiago, and of 
a branch from the valley of Curacavi to Melipilla. The concession 
is for a period of 100 years from the date on which the railway is 
opened to public traffic. Gratuitous use of the lands necessary for 
line, stations, &c., is granted to the concessionaire. When the 
railway is finished the concessionaire is to be repaid any sums 
which he may have expended for customs duties on supplies 
destined for the railway, provided these sums do not exceed 
600,000 pesos (peso = 1s. 6d.). Plans of the railway are to be pre- 
sented for approval within 30 months, works are to begun within 
two years, and to be finished within five years from the date of the 
passing of the plans, otherwise the concession is to be forfeited. 
Tariffs for goods and passengers are to be submitted for approval. 
After 40 years the Government has the right to purchase the rail- 
way, and unless previously purchased the railway will revert to the 
Government after 100 years. The concession is not to be trans- 
. ferred to any foreign company without the express stipulation that 
the said company must renounce all diplomatic protection and 
must abide by the laws of the country. | 


Continental Notes.—Grermany.—The German Minister 
of Railways is considering the question of supplying the whole of 
Prussia with high-speed electric railways, the minimum speed to be 
220 kilometres per hour. The value of this system has been proved 
on the Berlin-Zossen line, and the Ministry is now negotiating 
with Belgium with a view to the construction of a direct line 
between Berlin, Cologne, and Brussels, the whole distance to be 
covered in five hours. The Belgian Government has already con- 
sented to а grant of 56,250,000 francs. 


Durham.—At the meeting of the City Council on the 
3rd inst. a letter was read from the B. of T. stating that it had 
agreed to а further extension for six mouths of the powers granted 
to the Electric Tramways Co., who proposed [to lay light railways 
between the city and the adjacent centres of population. No 
further extension would be granted. 


Halesowen.— The B. of T. has refused to sanction the 
transfer of the R.D.C.'s light railway order to the Empire Elec- 
trical Co., on the ground that the provisions of the order are not 
applicable to a company, and has intimated that the proper method 
for a company to adopt is to apply for а fresh order incorporating 
the terms of the agreement with the Council. 


Halifax.—Two tramcars collided violently during a fog 
on Tuesday last, one car having just emerged from a loop on to 
the single line where the other was travelling. The fronts of both 
cars were badly smashed, and the drivers were injured. 


Liverpool-Southport Railway.—The new accumulator 
station at Hall Road, on the Liverpool-Southport line of the 
L. & Y. Railway, is now equipped. "The station contains 270 cells, 
which can yield a discharge of 1,600 amperes at a pressure of 
600 volts, with the aid of a reversible booster. There are 
now four |battery (stations on ithis line of railway: опе at Hall 


, 


this 


Road, and one at St. Luke's, which are at work; one at Grea 
Howard Street, and another at Freshfield, which are approach- 
ing completion. The batteries, which are of the Tudor type, 
would suffice to run a full service of electric trains, on week days, 
for one hour; and on Sundays for three hours. 


London.—SrEPNEY.— The Works Committee reported 


on Monday having considered communications from the L.C.C. and 
Poplar Borough Council, urging that, owing to the difficulties of 
tbe adoption of the conduit system along the route of the 
northern tramways, they agree to overhead traction. The Com- 
mittee regretted being unable to de from their former decision, 


Fiz., not to consent to the adoption of an overhead system of. 


traction upon the tramways in Mile End Road, Grove Road, and 
Burdett Road. 

OvzgB-BnipGE TRAMS.—At a meeting of the Court of Common 
Council last week, in view of the Court having approved that there 
should be some tramway communication between the north and 
the sonth of the River Thames, and.as Parliament would not 
sanction the introduction of tramways on the Embankment to make 
a junction with the tramways from Kingsway, Mr. J. Harris 
suggested that, at the conference to be held with the L.C.C., the 
Bridge House Estates Committee should ask the L.C.C. to consider 
the formation of a new street on the south side of the Thames 
between Westminster and Blackfriars Roads, and that by a tunnel, or 
otherwise, communication be made between the trams of Kingsway 
and the trams on the south side of London. He pointed out that 
the L.C.C. was proposing to build & County Hall near where the 
suggested street would run.—Mr. Algar, for the Bridge House 
Estates Committee, said they would give careful consideration to 
any suggestion the L.C.C. might make. 

METROPOLITAN Disrraicr Rarm.way.—On Monday last the 
District Railway opened a new station, to be known as Barons 
Court,” situated about mid-way between Hammersmith and West 
Kensington stations. | 


Manchester.—The Tramways Committee has decided to 
extend the system of parcels carriage by tramcars. Henceforth 
the guards of all cars will be permitted to receive parcels for trans- 
mission at any stopping olaca, provided that {һе parcels are 
properly stamped, and do not exceed 7 lb. in weight. 

The Committee has resolved upon increasing the number of 
covered cars, which are very popular. 


Newport (Mon.).—The Electricity and Tramways 
Committee has considered a valuation for rating purposes of the 
tramways and electricity undertakings, viz., £9,000 gross, and 
£6,000 rateable, and has resolved to appeal against the assessment 
as excessive. 


Oxford.—The T.C. on October 4th decided in connection 
with the purchase of the tramway undertaking to take steps to 
promote a Bill in the next session of Parliament, containing the 
widest possible powers, without pledging the Council at this stage 
either to work or not to work the undertaking. 


Rochdale.—The T.C. has decided, if the Whitworth 
U.D.C. obtains the necessary powers to construct tramways, to 
lease and work them on terms to be arranged. The Corporation 
cannot secure powers by a prov. order to construct the proposed 
lines in the urban districts, hence this decision. 


South Shields.—At the meeting of the T.C. on the 4th 
inst., the question of the appointment of a general manager for the 
new electric tramways now being constructed was furthes con- 
sidered. The Tramways Committee again reported in favour of the 
holding of the position by Mr. Cawthra, the electrical engineer, but, 
after a protracted debate, the report was rejected, and a motion 
that a general manager be advertised for ata salary between £200 
and £250 per annum was adopted. 


Swindon.—The T.C. has decided to apply tothe B. of T. 


. for a loan of £2,550 for the purchase of two tramcars, and to meet 


excess expenditure. 


Torquay.—The announcement is made, in regard to the 
Torquay tramways, that the Dolter Co. are prepared to push on 
with the work as rapidly as possible. All offers by the company of 
every sort are now withdrawn, and the Act of Parliament will have 
to be strictly complied with. This means that the Corporation 
will, within a few months, be called upon to carry out the agreement 
to supply the electric power to work the tramways, the first section 
of which will,it is anticipated, be ready for working by about 
Christmas, or early in the new year. The only means by which 
wercan be supplied is by the proposed extension of the 
existing station, for which the Local Government Board inquiry 
has not yet been held for the required loan of £9,500. 


United States.—Cuicaco.—The Chicago City Rail- 
way Co., in asking for a 20-year operating licence, offer to 
accept the licence in lieu of all other rights, with the option of 
purchase by the city. They also offer in eable transfer 
tickets over the lines of the Union Traction Co.; to change all 
cable lines to overhead or underground trolley system ; lay new 
metals and introduce new cars, to be run as required by the city ; 
to repair, sweep and sprinkle streets ; to pay rentals on а percentage 
basis; to concede a 5 cent fare; and to publish accounts. 

New York Сїтү.—А new tunnel is being talked about, to enter 
New York City at a point where it will most effectively connect 
with the present surface car system near Brooklyn Bridge. A 
careful review of the local traffic situation and of the large number 
of pending extensions and subway schemes shows that no relief to 
the present overcrowded conditions can be expected until 1910. 
Eiectric trains, consisting of 10 hegvy passenger cars, travelling at 
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50 miles ап hour, are now running on the Long Island Railroad 
between Brooklyn and Belmont Park, where a new racecourse has 
been recently opened. The New York City Railway Co., one of a 
group of allied surface traction companies, is putting in eleotrically- 
operated automatic points which can be thrown by the motorman 
by a sudden turn of the controller handle. Some large gasolene 
electric motor-omnibuses are to be put on Fifth Avenue to replace 
the present antiquated horse vehicles. These new omnibuses are 
being equipped by the General Electric Co. with 40-н.р. gasolene 
engines and two 45-ampere motors, in addition to a small storage 
battery for lighting and for starting the ongine. The Lackawanna 
Railroad, coincidently with the opening of a new ferry service, has 
initiated an electric automobile service for the use of its passengers 
arriving jn New York City. | 


- 


TELEGRAPH AND TELEPHONE NOTES. 


Atlantic Cable,.—The Commercial Cable Co.’s fifth 
cable across the Atlantic from Cariso, Nova Scotia, to Waterville, in 
Ireland, was completed on Friday last. Bad weather delayed the 
final splice in the cable, which was made at a point 187 miles off 
the Trish coast. | 


Guernsey.—On the 3rd inst. the new multiple switch- 
board at the States Telephone Exchange was inaugurated by Sir 
H. Giffard, Bailiff of Guernsey. The new board is fitted for 900 
lines, and can be extended up to 3,000. It was made by the Inter- 
national Electric Co., to the specification of Mr. A. R. Bennett, 
consulting engineer, and Mr. R. McLean, resident engineer and 
manager. At December 31st last the total number of subscribers’ 
lines was 1,162, | 


London. — ManvyLEBoNE. — The Works Committee 
reported on Tuesday the result of the award of the arbitrator, in the 
matter of the refusal of the Borough Council to give its consent to 
the placing of certain telegraph posts and wires in and across 
streets and roads in the borough. The arbitrator (Mr. G. Paul 
Taylor) decided in favour of the Postmaster-General, and ordered 
the Council to pay costs. | i 


New York City.—There are now 174,200 telephones in 
use in Manhattan and the Bronx boroughs, serving a population of 
approximately 24 millions. More than 22,000 new connections 
have been made between January 1st and September 30th, As a 
result of a recent official inquiry, a reduced telephone tariff is 
promised in the spring of 1906, especially in view of the organisa- 
tion of several new companies which threaten to compete for 
business in all parts of Greater New York. These new companies 
usk for a 25-year licence, and promise to supply a large number of 
free telephones for official use. 


Pacific Cables.—Mr. Takahira, the Japanese Minister 
to the United States, has affixed his signature to Japan's agreement 
with the Commercial Pacific Cable Co. for landing rights at Yoko- 
hama. An agreement for landing rights at Shanghai was signed 
hy China several weeks ago.. According to the New York Times, 
the cable. connections with both Japan and China will be made by 
extending the present lines of the company, which run from San 
Francisco through the stations of Honolulu, Midway and Guam to 
Manila. Japan will be reached by laying a cable from Guam in 
the Pacific Ocean direct to Yokohama. The cable to China will be 
laid from Manila to Shanghai. With the cable which has just been 
completed to Newfoundland, plus a fifth cable to Europe which has 
now been laid, the cable from Guam to Japan, and one from Manila 
to Shanghai, the company will have a system extending over two- 
thirds of the way around the globe. | 

Mr. C. H. Mackay, president of the Commercial Cable Co., stated 
їп New York on September 29th, that the new American cable to 
China and Japan will be in operation on or before April 1st, 1906. 
Mr. G. G. Ward, who has been to England to order this cable, 
sailed from Liverpool on September 29th. 


Peru Telegraphs.—]Iu his address to Congress, recently 
published in the Pri Oficial, the Peruvian President observes that 
in the year 1904 there have been constructed in Peru 743 kilometres 
of new telegraph lines between Lima and Casma, from Putina in the 
direction of Saudia, and from Piura in the direction of Ferrenafe. 
The latter line, in which the Government have taken great interest, 
was to be finished on July 28th, and will provide communication 
between north and south of the Republic, and international com- 
munication by means of the Bogota-Quito line with Lima, La Paz, 
Santiago and Buenos Ayres. After the work is done of changing the 
posts on the southern line and of adding a second wire, the 
Republie will be in a position to contract telegraphic conventions 
with the countries interested, which should have a beneficial effect. 
on Peruvian commercial relations. 


Roumania.—The works on the direct telephone line 
between Bucharest and Buda-Pesth were nearly completed. on 
August 31st. and at the епа of that. month the new line was to be 
put into regular service. ‘The Roumanian service is fixing the line 
bet ween Sinaia and Predeal, whilst the Hungarian service is fixing 
the line between Predeal апа Brashov, where the direct line with 
‘Buda-Pesth is joined. When this liue is finished, Bucharest will 
be in telephonic communication with two centres of international 


. "Trinidad-Demerara (No. 1) 


communication, viz., with Buda-Pesth vid Predeal and Brashov, and 
with Sofia by the direct line between Bucharest and Giurgevo, the 
Danube cable between Giurgevo and Roustchouk, and the direct 
Bulgarian telephonic line between Roustchouk and Sofia. 


Spanish Telegraphs and Telephones.—According to 
the Journal Télégraphique 3,549,378 telegrams were dealt with 
during the year 1903, viz., 2,997,169 private, 386,462 official, and 
165,747 service. Of the international traffic, 538,245 telegrams 
were sent and 633,275 received. "There were also 122,391 telegrams 


. in transit; 32 new stations were opened during the year. It is 


interesting to note that the various officials hold telegraph con- 
ferences among themselves, and that messages in connection there- 
with are treated as service telegrams, which in 1903 totalled 
271,918. Altogether the increase of internal traffic over 
the year 1902 was 2 per cent. and international traffic 1 per 
cent. -France leads in the exchange of telegrams, having 
received and sent 471,486, Great Britain following with 256,772, 
and Germany with 89,524. The total receipts amounted to 
5,629,563 pesetas in 1903, as ayainst 5,493,049 in 1902. Expenses 
were about 8,437,455 pesetas. Telephone receipts were 3,116,438 
pesetas, of which 751,066 were payable to the Government. 


Telegraphie Interruptions and Repairs :— 


CABLES. 


Dominica-Martinique .. vs М " May 7, 

St. Lucia-Martinique .. Я . May 7, 1902.. 
Cayenne-Pinheiro Pe RA 3 Aug. 18, 1902 н 
Reissa-Issa (Yemen) Camaran > Р Oot. 22, 1902 
Tarifa-Tangier .. z% - n ss .. Jan. 18, 1904 .. Е 
Closed { Viadivostock-Nagasaki ee ee ГЕ Feb. 9, 1904 ee e 

Port Arthur-Chifu oe ee es ee Mar. 9, 1904 ee е 
Jamaica-Colon ee ees . e oe о ё ee Jan. 5, 1905 ee . 
Cadiz-Tenerif S - bi 98 T .. July 30, 1905 Н 
Cotonon-Grand Bassam.. E à «s .. Oct. 4, 1905 .. i 

LANDLINES, 


Puerto-Barrios ee Se es ee ee ee July к 1903 ees ae 
Kertch-Soutehoum 5 8 Sa гы .. Sept. 97, 

Alaska landlines .. ex "s ‚з de 5, 
Communication with Brazil via Galveston 18, 1905. 


.. Oct. 
. July 

Turkey.— The Administration des Postes et Telegraphes 
Ottomans has published statistics for the year 1319 (i.c., year ended 
March 31st, 1904). The following are the chief details: Length 
of line 41,991 kilometres, being an increase of 1,171 kilometres, ав 
compared with the previous year. Length of telegraph cables, 637,660 
kilometres. Number of messagés circulated, 1,537,054, giving 
total receipts of 85,893,018 piastres (100 piastres = 18s.) 


Wireless Telegraphy.—The President of the Peruvian 
Republic states that a contract has recently been arranged 
with the “ Gesellschaft für Drahtlose Telegraphie " for the 
installation of a wireless telegraph system between Puerto Ber- 
mudez and Masisea. The materials for this work have already 
been obtained and appear to be satisfactory. It is intended to 
sct up а new station in Iquitos, thus solving the problem of tele- 
graphic communication with the East. The contract contains a 
elause safeguarding the interests of the Government if the instal- 
lation does not fulfil expectations. 

Three engineers of the Ges. für Drahtlose "l'elegraphie, who 
have been on the way with the two stations to be installed in 
the interior of Peru since February 6th, have only just arrived 
in Masisea and Puerto Bermudez, after having met with great 
difficulties in the transport of the machines and iron towers. This 
transport, on account of the low level of the water and the many 
cataracts, had to be effected principally in open boats. The erec- 
tion of the stations will be taken in hand їп the course of the 
present month. 

From Indian Engineering we learn that wireless telegraphy with 
the Andaman Islands is very successful, and that signals were 
recently exchanged between Port Blair and a vessel over 100 miles 
out at sea. 

On September 24th the U.S. Government made some simul- 
taneous experiments with wireless signals, receiving messages at 
Washington, D.C., from New York, Boston, Philadelphia, and other 
places, with a view to gathering information as to the most 
efficient wave lengths suitable for different distances. 

In the Journal Télégraphique the German Government Regula- 
tions for the treatment of private messages by wireless telegraphy 
are published in ^/e4so. Regulations of the Telegraph Con- 
vention applying to ' marine" messages are, as far as possible, 
to be applied to telegrams by wireless telegraphy, and 
they may be written in any of the authorised guages, 
All public offices of the administration are to be open day 
and night» for the receipt of wireless“ telegrams, and various 
signals are fixed for vessels in distress. Telegrams are to be 
sent in the following order:—Telegrams from ships in distress, 
State telegrams, service telegrams, urgent and ordinary private 
telegrams, and specimen telegrams are quoted. "They appear to be 
very exhaustive. 

The Dutch military authorities are, at the present time, making 
mançuvre trials with portable stations, and if they are found 
satisfactory a number of military stations will be ordered for their 
colonies. Several stations of 180 km. range have already been ordered. 
The place of erection is at present unknown; presumably they are 
required for warships in the Dutch East Indies. 

Two large Turkish stat ions — viz., Rhodos in Asia Minor and 
Derna in North Africa, are nearing completion, aud will most likely 
be taken into operation in a few weeks, although great difficulty has 
been experienced on account of the lack of a sufficiently experienced 
staff. 

(Continued on page 594) 
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HASTINGS ELECTRIC TRAMWAYS. needs of a large permanent. population, and should be 
— — | : much appreciated also by the numerous visitors іо Hastings 

THE tramway system which has just been opened by the апа Bexhill. 
Hastings and District Tramways Co. is one of the most The contractors for the whole of the work were Messrs. 
important on the | Dick, Kerr & Co., 
south coast. The - Ltd., and the con- 
scheme ^ embraces sulting engineers 
two main routes :— for the scheme 
(1) А circular route were Messrs. Kin- 
through Baldslow caid, Waller, Man- 
апа Ore, with ville & Dawson. 
branches to Holling- It is obvious 
ton and the old town from a considera- 
of Hastings respec- : tion of the routes 
tively; and (2) a са TIE shown on the map 
line along the | К BTR (fig. 11) that the 
front through St. | r | 2 g system necessitated 
Leonards to Bex- C jw high-tension trans- 
hill. The first route mission with sub- 
is now in operation, stations. 
but some little time At the power 
will elapse before house, alternating 
the line is com- current is generated 
pleted to Bexhill, at a pressure of 6,600 
although the per- volts, and trans- 


Fic. 1 — VIEW oF COMBINED A. C. AND D. C. STEAM GENERATING SET. 


manent way beyond mitted to the sub- 
St. Leonards is now in course of construction and а con- stations for transformation to direct current at 500 volts pres- 
siderable length has been completed. sure. One sub- station erected at Silverhill is now in com- 


The main portion of the system is of normal construction, plete working order, and the second one at Bulverhythe is 
but a section of the route tow ards Bexhill leaves the main апу арса 


| Fic. 2.— GENERAL VIEW. OF THE ENGINE Room SHOWING BELLIss-Dick, KERR GENERATING PLANT. 


road and crosses the fields by means of a tram ‘oad: The total length of tramways now in operation is 
30 ft. in width and about 5 furlongs long, which has been approximately 16 miles of single track, laid to a gauge of 
constructed by the company. When complete the system 3 ft. 6 in. The form of track construction mostly used is 


will be some 30 miles in extent ; it is'designed to: serve the macadam with granite sett edging, the rails and setts 
F 
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being laid on a 6-in. bed of Portland cement concrete. In laid in a separate trough and run in solid with bitu- 
cases, however, where traffic is heavy, the roadway between men. The low-pressure cables are insulated with 
the rails and for an average space of 18 in. on either side of vulcanised bitumen, and are also laid solid in troughs ; 
the whole of the 
feeder cables жеге 
supplied by Messrs. 
Callender's Co. 

The power station 
has been erected on 
a site in Ore Valley, 
Hastings, adjoining 
the Ore station of the 
South-Eastern Rail- 
way, and a siding has 
been provided to facili- 
tate the supply of 
fuel. The steam- 
raising plant consists 
of three Babcock and 
Wilcox patent marine 
water-tube boilers, con- 
structed for a, working 
pressure of 180 lb. per 
sq. in. 

Each boiler : is 
capable of evaporating 
14,000 lb. of water 
per hour into high pres- 
sure, superheated steam 
with natural draught. 

The steam  super- 
heaters—also-of Bab- 
cock & Wilcox make— 
are designed to give an 
increased temperature 
of 120° F. 

Fic. 3.—VIEwW OF THE SILVER HILL SuB-sTATION PLANT, SHOWING? ROTARIES AND SWITCHGEAR. The gases and pro- 
ducts of combustion 
are carried through 


both double and single track, is paved with granite. Оп а main horizontal steel flue, supported above and behind 
a part of the route near the centre of the town, wood- the boilers, into a steel chimney, 8 ft. in diameter, 
paving has been adopted! throughout. Тһе section and 175 ft. high. Тһе flue andzzchimney have; {been 


across country, on the 
Bexhill route, is 
constructed with 
sleepers and ballasted 
to rail level. The rails 
ате of the girder type, 
weighing 90 lb. per 
yard, and are laid in 
45-ft. lengths. The 
rail joints are forti- 
fied by a 24-in. length 
of rail, bolted on the 
under side and em— 
bedded in concrete ; 
Neptune copper bonds 
are used for bonding 
throughout. 

The construction of 
the overhead lines is 
carried out generally 
on the side-pole sys- 
tem, with bracket arms 
and flexible suspen- 
sions. The poles are 
made up in three 
sections of lap-welded 
mild-steel, erected at 
intervals of about 40 
yards. The trolley 
wire is of hard-drawn 
copper, 4/ S. W. G., 
with a diameter of 
400 in., and a break- | 
ing strain of 22 tons per Fic. 4.—Bancock & WIL COX MARINE BOILERS АТ THE POWER STATION. 
sy. in.; the trolley line, following standard practice, is designed to admit of extensions to the boiler plant when 
sectioned at every half mile. The extra high-pressure necessary. 
feeders are composed of three-core paper-insulated cable, Two of Messrs. J. P. Hall & Sons direct-acting 
lead-covered and armoured with steel wire, each cable being steam pumps, which supply the boiler feed, are housed in а 


——— 


— — a 
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pump room, and as each pump is capable under normal 
- circumstances of dealing with from 30,000 to 40,000 Ib. of 
water hourly, there is ample provision for reserve. 

The pipe arrangement has been designed to give security 
against accident, and continuity of supply. The main 
steam pipe, 8 in. diameter, is of solid drawn mild steel, 
arranged on the ring" system; the“ ring“ is sectioned 
by means of through-way valves, and arranged vertically 
upon the boiler house wall, adjacent to the engine room. 
A 5-їп. branch pipe, provided with an isolating valve, 
connects each boiler to the lower half of the steam ring, 
while each of the four engine branch pipes is connected to 
the upper half of the ring main. Each section of the 
steam main has its own draining pocket, and a separate 
pocket i8 provided at each end of the ring to intercept any 
water which might be carried over, on its way to the engines. 
It is hardly necessary to add that all these pockets аге fitted 
with automatic apparatus for the instant clearance of such 
water as may reach them. 

An auxiliary steam ring is provided, through which 
steam is supplied to the feed pumps, condensing engine and 
other auxiliaries, the small ring being a miniature of the 
larger one. The branch pipes to the auxiliaries from the 
secondary ring are all of solid-drawn copper, with flanges of 
gun-metal, brazed on. The bodies and covers of the valves 
are of Siemens-Martin acid-process cast-steel, and those on 
the main ring are 
provided with by- 
pass valves to facili- 
tate their operation. 
The pipes are all 
covered with a com- 
position containing 
85 per cent. of mag- 
nesia, suitably wired, 
and covered with 
plastic material and 
canvas. 

The exhaust 
steam from the 
engines is dealt with 
by an Allen surface 


‘condensing plant, 
which has been 


erected in the base- 
ment of the engine 
room. The pumps 
are driven by 
means of a vertical 
compound enclosed 
high-speed steam 


FIG. 6. 


„„ HI — Ge 


Fig. 7.— VIEW ОЕ THE MAIN SWITCHBOARD, AT THE POWER STATION. 


engine, the cireulating pump being coupled direct, while the 
air pumps are driven through a single reduction gear. The 
condenser will deal with about 30,000 Ib. of steam per hour, 
producing a vacuum to within about 4 in. of the barometric 


SILVER HILL SuB-STATION: TRANSFORMERS. 


pressure. The air pumps are of the two-throw, vertical, 


single-acting © Edwards " pattern. | 
The circulating pump is of the centrifugal type, апа is 


Fic. 5.— THE Car-SHED AT SILVER HILL. 


capable of deliver- 
ing: the requisite 
cireulating water to 
the distributing 
troughs inside the 
cooling tower, which 

is of the Klein Co.'s 
usual standard con- 
struction. This 
pump runs at а 
speed of 425 r.p.m. 
The air pump 
discharge is de- 
livered, by means of 

a small pump driven 

by the same engine, 

to a filtering appa- 
ratus, which clears 

it of oil and other 
deleterious matter, 
When it again passes 

to the feed pumps. 
The filtering 
plant is constructed 
upon the Davis 
Perrett system, which 
combines an electrical 
treatment of the water 
with a filter of the 
Wilson automatie self- 
cleaning type, as sup- 
plied and made by 
Messrs. Masson Scott 
and Co. In this pro- 
cess the condensed 
water is treated in 
wooden tanks, in 
which metallic elec- 
trodes are arranged 
to cause the water 
to circulate from in— 
let to outlet ; in its 
passage it is sub— 
jected to the action of 
an electric current, with 
the result that Ше 
emulsive character of 
the oily water is des- 
troyed, the oil forming 
a flocculent precipitate, 
with the oxides of the metal, which can be easily removed by a 
simple filter. A direct current at a pressure of about 500 volts 
is used, the tanks being supported upon insulators carried upon 
an overhead platform within the boiler room, and just above 
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Fic. 8.—VrEw ON THE Косте: Mount PLEASANT ROAD. 


the pump room. A 
galvanised wrought- 
iron tank having 
a capacity of 1,000 
gallons is installed 
for the reception of 
Ше clean water from 
the filter, and this 
tank acts as a hot 
well from which the 
boiler feed is taken, 
and into it the 
make-up water 18 
supplied from the 
feed storage tank. 

The engines are 
four in number, of 
the well-known 
* Belliss” 3-crank, 
triple-expansion 
type, provided with 
forced lubrication. 
Each engine is cap- 
able of giving a nor- 
mal output of 540 
B.H.P. when run- 
ning at а speed 
of 375 r.p.m. 
condensing or 
non-condensing, 
with a steam 
pressure of 175 lb. per sq. in. at the stop 
valve. 

The generating plant (figs. 1 and 2) 
consists of three Dick, Kerr standard 
alternators and two of the same firm's 
standard direct current generators. 

Two alternators and one D.C. gene- 
rator are each direct-coupled separately 
to a “ Belliss " engine, the fourth engine 
drives an alternator and D.C. generator 
coupled together, so as to form a reserve 
in case of the breakdown of either an 
А.С. ог a D.C. unit. The alternators 
generate three-phase current at a pres- 
sure of 6,600 volts, 25 cycles, each 
machine being provided with a direct- 
driven exciter mounted on an extension 
of the alternator shaft: they are 
constructed for a continuous ~out- 
put of 300 KW., and will sustain 
an overload of 25 per cent. for one 
hour, with a moderate rise in tempera- 
ture. 

The three alternators are designed to 


Tak, . 


Fic. 9.—On THE BATTLE Roap. 


l IP?" 


Mug Г” 


E ГЫ 


run іп parallel with each other, means 
being provided for raising their voltage 
up to 6,600, when running at a constant 
speed, to compensate for loss in the 
mains. The rotor spiders are of cast-iron, 
of a very strong design, and the pole- 
pieces are made of laminated steel ; the 
removal of the field coils is effected 


by sliding а pole-piece from a dove- 


tailed groove in the rotor, parallel to 
the shaft, without disturbing any other 
part of the machine. The design and 
shape of the pole-pieces produces an 
appzoximately sinusoidal shaped wave of 
E M.F. Тһе stator frame is built in 
two halves; the coils which are former 
wound: and embedded in rectangular 
slots, are held in position by wooden 
wedges. 

The. direct current machines аге 
designed {о give an output of 300 
KW. at a pressure of 500-550 volts 
when running at 375 r.p.m. The gene- 
rators are in every respect in accordance 
with the firm's standard practice; the 
magnet frame is of cast-iron, the pole- 
pieces being built 
of laminated steel 
and cast into the 
magnet frame. The 
commutation is 
sparkless at all 
loads, and the field 
windings аге ат- 
‘anged to give a 10 
per cent. rise in the 
E.M.F. from no load 
to full load. 

The switehboard 
contains 20 marble 
panels, including 
three A.C. gene- 
rator panels, one 
A.C. spare gene- 
rator panel, one 
A.C. total output 
panel, four А.С. 
outgoing, feeder 
panels, two D.C. 
generator panels, 
one D.C. total 
output panel, 
one B. of T. 
panel, one  nega- 
tive booster panel, 
and six D.c. feeder 
panels. x: 


Fic. 10.—ТнЕ Laton ROAD CURVE. 


— — y 
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The whole of the E. H. T. oil switches are contained in a 
special chamber beneath the main switchboard gallery, each 
switch being isolated in a separate cell, the front of which is 
closed by a sheet-iron door. The switches aré mechanically 
operated from the main switchboard gallery, on which no 
instruments or switches carry current at high pressure. 

The sub-stations (figs. 3 and 6) are fed from the power station 
through Callender’s three-core E.H.T. lead-covered cables. At 
the Silverhill sub-station there are three Dick, Kerr standard 


200-KW. compound-wound rotary converters, running at . 


750 r.p.m., and generating direct current at 500-550 volts. 
Each rotary has its complement of three single-phase, oil- 
cooled, step-down transformers. The rotaries are capable of 
dealing with an overload of 25 per cent. for one hour. The 
Bulverhythe ‘sub-station is | 
similar to that at Silver- 
hill, and is equipped with 
the same number of rotaries, 
with the necessary transformers 
and switch-gear. The trans- 
formers, which are 70 Kw. size, 
are mesh-connected and trans- 
form the current from a pres- 
sure of 6,600 to 540 volts. The 
secondary coils are insulated 
from the iron by mica insula- 
tion and oil-proof material ; 
the high-tension coils, outside 
the secondary coils, being in- 
sulated in the same manner. | | 
Special circulating ducts are provided for the free circulation 
of the oil between the iron and secondary, and secondary 
and primary windings, in order that the core and windings 
may be thoroughly cooled. = 

Two car-sheds have been constructed ; the. principal depót 
(fig. 5), situated at Silverhill, has six tracks, and will accom- 
modate 36 cars; the other-car shed is in course of con- 


struction at Bulverhythe. A well-equipped repair shop hus. 


been provided in the former depót. 


The rolling stock is of the double-deck, single-truck | 


SWITCHBOARD GALLERY 
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Ета. 12.—PraNn or THE HasrINGS Tramways POWER STATION. 


(non-reversed) staircase type, with a seating capacity of 20 
inside and 22 outside; 30 cars are in use, and 10 more 
almost ready for delivery. The cars have all the latest 
improvements in the way of ventilation and finish ; the 
bodies were built for Dick, Kerr & Co. by the United 
Electric Car Co., of Preston. They are mounted on Brill 
21E type trucks, and fitted with a complete standard 
equipment, consisting of two 6A type traction motors and 
controllers of the DB1 form E type, with the patent 
metallic!shield blow-out. Each controller is provided with 


HASTINGS TRAMWAYS 
PLAN OF ROUTE 


ROUTE IN COURSE OF CONSTRUCTION SHOWN тим — 
ROUTE JN OPERATION SHOWN THUS «= 


- Fig. 11.—-PLAN ОР THE НАЗТІМО8-Ѕт. LEONARDS-BEXHILL TRAMWAYS. . 


a “ run-back preventer,” which makes it absolutely impossible 
for the car to run away down hill; the. movement of the 
handle to the “off” position short-circuits the motors, in 
consequence of which there could be only à slow reverse 
movement of the car. The cars are fitted with lifeguards of 
the Tidswell pattern, and with the Waller folding steps. 


DAVERNYTNE 
car 
— 


STATIG 


* 


On Tuesday we, in company with-other representatives of 
the technical Press, were invited by Messrs. Dick, Kerr and 
Co, to view the system just described. Luckily the day was 
in our favour, and the trip over the circular route proved 
delightfully exhilarating. “When the opponents of ће scheme 
persuaded the Harley: Street, medicos to give evidence against 
it, and to threaten that they would send their patients to some 
rival seaside place if the tramways were persisted in, the 
professors of the healing art knew not what they did. . 

The best medicine for an invalid fairly on the road to 

.  . . recovery would be a 
. daily trip on the cir- 
cular route, which goes 
out to within two 
miles of Battle Abbey, 
through charming roads, 
: and all along the track, 
which rises high above 
the town, there can 
be seen on either side 
the most exquisite pic- 
tures of seascape and 
landscape. In all direc- 
tions there is something 
to please the eye, and 
the sense of mental 
satisfaction could but 
. react beneficially upon 
one’s physical state. 

Hills aré here, there 
and everywhere, and 
some of them ате so 

- steep that only elec- 
trical propulsion is 
competent to negotiate 
them at a good rate of 
speed. Messrs. Dick, 
Kerr & Co. have car- 
ried out many installa- 
' tions of electric tram- 
ways, but we doubt if they can point to a more creditable 
ріесе of work in the whole country, than the latest example 
of their constructive ability at Hastings. But what an ideal 
line for regenerative control ! 


JJ... 8 - 


Wimbledon Lighting.—A L.G.B. inquiry was held on 
the 6th inst. into the application of the T.C. to borrow £5,000 for 
E.L. purposes during the 12 months ending March 31st next. There 
was no opposition. 
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MUNICIPAL VISITS TO OLYMPIA. 


Tue following is a list of visits that are to be paid to the 


Electrical Exhibition during next week, The 21st is 


closing day .— 


! 


Probable 


date of visit Coming from | Name of Deputation. 

Oct. 12 & 13 | Manchester S. L. Pearce (Eng.) and Committee. 
» 18 Long Eaton F. Worrall (Eng.). 
» 18 Blackburn P. P. Wheelwright (Eng.). 
» 18 Brighton e and some Members of 

uncil. 

„ 13 Cleckheaton A. Pickersgill (Eng.). 
„ 13 & 11 | Devonport J. W. Spark (Eng.) and Chairman. 
„ 1Зог14 | Chester .. 8. E. Britton (Eng.) and Deputation. 
i 1Зот 11 | Gloucester W. J. Bache (Eng.). 
» 14 Greenock J. A. Robertson (Eng.) and Deputation. 
» 16 Perth J. Lambert (Eng.). 
„ 16 & 17 | Bangor. fa P. F. White (Eng.). 
„ 160r]17 | Partick .. .. | Н. B. Maxwell (Eng.) and Chairman. 
„ 16 to 18 | Sunderland 27 J. F. C. Snell Eng.) and Deputation. 
„ 16 о 18 | Mansffeld .. E. H. Hewlett (Eng. and Chairman. 
„ 17 Greenock .. | J. A. Robertson (Eng.). 
„ 170r 18 | Shipley 8. D. Schofield (Eng.) and Deputation. 
» 17 to 19 Leeds H. Dickinson (Eng.). 
„ 18 Worthing G. Porter (Eng.). 
» 19 8 Alderman Matheson (Chairman). 


‘TELEGRAPH AND TELEPHONE NOTES. 


(Concluded from page 588.) 


Telephone Rates.—A movement has been set on foot 
by the Plymouth Corporation, to induce*other municipalities to 
take joint action with a view to obtaining a reduction in the tele- 
phone charges. ` | 


Thames Valley.—At the meeting on Monday of the 
Thames Conservancy, a complaint was received with regard to the 
obstruction caused by the telephone wires over the river at Bourne 
End, stating that sailing boats could not pass without lowering 
their booms. The chief inspector reported that the wires were 
placed in their present position in May last, that their height was 
only about 24 ft., and that they were an obstruction to navigation. 
It was decided to give notice to the National Telephone Co. to 
remove the wires within seven days, and that, failing compliance, 


the work be carried out at the expense of the company by the 
euginecr. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Bournemouth.—October 16th. Two passenger lifts on 
the East and West Cliffs for the T. C. See “Official Notices“ 
September 29th. 


Bridlington.—November Ist. One 200-Kw. steam 


dynamo, pipework and switchboard extensions for the Corporation. 
See “ Official Notices“ October 6th. 


Edinburgh.—October 23rd. Arc lamps and posts for the 


Corporation. See “ Official Notices ” to-day. 


Enniscorthy.—October 18th. The Committee of 
Management of the District Asylum invites tenders for sundry 
electric appliances (including lamps, wiring, &.), a list of which 
can be had on application to the Clerk. 


G. W. Railway.—October 16th. Stores for one year. 
See “ Official Notices " September 29th. 

Heston and Isleworth.— Coal for six months for the 
U.D.C. See “ Official Notices " to-day. 


London.—October 25th. Wiring and fittings for the 
electric lighting of the Bandstand in Victoria Embankment 
Gardens for the L. C. C. бее “ Official Notices" October 6th. 


Mussoorie (India).—October 23rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores. See Official 
Notices " July 14th, | 


Norwich.—The N.E.T. Co. invites tenders for the right 
to advertise on its tramway carriages. See "Official Notices" 
to-day. | 

\ ; 

Roumania.—Tenders аге at present being invited by 
the municipal authoritics of Tulcea for the concession for the 
electric lighting of the town. 


.Stoke-upon-Trent.—November Ist. Re-wiring portion 
of the Workhouse and Cottage Homes, and replating the battery, 
for the Guardians. See “ Official Notices ” to-day. 


Spain.—November 27th. The Spanish Ministry of 


. Public Works is inviting tenders until November 27th, for the 


construction of an electric tramway in Madrid, from the Ronda de 
Valencia to the Glorieta del Puente de Toledo. Particulars may 
be obtained from, and tenders are to be sent to, La Direccion 
General de Obras Publicas, Madrid. 
Tynemouth.—November 2nd. One 165-Kw. traction 
dynamo for the Corporation. бее “ Official Notices " to-day. 


Worksop.—October 18th. Опе 36-kw. steam balancer, 
and one water softener for the U.D.C. See Official Notices" 
October 6th. | 


CLOSED. 


Ashton-under-Lyne.—In this column last week we 
stated that the contract for the superheaters for this place had been 
placed with Messrs. W. B. Haigh & Co., Ltd., of Oldham. We 
understand that this firm represents Messrs. T. Sugden, Ltd., in the 
Lancashire and Yorkshire district, and that the contract is for 
Sugden superheaters. Messrs. Sugden have recently booked orders 
for superheaters for the following Corporation Electricity Works :— 
Erith (repeat order), Birmingham, Plymouth, Swindon, Cardiff and 
Dartford. 


Barnsley.—The Borough Education Committee has 
accepted the tender of Mr. Hy. Wainwright for the installation of 
the electric light at Doncaster Road Schools, at £120. 


Battersea.—The B.C. has accepted the tender of the 
Municipal Appliances Co., at £60, to supply to the electricity 
undertaking one bitumen boiler of 600 gallons capacity. 


Bradford.—The T.C. has accepted the tender of the 
British Westinghouse Co. for the supply of three equipments of 


_ 95-H.P. motors, controllers, and other accessories, at £185 each. 


Brighton.—The T.C. on October 5th accepted the 
tender of the British Westinghouse Co. for the supply of cast-iron 
facias for the switchboards at the Southwick power station and the 
North Road works, at £100, and that of the Chloride Electrical 
Storage Co., Ltd., for a battery booster, at £763. 


Dewsbury.—The T.C. has accepted the tender of the 
Phenix Dynamo Co., of Bradford, for the supply of a booster for 
the electric light station. 


Glasgow.—The Tramways Committee has recommended 
for acceptance the following offers:— 


Scrap special track work, P. & W. M'Lellan, Ltd. 

Insulated cable, India-Rubber and Gutta-Percha Telegraph Works Co. 
Machine dies, Albert Herbert, Ltd. 

Pneumatic power hammers, Messrs. B. & S. Massey. E 
Trolley standards, Messrs. Estler Bros. 

Trolley poles, Messrs. Estler Bros. 

Graphite Lushings, Messrs. Fleming, Birkby & Goodall. 


IIford.— The Corporation has placed an order for six 
top-deck covers for tramcars with the Brush Electrical Engineering 
Co., Ltd. | 


Leeds.—The Corporation has accepted the tender of the 
Horsfall Destructor Co., Ltd., for the supply of two cella of 
Horsfall’s patent “ tub-fed“ type at the Beckett Street destructor, 
at £2,419. 


London.—The London County Council on Tuesday 
passed the report of the Highways Committee in reference to the 
acceptance of tenders for the supply of (1) car-bodies for 150 
electric cars, (2) trucks for the cars, and (3) equipment for the cars 
and fitting them together. The tenders are as follows :— 


1.—Can-BopiEs. 
Price Total price 
per car. (160 cars). 


Hungarian Railway Carriage and Machine Works .. £388 id о 


Hurst, Nelson & Co., Ltd.. ed . (accepted) 423 3,595 
Brush Electrical Engineering Co. 2A т bs 494 10 74,175 
United Electric Car Co... X. «3 Ii 499 0 4,850 
Metropolitan Amalgamated Railway Carriage and 

Wagon Co. = Pee x 3 ve 502 10 15,875 
St. Louis Car Co., U. S. A a - F a 506 0 15,750 


The lowest tender did not comply with the specification, and 
the"company were also not prepared to accept the Council's labour 
conditions, | 


— 


— 
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9.—TRUCKS. 
Price per pair Total 
of trucks price (150 

for one car. cars). 

Hungarian галавт Сапак Works.. zs . £92 0 218,900 
Brush Electrical Engineering Co. ..  .. n 96 0 14,400 
„ T 1 alternative tender 116 0 17,400 
United Electric Car Co. .. А ЛЕ > ene 99 1 14,925 
" T alternative tender 119 10 17,925 
Hurst, Nelson & Co. ©» = >: т 112 0 16,800 
Mountain & Gibson és .. (accepted) 190 0 18,000 
T P raso T ra alternative tender 122 0 18,250 

v9 99 ee ae 56 [1] | 125 0 18,750 

РА э» a - ji Ы 131 0 19,650 
Peckham Manufacturing Co., U. B. A. - EN 140 0 21,000 
H. T. Bradford, London .. гЬ s 160 0 24,000 


The Highways Committee, in reporting upon the tenders for 
trucks, stated that it was of great importance that the trucks should 
be of reliable and satisfactory design, as, under the conditions now 
obtaining with the use of roof covera and the additional load due 
to tho increased number of passengers thereby carried, it was very 
necessary for the trucks to bear without injury the increased strain 
thus put upon them. It had been found in the past that a very 
heavy item in the expenditure due to repairs of cars had been in 
respect of the trucks, and, in these circumstances, it had been 
essential to examine very carefully the designs submitted by the 
firms who had forwarded tenders. As a result, the tender of 
Mountain & Gibson, as shown above, has been aecepted. 


8.—ELEcTRICAL EQUIPMENT AXD ASSEMBLY OF CARS. 


Price per Price per Total 

equipment for erection price (150 
І опе саг. оѓ опе саг. cars). 
British Westinghouse Co. (accepted) £28018 4 £8 0 £48,800 
British Thomson-Houston Co. = 299 18 4 9 10 45,475 


Dick, Kerr & Co... 25 85 .. 99813 4 10 0 45,550 
Brush Electrical Engineering Co... 853 18 4 90 0 56,050 
4.—Larina or CABLE Ducts. 

Reid Bros., London zi (accepted) £81,182 6 
Muirhead, Greig & Matthews  .. és 82, 15 
Westminster Construction Co. 

J. A. Ewart, London.. $4 T 
British Insulated and Helsby Cables 


e 
OO oo-3e00 


J. Mowlem & Co. . 40,880 0 
Stephen Kavanagh & Co. .. 41,267 2 
James F. Cummings & Co. 42,812 17 
Cunningham, Forbes & Co. 60,712 15 


The successful firm has been authorised to sub-let the carting 
work in connection with the contract. 


Newport (Mon.).—The tender of Messrs. Templer and 
Raynor for supply of grease separator in connection with the 
extension of plant at the power station, at £96 10s., has been 
accepted, and that of Messrs. W. A. Baker & Co., Ltd., at £140, 
for the extension of a flue. 


Pontypridd.—The D.C. has accepted the tender of 
Ме к & Co. for the permanent way of the Rhondda route, 
a ,986. 


Port Elizabeth.—The Lighting Committee, having 
considered the tenders received for installing the electric light and 
telephones in the central station, recommended the tender of 
Mesers. W. Bellad Ellis & Co. for acceptance. 


Salford.—The T.C.on October 4th accepted the following 


tenders in connection with the electricity and tramways depart- 
ments :— 


Mr. Bertram Thomas, Manchester, reverse current circuit-breaker. 

British Westinghouse Co., Ltd., mechanical car accessories. 

nu T. Glover & Co., Ltd., paper-insulated and high and low tension 
cables. 

Howard Conduit Co., Ltd., asphalte troughing. 

General Electric Co., Ltd., carbons for arc Tampe; electrio fittings and steel 
insulated screwed tubing. 

Royce, Ltd., electric motors and motor starters. 

Chamberlain & Hookham, Ltd., electricity meters. 

Tudor Accumulator Co., Ltd., repairs, &c., to two batteries and 10 years’ 
maintenance. 


Shanghai (China).—Messrs. D. Bruce Peebles & Co., 
have secured the complete contract for electric tramways here, 
including 30 miles of track, overhead work and cables, power 
station plant, and 100 cars and equipment. The total value of the 
contract is £377,000. 


Stafford,—The T.C. has accepted the tender of the 
Tudor Accumulator Co., Ltd., for the supply of a storage battery of 
210 cells and ten years' maintenance. 


Southwark.—The B.C. received the following tenders 
for the supply of a balancer booster and switchboard :— 


British Westinghouse Electric Manufacturing Co., Ltd., £582. 
Mather & Platt, Ltd. (accepted), £618. 
General Electric Co., Ltd., £640. 
Chloride Electrica] Storage Co., Ltd., £645. 
Siemens Bros., Ltd., £667. 
Lancashire Dynamo Co., Ltd., £685. 
Electric Construction Co., Ltd., £1,088. 
For a feed-water heater and softening plant the following tenders 
were received :— 
Patterson Engineering Co., Ltd. (accepted), £365. 
Lassen & Hjort, £395. 
H. T. Wright Bros., Ltd., £425. 
Erith Engineering Co.. Ltd., £495. 
Worthington Pump Co., £574. 
James Simpson & Co., Ltd., £629. 
William Boby, £640. 


Worcestershire. — Messrs. Lea & Warren, Kettering, 
have placed the order for a battery of 128 21-plate cells for 
Barnsley Hall Asylum with Messrs. Pritchetts & Gold, Ltd, 


FORTHCOMING EVENTS. 


Te-day's Events.—At8p.m. At Olympia. Lecture on “Electric Telegraphs, | 
by Mr. A. Martin. pap 


Saturday, October 14th.—At 2 p.m. North of England Institute of Mining and 
Mechanical Engineers. Meeting at Wood Memorial Hall, New- 
castle-on. Tyne. 


At 7.90 p.m. Birmingham and District Electric Club. At the Colonnade 
Hotel. Topical'discussions on “ Gas v. Electricity," ©“ Alternating 
v. D.C. Motors," “ Соррег v. Carbon Brushes," ** Water-Tube v. 
Lancashire Boilers, ** Suttion v. Town Gas for Power Purposes." 


Tuesday, October 17th.—At m. Lecture at Olympia on “ Electric Arc Light- 
ing," by Mr. Fr Bailey. 

Wednesday, October 18th—At 4 p.m. Junior Institution of Engineers. Visit to 

Electrica] Exhibition, Olympia. 

Thursday, October 19th.—At 8 p.m. Rugby Engineering Society. Paper on 
'" Switchgear,” by Mr. J. Whitcher. 
Friday, October 20th.—First Smoking Concert of the Electro-Harmonic Society. 
At 8 p.m. Lecture at Olympia on “ Telephones,” by Mr. F. Gill. 
Baturday, October 218t.—At 7.30 p.m. Glasgow Technical College Scientific 
Society. Dr. Н. Dyer on The Training and Work of Engineers in 
Some of their Wider Aspects.“ 

Friday, October 27th.—At 6.30 p.m. Institution of Electrical Engineers (Glasgow). 
Fourth Annual Dinner at the Grosvenor Restaurant. 

Tuesday, November 7th.—At8p.m. Institution of Civil Engineers. Inaugural 


Address by the Preeident, Sir Alexander В. Binnie. Presentation 
of the Council'a Awards, and Reception in the Library. 


THE ELECTRICAL ENGINEERS R. E. (VOLS.). 


TRR following orders are issued :— 


Monday, October 16th.—Headquarters re-opens from this date for Corps’ busi- 
ness. from 10 a.m. to 10 p.m. 

Friday, October 90t1h.— The parade for the Woolwich detachment ordered for 
18th is cancelled, and will now take place on 20th inst. Parade at 
R.A.M.C.(V.) Hall, Brook Hill Road, 8 p.m. Uniform to be worn if possible 
Working dress In forage caps without arms. Recruiting will be carried out 


WiLrRID C. DUMBLE, Captain В.Е. 
For O. C. E. E. R. E. (v.) 


NOTES. 


Wheels on the Brooklyn Elevated.— Although men- 
tion of it has been delayed for so long, an article on wheels in the 
Street. Railway Review, for May, is too important to ignore. The 
subject matter was supplied from the records of the Elevated 
Division of the Boston Elevated Co. Naturally, the experience 
gained in this service cannot be taken as it stands for application 
to tramway working, but much of it is of value to any interested in 
wheels run on rails. Steel tired wheels are used throughout, as we 
might expect from tbe nature of the service, for the cars weigh 
294 tons light and 36 tons loaded, run up to 40 m.p.h., and have to 
negotiate innumerable curves of short radius. 

So severe are the conditions, indeed, that each tire has to be 
ground about every two weeks, “ the daily average number of tires 
ground being 48 pairs in 10 hours." With all this the life of a tire 
averages 24 to 3 years, running from 106,000 to 198,000 miles, and 
the article is concerned chiefly with the workmanlike means which 
have been adopted for performing the work of grinding 
expeditiously and with the least waste of material. 

It is very evident that the records of the maintenance depart- 
ment have been kept extraordinarily well, and with considerable 
attention to detail. Probably the long average life, the improved 
appliances, and the modifications in design, have been due in no 
small measure to these records, and we have little doubt that the 
extension of shop and office work to include the manufacture of 
statistics from raw material would help towards providing that 
depreciation fund from which the majority of tramways excuse 
themselves. Motor wheels are 34 in., trailer wheels 31 in. in dia- 
meter when new, and the permitted wear reduces each to 30 in. 
and 274 in. respectively. 

It is found to be economical to grind the tires at short intervals, 
as the amount of metal removed is less in the long run when com- 
pared with grinding at longer intervals, and the trains are less 
noisy when flats are not allowed to develop. "Tires are shrunk on 
and further held by retaining rings which are riveted to the sides. 
The average cireumrerential wear per 1,000 miles is 0781 in., on 
which basis the average life works out at 147,700 miles, while the 
net cost comes to 25d. (49 cents) per 1,000 miles. The size of the 
trailer wheels has been so nicely chgsen that their tires wear almost 
the same length of time as the motor-wheel tires. 

The Boston Elevated cannot afford broken axles, nor do they 
risk them if the following test is carried out as stated :—“ A pneu- 
matic pressure of 25 tons is applied at the centre of each motor 
axle aud the deflection recorded on a gauge. . líthere is 
any permanent defleqtion the axle is rejected.“ That 
test is applied to new axles and every two months thereafter. 

The writer always tested axles every time а car was overhanled, 
and whenever wheels were to be pressed on, but that was done by 
compressing the axle lengthways in the whcel-press up to 30 or 40 
tons per sq. in. The minutest flaw, even a superficial crack, can be 
detected immediately in this manner. Solid gear-wheels are used 
on the Boston Elevated. They are keyed as well as pressed ọn. 
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Testing Rubber Gloves.—An expert in the manufacture 
of rubber gloves for electricians informs us that while testing with 
water is a good way of finding imperfectly made joints, it is of no 
use for discovering defects in material, such as grit or air bubbles 
below the surface. These are quickly found by a high voltage test 
with alternating current in water, without which test the use of 
the gloves may be more dangerous than their neglect. 

Every pair of gloves should be certified to have passed an л.с. 
test at 5,000 or 10,000 volts, according to the requirements; it is 
useless to test а sample pair, where human life is at stake, and 
every engineer purchasing such gloves should insist on an adequate 
guarantee of their reliability as stated above. 


Electro-Harmonie Concert.—The first smoking concert 
of the Electro-Harmonic Society, as already announced, will be held 
on Friday next at the King's Hall, Holborn Restaurant, at 8 p.m. 
The chair will be taken by Mr. W. Worby Beaumont. The pro- 
gramme includes vocal music by Mesars. Fred Norcup and Harry 
Dearth; instrumental music will be rendered by Mr. T. E. Gatehouse 
(violin) and Mr. A. E. Izard (piano). Mr. Charles Capper will give 
whistling 80los; Mr. Will Edwards, humorous songs; Mr. W. H. 
Owen, humorous recitations ; and Mr. Harrison Hill is to give some 
of his humorous sketches. It is hoped that there will be a large 
gathering to give the 1905-6 season a good send-off. _ 


London County Council.—The Council re-assembled 
on Tuesday, when sanction was given to the borrowing by the 
Islington B.C. of £13,000 for electric lighting extensions, and of 
£10,223 by the Woolwich B.C. for lighting works in Shooter's Hill 
and Eltham. A further loan of £16,275 to the latter Council for 
the laying of mains was ed for a week. The question of 
applying to Parliament in the next session for powers to construct 
scveral lengths of tramway, at a total cost of £414,160, was 
postponed fora week. 'The Highways Committee, in referring to 
the feeder pillars erected on the footpaths along the routes of the 
tramways, expressed the opinion that in order to avoid any risk of 
the pillars becoming charged with electricity, it would be ad- 
visable to connect the outer iron cases to earth. It was esti- 
mated that the cost of thus connecting the 58 pillars already 
in use would amount to £150, and the Council sanctioned the 
expenditure for this purpose. It was further stated by the com- 
mittee that the expenditure during the year 1904-5 had in two 
instances exceeded the estimates approved by the Council in May, 
1904. The chief excess occurred in the working of additional car 
services, mainly from the Bankside temporary station. The ex- 
penditure under that head amounted to £368,759, or £51,089 more 
than the vote of £317,670 approved for the purpose, but the extra 
receipts more than covered the additional expenses. "The second 
excess was one of £822, and was due to unforeseen general expenses. 


Electrical Dinner at the Electrical Exhibition.— 
On Monday last the Executive Committee of the Electrical Exhi- 
bition entertained the electrical and lay Press at a dinner cooked 
by electricity. The hall was heated and lighted with electricity, 
and the strains of the electrical piano—to say nothing of electrical 
hooters, electric bells, electric motors and electric sparks—were 
dimly audible without. To say that the dinner was done to an 
ampere-turn would be to do the barest justice to its merits and 
to the art of Mrs. Deane, who, we note, is certificated in magnetism 
and electricity. The guests signified their approval in the usual 
way, their admittance being limited only by their capacity; and 
their load factor varying as their reluctance to switch off. During 
the repast numerous ammeters were observed round the horse-shoe 
table, and several electrical magnates were present. 

The chairman, Mr. E. Cunliffe Owen, proposed the loyal toasts, and 
afterwards stated that the meter had been read before and after 
cooking the meal, апа showed that 56 units had been consumed. 
There were 65 guests. During the past week or two, some of tbe 
London supply companies, he said, had reduced their charge for 
heating and cooking to 1d. per unit, so that the cost for energy at 
this rate would have been 4s. 8d. He questioned whether coal, 
coke, рав or oil could have been employed at the same cost. As the 
Crystal Palace Exhibition of 1890 had popularised clectric lighting, 
so, he hoped, the Olympia Exhibition would convince the public 
that electric cooking was not only the best but also the cheapest 
means of cooking. Electric radiators also had a great future. 
The freedom from discomfort, even in the elevated gallery of the 
Exhibition, in spite of the myriads of lamps burning in the hall, 
was perfect—let them try to imagine what the atmosphere 
would have been like if gas had been used. They could afford to 
smile at the alleged victories" of gas. There were the equivalent 
of 44 million 8-C. P. electric lamps in use in London at the end of last 
year, and the number connected was increasing faster than ever 
before. The Exhibition had already proved a greater success than 
had ever been anticipated; last Saturday 14,000 persons visited 
the show. The exhibitors were well pleased with the results. 
Lastly, the depression in trade seemed to be passing away. The 
Chairman then requested the guests to spend a little while in the 
Exhibition, and the company dispersed. by degrees, well pleased. 
Many tarried to inspect the cooking apparatus, which was provided 
by the Dowsing Radiant Heat Co., Ltd.; the British Prometheus 
Co., Ltd.; the Electric Heating Co.; the General Electric Co., 
Ltd.; and Messrs. Veritys, Ltd. a 


Sanatoria for Tubereulosis,—We have been asked 
to draw attention to the appeal which is being made to the public 
with a view to the establishment of sclf-supporting eanatoria for the 
treatment of consumption among the working classes, and we have 


great pleasure in supporting this worthy object. The ravages of 


this disease, though they have been reduced by 50 per cent. during 
the past half century, are still appalling, and seeing that, according 
to a recent statement, it is one of the most curable of diseases— 
17 taken in time—it is obviously of the first importance that every 
facility should be-provided for the prompt and effectual treatment 
of those who are without means to secure it unaided. No one can 
plead that he is not deeply interested in this question: it is one of 
vital national importance. An influential committee has been 
formed, with H. R. F. Princess Christian as president, and a meeting 
will be held in the Memorial Hall, Farringdon Street, on November 
18th, to which the mayors of the various towns of the United 


Kingdom will be invited. Mr. E. D. White, of 19, South Molton, 


Street, Bond Street, London, is the secretary, from whom full 
particulars can be obtained, 


Olympian Lectures.— Mr. J. Swinburne lectured on 
Domestic Lighting on Friday last, dealing with the evolution 
of the glow lamp and its modern rivals, as well as with the cost of 
electric lighting and its numerous advantages. A variety of lamps 
were exhibited and their virtues explained. 

On Tuesday last Mr. 8. Z. de Ferranti lectured on thé sub- 
ject of “Electricity Meters.” Не first explained the ordinary 
gas meter, and shówed that, unlike gas, electricity was capable 
of being measured in шашу ways; and that although inven- 
tors had worked all along these different ways, practice had 
shown that an electric motor meter, which approached closely 
to the gas meter idea, was the most practical form. Mr. 
Ferranti then showed his audience his first electricity meter of the 
motor type which he had made and used commercially in 1884, 
and also other meters of his, of the same type and date which, 
with slight modifications, were now in use in nearly one hundred 
thousand houses. He next dealt with the improvements made by 
Mr. Hookham, showing examples of his earliest meters dating back 
to 1887. Many other meters were shown and explained by means 
of diagrams and experimental apparatus. In concluding, the lec- 
turer expressed the opinion that in the future the motor type of 
meter in its simplest form would be the one almost entirely used, 
and that with these motors the greatest accuracy was now the rule. 

On Wednesday evening Mr. Н. J. Dowsing lectured on 
the subject of “ Electric Heating." Mr. Dowsing, who first intro- 
duced this method of producing warmth to the general public at 
the Crystal Palace Exhibition in 1883, went thoroughly into 
the question of clectric radiators, explaining their many advan- 
tages in the way of portability, cleanliness, localisation of 
heat, &c., and also touched upon the uses of electricity for 
welding and smelting, light baths, light or heat rays, and 
other medical applications. Concluding with a dissertation on 
electric cooking, which, perhaps, is the direction in which most 
interest is being displayed at the present time, Mr. Dowsing 
showed by means of plain figures what advantages this method of 
culinary preparation claimed over all others. 


Gas.—Four cases of fires in London on Saturday were 
traced to escapes and explosions of. gas. Daily Telegraph, 

It is reported that on the morning of 10th inst., two householders 
in Aston had narrow escapes from gas suffocation, Leakages in the 
main caused gas to accumulate in the houses, with the result tbat 
many occupants were rendered unconscious while in their beds. 
At Shetlield on the same morning, five persons in one house were 
sufferers from a similar cause. 


Institution Notes and Lectures.—<A lecture on the 
" Care of Motors and Electrical Machinery in Printing Works " 
was given by Mr H. Marryat (Marryat & Place), at the Aldenham 
Institute, Goldington Crescent, Pancras Road, N.W., on 25th ult., 
on the occasion of the inauguration of the new session of the letter- 
press printing classes. 

At Leeds, on 3rd inst, Prof. G. R. Thompson delivered the 
inaugural lecture in connection with the Department of Miniag of 
the University of Leeds, his subject being Some Recent Elce- 
trical Accidents in Mines.” 

Yesterday afternoon a visit was to be paid to the Underground 
Electric Railway Co.'s generating station at Lot's Road by members 
of the Institute of Sanitary Engineers. 

At the Engineering Laboratory of Liverpool University, on 10th 
inst., Prof. W. Н. Watkinson, the newlv-appointed Professor of 
Engineering, delivered his first public lecture there, the subject 
being “ Steam Turbines.” 

ABERDEEN MECHANICAL SocrETY.—At the annual meeting on the 
6th inst., в discussion was introduced by Mr. James Hunter, vice- 
president of the society, on the subject "Is the Steam Engine to 
become Obsolete ? " 

SOCIETY OF ENGINEERS.—At a meeting held at the Royal United 
Service Institution, Whitehall, on Mouday, October 2nd, a paper 
was read on “ Machine Drills for Hard Rock,” by Mr. Arthur Н. 
Smith. 


Electrolytic Manufacture of Persulphates.—A 
French patent has been taken out by the * Consortium für Electro- 
chemische Industrie" fora process of preparing the persulphates 
of potassium and sodium. There is said to be no particular difficulty 
in jobtaining ammonium persulphate; but the production of the 
potassium and sodium salts is more troublesome, partly because 
the sulphates of the respective metals are so much less soluble in 
water than the corresponding ammonium compound that only weak 
solutions can be submitted to electrolysis, but principally because 
anodic oxidation is less energetic ‘especially in the case of sodium 
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sulphate) than when ammonium sulphate is under treatment. The 
yield of persulphate increases with rises in potential at the anode ; 
and the potential can be increased by adding hydrofluoric or hydro- 
chloric acid to the bath, i.c, by the introduction of the specially 
active ions Fl, Cl, CLO,, ClO, &c. If a concentrated solution of 
potassium bisulphate is electrolysed at а temperature of 16? with a 
current density of 0:15 ampere per square centimetre, the current 
efficiency of the operation ranges from 40 to 50 per cent. ; but it can 
be increased to 60, 69, 77 and 80 per cent. by adding 1, 5, 10 and 
20 per cent. by volume of hydrofluoric acid to the bath. After 
the electrolysis has continued for some time, the anode potential 
falls, and the yield of persulphate decreases. This is due to the 
formation of Caro's acid, which is produced more copiously as 
the electrolyte becomes тоге acid. For example, when a 
saturated solution of bisulphate and sodium persulphate is elec- 
` trolysed at 15" C., the amount of Caro's acid formed in 24 hours 
may be about 0'3 per cent.; but in presence of 10 per cent. of 
sulphuric acid, the yield during the same period of time 
wil be 06 per cent. By the employment of a reducing 
agent, however, the Caro's acid may be decomposed ав 
quickly as it is formed. The new process is, therefore, 
carried out in the following typical fashion: 25 litres of 
saturated bisulpbate solution are mixed with 125 grammes of sodium 
perchlorate, and electrolysed at a temperature of 15? C. with a 
current of 25 amperes. In 24 hours’ time the liquid will contain 
0:3 per cent. of Caro's acid, which is equivalent to a formation of 
3 grammes of NaSO, per hour. "The liquid istherefore treated with 
4 cc. of 40 per cent. hydrochloric acid every hour. By working in 
this manner, the yield of sodium persulphate is equal to 68 per 
cent. of the theoretical amount at the beginning of the operation, 
and is 63 per cent. after the expiry of eight days. 


Electro-Therapeutics in  America.—The fifteenth 
annual meeting of the American Electro-Therapeutic Association 
was held at the Academy of Medicine, New York City, on September 
19th and 21st. Medical men from all parts of the United States 
attended in large numbers, and some very interesting papers were 
read, showing that a very considerable advance had been made with 
the use of the various forms & electricity in its application for the 
prevention and cure of disease. 

Dr. Williams James Morton, of New York, read а paper on the 
Preparation of Radio-Active Water," in which he pointed out 
the simplicity of obtaining it by merely placing 10 lb. of pitch- 
blende in about 2 gallons of water; after two weeks the water was 
strongly radio-active, and his experience proved its therapeutic value. 
Dr. George В. Massey, Philadelphia, on “ Methods in the Treatment 
of Operable Cases of Cancer,” proved that electricity could be used 
with more advantage than was generally supposed. For the early 
stages he recommended mercuriccataphoresis, for advanced stages the 
knife, and for cancers difficult of access the X-rays. Dr. Amédée 
Granger, New Orleans, in а long paper on Clinical and Experi- 


mental Study of the Action of Mercuric Cataphoresis in the Treat- ^ 


ment of Cancer,” gave his experience in using currents varying from 
200 to 700 milliamperes—the treatment lasting in some cases an 
hour and 40 minutes—and related many cases in which he applied 
the treatment identified with Dr. Masscy’s name. Dr. E. C. Titus 
on“ The Action of Röntgen Rays and Light upon the Engynies,” 
showed from his experiments on vegetable seeds, hens' eggs, &c., 
the therapeutic action of the rays in certain diseases and the great 
value of sunlight. Some 30 other papers all went to show thatthe 
use of electricity with regard to the more serious diseases was daily 
gaining ground. 


The Berlin Lock-Out.—The latest news to hand as we 
go to press regarding the Berlin electrical strike, is to the effect 
that the representatives of the employes of the electrical firms have 
been informed by the directors that the masters adhere to the con- 
cessions already proffered to the men, but cannot grant anything 
further. The strikers are given until this afternoon to decide 
whether they will resume work on these conditions. 
oftheir accepting the ultimatum the lock-out will be at once with- 
drawn and the works reopened. 


А New Australian Electrical Association.—An influ- 
ential gathering of electrical men was held in Melbourne towards 
the end of August with the object of forming a Victorian Elec- 
trical Association. A provisional committee was appointed to pre- 
pare rules to be submitted to a later meeting. . 


Smoke Prosecution.—Were it not so pitiable an 
exhibition of the folly of attempting the impossible, the attempts 
to stop the Neasden smoke nuisance would be somewhat of a comic 
opera. The railway company and the Westinghouse Co. were fined 
last week for long-continued smoke emission, and we hear from 
residents in the district that the outpouring of black smoke has 
been terrific, It appears that two makes of mechanical stoker have 
already been tried under the boilers, under the long-exploded idea 
that a mechanical stoker can prevent smoke. Now a trial is being 
given to a third stoker—the cbain-grate, which, with a long arch 
over the grate and excessive air admission, will do something to 
reduce the nuisance at considerable loss of economy in the utilisa- 
tion of the coal. 

The plain English of the whole American fiasco is that the 
boilers we badly set to begin with, and it is being attempted to 
carry out the combustion of English coal in furnaces that were 
designed originally for absolutely smokeless American anthracite, 

. Need. it be wondered at that, as always has happened, and always 
will bappen, with this American setting, there has been an intoler- 
able smoke? The chairman of the bench of magistrates considered 
it very humiliating to the engineers concerned that they 
had failed in all they had done to abate the nuisance, 


In the event . 


To our way of thinking, the humiliation comes not in 
failing to make a success of ап impossible form of furnace, 
but in the initial mistake of putting in what every 
engineer should bave known must fail. Possibly, the companies 
concerned, by wasting n portion of their coal, may be. able, 
by aid of the newly adopted stokers, to abate tbe smoke to a 
considerable extent, but they would have been better advised had 
they boldly replanned their boiler settings in accordance with 
correct priuciples. | 

Since it is known that smoke is unnecessary and can be prevented 
by the proper form of furnace, is it not time in all cases that the 
fuller powers of the law were invoked to compel proper furnaces to 


be installed ? x 


The Olympian Motor Show.—The fourth motorexhibi- 
tion of the Society of Motor Manufacturers and Traders is to be 
held at Olympia on November 17th. It will be larger than that 
held Iast February. The number of exhibitors will be 250, of 
whom 104 will show motor-cars, 35 will exhibit commercial motor 
exhibits, 26 will show motor-boats, and the remainder will exhibit 
carriage work, tires, accessories, and machinery.— The Times. 


Appointments  Vaeant,—Junior shift engineer for 
Partick (20s.); shift engineer for Middlesbrough (35s.) ; a super- 
intendent of drawing offices and workshops is wanted for Battersea 
Polytechnic (£225) ; car-shed aud rolling stock superintendent for 
Johannesburg municipal tramways (£40 per month). 


The Liége Exhibition.—The Times Brussels corre- 
spondent says that this Exhibition, which closes at the end of the 
present month, has fully satisficd the expectations of its promotors, 


Vp to the present the attendance has exceeded 6,000,000, while the 


receipts have totalled about 2} million of francs. 


Behaviour of Magnesium as an Anodic Material.— 
G. Baborovsky has recently published in a Russian journal an 
account of his experiments upon the .behaviour of metallic 
magnesium when used as an anode. When aqueous solutions of 
chlorides, ‘sulphates, &c., are electrolysed, hydrogen is evolved both 
at the cathode and at the anode; and at the latter a black 
substance, formerly regarded by Beetz and Elsüsser as a sub-oxide, 
is deposited. Magnesium anodes pass into solution at a constant 
electrode potential of 1:3 volts, irrespective of the current density, 


teniperaturb, concentration and composition of the electrolyte, and 


the black substance in question is always produced. Presumably, 
therefore, it is a sub-oxide having the formula Mg3O, It can, 
however, only be isolated in а highly hydrated condition, and 
direct attempts to prepare a body of that composition have not been 
successful. Probably such a sub-oxide is produced during electro- 
lysis in the first instance, but it suffers decomposition afterwards 
into в mixture of metal and ordinary oxide. The electrode 
potential of magnesium anodes in neutral solutions is fairly 
constant, and has almost the same value as that shown by a freshly 
and heavily amalgamated surface of magnesium immersed in 
aqueous solutions without current. The electrode potential of 
amalgamated magnesium is higher than Naumann's figure, and also 
higher than the potential shown by a bare magnesium surface in 
solutions of magnesium chloride or sulphate. АП these electrode 
potentials fall quickly, and are independent of the concentration of 
the magnesium ions. In solutions of sodium, potassium and barium 
hydroxide, magnesium anodes dissolve very slightly, practically 
pure oxygen is evolved on their surfaces, and various phenomena of 
passivity are to be observed. In alkaline solutions three different 
conditions can be plainly distinguished as existing upon the 
surfaces of magnesium anodes: the original state, the passive state 
and the active state. These pass readily from one to the other. 
In the passive state the anodes are luminous, and the solution 
potential reaches a high value owing to the low conducting power 
of the layer upon the anode, which renders it passive. The 
electrode potential of a magnesium anode in an alkali hydroxide 
solution is lower than in a neutral liquid, but is capable of the 
same changes. In a mixed solution of potassium chloride and 
hydroxide, semi-normal in strength in respect of the chloride, and 
normal in respect of the hydroxide, hydrogen and oxygen are 


evolved from magnesium anodes simultaneously. Both actions are 


local. In neutral solutions magnesium anodes cause potassium 
permanganate to be reduced to manganate, and iodidion to be 
oxidised to I4; in alkaline solutions promidion and iodidion are 
oxidised to BrO; and IO; ions respectively, permanganate is reduced 
to manganate, and chloridion remains unchanged. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the professicn and industry, 
also electric tramway and railway officials, to kcep readers of the 
ELECTRICAL REVIEW posted as to their movements. ] 


Central Station Engineers.—Mr. К. W. GRUBB, 


. assistant electrical engineer for the Borough of Swindon, has been 


appointed deputy captain of the Swindon Fire Brigade, 


а 
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Mr. Joun J. Gowan, of Cork electric power station, has been 


appointed junior assistant at Limerick Municipal Electricity 
Works. There were 44 applicants. 


Mr. A. G. LrvyxsAx, assistant electrical engineer to the Leeds 
Corporation tramway department, having secured an appointment. 
under the British Westinghouse Co., at Manchester, has been pre- 
sented by the employés of the department at Leeds with a hand- 
some chiming clock. Mr. J. B. Hamilton, the general manager, 
made the presentation. Mr. A. W. Maney has been appointed 
successor to Mr. Livesay. He has been connected with the depart- 
e ever since the introduction of the electric tramways into 
Leeds. > 

The Port Elizabeth T.C. recently left to the town engineer the 
suggested appointment of Mr. S. H. BARBER as chief assistant at 
the electricity works. 

The Swindon T.C. on October 4th, by 18 votes to 10, rejected a 
recommendation that the salary of the clectrical engineer (Mr. 
J. G. GRIFF) should be increased from £300 to £325 per 
annum. ECC 

The members of the staff at the Frederick Road station, 
Pendleton, Salford, have presented a music cabinet and stool to 
Mr. J. W. Harr, chief draughtsman, on his marriage. Mr. C. D. 
Taite, borough electrical engineer, made the presentation. 


Mr. LAwTON has resigned his position as clerk of the works under 
the Stalybridge, Hyde, Mossley and Dukinfield Tramways and 
Electricity Board, and has been granted an honorarium of £20 for 
extra services rendered. · 


The Electric Power Committee has recommended Devonport T.C. 
` to increase the salary of Mr. SPARK from £275 to £300 per annum, 
and that of Mr. Stamp from £140 to £150. 

At the last Bournemouth T.C. meeting Mr. Bulfin, borough elec- 
trical engineer, reported that Mr. Е. О. J. Roose had been appointed 
assistant resident engineer under the London County Council, and 
that he proposed to appoint Mr. H. G. ANDREWS to Mr. Roose's 
position, and Mr. KEENE to Mr. Andrews's position ; also to appoint 
Mr. J. Н. CHICK, of Acton, as shift engineer, at the usual salary 


of £104, rising by annual increments of £5 to £120. Those appoint- 
ments were ratified by the Council. 


General.—We understand that Mr. А. ECKSTEIN, who 
has been connected with the General Electric Co. for the last 18 
years, and since the formation of the company in 1900, has held 
the position of managing director and head of the Manchester fac- 
tories and supply house at Victoria Bridge, will terminate his 
connection with the company on October 15th. Mr. Eckstein has 
not yet finally settled upon his future work, but as he has been 
connected all his life with electrical manufacturing, we shall no 
doubt hear of him in that capacity again. | 

The Financial News says that Mr. W. E. L. Gaine (manager of the 
National Telephone Co.), Mr. F. Gill (the company’s chief engi- 
ncer), Mr. J. Gavey (engineer-in-chief of the Post Office), and Mr. 
Andrew Ogilvie (assistant secretary to the Post Office), arrived at 
Liverpool on 11th inst. from New York. They went to America 
to study the telephone system there, in view of the taking over of 
the company’s business by the Government. It is understood that 
they will report against a change in the present telephone charges. 

A Chelmsford paper says that Мг. R. F. Haywarp, formerly of 
the Are Works, Chelmsford, and chief electrical engineer at the 
Utah Light and Railway Co. for the past 11 years, has been 
appointed manager of the Mexican Light and Power Co., Ltd., City 
of Mexico. Before leaving Salt Lake City, Utah, Mr. Hayward 
was the recipient of a beautiful silver punch bowl from the officers 
and employes of the company. 

It is reported in one of the daily papers that Sin WILLIAM 
Могоск, the Canadian Postmaster-General, intends to retire from 


the Government. “It is likely that he will be replaced by Mr. 
Aylesworth.” 


Mr. N. Gunz has resigned his position as secretary of the General 
Electric Co., Ltd., and has established himself as manufacturer's 
agent at 46, Queen Victoria Street, E.C. 


. Мг. R. STEWART BA has resigned his seat оп the board of the 
National Electric Construction Co., Ltd. 


А unique gathering took place at the Hotel de Bále, Hatton 
Garden, on Saturday evening (October 7th), when a score of the 
old boys who were at Scott's Engineering Works in 1888 and 1889 
met together, mostly for the first time, after an interval of 16 
years. There were present:»-Messrs. F. Armfield, E. S. Davidson, 
E. Eberwein, R. J. Elmhurst, F. N. Haward, Jackson, A. B. Lilly- 
white, H. Marryat, E. G. Moyes, E. L. Pinching, W. M. Rogerson 
(Halifax), C. N. Russell (Shoreditch), Н. бааа, J. R. Smith, Н. 
Squire (Chelsea), C. E. W. Talbot, W. C. Thomson, W. E. Toy and 
J. Watts. Letters and telegrams of regret at unavoidable absence 
were received from Messrs. B. Arkell, C. D. Asprey, J. H. Garratt 
(Colombo), A. J. Hodgson, L. A. Jinks, E. C. Patey, H. A. Place, 
C. E. Tickner and Tubbs. The function, which was of an informal 
nature, was voted a complete success, and by the time fish appeared 
everyone felt himself to be 16 years or so younger. During the 
concert which followed, voices were found to have improved with 
years, but each retained its old peculiarities of expression, which 
carried one back to the old days more than anything else. Mr. 
Russell, who was referred to as Father," made the speech of the 
evening, and won great applause, whilst no more hearty toast was 
drank than that of Good Old Sadd.” А proposal to make the 


re-union an annual affair was carried by acclamation, and another 


proposal to repeat the function before the close of the present year 
was received with favour, and will be carried out if possible. 
Mr. H. Marryat, of 28, Hatton Garden, E.C., was appointed hon. 


secretary, and will be glad to receive the addresses of old boys 
whose names do not appear in the above report. Amongst those 
particularly wanted are Messrs. Johnson and Cook (better known as 
“Jubilee 5. 

Mr. CHARLES GoRIcK has left the General Electric Co., Ltd., 
and taken up the position of general manager to the Amalgamated 
Dry Batteries, Ltd., whose London offices are at 16 and 17, Devon- 
shire Square, E.C. 


Obituary.—Mr. WILLIAM B. RANKINE, second vice- 
president of the Niagara Falls Power Co., died in Franconia, N.H., 
on Saturday, September 30th, in his 48th year. He went to Fran- 
conia on August 12th, accompanied by Mrs. Rankine, on a vacation. 
He was in good health until a week before he died, when he took 
cold, and congestion of the lungs followed, death resulting. No 


man was better known in the field of the Niagara power develop- 


ment than Mr. Rankine. It was mainly through his efforts that 
capital was enlisted for the present project of the Niagara Falls 
Power Co. as well as the Canadian Niagara Power Co. For nearly 
20 years his entire effort had been devoted to this development. 
It was while Mr. Rankine was a resident of New York that several 
Niagara Falls gentlemen conceived the ambition to begin the 
development of Niagara power on a large scale. They sought ont 
Mr. Rankine in New York, soliciting his aid in getting capital to 
back the project. Negotiations extended over several ycars, but by 
1890 the company was fully capitalised and the work begun. Since 
that time Mr. Rankine had devoted his time to the interests of the 
power development. At the time of his death he was a director 
of the Ramapo Ironworks; second vice-president of the Niagara 
Falls Power Company; .vice-president of the Canadian Niagara 
Power Company; second vice-president of the Niagara Junc- 
tion Railway, holding а similar position with the Niagara 
Development Company; secretary-treasurer of the Cataract 
Power and Conduit Co.; director of the Tonawanda Power Co. ; 
secretary of the Tesla Co.; director of the Bell Telephone Co.; 
director of the Niagara Tachometer and Instrument Co.; director 
of the Niagara Research Laboratories; and so on. Our Niagara 
correspondent says that the death of Mr. Rankine is con- 
sidered a very great loss to the industrial interests of Western New 
York and the Province of Ontario. Out of respect for his memory, 
the Common Council of Niagara Falls directed that the flags on all 
city buildings be displayed at half-staff for a period of 30 days, and 
that all city offices be closed on the day of the funeral. 

Sır E. H. Carsurr.—We regret having to record the death of 
Sir Edward Hamer Carbutt, which occurred somewhat suddenly at 
his residence at Cranleigh, near Guildford, on Sunday night. He 
was 68 years of age, and since 1861 he had been more or less рго- 
minently associated with engineering. The Times, іп its account 
of his career, states that he was the representative of the Institu- 
tion of Mechanical Engineers in the National Physical Laboratory, 
and of the Iron and Steel Institute on Sir W. H. White's Com- 
mittee to formulate a scheme of education for engineers. Sir E. H. 
Carbutt had taken part in most of the International exhibitions 
since 1862, and was a member of the Royal Commission appointed 
for the last French exhibition. He was a past president of the 
Institution of Mechanical Engineers, a member of the Institution 
of Civil Engineers, and a vice-president and one of the original 
members of the Iron and Steel Institute. He took an active part 
in the recent meeting of the Iron and Steel Institute at Sheffield. 
He was created а baronet in 1892. He leaves no heir, and the 
baronetcy becomes extinct. 


NEW COMPANIES REGISTERED. 


Improved Electrie Su plies, Ltd. (56,014).— This company 
жав registered on October 2nd, with a capital of £15,000 in £1 shares (5, Th 
per cent. cumulative preference, 5,000 ordinary, and 5, 000 B.), to acre 
and take over the business formerly carried on by the Improved Electric Glow 
Lamp Co., Ltd., to adopt an agrcement with W. Chamberlain, and to carry on 
the business of electricians, mechanical and electrical engineers, electro-platers, 
manufacturers of, agents for and dealers in electric lamps, fittings, plant, tools 


and apparatus used in the emp men of electricity, &&. The first subscribers 


(each with one share) are:—W. Chamberlain, Pendock Grove, Cobham, manu- 
facturer; H. Lewis, 12-13, Nicholas Lane, E.C., manager; Н.Н. Thompson, 7, 
Great Newport Street, W. C., secretary; J. W. Miles, 27, King Street, Cheap- 
side, E.C., solicitor; A. Hair, 27, King Street, Cheapside, E.C., solicitor; A. 
Cleveland, St. Michael's House, Basingball Street, E.C., accountant; and J. G. 
Turner, 27, Rectory Road, Parson's Green, Fulham, 8.W., clerk. No initial 
public issue. The number of directors is not to be less than two nor more than 
five; the first are W. С. Chamberlain, Н. Н. Thompson, and A. Cleveland ; 
qualification (except A. Cleveland), £200 shares; remuneration as fixed by the 
company. Registered office: 7, Great Newport Street, W.C. 


Foreign and Colonial Concessions, Ltd. (86,002).—This 
company was registered on September 30th, with @ capital of £5,000 in £1 
shares to apply to and obtain from any Colonial gr foreign Government or 
authority concessions for the construction and working of any railway, light 
railway, tramway, canal, harbour, port, gas, water or electric power or light 
undertaking, and to develop and turn to account the saine. The first sub- 
seribers (each with 10 shares) are: -W. Brown, 17, Victoria Street, S. W., 
engineer; J. Griffiths, 65, Dyne Road, Brondesbury, N.W., gem merchant; 
A. McGechie, 199, Gresham House, E.C., F.C. S. I.: C. Waitbam, The Croft, 
Gomshall, gentleman; D. W. McGechie, 13, Queensland Avenue, Highgate, 
gentleman; Lord Danvers, 1, Broad St. Place, E.C.; and G. М. Fell, 
17, Victoria Street, 8.W., civil engineer. No initial public issue. The number 
of directors is not to be less than three nor more than five; the signatories 
are to appoint the first; qualification, one share, 
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Sol Manufacturing Co., Ltd. (86, 006).— This company was 
registered on September goth, with a.capital of £1,500 in £1 shares, to carry on 
the business of manufacturers of and dealers in dry cell batteries and electrical 
appliances. The first subscribers (each with one share) are:—P. Н. Bohanna, 

aratah House, тарип, 8.W., importer; Mrs. E. J. Bohanna, Waratah 
House, Clapham, S. W.; T. Mason, 48, Torrington Square, W C., merchant ; 
Mrs. M. E. Mason, 48, Torrington Square, W.C.; A. 8. Бона, Waratah 
House, Clapham, B.W. importer; W. Jackson, Colonial House, Tooley Street, 
B.E., merchant; and H. Mason, 5, The Wrythe, Carshalton, Surrey, gentleman. 
No initial public issue. The number of directors is not to be less than two nor 
more then five; the first are P. Н. Bohanna, Н. Mason, T. Mason, and A. 8. 
Bohanna. Registered office : 98, Marshalsea Road, В.Е. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Lowden Electric Lamp Co., Ltd. (Watford), (83,470).—A 
debenture dated September 22nd, 1905, to secure £100, charged on the company's 
undertaking and property, present and future, has been registered. Holder: 
F. М. Bell,8, Campden Hill Square, Holland Park, W. 


Johnson & Phillips, Ltd. (Electrical Engineers, Old Charlton 
and London), (84,968).—A trust deed dated September 28th, and an instrument 
of charge under the Land Transfer Acta, 1875 and 1897,and dated September 
th, 1905, securing £175,000 debenture stock, have been registered. Property 
charged (by trust deed): Freehold and leasehold property, rights and other 
assets, present and future, including uncalled capital (if any). (By instrument of 
charge): Freehold hereditaments comprised in titles No. 114,544 and 114,391, and 
leasehold hereditaments in title No. 114,576. Trustees: London and General 
Investment Trust, Ltd., 12, Moorgate Street, E.C. 


White, Jacoby & Co., Ltd. (52,494).—This company's annual 
return was filed on September 27th, when 8,207 shares had been taken up out 
of a nominal capital of £4,000 in £1 shares; £850 has been received, and £2,357 
is considered as paid. Mortgages and charges: £1,500. 


Ackroyd & Best, Ltd. (54,600)— This company’s annual 
return was filed on September 13th, when 2,241 preference and 1,800 deferred 
shares had been taken up out of & nominal capital of £25,000 in 3,200 preference 
and 1,800 deferred shares of £5 each; £5 per share has been called up on the 
preference and £11,205 has been received ; 1,800 deferred shares are considered 
ав fully paid. Debentures allotted and sealed, £19,900; debentures applied 
for but not allotted and sealed, £1,000; floating debentures to cover bank and 
guarantors of bank overdraft, £3,500. 


N. S Electric Storage Co., Ltd., London (75,623.)—Issue 
on September 18th of a debenture for £1,000, part of series created August 10th, 
1906, to secure £20,000, charged on the company’s undertaking and property, 
present and future. No trustees. Previously issued of same series: £1,800, 


Connty of London Electric Supply Co., Ltd. (34,320.)— 
This company’s annual return was filed on August 9th, when 30,000 preference 
40,000 ordinary shares had been taken up out of a nominal capital of £1,600,000 
in 80,000 preference and 80,000 ordinary shares of £10 each. £10 per share 
has been called up, and £700,000 has been received. Mortgages and charges : 
£800,000. [А copy of an Act of Parliament (Royal Assent, August 4th, 1906) 
authorising the company to purchase lands, construct generating stations, &c., 
was filed on September 27th.| s 


Newtons, Ltd. (48,936).— This company's annual return was 
filed on September 26th, when 3,265 shares had n taken up out of 3 nominal 
capital of £40,000 in 4,000 shares of £10 each. #10 per share has been called up 
on 1,865, and £18,650 has been received. 1,400 shares are considered as fully 
paid. Mortgages and cbarges: £10,000. 


South American Cable Co., Ltd. (34,363).—This company's 
annual return was filed on August 8th, 1906, when 24,707 shares had been taken 
up out of a nominal capital of £500,000 in 50,000 shares of £10 each. £10 per 
share has been called upon 14,707, and £147,070 has been received. 10,000 shares 
are considered as fully paid. No mortgages or charges. 


Exchange Telegraph Co., Ltd. (6,152C).—This company's 
annual return was fi on September 12th, when 8,023 '* A and 16,500 B 
shares had been taken up (exclusive of forfeited shares) out of a nominal capital 
of £246,250 in 8,125 A" and 16,500 B” shares of £10 each. £9 per share 
haa been called up оп 6,000 '* A and £1 per share on 2,023 B shares, and 
£56,023 had been received. £162,000 is considered as paid on 6, 000 A and 
10.000 B'' shares issued as fully paid, and £17,000 on 9,125 4 issued as 
pertly paid to the extent of £8 per share. 102 of the last-named shares have 

en forfeited. Mortgages. and charges: Nil. 


Electrical Oil Refining Co., Ltd. (43,126).—This company’s 
annual return was filed on September 21st, when 4,875 shares had been taken up 
out of а nominal capital of £5,000 in £1 shares. 21 per share has been called up 
on 882, and £882 has been received. £3,498 is considered as paid on the 
remainder. Mortgages and charges : Nil. | 


Sanitas Electrical Co., Ltd. (72,615).—This company's annual 
return was filed on October 5th, when 4,250 shares had been taken up out of a 
nominal capital of £5,000 in 5,000 shares of £1 each; £1 per share has been 
called up on 2,250, and £2,250 has been received. £2,000 is considered as paid 
on the remainder. Mortgages and charges: Nil. + 


Nalder Bros. & Thompson, Ltd. (62,214).—This company’s 
annual return was filed on September 22nd, when 7,846 preference and 11,125 
ordinary shares had been taken up out of a nominal capital of £22,500 in 
10,000 preference and 12,500 ordinary shares of £1 each; £1 per share has 
been called up on 7,846 preference and 1,125 ordinary, and £8,971 has been 
5 АСО is considered as paid on 10,000 ordinary. Mortgages and 
charges : i 


Iifracombe Electric Light aud Power Co., Ltd. (71,378). 
—This company's annual return was filed on July 21st, when 67 shares had been 
taken up out of a nominal capital of £15,000 in 3,000 shares of £5 each. £5 per 
i has been called up and £335 has been received. Mortgages and charges: 
nil. 


Conduits and Fittings, Ltd., London (81,348).—£500 deben- 
tures, created September 8th and dated September 15th, 1905, charged on the 
company's undertaking and property, present and future, including uncalled 
capital, have been registered. No trustees, 


CITY NOTES. 


British Columbia Electric Railway Co. 


THE directors’ report to be submitted at the meeting to be 
held at Abercorn Rooms, Liverpool Street Hotel, on Monday 
next, says that the business shows continued increase and 


prosperity in all departments. For the 12 months to June 
30th, 1905, the gross receipts show an increase over the 
preceding year of $91,687, and the net earnings, after chárging 
renewals, show an increase of $44,531. The following 


‘charges have been made against the revenue account of the year, 


viz.: Provision for renewals maintenance (from which £8,645 
188. 7d. has been deducted for expenditure on renewals during the 
year), £16,565; bonus to employés, £3,611; amount written off 
preliminary and issuing expenses, £1,862 ; amount added to capital 
amortisation fund, £1,725. The net profit for the year, after making 
the above deductions, amounts to £57,877; add balance brought 
forward from last year, £2,222 = £60,099. Interest on debentures 
absorbs £13,586, and the interim dividends on 5 percent, cumulative 
perpetual preference stock, on preferred ordiuary stock, and on 
deferred ordinary stock amounted to £35,649, leaving available for 
distribution and reserves £24,451. 
From this the directors have decided— 


To provide for the dividend on the cumulative perpetual preference 


stock for віх months to June 90th, 1906 ce sa б .. £2,875 
To provide for the dividend on the preferred ordinary stock for three 

months to June 30th, 1905.. x - zs © з .. 8,750 
To recommend the payment of a dividend on the deferred ordinary 

stock at the rate of 3 per cent., making 6 per cent. for the year, 

which, including income-tax, will absorb  .. m icd .. 9,947 
To write off the balance of preliminary and issuing expenses, 

amounting to .. 2n M x э» Е và e. . . 1,651 
То transfer to reserve fund - za x - >з ix .. 4,461 


leaving £1,767 to carry forward to next account. 


The number of lights in use at June 30th, 1905, was 136,512, an 
increase of 23,601 over the number in use on June 30th, 1904. The 
number of passengers carried during the year was 10,352,451, an 
increase of 1,482,965. During the year £107,446 has been spent in 
extensions and improvement of the company’s property and equip- 
ment. A line has been built to the Gorge in Victoria, and a 
recreation ground covering 10 acres has been laid out at the end of 
the line. The Gorge extension has proved very popular with the 
Victoria public and with visiting tourists. In Vancouver a line has 
been built to Kitsilano (Greers Beach). This line was opened on 
July 4th, and has since been very largely patronised. A traffic 
arrangement has been made with the Canadian Pacific Railway Co. 
in reference to their line built from Vancouver to Steveston, the 
principal city on Lulu Island and the centre of the salmon fishing 
industry on the Fraser River. Under the arrangement made, this 
company has electrified the line, and has operated it since July 4th. 
The operation is an unqualitied success. In pursuance of the com- 


 pany's well-established policy of giving the public the benefit of 


cheapened cost of production, voluntary reductions have been made 
duriug the year in the prices charged for electric light. The Van- 
couver power installation has been completed during the year and 
is now in full operation. The directors are much gratified by the 
success of this very important undertaking, the results of wnich 
have exceeded their expectations. The full benefit of this new 
source of power was not obtained until June Ist, so that the year's 
accounts are not largely affected by it. 


Practically the whole of the share capital of the Victoria Gas Co. has been 
acquired, and steps are being taken to improve and extend its plant. The 
resulta, for the current financial year, of taking over the Vancouver Gas Со» 
have been entirely satisfactory to the company and have been equally beneficial 
to the consumers, whom the charge for gas has been reduced. Mr. F. S. 
Barnard and the Hon. R. G. Tatlow, M.P.P., have been appointed as an 
Advisory Committee, resident in British Columbia. Mr. J. Buntzen, who has 
hitherto acted ав generat manager in British Columbia with such conspicuous 
success, has been appointed managing director of the company, and although he 
wil in future reside in England, he will visit British Columbia periodically. 
Mr. К. Н. Sperling, who for a number of years has been the company's general 
superintendent in British Columbia, has been appointed his successor. Mr. F. 
Hope, for many years the secretary of the company in England, has been 
appointed assistant manager in British Columbia. During the early period of 
the current year, at the suggestion of the British Columbia management, an 
&ccountant, in whom the directors have full confidence, was employed to visit 
British Columbia with wide powers to investigate the company's affairs. His 
report was of an entirely satisfactory character and quite confirmed all the 
advices that had been received from British Columbia апа the opinions pre- 
viously formed by the directors. 'The directors have much pleasure in record- 
ing their appreciation of the services of the company's staff in British Columbia 
and their satisfaction with the excellent relations existing between the com- 
pany and its employés. The share of profits distributed among the employés for 
the year amounts to $15,400. 


Edison & Swan United Electric Light Co. 


THE twenty-second annual report for the business year ending 
June 30th, 1905, reads as follows :— 

“ The net revenue account shows that the sum of £47,898 Os. 2d. 
has been brought forward from profit and loss account. Interest on 
debenture stock has absorbed £18,760 18s. 4d. ; £12,000 has been 
set aside as depreciation on freehold and leasehold property, plant, 
machinery and tools; £1,552 18s. 5d. has been applied in writing 
down values of stocks, and the sum of £2,677 Зв. За. has. been 
reserved on account of bad and doubtful debts. A further sum of 
£1,000 has been added to the reserve for future stock depreciation. 
The result, as shown in the net revenue account, is a credit balance 
of £11,907 Ов. 2d., to which must be added the sum of £5,302 
28. 11d. brought forward from the previous year, thus making a total 
of £17,209 3s. 1d., out of which the directors recommend the pay- 
ment of.a dividend for the year on the A“ shares at the rate of 
24 per cent., amounting to £9,586 19s., leaving a sum of £7,622 
4s. 1d. to be carried forward. During the year £43,947 of this com- 
pany's debenture stocks have been purchased and cancelled, resulting 
in a profit of £6,970 9s. in addition to that shown above. 
This amount has been appropriated partially by way of discount on 
amounts owing by debtors, and partially as а rescrve against stock 
depreciation. Cost of establishing the business, goodwill, &c., 
£443,451 8s. 1d., has been brought forward at the standing in 
the last balance-sheet. The freehold and leasehold property, plant 
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and machinery have aleo been brought forward at the value stated 
in the last balance-sheet, with the addition of the amount expended 
to June 30th, 1905, less depreciation charged in net revenue account. 
There has been expended on capital during the year ending June 
30th, 1905, £2,395 16s. 8d. The shares of the Altrincham Electric 
Supply, Ltd., have been taken at par, as in previous years. This 

concern continues to show satisfactory progress. Its indebted- 

ness to this company has been reduced during the year by 

£2,265 8s. 6d.” 

The following resolution, or a resolution to the like effect, was to 

be submitted to the meeting yesterday, with a view to its subse- 
quent confirmation as a special resolution :— 


That the capital of the company be reduced from £941,090, divided into 
150,000 A shares of £5 each, 26,488 B' shares of £5 each, and 93,564 * В” 
shares of £2 10s. each, to £888,071, divided into 150,000 “ A shares of £5 each, 
96,436 '* B " shares of £5 each, and 23,564 '* B' shares of 58. each, and that such 
reduction be effected by cancelling paid-up capital which has been lost, or is 
unrepresented by available assets, to the extent of £2 5s. per share on each of 
the 23,564 B' shares which have been issued and are now outstanding, and 
by reducing the nominal amount of each of such £23,564 “ B ” shares to 58. 


Sir J. W. Swan, F. R. S., retires in rotation, and offers himself for 
re-election. 


| Cuba Submarine Telegraph Co. 


THE directors’ report for the half-year ending June 30th, 1905, says 
that the total receipts of the six months were £10,273, while the 
expenses amounted to £6,334, leaving a balance of £9,938, to which 
has to be added £3,093 brought forward from last account, giving a 
total of £13,032 to be dealt with. | ' В 
The dividend on the preference shares will absorb £3,000, and 
leave £10,032, out of which the directors recommend the payment 
of a dividend at the rate of 5 per cent. per annum on the ordinary 


shares, free of income tax; the balance, £6,032, being carried 


forward to the current half-year. The cables continue in good 
working order. | 

The claim against the United States Government for payment of 
‘the cost of repairing the damage done to the cables during the 
Spanish American War is still unsettled. 


4 
-—— 


Indo-European Telegraph Co.— The board have 
declared an interim dividend for the half-year ending June 30th 
last at the rate of 5 per cent. per annum, free of income-tax, pay- 
able on and after November 1st next. 'The transfer booka will be 
closed from the 18th to the 31st inst., both days inclusive. 


Anglo-American Telegraph Co.— The directors have 
resolved, after placing £5,000 to the credit of the renewal fund, to 
declare. ап interim dividend for the quarter ending September 30th, 
1905, of 15s. per cent. оп the ordinary stock, and £1 10s. per cent. 
on the preferred stock, less income-tax, payable on November 1st. 


Stoek Exchange Notices, — The Committee has 
appointed a special settling day, as under :— 


Wednesday, October 18th.—Newcastle and District Electric Lighting Co., Ltd. 
— £150,000 44 per cent. Mortgage Debenture stock. 

J. Stone & Co., Ltd.—20,000 5 per cent. Cumulative Preference shares of £10 
each, fully-paid, Nos. 1 to 20,000; and has ordered same to be quoted officially. 


Applications have been made to the Committee to allow the 

following to be quoted in the Official List :— 
i 

Indian Electric Supply and Traction Co., Ltd.— £125,000 6 per cent. Construc- 
tion Debenture stock. | | 

County of Durham Electrical Power Distribution Co., Ltd.—20,000 5 per cent. 
Preference shares of £5 each fully paid, Nos. 1 to 20,000. 

Electric Supply Corporation, Ltd.—£50,000 44 per cent. Debenture stock. 


Siam Electricity Co.— This company held its thirteenth 
ordinary general meeting on August 31st, at Bangkok, Enginecr- 
Commander C. Sommer presiding. A dividend of 6 per cent. was 
declared for the half-year. 


Lanarkshire Tramways Co.—This company resolved 
last week to raise additional capital to meet additional expenditure 
on the Larkhall extension, by the issue of 5,400 new shares of £10 
each. | 


Milford-on-Sea Electric Light Со, — The second 
annual meeting of this company was held at the generating station 
on September 30th, Dr. V. D. Harris presided. The report, in 
which a dividend of 24 per cent. was recommended, was adopted. 
Satisfaction was expressed at the success of the year's working. 


Indian Electric Supply and Traction Co.—A 
meeting of this company was held yesterday at Winchester 
House, Е.С. 


Cape Electric Tramways. Ltd.—It is stated in the 
Financial Times that the directors of this company have convened 
an extraordinary general meeting for the purpose of obtaining 
authority to raise further capital, not exceeding £200,000, in 
debentures or debenture stock. 


Reuter's Telegram €o.—The directors have declared 
an interim dividend at the rate of 5 per cent. per annum, tax free, 
for the half-year ended Junc 30th. 


Eastern Extension, Australasia and China Tele- 
graph Co.—The directors have declared an interim dividend for 
the quarter ended June 30th of 2s. 6d. per share, free of income-tax. 


STOCKS AND SHARES. 


Wednesday evening. 
WEAKNESS and reaction followed in sharp succession throughout the 
markets of the Stock Exchange in the early part of this week. A 
5 per cent. Bank Rate is the most keenly discussed topic in financial 
circles, and money again governs most of the markets. Not so— 
fortunately—as regards the majority of electrical securities, in 
some of which there is pronounccd strength, as may be seen from a 


rapid glance down the final columns of the following pages. 


Our hint of last week with reference to a possible working 
arrangement between the City of London and the Charing Cross 
(City Undertaking) Companies is worth recalling in the light of the 
further improvement in the Ordinary shares of both undertakings. 
City Lights are now 12; Charing Cross Ordinary are 73. The 
Charing Cross City Undertaking has only issued Preference shares 
to the public so far, and the price of these is not affected. County 
of London are also a good market, having risen to 9}, but Metro- 
politans dropped back to 104 on the cessation of the buying which 
recently carried the price over 11. St. James's are firm at 14}. | 

Progress continues to be made with the advance in Central 
London Deferred stock improving to 844, although the company’s 
other descriptions are inanimate. City and South London Ordinary 
is 41, and Waterloo and City remains dull at 90. Business has 
rather fallen off in East London Ordinary, the price still keeping 
about 54; attention of speculators is directed more to the prior- 
charge securities, and the tive classes of Debenture stocks are called 
934, 1044, 30, 124 and 64. The first named receives 31 per cent., 
and the second 4 per cent. There is also a 24 per cent. White- 
chapel Extension Debenture quoted 644. It may be well not to 
build too much upon Lord Claud Hamilton's directorial connection 
with this company and the Great Eastern Railway. 

. With other railway stocks, Metropolitan Consolidated has 
weakened, and is no better than 89, after falling to 884, the next 
dividend being somewhat a fancy quantity. Those ‘condemned to 
travel by the District will notice with savage satisfaction that the 
price of the Ordinary has dwindled to 33}, with none too much 
market ‘at that. Great Northern and City Preferred “A” are 5]. 
The scrip certificates of Great Northern, Piccadilly and Brompton 
command 4 premium, and those of its twin, the Charing Croes, 
Euston and Hampstead, stand at their paid-up price. 

Thanks to the excellent report out this week, the British Columbia 
Electric Railway stocks have hardened substantially, the Deferred 
to 1271, the Preferred to 1104. The company made £7,300 more in 
net revenue for 1904-5 than in the preceding year. British Electric 
Tractions at 945 have picked up a shade, but the Traction section 
has little movement to show this week. А contemporary which 
quotes Kalgoorlie Electric Power Ordinary at 4s. is confusing the 
shares with those of the Kalgoorlic Tramways Co.—a very different 
thing. The latter are being sedulously puffed by outside brokers, 
which in itself is not unsuggestive. The price of the Power 
Ordinary is about 12s, and the Preference are 19s. 6d. middle. 
Anglo-Argentine Trams at 88 keep steady, and Belgranos stay at 
3g. Calcutta Trams and Calcutta Electrics are both the same price, 
94; both, too, are £5 shares, and fully-paid. Cape Electrics 
declined to 144 upon the cool suggestion of the directors to take 
powers for raising £200,000 in Debentures. 

Several cable shares have put оп fractions in consequence of 
increased attention directed to the material. British Insulated are 
64, and Callender’s 11, although India-Rubber, Gutta-Percha, and 
Henley's shares are without movement. Amongst other manufac- 
turing shares, Edison & Swan continue a good market, and Tele- 
graph Constructions are firm at 35. Westinghouse Preference were 
done at 2,7; the other day. 

Telegraph varieties are fairly good, under the leadership of Anglo- 
Americaus, where the market strengthened upon the declaration 
of a better dividend on the Preferred. Other fluctuations include 
a drop in Eastern Ordinary to 1441, and improvements of a 
small degree in West Const of America, Great Northern Telegraph 
and Indo-Europeans, although these last have scarcely influenced 
the nominal quotations. National Telephone stocks cased off a 
trifle after their improvement, but firmness is noticeable in the 
shares of the Oriental Telephone and in United River Plate 
Telephone Debentures. 
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| 
Business done | Rise 2 


Closing 
or Dividends for the last week ended 
NAME. mum four years. ому чонон Oct 11th, | Fall — 
n Us ` | 
` | 1902. 1908. | 1904. | 1905.5 Highest|Lowest. 
African Direct Telegraph, 4 % Debs.. s 100 4 4 4 © 99—102 99 —10@ uu "T Р 
Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 10 i i Ni es 8- 34 з — 84 T os ES 

Do. do. 5 % Debs., Rohe оа. 100 Nil Nil Nil 23 82 — 87 82 — 87 а р е 
Anglo-American Telegraph Stock | 60/6 61s. 23% 293.5 61 — 63 61 — 63 od TED 
Do. do. do. 6 q Pref. M. .. | Stock 6 6 96 % 583.9 1 1094 109 —110 1 109 + 
Do. do. do. Deferred . | Stock | 1/- 9s. dq. 162— 17 164— 162 17 165% — i 
Chili Telephone, Nos. 1 to 44,000 Б 8 à 7 їй 74— 72 ML К | " 
Commercial Cable Bting. 600 year 4 % Deb. ВЕ. Red. Stock | 4 4 4 ; 97 — 99 97 — 99 ха 98 өз 
сше пы 10 % Pref. 10 hog 5 10 g 10 % 177 18 mai a X E. 
Direct Spanish Telegraph, Ord, Ое : 5 4 4 4 4 6,5 xd xd| .. ie tao m 

do. 10 J Cura. Pref 5 |104 |104 |104 10 5 940 xd | 
Do do. 44 % Debs. as es 60 4 43 449$ 100 —108 100 —103 % o esr es 
Direct United States Cable 20 8 8 , | 114— 194 12 — 49 12% 1nd +4 
Direct W. India Cable, 44 % Reg. Deb.,1 to 1,200, R.| 100 | 4 4) i 100 —102 100 —102 x 5 
Eastern Telegraph, Ord. Stoc 67 Stock 7 7 7 5 %8 | 144 —147 143 —146 1454 144 — 1 
Do. 8) Pref. Stock 100 84 84 34 345: 90 — 92 90 — 92 91 OA 
Do. 4 % Mort. Deb. Stock Red. Stock 4 4 4 48 | 108 —110 108 —110 ZU as 25 
Eastern Extension, Australiasia, and China Tele. 10 | 7 1 2 7 6 45 131— 14} 187— 14} Mis lg | .. 
Do. du Deb. Stock Btock 4 4 4 | 4,5 106 —108 106 —108 1064 is 
Hast & 8. Afric. Tel., 4 % Mt. Db., 1 to 8,000, red. 1909 | 100 | 4 13 4 is 994—101 994—1014 d "es 
Do. 4 % Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 25 1% | 4 4 % | .. 1015—1 1015—1034% .. JT 
Globe F and Trust : 10 |2816 54 52% ; l 11 1 1 104 | em 
do. 6 % Pref. 8 10 6 96 6 6 $ е 141— 144 = 30 1444 it 
Grent Northern diii qi of 3 а 10 124% | 15 24 с — 87 — 35 | ~ 3 
ifax ermudas Cable, st Mo ex an 
| do-E Yoon а i sles те | pe n Ho b i "n бя 5 p 55 64 +1 
ndo- uropean e grap eo „ oe = А T . 
Monte Video Telephone Co., Ltd. Ord. . 1 8 96 8 5 E nuc + à . 4— РИ г | m 
National Telephone, Pref. Stock — .. .. 100 6% | 6% | 6 6 %5 | 112—118 119 —113 1124 112 | 
Do. o. Def. Btock ES 5 100 44% 5 $ b 5 95$ 107 — 109 107 – 109 1077 107 |! 
Do. do. 695 Cum. 1st Pref. 10 6% | 6 6 6s] 1 144 134— 144 » iv. 
Do. do. 6 Cum. 2nd Pret. 10 6% 6 % 6 6 4.8 12 — 13 12 — 13 2 
Do. do. 5% Non-cum. 8rd P. 11095000 5 | 5% | 5% | б 5 %3 5R— 63 à— 51 54% 
„ ee 
Oriental Telep. and Elec. 1 to 171,504, fully paid 1 6% | 6 64% 1— ld 11— 1 lj 14% 

Do. do. do. 6% Cum. Pref. | 1 6 % 6 6% | 14— ly . — lí, 17 a 
Pacific & European Tel., 4 % Guar. Debs., 1 to 1,000 100 4 & 4 4% : 100 —103 100 —1 | | 
Reuter's * Я i а 5 б 5 | 5 99$ 8 — 84 8 — 8 B3 74 2 
Submarine Cables Trust У А T "S. d 6 6 6 ET 127—190 127 —130 T 2x а 
United River Plate Telephone 5 1 8 8 % ыа 7— 1 7— 7 : ds : 

Do. 5 Pref., Nos. 1 to 40,000 5 5 Б 5% RAS 54— — 53 5} ; 
Do. do. 5% Debs. . sí Stock | 5 6 5 . 10 —112 110 —112 | b | 
West African Telegraph, Shares 10 2 4 \ А 10 — 1 10 — 1 3 АР " 
W. Coast of America, 1 to 80,000 & 53,001 to 53,008 24 Nil 2s g— B— : жо я , 
Do. 4%, Debs., 1 to 1,500 guar. by Bras. Sub. Tel. | 100 4 4 4 100 —102 100 —102 M pr d te 
Western Telegraph, Ltd., Nos. 1 to 207,990 10 7 7 7 sis 14 — 144 14 — 144 14 14% 
Do. 5% Debs. 2nd series, 1906 | 100 5 5 5 vs 101 —103 101 —103 РЕ se i Е 
Do. do. 4% Deb. Stock Red. ..| 100 4 4 4 de 1 1043 1 10 1023 T ae 
West India and Panama Telegraph - А 10 N 2d — 12 7 12 tè EP | А 
Ро. do. 6% Cum. lst 1. > 10 T 1% oR — 9 9 in as 
Do. do. e Debs. 2nd Pret. 2 10 Nil il a 71— 8 7i— 8i tà 8 + i 
Do, do. Debs., Nos. 1 to 1,800. 100 5.96 5% | 5% e 101 —104 101 —104 x sa éx 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| 
British Aluminium 7 % Cum. Pref. .. ee б Nil Nil Nil | А 4 5 — bè К ч 1 1 
Do. do. A 64, Cum. Pref. 5 Nil Nil Nil 4 2 — af ee Rc. эз габ 
Do. do. 4% Funding Certs. 5 is ка x ; 2 - ор г 
Ро. до. 5 9 1st Mort. Deb. Stock Red. Stock 5 A b 4 5 % T 99 —103 99 —103 102 1014. .. 
P EE ed % Cum. Pref... 10 6 4 8 т б a a 104— 11 ^ 110 104 АЛ. 4 
um. Pref. .. : — h is 4 
Do. do. 5 % Perp. Deb. Stock .. | Stock 5% 5% 5 % Е 122 —124 xd 121 — 123 xd 122 ae 
Do. do. 4} % 9nd Deb. Stock Red. | 100 %% c | 99—101 99 —101 1004 1008 | o! 
British Insulated and Helsby Cables 5 110% | 8% | 8% 895 63 GÀ— 7 6 G ^ +} 
Do. do. 6° Cum. Pref, . 5 6% 6 % 6% | 6 %S — 6i 51— 6} P. „5 
Do. do. 43 ^a Ist Mort. Deb. Red. 100 4o 44%, 44% 44°%5 | 103 —106 d — 106 " sb xs 
1 Lindley & Co., Ord. .. £1 i Nil il | và P — i 18 - Re^ $^ 
Do. do. 6 % Cum. Pref. 41 | Ni | Ni | Ni! 14/6 to 15 ME vo 10 » » i 
Brush Electrical Engineering, Ord., 1 to 105,781 . 2 Nil | Ni | Ni ! .. - i - а bi Ye ы 
Do. Non-cum. 6 9, Pref 2 4475 6% | 6% ' .. 1 1 1 1 PP ен Ode 
Do. 95 Perp. Deb. Stock Stock | 4 43% | 48% | .. 91 — 94 93 — 97 н — de SE 
% Perp. 2nd Deb. Stock Stock | 44% 4 44% . . 78 — 81 78 — 81 м 2 a 
Callender’ 8 Canig Construction ae es š 5 8 5 101 E 5 | ee = p. 103— 11 11 ёз 
е O. um е i ee 5 * ee 
Do. do. 44 9% lst Mort. Deb. Stock Red. | Stock 43% | 43% | 43% | Е 169 —111 109 —111 110 x 
Central London Railway, Ord. Stock .. | Stock | 4 4 4% 4 %§ 91 — 93 91 — 93 9? 913 
Do. do. 4% Pref. Stock Stock 4 4° 4 % | 4% 101 —108 101 —103 1014 - 
Do. do. Def. do. Stock | 4 4% | 4 ES 83 — 86 83 — 86 85 84 
City and South London Railway .. | Stock | 8} 28% xs 2 95 40 — 49 40 — 49 42 41 | 
Crompton & Co., Pru ов s СЕ У 8 5% | A% | 24% n: li— Ц li— 14 mo. U 
8 ort Ё. S., oe =: | 
000 of £100, and 901 to 11,000 of £60 Red. | - | 5% | 5% | 5% | 95 —100% | 55 —100 I E 
Edison & Swan Utd., “ A" shrs., £8 pd., 1 to 99,961 5 Nil Nil 21$ © 14— 1 1là— 1 14 К с. 
Ро. А" shares, 01—017,189 5 Nil Nil | 245 : 9 — 9 — К 5 
Do. 4% Deb. Stock Red. 100 4% 4% | 4% M 89 — 88 85 — 90 ; | +32 
Do. 5 % 2nd Deb. Stock Prov. Certs. all pd. | 10 | 5% | 6% | Бф | | 90— 95 xd 0 — 95 ч я 
Electric Construction 1 to 112,100 2 6% 4% Nil — A - БИ or 

Do. do. 7% Cum. Pref.,1 to 81,800 2 1% 1% 7 | 2! li— 28 1{— 28 е н 

Do. do. 4% Perp. 1st Mort. Deb. 'Sk. Stock 4 4% 4% | Ч 92 — 95 92 — 96 s s 
General Electric Co. (1900), : % Cum. Pref. 10 5% 5% 5 % СА 94— 10 10 : v 

Do. do. Mort. Deb. Stock | 4 & 4% 4% «s 96 —100 97 —101 ate P 
Henley's | s (W. T.), Telegraph “fo orks, Ота. 5 0 4 15 % 157% | 10% § n E n 13 124 ie Е 

те sie 7o 4% ; es 5 5 305 
Do. do. 4 Mort. Deb. Stock | Stock | 44% 440 4e !| 109 —111 109 —111 bo bi їй 
India-Rubber, Gutta-Percha & Telegraph Works.. 210 10% |10% b 249,3 154— 164 154— 164 25 "н 
Do. Н 3o. m 4% dst | Mort. Deb. 100 11 1155 is Td 99 —102 е 100 de 
tLiverpool Overhe ailway, Ord. . 1 14° о, ic d— 2/5 | ; Е # 
Н ро. до. Pref. £19 paid 00 5% 5% | Be вы 9— of 9 — 9j бз i. 
Telegra 2 Construction and Maintenance 12 20% | 20% 15 a 84 — 30 34 — 36 354 H 
4 % Deb. Bds., 1 to 1,500 Red. 1005 10⁰ 4% | 4% 45 | к 102 —104 102 —104 p: 
.. | 100 84% 33% 33% | 3% 89 — 91 90 — 92 | 


Waterloo & City Railway, Ord. Stock s 


t Quotations on Liverpool жо Exchange. 


t Unless otherwise stated all shares are fully paid. 
From Manchester Share List. 


Bank rate of discount 4 per cent. (September 28th, 1905). 


§ Interim dividends. 
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SHARE LIST OF ELECTRICAL COMPANIES (continuei)—ELECTRICITY SUPPLY COMPANIES. 


Btock 2 Closing Closing Business done | Rise + 
Present | Dividends for the | 
МАМЕ. ог Quotations Quotations -| week ended or . 
Issue; Share. last four years. Oct 4th. | Oct. lith. | Oct. 11th, 1905. | Fall— 
1902. 1903. 904. | $1905. Highest Lowest. 
29,877 Brompton & Kens. Elec. Lt. Sup., Ord., 1 to 20,000 5 8 10:95 110 37 с» 91— 1 1 103 io — — 
29,628 Ро. do. 7 55 Cum. Pref. 6 7 1 7% | 1 1 V de 2 
.10' 782 | Central Electric Supply 4% Guar. Deb. ntum 100 4 4 4 МЕ: 108 —106 101 —107 é. * +1 
80,000 | Charing Cross and Strand Electricity £ 8 А Б 10 4} 8 & 8 | 5 965 2 7 C ow ii 7 ere 
80,000 Do, do. do. ad Pref. 5 3 449, 44% es b 54— 5 5 5133 + 
40,000 Do. * City Undertaking " 44 % Cum. Prf., 5 4 2 Ua | 9 | 1. 4{— 5 # — 5 4} 75 X 
40,000 Do. do. 1903 Ө NE жаШ a ® 25 — y- Sh : Y 
850,000 do. 4% Deb. Stock Red. 100 49, | 4Q 4 103 —105 103 —105 104 1048 
44,436 бйрге Electricity Supply, Ord. 4 5 44% AME 1 145 | 5g— ig 5 f- TU 
150,000} Do. do. 44% Deb. Stock Red. | Stock ie 44% | 44 E 4 ids 109 —111 109 —111 p „ TIPA S 
70,595 | City of London Elec. Lighting, Ord. 40,001—110,595 | 10 | 5% | 5 | 6 , 1i» 14 12 — 13 1:3; | dà | +1. 
40,000 Do. 6 % Cum. Pref., 1 to 40,000 . 10 6 6 6 | 134— 144 131— 144 4 CMT PEDE 
400,0001 Do. 5% Db. Stk., Scrip. (iss. at 115) all pd. гг 5 5 5 | 124 —128 124 —128 * oy ae 
800,000 Do, 95 9nd Db. Stk., Prov. Crts., all pd. 100 44 43% | 4 & | 104 —106 104 —106 » gout oer 
40,000 | County of London Electric Lighting, Ord. 1—40,000 10 4 4% 4195 4 * 81— 2 9 — 93 95, N cp. ж. 
30,000. Ро, йо. 6 95 Pref., 40,001—60,000| 10 6 6%,| 6 12 — 12 12 — 124 2 72 PA 
400,0001 Do. do. 44 % Deb. Stock x 4 44% 111 —114 111 —114 1134 113 Б 
250,000 Do. do. 44 % 2nd Deb. Stock Stock | 4 12 4 103 —105 108 —105 F * м ву 
70,000 | Edmundson's Electric MP run Ord. Shares . 5 " 2 ү % 7 do : a 64 51 573 5 
80,000 Do. do. 6 % Cum. Pref.. 1 13 6% | в“ j= — 6 Ж Ж бел Се 
800,000! ' do. 44 % 1st Mort Deb. Stk 100 44 44%, 44% 108 —110 108 —110 109 a VE s 
21,000 Kensington and Knightsbridge воо Ord. xd 5 10 12 & 12% | 12 — 12} 12 — 123 1294 г: . уә 
136,000 до. до. 4 95 Deben. Stk. | Stock 4 4 4 P 97 —100 97 —100 КА ds T 
111,000 Р Electric Supply кш "iac. Limited, Ога, 3 Nil Nil 8 2 — 5 2 — 24 T: vacet б 
60,000 Do. do. 6 95 Pref.. b 69, | 6% | 6% | 4j— 5 4i— 568 E "web rey. 
871,895 Do. do. 4% 10 “Mort. Deb. Stk. Red. | Stock 4 96 4 96 4% | 99 —102 99 —102 Ps ‚ә Ж 
100,000 | Metropolitan Electric Supply, 1 to 100,000 .. | 6 1% | 83% | 1096 | 10%5 | Du 11 101— 104 108 io — 1 
76,121 Do. : * Cum. Pref. 1—1, 106, £3 pd. | 5 44% 4 4% | 54 bà i ^ we P. 
220,001 Do. 44% 1st Mort. Deben. Stok „| . | 4% S. 109 —113 109 —113 » Š 40 
250,0001 Do. à ?5 Mort. Deben. Stock Redem, | Stock % "s 96 Và 100 —102 98 —100 oM. jefa 
250,000 | Midland Electric Corporation, 44 % 1st Mort. Deb. | 100 44% % 44% „э 100 —102% 101 —103 1021 1013 | +1 
10,852 | Notting Hill Electric Aghting 10 6 6 9$ TU 1 aue 14 — 15 14 — 15 * А, 4 EZ 
59,000 Do. do. 4% 18 Mort. Deb.. 100 4 e 4% 4% T 98 —100 xd 98 —100 xd Ar “3 РА 
40,000 | St. James’ and Pall Mall Electric Light, Ord. ` | 5 | 144% | 144% | 144% | 10203 | 14 — 15 14 — 15 144 Mà | .. 
20,000 do. 79% Pret. 20,081 to 40,080 | 5 74 7% 1% 741 8— 9 б 70 ML Е reb 
150,0001 Do. do., 9496 Deb. Stock Red. 100 à, | 8495 | 39% | .. 98 —100 9н —100 5s fe 24 
12,000 | Smithfield Markets Electric Supply, Ord. 5 24% 4% 4% | 21— 23 21—- 23 40 CN "Ae 
50,000 Ро. do. do. 1 % Deb. Stock | Stock | 4% | 4 $ | 44% | 76 — 80 76 — 80 $ va 
65,000 | South London Electricity Supply, Ord. Р 5 12% 8 % 4% 84— 4 4 ie SES ES 
100,000 | South Met. Elec. Lt, & Power (Ord.. v» * 1 Nil Nil Nil e— 12 H— lá : és S 
50,000 | (Late Blackheath and петок AT 95 Pref. . | 1 Nil | 79$ 7 5 15— 1% l-— 1 75 3. HR 
100,000 Dist. E. L. Co.) 44% 1st Deb. Stk. | 100 44% | 44% | 44% | 105 —108 xd 105 —108 xd vi . Nn 
30,000 | Urban Electric Supply, Yu T i | 5 5 $, 5 5 5 96 4&— 42 ха 48— 44 ха РА K. ke 
30,000 Do. do. 596 Cum. Prei. e] 5 96 5 5 5 — bixd b — I xd Ts А * 
200,000 Do. do. 44 0 Ist Mort. Db. Stk. Red 100 * 4 4905 | 103 —105 xd | 103 —105 xd 104 1034 F 
110,000 | Westminster Electric Supply, Ord. .. 5 12 % 134% ч ? | 13%и 123— — 18 | 124— 133 1 18 . 
28,151 х do. 5 % Cum, Pref, as 5 | 5 96 6 96 | | | 64— | ФӘ " vam 
Mone not y officially сй cem Cotes ord., „40-51. Pref. 153—164. - 
1 Unless otherwise stated all shares are fully paid. § Interim dividends, 
= SS c m beet amc E = — — ee Lee 2... m MM eee = ——— — > — 
ELECTRIC БАЗАХ AND RAILWAY 5 RETURNS. 
А Fort- Receipts for | No. oute Fort- Receipts for Route 
Locality. night the | of Total to date. miles Locality. night Total to date. miles 
ended, fortnight. | wks. open, ended, Ж. ч open, 
Pes | 
' | | | ; | -| 
| EAE 3 a р | £ £* £ | #* | , 

Aberdeen .. Het. J 2,39 — 158| 19 | 29,216 — 1.6140 |. Chatham and Dist. Oct. 5 1,21 |+ 97 40 | 26,986 + 2,99] 9з +з 

tAyr : . | Sep 90 333 7 | 20 8,302 | — 1198 8 |. Colchester .. seb o A 381 P 10 e 

Bath (Oct. 4| 1,522 |+ 195 | 40 | 27,694 | + 1,653) 13. |.. || Cork .. .. „ (5| 1,046 „ 929|40 | 19825 + ^798 9*9 .. 

Birkenhead . „ 8 9,090 — 20,27 | 29,193 — 534 15.9 Darlington. ..| Вер. 0 205 18 26 6,471 ж. ЧИ. 

Blackburn .. „ 4| 2,07 + 146 27 | 28,098 + 898 14-95 . Darwen  .. . Oct. 7 498 |+ 31! 27 | 0,739 |+ 305 | 4-36; |: 

Blackpool Corp.. „ 5 | 2,437 + 47 27 | 41,090 | + 2,083 nud n Dover a. „ 1 ‚ 844 |+ 27 32 6,651 — 288 85 .. 

„  —Fletwd| , 7 | 1,201/+ 98|14 | 17780, — 88 Dublin .. | Oct. 6| 9,589 — 175 4. | 75,792 — 575 1485 +415 
н — Lytham Tine 2 1,602 |+ 753 | 34 7,008 | LM. XT Dundee X | „ 1 2,087 |+ 280 20 | 48,521 |+ 584 126 | AN 

Bolton .., Oct. 8 3,782 1+7 1150 28 54,922 | + 1,874 | 26 |+ 1 || East Ham ig „ 1| 1,622]+ 959| 21 23,450 + 2,369 6°75 .. 

Bournemouth „ 4 2,116 4 680 264 | 39,907 + 0,684 18°91 + 33|| Glasgow 8 Ši „ 7 | 32,976 | +2,463 | 18 | 286,394 14,423 76 |+ 4-5 

Bradford ET » 7 8,744 — 691 | 27 123,410 | — 6,484 | 53 t Gloucester .. . T! 4 | 775 — 2 | 96 8,781 ed 15 RA 

Brighton |j o 8 1,920 Tas 65 | 28 31,216 | "m 9:5| .. Halifax бз . р. 21 3,339 + 295 | 26 43,591 | + 1,899 37 + 4 

Bristol А А „ „6 9,617 — 5 "Y 6% tà 28:5 |. t Huddersfleld Ў „ 30 | 1,640 + 88 26 36,360 + 895 28 

| | Mall 42 La Oct. 7| 4,315 |+ 93,27 | 60,046 + 603 1838 
А +Шога es Sep. 30 | 5926 |+ 97 27 13,426 |+ 1214 

Brit. Elec. Trac. Co. | | Ilkeston Oct. 5 995 — 56 27 3,346 — 725 38:5) _. 

j < i Ipswich . .. э” 7 809 — 121 27 13,106 тшс 1,568 10°5 ee 
Airdrie .. Sep. 29 | 480 |+ 41 | 39 7,992 | + 115 &5|.. Isle of Thanet ..| ,, 7 955 — 209 | 40 | 98415 — 2,943. 
Barnsley .. ..| „ 29 315 35 „, 6,321 | — 270 З 3 Kirkcaldy .. xw 4 436 |— 2444 a kx Бі .. 
Barrow... |» 29 587 |+ 35 „, 9,650 | + 2011 | 5:37 | .. pu pnr со. „ 5| 1,837 |+ 389 | 40 | 29,379 |+ 3,996 | 12°5/4 8:9 

{Birmingham (City) „ 29 | 10,497 591 „ | 211,43 | + 2,700 | 14:5 | .. Leeds „ 7]|1L7U |+ 120 27 | 169,469 |+ 8,445 89-5 + 8 
Birmingham (Mi р » 29 | 2,854 |— 451 „ 63,427 | + 1,070 12:25| .. Leicester ; » 4| 4,190 zs 40 83,583 Vs | “А \ ae 
Devonport „ 0 2960 — 11, | 18,272 | — 2,757 885) .. || Liverpool ..  ..|Sep.30 | 21,281 |+ 73 89 | 414,801 |+ 8,915 | 104 |+ 1 
Dudley—Sto’ rb'ge ” 29 1,924 =, 2 LEJ 35,756 + 1,351 21:25 . L... m . ” 23 30,475 + 2,777 25 651 459,738 51i + 4-6 
Gateshead.. „ 29 1.923 — 18] ,, 35,887 | + 628 11:25| ., tLowestoft .. .. | Oct. 7 1781 11 -" 92 85|.. 
Gravesend, N'fleet| „ 29 506 |+ 16) „, 9,247 | — 923| 65| .. Manchester. „ 7 | 25,558 |+ 614 | 27 | 856,496 |+ 15,167 die 
Gr'n'k, Pt. Gisgw | „ 29 1,530 |+ 245 | „ 25,479 | + 2,747 | 1:25 | .. Newcastle .. „ 7 1,518|— 102 | 27 | 104,878 |+ 2,999. а 
Hartlepool e|» 29 585 |— 27 „ | 10,544 | — 1,151 | 6-72] .. Newport ; „ 7| 1120 |+ 96 | 27 рЫ . 14.5 155 
Kidderminster .., ,, 29 ME e. €. 4,948 | — 270 45|.. Oldham : » 8, 8,275 |+ 878 28 | 46,606 |+12,597 |2876 J (à 
Leamington cl ag И 386 + 110 11 2,511 | + 1,045] .. 77 Plymouth д є ЎР ЕЁ T. 85 ee P e 
Merthyr .. » 29 377 — 36 39 7470| — 411, 29|. Pontypridd . aL ow ЭП 308 "EE: 4,268 и 851° 
Metropolitan. , 29 6.278 |+2,301 | „ | 104,543 | + 46,6211 Portsmouth . | 7 3.482 — 905 27 61,166 |+ 1.498 | 14:5! .. 
Middleton. . » 29 704 |+ 43 | „ | 18,593 | + 579| 85|. Readin : [0.4 б) 19n]-— 16197 | 1500 |-- 919] .. : 
Oldham — Ashton | „ 29 | 1,193 + 59| „ | 9218944 351|913|. Rochdale „ 7|. 1,616 |+1,051 | 25 | 21,284 716.287 21:2 |4 8˙1 
Peterborough ..| , 29 | 26 29, „ 5,514 | — 508 5.31 Salford „ 2 | 8,667 |+ 186 | 27 | 117,643 |+ 6,600 
Potteries .. EE » 29 8,606 + 31 n” „069 + 350 29 А Scarborough Sep. 80 327 528 59 | ‚295 "m TL. 

' Rothesay .. .. | » 29 €00 185 „ 9,029 | + 2,582 2˙75 Sheffield... Oct. 8 9,931 4 618 | 28 | 139,729 |+ 6,461 \85°75,-15 
Sheerness .. " pis" LE 21 140 — 3 ” 2,855 T 307 2:5 . Southampton .. Sep. 27 1,974 je 47 26 | 26,699 ы 559 es Dg 
Southport wt cap WE 080 ЖҮ, | 19,773 | — 416|817|.. Southend-on-Sea .. 2 26 | 2,089 1+ 67 17 596 + 468 | 6-95 | .. 
South Staffs,  .. | „ 9 1572 |+ 129, „ | 28,309 | + 657 13°87) .. 1 Stalyb' dge, нү K. Sep. 30 | 1,306 1 355 | 26 | 1140, .. 1 
Swansea S4. 29| 1,677 (+ 275) ,, 27.930 + 6,459 5 » Stockport „ LEM. 20,896 + 4,175 155 |+ 4 
tTaunton’.: „ 8 T\— 8| 11.851 — 191 15|.. Sunderland . „ 8! 2460 43 27 | 37,600 1+. 981 | * | w 
Tynemouth sal 34 20, |: 496 — 420] 90 10,734 — 1,483 | 3-75 | - +Swindon Sep. 27 199 26 5,984). 44. 
Weston-s-Mare .. „ 27 371613 92] „ | 6,8668 |4 627: в |... eside Ось. 4 185 — 144 | 40 | 16,897 |+ 995 887... 
Wolverhampton D. „ 29 888 + 49! „ | 15,68 + 1071476 .. 1 Warrington Зер. 14 345 |+ 18°, 24 8,291 + 400 | 6:37 25 
;Worcester..  .., „ 291 6539 — 1 , | 12235 + 601 576. West Ham .. Oct. 5 4,195 41,999 27 | 48,271 420,101 1395 43:4 
Wrexham . * 29 208 — 16 „, 1.020 — 871 4 Wolverhampton |o» 4 1.68 27 22,378 v M a 
Yorks, Wool, Dist. | ,, 20 | 1478 + 334! „ 25,626 + 2,888 17 | | | | геа 

| | | i 
| | i | | | Сеп. London Rly. Ось. 7 13,139 — 85 14 81,911 — 1,859 6 | oi 

Burniey . e Oct. 7, 2,357 € 92... US a Т6: 4, сети 8. Lon. Rly. „ 8! 5,268 — 15 14 33,126 — 573-625 .. 

Burton-on-Trent . „ DEN г: 85 27 9,021 ks + BS, we lin-Lucan ae » 6; 1! 2 | 14 | $204 + 980 7, 

Bury .. 5 $ 55 ti 15985. аа 100-7. 19 908, $* | 10-5 | ja G. N. and City R s Ty 8845 |+ 650 11 20,418 |+ 5,818 | 855 .. 

Cardiff .. Зер. 30 4,28 4 23 26 | 56,384 + 988 | 15:8 L'pool Overh'd , 8| 2,897 Б: | 23,762 — 854 6°75) .. 

Carlisle | Oct. 7 т— 21,40 7.252 — 609) .. Mersey Railway | » 7 | 8,165 |+ 199 | 14 | 21,750 + 1,867 45 .. 


{ Includes horse and other receipts, 
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BELT COAL CONVEYORS. 


By FRANCIS H. DAVIES. 


IN the design of power stations not favoured with facilities 


that render such apparatus unnecessary, the question of coal-' 


conveying gear is always one of some moment; bat when 
considered in connection with the mammoth power -under- 
takings that are now springing up in all parts, this section of 
the auxiliary gear assumes an importance that gives it a 
position among the leading features. 

The available ways and means of carrying coal from place 
to place are indeed legion, and in many instances the 
ingenuity that has been brought to bear on the details of 
such apparatus i8 remarkable and interesting to follow ; in 
this article, however, it is proposed to deal only with that 


class of machine known as the belt conveyor, for the reason 
that in Great Britain, at any rate, it is less understood and 
therefore, perhaps less trusted than the familiar “ bucket,” 
„worm,“ aud “ push-plate " types. 

Unlike the above, it is difficult to fix any date for the 
inception of the belt conveyor ; it would appear that as long 
as belting has been known and used, it has been adapted in 
a more or less crude manner to tliis purpose ; consequently, 
dates of patent applications, the usual source, serve only to 
mark epochs in the history of the subject, and cannot neces- 
sarily give any idea of when it entered the realm of things 
that be. Belt conveying has unquestionably been evolved, 
and in view of its recent adoption оп a large scale in 
sundry power houses, both in Great Britain and America, 
and the improvements that are now enhancing its 
value to the engineering world, it may not be out of place 
to consider one or two of the old designs which were so notori- 
ously bad as {о have left their mark on the credit of the 
system, even to the present day. Broadly speaking, the dis- 
advantage under which belt conveying suffers is high cost 
of upkeep due to the wear und tear of the belt itself, not to 
that of its pulleys or gearing in any way. On the other hand, 
broadly, its advantages are low first cost, greater reliability, 
having fewer parts to break down than any other apparatus, 
and the extremely small amount of power that it ubsorbs in 
‘operation. These two lust features, particularly the latter, 
are of such obvious importance, and so pronounced, that they 
are generally accepted as a set off against the disadvantage 
of costly upkeep ; and there аге not wanting enthusiasts who 
go so far as to say that with well-designed and carefully- 
tended plant the high repair bogey is nowadays an utter 
myth. Many, no doubt, may hold opposite opinions, but it 


is significant at least that two of the largest electrical power’ 


stations in the world, viz., that of the Underground Electric 
Railways of London at Chelsea, and the immense installation 
of the Interborough Rapid Transit Co., New York, have quite 
recently been fitted with belt coal conveying gear on a large 
scale, and it is unlikely in either case that such a course would 
have been taken except upon the very soundest of grounds. 
As is only natural, the earliest form of belt conveyor 
differed in no degree from an ordinary driving belt. It 
consisted of an endless belt of cotton duck generally faced 
with a thin sheet of india-rubber, running over flat pulleys 
as shown in fig. 1, the return or underneath side of the belt 
being supported at intervals by suitable idle pulleys. Need- 
less to say, this primitive arrangement was soon found to be 
unsatisfactory ; it was only capable of carrying a dispropor- 


tionately small amount of material, owing to the tendency 
of the latter to fall off the belt; it had to be kept very 
tight to prevent jarring at the pulleys and consequent 
shaking off of the load ; and, chiefly owing to this latter reason, 
the loss of power in the bearings was considerable. Further, 
it was only capable of slow speeds, and the amount of 
material delivered to the belt had to be most carefully and 
evenly regulated at all times. This system was found most 
suitable for conveying light stuff such as grain, as the 
resistance to motion created by the air tends to keep the 
load iu a central position, with the result that with cure 
speeds of 300 to 400 ft. per minute may be attained. On 
the other hand, heavy material such as coul is not iu any 
way affected by the air resistance, апа consequently tends 
to spread itself out, necessitating much lower speeds aud 
more care in working. 

Perhaps the most obvious remedy for these fanlts lies in the 
arrangement shown in fig. 2, in which it will be noted that 
planks of wood have been fixed on brackets at each side of 
the belt, with the object of keeping the material from falling 
over the edges. As far as this is concerned the skirting 
board system is satisfactory, but it introduces a very con- 
siderable fault that militates against the improvement which 
it effects. | і Е. 

It is found that the spaces between the underneath edges 
of the planks and the belt become full of the material that is 
being conveyed, and as to a certain extent this latter is 
wedged in and jammed, the result is bad cutting of the 
belt at the edges, which soon reduces it considerably in 
width. 

This brings us to the stage of development which is 
the precursor of all moderu systems, although, per se, still 
full of faults. The double conical pulleys over which the 
belt runs (fig. 3) force the sides of the latter up, forming a 
continuous trough ; but as there is a wide difference between 
the peripheral speeds of the inner and outer edges of the 
cones, а large amount of slip occurs between. them and the 
belt, which slip deteriorates the under surface almost as 
badly as the former system. The only feasible method of 
"troughing a belt—and such is found to be absolutely neces- 
вагу for conveying purposes — is to employ separate and dis- 
tinct idle pulleys at the sides, as shown in fig. 4, which is 
an end view of the well-known Robins system of belt convey- 
ing. By this arrangement there is no slip, and the wear and 
tear of all parts is ¢sduced to a minimum. Occasionally the 
belt evinces a tendency to lift, in which case the spindles 
of the two side idlers are fitted with small rollers, placed at 
right angles so as to bear on the edges of the belt and keep 
it in position (fig. 5). A further refinement shown in this 


Fia. 3. 


figure, and used at the place where the load is fed on, is 
that of skirting boards placed well clear of the edges of the 
belt, but so arranged as to protect them from the falling 
coal, which is thus caused to impinge on the heap in the 
centre of the belt. 

This is the type of conveyor installed at the power house 
of the Interborough Rapid Transit Co. of New York for 
elevating and carrying coal to the bunkers. In this раг- 
ticular case all the conveyors are of from 300 to 500 tons 
per hour capacity and use a belt 30 in. wide. А very 
similar arrangement made by Mead, Morrison & Co., New 
York, is used at the Lot's Road power station of the Under- 
ground Electric Railways Co. of London. The belt con- 
veying coal to the crushers is 30 in. wide with a length of 
travel of 190 ft., and although its full working capacity is 
240 tons per hour, а 10-H.P. motor is ample to operate it. 
T wo other similar conveyors are installed at Lot's Road for 


604 


THE ELECTRICAL REVIEW. (уо. 57. No. 1,455, OCTOBER 13, 1906. 


carrying the coal after crushing, &c., to the bunkers. Like 
the former they are horizontal, but only 24 in. wide, and as 
their length of travel is nearly 500 ft., they require more 
power, each being driven by a 20-н.Р. motor. 

A recently introduced and ingenious method of belt con- 
veying, is that known as the Ridgeway two-belt system 
illustrated in figs. 6 and 7. Referring to these, it will be 
seen that running on separate and smaller pulleys there is 
an internal flat belt, fitted equidistantly with white wood 
blocks of an internally curved shape, which are riveted to it. 

The driving pulley of this carrying belt is rotated through 
he agency of a compensating gear from the main power 


shaft of the conveyor, and the belt is provided on the top 
side with its own idle pulleys where necessary. The upper 
or conveying belt runs on flat pulleys at the driving and the 
driven ends, but at the points where it enters and* leaves 
the blocks of the carrying belt, centring rolls аге 
provided as shown, the duty of which is in the first case to 
give the upper belt the required curve before entering the 
blocks, and in the latter, to prevent its springing out of them 
us it approaches the end of its travel, and tends to go flat. 
On the return path, both carrying and conveying belts run 
on the same idle pulleys as shown, the blocks of the former 


bearing on the inside of the latter. The two belts run at: 


exactly equal speed, although quite separate, and it is 
claimed that there is no rub between them, and that, with 
the exception of the power required to rotate the bottom 
idlers, the carrying belt does all the work, thus minimising 
the wear and tear of the conveyor. 

Reverting to the Robins type of conveyor, which may be 
taken as representative of usual practice, the width of the 
belt and the weight of the load determine the distance apart 
of the idler pulleys; but, generally, those whose function it 
is to trough the belt are placed from 3 to 6 ft. apart, while 
the lower.or return set may be anything from 8 to 12 ft. 
Where circumstances are favourable, it has sometimes been 
possible to run the belt to a very great degree on simple flat 
pulleys, placing one of the céntring type, say, at every fourth 
position to shift the material, which naturally spreads out 
when the belt is on the flat-back, to the centre. The excuse 
for adopting such a method is, of course, cheapness ; but it 
is doubtful if it is advisable excepting for the very lightest 
class of load conveyed at high speeds. 

Of all the auxiliary gear attached to belt coal conveyors, 
perhaps that which provides for the loading of the belt is 
the most important. The chief cause of wear lies in the 
impact of the coal, and it follows, therefore, that this must 
be reduced to the lowest possible amount by feeding through 
a properly-shaped inclined shoot in the same direction as the 
travel of the belt, and as near as possible at the same speed. 
Vertical feeding is very harmful, and should never be 
resorted to, 

Another important auxiliary detail is the tripper, which 
inay be fixed or movable, automatic or otherwise, as occasion 
requires, and is used for unloading the belt at other places 
than at the end of its travel. It is shown diagrammatically 
in fig. 8, and as will be seen, consists essentially of two 
pulleys, placed almost vertically, through which the belt takes 
au S-shaped path, the load leaving it at its first bend, and 
falling into а shoot arranged to deliver at the side. This 
tripper may be fixed in one position, or it may be movable, 
either by hand, or through gearing by the belt itself, in order 
to distribute the coal uniformly in the bunkers. Also, by 
the agency of two parallel shoots it may be made automatic, 


the coal, after filling one bunker and therefote the shoot, 
passing down the second one back to the portion of the belt 
that has been through the pulleys. everou то „е, PRP 

The use of belt conveyors on an incline, such as that shown 
in the above diagram, is quite practicable under suitable con- 


ditions. A continuous supply of load is necessary if the 


incline approaches an angle of 30°, but with smaller angles 


а material such as coal will not slip appreciably even when 
fed intermittently. As previously stated, the wear of the 
belt has been-the chief deterrent to the wide spread use of 
these conveyors. It did not require much experience with 
them to show that while a rubber facing of the right kind 
withstood the wear very well, the 
canvas duck which forms the 
principal part of the belt dete- 
riorates very rapidly where ex- 
posed to the cutting action of the 
load. For this reason conveyor 
belts are now made with a 
specially prepared rubber face of 
considerable thickness in the 
centre where most of the wear 
takes place. To allow it to 
assume a troughed shape easily, 
it is usual to decrease the thick- 
ness of the canvas backing in 
the middle, compensating for 
this by additional rubber. The 
thickness of the latter must depend upon the nature of the 
material the belt is destined to carry. Grain and such light 
stuff require only.a thin layer, but coal being comparatively 
heavy and having many cutting edges calls for a thickness in 
the centre of approximately a quarter of an inch of rubber, 
which may be thinned down to an eighth or а sixteenth of 
an inch at the edges where the wear is less. 


Fia. 8. 


As regards speeds and widths: the former may vary very 
largely according to conditions and individual ideas on the 
subject, and may be anything from 100 to 900 ft. per- 
minute, although this second figure is by no means usual or 
to be recommended, as it puts very hard work on both the 
pulleys and the belt. 400 ft. per minute is a fair speed for 
level work, and for elevating this may be increased with 
advantage. 

Widths range generally from 12 in. up to 36 in., aud a 
troughed belt of the latter size will carry nine times as much 
as one of the former, the capacity varying as the square 
of the width. 


NOTES ON THE SELECTION OF 
INCANDESCENT LAMPS. 


By J. E. DAWSON. 


CONSIDERING the desirability, from the electric supply under- 
taking point of view, in these days of strenuous and 
increasingly keen competition with gas, that its customers 
should instal and use only the most suitable and efficient 
types of incandescent lamps on the market, taking into 
account all the various factors—/oral and general—it is 
somewhat surprising to note the small amount of attention 
which has hitherto been given to this subject by central 
station engineers. | 
Fortunately, however, for the reputation of electric lighting, 
there are signs that this apathy is now being, to some extent, 
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shaken off and schemes are being adopted in various parts of 
the country, notably Coventry and Norwich, for the main- 
tenance and renewal of consumers’ lamps, and there can be 
very little doubt that these and similar schemes will, directly 
or indirectly, be the means of placing the future selection of 
incandescent lamps on a much more scientific and precise 
basis than has been the case in the 1 

It may be remarked that the judicious selection of incan- 
descent lamps involves problems —unhappily for the consumer 
—of a very different and much more difficult character than 
the selection of most other articles of every-day commerce, 
and ‘ont of the multiplicity of makes of lamps of all prices 
and efficiencies which are sold at the present day, it is 
absolutely impossible to single out one particular make as 
being the most suitable for use under any and all circum- 
stances and conditions. Yet, notwithstanding this undoubted 
impossibility, it appears to be the usual practice for the great 


majority of lamp manufacturers and selling agents to 


invariably claim (without any qualifying clauses whatever) 
that their particular lamp is the best, cheapest, and in every 
way most economical lamp on the market; and in many 
instances they back up their claims by giving figures (the most 
relevant, however, usually omitted), which purport to prove 
that their statements have, in practice, either been sub- 
stantiated or more than substantiated. 

These extravagant claims are, of course, taken at their 
true value cum yrano salis (tell it not in Gath) by those who 
are Conversant with the technicalities of the question ; but 
what about the average consumer who is, as a rule, totally 
ignorant of these matters and withont any means of testing 
or checking in any way the many conflicting statements ? 
How is he to choose between one lamp and another except by 
the bitter experience method, ending probably with dissatis- 
faction at electric lighting generally ? 


It may, perhaps, be permissible to point out that the 


real root of the problem of the most suitable lamp to 
use consists not simply in the ascertaining of the most 
efficient or the cheapest lamp on the market per se, but 


in the obtaining of candle-power-hours at the lowest total’ 


costs, and one of the most important determining factors in 
deciding this, one which is only too often completely 
overlooked, is the cost of electrical energy with which 
the lamp or lamps are to be supplied. In cases where 
electrical energy is cheap, the efficiency: of the lamp 
із not such an important factor as the “life” апа 
“cost of lamp renewals,” and conversely in cases where 
electrical energy is dear, the efficiency of the lamp is the 
most important item, and that of “life” and “ cost of 
lamp renewals " are only of secondary importance. 

The relative values of the various items composing the 
total cost per c.P.-hour are set forth in the following 
formula :— | 

cost of lamp in pence 
life in hours x average С.Р. 
+ average watts per С.Р. x cost in pence of 1 watt-hour of 
electrical energy. 

The particular lamp which enables the lowest result to be 
obtained in the above formula is from the consumers’ point 
of view the best—the most economical—lamp to use, quite 
independent of any difference between it and other makes of 
lamp, either as regards cost or efficiency. The serious 
difficulty, however, in the practical application of this 
formula is that several of the factors which have an important 
bearing on the result, can only be reliably ascertained : by 
means of a series of extended tests under actual working 
conditions, requiring, in addition to a supply of current, 
technical instruments and more or less of a technical training 
to manipulate them. This difficulty, which is, of course, 
unfortunately inherent to the problem under solution, is the 
crux of the whole question, and is, indeed, essentially the 
primary reason why the great majority of consumers have, 
hitherto, had no option but to choose their lamps on blind, 


Total cost per C.P.-hour = 


haphazard, rule-of-thumb incthods, the evil effects of which, 


needless to say, are daily becoming more and more manifest. 

There seem to be for supply undertakings but two alter- 
native methods of dealing with this difficulty, either that it 
should be boldly tackled or that it should, be calmly ignored ; 
the latter is, of course, the easier, and up to the present the 
one generally adopted in this country, but owing to the vast 
improvements which have been recently effected in gas acces- 


f 


sories, thus enabling that old-time rival now to become a most 
formidable competitor, it is not so certain that the methods 
which have sufficed in the past will, ipso farto, suffice in the 
future. 

There can be no gainsaying the fact, by any one with any 
practical knowledge of the subject, that the policy of let 
well alone“ of the past has been proved to be a failure, and 
has resulted in large quantities of inefficient and unsatisfac- 
tory lamps being foisted, under various pretences, on electric 
lighting consumers, to the detriment of electric lighting 
generally. It might also be incidentally remarked that it 
does not by any means follow that these inefficient and 
unsatisfactory lamps are necessarily bought by the consumer 
at a low. price; if such were the case comment would be 
needless, as the transaction would point its own moral, but 
instances are continually occurring where consumers who 
have paid:a really good price for their lamps have yet, owing 
to not being aware of the many pitfalls to be avoided, found 
themselves in one way or another imposed проп. - 

Probably the most effective method of safe-guarding the 
consumer, and at the same time securing the best all-round 
results, would be for the various supply undertakings to 
assume control of the maintenance and free renewal of 
consumers’ lamps; but in the writer’s opinion it is exceed- 
ingly doubtful whether the time is yet quite ripe for such a 
drastic step, as, apart from the economics of the question 
(and it is extremely probable that it would involve the 
undertaking in considerable expense), it is open to the 
strong objection, held by a great many people, that it is 
trespassing too far проп the legitimate sphere of the local 
wiring contractors, and would also most certainly raise a 
considefable amount of opposition and friction with this 
body generally ; and although it may perhaps be contended 
by some that the latter point ought not to be allowed to 
interfere with the working of any project that is deemed 
just and necessary, yet, at the same time, it must be admitted 
that it is very desirable, wherever reasonably possible, that 
the two branches of the supply industry should work 
amicably together and in co-operation with each other, as it 
is only in such a manner that the two can deal most 
effectively with what is, after all, the common object of each 
—the extended use of electric lighting. 

The writer, however, is of the decided opinion, bearing in 
mind what has been previously mentioned herein regarding 
the complex and difficult nature of the problems which have 
hitherto confronted the consumer in the selection of the—to 
him—best lamp to use, and which it is quite apparent have 
been, and, indeed, must always be by virtue of their technical 
nature, beyond the capacity of the ordinary consumer to 
decide, that it would be much more appropriate and fitting 
that the supply undertaking should, first of all, attempt to 
remove or, at any rate, minimise this stumbling block before 
embarking on anything of a more extreme character. Моге- 
over, the cost of this would be comparatively small to 
any but the smallest of undertakings, and, as it could surely 
not be deemed to be encroaching on the just rights of others, 
the writer ventures to think it is quite the most suitable and 
urgent direction in which the supply undertakings should 
first attempt improvement. 

Should there be schemes formulated, in the near future, 
by supply undertakings, with this object in view, the 
following suggestions may possibly contain some point 
which might be usefully incorporated, as there is every 
probability that it will be on somewhat similar lines that 
such schemes will, in practice, be most advantageously 
worked :— 


(а) The supply undertakers to institute, as part and parcel of 
the working of the station, the careful and systematic testing of the 
various makes of lamp on the market for candle-power,“ 
* current " and life.“ 

(0) The lamps to be tested in batches of say half-a-dozen of each 
make at a time, and purchased, if possible, locally, во as not to 
obtain lamps specially picked out for the purposes of the test. 

(c) To keep in touch with lamp manufacturers and selling agents 
as to the net price at which they are prepared to sell lamps to 
consumers, in varying quantities, in the town under note, cither 
direct, or through the local wiring contractors. 

(d) Working out all results in accordance with the formula pre- 
viously mentioned herein, or any similar formula, which duly takes 
into account the various factors concerned. 

(c) Tabulating all results so that they may be available for ready 
reference. 

(f) Half-yearly or yearly eumming up the resulte of the tests, 
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and picking out the 4, 5 or 6 make: of lamps, which have given the 
best all-round results. 

(т\ When the accounts for energy are sent out, a note or printed 
slip to be added in a prominent position, informing the consumer 
that, as the local supply undertakers are, at all times, auxious to 
promote, as far as possible, the efficiency of electric lighting, and 
as it has been brought to their notice that a considerable amount of 
harm has been done owing to the use of unsuitable lamps by con- 
sumers, due to their lack of guidance on this matter, the supply 
undertakers have carried out a series of careful tests upon the 


various makes of lamps on the market, when used under ordinary: 


working conditions, and with the curreot as supplied locally, and 
that the results had been, taking into consideration “ candle-power," 
“consumption of power," price of energy,“ life,“ and “ cost 
of lamp," that the following 4, 5 or 6 (as the case may be) makes of 
lamps have been found to be decidedly the cheapest and most 
suitable to use locally. | 

The note should also add the fair market prices at which such 
ue can be obtained in varying quantities in the town under 
note, 

It will be at once apparent that there is one outstanding 
difficulty which the above suggestions make no attempt to 
cope with, namely, that due to-consumers continuing to 
nee their lamps long after they have become blackened and 
extretnely inefficient. То the writer, however, it appears 
that, as this is entirely: an ordinary simple commercial 
question, variations of which, in one form or another, the 
consumer i8 probably. dealing with scores of times every day, 
it would be the most feasible plan to attempt jo educate the 
-consumer, either by means of pamphlets and notices, or by a 
little personal advice now and again, to appreciate the point 
for himself. Furthermore, it is most difficult to see how 
the supply undertakers could themselves deal with this 
question satisfactorily on their own responsibility, except at 
considerable expense, probably by the ** free renewal of lamps," 
and, ав before mentioned, this hardly seems practicable 
ut present. 


OA с тсс ес уси —— 
REVIEWS. 


Magnetism and Electricity for Students. By Н. Е. HADLEY, 
B.Sc. London: Macmillan & Co. 1905. Price 6s. 


Considered as a text-book for candidates preparing for the 
B.Nc. examination of the University of London or for Stages 
II. and III. of the Board of Education examination, this book 
is satisfactory. The student who has learned the “ sum- 
mary " the author gives at the end of each chapter, and has 
worked through all the examples, will be in a position to 
face his examination papers with equanimity. From the 
poiut of view of most students, this is the primary con- 
sideration, and so they will welcome this book. From the 
educational point of view it is also satisfactory, as it provides 


an extensive and fairly safe foundation on which the student 


of electrical. engineering may build his technical! knowledge. 
The author has studied to good purpose many of the recent 
papers and books on the developments of electrical theory 
and practice, апа so he has noted the shift in the centre of 
gravity of the kind of electrical. knowledge useful for 
students. Не is also not а worshipper of squared paper and 
sloppy mathematics. 

We have noticed one or two places where the student will 
probably receive wrong impressions. For instance, it is 
stated that if it can be proved experimentally that the forces 
in Gauss's A aud B positions are in the ratio of 2 to 1, then 
the law of inverse squares is verified (p. 34). It is con- 
ceivable, however, that there may be some other law 
according to which the ratio of the forces in the two positions 
would be as 2 to 1. Some students might be led to think 
that “If x is v, 7 is w, but Z is w, therefore x is 
Y." is sound reasoning. Again, the statement of the“ skin 
effect“ on p. 548 is unsatisfactory. Rapidly alternating 
currents. distribute themselves in such a way that the 
magnetic forces they produce in the solid metal are a mini- 
mum. In a concentric main, for example, they would be 
confined to the outside of the inner conductor and the 
inside of the outer conductor. In general, the particular 
position of the surface еу occupy depends on the position 
of the return conductor. In two parallel wires they will be 
distributed unevenly over the portions of the surfaces of the 
wires facing one another, The formula given by physicists 
only applies to the inner conductor of а concentric main. 


The treatment of electrostatic capacity is carefully done 
but there is considerable confusion between the capacity of 
a conductor (Maxwell's definition), and the capacity of a 
condenser. The student will need for examination purposes 
the definition of the capacity between two conductors, given, 
for instance, in the latest edition of J. J. Thomson’s 
Electricity and Magnetism, The author refers the student 
to this work for a proof of the formula of the quadrant 
electrometer. The proof, however, given by J. J. Thomson 
is not meant to be taken as a. rigorous proof. | 

On p. 229 it is stated that a lightning discharge 


* probably chooses the path of least resistance.” It would 


be more correct to say that it goes by the path of least 
resistance, but that our present knowledge does not enable 
us to fix that path with certainty. 

In discussing magnetic viscosity," the author says: 
“ This effect is so marked that it cannot be observed by the 
ballistic method.” We do not understand this. As a 
matter of fact, on the very few occasions when viscosity is 
present in the iron being tested, it is most easily detected by 
the galvanometer method. Too much stress is laid on the 
loops of * electric strain“ (p. 551) first discussed by Hertz. 
These correspond to the “singular solution“ of -Maxwell's 
differential equations for the propagation of electromagnetic 
waves. Wethink thatthe main laws of wireless telegraphy 
can be proved without considering these solutions at all. 

The definition of mutual inductance given on p. 419 
isreally an assertion. It is not properly explained why it is 
called mutual inductance. The thinking student who is not 
prepared to swallow everything, would probably have great 
difficulty in believing it. On page 428 it is proved that the 
wave of E.M.F. generated in an earth inductor when rotated 
with uniform angular velocity is sine shaped. “ In the absence 
of self-induction, the current would vary in the same 
manner." The student would deduce from this the erro- 
neous conclusion that when there is self-inductance the 
current wave is not sine shaped. 

In several parts of the book the author displays considerable 
originality, the diagrams are good, and the proof sheets have 
been very carefully read. The book deserves to be suc- 
cessful. А. К. 


Electrical Practice in Collieries. By DANIEL BURNS. 
Second Edition. London: Charles Griffin & Co. 1905. 
Price 7s. 6d. net. 


This work is really a‘ text-book adapted for the use of 
mining students rather than a really serious attempt to provide 
a work on colliery electrical engineering. To colliery 
officials and others who have little or no knowledge of elec- 
tricity it will no doubt prove useful, and may serve as an 
introduction to more technical works dealing with the 


science of electrical engineering, to which, in fact, the reader 


is referred by the author. | 

The book contains some nine chapters, the first four 
covering the electrical portion, whilst the remainder are 
devoted to lighting, pumping, haulage, coal-cutting, and 
miscellaneous matters, which latter include shot-firing, rock 
and coal drills, winding, signalling, ventilation, &c., and at 
the end of each chapter is a series of questions forming exer- 
cises for the student. Much of the matter is scarcely in 
accordance with what is now considered the best practice 
in colliery work, and considering the importance of three- 
phase machinery for mining work, this hardly receives the 
attention it deserves. In dealing with ** faults" which may 
occur in machines, the author says, when speaking of the 
commutator, “* The commutator may receive an accidental 
knock, and as a result may have one or more of its segments 
driven below the level of the others. Should the commu- 
tator be much damaged, the better plan is to rebuild it," 
but “ if only one or two sections are thus lowered, they can 
in some cases be brought back by gripping the lugs with a 
gmall vice and then using a lever to pull them back into 
position." Provided a commutator did receive such a knock 
and became so damaged, it would be, interesting to see it 
after it had been operated оп by the colliery mechanic with 
his small vice and lever. 

The illustrations, with the exception of a few diagrams, 
are, for the most part, from half-tone blocks, which are of little 
use to the student, as they merely show the appearance of the 
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machines, and give no idea of their actual construction, and— 
if we may be allowed to make a suggestion—the addition of 
a few sectional drawings showing the construction of dynamos 
and motors would not only increase its usefulness, but 
better hold the attention of the student. The mechanical 
and mining part of the work is good, and the numerous 
examples showing the use of the formule for finding the 
necessary power in pumping, haulage, lighting, &c., will 
prove useful to the student and others uninitiated. The 
new special rules under the Coal Mines Regulation Act are 
added at the end of the volume. 


Principles of Electrical Power. Ву A. Н. Bark. London: 


E. and F. N. Spon. 1905. Price 4s. 6d. net. 


On taking up a book bearing the above title, one wonders 
whatever any author can find to say on the subject that has 
not been already said over and over again by other writers. 
It is agreeable, therefore, in turning over the pages to find 
that the author is, in this case, writing about that with 


which he is 5 acquainted, and that the book is not 


merely a re-hash of others which have preceded it. 

The book is one of the series of Finsbury Technical 
Mannals, of which Prof. М. P. Thompson is the editor, and 
is apparently intended rather as a hand-book for mechanical 
engineers, whose work necessitates a general acquaintance 
with the principles underlying the working of electric motors 
and their accessories, than for the electrical engineering 
student. 

The author explains simply and clearly the fundamental 
principles of electro-magnetism and their application in the 
construction of electric motors. | 

The various parts of motors, starting and regulating 
switches are described, and the economy of different methods 
of speed control is discussed. i 

The care of dynamos and motors, and the principal 
requirements of fire insurance offices are touched upon, as 
are also coste of driving and systems of charging. Some 
serviceable data as to the costs of energy in actual installa- 


tions are given, and at the end of the book is a list of powers 


required by various machines. This list is compiled from 
figures published from time to time in the technical Press 
and elsewhere, but the powers given, whilst serving as a 
guide, must not be taken as absolutely accurate, as much 
depends upon the make of machine and other conditions. 
To take only the powers stated for printing machines : powers 
are given for various sizes of letterpress and litho machines, 
but no mention is made of the number of impressions per 
hour, а most, important consideration. 

Again, two machines printing the same sized forme and 
turning out the same number of copies, will take different 
powers if of different makes. A rotary press, according to 
the list, takes 15 H.P. when printing 2,000 sheets an hour, 
but no size is given. А rotary may turn out more than 
2,000 copies an hour, and only absorb about 5 H.P. This 
is ene of the risks an author takes in copying data of 
machines with which he is not familiar. Had he acknow- 
ledged the sources of his information, he would not have 
assumed responsibility for the accuracy of the figures, and he 
would at the same time have complied with a recognised, rule 
in the unwritten code of literary etiquette. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


(Continued. from page 564.) 


New Measuring Instruments. 


Messrs. KELVIN & JAMES WHITE, LTD., are at present placing 
on the market а cheaper type of moving-coil instrument than their 
standard or “A” type. The instrument (fig. 57) is fitted in an 
enamelled iron case of slightly different pattern and finish from their 
„A“ type, but as regards movement, &c., is almost similar. In'the 
ammeters of this class they are arranging for the shunts up to 50 
amperes to be fitted inside the instruments, thus obviating the use 
of shunt leads up to this range. The instrument is well made 


and dead beat. We understand, however, that by means of 
improved methods of manufacture and alteration in detail that do 


not affect principle or accuracy, the makers are able to sell this 


instrument at a considerably less figure than their standard make. 
This will be appreciated by engineers for use on small installations, 
where they do not require such a high class instrument as the firm's 
pattern A.” - 

We illustrate in fig. 58 Lord Kelvin's portable wattmeter, which 
is intended for general testing work in the laboratory, the test-room. 
or the workshop, and is suitable for use on either continuous or 
alternating current circuits. It is of the electro-dynamometer 
type, the coils being arranged astatically, thus annulling any effect 
due to external fields. This arrangement is particularly useful 
when testing with continuous current, since it is not necessary to 
take reversed readings, the effect of the horizontal. component 
of the earth’s field being annulled. The case of the instrument is 


Fic. 57. —KELVIN & Waite Movine-Com INSTRUMENT. 


made of a non-eonducting material, which still further increases the 


, accuracy, in that there is no error due to eddy-currents. - The four 


main or fixed coils consist of a number of turns of wire or ribbon, 
and are arranged in pairs placed vertically one above the other on 
parallel axes. The two moving coils are connected in series, cach 
moving within one of the pairs of fixed coils. The moving coils 
nre suspended by a phosphor bronze strip which is attached at its 
upper end to a worm head, thus providing an easy and rapid 
method of setting the zero. A pointer is attached to the moving 
coils and moves over a scale about 6 in. in length. A mirror is 


Fia, 5%.—THE KELVIN PORTABLE \АТТМЕТ Ц. 


fixed close to, and in the same plane as, the scale, and the pointer 
is placed on edge. This arrangement enables very accurate readings 
to be obtained, in addition to eliminating any possible error due tu 
parallax. 

The instrument is absolutely unaffected by wave-form, and the 
self-induction of the moving coils is reduced to a minimum. 

A large non-inductive resistance is fitted in series with the 
moving coils, reducing the current through them to a very small 
amount. This resistance is sub-divided in order to reduce the 
capacity of the shunt circuit, as well as to prevent coils at widely 
different potentials being brought together. When used on volt- 
aces of less than 500 volts the resistance is fitted inside the instru- 
ment, but for higher voltages the resistance is fitted іп а box 
separate from the instrument. Suitable damping arrangements are 
provided to give any degree of dead-beatness. The main coils can 
be arranged to give cither one or two ampere-ranges. ‘The latter 
are obtained by bringing the leads to contact blocks, so that by 
means of plugs the coils can be connected in series or in parallel. 
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E.C.C. Starters, Switches and Fuses. 


In fig. 59 we illustrate the latest E.C.C. pattern of alternating 

current auto-transformer motor starters for polyphase circuits. It 
has a cast-iron frame suitable for mounting on the wall. The 
framing carries a slate panel, on which is mounted a double-throw 
starting switch for connecting the motor to the starting position, 
to the running position, and to the “off” position; also two or 
three fuses of switch type, according to whether the service is two 
or three-phase. Two transformers are contained in the iron case, 
and these are provided with several tappings, which can be easily 
changed to suit the starting conditions of the motor. 
& Fig. 60 illustrates one type of the E.C.C. patent long range 
' gwitch, which is used for switching circuits off and on at a distance. 
The particular switches illustrated were supplied for incandescent 
street lighting circuits, and were fixed in the bases of the lamp 
columns. The desigu of these switches is such that the current 
through the solenoid is only “on” for the instant required to 
operate the switch. The same solenoid is used for making the 
switch, and also for breaking. When one end of the solenoid 
circuit can be connected to the local distributing circuits, only one 
small pilot wire between the switch and the control station is neces- 
sary, and several long range switches can be operated by one pilot 
wire if connected in series. 

We illustrate in tig. 61 the E.C.C. double-pole quick-break main 
switch ; we show the enclosed type, but with the cover removed. 
The switches are mounted on slate bases, a separate slate being 
provided for each pole. The bases are carried on a cast-iron frame 
and insulated therefrom, and a sheet of Uralite is provided to form 
a shield between the poles. 'The cover is of cast-iron, the handle 
operating through a slot. TN 

Yet another of the specialities of the ELECTRIC CONSTRUCTION 
Co., Ltp., of Wolverhampton, appears in figs. 62 and 63, showing 
a new type of switch fuse suitable for circuits up to 500 volts. 
This has recently been put on the market. 'The fuse carrier has a 


it is consequently specially useful for drawing offices and "machine 
shops, where delicate work is carried out. "The life of the lamp is, 


[] 


Fic. 64.—CooPER-HEwrrr MERCURY Vapour LAMP. 


0 . : 
п ап average, about 2,000 to 3,000 hours, after which period the 
ubes can be replaced by new ones at a low cost. 


Enclosed Switch. 


The ELECTRICAL TRADES SupPpLy, LTD., of Britannia Works, Great 
Charles Street, Birmingham, have just put on the market the new 
gas and water-tight enclosed switch which we illustrate in fig. 65. 
This is of especially strong construction, and has been designed 


Fic. 60.—LoxcG 
‘RANGE SWITCH. 


Fic. 59.—AvutTo-TRANs- 
FORMER MoT»R STARTER, 


substantial porcelain handle, with contact caps babitted to same. 
The fuse strip is attached to this by set screws having large surface 
per contact, and is enclosed in a ventilated fireproof tube. A 
feature of these fuses is the slotted hinge, which acts as a guide and 
enables the carrier to be plugged in or withdrawn with facility 
equal to that of the operation of a knife switch, and without any 
risk of straining the contacts. A flange on the handle affords pro- 
tection to the operator, and the fireproof tube prevents any arc 
from spreading or damaging adjacent apparatus. No portion of 
the fuse strip is carried through the porcelain handle. All fuses 
are interchangeable, and new tubes can be replaced in a few seconds 
at small cost. These fuses are recommended for power distribution 
boards. 


Cooper-Hewitt Mercury Vapour Lamp. 


Many engineers will remember the demonstration of the Cooper- 
Hewitt lamp which took place about two years ago at the offices of 
the British Westinghouse Electric and Manufacturing Co., Ltd. 
These lamps, which at that time were more or less in their experi- 
mental stage, have now been placed on the market by the above 
firm, and are supplied in two sizes. The large size is 45 in. in 
length, and takes 34 amperes at 110 volts; the candle-power is 


about 800. The smaller lamps, which are about 20 in. long, are 


usually run two in series on a 110-volt circuit; they take the same 
amount of current as one large lamp. At present they are made for 
direct current cirzuits only, but experiments are being carried out 
with a lamp suitable foran alternating supply. The mercury vapour 
light is highly efficient ; in fact, the Cooper-Hewitt lamp has twice 
the efficiency of an ordinary arc lamp, and from six to seven times 
the efficiency of the incandescent electric lamp. The light is 
deficient in red rays, which makes it very restful for the eyes, and 


FIG. 61.—Main SWITCH. 


Fie. 62. Fic. 63. 
| NEW SwiTCH ЕСЕ, 


for use in coal mines, factories or works where explosive gases are 
likely to be. Unlike ordinary cast-iron boxes used for this pur- 
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Fic. 65.—Gas AND WaTER-TIGHT ENCLOSED SWITCH. 


pose, the handle and the lid are inter-locked by means of a bolt 
(seen on the left of the illustration), so arranged that in the event 
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of the switch being in its on“ position, the lid must not only be 
closed, but it must be clamped down tight, and on the contrary, if 
the lid is open even to the smallest extent, the switch must be in 
its “off” position, and is so arranged that it is quite impossible to 
complete the circuit even by pressing the switch blades down by 
hand. 

The switches are massive in construction and have a wide break. 
The boxes are arranged (1) with screw holes for conduits; (2) with 
bushed holes for the cables to pass through ; (3) with gas and water- 
tight glands, having insulating bushes through which the cables 
pasa, thus obviating all danger of the glands cutting through the 
insulation of the cables. Provisional protection has been secured 
by the inventors. Ап illustrated price list of these switches is 
being issued. | ` 


Wireless Cluster Fittings. 


Messrs. GENERATORS, LTD. of Manchester, are introducing 
these fittings (Benjamin's patents), which we illustrate below. The 
clusters consist primarily of an insulating base of porcelain, to 
which are attached two cuntact plates, cach provided with a binding 
screw, and serving like terminals of al] lamps in the cluster. The 


Fic. 66.—WIRELEss CLUSTER CEILING FITTING. 


outer casing is of polished brass, easily detachable. It is claimed 
that by obviating the necessity of wires in the cluster, the cost of 
the installation is considerably reduced, both for ceiling and 
pendant forms. In fig. G6 we show a cluster for fixing to ceiling 
block. Fig. 67 represents one of the firm's arc burst clusters, with 
polished brass stem, reflector and shade carrier, which are recom- 
mended particularly for art galleries, restaurants, and public build- 
inge. These wireless clusters are scientifically arranged to rediate 


FIG. 67.—AN ARC BunsrY CLUSTER WITH STEM. 


and distribute perfectly all available light. 
Olympia Exhibition. 
course of a few weeks. 


on or off in the same cluster. 


New Flame Are Lamps. 


The new type of flame arc lamp (fig. 68), at present being manufac- 
tured by the ELECTRICAL. Co., Ltp., is designed for use with the 
specially prepared flame carbons which emit a soft yellow light of 
very high illuminating power. The makers claim that by the 
elimination of the magnet for maintaining the arc great steadiness 
and efficiency are obtained. The feeds on both the alternating and 


They are to be seen 
on the stand of the Lister Electric Manufacturing Co., at the 
Messrs. Generators, Ltd., are putting these 
fittings on the market, adapted for lamps with bayonet caps, in the 
They will be arranged for either series or 
parallel burning, also so that any number of lamps may be switched 


the continuous types are designed to ensure a constant feeding 
voltage with a variation of not more than 2 per cent. in current 
strength. A new design of lantern has been brought out specially 
suitable for indoor lighting, and this as well as any of the lamps 
is supplied black or gold or copper finish. It is claimed that the 


Fic. 69.—THE RIGNON 
LAMP. 


Fia. 68.—New Tyre ОЕ FLAME 
Авс Lamp. 


efficiency of these arcs is very high, and that no less than 6,000 
C.P. is obtained. The light obtained from the alternating lamp is 
of the same efficiency as the continuous current lamp, when the 
power factor of the lamp (:8) is taken into account. In street 
lighting this lamp is being very largely adopted on account of the 
above reasons as well as of the high penetrating effect of the lamps 
in fogs. A new type of miniature arc—the Rignon lamp—shown in 
tig. 69, has been recently placed on the market. It issupplied with a 
dead black or aluminium finish, and with a shade either above or at 
the back of the arc for shop lighting. The current consumption is 
only 2 amps. on 100 v. and 200 с.р. is obtained. These lamps being 
differentially wound avoid all defects of lamps which are only 
series or shunt wound, and will run in series with excellent 
results. 


Self-Closing Fan. 


Messrs. Мевтевн & Co., Nachf., of S.O. 26, Oranienstr. 6, Berlin, 
have devised an automatically closing flap for fans which deliver 
into the external air; as shown in fig. 70, the flaps open when 


Fic. 70.—SELF-CLOSING FAN. 


the fan is set in motion, and close when it stops. Thus a back 
draught, blowing rain over the motor, or driving the fan backwards 
айа spoiling the brushes, is prevented. The firm has also intro- 
duced a self-acting water-spray ventilating and humidifying appa- 
ratus. 


Interchangeable Junction Boxes. 


Mr. WiLLIAM SEVENOAKS, of St. Pancras Goods Station, Midland 
Railway, N. W., is placing before the trade a new patent inter- 
changeable junction box (fig. 71) for conduit installation work. It is 
sometimes difficult to obtain boxes for the sizes required ready in 
stock, and it is primarily to meet this difficulty that this one has been 
introduced. The lid on the smaller size is fixed by one screw, 
yet in such а мау as to make it just as rigid as if fitted with four 
screws; moreover, the lid is sunk completely into the box, which 
gives it a neat and practically watertight finish, and lifts off when 
the screw is taken out. Lids on larger bodies are fixed in the 
same way, but have four screws. The boxes are usually supplied 
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with a blank disk in each hole; this is practically the same as a 
solid box, which, with the use of a screwdriver only, can be imme- 
diately converted into a box taking any size of conduit (either screwed 


‘Fic. 71.—INTERCHANGEABLE JUNCTION Box. 


! hd 


or plain). Any alteration can be made by simply taking out the 
four corner screws, removing the blank with the thumb and finger, 
and dropping the screwed or plain disk into its place, as required. 
No tools other than a screwdriver are needed. The boxes will only 
fit one way, so that a mistake cannot be made. If it is necessary 
to make an alteration or extension at any time, the workman has 
only to take out а blank disk, and drop the necessary screwed or 
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Ба. 72.—Grip FITTING AND REDUCING SOCKET. 


plain disk into its place. To reduce, it is only necessary to take 
out the large disk and drop in a smaller one, therefore no reducing 
sockets are required. When fitting up an installation, it is rather 
awkward to screw a 13-ft. length of tube into a fitting; it is claimed 
that with this box it is not necessary to do so, as the disk may be run 
on to the tube, and then dropped into its place. The principle is 
easily understood from the accompanying illustration. 

Another novelty of Mr. Sevenoaks’s is the grip fitting and re- 
ducing socket shown in fig. 72. When this is employed, screwed 
fittings can be dispensed with, ordinary bored fittings being used. 
It is unnecessary to go to the expense of the next size of fitting, for a 
&-in. plain fitting can be used with a 8-in. plain tube. | 

Mr. Sevenoaks is also supplying steel conduits, and numerous 
fittings for use in connection therewith, including counterweight 
fittings, tumbler switches, watertight mill fittings, knife switches, 
pipe cutters, and various sundries. 


Aluminium Reflectors. 


Mr. G. R. SANDERSON, of 28, Station Road, Workington, is 
placing on the market a new апа cheap reflector for incandescent 
lamps, which we show in fig. 73. It is called“ The Morse Ideal“ 


Fia. 73.—L4MP WITH ALUMINIUM REFLECTOR, 


aluminium reflector, and is for use with 8,16 and 32 с.р. lamps. 
The claims set up for it аге; —1(5 low cost; it requires no holder, 
and allows the upper part of the room to be lighted ; and it als 


refleets considerably more light downward than the lamp does with- 


out it. It is claimed to be specially suitable for mills, factories and. 
showrooms, 
к. New Cord Grip. Ad 


Scholes's patent cord grip for electric light pendants is intended 
to prevent the possibility of fire being caused by the short-circuiting 
and fusing of flexible wires in the lampholder, an occurrence which 
sometimes results in fire running up the wire. As will be seen from 
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Fia. 74. , Fid. 75. 
ScHOLES’s PATENT CORD GRIP. k 


fig. 75, the flexible wires in this device take separate paths round 
the porcelain, and a perfect grip is obtained without pinching or 
damaging the insulation of the flexible wire. It is supplied either 
to fit on existing holders, or with lampholder complete, and is in 
the hands of Messrs. SAMUEL GRATRIX, JUN. & BRO., LTD., of Quay 
Street, Deansgate, Manchester. 


Art Fittings. 


Messrs. C. J. THURSFIELD & Co., of Cecil Works, Clement Street 
Parade, Birmingham, are just now devoting considerable attention 
to the production of electric light fittings in the old style, Adam's 


Fic. 76. 


Fic. 77. 


period, namely, fine cast work. In fig. 77 we show part of such a 
fitting, representing some very fine modelling. In fig. 76 we illustrate 
another stvle of fitting in cast work, and we note that a demand 
seems to be growing for fittings of this description, in preference 
to the hand-wrought work which has been so much in vogue during 
recent years. ` 
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Messrs. Thursticld wish the trade to take note that they have 
taken a lease of a suite of handsome showrooms, situated at 
314, Berners Street, Oxford Street, London, W. This will be more 
accessible than the present showroom in Hatton Carden. They 
hope to get into the new premises in the course of about three 
, Weeks, after which the trade is invited to inspect the rooms. 

(To be continued.) 


THE LABOUR DISPUTE IN THE BERLIN 
ELECTRICAL INDUSTRY. 


THE labour dispute in the principal centre of the electrical engi- 
neering industry in Germany has happened at а time when trade 
is exceptionally brisk. Almost month by month the degree of 
employment this year has increased with the result of there being a 
material improvement over the 
the course of 1904. The flow of orders both for inland and 
export had reached an extent comparable to those experienced in the 
last period of prosperity ; but whereas, in the latter years, the work 
mainly concerned electric tramways and ceutral stutions, the home 
progress this year has been in the large contracts placed by the coal 
and iron producers for the application of electric DON er, and also on 
behalf of the agricultural industry. 

Export orders for the construction of tramw ays and lighting 
stations have also been fairly numerous, and in anticipation of this 
development the two leading companies extended their branches 
abroad in 1904. The amount of work on hand in May in regard to 
the production of. dynamos and motors, transformers and accu- 
mulators, rendered it necessary to increase the number of workmen, 
and the demand for labour in the following month was also brisk. 
As, however, the supply was scarcely adequate for the purpose, it 
was found essential in July to work night shifts and overtime at 
various works. 

The demand for workers in the Berlin cable manufacturing branch 
became so great in July that higher wages were offered and granted 
in order to secure the necessary labour, while in the succeeding 
month aconsiderable improvement took place in the department 
for insulating materials, In these circumstances it is little wonder 
that the export trade has shown amarked advance in so far as 
concerns the period of the year preceding the outbreak of ihe 
present conflict. This is illustrated by the following figures, which 
give in tons the exports in the first eight. months of the three years 
mentioned :— 


1903. 1904. 1905" 

Eight months’ exports. . Tons. Tons. Tons: 
Electrical machinery 8,580 8,583 8,848 
Accumulators 1,616 1,768  1,987- 
Cables - TP 17,152 13,786 21,909 
Telegraph and telephone apparatus, &с. 307 418 425 
Total ... 27,655 24,550 33,169 


The number of men and women engaged in the electrical trade in 
Berlin is approximately 50,000. The present dispute commenced 
about the middle of September, when nearly 500 men employed at 
the works of the Siemens & Halske Co., апа at those of the 
Allgemeine Electricity Co., went on strike in consequence of the 
refusal to grant an increase in wages. It appears that slight dis- 
putes have occurred, at frequent intervals during the past year and 
a half, owing to demands for higher wages and a shorter workiug 
day, and the requests to this etfect have been accompanied by 
threats on the part of the men to leave work unless concessions 
were made. Тһе employers believe that the strike had been planned 
for a long time past, and the cessation of work by the 500 men 
represents the last link in the chain of trouble which has overhung 
the industry for many months. When these men went on strike 
there was talk of bringing out in support of them all the workmen 
in Berlin. Not only were the electrical works to be paralysed, 
but the operations of the Berlin supply company—the Berlin 
Electricity Works Co.—were to be stopped, and the supply 
of light from its six generating stations was to cease; 
publie and private lighting was to be at an end; there was 
to be no power for working the 300 miles of electric tramways, the 
State electric railways, or for the lighting of the railway stations, 
In а word, Berlin at night was to be a city of darkness and gloom. 
But whilst these terrors threatened to overshadow the capital, the 
employers made a bold move which took the workmen completely 
‚ by surprise ; they dismissed about 8,000 workers from the Werner 
Works of the Siemens & Halske Co, at Nonnendamm, and from 
the Upper Spree Cable Works of the Allgemeine Co. at Ober- 
schonweide, the Siemens-Schuckert Works Co. also agreeing to act 
' in concert with the other two companies. 

The dispute first broke out at the Werner Works, where the 
screw turners demanded au increase of 15 per cent. in piece work, 
but as only 5 per cent. was offered, 180 men went on strike ; while 
the packers ог warehousemen at the Upper Spree cable factory, to 
the numberof 250, also left their employment owing toa request for 
higher wages being refused. As the companies had long been tired 
of the anceasing demands put forward on behalf of the workmen, 
which they declared to be economically impossible, they de- 
cided upon the lock-out as already mentioned. The men were 
then given an opportunity of returning to work on the terms prevail- 
ing before the outbreak of the strike, and on condition that their 
demands were withdrawn, but as they declined to avail themselves 
of it, the three companies at the end of September extended the 


development which began in 


lock-out by closing six of the works, and increasing the 
number of persons idle to 40,000. In the meantime, 
attempts were made to bring about a settlement between the 
employers and workmen һу the holding of conferences, 
but the companies declincd to agree to the men’s request for the 
dispute to be referred to the decision of the Goyernment Concilia- 
tion Board. While these negotiations were proceeding, many of the 
stokers and engine tendera at the generating stations of the Berlin 
Electricity Works Co, joined the strike movement. This resulted 
in a reduction in the amount of energy available, but practically 
the only effect noticed was a reduction in the tramway services of 
the Grand Berlin Tramway Co. for two or three days, as fresh 
workers were obtained and the services of the engineers and officials 
of the three electrical engineering companies were at once requisi- 
tioned for the rendering of assistance, together with those of 50 of 
the city firemen. 

The complaints made in certain of the Berlin newspapers of the 
rates of wages paid by the electrical companies have induced the 
Siemens & Halske Co. to issue figures relating to actual pay- 
ments made on piecework to different classes of workpeople in 
1597 aud in June of the present year. The statistics may be set out 


as follows :— 
Average earnings per hour. 
| 1897. June, 1905. 
‘Turners . 66 pfennigs — 713 pfennigs 
Screw turners ... ... 59 А 63`9 i 
Mechanics pi ... 60 " 65:3 is 
Toolmakers  ... . . 66 у 73˙5 " 
Work women me | ii 32:0 » 
Daily earnings in summer 4 1905. . 
8. е 
Turners ... 640 marks = 6 48 
Screw turners ... .. 20, = 5 24 
Mechanics ns e. 550 „ = 550 
Toolmakers ... . 615 „ = 61018 
Workwomen ... ... 2°40 „ = 248 


The Siemens & Halske Co. further point out that at the same 
works in a period of four weeks in the past summer the turners 
earned £7 19s. 6d., the screw turners £6 10s. 6d., the mechanics 
£6 17s., the tool makers £7 13s., and the workwomen £3 Os. 6d. 
each, and they conclude that the wages movement is due to the 
political activity of the trade unions. 

At the present time there are about 45,000 workpeople on strike 
and locked out. This number is to be increased to 65,000 on 
October 14th, unless the dispute is settled, by the determination of 
the Association of Berlin Metal Manufacturers to close their works 
on that day in order to support the electrical engineering firms. 
If this decision i» carried into effect it will involve 20,000 workers 
who were engaged in а dispute with their employers as recently as 
а year or so ago. The metal workers’ trade union, to which the 
striking turners belong, has а fund of £50,000 available for use, and 
it provides strike pay ranging from 9s. to 18s. per week. Asthe 
electrical workers are short of strike funds and the collections made 
in their aid are not very productive, it seems probable that the 
Strike will soon collapse and the workmen return to their employ- . 
ment on the old terms. 'The employers, it would appear, are deter- 
mined by their drastic action in locking out so many workers to 
settle once aud for all the cause of the many disputes and demands 
which have taken place in the past year and а half. What they 
desire is peace in the shops— peace of а lasting character—and not 
constant threats of strikes when demands are refused ; and being 
wealthy companies they are prepared to contest the matter until 
the end. On the whole the men have conducted themselves during 
the dispute in & peaceful manner, and the impulse of the moment 
may induce them at any time to agree to return to work chastened 
by the unexpected difficulties which arose from the decisive action 
of the employers. But the men have entirely failed to bring about 
the disorganisation of trade in Berlin as was threatened, and they 
have been equally unsuccessful in regard to the working of the 
tramways, electric railways, the lighting and the supply of power 
to the hundreds of manufacturing establishments in the German 
capital. 


EFFICIENCY OF STEAM GENERATING 
APPARATUS. 


Tun author of this paper, presented to the June meeting of the 
American Society of Mechanical Engineers, evidently has a poor 
opinion of boiler-makers who consider they have done their duty 
when they have supplied a vessel that will not leak and will not 
burst too soon. Such a vessel is a boiler, and there their interest. 
ends. 

The efficieucy of a boiler is a constant for any particular boiler, 
because of its shape and arrangement. Boiler efficiency is а com- 
bination of other items. Furnace efficiency may be exactly mea- 
sured by the composition of the gases leaving it. Instruments are 
available which will automatically record furnace gas analysis, as 
far as the most importaut constituent is concerned. Within about 
five years nearly every engineering college of the United States has 
added some CO, recorder to its equipment. They have been largely 
discontinued, we are given to understand, by lack of ability to 
appreciate them, not because of their own faults. This need be a 
matter of no surprise, for in this country we had a long start of 
the United States, and we are no further advanced. 
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Mr. Bement's special point is the path of gases from furnace to 
chimney. If after even perfect combustion the gases are provided 
with too roomy a path to the chimney, they will not search out 
every unit of heating surface, and serious loss of efficiency will 
result. The natural path of the gases is the shortest, and they will 
travel by the short circuit unless compelled to do otherwise. 

Several useful points are elaborated, notably that low initial 
temperature is accompanied by high final temperature of gases, 
because the heat-absorbing efficiency is reduced first by the reduced 
temperature head, and secondly, by the reduced time of contact. 
The author considers that, in the case of the two boilers he illus- 
trates, in one of which there are two extra baffles, so as to compel 
the gases to fill the tube voids completely, there will be a difference 
of 10 per cent. in favour of the better arrangement when the 
boilers are served with a good fire. As the fire conditions 
become poorer the difference increases. If engineers would watch 
this point they might often secure better results. The paper bears 
more particularly on boilers of water-tube type, which have the 
baffles arranged so that the gases travel, to some extent, parallel 
with the axes of the tubes. Without the two additional baffics, 
however, the path of the gases is a diagonal from corner to corner. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be written: on one side of the paper. Free use of fictitious names, &c., 
may be made. Answers are furnished by a duly qualified lawyer, 
but t Editors cannot undertake to be responsible for the accuracy of 
the views which he may express.) 


“F, J.” writes:—''A client of mine wishes me to install a gas 
engine and dynamo in the basement of his shop (retail shop selling 
fancy goods), and I should like to know (1) whether when the plant 
is running the basement will be considered a workshop under the 
Factory Act. 

(2) Is there any Act which specifies that when an engine is fixed 
in a room, a certain distance as clearance must be allowed between 
it and the wall. Ithought of fixing the engine within 1 ft. 6 in. of 
the wall, as room is very limited. | 

(3) Are there any general conditions to be cbserved when 
installing machinery? If so, where could I obtain a copy of these?" 

% There does not appear to be any case in the law reports 
which throws light on the question whether the electric lighting 
installation referred to by “F. J.” does or does not come within 
the purview of the Factory Acta. 

The following are included in the definition of the term *' fac- 
tory," as used in the Factory Act, 1901: —“ Electrical stations,” that 
is to say, any premises or that part of any premises in which elec- 
trical energy is generated or transformed for the purpose of 
supply by way of trade, or for the lighting of any street, public 
place or public building, or of any hotel, or of any railway, mine or 
other industrial undertaking. 

The question then is: Is a retail shop an “industrial under- 
taking?"  Assuming—and it is perhaps safer to assume that the 
law will so regard it, “Е. J.” should be prepared to comply with 
the provisions of the Factory Act, 1901. He should, therefore, 
take care that the engine room is properly ventilated, and that the 
fly-wheel and all moving parts of the machinery are fenced in 
accordance with Sec. 10 of the Act of 1901. 

"+ With regard to (2) we are not aware thát a fly-wheel must be 
placed at any particular distance from the wall. As to (3) we do 


not know of any special regulations relating to the instalment of 
machinery. 


~ NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. THompson & Co., Electrical Patent 


Agents, 822, High Holborn, London, W.C., and at Liverpool, to whom all 
inquiries should be addressed. 


19,942. “Improved magnetic apparatus for advertising purposes.“ 
LUNDBERG. September 25th. 


19,845. Improvements in holders and connections for electric incandescent 
lamps." J. R. Quain. September 25th. 

19,355. Improved means for automatically operating gas or other valves 
cr electric switches at predetermined times." A. Hare. September 25th. 

19,968. ‘Improvements in brush-holders for dynamo-electric machinery.“ 
J. H. Sr. HILL MawpsLEY. September 25th. (Complete.) 

19,372. Electrically operated electro-magnetic valves." W. C. NonTHCOTT, 
E. С. TowNsEND and E. C. HoEcERsTALDT. September 25th. (Complete.) 
19.379. Process for the production of incandescent filaments for electric 
incandescence lamps." THE DEUTSCHE GASGLUHLICHT Axr.-GER. Auer Ges.) 
(Date applied for under Patents Act, 1901, January 17th, 1905, being date of 
application in Germany.) September 25th. (Complete.) 

19,425. “Improvements in and relating to electro-capillary apparatus.” 
E. OLDEN BOURd. September 26th. 


19,447. А new or improved connector for electric conductors." E. W. HILL. 
September 26th. 


19,483. ''Improvements in hydraulic lifts electrically operated." E. M. T. 
Ворром. September 26th. 


19.495. Improvements in electric radiators or heaters." S. CowrER-CoLEs. 
September 27th. 


19,504. “Improvement in trolley pole controllers." A. L. PnuENTIsSs. Sep- 
tember 27th. 


19,545. ‘Improvements in and connected with electric meters.“ 
ToURTEL, September 27th, 


19,551. ‘Improvements in electrical time switches.“ 
einber 27th. 


G. C. 


J. M. 
E. Du Bois Sep- 


19,558. “Improvements relating to telephones es ially adapted for the use 
of partially deaf persons.” С. NATHAN and J. J. L. NeEwLanp. September 27th. 


19,554. "Improvements in indicating or checking devices for use in con- 
nection with telephones." Н. B. SKELDON and Е. M. ELLIOTT. September 27th. 


19,561. ‘‘ Improvements in electric arc lamps.“ W. J. Davy. September 27th. 


.19,568. “ Improvements in electrically controlled semaphore signals for 
railways.“ Е. B. Ногт and A. WaLLis. September 28th. 


19,008. “Improvements in and relating to automatic electrical circuit- 
breakers." Crompton & Co., Ітр., and R. C. Harris. September 28th. 


19,016. ‘‘ Improvements in electric batteries." G. SCHAULI. September 
28th. 


19,681. Improvements in primary electric batteries." 
September 28th. 


19,688. Improvements relating to sockets for holding electric lamps and the 


M. CHRISTENSEN. 


like." F. MILLINGTON. September 28th. 


19,688. “Process for the electrolytic production of copper." J. A. W. 
Boncuers, F. E. GustHER and P. R. Frankr. (Date applied for under Patents 
Act, 1901, October 4th, 1904, being date of application in Germany.) September 
28th. (Complete.) 

19,657. Electric transformer controller." G. Т. Н. De Wirt, C. Сохкыко. 
and J. E. Wi. September 29th. Complete.) . 
` 19,667. “ A protector for preventing short-circuiting by water in spark plug 
of explosion engines and the like.” С. A. PooLEY. September 29th. 

19,680. “* An improved form and method for holding and insulating flexible 
cords and wires in connection with electric lampholders and other electric 
appliances." Е. МлсСл см. September 29th. 


19,684. Improved means for attaching and detaching the reflectors of 
electric lights." W. BI. I. September 29th. 


19,698. Improvements in electric lighting apparatus for shop window light- 
ing and the like." H.L. Vickery. September 29th. 


19,706. “ Improved replacement action for intercommunication telephones.”’ 
W. J. Roach. September 29th. 


19.712. Improvements in or relating to electric arc lamps.“ A. E. BLONDEL. 
September 29th. (Complete.) 


19,719. Improvements in reflectors for electric arc lamps.“ M. V. Егу and 
Е. R. GROTE. September 29th. ( Complete.) 


19,746. Improvements in or connected with trolley heads for electric tram - 
cars or the like.” F. HEWER. September 29th. 


19,758. "Improvements in insulated belts for electric tramway systems and 
the like.” J. Havpock and T. S. JONES. September 30th. (Complete.) 

19,816. Improvements in or relating to electrical fuse or cut-out boxes.“ 
R. Rumney and Н. H. BisHoP. September 30th. 


19,819. Improved device for strengthening telephone currents." F. 
OrRENDEK. September 80th. (Complete.) 


19,823. Improvements in or connected with means for supporting and 
insulating overhead conductors for electric tramways or railways.“ F. НЕМЕН. 
September 30th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications шау ре obtained of Messrs. W. Р. 
Tompson & Co., 322, High Holborn, W. O., and at Liverpool, price, poet 
free, 9d. (in stamps). 


1804. 


MEANS AND APPLIANCES FOR OPERATING ELECTROLYTIC CELLS. J. Hargreaves 
18,937. September 2nd. 

Exvectric Мотов CONTROL SvsTEMS. British Thomson-Houston Co., Ltd: 
(General Electric Co.) 19,574. September 10th. 

ELECTRIC - MAGNETIC MECHANISM, PARTICULARLY APPLICABLE TO RAILWAY 
SIGNALLING APPARATUS. British Thomson-Houston Co., Ltd. (General 
Electric Co.) 19,889. September 15th. 

HANGERS AND Ears For ELECTRIC CoNDUCTOR WIRES. J. Heap, J. t H. 
Heap, A. Richardson, К. Billington, J. Haydock, T. 8. Jones and Т. 

i Brierley. 20,413. September 22nd. ` ` 

DyNAMo-ELECTRIC MacHINEs. British Thomson-Houston Co., Ltd. (General 
Electric Co.) 20,552. September 28rd. 

ELECTRIC METERS AND MEASURING INSTRUMENTS. British Thomson-Houston 
Co., Ltd. (General Electric Co.) 20,609. September 24th. 


ELECTRIC Arc Lamps. О. Gross. 21,242. October 4th. 
APPARATUS FOR WIRELESS TELEGRAPHY. Marconi’s Wireless Telegraph Co., 
Ltd., E. Berry and Н. A. E. Ewen. 21,640. 


SAFETY DEVICES IN CONNECTION WITH RADIO TELEGRAPHIC TRANSMISSION 


Circuits. Marconi’s Wireless Telegraph Co., Ltd., E. Berry and H. A. E. 
Ewen. 21,641. October 8th. 


RAIL JOINTS AND ELECTRICAL BONDS CONNECTED THEREWITH. 
21,722. October 10th. 

SwIVELLING COUPLING FOR ELkcTRIC CABLES. E. B. Phillips and T. C. Parkin. 
21,729. October 10th. 

ELEcTRIC Авс Lamps. Е. М. Lewis. 21,892. October llth. 


ELECTRIC TELEGRAPHS. Siemens Bros. & Co., Ltd., and G. В. Grimston. 21,896. 
October lith. 

ELECTRICAL MEASURING INSTRUMENTS. 
Holmes. 27,246. December l4th. 

ELECTRO-MECHANICAL APPARATUS FOR AUTOMATICALLY OPERATING THE НАП, AND 
ELECTRICAL CONDUCTOR POINTS ON ELECTRIC TRAMWAYS AND RAILWAYS FROM 
THE TRAM OR Талх. G. D. A. Parr. 18,060. August 20th. 

CONTROLLERS OR Сот-Оств FOR ELECTRIC CircuiTs. C. C. Garrard. 18,19: 
August 22nd. 

PARALLEL RUNNING OF DyNAMO MACHINES. 
Stoney. 18,255. August 23га. 

CONTROLLERS FOR ELECTRICALLY-OPERATED CAPSTANS AND THE.LIKE. W. Н. 
Scott. 18,298. August 23rd. 

MEANS FOR CONTROLLING ELECTRIC CIRCUIT-BPEAKERS. British Thomson- 
Houston Co., Ltd. (General Electric Co.) 19,572. September 10th. 

ELECTRIC Авс Lamps. W. J. Davy. 20,019. September 16th. 

ELECTRIC IGNITION FOR INTERNAL COMBUSTION ENGINES, AND APPARATUS 
THEREFOR. B. Kennedy. 21,622. October 8th. 

SAFETY DEVICES FOR THE TROLLEY PoLES or ELkcrRIC Cars. James Hawley, 
Ltd., and D. R. W. Hardman. 24,290. October 17th. 

SraRKING PLUGS FoR EXPLOSION ENGINES. A. J. Boult. 
October 20th. 


ELECTRIC Arc Lamps. Jandus Are Lamp and Electric Co., Ltd., and A. D. 
Jones. 22,838. October 24th. 

ELECTRO-MEDICAL APPLIANCES. P. Weniginan. 25,979. November 29th. 

ELECTRIC SYSTEM OF DRIVING VEHICLES IN AN ARENA OB COURSE. 
Lehwess. 27,000. December 17th. 

ELECTRIC ALTERNATINO CURRENT Motors. Siemens Bros. & Co., Ltd. 
(Siemens-Schuckert Werke G. m. b. H.) 29,435 and 29,486. December 3lst. 

MANUFACTURE OF ELECTRODES FOR ELECTRIC ACCUMULATORS. Bruno. 11,920. 
May 25th. | 

MEANS FOR MAINTAINING IN JUXTAPOSITION LIKE PoLEs oF RELATIVELY 
MOVABLE MAGNETS OR MaGNET Systems. (Rights under Patents, &c., Act 
1901 not granted.) Gercke, 16,760. July 29th. 


THERMAL CONNECTIONS FOR ELECTRICAL | WIRES. 
September 2nd. 


R. H. Radford. 


Siemens Bros. & Co., Ltd., and E. A. 


Hon. C. A. Parsons and G. G. 


(Macquaire.) 29,687. 


E. E. 


McDermott. 18,926. 
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REGENERATIVE CONTROL. 


IN spite of the fact that the principle of regenerative con- 
trol of tramcars has now been before the tramway world in 
actual operation for at least two years, and that the efficiency 
and economy of the system as proved in practice are indis- 
putable, an extraordinary degree of apathy and indifference 
is manifested towards it. Why is this ? 

There is nothing new. in the idea of regeneration—or 
recuperation, as, strictly speaking, it should be called. 
From the earliest days of the steam engine, when the hot 
water of condensation was first used for boiler feeding, at 
least two centuries ago, the recuperative principle has been 
practically applied, and, indeed, there are оп record 


instances of its adoption dating back from time immemorial. 


British conservatism, therefore, need not complain of lack 
of precedent. We know of one instance of so-called 
“ regeneration" on the Continent, where it was found 
necessary to absorb part of the recuperated energy by means 
of resistances, because it was so largely in excess of the needs 
of the system that it left the generators unloaded and upset 
the regulation of speed but the circumstances in that casc. 
were exceptional. 

However, the fact remains that the merits of regenerative 
control have been proved to demonstration. Even where 
the route is not, exceptionally hilly, energy is recovered in 
the act of retardation to a sufficient extent amply to justify 
the use of the system. The motors are no heavier than 
series motors—indeed, the same frames are used, shunt- 
wound instead of series—and the controllers are lighter and 
cheaper. The full-speed control is perfect, for it is automatic 
—thus embodying one of the advantages of the induction 
motor. The accelerating torque is greater—we repeat, it is 
greater—than that of the equivalent series motor. There 
is no trouble through sparking whatever. The car can be 
run at any desired speed, from walking pace to the full 
speed, with almost the maximum efficiency throughout. 

In descending hills, the speed cannot become excessive, 
for the regenerative action automatically comes into play, 
and brakes the car just enough. The variations in the 
instantaneous power demand of each car, and, therefore, in 
the load on the power station, are greatly reduced. The 
load factor of the running plant is increased, and fewer sets 
need be run at one time. The line losses are for the same 
reason diminished. The wear and tear of brakes and wheels, 
and the cost of repairs to trucks, are reduced to an important 
extent. The passengers prefer—and actually select, where 
they have the opportunity—the regenerative cars, because 
there is less jolting when ‘starting and stopping. We have 
not exhausted the list of advantages, but for the moment we 
must stay our hand. 

We have in our possession absolutely independent written 
testimony to the merits of the system, as tried on the large 
scale, in direct comparison with ordinary cars of the same 
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weight and capacity, and running to the кате schedule on 
the same road. We have other favourable evidence, also 
independent, and we have never received any reliable 
evidence to the contrary. This is not the first time that we 
have pointed ont the advantages of the system. 

Years ago we stood practically alone in insisting on the 
future supremacy of the overhead conductor at high pressure 
for electric traction on railways ; more recently, we pinned our 
faith to the single-phase electric motor ; and as our attitude 
in these two cases has been abundantly justified in the event, 
go now we believe that in strenuously advocating the 
adoption of shunt-wound motors for electric tramways, with 
the advantages of the regenerative system, we are pointing 
out the direction of future progress, and are acting in the 
best, interests of the.electric tramway. industry. 


^ Iw a recent number of the Flectrical 
The Electrical: / and Engineer, Mr. Paul Hoho calls 
Heating of We A ; 
Metals, attention to the process he devised some 
. . 12 years ago for the electrical heating 
and working of metals. - The process consists in heating a 
metal, quite locally if so desired, to a soldering, hardening, 
welding or fusing temperature by means of a direct current 
of electricity applied at any tension between 100 and 250 
volts, the metal itself being always in contact with water. 
Mr. Hoho remarks that his process has not yet become much 
of a commercial success, because heat developed directly by 
the combustion of coal is in most. places:far cheaper than the 
same amount of heat developed indirectly therefrom by means 
of the dynamo; but he urges that the greater economy in 
transferring to an object the latent heat of an electric 
current in comparison with that accompanying the trans- 
ference of heat from a solid, liquid or gaseous combustible, 
may often reduce the cost of heating a particular article 
electrically to or below the level of heating it in a metallur- 


gical furnace. This is more particularly the case when 
In a combustion furnace, 


strictly local heat i8 required. 
the whole of any piece of metal must be raised to 
a considerahle temperature before any one spot can be 
brought to the temperature necessary for the purpose in 
view: but in electrical heating, especially in the Hoho pro- 
cess, heat may be impressed upon the object so rapidly that 
conductivity and radiation have far less time to produce 
their usual effects. Moreover, as the heating takes place 
under water through the agency of a direct; current, electro- 
lytic action comes into play, and the metal is coated with a 
film of hydrogen, which protects it from oxidation, or reduces 
any oxide already present ; so that even steels which are 
troublesome to solder in the ordinary way, can be soldered 
with ease. Another advantage claimed for the Hoho pro- 
cess is that it enables surface hardening to be performed 
satisfactorily. A rail,for instance, may have its wearing 
surface hardened without injuring. the malleability and 
toughness of its interior. 'The heat is applied through a 
travelling conductor, two insulating shields being employed 
to localise the effect. When a certain portion has been 
raised to the requisite temperature, the conductor moves on 
to the next spot, and the former one is immediately quenched 
and hardened by contact with the water. Axles, wheels and 
the interior surface of cannon can, it is said, be locally 
hardened in a similar fashion. This form of the Hoho 
process has been on exhibition at Liége for the first time. 


EARLY in the present year we drew 
special attention to the electrical trade 
possibilities of Canada, and urged British 
manufacturers to see that this field was not neglected. 


Electrical Trade 
in Canada. 
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From information that reaches us from time to time, we 
are led to infer that considerable business is being done at 
present in Canada in central and distributing station equip- 
ment, and in certain responsible quarters the opinion is held 
that if British manufacturers were properly represented hy 
competent and energetic men in Canada, a fair portion of 
this business could be secured for British factories. In the 
case of the lighting plant which is being installed by the 
town of Westmount, tenders were received from British 
manufacturers for the generators, and we understand on 
good authority that figures quoted by them compared very 
favourably with those submitted by Canadian and American 
firms. "The contract for this apparatus will be awarded to 
builders in Canada, however, owing to the fact that in case 
of any breakdown or failure of the machinery it would be 
practically impossible to get, defective or damaged parts back 
to the factory for necessary repairs without very great logs 
of time in the case of British machinery. 

The Canadian General Electric Co., the Canadian West- 
inghouse Co. and the Allis-Chalmers-Bullock Co. аге very 
active in the Canadian market. 

These are all very large corporations with extensive work- ` 
Shops erected in Canada, and they are all adeqnately repre- 
sented in the various business centres by staffs of employés 
continually on the lookout for any business which may be in 
the wind. It is an important question which should interest 
the British manufacturer whether or not it would pay to 
open up business in Canada with properly-equipped factories 
and sales departmenta. 


Tur ordering of 25 single-phase 

А Significant alternating-current locomotives from the 

5 Westinghouse Electric and Manufacturing 

comotive 

Contract, Co. by the New York, New Haven and 
Hartford Railroad, is one of the most 
interesting recent events in the electric transportation world, 
for it signifies even more certainly than did the publication 
of the New York Central plans for improved terminal 
service some months ago, that the entering wedge of heavy 
electric traction on American steam railways is being driven 
home. Important as is the development of electrical 
suburban service in these days, the steam railway trunk 
lines have long heen regarded as the ultimate prizes of the 
electrical engineer’s developing triumphs, and it seems 
probable that the investment of the New Haven company 
in £150,000 worth of electric locomotives, marks the 
beginning of the end, as far as the steam locomotive is 

concerned. 

The New York Central locomotives are well known to 
engineers as the largest direct-current machines thus far 
designed, weighing about 97 tons each, and capable of 
developing 3,000 H. p. for short periods. No steam loco- 
motive thus far constructed, to the best of our knowledge, 
will develop anything like this amount of power, and the 
exhaustive tests which have in the past few months been 
carried on by the General Electric Co., at Schenectady, 
New York, show conclusively that the exacting work 
for which these enormous machines have been designed 


will be performed with brilliant success upon the com- 


pletion of the terminal and trackage facilities at the 
American metropolis, The new locomotives purchased for 
the New Haven road will be capable of developing at least 
1,600 H.P. at normal rating, and will each haul a 200-ton 
train at a schedule speed of 26 miles per hour in local ser- 
vice, with stops 2:2 miles apart, the maximum speed being 
45 miles per hour. In express service a 250-ton train will 
be hauled at from 60 to 70 miles per hour. Although the 
momentary overload capacity of the four 700-H.P. motors 
on each locomotive has not yet been made public, it is 
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reasonable to anticipate a maximum output of at least 2,700 
Н.Р. for brief intervals. In entering New York City the 
New Haven trains traverse the New York Central road’s 
trucks south of Woodland, so the new single-phase locomo- 
tives will operate upon 600-volt direct-carrent circuits in 
the electrical zone of the latter road. This is a great point 
of advantage, and another is found in the use of the multiple 
unit system of control, which enables the locomotives to be 
banched in cases where additional motive power is needed. 
The multiple unit system has only recently been adapted to 
alternating-current motor control, and without it the pro- 
blem of heavy electric trunk line transportation would, in 
the light of present knowledge, be almost too difficult for 
solution, considering American train loads and grades, in the 
mountainous districts particularly. The choice of the 
single-phase system permits the enjoyment of the same 
advantages which the direct-current locomotive presente in 
suburban service—elimination of smoke, dirt and cinders, 
increase in traffic capacity, and probable reduction in 
operating expenses per passenger~ hauled; and it also 
enables long-distance trains to be handled without the heavy 
expense of frequent power and sub-stations, transmission and 
distributing circuits of large copper cross-section, rotary 
converters and high cost of attendance. Three-phase trans- 
mission at very high voltages is perfectly feasible, with 
reduction to about 3,000 volts at infrequent transformer 
stations, which means the easy extension of the electric 
system wherever the policy of the railroad declares it to be 
desirable. It is but a short time since a 75-H.P. single- 
phase commutating motor represented the largest available 
size on the market, and the jump to 400 н.р. in the gearless 
type is a triumph in design. It is interesting to recall the 
fact that the first important commercial experiments in 
electric traction under steam railroad conditions to be tried 
in America were carried out on the New Haven Road, and 
it is fitting that the same system should be the first to adopt 
on a large scale a locomotive capable of performing the 
requirements of trunk line through service. Although the 
new locomotives are to be used simply in the New York 
Central direct current zone at present, there is not the 
slightest doubt that the near future will witness an exten- 
sion which will be the index of а far-reaching change in 
American steam railroad practice. 


Electric Smelting in Canada.—4As Canadian secretary 


of the Deep Waterways Commission, Mr. Thomas Cote has just 


completed a tour of several of the boundary points at which ques- 
tions of international concern, bearing upon the utilisation of water 
powers and the cognate subject of navigation, have arisen in a form 
calling for joint action on the part of the Government of Canada 
and the United States. These points include Sault Ste. Marie, 
Rainy River and Niagara, and at each the sub-Committee, consisting 
of Mr. J. P. Maybee, chairman of tbe Canadian section ; Mr. Clinton, 
of the U.S. section; and secretary, conducted the investigations 
necessary to enable them to report to the main commission. Apart 
from this, Mr. Cote naturally took a deep interest in the iron and 
steel situation, and especially in the prospects for success- 
ful operation of the electric thermal .process of produc- 
tion, having been secretary of the Canadian Commis- 
sion which, last year, investigated in Europe the various 
plants at which this process is employed. At the works of the 
Consolidated Lake Superior Co. at Sault Ste. Marie, an electric 
furnace is now being put up by Mr. Enystrom, of the mines branch 
of the Interior Department, the power for which is to he furnished 
free by the company. The plan adopted is that which the Com- 
‘mission investigated at Lapraz in France, and before many days 
the inventor of the process, Mr. Heroult, will arrive at the Soo to 
determine the completion of the furnaces and the test operations 
which are expected to determine whether, under the conditions 
prevailing, iron ore can be sinelted in Canada by the electric 
process on a commercial basis. At the works at the Canadian 
** Soo,” an exact comparison can be made of the cost of the two 
processes. 

The immense iron and steel plaut which the Canadian Northern 
is erecting at Port Arthur, also possesses a particular interest for 
Mr. Cote by reason of the possibilities of the location for the pro- 
secution of electric smelting. Twenty-one miles from Port Arthur 
are the Kakabeca Falls, where by next summer electric energy to 
the value of 100,000 н.р. will be under development, the power 
company being under contract to supply the municipality of Port 
Arthur with electric energy for light and traction by next spring. 
With an abundant supply of good ore and the best of transporta- 
tion facilities, the Canadian Northern works would also be in a rare 
position to utilise the power of the Kakabeca for electric smelting 
should the process prove a success.— Montreal Gazette. 


HASTINGS ELECTRIC ,TRAMWAYS. 


IN our last issue we described and illustrated the Hastings 
tramways, and we now supplement the technical information 
there conveyed with some historical notes which may be 
found of interest. 

In the year 1897 a system of tramways in Hastings was 
first promoted by the present company under the Light 
Railways Act, 1896. The scheme included-tramways,from 
Bexhill through St. Leonards along the Parade and a system 
of lines in Hastings itself, but not so extensive in character 
as those now constructed. Although this scheme was 
approved by the Corporation of Hastings, there was а con- 


Нон TIDE AT THE QUEEN'S HOTEL, HASTINGS. 


siderable opposition on behalf of certain ratepayers; the 
main grounds for opposition apparently being that Hastings 
would suffer as a health resort by the introduction of electric 
tramways. The scheme was, therefore, rejected by the Light 
Railway Commissioners. 

In November, 1898, application was again made by the 
company to the Light Railw ay Commissioners for sanction to 
а scheme as far-reaching as that promoted in the previous year, 
but modified in regard to some of the routes. 

In thesame year the Corporation of Н astings, being desirous 
to own the tramways in the borough and to lease them to the 
company, to which arrangement the latter were agreeable, 
themselves promoted a Bill for tramways within the borough, 
which did not, however, inclnde a line along the Parade. 
The British Electric Traction Co. also deposited a scheme, 
but limited to a tramway between Bexhill and St. Leonards. 


A Hravy SEA АТ HASTINGS. 


Owing to these two Bills being before Parliament, the con- 
sideration of the company's application was postponed by the 
Light Railway Commissioners pending the decision of Par- 
liament in regard to both of these proposals, The Corporation’s 
Bill was rejected on local opposition, and the Traction Co.'s 
Bill on the opposition of the L.B. and S.C. Railway. 

The light railway scheme then came before the Com- 
missioners for consideration, and although the bulk of the 
lines within the borough of Hastings failed to obtain their . 
approval, sanction was given to the line between Bexhill and 
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St. Leonarda, which was not opposed by the railway company, 
and an order was issued in the following year. 

In 1899 the Hastings Tramways Co. again promoted a 
Bill for tramways in Hastings, but exclusive of lines along 
the Parade. This application was sanctioned by the Hastings 
Tramways Act of 1900, and the tramways now opened in 
Hastings have been constructed under the powers of that Act. 

In the session of 1902 the company applied for a line 
along the Front, which was refused by Parliament on the 
opposition mainly of frontagers along the Front line. The 
application was again made for the Front line by the com- 
pany in 1908; this application, though again opposed by 
certain frontagers, was passed by Parliament, but with two 
restrictions. First, that the line should not be constructed 
till the whole of the tramways authorised by the Act of 
1900, and the whole of the light railways authorised by the 
order of the same year, had been completed, a representation 
having been made by the opposition that the company had 
no hená-fide intention to construct any line other than the 
line along the Front. The second restriction was- that the 
liue along the Front should be operated “ by self-propelled 
cars or other system upproved by the Corporation, not 
being the overhead system. = Е 

The company have now completed the whole of the tram- 
ways within the borough authorised by the Act of 1900, and 
the lines in Bexhill will shortly be completed; the con- 
struct ion of these lines having been much impeded by 
difficulties in land negotiations. They will not, of course, 
be able to commence the construction of the front line 


until the Bexhill lines are completed, owing to the restriction - 


contained in the Act of 1903. 

The company have endeavoured to obtain the cousent of 
the Corporation to their making an application to Parliament 
for relief from the prohibitive clause as to overhead traction 
contained in the Act of 1903, as they feel satisfied that, 


apart from all financial questions in regard to extra cost of 


construction and operation involved in any system not being 
the overhead system, the convenience of the public will be 
far better met if the tramways are operated throughout on 
one system enabling all cars on all routes to be inter- 
changeable and avoiding the necessity of passengers in some 
instances having to change cars, and in other instances the 
delay involved in changing from one method of electrical 
operation to another. 

The conditions of the sea front at Hastings are such as 
to cause the company grave doubts as to the continuous 
reliability of any conduit or surface-contact system, and they 
find it difficult to appreciate the objection of the Corporation 
and of the frontagers to the overhead system. 

The roadway on which the tramways will be laid on the 
Front is railed off from the promenade proper, and along 
the line of railings arc lamp standards at present exist, 
not by any means attractive in design or appearance, 
belonging to the Corporation. The company is of opinion 
that. if the tramways are laid close to the railings (the 
-position most approved by the Согрогабіоп) and. the П це 
standards combined with the tramway standards, the 
difference ‘from an aesthetic point of view of such com- 
bination, and the lighting standards themselves, would be 
hardly noticeable ; bearing in mind the fact that, the tracks 
being laid close to the railing, the brackets could be ex- 
tremely short and of an ornamental character, and that 
owing to the Parade being to all intents and purposes a 
straight line, no unsightly network of pull-off wires would 
be involved. 

The company feel во strongly on this matter that they 
helieve that if any system other than the overhead is adopted, 
it is only a matter of a comparatively short time before the 
Corporation are likely, in the interests of the travelling 
public, to apply to the company to change their system to 
that of the overhead, and the company are, naturally, averse 
to spending a considerable additional capital in exploiting a 
system which, in so short a period, it may be found desirable 
to supersede. | 

From our knowledge of the sea front at Hastings, we are 
in cordial agreement with the company’s contentions on all 


points, and we reproduce two photographs of the front 


during heavy seas, which appear to offer sufficiently strong 
evidence, having in mind the experience of Blackpool, that 
the overhead system is the only method to adopt. 


THE OLYMPIA ELECTRICAL EXHIBITION. 


(Continued from paye 577.) 


Ozonair, Ltd. 


The great value and manifest uses of ozone in the field of hygiene 
need no lengthy reference in these columns, but а machine to 
produce ozone on a commercial basis must be of the greatest value, 
and such a machine is that shown by OzoNarR, LTD. 

Although substantially the same apparatus as that described in 


the ELECTRICAL RRVIK of November 11th, 1904, it now embodies 
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Fic. 76. OZONISER, SHOWING INTERIOR. 


certain improvements. The apparatus is contained in an oak case, 
titted with two self-locking doors, the opening of either of which 
cuts off the supply current automatically. 

Internally, a high-tension transformer is arranged to electrify а 
series of gauze screens, through which a powerful fan, mounted at. 
the rear of the case, propels the current of air to be ozonized. 


Ета. 77. OZONISER COMPLETE. 


Hinged guards аге provided at cither end of the machine, and the 
switches, cut-outs and plugs used for working the apparatus are 
fitted to the outside of the case, in convenient positions. 

The machines are built in two sizes rated at 30,000 and 60,000 


cb, ft. of air per hour; by the addition of a motor transformer they 


can be adapted for use with direct current. 


The Fuller-Wenstrom Electrical Manufacturing Со. 


This firm exhibits numerous alternating and continuous-current 
motors of the enclosed ventilated type. The alternating motors 
are. of the short-circuited type with the exception of one slow speed 
single-phase motor.  'lhis type of motor is generally designed for 
low current density in rotor, so that an exceedingly light brush 
gear can be used, thereby avoiding complicated brush lifting and 
short-circuiting devices. | 

The stand is lighted by a small direct current generator, belt- 
driven, from a 2-H.P. single-phase motor of the short-circuited type, 
the starting current of which does not exceed 14 times that at full 
load. 

The two and three-phase motors are of similar design to the 
single-phase. The starter consists of an auto-transformer for motors 
of the short-circuited type and of either a liquid resistance, or one 
with cast-iron grids for those with slip rings; the latter arrange- 
ment being suitable for speed regulation as well as starting. A liquid 
resistanc@ for motors up to 30 H.P. is on view. 

An item of considerable interest is а small converter which can 
be run as a D.c. generator, with an output of 12:5 amperes at 120 
volts, or as a single-phase generator, giving 18/77 amperes at 80 
volts, or as an inverted converter, with an output of 14 KW. at a 
speed of 2,000 revolutions. The machine is designed to be as light 
as possible, and to have a good efficiency ; it is therefore made with 
end shields of aluminium, and provided with ball bearings. 

The efficiency curves of a two-phase 850-5.H.P. rolling mill motor 


Vol. 57. No. 1,456, Oorosxm 20, 1905] THE ELECTRICAL REVIEW. 


617 


of the concatenated type are on view at this stand ; this motor can 


be overloaded up to 2,250 H.P., and is designed to work at three 


different speeds, namely, 285, 235 and 200 r.p.m., with efficiencies 
of 98, 92 and 92 per cent. respectively. ; Е 

It will readily be seen that- this type of motor has an advantage 
in point of efficiency over those which are regulated solely by means 
of a resistance. 


National Telephone Co., Ltd. 


The exhibit of the NATIoNAL TELEPHONE Co. is a going concern 
—an actual exchange, in connection with the telephone system of 
the whole country, and serving the- needs of the exhibitors. The 
switchboard is of a special type, such as is fitted up by the com- 
pany in various London and other hotels, &c.—in fact, we believe, 
it is practically identical with that which they have installed at 
De Keyser's Hotel. The maximum capacity of the switchboard is 
800 subscribers; at the Exhibition, of course, only a portion 
of this is in use, there being 27 subscribers and 11 call offices 
about the building. There are 10 outgoing junctions to Holhorn 
and 10 to Kensington, while there are 10 incoming junctions from 
the latter exchange. Visual signals are used, on the common battery 
system, and it is interesting to note that there is no battery at the 


I. Frankenburg & Sons, Ltd. 


Cables for electric light and power, telephonic and telegraphic 
purposes, in the various stages of manufacture and finished, are 
shown by this firm, which also specialises in waterproof clothing 
for tramway and railway purposes. : 


Gelpel & Lange. 


This firm is showing on stand No. 29 a variety of apparatus, 
including Ward-Leonard rheostats, automatic motor starters, Geipel 
steam traps and separators, Vulcan meters and instruments, hour 
metera, Locke insulators, Okonite & Manson insulating tapes, nickel 
tubing, electric speed indicators, electric turn-down lamps, &с. 

An interestiug item is an improved pattern of fool-proof motor 
starter, the special feature of which is that it is fitted with an 
overload or maximum current circuit-breaker, which is во set ав to 
open the circuit, on specially protected contacts, if the resistance 
is cut out too rapidly, thus preventing careless usage of the starter. 
A new form of no-voltage release [is fitted, which is designed to be 
uuaffected by variations in field:strength, such as is common with 
variable speed motors; the(no-voltage release coil is connected in 
series with a' high resistance'across'the'line,'thus;forming a true[no- 


NATIONAL TELEPHONE Co.'s HOTEL EXCHANGE SWITCHBOARD, 


СА 


Exhibition, all the current being derived , from Kensington 
Exchange by means of 18 pairs of current wires and two pairs of 
ringing leads. | 

The distributing frame ix of a novel type, dispensing with test 
jacks altogether; to make a test, a heat coil is removed, and the 
lines tested from this point, by means of a horse-shoe plug. The 
switchboard was supplied by the Western Electric Co., and wired 
by the National Telephone Co. The accompanying illustration 
shows the general appearance of a board practically identical with 
the one exhibited. 

Besides this main exhibit, which is at all times a centre of 
interest to the general public, who watch the mysterious move- 
ments of the operators with absorbed admiration, the company 
shows & variety of telephones for internal intercommunication, &c., 
and a system of fire alarms. 


The British L. M. Ericsson Manufacturing Co. 


The Ericeson telephone has achieved a well-deserved popularity 
in connection with the National Telephone Co.’s extensive system. 
The company's stand contains a comprehensive display of switch- 
boards and instrumenta for exchange and private use, military, 
жүн and domestic telephones, and telephone accessories of all 
sinds. 


Robertson Electric Lamps, Ltd. 


Robertson ladies manipulating Robertson lamps are always an 
attractive feature atan exhibition, and at Olympia, no less than 
elsewhere. 

The lamps, like the ladie-, speak for themselves, and as some 
four millions are sold annual y (lamps, not ladies), it only remains 
for the reader, in adding to that number, to learn their good 
qualities for himself. 


voltage release. A magnetic blow-out and entirely renewable con- 
tacts are now fitted to this type of switch, which is improved in 
every detail. 

Some turn-down lamps shown on the stand are provided with 
two filaments, one for ordinary use and the other being a low С.Р. 
filameut. A switch is provided in the lamp cap for switching one 
or the other filament into circuit. 

These lamps are stated to save up to 80 per cent. of current, and 
have been used extensively in the United States and Canada, in 
fact, the lamp received the highest and only award of its kind at 
the St. Louis Exposition. 


The Frictionless Eagine Packing Co., Ltd. 


“ Karmal” packing, Roko edge belting, and other specialities 
of value to the engineer, are shown by this firm. 


Messrs. W. T. Henley's Telegraph Works Co., Ltd. 


Messrs. HENLEY's have an extremely interesting exhibit repre- 
senting practically every department of their activities. High and 
low pressure mains, insulated with vuleanised rubber, paper and 
jute, and destined for lighting, traction, telegraphs and telephones, 
are shown in bulk and sample, a pyramidal pile of cables on 
drums, surmounted and decorated with coloured lamps, occupying 
the centre of their stand. One of the cables is being supplied to 
the Underground Electric Railways and London United Tramways 
Companies, for a working pressure of 11,000 volts, the test pressure 
being 30,000 volts. This cable is of the 3-core type, paper-insulated 
and lead-covered, with galvanised iron armonr laid direct on 
the lead. À 

Another interesting exhibit is a long-distance telephone cable 
for the G.P.O., consisting of 112 wires, each of which is insulated 
with paper and wrapped with a copper screening tape; an ordinary 
telephone cable for the G.P.O., containing 330 pairs, is also shown, 
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A number of feeder pillars for Stoke Newington are on the 
stand, with a variety of joint and disconnecting boxes; and house 
fuse boxes are represented by single-pole and other cut-outs of 
new patented design, in which improved terminals and dividing 
boxes have been employed, while to the cast-iron case is 
prevented, and the fact that the fuse has blown is indicated 
visually. 

A new form of terminal for concentric paper cables is illustrated 
herewith; in this device the outer conductor is tapped off at right 
angles, through the body of the porcelain insulator, while the inner 


Fic. 79.—TBRMINAL ron PAPER CABLES, 


continues straight through, the terminal being|finally filled'up with 
compound as usual. 

Cables braided over-all with phosphor bronze and galvanised iron 
are exhibited, as well as samples of all kinds of cables, including 
submarine telegraphs and telephones, fire-resisting cables, insulatiug 
materials, house wires, flexible cords, &c. 

Finally, mention must be made of a photograph showing jthe 
interior of a large extension to Messrs. Henley's works, which will 
be used chiefly for paper cables. 


Monté-Callow & Co. 


The exhibit of Mrssrs. MoNTE-CaLLOow & Co. consists almost 
entirely of controller gear, much of it intended for rough workshop 
or colliery use. An endeavour has been made to combine the 
various elements of the controlling system in compact and “ fool- 
proof " sets, while avoiding the introduction of expensive or delicate 
components. 

One type exhibited takes the form of а  motor-control 
panel on a column; the whole of the switchgear, ammeter aud 


Fia. 80.— SECTION or THIRD-RaIL AND. INSULATOR. 


eirenit-breaker are mounted on the panel, while the cables come 
up inside the column, and a separate liquid starting switch is inter- 
locked electrically with the circuit-breaker, so that the latter cannot 
be closed unless the starting switch is in the off position. Such 
outfits are made for both direct and three-phase currents, and time- 
limit and no-volt releases can be provided. An ingenious type of 
resistance unit ix used in connection with the starting switches, 
consisting of iron wire wound round (but insulated from) a stout. 
iron core, which provides large capacity for heat, the whole being 
embedded in a cylindrical block of insulating material. A large 
three-phase 200-ampere 500-volt oil switch, suitable for use in 
collieries, and capable of being fitted as a cireuit-breaker with 
time-limit overload release, is shuwu, together with three-phase 
enclosed oil-filled motor starting switches. A new form of 
ammeter for motor circuits tigures largely on the various con- 
trollers; this is put forward as an instrument with an ample 
degree of accuracy for its purpose, combined with substantial 


construction to withstand rough usage, and can be supplied with 
а stout cast-iron case for exposed situations. | | 

A heavy three-phase oil-filled reversing controller of the tram- 
way type, for mining work, with horizontal axis, capable of dealing 
with 250 н.р., occupies one aide of the stand, and there is a variety 
of switchgear, &c., of3'other types. The newi“ Opaline” non- 
hygroscopic insulating material3for switchboard°work, which was 


Fra. 81.—Tiswr-Limir Device. 


described at some length in our issue of February 24th, 1905, ia shown, 
ав well as glass steps, and a new type of third-rail insulator made of 
glass. The latter is illustrated herewith (fig. 80), and it will be seen 
that it has a cylindrical foot or dowel 7, fitting loosely into a wooden 
chair, while the rail is firmly clamped to the top of the insulator at о, 
ql. The idea is that when a loaded wheel runs over the adjacent 
track rail, depressing the sleeper, the latter shall be free to move with- 


Fia. 82.—Motor STARTER WITH AMMETER AND OVERLOAD 
RELEASE. 


out affecting the insulator. With the ordinary type of insulator it 
sometimes happens that, owing to the rigidity of the third-rail, the 
insulator is torn in two under these conditions, and the new insu- 
lator is designed to obviate this danger. - 

Another illustration shows a combined motor starter with ammeter 
and overload release, while the remaining one, fig. 81, shows the latter 
device, which consists of a small attachment to the ammeter move- 
ment. It contains a pair of contacts in a chamber filled with 
glycerine, and a tube in which a metal ball is free to roll. When 
the normal load (to which the instrument can be adjusted) is 
exceeded, the ball begins slowly to roll down the tube, and if the 
overload is maintained, the ball, after a time depending upou the 
amount of the overload, strikes the contacts and closes the releasing 
circuit. In the event of a sudden violent overload, the contacts 
close instantly by gravity without waiting for the ball. The time 
limit can be set for any period from 3 to GO minutes, Want of 
space forbids further reference to this interesting exhibit. 


The British Accumulator Co., Ltd. 

This company is exhibiting generally several types and deserip- 
tious of storage batteries for electric lighting and power purposes. 
‘The smaller types of cell are shown in glass boxes and the larger 
iu lead-lined wood and solid lead alloy crate boxes. 

A feature of the cell is the lead expansion featliers, fixed between 
the end negative plate and the side of the box, which keep all the 
plates firm and rigid. In all types of cells in glass boxes, the 
plates are suspended directly from the sides of the box, and in 
most eases the plates are burnt to the pole bars from cell to cell. 
'l'he plates are of the large-surface Planté type, and ате capable of 
dealing with very high and rapid discharges. 
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The Sturtevant Engineering Co. 


This firm is showing a very comprehensive display of the 
well-known '"Igranic" motor-starter and controlling switches and 


| rheostats. 


These motor starters are sufficiently well known to render a full 
description unnecessary, but of the array of automatic motor- 
starting appliances much might be said. | 

Among the many uses of these equipments, we may mention 
their application to pumps. In this case a float can be arranged to 
operate a switch, and energise a solenoid switch, thus completing 
the motor circuit and energising the solenoid spool of the self- 
starter. The motion of the self-starter is regulated by an oil dash- 
pot, which can be adjusted so that the contact lever moves over the 


Еа. 83.—STuRTEVANT SELF-STARTING SWITCH. 


contacts at a predetermined rate. As soon as the water level and 
float have risen to the desired level, the float switch circuit is broken 
with a snap, thus opening the circuit of the solenoid main switch 
and stopping the motor. Obviously an arrangement like this is 
very advantageous in any case where remote control of a motor is 
necessary, and where it is only desirable to run a pair of small 
leads of sufficient size to carry the fraction of an ampere necessary 
to energise the solenoid main switch, and for such purposes they 
have been largely used. f 

The company are specialists in lift control, and they exhibit two 
distinct types of automatic lift controllers, viz., their rope operated 


Fic. 84.—STURTEVANT MULTIPLE SWITCH STARTING RHEOSTAT. 


lift controller and their car switch operated lift controller. The 
rope operated lift controller is exceedingly simple to install; the 
rheostat, solenoid controlled main switch and reversing switch, are 
all mounted so as to form a single piece of apparatus. On pulling 
the rope the reversing switch is moved round, and the motor circuit 


made by means of the solenoid main switch; an automatic mag- 
netic device then releases the rheostat lever, allowing it to fall 
against the resistance of an air dasbpot, and slowly cutting out 


resistance, until the motor attains ful! speed. To stop the lift, the 


rope is pulled in the other direction, bringing the reversing switch 


arm back to the off position. The circuit is always made and 
broken by the solenoid main switch, which is fitted with a carbon 


break and magnetic blow-outa. К. 

The car switch operated lift controller shown on the stand is also 
very simple in action. Starting, stopping, and reversing the motor 
are all effected by the operation of a neat switch in the car, which, 
as in the case of the float switch, only actuates auxiliary cireuits, 
the motor circuit being controlled by solenoid operated switches on 
the controller, fitte with the usual carbon break and magnetic 
blow-outs. 

Another feature of tie exhibit is the “Igranic” machine tool 
controllers, by which a speed regulation of 4 to 1 can be obtained 
by inserting resistance in series With the shunt field alone. "These 


Fic. 85.—STURTEVANT CAR SWITCH For Lirr CONTROLLERS. 


are of two types, the well-known drum pattern and the slate front 
pattern; they can be provided either for reversing or non-reversing 
motors. { 

An arrangement peculiar to this firm is the multiple switch start- 
ing rheostat, which consists essentially of a number of switches 
mounted on the slate front of a resistance box. To start the motor, 
the operator first pushes up the left hand lever, which makes the 
motor circuit with all resistance in series with the armature, and is 
held up by engaging with the loose armature of the no-volt release 
coil. Successive levers are put in until all the resistance is cut out 
of the armature circuit, the levers being interlocked so that it is 
impossible to put in any except the first, without first putting in 
the lever on the left hand side of it. This arrangement is specially 
suitable for starting up motors having very heavy starting currents. 


A. P. Lundberg. 


AS a manufacturer of electric light accessories, Mr. A. P. Lunp- 
BERG, of Pioneer Electrical Works, Liverpool Road, London, N., 
has been with us for a great many years. We ourselves remember 
his specialities since—well, quite the early days of elcctric lighting, 
when the demand for such accessories as tumbler switches, wall 


Кто. 86.—Two-way SEE-Saw SUSPENSION SWITCH. 


plugs, and so on, first began to be. There has always been some- 
thing new and ingenious issuing from these works, and the output 
of things new and interesting is now as great as ever. А call at 
the Lundberg stand will soon convince the visitor how true this 
Statement is. He has a multitudinous collection of devices of very 
varied descriptions exhibited, but the demands upon our space are 
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so heavy, that we can only show a few in passing.. The caller will 
observe two large boards fitted with branch switches, showing the 
various adaptations of Pivot" two-way, intermediate, combination 
types, series parallel and “off,” three-way, &c., tumbler switches, 
all the wiring for them being on the surface, without a single joint, 
it being on the “ looping-in” system. Architects, consulting 
enginecrs and wiring contractors, as well as wiremen and students 
could spend time profitably here, as they show many new 
specimens. Mr. Lundberg also shows the Sun and Planet” 
advertising device (patent applied for) which is a novelty for 


Fic. 87.—SBRIES-PARALLEL AND “Orr” TUMBLER SWITCH. 


advertising purposes and is worked by magnetic agency ; as a shop 
window or exbibition attraction it is claimed to be very effective. 
There are several new patterns in “ Dot” and “ Universal" wall 
connections which have not been seen before. The “ Duplex” two- 
way and “off” tumbler switch we have already noticed in our 
columns. All standard patterns are brought up to date and include 
various improvements in construction. | | 
We illustrate in fig. 86 the patent two-way patent see-saw sus- 
pension type switch; in fig. 87 a series parallel and “ off” (whole 
or part circuit “off”) tumbler switch. Fig. 88 illustrates the 
„M. I. P.“ patent ceiling rose which is quite a novelty, and at 
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Fic. 88.—“ МІР.” CEILINd Rose. 


Olympia it is shown adapted in 17 ways. The arrangement of 
detachable plug and terminals allows this versatility. where an 
ordinary ceiling rose has but a limited application. Mr. Lundberg 
has recently issued a number of new catalogues detailing most of 
the above and many other special lines. In his last issued list, 
" Special Tumbler Switches,” every type shown is a new one. 


A. P. Wright & Co. 


Messrs. WRIGHT specialise in country house lighting, and on 
their stand are showing specimens of oil-engine and dynamo and 
fan combinations, supplied by Messrs. Wade & Jones, Ltd., of 
Birmingham, whom they represent, and apparently well suited for 
the purposes intended. 


The Hart Manufacturing Co. 


As an innovation of considerable practical utility, this company's 
Diamond H” switches are well worth close inspection; the firm'a 
rotary switch, both single and double-pole, for operating electroliers 
in sections, is also a handy contrivance. The Midland Hotel, 


DIAMOND. К, 
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F Id. 89.— HART TRAM CAR SWITCH. 


Manchester, the Gaicty, and the new Ritz Hotels in London, have 
installed this firm's switches, which fact speaks for itself. We illus- 
trate a quick on-and-off 500-volt tramcar switch, which has been 
adopted by the L. C. C. 


The Bat Electrical Co. 


, Although it is somewhat late in the day, we would emphasise the 
advantage to central station engincers of a special visit to the Bat 
stand, to investigate the R. F. permutator. 

This handy machine has already an excellent reputation on the 
Continent, and given a wider appreciation of its virtues, its adop- 
tion in this country will rapidly follow. The two machines on 
view áre of 3 and 5 xw. capacity respectively, built by the Egyptian 


Electrical.Co., Paris, and are running off the 50-cycle single-phase 
They resemble in design the three larger units 


Exhibition mains. 
described in our article on the Liege exhibits (ELECTRICAL. REVIEW, 
September 29th, 1905). The alternating current is led to the 
primary winding of a stationary transformer or armature, forming 
part of the permutator, the secondary winding of which is con- 
nected to a fixed. commutator, on which a set of brushes is forced 
to revolve at the synchronous speed of the current induced in the 
secondary winding. Slip rings are fitted on the rotary brush- 
holders, and stationary brushes resting on these rings serve to con- 
vey the direct current to the outgoing terminals, of the machine. 
The brush-holders are attached to an internal rotor, which is pro- 
vided with & short-circuited winding, and rotates with the alter- 
nating rotary field; the brush gear automatically attains synchronous 
speed in a few seconds, and the speéd is, of course, independent of 
load variations. ` | 


Ето. 90.—R. F. PERMUTATOR. 


We illustrate the machine in fig. 89; its simplicity and economy 
in operation are features which gained for it the Grand Diplome 
d'Honneur at the Liége Exhibition. | e. 

Although overshadowed by the above, the Bat Co.'s stand con- 
tains other matters of interest, including the Bat meters and 
Bordon arc lamps, which it may be noted are running on rectified 


current supplied by the К. Е. permutators. 


Rumney & Rumney. 


А special feature of this stand is being furnished by the AvTO 
CONTROLLER AND BSwrircH Co., for whom the firm are London 
agents. N 

“The patent auto liftand hoist controllers for operation by means of 
hand ropes running through the cage of the car, as manufactured by 
the above firm, are of two types :—One has for its distinguishing 
feature the cutting out of the resistance mechanically by means of 
a belt drive from the motor shaft and in the other, the resistance is 
cut out magnetically by means of a specially designed solenoid. 

One of the chief advantages of the first type is that the cutting- 
out of the resistance being dependent on the rotation of the motor, 
it is impossible for this operation to start until the motor starts to 
rotate, and it is, of course, impossible for the resistance to remain 
out after the motor has stopped; the motor cannot be reversed 
without first bringing into circuit all the resistance. In this con- 
troller, as in all controllers for a similar purpose made by the Асто 
CONTROLLER AND SwITCH Co., the inductive kick upon stopping, 
which occurs in the windings of the motor when ordinary controllers 
are used, has been entirely eliminated. Another point is the 
" braking" of the armature of the motor magnetically ; as this 
action is applied at the circumference of the armature, the 
torsional stress to which the armature shaft is subjected when the 
brake is applied while the armature is still being urged forward 
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after the current has been cut off, is avoided. Electric lift or hoist 


controllers for operation by means of a switch in the car or cage 
are on view, as also is the patent "push button” controlling 
apparatus for use both on alternating and continuous current 
circuits, by means of which the occupant of the car has sole control 
of its movements. 

A considerable space is devoted to measuring instruments of 
Johnson & Phillips's well-known types, and the Bastian specialities 
in electrolytic meters and mercury vapour lamps of various types 
are prominent, the latter in the lighting of the stand. 


The Churton single-phase repulsion motor is a serviceable 


machine on view at this stand. This motor, is of the induction- 
repulsion type adapted for direct coupling to hoisting machinery 
and other purposes for which a high starting torque is required. 
The construction of the motor is similar to that of the ordinary 
single-phase induction motor with a wound rotor, and a commutator 
in addition to the usual slip-rings. в 

The standard motors are usually wound for six or eight poles, 
there being six or eight lines of short-circuited brushes to the 
commutator. | 

When the motor ія started up, the starting resistance is in circuit 
with the rotor windings, and the machine runs as a repulsion motor. 
As the starting resistance. is cut out, the action of the motor 
approaches тоге and more closely'to that of the induction motor. 


Owing. to the very high starting torque obtained. with these 
machines, the acceleration against load is, of course, rapid, which’ 
is an important matter for working lifts. It. should also be added. 
that the motor runs up to speed and works very quietly. 3 

The efficiency of this motor is particularly high and, being well 
ventilated; the machine is also well adapted to continuous running 
on full load. 


Falk, Stadelmann & Co., Ltd. 


This firm gives а very attractive and comprehensive display of 
many things required in connection with the commercial and 
domestic applications of electricity. In regard to fittings, while 
exploiting especially the commercial ty pes, of which figs. 93 and 94 
are representative examples, due prominence is given to the'tlassical 
schools. Several excellent types—correct in detail—are submitted 
in the Georgian, Louis, Empire and Adams periods, while examples 
of the range of statuary in Faience recently introduced by.the com- 
pany are also to be seen, together with a variety of their latest 
models in bronze. A novelty which naturally proves a centre of 
attraction is a fountain, standing about 4 ft. high, in real bronze 


Fic. $1.—Parts or CHURTON S. P. Rercision MOTOR. / | 


With this type of motor the starting torque due to the repulsion 
effect is greatest at the moment of starting, and falls off as the 
motor gains speed. On the other hand, the torque due to the induc- 
tion efféct is least at starting, and increases up to full load speed. 
The resultant effect is that the initial torque gradually falls to full 
load torque at full load speed. 

With a starting current equal to 14 times full load current, this 
motor will give a starting torque of about 14 times normal full 
load torque. The starting torque may be increased up to three 
times full-load torque, with a starting current equal to twice full- 
load current. For reversing puposes, the stator is provided with 


Fic. 92.—Снсвтох S.P. REPULSION MOTOR. 


two windings which are interleaved in a special manner and so 
arranged as to give the maximum starting torque in either 
direction by means of an ordinary two-way switch, no movement of 
the brushes being necessary. Sparking at the commutator has been 
prevented by keeping the self-induction of the rotor as low as 
possible, and by dividing the commutator into a] large number of 


parts, &c. 
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Fic. 93. 


with coloured jewelled insets. А circular stream of water is thrown 
up from the centre while jets stream from the mouths of two 
griffins reclining on the outer framework. This is operated, of 
course, by an electric motor, which is contained in the upper part 
of the structure. When lighted the effect is very striking. 


Еа. 94. 


A part of the stand is reserved to accessories which, while cover- · 
ing the familiar and every-day articles, embrace a number of 
specialities, amongst which may be mentioned the Celerophone, 
an improved “direct working " micro-telephone, the Hercules“ 
and Reliance” patent alarm bells, the former for battery working, 
and the latter for direct connection to continuous current circuits; 


622 


THE ELECTRICAL REVIEW. 


[Уо]. 57. No. 1,456, OcroB&R 20, 1905. 


the Atlas indicator (mechanical replacement), the construction of 
the locking attachment of which is claimed to be such that the 
movement cannot shake down, no matter bow much vibration 
there is; the “Semaphore” indicating patent push, which enables 
the sender of an electric signal to assure himself of its receipt ; 
the “ampere” cell (central zinc) which, having no porous pot, 
reduces the internal resistance to a minimum; the “Climax” 
system of steel interior conduits, &c. 

The company is also showing types of its new range of glow-lamp 
radiators. For the stand itself the scheme of colouring is white 
and gold, the interior being in terra cotta with art green panels. 


Edison & Swan United Electric Light Co., Ltd. 


The great attractions at this company's stands—and they rank 
the most popular items at the Exhibition, when one 


amon 
considers it from the point of view of the general public—are the 
telautograph, shown in operation,“ and the charming company of 
incandescent lamp makers at their various interesting occupations. 
Of the former, from the technical point of view, there is nothing 
new to say, but it ought to be mentioned that it is being manu- 
factured entirely at the Ediswan Works at Ponder's End ; and of 
the latter, what need is there to say anything ? 

This exhibit holds one of the most prominent positions in the 
centre of the hall. It is divided into three sections, one for lamp 
exhibits, another for engineering items, and a central reception 
room, in which are shown various articles, mention of some of 
which is made below. The company's numerous specialities in lamps, 
including the well-known Radiolite lamp (fig. 95), and an exhibit of 
historical lamps, showing the progress of inventions and earliest 
examples in the histbry of lamp making, are shown in the first 
section. In the engineering section are exhibited the various 
manufactures of the company, such as traction, ship, factory and 


Fig. 94.—Episwan CANDLE FITTING. 


colliery fittings, hand lamps, ceiling roses, switches, &c. А 
prominent exhibit is that of measuring instruments (fig. 96) 
manufactured by the company. Ву the way, this department has 
now been taken up by the company in real earnest, апа the excel- 
lent finish and general appearance of some of the specimens shown 
merit very high praise. Tueir latest improved form of moving-coil 
type is prominent. Amongst otuer things there are exhibited bells, 
indicators, pushes, batteries, while the latest patteras of fuseboards, 
distribution boards and switchboards also hold an important posi- 
tion. In fact, there is a complete exhibit, illustrating electricity 
as applied to house and general lighting, heating and ventilating. 
The latest examples of electric lighting accessories, holders, cut- 


For description, see ELECTRICAL Review, November 16th, 1900. 
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outs, &c., are shown, and also machines at works actually producing 
them. 

The central reception room contains some examples of the com- 
pany's latest patterns in artistic electric fittings (fig. 94) and electric 
fans of various types; electric radiators are also displayed. The 
company is also making an exhibit in this room of the latest appli- 
cations of electricity as applied to medical science. 

We must not omit, in noticing the Ediswan stand, to refer to a 
very attractive souvenir which they are very freely distributing 


among visitors who reach their part of the Hall. It is entitled 
The Birth and History of the Royal Ediswan Lamp,” and, when 
the public go.away from the fascinating scene of busy Ponder's 
End girls making glow lamps, they will turn the pages of this book 
with great interest and read every word voraciously. To familiarise 


. the public with such stories and such processes as are written about 


in this souvenir is to help electrical progress forward; in that way 
the Olympian Exhibition is doing great good. | 


Vualder Bros. & Thompson, Ltd. 


Messrs. NarpER Bros. & Тномрѕон have on view at their 
stand an exoellent collection of electrical instruments of all types, 
and some fine examples of switchgear. 

The instruments are adapted for central station work, in which, 
indeed, experience has proved their great value. 


Cy eod 
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Fic. 97.— DIAdRAM OF CoNNECTIONS: N.C.S. OHMMETER 


AND GENERATOR. 


A sector-shaped station voltmeter of the illuminated dial type 
provided with a scale over 20 in. long is a prominent feature, and 
would, doubtless, be equally prominent to wandering switchboard 
attendants ina generating station. The N.C.S. wattmeter, con- 
structed under Dr. Drysdale’s patents and described by us in con- 
nection with the Tramway Exhibition, and numerous portable, 
recording apd high-tension instruments add to the interest of the 
stand. 

An instrument well worth close scrutiny is the N.C.S. ohmmeter 
and generator. This consists of a generator and electrostatic ohm- 
meter combined in one polished wood case, which we illustrate 
on p. 623. 

With regard to the generator, special attention has been given to 
details, and it embodies all the latest improvements. The handle 
is of the free type, so that damage cannot be done to the teeth by 
pulling the handle up somewhat suddenly. It is provided with 
carbon brushes, and special care has been taken in the design and 
construction of the commutator, so that the wear on this is prac- 
tically nil. These generators are not being made with a lower 
voltage than 500, as for ordinary testing purposes it is better to use 
a fairly high pressure; they can be made to give as high a pressure 
as 1,200 volts direct current. 

The ohmmeter is of the electrostatic type, and consists of a 


vertical needle with 13 parallel vanes, about ‘3 of an inch apart. These 


work into sets of fixed inductors of specially calculated shape. 
This instrument, being electrostatic, is of course independent 
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of all external! fields, and also can be made much lighter than any 
other form of inetrument. 

The generator bas one of its terminals attached directly to one quad- 
rant, a, fig. 97, of the electrostatic ohmmeter and the same terminal 
attached through a resistance, в (which is wound on porcelain insu- 
lators, and contained in the case of the instrument) to the other 
quadrant, в, of the ohmmeter. · The other terminal of the generator 
is connected to the vane, v. In actual practice, however, four sets 
of inductors are used, the opposite pairs being connected together. 
The quadrant, B, is attached to the line to be tested and the vane, 


v, is attached to earth. When the insulation resistance between 


— 


Fic. 98.— N. C. S. OHMMETER AND GENERATOR. 


the earth and line is infinite, there is no current flowing through 
the resistance, R, and the vane, v, takes up the position shown in 
the diagram. When a current flows from E to L there is a drop of 
potential due to the current flowing through в, the quadrante a and 
B are then at different potentials, and the vane, v, takes up a new 
ition, which is determined by the difference of potential and 
he shape of the vane. The vane, v, is shaped approximately as 
shown, so as to be instable equilibrium at all parts of the scale. 
The weight of the instrument complete in case is 13% lb. 


Portable Accumulators, Ltd. 


A comprehensive display of portable accumulators for many 
purposes is shown by this firm. The batteries are mostly adapted 


Fic. 99.---IGNrTION CELLS. 


FIG. 100.—L. ов M. ТҮРЕ CELL, iN CELLULOID Вох. 


for small work, but include plant for train lighting, boat driving, 
&c. Various instruments suitable for measuring and testing with: 


the above cells are also on view. 


The^British Prometheus Co., Ltd. 


This company is showing a variety of artistic appliances adapted 
for heating, cooking, &c. è 

Convectors or heating stoves in pleasing designs are specially 
prominent; we illustrate herewith a hand-beaten copper convector, 
of antique finish and decorated with repoussé work, which fully 
upholds the excellent reputation of the firm for this class of work. 
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Fic. 101.—PRoMETHEUS CONYECTOR. 2 
The company makes а apeciality of ships’ convectors, of which n 
number were supplied for the use of the Prince and Princess of 
Wales on board H. M. S. Renown. 

An electric bakery was also fitted on this ship, two large Pro- 
metheus” baking ovens being installed. We also understand that 
the Amerika, now on its first voyage across the Atlantic, has been 
fitted up with similar heating appliances. 


Frank Pearn & Co., Ltd. 

Messrs. PRARN'S speciality is pumps, and their exhibit is typical 
of the industry which they have so long and well represented. 
Donkey, wall and double-ram pumps, motor-driven single and 
triple ram pumps, together with patterns adapted for, boiler 
feeding and pit sinking will be found on their stand. 


The Lister Eleetrie Manufacturing Co. 


Dynamos and motors, with their accessories, form the staple 
product of this company. Their exhibit includes a Sisson-Lister 
40-kw., 460-volt steam generating set, aud a 100-Kw., 440-volt 
standard multipolar generator for belt driving ; a group of electric 


Fic. 102.—DoUmLE-POLE SWITCH Box, WITH INTERLOCKING 
HANDLE. 


motors ranging from 4 to 120 в.н.р., of which some are fitted with 
ball bearings, and others are combined with various forms of 
reduction gear, for special application to ‘driving. Attention is 
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directed:to the sound construction of these machines, and several 
loose armatures in which absolutely non-hygroscopic insulation is 
employed are at hand for inspection. | Е Е 


Ес. 103.—New Вьобн-Ногрев. 


Among the accessories is а new type of brush-holder, in which 
the brush can be taken out fróm the front while the machine is 
running. This we illustrate; it is adaptable for various sizes of car- 
bon, and is fitted with a hold-off catch and safety stop to prevent the 
holder from dropping on to the commutator in case of accident. 

A new and simple. motor-starter at this stand descrves special 
notice. In this.the contact passes over a series of platinoid contact 


Fio. 104.—LisrTEB MOTOR AND SPEED REDUCING (GEAR, 


plates arranged on the front of the switch. The movement is spark- 
less, and the arrangement dispenses with the usual helical coils. | 

Switch accessories in considerable variety are also on view, and 
attention may bc drawn to the firm's design of double-pole switches 
and fuses in cast-iron boxes, the lids of which can only be opened 
one at a time, and then only when the locking switches are off (fig. 
102, p. 623). | 


` Dr. Heinr. Traun & Sons. 


The comprehensive exhibit which has been arranged by Mr. F. 
Winter, the. manager of the London agency of the above-named 
firm, includes representative samples of ebonite products for use in 
every branch of electrical engineering, and some other industries, 
too. The firm is proud of having introduced the principle of inter- 
changeability of parts into the manufacture of ebonite, in telephone 
work, for instance; beautiful examples of accurate moulding 
are shown, for terminal boards, telephone jack strips, &с. 
For the. construction of Bell receivers for the G.P.O., which 
are notoriously liable to fracture, the standard of strength which 
must be passed by the ebonite has been raised 25 per cent. by the 
improvements effected by Messrs. Traun & Sons. In the case of 
induction coils, for which the very hightst quality of ebonite must 
be employed. in order to withstand the stress due to the high 
voltage, every tube is tested and provided with a certificate as to 
its qualities. 

As illustrating the remarkable properties of ebonite, we may 
mention two very large tubes which are exhibited ; one of these 
was tested at the Reichsanstalt, and successfully withstood a 
pressure of 50,000 volts per millimetre of thickness. The diclucéric 
resistance was 2,000 x 10° megohms per cm‘, and tiie material, 
which was about } in. thick, was tested with a spark 40 in. long 
without perforation. 

It is a curious fact that, whereas 14 to 2 millions of the firm's 
„Buckle“ insulators are in use for tramway overhead equipment 
on the Continent, they are almost unknown here. These and other 
tramway fittings are covered with Griffin“ material, which, as we 
have personally verified, possesses astonishing strength, und adheres 
td the steel cores with extraordinary tenacity. S repete 


Bushes, &c., of great strength and heat-resisting properties, 
switch handles vulcanised to steel and wooden spindles, railway 
signal bobbins, battery boxes, and many other accessories in ebonite 
are shown. Over 1,700 different moulds are kept for storage cells, 
thanks to the penchant of the inventor to think of the box after 
everything else is designed, and to require a new mould for his own 
exclusive use. A large stock of ebonite of all descriptions is kept 
in London. | 


The International Electric Co. 


The I.E.C. refrain from showing anything but the very latest 
construction of telephone equipment, fire alarm and signalling 
apparatus. Their exhibit has, therefore, been attracting not only a 
large number of sightseers, but practical engincers as well, whose 
attention. is not riveted by highly polished terminals, but who are 
in the habit of scrutinising an apparatus. . 

A common battery telephone switchboard with glow lamps, 
.having a capacity of 24,000 subscribers in the multiple field, is 
shown in working order. It cmbodies modern practice in telephone 
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Fic. 105,—Back VIEW OF MULTIPLE SWITCHBOARD: 


exchange work, and numerous protective appliances, both for 
exchange and subscribers’ use (H.V. guards, heat coils, lightning 
protectors, &c.). 

A fire alarm installation, built up with compound generators 
and compound polarised bells, is highly instructive. No matter 
whether the line breaks down or is earthed, it is claimed that the 
alarm can be given just as well as if the line were intact. 

The company demonstrate their ability to cater, not only for 
everyday requirements in. the telephone line, but also for 
specialities, such as military, naval and mining purposes, by the 
long range. of apparatus suitable for these varied branches. A 
special panel of their show is set apart for their watt-hour and 
ampere-hour electricity meters for direct current, alternate current 
and threc-phase, the two former being connected to the respective 
supplies at the Exhibition. The company’s meters have been 
adopted for numerous central stations in the United Kingdom. 

The accompanying figure (No. 105) shows a back view of a 
multiple switchboard. 


D. Н. Bonnella & Son, Ltd. 


This firm's specialities in non-inflammable imitation ivory and 
tortoiseshell have attracted considerable attention, as providing an 
obvious substitute for celluloid, in the manufacture of switch 
fronts, &c. Artistic flush switch and push fronts, a new brush 
contact switch, patent shadeless candle lamps, in which all the 
parts are renewable, and illuminating signs in which multi-coloured 
and prismatic effects are obtained, are also objects of interest to 
which we may direct attention. 


McPhail and Simpson's Dry Steam Patents Co., Ltd. 


The necessity of a superheater is gradually being recognised by 
the majority of steam engine users, апа the latter cannot do better 
than inspect the above firm's very interesting display of apparatus 
at Olympia. Several types of superheater are shown, and the 
specimen tubes, which have stood 10 years' night and day use in а 
Babcock & Wilcox water-tube boiler with temperature up to 700* F., 


will go far to ease the qualms of those who hesitate on the score of 


safety. зд МУ 
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Electrical Power Storage Co., Ltd. 


E. P. S. cells, of the firm's well-known patterns for central station 
and kindred uses are most prominent on this stall: the engineer 


Fic. 106.- E. P. S. EXPEBRIMEN TAL. BATTERY. 


does not require remiuding of their good qualities. An attractive 
feature of the stand is a motor- generator set of Electromotors’ make, 
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Fic. 107.—E.P.S. LABORATORY CELL. 


running off the exhibition mains and charging E.P.S. cells. The 
company is spetialising in laboratory batteries, examples of which 


Fic. 108.—Е.Р.5. Mrixgn's AND HAND LAMPS. 


we illustrate, together with a handy form of miners' or hand safety 
lamp, also a product of the company. 


Linolite. 


The Electrical Exhibition may be said to mark the arrival of 
„Linolite“ at maturity. It is in use for the lighting of no fewer 
than 16 stands, аз well as the Café Chantant (where it is employed 
both for the foctlights and in а float), and it is a significant fact 
that several firms adopted it after théy' had seen the effect obtained 


with Linolite at other stands. The ELECTrRIOAL Review stand is 
illuminated with Linolite, which has given every satisfaction. 
Needless to say, the LiNoLITE Co.'8 stand is profusely embellished 
with their speciality, which is also used to spell out the name of 
the firm in effective lines of light. "With the ordinary patterns our 
readers are familiar; the accompanying illustrations show а new 


Fic. 109.—SPECIAL SECTION 
OF LINOLITE FOR PICTURE 
LIGHTING. 


Fic. 110.— METHOD or LIGHTING 
PICTURES WITH LINOLITE. 


type, which has been brought out specially for the lighting of 
pictures. The section illustrated is capable of illuminating a 
picture 6 ft. high, and the great advantage of lighting from below 
as shown is that in the case of glazed oil paintings, in which the 
reflections from the glass usually render it impossible to see the 
picture properly, the Linolite system renders the glass absolutely 
invisible. This fact is demonstrated on the stand. 

But little Linolite will have been observed about the Exhibition ; 
this is where it suffers from the defects of its qualities—for it is 
precisely in its unobtrusiveness, combined with efficient illumína- 
tion, that it excels. Thanks to the correct observance of scientific 
principles in its design, Linolite advertises other things whilst 
modestly effacing itself. i | | 

Are Lamps, Ltd. 

The Davy patent arc lamp can be seen and admired on this com- 
pany’s stand, in all its many patterns. Fourteen of the firm’s 
lamps are employed in the lighting of the stand, and numerous 
examples of photo-printing and inverted lamps are also on view. 
The firm’s twin carbon lamps, of which some 700 to 800 have 
been installed in Cardiff, form a prominent feature of the exhibit. 


D. P. Battery Co., Ltd. 

Four types of storage batteries are shown on the D: P. Co.'s 
stand—the “ Lumford Station,, Lumford Heavy,” Lumford 
Light" and "Strip" types. In each case parts are shown formed 
and unformed, with sections of the plates, and discharge curves. 
The stand is arranged with a view to exhibiting each of these 
four patterns distinctly and separately, with excellent results. 
Concerning the merits of the D. P. battery there is no need to 
speak ; but we may mention that the makers pride themselves on 
the excellence of their lead burning, and certainly the workmanship 
exemplified by the burning of the lugs exhibited is unexcelled by 
that of any other cell shown. Large clearance spaces are provided 
at the bottom of the cells, so that it is never necessary to clean 
them out throughout their life. 

The largest cell shown—the largest, it is claimed, in the 
Exhibition—is one of 11,000 ampere-hours’ capacity, at the 10-hour 
rate, and 5,500 for one hour. The plates arc in sections, joined at 
the centre, and supported at three points. Another interesting 
item is a positive section which has been in use for five years, doing 
hard work, and is practically as good as new. Two of the actual 
cells now being supplied to the Bath Corporation, “ Lumford 
Station type, of 1,540 amperc-hours’ capacity, are also shown. 


The Phenix Dynamo Manufacturiug Co., Ltd. 


This company provides an interesting exhibit embracing alter- 
nating and direct-current machinery ; the direct-current generators 
and motors are fitted with the company's system of auxiliary field 
poles (Phœnix-Pohl patents), designed to give perfect commutation 
and high overload capacity (see ELECTRICAL Review, March 24th, 
1905). 

i ppt variable speed motor, with an output of 34 в.н.р. at 
any speed between 425 and 1,800 r.p.m., ison view. The regulation 
is entirely by shunt resistance, and the machine is absolutely spark- 
less at all speeds with full load; it will, moreover, carry a 50 per 
cent. overload at any speed for a short period. The company has 
been very successful with its products, and the opportunity of 
closely inspecting the stand should not be missed. | | 
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К E * Sunlite °° Beflectors. 


The Sox Exectricat Co., Lro., of Charing Cross Road, W. C., 
in their new Sunlite " reflector list, have enlarged the range and 
scope of these fittings, and several new designs are now being 
offered. In fig. 111 we show a specimen section of the Sunlite " 
lineal reflectors, Nos. 4 and 5 types, with two lamps to each foot. 
This has been designed for use with ordinary B.c. lamps, and where 
the space occupied by the reflector is not of the first consideration. 
The advantage of being able to use ordinary lamps is obvious, 
while from the slightly increased dimensions of the reflector, the 
effective range of reflection and radiation is. given a much wider 
scope. With No. 4 either 5-c.P. ordinary bulb, or 8-c.p. and 16-c.». 
No. 3 bulb can be used. With No. 5 any ordinary в.с. lamp up to 
32 с.р. can be fitted. ү - 

Fig. 112 shows the No. 6 “ Sunlite,” with five lamps per 2 ft. run. 
This forms æ powerful reflector, and is, perhaps, the most effective 
of the series. The angles of the reflector and the lamps are so 


arranged that a brilliant flood of light is directed forward and side- 
It is specially suitable 


ways, and diffused over a very large area. 


F-G. 113.— No. 7 "SUNLITE." 
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Fig. 114.— No. 7 © SuNLITE" OPEN FoR CLEANING. 


for large windows and showrooms, also for rail lighting in picture 
galleries. Ordinary в.с. lamps can be used, and the reflector can be 
supplied in any continuous length up to 10 ft. 

Fig. 113 shows the latest pattern in use, No. 7. Fig. 114 shows 
the lamps and holders removed for cleaning. This has been 
specially designed to overcome the cleaning difficulty. "The prin- 
ciple of the construction is novel. The metal case is the one used 
in the Sun No. 1 series, but there are no joint boxes or divisions. 
‘The mirror plate is in continuous lengths from end to end; one of 
the usual side bends is replaced by a nickeled tube, on which are 
mounted small angle brackets carrying the lampholders and lamps. 
This tube is so constructed that the whole of the lampholders and 
lamps can be quite easily removed from the reflector, and the 
mirror {сап be cleaned from end to end by a single sweep of a 
duster, the lamps taken out and cleaned, aud the whole replaced in 
a few seconds. The wires are inserted in the tube which carries 
the brackets, and the electrical connections are simple and straight- 
forward. There are no bare wires, brushes or clips to get out of 
order. 

This company’s exhibit is situated in the annexe, and an 
attractive show is made of the various types of reflectors alluded 
to above. Many other specialities are also displayed, including 
flexible arm bracket fittings, a spring shade holder, artistic shell 
fittings, and s0 on. 


The“ Resilta ” Co. 


The ' REsrrTA " Co., of West Drayton, Middlesex, are showing 
a first-class English-made insulating paint and an armature baking 
varnish. They are also showing lines of enamels in all colours for 
house decoration, bath enamels and damp-resisting paints. We 
understand that the insulating paint and armature baking varnish, 


which are of the greatest interest to our immediate readers, have 
recently been subjected to special tests, with excellent results. This 
firm also make anti-sulphuric enamels, which are very effective in 
appearance and finish. The London agents for these products of 
the Resilta Co. are Messrs. Thomas L. Scott & Co., of 3, London 
Wall Buildings, E.C. 


The Albion Lamp Co. А 


An interesting stand is that of the Albion Lamp Works” who 
have an attractive display of incandescent lamps. Although a com- 
paratively new lamp on the market, it is claimed for the Albion 
lamp that it is already coming iuto favour on account of its high : 
efficiency and illuminating power. 

These lamps which are made by the Albion Lamp Works, and 
shown by Messrs. Godden & Co., of 20, Moorgate Street, the 
Albion Co.’s agents, are English made throughout from point to 
cap. 


G. Straus & Co., Ltd. 


A selection of various accessories for electric lighting and other 
purposes is shown by this firm, including switches (the auto-claw 
and other types), electric bells, brackets, lamps, wires and cables. 
A special line of junction boxes is in evidence, also a portable 


coupled petrol electric set, consisting of a 4-н.р. “Fafnir” petrol 


engine and dynamo. | 
The Brush Electrical Engineering Co., Ltd. 


Prominent among the large firms exhibiting at Olympia is the 
above company, whose exhibit, comprehensive though it is, scarcely - 
does justice to the well-known products of the firm. А 500-kw. 


transformer for the County of Durham Electric Power Co., and an 


example of the Birtley-Falcon coal-cutter, manufactured by this 
company, are prominent features, while Brush motors and con- 
trollers, together with a radial tramway truck, add to the attractions 


of the stand. 
( To be continued.) 


THE NATIONAL ELECTRICAL MANU- 
FACTURERS' ASSOCIATION. 


А GENEBAL meeting of members of this Association was held at 
Olympia оп Monday afternoon, to which an invitation had been 
extended to а number of exhibitors, in the hope of increasing the 
membership. 

Mr. W. Davenport (secretary) was, as usual, elected to the chair. 
He said that they were there to report progress. They had not yet 
got in all the members of the old Association, but they had secured 
a good many new ones. They hoped that the Exhibition would 
bring in more, as it was seen that they had been working for the 
general good of manufacturers. They had invited exhibitors in 
order for them to see how the Association did its work. When they 
could get in all manufacturers of any particular article, they could 
sectionise their subject so as to give more attention to their 
interests. : 

Mr. Berry (Berry, Skinner & Co.) introduced 
Local the first matter that was down for consideration 

Exhibitions. —viz., local exhibitions, and the attitude the 
Association ought to adopt in regard thereto. 
Hc said that they ought to put their foot down firmly, and 
say that they could not assist at minor exhibitions. To get 
over this difficulty without hindering the industry, it was suggested 
that in cases where they were approached by councils outside—and 
even inside—London, the manufacturers should agree, if necessary, 
to only send exhibits to such shows when the whole of the expense 
was borne by the council interested in such exhibitions. It would 
be incumbent upon the promoters of such exhibitions to pay carriage 
on goods both ways, and to return them in the good condition in 
which they were sent out. 

Mr. Justus Eck (Union Electric Co., Ltd.) referred to the 
constant cadging of some central station engineers, who asked for 
material to be sent down to fill their showrooms. The success of 
the Olympian Exhibition seemed to him to show that it was 
desirable to have local exhibitions in large centres of industry, such 
as Birmingham and Manchester. 

Mr. F. B. О. Hawes (Langdon-Davies Motor Co., Ltd.) supported 
Mr. Berry's proposal, but he asked whether they had any means of 
getting Corporations to carry out that idea. If the Association 
became strong enough they would have power to compel it, but 
it would be rather unsafe for them to say they would not exhibit 
until they were in that position. i 

Mr. F. H. Nalder(Nalder Bros. & Thompson, Ltd.) thought the case 
would be met if they could get members of the Association to say 
they would not exhibit at any exhibitions excepting those arranged 
by the Manufacturers’ Association. 

Мт. C. S. Northcote (Veritys, Ltd.) said that the borough engineer 
of Exeter and hbis Committee bad cauvassed very hard indeed with 
a view to getting support for a local exhibition. He (Mr. Northcote) 
told them that be was perfectly certain the Committee of the Asso- 
ciation would not give its support. Exeter had withdrawn its 
exhibition всһеше as a profit-making one, and it would hold an 
exhibition at its own expense if the manufacturers would lend the 
goods.. He thought that if the trade were unanimous they could 
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put a stop to what was a grievance, by undertaking only to lend 
Stuff at the promoters’ own expense. 

Mr. Н. Bevis (General Electric Co., Ltd.) said it was not their wish 
in any way to stop local exhibitions, but it was hardly fair that the 
. manufacturers should bear the expense of this sort of thing as 

they had done in the past. Their wish was to help to promote the 
industry generally. If the local people wished to have an exhi- 
bition, the manufacturers were all quite willing to assist them by 
loaning the goods as long as they were free of expense. Then they 
were doing all that they should be asked to do. | 

The meeting then voted unanimously in support of the modus 
operandi of the committee in this matter. 

| Мг. Е. Н. Nalder said that very little 

Railway Rates. further had been donc in regard to railway rates, 

but there was one question to mention, namely, 

the difference between the relative rates to Birmingham and Man- 

chester. The ratesto Birmingham were relatively very much heavier 

than those to Manchester. It was proposed to form a committee to 
deal with this matter, and they would like to have co-operation. 

| | The Chairman said that the committee 

. Insurance wanted to consult the meeting as to the appoint- 

Expert. ment of an insurance expert to the manufactur- 

ingtrade on lines which Mr. Bevis would explain. 

Mr. Bevis said that some years ago central stations were a 
great deal harassed by the insurance rates which were charged ; 
the rates had become more reasonable now, but he found on looking 
into the question of insurance that if they hada little expert advice 
they could make very material saving in the rates at which 
insurance companies assessed them. Insurance business was not 
unlike railway procedure. They had a tariff rate, and if one of the 
companics said that a certain figure was the rate, the others all had 
to fall in line, but some of the offices were fairly strong, and were not 
in the tariff circle, and that fact had a beneficial effect. With some 
manufacturers who had large stakes in works, stocks, &c., the 
question of insurance was a most vital one, and the difference in 
raving between 10s. and 7s. 6d. per cent. came to quite an important 
amount. He had hdd to go into the matter, and had made a very 
considerable saving. He would never have achieved his purpose 
if he had not had а man who was able to advise him. If he could 
get that benefit he thought they, as an association, ought to be able 
to do so too. Their aim was to keep the money in the electrical 
industry, and not send it outside. It would be a good plan to have 
this expert—especially as he charged them nothing. ovided the 
Association saw their way, he would be very willing to act in the 
same way for any of their members. He did not do it for nothing; 
he got his advantage not from them but from the insurance com- 
panies, and it was a case of no result no pay. At present if they 
applied for insurance the reply was, it is зо much and they had to 
take it or leave it, unless they had the advice of an expert. They 
might be doing something in their works which they should not 
do, because it was a dangerous risk and raised rates. The insurance 
people did not tell them that, they only said that the rate was во 
much. The expert, however, would say, “If you take that out I 
can save you so much." In his own case, in one of his works it 
would pay him to take out а particular industry and put it 
somewhere else. 
out to them how they could reduce their risk. 

Mr. I. B. Birnbaum (Sterling Telephone and Electric Co.) proposed 


that such an expert be appointed to deal with insurances on the 
basis stated by Mr. Bevis. 


carried. 
Mr. H. Oppenheimer (International Electric 
Christmas Со.) said that the trade was unanimous in its 
Boxes. desire to save money on Christmas boxes, but 


it was not sufficient merely for a certain 
number to agree to abstain from giving them. The beanfeast cir- 
cular of the Association had been a success, and the principle there 
applied would apply also, but in a larger degree, to Christmas boxes. 
They wanted to do away with that institution as far as possible. 
There were Christmas boxes and Christmas boxes. They did not 
aim at the friendly gift between friend and friend, but they were 
aiming to stop wholesale robbery or blackmail. Christmas boxes 
in certain forms were a nuisance. The question was how far 
would the Committee be justified in taking united steps. Unless 
they found that there was some really unanimous expression of 
opinion they would not be ableto proceed successfully. 
Mr. Douglas Bate (Electric and Ordnance Accessories Co., Ltd.) 
said he thought they were unanimous in feeling that Christmas 
boxes should be done away with. He suggested that the secretary 
should be empowered to issue at an early date a circular, a number 
of copies of which could be sent to every member for his use. 

Mr. Birnbaum said that he wouldlike a cure for this sort of 
thing if he thought that they would all go through the same cure 
honestly. Christmas boxes were a part of business competition. 

Mr. Lundberg said that there must be an absolute agreement as 
to where they stood. Не would like to propose that they had an 
agreement, or did nothing at all. 

The Chairman thought that was too drastic a measure at 
present. | 

Mr. Bate moved that the members of the Association agree that 
they will not give Christmas boxes, and that circulars be sent out 
to that effect." | 

Mr. H. W. Butler (Electrical Power Storage Co., Ltd.) having ex- 
pressed his willingness to sign an agreement, it was suggested that the 
chairman should obtain the consensus of opinion on the subject. 

Mr. G. Sutton (W. T. Henley's Telegraph Works Co., Ltd.) said 
that there should be a clear distinction made between beanfeast 
and Christmas-box beggars. For the former there was no excuse— 
for in such a case they gave to the wrong people ; but Christmas-boxes 

were given willingly tothe men to whom thev wanted to give them. 


If they bad an expert he could probably point 


Mr. Marshall seconded, and it was 


There were oases where Christmas boxes should be given—for 
instance, to certain men who had nothing to do with the placing of 
orders, men who went out of their way to do one little services. 
Presente to such were in no sense a bribe. Hehad on his books 
for Christmas boxes people with whom they did no business at all 
—men who had retired, for instance. It was very difficult to make 
distinctions when making a rule of that sort. Though looking at 
the matter generally, it was better to make a hard and fast line, it 
would come very hard in the case of those friendly gifts. | 

Mr. C. 8. Northcote said that if they could not come to a consensus 
of opinion as to exclusive stopping, they could not do any harm to 
allow the association circular to be sent out to the effect that they 
had agreed not to distribute Christmas boxes. He agreed with 
Mr. Sutton regarding friendly gifts, but it was the onerous 
application for a present that should be dealt with by answering 
with that circular. 

Mr. E. J. Clark (Hart Accumulator Co., Ltd.) thought an agreement 


would be no good at all. They ought to take one another's word. 


Mr. Grainger (Sunbeam Lamp Co.) intro- 

When is the duced this topic. There might be a desire, 
Next Exhibition as Olympia had been a success, to repeat it. 
to Take Place? Some had suggested another exhibition. next 
| year. Whilst the committee felt that it would 


be very unwise to have another exhibition at so early a date, they 


felt it would also be unwise to settle any definite date for any 
future exhibition—national as the present one. This exhibition 
was proposed by the Association in the first instance, and was held 
under its auspices, and it was felt that the question of another 
exhibition had better be left, and as soon as the desire was 
expressed that it should be held, the proposal would come before 
the Association again. | 

After a few words from Messrs. Northcote and Bevis on tho point, 
Mr. Grainger formally moved that this meeting of the members 
of the National Electrical Association, of Manufacturers will not 
exhibit except at an exhibition under the auspices of this Asso- 
ciation.” | ' 

Mr. Birnbaum seconded, and it was carried unanimously. 


On Monday last the National Electrical 

The N. E. M. A. Manufacturers’ Association gave a pleasant 
Dinner little dinner at Olympia to a few of their 

at Olympia. friends interested in the electrical industry. 

| The usual loyal toasts having ‘been honoured, 

Mr. J. E. Edgcome proposed the toast of Success to the Associa- 
tion.” He remarked on the sameness of aim of the station 
engineers and manufacturers, namely, to make money, except that 
the station engineer endeavours to make money for his corporation 
or company, while the manufacturer tries to make it for himself. 
Mr. C. S. Northcote, in response, reviewed the origin of the Exhibi- 
tion, and concluded by asking for the National Electrical Manu- 


. facturers’ Association the farther support of the trade. 


Mr. David Smith then proposed the toast, Success to the 
Exhibition,” and said it required no words of his to make ita 
success—it was a success, the Press declared it so, and the public 
pronounced it a success, but seeing that the Exhibition was nearly 
at an end it was rather like meeting a friend after a long journey 
and wishing him bon voyage.” It was late in the day to wish the 
Exhibition success, but not too late to wish it “Continued 
Success,” coupling with the toast the names of Mr. Albion T. Snell 
and Mr. L. G. C. Russell. e 

Mr. Snell, in responding, recalled the various electrical exhi- 
bitions which had preceded that now being held, and said he con- 
sidered the feature in the latter consisted in improvements in 
detail, and that there was much there which to the ordinary con- 
sumer was new. Тһе flame arc lamp, he said, had upset all our 
standards of lighting, and prophesied that shortly nearly all our 
Streets would be lighted by flame arc lamps. He then mentioned 
the mercury vapour lamps of Cooper-Hewitt and of Bastian for 
indoor lighting, and went on to consider the metallic fllament 
lamps, tantalum and osmium, &c., respecting which he foretold 
probable considerable improvements. : | | 

The toast of The Guests and Visitors? having been proposed by 
Mr. Herbert W. Berry, and responded to by Mr, Sydney W. Baynes, 
Mr. E. Cunliffe Owen proposed The Chairman” (Mr. Walter 
Davenport) He said secretaries generally took a seat at the 
bottom of the table, but it showed what an excellent secretaty Mr. 
Davenport was when they found him at the top table. He is," he 


said, "your guide, philosopher and friend.” He then expressed the 
- hope that the Manufacturers’ Association would be the means of 


bringing all concerned closer together. 

Mr. Davenport replied in eloquent terms, referring to the good 
feeling existing between the members of the Association, and hoping 
that the company would meet again at an early date. | 


LEGAL. mE 


BBockte-PELL Аво Lamp Co. b. Pariturton, 


In the Shoredith County Court, on Thursday last week, before hid 
Honour Judge Smyly, K.C., the adjourned case of the Brockie-Pell 
Are Lamp Co., Ltd., v. G. M. Pinkerton, was heard. The 
plaintiffs carry on business at 60, Worship Street, Е^С., and the 
defendant at 6, Lloyd's Avenue, E. C., as a lamp dealer. Plaintiffs 
claimed £7 58. for electric arc lamps supplied on behalf of the 
defendant to Messrs. Lilley & Skinner, boot dealers, of High 
Holborn, The defendant denied giving the order in the way 


Е 


628 


THE ELECTRICAL REVIEW. [Vol 57. No. 1456, Остовив 20, 1905. 


suggested, and alternatively if it was given it was only for a few 
repairs, and not for arc lamps. His Honour adjourned the case 
for the production of book proofs that the work was done. 

His Honour: Have you any proof as to who gave the order? 

Mr. LawsEn (for the plaintiffs): I do not think it is disputed. 

His Honour: Oh, yes, it was; it was said that the order was 
given by the defendant’s predecessor, and I have here a letter from 
Messrs. Lilley & Skinner, in which they say distinctly that they 
gave the order to the defendant’s predecessor, Mr. Coborn. : 

Mr. LawsEN: But the defendant rang through on the telephone 
and asked when the work was going to be completed. 

His Нохосв : That is nothing at all if he did not give the order. 
Mr. Coborn has gone to America. How does it stand with regard 
to the account; who is to draw the money from Messrs. Lilley and 
Skinner? 

DEFENDANT: Well, at present I cannot draw the money, as it is 
impossible for me to charge a matter of about £9 for cleaning four 
arc lamps. 

His Honour: But how would it have been if the order had been 
given direct to Mr. Pinkerton? mu 

DEFENDANT: I would have done it myself, and it would not have 
cost as much as that. " | й 

Mr. GREEN, secretary to the plaintiff company, said that he 
received the order on the telephone from Mr. Pinkerton. Mr. 
5 when in business in Sackville Street, did not have a tele- 
phone. MM 

His Honour: I must say that this charge seems very high for 
cleaning four lamps. Was there any estimate of any kind sent? It 
certainly seems to me that it is a most unreasonable charge; in fact, 
it seems to me to be a tremendous amount. I cannot deal with such 
a matter. I know nothing of the cost of this kind of work, and I 
think the only way will be to refer it to an expert. 

Mr. Lawsen: Will you please fix it at some reduced amount to 
save the cost of an expert. 

DEFENDANT: Messrs. Lilley & Skinner refuse to pay for the 
lamps, as they say the work has not been done properly. 

His Honour: And I am not an expert. І cannot say one way 
or the other. Such a case as this should certainly be referred to an 
expert. I cannot be supposed to understand electricity. So far as 
I can see, if £1 а lamp is paid it seems ample. Such an order as 
this, when taken over the telephone, shonld be confirmed with 
regard to price, as it is ridiculous to suppose that a person can run 
tho cbance of what is going to be charged for such work. 
^ Mr. Lawsen: I would suggest anything rather than the cost of 
experts to decide this question; might I say £5 for the work as it 
has been done ? 

His Honour: You seem afraid of the electrical expert. 

Mr. Lawsen: Not at all; only it would be a great expense, and 
there would be nothing left for anybody. 

A gentleman named GRIFFITHS was called, and stated that the 
саш as made was the usual charge made by the firm for such 
work. 

His Honour: Then all I can say is, that it scems very high. I 
will give judgement for £5 and costs, and I think that is quite 
ample. | 


HAMMERSMITH BonovaH,CouNciL v.t MULHOLLAND. 


AN action, which concerned the electric light supplied to Mr. J. B. 
Mulholland, proprietor of the King’s Theatre, Hammersmith Road, 
by the Hammersmith Borough Council, was brought before Sir 
William Selfe at the Brompton County Court on Friday. 

Mr. HILL, counsel for the Borough Council, plaintiffs in the 
action, said that his clients’ claim for electricity supplied to the 
defendant, for а period lasting from May 25th to July 31st, 1903, 
had been reduced by mutual agreement from £80 10s. 6d. to £52 
17s. 3d. "This reduction had been made necessary by the fact that 
the first amount was arrived at from the reading of a faulty meter. 

Mr. MuNBoEÉ, for the defence, said that Mr. Mulholland was 
counter-claiming for £152 odd in respect of his loss of receipts by 
reason of the plaintiffs’ failure to provide a continuous supply of 
electric current, in respect of extra lime light which had to be pro- 
vided, and of additional work which had to be done on account of 
plaintiffs failure to install their motor-generator at the time 
specifled. ' 

Mr. BELL, -electrical engineer to the Hammersmith Borough 
Council, said that the local authority agreed to supply electric cur- 
rent to Mr. Mulholland at the King's Theatre, when that place was 
in course of erection. The Council only supplied alternating 
current, but they agreed to have а generator installed whereby the 
alternating current could be converted into continuous current for 
the defendant's purposes. The defendant had continued to use the 
Council's electric current ever since, but he had not paid the 
account in which the mistake had been made. 

On the counterclaim, Mr. Нит, submitted that there was no con- 
tract to supply continuous current before December Ist, 1903, and 
that therefore there had been no breach, and defendant had suffered 
no loss at the Council's hands; and, secondly, that the case came 
under the Publio Authorities Protection Act, and in consequence 
о] redress that the defendant had should have been sought in the 
police court directly the Council had failed to carry out their 
public duty. Mr. Hill also submitted that the Court had no juris- 
diction to deal with a counterclaim of over £50, considering the 
date of the Act he had quoted. 

Mr. Hawks argued that this view of the case was totally incor- 
rect. As a matter of fact, the Council were not bound to supply 
the defendant with alternating and continuous current, but 

" jumped ".at the opportunity of doing во, because they knew he 
would pay them about £700 a year. The matter had not, from the 
commencement, been dealt with in a business-like way, as it would 


have been had it been in the hands of a private firm. When the 
trouble over the motor-generator—supplied by an outside firm for 
use at the King's Theatre—arose, the Council had written letters 
to the poor, unfortunate contractor, breathing ''fire and slaughter," 
and had actually received an indemnity, but when a ratepayer com- 
plained because he had been put to great loss and annoyance, he 
was to be told that he could not recover under contract law. 

The JupGE suggested that siuce a point had been raised con- 
cerning his jurisdiction, the parties might possibly come to some 
arrangement. 

A consultation was held, and counsel announced that an agrec- 
ment had been come to; claim and counterclaim would be with- 
drawn, and the parties would pay their own costs. 

Judge SELFE: Since litigation is expensive, that is the happiest 
way out of the difficulty. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we Rave the writers name and address in our possession. 


Some Arithmetical Questions for Mr. Byng. 


May I be permitted to say a few words in reply to the 
letters of “ Veritas and Anti-Humbug " appearing in this 
week's REVIEW. I think the time has now come for Мг. 
Byng to be relieved of some of the burden he has taken on 
his own shoulders, and to receive more active assistance from 
British manufacturers in his crusade on behalf of British 
trade. We all know that the business of the G. E. C. was built 
up mainly by the free import of foreign manufactured 
material ; but nobody can dispute the fact that the G.E.C. 
have done their best to encourage British manufacturers 
from the first, drawing their stock from different makers in 
this country as much as they possibly could, at a time when 
English manufacturers were years behind their foreign com- 
petitors in the manufacture of electrical accessories, 
especially in designs of the small varieties. I think that 
manufacturers owe a debt of gratitude to Mr. Byng for his 
fight on behalf of British manufacturing. 

There no longer exists any excuse for the purchaser of 
foreign manufactured materials, as the British manufacturer 
has reasserted himself, and, given equal conditions, can, 
more than compete in the home market with the foreign 
manufacturers ; but equal conditions must exist, and if we 
are not to have a tariff to assist in bringing about this 
desirable condition, we must adopt other methods. 

I notice in the Review. that the London County Council 
have passed over the Hungarian works estimate of £38,200, 
and accepted a British tender of £63,525, with a notice that 
the foreigners were not prepared lo accept the Council's labour 
conditions ; and yet we encourage the foreign manufacturers 
at the expense of our own manufacturers, our workmen, 
their homes, wives and children, by purchasing goods made 
under conditions of labour which would not be allowed in 
this country. If the imported articles had to be made under 
the conditions of labour compulsory in this country, we 
should see very little of them. But we must combine to fight 
the foreign manufacturer, who competes against us successfully 
in our own markets simply because there is no law in the 
countries where these things are made restricting 
the sweating of men, women апа children, which 
is considered by the foreign manufacturer as perfectly 
justified ; we occasionally get glimpses of what this means 
when reports of the same labour conditions employed by 
foreign manufacturers in Whitechapel appear in our own 

apers. 

à Гас not know Mr. Byng, “ Veritas,” “ Anti-Humbug,” 
or any of the others, but I was one of the first to advise the 
formation of a Contractors’ Union; this has done a great 
deal of good, but would be of little use in this matter, 
although later on it could be of great assistance. I now 
suggest the formation of an Institute of Electrical Manu- 
facturers, not for the purpose of fixing prices or controlling 
prices in any way, each manufacturer being absolutely free, 
but for the purpose of carrying on an active campaign in 
the Press in favour of British manufacturers, and giving 
lectures in different parts of the kingdom to bring home 
to thoughtless people the evil done by purchasing foreign 
materials that can be obtained from English manufacturers. 
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Manufacturers, belonging to the Institute or not, should 


be kept acquainted with the latest design in machinery, 
and where machinery can be obtained equally as good 
in this country as abroad, architects and consulting 
engineers should be kept posted up, and made thoroughly 
acquainted with English manufactures. A Vigilance Com- 
mittee should be formed to see that the goods at different 
ports coming into this country are individually stamped with 
the name of the country from which they come, and not only 
the case they come in. This would put a stop to the present 
practice of some firms, who import job lots and rotten manu- 
factured goods from abroad and export them again as British 
manufactured material, to the great damage of British 
manufacturers — ** Veritas," please note. This is опе 
explanation of the great increases in the import and export 
returns at а time when the country is passing through a 
record time of distress and want of employment. АП 
British goods should be stamped with а trade mark 
which should be recognised and protected throughout 
the Empire and а black list should бе kept of 
those firms trading under British or .British - sounding 
names with the object of deceiving the purchaser. If 
they want British trade, let them bring their factories 
into the country and employ British labour, and they vill be 
welcomed, every one of them. The Institute should be for 
the education, improvement and general enlightenment, as 


well as the maintenance and protection of British manu- 


facturers ; it must not be forgotten that many manufacturers 
have risen from the ranks. Above all, it must be an active 
institute open to all English manufacturers and consulting 
engineers, and not an institute that will admit any boy from 
school with a bundle of references and influential friends, 
while it excludes more capable men and experienced engi- 
neers because they do not possess that influence. In con- 
clusion, I ask for an influential man to come forward and 
establish an institute or union on the lincs mentioned. 
Perhaps Mr. Byng will act if some others of influence will 
offer assistance ; I can promise that they will not want for 
willing and active supporters. 


Jaybee, not a Fooled Englishman. 


The Wiring Industry. 


I have of late read in the ELECTRICAL REVIEW a lot 
concerning the wiring industry ; а certain amount of truth 
is attached to it, and I quite agree with the suggestions of 
Mr. E. A. Hall. I myself think that an electrical wireman 
should be a good fitter, as he is called on very often to fix 
dynamos, motors, gas and oil engines, water turbines, &c. ; 
in fact, a wireman should be capable of doing all in con- 
nection with a complete electrical plant. Ав І am a wire- 
man and general electrical erector, I have done the above, во 
can speak from actual experience. І am not speaking for 
only a few years’ experience, but for over 15 years’ con- 
tinuance in the above; any brother wireman that has been 
in the trade as long as I have, and a good many, perhaps, 
longer, knows this. I believe if there was some sort of an 
electrical protection society there would not be so much jerry 
wiring done, of which I have come across a great deal. 
Plumbers have got in large letters over their premises 
“ authorised plumbers”; could not electrical engineers have 
it over their works and shops as authorised electrical 
engineers ? 

A great deal depends on electrical work as to loss of life 
and property, which we have read a lot about of late years, 
caused ugh inefficiency of workmen and bad material. 
There are a lot of so-called electrical engineers who take 
contracts on at a loss, knowing they are losing money, but if 
remonstrated with they simply say they are doing it for 
advertisement ; this is a bad start in the electrical business, 
especially if they get men at a low rate, which makes it 
worse still. I heard not two years ago that a certain firm 
took a free library to wire not 10 miles from Manchester, of 
which the material and fittings cost more than the accepted 
contract, and labour was thrown in. How true this is I 
cannot say ; but if true, it is ruining the electrical industry. 
Now, there is another thing—how these so-called electrical 
engineers start in business. One gets in favour of people 
who put faith in him, starts as a full-blown electrical con- 
tractor, and goes on in a big way for a time with plenty of 


orders, and gets his material on a month or three months’ 
credit, and pays a bit off on the first sub., then gets, perhaps, 
six months’ credit, and gets plenty of orders at a killing 
price. No one else can tender aguinst him at so low a price, 
consequently he reaches the end of his journey'as a bank- 
rupt, and gets let off very leniently, and, perhaps, has 
another go—that is, if no one is looking. This is another 
ruination of the electric industry, and there are plenty more 
foul ways that are ruining the electrical trade. 

Here is another thing we come in contact with, and that 
is fittings. I have come across fittings turned out by large 
electrical tirms, that have been selected from their catalogues, 
and when delivered could not possibly be wired without the 
stems having to be drilled to admit of wire being drawn 
into them, and the burr in the different internal parts has 
been left to be cut and filed off by the wireman. Do not 
these firms have an electrical expert to pass them ? I have 
known fittings take several hours to put right for fixing. 
The firms that manufacture these fittings cannot have the 
right man in the right place, and the men that design these 
fittings have but a poor idea of how they are to be fixed. 

I remember some two years and nine months ago | went 
in answer to an advertisement I saw in a Manchester paper 
for a charge wireman, and I got the job in preference to about 
30 Manchester wiremen. When I produced my references 
and testimonials, of which I had а good many, one of the 
firm, with a twist of his moustache, said that he did not 
take any notice of testimonials ; had they done so previous 
to this they would not have been in the fix that they were. 
as the work that they had in hand had been completely 
bungled up. It took myself and another young fellow 
nearly nine months to make it passable. 

I had occasion to go to a place called Hale, in Cheshire, 
to fit up some fittings in a private house, and 1 had on this 
occasion to cut out all the joints in the house that І could 
find, as they were only dry joints: not one was soldered, and 
a lot of them had been hot due to arcing. However the 
јо was passed at first I could never make out. I remember 
also not long ago a fire originated in an insurance office in 
Manchester, caused through a double-pole ironclad switch, 


where a screw got loose in the mechanism of the switch 


and got fused to the cover, in which position I found it on 
testing. 

I could write a whole book on these defects. However, 
in conclusion, I would warn intending users of electric light 
and machinery to consult a good electrical engineer of repute, 
who will sce that everything is of the best material and the 
workmanship of the finest; although it might cost more at 
first, it will be lasting and safe, as I know that such installa- 
tions are working now that I have fitted up 14 years ago. 
I think this is a very fair trial for an installation, and it 
might be 14 years more before it will want renewing. 

The electrical trade will never be in a flourishing condition 
if some of our leading electrical engineers do not move in the 
matter and protect the electrical industry. 

Se-Sen-Hor. 


* Hygienic ? Telephones. 


We have repeatedly refused to grant the Sterling Tele- 
phone and Electrical Co. (formerly the Berliner Telephone 
Manufacturing Co.), the privilege of advertising themselves 
by drawing us into correspondence in the Press. However, 
with your permission we will grant them the favour this 
time. | 

Mr. Birnbaum states that for * weeks past" his firm 
have advertised and offered for sale their Hygienic telephone, 
and claims it to be the first hygienic instrument ever offered 
to the British public. He accuses us of “ bluff " when we state 
that we have given our attention to hygienic telephones for a 
long time past. 

Many of your readers will, no doubt, still have in their 
possession our catalogue, 1899 edition, on pages 1219 and 
1204 of which we illustrate and offer for sale а G.E.C. 
Hygienic telephone which was made under licence of а 
patent belonging to the late Mr. W. E. Langdon, telegraph 
superintendent of the Midland Railway, and Past-President 
of the Institution of Electrica! Engineers. 

Mr. Birnbaum was probably not in the telephone business 
ав early as 1899, which may &ccount for his mistake in con- 
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sidering as * bluff” what, after all, proves to be his own | 


lack of knowledge. : 
ur The General Electric Co., Ltd. 
Р. P. Кїррїко, 
Commercial Manager and Engineer, 
Telephone, Telegraph and Signalling Department. 
London, E.C., 
" Oclober 16th, 1905. 


Booth's Circus. 


In re Mr. Johnson's letter on this subject, it would be 
interesting to have further particulars of the alleged 
failure, such as the crossing where it was tried, the 
diameter of the circus, whether the ordinary traffic also was 
similarly treated, the method of points and turnouts, &c. 
Nobody will, of course, contend that the diameter of the 
circus is not a matter of importance. It seems to be that the 
dimension should be of the order р = d, x xn where d 


is а fixed minimum diameter for any circus, г а. 


coefficient, and л the percentage of time wasted, as 
determined by the experts of the Traffic Commission. 
Thus the diameter would increase with the traffic. I 
am having thrust upon me all manner of obstructions 
anent this circus idea, and have been compelled to the con- 
clusion that 90 per cent. of our fellow men һауе no 
imagination, and hence are simply dull driven obstacles to 
progress of any sort. Опе gentleman says it will cost money 
to enlarge circuses, having already forgotten that the circus 
idea is primarily intended to save 30 millions sterling by 
Spending three. Another brilliant intelligence assures me that 
am a fool to accept the Traffic Commission's figures of 30 
and 40 per cent. delay of traffic at the bad crossings. He 
says the men who had to do the timing were not capable of 
accuracy, and himself evolved from his obstructive, and I 
fear obstructed interior about 5 per cent. delay, thus, in fact, 
denying there was any delay at all. 

As regards the principle involved, it is, of course, perfectly 
obvious to all but the above and his kind that no actual 
curvilinear circus is necessary. А circus within the meaning 
of the principle might be a rectangle of four streets sur- 
rounding a huge block of buildings. The principle of the 
circus would be secured by the rule that all traffic into and 
in those four streets should be clockwise, and, generally, 
where an actual circus should be enlarged it would 
appear reasonable to make it of large size so that 
a building might occupy the central area if too 
large to be wasted, as some might think, on-a garden, 
though a central lake in which to lay up for the winter cer- 
tain steamboats might approve itself. As so few appear 
willing or able to take a serious view of this suggested means 
of traffic easement, it might add dignity to the idea to sur- 
round the central area with statues of notable London 
County Councillors, to whose endeavours the present 
crushing burden of rates for which so little can be shown 
is due. 

W. H. В. 

Westminster, 

Orlober 17th, 1905. 


An Overcrowded Profession. 


It is my first duty to say that your correspondent, Mr. 
Browne, is quite correct in assuming that no discourtesy 
was meant in my last letter. The fact is, the promoters 
of the University Engineering Journal, of Birmingham, 
have endeavoured to chronicle all the developments and 
improvements in connection with the Applied Science 
Section of the Midland University, and for this reason, 
believing that they are doing good work for the cause of 
higher technical education, they are quite willing to send 
their publication to those interested in University education 
for engineers. 

It is somewhat difficult to answer the question concern- 
ingen Certificate in engineering at this University. The 
course is devised for four years. It includes the usual 
subjects for lectures and laboratory instruction taken for 
B.Sc. in Engineering in the London, Victoria or other 
Universities, — In addition there are large workshops 
(fitting. turning and pattern making, a foundry and a 


siniths’ shop) for practical instruction. Some months in 
each year are spent in practical work, because the usual Uni- 
versity course is for three years. . 

There is to my knowledge only one college in England 
which has ever given a complete practical and theoretical 
training for five or six years, and that is the Admiralty 
College at Keyham, Devonport. This instruction is certainly 
far better than that of any college in America or Europe, 
but the course of instruction is only open to an occasional 
few outside those engineers entering ‘the Royal Navy. The 
fact that most of our greatest marine engineers have passed 
through Keyham speaks for itself. Birmingham seems to 
be following almost identically on the Keyham lines. 

I hope that when I can find time to do so the courteous 


editors of the ELECTRICAL REVIEW will allow me to con- 


tribute some notes on both the Keyham and Birmingham 
systems of technical education, as 1 am sure that they will 
serve as a guide to those who have to formulate schemes of 
instruction for engineering students. In conclusion, I may 
assure your correspondent that it is my firm belief that four 
years at Birmingham will enable a competent student to 
obtain a good situation. 
| The Editor, 
| | The University Engineering Journal, 
Birmingham, Orfober 15th, 1905. 


Re-Winding a Motor. 


I should like to know if any of the readers of the ELEC- 
TRICAL REVIEW could give me any experience and résults of 
having used a series-wound motor, and converting it into 
a shunt motor ; with the only alteration of taking out the 
series spools and replacing with shunt-wound spools of same 


H.P. made by another firm. 
S, R. 


Jerry Wirlng. 


I enclose one of many similar joints cut out of a large 
mill installation during the past few days. These joints are 
insulated with one layer of adhesive tape, a No. 16 wire 
carrying 3 amperes, with joints as sample. | 

If you could publish a sketch or photo in your valuable 
paper, showing the joint as sent, it would, no doubt, interest 
your readers, and, at the same time, give an idea of the 
class of work being turned out by certain so-called -elec- 
tricians. 


Huddersfield, October 16th, 1905. 


[The“ joint“ is one such as we have many times illus- 
trated in the past, but, unfortunately, they do not lend them- 
selves to satisfactory reproduction. This one simply consists of 
two little hooks on the ends of the wires (which have apparently 
been bared with a piece of hoop-iron) ; these are hooked 
together, dabbed with some sort of compound, and half- 
covered with a scrap of tape. Language fails adequately to 
condemn this kind of thing. It is on a par with the crime 
of carrying friction matches into a fiery pit. One can 
sympathise with the company that insured the mill, and 
congratulate it upon the providential escape of the mill- from 
fire, but the architect or other person who was responsible 
for accepting and passing such work deserves to be pilloried. 
The stocks were a most salutary institution of olden time, 
and it is a pity they are no longer used.—Eps. E.R. ] 


Н. Moss. 


Lead-Covered Wire. 


In last week’s Review we noticed a letter from Mr. 
Whipple with reference to wiring with lead-covered wire, 


which, he mentions, has been greatly favoured by Lancashire 


engineers. | 

It has always been somewhat of а mystery to us why this 
system of wiring, particularly with twin lead-covered wire, 
has not been used to a much greater extent than it has. 
For our own part, we have used it very largely for many 
years past, and invariably with great success. In fact, on 
only one occasion in some 15 years’ experience have we had 
any trouble at all due to breakdown, and on that occasion it 
was due to rats having bitten through the lead covering 
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and the insulation. Even this occurred in a large provision 
warehouse, where rate might be expected to be plentiful and 
large. 

From our experience, we think Mr. Whipple is wrong in 
stating that lead-covered wire is hygroscopic—at any rate, 


except as regards an inch or two at the end of a run of 


wire. Our experience has been that it is far more water- 
tight even than a screwed barrel system of wiring, as even 
then water almost invariably collects in the tubing, and 
eventually rots the insulation. We have had twin lead- 
covered wire installed in swimming baths, cold storage 
rooms and similar places for years without a penny having 
been spent on upkeep or repairs, and even in the vat room 
of a large brewery, where there is а continuous acid distil- 
lation. on the walls. This, we think, is sufficient proof 
that lead-covered wire is not hygroscopic, and also that it is 
quite permanent as a protection for the insulation. 


Of course, another important point is the first cost of an 


installation, but here twiu lead-covered wire shows up very 
well. Generally speaking, the cost is not higher than for 
casing and capping, although, of course, this largely depends 
on the particular installation. 

We should be glad to give you any further particulars as 
to our experience with this system of wiring, and, in con- 
clusion, may mention that it has had the approval of every 
fire insurance company with whom we have come into 
contact, and also of the supply companies for pressures up to 
240 volts. 

‘Trusting this information may be of interest to Mr. 
Whipple— 
Tyler & Freeman. 
London, Orlober 17th, 1905. 


The Truth About Gas. 


My letter to you of the 3rd inst. does not seem to have 
been relished by the Journal of Gas Lighting, judging by 
the way I am criticised. The above-named paper (still 
doing all it can to hamper the progress of electric lighting) 
no doubt imagines that gas, having superseded tallow candles 
and oil lamps, is to be the light of the future. This is a 
strange delusion, as it is a well-known fact that gas as an 
illuminant is on its last legs, and before very long will be 
extinct. 

For outside lighting, incandescent sas is of no use what- 
ever, us round each street lamp is a circle of sickly green 
light, which not. only has a depressing effect on everyone, 
but is a dismal failure as far as the lighting of the street is 
concerned. 

Those bigoted persons who abuse electric light simply 
because they have interests in gas companies are more to be 
pitied than blamed, as some men will swear black is white 
if it is to their advantage. 

In a street lighted by electric arcs everything is shown up 
clearly, and people can be recognised a good distance away, 
there being no dark spaces between the lamps as in the case 
of incandescent gas. I should like to escort some “ gassy ” 
men round Bradford on a windy night, and show them the 
poor shivering mantles trying hard to give a steady glimmer, 
und failing miserably. It is quite worth a visit to Bradford, 
if only to see its gloomy streets, which being “lighted " by 
incandescent gas, are in a state of semi-darkness. Nine 
miles away is Leeds, its streets brilliantly lit by arc lamps. 


‘Here are two towns that are close together, and might well 


\ 


he taken as examples of light and darkness. I maintain 
that gas for street. lighting is a failure, though it is very 
useful in cellars, alleys, &c. 

An Old Reader. 


The Design of Instruments and Meters. 


We are pleased to note that “ О, К.” in his letter in your 
issue of October 13th, asks us two definite questions with 
regard to our “ Inkless’’ Recorder. Had he done this in 
the first instance, much of your valuable space would have 
been saved. To these questions we will reply аз briefly as 
we can. Я | 

As regards his first question. J wonder if the makers 


imagine that switchboard makers and users wish to com- 


plicate unnecessarily the wiring of their switchoards? the 


answer, needless to say, is No." The question which we 
fancy © О. K.“ really wished to ask, but for some reason or 
other does not, is this : “ І wonder if the makers admit that 
they are unnecessarily complicating an otherwise simple 
(though admittedly unsatisfactory) apparatus like the ordi- 
nary “inky recorder." To this question also we can reply 
emphatically, ** No." ; 

“О. K. s“ second question is as to whether we Think 
that a pen using fluid ink, if decently designed (and such 


things do exist) is preferable to an *inkless' pen, with all 


its attendant complications.“ ' 

We have nothing to say against the design of recorder 
pens ; in fact, we have used and are still using large numbers 
of them. They have a very difficult task to perform, and, 
all things considered, they are many of them really 
marvellous. ` 

Would not © О. K.” consider the“ Hay motor," which 
labours along with the time-honoured penny bus, decently 
designed? And yet, strange as it may appear, there are many 
people who seem to prefer the petrol motor- bus, in spite of 
all ** its attendant, complications." | 

We do not know whether “ О. K." has taken advantage 
of our offer, and has inspected one of these recorders at the 
Olympia Exhibition. If not, we have much pleasure in 
renewing it, and would remind him that this is the last 
week of the Exhibition. We would also venture to suggest 
that on a future occasion. he would save trouble were he to 
examine an apparatus before discussing its merits rather 
than afterwards. Ro 

Everett, Edgeumbe & Co., Ltd. 
KENELM Бросоиве, Director, 


' Westminster, Orlober 17th, 1905. 


І cannot but admire the way in which “ O. K.“ defends 
a ‘forlorn hope." Had he had some 8 or 9 inky recorders 
to look after for nearly two years, as I have done in the past, 
he would appreciate a praiseworthy and successful effort 
to do without ink and all és attendant complications, and 
would be loudly singing on the opposite side to that on which 
he is croaking at present. | 

His contention about the complication of wiring seems 
peculiarly foolish. | 

It would be about as sensible to say that опе must not 
have more thun one light for illuminating the switchboard, 
because of the complex nature of the wiring required for 
two or three ! ! 

I could say a good deal more on this vexed question of 
„complications, but refrain. 


Owl. 
BUSINESS NOTES. 
The Milan International Exhibition, 1906.—We 


have been requested by Mr. Arthur Serena, Hon. Executive Com- 
missioner for Great Britain at the Milan Exhibition of 1906, to 
state that H.M. the King of Italy will offer prizes to the extent 
of £1,600 to exhibitors. This amount will be divided as follows: 

1. A prize of £200 for automatic safety couplings for railway 
rolling stock. 

2. A prize of £200 for the best method of testing high voltage 
electric currents without danger to the operator. 

3. A prize of £400 for the best and most original exhibit of 
machinery or manufacturing process. 

4. A prize of £200 for the best established method of distributing 
healthy and pure milk in centres of population. 

5. A prize of £400 for the best type of popular dwelling adapted 
to the climate of northern Italy. 

6. A prize of £200 for motor boats. 

In addition to the foregoing, a national prize of £200 will be 
given to the public institution or private society which during 
the last ten years has been most successful in the work of 
reclaiming waste lands in mountainous districts, and in the im- 
provement of pasturage. 

These special inducements to exhibiting will doubtless possess 
attraction for British manufacturers, inventors and others, who 
should without loss of time address themselves for further particu- 
lars to the Hon. Executive Commissioner of the British Section, 
1 and 2, Oxford Court, Cannon Street, London, Е.С. 


France.—The report of the Société Lilloise d Eclairaue 
lectrique, of Lille. for the last financial year shows a profit of 
12,404, which admits of a dividend of 6 per cent. 
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Consular Notes.—PERT.— The German Consul in 
Arequipa reports that the electric lighting of the town is being 
carried out by German works, particularly SIEMENS & HALSKE. It 
is proposed also to equip electrical power works, and the con- 
struction of these also will probably be given to German firms. 

BRAzIL.—'l'he German Consul at Paramaribo reports that nothing 
further has been done regarding the proposed erection of electric 
lighting plant for that town. 4 proposal presented by the 
Governor has not been accepted. 

Sralx.— The German Consul at Bilbao states that electrical 
atfairs in that town are chiefly in the hands of German firms. In 


the year 1904 the ALLGEMEINE-ELEKTRICITATS GESELLSCHAFT and ' 


the Sremmns-ScHUCKERT Works established branches in Bilbao. 
An agreement was shortly after entered into between the 
Allgemeine-Elektricitäts Gesellschaft and the American Thomson- 
Houston Co., whereby both companies were amalgamated under 
the title "The General Electrical Co. Thomson-Houston Iberica." 
The Hidro-Electrica Iberica, & company formed in 1901, with a 
"pital of 20,000 pesetas, for the exploitation of water power in 
the provinces of Burgos and Guipuzcoa, was put into working order 
in 1904, and now supplies current for lighting and power purposes 
in Bilbao from а distance of 30 to 40 kilometres. 'The plant was 
erected by the Siemens-Schuckert Works. | 


An Exhibition at Bristol.—At the Drill Hall in 
Queen's Road, a Trades and Industrial Exhibition was opened on 
the 2nd inst., and is to close to-morrow. As representing the 
electrical industry, Messrs. HELPS, WoopriN & Co., of Old King 
Street, had a very attractive exhibit, which comprised dynamos 
and motors, art fittings, telephones, electro-medical and scientific 
apparatus, &c. Many of the electrical accessories on view were 
made at the firm's own works, and they are now open to supply 
machines for p.c. ав well as for alternating supply. 


Deed of Assignment.—Jameres Moores (TRADING АЗ 
Moores, FARRELL & Co.).—A meeting of creditors in this matter 
was held at Manchester ou 11th inst., when a statement of affairs pre- 
pared by Messrs. Whittaker & Provis, chartered accountants, was 
submitted, showing liabilities expected to rank for dividend 
amounting to £3,215 15s. 8d., and assets estimated to realise 
£1,526 16s. 5d., after deducting the preferential claims for rent, 
rates, &c. Mr. Moores’ offer to execute a deed of assignment of all 
his estate to Mr. C. W. Provis, chartered accountant, 3, Mount 
Street, Manchester, upon trust to realise the same, and distribute 
the proceeds amongst the creditors, with a committee of inspection 
of three of the larger creditors, was accepted by unanimous resolu- 
tion of the creditors present representing debts amounting to 
£2,680. 


New Feeder Pillar.— Although not exhibiting at 


Olympia, the British INSULATED AND Hrrsny CABLES, LTD., 
material was in evidence in the form of their new Downe's patent 
Íeeder pillars, of which six are installed, four being in use for the 
supply of the Exhibition. These pillars are circular in plan, and 
are built up round a central column; the onter iron case is free to 
revolve when a catch is lifted, and the door, which is only 9 in. 
wide, can thus be brought opposite any one of the eight sections or 
"panels" contained within. Each of these panels consists, in 
eflect, of the end of а cable, and obviously only опе panel is 
exposed at а time. Provision is made for supporting the cables 
and attaching.the switch-fuscs and bus-bars to them, and a special 
feature consists in the fact that the whole of the work on each 
cable сап be done on the ground outside the pillar; when all is 
ready, the cable end is simply turned up into the pillar, clamped 
in position, and the bus-bars joined up with links. If a fault 
occurs in a pillar, any cable can be pulled out alone, dealt with 
and replaced, without making the whole pillar dead, and in perfect 
safety. Moreover, the pillar can be made rectangular, when it has 
no “ back," and can, therefore, be built up against a wall without 
inconvenience. 

The design is highly original, as will be gathered from this brief 
statement, and the whole thing is remarkably compact, occupying 
no more space than an ordinary round letter-box. The idea is due to 
Mr. К. S. Downe, of Southport electricity works, and, we under- 
stand, has already found favour with supply engineers. 


Imports of Foreign Electrical Apparatus.—It is 
worthy of note that while a shrinkage is taking place in the im- 
portation of foreign electric machinery into this country, an upward 
tendency is apparent in the imports of electrical goods and appa- 
ratus. The returns relating to the latter for September last show a 
total of £67,028, which contrasts with £63,699 in the corresponding 
month of 1904. For the nine months ending with September the 
aggregate imports have amounted to £681,841 as compared with 
£565,064 in the first nine months of last year. 


The Telegraph Cable Export Trade.— Following on a 
very active month September proved exceedingly quiet as 
regards the exportation of telegraph cables and apparatus connected 
therewith, the shipments attaining a value of onlv £49,603, as com- 
pared with £440,329 in August last. For the year to date, how- 
ever, the trade is well in advance of 1904, the aggregate exports for 
the nine months ending with September being returned. at 
1,158,945 as contrasted with £627,522 in the corresponding period 
of last year. 


Rubber Imports.— According to the Liverpool Chamber 
of Commerce Journal, the rubber imports iuto the United Kingdom 
for 1904 equalled 47,700,000. The following figures are given :— 
Brazil, £4,553,500 ; French West Africa, £626,060; Peru, £500,000 ; 
Gold Coast, £328,500 ; Niger Protectorate, £216,300; Straits Settle- 
ments, £214,000; U.S.A., £110,400, 


Brush Contracts.—The following orders have been 
, booked by the Brush Electrical Enginecring Co. :— 
Mansfield Light Railway (per J. G. White & Co.) one watering and rail. 
cleaning car. 
Victoria Jubilee Technical Institute, Bombay, 80-xw. dynamo for educationa 
general purposes. 
W. Baird & Co., electric coal-cutter. 


For Sale.—Messrs. Percy HvppLEsTON & Co. will, 
on November 1st, offer for sale by auction the patents, designs and 
stock-in-trade of the British Prism Globe Electrical Co. (in 
liquidation), at Sheffield. 'The Postmaster-General is inviting offers 
for the sale of old Post Officestores. Further details appear among 
our advertisements to-day. 


Trade Announcements.—M rssngs. CLARKE, CHAPMAN 
AND Co., LTD., have decided to open an office at 21, Mountstuart 
Square, Cardiff, to deal with the whole of the South Wales district. 
This decision has been arrived at on account of the extension of: 
their electrical business in that district, and also on account of the 
success of their Woodeson " water-tube boiler and Woodeson " 
pumps on the North-East and West Coasts. Mr. George Winn, 
who haa bcen at the company's Gateshead Works for some 12 years, 
will take charge of the Cardiff office on and from November 1st. 

We hear that Мг. A. E. BLOWER, who has been connected with 
the electrical trade for the last 15 years, is now representing the 
Lonpon ELECTRICAL FiTTINGS Co., LTD., of Roberts Works, Hamp- 
stead Road. ‘This firm is doing a big business in high-class electric 
light fittings; it also has some good specialities in accessories, 
and is the London depót for the Wandsworth Electrical Manu- 
facturing Co., of Birmingham, whose switches and other material 
itis handling. . А - 

The WANDSWORTH ELECTRICAL MANUFACTURING Co., Їтр.‚ 9 
St. Paul's Square, Birmingham, the makers of the Wandsworth ” 
switches, wall plugs and other accessories, have appointed Mr. 
J. E. GLEDSON, 25, Eldon Square, Newcastle-upon-Tyne, to repre- 
sent them in the Newcastle district. The Power Appliances 
Co., 22, Renfield Street, Glasgow, are their representatives for 
Scotland. The London address of the firm is Roberts Works, 
Hampstead Road, N.W. 

Messrs. W. Е. Dennis & Co., of Albert Buildings, 49, Queen 
Victoria Street, E.C., have been appointed sole agents for Great 
Britain and the Colonies by Les Ateliers du Roeulx, Le Roeulx, 
Belgium, who are manufacturers of railway material, including 
fixed and rolling stock, tenders, goods trucks, &c., tanks of large 
capacity, oil cups and grease boxes, turntables and switches, bridges, 
poles and iron construction, points, crossings and signals, hydraulic 
and gas apparatus, and castings of all kinds. 

The UNION ELECTRIC Co., LTD., announce that the address of 
their office in Glasgow has been transferred to 12, Waterloo Street, 
Glasgow, where it is in charge of Mr. Alexander Morrison, who is 
the company's representative for Scotland. Mr. Morrison has had 
considerable experience in the heavier lines of electrical engi- 
neering, having served his time with Messrs. Mavor & Coulson, and 
subsequently been in the employment of Messrs. Haddow & Co., 
contractors, of Glasgow, and finally engaged in the tramways depart- 
ment of the Glasgow Corporation. 

The registered offices of the PRIMITIVA Gas AND ELECTRIC 
Ілснтімо Co. or BUENOS AYRES, LTD., are now at 153, Leadenhall 
Street, E.C. 

The Direct SpantsH TELEGRAPH Co., LTD., have just opened an 
office in Cardiff at 33, Merchants’ Exchange (Bute Docks), which is 
in direct communication with their cable system between England 
and Spain, viá Bilbao. 

The SriRLING Вов Co., LTD., have removed their Glasgo 
office to their head office at Motherwell. 


The Kingsway Ceremony.— The apparatus controlling 
the gates of Kingsway was furnished by Messrs. ELECTROMOTORs, 
Lrp., of Openshaw, Manchester, to the instructions of the Chief 
Engineer of the London County Council. The gates were attached 
by means of ropes to electric winches, one on each side of the road- 
way. These winches consisted of 24 в.н.р. motors, direct coupled 
to worm gears provided with drums for hauling in the ropes. The 
gold key, inserted by His Majesty into the pedestal on the dais, 
closed an electric circuit, which in turn, brought the automatic 
solenoid self-starting switches into circuit, thus starting the motors 
aud gradually opening the gates. When the gates were fully 
opened, they automatically disconnected the circuit by means of 
trip switches, thus bringing the winches to rest. The solenoid 
self-starting switches were of the Sturtevant Co.’s таке. | 


Visit of Employés to Olympia.—.\ trip was arranged 
for the employés of Messrs. FERRANTI, LTD., to visit Olympia 
Electrical Exhibition on Saturday, October 14th. A party of 170 
тер assembled, leaving Manchester at midnight on Friday by 
the Great Central Railway. Messrs. Ferranti, Ltd., contributed 
towards the general expenses of the trip, provided breakfast on 
arrival in London, and a luncheon in the restaurant of the 
Exhibition, at which the directors of the company were present. 
Each man was furthermore supplied with à pass to the Exhibition. 
Some of the party returned on Saturday evening, while others 
deferred their departure until the following day. The trip was 
eminently successful, and will, it is hoped, prove to be of edu- 
cational advantage to the employés of the firm. 


Bankruptcy Proceedings.—THomas HILL, electrical 
engineer, 24, Vicarage Road, Wolverhampton.—Receiving order 
made October 9th, on debtor's own petition. 

WALTER BiNNs.—In the matter of Walter Binns, of Stanhope 
House, Frizinghall, carrying Ой business at 25, Cheapside, Bratiford, 
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Yorkshire, as a contractor, a meeting of creditors (the Yorkshire Post 
says) has recently been held. At that meeting, although а trustee was 
appointed to take charge of the estate, the statement of affairs was 
not ready ; but since then creditors have received such a statement 
from the Official Receiver, Mr. C. L. Atkinson. This puts the 
liabilities expected to rank at £13,658 68. 4d., and the assets are 
estimated to produce a similar amount. The petition in bankruptcy 
Against the debtor was filed by a creditor, and the debtor does not 
admit insolvency. "The debtor's explanation of his position is that 
he has been & railway contractor for the last 25 years, and has 
always had an office in Bradford. In 1902 he projected the Mex- 
borough and Swinton Tramways and the Saddleworth and Spring- 
head Tramways, in Lancasbire, and applied to Parliament for the 
necessary powers, which he ultimately obtained. He then (he 
states) entered into an agreement with the New General Traction 
Co., Ltd., who agreed to take over his rights and powers in connec- 
tion with the Mexborough and Swinton scheme at the price of 
£20,000, to be paid £10,000 in cash and the remainder in fully paid 
shares in the company to be promoted by them ‘for the Rurpose of 
constructing and working the Mexborough and Swinton Tramways. 
The promotion of that company, the debtor further says, fell through, 
and the business in connection with it was suspended last year. 
Then the debtor entered into negotiation with other people with 
the object of inducing them to carry out the scheme. He states 
that, about a year ago, he approached Mr. Godfrey C. Isaacs on the 
subject, and an arrangement was made that Mr. Isaacs should form 
a company or syndicate to construct and work the Mexborough and 
Swinton Tramways, paying the debtor for his rights £15,000 in cash 
and £10,000 in shares in the company, when formed. The debtor 
says he executed a power of attorney to Mr. Isaacs to act for him and 
to discharge his liabilities in connection with the promotion of the 
Mexboroughand Swinton Act of Parliament and any other costs and ex- 
penses he had incurred in connection with it, and any balance remain- 
ing of the purchase price. The tramways are now in course of 
construction by the National Electric Construction Co., acting under 
the instructions of Mr. Isaacs. The debtor says he has not received 
апу portion of the cash and shares, nor reccived any statement of 
liabilities which Mr. Івласз has paid on his behalf, and that he is 
unable at present to pursue the matter further in consequence of 
Mr. Isaacs’ temporary absence abroad. With reference to the 
Saddleworth and Springhead Tramways Act, in which the debtor 
had a half share, the construction of the tramways has not yet been 
begun; in fact, the scheme has not advanced beyond the stage of 
obtaining the necessary Parliamentary powers, though, it is stated, 
he has sold his share in the concern to his partner for £2,000. 


Dissolutions and Liquidations.— MESSRS. NEWMAN 
WILKINSON & НовАСЕ Е. бімом, of 43, Mincing Lane, E. C., have 
dissolved partnership, Mr. Newman Wilkinson retiring. Mr. 
Horace Е. Simon will carry on the business of general electrical 
engineers as heretofore, under the style of Horace Simon & Co., at 
the same address. He will attend to all debts of the old firm. 

ELECTRICAL SUPPLIES, RUBBER & EBONITB Co., Ltp.—A meet- 
ing is to be held at Oxford Court, Cannon Street, E.C., on 
November 20th to hear an account of the winding up from the 
liquidator, Mr. C. F. Elles. 

P. J. Ювізсош, & Co., electrical engineers, Portland Street, 
Wardour Street, London.—Messrs. P. J. Driscoll and C. Balbiani have 
dissolved partnership. | : 

Свүрто Works Co., Ltp.—A meeting isto be held on November 
14th at 79, Mark Lane, E.C., to hear an account of the winding up 
from the liquidator, Mr. Elles Hill. 

ELECTRIC LicHT INSURANCE AND MAINTENANCE Co., Lrp.— 
Mceting to be held November 14th at 79, Mark Lane, E.C., to hear 
an account of the winding up from the liquidator, Mr. Elles Hill. 

F. PARKIN & Co., india-rubber, asbestos and engine-packing 
manufacturers, Moorside, Cleckheaton.—Messrs. F. Parkin and 
W. Н. B. Flather have dissolved partnership. Mr. Flather will 
continue the business under the old name and will attend to debts. 

W. Е. Mason, Lrp.—In the Vacation Court on 11th inst, the 
petition of Mason’s Gas Power Co., Ltd., for the winding-up of this 
company, was ordered to stand over for a week to permit of an 
arrangement being carried out for the payment of the creditors. 


Catalogues and Lists.—Messrs. SrEMENS BROS. AND 
Co., Lro., Westminster, S.W.—A very useful blue binder, strong 
and of attractive appearance, has been received from this firm for 
filing their various blue pamphlets and circulars as issued. Two 
recently published pamphlets, upon whose excellent get-up and 
arrangement the firm’s publicity department is to be congratulated, 
have also been received ; one gives a finely-illustrated account of the 
Siemens works at Stafford, with many recently taken photographs ; 
the other gives descriptive particulars and pictures of direct 
coupled continuous current Siemens generators for lighting, power 
and traction. A third publication, being an illustrated price list of 
Liliput arc lamps, has also been issued; it has red covers, and 
when further lists are issued a red binder to hold these will be 
distributed. 

Messrs. W. T. GLOVER & Co, Ітр., of Trafford Park.—A 
new joint box list, and also a handy little booklet of 95 pp., 
containing electrical mining rules and data. These have 
been compiled with a special view to portability, and the giving of 
a maximum of information in the minimum of space. The mining 
data booklet is very timely because this branch of electrical work 
is undoubtedly becoming of greatly increased importance, and it 
certainly contains a great deal of valuable matter. The joint box 
list is a four-fold card giving illustrations and prices of a number 
of Glover's single, concentric and multicore joint boxes. The 
company will send a copy of cither publication to anyone 
interested. | eo * gm : 


EproN & Swan UwrrgD ELEOrRIO Lieut Co., Lrp., London, 
E.C.—A very fine and complete catalogue showing with excellent 
illustrations a variety of artistic electric light fittings. This is 
Section VI. of the company's publications, and it will be needed 
during this season by many engineers, architects and contractors. 
We may refer to it later next week. 

Forest Crry ELECTRIC Co.,3, Gore Street, Piccadilly, Manchester. 
—A small 8 pp. pamphlet giving A few plain facts about rail bonds”; 
the “Forest City” protected bond, its manufacture, method of 
fixing, and its advantages, are described, jandifa list is given of 
с systems in the United Kingdom on which such bonds are 
used. : 

THE SIMPLEX STEEL Сохрот Co., Lrp., Birmingham.—Leaflet 
describing their watertight station junction and bracket boxes, a 
large number of which are used in the wiring of the Metropolitan 
and District Railway Stations. Large quantities are also being 
supplied for colliery service. Copies of this leaflet will be sent on 
application to the company. | 

Mxssns. JaMES LuMB & Sons, Evulcan Street Works, Elland.— 
Circular relating to Siemens'-Martin “ Evulcan" steel castings. 
The company's cast-steel wheels have been employed oh the Halifax 
tramway system with very satisfactory results. 

The GENERAL Егествіс Co., Lro., are circulating a handy 
whistmarker as a novel form of keeping their Robertson Wytelite 
Lamps before engineers and the public. 


5 Эў 
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LIGHTING AND POWER NOTES. 


Aston.—On October 5th a L. G. B. inquiry was held 
relative to the application of the T.C. for a loan of £50,000 for the 
E.L. undertaking. It was explained that the loan obtained in 1902 
had been exceeded by £20,000, the main items of excess being 
£8,515 in respect of cables, and £5,362 spent on motors and free 
wiring. With regard to the balance of £30,000, that was for the 
extension of the power station and plant. There was no 
opposition. | j 


Australia.—SxvbNEY.—At die last half-yearly meeting 
of the Empire Electric Light Co., the chairman, Mr. Robert Imray, 
in moving the adoption of the report and balance-sheet, stated that 
during the half-year under review, 22 per cent. more energy was 
sold than in the similar period of last year. f dividend at the 
rate of 6 per cent. annum was declared, £1,000 plaged to the 
reserve fund, and the alance carried forward. us | 


Barnes.—The U.D.C. has decided to allow consumers 
of energy for power and heating the following discounts off their 
accounts :—6,000 units and under 8,000, 20 per cent.; 8,000 units 
and over, 25 per cent., when those amounts are reached monthly. 


Brandon.—The U. D. C. Bas received from the County 
of Durham Electric Power Distribution Co. a request for consent 
to their application to the В. of Т. for a prov. order; it was 
pointed out by the company that unless consent was given at 
once it would be too late, but the Council has decided to await a full 
report from a committee. The company has offered to supply 
energy when available for public lighting at 378. per lamp per 
annum. = 


Brixham.— The В. of T. will not allow Messrs. Edmund- 


son's Electricity Corporation to run н.т. cables along the road from 
Kingswear, and in consequence the Corporation is unable to carry 
out its scheme for lighting the public lamps with electricity, the 
tender of £500 for which was accepted in September last. At the 
time of inquiries the Brixham Gas Co. offered to provide 200 Kern 
burners and undertake the public lighting for ten months’ lighting 
over five years at an annual sum of £400, a difference of £160 per 
annum on their original tender. It has now been resolved to accept 
this latter tender, and also to support the application of the Gas 
Co. for powers to lay down plant and undertake the supply of elec- 
tricity for lighting and motive power in Brixham, subject to certain 
agreemcnts. 


Buckingham.—tThe local E. L. company has reduced 
the price of energy from 8d. per unit to 7d., with a rebate of 5 per 
cent. 


Burslem.—The T.C. has fixed the following prices for 
energy for power:—Up to 500 units per quarter, 2d. per unit; 500 
to 1,000, 13d. ; 1,000 to 5,000, 14d. ; 5,000 to 10,000, 13d. ; 10,000 to 
25,000, 1d. ; 25,000 to 50,000, 3d. ; above 50,000, 4d. 


Carnarvonshire.—The hauling by road of some of the 
machinery to the works of the North Wales Power and Traction 
Co. has resulted in considerable damage being done to drains and 
culverts. The С.С. surveyor has presented a report to the Council, 
in which he states that a claim for expenses incurred during the 
six months ended July 8th last amounting to £1,269 has been sent 
in. The claim has not been satisfied yet, but the company has 
promised to pay. Nearly all the drains and culverts over which 
the heavy traffic passed were broken or damaged. Some of the 
castings hauled weighed about 14 tons, apart from the weight of 
the traction engine and wagons. The Councilhas accepted plans 
showing the route of the transmission lines from the power house 
to Quellyn Lake, and the branch line to the Dinorwic Quarries, 
also showing the transmission line from the power house to the 
Oakeley Quarrics, plans of road crossings, and designs for showing a 
safety device for crossing roads. LE | í 
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. Castleford.—The В. of T. recently asked the U.D.C. 
whether it proposed to carry out an E.L. scheme under the prov. 
order, and whether any company or person had intimated that they 
proposed to apply for an E.L. order. The Council on October 11th 
decided to rep Ч that it was its intention to find the capital for а 
scheme, and to lease the undertaking. 


Chester-le-Street.—The County of Durham Electrical 
Power Distribution Co. has again asked the R.D.C. to consent to 
the County of Durham Electric Power Supply Co.’s application 
to the-B. of T. for permission to usc overhead mains, it being 
pointed out that the two companies are in reality one financial 
interest, but have separate statutory powers. If consent were 
granted, energy would be supplied by the company at 34d. per unit, 


application be acceded to. 


less 6 per cent. A member has given notice to move that the 


Continental Notes.—ITALT.— Application has been 
made to the Cosenza prefectural authorities to install a hydro- 
electric plant on the River Ampolino at San Giovanni, for the 
operating of an electric tramway between Cosenza and Cotrone, and 
for lighting purposes at Silani. 


-Franoz.—An electric power station is being erected at St. Denis, ^ 


and the machinery to be installed consists of four 5,000-Kw. turbo- 
alternators, to generate three-phase current at 25 cycles, 5,000 
volte. A 300-K w. p.c. set is also to be put down for excitation 
purposes. | 

An electric power station is to be constructed at Brest. 

GEBMANY.—We learn that Messrs. Brown, Boveri & Co. have 
recently constructed for the Rhenish-Westphalian power station a 
steam turbo-generating set, which is direct-coupled to a 5,000-Kw. 
alternator and a D.c. machine of 1,500 kw. The set is designed for 
a speed of 1,000 r.p.m. ; 

m the Flektrotechnische Zeitschrift we note that on April 1st, 

1904, there were 1,028 central power stations ín operation in 
Germany, seven times as inany as there were 10 years ago, and 89 
more than for the previous year. The 1,028 plants are divided over 
993 localities; 313 belong to the municipalities, nine to the State, 
and 690 to private individuals or companies. There are 14 of 
which the ownership is not indicated. Eighty-two per cent. of the 
plants supply continuous current. 


Dumfries.—Fally £3,000 worth of electrical machinery 
and buildings were destroyed by fire at Dalskatrth Mansion House, 
near Dumfries. All the electric plant was ruined, and Mr. Campbell, 
the engineer, received serious burns. The fire was caused by 
some oil on the engine becoming ignited. 


_Dunfermline.—The Fife Electric Power Co. is nego- 
tiating with the T,C. in regard to supplying electricity ; and the 
National Gas Engine Co., of Manchester, has offered to put down 
suction gas plant, generate electricity, and pay interest, depre- 
viation and sinking fund, at 4d. per unit, or considcrably below the 
terms of the Fife Co. 


Edinburgh.—A_ recommendation has been made by the 
E.L. Committee that condensing plant be provided at Dewar 
Place station, at a probable cost of £13,000, and at M’Donald Road 
station, at a probable cost of £28,500; that authority be granted 
to make arrangements with the N.B.R. Co. to take water from the 
Union Canal for condensing at Dewar Place station ; and that pro- 
vision be made in the Bill which is to be promoted in Parliament, 
for powers to take water from the Water of Leith, for the M’Donald 
Road station. It was stated that it was proposed to lay а 30-in. 
pipe from Port Hamilton, and draw the water from the Canal to 
Dewar Place, whence it would be returned to the Canal by pipes 
leading to Port Hopetoun. Against the capital charge involved— 
about £845 per annum—there would be a saving on the coal bill and 
the water bill, and an increased output. In all £2,360 would be 
saved, as against the £845 of outlay. The N.B.R. Co. would require a 
certain sum per annum—4130 had been indicated—for the use of 
the water. As regarded M'Donald Road, there would not be the 
same immediate economy, and against this scheme there would be a 
saving in coal and other things, amounting to £1,955. The T.C. would 
require to go to Parliament to get powers, and it will be necessary to 
obtain increased borrowing powers or meet the cost out of revenue. 


It has been agreed that a report on the subject be printed and 
cireulated. 


Falmouth.—Electric light cables are now being laid 
throughout the town. 


Blaenau Festiniog.—The T.C. оп Friday decided to 
engage Mr. Yate, manager of the local E.L. Co., to maintain and 
light the public lamps for £50 for the season, in lieu of appointing 
a lighting superintendent. 


Gellygaer.—The U.D.C. on October 12th considered the 
H. L. question, and it was decided to apply for a prov. order. 


Gomersal.—The U.D.C. has decided not to oppose the 
application of the Electrical Distribution of Yorkshire, Ltd., for 
powers to supply electricity in the Council's area. 


Gravesend,—In view of the plant at the Corporation 
electricity works being fully loaded, the engineer aud surveyor have 
heen directed by the T.C. to submit reports for a scheme of 
extensions. . - 

The T.C. has instructed the electrical engineer to report on the 
proposed adoption of a free-wiring scheme. 


Grimsby.—The T.C. has resolved to expend £9,500 on 


extensions to the electricity works, and also £8,500 on mains 
required to supply the G.C. Railway Co. with energy for lighting 


and power. 


Hindley.—The Electricity Sub-Committee has recom- 
mended the U.D.C. to make arrangements with the Lancashire 
Electric Power Со. for the working of the E. L. order. 


Horsforth.—The U.D.C. has decided to negotiate with 
the Yorkshire Electric Power Co., with a view to ascertaining 
whether the company would be prepared to undertake to put into 
operation the E.L. Order obtained by the Council, and upon what 
terms. 


Huddersfield.— Parliamentary powers are to be sought 
by the T.C. for the wiring of houses for lighting purposes and 
the supply of energy to authorities outside the borough. 


Hulton Colliery.—Referring to our recent note to the 
effect that an electrical installation had been put down at the 
Hulton Colliery Co.’s new Pretoria Pits, Mr. W. Bolton Shaw, 
electrical engineer to the colliery, informs us that the elec- 
trical installation at these pits (officially known as the Nos. 3 and 
4 Atherton Pits) was put down some threc years ago. Considerable 
extensions are now being carried out, including the transmission of 
about 300 Kw. by overhead wires at 3,300 volts to other pits on the 
eolliery. 


Ince.—Wigan T.C. has asked the U.D.C. whether it 
will entertain the idea of transferring the E.L. order to the Cor- 
poration, and a sub-committee has been deputed to ascertain tho 
terms upon which Wigan would be prepared to take over the order. 
The B. of T. has intimated that it is not likely that any further 
extension of time will be granted. 


India.—Mvssoontk.—From Гнат Engineering we learn 
that the Municipal Board has applied for a loan of Re. 7,30,000 from 


the Government for the Mussoorie hydro-electric water supply and 


lighting scheme. 


Llangollen.—The  U.D.C. has again deferred its 
decision regarding the adoption of an E.L. scheme, for further 
investigations to be made. The Lighting Committee had 
visited Liverpool and Hoylake and inspected the street lighting 
there, and reported that with рав at the price,” incandescent gas 
was cheaper than electricity. 


London.—Hampstrap.—The B.C. has resolved to alter 
its charges for energy for private lighting from 6d. per unit, onc 
hour maximum demand, per half-year, and 24d. after, to: Maxi- 
mum demand system, during two winter quarters, 6d. for two hours 
and 14d. nfter, and for the two summer quarters a uniform rate of 
134. per unit; flat rate system, 4d. per unit. 

BERMONDSEY.—The B.C. has resolved to apply to the L.C.C. for 
sanction to а loan of £5,390 for the following extensions to the 
plant at the electricity works:—500-kw. steam dynamo, £2,950 ; 
switchboard extensions, £325: boiler, £1,800; piping, £215; con- 
tingencies, £100 ; total, £5,390. 

BATTERSEA.—A breakdown occurred at the B.C. electricity 
works on Saturday last at 9.15 p.m. This, we are informed, was 
caused by the armature of a 750-K w. turbo-generator failing at a 
time when it was supplying three-quarters of the total output. 
The supply was resumed at times varying from 10 to 45 minutes to 
various sections of the network. 

FuLHAM.— The auditor of the electricity accounts has pointed 
out to the Joint Finance and Electricity Committee that there is 
no authority in law for the combination of the electricity and 
destructor undertakings as a single enterprise. He further states 
that the electricity revenue is charged with the cost of maintaining 
the dust destructor, and the general rate is charged, and the elec- 
tricity revenue credited with the value of the work of destroying 
refuse. Another point raised is the cost of providing the electric 
lamps and pillars for public lighting, which bas been treated in the 
accounts ав a charge upon electricity revenue; the cost of provid- 
ing the lamps should be transferred to the general fund. The 
charge for are lamps is at present £25, out of which all capital 
charges, maintenance, &c., are provided. The Committee has 
agreed to revise its system of book-keeping to meet the auditor's 
views. 

From Mr. A. J. Fuller, the borough electrical engineer, we have 
received a well illustrated and nicely printed pamphlet, giving par- 
ticulars and general information on electricity for lighting, heat ing, 
cooking, ventilating, and motive power purposes. It has been 
prepared for circulation among intending consumers in tbe 
borough. 


Louth.—With reference to the refusal of the L. G. B. to 
erant a loan of £17,000 for the establishment of ап electricity 
undertaking, the T.C. has resolved to ascertain whether the time 
for carrying out the prov. order will be extended. If «o, leave to 
transfer it to a private company will be sougbt. 


Mexico. —Application has been made to the Mexican 
Jovernment by the Compaguie Miniere de Guadalupe de Los 
Reves to put down a water-power plant, on the River Piaxpla, in 
the San Ignacio district. The electrical energy generated is to be 
utilised in the ore-smelt ing works of the company. 
кыым». 4 

‘(Continued on page 639.) 
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.WIDNES-RUNCORN ELECTRIC TRANS. 
| PORTER BRIDGE. 


NOME time ago we recorded the formal opening of the electric 
transporter bridge which has been constructed over the 
River Mersey, between Widnes and Runcorn. This type 
of bridge has attained considerable prominence of late, 
several having been constructed abroad, while in addition to 
the Widnes bridge there is one under construction at New- 
port; a few particulars of the arrangement, therefore, 
especially as regards the electrical system, may be of interest 
to our readers. 

The bridge itself is a handsome structure of the stiffened 
suspension type, with two main girders at a height of 
82 ft. above high-water level. The span of the bridge is 
1,000 ft. A trolley 
runs along the gir- 
ders, from which a 
travelling platform 
is suspended by 
steel wire ropes, the 
platform ог саг 
being at such a 
height that when 
it is brought to 
rest at the ter- 
minals vehicles and 
passengers can pass 
on to it directly. 
The platform is 
capable of ac- 
commodating . 300 
foot passengers, at 
the same time as. 
four two-horsed. 


> 


wagons, and the 
trip across occupies 
2} minutes. 


The trolley is 
carried on 32 
wheels, of which 
16 run on each 
rail, and is 
driven by motors 
mounted in the 


„ 
1 
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The power house is erected: within the left-hand. tower, 
on the Widnes side of the river, and contains the whole of 
the generating plant, which is driven by two gas engines made 
by Messrs. Crossley Bros., Ltd., each capable of developing 
75 B.H.P. The cylinders are 16 in. in diameter, with a 
stroke of 21 in., and run at a speed of 210 r.p.m. ; the gas 
is suppliel from the Widnes town gas mains. The 
engines are fitted with the usual silencers and water-cooling 
pipes, the water snpply being obtained from a large tank 
fixed at the top of the engine house. Either of these engines 
is capable of providing the whole of the power necessary to 
work the bridge, the other set being held in reserve. 

To each engine is directly coupled a Mather & Platt 
multipolar dynamo of 48 Kw. capacity, capable of giving a 
continuous output of 90 amperes at a pressure of 525 volts 

when -running at 

210 rpm. The 

engine. room also 

contains a booster 
consisting of motor 
and generator 
directly coupled; 
this is used for 
boosting the pres- 
sure when charging 
the accumulators, 
and also for main- 
taining the voltage 
‚оп the line, and 
equalising -the load 
on the. generating 
dynamos. The ac- 
cumulator referred 
to is shown im our 

view. on p. 638; 

it is placed in a 

room above the 
| engine room, and 

consists of 245 

cells supplied by 

the Chloride Elec- 
tric Storage Co., 
having a capacity of 

90 amperes for one 

hour. The cells are 


END VIEW ОЕ BRIDGE AND CAR, SHOWING PowER HoUsE. 


centre of the 
trolley, which receive power from a generating station on 
the bank. 

The bridge was constructed by the Arrol Bridge and Roof 
Co., of Glasgow, to the designs of Messrs. J. J. Webster, of 
London, and J. T. Wood, Liverpool. The accompanying 
illustrations show the bridge and the transporter car. 

The contract for the supply and erection of the electrical 
plant was placed by the Widnes and Runcorn Bridge Co. 
with Messrs. Mather & Platt, Ltd., of Salford Ironworks, 
Manchester, who have made a special study of the electrical 
working of bridges, two swing bridges over the River 
Weaver (described in our issue of February Ist, 1901), as well 
as the rolling bascule bridge at Barking, having been equipped 
with electrical plant by them ; and the experience thereby 
gained has enabled them to introduce improvements on the 
methods previously used in the case of transporter bridges. 


mounted on insu- 
lators carried on suitable stands. In the corner of the engine 
room is the main switchboard, arranged with three panels : 
one for the dynamos, with the necessary main and regulating 
switches and measuring instruments; the second for the 
accumulator cells and booster, similarly fitted up: and the 
third panel for the feeding and lighting circuits. 

From the switchboard the two main supply cables are led 
up by the tower, and across to the main girders of the 
bridge, where they are attached to two overhead T-shaped 
conductors, which are carried by insulators below the cross 
girders of the bridge ; from these the current, is collected by 
trolley arms, whence it passes down to the controlling 
apparatus in the driver's cabin, which is placed on the top 
of the transporter car. The regulating apparatus consists of 
a circular type controller, by means of which the starting, 


regulating and stopping of the motors on the travelling 
G 
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trolleys are effected. From the controller cabin the wires are 
led straight up to the motors, which are fixed on cross 
girders connecting the pairs of trolleys, 
which run on the continuous main 
girders of the bridge. The motors 
are of Messrs. Mather & Platt's steel- 
clad entirely-enclosed type, as shown here- 
with, and are capable of, developing 35 
B.H.P. each, when supplied with current at 
a pressure of 500 volts; they drive 
by means of gearing and shafts the 
driving wheels of the trolleys, and 
are arranged also to act as brakes 
for stopping the car. As shown 
in our views, the motors are entirely 
exposed to the weather. The control 
abin also contains a small switch- 
board with the requisite switches 
апа. instruments for the information 
of the driver. 

In addition to supplying the plant 
for the power, Messrs. Mather & Platt, 
Ltd., have also supplied and erected 
the electric lighting installation of 
the bridge; this consists of five arc 
lamps in each of the four lanterns at 
the summits of the towers, and incandes- 
cent lamps in standards on the approach 
roads on either side of the river, as 
well as the necessary lights on the car itself, and in the 
waiting rooms and offices on the landing stages. 


REVIEWS. 


The Insulation of Electrical Machines. By Н. W. TURNER 
and Н. M. Новлвт. London: Whittaker & Co. 1905. 
Price 10s. 6d. net. 

This work deals with a subject which has hitherto received 
less consideration than any other point in the construction 
of dynamo machinery. Other materials, such as magnet 
steel, armature stampings, copper, &c., have been the subject 
of progressive scientific investigation, resulting in a 


continuous improvement in their quality, whereas insulating 
materials have been largely neglected, owing, probably, to 


VIEV OF MOTOR AND TROLLEY. 


the fact that their scientific treatment offers greater 
difficulties than is the case with other substances. 

In the preface, the authors remark that the insulation of 
cables is the only case in which the use of insulation 
materials has been reduced to some degree of exactness. 
Against this, however, we would point out that the insulation 
of cables does not usually have to withstand the mechanical 
stresses and frequent heating and cooling to which the 
insulation of machines is subject, and is consequently a 
simpler matter to deal with. 

In defining the * insulation" of a given material, the 
authors point out that this depends on two qualities, the 
ohmic resistance and the disruptive strength. The values 
of these two qualities are not necessarily high in the same 
substance; in fact, the authors mention that generally a 
substance having high ohmic resistance will have a lower 
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disruptive - strength than one the ohmic resistance of which 
is lower. A high disruptive strength appears to be of more 


importance than high ohmic resistance, and consequently a 
high voltage test is better than a measnrement in megohms 
of the insulation resistance of a machine. 

The authors describe and illustrate various apparatus for 


— 


Pa 


ell АС 
: PP s m — 
„ 
AS 


E 


Bee 
a XL SE 


—— A 


d 


| 


<P") a eee = 


— 


| 


N 
BRA 
He — 


ар 

‚(А 

TUN A — 
— 
Ta 


INTERIOR OF CAR, AND DRIVER'S CABIN. 


investigation. 


testing insulation, and give a number of curves, taken ex- 
perimentally, showing the electrical characteristics of various 


insulating substances. 


In a chapter on the properties of insulating materials, 
some curves of a most interesting nature are! given, showing 
the energy losses in insulating materials under different 


conditions, as welli as 
the energy losses in the 
armature insulation 
or ltwo Westing- 
house 5, 000-Kw. alter- 
nators. 

In a chapter on 
silk and cotton-covered 
wires, а curve is given 
showing the per- 
centages by which 
the average com- 
mercial double cotton 
covering increases the 
weight of copper wire. 

This is а useful 
curve for estimating 
the weight of d.c.c. 
wire for ordering, as in 


the case of the smaller 


sizes of wire the 
weight of the cover- 
ing forms an appre- 
ciable proportion of 
the total weight. 

Some curves are 
also given showing 
prices of insulated 
wire in “shillings per 
kilogram,” a curious 
mixture of units. A 
number of chapters are 
devoted to descriptions 
and tests of various 
insulating materials, 
such as mica, micanite, 


' 


ambroin, impregnated papers and cloths, &c., all of which 
contain useful information for the dynamo designer. 


The recommenda- 
tions of the Standard- 
isation Committee of 
the American Insti- 
tute of Electrical 
Engineers for speci 
fications relating to 
insulation tests of 
machines are given, 
and appear to us 
to be the best we 
have yet seen. In 
particular, their 
remark that one 
megohm is sufficient 
insulation resistance 
for any machine 
should be noted by 
those engineers who 
are in the ba bit 
of specifying such 
insulation resist- 
ances as 25 megohms 
or more. 

A valuable feature 
of the book is 
that it brings to- 
gether the results of 
the investigations of 
all the principal 
workers, while it dis- 
closes to us the ex- 
tremely back ward con- 


dition of knowledge on the subject, and shows the 
necessity for extended work in the field of experiment and 
C. W. H. 


ACCUMULATOR LOCOMOTIVES. 


For the purpose of removing excavated material and taking 
in! the. cast-iron, ‘segments, sleepers, rails, and other 


PART OF ENGINE-ROOM, SHOWING GAS-DYNAMO, BOOSTER AND SWITCHBOARD. 
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г materi 1 required in the construction of the Great Northern, of steel, and are so arranged that they join the portion 
Piccadilly and Brompton Tube Railway, two electric loco- carrying the battery; the latter rests on the Jarrah wood 
motives worked by storage batteries are employed. floor in two divisions, separated by a lattice girder frame, 
The locomotive . the top of which 
bodies are 50 ft. supports a series of 
6 in. in length sloping doors cover- 
over the buffers, ing the batteries. 
and 49 ft. 3 in. These were supplied 
over the body, by the Chloride 
and are constructed Electrical — Storage 
of steel with a Co., Ltd., of Clifton 
flooring of Jarrah Junction, Мап- 
wood. The floor chester, and consist 
frames are of of 80 cells of the 
channel steel 9 in. C.W. type, with 
x 33 ih. x $ in., a normal discharge 
the side sills being of 179  amperes, 
8. in x 2 in. x and a maximum 
l in. steel girders. emergency rate of 
800 amperes, the 


The width is 8 ft., 
and the. height total available 


from та level energy being 
to tops of cabs 230.400 watt- 
9 ft. 6 in. hours. 


At each end there 
is a drivers cab 
fitted with a British 
Thomson - Houston with lids, The 
master controller, ~~ $ | ; total weight of each 
and one cab is ex- locomotive is about 
tended in length so 65 tons, of which 


The plates are 
contained in lead- 
lined wood boxes 


View or MOTOR AND GEARING ‘TRANSPORTER BRIDGE). 


ACCUMULATOR LOCOMOTIVE WITH CovERS RAISED, 


SHOWING BaTTERY. 
BATTERY Room (TRANSPORTER BRIDG! 


GREAT NORTHERN PICCADILLY & BROMPTON RAILWA 


ACCUMULATOR LOCOMOTIVE.8 


as to laccommodate the controlling apparatus, air com- 31 tons represents the weight of the batteries. There are 
pressor and air receiver. The cabs are constructed entirely two motors, wound for 160 volts. The free running speed 
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on the level when hauling a load of 60 tons is from 7 to 9 
miles per hour. | 

. Each locomotive is fitted with automatic centre-coupler 
buffers and Westinghouse air-brake. Both were built by 
Messrs. Hurst, Nelson & Co., of Motherwell, the electric 
equipment being supplied by the British 'Thomson- Houston 
Co., Ltd., of Rugby. | 


a 


LIGHTING AND POWER NOTES. 


— — E I 


(Concluded from page 634.) 


Merley.—From the Corporation's annual abstract of 


accounts, it appears that the net deticit on the electricity works for 
the year ended March 31st last was £1,241, ns compared with 
£957 for the previous year. The balance of profit carried to net 
revenue account was £605, as compared with £831. Financial 
charges were :— £981 interest on loans, £76 bank interest and £789 
transferred to the sinking fund. | 


Ossett.—Referring to our note last week, a deputa- 
tion from the Corporation has since waited upon the B. of T., and 
the latter has now granted the Corporation sufficient time to put a 
small plant into operation. 


St. Mellon's.—The U. D.C. has appointed a Committee to 
confer with the promoters of the scheme for supplying energy to 
Rhymney Valley, which is in the arca of the Council's district. 


South Africa.—JouaNNEsBURG.—Electric power con- 
sumers have largely increased, and the T.C. has now approved of 
the tariff being amended to a minimum rate of 18. 3d. for each 
one-third н.р, · 

East Lonpon.—The electrical engineer has been instructed by 
the T.C. to report: — (1) As to the amount of energy at present 
available for power purposes; (2) as to the amount of energy for 
power cengumed at the present time; and (3) upon the prospects of 
the demand for power in the future. 


Swanage.— The Bournemouth and Poole Electricity 
Supply Co. is negotiating with the U. D. C. with a view to an 
arrangement being come to for the company to obtain a prov. 
order for lighting and power purposes within the district. 


Swinton and Pendlebury.—4A new agreement between 
the U.D.C. aud the Lancashire Electric Power Со. for electric 
lighting hus been arrived at. A continuous supply iu bulk is to be 
guaranteed at prices varying, according to demand, from £6 per Kw. 
per annum to £3, plus jd. for each unit supplied. The maximum 
price to consumers for lighting is 4d. per unit, for power 24d., 
and for public lighting 24d. 


Todmorden.—The new electricity works of the Tod- 
morden Corporation were opened last week. The chairman of the 
Electricity Committee, Mr. Handley, started the engines, and the 
Mayoress switched on the supply. The works were designed by Mr. H. 
Waring, borougb electrical engineer, and have cost about £18,000; 
Messrs. Bruce Peebles & Co. have supplied two dynamos, one of 
150 Kw. capacity and one 75-Kw.; and the cables have been laid by 
Messrs. W. T. Glover & Co., Ltd., of Trafford Park, Manchester. 
Consumers will be charged by the Corporation at the rate of 5d. per 
unit and 1s. per quarter meter rent. In connection with the new 
works the Council has provided a refuse destructor and buildings 
at а cost of between £5,000 and £6,000. The destructor is one of 
Messrs. Meldrum Bros.' well-known type. 


Whitehaven.—The T.C., after making various inquiries 
where free wiring is carried out, has decided not to adopt the 
system. 


Widnes.—At the meeting of the T.C. on October 11th, it 
was] reported that the time limit for carrying out the E. L. 
order, which had been transferred to the Mersey Electric Supply 
Co., expired on August 15th. It was also stated that the company 
was prepared to go forward with the scheme, and to refund the 
cost of a further application for power to transfer. It was decided to 
apply for these powers. 


Wisbech.—In consequence of a letter received from the 
L.G.B., the contract with the National Electric Construction Co. 
haa been revoked. 

The T.C., on the recommendation of its E.L. Committee, has 
decided not to abandon its prov. order, but to apply fora 
further order under the E.L. Acts, amending the order of 1901, 
whereby the period for carrying it into effect should be extended, 
and. also to enable the Council to transfer the undertaking to some 
company for the purpose of supplying energy within the borough, 
and to open fresh negotiations with the National Electric Con- 
struction Co. or some other company, the latter to take over the 
financial responsibility. 


TRAMWAY AND RAILWAY NOTES. 


Belfast.—The opening of the new electric tramway 
system has been provisionally fixed for November 14th. That will 
be only two weeks over the stipulated period for the conversion of 
the lino. There ів still a good deal of the overhead work to be 
done, but extra gangs have осоп put on to push forward the work 
as vigorously as possible. The power machinery is well forward, 
but the building will not be completed for a week or two. Prac- 
tically 46 miles of track are rcady for the clectric cars. 


Bournemouth,—The completion of the tramways was 
celebrated on Tuesday by the opening of the line to Christchurch. The 
line extends 34 miles through picturesque scenery to the terminus at 
Christchurch, within a few minutes’ walk of the historic Priory 
Church, and there are 55 miles of track. The main trunk line of 
the system, part of which through the centre of Bournemouth is 
conduit, covers 10 miles, and connects the county borough of 
Bournemouth with the county borough of Poole and with the 
ancient borough of Christchurch. “The new line to Christchurch 
will be used chietly for pleasure purposes, as many thousands of 
visitors go to Christchurch during the summer months to inspect 
the interesting Priory Church ; and some idea of the number may 
be obtained from the fact that the admission fees to the church 
average annually over £700. , | 

The Corporation altered the route previously suggested, carrying 
the line from the south-eastern extremity of the borough, and 
crossing the River Stour by a new bridge. The contract for the 
construction of the permanent way was carried out by Messrs. J. G. 
White & Co., of College Hill, London, and their price was 
£39,000, whilst the overhead apparatus was erected by the British 
Electrical Equipment Co. The bridge is the work of the Yorkshire 
Hennebique Construction Co., and is 350 ft. in length x 29 ft. 6 in. 
in width, whilst the. widest span is 41 ft., and other spans 25 ft. 
Tests made two days previously with loaded cars on the bridge 
proved entirely satisfactory. 

The 34 miles of tramways to Poole cost the Bournemouth Cor- 
poration £120,000; 14 miles of trantways in the borough of 
Bournemouth cost £260,000 ; and the 34 miles to Christchurch cost 
between £50,000 and £60,000, making a total оѓ £440,000. There 
are altogether 21 miles of tramways. Already from the Bourne- 


. mouth line, after two years' working, a surplus has accrued of 


£17,800, after payment of interest and redemption of capital. Last 
year the receipts were £56,000, or an average of 18. per car-mile, 
the ‘expenses £33,592, and the gross profits £22,731, equal to 
4'68d. per car-mile. The passengers carried equalled the population 
of Bournemouth 167 times over. 

The opening ceremony on Tuesday commenced at 1.30 with 
a procession of seven gaily decorated cars, headed Ъу 
the saloon car, from the Square to Christchurch. The pas- 
sengers were the Mayors and Corporations of the three boroughs 
of Bournemouth, Poole and Christchurch, with their wives 
and other ladies, also representatives from Branksome, a number of 
officials, and leading electrical engineers, who came by special 
train from London at the invitation, of Messrs. J. G. White & Co., 
of London, the permanent way contractors for the whole of the 
Bournemouth system. At Tuckton Bridge, which is a new structure 
for tramway purposes, the Mayoress of Bournemouth declared the 
bridge open, and the Mayor of Christchurch (Col. Monckton) wel- 
comed the visitors, and again at Christchurch Town Hall the 
Mayor of Christchurch extended welcome, which was acknowledged 
by the Mayor of Bournemouth (Ald. J. Elmes Beale, J.P.) and the 
Mayor of Poole (Mr. F. W. G. Watkin). The outward and return 
journeys were accomplished without hitch or accident of any kind 
on the system, but, unfortunately, when at Boscombe on the return 
journey, & horse attached to a victoria, in which two ladies were 
riding, shied and collided with the second tramcar; but the occu- 
pants of the carriage, although thrown out, escaped witbout serious 
injury. The guests, on arrival at the Square, proceeded to the 
Winter Gardens, where the Mayor and Mayoress of Bournemoutli 
held a reception, and congratulatory speeches were made. In thc 
evening Messrs. J. G. White & Co. entertained the Bournemouth 
Corporation and the Corporations of Poole and Christchurch at a 
banquet at the Grand Hotel, Bournemouth. 


Bournemouth-Swanage.—The Poole T.C. has given 
its consent to а scheme which is about to be promoted for a light 
railway to be constructed, starting from the County Gates, Bourne- 
mouth, and running through Branksome Park and Sandbanks to 
Studland and Swanage, a distance of some 8 or 10 miles. 


Bradford.—The Corporation has determined to lay down 
a traction cable from the junction of Thornton and City Roads to 
Whetley Lane at a cost of £1,890,and to provide a booster in connec- 
tion with it at а cost of £400. In view of an increased demand for 
motor-trucks, the Corporation has decided to obtain three addi- 
tional electrical equipments, including 35-H.P. motors, controllers 
and accessories, at а cost of £185 each from the British Westing- 
house Co., Ltd. 


Continental Notes. HolLAN D.— According to the 
Kölnische Zeitung, the Holland-American Construction Co. has 
been registered at Rochester, with a capital of $1,000,000, for the 
purpose of constructing light electric railways in Holland. 
The company has undertaken to build a network of electric lines of 
a total length of 115 miles. The lines are to traverse the country 
in a south-easterly direction from the North Sea to the German 
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frontier. Mr. J. George Kaelber, who has obtained a concession 
for the construction of the railways, is at the head of the new com- 
pany, which, in addition to American capitalists at Rochester, 


Pittsburg and New York, is also said to include Mr. J. H. Lukach, 
of London.— Financier. 


Geneva Tramways Co.—The traffic receipts for the 
mouth of September, 1905, amounted to 222,367 fr.—an increase 
ever the corresponding period of 1904 of 14,515 fr. 


Huddersfield.—From a financial statement relative to 
the Corporation tramways for the six months ended September 
30th, it appears that the capital outlay to date is £414,667. The 
miles run are 886,791, against 864,306 last year. The income is 
£38,299, or 10°36d. per car-mile, against 10 38d. last year. The 
total working expenditure amounts to £19,010, or 5°14d. per car- 
mile, compared with 516d. last yenr. The gross surplus is 
£19,288, or 5:22d. per cat-mile, the same as last year. The rent of 
leased lines (Linthwaite) amounts to £603, interest on capital to 
£6,730, aud redemption of debt absorbs £4,875, making a total of 
£12, 258, leaving a net surplus of £7,031, or 1:904. рег car-mile, 
against 1:614. last year. 


Irlam.—The U. D.C. has decided to approach the Salford 
T.C. and the South Lancashire Electric Tramways Co. with regard 
to the provision of electric tramways through the town, connecting 
Manchester with Warrington and Liverpool. 


Leeds.—The tramways permanent-way department ів 
carrying out an cxperiment which, if successful, will result in the 
saving of thousands of pounds to the ratepayers, and municipalities 
will consequently await the result with the keenest interest. The 
“life” of the tramrail in the days of the horse-drawn trams was 
computed at 12 or 15 years, but with the accelerated service of 
clectric cars and the increased weight of the latter, the question of 
renewing the rails frequently has become a serious item of ex- 
penditure. Renewals are at present effected by taking up the rail 
and its concrete bed, but the new scheme aims at superimposing a 
new rail upon the foot“ when the old one is worn out, without 
disturbing the concrete. “The invention has been brought out by 
the “ Romapac" Co., Leeds, and the rails for the experimental 
section in Otley Road, Headingley, a distance of about 150 yards, 
are being supplied by Messrs. Motley & Green. By means of a 
large and heavy travelling press, the new rail is made to clasp the 
“ foot” on which it lies, and it can be easily removed when desired 

by cutting away the clasps: If successful the scheme will bring 
about a great revolution in the laying of tramlines. Details of the 
system are at present wanting. Obviously, however, the new 
detachable rail could not be fixed to existing bases, and it will not 
be possible to convert lines laid on the old system. 


Leith.—Recently the current on one of the cars ran to 
earth, and the bell connected with the circuit-breaker on the car 
failed to ring. There was a general stoppage for two hours until 
a careful examination led to the car in question being identified as 
the cause of the breakdown. 


Lincoln.—The electrification of the City of Lincoln 
tramways has been in progress about four months, and is now 
nearly completed. The scheme adopted is that known as the G.B. 
surface contact system, and Messrs. Griffith & Co., engineers, 
London, have been entrusted with the work at Lincoln, the con- 
tract price being £20,000. The agreement contains a clause binding 
the contractors, in case the system does not succeed within a certain 
period, to convert the tramways into an overhead trolley system 
free of cost. Cars, costing eaeh approximately £600, have been built 
for use on thelines by the Brush Electrical Engineering Co., at 
Loughborough. 'lhey are constructed to carry 22 inside and 36 
outside passengers each. 


Liverpool-Southport Railway.—Lieut.-Col. Druitt's 
report to the B. of T. on the accident at Hall Road has been pub- 
lished. The report states that the collision was due to inadvertence 
in leaving the points in а wrong position, disregard of rules on the 
part of signalman W. Boote, and to disregard of rules and reckless 
driving on the part of W. Rimmer, driver of the express. The 
Inspector remarks on the necessity, at all times, of complying 
exactly with all rules and regulations; punctuality and fast 
running must always give way to safety requirements. 


Llanelly.— The South Wales Power Co. has under con- 


sideration an extensive scheme of clectric traction between Llan- 
“Пу. Burry Port and Louglior. 


London, — Hackxey.— The B.C. has withdrawn its 
opposition to the overhead trolley system so far as relates to the 
Lea Bridge section, which extends from the county boundary to 
the existing tramway terminus. This is to mect the wishes of 
Leyton U.D.C. 

OVER-BRIDGE TRAMWaAys.— The question of tramways over the 
bridges was discussed at a conference held on the 11th inst. at the 
Guildhall between representatives of the L.C.C. aud the City Cor- 
poration. The proceedings were private. 


Lowestoft.—The T.C. has received from the B. of T. 
sanction to borrow the following sums in counection with the tram- 
ways :—£12,694, permanent way, buildings, &c. ; £2,581, electrical 
generating plant ;, £2,955, cars. 

Tho askessmentiof the undertaking has been reduced from £943 
to £350. | 


Macclesfield.—Subject to details of the plans, the supply 
of energy by the Corporation and the clauses of the proposed Bill 
being satisfactory, the T.C. has decided to support the East Cheshire 
Tramways Co.’s scheme for electric tramways from Macclesfield to 
Hazel Grove, through Poynton and Adlington, and an extension 
from Cheadle Hulme through Bramall to Poynton. 


Manchester.—Two “inner circle" tramway services are 
about to be started by the Manchester Corporation. The first will 
be along Whitworth Street (east and west), Deansgate, St. Mary's 
Gate, Market Street, Piccadilly and London Road, passing the 
Oxford Road, Knott Mill and London Road railway stations, and 
going within short distances of the Exchange and Victoria stations. 
For some time past cars have run from Oxford Street, along Bruns- 
wick Street, to Ardwick Green; it is now proposed to continue this 
service along Higher Ard wick, &c. „ to Corporation Street. At first the 
cars will, from this point, run to Albert Square, and thence to 
Oxford Street, completing the circle. The committee has in view 
the opening of another route from the end of Miller Street, and 
Parliamentary powers are to be sought in the coming session for а 
line down New Bridge Street, connecting with the Bury New 
Road line. These circular routes will be a great convenience to 
people wanting to reach the railway stations, and may remove the 
necessity, which some people consider to exist, fora “tube” line 
underground. The Tramways Committee has decided to increase 
the number of covered double-decked cars, being satisfied that, 
for all-round purposes and the Manchester weather (especially 
in winter time), they are the most serviceable, and produce a better 
financial return. At present about 24 of these cars, all of the 
largest size, are in use, and in a week or so the number will be 
doubled. Before the end of the year about 75 covered cars will be 
available for public service. The committec has adopted a suitable 
cover for the smaller cars, by way of experiment. 

The much-delayed Manchester and Altrincham extension, through 
Sale and Timperley, is likely soou to. be begun, and hopes are 


-entertained that next spring may witness the opening for traffic. 


The widening of Crossford ‘Bridge across the River Mersey has 
been arranged. Up to that point the Stretford lines are already 
carried, and those to connect with Sale and Altrincham, on the 
Cheshire side, will be laid concurrently with the bridge improve- 
ment. From a point on the main road a branch line will be carried 
along Northenden Road as far as the Industrial Schools, and 
ultimately to Northenden village and Gatley, where a junction 
will be effected with the Stockport system of tramways. 

The T.C. proposes to promote a Bill authorising the construction 
of additional tramways in nine streets in the city to Moss Side 
Longsight, Clayton and Moston. 


Midlothian.—The application of the National Electric, 
Construction Co., Ltd., for consent to the construction within the 
county of Midlothian of an electric tramway from Edinburgh to 
Queensbury, has been remitted back to the Suburban Committee of 
the County Council. 


Perth.—On Tuesday and Wednesday last the electric 
tramways were inspected by Mr. Trotter, on behalf of the B. of T. 
It was understood that the results of the examination were satis- 
factory. 

The T.C. has decided against running cars on Sundays. 


Ramsgate.—On Friday last, Colonel von Donop. 
Inspector of the B. of T., resumed the inquiry into the accident on 
August 3rd, when a car, with several passengers, fell over a cliff. 
The inquiry had been adjourned for the attendance of the driver of 
the car, L. W. Lloyd, who went over the cliff with the car, and was 
seriously injured. Lloyd, now called, said the car suddenly gained 
impetus at the summit of the hill, acquiring a pace of from 6 to 
10 miles an hour. He tricd his utmost to use the sand-box 
apparatus, but not a particle of sand fell on the line. He thought 
he might have checked the car and possibly have brought it toa 
standstill in another few yards, but it left the lines, and he was 
thrown off and recollected nothing more. The accident was not 
caused by his too suddenly applying the brakes. He could not 
account for the wheels skidding. The sand-box apparatus was 
useless at places where the lines curved, because the sand did not 
then fall on the rails. A conductor, named Woodward, who 
examined the rails after the accident, said he found no trace of any 
sand having been put on the lines at the spot. The Inspector 
announced that the inquiry was closed. 


Sandgate,—With reference to the proposed scheme of 
electric tramways from Folkestone to Hythe through Cheriton and 
Sandgate, the U.D.C. has decided to report favourably to the other 
local authorities in the area on the scheme of the National Electric 
Construction Co. 


Southend-on-Sea.—The T.C., on October 10th, decided 


to extend the electric tramways to Shocburyness. The entire cost 
will be £67,250, but the exact sum chargeable to the light railways 
department will be £51,250, the balance being for road improve- 
ments, &c. 


Tipton.—The U.D.C. has rejected the plans submitted 
by the Tramway Co. in reference to the reconstruction and electri- 
fieation of the line between Dudlev and Wednesbury, and has 
requested the company to prepare amended plans which the Council 
canaccept. A committee has been formed with executive powers 
to see that the trnck is properly laid and to act in conjunotion with 
the surveyor (Mr. Jewkes, who is to act as engineer on behalf df the 
Өзи) in settling any matters of dispute that may arise. 
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Wilmslew-Cheadle. — On sentimental grounds, i. e., 
the spoliation of the district, noise, dust and turmoil, and the intro- 
duction of trippers, Wilmslow U.D.C. haa rejected a recommendation 
approving of thc scheme of electric tramways between the town and 
Cheadle. 

Handforth U.D.C. has also disapproved of the scheme on the 
same grounds, while Cheadle and Gatley U.D.C. has decided to 
take such steps as may be deemed necessary to oppose the scheme. 


TELEGRAPH AND TELEPHONE NOTES. 


French Cable Co.— According to a Paris dispatch to 
the Morning Post from their correspondent, the French Government 
аге to help the French Cable Со. in their financial difficulties. 
Some of the cables are in urgent need of repair which the company 
is at present unable to effect. In view of the national importance 
of the enterprise, the Government is now preparing an arrangement 
under which the company's capital is to be first reduced, and sub- 
sequently increased by the issue of new shares guaranteed by the 
State. The lines are to become Government property after a 
certain time, but will still be worked by the company. The scheme 
will be submitted to Parliament early in the coming autumn 
session. 


Japanese Telegraph Restrictions Withdrawn.— The 


Great Northern Telegraph Co., Ltd., notify that they have been 


advised by the Japancse Telegraph Administration that a1] restrictions 
imposed upon telegrams exchanged with Japan, Korea and Formosa, 
as well asthe military censorship at Nagasaki, have been withdrawn 
from 16th inst. : 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1) Aug. 26, 1901 > 
Dominica- Martinique Мау 7, 1902 
St. Lucia-Martinique May 7. 1902 
Cayenne-Pinheiro Aug. 18, 1902 
Reissa-Issa (Yemen) Camaran Oct. 22, 1902 
meee (vied tock-Nagasaki Feb 18, 1901 

ivostock-Nag: eb. 9, 
Closed | port Arthur Chife Mar. 9, 1904 
Jamaica-Colon .. si Jan. 6, 1905 
Cadiz-Tenerif  .. s July 20, 1906 
Cotonon-Grand Bassam.. Oct.4, 1906 

LANDLINES. 

Puerto- Barrios à Ў July 98, 1902 


.. Sept. 97. 1904 .. 


Kertch-Soutehoum : ә 
ee July 18, 1906 .. ё 


Communication with Brazil vía Galveston ; 

Telephone Communication with the Continent.— 
According to a letter printed in the Liverpool Chamber of Com- 
merce Journal, the Postmaster-General says that direct telephonic 
communication between Liverpool and Antwerp is not at present 
satisfactory, and that he understands the.local exchange system at 
Antwerp is being reconstructed, and that the work will probably be 
completed in two years’ time. 

Similarly, the Postmaster of Liverpool states that, after 
September Ist, the restriction of the service of Continental tele- 
phony to Post Office subscribers only will be removed, and that the 

ational Telephone Co.’s subscribers connected with the Central 
Exchange will, from the date mentioned, be permitted to speak to 
certain places abroad. 


Wireless ‘'Telegraphy.—The ss. Jnkosi, of Messrs. 
John T. Rennie, Son & Co.’s Aberdeen Line, which sails for Durban, 
Delagoa Bay, and East African ports, has just been fitted with the 
Marconi system of wireless telegraphy, and the ss. Inanda, of the 
same line, will be similarly fitted before she leaves on ber next trip. 
These are the first passenger steamers going into southern latitudes 
to be so fitted. At present it will only be possible for communica- 
tion to be kept up as far as Las Palmas, except when the vessels are 
in touch with his Majesty’s ships at sea or at Simons Bay. 

As a result of the experiments in wireless telegraphy which have 
been in progress for three years, perfect communication has been 
established between the Eiffel Tower and Chálons, Verdun, and 
Sainte Menchould. 

A local paper says that the Marconi Wireless Telegraph Co. have 
decided to close their Chelmsford station and works, and the whole 
of the staff and plant will shortly be transferred to Dalston, 
London. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Austria.—The municipal authorities of Klattau, Bohemia, 
are about to invite tenders for the establishment of a central elec- 
tric lighting station in the town. 


Bridlington.—Novembcr Ist. One 200-Kw. steam 


See “ Offitial Notices” October 6th. | 


dynamo, pipéwotk and switchboard extensions for the Corporation. 


Olacton-on-Sea,—November 6th. Gas engines and 
dynamos, switchboard, mains, battery, meters, crane, and buildings 
for electricity works, for the U.D.C. See Official Notices” 
to-day. 


Dundee.—October 25th. The Harbour Trustees invite 
offers for the supply and erection at the Craig Pier of throe electric 
arc lamps and three electric incandescent cluster lights, with 
the necessary wiring, switches, &c. John Thompson, Harbour 


. Engineer. 


Edinburgh.—October ?3rd. Arc lamps and posts for the 
Corporation. Sce “Official Notices“ October 13th. 


Greenwich.—October 24th. The Guardians invite 
offers for repairs to the batteries at their installation at Grove 
Park Workhouse, Lee, S.E., and also for maintenance of same. 
Particulars can be obtained on application to the Master. 


London.—October 25th. Wiring and fittings for the 
electric lighting of the Bandstand in Victoria Embankment 
Gardens for the L.C.C. See Official Notices" October 6th. 


Mussoorie (Indía).—October 28rd. Supply and erec- 
tion of steel power pipes, water motors, alternators with exciters, 
switchboards complete, transformers, induction motors, pumps, 
workshop machines; also bare copper overhead mains, insulators, 
and lightning arresters, arc and incandescent lamps, telephone 
equipment, workshop tools and general stores. See “Official 
Notices " July 14th. 


Stoke-upon-Trent.— November 1st. Re-wiring portion 
of the Workhouse and Cottage Homes, and replating the battery, 
for the Guardians. See Official Notices“ October 13th. 


Spain.—November 27th. The Spanish Ministry of 
Public Works is inviting tenders until November 27th, for the 
construction of an electric tramway in Madrid, from the Ronda de 
Valencia to the Glorieta del Puente de Toledo. Particulars may 
be obtained from, and tenders are to be sent to, La Direccion 
General de Obras Publicas, Madrid. | 


Tynemouth.—November 2nd. One 165-Kw. traction 
dynamo for the Corporation. See Official Notices" October 13th. 


CLOSED. 
Ashton-under-Lyne.—The T.C. has accepted the follow- 


ing tenders :— 


Messrs. Dick, Kerr & Co., Ltd., Belliss engine coupled to Preston dynamo. 
Messrs. Babcock & Wilcox, Ltd., water-tube boiler. 
Messrs. W. B. Haigh & Co., Sugden superheaters. 


Bexley.—The U.D.C. has accepted the tender of the 
British Westinghouse Co. for the supply of a 50-kw. transformer, 
at £65 10s. : 


Bradford.—A new shaft for the Corporation's No. 10 
Willans engine has been ordered from Messrs. Willans and 
Robinson, at £266. | 


Burslem.—The Т.С. has accepted the tender of Mr. 
E. M. Evans for wiring the Town Hall, baths, Surveyor's offices 
and the fire station, for the electric light, at £318 10s. ба. 


Dewsbury.—The Joint Hospital Board has accepted the 
tender of Mr. G. J. Hood, of Dewsbury, for the supply and fixing 
of electric wall plugs with hand lamps. 


Exeter.—The T.C. has accepted the tender of Messrs. 
Hubber & Son, of Exeter, to install the electric light at the Higher 
and Lower Markets, at £130 10s. 


France.—The French Post and Telegraph authorities in 
Paris have just given out contracts as follows: — La Compagnie des 
Trefileries de Havre, 100 tons of bronze wire, 2} mm. diameter, at 
309% fr. per ton; and La Compagnie Generale d'Electricité, Paris, 
130 tons ditto, 24 mm. diameter, at 314 fr. per ton. 


Glasgow.—The Corporation has placed an order with 
Messrs. J. Н. Walton & Co., Newcastle-on-Tyne, for a Simplex 
self-acting tramway rail grinder. 


G. W. Railway.—According to the Railway Times, the 
Great Western Railway Co. and the Metropolitan Railway Co. 
have awarded contracts to the Metropolitan Amalgamated Railway 
Carriage and Wagon Co., Birmingham, for the new rolling stock 
required for the Hammersmith and City Railway, which is now 
being converted to electric traction. The electric motors and 
equipment will be supplied by the British Thomson-Honston Со. 
There will be 20 new trains, viz., ten for the Great Western 
Railway Co. and ten for the Metropolitan Railway Co., eauh train 


"consisting öf six conthes. 
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Hammersmith.—The B.C. has accepted the tender of 


Messrs, J. & A. Law, of Glasgow, at £57 10s., to extend the hand- 
rail around the switchboard nt the generating station. 


London.—IstincTton.—Thirteen tenders were received by 
the Lighting Committee for the supply of bituminous nutty slack 
coal for the generating station. The following were accepted :— 

Phillips & Co., Ltd., 10,000 tons, 2s. 6d. price at pit’s mouth, 9s. 8d. price 
delivered. 


Charrington, Sells, Dale & Co., 8,000 tons, 2s. 5d. price at pit's mouth, 9e. 1d. 
price delivered. 


STOKE NEWINGTON.—At the meeting of the B.C. on Tuesday, 
instructions were given for orders to be sent- to Messrs. Bruce 
Peebles & Co., Ferranti, Ltd., and the Electrical Power Storage 
Co., Ltd., to proceed with their contracts in respect of sub-station 
plant, switchboards and battery. 


The Metropolitan Asylums Board received the following tenders 
on Saturday for electric- lighting, power distribution, fire alarms 


and telephone installation, &c., at the South Eastern Hospital and 
Ambulance Station :— 


Bromley & Batstone, 24-26, Holborn, E.C. Р 
Buchanan & Curwen, 64, Victoria Street, 8.W. 
Foote & Milne, Ltd., 66, Victoria Street, S. W. 

Wenham & Waters, Ltd., Croydon 


(accepted) £4,894. 
dx se 5,495 


, 


LE 


585 
nha: s x ok 5,974 
Alliance Electrical Co., 28, Grafton Street, W. Т và 6,027 
Glover, F. A., & Co., Ltd., Vine Street, Clerkenwell, Е.С... 6,500 
Drake & Gorham, Ltd., 66, Victoria Street, S.W. ; T 6,590 
Belshaw & Co., 53, Victoria Street, 8.W. AS 6,894 


(Engineer-In-Chief's estimate, 25, 100.) 


e 


— 


At the Board's meeting on Saturday the Works Committee 
reported having accepted the following tenders :— 
Repairs and renewals to electric storage battery at Grove Hospital, Pritchetts 
and Gold, £25. g 
Re-arranging and re-wiring internal telephones at Head Office, Julius Sax and 


4 £42 15s. 


Rectification of electric and ordinary bell installations at Western Ambulance 
Station, ditto, £19 10s. 


ерк negative plates in storage battery at Grove Hospital, Pritchetts and 
оа, . ` | 


Messrs. A. W. Penrose & Co. have received the contract for the 
following for the forthcoming new Liberal organ, the Tribune :— 
One passenger lift; one goods lift; one 5-ton crane; one newspaper 
conveyor capable of delivering 180,000 copies per hour; the main 


eee 16 motors; and, including the -wiring, about 500 
ights. 


Oldham.—Messrs. S. Dixon & Son, Ltd., have received 
an order for one Turner's patent automatic point controller, ав 
sample, from the Oldham Corporation Tramways Department. 


Sydney, N.S.W.—The City Council has placed an order 
with the A.E.G. for the supply of 600 electricity meters. 


Taunton.—The T.C. has accepted the tender of Messrs. 
Allen & Son, of Taunton, for the supply of a tank for the clectric 
light works, at £72 5s. 


Victoria (Vancouver).—The City Council has awarded 
the contract for the supply of electrical plant for street lighting 
purposes to the Hinton Electric Co., the plant to be of the 
Canadian G.E.C. manufacture. The machinery is to be delivered 
within 75 days after signing the agreement, and it is expected that 
the new plant will be in operation this winter. The figures 
were:—Canadian General Electric Co., $9,075, (Hinton Electric 
Co.) Canadian Westinghouse Co., $9,038. 'The tenders for wire 
were:—Hinton Electric Co., $22 per 100 lb. (accepted): the 
Canadian G. E. Co., $22 per 100 Ib.; E. а. Prior & Co., $24.80 
per 100 lb. 


Wolverhampton. — The Electricity Committee bus 
accepted the tender of the Anglo-Russian Oil Co. for the supply of 
oil for two years. ы 


FORTHCOMING EVENTS. 


‘Te-day’s Events. — First Smoking Concert of the Eleetro-Harmonie Society. 
А8 p.m. Lecture at Olympia on Telephones," by Mr. F. Gill. 
Saturday, October 21st.—At 7.80 p.m. Glasgow Technical College Scientific 
iety. Dr. Н. Dyer on The Training and Work of Engineers іп 
Some of their Wider Aspects.“ 
Tuesday, October24th.—At 8 p.m. Electrical Contractors’ Association (London). 
Mr. C. J. Beaver on * Rubber used in the Insulation of Cables and 
Wires." 
Wednesday. October 25th.—At8 p.m. Tramways and Light Railways Associa- 
tion. “Оп Roller Bearings,“ by Mr. T. W. How. 
Friday, October 27th.—At 6.30 p.m. Institution of Electrical Engineers (Glasgow). 
Fourth Annual Dinner at the Grosvenor Restaurant. 
At 8 p.m. Junior Institution of Engineers. Annual General Meeting 
and First Meeting of the Incorporated Institution, 
Tuesday, October 31st.—Tramways and Light Railways Association. Visit to 
Brimsdown power station and sub-stations of the North Metro. 
' politan E.P. Supply Co., and the Metropolitan Electric Tramways 
system. Train at Liverpool Street at 1.23 p.m. ` - Ám EE 
Tuesday, November "th.—At8p.m. Institution pf-Civil Engineers: Inaugural 
| Address by the President, Sir Alexander R. Binnie. Presentation 
of the Council's Awards, and Reception ín the Library. 


THE ELECTRICAL ENGINEERS R.E. (VOLS.). 


THE following orders are issued :— 


Monday, October 28rd.—'* A Company, meeting at Headquarters at 8 p.m. | 
Tuesday, October 24th.—Medical examination and enrolment of recruits at 7 p.m 
“B” Company, meeting at Headquarters at 8 p.m. | 
Thursday, October 26th.—‘‘ C Company, meeting at Headquarters at 8 p.m. 
Friday, October 27th.—'' D" Company, meeting at Headquarters at 8 p.m. 


J. H. 8. Рнидлрв, Captain E. E. R. E. (V.) 
For O. C. E. E. R. E. (V.) 


NOTES. 


Gas v. Electricity for Street Lighting: Gross 
Misstatements on the part of the Gas Interests. — The- 
Croydon County Council has before it a proposal that the local 
gas companies shall be allowed to make an experimental in- 
stallation of improved incandescent gas lighting, which they claim 
is much cheaper than electric arc illumination. А resolution 
relating thereto was before the Council at its last meeting, when 
Alderman D. B. Miller, as chairman of the Lighting and Hlec- 
tricity Committee, made his reply. He claimed that light for 
light, and candle-power for candle-power, the Corporation could 
thoroughly hold their own. As Liverpool had been quoted as a 
place where gas had been substituted for electric light, the speaker 
read a letter from the Liverpool electrical engineer, who said :— 
“ I have never been able to trace the source of the statements that 
at Liverpool incandescent gas lighting has replaced the electric 
light. It is about nine years ago since the first electric arc lamps 
were installed by the Corporation for lighting some of the prin- 
cipal streets of this city, and this arc lighting has, from time to 
time, been considerably extended, and never from the commence- 
ment has any electric lighting been discontinued and replaced by 
gas.” Then there were other cases of statements being made at. 
variauce with facts in order to make out a case for gas. Alderman 
Miller next read a letter from Bradford, stating that there were no 
instances there of public street electric lamps having been dis- 
carded for gas. Again, as regards Islington, the letter from that 
authority ran as follows :—‘ I beg to say that gas has never been 
substituted for any portion of our electric street lighting system, 
and I can only suggest that this is one of the many deliberate mis- 
statements promoted by the gas companies throughout the country. 
At the present time we have nearly 500 arc lamps in the strects of 
the borough, and 30 are being erected, and will be connected within 
the next three weeks. Of course, we have from time to time carried 
out experiments in various side strects with half-a-dozen lamps at 
a time of the Nernst or incandescent variety; also with some pre- 
mature flame lamps, which we kept going for a few weeks and then 
removed as unsatisfactory, and it is possible the gas company 
noticed the removal and worked up a case accordingly.” In refer- 
ence to the City of London, Alderman Miller said that the type of 
electrical arc lamp in existence there was obsolete. He proceeded 
then to read a letter from the St. James's and Pall Mall Electric 
Light Co., showing that though the gas company made a determined 
effort to take the contract from them, they had secured a fresh one 
with the Westminster City Council for five years on an undertaking, 
which they (the company) had given, that the candle-power of cach 
lamp should be raised from 700 to 900. Alderman Miller reminded 
the Council that on 24 occasions they had voted unanimously for 
arc lamps, and of the success of their electricity works in giving 
£3,000 for the relief of the rates and building up a large reserve. 
The latter also belonged to the ratepayers, and would not go to a 
large company to be disbursed in the shape of heavy dividends. 
At this point Alderman Miller was interrupted by a time rule, and 
the debate stood adjourned till 23rd inst. E 


The New Graving Dock at Southampton,—The new 
graving dock of the L. & S.W. Railway, when in use, will con- 
tain 85,000 tons of water, which, by means of two 48-in. centrifugal 
pumps, manufactured by Messrs. Gwynne, of Hammersmith, can 
be emptied in 24 hours. The pumps are driven by direct-acting 
vertical engines, to which steam is supplied from a battery of seven 
boilers of the locomotive type. A 12-in. centrifugal pump is also 
installed to deal with any water that may perchance leak in when 
the dock is empty. The same boilers will also serve to drive the 
six sets of dynamos installed in a new electric power station, built 
on the westerly side of the dock, to replace a structure which is 
now inadequate for the general electrical requirements of the docks. 
A plant for condensing and utilising the exhaust steam has been 
laid down, and the waste gases from the boiler furnaces pass 
through special flues to a chimney shaft rising 100 ft. above ground 
level. Mr. D. Drummond, the company's chief mechanical engi- 
neer, has designed the whole of this new machinery. The dock is 
fitted with every modern appliance for convenient working, in- 
cluding an electric crane constructed by Messrs. Stothert & Pitt, of 
Bath, to lift no less than 50 tons at a radius of 87 ft. Weighing 
300 tons, and travelling upon 20 wheels along the east wall of the 
dock, this crane—the largest in the world —will be especially useful 
for the handling of heavy material required in merchant steamers, 
as well as for the removal of guns in [the event of the dock being 
used by any of His Majesty's ships. 


The Electric Furnace at Olympia.— We learn that 
the 1,000-ampere electric furnace which is. being exhibited. at .the 
Olympia Exhibition by Messrs. Marryat & Place has been purchased 
by the National Physical Laboratory, Teddington. 


—\ 
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Institution Notes.—Rtcby ENGINEERING SocrgTY.— 
The programme for the 1905-6 session includes the followings 
lectures and papers :— 

* Protection from Electric Shock," by J. Sugden, Member, with practical 
demonstration of the поа treatment after a shock. 

** Electric ыкы ыр M y N. J. Whitcher, Member. 

High Lift Pumps," A. Mossay, Member. 

“The Testing of Weta by T. 8. Dick, Member. 

t- The Design of a large Shop for Electric Manufacturing,“ by F. J. Sharr, 
Member. 

And a series of four papers on the Economical Distribution of Energy from 
Coal," as follows: 

* The Generation of Steun, by J. Brierley and T. Robertshaw, Members. 

* The Conversion of Steam Energy into Mechanical Energy,“ by E. R. Briggs 
and A. E. Reynolds, Members. 

“The Conversion of Mechanical Energy into Electrical Energy," by F. H. 
Clough, Member. 

The Transmission of Electric Energy, by C. McCarthy Jones, Member. 

Lectures will be given by— 

Mr. W. F. Parrish, chief of Technical Department, Vacuum Oil Co., on 
** Lubrication.” 

Mr. J. M. Gledbill (of Messrs. Sir W. G. Armstrong, Whitworth & Co., Ltd.), 
on High-Speed Steel. 


The following is a list of premiums which have been awarded :— 


Норря, BERNARD. —For paper entitled “ Notes on Automobiles," 1909-4. 
** Willans” Premium. 

MiLuincton, W. E. W.—For paper entitled Some Cases of Detlection of 
Beams due to Bending,” 1903-4, '* B. T.H." Premium. 

Brown, G. M.—For paper entitled “ The Application of Electric Power in 
Collieries,” 1904-5, ** B. T.H." Premium. 

Watson, R.—For paper entitled “ Pattern- making,“ 1904-5, B. T. H.“ 
Premium. 

Tramways AND LiaHT RAILWAVI ASSOCIATION. — The Official 
Circular for October contains a notice of a lecture by Mr. T. W. 
How, F. R. G. S., On Roller Bearings,” which will be given in the 
Lecture Room of the Society of Arts, at 8 p. m., on Wednesday, 
October 25th, 1905. The chair will be taken by Mr. A. L. C. Fell, 
M.I.E.E. 

Mr. A. L. C. Fell, M. I.. E., will give a lecture“ On Brakes,” in 
the Theatre of the Institution of Civil Engineers, Great George 
Street, London, S. W., at 8 p. m., on Wednesday, January 10th, 
1906. The chair will be taken by Mr. C. R. Bellamy, Assoc. 
M.Inst.C.E. (Vice-President). 

Visita are to be paid to the power station of the North Metro- 
politan Electric Power Supply Co.; to the system of the Metro- 
politan Electric Tramways; the Holborn to Straud Subw ay (when 
an all-steel car will be inspected). A series of lectures has been 
arranged, including one by Mr. S. Sudworth “On the Up-keep of 
Tramway Electric Motors;" one by Dr. Goldschmidt, “ Оп the 
Thermit System of Elec tric Welding; " and another“ On Paving of 

Roadways.” 

' МоттіманАм GUILD оғ MECHANICAL AND ELECTRICAL Psar 
NEERS.—At the opening night of the Session (Tuesday, October 
17th) Dr. Е. Н. Jacob, M.D., will lecture on the “ Röntgen Rays,” 
“ Finsen Light,” &c., assisted by Mr. F. Mears, electrician to the 
Nottingham General "Hospital. 

The following geutlemen has been elected on to the council, &c., 
for the ensuing 12 months:— Chairman, Mr. E. Goddard ; vice- 
chairman, Mr. W. Wigley ; Messrs. J. Balmford, H. Bull, C. 
Curwood, F. G. Grubbe, J. Kent, J. Paine, A. Pyne, Н. Sanders, 
S. Smith, G. Smith, W. Vickerstaffe, J. Wood, J. Whysall, and 
W. Wollatt. Trustees: Mr. G. Head and Mr. C. Wessey ; treasurer, 
Mr. J. Carlton; auditors, Messrs. W. Harlow and W. Wheatley ; 
registrar and hon. sec.. Mr. H. E. Newstead ; recorder, Mr. W. Gill. 
Mr. F. A. W. Taylor is secretary. 

THE MANCHESTER ASSOCIATION OF ENGINEERS.—This Asso- 
ciation celebrated the opening of its fiftieth session on Saturday 
last by a conversazione at the Municipal School of Technology. 
There was a gathering of about 600 members and their friends. 
The Association is the oldest of its kind in the provinces. 16 was 
established in 1856, aud at the end of the first decade had 114 
members. Amongst its earlier objects was the making of grants to 
members in ease of total disablement, and there was also provision 
for funeral allowances. Largely through the influence of Sir 
William Mather, an ex-president, whose connection with the Asso- 
ciation dates from 1564, the meetings became devoted exclusively 
to the discussion of purely technical subjects. The number of 
members now exceeds 500. By a change in its constitution, made 
three years ago, the financial benefits above-mentioned (intended 
mainly for foremen and draughtsmen) were restricted to the members 
then on the roll, and to-day only about 230 have that advantage. 
Many members, on the change being made, voluntarily relinquished 
their elaims. The disposable funds of the Association now amount 
to £5,514. The Council has under consideration the question of 
widening the basis of membership, so as to admit students and 
graduates. The Association has long closely identified itself with 
the promotion of technical education, and in pursuance of a scheme 
now in force, Manchester employers grant permission to qualitied 
apprentices to attend technical classes all day each Monday. "The 
president for this, the Jubilee year, is Mr. Robert Matthews, of 
Armstrong, Whitworth & Co. Ltd. His inaugural address will be 
given during the present month. Papers are to be read and 
discussed during the session by Mr. Thomas Ashbury, Mr. 
Samuel Rendel, Prof. John Goodman (Leeds) Mr. G. F. 
Metzger, and others. At the conversazione last Saturday the 
engineering, electrical and other departments of the School of 
Technology were thrown open for inspection. 


Gas Lighting and Public Health.—‘ People who are 
afraid of gas, and will not introduce it into their houses, may all 
the same be suffocated by it," said Prof. Oliver last night at the 
Institute of Public Health, where he lectured on " The air we 
breathe in the house, the factory, and the mine.” It is interest- 
ing to remember,“ he said, that where coal-gas, which has escaped 
from а main, finds its way into а house, it loses its odour in 
percolating through the soil, and is therefore the more dangerous. 


A victim would not be awakened, but would sleep on, and become 
more and more deeply narcotised. During the first four years that 
water gas was iutroduced into Dublin, there were 10 cases of gas 
poisoning, seven of which proved fatal. In one ofthe houses in 
which the inmates were poisoned, no gas had been laid on, and yet 
one of the sufferers died."— Daily Erpress. 


Widnes and Runcorn Bridge.—At the annual meet- 
ing of the Widnes and Runcorn Bridge Co. on Tuesday, at Liver- 
pool, Sir John Brunner, M.P., said the difficulties which had been 
encountered in the enterprise, and had prevented the transporter 
bridge being worked for some time past, would be overcome by 
practical experience. After considering the report of the engi- 
neers, he had telephoned to Widnes to start the car running for 
trattic at once, and this had been done. While the authorised capital 
and borrowing powers might be exhausted, he did not think any 
creditor need be under the least anxiety, because there was not & 
shadow of doubt that the board would find the money to pay all 
that was due. 

А description of the bridge appears elsewhere in this issue. 


The Berlin Strike Ended.—The 7%mes Berlin corre- 
spondent says that on 14th inst. both sections of the strikers in the 
electrical industry had decided to resume work upon the masters' 
terms, which include a 6 per cent. iucrease of wages. "The final 
resolution in favour of the resumption of work was carried by a 
majority of 138 votes to 91, and the men will accordingly return to 
their employment on Monday without suffering any prejudice to 
their position. The consideration that continued resistance would 
throw a further 20,000 men out of employment materially contri- 
buted to the surrender of the strikers at the last moment. 


An Electrically-driven Barge.— The Zeitschrift für 
Elektrotechnik gives some interesting particulars ot a 1,100-ton 
electrically actuated barge, which has been employed in trans- 
porting petroleum on the Volga between Rybinski and St. Peters- 
burg (a distance of about 680 miles) for the past three months. 
The barge is an iron one, 74 metres long, 97 m. wide, and with 
а draught of I[8 m. It is fitted with three propeller screws, each 
driven by its own direct-current motor situated at the stern 
of the boat. There are three generating units, each consisting of 
a 3-cylinder vertical Diesel engine driving a direct current dynamo 
by means of a flexible coupling. These are situated in the centre 
of the barge. The motors are separately excited from other 
dynamos mounted on the same shafts as the main dynamos. "These 
exciting dynamos are also used for the lighting of the boat, and 
for driving pumps, а windlass, &c. The speed of the motors is 
regulated by varying the voltage of the generators, for which 
purpose a controller is fitted on the bridge by means of which the 
speed of the propellers can be varied between 30 and 90 r.p.m. 
About 12 seconds are required to chauge from full speed. ahead to 
full speed astern. 

The electrical installation was carried out by а Swedish firm at 
а cost of about £6,000. If ordinary steam engines bad been em- 
ployed the cost would have been reduced to about £4,300, but in 
view of the improved efficiency, and of the low cost of petroleum, 
the Diesel engines will very soon repay their additional first cost, 
and at the same time the carrying capacity of the barge is increased 
by some 10 per cent. The Diesel engines consume crude petroleum 
of & calorific value of 11,000 calories per kg., obtainable at St. 
Petersburg at 45 fr. per ton. The barge is furnished with reservoirs 
at stem and stern of a total capacity of 56,000 litres, whilst the 
consumption of oil for the complete outward and return journey is 
about 16,000 litres. In case of emergency the propellers can be 
worked directly by the Diesel engines. 


Dinner at Olympia.—On Tuesday last a large number 
of the exhibitors and their friends dined together at Olympia, and 
congratulated cach other on the great success of the Electrical 
Exhibition. The Executive Committee, the managers and engineers, 
all received their meed of praise, and the Chairman, Mr. E. Cunliffe 
Owen, came in for a special share. 

It was stated that 104,000 visitors passed through the turnstiles 
during the first three weeks, and that probably one-half of the 
rental of the stands would be returned to the exhibitors, 


Appointments Vacant.,—A resident engineer and a 
shift engineer is required for the Birmingham Corporation's new 
generating station, at а ваіагу of £300 and £150 respectively, and 
à sub-station superintendent, under the same authority, at £250; elec- 
trical foremau for the East Indian Railway Co., Rs. 300 per month, 


- 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as (o their movements. | 


Central Station Engineers.—At the last meeting of 
Hackney Borough Council, a letter was read from Messrs. Sheffield 
Bros., stating that their warmest thanks were due to Mr. ROBINSON, 
the electrical enginecr, for his “ very splendid and successful exer- 
tions" in connection with the electric power installation at the firm's 
wood-working mill Many experts who had gone over the mill 
were unanimous in their praise. On behalf of the Lighting Com- 
mittee, it was stated that this was only one of many instances of 
the admirable work done by Mr. Robinson in the way of inducing 

manufacturers to install electric power and so promoting the interests 
of the undertaking. 
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Mr. Ер. Fenton, who has been for the last four years student at 
the York Corporation Electricity Works, has been appointed junior 
assistant mains engineer by the Electricity Committee. 

Mr. Н. №. Newcoms, of the South London Electric Supply Cor- 
poration, has been appointed to the position of engineer-in-charge 
at the Wimbledon Electricity Works. 

At a meeting of Devonport Т.С. on 12th inst., Mr. Banbury pre- 
sented the minutesof the Electricity Committee, which recommended 
that the salary of Mr. Spark, the engineer, be increased from £275 
to £300 per annum, and that of Mr. Stamp, his assistant, from £140 
to £150 per annum, as from October 1st, 1905. The chairman of 
the Committee quoted figures to show that the undertaking was 
progressing, the sale of units being greater than last year, despite a 
great decrease in the totaltaken by the Devonport and District 
‘Tramway Co. He referred to the excellent work done by Mr. 
Spark, who had by his energy and skill placed the undertaking in 
its present satisfactory condition. In Plymouth the engineer was 
paid £500 a year, and the first assistant £250. "The salaries*paid in 
towns similar to Devonport showed that they would not be acting 
extravagantly if the increase were granted. After discussion, the 
recommendations were defeated by 24 votes to 15. 

By nine votes to six, Doncaster T.C. has rejected a proposal to 
increase the salary of Mr. E. S. RAYNER, electrical engineer, by 
£50 per annum, with а further increase a year hence. The imme- 
diate increase of £50 to £350 per annum was not objected to by the 
Council. 

Mr. Е. A. Bonp, chief engineer to the Heston and Isleworth 
U.D.C., and son of the late Rev. Dr. Bond, LL.D. was 
married on Thursday, October 12th, at the Barnstaple Parish Church 
to Miss Jessie M. Berry, daughter of Mr. Alderman Berry, of Barn- 
staple, a former Mayor of the borough. The Electric Lighting 
Committee of the Council presented the bridegroom with a hand- 
some marble clock and side pedestals, and the staff gave him an 
artistic floor standard electric lamp, and also gave the bride a 
pretty gold bracelet. The honeymoon is being spent at Bourne- 
mouth. 

Mr. К. JoxEs, shift engineer to the Southend Corporation Elec- 
tricity Works, has been appointed station engincer to the U.D.C. 
of Dartford Electricity Department. Before leaving Southend, 
Mr. Jones was presented with a number of presents from members 
of the works staff. Mr. Jones commenced his new duties on Mon- 
day, 16th inst. 

It was announced at Nelson early in the week that the borough 
electrical engineer, Mr. Fraser, had sent in his resignation, and 
that the Electricity Committee recommended the Town Council to 
accept it. 


Tramway Officials —Mr. T. Stik, assistant traffic 
superintendent of the Bradford Corporation Tramways, has been 
promoted to the position of traffic superintendent at £200 per 
annum. It had been the intention of Councillor Jas. Hill, chair- 
man of the Bradford Tramways Committee, to retire from public 


life at the termination of his term of oflice in the Council this: 


month, but he has been pressed to accept election as an alderman, 
а vancancy having just arisen, and there is little doubt that he will 
be elected, though Labour representatives have intimated publicly 
that they will vote against him. 


General.—The Ilford U.D.C. has appointed Mr. 8. A. 
Lovick, of Battersea, as E.L. canvasscr. | 

In future, the business address of Mr. C. C. Е. Момсктом, 
electrical engineer to the Government of Trinidad, will be 53, 
Victoria Street, Westminster. 

The executive of the Edinburgh Association of Science and Art 
has awarded a bronze medal to Mr. T. CuTHBERT Day, Edinburgh, 
for his paper on “ The X-Rays,” and a similar award to Mr. JOHN 
RITCHIE, engineer, Edinburgh, for his paper on “ Electrical Hoist- 
ing and Conveying Machinery.” 

Mr. GEORGE M NEIL, who has been at the Oban Electrical 
Supply Station for about two years, has received an appointment 
in the works of the Kosmoid Electrical and Engineering Co., Ltd., 
Dumbartonshire. 

Mr. ALBERT MooRHOUSE, electrical engineer for the past 
three years at the Burnley Workhouse, has been successful, out 
of 440 applicants, in securing a similar appointment in connection 
with the Willesden Infirmary. 


Obituary.—We learn with very deep regret of the death, 
of Mr. ALFRED Morcom, M. I. N. A., M. I. C. E., M. I. M. E., chairman 
of Belliss & Morcom, Ltd., of Birmingham, who passed away on 
се inst. at his residence, Trelawne, Edgbaston, after a short 
illness. 

The Leeds Mercury says that Mr. HABRY RAYNER, electrical engi- 
neer, Cleckheaton, died on Tuesday last week at Lower Dunsforth, 
near Boroughbridge, from injuries sustained through his motor-car 
overturning on Thursday, September 21st. 


NEW COMPANIES REGISTERED. 


Car Trust Realisation Co., Ltd. (86,106).—This company 
was registered on October llth, with a capital of £25,000 in 5s. shares, to 
acquire the assets of the Car Trust Investment Co., Ltd. (incorporated in 1888), 
to adopt а certain agreement, to develop, turn to account and realise the 
property therein mentioned, as and when favourable opportunities occur, to act 
us financiers, railway and tramway proprietors, &c. The first subscribers (each 
with one share) are:—A. Shepherd, 68, Castle Street, Edinburgh, W. S.; R. D. 
Balfour, Basildon House, Moorgate Street, E.C., stockbroker; E. Scott Murray, 
Bun Life Office, Threadneedle Street, E.C., gentleman; A. Mortimer, 1, Paper 
Buildings, Temple, E.C., barrister; L. E. Mortimer, Woodhatch, Rel ate, 
merchant banker; Н. G. Palmer, 1, Gresham House, K. C., merchant er; 


W. Berry, 1, Gresham House, E.C., gentleman. No initial publio issue. The 
number of directors is not to be less than two nor more than five; the first are 
R. D. Balfour, R. Н. Glyn, L. G. Mortimer, A. Shepherd and C. A. Scott 
Murray: qualification, 225 shares or £1,000 income bonds; remuneration, £850 
per annum, divisible. £250,000 4 per cent. redeemable debenture stock and 
£737,500 5 per cent. redeemable income bonds have been, or will be, created. 
The purchase consideration is £1,012,500, payable (a) as to £250,000 by satisfying 
the balance of £250,000 debenture stock of the vendor company which will be 
left outstanding, (b) as to £25,000 by the allotment of 100,000 58. shares, and (c) as 
to 4737, 500 by the allotment of income bonds to that amount. A call of £2 10s. 
per share on the ordinary shares of the vendor company is estimated to produce 
£230,000, of which £220,000 is to be applied in reducing the outstanding amount 
of debenture stock of the said company from £470,000 to £250,000, as aforesaid. 
The board of the present company may not borrow on mortgages, debentures, 
debenture stock, or similar obligations beyond the £987,500 alreudy provided for 
without the consent of & general meeting and the ве te consent, by a three- 
quarter majority of votes, of the income bondholders. Voting powers: one 
vote for every four ordinary shares, and one vote for every £10 income bonds. 


Hopper & Со., Ltd. (86,118).—This company was registered on 
October 12th, with a capital of £8,000 in £1 shares, to adopt an agreement with 
P. Hopper апа Н. Wilson, and to carry on the business of electricians, electrical 
and кеен engineers, ironmongers, builders of electric tramcars and other 
vehicles, manufacturers, importers and exporters of and dealers in dynamos, 
motors, telephones, bells, batteries and electrical apparatus, &c. The first sub- 
scribers (each with one share) are:—Mrs. С. du P. Hopper, 2, Hurst Road, 
Walthamstow; J. H. Fish, Cookley House, 39, Queen’s Road,-Walthamstow, 
traveller; Elsie A. E. Wooldridge, High Road, Loughton, Essex; Н. С. Cros- 
weller, 24, Arthur Road, Stoke Newington, N., electrical fitter; H. E. 
Crosweller, 24, Arthur Road, Stoke Newington, N., electrical fitter; H. Wilson, 
Orizaba, Forest View, Chingford, electrical appliance manufacturer; and P. 
Hopper, 2, Hurst Road, Walthamstow, electrical apparatus manufacturer. No 
initial public issue. The number of directors is not to be less than two nor 
more than five; the first are P. Hopperand H. Wilson; qualification, £100; 
remuneration as fixed by the company. Registered office, Elmsdale Works, 
Elmsdale Road, Walthamstow. 


CITY NOTES. 
The Edison & Swan United Electric Light Co. 


THE twenty-second ordinary general meeting of this company was 
held on Thursday of last week at Winchester House, Mr. Henry 
Wolfenden presiding. 

The CzHAIRMAN, in moving the adoption of the report, said at the 
last meeting he held out some hopes that on the present occasion 
he might have the pleasure of being able to recommend a dividend. 
He was very pleased to think that his anticipations had proved 
correct. It was quite true that the proposed dividend was 
a very small one, and a very inadequate return for the years of 
waiting which the shareholders had undergone, but they must 
regard it not 80 much for what it was, but rather as giving them a 
ground of hope for better things in the future. During the last 
yearthey had endeavoured to conduct the business of the company 
prudently and progressively, keeping ever in view the interests of 
their customers in the direction of a high standard of quality in 
their productions and reasonableness in their selling iis That 
their friends had recogniscd that was, he thought, shown in the 
continued and increased support which they had received. It was 
interesting to mention that early in the year there was an inde- 
pendent testing of all lamps of English makers and of several 
foreign makers made by an expert authority—the Westminster 
Electrical Testing Laboratory —and as a result, the Royal Ediswan 
came out first in quality of light and in efficiency, and it confirmed 
the absolute truth of their claim that their lamp was undoubtedly 
the best and cheapest in the end. He did not think any improve- 
ment which they had shown in their trading was due to the 
improvement in the trade of the country generally during the past 
year. He regarded that year as one of standing still. The new 
year since June 30th had shown distinct evidence of improvement 
in the trade of the country, in which he was glad to say they had 
shared, and continued to share. Of course, they still had keen com- 
petition to mect, and new discoveries in regard to lamps which were 
being made. Hedaresay most of them had been to the Exhibition at 
Olympia, and there they had seen that, notwithstanding the com- 
petition and new discoveries, they were quite able to compete in both 
directions. The-net revenue showed that the sum of £47,898 had 
been brought forward from the profit and loss account, being an 
increase over the preceding year of £5,296. They had to provide 
for debenture interest £18,760, and they had allocated £12,000 as 
depreciation on freehold апа leasehold property, plant and tools. 
That amount was in their opinion ample, and he trusted that at an 
early period they would see the propriety of reducing it. The 
socks had been written down by £9,552, and the usual £1,000 had 
been added to the reserve for future stock depreciation, in addition 
to the £5,856 which was part of the profit on the purchase and 
cancellation of the debentures. Those latter sums were more by 
way of precaution than of actual depreciation, and he hoped that 
in the course of the next year or two, they would cease to make 
any provision under that head. The amount set aside for bad and 
doubtful debts, £2,667, was excessive, and was due to their fear 
that they might make а big debt in connection with the 
frauds that were being investigated at the Guildhall. They 
hoped, however, to recover a substantial part of that in con- 
sequence of the discovery of cash and valuables which had 
been made since the closing of their accounts. The net result was 
a balance of £11,907, to which must be added £5,302 brought for- 
ward from the previous year, making a total of £17,209. They 
recommended a dividend of 24 per cent. on the “ A " shares, which 
was 1s. 6d. on those shares of £3 paid, and 2s. 6d. on the fully 
paid-up shares. That would absorb £9,586, leaving £7,622 to be 
carried forward. They had purchased in the market and cancelled 
£43,947 of their debenture stock, which purchase had resulted in a 
profit of £6,907 as between the purchase price and the redemption 
figure at par. For some time to come they would discontinue the pur- 
chase of these debentures, and accumulate their reserves in a more 
liquid form. The Altrincham Co. continued to pursue steady 
and progressive course, It had paid them a year's interest on ita 
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debentures, and also £2,265 in reduction of their debt. He was 
not going to prophesy, but the indications were that the working 
results might leave a balance for dividend on the Altrincham Co. 
after meeting all prior charges and providing for reserve. That 
would, he belicved, be the first time in the history of that company 
that such had been the case, and he saw no reason why, when once 
it had entered the ranks of the dividend-paying companies, it should 
not remain there. 

Mr. E. B. ELLICE CLARK seconded the resolution. 

Mr. BALFOUR, a shareholder, said that, in view of what the 
directors had done in bringing the company ont of the throes of 
financial death, which it was in some years ngo, he thought the 
shareholders ought to recognise their work iu a substantia] manner, 
aud he moved that the sum of 750 guineas be voted to the directors, 
to be divided amongst themselves aa they thought best. 

Mr. Lea Ѕмітн seconded the motion. 

Mr. Crisp, the solicitor, said that such a resolution could not be 
passed at that meeting, as it was necessary to give notice of 
such a motion. 

The report was then adopted. 

On the motion of the CHAIRMAN, seconded by Mr. E. B. ELLICE 
CLARK, the following resolution was carried :— 

That the capital of the company һе reduced from £041,090, divided into 150,000 
“A” shares of £5 each, 26, 400 « " shares of £5 each, and 28,564 B shares 
of £2 10s. each, to £888,071, divided into 150.000 A shares of £5 each, 26,496 
“ B” shares of £5 each, and 23,564 B shares of 58. each, and that such reduc- 
tion be effected by cancelling paid-up capital which has been lost, or is unrepre- 
sented by available assets, to the extent of £2 5s. per share on each of the 


23,564 “ В '' shares which have been issued and are now outstanding, and by 
reducing the nominal amount of each of such 23,564 B shares to 5s. 


Mr. BALFOUR then put bis resolution to the meeting for voting 
to the directors 750 guincas, and it was agreed to unanimously. 

Mr. Crisp said that it would be necessary for it to be voted upon 
again by the shareholders at the meeting which would be held to 
confirm the resolution just passed for the reduction of the capital. 


Norwich Electric Tramways Co. 


THE gross profit realised for the year ending June 30th was 
£10,006, increased to £10,838 by the balance brought forward from 
1903-4, and amounts received for intcrest and transfer fees. 
Interest on debenture bonds absorbed £2,640, and £1,000 was 
placed to the reserve fund, which now stands at £4,197, leaving 
£7,198 to be dealt with. The directors recommend a dividend of 
23 per cent. for 1904-5, absorbing £6,600, a balance of £598 being 
curried forward. The revenue for the past year showed a decrease 
of £81, while the working expenses were £681 more, in consequence 
of exceptional outlay made for maintenance and repairs, including 
the renewal of several important junctions. The number of 
passengers carried during the past year were 7,409,126, and 1,083,055 
car-miles were run. 


Swansea Improvements and Tramways Co. 


THE half-yearly report to June 30th last shows gross receipts 
amounting to £16,751, an increase of £2,920. Expenses amounted 
to £12,542, an increase of £2,557. The net profit on the half-year 
was £4,293, and after meeting the preference dividends this, with 
£1,987 brought forward, allows of a balance of £3,986 to be carried 
forward and £1,000 to be placed to reserve account. A deficiency 
of £3,052 is shown for the half-ycar оп the working of the Mumbles 
Railway and Pier section, and on this part of the undertaking the 
total sum provided to date by the B. E. T. Co. for capital expendi- 
ture, working deficiencies, and for the first quarter's rent of lines, 
amounts to £43,014. 


British Columbia Electric Railway Co. 


THE ninth ordinary general meeting of this company was held at 


Liverpool Street Hotel, E. C., on Monday, Mr. R. M. Horne Payne 
presiding. | 

The CHAIBMAN, in moving the adoption of the report, said that he 
had very little to say to the shareholders. The company was now 
a very strong and well-established undertaking, and had become 
like the typical alderman “sleek, fat, stodgy and uninteresting.” 
The principal and important events during the year had been the 
complete reorganisation of their administrative arrangements; the 
completion of the Vancouver power plant, and the opening of the elec- 
trified railway to Stevenson; the agreement with the Canadian Pacific 
Railway which they sanctioned at the last meeting ; the acquisition 
and opening of a new pleasure park at Victoria, and the signature 
to a contract with the Corporation of North Vancouver to extend 
their operations in that young city. The installation in 
connection ,with the Vancouver power plant had been com- 
pleted and opened. The gigantic work was carried through 
without a hitch. The work in connection with the electrifying 
of the railroad to Stevenson was accomplished by their own staff 
in record time, and the line was opened for traffic on July 4th. It 
was still too soon to say definitely what the effects of that and of 
the power installation were going to be upon the profits of the 
company. They were still going through a period of experiment, 
and the monthly traffics would tell the shareholders as much as the 
directors knew themselves. He thought it fair, however, to antici- 
pate that, as a result of the agreement with the Canadian Pacific 
Railway, there would be а nice little revenue to be divided 
between them annually. The new park at Victoria was not under- 
taken as a source of profit, but merely in accordance with their 
policy of helping the cities in which they worked. The park had 


given much satisfaction to the inhabitants of the city, and so had 
the railway, light and power business in North "Vancouver. 
Although it could not be a source of profit for some years to come, 
they were much gratified at having established themselves in that 
very progressive city, which had an absolutely sure future before it. 

Mr. E. L. Evan Tuomas seconded the motion, and the report 
was adopted. | 


The Indian Electric Supply and Traction Co. 


THE first ordinary general meeting of this company was held at 
Winchester House, E. C., on Thursday last week, Sir Walter 
Laurence presiding. 

The CHAIRMAN said that the meeting was called under the Com- 
panies’ Act. The company was the pioneer in supplying electric 
power in India, and he was glad to say that they were proceeding 
satisfactorily. The first shipment of cables had been made, and the 
contractors hoped by next March that they would be able to supply 
current for lighting and fans. The work at the power house was 
well in hand, and wiring contractors had received orders. Can- 
vassing in Cawnpore indicated that there would be eager applicants 
for power as soon as it was available. Inquiries had been made as 
to the extension of the tramway in any district where there would 
be profitable traffic, but in the meantime the energies of the com- 
pany would be directed to completing the lines laid down in the 
specification in the prospectus, aud they hoped they would be 
opened for traffic before the specified time, November 30th, 1906. 
There had been а welcome reduction in the railway rates for coal 
of about 1s. 9d. per ton, and that would enable them to bring coal 
to Cawnpore under 13s. per ton. The work in Cawnpore had pro- 
ceeded smoothly, and the company had met with co-operation and 
assistance and consideration at the hands of the local autborities. 
The objects of the company were not confined to Cawnpore, and 
they contemplated the time, as the company went on, when they 
would bring an electric supply to other large towns in India. 
Application had been made to the Stock Exchange for an official 
quotation for the debenture stock, and the necessary formalities 
were being complied with. Some little difficulty had been expe- 
rienced in consequence of the stock not having been fully paid up, 
but that had now been surmounted. The position at the present 
moment was that, of the £125,000 of stock issued, £100,040 had 
been paid up, and the remaining £24,960 would fall due for payment 
on December 318. The chairman, in conclusion, mentioned that 
he would be visiting India this winter. 

Auditors were appointed, and at the conclusion of the meeting 
another meeting was held, at which the appointment of Mr. 
W. B. M. Bird as a trustee of the trust deed was agreed to. 


The Cuba Submarine Telegraph Co. 


THE sixty-eighth ordinary general meeting of this company was 
held at the company's offices, 58, Old Broad Street, on Wednesday, 
Mr. Charles W. Parish in the chair. 

In moving the adoption of the report and accounts, which were 
taken as read, the CHAIBMAN remarked that the report dealt with 
six months’ working of a very ordinary character. The last time 
he addressed the shareholders, he had to tell them that they had 
been working under some difficulties, with two cables down; but 
he was also able to report that their main cable from Cienfuegos to 
Santiago had been laid, and that the Manzanillo-Santiago cable had 
also been laid. Those cables were completed last January or 
February, and since then the business had been very satisfactory. 
Compared with the corresponding half-year of 1904, tbe receipts 
might seem small. In 1904 the receipts were £16,526, while this 
year they were only £14,811. He would like to explain that 
difference by saying that in 1904 the French cable was down for 
part of the time—34 months out of the six, in fact—and that had 
brought them an increase in traffic which they would not otherwise 
have got. The Island of Cuba had prospered, certainly more than 
the West Indies, and the company had done fairly well. Thecable 
receipts, as he had said, had been £14,811, and to that sum they 
had to add the interest from investments—4£1,450— which, with the 
transfer fees, brought the total receipts up to £16,272 16s. 9d. 
Expenses amounted to £6,334, so that they had a balance of £9,338, 
to which had to be added the balance of £3,093 from the last 
account. The dividend on the preference shares would absorb 
£3,000, leaving £10,031, out of which they proposed to pay a divi- 
dend of 5 per cent. on the ordinary shares, and carry forward the 
balance—4£0,031—to the current half-year. The appeal of the com- 


· pany to the Law Courts of Cuba for the subsidy due to them, had 


not come up for judgement. During the past three months, he 
was glad to say, the company had been holding its own. 

Replying to a shareholder, Mr. PanisH said that all the cables 
were in use. 

Mr. Gro. KEITH seconded the motion, and the report was 


adopted. 


Consolidated Electrical Co. 


THE directors of this company announce that the negotiations 
referred to by the chairman at the last ordinary general meet- 
ing of the company for the sale of the works at Canonbury, 
and of the manufacturing works carried on thereat, have been 
brought to a successful issue. A new company entitled “The 
Consolidated Supply Company, Limited,“ has been regis- 
tered for the purpose of acquiring and extending such works 
and business. e sale takes effect as from March 318. The 
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registration of the new company was notified in our iseue of 
September 29th. To the büsiness carried on by the Consoli- 
dated Electrical Co., the Supply Co. is adding the business of 
inanufacturing and supplying railway and tramway accessories, for 
which the works are admirably adapted, and for which there isa 
comparatively new and profitable field of enterprise. The 
Financial Times says that, in order that the shareholders may have 
an opportunity of directly interesting themselves in the Supply 
Co., the directors have, under the terms of the agreement, secured 
to the shareholders the right to subscribe for 6 per cent. preference 
Shares in the Supply Co., to a total amount not exceeding £5,000. 
The registered address of the company has been changed to Broad 
Street House, Е.С. a 


The directors have informed the shareholders that in consequence | 


of the great improvement recently effected in the financial position 
of the company, and the reasonable assurance of a net profit for the 
current year more than sufficient to meet the preference dividend 
now in arrear,as well as that now accruing, they feel justified 
in paying off the whole of these arrears, covering the period of 
18 months from November 30th, 1903, to May 31st, 1905. 


Callender's Cable and Construction Со, — The 
directors have decided to pay an interim dividend on the ordinary 
shares on November 1st next of 58. per share, being at the rate of 
10 per cent. per annum. The books will be closed from the 18th to 
М. es dn both days inclusive, for the purpose of preparing this 

ividend, 


Ntock Exchange Notice. — Application has been 
made to the Committec to allow the following to be quoted in the 
Official List :— | 


Lisbon Electric Tramways, Ltd.—500,000 ordinary shares of £1 each fully 
paid, Nos. 1 to 500,000 ; 425,558 6 рег cent. cumulative preference shares of 
£1 each full id, Nos. 1 to 425,553; and £500,000 5 per cent. mortgage 
5 100 each, Nos. 1 to 5,000 (Registered). (Renewed Special 

pplication. А 


Monte Video Telephone Co.— The directors’ report 
for the year ending July 31st last, showing a net profit for that 


period of £15,473 after providing for all working expenses 
in Monte Video and London. To this amount should be 


added the sum of £1,806 brought forward from last year, 


leaving an available balance of £17,279. After transferring 
£5,000 to reserve fund, and £3,000 to reserve for renewal 
of plant, the directors recommend payment of the full divi- 
dend at the rate of 5 per cent. per annum upon the preference 
share capital, and of a dividend at the rate of 4 per cent. per annum 
upon the ordinary share capital, leaving a balance of £2,047 to be 
catried forward. ‘There has been a marked increase in the number 
vf subscribers, and a proportionate increase in the receipts for the 
year. 


Oriental Telephone and Electric Со. — The 
directors have declared the following interim dividends :—3 per 
cent. on the 6 per cent. cumulative preference shares for the current 
year, less income-tax ; and 3 per cent. on the ordinary shares, free 
of income-tax. The warrants will be posted on 31st inst. The 
share transfer books will be closed from the 19th to the 31st imst., 
both days inclusive. | 


Metallic Seamless Tube Co.—The directors, after pro- 
viding for depreciation, recommend a dividend of 5 per cent. onthe 
ordinary shares for the year ended June 30th last, leaving £1,010 to 
carry forward. 


Globe Telegraph and Trust Co.—The directors 
announce a quarterly interim dividend of 2s. each on the ordinary 
shares. 


Western Telegraph €o.—The directors, after trans- 
ferring £60,000 to the general reserve fund, and £5,000 to the 
maintenance ship's reserve fund, have decided to recommend a final 
dividend of 3s. per share, making, with previous distributions, a 
total dividend of 6 per cent. for the year ended June 30th, 1905, 
and also the payment of a bonus of 2s. per share, both free of 
income-tax. The balance of the account is carried forward. The 
register of transfers will be closed from October 24th to 
November Ist. | 


Western Union Telegraph Co.—The net revenue of 


this company for the quarter ended June 30th last equalled 
$1,701,006, and the surplus at the same date $15,974,209, which, 
after estimating traffic to December 30th, and paying dividend, 
now stands at $16,325,888. 


STOCKS AND SHARES. 


Wednesday evening. 
UNLEss the Bank Rate rises to 5 per cent., Stock Exchange markets 
are hound to be unsettled, at any rate up to the end of the year. 
The fulfilment of everyone's fears might lead to a general harden- 


‘ing of priccs, for suspense is worse than a 5 per cent. Bank Rate 
‘known to be but temporary. Electrical sections, however, continue 


the even tenour of their way, scarcely influenced by the money 
market. In fact, an important new electrical undertaking will be 
presented to the public within the next 10 days or so, The 
Olympia Exhibition has certainly done no harm to the quotations 
of shares, whatever ill effects it may have had upon the digestions 
of the entertaining and entertained exhibitors and others. Rather 
has the show directed more public attention to the shares of an 
industry able to produce such an excellent advertisement for its 
wares. | | | | 

Except for a two-point fall in Waterloo and City stock, the 
Railway market shows no alteration. The reason for the drop is 
merely that there are so many other stocks of good character 
yielding better rates. Metropolitan Consolidated is 89, and 
District Ordinary 34$, a point better on the traffics. Baker Street 
and Waterloo Debenture is slightly lower at 101, a quotation that 
does not look extravagant, although, of course, the security carries 
considerably more risk than the usual Railway Debenture stock. 

Shareholders in the Calcutta Electric Supply Co. receive a 
substantial bonus in getting their proportion, 4 in 1, of the 20,000 
new shares at £6 10s. per share. The existing issue stands at 9 ex 
rights, and dealings in the new have taken place on the basis 
of 18-18 premium. Е 1 

Charing Cross Ordinary shares improved §, and City of London 
Electric Ordinary }, upon the general public acquaintance with the 
working agreement between the two companies to which we 
alluded a fortnight ago. It is thought in some quarters that the 
two companies may take steps to obtain a higher price from their 
customers. Both concerns, freed from internecine strife, should 
now be able to develop their splendid businesses in a manner 
that shall give shareholders every cause for satisfaction with the 
present prudent policy of the Boards. 

By a rise of a sovereign, County of London Ordinary are lifted 
to 10}, and the Preference are § up at 128. The view is expressed 
that County shares have been unduly low for some time past. 
London Electric Preference improved 58. to 58, and St. James’ a 
similar sum, to 142: the comparative dullness recently of these 
last has been difficult to account for. South London Ordinary rose 
à to 32, and Brompton Preference fell to the same extent. All the 
Debenture stocks in this market are wanted. 

Amongst Traction descriptions, British Electrie Ordinary and 
Preference have both advanced 8, and it is said that the company 
is doing considerably better than was the case some months back. 
The Swansea Tramways Co., a baby of the British Electric 
Traction, announces an increase in its half-yearly gross receipts of 
£2,920, but also.an increase of £2,557 in the expenses. The Pre- 
ference interest will be paid. Anglo-Argentine Ordinary are a 
trifle up at 8/5, and Belgrano shaded to 31$. Another small drop 
in Cape Electrics, to 25s., is again traceable to the proposal to 
create further borrowing powers. Calcutta Trams are being bought 
at 845, possibly on the approaching Royal visit to India. London 
Motor Omnibus shares have shot up to 11$ middle. 

Several French traction and tramway shares have lately come 
into favour on the Paris Bourse, causing a rise over here in the 
shares of the Exploration Assets Co. "This affair arose out of the 
old Exploration Co., to whose shares the Stock Exchange gave the 
nickname “ Rothschilds”; upon its reorganisation the Assets Co. 
was formed to deal with the various French traction interests of 
the old undertaking, and the price of the Assets shares is now 
4s. Od. to 5s. 3d., with a good deal of business being done in them. 

Telegraph stocks are mostly remarkable for the various dividends 
deducted on October 13th. Some of the amounts were promptly 
recovered, such as the 2s. 6d. on Eastern Extension shares. Others 
have been partially recovered, as in the cases of Anglo-American 
Preferred and Eastern Telegraph Ordinary stocks. Direct United 
States Cable are noticeably strong at 1243.  Heuter's shares аге 
lowered 4 to 8, e» the 4s. dividend. Except for these, the changes 
on the week do not amount to much.  Indo-Europeaus are again 
better at 554, and Anglo "A" has shed 4 to 168. It may be 
observed that the Anglo-American Telegraph dividends will be paid 
on November 1st, which is All Saints' Day, and (though not there- 
fore) a Stock Exchange holiday. The Globe Telegraph and Trust 
declares its usual quarterly dividends at 2s. on the Ordinary, and 
3s. on the Preference shares, the quotations have not changed. 


Manufacturing companies ought to derive most direct benefit 
from Olympian stands, and it is fitting that Edison & Swan should 
be some бв. 6d. better, allowing for the dividend. The Preference 
are also єл, but no alteration has been made in the excessively wide 
official price. Rubber shares have not moved, despite the keen 
interest now being taken in the commodity. Bruce Peébles Pre- 


‘ference shares are 5, Babcock & Wilcox Ordinary 37s. 8d., and the 


Preference 30s. Vickers seem unable to get away from 558., their 
present fairly high price, but they are talked better. 
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SHARE LIST OF ELECTRICAL COMPANIES, 


TELEGRAPH AND TELEPHONE COMPANIES. 


8took Pannes done Rise 
Present : МАМЕ. or Dividends for the last Piers 5 ыч, io or Ы 
Issue. Share. four years, Oot. 11th. Oct. 18th. . Fall — 
190. 1908. | 1904. | 1906. Highest Lowest. 
84,800 African Dues Telegraph, 4% Debe.. А 100 4 4 4 - 99 —109 99—103 "T "T" 
95,000 M 2 es, Nos. 1 to 25,000 10 1 N 8 — 84 8- 83 82 
119, 7003 А Rer 5 Debs., Nos. 1 to 1, 250 Red. 100 Nil Nil Nil 82 — 87 82 — 87 Es 
Anglo-American T Stock | 60/6 618. a 61 — 68 60 — 63 xd 
8,118,210 Do. do. do. 6 & Pref. Btock 6 6% 586 109 —110 1 1003xd 1 108 
8,118,910 Do. do. do rred Stock - 1 vx pn 163 1 1 16 1 
44,000 Chili T e, Nos. 1 to 44, 5 6 % 7 0 8 & s 3 7 7 1 1 
1,980,856: Cable Sting. 500 year 4 % Deb. Sk. Red. | Bock | 4% | 4% | 4 i — 99 xd — 99 97 
16,000 Cuba Telegrap Vx m 10 6495 10 5 % 5 i 9 — 9 — hie ож 
6,000 Do. ADEM a : ; 10 10 $ : * 10 4 0 1 4 m a vi jx 
Direct Spanish Telegraph, Ord. es Y * * 
6,000 Do. do. i Cum. Pret. M 5 1109 10 €, 10 € |1094 - xd 9j I 
80,000 Do. do. "E 50 yi 43 X 44904 | 100 —108 % 100 —108 ae УЗУ 
74500 Direct U. eat r Reg. Deb., 1 to l 100 8 u^ Ret 100 —109 100 1035 E | ds 
4,000,000 | Eastern Telegraph, Ord lo, 9% Ree. " s 2008. Stock | 7 X 7 «X 1% 5 96,4 | 148 —146 149 —145 xd | 1444 1422 ‘ 
000 Do. 8$ Prei. Stock 100 84% 84% 84% 54964 90 — 92 89 — 91 x 90 
‚986,914 Do. 4 4% Mort. Deb. Stock Btock 4% 4% 4% 4 X$ | 108 —110 08 —110 
Eastern Extension, and China Tele. 10 1% 1 ч, 1% 6 966 192— 14 184— 14}xd 14à 18$ Н 
602,400 Do. : Deb. Stock . Stock 4 «X 4% 4% 4 94 | 106 —108 108 107} 
800,000 East & fl. Afric. Tel. Mt. Db. , 1 to 8,000, red. 1909 | 100 4% 4% 4 9 n 101 101 
900,000 Do. 1 Reg. H. Bete bs. (Mauriüus Bub.) 1 to 8,000 25 4 ч 4 % 4% es 1014— 108496 1014—1 
180,887 | Globe Telegraph and Trust М 545 589, 7 1 п 1 Hi Я 
180,887 ро. до. 5 {б Pref. 6 «X 6% " 1 ul 1 845 14/7, 14 
150,000 | Great Northem рете, о 159% |94 X Я | ; 
46,500 |{ Halifax and Debe, Bermudas Cable : xen 4% | 4% 100 —102 100 —102 s 
17,000 Telegraph s 10% 10 9 | 18 54 — 66 56} 64$ +1 
72,680 — — Telephone Co., Lid. Ord. 8 9 8 ч, > 4— E yis 
1,988,888 | National Telephone, Pref. Stock 6 «€ 6 & 6 & 6 958 114—118 112 —118 118 1193 Ў 
1,966,667 ро. 0. Def. Stock 44% b 6 $ 5 %§ | 107 —109 107 — 108 108 — 4 
15,000 Do. do. 6 % Cum. 1st Pref 6 & 6 « 6 % 6 Vi 184— 14$ 18 — 15 14 
15,000 le do. 6 Cum. 9nd Pref. 6 & 6& 6 & 6 § 12 — 18 12 — 18 oe 
960,000 do. 5 % Non-cum. 8rd P., 1 to 960,000 5 N Б © 5 & 5 96$ : bl— bi 573 
9,000,000 | Do. Deb. Stock Red 849%, | 84% | 84% : 99 —101 98 —100 -i 
1,680,598 o. Deb. Stock 4 « 4% 4% 1 1 104 —106 1 _1 
ота Oriental Telep. and 1 to ITEM, folly paid 0 X ч ag ii n a yA - 
100,000 Pacific & European Tel., 4% Guar, De Debs. "Tto 1,09 4 9 4% 4% 100 —108 100 —108 
11,8990 | Reuter'a es 564 59 5 4 5 95 8 — 84 7 ха Ti 
8,287 Submarine Cables Trust ee ee oe 6 «€ 6 * 6 * е 197 —180 128 ха 
58,000 United Шу Elate Те 1% 8 9% 8 % S T7 — d 7— a ; 
h Do. — Й ‚Мов. 1 to $0,000 5 9 5 9% 5 * i 
179,941 Do. e ее 6 УС b p^ b * ee 110 — 119 110 —119 e 0 
West African Tel ph, vi 2% 4% 49 10 — 1 10 — 1 103 А 
W. Coast ca, 2 23 \ : ` ё— ES i E 
980 | Western Telegraph, » Nos. 1 to 207,980 10 7 7 7 14 — 14 14 — 14$ 1 
75,000 L] b 96 Debe. ала series, 1906 100 5 6 b ee 101 —108 101 —108 0 ee . 
obses do. E А рев Bock Red. 10 4 6 4 M 1 104, 1 1 9 ‘a 
88,821 Panama e ee ee ee e T oe oe 
84,568 Do. do. 0 Cam, 158 Pref: ee oe 10 1 7 On ee 9 = 9 e . . 
4,609 Do. do. 6% Cum.2ndPref. .. ..| 10 N ; 8 7 7% 
80,0008 Do, do. 65% Debs., Nos. 1 to 1,800 .. 100 8. V 5 96 b 96 101 —104 101 —104 109 ae 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 


40,000 British Aluminium 7 Cum. Pref. ee ee ee 5 Nil Nil Nil ее 5 — 5 — . 
20,000 Do. до. "6 % Cum. Pref. oe ee 6 Nil Nil Nil eo : ев 
90,000 Ф до. { Certs. ee ее Б . ee ee ae | ee 
800,000 до. 5 % 1st Mort. Deb. Stock Red 6 5 5 $ 90 —108 100—104 са 1 
198,801 | British Eleotrio Traction fr P 10 6 6 уз 9 — 10 aW + 
166, ә йо. 6 Cum. Pref. 10 6 6 ee 10g— 11 1 — 11 11 oe + 
1,000,0002 Do, do. 6 ‚ Deb. Stock 6 5 5 is —193 х — 1 122 
250, Do do. % Deb. Stock Red. | 100 4 е" —101 99 —101 100 993 
100,000 -| British Insulated and Helsby Cables " a Б 10 8 8 8 964 1 1 
100,000 Do. А 6% . Pref. ; 5 6 6 6 6 %§ 01 6} 
500,000 Do. do. t% % Ан "Mort. Deb. Red. | 100 4 4 44%§ | 108 —106 108 —106 "M 
50,000 бенен, Lindley & Co., Ord ee ее ° о ГЕ £1 i ee } ee 
50,000 Do. do. `6 % Cum. Pref. ..| #1 Nil Nil Nil 14/6 to 1 14/6 to 1 m 
106,781 "Brush Electrical Engineering, Ord., 1 to 106,781 .. 2 Nil Nil Nil Pa 
000 Non-cum. 6 2 6 6 6 1 1 1 1 1 
195,000 ро. 5 Perp. Stock 43 99 — 97 98 — és 
125, 0002 Do. Perp. 2nd Deb. Stock | Stock 4 78 — 81 78 — 81 
85,000 | Cellender's Cable Co сз Б 15 1 п 104— 11 111 108 
40,000 Do. a 5 % Cum 5 % b b 
000 Do. dri 96 14 ‘Moet, Deb. Btock Red. Stock | 44 43 43 109 —111 109 —111 
i Central Бейл. way, 0х8. Stock 2 Btock | 4 4 4 4 96$ 1 — 98 91 — 91i 
528,306 Do. 4% Pref. Stock .. | Stock 4 4 4 4%$ | 101 —108 101 —108 
528,806 Do. do. Def. do. | Stock | 4 4 4 88 — 88 — 
1,880,000 | City and South London Railway vi .. Stock | 8} 2 96$ 40 — 42 40 — 43 41 40 
85,000 Pompan & Со., 5 10 М 5 ins Б 8 b li—- 1 11— 14 
st Mo g. 
100,000: | { 900 ot au, sn 1 to 11,008 of ag 5 d 5% | 5% vs —100 95 —100 % 
99,961 | Edison & Swan " ghrs., „lto п 6 Ni | 9395. 11— 4 1g— 18 xd 1 1 
17,199 Do. A” shares, b. R156 IMES UN. 275 2— ^ 2— 40 2 i dr Ne: 
O and on eb. еск Red. 100 4% 4° 4 85 — 90 85 — ‚ ЖА 
100,000 Do. 5 Btook Prov. Certs. all pd. 100 b «X b^ 5 & 90 — 95 92 — +2 
112,100 | Electric Co addon 1 io 113.100 3 6 * 4% Ыр 
81,990 Do. 20, рл Pref., 1 to 81,990 2 7 96 7 96 1 1 of 1 of 
200,000 Do. 5 . 1st Mort. Deb. ВК. Stock | 4% 4% 4 92 — 95 92 — 96 
* 25,000 Genea Electrio co. a Cum. Pref. 8 10 5 % 5 * 5 Р 94— 10 94— 10 
200,000 do. P Mort. Deb. ..| Stock | 4 «€ 4% 4 - 97 —101 96 —100 "T 9 
Henley’ s (W. T.). Telegraph orks, Ord. .. Vi б 20 |15% |15 10968 12 — 18 19 — 18 124 193 
900,000 Do. Pref. . 6 nt 44 s bà— 53 54— е NÉ 
45,900 Do. до, ort. Deb. Stock Stock % * "S 109 —111 109 —111 
60,000 | India-Rubber, Gutta-Percha & elegraph MEE .10 |10% | 10 € b 24% 5 154— 164 154— 1 
800,0002 Do. do. 4% 1st Mort. Deb. . 100 4% 4 96 4 vá 99 —102 99 —102 
87,500 |tLiverpool Overhead Railway, Ord. es 10 14% 13% 1 e 91— 9à— 28 — à 
10,000 |+ ро. до. Pref. £10 paid - 10 5 * 5% 5 5% 9 — of 9 — 
81,850 тегез Construction and Maintenan 12 209% | 20% |15 ae 84 — 86 884— 84} 84 | — 4 
150,000 4 % Deb. Bds., 1 to 1,500 Red. 1900 100 4 ч 4% 4 = 102 —104 102 —104 ыз v st 
540,000 Waterloo & City Railway, Ord. Stock ak 100 83% 94% 8$ 8 964 90 — 92 88 — 90 Ж у» —2 


* А od of nine months. t Quotations on Liverpool Stock Exchange. 1 Unless otherwise stated all shares . Interi i ; 
peri А „ИБА are fully paid. § Interim 88 


—— 


Bank rate of discount 4 per cent. (September 28th, 1908). 
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SHARE LIST OF ELECTRICAL COMPANIES (continued). —ELECTRICITY SUPPLY COMPANIES. 


> Btock Closing Closing Business done Rise +- 
ee ( NAME. or neers Se Quotations | Quotations | week ended ' 
N Share. F Oct. 11th. Oct 18th. | Oct. 18th, 1905. Pall— 
- + 1902. | 1903. | 1904. | $1906. west. 
29,377 | Brompton & Kens. Elec. Lt. Sup., Ord., 1 to 20,000 5 8 10 | 10 ‘a 1 103 . 7 
‚623 Do. do. 7 % Cum. Pref. 5 1 1 1 к 1 10 { =$ 
10 782 | Central Electric Supply 4 % Guar. Deb. Psoe .] 100 4 4 4 БГ 104 —107 105 —108 >л +1. 
80,000 | Charing Cross and Strand Electricity Supply 5 10 8 8 | 5 96$ Ti E 7 Bà 75 +f 
80,000 Ы do. do. . Pref. 5 4 4 ’ 4 | .. 54 MA € E. 
40,000 Do. x City Un Undertaking " 44 96 Cum. Prf. 5 44% 4496. | гә H — b 4 5 и P» 
,000 Do. о. . d 5 ee 4 “* 5А bà » КЕ 
850,000 Do. do. 1 90 Deb. Stock Red. ..| 100 4 4 1 ЮЕ? 103 —105 103 —105 5 iure 
44,496 | Chelsea. Electricity Supply, Ord. У 5% 5 | 6 | 44%$ 64 63 c уз i 
150,0001 Do. do. 13 J Deb. Stock Red. Stock | 4 4 44% | 44905 | 109 —111 109 —111 > e 
70,595 | City of London Elec. Lighting, Ord. 40,001—110,595 | 10 5 5 69, -] 2: 19 — 13 ШЕ; 145 122 +4 
40,000 . Do. 6 % Cum. Pref., 1 to 40,000 . 10 6 6 6% | 134— 144 184— 14 Jat 6 
400,0001 Do. 5% Db. Stk., Scrip. (iss. at 115) all pd. as 5 5 5 | Е 124 —128 124 —128 ae, LE 
800,000 Do. 44% 9nd Db. Stk., Prov. Crts., all pd. 100 "m 44 ДЕР 104 —106 104 —106 ee poh’ 
40,000 | County of London Electric Li hting, ord] 1—40, 10 4 4 96 4 96$ 9 — 94 10 — Ж, . 
30,000 Bo. do. 4 Pref., 40,001—60,000 | 10 | 6 6 6 | 3 1 „= 41 
400,0001 Do. do. Deb. Stock со 4 s 111 —114 ЇЙ на. o eae 
250,000 . Do. до. 2nd Deb. Stock . Stock 4 4 ҮЕ?” 108 —105 104 —106 TN 471 
70,000 Edmundson's Electric Corporation, Ord. Shares . b 7 7 1 are 64 6853 
80,000 Do. бо: 6 % Cum. Pref.. is 6 6 6 ЖИЕ — 63 E a >` 
800,0001 Do. 44 % 1st Mort Deb. Stk | 100 44 44 44 s 108 —110 108 —110 e: 
21,000 | Kensington and Knightsbridge prig Ord. ^ „ 5 10 12 12 % | 04 12 — 121 12 — 122 es 
136,000 Do. do. Deben. Stk. | Stock | 4% 4 4 | 97 —100 97 —100 э” 
111,000 | London Electric Pm бигый. imited, Ord. 8 Nil Nil 3 | 2 — 51 2 — E JM 927 
60,000 Do. do. do. 6 % Pref.. 5 6 6 6 | 4i— 53— г. + 
371,895 Do. do. 4 % 1st Mort. Deb. Stk. Red. Stock 4 4 4 99 —102 99 —102 f p 
100,000 | Metropolitan Electric Supply, 1 to 100,000 . a uo 10% | 10%§ | 10}—1 10 — 103 18 | —i 
76,121 - Do. 44 % Cum. Pref. 1—1, 106, £3 pd. 5 4 4 | 5g— T P avi, 
220,0001 Do. 9% Ist Mort. Deben. Stock А * 4 4 109 —113 109 —113 , „ө 
250, 0001 Do. 96 Mort. Deben. Stock Redem. | Stock | 98 —100 98 —100 . sai 
250,000 | Midland Electric Corporation, 44 % 18% Жо Deb. | 100 4 4 < 101 —103 102 —104 Ji +1 
10,852 | Notting Hill Electric Lighting 10 6 6 1 14 — 15 14 — 15 148 “ы 
59,000 Do. do. 4% Ist Mort. Deb.. as 100 4 4 4 Te 98 —100 xd 98 —100 Am T 
40,000 | St, James’ and Pall Mall Electric Light, Ord.  .. 5 |14 144 144 6]. 14 — 15 144— 153 ; +4 
20,000 Do. do. 7 96 Pref. 20,081 to 40,080 | 5 1 1 1 ri = "0 B Sic, 
150,0001 Do. do. 34 % Deb. Stock Red. 100 „ | 8 34 | 98 —100 99 —101 RES 
19,000 | Smithfield Markets Electric Supply, Ord. . 4 4 4 21— 23 2 — 24 =F 
50,000 Do. do. Deb. Stock | Btook 4 4 4 | 76 — 80 76 — 80 H^ 
65,000 | South London Electricit Sabre 6 ‘a 5 1} Б] Ф 4 | 4 4% ti 
100,000 | South Met. Elec. Lt. & Power (Ord.. - ve 1 Nil il Nil | — 13 — #8 — 
50,000 | (Late Blackheath and Greenwich (т % Рге! 1 Nil 7 7 ? | E lyh — 1% — 
100,000 Dist. E. L. Co.) 44 9 1st Deb. stk. 100 44 44 44 105 —108 ха 105 —108 = 
80,000 | Urban Electric Supply, Ord... Ed E |S 5% | 48— 4ixd| 4— Ч vi 
Apes Do. 59, Cum. Prei. 5 5% | 5 5 5 — 54 хӣ 5— 5 as 
CVE E a age HE E iag 198 | DA 134 Ba! 2 
, e nster Electric upply, Ph + is ‚А — - 
28,151 Do. do. 5 95 Cum. Pref, M 5 5% 5 96 5 E 6— 0 a- 6g ox 
| | 
i Shares not officially quoted :—Mackay Companies, ord., "m Pref. 4.15416, 
+ Unless otherwise stated al! shares are fully paid. 


§ Interim dividends. 


MARKET QUOTATIONS, Wednesday, October 18th. 


———— 
— 


Latest Fortnight's | Latest Fortnight's 
CHEMICALS, &c, Deine. Ino. or Deo, METALS, &c. (continued). Price. Dec. or с; E 
a Acid, oe per cwt. 5/- ne g Copper Sheet А .. per ton, £85 L inc. 
a , NI trio per cwt, 22/- 9 » Rod. per оп #85 21 ino. 
а „ Охаһс, per cwt. 82/- C а (Electrolytic) Bars per ton £77 10 3 
G „ Sulphurio per cwt. 5/6 E- 95 Sheets per ton 490 10 T 
a Ammoniac, Sal per cwt, 42/- | é 0 95 Rod M r ton £81 10 Are 
a Ammonia, Muriate (orystal) perton | £33 10 e ; 55 H. C. Wire per Ib. А a: 
a a per ton | £30 f Ebonite Rod E Verl 4 DID A 
a Bleaching powder .. per ton £5 10 „„ aoe ex .. Per lb. 8/- .. 
а Bisulphide of Carbon per ton £15 í n German Silver Wire . рег lb. 176 х. 
а Вогах .. рег {оп £13 i h Gutta-percha, fine Pe .. per lb. 6/0 to 7/- res 
a Benzole " $ per gal. 10d. f h India-rubber, Para fine.. per lb 5/3 to 5/4 dec. 
a per gal. yi s i Iron, Charcoal Sheets per ton £18 d 
a Copper 9 per ton 20 s i , Pig (Cleveland warrants) per ton 54/1 2s. 744. inc 
a Nitrate is per ton £25 ; | i „ Forgings, according to size per ton From £11 х 
a „ White Sugar.. per ton £31 s i ,, Scrap, heavy per ton 47/6 to 50/- 5. 
а ш lated Be a per = £27 10 А i „ Wire, galvanised No.8 . per ton £9 15 82 
а Methylate irit . per gal. 2/6 4 = 
a Naphtha, Solvent (90 % at 160°C) рег gal. 5/6 g Lead, English Ingot perum 415-5 Te. 92156, 
а Potassium Bichromate, in casks per lb. 8d. ; g á Sheet per ton £16 17 6 78. 6d. inc. 
a Potash, Caustic (75/80 ©) рег {оп #20 А т Manganin Wire No. 28 . per Ib. BJ- г 
а Potassium Cyanide à per Ib. M | g Mercury " per bot. £7 5 2s. 6d. ine. 
a Shellac per см. 190/- Р d Mica (in original cases) small . per Ib. 6d. to 1/- M 
a Sulphate of Magnesia - per ton £4 10 А ae n h medium per lb 2/6 to 4/- ac 
a Sulphur, Sublimed Flowers per ton £6 10 н | d „. large .. per Ib 4/6 to 8/6 ác 
a ‘5 Recovered per ton £5 10 р Phosphor Bronze, plain castings per lb 1/1 to 1/3 T 
a Ps Lump b per ton £5 р is rolled bars & rods per Ib 1/14 to 1/3 "yr 
а Soda, Caustic (w hite 70 9 X) per ton £10 15 | р ji „ strip & sheet per lb 1/4 ss 
a „ Crystals per ton £3 | | o Platinum per oz 84/- - 
a Sodium Bichromate, casks per lb. | 21а. | e Silicium Bronze Wire per lb. 104d. to 1144. e 
a i Cyanide per lb. 7d. i Steel, Magnet, acc'd'g to desc' р" п per ton £58 А 25 
| | E * in bars £15 to £40 dasr E 
METALS, di n £150 А 
b Aluminium Ingots, іп ton lots .. per ton £150 | Tin, Block .. й per ton { to £151 50s. inc. 
b a Wire, in ton lots per ton £177 | s n „ Wire, Nos. 1 to 16. per lb 1 e 
b Shee et, in ton lots .. per ton £175 ie | p White Anti-friction Metals— è 
b Babbitt’ s metal ingots  .. per ton £43 to £140 | | “ White Ant” brand. per ton £46 to £70 " 
c Brass (rolled metal 2" to 12") basis per Ib. | "3d. j Yarns, 2/10s Grey Cotton, on sp ‘ls per Ib. 8d. A 
с, Tube (brazed) .. per lb. | 92d. j „ Olea. Flax .. per lb. | А - 
e „ „ (solid drawn). per lb. Bad, T j „  3ply 10 lbs. Russian per lb, 41d. Re 
c „ Wire, basis per lb. gd. р | | „ 10 lbs. Russian, single .. perlb. | 48d. 6 
c Copper Tubes (brazed) per lb. | * 103d. | j „ 180 lbs. Jute rove per ton | £11 .. 
с » (solid drawn) per lb. | 114. | k Zinc, Sh’t (Vieille Montagne bnd. ) per ton | £31 15 Los. ino. 
0 Copper Bars (best selected) | per ton £85 £1 inc. 


с Thos. Bolton La Sons Le. d F. Wiggins & Sons ; e Frederick 
2 James & Shakspeare; h Edward Till & i Bolling & Lowe; J Walter H. Hindley and 
: P. Ormiston & Sons; ^ Johnson, Matthey & си Lad. p The Phosphor Bronze Co., Ltd. 


Messrs.:—a G. Boor & Co.; b The British Aluminium Co., Ltd. ; 
‚ G.P. and Teleg. Works Co., Ltd. ; 
k Morris Ashby, Ltd. ; ; m W. T. Glover & Co., Ltd. ; 


, Quotations supplied b 
Smith & Co.; f India-Rub 
Co., Ltd.; 


The Longsdorf Furnace. — The smoke- preventing 


furnace is one of the numerous adaptations of the steam jet. 


fired boilers which have correctly arranged furnaces, and are 
smoky or clean according to circumstances. The steam jet, properly 


Steam is admitted to a perforated pipe through a superheating 
saddle placed around the firedoor and over the front part of the fire. 


This saddle is made of cast-iron or steel, ribbed internally to secure 
a long passage for the steam and exposure to the heated metal. 
These steam jet appliances are especially useful where the draught 
is insufficient to draw in over the fire the secondary air for the 
combustion of the hydro-carbon gases, and the superheating of the 
steam jet is, of course, beneficial, the use of wet steam being un- 
desirable. The apparatus is particularly applicable to internally 


worked and, perhaps, combined on occasion with the ashpit 
dampers, is often able to effect just that last aid to smokeless 
combustion which cannot be got without the steam-assisted air 
indraught. Experience has shown that the steam thus blown into 
a furnace is best directed over the area of the fire from about one- 
third of its length up to the bridge. In the Longsdorf furnace the 
perforated pipe is placed above the superheating saddle, and trans- 
versely to the flue, the perforations for steam being on its front 
side, The Longsdorf furnace is in the hands of Messrs. F. JORDAN 
AND Co., of 15, George Street, Е.С. 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. - | 


й 


(Continued from page 611.) 


The Vulcan Swivel Siphon and Pressure Gauge. 


This is a new design of siphon and steam pressure gauge which 


is being made by Mzssns. J. Норкіхѕом & Co., Lro., of Hudders- 
field. It is adapted for cylindrical water-tube boilers, and other 
positions where the pressure gauge is fixed а considerable height 
above the firing floor level. It is а novel combination designed to 
secure a firm support for the steam gauge, quite independent of the 
siphon. The latter is in the form of a copper coil with ample 
cooling surface, which can be easily detached and blown through 
without disturbing, or in any way interfering with, the gauge, which 
is a great advantage. This easy detachment of the coil forming 
the siphon is one of the special features of the arrangement, as it 
permits of the gauge being tested by a separate pump without 
dismounting the gauge. The operation of uncoupling the siphon 
coil, testing the gauge to the full extent of its range, and recoupling 
ready for work, occupies at the most, not more than a few minutes. 

As the support for the gauge is independent of the coil, the 
weight of the gauge is immaterial, and advantage is taken of this 
to use a sector-shaped gauge whose working parts are more 
mechanical than those in the circular gauge. The com- 
bination of gauge and siphon coil can be swung round 
to any angle, which makes it possible to ‘read a number 
of gauges simultaneously from one position, The swivel 
arm attached to the back of the gauge is cffectively insulated 
by a washer of spccial material, with the result that the gauge and 
its tube are kept cooler. 
electric lamp makes a handsome fitting. 

The figures are marked on a white opal dial, and, to make the 
reading at the working pressure more distinct, each increment up 


Fia. 78. 


Fic. 80. 


to the working pressure.is marked, but beyond, the dial is graduated 
for testing purposes only, in readings of, вау, 40 lb. As the dial 
is not opaque, it can be illuminated from behind, and the position of 
the finger can, therefore, be readily distinguished at night, or when 
the gauge is fixed in a dark place. 

The back of each gauge is provided with a facing arranged to 
carry a bracket and incandescent lamp. 

The whole is enclosed in an electro-plated dust-proof case; the 
mechaniem of the gauge, however, is visible to the engineer and is 


protected by strong glass inserted in front of the case. An important 


The combination of gauge, siphon, and 
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claim is that the arrangement can be efficiently tested, во as to 
comply with the requirement of the Factory Act of 1901. | 

Fig. 78 shows a view of the gauge and siphon in working 
position. Fig. 79 shows a side elevation, the back of the gauge’ 
being provided with a fixing and incandescent lamp for illuminat- 
ing the dial. The front of the gauge is shown slightly canted so 
as to be more easily seen from the firing floor level. Fig. 80 gives 
a rear view, illustrating how the gauge can be swivelled; by this 
means the gauges,of a range of boilers can be set so as to be all 
seen from one position. Fig. 81 illustrates the arrangement with 
the siphon coil disconnected and the tester attached. The siphon 
can in this position be blown through without affecting the gauge. 

A fully illustrated pamphlet relating to this apparatus has been 
published by Messrs. Hopkinson, and therein fuller particulars will 
be found, together with dimensional drawings and prices. The 
kame publication contains a full account of the Vulcan portable 
gauge tester, the method of its application, and its advantages. 


Electric Light Raising and Lowering Fittings. 


There can be no doubt that among the many benefits derived 
from the use of the electric light, one of the most important is the 
facility for handling the light and altering its position to suit 
varying requirements. The “асте” of utility in this direction is, 
of course, found in the portable hand lamp fitting, but next to this 
and possessing features of utility entirely its own, is the pendant 
with a raising and lowering arrangement. Alterations in the 
condition of the supply of electric current have necessitated con- 
siderable alterations in the details of the. insulating covering, and 
the flexible which was found thoroughly suitable for 60, 80 or 100- 
volt practice is a very different article from that now required for 


Fic. 79. 
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200-250-volt circuits. The thickness of the india-rubber eovering 
in particular has been greatly increased, and the rubber is now 
vulcanized to meet the increased risk from electric faults insepar- 
able from higher voltage practice. Some of the consequences of 
these changes are stated to Ье :—Тһе necessity for very heavy 
balance weights to counteract extra friction; the liability of the 
rubber to set" over the wheels and refuse to flex if the fitting 
be not constantly in use; the risk of electrie faults resulting from 
the cracks which occur after a time in even the best of vulcanised 
rubber. It is considered that the raising and lowering pendant has 
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now become indispensable, and the HoLLAXD Носве ELECTRICAL Co., 
of 9, Holland Place, Glasgow, have experimented with various 
forms of suspension for overcoming the difficulties and thus 
removing from the use of this form of fitting, the risks with which 
it has hitherto been attended. 
(fig. 82, p. 649) shows the adaptability of the company's Makwat " 
patent attachment to meet all the requisites of electric light raising 
and lowering fittings. The chief advantages claimed are as follows: 
— The fitting and the balance weights are suspended by metal chains; 
the conductor eimply carries the electric current ; there is no risk of 
the fitting or balance weights falling through the flexible breaking 
or being burnt through; any thickness of flexible can be used, as 
hardening of the rubber insulation does not interfere with the free 
motiou of the fitting; these fittings will work with perfect freedom 
even after having been out of use for an indefinite period ; the 
suspending chain being more pliable than the flexible, and passing 
over only half the number of pulleys required in all other types, 
uu weight of the counterbalance is consequently reduced by one- 
alf. 

The method by which the electric conductor is attached to the 
cord or chain which suspends the fitting reduces the amount of 
“slack ” in the conductor to a minimum, and experience has shown 
that in the majority of cases this “slack ” is not at all an eyesore, 


while it ensures immunity from all risk, either from fire or from 
the counterbalance falling. | 


„ КоппееНе?” Connectors. 


_ We illustrate herewith a connector for high tension connec- 
tions to sparking plugs. It was first introduced to the public at 
the Motor Exhibition at the Royal Agricultural Hall in March last, 
when a large number were sold, and since then there has been a 
steadily increasing demand for it. 

We understand that it can be used for any connection—accumu- 
lator celle, magneto-coils, sparking plugs, &c. It is easily 
detached by a slight twist and pull, but it is impossible for the 
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connection to come apart through vibration. The flex cannot come 
away, as it is fixed tight by means of a small set-screw. It is 
claimed tbat easy inspection of sparking plugs is possible even 
when the engine is running, as the connector is well insulated and 
there is no fear of shock. The connectors, which are well made in 
brass and will last for years, are now being used by some of the 
largest motor-car manufacturers. They are supplied by MESSRS. 
J. C. LYELL & Co., LTD., 55, Victoria Street, S.W. 


Insulating Wad for Lampholders. 


In fig. 84 we illustrate a new patent lampholder insulating 
wad, of which Messrs. MILLINGTON & EVERETT, of King's Parade, 
Cambridge, are the patentees and manufacturers. It is claimed 
to give perfect inaulation, to make the lamp thoroughly firm, and 


Fic. 84.—INSULATINGd LAMPHOLDER Wap. 


to keep the points of contact perfectly clean. The wad projects 
slightly beyond the bayonet points of the lampholder; 
tbus when the lamp is pressed into position the wad is 
solidly compressed, forming a complete insulation between the 
sides of the bolder and the bayonet points, and also keep- 
ing the lamp firmly fixed. The wad is made of heavy 
firepruof felt, faced with asbestos, through which ,two holes are 
pierced as shown. These holes correspond with the bayonet points. 


The accompanying illustration . 


i 


The wad is placed in position by simply pressing it in at the mouth 
of the holder. It is claimed that, especially on high voltage cir- 
cuits, it affords ап extra security against risk of short circuit. 

( To: be continued.) 


ELECTRIC POWER DISTRIBUTION FOR 
THE RAND. ; 


By ROBERT HAMMOND, М.1квт.С.Е. 


( Abstract of Paper read before the Engineering Section of the British 
Association at Johannesburg, August 30th, 1905.) | 


THE idea of laying down central power stations for the purpose of 
affording a cheap supply of electric energy over extended areas is 
one that is being adopted in all parte of the world. 

During a visit paid by the writer to Johannesburg during the 
early part of this year, he was struck by the fact that in such a 
dense industrial area as that included in the Witwatersrand, “ power 
distribution " undertakings of magnitude were not in operation. 
Within a radius of about 25 miles of Johannesburg, calculating only 
the main shafts in active operation in producing and developing 
mines, there are some 150 shafts into the gold-bearing banket, and 
the number increases annually, the workings varying from “ sur- 
face ” to deep level 3,000 ft. below the surface. 

There are already in use in the Rand mines, electric motors of a 
total capacity of about 20,000 H.P., and the number is being rapidly 
augmented. Electric energy is at present used for underground 
and surface pumping, for workshop driving, and in the cyanide 
works, for pumping the water, the solution and theslimes. Insome 
mines it is used for crushers, for haulage, for the conveyor belts, and 
in the mills. 

The writer not only advocates the adoption of electric winding, 
but he fully believes that almost every operation at present per- 
formed by steam power could more economically be effected elec- 
trically if the power were generated at a central power station 
supplying the whole of the mines. He has in mind:—Air com- 
pressing, haulage and pumping (both underground and on the bank), 
ventilation, stamp mills, crushing, sorting tables, tailing wheels and 
tramways. 

It will be noticed that the writer places air compressing at the 
top of the list. The almost universal practice on the Rand is to 
work drills by means of compressed air supplied from works on the 
surface. This method is most uneconomical, as, owing to the in- 
evitable leakage and friction losses, the distribution of compressed 
air through a long series of pipes results in a serious loss of power, 
variously estimated at from 50 to 75 per cent. of the power pro- 
duced on the bank. 

This should give place to a system by which electrical energy is 
utilised underground to work compressors placed in ventilated 
positions within 200 or 300 ft. from the workings. Under such & 
system, over 75 per cent. of the energy delivered to the electric line 
would be available at the tool. | 

In one important respect, the mines on the Rand work under 
conditions very favourable to the use of electricity. Pumping 
operations are generally continuous for 24 hours per day and 7 days 
per week ; mining operations are continuous for 24 hours a day and 
6 daysa week; milling operations are continuous in most of the 
mines (some not milling .on Sundays) for 24 hours and 7 days a 
week. 

Having agreed that the use of electrical energy on the Rand has 
an enormous field, the question arises as to whether it could be 
more cheaply obtained from one central station or from separate 
works supplying one group of mines. 

In order to fully appreciate the problem, it is necessary to care- 
fully note how the costs of generation of electrical energy are made 
up. They divide themselves almost equally into: (1) Capital 
charges; (2) working expenses. 


I.—CaAPITAL CHARGES. 


1, Interest upon the capital invested. 
2. Depreciation fund to provide for (a) the wearing out of the 
plant; (5) its antiquation. s 


IL—WORKING EXPENSES. 


1. Coal, gas, oil or water used as the motive power. 

2. (In the case of steam engines being employed) Water (а) for 
boiler feed ; (b) fpr condensing, 

3. Oil, waste and stores. 

4. Wages. 

5. Repairs and maintenance. 

6. General expenses, management, &с. 

A careful study of each item in turn will lead to the con- 
clusion that aggregation of output tends to economy in every one 
of them. 

I.—CAPITAL CHARGES. 


By aggregation of output and the resultant diversity factor, less 
plant is required, and therefore a lower sum has to be provided 
annually for interest and for depreciation. 

By aggregation of output, plants of larger size can be used and the 
capital expenditure thereon minimised. 


II.. WORKING EXPENSES. 


Taking each item in turn, and confining our attention to steam- 
driven plants :— 


Vol. 57. No. 1,456, Остовев 20, 1905.] 


THE ELECTRICAL REVIEW. 


651 


1. Coal.—Plants of the largest size, which can only be used in 
works having an enormous output, use less coal per brake horse- 
er than those of smaller size. Before a recent Parliamentary 
ommittee it was stated that, in the case of a particular type of 
steam generators, the 5,000-kw. sets used 25 per cent. less steam 
and the 10, 000-K w. sets 33 per cent. less steam than the 1,000-xw. 
sets. . 

2. Water.—(a) For the boiler feed. The less steam used in the 
generators, the less will be the water evaporated in the boilers. (4) 
For condensing, The less steam passing through the generators, the 
less water required for the condensing. 

3. Oil, Waste and Stores.—By means of the saving devices possible 
in plante of large size, there would be an economy possible under 
this head. 

4. Wages.—There would certainly be an economy here, because 
the same number of men required to operate, say, six plants of 
1,000 xw. could as easily work the same number of plants of 10 
times the size. 

5. Repairs and Maintenance.—Engineers are aware that the per- 
centage on value disbursed on plants of large size is less than that 
on plants of smaller size. 

6. General Expenses, Management, &:c.—Here, again, it is a truism 
that large businesses can be managed more economically, propor- 
tionately, than smaller ones. Possibly, however, there is no need 
to dwell further on the now almost universally conceded proposi- 
tion that aggregation of output leads to great economy in pro- 
duction. 

In order to 'apply our general principles to the supply on the 
Rand, it is necessary to estimate the total amount of power, elec- 
trical and steam, used at the present time. This may be approxi- 
mated from the amount of coal consumed annually, at, say, 
400,000,000 H. P.-hours per annum, equivalent to an average output 
throughout the year of over 45,000 н.р. 

In the case of 16 mines, which raised 316,371 tons of ore in the 
month of April last, 35,894 H.P. was in use. The total quantity 
raised by all the mines during the same period was 1,074,464 tons, 
and if dealing with 316,371 tons of ore necessitates a maximum of 
35,894 H.P., the 1,074,464 tons would, as а mere matter of propor- 
tion, requjre 121,903 н.р. 

Whatever, however, may be the total capacity of the plant, the 
broad fact stands out that a conservative estimate places the total 
‘requirements of the Rand mines at the enormous figure of 
400,000,000 K. P.-honrs, or, say, 300,000,000 Kw.-hours per annum. 

In order to arrive at the total capacity of a central power house 
to deal with this output, it is necessary to consider the load and 
diversity factors which would be obtained. 

The success of a central power station depends entirely upon its 
ability to afford a supply of energy at very low rates. The extent 
to which aggregation of output leads to economy in working costs 
йы ап, turns upon the excellence of the load and diversity 

rs which would result from the supply to a large number of 
consumers. 

Turning to the conditions under which a power station for the 
Rand would have to work, it is evident that a very favourable load- 
factor would be obtainable. The load-factor of the plant at many 
of the mines is as high as 5 or 6, but of course it would be too 
sanguine to tfust that all the consumers' demands would be as 
favourable. The writer is inclined to think that it would be on the 
safe side to assume that the average of the consumers’ 'load-factors 
would be 40 percent., equivalent to an average use of the maximum 
power for 9°6 hours per day. 

On the basis of а consumption of 300,000,000 units per annum 
and a 40 per cent. lond-factor, the sum of the consumers’ maximum 
demands would be 82,200 Kw. 

On the assumption of a diversity factor of 60 per cent. and a 20 
per cent. loss in distribution and transformation, a plant capacity 
at the generating works of 60,000 Kw. would be required. 

Dealing with steam generators, provision should be made for 
seven generating sets, each of a capacity of 10,000 Kw., each set 
being capable of sustaining an emergency overload of 20 per cent. 

On the assumption that one set would be occasionally laid off for 
overhaul, there would always be available for active use six sets 
with a total normal capacity of 60,000 xw., and an overload capacity 
of 72,000 Kw., amply sufficient to cope with the estimated present 
requirements and the estimated output of 300,000,000 units per 
annum. 

The cost of the power house, including steam generators, boilers, 
pumps, condensing plant, switchboard and erection is estimated at 
£980,000. 

The estimate is drawn upon the basis that the primary voltage 
would be 6,600 volts; the mines within a radius of nine miles of 
the central station being supplied at that voltage. For the more 
distant consumers, step-up transformers would be used and energy 
transmitted at 30,000 volts to transforming sub-stations. Two 
such sub-stations would be required, one on the East Rand and one 
on the West Rand. The energy would be transformed down to 
6,600 volts, and distributed to consumers at that pressure. 

For the purpose of the estimate a power factor of 85 per cent. is 
assumed ; bare copper overhead wires would be used throughout, 
carried on steel structures. 
been worked to throughout, is about 7 per cent. 

The 30,000-volt feeders to the east and west sub-stations are each 
arranged so as to be 50 per cent. in excess of requirements, so as to 
provide for reserve. The 6,600-volt lines radiating out to con- 
sumers are able to transmit the energy with a 7 per cent. loss over 
five miles, if load is taken off at one end, or a course of 10 miles if 
tapped off evenly all the way. 

Ample provision is made in the estimate for the transformers 
necessary to give consumers, especially those who already have 
electrical systems at work, a supply at any voltage they may desire. 


The loss in transmission which has 


The sum included for the electric lines, transformers, sub-stations, 
&o., is £340,000. 
In order that the plant may work at full efficiency, an ample 
supply of condensing water is necessary. Provision is, therefore, 
e for a tank to hold 100,000,000 gallons, the sum included for 
its construction and filling being £300,000. The complete estimate 
is as follows :— 


Power house CN И Г ОЕ £980,000 
Electric lines, transformers, sub-stations 340,000 
Storage tank ee m T s 300,000 
Land and road making ... v» ss 8 ass 60,000 
Contingencies, engineering and supervision fees, &c.... - 170,000 
Working oapital id ues T тт 150,000 
Total TT say T n £2,000,000 

Which it is suggested might be raised in the form of :— 
Five per cent debentures... £660,000 
Ordinary capital as 1,340,000 
Total £2,000,000 


The costs of working are compiled on the basis of an output of 
375,000,000 units, made up as follows :— 


T Units. 
Used by consumers zs we 950 300,000,000 
Loss in distribution and transformation 75,000,000 
375,000,000 


With a maximum load ‘of 60,000 Kw. the resultant load factor 
would be 71 per cent. With such a magnificent load factor as this, 
very low costs of generation are attainable. 


Costs OF GENERATION AND DISTRIBUTION OF 375,000,000 UNITS 
PER ANNUM. 


Coal on the basis of 4 lb. per unit and 10s. 6d. per ton 


(of 2,000 Ib.) ss ae T - yes . . £393,750 
Water make-up, 14 gallons per unit at 3s. 6d. per 1,000 
gallons ed m T on UE. ж ш 82,031 
Oil, waste and stores... 3,125 
Wages ... Vs Et T x - 52,000 
Management, rent, rates, insurance, &c. ... T see 12,000 
Repairs and maintenance, # per cent. on Capital outlay of 
£2,000,000 ; less working capital, £150,000 = £1,850,000 9,250 
£552,156 
Add 5 per cent for contingencies .. 27,607 
| £579,763 
Capital charges.—5 рег cent. on £660,000 debentures, and 
10 per cent. on £1,340,000 ordinary capital. .. 167,000 
Reserve fund.—For depreciation and antiquation fund, 
and 2 per cent. on capital outlay on plant Si 37,000 
Total ... m a - idis i £783,763 
Margin to the good К ёз 91,237 
£875,000 


REVENUE. 
300,000,000 units delivered to consumers, at 7d. per unit... £875,000 


It will be seon that on the basis of a payment by the consumers 
of 7d. per unit, there would be sufficient profit to provide 5 per 
cent. on £660,000 of debenture capital, апа 10 per cent. on 
£1,340,000 of ordinary capital, after setting aside the sum of 
£37,000 per annum to а reserve fund to cover the depreciation and 
antiquation of the plant. 

It will, I think, be agreed jthat еве figures are sufficiently 
favourable to support the idea of one central electric station for thc 
Rand; but it will be seen that they are based on the assumption 
that water storage of 100,000,000 gallons is possible, and that a 
matter of 470,000,000 gallons of water per annum, or, say, 1,300,000 
gallons per day, are available for making up the losses by 
evaporation. In making up the estimate of cost of working, it is 
presumed that this quantity of water will be available at a cost of 
Зв. ба. per 1,000 gallons. | 

Doubtless, if а good supply of water were available, it could be 
secured at a lower figure; but the serious question in such 
quantities at one central spot{is to permit of-the daily evaporation 
of so large a quantity. 

Assuming that the demand from mines on the east of Johannes- 
burg would roughly be double that from the west side, the ideal 
position: for the power house is about 8 miles to the east of 
Johannesburg. 

Let us presume for the purpose of illustration that ample water 
were available at Vereeniging at a distance of, say, 35 miles from 
Johannesburg. 

In this case it would be necessary to add to the estimate of 
capital expenditure a sum of, say, £80,000, for the construction of a 
weir dam to provide a reservoir as a stand-by in times of drought, 
and of the necessary line of pipes for inlet land return to the lower 
level. 

The generating station would be alongside the river, and the 
whole of the energy would be transformed up to 70,000 volts. The 
whole 50,000 kw. would be transmitted to a central point in 
Johannesburg by means of three sets of transmission lines, each 
consisting of three cables. Six of these cables would be sufficient 
to transmit the whole 50,000 кү. with а loss of only 67 per cent, 
The other three cables are therefore available as spares, 
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In addition to the central transforming station at the Rand, to 
which the trunk lines would be connected, two other sub-stations 
would be provided, as was the case with the central gengrating 
station, one of these being situated on the East Rand and one on 
the West Rand. Calling these stations A (west), B (central) and 
C (east), the whole of the energy would be received at B at 70,000 
volts, and rather more than one-third of it would be transformed 
down to 6,600 volts, and this would be distributed to consumers 
within a radius of about 8 miles at that pressure. The remainder 
of the energy would be transformed down to 30,000 volts, and would 
be transmitted at that pressure to А and C. Here again a further 
transformation would be made to the distributing pressure ‘at 
6,600 volts, | 

The total cos* of the trunk feeders and poles, additional trans- 
formers and sub-stations, would amount to, on a liberal estimate, 
£200,000. On the other hand, the outlay of £300,000 on the storage 
tank would be avoided. 

There would, of course, be an increase in the cost of the trans- 


mission of the energy, but this would be more than compensated 
for by the lower price of the coal and water at Verceniging, 
always presuming that arrangements could be made for the use of , 


the Vaal River. 

If such arrangements could be made, the future central power 
distribution station for the Rand will probably be situated there, 
and the supply given at 6d. per unit. 

The question will then resolve itself into a purely commercial 
one, and the mine owners throughout the Rand will have to decide 
whether it wil pay them better te draw their supplies from a 
central station or to combine to use their own elcctric 
installations. ' | 

There is liftle doubt that those who are at present only using 
steam power would find an economy in adopting electric power. 

In this connection it is significant to note that on the north bank 
of the River Tyne, in spite of coal being available at very low 
rates, 50,000 H.P. of steam has been displaced by electrical power 
during the last two years, the supply being drawn from the central 
power distribution works situated in Newcastle-on-Tyne. . 


In the discussion on the paper, Mr. SIDNEY JENNINGS said one 
of the important points to be considered was as to whether enough 
allowance was made for antiquation of plant. It was a matter of 
pounds, shillings and pence to the capitalist and to the engineer 
who advised him. If it could be proved without doubt that a cen- 
tral power station would be vastly more economical, then һе 
thought the capital, although huge, would be forthcoming. "They 
had on these fields central power stations of very much smaller pro- 
portions than the one advocated by Mr. Hammond. 'The Rand 
Central Electric Works werecselling at 4'1ld. per unit, whereas Mr. 
Hammond suggested that on а very large scale it should be репе- 
rated and sold for 07d. per unit. As to electric winding and air 
compressing by means of electricity, he last year paid a visit to 
the chief collieries in Westphalia and in Belgium, and he was 
immensely impressed by the power and facility with which electric 
winding could be applied on these fields. 

Mr. G. HENNING said it was easy to find fault with the Rand 
engineers for not putting more electrical power into use, but 
they should remember that a few years ago there was no Rand, and 
plants had to be put down step by step. He was quite certain that 
if Mr. Hammond were to offer them power at the price he mentioned, 
they would all take his power. i 

Mr. E. P. RATHBONE pointed out that with the power centralised 
in the way proposed, if anything went wrong with the centralisation 
the whole of the mines would be dislocated. , 

Мт. A. SIEMENS said they had heard every speaker say that the 
real criterion as to whether the thing ought to be introduced or not 
was, in commercial and industrial matters, the cost. In electricity, 
where the capital outlay was so very heavy, the charges in interest 
and antiquation were the main factors in deciding the matter. Mr. 
Hammond had told them that the load factor in the mines was at 
present very high—‘5 or 6. What would they gain if they made a 
central power station? He did not belicve that that wonderful 
economy would be effected simply by increasing the plant to 
wonderful sizes. He thought that 2,000 or 3,000 xw. plants were big 
enough, for they were handier. 
on-Tyne, and said that the North-Eastern Railway Co. were 
taking their supply from the central power station. He (Mr. 
Siemens) believed they paid 45d. Не had been over the Liverpool 
Electric Railway, and he was told that they got their units at 33d. 
They had placed their station half-way between Liverpool and 
Southport. It had not been at all proved that a high power central 
station would necessarily be cheaper than smaller stations. 

Mr. SpENGEL (Rand Central) pointed out that on the Rand they 


had comparatively modern plant, and therefore the chance of saving - 


much from electric power supply was not quite so favourable. It. 
might be possible to supply from a plant having a capacity of 
60,000 xw. at 6d. But this was based entirely on the assumption 
of a large load factor, and what were they going to do until this 
state was reached? There was probably no mine which would enter 
into contact with them now for, say, over 1,000 Kw., aud new mines 
generally started at 15 or 20 kw. Until the supply reached the 
60,000, the fixed charge per kilowatt would be rather high, aud in 
that he saw a commercial difficulty. 


Portmadoc Electric Lighting, — The U.D.C. bas 
declined to entertain the offer of the North Wales Power and Trac- 
tion Co. to supply energy in bulk. 


Mr. Hammond quoted Newcastle-. 


OVERHEAD CONSTRUCTION. 
By ROBERT N. TWEEDY. 


Wuart a world of too much to do this is. Technical journals 
come in by every post one might say, proceedings of societies 
come on top of them, and the daily papers fill up every 
chink, so that if due attention were paid to -all we should 
have no time to do anything but read and none to make use 
of our reading. The congestion of traffic in London streets 
is as nothing to the congestion of reading matter in many à 
man's study, such а congestion as no Royal Commission, 
nor а dozen of them, conld ever clear. The real want of 
this age is an auxiliary brain for every man who cannot 
manage with the one given free by Nature; a kind of 
memory pot into which the contents of all the articles and 
books we want to read and cannot now from sheer lack of 
minutes, might be poured ; an automatic sieve, and digester, 
too, to deal sub-consciously with the chaff and tares of 
which there is so considerable a proportion in modern 
writing. | | 

The writer marked for future perusal the paper on **Over- 
head Equipment," read hy Mr. Sayers before the Tramways 
and Light Railways Association last January (reprinted in 
the Tramway and Railway World of March 9th), but found 
no leisure just suited for that kind of amusement until now, 
which must be the excuse for referring after so many 
months to something which by present day canons onght to 
have been decently buried and forgotten long ago. How- 
ever, there are certain points in and arising from that paper 
which will bear exhumation, although it is too much to hope 
that they can be given new life. 

Poles have become gradually larger and larger since. the 
date of the first trolley lines, and this not because the weight 
of the trolley-wire between spans has increased appreciably, 
or the other factors altered proportionately, but, so far as can 
be gathered, from the ever-increasing unbalanced stress put 
on the span wire. Poles are raked out of all reason, and 
pulled into the vertical at whatever cost in tension, not with 
any relation to the effect of the trolley wire on its supports, 
for if that only were considered a fraction of the rake would 
suffice. That this is so can be verified by observing the 
tautness of the span wires in most places. Unreasoning 
habit, fostered by the evil practices of constructional line- 
men, has led us into calling for such poles as the Standards 
Committee has selected, whereas an equally satisfactory pole 
to correspond with each of the three standards, but many 


‘pounds lighter in weight and of proportionable diameters, 


would have been chosen if the evidence given before the 
Committee had been derived from witnesses unblinded by 
custom. Much of the outery at the ugliness of the over- 
head system might have been avoided if poles and bracket 
arms had not grown so huge. Our eyes are accustomed now 
to rows of monstrous columns along our streets, and the 
sight of anything smaller would be sure to give rise to a 
sense of danger. 

This cry of ugliness has been strangled for the time now 
that Corporations have not the money to spend on surface- 
contacts or conduits, but the tramway builders have been 
their own worst enemies in this business, for they have given 
just cause for complaint by drawing attention to every ugly 
feature. No doubt resort was had to superlative ornamen- 
tation in the first place in the hope that æstheticism would 
be appeased, and it is only of late that people are beginning 
to understand that heavy bases, ornate collars, elaborate 
scroll-work, bracket arms extended backwards to give an 
effect of balance, and spiry decorated finials capping all, 
partake of the superfluous, and succeed in doing the very 
opposite to the intention. 

Not only are elaborate trimmings artistic errors, they 
become positively economical objections in some cases. 
Lines are by no means unknown on which irreparable 
damage has been done to the most important section of the 
poles by galvanic action between the lead with which the 
constructors sought to make the bases watertight and the 
mild steel. This erosion may not be discovered until a pole 
is removed for some reason, when a cincture is found bitten 
into the pole at the line of caulking. 

Whether the caulking has been done with lead or less 
dangerous material, it is the universal practice to make a 
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Joint which is not intended to be broken during the life of 
the line. How, then, fares the surface of the pole inside the 
base ? The visible portions are painted every year—should 
be, if they are not—but not so the invisible. Few seem to 
remember that layers of metal, in the form of oxide, are peeling 
off every year under the bases. But that is the case however 
much the top joint may have been caulked. Moisture 
creeps up from below, and sweating takes place inside 
until the first inadequate coat of paint is lifted and the 
ravages of rust begin and continue unchecked. Mdh 

As with the bases, во with the collars, which cover and 
hide with yet greater obtrusion the returns formed by the 
junction of each two sections. These are not caulked, and are 
not the cause of galvanic pitting, but they conceal the sad 
effects of the rain which is trapped by the ledge, and as a 
general rule the painters have no orders to lift them to paint 
underneath. | | 

If poles are to be trinketed with redundant castings which 
catch the eye and conceal the weather, let them not be 
responsible for the early death of the poles themselves. 
Better by far than the present practice is it to leave а clear 
thoreughfare between pole and base, and to make proper 
provision for ventilating and draining the base, but incom- 
parably better is it to have no base at all, nor any collars, 
for then the heavy depreciation which goes on quietly and 
surely when bases are fixtures and collars are never moved 
will cease. 

Primarily bases are intended to protect the poles from 
errant vehicles and mutually to protect the vehicles, but that 
reason has ceased to exist with poles made of steel and 
planted on the footpath. ^ Certainly a base subtracts from the 
effective road width, and as certainly to minds free from the 
prejudice of eustom it has the reverse of an ornamental 
effect. i 

Finally, if the considerable cost of these accessories is 
saved by their omission, the only valid reason for collars can 
be set aside by the adoption of one-piece taper poles, which 
have so many advantages over the sectional poles. As Mr. 
Sayers informs us, they are somewhat dearer, but the bases 
and collars are dearer still. 

While rust and galvanism are sapping poles from the 
outside, potent rust plays its part on the interior. Whether 
this is caused by direct rain which entered after 
erection and before the pole was capped, by 
sweating, or by other ways, matters not. Caused 
it is, and the obvious cure is to ventilate and 
drain the pole until it can happen no longer. 
This is easily done on poles not yet erected, 
and can be carried out at moderate expense when ` 
they are in position. Probably the finest solution 
of the matter is to fill the whole pole with concrete 
after treating the interior with paint or other 
preservative, for that will add considerably to 
the strength of a pole, and prevent for ever the 
attack of rust. | 

This subject of corrosion and erosion of mild 
steel poles (it is a well authenticated fact that mild 
steel suffers from these diseases in much higher 
degree than wrought-iron) is not one to be dropped 
lightly. It is a serious and present danger to all those 
tramways on which no precautions have been taken 
against it, and at the rate of wasting which has been 
observed by the writer on poles removed from all kinds 
of localities, it is to be feared that long-continued neglect 


will end in the absolute destruction of poles even before the 


termination of the usual 21 years’ lease or the 25 years’ 
loan. | 

When Mr. Sayers says that “it is far better to let the 
P.W. construction get a good long start of the overhead,” he 
has in mind, as he says, the uncertainty of P.W. plans, but 
the most economical way to work is to have the overhead 
construction always at least a little ahead of the track, so 
that advantage can be taken of electricity, supplied probably 
by a temporary plant, transmitted to work trains and track 
tools. To obtain the many advantages arising from this 
procedure is a matter of preliminary organisation, and it is 
to be regretted that practical engineers who realise the im- 

rtance of machinery in economising labour have not more 
to do with these preliminaries. The track costs more than 
any other item in the construction of a tramway, and a per- 


centage saving on its cost means a correspondingly larger 
amount off the capital charges. Rail benders, rail drills, 
riveters and all the rest of the portable tools could be 
worked electrically, or electro-pneumatically, and an immense 
deal of carting could be saved if live trolley wires were avail- 
able up to the rail head. | | 
On interurban or country lines, where the cost of con- 
struction has to be kept down to the absolute minimum, still 
lighter poles may be used, as there will Бе little objection to 
them being stiffened by bow-strings in the same way that 
the Post, Office stiffen wooden poles at curves, and light steel ' 
poles properly maintained are probably better in such cases 
than iie wooden poles which have been used occasionally. 
Mr. Sayers would have anchors at the ends of all 
curves, at section insulators, and at every quarter mile 
in addition. If trolley wire is erected properly there 
is little necessity for all this extra wiring, and the 
less of it there is the better from every point of view. 
Tn no case of a trolley wire breaking will more than one span 
be affected if tlie ears are attached as securely as they should 
be. Ор paper, of course, it does look as if a break in one 
span would send some effect travelling down the line on both 
sides of the break ; but, in fact, nothing of the kind occurs, 
and the damage is localised strictly. E 
Even section insulators ав made now are independent. of 
anchoring, and so are splicing ears if they are designed to 
receive the ends of the wire at an angle as obtuse as 
possible. | | mE 
Anchoring, it may be said, is required chiefly as а meaiis 
of preventing broken wires falling to the ground, not so 
much to prevent the damage or deformation of the line 
extending, and it follows, therefore, that anchors are to be 
put up in the course of maintenance rather than as a matter 
of construction. 2 | 
As the wire at splicing ears, section insulators, and other 
special points begins to wear, anchors ought to be thrown 
over the fittings and attached by half ears to the wire on 
each side, and it is the duty of the linemen to do this in 
good time. Broken trolley, bad lineman " is a saying that 
has more than an element of truth in it on most occasions. 
This anchoring for protection from the effect of trolley 
wires breaking used to be done on the trap“ principle by 
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taking the wires back to the next poles, and 80 forming a V 
between the trolley and anchor wires. This arrangement 
has not been seen on new work since the Board of Trade 
frowned on it, not without, due provocation, and it has been 
superseded by anchoring in the same vertical plaue as the 
trolley wire. This has been done in several ways, as 
illustrated diagrammatically above. 

Fig. 1 shows в bowstring suspension from а bracket arm, 
with two insulators, usually globe strains, on either side in 
order to maintain double insulation. This arrangement 
always looks heavy, and requires too many insulators. The 
equivalent span-wire constrüction has a special anchor span 
in place of the bracket arm in fig. 1. 

Fig. 2 shows a better arrangement so long as the globe 
insulator stays in its place on the hanger, and fig. 3 provides 
better for this by means of a special insulator made like half 
a reel or bobbin insulátor, retained in position by pegging 
the hanger cap; but the arrangement shown in fig. 4 is 
preferable to them all, although it calls for a special hanger 
cap. The cap is cast with two trunnions on top, which are 
made to support a complete reel insulator, and the anchor 
wire simply lies in the groove and is attached at each end 
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to other reels and so to the half-anchor eats. The cost of 


the cap is little more than that of the ordinary cap, while 
full advantage can be taken of the cheap and trustworthy 
porcelain reels. - 

This vertical style of anchorage cannot take the place of 
the horizontal style when strain is to be taken off a lergth 
of trolley wire, but, as stated above, that kind of anchoring 
can be reduced to small proportions in practice. 


(To be concluded.) 


A PRQVINCIAL'S VIEW OF THE 
EXHIBITION. 


THE note of the Exhibition is struck before Olympia is 
entered, if the first visit is paid at night when the row of 
flame arc lamps is flooding the accommodation road with а 
wonderful ruddy light, for there, sandwiched between the 
glorious.globes of yellow-red fire, one dimly sees the rival 
light ав а square inch ог so of cold green phosphoresence, 
looking for all the world like so many chips out of an imita- 
tion moon shining by the reflected, and transformed light of 
the electric suns. Nothing but the glow of the mantles is 
seen, for the power of the arcs overwhelms any radiation 
from them. 

That is the key-note which tunes the visitor to the vibrant 
lessons awaiting him inside. 

Olympia will teach the provinces, and London; too, that 
electricity bas not passed from its infancy straight to its 
dotage, that it has not just flitted across the sphere of the 
gas lamp for a moment and so into the region of failures. 
It will bring home to householders, to factory owners, and to 
public bodies that electric light is not fighting only with a 
carbon glow-lamp in one hand and the old arc lamp in the 
other. Trenchant weapons these against any comer, and 
ever gaining keener edges as the battle rolls slong, but the 
cause is daily strengthened by the creation of new and heftier 
blades. 

Although the Exhibition satisfies the farmer that chaff can 
be cut and cream separated by electrically-driven machinery, 
sets the hotel proprietor thinking about the advantages of 
cleaning knives and boots by the same means, persuades the 
brewer that bottling and corking machines are best driven by 
motors, and demonstrates to the engineer that steam, belts 
and shafting are obsolete, it is, above all and before all, an 
exhibition of electric lighting. It is necessary that it should 
be во; the times demand it. Collieries, factories and work- 
shops by the score give their evidence against steam engines 
for anything but driving dynamos, and nothing but hard 
times and shallow pockets prevent an enormous extension of 
motor use ; but reports from the realm of lighting make clear 
that the truth about electricity is not known. The hold of the 
incandescent mantle is far stronger than we knew, and it 
must be loosened by light let in on every intelligence, obscured 
by ignorance of things in being. 

This office the Exhibition will perform in part, but much 
rests with the provincial engineers. 

The glare of Olympia does not irradiate Land’s End, but 
its lessons will carry far of their own weight ; they must be 
pushed and pushed until the incandescent mantle is no more 
and gas takes its own place. 

Circulars, catalogues, travellers, all perform their part in 
the education of engineers and of the nation, but an exhibition 
such as this offers a chance of saturation with the deeds of 
progress, which is of more lasting value than piles of 
leaflete, shelves full of catalogues; and hordes of travellers. 
For that reason it is imperative that as many as are con- 
nected with electricity shall see as much as they can of the 
things at Olympia, which are going to do so much towards 
the approximation to our ideal. 

The visitor does not leave flame arcs outside the building. 
They are everywhere. On the four corner posts of many 
stands, in rows inside the stands, along the very ridge of the 
roof they shine prominent and unmistakable. Here the 
flame arc makes its début, one may say. Hitherto it has 
been burning publicly in patches only; samples here and 
there, batches at wide intervals over England. 

The pioneer lamp failed, but out of its ashes have sprung 


from t 


Nernst. 


innumerable others, of which some will live long and happy 
lives. That the flame lamp as a type is at once the most 
brilliant and the most economical electric lamp may be taken 
for granted ; as an individual that which burns the cheapest 
carbons for the longest time with the least flickering, and 
the least light obscuring and corrosive deposit will secure the 


public favour, so long as the price is right. 


If that lucky lamp is'a British production, so much the 
better for Britain, but it is evident that the odds are on 
the foreigner, if numbers count. Certainly the lamp which 
appeared to give the steadiest and most pleasant light was 
British-born and made. It makes use of a magazine rifle 
clip to reload the carbon holders, and is enabled thereby to 
burn thin common carbons for 40 hours and over, withont 
re-trimming. The enclosed arc lamp has spoilt us in this 


. matter of trimming. Before its day we had to provide for 


daily attention to the carbons, and it seems that we are on 
the brink of returning to that state of things, after 
accustoming ourselves to the 150-hour enclosed arc. If the 
difference can be made less, or removed altogether by some 
magazine arrangement, there will be no remaining objection 
to the new lamp, but whether the hours of burning arc'short 


, or long, the next 12 months will produce flame lampe which 


will make the use of white arcs an economic blunder. 

The flame arc is old compared with the mereury vapour 
lamp, which was perhaps the greatest novelty in the Exhibi- 
tion. Much has been seen in print about the Cooper- Hewitt 
and the Bastian’ lamps, and trial lamps of the latter type 
have been in use to a limited extent, but the majority of 
engineers, to say. nothing of the general public, hardly 
realised that the mercury vapour lamp has come out of the 
laboratory into the practical world, until they saw the 
shimmering: stand of Messrs. Rumney & Rumney. 

What part that lamp will take in the unplayed acts of 
electric lighting it is rash to forecast, but of this we may be 
reasonably sure, а lamp which’ vies with the arc lamp in 
point of efficiency, burns for'an extraordinary number of 
hours before it requires any kind of attention, keeps up its 


normal candle-power throughout its life, and burns always 


with а steady radiance even when subjected to wide variations 
of pressure, is an article which may not be cast aside lightly, 
because the colour of its light is peculiar. The very strange- 
ness of the colour will make the use of the lamp in private 
houses and public buildings intolerable for some time to 
come, but that objection sinks into obscurity when the 
lighting of side, and even main streets, and of factories and 
workshops is in question ; and the only points on which 
uncertainty must be removed by. experience before the lamp 
is accepted finally, are those concerning average life and 
sensibility to atmospheric conditions. Compared with the 
miniature arc, prices are quite reasonable, even now, but we 
may expect with confidence that demand will operate to 
reduce them still more, and that the lamp will. eventu- 
ally become a most active competitor’ for ‘aide street 


lighting. 


The mercury lamp has to find its field first i in the streets 

where people can become accustomed to а colour so different 

bat of any other light, then it may get within four 
walls, and gradually attain the fulness of its hope. 

Was it the feeling of others besides the present. provincial 
that there is more certainty about that lamp than about the 
tantalum lamp? The visitor to Olympia has no more 
doubt about the existence of one than of the other, for both 
are well represented, but one felt that the latter has to 
live much longer before anything very definite can be said 
about its permanent value or comparative excellence. 

While the mercury lamp will compete with the incan- 
descent mantle, the Nernst lamp and the small arc, the 
Tantalum—and, at the same time, the Osmium—will be 
required to prove itself against the carbon filament and the 
How it will behave under the stress of competition, 
from which the factor of novelty is omitted, remains to be 
seen ; but it is probable that at the present time the average 
useful life under the conditions which are to be expected 
reasonably, is too short to make the lamp a serious com- 
petitor with either of its rivals. 

The filament is so long, and becomes brittle so early, that 
a pessimist might be inclined to remove this lamp from the 
list of entries for the domestic lighting race, and he would 
add that the unit of light is rallier too large to`appeal to 
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owners of rooms under 20 ft. square, now that the general 
pressure of supply is 200 to 220 volts. : 

One left the Exhibition with a sense of overpowering 
dazzlement, and an idea that one could never again read 
under anything less than а dozen arc lamps at 6 ft. Never 
were one's poor eyes assuiled by so many candle-feet 
simultaneously. What the Olympian atmosphere would 
have been like under the befouling influence of an equivalent 
candle-power in gas lamps one shudders to think. The 
result would be an explosive as well as a suffocating 
mixture. 

One welcomed the. reminder of Messrs. Geipel & Lange 
that there is such a thing us a “turn down" lamp, for it 
helps to refute the recurring statement of the gas men that 
nothing but the extremes of full brilliance or extinction are 
possible with electric lamps except at an enormous sacrifice 
of efficiency. 

The supplementary filament in the “turn down” lamp 
serves its purpose mach more readily thau the by-pass on a 
gas lamp, and without the notorious inconveniences attaching 
to the latter. 

While it was the object of the rest of the exhibitors to 
display their lamps as nakedly as possible, the Linolite Co. 
gave everyone а much-wanted object lesson in the effective 
distribution of light. The system of diffusion by indirect. 
reflection will become universal later on when people discover 
that what remains of their eyes is worth conserving, and 
suppress their acquired habit of looking for points of 

intense light. 

Those who have taken advantage of the goodwill of the 
exhibiting lamp makers to supplement their glance at the 
miniature factories of which the stands consist by following 
in the real factory the manufacture of a glow lamp from 
cottonwool to cardboard travelling case, will feel more than 
ever that it will take a lot of beating when made with such 
scrupulous care ; but we have to face the possibility of 
recent innovations superseding the old forms sooner or later, 
although the day may have arrived already when improve- 
ments in the manufacture of the filament will postpone the 
event indefinitely. 

The carbon glow-lamp industry is too vast, апа its 
products are too well known, for sudden decay and dissolution 
to overtake it. . The new lamps and the old will find their 
own places in time, while all will join forces to thrust the 
gas lamp into outer darkness. 

The generation and application of ozone has been 
treated so ‘extensively in these pages that one was glad to 
have an opportunity for examining а real live ozoniser on a 
practical scale—something that will deal with the whole air 
supply of a building, or will purify water and sewage at small 
An ozoniaer will be a desirable adjunct to an installation 
of electric light in any building in which ventilation has 
depended on the superseded gas Jets. 

The steel-core concrete conduit strikes a new note in cable 
laying, and with prices less than those of stoneware conduits, 
the advantages seem to be numerous. 

In the matter of cooking and heating by electricity, one 
looked admiringly at the pots and pans, and at the 
charmingly designed radiators, with a sigh of regret at the 
price of gas. 

In medicine, electricity has the field to itself, and the 
Dowsing show was useful as an indication to the layman of 
the advances in this direction. Perhaps the day will come 
when another peak will be added to the chart of the lighting 
station by the light baths taken off the mains every morning 
before breakfast. | 

Undoubtedly there are many small domestic uses to which 
electricity will be put increasingly, but another exhibition 
ortwo must come aud go before the heavier household 
heating work is taken out of the hands of the coal and gas 
men. 


Redcar Electric Lighting.—The U.D.C. has decided, 
with the approval of the B. of T., to transfer the prov. order to 
the Cleveland and South Durham Electric Power Co. on terms 
agreed upon. By this action the Council's expenses in obtaining 
the order will be refunded. 


MAEING ONE'8 LIGHTS COUNT. 
(AN AMERICAN Vikw.) 


CONSIDERING the enormous increase in business which most 
of the large central stations have enjoyed during the past 
decade, it is strange that in so many instances consumers 
have learned so little about the efficient uge of their installa- 
tions of incandescent lamps. In some quarters the opinion 
prevails that if the central station sells the current it makes 
little difference whether the consumer’s equipment is effec- 
tively employed or not, and that it is all опе to the supply 
company where the lamps are placed as long as the monthly 


. remittances are regularly received. Such viéws are not in 


accord with broad conceptions of the relation of a central 
station to its customers, and, in the long run, are. destined 
to go to the wall. | 

The use of the electric light in advertising is a case in 
point. There is, perhaps, no better index of a town's pro- 
gressiveness than the manner in which the streets in the 
commercial district are iJuminated after business hours. In 
the great cities of the United States the electric sign has 
now attained a tremendous foothold ; the Chinese laundry, 
the Hebrew merchant, hotels, restauranis, theatres, and 
retail houses of every description have been brought to the 
point of realising the far-reaching effectiveness of illumi- 
nated signs against the natural background of darkness in 
comparison with the dead level of even illumination accorded 
to all objects by daylight. The electric sign compels atten- 
tion—there is no escape from it, and even the smaller cities 
and towns are beginning to see the point. 

Many enterprising cities of middle size, not to mention 
the larger towns, are very poorly provided with street lights, 
even in the business districts. Perhaps there is no more 
difficult problem in the field of artificial illumination than 
the adequate lighting of streets. Few cities are in the 
financial position to light even their important streets to a 
degre of brilliancy much in excess of that required for 
tolerably safe, personal, locomotion along the sidewalks. The 
fact is, if it were not for commercial lighting for advertising 
purposes, few of our cities outside the great metropolitan 
centres would present any special attractiveness down town 
by night. The advent of the electric sign and the use of 
window lights until the late evening hours by enterprising 
merchants have jointly wrought greater changes in the 
habits of our smaller cities than are generally realised. 
Time was, and not so long since, either, when an after 
dinner stroll along the principal streets of a town of 50,000 
inhabitants was a gloomy and depressing experience, attended 
by occasional personal risk and cheered by nothing brighter 
than the flaring gas jets of some saloon or fruit stand. 
To-day, in live communities, throngs of pleasure seekers 
crowd. the important thoroughfares every evening ; and, 
although the trolley may justly claim a large share in this 
improvement, there is no doubt that the lion’s share rightly 
belongs to the incandescent lamp. This being зо, it is a 
pity to overlook the possibilities of effective illumination in 
any individual case. 

[n a nutshell, the electric sign and the window light pre- 
sent two exactly opposité problems. The former ів the 
object of attention, and the latter a means to an end. If 
the sign is legible at reasonable distances, it matters little to 
the observer whether the lamps used be “16 or 4; but, 
whatever the candle-power, legibility is the first essential. 
[t is not uncommon to find merchante spending considerable 
sums upon current for high-powered but only fairly legible 
signs, when the same, if not better, results, could be secured 
by the use of smaller lamps spread farther apart. In 
incipient cases of this kind, it is surely worth while for the 
central station man to advise either installing a sign of wide 
spaciug with large lamps or one of narrower dimensions and 


smaller candle-powers. If the merchant be made to see that 


he is receiving adequate return for his outlays each month, 
it will surely count in the central station's favour when 
extensions are planned, or references and recommendations 
made to prospective customers. 

Window lighting is almost a specialty in itself in these 
days, and the need of experienced advice is seen on every 
band. Here is where the central station stands an admirable 
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chance of being doubly useful to its customers. The average 


consumer does not realise that the lights themselves are 
merely auxiliaries to the display of his goods; he does not 


know that two 8-c.P. lamps, intelligently located, are almost 
always more effective in window lighting than one 16 ; and 
he often thinks that the display of the lamps beside the 
goods add to the attractiveness of hisexhibit. Questions of 
this character need the skilled attention of the electric light- 
ing engineer, and it is in the power of the central station to 
demonstrate to every progressive customer that judicious 
aduptation of means to ends, which resulta in a better quality 
of illumination at the same profit for each unit of expendi- 
ture, more lasting satisfaction on the, part of existing clients, 
und a broader increase of business throughout the com- 
munity. 


- 


EDUCATIONAL, AND OTHER FADS. 
By A COLLEGE LECTURER. 


A VERY great deal has been written and spoken regarding 
the training of engineers chiefly by professors and consulting 
engineers. Recently, one of these made the suggestion that 
courses of lectures might be delivered by old students of the 
College who were engaged in some special branch of 
engineering. 

Now, this suggestion can hardly be called new, and in one 
technical college at least experts have lectured chiefly, of 
course, in the evenings, fur years. Whether or not their 
efforts are crowned with success, the writer cannot вау. In 
many ways, however, the suggestion will do goud in bringing 
before the public the necessity for specialisation in electrichl 
engineering teaching work, and it will tend to do away with 
the antiquated idea of a * professor" with plenty of white 
shirt and side, who lectures on everything connected with 
electrical engineering. | 

It is a strange fact that technical colleges have very often 
followed the example of the old and hoary Universities, by 
appointing ‘professors to teach “everything” instead of 
obtaining а series of lecturers. Frequently also in appointing 
a head or principal of a college, teaching experience is rarely 
considered of any importance. Perhaps this is done so that 
the man appointed may make original suggestions on the 
Carnegian principle of making a telegraph clerk а chief 
engineer of, say, a steel works. It is a curious thing 
to think of the feelings of such a man, who has spent 
the greater part of life in the seclusion of his college rooms, 
dragged forth to boss some institution where there is the 
usual heterogeneous collection of trade classes. He must 
feel something like Kipling’s captured lancer, and one 
cannot help * wondering how he likes it." " 

The above, however, is a digression, and to return to the 
professor, we frequently find, as if electrical engineering was 
uot sufficient, that the professor professes physics as well. 
In other cases it is tacked on to engineering, and sometimes 
the engineering and electrical engineering laboratories are a 
wondrous combination. Of course a lecturer is generally 
appointed at a moderate salary to do the work of the pro- 
fessor in this case, and the writer is aware of a college which 
has appointed **assistant professors " at moderate salaries, 
und in this way has almost doubled its output. 

In the meantime, however, assistants of any description 
are poorly-paid people: the salary ratio :— 


Assistant 

However, with the advent of clearer and saner eductional 
ideas, the decadence of the professor will be accelerated ; but 
of course, so long as the popular craving for these creatures 
remains and requires to be satisfied, colleges will groan for 
funds, and suitable" lecturers will remain scarce. 

Yet in looking through the advertisement columns of any 
electrical engineering paper, one cannot help being confronted 
with the march of specialisation in this industry. For 
example :— 


Wanted, an engineer with experience of H. T. three-phase 
working 


= 10 approximately. 


ә 


* Wanted, a mains superintendent with special knowledge 


of electrolysis troubles 


* Wanted, an engineer with experience of the three-wire 
system : 

And so on. 

In teaching, specialisation is a thing of the future, and 
meanwhile the enterprising Teuton has it all his own way. 
The British public seems to consider a professor necessary, 
and sticks to him as Rankine’s workman sticks to his “ three- 
foot rule." 

The writer has experienced at college many professors. 
There is the professor who does consulting work, who utilises 
the college in his spare time, who has forgotten how to 
integrate log r dr, and who attends to the telephone bell at 
intervals during the lecture. The writer, being only a student 
then, failed to appreciate this professor at his true value. 
He did not recognise that all the time he was gaining 
information, getting practical wrinkles, far more useful than 
integrations. The lesson seemed to him to be “make 
money.” Recently another celebrated engineer has blurted 
out that this is really the case, and if this is во, why not 
lonk the facts in the face, and equip our colleges corre- 
spondingly 7 | 

It would interest the writer very much to know what the 
occult knowledge is of which practicians make such a talk? 
Is it anything which can be communicated to students, or 
which might supplant other more academic studies? Js not a 
great engineer rather a kind of freak, a person who 
many valuable qualities so co-ordinated that he is able to 
make money? | 

There is the professor who writes books, and who bores 
his students by giving them proofs to read in their “ apare 
time.” He is the most harmless of the lot. 

There is the professor who is a manufacturer, or to use the 
expression of his more jealous brother professors, “ keeps a 
shop.” The writer recollects such a professor of engineering 
who probably having a mania for works costa, &c., used to 
waste precious hours teaching the rudiments of abbreviated 
arithmetic! ! The absurdity reached a climax when he 
pulled out his slide rule to correct his working. Yet here 
was a practician of the best type. 

Most of the best paid professors in this country are allowed 
to do consulting work and thereby gain a little experience 
and cash. Most of the worst paid professors in this country 
are по! allowed to do consulting work. Lecturers are always 
debarred from this by a clause in their agreement with the 
college, for which the writer supposes the professor of the 
department is largely responsible. In some Universities, of 
course, this is not the case. The writer would welcome the 
more enlightened policy of giving the students more outside 
experience and less “ talky talky, but does not see how it is 
to be done with the present day curricula to get through, 
except by omitting many intermediate methods” of doing 
things referred to below. 

Again, there is the wretched student to consider. This 
person is bandied about from one department to another 
between, say, 10 a.m. and 4 p.m. each day from chemistry 
to mathematics, then physics and laboratory, and so on. In 
many institutions a great deal of his time is really wasted 
over “fads” of the professor, or some absurdity of the 
curricula. To enumerate only a few of these, there is the 
professor who insists on, say, * Windmill design," to the 
exclusion of everything else. Very useful no doubt to a very 
few, very useless to a great many. Again, the laboratories may 
have been designed by a ^ practician” who has had no 
teaching experience ; and this, of course, is fatal to the 
students.  Practicians seem to imagine that the electrical 

"engineering laboratory should resemble an engine room as 
much as possible. There should be switchboards, and as 
many fixtures as possible, and all the wires should be run 
out of sight, or in tubing, and when you turn a handle the 
armature begins to rotate. 

The writer has often wondered why there were so many 
fixed connections in a laboratory. Yet the waste of time 
over these is enormous, when one considers that every fixed 
connection has to be explained at least three times to a 
student in the course of a session’s work; hence, if there are 
n connections and N students, the time spent over them can 
be calculated. 

How often does a student ask, What is this arrange- 
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ment for?" and the demonstrator wearily replies, ** Oh, 


that thing! it was an idea of Prof. Bunkum’s to enable you ` 


to put alternating and direct current on a motor at the 
same time. It didn’t work, во it is never used." And 
again : “ How do Т connect up this dynamo to run as а 
series machine?” „ You join A to B, Z to N, F to k, H and 
J, and don't forget to take the plug out of M, otherwise there 
will be в dead short." 

Yet, in spite of years of this sort of thing, we see labora- 
tories with many switchboards and fixtures at the present 
time! Sometimes students have a delightful time finding 
out what a machine with all ita connections is intended for, 
und making a new diagram of these. 

Another faddy thing is the C. G. S. system, some professors 
insisting on its use throughout the college course. Perhaps 
this accounts for the heterogeneous units adopted by 
dynamo designing peuple at the present time. Lately 
the writer had five drawings of a dynamo machine 
to consider. One firm used millimetres, another centi- 
metres, another feet and inches, another feet and decimals 
of a foot, and во оп. Why millimetres (11) are so frequently 
used nowadays is rather puzzling; 430 mms. does not 
convey much idea of length to the British engineer, and a 
millimetre is no unit. 

The writer thinks that the Engineering Standards Committee 
should recommend certain units to be adopted in drawings, 
and suggests the /oo/ and inch as being quite good enough for 
most people at the present time. Later, when quart pots 
are abolished, perhaps we shall have a set of rational units, 
but introducing these meantime is mefely adding fuel to fire. 
However, it isa little awkward, if one wishes to compare 
drawings hurriedly, to find that they have all to be reduced 
to a sort of N. T. P., which in its gruesome absurdity is quite 
sta tling. 

Then, again, there is the idea of doing things on a large 
ale in some places, and machines of large size are used. 
Now, now doubt, large machines are better than small ones 
when expense is no consideration, but in the majority of 
places cheapness is the great desideratum.. In this respect 
certain London Polytechnics compare very favourably indeed 
with other places blessed with more £ в. d. for equipments. 

Again, every laboratory, however poorly equipped other- 
wise for teaching, us! have its Kelvin balance, costing £60 
to £80. Ава rule, a large copper voltameter wonld be quite 
as instructive, and cost about 58., and quite good enough for 
this class of student to work with. If this was done, 
perhaps we would find a voltameter in every little electrical 
engineer’s shop for calibration purposes, and so many 
electricians would not believe that the strength of the solit- 
tion affected the results appreciably. Vet, strange to say, 
although much has been spoken and written about calorific 
values of fuel, calibration of instruments, &., it is quite 
the erceplion to enter an electric generating station where 
this simple calorific test of coal is regalarly carried out, and if 
any standardisation is done, the instruments are compared 
with another instrument supposed accurate once upon a 
time." But the scarcity of fuel-testing calorimeters is 
more extraordinary and inexcusable since the price of gene- 
rating per unit depends surely on the calorific value to u 
great extent. 

The teaching of engineering mathematics, too, has under- 
gone a change, and now squared paper is all the rage. 
Every engineer now talks of finding the“ law“ of variation 
of some function. One often reads, “the accuracy with 
which these curves fullow the quadratic or parabolic law is 
remarkable, whereas the **remarkability " would come in 
if the quadratic approximation did not follow the experi- 
mental results, in most cases. However, it seems mathe- 
matics is now to be regarded as a branch of mechanics, and 
perhaps, on the whole, better results will be obtained this 
way. Abbreviated arithmetic, however, is about as useless an 
accomplishment to a twentieth century British engineer as a 
knowledge of Chinese ; slide rules, and four figure log tables, 
being very cheap now. It seems, looking at types of different 
examination papers, that our educational people delight in 
teaching, first of all, all sorts of methods of doing calculations, 
which are shed as the student gets more knowledge and 
experience. The writer wonders how long S = } g/? will 
be proved by algebraic methods, and what good this does the 
student—another stock question is the “ simple pendulum ” 


without using the calculus. Half a student's time, it appears, 
will be spent ‘in learning methods which are to be “ "m 
later on. Why? - - 

It seems to the writer that if a student would plunge into 
the calculus at once and spend a year or two getting it up, 
before he ever attempted to study dynamics or physics, a 
great deal of useless ** [Intermediate Science" methods of 
solving problems could be avoided, or he could study them 
by calculus methods right away, along with the calculus. 
That this can be done quite well has been proved over and 
over again. 

In this way, perhaps, a student may develop into a ** Cap- 
tain of industry —why they call them Captains” the 
writer does not know, if there is a captain surely there is 
the Field-Marshal's baton somewhere ? - 

But in any case the student must remember when he goes 
out into the world that to be a success there (and, of course, 
make money) he will require to resemble Magnano, of whom 
it i8 written :— 


In magie he was deeply read, 

As he that made the brazen head, 
Profoundly skilled in the black art, 
As English Merlin for his heart, 

He could transform himself to colour, 
As like the devil, as a collier. 

The cannon, blunderbuss, and saker, 


He was the inventor of and maker. (Hudibras.) 


THE INFLUENCE OF ELECTRICITY ON 
POWER ENGINEERING: 


By W. В. ESSON, II. Inst. C. E., I. I. E. E. 


THE early seventies saw the inventions of Gramme and Von 
Hefner Alteneck, and the beginning of the electric lighting era. 
From those varly days till now progress has been continuous, In 
25 years the size of electric generators has increased from 5 н.р. to 
5,000 H.P., from the machines which fed the Jablochkoff candles in 
the Avenue de l'Opera in Paris, to the magnificent triumph of 
engineering realised in the generators at Niagara. 

It was not until 1880 that the first incandescent lamp factory 
was started on & commercial basis. 

From 1880 onwards, power transmission made progress Arc 
lighting work had taught manufacturers how to make machines 
for higher pressures, and the demand consequent on the invention 
of the incandescent lamp gave the necessary stimulus to develop- 
ment. 

There was no such thing as transmission of power in the sense 
that we now understand it until the electric motor made its 
appearance. 

About 1889, engineers on the Continent were faced with a very 
important problem. They saw in their waterfalls thousands of 
horse-power running to waste. They knew that by adopting 
electric transmission, this power could be utilised and distributed to 
great advantage amongst manufacturers scattered over a wide area, 
but they also recognised that success could only be obtained by the 
use of a pressure considerably higher than the 2,000 or 3,000 volts 
then in nse. The problem required a considerable amount of 
study, the position being:—For alternating currents, pressure all 
right, but no motor available; for continuous currents, ‘motors 
available, but pressure not high enongh. As the supply of power 
was the leading idea, the system which possessed the motor had to 
be chosen, and continuous current was consequently adopted, with 
the brilliant device, however, of joining up all the motors in series 


- and spreading the high pressure over the lot, while connecting the 


generators in series to keep down the pressure on the commutators 
of individual machines. In this system the current is kept constant, 
the pressure varying according to requirements, and at the date І аш 
speaking of it does not appear that there was апу other way of pro- 
viding a general power supply. It says much for the engineering of 
the installations on this system, that they are in most successful 
working to-day, and what is more, they are being added to in com- 
petition with the three-phase system. A considerable number of 
installations on similar lines have been laid down, some of them of 
great importance. Amongst these is the Brescia transmission ot 
700 H. P. at 15,000 volts over а 12-mile line, and the larger installa- 
tion for supplying La Chaux-de-Fonds with 2,400 H.P. at 14,400 
volts over a 32-mile line. Another installation is at work trans- 
mitting 4,000 н.р. at 22,000 volts over a 34-mile line from St. 
Maurice to Lausanne, and there is in course of construction the 
largest of all, designed to transmit 6,000 H.P. at 60,000 volts over à 
line 114 miles long from Moutiers tu Lyons. 

Now a system showing such strong vitality, though working on 
what nine-tenths of our engineers would call antiquated lines, 
cannot be dismissed in a sentence. The facts are, that the system 
is going ahead in the face of the three-phase alternating system 
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and is successful on a scale commensurate with many of the larger 
three-phase installations. The Americans say that the success of 
such a system would be impossible in their country, because the 
motors would not there get the careful and skilled attention given 
to them on the Continent. This may be so, but with a large plant 
and sub-stations the objection need not hold. In any case it is 
certain that every engineer will look forward with the greatest 
interest to the completion of the large scheme now in progress. 

It was at the Frankfort Exhibition of 1891 that the problem of 
long-distance transmission was satisfactorily solved. А tremendous 
impetus was given to power transmission in Europe, and soon a 

arge number of installations were wotking on the new system, 
transmitting power to distances up to about 15 miles, at pressures 
n the vicinity of 5,000 volts or so. 

It was not until 1897 that any increase over the Frankfort pres- 
sure was made, but in that year the South Californian Power Co. 
transmitted power over 80 miles at 33,000 volts. Several plants 
were installed at this pressure with the object of finding out 
whether a still higher voltage could not be successfully employed. 
These experiments culminated in the Telluride Co. adopting, in 
1893, a pressure of 40,000 volts for their Provo transmission, and at 
the present time there are several installations in the States 
working at this pressure. The Shawinigan Water and Power Co. 
is operating over a line 84 miles long with 53,000 volts. The 
Washington Power Co., the California Gas and Electrio Co., and 
the Guanajuato Power and Electric Co. are all operating at 60,000 
volts, while the Kern River Power Co. is busy with a line on which 
the pressure will reach 67,500 volts. This is for the time being the 
highest pressure in the world, but two companies are making pro- 
vision for their apparatus to be capable of working at 80,000 volts, 
so that whenever suitable methods of insulation for this pressure 
are devised they will be able to adopt it. 

In Europe the pressure on transmission lines does not rule high. 
The distances are not great, and under these circumstances it is 
preferred to keep the line pressure down to a figure which is 
possible to the generator armatures and does not require the use of 
step-up transformers. A most interesting example of a power 
installation in the Far East is furnished by the Mysore transmission 
of 4,000 н.р. from the Cauvery River Falls to the Kolar goldfield, a 
distance of 92 miles at 30,000 volts. In North Wales a pioneer 
hydro-electric transmission installation is close upon completion 
which will be supplying current very soon. The power is derived 
from Llydaw, on Snowdon, and there will be transmitted in the 
first instance 4,000 н.р. at 11,000 volts for the working of light 
railways in the district and for power purposes generally. A 
scheme which the Scotch Water Power Syndicate have in view is 


the transmission of 5,000 н.р. to the Vale of Leven from a hydro- 


electric power station, 22 miles distant, supplied with water from 
Loch Sloy, which is situated 750 ft. or so above Loch Lomond. 
Here the pressure proposed on the overhead transmission line is 
40,000 volts. But the scheme is at present in the air, and whether 
the conductors will ever get there I would not like to say. 

Unless the power transmitted is very large the lower the pressure 
the better, proviced that it is high enough to allow of the trans- 
mission being carried out economically. It would be folly to assert 


that there are no greater risks with the higher pressures, for, as a 


matter of fact, with pressures of 40,000 to 60,000 volts “ ће highest 
intelligence, vigilance and excellence must be employed to avoid 
accident and ensure success." "These pressures are not to be used 
indiscriminately or when they can be avoided. A large number of 
plants are operating at pressures between 10,000 and 20,000 volts, 
and of these it may be said that the overhead lines give very little 
trouble. The latter figure represents а voltage which can be 
produced in the armatures of machines of moderate size without 
difficulty, so this pressure may be considered a limit below which 
step-up transformers may be dispensed with. When we get much 
above this we enter a zone where we begin to experience the line 
troubles which very high pressures bring, without obtaining all the 
corresponding advantages they confer. It is very questionable, 
therefore, whether there should be апу halting place between 
20,000 and 40,000 volts. At 33,000 volts Dr. Perrine tells us that 
the special difficulties due to capacity, insulator size, erratic 
lightning arrester effects and switching begin to make themselves 
seriously felt, and it is just as well, if we have to re-design the 
apparatus with special reference to these difficulties, that we carry 
the pressure to the other extreme of the zone referred to, and so 
get the full return for our trouble. If high pressures are cver 
standardised, the figures for the standards will be probably 20, 40, 
60 and 80 kilovolts. 

With pressures of the order of 40,000 volts, quite a new set of 
phenomena is brought to our notice. In the first place, the 
insulators, in order to prevent flashing over to the supports, must 
be very much larger, and an increase of pressure from 20,000 to 
40,000 volts necessitates their diameter being increased by 50 per 
cent. or more. A usual size of insulator for the former pressure is 
6 in. diameter, while the latter should not be less than from 9 to 
10 in., with the addition of at least one intermediate bell between 
the outside dome and the inside cup. When these high pressures 
are used the phenomenon of brush discharge has to be provided 
against. This results from the breakdown of the air as an insu- 
lator, owing to electrostatic strain set up in the space between the 
wires, and it was very thoroughly investigated by several leading 
engineers ір America іп 1893. Their experiments showed that 
while the loss of power due to this cause at 40,000 to 50,000 volts 
was, with the usual line construction, inconsiderable, after the 
higher figure was reached the loss increased rapidly. Prof. Ayrton 
bas lately worked out the distance wires of different diameters have 
to be placed apart to ensure that. with certain pressures there shall 
be no brush discharge. The cure of the evil is of course to keep 
the wires far enough apart, and keep tbem large enough in 
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diameter: for. it is common knowledge that in the vicinity of a 
xus d point or а sharp edge less pressure is required to break the 
air down than in the vicinity of 4 knob or well-rounded edge. A 
thin wire presents along its whole length & comparatively sharp 
edge, and while with wires of y; in. diameter 40,000 volts will dis- 
charge through about 10 ft., if the wire is } in. diameter discharge 
will only take place when the distance between the wires lias been 
reduced to 15 in. As it is usual to space the wires on а 40,000-volt 
line about 48 in. apart, and asin no lines requiring such high trans- 
mission voltage, are wires likely to be less than } in. in diameter, 
it will be scen that there need be no loss from this cause. But 
there is enough trouble with switches, lightning arresters and higher 
pressure surges in the line without brush discharge. 

It is not the high pressure that makes the trouble last mentioned, 
indeed raising the pressure reduces surging, since the current is 
reduced with the increased pressure. Experience has shown that 
if a large amount of power is transmitted it is easier to operate 
lines at a pressure of 60,000 volts than at a pressure of 30,000 volta, 
because in the former case the current flowing is only about half. 
Suppose we are transmitting 5,000 н.р. to a distance of 50 miles at 


. 80,000 volts. Roughly, the current in each wire will be 80 amperes, 


and it is possible that if this be suddenly interrupted the surge 
pressure would rise to 20,000 volts. If it happened that the line 
was momentarily short-circuited by a lightning discharge, and that 
during the short circuit four times the working current passed, the . 
surge voltage on the removal of this short-circuit might rise to 
60,000 volts, which pressure would be superposed to the working 


Pressure. With 30,000 volts between the conductors, the pressure 


between any conductor and earth is 17,300 volts, so in this case the 
surge voltage makes the possible nearly 44 times the working pres- 
sure. If we worked at 60,000 volte, however, the rise on breaking 
the short would only be 30,000 volts, and this superposed to the 
working voltage gives & possible pressure of rather less than twice 
the working pressure. The momentary strain which insulators, 
transformers and other apparatus should be capable of standing is, in 
the case of the 30,000-volt transmission, 77,300 volte, while in the 
60,000. volt transmission it is 64,400 volts. The higher working pres- 
sure has, therefore, the advantage, and if the power transmitted were 
increased the advantage would be more pronounced. It is probable 
that on account of this risc in pressure due to circumstances, the 
occurrence of which the greatest precaution will not always pre- 
vent, the current to be transmitted through each wire of long- 
distance transmission lines will not, as a general rule, exceed 100 
amperes. 

There is no hard and fast rule for pressures to be used, but 1,000 
volts per mile is recognised as good practice. This is subject to 
limitation on the one hand by the highest pressures of which we 
have commercial experience, and, on the other hand, by the con- 
dition that the current in any wire shall not be excessive, a point 
which has just been dealt with. According to Mr. C. F. Scott, a 
distance in miles equal to three times the number of thousands of 
volts may be covered without incurring an excessive annual charge 
per horse-power for copper. This means that 5,000 volts would 
cover 15 miles, 10,000 volts 30 miles, and 20,000 volts 60 miles. 
That 10,000 volts has reached 28 miles, and 30,000 volts 92 miles 
is shown by the installations at work. But the solution to all 
engineering problems lies in compromising, and the pressure is 
eventually settled by striking а balance between the cost and the 
risks undertaken. In this country the necessity for а higher pres- 
sure than 20,000 volts is unlikely to arise, at least for some con- 
sidergble time. 

Up to the present I have referred to hydro-electric plants only, 
and it is not easy to estimate the total of the water power which 
has been utilised all over the world by their erection. I believe I 
am well within the mark in placing the total capacity of the hydro- 
electric power houses at work and under construction on the 
American Continent alone at a million H.P. In Italy, Lombardy 
alone accounts for 88,000 н.р. in hydro-electric power houses at 
work and under construction, while Switzerland, the home of 
hydro-electrics, accounts for 220,000 н.р. Taking the whole world, 
the water power utilised in the hydro-electric stations must lie 
somewhere between a million and a half and two millions of horse- 
power, a vast force, the greater part of which might have run to 
waste for all time, had it not been for the invention of the dynamo. 

All these schemes cannot be placed in the same category. Cases 
are numerous in which electricity is employed merely as a means 
whereby the power of water can be conveniently parcelled out to 
various industrial undertakings in the immediate neighbourhood. 
Such cases furnish an example of power distribution rather than of 
power transmission. 

It is difficult to realise what electricity has done for the mining 
industry. I am not thinking of its use for power distribution in 
and about coal mines, though, on the Continent, this has now 
attained gigantic proportions, but of the reduction in operating 
costs effected by the utilisation of distant water-power through the 
medium of electricity. Mines which, under the old régime, could 
not have been made to pay, have been opened up, while those that 
previously had just been clearing expenses have been enabled to pay 
dividends. It is estimated that the Sheba mine saved £10,000 per 
annum by introducing electric transmission, owing to the ore being 
then crushed in the mine iustead of transported by aerial ropeway 
to a mill on the bank of a river 22 miles away. At the Burma ruby 
mines before the installation of the electrical transmission plant, 
the cost of fuel for power and lighting was £500 per month. The 
hydro-electric plant saved all this—£,000 per annum—and enabled 
the company to begin paying dividends. By the installatio. of 
their three-phase plant, the first in the Rocky Mountain regions, the 
Silver Lake group of mines looked to save £7,200 per anuum. 
These are a few instances out of many. The same tale is told in all 
cases. 
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Tho carrying lout2of power schemes" in this country docs not 
demand a fraction *ofl'the! resource and originality demanded of 
engineers carrying out 'power 'schemes in some of the American 
States. Here a trench is made'in the ground, an insulated cable is 
put in, with or without bitumen around it, and so the transmission 
line is laid. Nothing could be simpler, but it is a very different 
matter carrying a pole line over the mountains in Colorado. The 
construction of the pole line often presents much difficulty, though 
many points of interest. "Until recently wooden poles only had 
been used, but there isa growing tendency to employ for high 
pressures а steel pole construction with the spans made intentionally 
long, so as to reduce the number of points of support. With 
proper care, steel poles should last at least four times as lông as 
wooden ones, so that the sum to be set aside for renewal is much 
reduced, while the maintenance is also less. We shall very likely 
use steel poles for our powcr lines in this country, because we 
produce not wood, but steel, and have a preference for things solid 
and lasting; but we have easy country to negotiate compared with 
some of the country over which power lines run abroad, a factor 
which is of considerable importance. 

Mr. Semenza, who has done a large amount of important work in 
connection with this subject, has quite rightly contended that, asin 
a straight line with equal spans the only strain to be borne by the 
line is exerted by the wind, it is unnecessary to employ poles of 
equal reaistance in all directions, and he has accordingly designed a 
pole which presents great resistance in the direction of the wind, 
but low resistance in the direction of the line. This pole is elastic, 
and can deflect over 16 in. without exceeding the limit of elasticity, 
the consequence being that if one or two of the wires break the 
two nearest poles will bend, which will relieve the strain on the 
spans following, so that as а U — — 
whole the line will stand, and 
no damage be done to the 
supports. 

Needless to say, turbiac 
construction has been influ- 
enced to a very large extent 
by clectric power develop- 
ment. The design of turbines 
has not received much study 
in this country, possibly 
because here the sphere of 
their usefulness is compara- 
tively narrow. On the other 
hand, the subject has been 
studied exhaustively on the 
Continent, and it is to books 
written in another language 
that we must go for our in- 
formation. 

But if we are backward 
with respect to water turbines, 
we make up for this as regards 
the steam turbine, for if 
Britain is not exactly the birth- 
place of the latter, it is the 
country which has seen its 
greatest development. То- 
day there are 600,000 н.р. of 
turbines of the Parsons type 
nt work, and in 21 years the 
machine has grown from a 10 
н.р. infant to a 10,000 H. P. 
giant. When it is remem- 
bered that the great success 
of the turbine has been due 
to the ability, energy and 
enthusiasm of one man, it is 
felt that he deserves the 
greatest and the best rewards 
that engineering has to offer. 

The influence of electricity 
on the design of steam engines | 
other than the turbine, is undoubted. When the dynamo first made 
its appearance there was no high speed engine in the market, and it 
was the persistent call of electrical engineers for an engine to which 
their machines could be coupled direct that led the late Mr. 
Willans to persevere and achieve such remarkable results. 

Dowson, by his introduction of a heat gas, did much in the early 
eighties to encourage the use of gas engines, and considerable pro- 
gress resulted from his work. When the possibility of burning 
blast furnace gas direct in the cylinder of an engine and the 
economy resulting therefrom were realised, a great impetus was 
given to gas engine construction. At the present time there are 
probably not less than 100 engines of over 500 н.р. working with 
cheap power gas to drive electric generators, and more large 
engines are made for this purpose than for any other. Already 
engines of 2,500 н.р. have been constructed for electrical work, and 
I understand that the designs are completed for the 5,000 н.р. size. 
Undoubtedly, engines using gas produced from cheap bituminous 
coal will figure largely in the electric power stations of the future. 

I have not touched upon that department of power engineering 
which concerns itself with railways. It is only 24 years since the 


. first commercial electric railway was laid down, and to-day the 


capital invested in street railway undertakings is something in the 
vicinity of £200,000,000 sterling. In this country there are about 
1,800 miles of electric tramways, and about 280 miles of electric 


railways, of which in London alone 150 miles are opened or under. 


construction. These figures indicate great progress, but there are 
many fields of enterprise as yet untilled, and in closing, I feel that 


I have but touched the fringe of a great subject. In the appli- 
cation of electricity to power work, engineering finds its mission of 
civilisation as well as its greatest triumph, and the power lines 
disappearing in the jungle, climbing to the mountain tops, spanning 
the torrent and descending to the fertile valley, bear to distant 
pointe, no less than telegraph and telephone, a message of peace and 


progress. 
аа 


THE NEW TELEPHONE EXCHANGE АТ 
GUERNSEY. 


On Tuesday, the 3rd inst., at the newly built fire-proof Telephone 
Exchange, the official inauguration of the new multiple board, manu- 
factured by the International Electric Co., London, took place. 

The Bailiff and President of the States, Sir Henry Giffard, K.C., 
delivered an interesting and humorous speech, alluding to the 
enormous progress made within the seven years since the States 
telephone system was initiated, and to the fact that every twenty- 
seventh inhabitant of the Island can boast of a telephone. 

Lady Giffard made the first through connection on the board, 
and was presented with a silver plug, suitably inscribed, this plug 
being arranged so as to be converted into a pencil case, as a per- 
manent souvenir of the auspicious occasion. 

The consulting engineer to the States, Mr. A. R. Bennett, 
M. I. E. E., drew up the specification, and Mr. Robert McLean, the 


— 


w 


E E 
— LLLLAINITT] 


DrAGBAM OP CONNECTIONS OF THE NEW MULTIPLE BOARD, GUERNSEY. 


resident engineer and manager, supervised the erection of the 
new multiple board, which is built of angle iron and faced by 
ornamental highly polished walnut. At present it acoommodates 
50 junction lines, 50 public call lines, and 900 subscribers in 11 
operators' working places ; each operator attends to 100 subecribers, 
separate operators being provided for the 50 junctions and 50 
public call lines. 

The multiple board, however, is capable of extension to accom- 
modate 3,000 subscribers. 

А special feature of the board is the indicator employed, which 
forms a new departure; it is absolutely dust-proof, inaccessible to 
the operator, and is automatically restored by the insertion of the 
answering plug. | 

Always five movements are united in one strip, which carries, 
immediately underneath, the corresponding number of jacks, so 
that mistakes in plugging the wrong number are almost im- 
possible. 

In accordance with modern telephone practice, a double-sided 
ring-off has been introdüced, and the somewhat difficult problem 
of replacing two separate movements simultaneously by one 
operation has been ingeniously solved by the manufacturer. 

The withdrawing of the calling plug replaces automatically both 
differently coloured ring-offs, and the operator is not allowed to 
sever a connection until both ring-offs have put in an appearance. 

Another important point has been secured by making conversa- 
tion absolutely secret. The operator cannot, after having estab- 
lished the connection, cut herself. in without disconnecting the two 


660 


THE ELECTRICAL REVIEW. 


[Vol. 57. No. 1,456, Остовив 20, 1905. 


subscribers. (Local conditions, presumably, require this special 
precaution). ae 

The ring-offs are actuated by a common battery, and likewise the 
pilot lamps, one of which is common to every operator's position; 
the latter is provided with twelve pairs of plugs, of which cach pair 
arc separated by a translator (sce diagram on page 659). The 
centre of the translator is connected through the ring-off to the 
battery. | 

Each pair of cords is controlled by a three-position ringing and 
listening key, and transfer keys allow the joining of adjacent 
operators’ positions in the less busy hours of the service. A calling- 
back key is also at the disposal of the operator, in case that for one 
reason or another the calling subscriber should have left his instru- 
ment and requires to be called back, which can be accomplished 
by this key without changing any plugs. 
All the cables are fire-proof, the carriers having been 
arranged so as to allow easy access.to cach layer of multiple 
eable withont interfering with the remainder. The jacks can 
he withdrawn either from the front or from the back. The 
ringing and listening keys are mounted on hinged supports, allow- 
ing convenient inspection; in short, the whole board, quite apart 
from its neat and highly finished appearance, docs credit to the 
manufacturers, who celebrate. with this opening their third im- 
portant installation of exchange work in this country. 

They have previously built a new multiple board for the Ports- 
mouth Corporation, and are just now finishing a second. extension 
for the same municipality. 

A luncheon was given by the contractors at Old Government 
House Hotel, Guernsey, when about 50 gentlemen sat down to a 
choice repast ; Mr. H. Oppenheimer, general manager of the Inter- 
national Electric Co., presided, and amongst those present were 
Sir Henry Giffard, K.C., Bailiff and President of Guernsey ; Lady 
Giffard ; Major-Gen. F. B. Mainguy, R.E., President of the Telc- 
phone Council; Mr. A. В. Bennett, the consulting engineer; Mr. 
R. McLean, resident engineer; Mr. F. T. Purves, of the Telephone 
Department of the G.P.O., and Mr. С. M. Gardner, manager of thc 
Portsmouth Corporation Telephone Department. 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Тномрвом & Co., Electrical Patent 
~ Agents, High Holborn, London, W.C., and at Liverpool, to whom all 
inquiries should be addressed. 


\ 


14.660 4. Improvements in and relating to vapour electric rectifiers and 
lamps for alternating current." F. Harrison. (Date applied for nnder Rule 5 
of the Patents Rules, 1905, July 17th, 1905.) October 8rd. 

14,6605. ''Improvements in врага пз for heating and in merca mapou 
electric lamps used therein." F. Harrison. (Date applied for under Rule 5 of 
the Patents Rules, 1905, July 17th, 1905.) October 3rd. 

11,0964. ‘Improvements in alternating current measuring instruments.“ 
F. Сохвлр and W. M. Brapsnaw. (Date applied for under Patents Act, 1901, 
May 27th, 1904, being date of application in United States.) (An invention 
compnsed in Application No. 11,036, May 26th, 1905.) October 27th. (Com- 
plete.) 

11,0965. ‘* Improvements in alternating current measuring instruments.“ 
F. Conrap and W. M. BrapsHaw. (Date applied for under Patents Act, 
1901, Мау 27th, 1904, being date of application in United States.) (An inven- 
tion comprised in Application No. 11, 086, May 26th, 1905.) October 7th. (Com- 
plete.) 

' 19,853. “Improvements in electrical secondary batteries for propulsion." W. N. 
Caton. October 2nd. 
19,885. Improvements in apparatus or producing unidirectional high 


potential electric discharges for the dispersion of fog, and for other purposes.“ 


E. WiLsoN and W. Н. WII. soNF. October 2nd. 

19,866. ''Electromobile with charging plant combined." P. Korr. October 
2nd. 

19,867. “Improvements in and relating to telephones." 
Octoher 2nd. | 

19,899. “Improvements” relating to alternating- current motors." R. 
IsNnrkELL. October 2d. Complete.) 

19.906. ‘Improvements in electric clocks and clock systems." I. Н. Parsons 
and A. E. J. Barr. October 2nd. 

19,915. “Improvements in apparatus for applying a covering to wires or 
the like.” M. A. Apan. (L. W. Downes, United States.) October 3rd. Com- 
plete.) 

19,937. “Improvements in and relating to electric arc lamps." CROMPTON 
AND Co., Ltp., and C. F. Тонне. October 3rd. 

19.987. Improved construction of insulator device for connecting electric 
lamps to their supports." L. C. H. Mensinc and BR CE PrEBLEs & Co., LTD., 
October 3rd. 

19.968. Improved construction of electric switch." L. C. Н. MENsiNG and 
Brice PEkBLEsS & Co., Lro. October 3rd. 

19.989. Improved combination of case or holder for electric resistance 
coils," L.C. Н. Mexsine and Brtcr PrrBLES & Co., Ltn. October 3rd. 

19,978, “Improvements in and relating to electro-magnetic separators.” 
W. BLACKMORE. October 3rd. 

19.992. ‘Improvements in switches for inter communication and central 
station telephones." B. HaHner. (B. Hahner, England.) October 3rd. 

20.024. Improveinents іп ‘electro-deposition apparatus." A. F. HARRIS, 
October 4th. 

20,040. ‘Improvements connected with railway and tramway points operated 
by or from the vehicles and with points or switches for use in or upon the over. 
head equipments of electric railways and tramways furnished with points." J. 
II p. October 4th. 

20.058. Improvements in mounting the field coils of dynamo-electric 
machines." SIEMENS- Se HUCKERT WERKE, Gun. bg. (Date applied for under 
Patents Act, 1901, November 12th, 1904, being date of application in Germany.) 
OctoLer 4th. Complete.) 

20,068, ‘Improvements in receiving-systems for wireless transmission of 
signals.“ V. Povusrs. Date applied for under Patents Act, 1901, October 
Rth, 1904, being date of application in Denmark.) October ith. (Complete.) 

20,000. “Improvements in or relating to electric alternating current switches.“ 
C. W. S. CHAM Lr. 6 October dth. 

20,100. “ Improvements in or relating to Rontgen-ray tubes. t PoLyPHas,’ 
ELEKIRICITATS GESELLSCHALT, (Date applied. for under Patents Act, 1901, 
October 5th, 1904, being date of application in Germany.) October 4th. 
(Complete.) 


А, GABEAUD. 


ve 


90,102. . " Improvoments in electric carrier systems." THe British THOMSON- 
Horston Co., Lro. (The General Electric Co., United States.) October 4th. 


: 20,104. "Improvements in or in connection with brushes for electrical 
8 especially adapted for turbo- generators.“ J. C. B. INGLEBY. 
er Sth. | 


20, 106. High tension distributor for electric ignition of internal combus- 
tion engines of more than one cylinder which is worked by one induction coil.“ 
H. J. Simmons. October 5th. 


20,143. : “Improvements in clectric batteries or accumulators.” 
WHITEHEAD and Q. ManiNoN. October 5th. . 

20,152. Improved electric ship log and indicator.“ E. V. R. Rizzio. 
October 5th. . MEN 

20,155. An automatic device for use in conjunction with the automatic 
control of electric are and incandescent lighting circuits." C. F. TRIPPE and 
C. N. STANILAND. October Sth. j 


20,158. ‘‘An improved electrie switch.“ A. Wricut. October 5th. 


20,169. '' Improvements relating to systoms of electrical distribution." R. 
BRAUN. October 5th. 


20,175. “ Improvements relating to the manufacture of incandescing bodies 
for electric incandescent lamps." А. Just, F. НАХАМАК, H. LANDESBERGER, I. 
BALZ MANN and VEREINIGTE ELECTRICITATS ACTIEN-GESELLSCHAFT. October 5th 
Complete.) 


20, 181. Improved clectrically operated replaying mechanism for advertise- 
ments and the like." Н. В. Woopyer and W. E. Woopyer. October 5th. 


20, 189. Improvements іп and connected with the switches and exhaust 
Aren a combustion motors for cycles and the like.“ A. PILKINGTON. 
ctober А бо 


20,197. Improvements in and appertaining to the making of talkin machine 
‘records’ by means of electricity." М. M. Rospertson and J. L. Parry. 
October 6th. | 

‚20,217. “Improvements in apparatus for the electrolysis of water." K. J. 
VAREILLE, October 6th. (Complete.) 

20,231. *‘ Improvements in and connected with buzzers or sounders for tele. 
phone stations." Н. OPPENHEIMER. (Akt.-Ges. Mix & Genest, Germany). 
October 6th. | 

20,269. ‘Electric mains, telephone and fault-detector, for usc on continuous 
current mains of electric light systems." I. A. Carr. October 7th. 


D. H. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
THoMPSON & Co., 822, High Holborn, W. C., and at Liverpool, price, post 
free, 9d. (in stamps). 
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X-Ray TUBE ков USE WITH ALTERNATE OR UNIDIRECTIONAL CVBRENTS. A. С. 
Cossor. 3,166. February 15th. 

MicrO-TELEPHONES. Electromilitara Aktiebolaget. (Date applied for under 
International Convention, March 8th, 1904.) 4,5411. March 4th. 

Spark Gaps ror ELECTRIC ЮівснАВСЬБ. W. P. Thompson. (Ges. für drahtlose 
Telegraphie m.b.H., Germany.) 5,455. March 15th. 

FIELD YSTEMS FOR CONTINUOUS.CURRENT ELECTRIC Meters. C. W. J. Bisch. 
(Date applied for under International Convention, March 22nd, 1904.) 5,827. 
March 20th. 

DyNAMO-ELtrcTRW GENERATORS AND MOTORS FoR Power Transmission. C. G. 
Simonds. (Date applied for under International Convention, May 5th, 1904.) 
9,540. May 5th. 

VINTILATI NG ARRANGEMENTS OF DyNAMO-ELECTRIC GENERATORS AND MOTORS. 
Siemens Bros. & Co. (Siemens Schuekert-werke G.m.b.H.) 10,085. 
May 13th. 

ELECTRIC TARGET SETTING APPARATUS. A. J. Boult. (Phönix Electrotichnische 
G.m.b.H.) 11,860. June 6th. 

ELECTROLYTIC SHIP Bottom CLEANER. G. W. Frazier. 12,263. June 18th. 

PROCESS FOR THE ELECTROLYTIC PRODUCTION oF Lustrous METALLIC COATINGR 
UPON METALS. А. Classen. 12,291. June 13th. 

VAPOUR ELECTRIC APPARATUS FOR RECTIFYING ALTERNATING ELE TRI CURRENTS 
AND OTHER Prvnrosks. А. M. Jackson. (Date applied for under Inter- 
national Convention, January 9th, 1904.) 369. January 7th. 

DyNAMOo-ELkcrTRIC Macnuings. W. D. 8. Brown and A. Greenwood. 1,004. 
January 18th. | 

SUPPORTING Devices кок ELEOTRIC Conpvctors. B. J. Jones. (Date applied 
for under International Convention, March 14th, 1904.) 3,979. Feb. 25th. 

Varour ELECTRIC APPARATUS. P. C. Hewitt. (Date applied for under Inter - 
national Convention, April 9th, 1904.) 5,409. March 15th. 

ELECTRIC Arc Lamps. V. W. Riley and H. W. Rowing. 5,558. March 16th. 

MEANS FOR PROTECTING ELECTRIC TELEGRAPH LINES AGAINST THE INFLUENCING 
ACTION OF ALTERNATING CURRENT LINES SITUATED IN THE NEIGHBOURHOOD 
THEREOF. Siemens Bros. & Co., Ltd. (Siemens-Schuckertwerke G.m.b Н.) 
8,659. April 22nd. 

Vapour ELECTRIC APPARATUS. P. C. Hewitt. (Date applied for under Inter- 
national Convention, May 13th, 1904.) 8,973. в April 28th. 

THERMAL-ELECTRIC SWITCHES FOR INCANDESCENT ELEcTRIC Lamps. A. Frey. 
(Date applied for under International Convention, August 3rd, 1904.) 9,120. 
May Ist. 

INSULATION OF EI. TRIO Conpuctors. S. Berger. (Date applied for under Inter- 
national Convention, May 14th, 1904.) 10,111. May 13th. 

RECEIVER CONNECTIONS FOR WIRELESS TELEGRAPHY. W. P. Thompson. (Ges. 
fiir drahtlose Telegraphie m.b.H.) 10,709. May 22nd. 

CONTROLLERS FOR SINGLE-PHASE INDUcTION Motors. R. P. Jackson. (Date 
applied for under International Convention, June 30th, 1904.) 13,084. 
June 24th. | 

Evectric FvnNaíackES. F. A. Kjellin. (Date applied for under Internationa 
Convention, July Lith, 2904.) 14,214. July 10th. . 

MEANS FOR PRODUCING CURRENT OR RADIATIONS FOR A TRANSPORTABLE WIRELESS 
TRANSMITTER STATION. W. P. Thompson. (Ges. für drahtlose Telegraphie 
G.m.b.H.) 14,221. July 10th. И 

Bnvsu HOLDER ron Dynawo-ELectric MACHINES. J. Burke. 1,919. Jan. dist. 

ELECTRICAL. Resistances. Н. W. Leonard. 2,126. February 7th. 

АСТОМАТЇС LUBRICATION OF TROLLEY WHEELK FOR OVERHEAD SYSTEM OF 
ELECTRIC Traction. L. J. Bedford. 2,816. February llth. 

ReE-TRANSMITIING AND RE-INFORCING TELEPHONE CURRENTS ON LINES, ALSO USED 
FOR TELEGRAPHIC PURPOSES, OR OTHERWISE. LIARLE TO HAVE CURRENTS OF 
RELATIVELY Low FREQUENCY Passinc Over Tuem. J. W. Kingsbury. 
(Western Electric Со.) 11,605. June 2nd. 

SPARKING PLUGS FOR IGNITING IN INTERNAL CoMBUSTION Enoings. E. Evrard. 
(Date applied for under International Convention, March 6th, 1905.) 12,496. 
June 16th. 

ELECTRO-MAGNETS AND SAFETY DEVICES USED WITH CRANES ғов Lr RAILS, 
INGOTS, OR THE LIKE. Steel, Peech & Tozer, Ltd., and Н. E. Bowen. 171. 
January 4th. 

MetHov or DRWINS G HycRoscorrc INSULATION oF ELECTRIC Conpuctors. G. H. 
Nisbett. 1,553. January 26th. 

ELECTRIC SELF-ACTING APPARATUS FOR TIGHTENING ROPES AND THE LIKE. Н.О. 
Adam. (Date applied for under International Convention, February 18th, 
1904.) 3,312. February 17th. 
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opportunity of perusing, 


ROYAL TRAFFIC COMMISSION: 
ADVISORY ENGINEERS' REPORT. 


= — — 


Авост three months ago we discussed at some length the 


report of the Royal Commission appointed to inquire into . 


the means of locomotion and transit in London, and to 
report on the measures for their improvement, and it will be 
remembered that the recommendations made by the Com- 
missioners were in many respects admittedly based upon a 
report made by an advisory board of engineers presided over 
by Sir John Wolfe-Barry, one of the members of the 
Commission, and composed in addition of Sir Benjamin 
Baker, and Mr. William Barclay Parsons, chief engineer to 
the Board of Rapid Transit Railroad Commissioners of the 
City of New York. This report we have now had an 
and for the edification of our 
statistical-minded readers, can inform them that it contains 
over 100 maps, plans, diagrams and tables, and about 120 

ges of letterpress, together with several pages of a 
summarised index of recommendations; it is also accom- 
panied by a bulky appendix containing many additional 
maps, plans, tables, &c., the compilation of which must have 
demanded an immense amount of labour. The terms of the 
reference to the Advisory Board were very wide, and gave it 
practically a free hand to make what suggestions it liked for 
improving and adding to the existing facilities offered by 
railways, tramways and streets. The eminent engineers 
composing the Board have interpreted this reference in a 
most catholic spirit, and cannot be accused of having 
shirked dealing with any single point; as a result they have, 
to quote the Horace of our schooldays, produced a monument 
more lasting than brass, though we very much doubt 
whether the circulation of the said monument will 
equal that of the Roman poet’s productions. In dealing 
with the problem referred to its consideration, the 
Board occupied much of its time in elaborating a pro- 
hibitively expensive scheme for the remodelling of London, 
and quotes with approval the great work undertaken in 
Paris on the initiative of M. Haussmann. In this connection, 
it is interesting to read an article on the Paris Budget which 
a peared in the Daily Chronicle of October 20th, 1905, from 
the pen of Dr. Paul Brousse, the President of the Paris 
Municipal Council, on the occasion of his visit to the London 
County Council, from which it appears that Paris has had 
to borrow largely for the work of transformation which it 
lias experienced under municipal government—the opening 
up of its great streets апа boulevards, the completion of its 
sewers, the construction of waterworks, the building of 
innumerable schools. The debt, roughly speaking, amounts 
to not less than 25 milliard francs. 
interest, &c., alone involves an anuual outlay of more than 
127 million francs.” This means that Paris pays over 
45,000,000 per annum for charges upon a debt, a large 
amount of which was incurred in Haussmannising the city. 


Its working expenses, 
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It seems that it is into extravagance of this nature that the 
Advisory Board would lure London; it urges that two 
main avenues should be built at a cost approximately 


estimated at from 25 to 30 million pounds sterling, in. 


addition to innumerable:minor improvements costing in all 


hundreds of thousands of pounds. We venture to think 


that it is not in this direction that we must look for improve- 
ments in London street facilities ; for, though we quite agree 
that the matter must be accorded a broad and compre- 
hensive treatment, we cannot but feel that to rush headlong 
into a scheme involving so vast an expenditure would be 
nothing ‘less than criminal in view of the enormous debt 
which has already been laid upen the shoulders of the rate- 
payers. : 

It is in regard to the construction of tramways that the 
conclusions of the Advisory Board are most noteworthy ; 
for it is to this form of transit that it gives its adhesion. So 
emphatic, indeed, are the views on this subject, that the 
Board may be said to plump for tramways which are to 
permeate the West End in all directions, and even to encroach 
on the sacred precincts of the City. We ourselves have 
repeatedly advocated the rapid development of electric trac- 


tion throughout the County of London—but not on the. 


underground conduit system—and in view of the extravagant 
propensities of the L.C.C., we cordially concur in the sug- 
gestion that for the purposes of obtaining a centralised 
administration, all tramways should be worked by a lessee 
company, and the present chaotic condition of affairs 
abolished. 

With regard to the recommendations on railways, we have 
no criticisms to make apart from those already put forward 
in respect of the Main Avenues,” and we are in hearty accord 
with the suggestion that tube railways should have a right 
of easement under private property analogous to that 
possessed by the London County Council for tunnels utilised 
for main drainage purposes; по doubt it would then be 
possible to build the cheap tube railways referred to by the 
Board, and so to connect, North and South London. 

In conclusion, we would merely reiterate what has already 
been made clear, namely, that the great bulk of the recom- 
mendations contained in this report are; if not absolutely 
impracticable, at least out of all proportion to the require- 
ments which they are supposed to meet; it would be a 
wiser plan to proceed at once with the work lying ready to 
our hands, while not losing sight of the vast improvements 
which may be, and ought to be, carried out in the future. 


* CHRISTMAS comes but once a year, 
and when it comes it brings good cheer " 
—but where should.the good cheer come 
from ? The National Electrical Manufacturers’ Association 
do not seem to be quite agreed upon the answer to that 
question. A discussion on the subject was reported in our 
last week's issue. The trade was unanimous in its desire 
to save money on Christmas boxes, but all must agree to 
stop sending them," said, in effect, the gentleman who 
introduced the subject. Christmas boxes were a part of 
business competition," said another. А third desired to 
make distinctions. ‘ There were cases where Christmas 
boxes should be given—for instance, to certain men who had 
nothing to do with the placing of orders : men who went 
out of their way to do one little services. Presents to 
such men were in no sense a bribe. He had on 


Christmas 
Boxes. 


his books for Christmas boxes people with whom 
they did no business at all—men who had retired, for 
instance." We are afraid that to deal with the Christmas 
Box question on the basis of its brighter side is impossible 
now. We all know the inestimable value of the intrinsically 
worthless little present that keeps friendship’s memory green, 
and we all hope that the time is far distant when there may 
be no friendships amongst business acquaintances. But 
there is nothing in common between the friendly interchange 
of thoughtful presents and the wholesale distribution of 
„good cheer" prevalent at the Christmas season. The 
modern business Christmas box is an application of an 
ancient and honourable custom which is degrading 
alike to the giver and the receiver. The gift emanates 
from a seller, and the effect, if not the intention, is to 
place a buyer—or the representative of a bayer—under an 
obligation to that seller. The givers of the gifts do not seem 
to see their way clearly to a cessation of the practice. We 
wonder whether the receivers could help to right matters ? 
There are many officials who chafe at the receipt of a 
valuable present from a firm with whom their employers ate 
doing business, but they hesitate, from feelings of delicacy, 
to return such presents. We hope that the sentiment of 
self-respect may override such misplaced delicacy. When 
the recipient realises that his Christmas good cheer is just 
* a part of business competition,” he may the more readily 
appreciate its degrading aspect. 


THE validity of a boiler test depends to 
so large an extent on the accuracy of the 
various readings of the temperature of 
feed water, steam and flue gases, that it is thought that the 
following remarks relative to the use of the thermometer 
may be of interest. On a first introduction the thermo- 
meter would seem a most simple instrument, but a very 
little practice. with it proves it to be as full of tricks as the 


proverbial monkey. | 

The conditions under which most boiler tests have to be 
run generally preclude the possibility of a greater accuracy 
than 1 per cent. in the readings, so that all questions of 
calibration may be dispensed with, providing the thermo- 
meter is in good working order. 

For the feed water an instrument having a maximum 
reading up to, say, 250° F. will generally be found sufficient. 
The usual method is to strap this to the feed pipe near 
the check valve by means of asbestos cord, and well 
pack the bulb with tlie same, taking care that the bulb itself 
is actually in contact with the pipe. A better arrangement 
is to cut à hole in the lagging at the side of the feed pipe 
and lay the thermometer in this, with the bulb against che 
feed pipe, tying it in place with asbestos packing, as before. 
It will be found best to place it about a yard-or two away 
from the check valve, as thermometers have been broken, 
through а leaky check, when the pump has been shut off. 
In this connection we may note the necessity of providing 
spare instruments, otherwise a test, may fail for the want of 
them. 

Steam temperatures are taken at the boiler side of the 
stop valve, with the aid of a brass pocket let into the steam 
pipe. This pocket is often filled with cylinder oil. Now the 
cylinder oil, being a bad conductor of heat, does not attain 
a uniform temperature, as may be easily proved. The 
temperature in the centre of the oil is often as much as 10° 
below the temperature as measured with the bulb at the side 
of the brass tube. This is a point worth. noting. А better 
arrangement would be a combination of mercury and oil, 
say an inch of mercury in the bottom, with the rest of the 
tube filled with heavy oil. The thread of the thermometer 
should be only just visible above the oil when taking a 
temperature reading. If the thermometer be not left in the 
oil during the whole of the test, № should be inserted at least 
two minutes before each reading. Previously to this the 
mercury column should be examined to detect any possible 
discontinuity in it. If found to be split, it may be renewed 
hy gently jerking the thermometer, taking care not to break 
it by the impetus given to the mercury in the bulb. This 


n 
Thermometry. 
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splitting may be due to either prolonged heating or over- 
heating of the mercury, or to sudden cooling. А thin thread 
is far more easily ruptured than one of larger section. 

The best place to take the temperature of the flue gases 
is immediately beyond the boiler setting, and if a bolt be 
removed or а ł in. hole drilled in the side of the flue, the 
thermometer may be easily inserted. Of course with brick 
fines it may not be possible to get a thermometer to work, in 
which case recourse must be had to a pyrometer. As regards 
the selection of the position of the thermometer—a most 
important point—care must 
actually in the full current of the gases, or reliable readings 
cannot be obtained. It may happen that a bend in 
the flue, or the proximity of a damper, may so deflect 


the gases as to shield the thermometer effectively. 
This must be guarded against. For both flue and 
steam temperatures the same thermometer may be 


used—reading to about 600° F., depending chiefly on the 
steam pressure at which the boiler is working—though two 
thermometers will be found more convenient. 
ment should never be held horizontally when taking а 
reading—or during cooling: the bulb should always be 
lowest, or the readings will be valueless. It will be found 
best to keep the thermometers in the heat only just long 
enough to obtain a proper reading—itself a matter of minutes 
—as otherwise local heating of the mercury may cause the 
thread to split or even disintegrate into small bubbles, ren- 
dering subsequent reunion difficult. 
necessary to heat the instrument to the full temperatnre and 
allow it to cool slowly with the stem vertical. Further, 
deformation of the bulb may result from prolonged heating 
at 400° to 500° F. In ordinary use the thermometer may 
take days to return to its proper state. 


It should be remembered that of all the numerous data : 
collected during a boiler test, readings of temperature must, 


above all others, be accurate. 


Ix the report of Lieut.-Col. Druitt, R.E., 
tothe Board of Trade on the disastrous 
collision which took place on the Lancashire 
and Yorkshire Railway on July 27th, both the driver and 
the signalman are held to blame, for both deliberately broke 
the regulations laid down for their guidance; had either 
obeyed instructions, the accident could not have occurred ! 
What conceivable system of signalling could possibly have 
guarded against this double dereliction of duty? The only 
lesson to be learnt from the calamity, says Col. Druitt, is the 
very old one—the necessity of complying exactly with all 
rules and regulations, and of subordinating punctuality and 
fast running to safety requirements. | 

As regards the danger of facing-points, the report states 
that this danger does not exist with the safeguards specially 
introduced to prevent a signal from being lowered to the 
safety position when the points are wrongly set. In view of 
the: accident which actually took place, in spite of the most 
elaborate precautions of this nature, it is difficult to accept 
this statement. If trailing points had been used, that 
accident could not possibly have occurred. No doubt, as 
Col. Druitt observes, the use of trailing pointe would con- 
ceivably necessitate the blocking of the main line for a 
longer period—perhaps one minute ; but, in his own words, 
* Fast running must always give way to safety require- 
ments." E 

The one satisfactory deduction from the accident is the 
fact that electrical operation was in no respect whatever to 
blame. No electric shocks were received, and there was no 
fire, nor, in the opinion of the Inspector, is there any extra 
danger of fire due to the use of electricity. 

We regret that Col. Druitt does not see his way to recom- 
mend the use of a buffer compartment at each end of the 
train; nor does he suggest апу modification of the design of 
‘the cars. The corridor coaches have very strong and heavy 
underframes, but the bodies are light and almost independent 
of the frames ; hence the peculiar character of the accident, 
in which the unfortunate passengers were practically ground 
between the two frames. Provision might be made for 
preventing the telescoping of the cars, by means of very 
strong vertical frames at the ends, preferably arranged so as 
to divert the force of the blow sideways rather than to meet 
it absolutely end-on. 


The Hall Road 
Collision. 


be taken that the bulb is 


The instru- 


Indeed, it may be 


REGENERATIVE CONTROL! OF ELECTRIC 
TRAMCARS. ; 


IN our last issue we propounded in effect the question, Why 
is the regenerative control of electric tramcars regarded with 
apathy and indifference, in the face of its proved economy 
and efficiency ? 

Many possible solutions to this problem may be advanced. 
Foremost, of course, is the established custom of the Briton 
to adhere to ancient usages, and to look upon new proposi- 
tions with suspicion readily merging into hostility. It 
must be admitted that the engineer or manager who has had 
experience with only one system, or none at all, cannot be 
censured for pursuing the beaten track, in which course, 
moreover, he will have the hearty support of the majority 
of manufacturers and contractors who, for obvious reasons, 
are loath to take up new ideas which they have not them- 
selves originated. Such engineers are “wise in their 
generation“; but that is a standard of mediocrity, and is 
not aimed at by the man who is determined to rise above the 
average level. ! 

Part of the inertia is doubtless due to unwillingness to 
change existing equipments. "There is less excuse for this 
attitude, for the expense is inconsiderable compared with the 
capitalised value of the saving effected, apart from the 
collateral advantages gained. We believe we are within the 
mark in stating that the cost of converting an ordinary 
series-parallel equipment to regenerative control, on a car in 
regular service, will be recouped within the first two years of 
running. Moreover, there is no need to dislocate the 
service in the slightest ; one car ean be taken in hand at а 
time, if necessary, and put in service again without inter- 
fering with any other thing. The cost. would properly be 
charged to revenue, and, as above stated, would be repaid in 
two years or less. | 

Another adverse factor is the difficulty of inducing the 
men in authority to take the question seriously into con- 
sideration. Things may be going on smoothly ; their accounts 
show a balance on the right side ; series-wound motors are 
still in fashion. Why suffer the trouble and inconvenience 
of thinking about the matter? But this is not the attitude 
of the man who is wide awake and on the alert to seize 
every possible means of improving the undertaking under 
his charge, of reducing running costs, and of increasing the 
comfort and safety of his passengers. | 

Lastly we fear we must add, without the slightest 
intention to offend, that there are men in charge of tram- 
way systems—capable and efficient managers, indeed—who 
nevertheless are not in possession of that technical knowledge 
which is necessary in order fully to comprehend the advan- 
tages of the regenerative system of control. To such а man 
it is useless to speak of acceleration, regeneration, kinetic 
energy, inertia—he is apt to look upon such things as merely 
* theoretical " considerations, with which he has no concern. 
As it happens, however, an adequate understanding of these 
and similar matters is indispensable to the obtaining of the 
best results. No matter how well a tramway undertaking 
may progress under the direction of a non-technical manager, 
it is an absolute certainty that a manager of equal com- 
mercial ability, who possesses in addition а competent engi- 
neering knowledge, will be able to obtain far better results, 
which will be reflected in the increased profits. 

Turning te the actual system, let us see what is claimed 
on its behalf. We may premise that descriptive articles have 
frequently appeared in our pages,“ relating to the two 
systems which are in existence, viz., those of the Raworth's 
Traction Patents, Ltd., and the Johnson-Lundell Electric 
Traction Co., Ltd., and we shall therefore confine our 
remarks to the advantages of the regenerative principle, as 
already demonstrated in actual practice. 

The saving in electrical energy varies with the nature of 
the line, and appears to be from 15 per cent. on level lines 
to 30 per cent. or more on hilly routes, as measured by watt- 
hour-meters on the car. But what does this mean 
precisely ? 

The cost of energy is calculated upon the basis of the 
output from the main bus-hars ; where it is purchased, the 


* ELECTRICAL REVIEW, July 17th, 1903, p. 119; July 24th, 1903, 
p. 138; August 12th, 1904, p. 244; July 21st, 1905, p. 105; August 
4th, 1905, p. 168. 
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price paid yaries generally from 1:254. to 2d. per unit, and 
even higher prices are not unknown. The line losses may 
be estimated at 10 per cent. with direct supply, and at least 
20 per cent. if given through rotary converter sub-stations. 
Assume, now, that an ordinary car consuming 1:25 units per 
car-mile is replaced by a regenerative car consuming only 
1:0 unit per car-mile. The saving at the car is 0°25 unit, 


but this is equivalent to a saving at the power station of 


(-28 unit in the first case and 0°31 unit in the second. 
Hence, if energy is purchased at, say, 1°5d. per unit delivered 
at the p.c. bus-bars, the saving per car-mile is no less than 
07424. in energy alone. 

Take, for example, a system such as that of the Salford 
Corporation. The capital expenditure amounts to more than 
£638,000, and the traffic revenue to £210,000. Capital 
charges amount to £38,000, and running costs to £135,000, 
for 4,884,590 car-miles run. The energy used per car-mile 
is 1°41 units, at 1-5d., or 2:11d. in all. Saving 20 per 
cent. of this by the adoption of regenerative control, the 
economy is 0'42d., equivalent to an increased surplus of 


£8,550 per annum, or nearly 1:4 per cent. on the whole capital 


outlay. 

But this is not the whole saving. The diminished output 
implies diminished losses throughout the whole of the feeder 
system, and as the losses vary as the square of the output, 
the effect of reducing the latter by 20 per cent. is to reduce 
the line losses by 36 per cent. An original loss of 10 per 
cent. therefore becomes 6*4 per cent., and this in the case of 
Salford, with an annual output of nearly 7 million units, means 
a saving of £1,580. | 

Again, the maximum demand of each car is reduced 
to a remarkable extent, solely on account of the system of 
control, and, therefore, the variations of load on the power 
station are also much less than with the ordinary system ; 
as the actual mean load is at the same time diminished, the 
result is that at least one-fourth of the generating plant can 
be shut down, whilst maintaining the same service as before. 
The remaining sets are more uniformly loaded, and there- 
fore more economical, so that a still greater economy of fuel 
is obtained, besides a reduction in labour, and in wear and 
tenr. 

The saving in repairs on the cars—-amounting to no less 
than six-sevenths of the ordinary cost at Birmingham, as 
ascertained by actual comparative tests on 28 cars, and 
vouched for by Mr. J. A. Lycett, director, and Mr. б. 
Conaty, engineer and manager, of the Birmingham and 
Midland Tramways Joint Committee—is mainly due to the 
use of the motors as regenerative brakes, whereby the wear 
and tear of wheels and brake blocks is enormously diminished. 
The brakes are only used to hold the car at а standstill, not 
to retard its motion, hence flats on the tires are abolished. 

At the meeting of the Association of Tramway and Light 
Railway officials last year, tramway engineers who had tried 
the system spoke in high favour of it, the only objection put 
forward being the larger size of the motors: This objection no 
longer exists; the same frames can be used as for series motors. 
The freedom from jerks and strains in starting upis so marked, 
that passengers show a decided preference for regenerative 
cars: this is not surmised, but actually observed. Drivers are 
relieved of the monotonous and laborious labour of putting 
on the brakes by manual effort—a thing whicb, as we have 
often urged, is hopelessly inadequate and out of date in these 
days of high-power cars. 

A singular and unlooked-for feature of, the regenerative 
system is the reduction in accident claims. The car with 
series Motors can be run with economy only at full speed or 
half speed; consequently, its progress in traffic is marked by 
а series of little spurts, whereas the regenerative car can be 
run at any desired speed without waste of energy, so ав to 
adapt its rate precisely to that of the vehicles in front of it. 

One other point we must touch upon—the question of 
sparking. It is sometimes suggested, as an objection to the 
regenerative system, that the motors must necessarily spark 
when the field is weakened. But this is so obvious a fallacy 
that it ought not to need disproof. Take a case : the series 
winding of a traction motor is removed, and a shunt winding 
substituted. The original armature is retained. Now, at 
full speed—the same full speed as before—the counter Е.М. Е. 
of the armature must be almost the same as before, and 
therefore the magnetic flux must also be almost the same ав 


before. Hence the sparking conditions are practically the 
same as before, and if the series motor did not spark, neither 
will the shunt motor. What does it matter whether the 
field is produced by shunt or series windings, so long as the 
magnetism is there ? | 

The only difference in the two cases is this: in the shunt- 
wound motor, the counter E.M.F. must be greater than in the 
series motor, by the amount of the: drop in the series 
winding, which is absent in the former. Hence, at the 
same speed the field is stronger in tlie case of the sbunt 
motor than in that of the series motor, and consequently the 
canditions as regards sparking are, if anything, improved ! 

But anyhow, regenerative cars have really been running 
too long for such simple questions of fact to be raised. The 
motors do not spark ; what, then, is the use of saying 
that they must spark ? Both theory and observation refute 
the proposition. 

No fewer than 28 cars have run for three months on the 
Birmingham tramways, actually realising all the advantages 


herein claimed by us for the system, and we have reason to 


know that the directors and manager are at this moment 
firm. believers in its merits, as they were three months ago. 

Wa have recounted these advantages of the regenerative 
system of control, not with any wish to thrust the system 
down the throats of our readers, but with the view of 
arousing their interest in it,and awakening them to the 
great importance of the subject. If any dispute our con- 
tentions, let them endeavour to refute them. Our “ Corre- 
spondence ” columns are open, and any fair and bona fide 
criticism, for or against, will be welcome. 


~ 


THE OLYMPIA ELECTRICAL EXHIBITION. 
(Continucd from paye 626.) 


The Electric Cookéry Appliances Competition at Olympia. 


The following is a copy of the award of the Judges in this com- 
pet it ion: 
| October. 2Qthk, 1905. 
. The Judges award the prizes, offered by the Executive Com- 
mittee, as follows:— ' | 


J. For the best Apparatus to fit up а complete Kitchen. 


А First Prize of £50 to Messrs. Veritys, Ltd., of King Street, 
Covent Garden, W. C., for the Aston Electra apparatus. 


A Second Prize of £20 to the British Prometheus Co., Ltd., of 18, 
London Road, Kingston-upon-Thames. 


II.— For the best Single Pire of Apparatus. 


A First. Prize of £20 to the Dowsing Radiant Heat Co., Ltd., of 
24, Budge Row, Cannon Street, E.C., for an electric oven, con- 
taining three different methods of heating. 


A Second Prize of £10 to the British Prometheus Co., Ltd., of 18, 
London Road, Kingston-upon-Thames, for an electric oven. 


The Judges further recommend to the Executive Committee that 
a special extra prize be awarded to Mr. Henry Dowsing for his 
design of a completely-equipped kitchen.“ 


(Signed) W. H. PREECE. 
SypNEY W. Baynes. 
SypNEY T. DOBSON. 
J. E. EpGcome. 

C. О. GBIMSHAW. 


H. W. MiLLER. 
Dowsing Heating and Cooking Exhibits. 


There were several separate exhibitsof Dowsing heating appliances. 
At one stand near the Addison Road entrance was an imposing bank 
of radiators made by the DowsrNa RADIANT HEA Co., LTD., but it was 
in the annexe at the other end of the building that one found the 
more striking and interesting displays. Опе of these consisted of a 
room fitted up as a model of an up-to-date medical institution for 
electrical and physical treatment. Here there were, of necessity, 
many things that are already well known to our readers, including 
the Solarium electric sun bath, for light and heat treatment: a 
bed showing how the Dowsing treatment is applied ; high frequency 
apparatus made by Messrs. Watson & Sons, of High Holborn: a 
portable ozonising apparatus ; a vibrator for massage treatment, and 
50 On. . 

A contiguous stand contained an electric light and heat 
disinfecting apparatus, supplied by the Dowsing Rapiant HEAT 
Co., Lb., for cleaning beds, mattresses, blankets, clothing, 
carpets, and so on. This disinfector has a large metal chamber 
7 ft. high x 9 ft. long x 6 ft. wide, with a rotating cage in five 
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sections, revolved by means of a 1 н.р. clectric motor placed at the 
back. In the several sections of this cage, blankets, &c., are placed, 
and the motion of the cage brings the object fully under the 


Fia. 115.—Tue Dowsing DISINFECTOR. 


influence of the light and heat of the Dowsing lamps, which are 


located from end to end at the four corners of the iron chamber - 


and at the cenfre as shown. The bad air is drawn out through a 
suction pipe at the back, and pure air admitted. 


substances as they enter. 


and easy to work, is composed of two principal patts—(1) the. 
aspirator, with motor and suction arrangement, and (2) the sepa- 
rator, or dust filter. А small electric motor of about 4 H. P. 
is used. Тһе brushes, which are attached to a hollow pole 
like a broom handle, or moved by hand, nre bell-shaped in 


form, having the bristles arranged around the outer rim in such“? 


a manner that the air can pass freely through thenf The suction 
produced in the centre of the brush by the motor, draws into the 
receptacle the dust, dirt, fluff, &c., removed in the sweeping. There 
is no possibility of the tube getting choked, and the cleaning of the 
brushes is very easy. India-rubber brushes are used for fragile 
‘objects, furniture, &c. The bristles can be readily renewed when 
necessary. The nir being loaded with dust is caused to pass through 
a separator providéd with a number of cells for retaining the dust, 
after which the filtered air is passed through a canvas bag out into 
the open. If required, the receiving chamber can be made of 
metal and provided with a disinfecting fluid, thus deoderising all 
} The mechanical part of the apparatus, 
provided with motor and exhauster, сап be used as а ventilator, or 
if reversed, can be employed to deliver hot, or cold air into the 
room. 

In the accompanying photograph, fig. 116, we show a model electric 
kitchen, which was fitted up in tho annexe, to the design of Mr. 
H. J. Dowsing, M.IE.E. The kitchen served to show at a glance 
the comprehensive manner in which electricity carries out every 
requirement in this department of the house. Not only does it 
produce the heat for cooking, but it also provides power for carry- 
ing out various laborious exercises, such as knife-cleaning, boot- 
cleaning, polishing, &c. Asthere is no combustion, there are, of 
course, no products of combustion to get rid of. But the vapours 
and smells arising from cooking operations require to be dispersed 
and be drawn out of the room. This is done by means of the elec- 
tric fans, опо of which is fixed in the centre of the room and the 
other at the back, being placed at a convenient height for removing 
foul air. Although there are ample appliances for all purposes, 
the room itself did not look at all over-crowded or in a disorderly 
condition, for it is unnecessary to crowd the cooking utensils on to 
the fireplace or even near it. | | 

Some of the saucepans, kettles, &c., arc self-contained, i. e., they 
have heating arrangements attached to the vessel itself, so that it 
may be used anywhere. Other utensils of the ordinary kind can 
be used on an electric hot-plate. This hot-plate is of a new pattern, 


Fig. 116.—Tug MODEL ELECTRIC KITCHEN AT OLYMPIA. 


The electric disinfector is claimed to constitute one of ihe 
greatest advances in sanitary science and hygiene. The process has 
the effect of destroying completely, without the use of steam or 
chemicals, the germs of disease; and thoroughly cleaning the 
articles which, under the process, are submitted to the simultaneous 
action of light and heat rays, the temperature reaching as high as 
300° to 350° F. The electric disinfector may also be used for treat- 
ing articles which are moth-eaten, as the ligbt and heat will kill the 
insects and their eggs. The same operation removes all moisture 
and residue of perspiration, and makes the articles treated odourless. 
The illustration (fig. 115) shows the switchboard on top, but the 
disinfector is not now supplied in that way. 

The Dowsing Radiant Heat Co., who supply these disinfectors, 
also make the Universal electric sweeper, cleaner and ventilator 
(Bonis patent) This apparatus, which is light, strong, portable, 


and reaches a degree of heat hitherto unattainable. It can readily 
be made as hot as the top of a kitchener, and will then cook as a 
easily as а gas ring. It will boil, fry, grill, and toast with the 
ordinary appliances of the kitchen, and as there is no combustion 
these cooking operations can be carried on in'any convenient posi- 
tion; in fact, they may be arranged on the table while the cook is 
busy preparing other things for cooking. The large electric plate 
standing on the left-hand: side of the dresser, will keep a large 
number of dishes hot, and as it can be regulated by turning on 
more or less of the heat lamps which are used to produce the heat, 
great economy сап be practised with its use. Radiant heat lamps 
are used, and the heat rays are thrown upwards on to a thin iron 
plate, which readily transmits the heat to the vessels standing 
thereon. 

Standing on the hot plate is a Bain-Marie with three saucepans 
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of diffcrent sizes; here, again, the radiant system is used, and the 
usual bot water bath is dispensed with, the lamps keep it at a very 
even temperature, and the cooking is carried on with little atten- 
tion. ` | 

The clectric oven is placed near the large hot plate above referred 
to, and is very easy of access. The inside plates of the oven are 
heated by means of Huntley's detachable elements. At the 
top of the oven are four large heat lamps for throwing down 
powerful heat rays when required. This is to produce the 
“browning” or “salamander” effect required to complete the 
cooking operations. 

The roaster fitted with jack is made complete in itself. The front 
of the roaster, which is usually exposed to the fire, is fitted with 
five large heat lamps, and a spccial form of reflector throws the 
rays upon the joint as it rotates in front of them. Here, again, the 
convenience of the self-contained heating arrangement is evident, 
as the roasting may be carried on in the middle of the room if 
necessary. It is found that meat cooked with a luminous heat is 


roasted as well as in front of a large fire, but is cooked through in 


а much better manner. 

Electric fish kettles, saucepans, urns, small hot plates, frypsns, 
electric warming pans, and foot warmers and other appliances are 
also in evidence, aud the ease with which they carry out all work, 
and the perfect cleanliness of the heating arrangements, make the 
system of electric cooking far preferable to all others. 

In а kitchen it is necessary to provide means for drying апа 
airing, and the clectric*towel airer shows the great convenience 
with which electricity can be applied for such a purpose. 

Electric power is employed in the form of an electric knife- 
cleaning machine, a boot-cleaning machine, and a plate polisher, 
the latter being a most useful appliance which is not always to be 
found in the kitchen. With it, three parts of the labour of 
polishing is done away with, and clectricity carries out the 
operation in a few minutes. The article to be polished is simply 
pressed againstthe buff, which is rotated by the motor at a very 
high speed. | 

An electric fan is placed in the centre of the kitchen which 
keeps the air in motion. The electric fan fixed in the 
back wall is for the purpose of drawing out the foul air from the 
kitchen. 

We have already mentioned the electric sweeping and 
cleaning machine. A luminous. electric radiator is used 
for warming purposes. In this room a telephone is used also an 
electric clock, thus completing the whole arrangement of this up- 
to-date electric kitchen. 

Appliances were received for the equipment of the kitchen 
from the following firms:—The Dowsing Radiant Heat 
Co., Ltd.; the Edison & Swan United. Electric Light 
Co.; Electromotors, Ltd.; the General Electric Co., Ltd.; 
Keith, Blackman & Co. ; the British Prometheus Co.; and the 
Crypto Co. N 


W. MeGeoch & Co., Ltd. 


Messrs. MCG MO CH 's specialities consisted largely of ships’ fittings, 
a varied selection of which were,seen on their stand. 
An interesting exhibit was the Duplex patent ship’s light indicator, 


a compact water-tight apparatus suitable for exposed situations, and 
On the front of the 
case were a series of windows representing the various signal lamps 


designed for use with twin filament lamps. 


FIG, 117.— DUPLEX Suir's DIGHT [NDICATOR. 


of the ship, and an additional “pilot” lamp window, to show that 
the illumination of the indicator is in order. When all is in order, 


no light appears at the signal windows. If one filament of a signal 
lamp burns out, the window corresponding shows a half-red light, 
and should both filaments fail, the corresponding window is com- 
pletely illuminated, showing an all-red light, while an indicator 
a rings until switched off by the switch controlling the faulty 
amp. . 

In addition to the above, the firm are makers of tramway and 
electric lighting and heating fittings, while an electric ozoniser also 
figures prominently among the exhibits. 


The Synehronome Co. 


Not the least interesting and useful of the Olympian exhibits waa 
the system of electric clocks, installed by the SyncHRONOME Co. 
by agreement with the management. "There were 20 clock dials in 
various positions in the Hall, the Annexe, refreshment rooms, &c., 
including two skeleton iron dials 6 ft. in diameter, suspended from 
the roof at each end of the Hall. These dials are fitted with 
transparent plate-glass centres, and their hands are propelled by a 
mysterious and invisible agency, which really consists of the 
" One-wheel" step-by-step movement, concealed by the bosses 
of the hands. All these clock dials are operated simul- 
taneously by one self-wound controlling seconds pendulum 
in the Entrance Hall, which combines the functions of an 
accurate timekeeper and a switch. The mechanism is similar 
to that which we recently illustrated in connection with 
the “inkless recorder,” and which is made under Mr. Hope-Jones's 
patents; the switching mechanism is so designed as to ensure 
perfect contact at half-minute intervals, while not in any way inter- 
fering with the perfect timing of the pendulum, to which it 
imparts an impulse at the same time. The latter is of invar, and 
is compared daily with the Greenwich Time Signal, so as to ensure 
accuracy of time-keeping throughout the Exhibition. Not one dial 
has varied from another, though, unfortunately, an interruption of 
the circuit was caused by the erection of advertising signs on the 
Gallery—a mishap in no way attributable to the system. 

At the stand of Messrs. VERrITYS, LTD. (to whose exhibit space 
will be devoted in a later issue), the. Synchronome Co. exhibited a 
number of dials of various kinds, operated by a Synchronome" 
self-wound controlling seconds pendulum with dead-beat escape- 
ment. Workmen's time recorders, a recording (“ Inkless") volt- 


meter, and a self-wound clock were also exhibited. 


W. Lucy & Co., Ltd. 


Messrs. Lucy & Co. showed a variety of interesting apparatus 
of ingenious design and adapted to divers purposes. The firm hails 
from Eagle Ironworks, Oxford, and castings for tramway and elec- 
trical purposes generally are a staple product. 
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Fic. 119.— FREQUENCY INDICATOR. 


The stand, however, contained some ingenious special нава 
among which we may mention some adjustable metal shelves, 
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adapted for stores, warehouses or free libraries; these are, of course, 
flreproof, and lend themselves to rapid readjustment and economical 
storage. 

A fountain brush for tramcar cleaning, in which the water is led 
up the brush handle and percolates through small holes among the 
bristles, is an item which will interest all who possess cars, carriages 
or large window surfaces. Tariff and time switches, and a novelty 
in speed indicators, are also on view. The latter we illustrate (fig. 119) 
in the form ofa frequency indicator, as shown at work on the stand. 
It consists briefly of a series of vibrating reeds attached to a flexible 
diaphragm, which receives its motion from a couple of small electro- 
magnets, energised by an alternating or interrupted current. 

The diagram (tig. 118) explains itself. 'The device was shown in 
England for the first time on Messrs. Lucy's stand at the 
Exhibition. 

In addition to the above, an exceedingly novel and practical arc 
lamp lowering gear, constructed by the London Electric Firm, was 
on view. The suspension device is so simple that one wonders why 


circuit is quite distinct from the stator circuit, во that the rotor 
and starting resistance can be arranged for a low voltage. 

On another portion of the stand was shown the special starting 
switch, for use with these motors. A compact motor-driven buffing 
machine and an ammunition hoist of special design, as supplied to 
the Admiralty, designed to lift 300 Ib. at 180 ft. per minute were 
also to be seen running. 

On the opposite side of the stand were shown two feed pumps of a 
rather novel design (see fig. 122), which will be particularly interest- 
ing to central station engineers. The pumps are driven direct from 
the motor through worm gear, the motor, reducing gear and pump 


being all mounted together on a cast-iron box pattern bedplate. 


The motors are either shunt or series wound, depending upon the 
duty of the pump. А bearing is provided at the commutator end 
of the armature only, the other end being directly coupled to the 
steel worm shaft, which passes through a packed gland and bearing 
into the gear case. 

The worm shaft is provided with cither a double or triple 


Fic. 121.—ARc 
Lamp WINCH. 


Fia. 120.—Arc LAMP 
SUSPENSION DEVICE. 


it was not thought of long ago. The pins on the plunger (fig. 120), 
when the latter is drawn up into the case, are practically trapped 
in a zig-zag groove, which takes the weight of the lamp; a further 
lift frees the pins from the groove, allowing the plunger to drop 
out of the case. | 

The accompanying winch (fig. 121), is self-sustained in all posi- 
tions; it contains а most ingenious gear, which we shrink from 
describing, but which is admirably adapted for the purposes 
in view. There is a gear ratio of 4 to 1 between the handle and 
the drum, and no pawls or gear wheels (in the ordinary sense) are 
embodied in the mechanism. 


Crompton & Co., Ltd. 


The big reductions in price for energy for power purposes 
induced Messrs. CROMPTON to specially exhibit their continuous 
and alternating current motors in all sizes, from ] H.P. upwards. 

All these motors are built on standard lines. 

The exhibit included a single-phase lift motor of the reactance 
type, designed to start against heavy loads with low-starting 
current. The machine will give 10 н.р. under ordinary lift 
conditions, and runs at a speed of 750 r.p.m. The rotor is 
of the usual construction, provided with three-phase star-con- 
nected winding, the neutral and the free ends of the winding 
being connected to a special form of slip-ring. There are 
three or more of thesc rings; on each ring is fitted a number of 
insulated bars equal to the number of poles on the motor, and 
spaced equi-distantly on the rings. These insulated bars are all 
connected to the neutral point of the rotor winding, and the action 
of the motor when starting is as follows: | 

When опе of the brushes is in а position to connect the insulated 
bar and ring, it short-circuits one of the rotor phases, and produces 
a repulsion torque. By properly staggering the brushes on the 
different rings a continuous repulsion torque is obtained. 

The brushes on the rings are also connected to an ordinary 
starting resistance, this resistance being gradually cut out. As 
soon as the motor has reached its normal speed, and the starting 
resistance is short-circuited, the machine acts as an ordinary in- 
duction motor, and runs practically at synchronous speed, irre- 
spective of the load. When used for lift or crane work, the motor 
can easily be reversed by shifting the brush gear through a small 
angle, and for this purpose the brush gear is connected mechanically 
to the controller. 

With motors of this description a large starting torque is 
obtained with a small current consumption, and this makes the 
motors particularly suitable for lift and crane work. Some tests 
at Messrs. Crompton's works show that the motor is capable of 
exerting 1775 times the full load torque with only 1'5 the normal 
full load current. There is no sensitive or complicated controlling 
gear, and the machines run absolutely sparklessly. The rotor 
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Fic. 122.—MoTon-DnivkN FEED PUMP. 


threaded worm, and is carried at its inner end in a bearing, ter- 
minating with a ball thrust block. 

The worm engages in a phosphor bronze worm wheel keyed to a 
crankshaft. Short connecting rods are coupled direct to the pump 
piston rods through crossheads running in circular guides. The 
pump rods enter the pump through similar glands formed on the 
ends of the pump barrels. 

The pump is of the duplex double-acting type, with externally 
packed plungers ; the gear case forming au oil bath. The pumps 
are made in three sizes at present, viz., 600, 1,200 and 2,000 gallons 
per hour, and ате all suitable for а working pressure up to 200 Ib. 
per sq. in. ; from tests carried out, the through commercial efficiency 
obtained is rather over 60 per cent. | 

An air pump shown was of the three-throw “ Edwards" type, and 
was driven by a 34 н.р. shunt-wound motor through a Humpage, 
Jacques & Pedersey patent reducing gear, embodied in the design 
of the motor-end cover, the ratio of reduction being 7 to 1; a special 
fozm of flexible coupling i» provided between the motor and air- 
pump shaft. 

A portion of the stand was devoted to switchgear, which included 
а switchboard saitable for controlling a private plant, several 
examples of the heavy current chopper-type switches, shunt regu- 
lators, and a three-phase starting pillar. The circuit-breakers were 
of a type recently introduced by Messrs. Crompton, manufactured 
under the Charlton-Barton patents, and are supplied for either 
maximum, minimum, or reverse control, or for any combination of 
these. The firm's well-known are lamps and ceiling fans were also 
much in evidence. 


The Lahmeyer Electrieal Co., Ltd. 


Practically the only heavy electrical exhibits at the exhibition, 
were shown by this firm. Prominent among them was a 350-Kw. 
motor-generator, consisting of a three-phase synchronous motor 
with revolving field for working at a pressure of 10,000 volts, 50 
cycles, direct coupled to a 220-240- volt D.c. generator, together with 
the requisite switchgear for its operation. During the exhibition 
this set was utilised in the reverse way for supplying three-phase 
current at a reduced periodicity, to the 100-н:р. haulage gear also 
shown on the stand. The latter equipment is driven through 
single-reduction gear by a 200-н.р. three-phase motor having a 
speed of 187 r.p.m. All the operating levers are centralised and 
within easy reach of the driver; the controller and reversing 
contact resistance boxes being oil cooled. 

A small, but very interesting, apparatus shown by the company, 
was an ozoniser, designed for sterilising water. The ozone apparatus 
cau be run from ordinary house wiring, and is connected through a 
thin flexible metallic tube to a special water tap, on which a 
diffusing chamber is provided. 

The ozone, of course, mixes with the water in the chamber in 
sufficient volume to effect its sterilisation. 
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we may mention that the apparatus has attracted the attention 
of the medical profession, and that a large installation, to give over 
5 million gallons of sterilised water per day, is in course of erection 
by the municipal authorities of Nicc. 


' Pritchetts & Gold, Ltd. 


The bulk of Messrs. Pritcnerrs & Gorp's exhibit consisted of 
their standard cells in glass boxes, erected as in actual practice on 
pitch-pine stands. The positive plates are of the Planté type, with 
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Fic. 123.—'*CrrwAx" PosrrIVE PLATE. 


pasted negatives, and all the plates are suspended from the edges 
of the boxes, with ample space between and below them. We are 
informed that efficiencies of 95 per cent. (ampere-hour) aud 80 per 
cent. (watt-hour) have been óbtained with these cells. 

The chief novelty exhibited was the new “Climax ” positive plate, 
which possesses an enormous active surface. The Climax plates 
are cast as solid slabs; and are then passed through a patent machine 
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Fic. 124.—PnRiTCHETT TRAIN- 
LIGHTINd CELL. 


Fic. 125.— POSITIVE 
SECTION. 


e 


which produces a great number of fine vertical lamina on the 
surface of the plate. A thick solid core runs through the plate, 
giving it great mechanical strength and high conductance. As the 
result of the mode of construction of the plate, it is claimed that 
its capacity at high discharge rates is 30 per cent. or 40 per cent. 
greater than that of any other type of Planté positive, weight for 
weight. 

А cell specially designed for the electric lighting of trains, which 
has progressed so rapidly in recent years, was shown ; the conditions 
of service obtaining in this connection are very severe, necessitating 
exceptionally strong construction of plates and cells. We illustrate 
the type evolved for the purpose by Messrs. Pritchetts & Gold; 
similar batteries of their make have been employed by numerous 
British and foreign railways with satisfactory results. 

A standard yacht lighting cell, in teak lead-lined box, and various 
accessories, including the firm's patent incorrodible connecting 
bolts, &c., were also exhibited. 


The Switchgear Co., Ltd. (late J. G. Statter & Co.). 


- Of this firm’s exhibit of switchgear much might be said, did 
space permit. It included lighting and traction generator panels, 
an automatic battery regulator, circuit breakers, field switches and 
fuses, &c., all bearing the impress of accurate workmanship. 


Fic. 126.—STATTER CIRCUIT BREAKER, CLOSED. - 


The firm’s circuit breakers were a prominent feature on the 
stand, and were referred to recently in connection with our 
description of the exhibits at the Tramways Exhibition. They 
are made for both maximum, no load and reverse current release. 


Fic. 127.—STATTER CIRCUIT BREAKER, OPEN. 


The method of leverage employed to force the brush on to its 
contacts, is by means of steel wheel running up an adjustable 
inclined plane. The long wiper seen in our illustration connects 
the carbon break with the lower contact ; a 500-amp. breaker has 
proved. quite equal. to а 3,000-amp. load (at 500 volts) when tested 
with the time limit attachment. The reverse current attachment 
із an exceeding simple device, and the © time limit" was par- 
ticularised in our issue of September 8th last. 
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The Amalgamated Dry Batteries, Ltd. 


This firm showed many varieties of cells of their “ Reeplen” 
and other types, all of which are manufactured at their works in 
London. : 

_ The Reeplen cell is much in demand for motor-car ignition work, 
it being used as a stand-by in the event of accumulators running down, 


run. 

The moet interesting thing which the company were showing was 
the new glass jar for Leclanché cells (fig. 128). This is provided with 
a special “ pocket" for holding the zinc rod, which effectually over- 
comes all difficulties hitherto experienced in the way of local action 


Fic. 128.—Nrw JAR FoR LECLANCHE CELLS. 


and short-circuits. The jar is moulded with four “clips” after 
the fashion of those provided in mineral water bottles for receiving 
the ball, and entirely does away with rubber rings and other 
"fakes" The jar, which is patented at home and abroad, has 
already achieved considerable popularity. 

Many types of small aecumulators, specially designed for motor 
cycle and motor-ear work in connection with sparking coils, were 
also on view. 


Marconi’s Wireless Telegraph Co.. Ltd. 


In the gallery, close by the exhibit of the General Post Office, 
was the interesting stand of this company and the MARCONI INTER- 
NATIONAL MARINE COMMUNICATION Co., Ltp. The former company 
showed a variety of instruments manufactured at the works at 
Chelmsford, the Fleming cymometer or wave measurer, already 
described in the ELECTRICAL REVIEW, being in evidence. By the 
way, we learn that though this instrument has only been on the 
market a few weeks, a number have been already supplied to the 
British, Italian, and American Governments. A complete installa- 
tion of X-ray apparatus, telegraph instruments, ignition coils and 
во on were likewise shown. The MARINE Co.’s exhibit was particu- 
larly interesting, because it was a representation of a Marconi 
wireless telegraph cabin and installation as employed on board a 
Cunard Atlantic liner. | = 

(To be continued.) 
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OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be written on one side of the paper. Free изе of fictitious names, d:c., 
may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express. | 


E. w.” WRITES :—““ In the issue of the Review for September 8th 
on p. 381, occurred a short paragraph under the heading 'Seaton,' 


in which the statement was made that ‘any member’ of an urban 


district council *holding an interest in a gas company, would be 
debarred from speaking or voting on the subject' of the application 
of a private firm (or company ?) for consent to taking out provisional 
electric lighting powers. 
^ “Tf this statement is accurate, and I understand it correctly, I 
shall be glad to know from you the number of the 'clause in the 
Local Government Act’ referred to, in the usual manner (as I 
understood from your representative at Olympia that you would 
be good enough to state a reply) in the Review. I believe that 
in any case, a town councillor holding shares in a gas company is 
debarred from voting on the purchase of that undertaking by the 
council, as is the case in Pontefract at the present moment, but I 
cannot find any precedent similar to what appears to have taken 
place at Seaton." | 

% It is provided by the Municipal Corporations Act, 1882, 
Sec. 12 (1) that а person shall be disqualified for being elected and 
for being a councillor if and while he . . . . (c) has directly, or 
indirectly, by himself or his partner, any share or interest in any 
contract or employment with, by, or on behalf of the council; (2) 
But a person shall not be so disqualified, or be deemed to have any 


when it is capable of supplying a large current for a considerable 


Share or interest in such a contract or employment, by reason only 
of his having any share or interest in. . . (d) any company 
which contracts with the Council for lighting or supplying with 


. Water or insuring against fire any part of a borough. Note that 


the foregoing provisions strike at the total disqualification of 
interested persons. The Act, however, goes further, and although 
interest in a gas company may not disqualify for candidature it 
does prevent а person speaking or voting. Thus by Sec. 22 (3) a 
member of the Council shall not vote or take part in the discussion 
of any matter before the Council, or & Committee, in which he has, 
directly or indirectly, by himself or by his partner, any pecuniary 
interest. Inthe Seaton case it would seem that those interested in 
the supply of gas would have an indirect pecuniary interest in an 
application by a company for consent to making application for a 
provisional order for the supply of electric light. 


“Motorist " writes:—''It is intended to put down an electric 
plant for supplying an Urban District with light. The Council, 
which owns gasworks (the only lighting supply at present) will nót 
venture same, but is waiting for a large concern nearly 30 miles 
distant to bring а supply to its district. Can the Council prevent 
me from entering on this scheme? And if not, must I have Parlia- 
mentary powers before doing so? Gas is very expensive, and by 
putting down a waterturbine I could supply electricity very much 
cheaper than gas.” B 

,“ There is nothing to prevent “ Motorist” from undertaking 
the supply of electricity in the manner suggested. It is not neces- 
sary for anyone to obtain Parliamentary powers for the supply of 
electricity. The only way in which the District Council may 
hamper the scheme is by prohibiting the placing of electric cables 
either under or over the roads which may be under their care ав 
highway authority. It is possible, however, that the plans of the 
scheme may be so laid that it will be unnecessary to cross any 
highway. While, as has already been stated, no Parliamentary 
powers are required, it will be necessary for Motorist ” to comply 
with certain regulations made by the Board of Trade with a view 
to securing the safety of the public. These regulations are entitled 
„Regulations prescribed by the Board of Trade under Sec. 4 of the 
Electric Lighting Act, 1888." They may be obtained from Messrs. 
Eyre & Spottiswoode, London, E. C. | 


“ DoUBTFUL ” writes: I am the tenant of a field, which I let 
for fétes, &c., and wish to light it with the electric light, by means 
of overhead wires carried on scaffold poles. My electrical adviser 
informs me that bare copper wire mains will be many times cheaper 
and just as efficient as covered wires, but he is doubtful on the 
following points :— : 

1. Is it legal to use bare conductors on private property for 200 
volts alternating? - 

“2. Can the Corporation electrical engineer refuse to connect, 
provided the leakage is below the 454,th part, as provided by the 
Board of Trade ? | 

“3. The N.T. Co. and the G.P.O. both have telephone wires 
crossing above the proposed route of lighting wires. Сап they 
make me put up guard wires or insulated spans under their wires ? 
or, as it is on private property, must they protect their own wires ? 

“І believe the G.P.O. and М.Т. Co. both have agreements with 
the landlord of the property." 

*,* “Doubtful " does not make it quite clear whether he intends 
to generate his own electricity, or take a supply from the cor- 
poration of his district. It is presumed, however, that, having 
regard to his second query, he intends to take his supply from the 
Corporation. | . 

With regard to (1), it is thought that, having regard to the Board 
of Trade Regulations, made under the Electric Lighting Acts, 
1882 and 1888, uninsulated aerial lines may be used upon the 
premises in question. As to (2) it is provided by the regulations 
above alluded to, Sec. 41, that The undertakers shall not connect 
the wires and fittings on a consumer's premises with their mains 
unless they are reasonably satisfied that the connection would not 
cause a leakage from those wires and fittings exceeding one ten- 
thousandth part of the maximum supply current to the premises; and 
where the undertakersdeclineto make such connectionthey shallserve 
upon the consumer a notice stating their reasons for so declining." 
The proper figure is "45455" not “35o, as mentioned by our 
correspondent. Subject to this clause, there is nothing which can 
enable a corporation to refuse to grant a supply. 

As to (3) the property of the N.T. Co. and the G.P.O., this would 
seem to be protected by Sec 22 of the regulatiors (and also by 
Sec. 25 of the regulations made by the Board of Trade under Sec. 4 
of the Electric Lighting Act, which may possibly apply to the 
system installed by Doubtful ") that where an aerial line crosses, 
or is in proximity to, any metallic substance, precaution shall be 
taken by the undertakers against the possibility of the line coming 
into contact with the metallic substance, or of the metallic substance 
coming into contact with the line by breakage or otherwise." 


Great Western and Metropolitan Contract.— With 
reference to this contract mentioned in our last issue, we under- 
stand that the equipment of the 20 trains referred to will consist 
of the B.T.-H. type G.E. 76 motor and the Sprague Thomson- 
Houston system of control. 
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CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer's name and address in our possession 


The Electro-Deposition of Copper. | 


I am greatly surprised that Mr. Cowper-Coles should deem 
me guilty of endeavouring to mislead your readers, for had 
I referred to tubes produced by any process other than the 
Elmore burnishing process, the value of my disclaimer 
would have been nil. | 

Harry Ellis, 
Managing Director, 
ELMORE's METALL ACTIENGESELLSCHAFT. 
London, E.C., 
October 19th, 1905. 


The Design of Instruments and Meters. 


My attention has just been called to“ O. K. 's attack 
upon the Inkless Recorder. He also attacks the electric 
clock used for propelling it, for which I am responsible, 
and does во in a peculiarly ignorant manner. If he knew 
anything of the application of electricity to time-keeping, 
or had even looked intelligently at the instrument he was 
criticising, he would see that the method used to obtain the 
periodic impulses is as far us the poles apart from “ grand- 
father clock arrangements and relay contacts." No one has 
condemned © those relay contacts " in connection with clock- 
work in press or on platform more vigorously than myself. 


The automatic pendulum switch used by Messrs. Everett, 


Edgcumbe & Co., Ltd., contains those essential principles 
which have made electrical time service a success in this 
country, viz., the transmission of all the energy through the 
surfaces of the contact and the use of the self-induction of 
the circuit to determine the duration of the impulse. 


F. Hope-Jones, 
Fur the SYNCHRONOME Co. 


London, E.C., Orlober 22nd, 1905. 


Municipal Wiring. 


In your * Lighting and Power Notes" in the current 
issue of the ELECTRICAL Review, I notice that the Town 
Council of. Huddersfield are seeking powers for the wiring 
of houses for lighting purposes. | 

I, for one, shall be pleased to learn the details re the 
above, as soon as the various clauses are framed. 

It is to be hoped the Town Council do not propose to 
carry on a wiring business in competition with the local 
contractors similar to the proposals recently made by the 
L.C.C. "The writer is acquainted with a town where, at the 
request of a would-be consumer, the Corporation will pay 
for the cost of installing the wiring in houses, on condition 
that the consumer guarantees taking a supply for a given 
length of time, and undertakes to pay interest, on the total 
cost of the installation, and instalments to pay back the total 
capital cost, such iustalments to cover the period given in 
the guarantee. | 

In every case where the Corporation undertake this 
wiring work, it is let out to one or another of the local 
contractors, who are asked to tender for the same. 

In cases similar to the above it brings consumers to the 
supply mains and puts work in. the contractors’ hands, and 
is beneficial to all parties concerned. 

If the Huddersfield Town Council are seeking powers to 
carry out wiring on terms similar to the foregoing, I hope 
the same will be speedily granted. 


H. Moss. 
Huddersfield, Or/ober 23rd, 1905. 


[Where the work is placed in the hands of contractors 
there is no material objection to the practice, as the Cor- 
poration 1s not then competing with its own ratepayers. 


This, however, is not Municipal Wiring "—41e., wiring 
carried out by the Corporation's staff, to which we strongly 


object.—Eps. E. R.] 


Bonding Steel Armour. 


In a combined system of traction and lighting, is it 
necessary to have the steel armour of the three-core lighting 
mains bonded across where joint boxes are fixed ? Of course, 
the lead covering of all distributors and service cables is 
bonded across. The writer has heard that there is a danger 
of electrolysis if the steel armour of cables is not attended 
to in the same way, and he would like enlightenment on the 


question. 


R. W. 
New Feeder Pillar. 


In your issue of 20th inst., in describing the above pillar, 
you state that it is Downe's patent; this is not correct, a8 


‘the idea was worked out jointly by my assistant, Mr. A. 8. 


Black, and myself, the patent being taken out in both our 
names. | 
I shall be obliged if you will make this correction in your 
next issue. | 
R. S. Downe, 
Borough Electrical Engineer. 


Southport, Oclober 2181, 1905. 


Lead-Covered Wire. 


With further reference to our letter on the above subject 
in last week’s REVIEW, our attention has been called to the 
fact that we were writing of rubber-insulated wire, whilst 
possibly Mr. Whipple referred to paper-insulated wire. In 
this case, of course, our experience could not be taken as 
anything for Mr. Whipple to work upon. 

We have had practically no experience with рарег- 
insulated wire, but we should think there would be consider- 
able risk of its being hygroscopic, even if the paper were 
impregnated with compound or similar material. 

We trust that you will have further information on the 
subject put before you, as we should like to hear of other 
people’s experiences with wire of this description. 


"Tyler & Freeman. 
London, E. C., Oc/ober 24th, 1905. 


we —ñ— 


We have read with much interest the letters of Mr. 
Whipple and Messrs. Tyler and Freeman regarding leads 
covered wiring. We should be interested to hear, however, 
whether these gentlemen are referring to vulcanised rubber- 
covered wires, or the paper-insulated class. Our experience 
has been almost entirely with the latter, and, like your 
correspondents, we have found it very satisfaetory ; in fact, 
we only use vuleanised wire on installations where. it is 
specified. 

Of course, this class of material is distinctly hygroscopic, 
and it is essential that the ends should be kept sealed. 
This, and the absolute necessity of bonding and earthing 
the lead, constitute the only drawbacks to its use. 

We have found in practice that for house wiring the 
single wire is much more economical than twin, as it can be 
so readily brought down to switches, but twin is more satis- 
factory for positions where the circuits consist of one row of 
lights coming straight from the distribution board without 


‘intervening switches. Of course twin wire looks much nicer, 


and is more easily erected than two single wires. 

The two objections usually urged against this class of 
work are, first, the danger of nails, &c., being driven into 
the lead, and, secondly, that the appearance of it is not so 
substantial as that of casing and capping. 

Bearing in mind the advantages of a properly carried out 
system with bonded and earthed lead sheaths, these are not 
really serious defects; such as they are, we overcome them 
in the following manner :— 


„ m" 
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In house work the wiring is run between floor and ceiling 
without other protection than the lead ; in passing, we ma 
remark that a much smaller groove is necessary than wit 
other systems. If the house is new and not plastered, we 
run the wires in a $ open seam tube down the walls to 
switches, distribution boards, &c., or if the walls are already 
plastered the wires can be run in casing aud capping where- 


ever the run is on the surface, the size of the casing required 


being no larger than with ordinary vulcanised wire. 

Apart from the advantage of having your conductors 
surrounded by an essentially continuous earthed metallic 
' Sheath, it must not be forgotten that, properly installed, 
paper insulation does not depreciate like vulcanised rubber. 
What will probably appeal to the contractor, however, is the 
economy of tue system, as this class of wire is actually 
cheaper than ordinary wire, apart from the saving of time 
and casing. 

Of course, like everything else it requires a little experi- 
ence, but we are sure that if contractors would only persist 
in its use for, say, half-a-dozen jobs, they would soon 
appreciate the substantial savings obtained. 

The principal point is the sealing of the ends ; rubber 
tape should on no account be used, as the oil in the insulation 
soon rots the rubber. For small jobs we have found a 
specially prepared black tape having high insulating qualities 
satisfactory, but we have, generally speaking, found it worth 
our while to use a small iron casting which serves the triple 


үшү of bonding the lead, sealing the insulation - and 


olding the switch and ceiling rose without materially raising 
the cost of the installation. 

We trust these remarks may be of some service to those 
who may not have used this very excellent system, and we 
should like to hear the opinions of those who have. 

If any firm are thinking of trying it and they care to 
write to us, we should be glad to put them on the right track 
as to the material to make a start with. 


| H. Bailey & Co. 
Accrington, Ortuber 24th, 1905. 


Watertight Wiring. 


It has been brought to our notice that a circular which 
we issued at the recent Electrical Exhibition at Olympia may 
lead to tht misapprehension that Messrs. Handcock & Dykes, 
consulting engineers, have some interest in the watertight 
tube system of wiring which we have been exhibiting there. 

We therefore wish to explain that, some time ago, we 
tendered successfully to а specification of Messrs. Handcock 
and Dykes, which called for the use of this system, which 
they had devised and used for some years past to meet certain 
difficulties in wiring work. 

Since then we have carried out similar installations under 
the direction of the same firm, and found the system to possess 
so many advantages that we proceeded to stock the necessary 


We have modified the boxes in one or two directions, and 
in other ways altered the system to suit our own purposes. 


Our only object in mentioning Messrs. Handcock & Dykes’s - 


name was to make it clear that the credit for the ihvention 
was theirs, but we wish to make it equally clear that they 
have not patented the system, and have no financial interest 
in it. | 
Rawlings Bros., Ltd. 
London, S.W., October 24th, 1905. 


Hygienic Telephones. 


The General Electric Co. evidently consider they have, 80 
to speak, “got us on toast,” hence their condescension in 
granting us the favour of a free advertisement. Talking 
about that, we can only remember one subject brought by 
us to the notice of the Press about which the G.E.C. 


remained silent—viz., our challenge: offer of a committee 


of experts, and £100 to charity. We own we were much 
disappointed that they, as one of the representative British 
firms of telephone manufacturers, did not grant us the 
privilege of further advertising ourselves by accepting the 
challenge. 

Now for a free advertisement for the General Electric Co., 
without any favour or thanks required. We have referred 


to their catalogue of 1899, and find that it certainly did contain 
а hygienic wall telephone of sorts. In case your readers 
have no longer a copy to refer to, we take this opportunity 
of illustrating, with apologies to the General Electric Co., an 
outline drawing of the instrument. 

Withqut any desire to detract from the merits claimed for 
it, we would point out that it was not a hand combination 
set, and, although styled “hygienic,” the instrument was 
not by its construction naturally a hygienic telephone, since 
the pine-wood diaphragm against which it was necessary to 
speak had to be periodically wiped with a duster. Instru- 
ments of not dissimilar construction were in use nearly 
20 years ago, and the writer well remembers fixing a pair at 
about that time. True, they were not called hygienic, but 
if the G.E.C. telephone possessed such merits, then these 
and others on the market prior to 1899 anticipated such 
claim. 

While we admit we were in error in stating in our 
letter of the 18th inst., that we were the first firm to 
offer a hygienic telephone to the British public, inasmuch 


as we were obviously dealing with the subject of hand 
combination sets, we feel we may be excused for not more 
carefully qualifying our statement, and for having over- 
looked what, after all, appears to be an obsolete pattern, 
and far removed from the class of telephone under dis- 
cussion. 

In conclusion, we consider that our letter of the 10th inst. 
was, in the main, correct, and, notwithstanding the General 
Electric Co.’s reply, they have not justified their attempt to 
“steal a march upon us with their solitary pair of hygienic 
hand combinations. 


pp. The Sterling Telephone and Electric Co., 
Late the Berliner Telephone Manufacturing Co. 
І. В. BrRNBAUM, Manager. 


London, E.C., October 24th, 1905. 


Invidious Comparisons. 


A certain station engineer recently read a paper dealing 
with the cheap supply of energy, before a small local society. 
As evidently it did not meet with sufficient publicity, he has 
now had it reprinted, sending copies to various authorities 
whose undertakings, according to himself, are not doing as 
well as his own. А table appears in the paper giving a list 
of various undertakings, comparing their costs with his own 
and showing the saving which would have been effected if 
their costs had been as low as his own. I notice, however, 
that although he apparently takes his own “ works costs,” he 
takes the total costs of the other undertakings, unless 
the figure he gives for his own undertaking refers to the 
last year, not yet published, in which case he is comparing it 
with earlier years of the other undertakings. I consider 
this paper in the hands of some councillors would be apt to 


E 


672 THE ELECTRICAL REVIEW. 


cause а very wrong impression, with consequent further 
trouble for the already harassed engineer, as the author states 
that what lie has done, can be done elsewhere, taking no 
account of the great differences in various localities. The 
whole tone of the paper is self-conyratulatory, and it appears 
to me to have been written for the purpose of advertisement, 


as there is nothing new in it. : 
Another Pebble. 


The New Guernsey Telephone Switchboard. 


The brief description of this interesting installation on 
p. 659 of the REVIEW omits several interesting points. 
The daily traffic of 900 Guernsey subscribers is about 1,800 
calls ; allowing for extra work on junction calls, in and out, 
and public station calls, and for the recording of calls, such 
a volume of traffic might provide a moderate day’s work 
for three or four operators. By using mechanically restored 
indicators—which occupy much space and prevent team 
work—by placing the cords on two levels, and by other 
eccentricities, a switchboard has been evolved which is about 
three times longer than is necessary and employs more than 
three times as many operators as are necessary to do the 
work. 

The hearty admiration of all telephone men must be 
aroused by that notable adaptation from modern telephone 
practice, the double-sided ring-off.” The * double-sided 
ring-offs,” it appears from the circuit diagram, are to be 
worked by push-buttons on the subscribers’ instruments, and 


as the operators must not “sever a connection " until both 


* ring-offs " have “ put in an appearance,“ both subscribers 
must always femember to press the button, or else remain 
“hung up." This is a great improvement on the ordinary 
push-button or magneto system, where either subscriber can 
ring off, as it increases the chances of “ hang-ups” by just 
100 per cent. 

If modern telephone practice had really been followed at 
Guernsey, and an attempt made to design a switchboard 
having some relation to the load to be carried, a lamp-signal 
board, to be served by a third of the number of operators, 
would have been adopted. But even a bridging magneto- 
board would be more efficient and more economical than the 
outfit described. 


London, S.W., 
October 21st, 1905. 


Herbert Laws Webb. ' 


Some Arithmetical Questions for Mr. Byng. 


Perhaps“ Jaybee " has not heard of the N.E.M.A. Iam 
sure that body would be able to do all that he suggests, as 
it does not appear to be backward in regard to publicity. 

With regard to the other matter, I cordially agree with 
“Jaybee” on the desirability of protecting British industries. 
There was no sentiment to the contrary in my letter. The 
moral that I wished to point (and which “ Jaybee " con- 
veniently ignores) was that, if it is at the present moment 
unfortunately necessary to import certain things from abroad, 
let us * play the game" in the correct British fashion. 


Anti-Humbug. | 


I do not propose to enter into the wordy war now raging, 
except to mention an incident which I think is worth 
columns of argument. A year or so ago I met a gentleman 
who imports large quantities of foreign-made dynamos and 
motors. In conversation he mentioned that his directors 
were about to erect large works near London for supplying 
the British market. A few months after, meeting my friend 
again, I inquired when the works were to be started. Listen 
to his reply. “ My directors have come to the conclusion 
that Mr. Chamberlain’s policy will not be adopted, and have, 
therefore, abandoned the idea of the English works.” Had 
the many intelligent foreign manufacturers who have been 
carefully watching the recent by-elections, been able to come 
to the conclusion that Mr. Chamberlain’s proposals would 
soon be adopted, we should already see many new industries 
rising in our midst, adding to the prosperity of the country 
and giving employment to thousands now out of work. 


T. R. 


I have read the letter of Mr. ** Jaybee not a fooled 
Englishman” in the ELECTRICAL Review of the 20th 
inst., and in summing up the whole article I find that 
though much is written there is nothing in it, simply empty 
phrases, and much talk and no do. 

I, myself, am a foreigner, and have seen many countries, 
and come to the conclusion that the writer of the article in 
question knows nothing of any other country but England, 
and admits his ignorance and non-efficiency, and might be 
compared to a wreck on an open sea at its last resource. 

It is very good to stand up for one’s own country, but no 
protection will avail so long as no remedy is found for the 
better education of the workmen, that means cheap and 
sound education for everybody, not only for the Upper Ten, 
for whom alone scientific knowledge is open in this country. 

Your remarks about, the London County Council having 
passed over the Hungarian Works Estimate of £38,200 and 
accepting a British tender for £63,525, shows quite 
sufficiently that narrow mindedness combined with political 
matters i8 brought into the question of economy, which does 
not say much for a County Council. 

In my opinion, it is wrong to place an order -with British 
manufacturers whose estimate is 100 per cent. higher than 
foreign manufacturers. The extra expense must, of course, 
come out of the pockets of the ratepayers, and no good at all 
i8 effected by this for the unemployed, and in comparing the 
two tenders, it is shown that the same amount of work can 


be done with the same efficiency at a much lower rate. 


I have a good knowledge of the labour question in other 
countries, and“ Jaybee's " remark, that no law exists, shows 
that he is not well enough instructed in this matter. I would 
point out that the skilful labourer abroad ranks much higher, 
and lives more respectably and comfortably, than the labourer 
here, who is only considered the workman.” Abroad, the 
workmen,.even with their small income, can bring theie 


. children up with a good sound education, so as to enabls 


them to fight the world and make their own way. Besider 
this, they can also save for а rainy day, so that, should their 
country or town prove too small for them, they can emigrate, 
instead of staying in one district as the British workmen do, 
possibly to starve, and cry to the public for help, which, in 
my opinion, only encourages laziness. 

For your further instruction, I would say that abroad the 
skilful workman has better protection owing to thé Govern- 
ment and other institutions, than in this country, where 
everything has to be obtained by heavy expense and sacrifice. 

No protection or any other law will be able to keep out 
competition, but will only make it keener, if the question of 
education is not considered ; that means cheap schools and 
apprenticeship after schools, as abroad, where with only a 
few pounds even a not very wealthy man can educate his son 
to matriculation for a University. 

Further, the pride of an English gentleman prevents him 
from allowing his son to get practical experience by working 
in workshops, &c., which is the only way to get a practical 
knowledge and experience of the trade he would learn. 

In these points the root of all the evil lies, and no success 
can be expected before steps are taken to eradicate the evil. 

The best weapon a country can have is a good army of 
skilled workmen, which is really the foundation of a nation. 

A Foreigner. 


[Our correspondents incorrectly state the amounts of the 
above tenders, which should be £58,200 and £63,525 
respectively ; this is an increase of only 9 per cent. on the 
amount of the foreign tender, which, moreover, did not 
comply with the specification Eps. E. R.] 


[NAME WANTED.—AÀ correspondent wants to know the 
name of a firm supplying hand travelling cranes suitable for 
whecling armatures about.—Eps. E. R.] 


Electric Furnace at Olympia,—Messrs. MarryaT 
AND Prace have been instructed to supply to the University of 
Glasgow a duplicate of the 1,000-ampere Moissan furnace they have 
been showing in operation at Olympia. During the last week of 
the Exhibition, the diamonds obtained from carbon dissolved in 
iron were on view. The microscopic output consisted of about 50 
diamonds, which were monnted upon one slide. Enlarged 40 
times, the crystals could be clearly seen. 


[Vol. 57. No. 1,457, Ocromtn 27, 1908. 
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MILAN INTERNATIONAL EXHIBITION, 1906. 


Mr. ARTHUR SERENA, the hon. Executive Commissioner in connec- 
tion with this Exhibition, writcs to us urging the importance of 
ensuring that a representative show of the varied products of 
British electrical industries, worthy of their growing manufacturing 
importance and international standing, may be made thereat. 

As our readers are aware, the British Government has shown a 
practical interest in the Exhibition by a grant of £10,000 towards 
the cost of forming a British Section, and has approved the 
appointment of a British Commission, with Mr. Serena as hon. 
Executive Commissioner. 


He says that the participation of leading firms in all the general : 


lines of British manufacture is assured. which makes it all the 
more imperative that the electrical industries should be adequately 
represented. The King of Italy has given £4,000 in prizes to be 
awarded by the International Jury in the various sections of the 
Exhibition, of which a prize of £200 is to be given for the best 
method of detecting high voltage currents without danger to the 
operator. 

The comprehensive character of the electrical divisions of the 
Exhibition will be gathered from the details given below in the 
Section for Land Transportation (electric traction) Telegraphs and 
Telephones, and that of Manufacturing and Decorative Arts 
(lighting and heating). The inducements to exhibit are stated to be 
as great as the Italian authorities are able to make them, and 
the greatest of all inducements will be the fact that the present 
is the first international exhibition ever held in Italy. 


Section 1.—LARD TRANSPORTATION, Division VI. (ELEcCTRIO 
TRACTION). 


The programme for this section is sub-divided into five groups 
and 19 classes as follows :— 
Group 33.—Generating Plant. 

. Class 50.—Plans, drawings, models of hydraulic steam and 
gas installations, and of central stations for electric 
traction. 

Class 51.—Dynamos, alternators and transformers for traction 
purposes. 

Class 52.— Stationary accumulators of the traction type. 

Group 34.— Electric Railways and Tramacays. 
Class 53.—Poles, supports, insulators, systems of suspension, 
ment of wires, &c. 

Class 54.—Overhead lines for long-distance transmission and 
service lines, third rail, conductors and insulators. 

Class 55.—Electric railway track, systems of bonding, switches, 
special types of permanent way for the conduit and 

- surface contact systems. 

Class 56.— Fittings for electric lines, signalling apparatus, 
special telegraphs and telephones for electric railways and 
tramways, special steering apparatus and safety appli- 
ances, lightning arresters, &c. 

Group 35.—Rolling Stock. 

Class 57.—Special motors for electric traction. 

, Class 58.—Special parts of carriages for electric traction, 
carriages, fittings for motormen's cabins, controllers fittings 
for taking up current. 

Class 59.—Complete motor-cars for tramway service ; trailers. 

Class 60.— Complete motor-cars for electric traction on large 
railway lines, electric locomotives, trailers. | 

Class 61.—Motor trolley vehicles on ordinary roads. 

Class 62.— Electric accumulators for traction purposes. 

Class 63.—Accessory services on cars, lighting, heating, &c. 

Group 36.—Various Applications of Electric Traction. 

Class 64.—Ropeways, aerial transportation. 

Class 65.—Electric cranes, capstans, lifts. 

Class 66.—Special electric plant for mines. 

Group 37.—Documents. 

Class 67.—Plans, designs and models in general. 

Class 68.—Statistical information on the construction and 
running of electric tramways and railways; details 
regarding cost and profits resulting therefrom. 

Division IX.—Post, TELEGRAPHS, TELEPHONES. 
Group 48.— Projects. 

Class 98.— Designs, models, photographs of buildings for postal, 
telegraph and telephone service, organisation and regula- 
tions, charges. 

Group 50.— Telegraphs and Apparatus.—Wireless telegraphy (in- 
cluded in maritime transportation). 

Class 100.—Supports, insulators, wires, crossings, erecting, 
laying down telegraphic apparatus, controlling and 
measuring instruments, appliances for telegraphing. 

Group 51.— Wireless Teleyraphy and Матсопѓз Apparatus. 
Class 101. : 
Group 52.—Telephonic Lines and Apparatus. 

Class 102.—Supports, insulators, wire cables, crossings, under- 
ground lines, telephones, microphones, standard and 
multiple switchboards, controlling apparatus, appliances 
for telephoning, phonographs and similar instruments. 

Section 4.— Manufacturing and Decorative Arts. 
Group 80.—Art Objects and industrial products belonging to the 
sesthetic side of modern life in all its shapes. 

Class 203.—Lighting and heating apparatus, electric appliances, 
fittings and adjuncta for light in all its branches. 


ROYAL PRIZE FOR APPARATUS FOR DETECTING ELECTRIC 
CURRENTS OF HIGH POTENTIAL. 


The Executive Committee, with the object of encouraging the 
study and the practical testing of a simple appliance, easy to handle 


: allotted a portion of the sum given by His Majesty the 


and of small cost, which sball serve to detect the existence of 
currents of high potential in electrical cables which have to be 
handled by workmen charged with the laying or repair of such 
cables, offers an international prize of £200, having for this purpose 
ing of 
Italy for competition in the Exhibition. 

The competition will take place under regulations which stipu- 
late that all competitors shall present their applications before 
December 31st, 1905. | 

The chief technical conditions which the appliance has to satisfy 
are the following :— , 

(a) Must be easy to handle, conveniently portable, and not ex- 
ceeding 7 lb. (3 Кро.) in weight. | А 
(Ь) Must reliably reveal clearly and safely differences of potentiai 

of not less than 300 volts. 

(c) Must not require special conditions of application, and must 
give indications easily readable and of a nature to avoid all 
uncertainty. 

(d) The cost of the appliance must be low; other things 
being equal, „the most economical will be preferred. It must 
be easy of repair and so constructed that the breakdowns in 
working to which it may be subject as a whole or iu any part shall 
be easily detected and noticed, and such as not to give rise to any 
dangerous uncertainty. 

(c) Shall not be liable easily to get out of order or out of repair 
even when subjected to very great differences of potential, or 
through. atmospheric influences, shocks, abnormal position, &c. 

(J) The method of mounting the parts subjected to wear and 
tear and exchange, shall be such as to disclose in some clear fashion 
any getting out of order which may be dangerous. 

Clause 5.—The jury for the allotment of the prize shall be com- 
posed of five members, two of whom shall be appointed by the 
Executive Committee of the Exhibition, two by the Italian Elec- 
trotechnic Association, and the fifth by the first four. 


е 


BUSINESS NOTES. 


Patents in Turkey.— Messrs. W. P. Thompson & Co., 
patent agents, Liverpool, write :— 

As ія probably well known, the Sultan frequently, in an arbitrary manners 
changes the procedure and regulations as regards patents. Some months ago 
he decided that all the annual taxes on patents or trade marks were to be 
donbled, and that this should apply to patents and trade marks already regis- 
tered. Our agent in Constantinople at once went to all the principal Embassies 
and laid the matter before them, and we have learned fram him to-day that at 
the instance of the Ambassadors, the Sultan has withdrawn his Irade as far as 
regards all patents and trade marks actually on the register, while continuing 
the Irade in force for all new matters. It will be remembered that some years 
ago the Bultan gave orders that/ all patents in any way relating to electricity 
should be refused as contrary to law and order. Іп а similar way at one time 
patents for photography were refused because the Mohammedan law forbids 
in the most emphatic manner the making of a likeness of any thing that is in 
the heavens above, or in the earth beneath, or in the waters under the earth.“ 
Both these restrictions have, however, been greatly relaxed. 


Contracts for Large Gas Engines.—The following 
orders for large power gas engines have recently been received by 
Messrs. J. E. Н. ANDREW & Co., Lrp., of Reddish :— 

Messrs. Brooks & Doxey, Ltd., Union Iron Works, West Gorton, Manchester. 
Six engines, each of 120 в.н.р., together with a Mond gas producing plant, for 
driving their own works. А t 

The Coalbrookdale Co., Ltd., Coalbrookdale. Two double-cylinder type 
engines, each of 210 h. H. p., for driving alternators for their own works. 

Mesers. J. Mowlem & Co., London (for the Thames Ditton and Esher U.D.C. 
Pumping Station). Three engines and suction gas pans, each of 50 B. H. v. 

The Manchester Corporation, for its Sewerage Works at Withington. One 
engine and suction gas plant of 90 в.н.р. 

Messrs. Ogston & Tennant, Ltd., Loch Street, Aberdcen. 
one suction gas plant of 140 B. H. v. 

Messrs. A. Muirhead & Sons, Glasgow. Two engines and suction gas plants of 
120 B. H. . 

Messrs. Cox & Co., engineers and shipbuildera, Falmouth. 
suction gas plant, of 120 B.H р. 

Messrs. Hosken, Trevithick, Polkinhorn & Co., Ltd., Hayle, Cornwall. One 
engine and suction gas plant, of 60 B. 1. v. 

he Co- operative Wholesale. Society, Ltd., Soap and Candle Works, Irlam, 
near Manchester. One double- cylinder engine of 280 B. 1. 7. This is the second 
large Andrew's engine to be supplied for these works. à | 

The company is at present extremely. busy in all departments 
with engines and gas producingiplants, necessitating the working of 
overtime continually, 


Moser v. Scott.—In the Westminster County Court on 
Monday last week, this case was disposed of. It was aclaim for damages 
for trespass sustained through the cutting off of an electricity supply 
at 50, Maddox Street, W. The casc had been part heard. James 
Henry Scott, on behalf of plaintiff, said he was a builder and 
electrician, and in May received an order for electrical work from 
Mrs. Farquhar, who told him that the upper part of the house was 
vacant, and the landlord had given her permission to use any of the 
wiring already there for her electric lighting. She had the first floor 
and wanted lights by the windows in connection with chairs she had 
for use in her manicure business. He did not cut off the wires down- 
stairs. He did not go on to the premises downstairs. An electrician 
in defendant's employ, who did the work, said he found some fittings 
there, but there had been а disconnection as the meter had been 
taken away. He was in court at the previous hearing, and heard 
the evidence that the wire was cut on the ground floor. Witness 
heard instructions from Mrs. Farquhar to Mr. Scott that he was to 
use the existing fittings. He disconnected the upper part of the 
house. The whole of the premises had onc pair of mains, and Mrs. 
Farqubar wanted a separate meter, and it was necessary to dis- 
connect the other part. The employer was told to do certain work 


Two engines and 


One engine and 
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-by Mrs. Farquhar, and if anyone was liable, it was her. Counsel 
for the plaintiff: I submit the person who commits the trespass is 
liable, and in this case he would have a remedy against Mrs. 


Farquhar. The Judge: No, her instructions were carried out. 


Counsel: Do you say no trespass was committed? The Judge: I 
do not say so. It is not necessary: Counsel: We have a supply of 
electricity, and the wires were cut wilfully, and that is an act of 
trespass for which the employer, who authorised the actual trespass, 
is liable. The Judge: It turns on the instructions given him. I 
must non-suit you with costs, and give you leave to bring another 
action. І 


For Sale.—Colchester Electricity Committee invites 
offers for the disposal of 70 maximum-demand indicators. See our 
advertisement pages to-day. 


Bankruptcy Proceedings.—G. WALLACE.—On Thurs- 
day last week, at the London Bankruptcy Court, Mr. E. S. Gray, Official 
Receiver, presided at the first meeting of the creditors of George 
Wallace, electrical engineer, 132, Cold Harbour Lane, Camberwell. 
. The accounts show unsecured debts £330 58. 6d., preferential claims 

£30 Os. 6d., and assets £755 13s. 10d., representing assets £750, 
the debtor's half-share in an option for the sale of a primary battery. 
It appeared from the debtor's statement that he returned from 
Australia in 1897, and during the next six years carried on business 
in Dublin. In 1903 he opened an office at 68, Victoria Street, 
S.W., and there carried on business in electric lamps under the 
style of Wallace & Co. That concern was in April, 1904, converted 
into the Wallace Lamp Syndicate, Ltd., with a capital of £35,000. 
Ав vendor the debtor received £10,000 in shares, and was appointed 
as salaried manager at £350 a year. The company is still carrying 
on business, but dismissed him last April for alleged non-perform- 
ance of his agreement with them to manufacture the Wallace lamp 
under a secret process. In reply to the Chairman, the dobtor said 
the only offer he could ntake to the ereditors was for them to deal 
with the application. It had no present value, perhaps, but might 
bring into the estate £750 in time. The case was left in the hands 
of the Official Receiver to be wound up in bankruptcy, the debtor's 
public examination being fixed for November 14th. 

WM. JEFFERSON.—At Stockton-on-Tees Bankruptcy Court on 
October 18th, Wm. Jefferson, carrying on business under the style 
of Jefferson & Co., electrical engineers, at Skinnergate, Darlington, 
and Kingsley Chambers, Bishop Auckland, was examined, on 
accounts showing liabilities amounting to £254 and a deficiency of 
£211. Debtor attributes his failure to bad trade, partnership 
creditors pressing him, and bad debts in connection with the 
partnership.” Debtor stated that he commenced business in 
partnership with Chas. Muse Wilson, who is now in Canada, in 
1899. Each put £250 into the business, and after a year's trading 
Wm. Flint, who contributed £200 or £250 to the business, was taken 
into partnership. At Mr. Flint's death in 1902, his son took up his 
father'sshare, and also bought out Mr. Wilson for about £79. Mr. Flint 
then put a further £600 into the business, and the partnership was 
dissolved in October, 1904, Mr. Flint taking overthe whole of the 
assets and liabilities. An agreement to this effect, however, was 
never signed, Mr. Flint dying in December, 1904. Since October, 
1904, debtor had carried on business alone. "The examination was 
adjourned'until November 8th. 

J. S. RoBsow.—At Newcastle-on-Tyne Bankruptcy Court on 
October 19th, John Samson Robson, trading as Robson; Robson and 
Co., electrical engineers, of Empire Buildings, Newgate Street, 
Newcastle, was examined, and the examination was adjourned until 
November 9th. 

Tuomas HILL, electrical engineer, Vicarage Road, Wolver- 
hampton.—Date of first meeting, November 7th; public examina- 
tion, November 8th—both at Wolverhampton. 


Catalogues and Lists.—The ErnkcrRICAL Co., LTD., 
Charing Cross Road, London, W.C.—October Nernst price list 
(No. 188), with a strikingly artistic cover. This pamphlet includes 
all the types as shown in the firm’s old list, and it explains fully the 
special advantages of the Nernst lamp, and compares the cost of 
current consumed by Nernst lamps. with ordinary incandescent 
lamps. With the “Multiple” lamps it is pointed out that the 
amount of light can be regulated as required—that is, from 180 to 
820 c.P. It is claimed that the multiple Nernst lamp, for which 
the prices have been considerably reduced, will effectively replace 
arc lamps where an even distribution of light is required. Some 
accessories are illustrated which are essential with Nernst lamp 
installations with the smaller (B.C.) types; some punch 
pliers are also shown for use in all instances on direct current 
circuits, so as to ensure polarity being observed. There is a small 
ammeter illustrated, whose purpose is to easily demonstrate the 
adwantages of Nernst lamps over incandescent lamps in current 
consumption. Various watertight fittings for shop and strect 
lighting have been added. Mention is also made of the E.C. 
(A.E.G.) incandescent lamps, it being pointed out that the company 
has the “largest factory in all Europe, with an output of 
15 million lamps per annum." 

Messrs. GEIPEL & Lance, London.—Card of prices, code words, 
&c., for Ward-Leonard motor-starters for motors ranging from 4 to 
50 Н.Р. 

The WAGNER ELECTRIC MANUFACTURING Co., St. Louis, 
U. S.A.— Pamphlet containing illustrated description of the com- 
pany’s standard lighting and motor transformers, two types in 
опе.” 

МЕ58В8. RICHARDSONS, WEsTGARTH & Co, Lrp. Electrical 
department, Hartlepool.—20 pp. pamphlet giving an illustrated 
description of the power house and sub-station of the Alexandria 


. illustrations appear in the 240 poses 
ev 


Ramleh electric railway, as supplied by Messrs. Brown, Boveri and 
Co., Ltd., of Baden. There are two Tosi 750-H.P. horizontal 
tandem compound condensing engines driving 600-Kw. three-phase 
alternators of the Brown-Boveri revolving ficld type, running at 
107 r.p.m., and giving a 6,500-volt current at a frequency of 25 
cycles per second. А sub-station at Bulkeley contains 110-K w. 
transformers and 300-xw. rotary converters. А 350-volt reduced 
alternating current is converted to a 560-volt continuous current. 
The electrification of this railway was completed in December, 
1903, and the results have been тоге than satisfactory," the 
earnings having increased by 33 per cent. in the first months.” 


Messrs. JOHN WILSON & Co., 49, Lime Street, E.C.—A well- 
bound and fully illustrated catalogue of iron and steel tubes and 
pipes with fittings and connections for various descriptions of work. 
In the course of 46 pages the firm’s method of supplying complete 
piping installations for electric power stations, factories, &c., is 
particularised. The pipes are supplied cut to lengths with all bends 
and connections, having the flanges drilled ready for fitting into 
position on the job, thus saving boiler-makers and engineers a con- 
siderable amount of time, trouble and expense. After detailing all 
the various parts and prices of different sizes of same, there appears 
at the end of the catalogue an illustration of one of Messrs. 
Wilson's plants which was assembled and fitted together at the 
works for inspection before being shipped to India. The firm's 
piping specialities have been supplied to many electric power 
stations in this country and abroad. 

The CHARLES COHEN Тоог, Co., 34, Barbican, E.C.—New cata 
logue of tools and materials for watch and clock makers, elec- 
triciaus, engineers and all light mechanical trades. Some 2,000 
The measurements are given 
both in mm. and in inches, and every tool is priced. 

BritisH .THomson-Hovuston Co., тр, Rugby.—Pamphlet 
No. 184, just issued, giving detailed particulars and many neat 
illustrations of the B.T.H. arc lamps, and views of works where they 
are employed for interior and exterior illumination. Accessories, 
fittings, shades and reflectors, are also enumerated. 

MrssBs. Isaac SroREY & Sons, Lro., Empress Foundry, Man- 
chester.— Illustrated pamphlet relating to the Wollaston ” patent 
water softencr. 

Messrs. J. P. HALL & Co., Blackriding Ironworks, Oldham.— 
New 80-pp. publication (No. 25), giving illustrations of the firm's 
manufactures, such as dynamos, steam engines, continuous and 
alternating current motors, electric winches, pateut liquid starting 
and reversing controllers, &c., and their application for various 
descriptions of service. Among the numerous illustrations are those 
showing the application of electric driving to machine tools, cranes, 
pumps, shipyard machines and mining plant. The photographs 
also include the exciters supplied by the firm for the Stalybridge 
tramways station, and the electric generators installed at the 
generating station of the Stabhill Hospital, Glasgow. 

Волврмлм ELECTRICAL Patents Co, Lro., 10, Southwark 
Bridge Road, London, S.E.—Descriptive illustrated price list of 
Boardman’s electric arc lamps, including the portraiture lamp with 
collapsible parabolic reflector. A lengthy list of studios where 
these are lamps are used, is given. 

GENERAL ELECTRIC Co., LTD., London.—Pamphlet just issued 
giving illustrated particulars of the company's electro-medical 
apparatus for hairdressers, chiropodists, manicurists, &c. 

THE AMALGAMATED Dry BATTERIES, Lrp., Devonshire Square, 
E.C.—New catalogue of their new patent Reeplen” sparking 
battery for motor-cara, launches, &c. Illustrations and prices are 
given of various accumulators and coils. These, we are informed, 
are all manufactured in London. The works of the company are at 
Plough Yard, Shoreditch, and at Waltham Cross. 

Messrs. HERBERT Morris & BASTERT, LTD., Empress Works, 
Loughborough.—Illustrated pamphlet No. 41 of the H. M. B. worm- 
geared pulley blocks, of which some 200,000 have been sold during 
the last 20 years. | 

Messrs. SIEMENS BROS. & Co., Lro., London.—Price sheet 15a 
(to supersede No. 15) describing the Tantalum lamp, and giving 
particulars as to methods of connection, economy, &c. 

Messrs. W. Н. Влашку & Co., Lrp., Albion Works, Salford.— 
Ilustrated list No. 405 describing their gyrometers or engine 
“sight” speed indicators; also list No. 455 giving particulare of 
their ‘“‘stop-rush” turnstiles, such as they. have supplied, among 
others, to the Liverpool Overhead Railway. 

STURTEVANT ENGINEERING Co., LTD., 147, Queen Victoria 
Street, E.C.—The company are circulating a card which is an index 
to the chief sectional catalogues they have issued. 

THE CAMBRIDGE SCIENTIFIC INSTRUMENT Co. LTD., Cam- 
bridge.—A number of illustrated leaflets саше respectively : 
Callender's apparatus for measuring the mechanicel equivalent of 
heat; Weicholdt’s instantaneous dial micrometers ; telescope and 
scale; the Dolezalek electrometer; Broca galvanometer; and the 
standard cadmium cells. 

Messrs. Jarvis Bros., Lp. (LATE E. Е. Jarvis), Middlesbrough.— 
The large size of the gas and oil engines now being installed necessi- 
tates an improved method of dealing with the circulating water, 
and it is becoming usual for this purpose to adopt water cooling 
plant similar to that used to cool the water for condensing engines. 
We understand that this tirm have received several orders for 
plants for this purpose, the latest being for the Cement Works of 
Messrs. Casebourne & Co., West Hartlepool (probably the most 
modern in this country), to cool the circulating water for their 
Diesel oil engines. They have also orders in hand for:—Mesars. 
J. Musgrave & Co., Ltd., Bolton, for the Bolton Corporation 
Electricity Works; Thos. Nuttall & Sons, Ltd., Farnworth, near 
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Bolton; as well as a third repeat order from Messrs. Chemical 
Works, late Н. & E. Albert, London. Messrs. Jarvis Bros. have 
sent us & copy of a well-illustrated pamphlet relating to their 
“ British" water coolers for refrigerating plants, condensing plants, 
gas engines, &c. Among other things the list contains particulars 
of plants which have been erected for electricity supply and 
manufacturing works in this country. 


Dissolutions and  Liquidations. — DELAFONE 
BATTERIES SYNDICATE, LTD.— It was resolved on September 19th, 
to wind up voluntarily with Mr. E. Williams and Mr. C. B. Hahn, 
of Manchester, as liquidators. 

SECTIONAL FrrE-TuBE BoiLER SYNDICATR, Ltp.—This company 
is winding up voluntarily, with Mr. W. S. Dyett, 110, Cannon 
Street, E.C., ав liquidator. 

British ELECTRIC Sicns Co., Ltp.—At Dashwood House, E. C., 
on October 11th, it was resolved to wind up voluntarily, with Mr. 
G. Ensor Mount, of that address, as liquidator. 

H. J. Swirr & Co., irenmongers and electric appliance fitters and 
dealers, Earlestown, Lancaster.—Messrs. H. J. Swift and G. H. 
Herrod have dissolved partnership. Mr. Swift attends to 
debts, &c. 

Nationa ELECTRIC Traction Co., Ltp.—Creditors are to send 
particulars of debts, &c., to Mr. Leslie Morse (liquidator), 79, 
Queen Street, Cheapside, by December 7th. | 

La4NsiNG, Griaes & Co., electricians and electrical engineers, 
Golden Gate Works, Old Trafford.— Messrs. E. Lansing and T. F. 
Griggs have dissolved partuership. Mr. Lansing attends to debts. 

PETER PILKINGTON, LTD., Bamber Bridge.— November 9th is the 
last day for receipt of proofs for intended dividend by James Todd, 
3, Winckley Square, Preston, the liquidator of the company. 


The Transvaal.—Tbe value of the electric cables, wire 
and fittings imported into the Transvaal during the six' months 
ending with June last is returned at £95,000, as compared with only 
£38,000 in the corresponding half of 1904. 


Trade Announcements.—Mr. Robert Macgregor, for. 


many years a partner in the firm of Messrs. W. Dunn & Co., Durban, 
Natal, has been admitted a partner in the firm of ROWLAND CARR 
AND Co., of 6 & 8, Lime Street Square, E.C., whose business will be 
carried on as heretofore under the same style. We also learn that 
Mr. J. C. Brown, who is well known amongst electrical engineers 
throughout the kingdom, will now devote the whole of his attention 
to outside work. 

The CoNsoLIDATED SvuPPLY Co., LTD, electrical engineers and 
manufacturers, Northampton Park, Canonbury, London, N., 
announce that, as from March 31st last, they have acquired from the 
Consolidated Electrical Co., Ltd., all that company’s interests in 
the Northampton Works, together with the manufacturing business 
carried on thereat, including the benefits of carrying out all pending 
orders and uncompleted contracts as at the 30th ult. They have 
taken over all debts and other liabilities due to, or owing, or incurred 
by the Consolidated Electrical Co., Ltd., as from March 31st. The 
company have also acquired the business of Mr. A. K. Baylor, who 
has been appointed managing director, and the business heretofore 
carried out in his name will be continued under the name of this 
company. The company will continue and develop the businesses 
acquired. 

Mesers. Generators, Ltd., 77 to 78, Trevelyan Buildings, Cor- 
poration Street, Manchester, have been appointed sole agents in 
their district for the various specialities—electric lifts, cranes, 
hoists, hauling plant, capstans, &c.—of Messrs. R. HARMAN & Co,, 
of London, E.C. 

Кіріп Hill Mills, Dewsbury, have been taken by the DEWSBURY 
ELECTRICAL MANUFACTURING Co., LTD. 

The RiPPINGILLE MANUFACTURING Co., of Plume Street, Aston, 
Birmingham, are making a speciality of cast or sheet metal, 
including such supplies to own drawings or patterns for many Cor- 
poration tramway undertakings, also railways and manufacturers in 
different parts of the country. . 


Football.—The annual match, “ Robertson Electric 
Lamp Works v. General Electric Co., London," took place on 
Saturday last on the lamp-makers’ ground at Twyford Avenue, 
Acton, and, after an enjoyable game, the lamp-makers ran out the 
winners by 7 to 1. The lamp-makers have started their second 
season well, having won both their League matches, They are 
hoping to win another at the expense of Wigmore United on 
Saturday next. 


Belgium.—The balance-sheet of LA COMPAGNIE ELEC- 
TRIQUE ANVERSOISE, of Antwerp, for the last financial year, shows 
a profit of £27,942 as compared with only £22,660 in the preceding 
. 12 months. 


Action against a Tramway Company.—At Stour- 
bridge County Court on "Thursday last weck, before Judge 
Harrington, Messrs. Henry Wood & Sons, provision mercbants, 
Dudley, brought an action against the Dudley, Stourbridge and 
District Traniway Co., for £30 damages in respect of а collision on 
March 6th. It appeared from the evidence that plaintiffs had sent 
a horse and cart out with goods on the day named. There were 
two men with the cart. It was stated that the horse was excitable, 
and one of the men got out to hold its head on the approach of a 
tramcar, which had been signalled to stop, and which, plaintiffs’ 
witnessessaid, did not do so t ill a collision had occurred. The man who 
caught hold of the horse was thrown down, a lamp-post was snapped 
off, and two windows in the tramcar were broken. Mr. Waldron, 
solicitor, who defended, called witnesses who stated tbat the tram- 
car did stop before the accident occurred, but the horse reared, and 
itself caused the mischief which ensued. The Judge said he could 


not help being convinced that the tramcar stopped before the 
accident happened, and that the driver had pulled up as soon as he 
could after he was signalled to do so. There must, therefore, be 
judgement for the defendant company, 


Electrical Work in South Africa.— Electrical instala: 


tions in South Africa represent an annual commercial value to the 
manufacturing countries of the world of more than half a million 
sterling, exclusive altogether of the large demands for comple- 
mentary machinery such as boilers and steam engines, and of such 
material as tram-rails and cars. Of this amount about two-thirds 
ів in respect of machinery, while another £100,000 must be set 
down for telegraph and telephone material. The remainder, 
approximating also to £100,000, is spent every year on general 
fittings and apparatus, including a great multiplicity of articles, 
such as switchboards, wires and cables, insulators, lamps of many 
varieties, ammeters and voltmeters, the smaller classes of ventilat- 
ing fans, and an almost endless variety of accessory fittings. 
Exact figures of the South African imports of these goods arc 
difficult to obtain; but it would seem that last year the value of 
the purchases of general electrical fittings and accessories amounted 
to something over £70,000, a sum probably equal to about two- 
thirds of that of the preceding year. The United Kingdom sup- 
plied £50,000, or over 70 per cent. of the total; Germany, £12,500; 
the United States, £5,500 ; Holland, £500 ; and Austriaand Belgium 
a little over £300 each; showing that however much the United 
States may have gained the ascendancy іп catering for the demand 
for electrical machinery, the monopoly is practically with English 
makers in accessories and fittings. South Africa, where elec- 
tricity has so readily caught on, presents an alluring prospect in 
respect of the demands which will be made for fittings as the steady 
development of the country becomes an accomplished fact. Even 
at the present time mining and other industrial concerns and muni- 
cipalities are vieing with each other in their efforts to push elec- 
tricity to the limits of its commercial usefulness, and in stimulating 
its adoption for domestic and other purposes. There is hardly a 
third-rate township now which has not either adopted, or is about 
to adopt, an electric lighting scheme, and certainly no first-rate 
town is without its electric tramways; and the tendency, far from 
having exhausted itself, is gaining still further hold by industrial 
and general ramifications which will eventuate in a running demand 
for fittings far beyond the large annual sum even now expended.— 
British and South African Expert Gazette. 


An Electrical Exhibition in Russia.— This exhibition 
will be opened at Kiew in 1906. It will last three months, and will 
be placed under the patronage of the Association of Engineers of 
Russia and of the Municipal Councilof Kiew. It will include the 
following sections:—(1) Boilers and other apparatus for the pro- 
duction of steam ; (2) dynamos, alternators, and other generators ; 
(3) electrical machines; (4) electro-chemistry and electro-metallurgy; 
(5) electric lighting ; (6) transmission of motive power; (7) tele- 
graphs, telephones and railway signals; (8) apparatus for measuring 
electric power; (9) electricity for medical purposes; (10) mis- 
cellaneous applications of electricity; (11) technical education. 
Foreign goods will be exempted from the payment of duty, and 
exhibits not sold within three months after the closing of the 
exhibition will be, in case of their return to the country of origin, 
transported free on Russian railways. 


Steam Turbine Orders.—The successful setting to 
work of a number of steam turbines built by Messrs. WILLANS AND 
Rosrnson, Ltp., of Rugby, has resulted in a large number of orders 
for their make of turbine, with the result that those departments of 
the Victoria Works, at Rugby, dealing with the manufacture of 
steam turbines are working day and night. Among recent 
contracts settled in favour of Messrs. Willans & Robinson’s turbines 
may be mentioned :— 

Four turbines of 1,000 Kw. each, for the Cleveland and Durham 
Power Co.'s new station at Middlesbrough. 

Three turbines of 1,000 Kw. each, for Messrs. Bruce Peebles’ 
Durham scheme for supplying power to a number of collieries. 

Two turbines of 1,000 xw. each, for Messrs. Bruce Peebles’ Fife 
scheme. 

One turbine of 1,500-Kw. capacity, for the Borough of Islington. 

One turbine of 1,000-Kw. capacity, for Messrs. Drake & Gorbam. 

Two turbines of 1,500-Kw. capacity each, for the Borough of 
Shoreditch. 


Book Notices. — Modern Lightning Conductors. By 
Killingworth Hedges. London: Crosby Lockwood & Son. Price 
6s. 6d. net. — The author, who is the honorary secretary to 
the Lightning Research Committee, gives us in this book what 
he calls an illustrated supplement to the 1905 report of the 
above - named Committee. As this report has been already 
referred to in our columns, we need only say that in addition to 
the report and preface by Sir Oliver Lodge, it contains comments by 
the author on selected examples from the report, and an abstract of 
Lodge's 1902 paper on “ Lightuing Conductors.” Modern methods 
of protection and the cost of installations are also dealt with, and 
the book will be of use to architects and others who are responsible 
for the design and safety of buildings. | 

“The Mechanical World Pocket Diary and Year Book for 1906.” 
Manchester: Emmott & Co. 6d. net. 

“Fowlers Electrical Engineers Year Book and Directory of 
Light, Power and Traction Stations for 1906." Manchester: The 
Scientific Publishing Co. 18. 6d. net and 2s. 6d. net. 

“The Engineering Press Monthly Index Review." Vol. VI., 
No. 6, September, 1905, Brussels: Association de |а Presse Tech- 
nique. 2.50 fr. . e. 
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“А Guide to the Electrical Examinations." By F. H. Taylor. 
London: Percival Marshall & Co. 1s. net. and 1s. 6d. net (cloth), 

Transactions of the Civil and Mechanical Engineers' Society.' 
46th session, 1904-5. London: The Society, 25, Victoria 
Street, S.W. | 

Die Zweckmassigste Betriebekraft.” 
Die mit Dampf betriebenen Motoren. 
Motoren. Leipzig: G. J. Goschen. 

“ Die Gleichstrommaschine." 

G. J. Goschen. 80 pfg. | 

"Physikalische Grundlagen der Gleich- und Wechselstrom- 
technik.” 28 E Konigswerther. Vol. I. Hanover: Gebrüder 

. 2.60. 

“Transactions of the North-East Coast Institution of Engineers 
and Shipbuilders.” Vol. XXI., Part 10. (Title, Contents, list of 
members, &c.). The Institution, 4, St. Nicholas Buildings West, 
Newcastle-on-Tyne. 

“The Gag Works Directory and Statistics, 1905-6.” London: 
Hazell, Watson & Viney, Ltd. 10s. 6d. net. 


Consular Notes.— T'URKEY.— The Austro- Hungarian 
Consul at Beirut in a recent report states that that town, like the rest 
of Syria, possesses no electric plant. Damascus is, however, to have 
electric light and tramways. The cost of the whole plant is esti- 
À company has been formed to 
carry out the work under the leadership of Izzet Pasha Bros. 
and Mustafa Bey. The Municipality has decided to pay to the 
company the sum of 8,000 Turkish pounds (about £7,200) annually. 

JAPAN.—The German Consul at Kobe reports that the muni- 
cipality of Osaka has received sanction from the Minister of the 
Interior for the construction of an electric tramway on the overhead 
system. The new line will traverse the extensive area of the town 
from north to south and from east to west, and will also be joined 
to the electric line which now exists, and which unites the town and 
the new port. The cost of building is estimated at 4,000,000 yen 
(£400,000, roughly). It is not yet known when the undertaking 
will be commenced. | 

SWITZERLAND.— The Austro-Hungarian Consul at St. Gallen 
reports that a new company has been started in Arbon (Bodensee) 
with a capital of 500,000 fr., for the purpose of supplying electrical 
power in Bodensce-Thurthal. Electric current will be supplibd 
from Rheinegg to Konstanz, and from Romanshorn to Frauenfeld. 
Contracts have been entered into with the electrical works “ Motor," 
in Aargau, and “ Kubel," in St. Gallen. 

SPAIN.—According to the Austro-Hungarian Consul in Madrid, 
the La Maquinista Bilbaina Machine Factory, in Bilbao, has 
recently produced an electric automobile particularly adapted to 
Spanish requirements, which is chiefly remarkable because of its 
lightness and durability, combined with solidity of construction and 
relatively low price. The same factory is also at present engaged in 
the construction of an electric locomotive for Spanish railways. 
This is the first of its kind to be manufactured in Spain. Both 
these facts go to prove that Spanish manufacturers are beginning to 
interest themselves in the production of automobiles for passenger 
and goods transport in Spain. In many of the projects for railway 
construction in Spain, electric automobiles are to be used instead of 
steam. Certain Spanish firms are beginning to direct their atten- 
tion to this matter, and the Consul thinks that there is an opening 
for foreign competition. | 


Ву Е. Barth. Vol. I., 
Vol. П., Verschiedene 
80 pfg. each. 
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LIGHTING AND POWER NOTES. 


— MM — À—— 


Australia,—Sypnry.—The Electric Lighting Committee 
has recommended to the City Council that Newtown should be 
supplied at the rate of £7 10s. per xw. per annum, plus 1d. per 
unit. f 

MELBOvRNE.— The City Council hgs sanctioned an expenditure 
ы £69,000 for the immediate extension of the electric lighting 
plant. 
total outlay up to £72,400. | 


Bath.—The L. G. B. has considered the report made by 
Mr. Hooper on the application of the T. C. for a loan of £19,000 for 
E.L. purposes, and has sanctioned the borrowing by the Council of 
£18,120. The Board bas deducted а sum of £798 for items of 
excess expenditure incurred for temporary works, spares, &c. The 
L.G.B. criticises as unsatisfactory the estimate on which it sanc- 
tioned a loan of £30,000, which had been largely exceeded, and points 
out that in the preparation of the scheme the actual requirements 
for the undertaking were not sufficiently ascertained before the 
estimate was prepared. It notes the fact that many alterations 
and additions were found necessary, and states that it seems that 
a considerable and unnecessary sum had been spent in this manner, 
With regard to the present financial condition of the undertaking, 
the Board warns the Council to proceed. with the utmost caution in 
ineurring any further capital expenditure. 


Ballaghaderin.— An E.L. scheme for the town is 


being considered. 


Birmingham.—The competition of suction gas In Bir- 
mingham has resulted in proposals for the reduction of both gas 
and electricity charges in the city. The Gas Committee has stated 
that itis prepared to reduce the price of gas for power purposes 
from 1s. 10d. to ls. 6d. per 1,000 cb. ft. The E.L. Committee also 
recommends reductions aa shown below : 


. 


Further works are to be und rtaken which will bring the 
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Present price Revised 


per unit, price, 
Lighting first 300 units per quarter - s ва. ' 64а. 
Over 900 units per quarter МА a M Vs 44. - Spi. 
Electricity for power, first 300 units per quarter 8d. $ 
Over 300 units ee ee ee eos es ee ee | 14. lad. 
For tramway purposes the charges are recommended to be :— 
First 4,000,000 units si vs n vs 14d. per unit net. 


Secon ». Т] . КЕ Qt ee • ET) 
Any quantity exceeding 8,000,000 units - Id. $5 
The revised prices, if approved, will come into operation at the 


‚ commencement of the Christmas quarter. 


Canada.— Moose Jaw (N.W.T.).—The T.C. has 
awarded contracts for an extension of the electric plant. The 
engine, boiler and accessories will be supplied by the Robb 
Engineering Co., Amherst, N.S., and the electrical apparatus by the 
Allis-Chalmers-Bullock Co., Montreal. 

NonRTH VANCOUVER.— The British Col ia Electric Railway Co. 
proposes to establish an electric tramway, light and power system 
for this district, at а probable expenditure of $200,000. The com- 
pany will increase the capacity of its generating station on the 
north arm of the inlet, by installing another 3,000-н.р. unit. A 
step-down sub-station which will be required, will be situated mid- 
way between North Vauoouver and Moodyville, in which case elec- 
trical power will be available for the latter municipality. 

WiNNIPEG.— The municipality has now connected up. about 
60,000 incandescent lamps, and new generators will be installed 


. Shortly to meet the large demand, which last year increased by 80 


per cent. 

кү. to the high price of oil, electric lighting is much more 
generally used throughout the North-West than in Eastern Canada, 
and in consequence it is profitable to install electric lighting 
plants in towns of much smaller proportions than in the East. 

West KooTENAy.—The West Kootenay Power and Light Co. 
proposes to spend about a million dollars in improvements to itx 
power plant. The intention is to build a pole line vid the Dewdney 
trail from Rossland to Cascade, and thence to Grand Forks and 
Greenwood, so as to furnish power to the Granby Mining Co. and 
the British Columbia Copper Co. The, distance over which the 
power is to be transmitted is upwards of 80 miles. A contract has been 
entered into with the Canadian General Electric Co. for the supply 
of two 4,500-kw. vertical type alternators, and two 150-K w. exciters. 
These being the first two of six generators of this size to be installed 
in the new power house, which will ultimately have a capacity of 
30,000 H.P. It is understood that the generators in the present 
plant at Bonnington Falls will ultimately bë closed down. The 
Canadian Westinghouse Co. have also received an order from this 
company to supply all the transformers for its new system. At the 
main station at Bonnington Falls six 1,875-xw. transformers, 
2,200 volts to 60,000 volts, will be installed, also three 1, 250-Kw. 
inter-connecting transformers, 2,200 volts to 22,000 volta: three 
regulating transformers and one polyphase regulator, used in con- 
nection with the inter-connecting transformers. The various sub- 
stations of the West Kootenay Co. will have the following equip- 
ment:—At Grand. Forks, віх. 1, 250-K w. step-down transformers, 
60,000 volts to 440 volts; at Phoenix, three 1,250-xw. step-down 
transformers, 60,000 volts to 2,200 volts; at Greenwood, three 
1,250-Kw. step-dawn transformers, 60,000 volts to 2,200 volts. 
These will all be oil-insulated water-cooled transformers for three- 
phase circuits. 

OrTAWA.—The Ottawa Electric Co. has decided to install at 
the Chaudiere Falle, a steam reserve plant, in addition to the plant 
already operated by this company as an emergency plant. The 
plant is to be in operation in four months, and will consist of a 
Westinghouse-Parsons steam turbine direct connected to я two- 
phase a.c. generator of 1,500 kw. A new boiler house is also to be 
built. 

GRAND Forxs.—The Granby Consolidated Mining, Smelting and 
Power Co., is now installing the following additions to its plant in 
this township :—One 300-H.P. motor, three-phase, 400 volts 60 
cycles ; three 150-н.р. motors, three-phase, 400 volts, 60 cycles ; two 
electric locomotives, 220 volts, 20-in. gauge ; and one 75-н.р. three- 
phase, 400-volt, 1,120 r.p.m., 60-cycle induction motor, operating in 
a water-tight case for mine pumping service. The whole apparatus 
was obtained from the Canadian Westinghouse Co., at Vancouver. 

HourLTON (MarNE)—— The Maine and New Brunswick Electric 
Power Co. has secured a 15-year contract for the supply of light and 
power to the town. Plans and specitientions are now being drawn 
up for developing the power of the Aroostook Falls, which is 
estimated at 3,000 H.P. | 

WESTMOUNT (P.Q.).—The T.C. has accepted the tender of the 
Robb Engineering Co., amounting to $8,300, for engines, 
accessories, and their erection, for the new lighting plant for the 
town. | 

DRUMMONDVILLE (P.Q.).—-Tenders have recently been invited 
for the installation of a water and clectric plant in the town. 

ToRoNTO.—Plans are about complete for the extension of the 
power transmission lines through the western peninsula of Ontario 
from Niagara Falls, London being the objective point for the 
present. Surveys are to be made through Brantford, Paris, 
Galt, Guelph, Berliu, Hespeler, Woodstock, Ingersoll and the 
smaller towns. Power supply is anticipated for Toronto by the end 
of tbe year. 


Clacton-on-Sea.— The U. D. C. has decided to embark on 
an E.L. scheme at an estimated cost of £9,000. | 

Cleethorpes.—According to its agreement with the 
Grimsby Street Tramways Co. the Council has power to purchase 


the company's power station at Clcethorpes this year.. After 
entering into negotiations with the company, ,the. Council;on the 
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18th inst. resolved to defer the purchase for five years. It then 
undertakes to purchase the station for £15,400, less £640 depre- 
ciation. 


Continental Notes.—IraLY.—A company has just been 
formed in Milan with a capital of £18,000 to be known as La 
Société Elettrica del Ticino, to undertake electric lighting 
operations in the Vigerano and Mortara districts. І 

Application has been made to the Reggio Calabria prefectural 
authorities for sanction to put down a plant to utilise the water 
power of the Sfalasso, at Pitino, in the generation of electrical 
energy for lighting purposes. А 

FRANCE.—The Société Nimoise d'Eclairage et de Force Motrice 
par l'Electricité (The Electric Light and Power Co., of Nimes), is the 
name of a limited company which has been formed at Nimes. The 
capital of the company will be 500,000 francs, in 1,000 shares of 
500 francs each. 0 | 

Рлвіз.— Under the title “ Société d'Etudes pour l'Exploitation 
del'Energie Electrique à Paris" there has just been formed a 
limited company, which has principally for its object the obtaining 
of the concession from the town of Paris of the future regime of 
electricity for that town. The capital will be 1 million francs in 
100 shares of 10,000 francs each. 

LécERNE-ENGELBERG.— The generating station at Obermatt 
was opened on September 1st last, for the supply of energy to the 
town of Lucerne for lighting and motive power purposes. The 
hydraulic plant utilises a waterfall of 300 metres; four units of 
2,000 н.р. each are installed, generating three-phase and single- 
phase current at 6,000 volts. А part of the power is transmitted, by 
means of cables, to the town of Engelberg, distant about 4:5 kilo- 
metres, the greater part of the power is transformed to а pressure 
of 27,000 volts and transmitted to Lucerne, a distance of 28 kilo- 
metres, from there it is distributed to about 15 different localities. 
At Lucerne the pressure is lowered by 25,000 to 26,000 volta, and 
the current is there distributed partly as р.с., for supplying the 
electric tramways. 


Dawlish.—The U.D.C. has been, considering the 


question of the electric light and the' position of the holders of the 
prov. order, who are not prepared to go on with the scheme at 
present. It has been decided to write to the Electricity 
Corporation, and ask them to apply to the B. of Т. for an extension 
of the order. 


Dungannon (Co. Tyrone).— The B. of T. has sanc- 
tioned an extension of the Council's E.L. order to November 15th. 


East Ham.—On Tuesday ће T.C. fixed a flat arc rate 
of 34d. per unit, for energy supplied to places of worship in the 
borough. 


Exeter.—It has been resolved to consider a complete 
schedule of the Langdon-Davies Motor Co.'s terms for the hire and 
hire-purchase of motors to electrical consumers, through the T.C. 


Galashiels,—The T.C. is negotiating for the intro- 
duction of clectric lighting in the town by a private company. 


Glasgow.—The two 1,500-H.P. steam turbo-alternators 
by Messrs. Willans & Robinson and Dick, Kerr & Co. for the Port 
Dundas station will shortly be running, and arrangements have 
been made for the committee to inspect them. 


Greenock.—Owing tothe cost of laying the main (£2,000), 
the Т.С. has declined to supply energy to the Uottage Hospital at 
Port Glasgow, but has informed the applicants that if they 
approached the Port Glasgow T.C. fora general supply to the burgh, 
arrangements might be made by the Corporation. 

The T.C. has decided to apply to the Secretary for Scotland 
to authorise further borrowing powers. 

The valuation of the electricity works has been fixed at £3,900. 


Grimsby.—The Corporation hasentered into an agreement 
with the G.C. Railway for providing a supply of electrical energv for 
use on the company’s docks for a definite period of three years from 
the date such supply commences, and after that period from year to 
year, the agreement being terminable hy 12 months’ notice from 
either side. The railway company is to provide and lay the 
necessary feeder cables from the bridge at Doughty Road, along the 
railway to the sub-station to be built by it at the Dock Offices, and 
to pay for the necessary conneeting cables laid on its own property 
between the Corporation distributors and the sub-station. The 
Corporation will provide the connecting feeder cables from the 
bridge at Doughty Road to the electricity works. The energy sup- 
plied is to be charged for ou the maximum demand system at a 
fixed eharge of £4 per annum per Kw. of maximum demand, with 
an additional charge of ?d. per unit for all energy consumed. The 
railway company is to take all electrical energy required by it at 
Grimsby from the Corporation, during the continuance of the avrec- 
ment, except in the case of the present supply to the small instal- 
lation onthe fish pontoon, and in the case of the small installation 
existing in the transit. sheds, where tle energy is generated һу the 
dynamos in the ships discharging cargo. 

An interesting note appearing in the FLustern Morning Naairs states 
that the Corporation Electricity Committee has agreed to supply 
energy to drivea small motor-generator to supply a private electrical 
installation, The electrical engineer warned the Committee that 
it was creating a dangerous precedent," but the application was 
grauted on the ground that the premises were wired for 100 volts, 
and that the applicant could not take a supply at the Corporation 
pressure of 230 volts without re-wiring his works. The applicant 
was, however, а town councillor, 


St. Pancras, Shoreditc 


of a Bill. 


Halifax.—The electrical engineer has been instructed to 
furnish the Hipperholme U.D.C. with details respecting a supply 
of electricity by the Halifax Corporation. | 


Hayward’s Heath.—The U.D.C. has received terms 
from the local Electricity Supply Co. for a supply of energy for 
light and power, and negotiations are to be carried on with the 
company by a special committee. 


Hornsey.—The T.C. has reduced the price of energy for 
power purposes to 2d. 


India.— CAwNPoREÉ.— An. official notification lately 
issued from Naini Tal, states that the Governor-General in Council 
has seen fit to supersede the licence sanctioned on February 18th 
last, then granted to Messrs. Begg, Sutherland & Co., for the 
electric lighting of Cawnporé, and to substitute fresh licences to be 
issued to the same parties, Whereas the previous licence gave the 
right to supply energy for electric traction purposes, the same 
rights are incorporated in the Cawnpore Distriot Board Licence, 


` Cawnpore Cantonment Electric Licence, and Cawnpore Municipality 


Electric Licence. In eaeh case a D.c. supply is to be provided 
from a generating station within the municipal areg.— Indien 
Engineering. 


Liverpool,— During the past year the equivalent number 
of 16-0.р. lamps connected to the electric supply mains increased 
from 277,767 to 310,562, and the number of consumers from 5,345 
to 5,821. The amount of energy used increased by about 6 per 
cent. over last year's consumption. The increase in tramways 
supply was 5°75 per cent., and the increase in the total ontput, about 
6 per cent. : 


London.—Powrr SvrrLy.—[In regard to steps being 
taken to promote a municipal bulk supply scheme for London 
and district, а conference of local authorities has just been held, to 
which the following bodies were invited to send representatives :— 
Battersea, 5 Bethnal Green, Hackney, Islington, Poplar, 

, Southwark, Stepney and Woolwich Borough 
Councils, East кос иди West Ham Town Councils, and Ilford and 
Leyton U.D. Councils. Steps are being taken towards the drafting 
The Battersea B.C. has, however, declined to send dele- 
gates. It is satisfied to leave the matter, at present, in the hands 
of the L. C. C. ` 

Committees of the County Council have had the same subject 
under consideration. for some weeks, and a resolution has 
been agreed upon that the Highways and Parliamentary Com- 
mittees be authorised to make arrangements for a conference to be 
held next month, with representatives of the City Corporation, the 


. Westminster City Council, and the borough councils, to consider 


the question. It has been further agreed that the electric lighting ` 
companies should be invited to express their views to the Council 
on the subject. 

In commenting on the above, the Daily Chronicle says, It is 
unfortunate that there should be two distinct Bills from the local 
governing authorities of London. . So far as is known, the 
County Council has no designs upon the undertakings belonging 


to the Borough Councils. .... In order to fully discuss the 
matter, the Council is inviting a conference with the Borough 
Councils The prospects of the power company will, of 


course, be the more hopeful in proportion to the differences 
between the central and local authorities.“ 

SHOREDITCH.—Two more turbine generators are to be obtained 
by the B.C., at an estimated cost of £18,000. 

SourHwABK.—On the 20th inst. a failure occurred in the electric 
light supply, and fora time several districts were in darkness. It 
was found necessary to close the public libraries, and in the work- 
houses artificial lighting had to be requisitioned. | 

HaCKNEY.—The Finance Committee has approved of the follow- | 
ing items of expenditure, in connection with the proposed taking 
of condensing water from the Lea Navigation for the purposes of 
the generating station :—Screcning chamber, £470; pipe subway 
and trenches, £785; discharge chamber, £135 ; piping and necessary 
connections, £1,830; intake valves, penstocks and suction valves, 
cast-iron well, &c., £440; foundations, &c., £150; fees, £190 ; total, 
4:4,000. 

Ciry.— The Charing Cross, West-End and City Electricity Supply 
Co. has informed the Corporation that it appealed to the Board of 
Trade against the conditions of the Corporation's consent in March 
last, iu regard to the company's application for a change of pressure 
from 100 to 200 volts in those parts of the western area of the City 
where supply at 100 volts is now being given. The Board has con- 
sented to the change of pressure, subject to (1) that the undertakers 
provide a proper means for testing the public and private supply of 
energy ; (2) that they pay to consumers the reasonable cost of the 
change; (3) that disputes arising under Condition (2) shall be 
referred to an arbitrator appointed by the Board. 

The Cattle Markets Committee has agreed to take a supply of 
energy for lighting the foreign cattle market, at Deptford, from the 
London Electric Supply Corporation, at 14d. per unit. 

MARYLEBONE.—'l'he Electric Supply Committee reports that the 
total number of consumers changed over to the increased pressure 
of supply was, on the 17th inst., 1,047. The chief difficulty in con- 
nection with the change-over was due to the engineer being unable 
to obtain information as to the consumers’ insurance companies, 
these companies having to be approached with a view to obtaining 
their endorsement to the respective fire policies. The Finance 
Committee reported having drawn cheques during the recess to the 
amount of £54,000 on account, to contractors for works in connection 
with tbe electricity undertaking. 
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Morecambe.—The past year's working of the corporation 
electricity undertaking has resulted in a loss, but the gross profit 
has increased from £1,798 to £2,155. 


Newport (Mon.).—At a meeting of the Electricity and 
Tramways Committee of Newport Corporation held on Tuesday, в 
- joint report was presented by the electrical engineer, Mr. Н. 
Collings Bishop, and the secretary, Mr. J. G. Ellis, recommending 
a considerable reduction in the charges for electric light and power 
in the town. After consideration it was decided to recommend the 
Corporation that from January 1st next the charges for shops, 
public houses, public works, public buildings, &c., be reduced from 
54d. to 4d. per unit, if the consumption reached 6,000 units per 
annum, and forall electricity consumed above this the charge to 
be 3d. per unit per annum. For offices there will be a reduction 
from 54d. to 44d., and for private houses, and places of worship from 
5d. to 44d. The prices for heating and cooking will be lowered- 
from 2d. to 1d. per unit. The Committee also decided to hold an 
up-to-date electrical exhibition at an early date. 


New York.—The Municipality has purchased for £730 
the existing wires and fittings on the Williamsburg Bridge, in pre- 
paration for the starting of the Municipal generating plant designed 
to light this structure. The plant, which is of 400 E. P., will cost 
about £20,000. 


South Africa.—Dvurspan.—The T.C. has resolved to 
install mechanical stokers to four other boilers, of the “ chain-grate" 
type, similar to those recently obtained, at a cost of £1,240, and а 
further £700 for tbe structural alterations. A recommendation 
to install about a dozen prepayment meters on consumers’ premises 
was also approved of. 

Accidents are of rare occurrence with the bare overhead distri- 
buting mains in Durban, but on September 25th a horse was electro- 
cuted, due to a wire carrying 200 volts falling across the roadway. 
It seems that the wire, which passed very close to a telephone pole, 
came in contact with the same, and fused at that point, telephone 
reconstruction work which was being carried out in the locality 
being probably responsible for the contact. 

KLERESDORP.—The Government electrical engineer has considered 
the report on the E.L. scheme drawn up by Mr. Dagnall, and is of 
opinion that the scheme, on the whole, could be recommended to 
` the Lieut.-Governor for approval. | 


Swindon.—The Hospital Board has decided to have the 
E.L. installed at the Isolation Hospital. Gas last year cost £172 
2s. 9d., and the borough electrical engineer advised the Board that 
at the flat rate of 4d. per unit, 90,000 lamp-hours (16-c.P. lamps) 
would cost £90 a year, and on the maximum demand rate £71. If 
larger lamps were used the respective annual cost would be £98 
and £78, and with 25-c.». lamps, £120. 


Tokio.—La Tokio Shigai Tedsudo (Tokio tramways) is 
forming a company with a capital of 15,000,000 yen. This is the 
largest electrical undertaking of Japan, and even in the East. It 
possesses 37 plants for the production of electricity, at Tokio and 
M the other large towns of Japan. These represent some 

,000 H.P. e. 


Wembley.—The U.D.C. notifies in the London Gazelle 
that it is applying for a prov. order. 


Woodford.—The U.D.C. has decided to promote a Bill 


authorising it to supply energy, and will proceed forthwith with the 
application to the B. of T. for a prov. order. 


—————— ына 4 


TRAMWAY AND RAILWAY NOTES. 


Bournemouth-Swanage Light Railway.—The Poole 
Harbour Commissioners have given their consideration to the appli- 
cation made by the promoters of the Bournemouth, Parkstone, 
Studland and Swanage Light Railway for the consent of the Com- 
missioners to the scheme as affecting the harbour. The proposal 
is to construct a light railway between Bournemouth and Swanage, 
and to cross the harbour entrance by a stiffened suspension trans- 
porter bridge. From the plans which have been submitted to the 
Commissioners, it appears that the span and headway are to be as 
following :—Clear span of waterway, 400 ft.; clear headway under- 
side of girders to high water ordinary spring tides, 90 ft.; clear 
headway underside of conveyor car to high water ordinary spring 
tides, 9 ft. 6 in. It is stated that the conveyor car will pass from 
one side to the other in 14 minutes, and can be brought to a stand- 
still in its own length, viz., 50 ft., without causing inconvenience 
to the passengers, and that in case of necessity it could be stopped 
dead by reversiug the machinery. The Commissioners consider 
that there is nothing objectionable in the scheme, provided 
adequate means are taken to prevent hindrance to navigation. 
They require that the span of the waterway shall be from shore to 
shore, so as to preveut any possible impediment to the free 
navigation. 

Brad ford.— The Corporation Tramways Committee has 
invited the B.E.T. Co. and the Cleckheaton U.D.C. to discuss with 
the Committee the suggested extension of the electric tramways 
from Wyke to Low Moor aud Oakenshaw. 

The Corporation has decided to equip the whole of the cars with 
the “run back " brake at an estimated cost of £3 108. per car. 


Cape Town.—Traffic on the  Kenilworth-Wynberg 
section of the Cape Town to Wynberg electric tramway was tem- 


| porarily interrupted on September 29th, owing to some trees having 


been blown on to the track during a heavy storm. Considerable 
damage was done to the lines of the Cape Peninsula Lighting Co. 
by the same storm. 


Continental Notes.— The Alioth Electric Co., of Bale, 
and Messrs. Valliére & Simon, engineers, of Lausanne, have obtained 
from the Swiss Government a concession for the coustruction and 


working of an electric railway from Sépey to Ormont-Dessus. 


East Нат, —1 was reported at the T.C. meeting on 
Tuesday that a letter had been received from the North Metro- 
politan Tramways Co. stating their willingness to consider a pro- 
posal to take over their lines, &c., in Romford Road. Delegates 
were appointed by the T.C. to open up negotiations with the 
company. i 


Falkirk.—The B. of T. inspection of the new electric 
tramways took place last week, and the system was opened 
for traffic on Saturday. The route covers 64 miles, the track 
being single, with turn-outs. The steepest gradient is lin 15}. 
Power is supplied by the Scottish Central Electric Power Supply 
Co. from the company’s power station at Bonnybridge. There are 
18 double-decked cars, accommodating 48 passengers each. Messrs. 
Bruce Peebles & Co., Ltd., were the contractors, and the estimated 
cost of the undertaking was £60,000. 

-The company intends to apply for a prov. order to run the cars 
to Laurieston, about a mile east from Falkirk on the Edinburgh 


road, and also to Grangemouth, 23 miles north-east from Falkirk. 


Harlingden.— For the reconstruction and electrification 
of the tramways within the municipal borough, the Harlingden Cor- , 
poration proposes seeking Parliamentary powers during the coming 
session. At present the town's tramway system is part of that 
owned by the Accrington Steam Tramway Co., which runs from 
Accrington, through Harlingden to Rawtenstall. It is proposed to 
extend the reconstructed system to Three Lane Ends, Helmshore 
and Ewood Bridge, all within the borough of Harlingden. 


Huddersfield.—The tramway receipts for the half-year 
ended September 30th last, according to a report presented this 
week to the Huddersfield T.C., amounted to £38,298. The total 
working expenses were £19,010. The surplus was drawn upon to 
the extent of £12,257 for payment of interest and redemption fund 
charges, leaving а balance of £7,030. 


India.—An Indian contemporary states that preliminary 
estimates for the electrification of the Kalka-Simla Railway are to 
be prepared by order of the Government. 


Leeds.—The revenue returns of the Corporation tram- 
ways for the financial half-year, from .March 26th to September 
30th, which have just been published, show gross receipts to the 
amount of £165,226—an increase of £4,136 on the correspond ing 
period of last year. The car-mileage is now 3,674,307, an increase 
of 65,571. The gross profit in the last half-year was £79,072, an 
increase of £3,543. 

The Leeds electric tramway service is about to be extended to 
Horsforth. The Horsforth District Council some years ago trans- 
ferred its prov. order for tramways to the Leeds Corporation, and 
later the Corporation obtained Parliamentary powers to construct 
the lines and work them. The main track from Kirkstall Abbey to 
Calverley Lane End, Horsforth, was opened for traffic in the 
autumn of last year, the Corporation having in view а further 
extension to Rodley, and eventually to other outside districts. 
Such a policy involved the introduction of а high-pressure 
generating system in place of the low-tension system then in use, 
and arrangements were accordingly made for extending the power 
station in the Calls. Difficulties arising from the proximity of the 
river being overcome, the work is now'rapidly progressing ; still, it 
is doubtful whether the plant, which includes a couple of turbines 
of the Curtis vertical type, will be ready for use before the end of 
the year. Current will be generated at a pressure of 6,500 volts 
three-phase, and will be distributed from the central station to two 
sub-stations which аге being erected, one at Bramley Town End, 
and the other at Hawkesworth, Kirkstall, At these points there 
will be transformers and rotary converters for changing the current 
to the pressure required for use by,the cars. 


Mexieo.— Plans are being prepared in respect of а pro- 
jected electric tramway between Mexico and Puebla. Water-power 
will be utilised in the generation of the necessary electrical 
energy. 


Middlesbrough, Stockton and Thornaby. — The 
whole of the overhead trolley wire on this tramway isto be renewed, 
amounting to nearly 18 miles. The existing wires have been in use 
for seven years, Flexible suspension will be used in future. 


Torquay.—The Dolter Co. recently stated that the applica- 
tion of the Corporation for an extension of time and delay in the 
construction of the tramways to give the Corporation further time to 
consider the question of paving had been acceded to by the B. of T. 
This delay wastotally unexpected, and the directors of the company, 
who had offered to lay any paving material, however costly, that 
met with the approval of the Council, and who. had received an 
official approval of the paving blocks from the borough engineer, 
are greatly perturbed thereby. 


(Continued on page 683.) 
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AN EXPERIMENTAL'YAMERICAN ELECTRIC 
RAILROAD. 


By E. GUARINI. 


A SHORT time ago, a series of interesting tests was carried out 
on a section of the main line of the New York Central and 
Hudson River Railway, which was electrically equipped by the 
General Electric Co., of Schenectady. For this purpose a stretch 


motion of the steam locomotive is absent, and it is difficult 
to realise the high speed which is being attained. There are 
four pairs of driving wheels, and two pony trucks for guiding 
the locomotive around curves. It has been sought in this 


machine to retain the best mechanical features of the high- 
speed steam locomotive, combining them with the enormous 
power and the simplicity of control made possible by the use 
of electricity as а driving agent. 


The superstructure of the 
locomotive i8 of sheet 
iron, arranged so as to 
house all the control- 
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ling mechanism and 
accessories, and yet 
leave a clear view for 
the driver. The 
greatest departure from 
ordinary practice in 
electric locomotive con- 
struction is in Ше 
method . of applying 
the electric 

which is direct. 


drive, 


Fig. 1.—Part SECTIONAL ELEVATION oF 2,200-н.р. ELECTRIC LOCOMOTIVE. 


of 6 miles of the east-bound local tracks of the New York 
Central was selected, a few miles beyond the city of Schenec- 
tady, and this was equipped with the standard third-rail 
construction. The track is practically straight, and is 
ballasted so as to permit of a maximum speed of 70 to 80 
miles per hour being obtained. Power is furnished by a 
2,000-Kw. three-phase 24-cycle Curtis  turbo-generator, 
delivering 11,000 volts to the line. The generator is 
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| The motor arma- 
ture is mounted directly on the driving axle, with- 
out the spring-suspended quills which are a feature of 
the gearless electric locomotives used in the Baltimore 
and Ohio tunnel. Within the cab the controlling devices 
are arranged in duplicate, so that a locomotive can be 
easily handled when running in either direction. "There is a 
central passage-way through the locomotive, enabling it to 
be entered from the car attached to it. The superstructure 


Fic. 2.— ELECTRIC LOCOMOTIVE AND 7-CAR TRAIN, NEw YonRK CENTRAL AND HupsoN RIVER RAILWAY. 


located in the new power house of the G.E.C. at Schenectady, 
and supplies energy by a high-pressure transmission line to 
a sub-station at Wyatts, located at the centre of the 6-mile 
stretch of track. Here the 11,000-volt alternating current 
is stepped down and converted to 600-volt direct current, at 
which pressure it is delivered to the third rail. 

A feature of the locomotive is the ease with which it runs, 


as well as the comparatively little noise made. The rocking 


is practically in three sections, the central one being an 
operating cab containing the indicators and the controlling 
handles, and the two end ones housing the contactors, 
rheostats, reversers, &c. These devices are arranged along 
the sides of the central corridor in boxes of sheet-steel, 
which are sheathed on the inside with fireproof insulating 
material. All the parts here are easily accessible for inspec- 


tion and repairs. 
F 
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The four axles of the locomotive are spaced equal dis- 
tances apart, each mounting the armature of a 550-H.P. 
motor. Between every pair of axles, and outside of the 
outer two, on either sideiofieach armature, are the magnetic 


Fic. 3.— Vrgw oF COLLECTING SHOE. 


poles, two to each motor ; these are arranged in tandem, the 
magnetic flux passing directly through the four armatures in 
series, and returning through the cast-steel side frames of the 
truck. The pairs of poles are carried by -heavy- steel 
transoms bolted to the side 
frames, which providean ample 
by-pass at intermediate points 
for carrying the magnetic flux 
should unbalancing occur. 
The pole-pieces are very nearly 
flat, and sufficient clearance is 
left in the air-gap to allow for 
the play of the armature. At 
the same time, the poles are 
so shaped that this movement 
of the armatures does not dis- 
tort the magnetic field. This 
condition can only be obtained 
in a two-pole type of motor. 
The field coils are of heavy 
strip copper, wound flat upon 
metal spools, which are bolted 
to the pole-pieces. 

Practically the entire space 
between the two driving 
wheels is taken up by the 
armature, possibly one-third of 
the longitudinal space being 
occupied by the commutator. 
A large commutator is neces- 
sary in this design, as there are 
but two sets of brushes. The 
main journals are outside of 
the wheels, and are thus easily 
reached for inspection. То 


remove an armature it is only. Fic. 4.—MaASTER- CONTROLLER, WITH COVER REMOVED. 


necessary to run the locomo- 

tive over a pit and lower the complete unit, consisting of 
axle, wheels and armature, into it. It is not necessary to 
disturb the fields or any other part of the locomotive, and a 
new unit can be put in place as easily. Тһе brush-holders 
are mounted on insulated supports 
attached to the spring saddle over the 
axle journal, and are thus main- 
tained in a fixed position relative to the 
commutator. 

The brushes are placed on a hori- 
zontal axis, so that any little vibration set 
up will not affect them; and the 
brush-holders are made adjustable so as to 
allow for wear of the commutator and 
journal bearings. The dead weight on the 
axles is said not to be materially greater 
than that customary with steam loco- 
motives, while in contrast to the latter 
there are no reciprocating parts and no unbalanced weights to 
produce vibration. It is thought that this feature will have 
a considerable effect in reducing the expense of maintaining 
the rails and the road bed, as there will be no rolling or 
pounding. To obtain a proper distribution of the weight of 


the locomotive upon the four axles, a system of half-elliptic 
springsand equalising leversof forged steel is employed, and the 
whole is so arranged as to cross-equalise the load and furnish 
three points of support. The mechanical simplicity of the 
arrangement of the truck and the motors 
is striking. The motors, in fact, form 
a part of the truck, and are not, as 
heretofore, separate machines supported 
by the truck. The design at the same 
time is strong and one offering every 
facility for repairs and renewals. 

The pony trucks which are placed at 
the two ends of the locomotive for guid- 
ing, are similar in design to the standard 
construction adopted by the New York 
Central for its steam locomotives. 
They are pivoted, by means of radius 
bars, to the end frame of the main truck ; 
the frame of the locomotive above 
the truck is supported by means of 
suitable links, so that the truck is free to swing about its 
centre, and is self-centring on a straight track. А brake 
air compressor, placed in the locomotive cab, consists of 


a G.E.C. motor-driven\iair compressor, with a capacity of 


75 cb. ft. of free air per 
minute. This is a twin 
vertical cylinder compressor, 
driven by two  600-volt 
direct-current series motors, 
and controlled by a governor, 
which automatically ^ cuts 
the motors in and out of 
circuit when the air pres- 
sure rises or falls above or 
below 125 lb. 

The system of control gives 
three running combinations : 
First, with all four motors 
in series; second, with two 
groups in parallel, each group 
consisting of two motors in 
series ; and, last, with all 
four motors in parallel. The 
master controller is operated 
by a horizontal lever, 24 in. 
long, instead of the usual 
handle. This lever moves 
through an angle of about 75°. 
There areabout 10steps in each 
of the three stages of control, 
but the engineer is not guided 
so much by these as he is by 
the ammeter placed before him. 
As the locomotive is intended 
for high accelerations, the 
process of starting is regulated 
so as not to overload the 
motors. For this purpose the ammeter serves as a guide. 
At the same time there is a current-limiting device attached 
to the master controller, which consists of a friction clutch 
operated by an electro-magnet which is energised by the 


Fic. 5.—Fuse Box, WITH COVER REMOVED. 


current passing through one of the motors. ‘This arrange- 
ment is such that, when the current exceeds a pre-determined 
amount, the clutch locks the controller cylinder, preventing 
it from being moved until the current has fallen sufficiently 
to release the clutch. 
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The tests already made indicate what may be expected of 
a locomotive running in regular service. With an eight-car 
train weighing 336 tons, exclusive of the locomotive, a maxi- 
mum speed of 63 miles per hour was reached and 72 miles per 
hour with a four-car train weighing 170 tons. In the 
starting tests, a speed of 30 miles per hour was reached in 


ec 8006 
аник 

T EEE M, 

F 


"am 


Il 
60 

UN 7 
„ a Minne ШУ, 
11. SRR oR 
„ 1717 
fll Н 
cU ur 
O Ро 2000 | 
Ж С 


& $ 
~ 
$ 
ERE 
ЖЖ 
. 
М 
@ 
M 


10 


o „ „ 


o го 400 600 422 
Amperes per Motor 
Fic. 6.— CHARACTERISTIC CURVES OF (G.E. 84 Motor, 600 хогтч. 


/000 1802 


60 seconds with an eight-car train weighing, including the 
locomotive, 431 tons, this corresponding to an acceleration of 
} mile per ‘hour per second. During certain periods, of the 
acceleration, the increase in speed amounted to, 0H mile per 
hour per second, calling for a tractive effort of approximately 
27,000 lb. developed at the rim of the locomotive drivers. 
This value was somewhat exceeded with the four-car train, 


Fig. 7.—VIEW ON THE TRACK, SHOWING A RAILWAY CROSSING. 


where a momentary input of 4,200 amperes developed a tractive 
effort of 31,000 Ib. at the drivers, with a coefficient of traction 
of 22°5 per cent. of the weight on the drivers. The average 
rate of acceleration with the four-cartrains weighing, including 
the locomotive, 265 tons, was 30 miles in 374 seconds, or 0:8 
mile per hour per second, calling for an average tractive effort 
of 22,000 Ib. The maximum iuput recorded, 4,200 amperes 


at 460 volts, or 1,935 KW., gives an output of the motors of 
2,200 H. p. available at the wheel. With 4,200 amperes and a 
maintained potential of 600 volts, there would have been an 
input of the locomotive of 2,520 Kw., corresponding to 
2,870 H.P. output of the motors. This output is secured 
without in any way exceeding the safe commutation limit of 
the motors and with a coefficient of traction of only 22°5 per 
cent. of the weight on the drivers, thus placing this electric 
locomotive in advance of any steam locomotive yet built. 


` Хо service capacity temperature runs have been made as 


yet, and the preliminary tests have not shown any appreci- 
able warming of the motors ЫЕ to take thermometer 
readings. 

Judged from the standpoint of its magnitude and the far- 
reaching results which must follow, the electrical equipment 
of this railway is the most important event that has hap- 
pened in the application of electrical traction to steam rail- 
roads. The novelty of the w ork lies in the great magnitude 
upon which it is‘being carried out: the elaborate and care- 
fully-systematised experimental work carried out near 
Schenactady, and:the important bearing which this will have 
upon the greát question of the electric operation of long-dis- 
tance railroads between such points as New York and 
Chicago, or New York and P'ittsburg, or Washington. 

The express service will be separated from the local service, 
the express trains being hauled as far as the terminals by 
electric locomotives, and the local trains being operated on 
the multiple-control system as used on the elevated and 
subway lines. This separation of the service will involve 
the four-tracking of these roads, and, indeed, on some 
portions there will be as many as eight tracks. 


INDEPENDENT CONDENSING 
PLANT FOR THE SCOTTISH CO-OPERATIVE 


de WHOLESALE SOCIETY. 


THE adoption of independent condensing plants as a means of 
securing greater economy in the working of electric power stations 
is at the present time causing a very great interest to be taken in 
their arrangement and general detail. The necessary knowledge 
which is required for the proper designing and construction of a 
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Fic. 1.—MIRRLEES-WATSON Dry-AIR PUMPS. 


good condensing plant can only be obtained by experience, as there 
are во many points and wrinkles that have to be borne in mind in 
connection with it. At the power station recently inaugurated 
by the Scottish Co-Operative Wholesale Society, Ltd., at their 
works at Shieldhall, there is a very comprehensive ‘condensing plant 
supplied, by the Mirrlees- Watson Co., of Glasgow. 

These ‘extensive works at Shicldhall comprise about 20 different 
factories and employ over 7,000 hands. The central power house 
is placed alongside the railway siding, and provides the energy for 
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driving the whole of the machinery in addition to that required for 
the complete lighting installation. 

Steam is supplied by four Stirling water-tube boilers at a work- 
ing pressure of! 150 lb. per sq. in. The revolving grate bar furnaces 


M.w.C?L'* 621. 


Fic. 2.—DouBLE-ACTING CONDENSER WATER Pumps. 


are fed automatically through shoots leading from the overhead 
coal bunkers ; the underside of these are formed to receive measuring 
boxes for weighing the coal supplied to the boiler furnaces. 

An elevator (constructed by Messrs. Blake, Barclay & Co., of 
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elevator and conveyor is obtained from a shunt-wound electric 
motor. The motor runs at 800 revs. per minute, and is provided 
with a raw hide pinion engaging with a train of spur wheel gearing. 
The elevator is geared to a speed of 70 ft. per minute, and the 
conveyor to 80 ft. per minute. 

The capacity of the plant is 25 tons per hour, and working at 
this load the power requi:ed (6 B. H. p.) to drive the installation is 
abnormally low, this being no doubt due to the adoption of roller 
friction on the working pins throughout. 

The ash handling plant consists of small trucks running on rails 
below the boiler furnaces, where they catch the falling ashes and 
tip them into the boot of the elevator, from which they are lifted 
up and discharged into a receiving hopper outside building, for 
carting away. 

The whole arrangement was designed Mr. Jas. Stewart, the 
engineer of the Scottish Co-Operative Wholesale Society, Ltd. 

The engines are of the high-speed enclosed type, made by Messrs. 
Browett, Lindley & Co., there being three sets, each of 400-Kw., and 
one of 250 Kw. capacity. The exhaust steam is led into a common 
exhaust main, and thence to the independent condensing plant, 
which is of the elevated jet type. 

This condensing plant consists generally of a jet condenser of the 
elevated self-draining type erected over the boiler house roof; a 
set of steam-driven dry air pumps, steam-driven water circulating 
pumps, and an open type water cooling tower, which is erected 
over a tank carried on the boiler house roof, as illustrated 
in the general arrangement of the plant. The condenser is 
fixed at such a height that the vacuum obtained in it is 
sufficient to allow the pressure of the atmosphere to raise the 
cooling water from the collecting tank under the tower into the top 
of the condenser, and also such that even with a perfect vacuum in 
the condenser, the discharged water in the condenser tail pipe cannot 
be raised by atmospheric pressure to a height which would allow of 
its getting into the exhaust steam main. The bottom end of the 
condenser tail pipe dips into a smaller water tank, the end of the 
pipe being effectually water sealed. From this tank, the water is 
taken and delivered by means of the water pumps over the cooling 
tower, falling from there into the large cooling tank, ready for use 
in the condenser. There is a branch on the ‘exhaust steam pipe 
close to the condenser, fitted with an automatic exhaust relief valve. 

The condenser is constructed of mild steel plates, and is fitted 
internally with a number of water distributing trays arranged 
alternately round the shell, and in the centre of condenser. The 
water entering at the top of the condenser falls successively over 
these trays in the form of circular cascades, through which 
tie steam is bound to pass on its course towards the top . of 
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Fics. 3 AND 4. — SECTIONAL ELEVATIONS SHOWING ARRANGEMENT OF CONDENSING PLANT. 


Greenock), which is of the curve type, raises the coal from a pit 
under the railway siding, up overthe main line to the overhead 
bunkers. The coal conveyor is of the double strand roller chain 
and push-plate type, the trough being constructed of cast-iron and 
having the necessary discharging doors. ‘The motive power for the 


the condenser. Тһе air and non-condensable gases are drawn 
off from the top of condenser at a low temperature and 
volume; these gases are afterwards led through an auxiliary 
cooler and separator, the cooler being fitted with a number of 
brass tubes, through which the gases pass on their way to the dry 
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air pumps; the cooling water оп its way to the condenser passing 
around these tubes absorbs a further quantity of heat from the 
gases, thus giving them the minimum temperature and volume, 
with the result that the air pumps may be of smaller capacity than 
would otherwise be the case. Any water which may be carried 
from the condenser by the air is collected by the separator and 
discharged info the condenser tail pipe. The combined cooling 
and condensed water falling to the bottom of the condenser passes 
out close to the steam inlet and therefore approximates in tempera- 
ture to that of the steam. By this arrangement a minimum quantity 
of cooling water is necessary. 

The air pumps, shown in fig. 1, are designed to deal with dry 
air only ; there are two cylinders fixed tandem fashion above the 
high and low pressure steam cylinders of a cross compound vertical 
engine. The air cylinders are of double-acting type, and the 
admission and discharge of the air are controlled by a slide valve 
having a special equalising port, which makes connection between 
the two ends of the cylinder when the piston reaches the end of its 
stroke; this reduces the pressure of nir filling the clearance space 
at the discharge end to approximately the pressure in the condenser. 
By this arrangement а volumetric displacement efficiency of about 
95 per cent. is obtained. 

The water puinps, shown in fig. 2, are of the double-acting 
reciprocating type. There are two pumps driven by side rods from 
the cross-heads of a vertical cross compound engine. The pump 
valves are of special design, having а double opening, and giving а 
large area of opening with a very small lift, thus allowing the 
pumps to be worked at a higher speed than the ordinary type. 

The plant, as illustrated, is designed to deal with 48,000 lb. of 
exhaust steam per hour. 


TRAMWAY AND RAILWAY NOTES. 


(Continued. from page 678.) 
London.—City.—On Thursday last week Ше City 


Corporation discussed a recommendation of the Bridge House 
Estates Committee, that a Bill be promoted in the next session of 
Parliament to empower the Corporation to widen Blackfriars 
Bridge, or to construct a new bridge over the Thames, for the 
accommodation of the L.C.C. tramways, out of the revenues of the 
Bridge House Estates. The report was carried by an overwhelming 
majority. 

CAMBERWELL.—A letter has been received by the B.C. from the 


Highways Committee of the L.C.C., stating that the Committee 


cannot see its way to recommend that any of the schemes sug- 
gested by the B.C. for the construction of tramways to the Crystal 
Palace be submitted to Parliament next session. The proposals of 
the B.C., however, will be carefully considered in connection with 
sthemes for the session of 1907. 

Lonpon County Сосмсп,.--Оп Tuesday, Mr. Cornwall, the 
chairman of the Council, submitted a lengthy review of the work 
of the Council in the past year. After referring to the rejection 
by the House of Lords of -the over-bridge tramway Bill, the chair- 
man proceeded to say :— 

“In its tramways the Council possesses the actual means of pro- 
viding cheap ànd speedy transit. Of the 115 miles of tramways 
within the county, 974 miles were owned by the Council on March 
31st, 1905. Of these the Council itself worked 47. miles, of which 
264 miles have already been adapted for electric traction. This is 
a necessity for rendering tramways a more speedy means of transit 
than would otherwise be possible, and among other advantages 
enables a much greater number of people to be accommodated. 
The total number of passengers carried during the year was 
164,818,560, or 31,679,475 more than in the previous 12 months. 
The fares that are in operation are low; and special facilities are 
given to workpeople, extensive workmen’s car services with a maxi- 
mum fare of 1d. single, 2d. return or double-journey, being in force 
on all the lines. 

“ The power for working the Council's tramways is still obtained 
from temporary sources of supply, but the erection of the gonerat- 
ing station at Greenwich is proceeding apace, and when the first 
portion is finished, which it is anticipated will be early next year, 
power will be available at less cost than has hitherto been the case. 
With a view to securing at the earliest possible moment for the 
residents in districts served by the Council's northern tramways 
the advantages already in part possessed by south Londoners, the 
Council was for some time during the year under review in negotia- 
tion with the North Metropolitan Tramways Co., to whom the 
northern lines are leased, for the surrender of its lease to the 
Council. These negotiations have since been brought to a success- 
ful termination. 

* In addition to its ordinary surface lines, London will soon be 
in possession of a shallow underground tramway. The original 
intention was to construct this from Southampton Row to the 
Victoria Embankment, and it would thus have afforded the 
inhabitants of Pentonville and further east an opportunity of 
diversifying their ordinary modes of recreation with an occasional 
journey from their crowded districts to the very ditferent scenes of 
the Embankment. Up to the present, however, the Council has 
only obtained power to construct the tramway as far as the Strand, 
and in this curtailed form the scheme is fast approaching comple- 
tion. The view of the possible use of this tramway which I have 

put before you leads me to draw attention to the facilities which 
the Council's tramways afford in providing easy access to the parks 
and commons of London, nearly the whole of which, with the 


exception of the central parks, are situated upon or within & short 
distance of the tramway routes. The natural relation of the two 
services of parks and tramways is well shown in the United States, 
where neorly 300 tramway companies own and manage public 
parks ав an integral portion of their undertakings. 

“The Council is at present incurring large expenditure in con- 
nection with the improvement of its tramways, and this will be 
greatly increased in the near future. The immediate electrifica- 
tion of the northern system is a work to which the Council should 
apply itself with the utmost energy. The cost will be something 
between four and five millions, but we may, I think, feel assured 
that the financial results will be satisfactory. These, however, arc 
not everything. The better health and increased comfort of thc 
community that will result are of immense value, although 
necessarily difficult to express in pounds, shillings and pence. 

“The policy which the Council has pursued with regard to traffic 
communication and tramways during tbe last sixteen years has 
since been embodied in the report made by the Royal Commission 
on Traffic Communication. We should not have dared to place 
such a huge scheme before London as their proposals involve. 
This is not because the Council is unconscious of the needs of 
London, for who could be more sensible of those needs than those 
who are elected every three years from all parts of London by 
the people for whom traffic facilities are needed ? | 

“Our Highways Committee for many years past has bad before 
it in one form or another all the points which geem to have 
influenced the Royal Commission; and it must be gratifying to 
those members of the Council who have made a special study of 
traffic communication to find that so high an authority as the Royal 
Commission recommend in a large degree the policy which the 
Council has pursued in locomotion and transit matters during the 
16 years of its existence. 

“In view of the concurrence of the Commission in the Council's 
views, is it to be wondered at that many of us upon the Council 
should be of opinion that the best tribunal for dealing with the 
great question of traffic communication is the London County 
Council?” 

Lieut.-Col. Yorke, who has been engaged on an inspection of the 
L.C.C. tramways, recently reported to the B. of T. in favour of a 
general increase of pace, as requested by the Council, except when 
passing under low bridges and when rounding curves and passing 
facing points. He suggests that the speed may in future be in- 
creased from the Horns, Kennington, to the Plough, Clapham, from 
10 to 12 miles; the Plough to Nightingale Lane, from 12 to 16 
miles; Nightingale Lane to Tooting terminus, from 10 to 12 miles 
per hour. 


_ Newark.—At the B. of T. last week, Sir Herbert Jekyll 


presided over а hearing of objectious to an order issued by the 
Light Railway Commissioners, authorising the construction of 
light railways in the borough and rural district of Newark. 


Oxford.—The T.C. has appointed Mr. Stephen Sellon to 


value the tramway undertaking, and bas resolved to promote a 
Bill in the next session of Parliament giving powers of purchase. 


Penge.—The laying of the .double line of rails from the 
South Norwood border along the Croydon Road to Penge is now 
practically compléted, and this section of the extensiou will 
probably be opened early in the new year, instead of in' April, 
as promised by the B.E.T. Co. As is well known, this company is the 
lessee of the Croydon system, and a few weeks ago the Croydon 
Council woke up to the fact that the Act of 1903 authorising the 
extension to Penge also stipulated that the B.E.T. Co. should have 
the right of renting this portion of the line, аз well as the other 
portion of the Croydon system. But the lease of the company 
expires in May next, and as. the Croydon Council has decided to 
give the company the required six months' notice to terminate the 
lease, it was felt that tbis portion of the line should be completed 
in time to lease it to the company and also determine the lease 
with that of the other portion. This is the stretch which joins 
up the Penge line to the Croydon system. 

At its last meeting the Beckenham Council received a letter from 
the B.E.T. Co. stating that that company would require the Council 
to supply electricity for the Penge tramways at the end of threc 
months, according to the option which this Council holds by agrec- 
ment with the company. The letter also stated that the company 
would not be prepared to pay the price of twopence per unit as 
asked for by the Council, and the Council has now decided that the 
matter shall be referred to the B. of T. for arbitration. 


West Ham.—The Corporation agreed on Tuesday that 
the price of energy supplied for tramway purposes during the half- 
year ending March last be left at the figure provisionally settled, viz., 
l'6d. per unit; that the priee for the half-year ending the 30th ult. 
be 1:54. per unit, and that the price on and after the 1st inst. be 
ld. per unit. The electricity department is to pay to the tramways 
department the distribution cost per unit, calculated on the 
low-tension feeder basis, on all its sales of energy to its own con- 
sumers supplied through tramway feeders. 


Willesden.— At the U.D.C. meeting on Tuesday, it was 
announced that a Committee of the Middlesex County Council was 
arranging an interview with the L.C.C. in regard to a proposal to 
reintroduce the scheme for constructing а tramway from Crickle- 
wood to Bridge Street. 


Woodford.—The P.C. has asked the Cheshire C.C. to 
oppose “ to its utmost" the electric tramway scheme proposed for 
the district, on the grounds that tramcars would be detrimental in 
every shape and form, апа would ultimately tend to increase the 
rates. | | ' 
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TELEGRAPH AND TELEPHONE NOTES. 


Australia.—The House of Representatives have passed 
a Bill for the construction of a telephone line between Sydney and 
Melbourne at an estimated cost of £30,000. 


Post Office Telephones.—It is no doubt unavoidable 
that delay should often be incurred in obtaining connection with 
the telephone system, and though we do not approve of delay, we 
do not usually notice the complaints of would-be subscribers. The 
following letter, however, which appeared in the Times of October 
19th, is somewhat amusing :— 

* Sir —May I venture to ask а small portion of your valuable 
space to call attention to the curious lines upon which the telephone 
business of the Post Office is conducted ? For upwards of 24 years 
I and my neighbours at Worcester Park have been endeavouring to 
obtain а connection with the Post Office telephone servioe, and there 
has been considerable correspondence, with which I willnot trouble 
you ; but on July 30th I wrote again asking when we might hope to 
get a connection, and was informed on August 2nd that ‘the 
iuquiries which it has been found necessary to make are not yet 
tinished, but that no time shall be lost in completing them and 
acquainting you with the result.’ 

"Hearing no more, I wrote again on September 9th, asking 
whether the'inquiries had been completed, and received а reply 
‘that the inquiries which it has been found necessary to make are 
not yet completed. The matter shall, however, be expedited, and a 
reply sent as soon as possible.’ 

“ This, though very like the letter of Rai 2nd, would possibly 
have kept me from pressing too urgently for a reply, but on Sep- 
tember 18th the Post Office, of their own accord, wrote to me saying 
that ‘I regret that no trace of previous correspondence with you, 
can be found in this office. In the circumstances, may I ask that 
you will be so good as to let me know the nature of your former 
inquiry ? > I replied by quoting the words and dates of their pre- 
vious letters, and explained that my object was to obtain connec- 
tion with the Post Office telephone gervice for my neighbours and 
myself. 

“ This letter was not even acknowledged, so on October 2nd I 
wrote again to call the attention of the Post Office to the matter, 
and received a printed formal acknowledgement. I waited a week 
апа wrote again, and received another printed отоор овоше 

„These facts, I think, speak for themselves. 


I am, Sir, yours faithfully, 
“JAMES WaARD BURCHELL. 


Copthorne, Worcester Park, Surrey, 
* October 12th.” 


River Thames.—At the meeting of the Thames Con- 
вегуапсу on Monday, a letter was received from the secretary of 
the General Post Office, stating that a cable under the river bed 
from Twickenham to Eel Pie Island would not be satisfactory, as 
there was a considerable flow and scour at this point; and that, 
owing to a misunderstanding 'on the part of the local officer, two 
telephone wires bad been placed over the river there. He asked 
that the same be allowed to remain. The application was granted, 
subject to the wires being maintained at a height of not less than 
60 ft. above high water mark. | 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1) .. э E .. Aug. 28, 1901.. 
Dominica-Martinique .. 85 RA КА .. Мау 7. 1902 


8t. Lucis- Martinique ee © ss .. May 7, 1902 
Cayenne- Pinheiro ‘ee s .. Aug. 18, 1902 .. 
Reissa-Issa (Yemen) Camaran э» ds .. Oct. 22, 1902.. 
Tarifa-Tangier .. Ex s .. Jan. 18, 1904 .. 
Closed | Vladivostook- Nagasaki > - .. Feb. 9, 1901.. 
Port Arthur- Sanu 8 8 Site .. Mar.9, 1904.. 
Jamaica-Colon ., ice sii «is .. Jan. 6, 1905 
Cadiz-Tenerif Vx és x - „. July 20, 1905 
Cotonon-Grand Bassam | ET V 25 .. Oct. 4, 1905 
LANDLINES, 
Puerto-Barrios 


ee ee se ee ee July 28, 1902. ee 
Kertch-Soutehoum . Bept. 27, 1904.. с 


Communication with Brazil vig Galveston ee July 18, 1905.. 


Wireless Telegraphy.—The Marconi Wireless Telegraph 
Co. has decided to erect a large station on the west coast of Ireland. 
It is hoped, by constructing а new station covering a larger area апа 
of greater altitude, to obtain more satisfactory results. 

DuRBAN.—A Natal contemporary reports that Mr. John E. Neale, 
A. M. I. E. E., late principal of the Electrical Engineering Depart- 
ment, Goldsmith’s Technical College, London, who has gone to 
Natal in connection with the proposed technical college, has been 
in communication with the Government in respect of an experiment 
lie purposes carrying out forthwith in wireless telegraphy between 
the Durban Town Hall tower and the Bluff signal station, and has 
received written authority to proceed with it. 

In the course of the experiments by the U.S. Government at 
Newport, R. I., wireless messages were received at the rate of 18 
words а minute from a number of different stations simultaneously, 
including Cape Henry, which is 350 miles away. 

The Marine Journal, of New York, reports that wireless tele- 
graphy is being successfully used on vessels of the Atlantic fisking 
teet for the purpose of locating good fishing grounds. 

Indian Engineering states that it is intended to open at once to 
public tratlie the wireless telegraph system between Burma aud the 
Andaman Island. 

A new station for wirelcss telegraphy, according to the №ие 
Freie Presse, is being installed at Norddeich, in Germany, on the North 


Sea coast. The area covered by its орава will have а radius 
of over 900 miles, and will include Germany, Austria, Switzerland, 
France, Great Britain, and Denmark, as well as the greater part of 
Italy, Sweden and Norway, and portions of Spain, the Balkan 
peninsula, and Russia. The station is being equipped with the 
Telefunken system by the Wireless Telegraphy Co., of Berlin, and 
will have towers nearly 60 yds. high. It is expected to be in work- 
ing order early in the coming year. 

Owing to an agitation in a section of the Italian Press, against 
the agreement between the Government and Mr. Marconi, which 
granted a monopoly to his system in Italy for 14 years, Mr. Marconi 
offered to cancel the agreement. The Government, however, 
refused to consent to this course. | 


CONTRACTS ОРЕМ AND CLOSED. 


OPEN. 


Belfast.—November 3rd. The Scottish Temperance 


Assurance Company, Belfast, are inviting tenders for electric 
lighting and fittings in their buildings. Specification on appli- 
cation to Mr. John Woodside, A.M.I.E.E., Ocean Buildings, Belfast. 


Belgium,—October 30th. The municipal authorities 
of Feluy (Hainaut) are inviting tenders for the concession for the 
electric lighting of the town. - 


Bridlington.—November Ist. One 200-KW. steam 
dynamo, pipework and switchboard extensions for the шо 
See “ Official Notices " October 6th. 


Bristol.—The city electrical engineer invites tenders for 
an electric overhead travelling crane. 


Cheshire.—November 3rd. Altrincham and Bowdon 
Administrative Sub-Committee for Education invite tenders for 
the electric wiring and fittings required for the Stamford Park 
New Council Schools. Plans and specification (deposit £2 28.) 
from Jos. Howarth, Clerk to the Committee, Education Offices, 
Market Street, Altrincham. 


Clacton-on-Sea.—November 6th. Gas engines and 
dynamos, switchboard, mains, battery, meters, crane, and buildings 
for electricity works, for the U.D.C. 
October 20th. 


Gignac.—The Mayor and Mr. Aroles, 2, Passage David 
Belugon, Montpellier, are prepared to receive offers for the 
contrac} for providing this town with electric light. 


London.—October 31st. The Metropolitan Asylams 
Board invites tenders for certain enginecrs’ tools and workshop 
appliances, and a two-phase electric motor, at the Western Fever 
Hospital, Seagrave Road, Fulham, S.W. Specification, &., at the 
Office of the Board, Embankment, London, upon payment of a 
deposit of £1. 


Shorediteh.—November 7th. Water-tube boiler, super- 
heater, piping, steel flue, &c., for the Electricity Department. See 
Official Notices“ to-day. 


Stoke-upon-Trent.— November Ist. Re-wiring portion 
of the Workhouse and Cottage Homes, and replating the battery, 
for the Guardians. See ‘ Official Notices“ October 13th. 


Spain.—November 27th. The Spanish Ministry of 
Public Works is inviting tenders until November 27th, for the 
construction of an clectric tramway in Madrid, from the Ronda de 
Valencia to the Glorieta del Puente de Toledo. Particulars may 
be obtained from, and tenders are to be sent to, La Direccion 
General de Obras Publicas, Madrid. 


Tynemouth;—November 2nd. Опе 165-Kw. traction 


dynamo for the Corporation. See “ Official Notices" October 13th. - 


CLOSED. 


Burslem, — The Corporation Markets Committee has 
received the following tenders for the lighting of the сенен 
Markets by arc lamps :— 


Cross & Cross, Walsall .. "nS .. £82 0 0 
E. M. Evans, Manchester ud .. 10 17 0 
David Wilson x € O., Hudderstield .. 138 13 0 
Hooper, Neary & Co., London .. .. 146 0 0 
Waintord, Froggatt & Francis, Stoke . . 152 0 0 
Blackburn, Starling & Co., Hanley EN .. 194 0 0 


The engineer's estimate was 495 10s. 


Durban.—Tenders for 45 miles of single track tram- 
rails and accessories were invited from eleven firms and nine 
tenders were submitted ranging from £5,328 to £4,084, and the 
Committee directed' the acceptance of Mesers. Hubert Davies and 
Spain's tender, for £4,528 17s. 3d. 


`~ 


See “ Official Notices” . 
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France.—The French Post and Telegraph authorities in 
Paris have !just given out orders as follows:—M. Marcellot, of 
Eurville (Hauté Marne), 100 tons of galvanised iron wire, 4 mm. 
diameter, at 3044 fr. per ton; and Les Forges et Trefileries de 
ret of Creil (Oise), 90 tons ditto, at 304 fr. 


Glasgow.—The Electricity Committee has accepted the 
offers by Messra. Stewarts & Lloyds for the supply of lap-welded 
W. i. tubes for the Port Dundas station, at £72 108.; and has 
,recommended for acceptance the following tenders in connection 
' with the various works required at Waterloo Street station :— 


io HOPES Gregory & Co., for excavator, masop and brick works, amounting 
Messrs. George Laird & Son, for carpenter, joiner and glazier works, 21,209. 
Messrs. Bladen & Co., Ltd., for cast-iron and steel works, £1,604. 
Messrs. Peter White & Co., for slater work, £88. 
Messrs. Moses irs & Co., for plumber work, £317. 
John Drummond, for plaster work, £1,323. 
Peter М! Kerracher, for painter work, £142. 
Messrs. R. Waygood & Co., for electric hoist, £382 10s. 


These were the lowest offers, with the exception of that for 
the electric hoist. The total of the offers accepted is £7,302. 


The Tramways Committee has accepted the following offers :— 


Specia] track work, Albert Road, The Lorain Steel Co. 
Bitumen, Craig Sharp, Ltd. 

Rock asphalte, Currie & Co., Ltd. 

Conduit for cable, The Howard Conduit Co. 
Radiators for Clothing Department, J. Boyd & Sons. 
Smithy fires, anvils, &c., Dempster, Moore & Co. 

Cold Saws, Spear & Jackson. 


Halifax.—The tender of the Chloride Electrical Storage 
Co., Ltd., for the supply of 12 C. W.8 type cells for storage battery, 
for £87 178., has been accepted by the Corporation. 


London.—The City Corporation has accepted tlie 


tender of Messrs. Lund Bros. & Co., at £4,190, for installing the 
electric light in the Foreign Cattle Market, Deptford. It has also 
placed an order for 1,000 electric glow lamps with the British 
Thomson-Houston Co., at £40. 

L.C.C.— The Highways Committee of the L.C.C. has considered 
the following tenders for the supply of low-tension cables and the 
laying of ducts in connection with the equipment of the through 
tramways between the Strand and the Angel, Islington :— - 


1.—Low-TeNRION CABLE. 
Callender's Cable and Construction Co. (accepted) £4,025 


British Insulated and Helsby Cables .. es a 4,068 
Siemens Bros. & Co. ee ee oe ee ee 4,004 
Anchor Cable Co. .. S ea ds A E 4,141 


2.— LaviNa or Ducts. 


J. A. Ewart, London (accepted) £2,814 


Reid Bros, London ®. O NO.. 294 
British Insulated and Helsby Cables .. - s 2,902 
John Mowlem & Co. - es s 4,485 


The tender of Messrs. Evered & Co., of Birmingham, has also 
been accepted, for a sum not exceeding £275, for the supply of the 
switchgear for the sub-station and us an extension, of an existing 
contract. * ’ 


Pontypridd.—The U.D.C. has accepted the tender of 
the Brush Electrical Engineering Co., Ltd., for the equipment of 
the tramway from the town to Hafod, at £3, 603, and that of Messrs. 
Henley's Telegraph Works Co. for cables, at £2,585. 


Preston.—The tender of Mr. E. Dewhurst has been 
accepted, at £595, for installing the electric light in the new 
Isolation Hospital. , 


Southwark.—The В.С. has accepted the tender of 
Messrs. Spenser, Whatley & Co., Ltd, for the supply of 4,000 tons 
of West Hallam and Manners coal, at 12s. 7d. and 12s. 9d. per ton 
respectively, for the electricity works. 


Walthamstow.—The U. U. C. has accepted the tender of 


the British Thomson-Houston Co. for the supply of motors for the 
tramway car-shed. It has also placed an order with Messrs. Frank 
Mortimer & Co. for а 10-H.v. motor, and with Messrs. Baughan aud 
Co. for a 5-н.р. motor, both for hire- purchase. 


West Ham.—The Corporation has received the following 
tenders — 
For 1,720 Y 3&ps OH Low-Tension CABLE. 


British Insulated and Hon Cables (accepted) 473 2 0 
Johnson & Phillips .. : 2s " ex 84 6 0 
Glover & Co. .. АР is j% P5 v " Л 5 6 


For 1,640 VANS ‘017 Low-TrENstioN SINGLE CABLE. 


British Insulated and Helsby Cables (accepted) £4715 0 
Johnson & Phillips .. m Pu is ч 61 10 0 
i Glover & Co. oe se ee ee ee ee ee 53 18 0 


Wimbledon. — The U.D.C. has accepted the following 


tenders :— 


General Electric Co., Ltd., for the supply of а ten-way street lighting fuse- 
board for Quicks Road sub- station, nt £6 175. 6d. 

* British Thomson-Houston Co., Ltd., electrically-driven plant for Durnsford 
Road pumping station, £1,740. 


FORTHCOMING EVENTS. 


Te-day’s Events (Friday, October 27th).—At 6.80 p.m. Institution of Electrical 
Engineers (Glasgow). Fourth Annual Dinner at the Grosvenor 
Restaurant. 

At8 p.m. Junior Institution of Engineers. Annual General Meeting 
and First Meeting of the Incorporated Institution. 

At 5 p.m. Physical Society. At the Royal College of Science. Dr. W. E. 
Sumpner on The Theory of Phasemeters.”’ 


Tuesday, October 81s$.— Tramways and Light Railways Association. Visit to 
Brimsdown powert station and sub-stations of the North Metro- 
politan E.P. Supply Co., and the Metropolitan Electric Tramways 

system. Train at Liverpool Street at 1.23 p.m. 

Thursday, November 2nd.—At 8.15 p.m. Röntgen Bociety. At 20, Hanover 

Square. Prof. Wertheim-Salomonson on “ The Ruhmkorfl Coil." 
At 115 p.m. Chemical Society. At Burlington House. Mr. Pe 
lackman on The Molecular Conductivity of Water," and Mr» 
J. E. Purvis on “The Influence of very strong Electro- - magnetic 
Fields on the Bpark Spectra of Ruthenium, Rhodium and 
Palladium." 

Friday, November 8rd.—At 8 p.m. Junior Institution of Engineers. Presi- 
dential Address by Mr. D. Clerk on “The Problem of the Gas 
Turbine.” 

Saturday, November 4th.—At 7.90 p.m. Glasgow Technical College Scientitic 
Society. Electric Power Plant Design,” by Mr. P. D. Ionides. 

Birmingham and District Electric Club. Mr. J. H. Stansbie on Elec-, 
tric Furnaces.” 

Tucsday, November 7th.—At8p.m. Institution of Civil Engineers. Inaugural 
Address by the President, Sir Alexander R. Binnie. Presentation 
of the Council’s Awards, and Reception in the Library. 

During November.—Tranmwa Уау and Light Railways Association. Lecture on 
„The Paving of Roadways." Visit to Holborn and Strand Subway. 


THE ELECTRICAL ENGINEERS R.E. (VOLS.). 
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Thx following orders аге issued :— 


Monday, October 80th.—'* A Company, meeting of Officers and N. C. O.“ 
at 8 p.m. 

Thursday, November 2nd.—'* C' Company, technical instruction at 6 p.m. 

Friday, November 3rd.— D ” Company, technical instruction at 6 p.m. 


J. Н. S. PuiLLirs, Captain Е.Е. 
For O. C. E. E. R. E. (V.) 


The Fire at Bridgewater House: Not Caused 
Electrically.—As usual, in the case of a fire whose origin is not 
easy to determine, a suggestion was circulated that in this instance 
the electric wires were the cause. At Bridgewater House last 
week a conference was held, with the concurrence of the Com- 
mercial Union Fire Office, attended by Lord Ellesmere’s secretary, 
Mr. Phipps, the consulting electrical engineers, Messrs. O'Gorman 
and Cozens-Hardy, represented by Mr. O’Gorman, and Messrs. 
Hancock & Rixon, to whom the electrical wiring had been entrusted. 
It appeared that internally insulated screwed steel conduit had 
been used, that there was absolutely no damage to the steel conduit, 
that there had been no arcing, and no wires melted inside the con- 
duit, and that the roasting given to the rubber had been caused by 
external heat. It was agreed that electricity could not have been 
the cause. On the other hand, a lead gaspipe which was found in a 
partially melted condition near the fireplace is thought to have 
been the probable offender. A minute gas leak occurring near a 
ventilating duct, which was also discovered in the floor, would 
cause no smell of gas, but if ignited, would slowly melt an ever- 
increasing hole in the lead tube, and eventually a full blast of 
lighted gas playing on the timbers would easily account for the 
fre. 


Smoke Abatement.—The question of finding some 
practical means for abating the nuisance caused by smoke will be 
discussed by members of the Royal Sanitary Institute and the Coal 
Smoke Abatement Society at a conference to be held in December 
next in the Royal Horticultural Society’s new hall, under the 
presidency of Sir Oliver Lodge. The sections of the conference to 
consider domestic smoke abatement, factory and trade smoke abate- 
ment, and the administration, legislation aud necessary reforms, 
will be presided over by Sir George Livesay, Sir William Preece 
and Sir William Richmond. The municipal authorities throughout 
the kingdom have been invited to send delegates. In connection 
with the conference, the Royal Sanitary Institute are arranging an 
exhibition of smoke abatement appliances, and the classitication of 
exhibits includes heating and cooking appliances by gas or elec- 
tricity, grates, stoves, mechanical stokers and fuel economisers, and 
other trade and municipal appliances for the prevention of smoke. 
It is the endeavour of the Institute to briug before the members of 
the conference the existing measures that are taken to lessen the 
smoke nuisance, апа also ‘the alternatives to the use of solid fuels 
in the home as well ач the f: actory. 


Tramear Building in Manchester,—The Corporation 
of Manchester is about to undertake the building of tramcars 
required for future use on its system, and has just completed 
works for that purpose in Hyde Road, on a site 4 acres in extent. 
The workshops are divided into two main sections by an avenue 
running along their whole length, and this avenue is traversed by 
в 15-ton travelling crane capable of conveying a complete car from 
one shed to another. 86 works comprise 12 departments, with 
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manager's office, and will give employment to 250 artisans. It is 
intended that all future work in the way of repair and maintenance, 
as well as the construction of new cars, shall be carried out here. 
At the present time covers are being made for 100 of the large 
bogie cars used on the longer routes. The works were 
formally opened on Tuesday by the Lord Mayor (Sir 
Thomas Shann), in the presence of the members of 
the Tramways Committee and a number of guests. It 
is claimed that the car works, now completed, are the most 
modern and best equipped of their kind in the country. Two and 
a half acres of the works are covered over, and about one acre has 
glass roofs. The whole of the machines in use are electrically 
driven, the motors and shafting for the wood-working shops being 
in the basement. Special precautions are taken against the possi- 
bility of fire; there is an installation of 1,200 Grinnell automatic 
sprinklers, fed with water from the street mains and from a reserve 
tank of 7,500 gallons capacity іп а tower. The total cost of 


the car works has been £54,800, and they have been built to the 


design of Мт. John Gibbons, architect, of Manchester. The con- 
tracts for their construction have been carried out under his 
supervision. 


Fire Alarms in New York.—A recent official investi- 


gation shows that the fire alarm equipment of New York City is 


practically worn out, and it is recommended to put in an entirely 
*new plant at an estimated cost of £320,000. 


Appointments Vacant.—Assistant lecturer and demon- 
strator in electrical engineering for University of Leeds (£175); 
two postal and telegraph inspectors and one mechanician for the 
Postal and Telegraph Department in Northern Nigeria (£250); 
general manager for the Gloucester Corporation light railways; 
shift engineer for Croydon (£2). 


The Simplon Tunnel.—The JS/«ndard says that the 
whole of the brickwork in No. 1 shaft of the Simplon Tunnel has 
been completed. The tunnel itself is thus finished, and only the 
permanent way and the telegraph and telephone cables have now 
to be laid. 


Electric Shock Fatalities.—In Edinburgh Sheriff 
Court on 18th inst., a public inquiry was held respecting a fatality 
at the Lothian Coal Co.'s Lady Victoria Pit, which resulted in the 
death of a young man named William Naismyth Reid, a dockfooter. 
The evidence showed that the deceased touched a stcel girder, with 
which an electric lighting cable had, through the burning off of 
the insulation, come into contact. There was also a piece of wood 
to keep the wire off the girder, but this had been shifted along a 
little—how, there was no information. Coming in contact with 
the wire, the man received a shock of about 500 volts. It was 
stated that Reid, who was healthy enough, was a fit victim“ for 
a deadly shock, perspiring freely at the time, while the ground 
conditions were alao *' favourable." 

At Lambeth on Saturday an inquest was held with reference to 
the death of Richard Bohme, aged 27 years, a gymnast, of Brixton, 
who died in St. Thomas's Hospital on the previous Tuesday. 
Robert Hanlon, jun., said that on Thursday, October 5th, they had 
been practising in the ball room at the Loughborough Arms, 
Brixton, using a pole erected on a table, and held in position by 
steel wires fixed to the floor. They had had occasion to hang up 
some electric lights suspended from the ceiling, and as the room 
was wanted for a concert in the evening, the proprietor asked them 
to replace the lights. Witness was supposed to do it, but Bohme 
climbed up the pole, and was holding one of the steel wires with 
one hand, while the other rested on an electric light bracket. The 
moment he touched the bracket he had a 220-volt shock, and he 
shouted out that he could not let go. Witness at once went up the 
pole, and with great difficulty severed the wire. Bohme released 
his hold and fell a distance of 20 ft., his back striking the edge of 
the table. Mr. Richard J. Thompson, house surgeon at St. Thomas's 
Hospital, said deceased was completely paralysed below the level 
of the fourth rib, the result of a fracturc of the first dorsal vertebra. 
Не died from pneumonia following the injury. The jury returned 
a verdict of “ Accidental Death." 


Gas v. Electricity.—CRovDoN.—At Monday's meeting 
of the County Council the discussion as to the respective merits of 
gas and electricity as a street illuminant was resumed. In connec- 
tion with an extension of the tramways, the Lighting Committee 
recommended that Mitcham road should be lighted by 32 magazine 
flame arc lamps, at an estimated cost of 4882. In moving the 
report, it was pointed out that these lamps would cost £12 108. per 
annum as compared with £15 for high-pressure gas lamps charged in 
the City. The recommendation was carried. 

EXETER.—A long report of the conference between the Electric 
Committee and the Committee having charge of the lighting of the 
streets of Exeter was presented this week to the City Council. 
There are 424 miles of streets and thoroughfares in the city. Two 
miles of strects only are lighted by electricity. ‘The cost of electric 
licht is £800, and the cost of gas lighting £4,210. The lighting of 
the whole of the streets by electricity would necessitate the laying 
of at least one cable in 274 miles of streets and the fitting and con- 
necting up of 1,014 lamps. The cost of the cable for street lighting 
only would be £220 per mile, and the average cost of fittings and 
connections for the lamps, £3 los. per lamp. This would entail a 
capital outlay of 410.381, and tbe annual cost of the additional 
lamps would be £4,831. If the cables were laid so as to provide 
for private lighting as well as the lamps, that would mean a further 
capital outlay of £6,050. A Sub-committee is to inquire further 
into the question, and the gas company are to be asked to submit 
а scheme for lighting the streets outside the tramway routes. 


Institution Notes.— LEEDS UNIVERSITY ENGINEERING. 
Soorety.—Prof. Goodman presided over the opening meeting of the 
session of this society, and Mr. W. H. Casmey brought forward 
the subject of Induced Draught to Steam Boilers.” He contended 
that in induced draught lies, to a large extent, the remedy for the 
loss and annoyance caused by the smoke nuisance. He proceeded 
to show theoretically that this method is an improvement on 
natural draught or forced draught by means of steam jets. He 
claimed the advantages of smaller coal consumption, increased boiler 
capacity, and positively decreased cost, giving figures and diagrams 
obtained from actual experience in support of his statements. In 
addition, he urged the indirect benefits of greater cleanliness, 
absence of fogs, with consequent unimpeded strect traffic, and 
decreased cost of gencral lighting, and generally improved con- 
ditions of the animal and vegetable kingdoms. In the course of the 
discussion that followed the paper, a strong point was made of the 
short life of the fans, but Mr. Casmey affirmed he knew of fans 
which had been running seven years, and showed no sign of breaking 
down. 

INSTITUTION oF ELECTRICAL ENGINEERS. — The first London 
meeting of the session will be held on Thursday, November 9th, at 
8 p.m., when Mr. John Gavey, C.B., will deliver his inaugaral 
address. The premiums awarded for papers read or published 
during the last session will be presented at this meeting. 

TRAMWAYS AND LIGHT RAILWAYS ASSOCIATION.—On Wednesday 
evening, at the Society of Arts rooms, Mr. T. W. How, F.R.G.S., read a 
paper on Roller Bearings,” with special referenceto their application 
to tramway and railway rolling stock, and other forms of motion. 
Mr. A. L. C. Fell was in the chair. The author, after describing 
the technical requirements of a satisfactory roller bearing as applied 
to heavy loads, gave some interesting and conclusive examples of 
the successful application of roller bearings as the result of recent 
and independent tests, and showed that at Wolverhampton and 
Croydon, where tests for savings in current consumption had been 
exhaustively made, at least 15 per cent. of electrical current was 
saved, equal to £37 14s. per car per annum. He also gave the 
results of the latest test trials made regarding savings in coal con- 
sumption on the train now running in regular suburban service on 
the London, Brighton and South Coast Railway, which showed that 
an economy of 15 per cent. was obtained, calculated on the draw- 
bar pull of the seven bogie coaches; this being equivalent to an 
annual saving of £85 per train per annum. Other favourable 
examples were given, and the author claimed that extended ex- 
perience had now amply proved that the efficiency and durability 
of roller bearings, when constructed upon proper principles, were 
now fully assured, whether they were applied to railway or tram- 
way rolling stock, or to other fixed or movable machinery; and 
that their adoption was a necessity in all cases where cheap power 
was required, or where existing power stations or rotary machinery 
were working upto their full limit and had not room for expansion. 
The lecture was fully illustrated by lantern slides. 

I.E.E.— Leeds Local Section.— At а meeting held on Wednesday, 
Mr. T. Harding Churton read a paper on Notes on Alternate 
Current Induction Motors." 

At the City of Bradford Technical College on Monday evening, 
October 16th, Mr. W. Н. Roy lectured on * Modern Condensing 
and Water Cooling Plant," with special reference to high vacuum. 

Before the English Ceramic Society at Stoke last Saturday week, 
Mr. Axel 8. W. Odelberg, a Swedish potter, lectured on “ The 
Application of Electricity to Potter's Machinery." Mr. С. Н. 
Yeaman, the borough electrical engineer of Hanley, took part in 
the discussion. 


Accident.—On Tuesday evening last week, a foreman 
electrician named Wood, engaged by the Priestman Electrical 
Power Co., of Blaydon Burn, whilst engaged in examining a switch- 
board connected with the electric light iustallation at the Blaydon 
sidings of the N. E. R., came in contact with a live" wire, with the 
result that he sustained severe burns about the body, part of his 
clothes being also burnt. 


London County Council. —At the meeting on Tuesday 
last week, it was decided to lend £1,874 to the St. Pancras B.C. 
for mains, machinery and meters, and £16,275 to the Woolwich B.C. 
for the laying of mains over a route of 10 miles. 

The Fire Brigade Committee reminded the Council of the recent 
determination of a contract with a firm for the wiring of the 
Wapping station, as the firm had asked to be relieved of its obliga- 
tions. It was then decided to make other arrangements, but the 
next lowest tenderer intimated that he was unable to execute the 
work except at an advance of 25 per cent. on the amount of his 
tender. Thethird lowest offer, which amounted to £130, was sub- 
mitted by Barlow & Young, and the Committee stated that it 
had accepted the tender, as the firm were willing to carry out the 
work for that sum. 

The Highways Committee stated that when the Greenwich power 
station was finished, the use of the temporary stations at Deptford, 
Loughborough Junction aud Bankside would be discontinued. The 
feeder cables between the Elephant and Castle sub-station and Dept- 
ford would be utilised forthe permanent supply from Greenwich, but 
it would be necessary to supplement those cables by the provision of 
additional feeders. A report would be presented with regard to 
the tenders for the supply of high and low tension, cables for the 
tramways in. Battersea, Wandsworth and Lewisham, and the Com- 
mittee proposed to make arrangements with the firm whose tender 
should be accepted for the high tension cables also to supply the 
additional cables referred to, tbe cost of which was estimated at 
£4,300. 

The question of making application to Parliament on behalf of 
the Borough Conneils in regard to the wiring of consumers’ premises, 
was also referred to by the Highways Committee. In the 1905 session 
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the proposal was rejected by the House of Lords, but as several of 
the Borough Councils had asked the County Council to revive the 
scheme in the session of 1906, the Committee submitted a recom- 
mendation in favour of making a fresh application to Parliament to 
authorise the wiring and fitting of premises by the borough electric 
lighting stations, and for the local authorities to obtain loans for 
this purpose. 

The Highways Committee further submitted а report respecting 
{һе Oxford Street station of the Charing Cross, Euston and 
Hampstead Railway. : 

Gas.—An escape of gas at Shakespeare Mill, Blackburn, 
on Monday, became so serious that several weavers were rendcred 
unconscious. About 20 weavers were affected, and work had to be 
stopped. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL Review posted as to their movements. | 


————--- ———— 


Central Station Engineers.—On 19th inst. Mr. S. 
Worzkow, meter fixer, &c., was presented by Mr. А. Н. Shaw, elec- 
trical engineer, on behalf of the staff of the Ilford Electricity Works, 
with a handsome timepiece on his resigning to take up a better 
appointment in West Africa. 

The Southend T.C. has appointed Mr. H. K. Rowe, switchboard 
attendant, as shift engineer at the Electricity Works. 

The Hoylake and West Kirby U.D.C. has deferred for a year the 
question of increasing the salarv of the electrical engineer (Mr. 
Н. d. MacHarrrE). The Council had been recommended to grant 
an increase from £285 to £310. 

The Halifax T.C. has increased the salary of Mr. E. Horras, 
cbarge engineer at the Electricity Works, from £104 to £118. 


General.—Mr. James К. Bock sailed last week for 
Havana, via New York, to take charge of the Havana Electricity 
Co. for six or nine months, to organise the same commercially and 
technically on behalf of the London board of directors. 

Mr. E. S. ATKINSON SMITH, of Bridlington, has been appointed 
by the Battersea Borough Council canvasser for consumers of elec- 
trical energy, at a salary of £2 а week, and commission. There were 
71 candidates. 

Mr. B. SHERMAN has resigned his directorship of the Amalga- 
mated Dry Batteries, Ltd., 16—17, Devonshire Square, E.C., and 
Mr. Е. Heron RoaEns has been elected in bis place. 

Mr. E. TRENAM, I. P. O., Controller of the Central Telegraph 
Office, St. Martin's-le-Grand, is about to retire on pension. He 
bas seen a lengthy service. He was appointed traflic manager in 
the Secretary’s Office in 1900, Deputy Controller in 1901, becoming 
Controller of the Central Telegraph Office in 1902. 

Mr. RICHARD Jones, late manager of the Electric Construction 
Works at Bushbury, near Wolverhampton, was honoured on Satur- 
day evening, when, on his retirement, he was entertained to dinner 
at the Victoria Hotel by 60 of the officers and employés of the com- 
pany, with which Mr. Jones has been connected a quarter of & 
century. Mr. Jones was also the recipient of a marble timepicce, a 
pair of bronzes and a purse of gold. The meeting was presided 
over by Mr. Wm. Bullock, and the presentation was made by Mr. 
Moore on behalf of his colleagues. Mr. Jones appropriately 
acknowledged the gifts. 


Obituary.—Mr. Cuas. RapcLirrk Tuurssy, M. I. C. E., 
who had been connected as resident engineer and manager with 
various tramway and electric light and power concerns in Argentine 
and Brazil, and is described as the pioneer of electric traction in 
Buenos Ayres,” died on August 28th. He¥%sailed from Liverpool on 
August 19th with his wife to winter in the Southern States of 
North America, but he was in such а weak state that he had to be 
landed at Queenstown, where he died on the date mentioned. An 
illustrated obituary notice appeared in the Review of the River Plate 
for September 29th. 


NEW COMPANIES REGISTERED. 


International Electric Railways and Water-Power Syndi- 
cate, Ltd. (86,215).— This company was registered on October 91st, with a 
capital of £120,000 in £20 shares, to acquire concessions, rights, powers, or 

vileges relating to the construction of, and to construct, maintain, work and 
use, railways or tramways adapted to electric or other traction in any part of 
the world; to acquire lands and develop and turn to account the same by the 
erection of hotels and pensions, by the establishment of holiday resorts, and 
otherwise; to acquire rights of water-power, and to turn the same to account 
(inter alia) for the generation of electric power for traction, lighting and other 

es, both for the company's own use and for supply to others, and to carry 
on the business incidental or auxiliary to any of the ale objects. The first 
subscribers (each with one share) are:—H. Н. 8. Scott,94, Hope Street, 
Glasgow, shipbroker and commission agent; F. J. Rowan, 5, West Regent 
Street, Glasgow, consulting engineer; H. D. Lawrie, 94, Hope Street, Glasgow, 
shipbroker; A. R. Cunninghame, Conservative Club, Glasgow, petrol merchant; 
W. T. К. Shirrefs-Gordon, 70, Buchanan Street, Glasgow, motor-car agent; C. Н. 
Murray, jun., 98, West George Street, Glasgow, stockbroker; J. б. Murray, 
Ardgour, Kilcreggan, N.B., gentleman; G. Borrer, Angeston Grange, 
Dursley, J.P. No initial public issue. The number of directors is not to be 
less than three nor more than eight; the subscribers are to appoint the first; 
qualification, $500; remuneration, £150 each per annum (4800 for the chairman) 
and 9j per cent. of ths distributed profits divisible. 


. registered on October 20th, with a capital of 


London Outer Circle Railway Syndicate, Ltd. (86,165).— 
This company was registered on October 17th with a capital of £20,125, in 
20, 000 A’ shares of £1 each and 2,500 '* B" shares of 18. each, to promote a 
company for the construction and working in the counties of London, Middlesex, 
Hertfordshire and Essex, or elsewhere, of a railway or railways for the carrying 
of passengers, minerals and goods by means of steam or electric traction, or 
othetwise, and to apply for & special Act of Parliament relating thereto. The 
first subscribers (each with one B' share) are:—E. Eacott, 29, Powell Road, 
Clapton, N.E., gentleman; 8. Jordan, 115, Ehn Park Mansions, Chelsea, S.W., 
gentleman ; P. F. Lucas, 82, Upper Gloucester Place, N. W., gentleman; Н. St. 
J. Browne, the Court House, Kingsthorpe, Northampton, gentleman; C. T. 
Lissenden, 24, Arica Road, Brockley, B. E., gentleman; W. J. еле 15, 
Walter Btreet, Stepney, E., gentleman; and P. R. Reeves, 186, Chamberlayne 
Wood Road, Kensal Rise, N.W., shorthand writer. No initial public issue. The 
number of directors is not to be less than three nor more than five. The first 
are:—H. K. Rutherford, the Hon. Arthur C. Ponsonby, R. H. Cox, W. B. 
Cownie and C. Rozanraad. Remuneration, £50 each per annum (chairman, 
£100). The A” shares carry a cumulative preferential dividend of 5 per cent., 
the residue of the net profits going to the B shares. The A" shares have 
рео in any return of capital. The holders of the “ A " shares shall not 

entitled to vote on any resolution for reducing the capital by cancelling all 
the 20,000 “ A shares upon the terms that the company shall pay to the 
holders the full amount thereof, together with such sum as, with the aggregate 
amount of dividends paid thereon, up to the time of cancellation, shall be equal 
to interest at 5 per cent. per annum from the date of issue to the date of can- 
cellation. Subject, as aforesaid, every share shall confer one vote. No further 
“B” shares may be issned without the consent of the holders of е “В” 
Bhares numbered 2,001 to 2,500 inclusive, but subject to this provision the com- 
pany may be increased with the sanction of separate meetings of the A and 
am 6 Registered office, 266 and 267, Salisbury House, London 

all, Е.С. 


Diamond Electric Lamp, Ltd. i ie company was 
20,000 in 12,000 15 per cent. cumu- 
lative preference shares of £1 each, and 82,000 deferred shares of 5s. each, to 
adopt an agreement with H. Diamant and A. Chiesa, and to carry on the busi- 
ness of manufacturers of and dealers in arc lamps, electricians, inechanical and e 
electrical engineers, manufacturers and suppliers of electricity for light, heat, 
motive power or otherwise, &c. The first subscribers (each with one share) are: 
—W. H. Greedus, 12, Cottage Street, Poplar, E., warehouseman; F. J. Cole, 37, 
Patriot Square, Cambridge Heath, E., stationer; J. Fowler, 41, Meanley Road, 
Manor Park, E., engineer; E. G. Pharo, 147, Leahurst Road, Lewisham, 8.ң., 
cabinet maker; Е. W. Dannell, 264, Hanover Buildings, Tooley Street, S.E., 
printer: F. Griffiths, 96, Westcombe Hill, Blackheath, 8.E., agent; and F. 
idney, 98, Sewardstone Road, Victoria Park, N.E., clerk. No initial public 
issue. The number of directors is not to be less than three nor more than seven; 
the subscribers are to appoint the first; qualification, £100 (the articles provide 
that shares represented by warrants shall be reckoned in the qualification of a 
director); remuneration, £100 each per annum (chairman, £125), and 5 per cent. 
of the net profits after 15 per cent. dividend has been paid, divisible. 


Light Railways Co. of Sicily, Ltd. (86,207).—This company 
was registered on October 20th, with a capital of £12,000 in £1 shares, to acquire 
any railways or trainways, electric lighting works, plant and machiuery in 
Sicily or other part of Italy or elsewhere, and to carry on the business of railway 
and tramway proprietors, carriers of passengers and goods, electrical, mechanical 
and hydraulic engineers, electricians, manufacturers of and dealers in railway, 
tramway, electric, magnetic, galvanic and other apparatus, transmitters, users 
and suppliers of light, heat, sound and power, &c. The first subscribers (each 
with one share) are: A. Roddick, 4, Adelphi Terrace, W. C., surveyor; R. G. 
Trollope, West Halkin Street, S. W., estate agent; E. W. Shackle, 14, Mount 
Street, W., surveyor; A. J. Lawson, 4, Adelphi Terrace, W.C., civil engineer ; 
A. R. Allen-Lodge, 7, Fielding Road, Bedford Park, W., architect; G. Water- 
honse, Park House, Buckhurst Hill, architect’s assistant; and W. Webb, 22, 
Cathcart Hill, N., clerk. No initial public issue. The number of directors is 
not to be less than two nor more than five, the subscribers are to appoint the 
first ; qualification, £100; remuneration as fixed by the company. 


А. W. Penrose & Co., Ltd. (86,209).—This company was 
registered on October 21st, with a capital of £40,000 in £1 shares (10,000 6 per 
cent. cumulative preference), to acquire the business carried on by A. W. 
Penrose & Co., at 109, Farringdon ad, E.C., to adopt an agreement with 
A. W. Penrose, and to carry on the business of manufacturers of and dealers in 
all machinery, apparatus, material and appliances used in connection with 
photography, etching, engraving, drawing, painting, printing or other graphic 
arts, electrical and general engineers, makers of arc and incandescent lights, 
manufacturers of electric cranes and hoists, makers of printing machine motors 
and gears, and electro-typing and electro-plating plant, Ke. The first subscribers 
(each with one share) are:—A. W. Penrose, 56, Portman Mansions, W., manu- 
facturer; T. E. Baker, 16, Serjeants' Inn, Fleet Street, E.C., solicitor; E. C. 
Myring, 14, Regent Street, S. W., secretary; H. W. Grant, 13, Tintem Street, 
Clapham, 8.W., cashier; А. E. Boshier, 104, Falkland Road, Hornsey, N., 
clerk; J. Camp, 14, Berjeants' Inn, Fleet Street, E. C., registration agent; and 
A. E. Reed, 15, Palace Road, Crouch End, N., clerk. No initial public issue. 
The number of directors is not to be less than three nor more than five; the 
first are А. W. Penrose, W. Gamble and D. Munro. А. W. Penrose is governing 
director, and may retain office while holding 5,000 shares, with power to appoint 
other directors. D. Munro is nominated by the Law Guarantee and Trust 
Society, Ltd. ; qualification (except above-named directors and other directors 
nominated by the said society), £100; remuneration of A. W. Penrose, £600 per 
annum. Во long as the guarantee of debentures by the Law Guarantee and 
Trust Society, Ltd., remains in force, the total remuneration of directors 
(including governing director) shall not, without the consent of the said society, 
exceed £1,000 per annum. Registered office, 100, Farringdon Road, E. C. 


Electrical Instrument Manufacturers, Ltd. (86,187).—This 
company was registered on October 19th, with a capital of £5,000 in £1 shares 
(100 founders’) to carry on the business of electrical engineers, contractors, tool 
and instrument makers, cable manufacturers and layers, electricians and the 
like, and with a view thereto to enter into an agreement between T. Ward of 
the one part, and H.G. Matthews of the other part. The firstsubscribers (each 
with one share) are:—H. G. Matthews, High Street, Stevenage, clerk; C. J. 
Burchall, Enfield suche ey: N., photographer ; W. Bugg, High Street, Cheshunt, 
veterinary surgeon; R. L. Bugg. High Street, Cheshunt, butcher; Mrs. C. E. 
Bugg, High Street, Cheshunt; T. Ward, 22, Totteridge Road, Enfield Wash, 
manager; and R. Goddard, 6, Bergholt Crescent, Amhurst Park, N., clerk. No 
initia] public issue. The number of directors is not to be more than seven; the 
first are not named. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Exchange Telegraph Co., Ltd. (6,152)—The company's 
annual return was filed on September 12th, when 8,023 “А and 16,200 B 
shares had been taken up, exclusive of forfeited shares, out of & nominal 
capital of £216,250 іп 8,125 '* A" and 16,500 “ B" shares of £10 each; £9 per 
share has been called up on 6,000 A and £1 per share on 2,023 “ A shares, 
resulting in the receipt of £56,023, in addition to £816 paid in respect of for- 
feited shares; £179,000 is considered as paid, being £10 per share on 16,200 “B” 
and £8 per share on 2,125 A, of which 102 have been forfeited. Mortgages 
and charges: Nil. 


Electrical Oil Refining Co., Ltd. (43,126).—This company's 
annual return was flled on Барааг Ast, when 4,875 shares had been taken 
up out of a nominal capital of £5,000 in £1 shares; £1 per share has been called 
up on 862 and £889 has been received; £8,496 is considered as paid on the 
remainder, Mortgages and charges: Nil. 
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Eastern and Sonth-African Telegraph Co., Ltd. (13,306).— 
This company's annual return was filed on August 111, when the entire 
capital of £600,000 in 60,000 shares of £10 cach had been taken up and paid 
for in full. Mortgages and charges: £500,000. 


Chloride Electrical Storage Co., Ltd. (35,389).— This com“ 
pany's annual return was filed on September leth, when all the preference and 
ordinary shares had been taken up out of a nominal capital of £135,950 in 
62,000 preference, 83,250 ordinary, and 40,000 unclassified shares of £1 each; 
£1 per share has been called up on 48,750 preference and 16,250 ordi 
shares, resulting in the receipt of 465,000; 13,950 preference and 17,000 ordinary 
are considered as fully paid. Mortgages and charges: £90,000, 


CITY NOTES. ' 


Underground Electric Railways Co. of London, 


THE report for the twelve months ended June 30th, 1905, states 
that the works which are being carried out by the company on the 
Metropolitan Distriet Railway, the Baker Street and Waterloo 
Railway, the Great Northern, Piccadilly and Brompton Railway, 
the Charing Cross, Euston and Hampstead Railway and the power 
house have made satisfactory progress since the last report. Elec- 
tricity has been supplied from the power house at Chelsea through 
the transmission lines to Earl’s Court, and thence through the Dis- 
trict Co.'s own cables for the past six months, for the operation of 


that company's railway system. Five of the turbo-generators have 


been installed. "The sub-stations for the operation of the District 
Railway are all completed and operating. Thc sub-stations for the 
Baker Street and Waterloo Railway are nearing completion, and 
the machinery is being installed. The sub-stations for the Great 
Northern, Piccadilly and Brompton Railway and the Charing Cross, 
Euston and Hampstead Railway are in course of erection, and the 
machinery is being manufactured. All work of construction on the 
Metropolitan District Railway has been finished. All of the lines 
have been opened for public traffic with electric trains. A few 
steam trains still continue to run during the rush hours, but they 
will be replaced by electrical trains before November Ist. A serious 
delay occurred in the delivery of the rolling stock which was con- 
tracted to be delivered during the months of November and 
December of last year. The balance of cars for this railway will be 
delivered this month. All electrical equipments for the cars have 
been received. The new car shops at Mill Hill Park, which have. 
been equipped with the most modern and up-to-date appliances, are 


in full use, and it is expected that а very large saving in* 


expenditure will result. The replacing of the old wooden station 
platforms with concrete platforms is a substantial improvement. 
All of the stations are now lighted with electricity, and the cleaning 
of the tunnels and the rearrangement of the advertisements is 
receiving the attention of the company. On the Baker Street and 
Waterloo Railway the construction of tunnels and shafts between 
Baker Street and Westminster Bridge Road has been completed. 
Lifts are being installed, and the tiling is nearly finished. 
The permanent way is completed, and the conductor rails 
are being bonded. The car and repair shops at St. George's 
Circus are finished and completely equipped. The electrical 
apparatus for all the trains has been delivered and is ready 
to be installed on the cars. A delay has occurred in the 
delivery of the rolling stock, which has to some extent retarded the 
opening of the line, but it is hoped that the line will be opened 
for public traffic during the month of March next. On the Great 
Northern, Piccadilly and Brompton Railway the tunneling has been 
completed between Finsbury Park and West Kensington, where the 
line comes to the surface, with the exception of the station tunnel 
at Holborn. The lift and stair shafts have been sunk at all but two 
of the stations, aud the permanent way is being laid in the greater 
part of the tunnels; the tiling and general decorations of the under- 
ground stations are well advanced, aml three of the surface station 
buildings are in course of construction, and contracts for three others 
have been let. 'l'he contractors are progressing satisfactorily with 
the installation of the lifts; the rolling stock bas been ordered, and 
no delay in delivery is anticipated. It is hoped that this line will 
be opened for public traffic before the end of 1906. Work has been 
commenced on the section of the line between Holborn and the 
Strand, which has received Parliamentary sanction in the last 
session. The construction of this small section will not interfere 
with the opening of the main line. On the Charing Cross, Euston 
and Hampstead Railway the tunnelling is nearly completed. The 
lifts and stair shafts have been sunk at nearly all of the stations. An 
interchange station has been arranged with the London and North- 
Western and the City and South London Railway Companies at 
Euston. The rolling stock has all been ordered. It is hoped that 
this line will be opened for public traffic early in the year 1907. 
As regards the London United Tramways (1901), Ltd., good progress 
is being made by the company’s contractors in the construction of 
the authorised tramways in Kingston, Surbiton, The Maldens, and 
between Brentford and Hanwell. These lines are expected to be 
completed during the present year, and will link up important 
centres of population, and connect with the company’s main system 
of electric tramways in Middlesex and the London central area. 


Mr. C. T. YERKES presided at the meeting held at Hamilton 
House on Tuesday, He said that the report stated the affairs of 
the company very fully, and he had nothing to add except that 
since it was gotten up they had been making very rapid progress— 
more во than was their habit, and there were a number of matters 
which had just about come to the concluding point. Everything 
had been found to work as they wished it to. One thing that gave 
them a great deal of pleasure was that their estimates would not be 


. what the first-class passengers were going to do. 


per cent. of space on the cars to 7 per cent. of passengers. 


. the small amount of smoke. 
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exceeded, in fact, they would be inside them. That for the building 
of a large railroad properties was semething they did not often 
meet. All of their machinery was working well, and they were 
glad to say that the District was increasing its receipts, and 
wherever they had electricity in full force there were splendid 
results, There were places where they still had to run steam, but 
that they would get through іп a little while, and he was sure 
that their most anxious anticipations would be fully realised. 

Various questions were put to the chairman. One shareholder 
asked if he could tell them anything about the actual working of 
the District trains. Was the board generally quite satisfied with 
the present traffic arrangements, more especially as to the division 
into classes? He thought the traffic would probably run much more 
evenly if there were only one class, as on the Central London. 'The 
Chairman, in reply, said that they were now making experimenta. 
They were like a man going into business. They did not know 
Ав it was now, 
he would say that experience had shown that they were giving 14 
That 
they were going to change. They had expected the first-class 
passengers would run down to almost nothing, but they had been 
mistaken in that. They did go down very low at first, but they 
had increased during the last three or four weeks, until they had 
now got to about 8 per cent. of the total amount travelled. Of 
course, they got more from the first than from the third-class 
passenger. All of this would be regulated in accordance with their 
experience. If they found that the people did not require the 
first-class cars, they would take them off. In regard to a reference 
to overcrowding, the Chairman said that it was to their advantage 
to do whatever the public wished. The more they pleased them 
the better. | | 

Mr. Млкіхѕ asked if the power station was giving every satisfac- 
tion, and he mentioned the smoke nuisance matter, about which 
there had been something in the papers. 

The CHAIRMAN said that they would see more in the newspapers 
regarding the smoke nuisance than at the station itself. Chelsea 
was not in the habit of having tall chimneys, and big engine power. 
They had reduced their smoke to the merest minimum, and if they 
saw photographs of those smoke stacks it would surprise them to see 
They had the best apparatus that was 
made in the world. The power house was a complete success except 
for the noise, and that the Westinghouse Co. was now using every 
effort to do away with. | | 

Lord FARRER seconded the adoption of the report, and it was 


carried. 


The retiring directors and auditors having been re-elected, the 
meeting became extraordinary, and passed an alteration in the 
articles of association. | 


Eastern Extension, Australasia and China 


Telegraph Co. 


THE report for the half-year ended June 30th, 1905, states that the 
gross receipts during that period have amounted to £348,850, 
against £300,068 for the corresponding half-year of 1904. Working 
expenses, including £21,457 for maintenance of cables, -absorb 
£135,950, against £141,707 for the corresponding period of 1904, 
leaving a balance of £212,900. From this is deducted £3,384 for 
income-tax, and £14,615 for interest, &c., on debenture stock, 
leaving £194,900 as net profit for the half-year. After adding 
£22,181 brought forward, there is an available balance of £217,081. 
Two quarterly interim dividends of 1] per cent. each, amounting 
to £75,000, have been paid for the half-year, leaving £142,881, of 
which £100,000 has been transferred to the general reserve fund, 
and the balance of £42,081 is carried forward. The tariff for tele- 
grams transmitted between Japan and Europe by this company's 
route was reduced on July 1st last from 5s. 8d. to 4s. 10d. per word, 
making the rate the same as by the Great Northern Co.’s route via 
Russia. 


Rosario Electric Со. 


THE report for the year ended June 30th last, states that the 
balance at credit of profit and loss account is £11,298, to which 
must be added the amount brought forward, £013, making a total . 
of £12,206. The directors propose to allocate to amortisation of 
concessional rights £500; depreciation on buildings, plant and 
machinery, £1,981 ; and on tools, stores and furniture, £82; writing 
off half of the expenses of issue of 8,000 preference shares, £1,267 ; 
а .d after paying a dividend of 3s. per share on the ordinary shares 
there remains to be carried forward £2,667. The number of 8-с.р. 
lamps connected, including theatres (about 11,300 lamps), at June 
30th. 19905, was 67,994. In view of the continued demand for 
lighting and power, the directors have ordered a fifth steam dynamo 
of 500-Kw. capacity and accompanying boilers and accessories. The 
old station plant is still partially in use for serving the street 
lighting. It will be necessary to increase the capital of the com- 
pany very shortly in order to mcet the satisfactory expansion of 
business. Mr. Western, a director, is now in the Argentine 
Republic. } 


Richardsons, Westgarth & Co. 


THE report for the year ended August 25th, 1906, states that the 
profits shown in the accounts, after maintaining the buildings and 
machinery in a condition of thorough repair at а cost of £18,384, 
amount to £75,373, to which has to be added the balance bronght 
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from the year to August 26th, 1904, E16, 635— 492,008. The direc- ` 


tors now recommend a balance dividend on the preference shares 
at the rate of 6 per cent. per annum and a dividend on the ordinary 
shares for the year at 6 per cent. per annum, setting aside for 
depreciation £15,000, placing to reserve account £10,000, and leav- 
ing to be carried forward £6,758. The new turbine works and new 
brass foundry at Hartlepool, new iron foundry at Middlesbrough, 
and the ,boiler-shop extension at Sunderland, are now completed 
and fully employed. 


Anglo-Portuguese Telephone Co. 


A CIRCULAR has been issued to the share and debenture stock- 
holders, in which it is stated that since the installation of the 
common battery system in Lisbon a great improvement in the 
service has taken place. The number of subscribers continues to 
increase. Three new exchanges, Caxias, Queluz and Cintra, have 
recently been established ; the work of installing exchanges in 
Almada and Barreiro on the south side of the river has now been 
commenced ; and the necessary permissions for laying the cable 
under the River Tagus to connect these places with the central 
office have been obtained from the authorities. In Oporto, the 
reconstruction of the system has been followed by a steady increase 
in the number of subecribers, and the future prospects in this place 
are also distinctly encouraging. The relations of the company with 
the Government authorities continue to be most satisfactory. The 
proposal of the company to establish telephonic communication 
with the south side of the River Tagus has been cordially received, 
as it supplies a want which has long been felt. The issue of 
£50,000 5 per cent. debenture stock sold to the Consolidated Elec- 
trical Co., Ltd., in April last, for £45,500 was all subsequently 
paid for on the due dates. The proceeds have been applied by 
this company to the redemption of all outstanding debentures of 
earlier date, the debt due to the contractors has also been dis- 
charged, and the balance (£10,162) has been invested temporarily 
in short date Colonial Government bonds, pending its requirement 
for the extension of the company's telephone system in Portugal. 


ie 


Parsons Marine Steam Turbine Co. 


THE directors’ report to June 30th states that since the last report 
many important orders for turbine engines have been executed by the 
company. Further orders have been received by the company for tur- 
bine engines, and are at present in progress, and & number of turbine 
engines are being manufactured under licence from the company by 
various firms. Тһе company haa disposed of its original shares in 


Parsons’ Foreign Patents Co., Ltd., for a sum received in cash, and 


certain new shares which carry an interest, which the directors con- 
sider of considerable value. The accounts show a profit on manu- 
facturing and from royalties, &c. (after providing for depreciation 
on buildings, plant, and machinery, and tor experimental work and 
for renewal of plant, &c.), of £25,513. Adding the sum brought 
forward from the last balance-sheet, the amount available is 
£27,572. 'The directors recommend the payment of a dividend of 
7% per cent., free of income-tax (which, with the interim dividend 
of 24 per cent. already paid, will make 10 per cent. for the year), 
carrying forward £6,772. 


Western Telegraph Co. 


THE directors’ report for the half-year ended June 30th, 1905, says 
that the revenue for this period amounted to £283,360, and the 
working expenses to £116,665. After providing £14,146 for deben- 
ture stock and debenture interest and sinking fund, and £5,137 for 
income-tax, there remains a balance of £147,412; to this is added 
the sum of £3,892 brought forward from December 31st last, making 
a total of £151,304. A quarterly interim dividend, amounting to 
£31,190 has been paid, £60,000 transferred to the general reserve 
fund, and £5,000 to the maintenance ships’ reserve fund. The 
directors now recommend the declaration of а final dividend of 38. 
per share, making, with the interim dividends, а total dividend of 
6 per cent. for the year, and also the payment of a bonus of 2s. per 
share, both free of income-tax, which together will amount to 
£51,983, leaving a balance of £3,132 to be carried forward. The 
dividend and bonus will be payable on November 2nd. It is with 
much regret that the directors have to announce the retirement of 
their esteemed colleague, Mr. W. S. Andrews, through ill-health, 
The Right Hon. Lord Balfour of Burleigh, K.T., has been elected 
a director to fill the vacancy thus occasioned on the board. 


5 South Laneashire Electric Traction Co. 


THE Financial Times says that this company, which for some time 
has been in the hands of receivers for the debenture-holders, has 
recently assumed а new phase. The company’s undertaking was 
advertised for sale and a date fixed for the receipt of tenders. On 
the day following this date a meeting of the debenture stock- 
holders was called by the receivers to take their views upon the 
tenders received and to consider the position generally. At this 
meeting it was explained that two tenders only had been received 
for the property,and after considering the position generally, the 
debenturc-holders present in person and by proxy asked the Court 
to accept the tender of the Hon. Arthur Stanley, М.Р. (a large 
debenture-holder and a director of the company)—notwithstanding 


that the purchase price was below the reserve price fixed by the 
Court—for the assets covered by the debonture issue at the price of 
£150,000, upon Mr. Stanley undertaking to offer to the other 
debenture-holders, ratably to their respective holdings, the right of 
participating on the same Ъавів аз himself in any company which 
might be formed to take over the said assets or any other dealing 
which might be made therewith. The Hon. Arthur Stanley now 
proposes to form а new company, aud has invited the debenture- 
holders, in accordance with his undertaking, to participate on the 
ваше basis as himself in this formation. It is stated that about 95 
per cent. of the debenture-holders have responded, and agreed, to 
come in. The property consists of a light railway between Liver- 
pool and Prescot and the South Lancashire tramways between St. 
Helens and Hindley, Atherton, Leigh, Bolton and Tyldesley, 
already constructed. The company has also powers for lines not 
yet constructed, which will connect the existing lines with Man- 
chester, Bolton, Warrington, Newton-le-Willows and Earlestown. 


Westminster Electric Supply Corporation. 


A MEETING of this corporation has been called for Tuesday next, 
at 11.30 o'clock, at Eccleston Place, to consider a proposal to 
increase the capital from £800,000 to £2,000,000. The resolutions 
to be submitted read as follows :— 


1. That the capital of the company be increased from £800,000 to £2,000,000, 
by the creation of 240,000 new shares of £5 each, of which 90,000 shares be 
issued as ordinary shares, and 160,000 be issued as preference shares carrying 
a cumulative preferential dividend at the rate of 44 per cent. per annuin, and 
ranking pari рази with the 50,000 preference shares authorised by special 
resolution passed and confirmed on the 4th and 19th days of December, 1901, 
and that any preference shares thereby authorised and unissued shall be issued 
upon the terms of carrying dividend at the rate of 44 per cent., instead of 5 per 
cent. per annum. 

2. That the directors be and are hereby authorised at their discretion out of 
the balance of the reserve fund for the time being and the balance of revenue 
carried to the general balance-sheet as on December 3156, 1904, to divide 
between the holders of the preference shares issued prior to the date of this 
meeting, rateably in proportion to the amount paid on the preference shares 
held by them respectively, the sum of £15,640, free of income-tax. 

8. That if the holders of preference shares consent to the reduction of the 
dividend thereon, 8,128 of the pre eeno shares unissned be offered at par to 
the existing preference shareholders for subscription rateably in proportion to 
the number of preference shares held by them, on the terms that such 3,128 
shares shall be paid up in full on allotment, out of the sum provided by the 
previous resolution, and carry а cumulative preferential dividend at the rate of 
44 per cent. instead of 5 per cent. per annum. 


The object of the resolutions is to provide for the further capital 
that may be required from time to time during the remainder of 


‚ the company's concession, which is estimated to amount to 


£1,000,000. The capital expenditure so far has been £1,085,000; 
the issued capital in ordinary and preference shares has been 
£690,755 plus £250,000 of debenture Stock, making 4 total of 
£940,755. 'The proposal embodied in the above resolutions will 
ensure the raising of such new capital at a lower rate of interest. 


Brunner, Mond & Co., Ltd.—The directors have 
declared a dividend on the ordinary shares for the past half-vear 
at the rate of 36 per cent. per annum. The directors will propose 
to apply a portion of the reserve fund to paying a special dividend 
of 334 per cent. on the ordinary shares, payable in cash or in £1 
ordinary shares at par. ' 


South Lendon Electric Supply Corporation.—The 
company announces that the sales of current for the quarter ended 
Michaelmas last amounted to £17,577 against £16,755 for the corre- 
sponding quarter of last year. | 


Edison & Swan United Electric Light Co.—The 
dividend warrants in respect of the dividend declared at the 
meeting on October 12th last, will be paid on Thursday, 
December Ist. 


Stock Exchange Notices.—The Committee has ordered 

the undermentioned securities to be quoted in the Official List :— 

County of Durham Electrical Power Distribution Co., Ltd.—20,000 5 per cent. 
preference shares of £5 each fully paid, Nos 1 to 20,000. - 

Lisbon Electric Tramways, Ltd.—500,000 ordinary shares of £1 each fully paid, 
Nos. 1 to 500,000; 425,553 6 per cent. cumulative preference shares of £1 each 
fully paid, Nos. 1 to 425,553; and £500,000 5 per cent. mortgage debentures of 
£100 each, Nos. 1 to 5,000 (registered). 

Montreal Light, Heat and Power Co.—170,000 shares ‘of $100 each fully paid 
of the capital stock (Montreal certificates). 


Metallic Seamless Tube Co.— The annual meeting 
was held at Birmingham on 20th inst. Mr. W. Neale, the chairman, 
contrasted the present position of the company with the situation 
some time ago, and congratulated the shareholders on the improve- 
ment and the satisfactory prospects, For once he had to offer no 
apology for the absence of a dividend. The business was increasing 
largely and they had had to introduce fresh capital. The secouder 
of the resolution (Mr. G. Yorke Iliffe) said that the company was 
one of the very few tube-making companies which were working at 
a profit. 


Cape Electric Tramways, Ltd.—A meeting of this 
company was held on Wednesday to consider a resolution autho- 
rising the directors to raise a sum not exceeding £200,000 by 
debentures, as already mentioned in our columns. Sir Charles Euan 
Smith, who presided, explained that the money was needed for 
relaying the line, and also for extensions to Builengraph. Mr. 
Rommell, the manager, said that the lines wore out quickly in 
consequence of the streets being washed with salt water, and owing 
to the dust storms. The resolution was carried after some opposition, 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


— ша, — 


Fort- Receipts for | No. Route 
Locality, night the of | Total to date. miles 
ended. fortnight. | wks open. 
| | £ #* | $ 
5 sa .. Oct. 21 21 81,705 | — 1,646 
EA ws „ 81 23 8,925 ,— 117) 8 
Rath as " » 1.8 42 „0580 | + 1,762 | 18 
Birkenhead . » 22 29 81,122 | — 619'185|.. 
Blackburn .. » 18 294 | 29,918 | + 966 |14-25 
Blackpool Corp. .. | „ 19 29 42,215 | + 1,934 11:87! .. 

" —Fleetw'd! „ 21 16 18,871 | — 80 .. 

з — Lytham June 22 84 7,608 : ee 74 z 
Bolton 00] Oct, 22 30 | 58,602 | + 2,085! 96 |+ 1 
Bournemouth ‘ о 18 284 | 42,443 | + 6,959 17:4 |+ 74 
Bradford : » 21 29 | 131,740 | — 7,006 | 53 А 
Brighton w 2 30 32,917 б: 95 
Bristol oe 99 20 se ee | 28:5 
Brit. Elec. Trac. Co. 

Airdrie... Oct. 18 11 8,428 | + 133 85! .. 
Barnsley .. p 18 RE 6, — 295| 8 а 
Barrow... s+ | » 18 t 10,117 | + 2,114 | 537 | .. 
{Birmingham ad » 18 i ,824 | + 2,026 | 14:5 
Birmingham (Mi » 13 эў 66,248 | + 719 12:25| .. 
Devonport „ 18 a 19,203 | — 2,879 | 8°85| .. 
Dudley—8to'rb'ge » 18 35 87,456 | + 1,882 21-255 
Gateshead.. » 18 si 97,806 | + 699 [11:25 .. 
Gravesend, N'fleet » 18 59 9,700 | — 920 65] .. 
Gr'n'k, Pt. Glagw| „, 18 „ | 26,758 | + 2918 725 
Hartlepool ee » 18 IT] 11,111 — 1,151 6:72 . 
Kidderminster » 18 30 „168 — 285 45|.. 
amington » 13 13 2,822 | + 1,180 s 
Merthyr 97 13 41 7,857 — 433 2:9 ae 
{Metropolitan „ „ 110,195 448, 6777. 
Middleton » 13 + is 14,220 | + 611| 85|.. 
Oldham — Ashton „ 18 Е „ | 22,983 | + 427 9˙13 
Peterborough ..| , 18 282 -- 59 „, 5,795 | — 567 | 5°81) .. 
Potteries .. „ 13 | 8.641 (+ 139 „ | 69,710! + 489 | °° 
thesay » 18 167 |+ 49 „, 9,195 | + 9,682 | 2°75 | .. 
Sheerness ar 11 19 — 2|,, 2,983 | + 305 25| .. 
Southport » 13 578 — 17 „ 13,346 — 433/817! .. 
South Staffs » 18 1,676 + 179 „ 29,985 | + 816 13:87, . 
Swansea „ 13 1,608 |. 58| „ 29.588 + 7,043 % 7: 
+Taunton .. ..| Вер. 8 57 — 336 1,851 — 191 1°5! . 
Tynemouth .. | Oct. 13 | 496 — 48 41 | 11,159 — 1,598 | 9°75 
eston-s-Mare ..' „, 11 158:- 2] , | 6,5 + 629. 3 
Avolvertampton.D. „ 18. 853 + 46 „ 16,321 | + 153 14:75 
t Worcester.. ` .. „ 18, 582 |— | , | 12817 + 569 575.. 
Wrexham. In 18 18 — 4 „, 4.213 — 971 4 
Yorks, Wool. Dist. „ 18; 1,361 + 290 , ,, 26,987 | + 2.628 17 
i L 
Burniey .  ..|lOct. 21 2.116 " 2 CU мы | T5 .. 
Burton-on-Trent ... „ 22 | 556 — 102/29 | 9,578 — 1,283 | 85, 
Bury ae oe ae 95 15 1,396 : ee 28 21,249 ee 10°5 ee 
Cardiff І e 14! 8,83 + 87/28 | 60317! + 320 158|,. 
Carlisle i Dit S 21 | 1405 T 22 | 42 | 7,863 | — 531. 
atham an d ,209 |+ 42 | 28,145 | 8,087 9˙3 
Colchester .. „ 18 3831; .. | 12 | ‚139 | . |1 vix 
Cork x „ 19 | 923 те 83 | 42 20,748 f 765 999 
Darlington be „% 2l 387 + 838 29 058 | M Lugo 
Darwen 4, 20. 475 + 8 | 29 7,214 + 397 486; is 
tDover Aug. 12 84 + 27 32 6,651 — 268 85 .. 
Dublin ‚Ос. 20 9,380 — 807 | = 85,1152 — 846 185.415 
Dundee „ 18| L988 + 247 22 | 90,00 + 9311 125| .. 
East Ham „ 21 1,480 |+ 187 | 29 | 24,996 + 2,656 6-75 .. 
Glasgow : „ 21 30,862 41,876 20 | 317,196 +15,79) 76 +85 
Gloucester .. „ 18 507 — 43 29 9,287 9 
tHalifax . „ 4); 1,501 4 101 | 27 45102 |+ 2,010 87 + 4 
Huddersfield „ 21 2,043 + 121 29 | 40,55 + 1119 | 28 
Hull „ 21, 6483 — 28 29 65,530 + 574 18 : 
Ilford . ЖОЛ 810 30 | 14,689 222 : 
Ilkeston „ 18 217 29 3.565 — 761 85 .. 
Ipswich | „ 21 704 99 13,800 — 1,696 10 
Isle of Thanet „ 21 659 42 | 29,074 | 8,005 
Kirkcaldy .. » 18 386 es a Jt 75 
Lan’kshire fuo. со. » 19, 1,682 49 31,011 |+ 8,681 | 1275 + 8-9 
Leeds А „ 21 | 11,295 29 | 180,764 |+ 3,553 89-5 4 8 
Leicester н 21 4,272 42 87,857 |4 98,034 | .. 7 
Liverpool „ 14 21, 278 4l | 435,579 |+ 8,840 104 + 1 
L. C. C. „ 7| 29,182 sT | 412,834 462,232 | 51d 4 4g 
Lowestoft .. „ 21 3 515 — 88|85|,. 
Manchester .. н 21 | 24,673 29 381.159 15,422 | .. 2 
Newcastle » 21) 7.361 29 | 112,242 |+ 2,984 n 
Newport „ 21, 1,062 8 028 | 136 | 14:5 [f 1˙5 
Oldham, |,» 92 | 8,292 30 900 | + 18,448 (28°75) 4 5; 
Plymouth. 9s : ze " ats ри in > 
Pontypridd . iv. 21 29 4,916 8 8:5 .. 
Portsmouth . „ 21 3.184 29 | 64,300 l+ 1.222 145 
Reading „ 19 549 99 19,143 |. — 83 zz ANa 
Rochdale .. „ 21| 1,592 29 22,875 |+17,123 are t В 
Salford . f| „ 17| 8,130 29 | 125,775 |+ 6,684 < 
Shemeld ©. Ul” J- 9,476 0 | 1491205 " 
еше vt » з 80 7 + 6, бт 85° 16 +] 
Southampton . 18 1,784 24 2,286 — 15 
Southend-on-Sea .. у 26 1,089 17 6,596 | + 468 6˙25 e. 
Stalyb'dge, Hyde. eo: eti 14 | 1,248 98 18,718 21 
1Stockport |] „ 18 730 98 21,704 + 4,494 155 164 
‘Sunderland .. „ 22 1.198 29 008 + 980|.. |.. 
Swindon vs А aie 18 791 2 m ps 44 M 
eside oe )5 і . 1 + 889 8 » 
Warrington ee ” 19 à 618 | 29 9,988 | i+ 490 | 6: 87 + .95 
West Ham .. | „ 19 8,919 . 99 52,192 |+ 21,816 18:25 ..8:4 
Wolverhampton. „ ͤ 18 1,49 Е T s 10 „ 
| 
| ! | : | 
Cen. London Rly. Oct. 21 13,837 16 | 95,748 — 1,502 6 .. 
917 07 S. Lon. Rly. „ 22 5,487 16 38.613 — 428 625 .. 

lin- Lucan Rly. „ 20 216 16 2.200 + 6 1" è 
G. N. and City Ry „ 21° 8,065. 16 | 23,078 + 5,945 85 .. 
L' poo} Overh'd Rly. „, 22 2.80 12 26,592 — 972 6°57 „. 
Mersey Railway н 21, 8,181 ‚16 24,931 + 1,670, 465 , 

| 


| 


| 


* Compared with the oorresponding period of 1904. 
1 Inoludes horse and other receipts, 


+ One week only, 


STOCKS AND SHARES. i 


| Wednesday evening. 
MARKETs remain in a slightly nervous condition, sensitive to every 
variation in Lombard Street and apprehensive of unknown 
troubles. Investors show a disposition to wait upon the trend of 
events, but they are making their presence noticed in the Home 
Railway department, one of the few markets displaying anything 
like strength this week. Electric Supply issues have fallen back 
to some extent, after their recent little spurt, but the Telegraph 
section is firm, and a few rises in Traction descriptions may be 
ascribed to the better tone of Home Railway stocks. 

With regard to the latter, a rise of 2 in City and South London 
Ordinary will be doubly welcome to the holders of the stock, 
because of the long interval since the price last gave any signs of 
animation. Central Londons have so far failed to participate any 
further in the general strength, but they have, of course, been put 
up several points during the past few weeks. Districts have risen 
34, to 383, upon tbe improvement of the traffics, to which atten- 
tion was directed in our last Notes. The increases amount to little 
enough, but are taken by some people as a good omen for the 
future, now that the electrification of the line is so nearly com- 
pleted. In the firmness of the market, as a whole, Districts may 
be put higher, but the stock is not worth the present price upon 
merits, however much ingenuity its special pleaders exercise upon 
the figures, present and future. Metropolitan Consolidated put on 
24, to 914, and East London stays about 53. 

Strong buying of London Motor Omnibus shares has raised the 
price to 2}, an advance of 44, and a maiden dividend.at the 
rate of 5 per cent. is prophesied, so there is quite likely 
to be profit-taking before long. British Electric Traction 
Ordinary are à better at 94, and the revival of trade round the 
country should prove beneficial to the concern. London United 
Tramways Preference shares are 10. The Argentine group stiffened, 
under the leadership of Anglo-Argentine Ordinary, 8 up at 813, the 
Preference being 6. Accounts from Buenos Ayres point to the rail- 
way strike being all but over. Belgranos are 318, and the “A” 
Preference & couple of pounds more. Auckland Tramway 5 per 
cent. Debenture has been done at 105, and Potteries 44 per cent. 
Debenture at 1034. In advancing to 91, Calcutta Trams put on 1, 
the new shares also being a good market at 83. · 

For some reason difficult of understanding, the whole Electric 
Lighting list weakened upon the new proposals of the Westminster 
Co. This undertaking issued notices calling its proprietors together 
next Tuesday to consider suggestions for increasing the share capital to 
£2,000,000, and both Ordinary and Preference fell sharply, the former 
as much as 22s. 6d., to 12. Apparently a section of the proprictors 
took alarm at what they seemed to regard as a possible swamping of 
the market with new shares, a course not in the least likely to be 
pursued. Colour may be lent to this theory by the directors’ 
inteution to issue £250,000 in new Preference shares if the scheme 


is carried, but the announcement gives no hint of any determination 


to appeal for more money than this at present. Further proposals 
are submitted for the reduction of the Preference interest to 43 per 
cent., a fall of 4 per cent., present holders to be compensated by 
the issue to them of one new Preference share free of charge. 
Shrewd investors will see an excellent opportunity in this slump 
to acquire cheap stock. 

Sympathising with the decline in Westminsters, the market 
altogether is weak, and several falls are to be noted. Brompton 
7 per cent. Preference fell j, and so did City of London aud 
Edmundson's 6 per cent. Preference, the inference being that the 
interest upon all of these may be lowered if the Westminster's 
suggestions are carried. Charing Cross Ordinary lost 3 of their 
last week's improvement, while County of London's rapid rise 
tempted realisations, with the result that the price fell 4 to 10 
middle. St. James's Ordinary are the same fraction easier at 143, 
although the 7 per cent. Preference, paradoxically enough, added 4 
to 9. This is the solitary improvement in the list, except for a 
hardening of a couple of Debenture stocks. 

Interesting particulars for London travellers are contained in the 
third annual report of the Underground Electric Railways Co., 
although essential details with regard to finance are extremely 
meagre. The Baker Street and Waterloo line should be open six 
months hence; the 4 per cent. Debenture stock, we may add, is 
quoted par to 102. The Great Nortnern, Piccadilly and Brompton 
line will it is expected, be open at the end of 1906, and the 
Charing Cross, Euston and Hampstead а few months later. Quota- 
tions y the 4 per cent. script of each, with £ qd рас are 755 and 
75 respectively. The Underground Electric ways Co. has an 
authorised amount of 7 millions sterling in profit-sharing notes, of 
which £3,599,200 are issued, and not the whole amount, as some 
financial critics appear to imagine. The price is about par. 

Manufacturing shares are rather better on the whole. British 
Insulated rose to 7, and Callender's to 113. Belliss & Morcom have 
not changed, despite the lamented death of Mr. Belliss. The works 
at Edgbaston were closed last Saturday, upon the occasion of the 
funeral. 

Eastern varieties went better, in the Telegraph market, China” 
shares adding 10s. to their price upon the issue of a very satisfac- 
tory report. Eastern Telegraph stock rose a point, and Direct 
United States Cable shares are 10s. harder. The Anglo-American 
Telegraph stocks} are virtually unaltered, but Western Telegraphs 
rose 10s. also by reason of the issue of a гарон Тер ЕЯ 
stantial progress. In the Telephone section, Monte Video 
shares are the only ones calling for attention, with their advance 
of $, to 44. The Preference stand at the same price. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


. TELEGRAPH AND TELEPHONE COMPANIES. 


eue, ‘Oct, 25th. 
| 
1002. | 1908. | 1904. Highest Lowest. 

84,800 | African Direct Telegraph, 4 % Debs... — .. .. 100 1% 4 4 99 —102 Ж ; 

26,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 95,000 | 10 i ZEE 3 — 8 87 . 

119, 7008 по татыр бои. 1 to 1,950 Red. 200 au ES Nil | РА M ша. " 

768,580 Angio erican egraph ee ee Stoc 8. | Е = А ; 
8,118,910 | Do. do. do. 6 % Pref ..  .. | Btock | 6 % 6% 588.7 1 1094х 108 —109 ind 107) ' } 
8118,10 | Do. do. do. De п . Stock | ав | Ni 5 | 161—1 10—18 | 6% — 

44,000 | Chili Telephone, Nos. 1 to 44,000 P b x 17% | 8%! .. 1 7 1%— 77 Tur 
1,982,856 | Comme SEC ы Bk. Red. | Stock 4 « Y 97 — 99 7 — 99 98 97 

6, Cuba Telegraph . a oí 10 10 * v ! 5908 9 — = T 
Do. 10% Pref. ora.” . Е 0 10 5 5 10% 10 і 53 1 1 17% : 
Direc Spanish elegrap U ә oe ee oe * * 
6,000 E do. 10 % Cum. Pref. 5 10 10% 10 V | 10 ži — : R 

80,000 Do. do, 44 Debs. oe 50 44^ $ y y. 44 $ 100 —108 1 —108 96 

60,7102 | Direct United States Cable 90 84 BY 83 Xg] 121— 193xd 18} 12$ | +4 

74,600 Direct W. India Cable, 44% Beg. Deb. +110 13008. 100 44% 4% ы, 100 —102 100 —102 1 
4,000,000 | Eastern Telegraph, Ord. Ре Stock | 7 1% 1 & 5 %§ | 142 —145 xd | 148 —146 1 1601 +1 
2,000,000 Do. 84 % Pref. Stock `' .. | 100 83 88% | 384% | 34904] 890 — 91 xd 2 . 
1,896,814 ; Mort. Deb. , оок | Red. мок 1 - X, : i i 108 10, 3 10 c 09 TREES 

, Eastern Extension, Australiasia, and China Tele. * A x Я 

600,400 Do. 4% Deb. Stock .. .. | Stock | 4 4% | 49, | 4 Xt T gum 105 —108 85 P 

800,000 East& 8. Afric. Tel., 4 Mt. Db., 1 to 8,000, red. 1900 | 100 4 4% | 49% 7А 101 101 с a 

900,000 | Do. 4% Reg. M. Debs ‚ (Mauritius Bub.)'1 to 8,000 25 i 4% | 4 1014—1 1044—10849, | 1014 .. 

180,887 Globe. elegrapb and Trust Р is 10 |48 54% 58 r 1 11 11 10; 10} : 

180,887 Do. do. 6 Pref . E EN 6% | 6% 1 m 1 Ma 1414 

150,000 Бг монеа boi оо Сл 10 [1% 15% 24 X " — 

alifax Bermudas iat | Mort. 
46,500 | Бере within Noc 1 8.0 dd 100 | 4% | 4% | 4% 100 —103 100 —102 , ы 
17,000 | Indo-E Telegraph op 25 10 10% | 18% m 543— bb — 57 56} + { 

72,680 | Monte Video Telephone Co., Ltd. Ord. © “ч 1 8 18% 4 T" á- 1 1 1 + 
1,988,883 | National Telephone, Pref. Stock : a .. | 100 6 6 $, 6 « 6 905 | 112 —118 119 —118 1127 112 НЕ 

: Do. Def. Btock ide wx | 100 4 5% | 5% | 595 | 107 -108 107 —108 108 107 n 

15,000 Do. do. 69 Cum. lst Pref. . 10 6 6% | 6% 645 19 — 15 18 — 15 143 14 Y 
215.000 Do. do 8 ream IN 10 6 6% 65 б i iter re E ^ 
U Ф е on-cum. е 1 to 250,000 p e y 2 58 = ee 
2,000,000 Do. do. 5) k Red. Btock 849% DE Wi 98 —100 98 —100 oat? be 
1179.18 | Oriental Telek. and E Deb. Э.Т fully paid PS 6 а е Ж "^ у dà k 
„ en е р: тю A : — — is 

50,000 Do. do. do. um. Pref. 1 6 6% | 6% 6 4 lÁ— les ic“ 8 

100,000 | Pacific & European Tel., 4% 30855 ~ Dele. ltol 900 100 4 4% 4% |. 100 —108 100 —108 T Я “з 

11,898 Reuters КА " 8 5 5% | 5% | Ба Um ха 7]— 8} i 

8,297 | Submarine Cables Trust З vs ss .. | Cert. 6 6 + 6 9 А 195—198 xd | 125 —128 12 Ў " 

68,000 | United River Plate Tele bone 6 7 8 « 8 «€ 5 7 — af т— d 7 1 ҮЕ 

40,000 Ро. 5% um. Pref., Мов. 1 to 40,000 Б b 5% | 59 |, .. bł- К 

179,947 | do. 65% Debs. з Stock 5 5% | 5% | 110 —112 110 —112 112 ae Ё 

15,6091 West African Telegraph, Shares 10 2 4 & 45 4% 10 — 1 10 — 10 - 

80, W. „Сов of America, 1 to 80,000 & 58,001 to 53,006 23 i @— м fa : M — 

150,000 | «Bs Debs., 1 to 1,500 . by Bras. Bub. Tel. 100 4 4 4 es 100 —102 10) —103 vi M 

901,980 Western elegraph, Ltd., Nos. 1 to 907,980 10 1 1 1 vs 14 — 143 Hi— 14$ 148 43: + { 

76,000 o. 5 XD Debs. and series, 1906 100 b 5 5 ee 101 —108 103 —109 ae ee ee 

668,880 р до. Deb. Btoc ee 100 4 4 4 ee 1 э! 1 —ї ° ee 

West Indis aud Резин Тс . ° ee 10 ee — à 4 1 өе ee 

84,563 Do. do. 6 Cum. lat t. ee ee 10 7 7 "i oR eo TR 9 == 9 oe ee 0 

4,660 Do. do. 6 Cum. and Pref. ° ee 10 N ° о 1 = 8} 7 — 8 73 ae к i 
80,0001 Do. do. 5 & Debs, Nos. 1 to 1.0 | 100 6. % | 6% | 5% is 101 —104 101 —104 2% 9 - 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| | | | 

850,000 Tc S eo EN OT " 6 ET 8% 6 %8 8А — * á | T + 3 
1,300,085 Do. 54 % Cum. Prefs., 1 to 260,007 ` 5 5% | 6% | 5 ра PE UN 

266,600 Do. Permanent, 6 %, Deb. Btock, 1888 | 100 e 6% 6 6 2 141 —144 141 = ; | В ae 

900,000 ^ Auckland E. Trams., 5 % lst Mort. Deb. Stock. | 100 5 5% | 5 5% | 104 —106 104 —106 Soa! Me 

590,000 Babcock & Wilcox, 1 to 580,000 1 sx. qud 20 16 д 4 xd! 8} 4 Mer de side 

100,000 do. 6% Cum. Pref., 1 to 100,000 . 1 Я | 6 6% | 6% l4— lAxd! 1Ь— lg | .. , .. is 

40000 British Aluminium 7 % Cum ‚ Pref. . e| 5 In Nü | Nl | . В = И! ö 

90,000 Do. do. A” 6% Cum. Pref. .. 86 Nil | Ni ^ Ni  .. ! i | ceran ee Oe 
20,000 Do. do. 4 Funding Certs. 5 oe ee | eo oe | | 235 | | oe 

900,000 Do. do. 5 & 1st Mort. Deb. Btock Red. Stock | 5% | 5% 5 | .. - 100—104 | 100 —104 „ "Pe 

300,000 British Columbia E. Rail Def. Ord. Stoc 10 6% | 645 12 1% 1 1 E ue 

300,000 | Do. 5 % Pref. Ord. Stock M 100 | .. 595 5 | gy | 109 —112 . 100 —112 Е 

115,000 Do. RA can Perp. Pref. Stock .. . 100 | .. 5 6 5% 1 106 —108 105 —108 " 

240,400 Do. 43 lst Mort. Debs., 1 to 6,250 . 40 | .. | Ts | 4 | 1% i 101 —`03%ха' 108 —105% | +2 

220,000 , Ро. 4, Vancouver Power Deba., 1 to 2,200 a 10 o а | ai% 4% 100 —103 100 1 n Я 

188,801 British Electric Traction А ВУ 0 8 6 6 | .. '  94— 10 98— 100 93 94 + à 

156,487 ; do. 6 Cum. Pref. .. 10 6% 6345 6 © | Mel 1-14 | ong] n е 
1,000,000 Do. do. S erp. Deb. Stock .. Stock 5 5 5 D x 121 —1 121 — 123 1 1211211 

250,000 Do. do. Deb. Stock Red. 100 „ 4X .. 99 —101 99 —101 | d zm | m 

100,000 ' British Insulated and Hel Fables Y 5 10 ‚ 8 8 | 8 «tf 63— 7 €j— 72 | i + 3 

100,000 Do. do. 6 % Cum. Pref.  .. ЭЭ: 6 ' 6 6 64 be 64 657— 64 „ ere 

600,000 Ро. do. 4495 let Mort. Deb. Red. 100 | 44% 4% S Чы 103—100 из — 06 > 

212,000 | e оаа S ч Debs. zs | 100 .. | 49% 4$, | 49% ^ 93 —100 98 —100 | Be | 

t British Westinghouse ef., 1 to 200,000 and : ^ RC | A | — 
2,000,000 ', 275,001 to 47,00 5 | 6% © Ni | .. | | 9$— 928 i.. ie 
1,016,353 Do. % Mort. Deb. Stock .. — 100 Ж 4%) 4% 4% 85 -- 89 Е Р 
50,000 JBrowett, Lindes & Co., 0rd. : ‚| #1, Nil | Ni | Ni | .. 4 E! M uM Ж 
60,000 1 Do. do. 6% Cum. Pre. £1 Nil | Nil : Nil ^ .. ' 14/6 to v | UB B | .. NP = 

105,731 Brush Electrical Engineering, Ord., 1 l to 105,781 . .| 2 Nil | Ni , Nil w | 4— | м 8 

150,000 : Do. Non-cum. 6 % Pr БА sail з : 6 | б Ф 6 EN ao 1 | li— 1 | "N : EC 

125,000 Da. bep Deb Most Ө Stock 43 43 23 — 97 | — 97 35 ¼ ; 

125,000 Do. Perp. and Deb. Stock Stock 42% 44% . 78 — ВІ 78 — 81 п... 

500,000 Buenos Ayres & уу 1 to 100,000 9 3 0 4 .. 30. g-- BRS $',— 31 E de P ON E XM 

200, 000 Do. A б Cum. Pref., 1 to 40,00 5 eS 6 6 K, бе ф | M 21, xd Fo t 

137,500 Do. “В” do. 1 to 27,500 "EIE. 6 % 6% Є 5 14 5 — kA xd! т 

317,700 : ро. 5%, Deb, Stock .. ..  .., 100 5 % 5 % 5 . | 106 --108 106 —108 * 

190,000 Do. 5 9, Ind Deb. Stock е 100 5 % 5 % | 5*5 | 102 —105 102 —-105 

525,000 Calcutta Trams., Ito 105,000 .. "Tt 5 6% | 8% |" X$1 — 9 | 9— 9 | -1 

163,050 — Do. 105,001to 197,610 ..  .. | 5 : . | 8d — td 81— 9 | Е 

350,000 ро. 14 W Ist Deb. Stock 2... 106 к | 44%, | 4% | 449 107 — 109 107 —103 CE ДР? 

45,000 — Callender's Cable eee shares 5 15 $ ‚ 12496 505 10 lua— 161 11 — 12 ll 1141 +1 
40,000 Do. do. 5 % Cum. Pref. 5 5 5 & 5 ‚6%, ! : б@— 5 ЫА ue Cus a 

800,000 — Do. do. 449% lst Mort. Deb. Stock Red. Stock 43% , 44% 44% , 44% 109 —111 109 —111 110 110 

491,222 Cape E. Trams., 1 to 491,222 1 . 15% 10% | 548  N— 13 1— 14 e — 4 

450,000 ояе. Keliner не 1 to 450,000 1 s 4% 4% T 1 1 ' 

230,911 Do. 44 % lst Mort. Deb. Stock 100 e 43% 489 | 44% 97 —102 $7 —102 
1,963,208 Central London “Railway, Ord. Stock ; Stock 4 4 4 | 4 "6$ 91 — 93 91 — 93 91 íi 

528,806 Do. do. 4% Pref. Stock .. Stock 4 4 4 4 e 101 —103 101 —108 | 

623,906 . Do. do. Del. do. Stock 4 | 4 4 NUM 88 — 86 83 — 853 84 
1,390,000 City and South London Railway eu ši .. Stock 340% | 2 | % 2 %8 40 — 42 42 — 41 428 +9 

85,000 — Toner & Co., P4 ү Ж ао. " Debs;, 1 8 5 Ф 96 Jose! lj— 13 | 1#— Цц 14% ee 

8 0 eg. to ‚ , 
100,00! 900 of £100, and 901 to 11,000 of 260 Red. } 2 5% 5% 5% 9 —100% м — 99 $7 -1 


+ 
1 


A period of nine months. t Quotations on Liverpool Stock Exchange. | Unless otherwise stated all shares are fully paid. $ Interim dividends 
| Апа bonus of 10s. q From Manchester Share List. 


= — — — — — — 
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SHARE LIST OF ELECTRICAL COMPANIES.—{ Continued). | „„ ogg 


, 


ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —(continaed). 


Present NAME. M .. Dividends for the Quotations сөзү ш aded Ы 

аре; ae: | Share. last four years. Oct. 18th. Oct. 95th. | Oct. 25th, 1905. Fall - 
+ | 1902. | 1908, | 1904. | 1906. Highest Lowest. 

260,000 | Dick, Kerr & Co., 1 to 52,000 . "AL » | . 10 % Bà— 9 xd 8j— | .. $ 
305,000 Do. do. 6 ꝙ Cum. Pref., 1 to 61,000 a 5 6% 6 | 6 о б — 63 ха: 6— | : 
294,150 Do. do. 449% Deb. Stock .. | 100 4% 44% | 4 106 —108 106 —108 К | 
600,C00 | Dublin United Trams. (1896), 1 to 60, 000 10 vs 6% 3 13]— 143 134— 144 
599,700 Do. 6 Pref. between 1 and 60,000 10 = 6 6% |6 15 — 16 15 — 16 
9000 Do Debs. ae 100 e 4% | 4 4 pot 5: ; 101 » zu ; { 

; ; % A " Debs. я : E = ; = 
300,000 bi “в” Deb. Stock 100 m м Же E 97 — 99 А +} 
99,201 - Edison 4 & Swan Utd., “A” shra., £8 pd., 1 to 90,961 5 Nil ü 21% li— 18xd| 12— 1 | = 
17,189 Do. А" shares, 01—017,199 6 Nil Nil „ 9— 9 xd 2 — А 5 
814,023] 4 % Deb. Stock Red. 100 4 4 4 - 85 — 90 85 — 90 864 ; ; 

100,0001 Do. 6 % 2nd Deb. Stock Prov. Certs. all pd. | 100 5 5 b КА 9з — 91 92 — 97 M 
119,100 | Electric Construction 1 to 112, 100 2 6 4 Nil 2s 1- of — { 8 : 
Am m е mens . % TS | | иси | эси 2r 
U етр ° 0 ae жыш a * [ ee * 
F fcr OL ne 
780,000 | Gt. N. & City Rail Pref. Ord. “А "4 % 1 to 18,000 10 3 4% 4% 5— 63 5-- 5 D. ‘a 2 
96,000 | Greenwood & Batley 7 % Cum. Pref. 10- 71% 7 % 7 102— 11 105 11 © s ; 
80,000 Do. do. 5% Mort. Debs. : .. | 100 ч ‚б 5 5 85 e .. — .. ке З 
010.000 Henley "а (W. P.), Telegraph W. Works, Qu. .. -: si А 20 15 15 10%$ 12 — [^ per p^ 12A ya : 
45,900 Do. do. 4 ort. TaS Stock | Stock 4 4 4 э} 109 —111 109 —111 к : 
50,000 | India-Rubber, Gutta-Percha & elegraph Works.. 10 10 10 b 23961 154— 164 154— 164 2s ; Ys 
800,000! Do. do. 4% lst Mort. Deb. .. | 100 4 4 4 SA —109 99 —102 TEE a 
87,500 Liverpool Overhead Railway, Ord. ni 10 13 13 “= 24— 2% 2— 2% ae А 
10,000 Do. do. Pref. 410 paid 10 5 5 5 & 5 & 9— 94 — К ak 
600,070 | London United Trams (1901), 1 to 50,007 >> 10 EC 8 6 4 %§ 10 — 11 10— 11 22 И 
399,930 Do. do. 008 to 100,000 (£4 paid) .. | 10 e 8 6 4 4% 4— 5 4 — 5 Ks Ж 

1,195,000 Ро. do. 595 Cum. Pref., 1 to 195,000 .. | 10 i 5 Ф 5 Б 92— 10} 93— 10} ч 

1,831,000 Do. do. 49% 1st Mort. Deb. Stock — .. | 100 j 4% | 4 4 100 —108 100 —103 i к 
100,000 | Peebles (B.) & Co. 6 % Cum. Pref., 20,001 to 40,000 6 sa P 6 6% &- 54 xd 4- БА v: : 
210,600 | Potteries Е. Trc., 20,001 to 40.000 & 50,001 to 54,500 | 10 5 5 К. = 8j— 9 deca » 
210,500 | Do. 5% Cum. Pref. ‚1 to 20,000 & 40,001 to 44 500 0 | .. б 5 5 96 9 — 91— ЖЕ. + 4 
245,000 | Do. 44% Deb. Stock .. 100 » 44 44 b 101 —104 102 —105 x 2s +1 
81,350 e e and Maintenan 12 20 $ 20 15 EN — 854 834— 941 | ла За 
150,000! 4 % Deb. Bds., 1 to 1.500 f Red. 1900 | 100 4 4 4 x 102 —104 102 —104 Др : 

3,599,200 | Undergd. E. R., Lon., 5 % Profit Shar. B. Nts. .. | .. "m Ex 5 5 3 994—1004 994—1004 | » 
540.000 | Waterloo & City Railway, Ord. Stock 100 83% 88% | 5 8 965 88 — 90 90 — 92 +2 
333,330 Willans & Robinson, 1 to 90,000 & 80,001 to 116,666. 5 a 6 | .. A 141— 2 1à4— 2 - 
399,990 | Do. 6% C. P., 30,001 to 80,000 & 125,001 to 141,606 b i 3 24— 24 — 3 
246,906 Do. 1% ist Mort. Deb. Stock — .. 100 4 4% 74 — 79 74 — 19 

A | J ELECTRICITY SUPPLY COMPANIES.. 
| | | | i 
| 
70, ley (Kent) E.L. & P., 1 to 14,000 Б | к 5 | 4 0% — 59 xd 51— 52 - | 
50.000 da o. € do. 43 96 Ist. deb. stock .. | 100 is 1395 : do т 104 —107 104 —107 | НЕ 
29,877 Brompton & Kens. кес, Li Sup., Ord., 1 to 20,000 5 8 10 10 SA ot 10 | 9.— 1% | 92 
99 623 | 1 Cam. Pref. | 5 E 19 7 | 10 | OF 9 —% 
10°82 | Central Eiectrio Supply 4 i% Guar. Deb. Stock 10 |4 T 4 | 105 —108 100—108 E 1 
рр Са Cross and Sirana ims supply pr um | р | 10 е 8 5 965 Ti— A | i- 57 1 ju d — i 
40,000 | Do. "City Undertaking” 44 % Cum. Pri. 5 4 47 4 x 4- A | 4.— E | in eon 
40, 0 o ee ee . 7 D ! . ig ee e 
850,000 Do. do. 4% Deb. Stock Red. 100 | 4 4% 1 .. | 108 —105 103 —105 — ' 10 1033 
44,486 Chelsea. хешу Supply Ord. : ee 5 | d. 95 | 6 det Hu | a i | 1120 En | A 
150,000: Do. % Deb. Stock Red. .. | Stock 5 4h 5 | 109 — | 10-15 n n + 
70,595 | City of London Else. Lighting, Ord. 40,001—110,595 | 10 5 5% 6 2 laj 1 A | 
40,000 Do. 6 % Cum. Pref., 1 to 40,000 . 10 | 6 64 6 .. | 1—4 у 1—14 | 388 1 21 
Жу 0с e e ы e e e e Ши e 
40,000 County of London Electric Lighting, Ога. 1—40, | 10 | 4 49 | 4 | 498; 10—1 | 112 | 0 21 
00.0001 | ро, 205 1 8% Deb. Stock -00,000 -| 2 T Е | unb 11 114 ам | Е" 
400, " . ee % ee жы TS ! . 
250,000 Do. do. % 2nd Deb. Stock .. Stock 4 144 4 . | 104 —106 104 —108 | Б | боз 
JG. Еда ааа «Есе Cun. Pets te 169 | 94. | € Е % 5 
7 l . о. ч oe | p^ Б t И ^ | oe 
800,0001 Do. : do. 43 % 1st Mort Tob. Six 1 100 | 49% 3% | 44 : 108 —110 А 09—11 1033 | +1 
50,000 Folkestone, 1 to 10,000 . is | 5 | В DAX, 54% 4 268 51— 61 x f 5 i : ИР 
50,000 Do. 695 Сат. Pref., 1 to 10,000 M E ШЕ ks Е. 5 & 6 — Бїха 5 — | 
50.000 | Hon i 40 100 1. Deb. Stock  .. | 1% d | Se a% | 9 ма NEZ | | 44 
7 O е, . * * ae В) ж oe — T * + ж 
10,000 | Do. New (£5 10s. paid) i ы» Ea ХА 43 % | 80% 79 53— 6 51— 6 | | +} 
37,30) Ро. 4% Deb. Stoc HM n 10 4% 4% | 49 94 — 95 — 98 C 41 
7,900 | Do. 44 % Deb. Stock .. 100 44% | 45 4395 96 — 99 — 98 zal 
21,000 | Kensington and Knightsbridge бете Ога. auis „5 = 10 i 1 | 12 i: n -a $ -172 | | 1 
136, п. Stk. | Y = E i 

. 111,000 | London Electric Sopply Corporation, 16 6 5 del | Н | e се | б | - | Z 5i 15— 51 — | — 1 
60,000 • те | To == ; oe ! Ha 
871,895 | Do. до. 4% 1st Mort. Deb. Stk. Red. | Stock 4 4 | 4 x 99 —102 99 —102 "E bo 
100,000 Metropolitan Electric Supply, 1 to 100,000 . ; Б 7 ' 10 109$ | 10 — И 10 — p 10, | 10} " 
76,121 Bo. 44 % Cum. Pret. 1—71 1106, £8 ра. 5 41 4% | 4 К | a Е E 
220,000: Do. 449 18 Mort. Deben. Stock aa 49% | 109 —118 109 — M 5 
250,000! Do. & Mort. Deben. Stock Redem. Stock | $ 98 —100 98 —100 E E 
950,000 Midland Electric Corporation, 44 % Ist Mort. p | 100 | 4 | | zi | 102 —104 102 —101 102 | | TN 

pen Newcastle-on-'l'yne, 1 to 57,009 8 . 5 be 8% | 8*6. 228 | 83% 8 — ys Ф үе 
89,955 Do. 57,010 to 75,000 5 | m zog 2/44 Tj— 8— 8 + 

5 Е idzie |н) #- :8 : 

i з 5 t 9 aoe a 2 8 == — oe "E 
10,852 Notting Hill Electric Lighting Р 10 | 6 96 | 6% | 7% fe 14 — 15 5 190 ш a 
59,00 | Ро. do. 49% 1st Mort. Deb.. 100 4% 4% 4 , | 99 —10 98 — „ 8 » 
9900 | Oxford, 1 to 96 and 407 to 18,50 5 | „ | Q5 T% | 595!  6I— 6 s bri 
60,000 | Do. 4% Deb. Stock .. | 100 | % „ | 4% | 4% | 100 —102 | 100 —102 e | n 
40,000 Bt. James” “and Pall Mall ер Light, UN 5 111% | 14% 144 1058 | Mi— 15 14 — r^ | 143 143 " | 
20, ° 0. | ! — { — tt. : 

` 150,0001 | Do. do. 84 % Deb. Stock Red. 10 s | ut | 84 | . 99 —101 98 —100 | 99% 993 M 
17171711 вах НО 0 IE, ЕИ 

U C ° — — . | 
65,000 South London Electricity Supply, Oje. 5 | RÌ | 84 | 4À : - 4 4 311 +k 
100,000 South Met. Elec. Lt. & Power | Ord.. T 1 il | Nil Nil : 28— 1 — H " | . 
60,000 (Late Blackheath and Greenwich {3 % Pref. . 1 | Nil 4 | 1 Г làó— l% | 5 15 Tc 
100,000 | Dist. E.L.Co.) 43% 1st Deb. gti. M0 | 44% | 4M) y . | 105 —108 105 — 108 a 
30,000 Urban Electric Supply, О Ord. .. : Б 5% 5 | 5 : 4pB— 4 | 48— 47 e 
30,000 : Do. 5 % Cum. Pret. Б | 69% 5 5 К? 5— 5 | 5— b ce. 
200,000 Do. do. 44% Ist Mort. Db. Stk. Red 100 А. in | 4 ; 103 —105 103 —105 1011 "Ar nae 
110,000 Westminster Electric Bupply, Ord. .. - 5 12 $ ro 14 | 189905; 198 | = 123 | 13 112 FS 
28,151 Ро. до. 5% Cum. Pre. b 5 | б | 5% | : | 68 | bi— 68 6 5B | xl 
i j ! 
Shares not officially quoted :—Mackay Companies, ord., 47—48. Pref. 751—763. 
1 Unless otherwise stated all shares are e fully paid. )j $ Interim dividends. 


Bank rate of disoount 4 per oent. (September 28th, 1905). 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING SEPTEMBER, 1905. 


а 


a o 


ALTHOUGH not such as we could wish, the present returns show sponding imports; while telephone exports and imports are both 
satisfactory features in comparison with those of the preceding diminished in comparison with the previous month. 


month. Thus our exports of electrical wares have increased, No telegraph material, registered as such, is recorded in the 
amounting to £101,721, as compared with £98,362 in the month of table, and only а small export of tramway material. 

August, while the imports of such materials have fallen from So far as imports of electrical machinery are concerned, the total 
£115,949 to £103,471 for the same period. The re-exports totalled value for the first nine months of the current year shows a decrease 
some £8,335, which contrasts with £6,148 in the month of August. of over £50,000 in comparison with the corresponding period of 


A glance at the table reveals the fact that a marked increase 1904, and a rather greater decrease as compared with the first nine 


occurred in our cable exports, coupled with a drop in the corre- months of 1903. 
2 | 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


; 8 zi ; E = , 8 
. E 3 8 в . К p | Ф" — а š Е — 4 
їнїн Pel ee | He] g | е Шы 
Я 228 8 | д T Bee | HL 82 E 59 обе 33 
Country receiving exports and importing. 272 £ 8.2 o» o "E В 82 E 8 ef r Bes $ 
| ВЫЕ ЧЕ f2) ИИТ $8 | 38| 3 |235) ТЕЕ 
а^ | d уа! P] 4 i ee 
| i 8 | 
£ | £ £ £ £ £ £ | £ | æ 2 £ 
Russia, Norway, Sweden and Denmark... 651 138 87 48 s 447 290 he 282 MET 
Germany  ... vds x Y Р 94 m 9 6 217 375 - | " 41 | \ T 
Netherlands.. M 13 194 574 37 302 400 4 11 „ 
Dutch Borneo and Indian ‘Possessions = d $us 26 44 350 | 13 А $34 id . 
Belgium Я " | 255 560 | 24 | 69 16 . | 630 \ ө 
France | 383 25 71 " 20 423 193 Tr | > 
French Indo-China = M 22 | H ИБ e 
Portugal, Portuguese Africa and Indies.. | 154 56 20 34 815 8 35 84 .. 
Spain and Canary Isles ... : T — | - 102 182 253 | 59 » 2,789 D 27 i 
Italy and Austria-Hungary is — 10 30 ee cdi . 350 | 4 75 43 
Greece and ша Sid 23 12 9 vids 
Turkey and Persia .. T iet fs 92 fs 8 38 
Egypt 55 94 56 80 50 38 40 36 56 80 
China and Siam 36 95 739 12 327 9 | a e 
Ja "P 135 | 1,67 | .. 245 220 9| .. M 
U.8.A., Philippines and Cuba 113 bie, |. 87] 187 40 | 2,521 19 en 94 
Mexico Colombia and кыа 250 | 1,310 25 25 149 T ЖЕ 
Chili .. 162 1,286 | 103 168 60 68 з 89 27 
Brazil 243 81, ' 42 106 5| 2,722 X on | 355 s 
Argentine 9 78 812 338 281 546 540 372 453 20 848 , 1,940 227 
Channel Isles, Gibraltar and Malta es e 285 384 13 72 260 | 1,826 iie JA сз 37 ds e 
British West Africa - ses 11 e 46 25 ves 466 4 | m ss 
Cape-of Good Hope 1,474 5,891 348 463 8 5,647 229 66 ... 
Natal. 922 1,359 | 1,339 | 364 498 1,800 223 87 343 
Zanzibar, Brit. East Africa, Mauritius and Aden 6 36 ies ake 875 € | Y 211 ©з 
India.. . 4, 153 10,257 3,380 2,415 422 5,040 383 11 90 275 
Burmah . yos eta is 25 бе» 102 212 2 Ua 3 19 | Я 23 ii 
Ceylon а 102 37 28 14 =~ 30 - 
Straits Settlements and Labuan .. 145 15 604 144 445 13 | T 64 93 
Hong Kong .. p 60 | 2,275 | 475 75 13 D «x 3| 116 
West Australia уо x — x. 2 140 45 209 463| .. | .. E 52 
South Australia 44 417 52 Gi: 9 155 34 а ie 
Ņictoria | 922 180 45/ .. | 104 8| 30 
New South Wales ... 1,568 | 575 57 124 867 Lo $n 523 117 
Queensland ... 5 ex] 17 7 9 45 D oue xs tah е 
Tasmania T iu wm ah | se 197 hs vi 555 41 er po T 
New Zealand. 139 213 542 115 185| 1319| 108; .. | 45| .. 
Canada ; кй ET p 17 33 eh 148 130 | зу 3 23 
British West Indies and British Guiana T 230 56 en. 5 bs 1 ке: з 2 
Total, £ 13 ‚658 | 27,684 | 9,847 | 4,849 | 4,377 |, 037 | 2,724 [ow 00 | 3,053 | 3,575 | 227 
Registered Imports into the United Kingdom of Electrical = from all CORNEA 
s T £ & £ £ | £ + 4 
Norway, Sweden and Denmark is aks bes | | 122. s 2308 | 53 2 6,498 | . 
Holla! Шш 0. 0e 084 9,472 | 319 | 1,591 74 .. e. | 2,878 | 6565 
` Germany  ... es ти T idi .. | 6,214 1,015 619 865 | .. 9,793 3 846 281 | 1,643 
Belgium d 2 T Kau Pe . . [11,885 1,038 115 | 1,620 480 | 7,212 120 724 924 ac 
France eee este 6,776 167 | 1446 | 203 632 5,120 189 | 2,32 90 .. 
' United States.. 4.00 223 263 315 — 88 |11177 | 97 63 27 119 


— — — — — — — — — үте ee 


Total, £ | 38,685 2,762 


| 
4,034 | 3,199 | 1,200 5 4 1,305 | 6,085 9835 119 


Registered Re-Exports of Foreign and Colonial Electrical Goods from the United Kingdom. 


£ 
1,511 


£ £ 


110 


£ £ 
31 5,259 


£ | £ £ 


ыз га 


Various countries, mainly as above 


TOTAL Exports: TotaL Rre-Exports: TOTAL IMPORTS: 
£103,471 | £8,335 £101,721 


Norz.— The amounts appearing under the several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to goods” otherwise unclassified, the latter, doubtless, consisting of similar 
materials to those appearing in adjacent columns, 
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ELECTRIC SIGNALLING ON THE GREAT 
NORTHERN AND CITY RAILWAY. 


ALTHOUGH the automatic operation of railway signals by electricity 
has not made much progress on British steam railways, owing to 
considerations which have often been discussed in our columns, 
this is by no means the case in connection with electric railways. 
Indeed, the adoption of automatic electrical signalling in this 
country may be said to date from the inauguration of the first 
overground electric railway, for it was on the Liverpool Overhead 
Electric Railway that such a system was first installed—more than 
12 years ago. 

The conditions of working on a self-contained electric railway, 
duc to to the absence of junctions and to the simplicity and 
uniformity of the traffic, are peculiarly favourable to the use of 
automatic signalling, and hence it is, no doubt, that the latter has 
been adopted on the Great Northern and City Electric Railway. 
The work has been carried out entirely by Messrs. J. E. Spagnoletti 
and Co., of Goldhawk Works, a firm whose name is intimately 
bound up with railway signalling, and whose experience 
in the use of electric locking is: unique. Messrs. Spagnoletti 
carried out the electric locking equipment of the City and South 
London, Central London and the Metropolitan Railway, 
under their own patents; on the Great Northern and City 


which the train has just vacated. The armature of the release coil 
solenoid worked off the 500-volt circuit is placed immediately 
above the spindle of the 100-volt solenoid, in such a way that 
unless the armature is pulled sideways by the release coil current 
this spindle cannot rise. 

The release coils are actuated by the 500-volt positive current 
fed from a brush fixed on the rear coach of the train, which makes 
contact with a treadle placed a certain distance in the section in 
advance of the section, the signal of which it controls. 

Semi-Automatic Stations with Hand-worked Points and Crossings 
for Terminal Junction Working.—The control of the signals from 
the track is the same as for the simple automatic stations. The 100- 
volt solenoid coils governing the positions of the red and green signala 
are also similar in principle, but have in addition hand-worked 
plungers and the necessary interlocking between the mechanical 
portion of the signal work and the electrical, to ensure that the 
points and the signals agree. 

The apparatus to obtain this locking consists of electrical contact- 
making: devices on the point blades; electrical contact-making 
devices on the facing-point locks; electrical contact-making devices 
on the levers for points and facing-point locks in the signal cabins; 
plungers for clearing signals at junctions ; and electric locks on levers 
for controlling signals. : 

In addition, block instrumenta worked off the 100-volt circuit are 
provided for contro!ling the platforms aud portions of the line 
which are governed by two or more signals. These block instru- 
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Railway, the work was done under the combined patents 
of Mesers. J. E. Spagnoletti, R. P. Brousson, and A. Н. Binyon. 
The installation was carried out under the direction of the engineer 
and traffic manager, Mr. R. P. Brousson, whose experience on the 
Central London Railway enabled him to introduce valuable im- 
provements, resulting in а marked decrease in the number of 
failures recorded, as compared with previously existing systems. 
We are informed that this successful collaboration has led to the 
formation of a company by Messrs. Spagnoletti & Co. and Messrs. 
Pearson & Sons (the contractors who built and equipped the rail- 
way) to exploit the system as now perfected. Messrs. Spagnoletti 
were represented on the work by Mr. A. H. Binyon, one of the co- 
patentees. The mechanical work in connection with the points and 
crossings was carried out by the Railway Signal Co., of Fazakerley, 
Liverpool. Е 

The following is a brief description of the arrangement em- 
ployed:—The system is operated by two independent methods of 
control, viz., the 100-volt control, which operates the signals them- 
selves, and the 500-volt permissive control, which gives the signals 
permission to operate. The actual working of the signals is governed 
by а track circuit and by the position of the trains. 

Signals at Automatic Stations for Through  T'raffic.—Simple 
direct working relays are placed across the track rails at one end of 
each section, and the current is fed in at the other end of each section 
at a pressure of about 3 or 4 volts. This current is supplied from a 
100-volt generator at Highbury Station, and the pressure is reduced 
by lamp resistances between the 100-volt main and the track. The 
control solenoids worked off the 100-volt circuit are fixed in suitable 
cases in each cabin for each signal, and the position of these solenoids 
makes or unmakes certain contacts which govern the red and green 
positions of the tunnel signals. Each signal is interlocked with a 
signal iu the rear, by arranging the bottom set of contacts in these 
cases in such a way that the signal behind the train must have 
dropped to red before {һе green signal can be given for the section 
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DIAGRAM OF CONNECTIONS OF AUTOMATIC ELECTRIC SIGNALS, 


ments are provided with a permissive treadle control, worked from 
the 500-volt circuit on the trains, similar to that provided for the 
purely automatic stations. 

General Arrangement of Track Circutts.—The track rails are cut 
up into different block sections by means of heavy oak fishplates 
and vulcanised fibre dividing pieces. This sectioning is only done 
on one rail; the other is made metallically continuous by means of 
bonds, from one end of the line to the other, on both up and down 
roads. The 100-volt main feeders, which are also run on both roads, 
are supplied from Highbury station, where there are installed two 
motor-gencrators, which transform the 500-volt into 100-volt cur- 
rent, which is fed into these tunnel feeders. 

At the commencement of each track section in the direction in 
which the train is running is put a track relay, which is connected 
on one side to the section rail and on the other to the continuous 
rail. At the other end of the track section is put the track resist- 
ance, which feeds the insulated track from the 100-volt main. This 
resistance is constructed of incandescent lamps, wired in parallel, so 
as to get the required voltage on the track, viz., 3 volts to energise 
the relay at the other end. 

The action of the track may be seen from the accompanying 
diagram. The train is approaching in the direction of the arrow, 
viz., from Old Street to Essex Road, and passes into the section 
made by the two fish-plates, 2 and 3; the wheels of the first car 
short-circuit the two rails and cut off the current from the relay 1, 
which demagnetises the coils of that relay, causing the armature to 
break the 100-volt current of the solenoid contro] instrument 5 
in Old Street cabin. 

This causes the solenoid spindle to fall, breaking the spring 
contacts в 6, and thereby putting out the green light ; closes the 
spring contacts н в с, putting on the red light; and also closes 
the treadle circuit 7 of the starting signals. When this spindle 
falls, it is locked down by the armature 6 at the top of the solenoid 
coil5. This operation locks the signals at danger, so that there is 
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no possibility of the signal coming to green behind the train, even 
should there be sufficient rise in the track volte to energise the 
relay 1 again before the train is properly out of the section 2, 3, 
through leakage due to a short-circuit on the collector rail, or to the 
derailment of а train. . 

When the train is out of this section, the relay is once more 
energised, but the signal 8 does not come to green, because the 
spindle of the control instrument is locked down ; this lock is taken 
off when the train has entered section 3, 4, and de-energised relay 8, 
which cuts off the 100-volt current from the outer home solenoid 9 
of Essex Road, and closes the R в c contact and breaks the 
с contacts. As the last coach passes the trendle 10, which is 
put some distance ahead of the section 2, 3, contact is made 
by a brush which is fed from the train, and the current flows from 
the positive on the train through the contacta c, along the wire 11 
and round the release coils of the starter solenoid 5, at Old Street, 
pulling over the armature, and allowing the solenoid spindle 
to rise, thus breaking the R R c contacts, and making the а G 
contacts, which put tho green light in the starting signals. 

All the signals drop to danger in the event of failure of the 100- 
volt circuit. Ав regards the 500-volt circuit, if this fails— that is to 
say, if the current for operating the train fails—then the passing of 
the train over а treadle will not energise the treadle, and conse- 
quently, although the signal drops to red behind the train as it 
should, the signal controlling the section in the rear also remains at 
red. As on electrical lines the failure of the operating current 
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GREAT NORTHEBN AND City RAILWAY. 


- generally means something wrong with the linc, this is a consider- 
able safeguard, as a failure of this current means that every train 
will have two or three signals behind it at danger, instead of one 
or two as under normal conditions. 

The signalling at Essex Road and Old Street, and the up line 
signals at Drayton Park, are on this principle. At terminal stations 
the signals are controlled by the signalmen using plungers, and are 
pulled off if the road is properly set mechanically. Should the 
road not be properly set, the signals cannot, by any means, be got 
to green. The signals at Moorgate Street, Finsbury Park, and the 
Yard Junction at Drayton Park are controlled in this way. 

The running of the Great Northern and City Electric Railway, 
from the first day, has been so free from interruption as to con- 
stitute what is probably a record, and there can be no doubt that 
the successful working of the signalling system has contributed 
very largely to this happy result. 


ZENOBE GRAMME, 1826—1901. 


AMONGST the names of illustrious inventors and engineers, that of 
Zénobe Gramme will for ever take a distinguished place. Born in 
1826 at Jehay-Bodegnée, he lived successively with his parents at 
Verlaine, Hannut, and Huy, and during the years 1849 to 1855, he 
settled in Liége. Eventually in 1856 he proceeded to Paris, where 
he lived until his death in 1902. In Liége he was merely a simple 
working carpenter, who found time, however, to attend for some 
years evening courses of instruction at the Ecole Industrielle. 
There he obtained that knowledge of physics, and of the appli- 
cation of mathematics to machine design, &c., which was shortly to 
cause such tremendous developments in the electrical engineering 
industry. 


In considering the work of Gramme, one must take into account 


the extraordinary difficulties under which an electrical engineer in 
those days had to labour. There were no ammeters, no voltmeters, 
no standards of resistance, and no Hopkinson law of magnetic 
circuita. | . 

We read іп the interesting account of his methods of design 
referred to by M. E. Javaux, director of the Société Gramme, 
at the inauguration of a monument to his memory at Liége 
on the 7th inst. (vide l'Electricien, October 21st, 1905), that the E. M. F. 
of the machines he designed was compared with so many Daniell 
cella, and tho strength of current with so many Bunsen cells, 
and resistances were compared by means of a differential galvano- 
meter, with that of а kilometre of galvanised iron wire, 4 mm. in 
diameter. Again, in designing the magnetic circuit, he endeavoured 
to keep down the volume of copper for magnetisation ; he used the 
term Bunsen metres" instead of ‘“ampere-turns.” He noticed 
also that iron tended toa saturation limit for lines of induction, 
and took this into consideration. 

By sheer experimental acumen he arrived at methods of design, 
which in their essentials differ but slightly from those in use at 
the present time. 

When we consider that prior to the day of Gramme, people had to 
use voltaic batteries of the Bunsen, or Grove, type whenever thcy 
required a continuous current of any magnitude, we realise that his 
invention of the smooth-cored ring armature and commutator, 
enabling a practically constant current to be obtained, was an epoch- 
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making discovery. His machines were immediately in request for 
the deposition of metals, electro-plating, &c. 

Upon the invention of the Jablochkoff candle, Gramme invented 
his alternator for arc lighting purposes. Here we have what is 
practically a polyphase machine, only in those days the separate 
“ phases were not combined as we use them now. However, his 
machine was again remarkable, since he used a rotating magnet- 
wheel, the windings of the “stator” being of the Gramme type, 
and arranged in a frame surrounding the magnet-wheel as in present 
day alternators. | 

In the earlier part of his life, Gramme did not show any signs of 
great genius, although his sisters were extremely clever. He was 
inclined to use his hands rather than his head, and so he was 
apprenticed to a carpenter. Eventually, after attending the course 
of study at the Ecole Industrielle, Li¢ge, he took great delight in 
designing and attacked the problem of dynamo designing, at first 
from the mechanical side. | 

Like шапу other pioneers, he knew what poverty was, but he was 
gifted with a sunny disposition, and never quailed before difficulties. 
Although he left Liége early for Paris, he never forgot his old com- 
panions, and remained a Liégeois at heart. 

His life is a most encouraging example of the use which can 
sometimes be made by a student, of instruction received in the 
evening classes, and Liége is justly famous for her great electro- 
technical teaching institutions to-day. | 

Liége is right to honour her sometime citizen, or rather in the 
words of one of the speakers at the ceremony, to honour: “ The 
workman, the thinker, the inventor.” The monument was carved 
by the Belgian sculptor, Thomas Vingotte. The widow of Zénobe 
Gramme occupied the place of honour, with other members of the 
family around her, and the Minister of Industry and Labour, 
M. G. Francotte, presided, 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


(Continued. from page" 650.) 


Chloride Battery Improvements. 


THE CHLORIDE ELECTRICAL STORAGE Co., LTD., have recently 
introduced several important improvements in detail in the various 
sizes of their well-known R” type cell, the title of which in its 
modified design bas been changed to *S" type. The plates are 
now hung from the sides of the glass boxes, and in place of the 
glass rod separators formerly used, a new type of wood separator is 
exclusively employed. This forms a continuous diaphragm between 
plates of opposite polarity, and among other advantages posserses 
the peculiar property of tending to maintain the capacity of a cell 
in a manner which cannot be effected by the older methods of sepa- 
ration. We show an illustration of a new line of cells which has 
been standardised to meet the demand for capacities between and 
below those of the “ S" type, which is not now supplied for smaller 


Fic. 85.—CuLoripE Co.'s New LINE or CELLS. 


outputs than 180 amperc-hours. The Exide negative is used with 
all sizes of plate, from the P.G., measuring about 4 in. x 3 in., to 
the “D” type, measuring 35 in. x 15 in. We learn that the Exide 
accumulator is giving excellent results in electrical vehicle work, 
the board separators enabling it to maintain its capacity to the full 
value it possesses when new, during the whole of its life, so that 
the mileage obtainable from a vehicle after a full charge is not a 
variable quantity. i 


Motor-Car Batteries and Lamps. 


In fig. 86 we illustrate an ignition accumulator for which a con- 
siderable demand has lately been experienced by the makers, 
Messrs. C. A. VANDERVELL & Co., Chapter Works, Chapter Road, 
Willesden, N\W. It is known as the C.A.V.,and is supplied in 
celluloid саве for motor bicycle and motor-car use. In the firm's 
illustrated list there is also shown an accumulator in ebonite, sealed 
into a strong teak box for motor boats and other service. Another 
speciality is the electric lamp (fig. 87) for motor cycle and car use ; 
it has a special plug switch, a half turn switching on or off. This 
plug can be unscrewed and completely removed. This lamp is said 


FIG. 87. 


to be the only one that gave no trouble in the London-Edinburgh 
run of the Motor Cycling Club last year. An 8-volt. j-ampere lamp 
is guaranteed to throw a powerful light 50 yards ahead. Electric 
head and tail lights, roof lamps for cars, and portable inspection 
lamps are further among the firm's supplies. It may also be added 
that. Messrs. Vandervell are shortly putting on the market a com- 
plete electric lightinz and ignition outfit for automobiles, which is 


designed to render a car absolutely “self-supporting” for lighting and 
for current for ignition. This consists of a patent dynamo intended 
to be driven from the engine, accumulator, electric side, rear, and 
headlights, and a patent coil for use with the distributors now in 


. general use on multiple cylinder cars. This dynamo, we under- 


stand, is designed on a novel principle, and is being taken up by 
some of the principal motor manufacturers. 


The * Atlas Indicator. 


The illustration (fig. 88) represents the “Atlas” secure-locking 
indicator, which Messrs. Елік, SrADELMANN & Co., LTD., are 
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Fic. 88.—Tue ATLAS INDICATOR. 


putting on the market. "This indicator is constructionaliy quite 


different from the usual existing patterus. It is claimed to combine 
the advantages of mechanical indicators with those of the pendulum 
type. For use in ships, trains, and lifts, it is recommended because 
it is not affected by vibration or jars. The flags of movements 
cannot drop; except when clectrically released, as they are securely 
locked on replacement by a catch, but not of the usual spring- 
locking type. Further, by reason of the compactness of the move- 
ments, the indicators occupy only smallspacc. It is contended 
that for private house, office and hotel service, mechanical indicators 
would be preferred to those of the ordinary pendulum type on 
account of the permanent indication until the calls are attended to, 
were it not for the difficulty of replacing, and of the nectssity of 
fixing them within reach at inconvenient heights. These objections 
the Atlas " claims to overcome. 


Patent Bell Push. 


It is impossible to set a limit to inventive ingenuity. One would 
have thought that the last word in. bell-pushes had been said, but 
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Fic. 90. 


Messrs. Everep & Co., Lro., have now come forward with the Wilks 
patent transparent bell-pusb, shown in figs. R9 and 90, through which 


KS PATENT, - 
TRANSPARENT - 


Vol. 57. No. 1,457, Остовив 27,1905.) THE ELECTRICAL REVIEW. 


697 


the hall-lamp's rays are free. to pass, not only revealing the 
position of the push, but also throwing up in strong relief the 
laconic command push!” There will now remain no excuse for 
paterfamilias. If he cannot find the keyhole, he cannot fail to 
see the bell-push, and when he tries to insert his latchkey into it, 
he will, of course, ring the bell! 


Ediswan Fittings. 


We illustrate herewith а couple of examples selected from 
the many designs in the Section VI. catalogue (artistic electric 
light fittings) recently reccived from the Epison & Swan UNITED 
ELECTRIC Licgut Co., Lro. This catalogue is a very com- 
plete one, and it comprises 130 pages of all sorts of designs. 
Numerous plain and fancy pendants, hall lanterns, dining, 


Fic. 91. 


Ето. 92. 
EbiswAN NEW FITTINGS. 


dressing and bed-room pendants, electroliers from the very 
plain to the beautifully ornamental and elaborate, plain and 
fancy standards, desk fittings, swinging and other brackets, 
candle brackets, some excellent specimens of bronzes, and many 
small aceessorial parts, such as reflectors, chains, guards, switch 
covers and counterweights are all well illustrated. With the best 
printing possible it is not to be expected that the beautiful detail 
of artistic electric designs can be shown to advantage on paper. 
Contractors are invited by the company to pay a visit to one of 
their many showrooms, where the fittings can be seen wired ready 
for lighting up. 
; (To be continued.) 


OVERHEAD CONSTRUCTION. 


By ROBERT N. TWEEDY. 


— 


(Conclhuled from page 654.) 


Too much emphasis cannot be laid on Mr. Sayers's 
remarks concerning the waste of money spent on insulated 
turnbuckles, Brooklyn strains, and the like waste which 
is due again to the inertia of custom. Presumably, engineers 
call for these in their specifications, or pass them in the 
specifications which contractors send them, or they would not 
continue to be put up. Not only are tliey a waste of money. 
initially, but they continue to waste money all their lives 
Insulated turnbuckles, for instance, must have been the 


particular invention of the Evil One if the trouble they give 


is any indication of tlieir origin. 

When making shackles for reel insulators, care should be 
taken to shape them as in the full lines in the figure. 
Sometimes they have been made straight, as in the dotted 
lines, and failures have resulted. Several years’ experience 
with reel insulators, where globes, brooklyns, and turnbuckles 
had been in use, have proved them entirely satisfactory, even 
in the hardest weather: mechanical and electrical failures 
being almost unknown. 

Not everyone with knowledge of a tramway, after 
construction has been completed, could say in this year of 
grace :—“ The soldered car is the best form of attach- 
ment for the trolley wire. . . . The use of figure-8, or 


. as size 5 S. w.. 


grooved section, makes the mechanical ear satisfactory, but 
such wire is at once more expensive and more troublesome to 
erect, so that the balance of advantage remains with the 
soldered ear,” and, of course, circular wire. The greatest 
part of the maintenance of overhead work is due directly to 
circular wire, just as the life of the rails hitherto has been 
that of the joints, those points of fatal weakness. Until a 
perfectly smooth path is provided for the trolley-wheels by 
the removal of the ear from contact with them, the heavy 
depreciation of the trolley wires at every point of suspension 
will continue, and this must be for so long as ears are 
soldered directly on to circular wire. Figure 8 wire 
would be the salvation of many a line in England, and the 
difficulties of erection are traditional only. 

In connection with the wear of circular trolley wire which 
18 soldered to eara, the following remarks by a lineman 
named Н. Dudgeon are exceptionally interesting. The 
observations made by him on a particular system covering 
many miles might have been made on a hundred and one 
English lines, for the conditions producing the effects noted 
аге universal where circular wire is in use. 

* [ found that the ears seemed, to wear irrespective of the 
way they were suspended—either rigid, span or pull-off— . 
hut that the wear varied according to the gradient of the 
road, the number of cars sing it, and the type of ear. On 
a level road, both ears on the same span wear alike, but on a 
& hill those on the up.line wear worst, and the steeper the 
hill, the more wear on the cars. On Hill, where I 
changed all the ears on the up line, the trolley wire under 
them gauged at best to size 3, but under some to as small 
This is the arcing style of wear, The arc 
is not caused by any kicking of the trolley-wheel owing to 
the ear being rough, for the cars removed from this bill were 
worn so smooth that it was difficult to tell which was car 
and which was wire. A rough ear, such as a new splicing 
ear, does cause a lot of arcing, especially on a hill, but this 
arcing tends to level the ear, though whon the ear is levelled 
the excessive wear on it does not Btop. 

„The actual cause of the wear is, I believe, that the 
trolley-wheel when running on an ear does not get enough 
contact to carry the current properly. You will have 
noticed that among a lot of old trolley-wlicels there are 
seldom two worn alike, though there is a groove common to 
them all which fits the trolley wire when clear of the ears. 


Fic. 5. 


FIG. 6. 


Fic. 7. 


Fic. 10. 


In this groove contact is made with from one-quarter to 
one-third of the trolley wire, but at the cars the wheel only 
‘touches at two or three points.” [This is shown in the 
figures above, which are interesting also as demonstrating 
graphically the divers shapes into which wheel grooves 
wear. ] 

* If the car is using a lot of current this contact area is 
not enough to carry it comfortably, with the result that the 
parts of the ear where the wheel touches, or the parte very 
close to where it touches, get burned away, or the metal 
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gets deteriorated und the succeeding wheels cut it away." 
Dudgeon found by *raddling ` the ear and во marking the 
groove wherever it touched that the real areas or lines of 
contact, between wheel and ear are even less than they appear 
to be when the sections from which the figures have been 
made were placed on the ear, and the figures themselves 
give an exaggerated idea of the areas.in contact. On the 
other hand, the ear itself is not а good specimen. 

„This style of wear [the ‘arcing '] will go on as long as 
the ears are thicker than, or overlap the trolley wire. 

“ Regarding the * bumping’ wear, this is, of course, caused 
when the trolley wheel comes to a rough or lumpy ear. On 
an uphill line arcing tends to level rough parts, but on a 


down hill where no current is needed these rough parts go 
from bad to worse. The metal of the ear is not removed, 
but on the underside the wire gets hammered out into little 
waves, and I have seen the wire hammered up round the 
edges of the ear like gold leaf. | 

“ On ordinary ears this style of wear is not of much con- 
sequence, and I believe that by dressing the points taper 
and the body smooth, it can be avoided, but on splicing ears 
this hammering tells very badly, and soon causes them to be 


Еа. 12. 


scrapped . . . . The trolley wire clear of the ears gets 


practically no wear except where it is out of alignment with 


the track, and the fixed trolley heads rub it away. 

“ To remedy the wear at the ears the only plan is to make 
them so that no part is thicker than, or overlaps the wire, 
во that the wheels will make contact in the same groove as 
when they are on the free wire." He arrives at the con- 
clusion that there is no ear on the market which will effect 


this, he condemns wholesale all mechanical ears for circular 


wire, and he says that the older type deep-grooved ear is 
much worse for the wire than the shallower-grooved ear 
which is in more general usc. 

Now, those observations coming from a man with brains 
as well as eyes in his head, who lives day and night, one may 
say, amongst ears and trolley wires, are particularly valuable; 
and the reasons and conclusions are generally sound. They 
lead us clearly towards figure 8 wire, unless some improvement 
can be made in the design of soldered ears. 

Mr. Sayers continues :—** It is doubtful whether the small 
lugs which it is usual to provide at the ends of the ears for 
hammering over the wire serve any useful purpose.” That is 
во, and far from being of use they provide the very lumps 
which cause “ bumping” wear. Judging from the almost 
insuperable difficulty of persuading makers to supply trolley 
wire fittings of any kind under which it would be possible 
for a wheel to run smoothly, oue is not surprised to find lugs 
and such like lumpy horrors, on ears. That the makers of 
overhead work should be so ignorant of or indifferent to the 
elementary necessities of the case, argues poorly for the 
knowledge of their instructors, who are, as always, the 
users, or else tells а tale of obstinacy on the maker's part 
which it would be ditficult to credit. { 


When Mr. Sayers says that 15 in. is the minimum length 
for an ear, and that the advantage of increasing this length 
up to 24 in. is doubtful, he has original construction in 
mind, and his opinion 18 acceptable ; but during the working 
life of the line, ears even up to 36 in. may have to be used. 
This necessity arises from the wear of the wire at the ends 
of the ears; and in order to cover these weakened parts, a 
succession of ears gradually increasing in length has to be 
fitted. This is. much to he preferred to cutting the wire and 
putting in splicing ears, and it means that lengths of new 
trolley wire have not to be put up for a much longer period. 

It is very nice to talk about ascertaining the best angle 
and position for an overhead crossing by plotting out the 
junction to scale and moving over it a template car and trolley 
boom, but when there are all kinds of cars running over the 
junction these drawing office positions are apt to put the 
draughtsman to shame. The only workable way to get 
crossings and frogs into the best position is by the tedious 
method of trial and error from the top of a tower wagon. 
Crossings have given a deal of trouble without a doubt, but 
the single line junctions with single wire construction which 
Mr. Sayers recommends have given more, and now that a 
certain and simple automatic crossing for all angles can_be 
bought, there is not the least reason for using that construc- 
tion in future. | 

"When a tramway engineer is told that Bates fuses are to 
be preferred to quick-break switches in section pillars 
because they have no troubles of their own, he is not unlikely 
to smile. They are as full of troubles as a decent quick- 
break switch ‘is free of them. The Bates fuse is an excellent 
fuse when it is not given more to do than it ought, and that 
is just what has been done when it has been put into tram- 
way feeder pillars. It has been made too small, and an 
exceptional short circuit or a long sustained overload has 
been the death of many а one. Probably, the balance of 
opinion is on the side of fuses rather than switches for section 
pillars, but the fuse must be capable of dealing with the 
heaviest duty without damage to ite receptacle. "Then, again, 
we shall never believe that lightning arresters are so bad 
that the one recommended in the paper is the best. — The 
fact is, that no arrester with moving parts is in the running 
with arresters which have no movable thing about them, and 
that, the writer can prove with the bodies or the ghosts of 
dozens of the plunger variety. 

Last week a terrific thunderstorm passed over a certain 
tramway. Опе flash passed to earth through a plunger 
arrester—and left a charred Jump behind; another, and 
several more roused the echoes in a power station as they 
flashed across stationary arresters on the outgoing feeders, 
and every time the arresters asked for more. 

There were once two plunger arresters set to guard the 
cables in a section pillar on high ground. А storm came, 
lightning flashed, the line was put to earth, and the cars 
were stopped until the earth was removed. Three cables out 
of four had been shorn off clean at the entrance to the bell- 
mouth of the pipe, and the arresters were no more. 

As for the method of running “ side-feed' cables, 
which the author considers good, the writer can say 
without hesitation that it is one of the many things which 
looks flawless on paper to anyone who has not the necessary 
experience to criticise it, keeps flawless perhaps for a year 
or two after construction, and then fails lamentably. Ву 
the time that happens, the man who designed the arrange- 


ment is out of touch with the job, and hears nothing of the 


objections which have arisen. 

The method favoured by Mr. Savers is to cut an oval hole 
about 4 in. x 5 in. in the pole about 1 ft. below the ground 
level апа bolt a 3-in. quarter bend to it, one end of the 
bend passing through the hole into the pipe, and the other 
end being joined to the pipes which carry the cables into 
the section pillar. The side feeders are drawn into 
flexible steel tube and are then drawn into the pole through 
the bend. 

Now, that works delightfully for a time, and doubtless 
would continue to do so, if a nice little ventilating and 
drying fire could be kept. going at the bottom of the feeder 
pole always: but, most unfortunately, under the harder 
conditions which really exist, moisture is present inside the 
pole in quantities depending on the condition of the atmo- 
sphere and other things, and, first of all, the flexible 
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armouring starts rusting, while the bend at the foot of the 
pole gradually fills with water. The rest may be left to the 
intelligent reader’s imagination. 

Time after time these side feeders have broken down, and 
upon every occasion the cause has been traced to the action 
of water. 

Until moisture ceases to be deposited inside poles, side- 
feeder cables ought not to be armoured in any way, and if 
they are carried in pipes from pole to box, those pipes 
ought to be filled solid with bitumen or something equivalent 
to it. 

Wherever circumstances permit, the easiest aud safest 
arrangement is to set the feeder box a few inches only from 
the feeder, and to pass the side-feed cables into the pole 
through a short horizontal pipe near the top of the box. 
Thus the cables are raised clear of flooding, and are more 
within reach than when diving below the ground level. 

The working life of overhead equipment provides а 


fascinating study for all tramway engineers, and it is a 


thousand pities that it is not pursued more ardently. "There 
is too much inclination manifested to let the Lineman supply 
all the information, and not to verify and investigate per- 
sonally. | 


- 


ARC LIGHTING. 


A LECTURE was announced to be given at the Electrical Exhibition 
at Olympia on Tuesday, October 17th, by Mr. Frank Bailey, M.I.C.E., 
on “ Arc Lighting." We understand it was intended to illustrate 
this lecture by a series of demonstrations ; but, owing to the use of 
the room being required for other purposes during the day, there 
was no time to carry out the necessary arrangements. In the 
absence of lantern projections of the arc, and the spectrum of the 
light given by various types of lamps and of flame carbons, the 
lecture was altered to а short discourse on tle history of the arc, 
and its present position as a method of illumination, particularly 
as [compared with the cost of street lighting by modern gas 
methods. 

After explaining the discovery of the arc by Sir Humphrey Davy 
100 years ago, reference was made to the ever recurring absurdity 
of describing electricity as being in its infancy, and a large number 


of modern arc lamps which had been hastily erected in the room 


enabled the audience to appreciate the inference that the “ infant” 
was in a most thriving condition. The lamps were of the following 
types:—Bastian, Verity, Brockie-Pell, Crompton, Jandus, Reason, 
Lewis Patent, Excello, Santoni and Maxim. 

The general principles of the arc lamp were discussed and 
illustrated by means of a large wooden model. Reference was 
made to both continuous and alternating currente, and the 
peculiarities of the latter were demonstrated by the familiar method 
of rotating a wheel at certain harmonic speeds to synchronise with the 
alternations. The perfection of theenodern arc lamp was mentioned, 
and full credit given to the skill and ingenuity of the present 
makers, who had utilised the large fund of general knowledge on 
the subject ; and although the arc lamp of to-day presents no new 
features, but a wise selection of old devices, it now gives a result 
во perfect that it can no longer be described as a “sickly, green, 
uncertain light" which was quoted from some verses which 
appeared 20 years ago in one of the comic journals, and which the 
lecturer recited. 

Various historical arc lamps were referred to, the Rapieff lamp 
of 1877, being quoted as containiug many of the leading features 
which have been adopted in the modern lamp, including inclined 
carbons with contacts to the carbon rods close to the arc, the mag- 
netic deflection of the arc and the magazine for the automatic 
supply of carbons. Flame carbons were then mentioned, and a 
hope was expressed that they would shortly be cheaper in price, as 
it was difficult to believe that any Patent Rights on general: prin- 
ciples could be upheld. In 1857 Harrison was using a combination 
of carbon and metallic salts, and appears to have found that lead 
fluoride and sulphide of copper, while giving a fine green light, 
also gave off a copper vapour mixed with fluoric acid, which was not 
altogether healthy, and in 1879 Hamel described hollow cylin- 
drical carbons, which appear to have been the forerunner of the 
cored carbon of to-day. The Bremer carbon was, therefore, con- 
structed with considerable assistance from prior knowledge and 
experience. 

After а description of the enclosed arc, a demonstration was 
shown of a mercury vapour lamp of the Bastian type, and its 
characteristics were explained with the assistance of a coloured 
screen to show the absence of red rays and how this deficiency 
had been successfully overcome by the ingenuity of the makers. 

Various experiments with flame carbons were described, and it 
was stated that multi-coloured carbons could now be made so as 
to indicate to citizens the period of the night. White was sug- 
gested as a convenient colour from sunset to 8 p.m., then yellow 
until midnight, after which time red could be used for one hour, so 
as to give people time to reach home without any serious charge of 


dissipation, or being under the illumination of the green light from 
the selective carbons. 

Dealing with the question of strect lighting, Mr. Frank Bailey 
stated that his remarks were made entirely on his own responsibility, 
and must not be considered as emanating from an official of any 
company. 

Mr. Bradley’ s well-known tests at Westminster were referred to, 
and from teste actually taken in the City of London the following 
figures were mentioned, the cost of the gas lighting being taken 
from the Journal of Gas Lighting :— 


Average total 
Candle- cost рег с.р. 
power. per annum. 
Has. Double burner, ordinary low pressure | 
incandescent (mean of six tests)... 129 11:1d. 
Single burner, high pressure gas 150 - 9d. 
Double burner „ 8 55 244 11:7. 
Are Lainp.— Оа lantern OA .. 659 ad. . 
Flame arc a "LENA a 1317 5d. 


It must be noted, however, that whereas the cost of the electric 
are is quoted, including all charges of maintenance, and interest and 
redemption of capital, in the case of the gas lamp the cost is solely 
for maintenance charges, that is to say, the supply of gas and 
mantles only, and it does not include any portion of the capital cost 
of providing posts, mains, or fittings; and further, the hours per 
annum for the use of electric arc are fixed at 4 ‚473, but the hours of 
burning adopted for the gas lighting have been observed to be less. 

These tests were made on aclear night under normal conditions. 
The candle-power measurements were in each case taken at a hori- 
zontal distance from the light equal to twice the height from the 
ground level, thus enabling positions to be taken whereby the lamp 
measured was the only light in line with the photometer scréen. 
Photometer measurements were made with а Flicker photometer 
mounted in a van with an aperture in the end. An incandescent elec- 
tric lamp controlled by an adjustable rheostat, voltmeter and ammeter 
was used as the standard, and this lamp was standardised imme- 
diately before tests by means of tbe Pentane and the Fleming 
standards. Heights and distances were directly measured by a steel 
tape ; angles were read off the photometer head by the focussed light 
rays from the light tested. Readings were taken by three observers, 
and every precaution was taken to ensure accuracy. 

The difference between candle-power and illumination was care- 
fully explained, the diffusion of light or general illumination 
depending not only upon the initial candle-power of the source, 
but also on the merits of the globe or lantern, the height of the 
lamp, the reflection from buildings. and the characteristics of the 
spectrum of the light for general diffusion. 

From these tests of candle-power we can estimate the illumination 
at a distance of 100 ft. from tLe source as follows :— 


Double ordinary incandescent gas lamp 
. 7018 cand!e-ft., ratio 1 


illumination . 
Single H.P. incandescent gas lamp illu- 

mination 016 T z 124 
Double E. p. асаасан t gas lamp illu- 

mination . 027 i z 210 
Ordinary arc lamp ... 7060 i = 450 
Flame arc lamp 120 - z 90 


The audience were invited to judge for themselves by walking 
along Fleet Street, and then from Blackfriars Bridge up Queen 
Victoria Street to the Mansion House. Flame arc lamps have been 
erected at Blackfriars, and a magnificent illumination can be seen 
any evening outside the Mansion House from similar flame arc 
lamps, but the intervening space is lighted, but not illuminated, 
by a string of gas lamps, a few of which are only temporarily fixed, . 
and are therefore not included in the tests. These gas lamps are 
placed at а very low elevation and light up the pavement and kerb, 
but fail to illuminate either the street or the buildings; in fact, 
they only act as pilot lights to show the position of the kerb; the 
upper storeys of the buildings are left in doleful gloom, and the 
police cannot see if the windows have been left open or if burglars 
are at work. This gas lighting provides no security for the citizen 
or his property, for whereas every arc lamp bas been described as 
a policeman, the constable on his beat cannot see the neighbouring 
constable on duty in these gas-lighted thoroughfares. 

Compressed gas was described as compressed impudence, and it 
was difficult to believe that the lighting of the streets of the city 
of the greatest capital in the world is satisfactorily or even ade- 
quately, and certainly not cheaply, carried out by the cookiitg of 
toy petticoats over a gas flame. 

The mantles of the incandescent lamps were a source of con- 
siderable trouble and were frequently changed, and during the 
period of this changing of mantles, the lamps were, of course, put 
out of use, but it was surprising to note how littie effect this 
cessation of lighting had on the general illumination. 

Mr. Frank Bailey was anxious to point out that in making this 
trial of incandescent gas lighting the Corporation were performing 
a public service, and were worthy of all praise for their desire to 
secure a demonstration of the best that could be done with gas, but 
he appealed to his audience as to whether it was not equally 
desirable that the Corporation should enable those who could 
supply electric light, to submit to them the best examples of 
modern practice, and thus place the whole question beyond dis- 
pute, forat present it certainly appeared that the Corporation were 
anxious to give the gas interests every advantage, whiie ignoring the 
claims of the only method of obtaining a brilliant illumination at 
the lowest cost. 
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NEW PATENTS APPLIED FOR. 


W. P. THompson & Co., Electrical Patent 


„W. C., and at Liverpool, to whom ail 
inquiries should і 


* 


20,330. “Improvements in arc lamp electrodes.” THE BRITISH Тномвох- 
Hocston Co., LTD. (Allgemeine Elektricitéts Ges., Germany.) October 9th. 


20,385. Improvements in protective devices for use in the distribution of 
electricity by overhead wires." J. Rosson. October 9th. 


20,844. ''Improved electric high-tension distributor for internal combustion 
motors having two or more cylinders; also clip for fixing motors to frame of 
MT J.J. BAgTER. October 9th. 


a ee for mechanically and electrically controlling the working 
of РРЦ and rail points on electric railways and tramways." А. LUSTGARTEN 
and J. G. Jones. October 9th. 


20,888. Improvements in or relating to single-phase commutator motors.“ 
V. A. Fyns. October 9th. 
20,371. “ Improved apparatus for sound transmission by means of electrically 


Mon light and heat rays." SIEMENS Bros. & Col, LTD. (Siemens-Schuckert 
erke, G.m.b.H., Germany.) October 9th. (Complete.) 


20,302. “ Improvements in or relating to electric motors." A. F. PIEPER. 
October 9th. (Complete.) 

20,402. ‘Improvements in direct current dynamo-electric machines and 
motors." А. Н. MipoLEVW and B. Бкер. October 10th. 

20,135. “Improvements in flame carbon arc lamps." Veritys, LTD., and 
F. S. WoRsLEY. October 10th. (Complete.) 
20.441. Improvements in inclined carbon aro lamps. * VERITYS, LTp., and 
F. S. WonsLEYv. October 10th. (Complete.) 


A. J. BoULT. 


| Кклхлзох MANUFACTURING Co., Ltp. October 10th. 


. 


20, 467. Improved чп n apparatus for single line sections of electric 
railways and tramways.” ABEL. (Blemens Schuckertwerke G.m.b.H., 
Germany.) October 10th. Саш ) | 


~ 90,496. “Improvements in or relating to telephones and telephone systems.“ 
(C. E. Egan, United States.) October 10th. (Complete.) 


20,500. ‘Improvements in mercury electrolytes." H. B, HADFIELD and THE 


20,012. 5 in or connected with the caps and contacts of 
elactric incandescent lamps.“ M. Favero. October 10th.: И 

20,515. Improvements. in electric arc lamps." W.J.Davy.. October 10th. 

20,542. Improvements in electric cooking apparatus. " Н. Bevis and C. H. 
ARCHER. October 11th. 

20,547. ''Improvements in a system for the transmission of electric rent 5 
I. KitsEE. October llth. (Complete.) 

20,548. ''Improvements in the transmission of intelligence with the aid of 
electric energy." І. КїтзЕЕ. October 11th. 

20,5 "Improvements in annunciators for telephones." A. L. PETERSON. 
October llth. (Complete.) 

20,595. Improvements in and relating to electric switeh fuses.” С. W. 


ATKINSON and E. Garsipe. October 11th. 


20,599. Improvements in and relating 
THe Brirish THosson-Houston Co., LTD. 


to electric switches or cut-outs." 
(The General Electric Co., United 


States.) October 11th. | 
20,609. "Improvements in electric are lamps." Е. M. Lewis. October 
wh. ^ * 
20,657. New or improved duplex telegraphy." A. Mixkrey and W. J. 
BAKEWELL. October 12th. 
90,666. “Improvements in electrical distribution systems." G. C. MARES 


J. Roberts, Cape Colony.) , October 12th. 


20,681. Improvements in chains for use in supporting or ornamenting elec- 
troliers and other purposes." J. Осомоке. October 12th. 


20,687. “Improvements in safety devices for overhead electric conductors." 
E. GiRAvD. (Date applied for under Patents Act, 1901, October 31st, 1904, 
being date of application in France.) October 12th. (Complete.) 


230,690.  '*Improvements in electrical block signalling apparatus. „ J. 
M«cILwAIN and C. A. BENNETT. October 12th. 


20,728. Improved means for facilitating the erection of telegraph poles and 
the like." J. R. Brown. October 13th. (Complete.) 


20,787. Improvements in insulating materials for covering electric cables 
ала the process for making same." Н. Markus and THE BARN WELL MACHINE 
Co., LTD. October 13th. 


20,742. '""Lnprovements for hand operated brakes on electrically-driven сагв.” 
Firz- Rox О. J. Roose. October 13th. 


20,749. Improvement relating to overhead current collectors for electric 
railways and tramways.’ SIEMENS SCHUCKERTWERKE G. m. b. H. (Date applied 
for under Patents Act, 1901, October 27th, 1904, being date of application in 
G many.) October 13th. (Complete.) 


20,756. Improvements in or relating to the suspension of rotating apparatus 
and magnetic compasses. Н. ANSCHUTZ-KAEMPFE. (Date applied for under 
Patents Act, 1901, March 25th, 1905, being date of application in Germany.) 
October 13th. (Complete. ) 

20,760. An improvement in the application of alternating current to electro- 
in:tallurgy." V. MirkE Viren. October 13th. 

20,710. **hnprovements in cathodes.” H. S. Hapri£r p and THE REASON 
M«*NvrACTURING Co., LTb. October 13th. Е 

20,772. “Improvements in alternating-current collector motors." ARMEN- 
GsELLSCHAFT. Brown, Boveri & Cik. (Date applied for under Patents Act, 
191, October 19th, 1904, being date of application in Switzerland.) October 13th. 
Complete. ) 

20,805. “Improvements in or in connection with trolley poles of electric 
Leamears and like vehicles." A. ENTWISTLE and E. EiNTwisrLE, October lith. 


PUBLISHED SPECIFICATIONS. 


Copies of апу of these Speciflcations may be obtained of Messrs. W. P. 
THoMPsON & Co., 322, High Holborn, W. C., and at Liverpool, price, post 
free, 9d. (in stamps). 


1904. 
Ixv.itxaL, Isxsciation OF. TUBES. Ap Frrrings For ELECTRIC. CONDUITS. 
Taylor, 19,423. September 9th. g 
APPARATUS FOR SUPPLYING ALTERNATING Errecruec CURRENT, Berry. 19,748. 


September Lith, 

SicARTING RESISTANCER FOR ELECIHIC COMMUTATOR MOTORS. 
under International Convention, September 16th, 1903.) 
September Lith. 

Varor КЕСТЕ APPARATUS FoR RECTIFYING AND OTHER PURPOSES, 
(Gen ral Electric Co.) 20,553. September Ard. 

C. I. . C rI LIGHTING ОЕ Trains. Leitner and Lucas. 

BLOWING MAGNET ARRANGEMENT Fok ARC 
October 19th. 

NMIANUFACTUFE OF COMPOSITION OF COMPOUND For BRUSHES OF DYNAMo-BLECTHI 
MACHINES ron BEARINGS AND FOR OTHER ARTICLES. Morgan Crucible Co., 
Ltd., and Spiers, 22,659. October 20th. 


(Date applied for 
Lator. 19.922. 


Carolan. 


21,144. 
лент LAMuLS. 


October Ist. 
Beck. 22,511. 


ELECTRIC Power TRANSMITTING MECHANISM APPL:CABLE TO MOTOR VEHICLES 
AND OTHER Sim-Lak Purposes. British Thomson-Houston Co., Ltd., and 
Hopps. 22,817. October 22nd. 


DEVICES FOR AUTOMATICALLY OPERATING THE POINTS AND SWITCHES OF ELECTRIC 
AND OTHER TRAMWAYS AND THE LIKE FROM THE VEHICLES. Jones and Jones. 
28,015. October 25th. 

CONTACT BREAKERS FOR OVERHEAD ӨҮЗГЕМВ OF ELECTRIC TRACTION. 
28,098. October 26th. 

MAGNETO-ELECTRIC APPARATUS FOR IGNITION PURPOSES IN CONNRCTION WITH 
INTERNAL COMBUSTION ENGINES. Holden. 28,488. October 81st. 


Mitchell. 


MagwkTIO ‘Brakes ..ғов RAILWAY AND OTHER VEHICLES. Braun. 29,885. 
Ў November 4th. | 1 

ELECTRIC ACCUMULATORS. Mouterde. 24,166. November 8th. | 
APPARATUS FOR RAISING AND LOWERING ELxCTRIC Авс LAMPS. Mason, 24,828. 


November 16th. Я 

SPacE TELEGRaPHY. Stone. (Date applied for under International Convention, 
February 13th, 1904.) 28,826.. December 29th. 

SPARKING Рісоз. Dossetter. 12,760. June 6th. 

Exvectric HaANp.SwircHES ғов Мотов CYCLES AND OTHER Lise Роврозез. 
Janes. 19,326. September 7th. 

ELECTRICAL SYSTEMS OF RAILWAY SIGNALLING. British Thomson- Houston Co., 
Ltd. (General Electric Co.) 19,890. September 15th. . 

Pime-ConsuMING MECHANISM FOR OPERATING ELECTRIC CUT-ÜUTS AND Отнкв 
Devices. Gardner. 20,496. September 28rd. А 

Brakin@ ов SToPPING Devices РОВ Бгксгвіс Moroms. Hultqvist. 20,970. 
September 29th. 

MEANS FOR AUTOMATICALLY COMPENSATING FOR CHANGES IN THE VoLTAGE OF 
EveEctric Circuits. Leitner. 21,145. October lst. 

METHOD or REGENERATING NEGATIVE ACCUMULATOR PLATES OF DIMINISHED 
CAPACITY, OR FOR AVOIDING THE DiMINCTION IN CAPACITY OF NEw PLATES, 
Kieseritzky. 21,211. October 8rd. 


ELECTRICITY Meters. British Thomson-Houston Co., Ltd., and Lloyd. 21,903. 
October 11th. 


DyNAMO-ELECTRIC MacHiNES. British Thomson-Houston Co., Ltd. 
Electric Co.) 22,157. October 14th. 


\ 


(General 


1905. 


ELECTRIC DISTRIBUTION SYSTEMS. A. J. Boult. (Entz.) 2,014. February Ist. 
ELECTRICAL MERCURY SWITCHES OPERATED BY A VEHICLE PASSING ALONG A 
Raitway. Siemens Bros. & Co., Ltd. (Siemens & Halske Act.-Ges.) 6,073. 
March 22nd. 
ELECTRICAL CONNECTIONS. Р. H. Jones. 9,101. May Ist. 


APPARATUS FOR NEUTRALIZING STATIC ELECTRICITY. W. H. Chapman. 
and 10,696. May 22nd. 


ELECTRIC TELEGRAPHY,. I. Kitsee. 11,745. June 5th. 


DISTRIBUTION OF ENERGY TO COMMUTATOR ELECTRIC MOTOKS FROM A THREE- 
PHisE ALTERNATING CURRENT Source. В. G. Lamme. (Date applied for 
under International Convention, June 30th, 1904.) 12,418. June 15th. 


VAPOUR ELECTRIC APPARATUS. Kruh. (Date applied for under International 
Convention, January 9th, 1904.) 870. January 7th. 

CLiP OR APPARATUS FOR THE SCREWING UP OR THE REMOVAL OF THE NUT OR 
RING USED FOR SECURING THE SHADE OR REFLECTOR TO ELECTRIC LAMP- 
Hovvers. Parry. 1,243. January 23rd. 

Dynamo-ELectnic MACHINES. Serveau. (Date applied for under Inter- 
national Convention, January 26th, 1904.) 1,560. January 26th. 

CanBoN BRUSH-HolbEns FoR DyNAMO-ELECTRIC MACHINES AND APPARATCS. 
Zingelmann. 3,135. February 15th. 


METHOD) OF AND APPARATUS FOR INSULATING ELECTRICAL CONDUCTORS. 
British Thomson-Houston Co., Ltd. (General Electric Co.) 5,371. March 
15th. | 

Drums ов REELS FoR ELECTRIC CABLES. 
Kenyon. 5,680. March 17th. 

ELECTRO - MAGNETIC SPEED GEAR APPLICABLE MAINLY TO AUTOMOBILE 
VEHICLES AND Boats. Soc. en Participation des Automobiles La Mag- 


10,695. 


St. Helens Cable Co., Ltd., and 


netique," (Date applied for under International Convention, October 24th, 
1904.) 6,469. March 27th. 

METHODS OF RECEIVING AND INDICAPING ELECTRICAL .IuPursES. Troy. 
(Date applied for under International Convention, April 8th, 1904.) 7,010. 


April 3rd. 
ELECTRODES FOR ELECTROLYSERS USED IN THE MANUFACTURE OF BLEACHING 
Ligtors. Kother. 7,020. April 3rd. 


Points ов Switches FOR ELkcTRIC Tramways WORKING UPON THE SLOT 
CONDUIT System. Connett. 8,931. April 27th. 


Receivers ror ELECTRIC Waves. Schafer. (Date applied for under Inter- 
national Convention, May 18th, 1904.) 10,097. May 13th. 


ELECTRO - MAGNETIC IGNITION DEVICE FOR EXPLOSION 
10,599. May 20th. 


SYSTEM OR APPARATUS FOR AUTOMATICALLY RELEASING ELECTRIC TELEGHRAPHS. 


Enoines. Roos. 


Ducretet. 10,629. May 22nd. 
TELEPHONE ENCHANGE SYSTEM. Dunbar. 11,290. May 30th. 
PonrABLE ELECTRICAL MIEASFTtnI XG InstruMEatT. Bourgeois. 11,673. June 


ard. 

ELECTRIC TREMBLERS (Date applied for under International Convention, 
June 13th, 1004.) Minoggia and Mere. 12,284. June 13th. 

Evecrric Furnaces. Girod. 214,333, July llth. 

Points oR SwitCHES FOR ELECTRIC Tramways WORKING 
CONDUIT BysrEM. Connett. 15,590. July 29th. 
SELF-RELEASING Brake HANDLES FOR ELECTRIC 
VEHICLES. Belmondo. 15,752. August Ist. 

ELECTRIC SwitcHes. Smith. 66. January 2nd. 

ELECTRICITY METERS. British Thomson-Houston Co., Ltd., and Holden. 
January 10th. 

Exvecrnic LIGHT MAXIMUM DEMAND ALARM RELAY. Wills. 

CONTROL oF THE ELEcTRO-Morors ох ELECTRIC Rataway Cars. 
March 4th. 

SysTems or Enectric Tranamission. Hilliard. (Date applied for under Inter- 
national Convention, April 20th, 1904.) 8,571. April 20th. 

MEANS FoR THE ELECTRICAL REGULATION OF THE SPE&D OF INTERNAL COMBUSTION 
ENGiNESs.. De Dion and Bouton. (Date applied for under International 
Convention, December 23rd, 1904.) 9,257. May 2nd. 

Process FoR REGENERATING ELECTRIC ACCUMULATORS, Luckow. 
May 30th. " 

Кохтокх Tvnks. Sterzel. (Date applied for under International Convention,- 
July llth, 1904.) 14,196. July 11th. 

PoLyrHask ComMMUTATOR DyNAMO-ELECTRIC Machixka. Elektricitits Act-Ges. 
vorm. W. Lalimever & Со. (Date applied for under International Conven- 
tion, July Lith, 1904.) 14.317. July llth. 

DISTRIBUTION or ELECTRICITY FoR ELECTRIC 
October 5th. 

SYSTEMS OF CONTROL FOR ELECTRICALLY-OPERATED Doors. British Thomson- 
Ifouston Co., Ltd. (General Kleetrie Co.) 22,818. October 22nd. 

ALTERNATING CURRENT Enkcrnic Motors. British Thomson-Houston Cos Ltd. 
(General Electrie Co.) 22,819. October 22nd. 

CONTACTS FOR BLECTRIC CONTROLLERS, REVERSING SWITCHES, AND THE LIKE. 
British Thomson-Housten Co., Ltd. (General Electric Co.) 23,203, 
October 27th. 
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ELECTRIC TRACTION ON RAILWAYS. 


THE recent appearance of the report of the Royal Com- 
mission on London Traffic, and that of the Advisory Board of 
Engineers appointed by that Commission, to which we have 
referred in previous issues, has led us to consider whether, 
in view of the conclusions arrived at by the Commission, 
and the recommendations made by the Advisory Board of 
Engineers, there is any reason to alter the opinions we have 
so often expressed in these columns as regards the necessity 
of electric traction being adopted on our suburban lines. 
We have already discussed and criticised the reports, and 
although the former is almost exclusively a tramway report, yet 
we consider that it fully confirms that necessity for action on 
the part of our railways which we have always preached. 

The object of the Royal Commission was not primarily 
to investigate what railways should do, but to see what 
additional means of rapid transit were required to meet 
the constantly growing requirements of Greater London. 

Judging by remarks made at the last half-yearly meetings, 
railway companies are seriously alarmed at the severe com- 
petition in local traffic which they have met at the hands of 
electric tramways, and they have not yet apparently realised 
that very probably the electric tramways, instead of 
damaging them, may actually confer a benefit upon them, 
provided, of course, the railway companies are prepared to 
live up to the requirements of the public as regards fre- 
quency and rapidity of service: What the tramways are 
doing at present is to take away the short-distance traveller 
from the railways ; but unless railways considerably improve 
their local services, they will find that the tramways may 
also compete for long-distance traffic. 

Experience has shown over and over again that once the 
public have learnt to appreciate and utilise means of rapid 
transit, the growth of these means can hardly keep up with 
th» demand, and considering how backward London is in 
this respect as compared to other cities, there is evidently a 
great Сеа! to be done to improve the means of locomotion 
amongst which, as we have always held, existing railways 
siould p'ay a very large part. 

Thus, in Greater London to-day, according to the Royal 
Conmission, the average number of journeys per head of 
population amounts to only 170 per annum, as compared with 
200 in Paris, 270 in Berlin, and 300 in New York, and a 
careful investigation of the traffic statistics of Berlin 
aud New York fairly demonstrates that the constantly in- 
creasing facilities of travel are causing greatly increased 
passenger traffic, the limit of which -has certainly поб yet 
been reached. 

The report of the Advisory Board of Engincers contains 
some interesting figures, which should be taken to heart by 
the railway companies, as showing the great importance to 
them of the London traffic problem. The Commission 
shows that out of the total number of passengers journeying in 
and ort о, London every day, which amounts to nearly 7 of 
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a million each way in round numbers, 70 per cent. are carried 
by the railways, the remaining 30 per cent. being divided 
about equally between omnibuses and tramways. In this 
connection the remarks of- Mr. Llewellyn Smith, in the 
introduction to the Board of Trade Railway Returns, are 
specially worthy of attention. In this introduction Mr. 
Smith states that since 1900 .the number of tramway 
passengers carried in the United Kingdom has become greater 
than the number of third class passengers carried by rail- 
ways, and since that year the increase tas been propor- 
tionally much greater in the case of tramway passengers 
than in the case of railway passengers. 
figures extracted from tbe Board of Trade Returns are not 


without interest :— 


Increase in third- Increase in 


Year. class railway passengers. tramway passengers. 
1899-1900 ... .. 35 is re 152 
1900-1901 ... oy @9 Р e 12:5 
1901-1902 ... 1195  .. ... 164 
1902-1903 ... 0595 . 206 


But beyond this question, there is a further one for rail- 
ways to consider, namely, the increase in total working 
expenses per train-mile, which has grown, according to the 
Board o Trade returns, fiom 83°26d. per train-mile in 
1895, to 41:27d. per train-mile in 1904, as far as England 
and Wales are concerned. i 

It is beld by some that railway companies should nòt 
be anxious to increase their local traffic, and in fact, on 
the contrary, should be only too glad to get rid of this 
entirely : in some quarters it has even been asserted that 
railway companies might be pleased to part with their entire 
passenger traffic if they were allowed to retain their goods 
traffic. Such ideas are all very well, but their realisation is, 
for tke present, at least, beyond the bounds of practicability, 
and considering the efforts which, amongst others, the Great 
Eastern Railway Co. has made to encourage local traffic, it 
is hardly possible to doubt that, if it came to the point, the 
railways would be very loath to part entirely with their 
suburban traffic. This traffic is by no means small, as may 
be gathered from the figures given by the Advisory Board 
ofi Engineers to the Royal Commission, where it is stated 
that at Liverpool Street Station alone, the Great Eastern 
Railway Co. deals approximately with 65 million passengers 
per annum. | 

Another argument against offering’ increased facilities for 
handling suburban traffic is that long-distance traffic is 
constantly increasing, and that even with the present 
insufficient local train service, the terminal accommodation 
is such as to make it impracticable to run an increased 
number of trains. Hence, it is said, railway companies 
feel rather inclined to put obstacles in the way of the 
suburban passenger. The above reason is, as a matter of 
fact, one of the chief argumenta which is to be cited in 
favour of electric traction. We have so often referred to 
the numerous advantages of electric traction for suburban 
lines, that it would be a work of supererogation to repeat 
them here again at length. We should like, however, 
specially to attempt to drive home the fact that it is not s9 
much any economy in operating expenses which should weigh 
with railway companies in considering electric traction, as 
the greatly increased facilities of handling traffic introduced 
by this new means of locomotion, which practically results in 
more than doubling both the carrying capacity of the line 
und the station capacity at the termini, besides enabling 
the service to be worked economically aud in such a manner as 
to he most suitable to the requirements of local traffic. The 


The following 
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following quotation from the Royal Commission's Report 
exactly expresses our own views, and we should recommend 
it to the very serious consideration of our large railway 
companies :— — 

„We look for the relief of overcrowding to the future 
adoption of electric traction for suburban trains, and to the 
increase in the number of trains run which would probably 
follow this change in motive power. Trains of uniform but 
not excessive size, run at very short intervals, afford the best 
way «f meeting the evil of overcrowding. 

* о long as trains are hauled by steam engines, we do 


not think that much imprcvement in the speed of suburban 


train services can be looked for. When electric traction is 
adopted, the advantage of quicker acceleration will be 
secured, and the readier adaptability of electric trains to all 
varieties of traffic requirements will, we hope, enable sub- 
urban train services to be greatly improved, and the journey 
times of trains to be reduced substantially. 

“Tt is, we think, evident that the introduction of electric 
traction will lead to a great improvement of suburban and 
urban railway facilities in London,: the speed of all trains 
worked by electricity, especially those which stop at many 
stations, will show substantial increase over the speed of 
steam trains. It will, we believe, also be found, that electric 
traction, apart from its other advantages, will enable the 
railway companies to increase the number of trains working 
in and out of the terminal stations, and thereby add largely 
to the facilities afforded for suburban traffic." | 

“ We hone, therefore, that there may be no yreat delay 
before the railway companies serving London adopt electric 
traction for the working of their suburban train service." 


e 


THE keynote of the lengthy discussion 
ced by the members of the Electrical Con- 
° tractors’ Association on the rubber and 
other materials used in insulating cables and wires (0 
which we give an account in another part of this issue), was 
the fact that their purchases of rubber-covered cables were 
not based-on a knowledge of the actual properties of the 
material supplied, but on the assurances of the seller. In a 
case of this kind the axiom that knowledge is confined to 
things visible does not apply. The present appearance of 
a cable in which inferior substitutes are employed is опе 
thing, but the appearance after some months of exposure to 
deleterious influences, both external and internal, may be 
anotherstory. "Therefore, as more than one speaker observed, 
purchases are made on faith in manufacturers’ assurances and 
guarantees, Faith becomes, in this, as in other instances, 
* the substance of things hoped for." 

In the present stress of commercial competition, between 
electric lighting and rival illuminants on the one hand, and 
between rival contractors on the other, the obvious temptation 
to have recourse to cheap cables has serious effects. The 
jerry wiring contractor employs it, his installations barely 
outliving the fungoid—we cannot say butterfly—life of his 
firm. Its fruits are a spreading of a distrust of electric 
lighting, for one consumer who has to have his premises re- 
wired, perhaps, half-a-dozen of his friends are temporarily or 
permanently deterred from having theirs wired at all. High 
standards of workmanship and high grades of material cam 
alone prove a firm foundation for a successful business 
by any firm of wiring contractors. Aware of the high 
price of rubber, and knowing that the detection of substitutes 
is a matter for experts (expert evidence in the event of 
litigation being, moreover, a grade of knowledge pecnliar to 
itself) it is scarcely to be wondered at, that contractors аге 
likely to put forward the question as to whether high price 
invariably means high-class materials. Rough commercial 
tests are unattainable. At present high conductivity wire 18 
always specified, but it is dubious whether the simple test 
which would tell the contractor whether this was supplied is 
ever made. The conductivity is taken on faith, and justly 
so, on account of the fact that only electrolytic copper is 
now used. With rubber, where adulteration is rife, not only 
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during making up at the works, but even at the plantation, 
faith is not a very comforting basis for purchase. It 
remains for the manufacturer to get à very high standard 
with regard to the raw material used, in order that faith in 
his firm may be justified, and t9 educate the contractor (as 
was done by Mr. Beaver in the paper to which we refer) in 
order that he may take all zeasonable precautions to give 
good material fairplay. If such fairplay be not accorded, it 
is аё cheap to consign ultimately to the scrap heap a low 
grade product as а badly-yged high grade product. So long 
as purchase has to be by faith, the demand is mutual. The 
manufacturer must supply the best material, and the con- 
tractor must take preo&utions against unfair uses of the 
material he buys. 


Mo attempt is being made by our friends, 

The City the gas people to disguise their delight at 

Gas Lamps. , what they regard as their victory in the 

| City. The Gas World of last week fairly 
rubs its editoria] hands over it. 

It takes 9g its text an article in the Engineering Supple- 
ment of the Times, in which it is pointed out that the arc 
lamps in the City were of “ап extremely antiquated type” 
and that ¢he comparison between them and modern high 
pressure gas lamps is most unfair. 

“ The obvious rejoinder to this plea " says the Gas World 
“is that the party in possession, the electric lighting 
company, should have seen it betimes. If they could not, 
or would not, keep their lamps up to date, the fault or loss 
has been their own; and in losing custom they but share 
the fate common to shopkeepers who allow their stock to get 
old fashioned." We have already explained to our readers 
that the electric supply company in question was never 
given the opportunity of tendering against the gas company, 
or of installing up-to-date lamps. In a manner which, 
from the public standpoint, is not easily explained, the gas 
company was asked to give a quotation for its best system 
Without any corresponding invitation being issued to the 
electric supply company. The result was that the lowest, and 
only, tender was accepted, and the arc lamps were replaced 
by gas. | 

What a triumph, indeed, for the gas interests ! What а 
victory for gas over electricity ! 

The Gas World, in the same paragraph, makes the follow- 
ing statement: In no respect were their lamps (the City 
arcs) inferior to any others in use elsewhere." We most 
emphatically protest against this assertion. То put 

it bluntly, it is not a fact. These arc lamps were 
installed in 1891, since when many improvements have been 
carried out in the manufacture of. such lamps, and it is 
absurd on the face of it to say that the arc lamp of to-day 
is no better than the lamp of 14 years ago. "There is as 
much resemblance between the old City of London arcs and 
modern flame lamps as between a batswing gas burner and a 
new incandescent mantle. The difference between the 
lighting of Fleet Street by these old arc lamps and a street 
illuminated by modern ones, is enhanced by the fact that the 
lights in the former thoroughfare are obscured by inverted 
muranese lanterns. | 

All this is obvious to an impartial observer, and such 
misstatements as are made by our contemporary cannot be 
commended as a straightforward way of attempting to 
forward the interests of gas. „ an 


Ox Thursday next tlie meetings of the 
stitution in London will recommence. 
Presumably they will be carried on in the 
time-honoured primeval fashion— 
papers will be read, verbatim et lileratim, by readers whose 
forte, as a rule, is anything but readiyg, and in the few 
minutes remaining after this painful process, remarks less or 
more apropos to the subject will be dropped by members 
and others who regret that they * have not had time 


Institution of In 
Electrical 
Engineers. 


to read the paper, but would like to say a few words,” 
of which the first moiety are devoted to eulogy of the 
author and effusive thanks for the paper, and the second 
half to abuse of the opinions at which he is supposed to bave 
arrived. Membersof Council will speak at length out of the 
fullness of their hearts ; members less accustomed to oratory, 
who really have read the paper and made notes thereon, 
will be pulled up for “ reading ” their remarks, and invited 
to bury them in the Journal. The men who do the work, 


апа know, will be awed into silence by the weight of 


learning visible on the front bench. | 

Meanwhile, the local sections -will repeat their annual, 
performance of pouring forth practical solid information 
of.the kind that is wanted, and valuable papers will be 
taken to the provincial centres in order to ensure adequate 
discussion. | | 

Need we say that we sincerely trust that our gloomy fore- 
cast may prove to be hopelessly in error? It is based upon 
ample precedent ; but it is never too late to mend. What we 
want is the American procedure : papers sent to members in 
advance, and лоѓ read at the meeting ; а discussion starting 
at 8.10 p.m., with the minimum of flattery—surely the 
vote of thanks should suffice ; a lire discussion—immediate 


- replies to questions, not set speeches followed by a general 


reply, as likely as not. relegated to the Journal for lack 
of time. ! 

There is too much of the formal procedure ; what is wanted 
is an interesting and useful shop talk. It “has been 
suggested to us that there should be meetings of a London 
Local Section, in addition to the general meetings, and we 
are inclined to believe that the idea is worth consideration. 
It is also a debatable question whether the students, who con- 
stitute probably one-half of the audience at the. crowded 
general meetings, should be admitted to these. | 

However, we cannot discuss these points at present ; we 
will conclude with the sincere hope that, under the energetic 
control of the new President, the meetings of the I.E.E. will 


be raised to a higher plane. 


OUR readers are only too familiar with 
M itat asthe the protracted proceedings which took 
ectric Octepus. | 
place last year before the Parliamentary 
Committees, when the L.C.C., almost single-handed, tried to 
hold the fort against the Administrative County &c., and 
other companies—but mainly against the former. The 
opposition was at great pains to show that the existing 
undertakings could and would supply electrical energy as 
.Cheaply as the Administrative Co., and that the latter was а 
superfluous and objectionable innovator. 
The curious and amusing spectacle was wituessed of the 


existing London supply companies fighting side by side 


with some of the municipal suppliers against the Administra- 
tive Co. and the vast majority of the borough councils, in- 
cluding some of the latter that own supply undertakings. 
Now we learn that the L.C.C. is preparing to bring for- 
ward a Bill to constitute it a bulk supply authority ; some 
of the Borough Councils are also combining to promote a 
Bill of their very own, for the same purpose ; and of course 
the Administrative Co.'s Bill will come forward again. We 
may look forward, therefore, to a delightful “ three-cornered 
duel," in which the L.C.C, and the Company will fight the 
Borough Councils ; the Company aud the Borough Councils 
will fight the L. C. C.; and the Borough Councils with the 
L.C.C. will fight the Company. Could anything be more 
ludicrous—or pitiable ? Truly municipalisation in London 
has reached the extreme limit of absurdity and futility. 
Those of our readers who remember the famous picture 
of ** George Washington trying to tell a Lie" will smile as 
they regard the attitude of the L.C.C. and the Borough 
Councils concerned. Eating one's words is never a congenial 
occupation : but how can they persuade anyone that their 
attitude is not inconsistent ? The Parliamentary Committees 
will put it down to one reason only—the true one—-viz., 
animosity to private enterprise; and we prophesy a speedy 
triumph for the Company. | AME | 
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A UNIQUE TRACTION EQUIPMENT. 


GREAT pressure on our space alone prevented us from : 


describing the three-phase direct-current. traction equipment 
which was shown by Messrs. Bruce Peebles at the Tramway 
Exhibition, and we take this opportunity of reproducing a 
photograph of the truck as it appeared on the stand, together 
with diagrams of connections. 


mutator from the platform, and the motors are started in 
cascade, and afterwards cut into parallel. | 

Particular interest attaches to this equipment, as it is 
improbable that it will be duplicated elsewhere, unless a 
three-phase line is in existence, and it is desired to run the 
cars on a D.C. line as well. The added complication of 
the three phases seems to offer insufficient, if any, advan- 
tagés over the single-phase direct-current combination. 

We believe that the interurban line over which these cars 
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connection with threephase current 
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(4) Connection with Lhreephase current 
Motors in parallel 


Bruce PEEBLES A.C.—D.C. Мотов Truck. 


The motors are of 135 H.P. each, and are to run over a 
30-mile interurban line belonging to the Canadian South- 
Western Traction Co., London, Ontario. The line is sup- 
plied with three-phase current at 1,100 volta, but the cars 
have to run over the 500-volt D.C. lines in the town of 
London. 

The motors have a distributed winding, and an armature 
with commutator and slip rings, wound similarly to a series 
D.C. armatufe on the two-circuit principle. 

When on D.c. the motors are controlled in the standard 
way; when on А.С. the brushes are lifted off the com- 


will run is likely to be extended to three or four times its 
present length almost imrnediately. 


Ashton-under-Lyne Workhouse Lighting.— The 
L.G.B. has refused the application of the B.G. for a loan for the 
purpose of laying down an E.L. plant at the Workhouse, and has 
also intimated that, upon the information at present before it, the 
Board considers that the circumstances will not justify it in assent- 
ing to the wiring of the Workhouse for the electric light. 
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PROCEEDINGS OF INSTITUTIONS. | 


IS MACHINE STOKING ECONOMICAL? 
By Агғвер W. Bennis, M. I. Mech. E., A. I. E. E. 
(Paper read before the Keighley Association of Engineers.) 


PossrBLv the most complete answer to this question is that at the 
present time there are millions of boiler horse-power machine-fired. 
The most careful and elaborate tests made by the manufacturers of 
mechanical stokers, and the engineers representing the companies 
who use these stokers, have indisputably demonstrated that 
mecbanical stoking — machine  firing—is in every way more 
economical than manual stoking—hand firing. 

To crowd on as much coal at a time as the furnace will hold—the 
bigger the lumps the better—to shut the door and then trust to luck 
has already been laid down by а M. I. E. E. as the main object in 
life of^the average human stoker," and all who have a practical 
acquaintance with the type will agree ав {о the accuracy of this 
description. 

And here we would point out that the term “average firemen” 
implies that there is & fireman who may distinctly claim to be 
" beyond the average." Such a man recognises that the principle of 
good stoking is to fire lightly and often and to keep the fires as 
regular and even as possible, and it is his constant aim to regulate 
the draught to the duty required, keep a clear tire and an even steam 
line. | 

It isa recognised fact that in the actual manipulation of fires the 
efficiency of the individual fireman, even of the most expert, varies 
widely. This fact has been attested again and again by а most 
careful system of prolonged comparative tests made to determine 
the fuel economy of boilers and engines combined when running at 
constant load, the furnace and boiler design being similar, and the 
furnace fired by the skilled fireman of the manufacturer. Under 
the circumstances the variation in results was as much as 15 
per cent. 

Stoking.—In order to illustrate the personal element introduced 
in good and bad stoking, we may quote the competition which was 
carried out at Messrs. Davy Bros., of Sheffield; five stokers were 
made to fire the same boiler with the same coal and with the steam 
pressure about the same. The best stoker was able to obtain an 
evaporation of 9 lb. of water per lb. of coal, the worst evaporation 
being 7:4 ]b. perlb. of coal. The difference is here 22 per cent. 
The opportunities afforded for increasing the efficiency of the 
boilers were, in this instance, limited; a well-laid fire, which by 
constant attention is prevented from burning into holes, is one of 
the chief items in securing a high evaporation. Keeping the fire- 
bars clean, and regulating the dampers for a maximum quantity of 
air just after firing, contribute greatly to high efficiency. Beyond 
these points there is little opportunity for exercising skill 
in stoking, and yet these tests show clearly how very important 
the simple operations involved in firing a boiler become. "The very 
simplicity is the one cause for neglect. 

It is the result of such tests, which brings out so clearly the possi- 
bility of this variation in hand-stoking, that provides one of the 
strongest arguments in favour of the production of the mechanical 
stoker which, when well designed, fulfils the condition of a good 
fireman and secures uniformity of product, the functions of the 
machine being varied as required by positive adjustments. 

The testimony of many of the most experienced and practical 
experts is entirely in favour of machine firing, thus :— 

Prof. Breckenridge, of the University of Illinois, says :—“ All 
plants above 500 H.P. should have mechanically-operated furnaces 
on account of their freedom from smoke and great economy in fuel 
and attendance.” 

We go further, and say that allgplants over 300 н.р. should be 
mechanically fired. 

Mr. McCulloch, manager of the Chicago Street Railway, says :— 
There is a decided necessity for stokers in all power plants,” and 
he adds that they are more efficient on low grade fuel, and by 
their use, together with coal and ash-handling machinery, the 
employment of a large number of labourers in the boiler house is 
dispensed with.” : | 

In а paper read before the Ohio Society of Mechanical, Elec- 
trical and Steam Engineers for the purpose of showing the relative 
cost of hand-firing in large plants, when compared with modern 
coal-handling equipment, combined with mechanical stokers, the 
following particulars were given. These were obtained from 
actual records in a large establishment, containing about 7,500 
boiler H.P. The plant was operated for some time after con- 
struction without coal-handling machinery of any kind except 
small hand-cars, which were loaded by hand from railway cars out- 
side the building, and then hauled up a slight incline to the boilers. 
The cost is given for the month of May, 1900, and for May, 1901. 
In the first instance no mechanical means were employed. In the 
second, mechanical stokers and conveying machinery were used. 
The only handling necessary was shovelling into the conveyor, and 
that might have been greatly cheapened by using a track hopper. 
Existing conditions made this impracticable. The cost of hand- 
firing compared with mechanical stoking is given as follows :— 

May, 1900.—Sixteen firemen and one helper, wages £196 7s. 2d. ; 
tons burned, 4,292; cost per ton 10:97994. 

Eleven coal and ash men, wages £126 188. 8d.; cost per ton, 
7:0978d. 

May, 1901.— Three firemen and two helpers, wages £57 11d.; 
tons burned, 6,975 ; cost per ton, 1:9802d. 

Eleven coal and ash men, £130 18s. ; cost per ton, 4°504d. 

The saving in wages per ton handled is thus shown to be 


11:5935d., which, estimating 6,975 tons per month, isla saving of 
over £4,000 per year. І 

Ап item of great importance in deciding upon ће methods of 
handling coal in steam-power plants is the cost. of boiler-room 
labour. Ап estimate which is probably not far from accuracy is 
that which puts the cost of moving coal by hand or wheel-barrow 
at 6d. per ton for short distances. One man, besides one night 
man, can run an engine and fire about 10 tons of coal per weck. 
One man, besides an engineer and night man, can fire about 35 tons 
per week. These figures do not admit of the night man refusing 
such work as banking, cleaning and starting, and are for average 
conditions. When the coal has to be whecled for long distances a 
fair allowance should, of course, be made. 

Where boiler houses are small, or by reason of their arrangee 
ment, an elevating and conveying plant cannot be conveniently put 
down, the use of small elevatora is advocated, either one elevator to 
each boiler, or one to every two boilers. Take а case in point, а 
firm has two boilers fairly hard fired :— 


Wages, one engineer £2 5 0 
' „ опе fireman 110 0 
Total ... £3 15 0 


With an elevator to the stokers, a lad at 16s. per week can com- 
fortably keep steam, and still have plenty of time for keeping the 
boiler house clean, under the supervision, of course, of the engineer. 
The wage bill would then be :— . 


One engineer £2 5 0 
One lad ... 016 0 
£3 1 O0 


The elevator would cost, say, £60; upkeep, say, 5 per cent. — 
£3.; oil, &c., £2; so that the saving would work out:— 

14s. X 50 weeks 

xi н 
the outlay. 

Many firms are going in for this kind of plant, such as:— 

The River Etherow Bleaching Co., Ltd., Hollingworth, near 


— (3 + 2) = £30 per annum, or 50 per cent. on 


Manchester, who are putting in 10 sets. 


Messrs. the Coventry Corporation. 

Messrs. Archibald Walker & Co., the distillers, of Liverpool. 

Messrs. Rowntree & Co., Ltd., York. 

In connection with this, we may take the last firm—who are 
known all over the world—Messrs. Rowntree, the chocolate manu- 
facturers, of York—who are making a saving of over £2,000 
per annum on an outlay of less than £1,200 for stokera and elevators 
on the five Lancashire boilers. These figures may, of course, be 
verified. | 

Let us now take some of the objections advanced by more or less 
inexperienced persons to the use of machine firing, and among 
these may be mentioned the following :— 


1. There is no economy. . 
2. The lower-grade coal is not worth burning, and, in any case, 
it smokes. | š 


3. The cost of up-keep is excessive. 

4. Where the load varies, machine firing -has to be supplemented 
by hand-firing. | 

5. The machine is frequently out of order. 

6. Machine stokers reduce the capacity of the boiler. 

Taking these objections in order, we would say that :— 

1. It is customary now with all manufacturers of first-class 
machinery of the kind to install it with a guarantee of saving. The 
economy effected varies between 25 per cent. and 200 per cent. on 
the outlay—z.e., on the initial cost of the machinery. 

2. With regard to this objection, we would assert on behalf of the 
manufacturers of this type of plant that very many practical tests 
have established the claim that the work done, whether with low or 
high grade coals, is practically the same. 

The Glamorgan Coal Co., Ltd., one of the largest collieries in 
South Wales, recently made some elaborate trials of stokers and 
hand-firing. Hand-firing evaporated about 6,000 lb. of water per 
hour. The stoker on the same boiler gave with— 


Colliery small ... 9,469 lb. 
Unwashed peas 11,142 lb. 
Washed peas ... en 11,335 Ib. 
Washed nuts and beans 10,160 lb. 
Unwashed beans 9,720 lb. 
Unwashed nuts m 10,390 1b. 
Washed Colliery small 10,684 Ib. 
Dry Duff pa К? 8,301 Ib. 


So that the variation in evaporation obtained on the same boiler 
with these different fuels was never very great; though the price 
varies many shillings per ton between the best and worst of the lot, 
and, curiously enough, the coal which gave the best economical 
efficiency—the washed nuts and beans mixed—did not give the 
highest evaporation. 

3. In answer to the third objection, it may be said that if 
stokers are reasonably looked after, the cost of upkeep does not 
amount to 10 per cent. on the saving made by the machines. 

The Leeds electric lighting station have some 40 machines, and 
their average upkeep cost comes to less than £1 per. boiler per 
annum. 

The stokers at work at the lighting station in your own town of 
Keighley have only cost 7s. 9d. per annum per boiler for repairs; 
they have been at work five years. "These figures were kindly given 
by Mr. Smythe. 
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4. This objection may be answered by an emphatic denial that 
there is need for hand firing if the man in charge knows what he is 
doing, and in this connection it may be pointed out that machine- 
stoked dye-houses work without hand firing, and the dye-house load 
is admittedly more variable than even the electric power station 
load. | 

This objection is made by persons who have experience of stokers 
of 30 years ago, but cannot justly be made-by persons who have 
recent experience. Thousands of stokers are now conveyor fed; 
these could not be easily hand fired in regular work, even if it were 
so desired. ' | 

5. Against this objection we have the fact that many mills with 
but one or two boilers, employ these stokers, which they could not 
do if constant breakdowns were the order of the day. It is, at 
any rate, a general rule with my own firm, as also with others of 
equal standing, to guarantee a greater evaporation by 25 per cent. to 
50 per cent. from any coal than that obtained by band firing with 
the same coal. 


( To be concluded.) 


NOTES ON ALTERNATE CURRENT INDUCTION MOTORS. 
By T. HABDINd CHURTON. 


(Abstract of Paper read before the Institution of Electrical Engineers, 
at Leeds, October 25th, 1905.) 


In this paper the author compares the performances and charac- 
teristics of induction motors provided with short-circuit and with 
wound rotors respectively, on single-phase and polyphase circuits, 
and indicates by comparisons, the extent to which the working of 
such motors is affected by the frequency, the particulars given being 
the results obtained from actual tests on a number of machines of 
the same size. The windings were, in each case, appropriate to the 
circuit upon which the motor was to operate. | 
When an induction motor is started up, the field of the stator 
starts at once to revolve at the full speed of the motor, and the 
rate at which it cuts the rotor conductors falls from a maximum 
when the rotor is at rest toa minimum when the highest speed of 
rotation is attained. The currents thereby induced in the rotor 
conductors lag behind the stator field, the difference in phase 
depending upon the strength of the currents, which will depend, of 
course, upon the resistance of the circuits. The field due to the 
rotor currents, reacting upon the stator field, which it consequently 
weakens, is also, of course, dependent upon the resistance of the 
rotor circuits. But the torque exerted by the rotor, being propor- 
tional to the strength of the stator field& and rotor currents, and 
inversely proportional to the phase difference between them, the 
maximum torque of the motor at a particular speed depends upon 
a certain value being given to the rotor resistance, which vhlue 
decreases as the speed of the motor increases up to synchronism, 
For this reason, a motor provided with a rotor, into the circuits of 
which resistance may be inserted and gradually cut out as the 


motor gains speed, starts up better than one having permanent 


connections. | 
The maximum starting torque is obtained when 


` 713 
Bo = Rg X, —— 
(ny -— п.) 
Ro = total resistance of rotor circuits. 
Ra = ohmic resistance of rotor winding. 
n; = frequency of stator currents (or speed of stator field). 
ng = frequency of rotor currents (or slip of rotor). 


In the ease of two-phase or three-phase motors a considerable 
starting torque may be obtained with short-circuit rotors having 
conductors of comparatively high resistance. But such resistance 
seriously affects the efficiency, as well as the slip, of the motor 
when running on load, and motors so constructed are usually 
employed therefore only for intermittent work, such as, for example, 
operating cranes. When an induction motor is required to com- 
bine relatively high starting torque and high efficiency on load, it 
should have a wound rotor and variable starting resistance. If, 
however, во high a starting torque is not required, the short-circuit 
rotor, with low resistance conductors, is preferred on account of 
mechanical superiority, greater electrical efficiency and overload 
capacity. ; 

If a polyphase motor of high efticiency with short-circuit rotor is 
switched directly on to the mains, with a periodicity of, say, 50 
cycles, there will be a momentary rush of current equal to about 
three to five times full-load current, while the resulting starting 
torque will be about 24 to 4 times full-load torque. If the 
pressure of the supply current is reduced by a transformer starter, 
the current from the mains may be reduced to, say, about full-load 
current, when the torque will be equal to about one-half to threc- 
quarters full-load torque. With a wound rotor, a similar machine 
would give full-load torque with full-load current, and this current 
could be switched on gradually. Ав the rotors are invariably pro- 
vided with a three-phase winding, the regulating resistance is 
always in three divisions. Liquid resistances are sometimes used, 
but more frequently wire or metal strip multiple-contact rheostats 
are employed. 

The curves shown in fig. 1 are from tests taken upon two motors, 
one having a short-circuit rotor and the other a wound rotor, but 
which were in other respects identical machines. It will be noticed 
that both the efficieney and power factor are higher in the case of 
the machine with the short-circuit rotor. Both machines were con- 
structed to give 5 B. H. P. at about 1,420 revolutions on a single-phase, 
200-volt, 50-cycle circuit. The starting torque obtained witb the 


short-circuit rotor machine was 45 full-load torque with 1:25 times 
full-load current, whilethe wound rotor machine gave 75 full-load 
torque with full-load current. The slip is somewhat greater with 
the wound rotor which would, moreover, pull out of step rather 
sooner than the short-circuit rotor. The difference between the 
results obtained with the short-circuit and wound rotors on poly- 
phase working is practically the same as that on single-phase, though 
with the polyphase system the results themselves are much better, 
as will be shown later. | 

Speed regulation has been so far, perhaps, the least satisfactory 
feature of the induction motor. The insertion of non-inductive 
resistance in the rotor circuits has the disadvantage of being un- 
economical, and a further objection is the instability of the speed 
with varying load. For many purposes, however, this method 
answers sufficiently well, and where the work 1s of an intermittent 
character, the question of economy is not, of course, of much 
consequence. 

For some purposes, such as operating cranes, the short-circuit 
rotor with conductors of relatively high resistance, combined with 
graduated transformers for varying the voltage on the stator 
windings, is sometimes preferred for polyphase motors. 

To compare, now, the performance of the motor on single-phase 
and on polyphase working, it must be remembered that the field 
produced in the single-phase motor is not a uniformly rotating 
field as in the case of a polyphasc motor, and, thercfore, motors 
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of this type have not nearly so good a starting torque on single- 
phase as on polyphase circuits. For the same reason, the maximum 
running torque and в.н.р. of the motor are less when working 
single-phase than polyphase, and the single-phase motor will, more- 
over, pull out of step and stop with less overload than the polyphase 
motor will carry. 

TABLE I. 


Single-phase, Polyphase. 


Starting | Starting | Starting | Starting 


current. torque. | current. torque. 
Short-cirouit rotor. 1:25 45 1:25 75 
Wound rotor ... 1 75 1 1 


Nork.— The figures refer to the normal full-load values. 


Table I. shows the performance of the motor with regard to 
starting torque and current on single and two-phase circuits of 50 
cycles, 200 volts, and with short-circuit and wound rotors respec- 
tively. The superiority of the polyphase motor in this respect is 
clearly shown. 

The curves in fig. 2 show also that the efficiency and power factor 
are higher in the case of the polyphase motor and that the slip is 
greater in the single-phase motor. 

A great deal of attention bas been paid tothe methods of starting 
the single-phase motor, the principal object being generally to obtain 
as great a phase difference as possible between the currents in the 
main and starting coils. 

The method of starting adopted by the author is to connect the 
main and starting coils in series and a non-inductive resistance 
across the starting coils, that is, in series with the main winding, to 
which it gives a lead, while the self-induction of the starting coil 
gives the current flowing in it a considerable lag. The auxiliary 
winding occupies about one quarter of the stator winding space, and 
is wound in the centre of the main poles where the main winding 
could not be usefully employed. It is usually wound with either 
one-half or twice the number of turns of the main winding. The 
author prefers the fewer number of turns on aecount of the other- 
wise high induced voltage continually on the windings tending to 
break down the insulation. In some makes of motors this risk of 
failure of insulation is still further increased by one end of the 
auxiliary coil being left connected to one end of the main winding, 
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in which case, the voltages of the two windings ате іп series. Thus, 
in a 200-volt motor, the voltage ou the windings may be about 
550 volta, depending upon the phase difference of the voltage in the 
windings. 

The question of frequency is a very important matter with 
regard to induction motors. In the first place, the torque exerted 
by the motor is inversely proportional to the frequency of the 
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supply current. In order, therefore, that the motor may give the 
same maximum н.р. on 100 cycles as on 50 cycles, the speed must 
be doubled. The iron loss is greater at the higher frequency, and, 
other things being equal, the efliciency of the motor is therefore 
lower. The leakage coefficient being greater at the higher frequency, 
the power factor is lower, and this again, by increasing the currents, 
increases the СН losses, which therefore further reduces the 
efficiency. The hysteresis loss and leakage coefficient increase much 
more rapidly on the higher range of frequencies than on the lower. 
For example, the difference is much greater between 50 cycles and 
100 cycles than between 25 and 50 cycles. 

The curves in fig. 3 show. the difference in the efficiency, power 
factor and slip of the same size of motor as before referred to when 
giving 5 n. H.P. on 50 cycles, at about 1,450 r.p.m., and the same H. P. 
on 100 cycles at 1,900 r.p.m. It will be here observed tbat the 
speed on 100 cycles is not, for the same н.р., double that on 50 cycles, 
as would have been expected from the statement above. But it may 
be explained that this was due merely to the exingencies of manu- 
facture, the same standard stampings having been utilised in each 


case, and the windings varied to obtain the required output with 


the best results. 

High frequency is not only prejudicial to efficiency, power 
factor and torque, but is particularly detrimental to good starting 
performance, This will be seen from Table II., which gives the 
starting torque and current of the 5-н.р. motor on 50 cycles and 
100 cycles respectively. 

It may be remarked that on circuits of 100 cycles, about twice the 
full load current is usually taken for starting sbort-circuited rotor 
motors, whereas on 50 cycles the starting current does not usually 
much exceed the normal full load current. 


TABLE II.—Srartinc TORQUE AND CURRENT ON 50 CYCLES AND 
100 CYCLES or 5-H.P. Мотов (SHORT-CIRCUIT RoToR)— 200 Vos. 


Cycles. Starting current. Starting torque. R.p.m. 
50 1:25 45 1,450 
100 i 2 43 1,900 


In concluding these notes, a brief rcference to the single-phase 
repulsion motor may not be out of place. 

If a copper ring is suspended in an alternating field it tends to 
turn, so that its plane is parallel to the direction of the flux, in 
which position it does пої enclose any magnetic lines. If placed 
with its plane at right angles to the flux, it will not move, the 
tendency to turn in one direction being balanced by an equal ten- 
dency to turn in the other. Midway between these two positions— 
that is, at 45^ to the flux, the tendency to turn would be at its 
maximum, provided that the currents induced in the ring were in 
phase with the primary field. Owing, however, to the self-induction 
of the ring causing the currents induced in it to lag, the position of 
the ring that gives maximum torque is moved correspondingly 
forward. If, therefore, an ordinary direct-current armature is 
placed in an alternating-current field and the brushes given a 
slight lead in either direction and short-circuited, the armature 
(or rotor) will rotate. The function of the brushes is merely to 
short-circuit the coils as they successively come under the poles, 
and only those coils that are thus short-circuited are exerting a 
torque. The object of connecting the brushes together is—if tbe 
armature has a parallel winding—to equalise any irregularity of 
pressure, just as equalising rings are sometimes employ ed in multi- 
polar direct-current armatures. If the armature is scries-wound, 
the connecting ring is required to short-circuit the coils. The speed 
characteristic of such a motor is similar to that of a series-wound 
direct-current motor—it will race if run without load, and the 
torque exerted varies inversely as the speed, and is, therefore, 


greatest at starting. If the armature windings are suitably con- 
nected to three slip-rings, to enable resistance to be inserted at 
starting, which can be gradually cut out as the motor gains speed, 
the starting will be improved and the starting current reduced. 
The result of connecting the rotor windings in this way is that 
currents flow in all the conductors, thereby exerting a torque just 
аз in an induction motor. Ав the speed of the rotor increases up 


to synchronism, the currents in the rotor come more into phase 
with those in the stator, and thus the torque due to this inductive 
effect increases with the speed. We have thus a compound effect 
which results jn а gradual decrease of torque, from that due to the 
initial repulsion effect to the maximum running torque of the 
machine as an induction motor. For operating hoisting machinery, 
and many other purposes, such a motor is very well adapted. Опа 
50-cycle circuit, the starting torque may be as great as twice the 
full-load torque with less than 1:5 times full-load current, while 
three times full-load torque may be obtained at starting with about 
twice the full-load running-current ; and if, when the motor has 
run up to speed, the slip rings are short-circuited, the motor will 
run practically as an ordinary induction motor. If the brushes are 
left on the commutator, they continue, of course, to short-circuit the 
coils, which, therefore, continue to exert a torque due to the repul- 
sion effect and tend to race. On the other hand, the induction 
action of the remaining conductors tends to run the motor at syn- 


chronism. The result is, that when running light, the speed of the 


motor is a little above synchronism. 

The efficiency and power factor of the repulsion motor are not 
quite so high as those of the induction motor; the current taken for 
the same horse-power, and on the same voltage and periodicity, 
being about 10 per cent. higher; and the horse-power of the motor 
is, roughly, 70 per cent. of that which it would be as a single-phase 
induction machine. 

Reversing the direction of rotation may be effected either by ` 
shifting the brushes to the other side of the neutral position on the 
commutator, or by shifting the position of the poles themselves. 
The latter may be accomplished by employing two sets of windings 
on the stator, inclined to one another at the same angle through 
which the brushes would otherwise have to be moved. Either 
winding can, of course, be brought into operation by a simple two- 
way switch. The stator winding is switched directly on to the 
mains, and the starting current may be kept within the limits 
usually required by means of the regulating resistance in the rotor 
circuits. 

The tendency to spark as the short-circuited coils leave the 
brushes has been a serious difficulty with the repulsion motor. 
However, if the reactance voltage is kept sufficiently low, and the 
machine provided with slip-rings—so that the circuits are not 
really broken the difficulty of sparking may be quite overcome. 


MANCHESTER ASSOCIATION OF ENGINEERS. 


Mr. R. Matthews, managing director of Armstrong, Whitworth 
and Co., Ltd., at their Manchester Works, inaugurated his year of 
office as president of the Manchester Association of Engineers, by 
giving an address to the members on Saturday last. This being 
the fiftieth year of the Association's existence, he gave a brief 
retrospect of the changes and improvements in various branches of 
engineering within the half century. Leaving matters of history, 
the president dealt with German competition—a large and difticult 
subject, he said, and one which did not receive due thought or atten- 
tion. This competition, which years ago was spoken of as а 
" German hogy,” was a stern reality. To illustrate it, he had 
prepared a diagram showing the gross exports and imports of 
Great Britain along side those of Germany (which, unfortunately, 
only began with 1880), showing the more steady and rapid growth 
relatively of the foreign German trade over that of Great 


Britain. This was more apparent when it was borne 
in mind that to accomplish our trade ме had had 
to export in capital ог otherwise  £2,000,000,000, against 
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the German £1,000,000,000, just one-half. When it was con- 
sidered that so recently as 1887 the imports and exports almost 
balanced, the final success of the German achievement was the 
more remarkable. Germany's exports of her own produce for 1905 
were estimated to reach about £270,000,000 against £325,000,000 of 
British exports. Such figures as these, brought about in such a 
ghort space of time, were most appalling. Had it never occurred to 
them how strange it was that their politicians and educationalists 
were everlastingly quoting the Germans as the most educated, and 
if that were so (and it might be confirmed by the successful business 
resulte), then why should they be so afraid to manfully examine 
and look into the miscalled free trade question ? 

Personally, he was a free trader, but when foreign competitors 
were injuring them by taking unfair advantage of their free trade 
policy, he thought it time to halt. When bad times came, the 
Germans and Americans could afford to dump, as the fair prices at 
home permitted them to compete at a comparative loss. They had 
a typical example in Manchester, when the Corporation were 
putting down the electric power plant. He had the refusal of the 
crankshafts for about 15 per cent. below cost price, so had to decline 
them. Не asked them, as business men, where was the gain to 
this country in such & case, where they had the men idle, tools 


idle, and the material in the country, by placing this order in 


Germany ? 

Raw materials and food in many cases ought to be free from 
duty; but as there was no machinery which could not be made 
better in this country, he hoped before long to see labour insisting 
on all finished machinery and materials being subject either to equal 
reciprocal duties, or at least 15 per cent., which corresponds to our 
superiority. 

Our foreign trade suffered largely from the non-commercial 
attachés at the British Embassies abroad, who could not condescend 
toanything so low as trade. Germany and other countries werc 
represented by servants and officers of the highest standing, who 
made it their duty and pleasure to render business assistance to 
their fellow countrymen. 

Dealing with the question of municipal trading, the president 
spoke of the excessive charges made by corporations for gas and 
electricity required for power purposes, and said :— 

“ A few years ago, being short of room, we wanted to drive our 
new shops electrically, but were asked 14d. per unit; whereas on 
the Tyne from а private profitable power company, 14 can be 
obtained at half that price; and to encourage Manchester trade, if 
instead of hounding and prosecuting manufacturers for smoke 
nuisances, they assisted them by selling electricity for zd. per unit, 
they would, like charity, be blessing him that gives, as well as him 
who receives. 

“ Does it not scem scandalous that in this so-called Free Trade 
city the people's money should be spent in opposing free and 
healthy competition (seoing that it is free from international com- 
plications) to give our City Fathers a monopoly and charge what 
they like, instead of the cost, thus enabling them to acquire large 


sums of money which can be used to hide their mismanagement . 


and make the rates look low, thus indirectly encouraging extrava- 
gance?" 

The closing part of the President's address was a discussion of 
labour difficulties. He expressed a hope that the better feeling 
between capital and labour which had existed since the century 
came in would long continue. 

The cordial thanks of the meeting were given to the President for 
his address. Several other gentlemen spoke and expressed them- 
selves fully in sympathy with the President's views on foreign 
competition. 


THE OLYMPIA ELECTRICAL EXHIBITION. 


(Continued from page 669.) 


Foxeroft & Duncan. 


This firm's excellent display of electrical instruments of many 
well-known types attracted a well-deserved attention on the part 
of the visitor; accuracy of workmanship beiug a prominent 
characteristic. An accumulator switchboard in white marble titted 
with moving-coil instruments, the Crawley automatic cut-out, 
ве i discharge switches, &c., was also a noticeable feature on 
the stand. 


The Easton Lift Co., Ltd. 


Two of this company’s lifts at the Exhibition fulfilled the very 
useful purpose of conveying tired visitors between the main hall 
and gallery, a function which in other situations they have most 
successfully and efficiently carried out for some years. 

To mention only a few installations, the new Brighton Tower 
has four 300 ft. lifts, stated to be the highest electric lifts in 
existence; the City and South London Railway possesses 26, the 
Great Northern and City seven, the Houses of Parliament four, and 
the Midland Hotel, Manchester, 19 of these lifts, while they are 
scattered over the country to the number of over 1,000. 


The Howard Conduit Co., Ltd. 


The Howanp Co.'s exhibit, although it arrived somewhat late in 
the day, was interesting on account of the novel features apper- 
taining to the asphalt troughing in which the firm specialises, In 
addition to samples of the materials and tools used in putting 
down this class of conduit, two lengths of troughing were on view, 
demonstrating how easily it may be bent into a curve if warmed. 


Numerous photographs illustrating the various contracts under- 
taken were shown; these included views of work оп the G.W. Rly. 
electrified sections. 

Dormau & Smith. 


The principal feature of Messrs. DoRuAN & бмттн'з exhibit was 
the patent “ grip-contact " circuit-breaker with which their name is 
associated, and which is already widely kuown and used. Various 
forms were showa, with overload reverse current and minimum 


' voltage control, and the new Dorman & Smith Time Limit Relay, 


which we described in our issue of September 22nd last, was 
employed in conjunction with some of them. 

The essential characteristic of this circuit-breaker is the fact that 
when opening or closing the contacts arc only lightly pressed 


Fic. 129.— Tunrr-PHAsE OVERLOAD AND No-VoLT 
AUTOMATIC MOTOR SWITCH. 


together, so that therc is no risk of sticking; but when the switch is 
fully closed, the contact faces are pressed together by a powerful 
gripping lever. The contact faces are kept clean by the пшрш 
action when opening or closing. А secondary switch is combine 

with the circuit-breaker; the latter must be closed first, after 


which, with the same handle, the secondary switch is closed, and 


_ аз the circuit-breaker is entirely free to act at once, it is impossible 


to hold it in on an overload. | 

Besides the foregoing, the firm’s main switches, switch fuses, 
ship lighting, and other heavy fittings, &c., were well represented. 

The fuses shown covered currents from 1 to 500 amperes at all 
voltages up to 600 volts. Some of these fuses were also shown 
mounted in this firm’s patent interlocking cast-iron boxes for house 
service use. Patent ceiling roses for conduit wiring systems, and a 
range of strong cast-iron fittings interchangeable with the roses, 
switches, &c., on the same series of standard cast-iron jointing boxes, 
were exhibited. 

Messrs. Dorman & Smith also showed a circuit-breaker for three- 
phase motors, an illustration of which we give herewith (fig. 129). 
The whole of the gear ix operated by one handle making one simple 
movement. It is provided with a tripping coil on two of the 
circuits, and a no-load or minimum voltage control is provided 
on the third phase, the central switch of the three. The opera- 
tion of any one of the automatie controlling devices simulta- 
neously opens all three circuits, or all three of the circuits are 
opened together by hand. Also, the three switches are closed 
together, and the no-voltage controlling device is automatically 
brought into operation by the simple movement of the single 
switch handle. 


Siemens Bros. & Co., Ltd. 


That we have refrained so far from giving MEssrs. SIEMENS their 
just due, in regard to their exhibit, is attributable indirectly to the 
comprehensive character of the latter. The stand was excellently 
situated, and its contents included electrical motors of the poly- 
phase and direct current types, together with examples of switch 
and controller gear for the varied applications of the motor. In 
the matter of lighting, the firm's well-known arc lamps were on 
view, and a well displayed exhibit of 100 Tantalum lamps added 
the touch of novelty to the stand. 

The cable department showed specimens of lighting, telephone, 
and submarine cables adapted for every requirement, and & selec- 
tion of miscellaneous apparatus, including small batteries, electric 
drills, pyrometers, &c., added to the varied features of the exhibit. 
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Among the machines on view, the 18 V induction motor, rated 
at 30 B. H. P. at 600 volts and 50 cycles was of special interest. 
speed of 750 revs. per minute; an 
= 0°88. The 


It has a synchronous 
efficiency of 90 per cent. and power factor cos ф = 


— 
— 


Fic. 130.—THREE-PHASE CRANE CONTROLLER, 
ТҮРЕ Е. 
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d Fig. 131.—Sremens V-[ype INDUCTION MoToR. 


motor can be loaded with 2:3 times the normal full load torque 


without pulling up, and on account of its efficient ventilation the 
final temperature rise when run continuously at the above rated 
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Fic. 133.—THREE-PHASE CRANE 
CONTROLLER, TYPE A. 


Fic. 132.— D.C. CRANE 
CONTROLLER, ТҮРЕ Н. 


output is only 30° Е. at the, hottest part. This motor is fitted 
with a starting resistance, carried in recesses on the rotor casting, 
and connected to a three. pole multiple contact switch also carried 
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on the rotor, and revolving with it. In starting the motor, the 


switch contacts are successively short circuited by a three-armed 
switch blade which is rotated relatively to the switch contacts by 
a mechanism which operates through a longitudinal hole in the 
shaft. This device does away with all necessity for external 


connections to the rotor, whilst it provides as efficient а means of 


starting as can be obtained with the normal slip ring type. This 
mechanism, illustrated in fig. 134, possesses several advantages 
over similar types of internal starters which have before been on the 
market, the principal of these being that the switch motion is 
controlled by a notching gear which gives an extremely definite 
step by step motion, and thereby prevents burning of the switch 
contact, and that the mechanism is also arranged so that there is no 
friction between the fixer and the rotating parte when once the 
motor has been fully started. An indicator is provided to mark 
the starting and running positions. 

The gear is shown with the intermittent motion in its final posi- 
tion, +.е., with all the resistance in the rotor circuit cut out. 

In starting up, the position of the auxiliary plunger B is such, 
that the roller c engages with the vee-slot 1. As screw M is rotated 
by means of the hand-wheel L, it forces the bush Е in the direction 
indicated by arrow. Bush к transmits this pull to the auxiliary 
plunger B, causing the latter to force back plunger F against the 
action of the spring G. The hand-wheel is slowly rotated until 
such a position is reached, that the action of the spring D overcomes 
the action of the plunger >, thus causing the plunger в to jump 
until the roller c occupies , vee-slot 2. This movement is imme- 
diately taken up by plunger’ А under the action of plunger в. 
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Fic. 134.—INTERNAL STARTER FOR INDUCTION MOTOR. 


Plunger А, in moving, carries with it the pin н, which, rolling in 
a spiral slot ‘of collar 3, gives to the latter a rotary motion. Collar 
з carries the blades, which intermittently short-circuit the three 
sets of contacts corresponding to the phases, one blade only being 
shown. If the hand-wheel т, is still rotated, then the movement 
of plungers А and в are repeated, the roller c successively occupy- 
ing vee-slots Nos. 1, 2, 8 and 4. "The number of vee-slots corre- 
sponds to the number of resistance contacts, and the blade к 
occupies а definite position when the TOME c is in any one of the 
vee-slots. 

Various types of controllers were on view suitable for operating 
cranes, hoists, winches, turntables, gun turrets, &c., where the 
motions are frequently reversed апі the loads intermittent and 
varying. Up to a comparatively recent period, simple controllers 
of the reversing and regulating type have been almost invariably 
used in this country and, in the majority of cases, have proved 
efficient and satisfactory. Owing, however, to the present 


‘necessity of dealing with heavier classes of work, the finer 


regulations of speed required and the growing demand for 
some form of control for quickly retarding the various move- 
ments, simple reversing controllers do not in all cases meet the 
actual requirements. Although by the reversal of the current 
they can be made to exert a braking effect, this method is bad for 


` both the motor and controller. 


The principle applied in Messrs. Siemens’s control! ers consists 
of an electric rheostatic brake, which is carried out by arranging the 
controller so that at certain predetermined points the motor, when 
driven by the load, shall act as а generator, the motion of the load 
being retarded as ‘slowly or as quickly as desired by varying the 
resistance in circuit with the machines. By the adoption of this 
device the cost of a mechanical brake is saved, which is by no 
means a small item. It is, however, advisable where possible to 
provide a brake to hold the motor when the current is cut off. We 
illustrate in figs. 130, 132 and 133 types of Messrs. Siemens’s 
controllers. 
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The Consolidated Pneumatic Tool Co., Ltd. retention and release of the lamp are automatically ensured by 


. very simple mechanical means. The gear is illustrated herewith ; 
This firm are well known as manufacturers of the electric and its action is independent of the skill of the operator, who has 


pneumatic drilling machinery, and their exhibit at Olympia, 
illustrated both classes o£ plant. The electrical drills were shown 


simply to raise the lamp as high as it will go, when its weight is 
automatically transferred from the rope to the gear. In lowering, 
the rope is hauled on again, when the lamp is at once released. 

We described the Berry and Risch automatic isolating device for 
trolley wires in our issue of August 11th, 1905, in connection with 


the Tramways Exhibition ; it was again shown, in much improved 
form, at Olympia. The apparatus is now so sensitive that it will 
cut off the main supply, in the event of a telephone or telegraph 


wire falling across the trolley wire, without blowing a 5-ampere 
fuse in series with the former, This result is attained by means 
of aspecially delicate fuse, in which the fusible wire passes through 
a drop of nitro-glycerine ! This, it will be admitted, is a distinctly 


novel idea. 


The apparatus is in use throughout the Walthamstow electric 
tramways, and has been specified for 28 miles of the Johannesburg 
Light Railways by Messrs. Mordey & Dawbarn. 

Other features of this interesting exhibit were a series of house- 
service cut-outs, tantalum lamps, various accessories, and the 
continuous concrete conduit, with which the firm's name has, for 
some two years, been associated. 


1G. 135.—DRILL PILLAR WITH MAGNETIC р } 
‘Bass. Еа. 136.— DETAILS OF ELECTRIC DRILL. 


in operation; the single motor drills are made in four sizes, for W. G. Walker & Со. 
holes varying from 4 in. up to 23 in. | 

A larger and more powerful drill shown, provided with three 
armatures gearing into a common drill spindle, was somewhat of a 
novelty; it is adapted for heavy work, but in the 14 in. size, only 
weighs 39 Ib., and in the 24 in. size only 57 lb. | 

In fig. 135 we show a drill pillar fitted with a magnctic base, which 
renders it quickly adaptable in out of the way situations, for iron 


or steel constructional work. Rawlings Bros., Ltd. 
Berry, Skinner & (o. 


The whole of the power supply at the Exhibition, we understand, 
was controlled by Messrs. Berry, SKINNER & Co. 's patent fool-proof 
ironclad switches and fuses; but this must not be taken to imply 
any reflection upon the competency of the exbibitors or their 
representatives! We have already described and illustrated this 


The firm’s patent concavo- oon vex fans, noted for their silent 


feature of the stand. It is claimed that these fans, which were 
shown coupled direct to electric motors, have a very high efficiency 
and a greater output than many-bladed fans of similar size. 

The firm were also exhibiting their small “Тап” dynamometers. 


This exhibit consisted mainly of high-class drawing-room and 

other fittings—in the Louis and Empire styles— many of them actual 
fac-similes from original objets d'art treasured in museums. 
Beaten brass electroliers and other fittings of modern styles were 
shown in the gallery, where also a special system of wiring was on 
view. In this system, tinned brass conduits are used, with a special 
line of junction boxes, &c. Elbows are avoided as far as possible, 
smooth bends in the tube being preferred, and the latter is sweated 
to the junction and inspection boxes, so аз to make the conduit 
electrically continuous and water-proof. The tubes are easily bent. 

without filling, yet without deformation; they are fixed by means 
of saddle clips, to which they are also soldered. Owing to the 
small diameter of the tubes they can be laid in the thickness of the 
plaster without chasing the brickwork, and they make a very neat job. 
The cost of the-material is about equal to that of screwed barrel, 
but the cost of erection is less. Owing to the smoothness of the 
interior the wires can be drawn in and out with ease, and without 
injury to the insulation; this is, in fact, в special feature of the 
system, and the operation of drawing wires in and out was demon- 
strated hundreds of times with the same wires at the Exhibition 
without abrading the insulation. | 

A letter appeared in our last issue in which Messrs. Rawlings 
Bros. pointed out that the system originated with Messrs. Hand- 
cock & Dykes, though the latter possess no financial interest in it. 

The firm issued a leatlet at Olympia offering а complete country 
house installation of 8-с.р. lamps, comprising a petrol dynamo with 
accessories, storage battery, wiring and plain fittings, erected and 
guaranteed for six months, at а remarkably low inclusive price. 


Stewarts & Lloyds, Ltd. 


This firm showed а number of electric tramway steel poles, both 
tapered and in three sections, with mountings, brackets, &c. Lap- 
welded steel steam mains, with the firm's welded-on flanges, and a 

Fic. 137.—“ CAM " PATENT ARC LAMP SUSPENSION. variety of other steam main accessories were exhibited, in addition 
{о steel work of other descriptions. Perhaps the most iuteresting 
item was the famous Mephan Ferguson lock bar pipe, first used 
apparatus, which is made double and triple-pole, and for voltages for the 30-in. Coolgardie water main, 380 miles long, and now 
up to 2,000, and is remarkable for the simplicity of the construction, adopted for power gas mains, pipe lines for hydro-electric power 
which makes it impossible to open the case with the switch on, or stations, &c., for pressures up to and exceeding 500 1. per sq. in., 
to close it with the switch in the on position, while the working and in diameters up to 5 ft. 
parts are very substantial and well-arranged. 


LI 


| The “Cam” patent arc lamp suspension gear, which was shown, Sir Hiram Maxim Electrical Co., Ltd. 
is illustrated herewith ; for this, also, the fool-proof quality was This company’s stand was brilliantly illuminated not only with 
claimed. By a neat and ingenious arrangement the contact plugs glow lamps, but also with Maxim arc lamps; these are made 


are positively guided into their correct sockets, and the alternate semi-enclosed, for p.c. and a.c., and we understand that 800 of 


running qualities and simple construction, were the most noticeable . 
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them are in use on the Metropolitan District Railway, 200 on the 
L. & S. W. Rly., and 150 on order for the Baker Street and Waterloo 
tube. The Cristalite" glow lamp, with ribbed bulb and opal 
reflector, and the Marvel" lamp, designed to concentrate the 
light downwards, were on view; the “ Brilliant" lamp is of the 
large-bulb type, and its cap is provided with a screw thread and 
nut to fix the shade on the lamp. А bayonet holder modified во as 
to carry shades fitted with a bayonet socket, a device for locking 
lamps securely in holders, and various usefal applications of opal 
to lamp bulbs, formed parts of an exhibit of varied scope. 


- Oliver, Clark & Co. 


A variety of electroliers, brackets, and pendants was exhibited 
at the stand of Messrs. OLIVER, CLARK & Co.; radiators, cooking 
apparatus, electric ironiny, &c., were included in the exhibit, which 
was essentially arranged for the edification of actual, or would-be, 
consumers of electrical energy for domestic purposes. 


Bruce Peebles & Co., Ltd. 


Messrs. Bruck PEEBLES & Co. at first confined their exhibit to 
literary matter, a variety of occasional chairs, and a cosy corner; 
later, however, they showed the remarkable three-phase and direct- 
current motor truck which we mentioned in connection with the 
Tramways Exhibition, and of which a description appears else- 
where in this issue. 


. Maple & Co., Ltd. 


The stand of this firn! was tasteful and artistic, but was of inte- 
rest to the consumer rather than to the electrical engineer. Some 
reproductions of old English china for lamp stands were nóte- 
worthy, and a variety of new fittings, bronzes, &c., was shown, of 
English and French designs. The Cooper electric tablecloth, of 
which the firm are sole makers, attracted much attention. 


( To be continued.) 


LEGAL. 


i 


WILLIAM RookRS v. THE Mayor AND CORPORATION OF CARDIFF, 


In the Court of Appeal on Friday, the Master of the Rolls and 
Lords Justices Romer and Mathew concluded the hearing of an 
appeal by the Mayor and Corporation of Cardiff, from an award 
made by the County Court Judge at Cardiff under the Workmen’s 
Compensation Act, 1897. 

‚ Mr. BAILHACHE, who appeared for the appellants, said the claim 
had been brought in respect of an accident which happened to one 
of their servants оп September 5th, 1903. The Corporation were 
owners of their own electric tramways, and William Rogers was 
employed from time to time in doing repairs to the overhead wires. 
To enable him to do these repairs, he drove a tower erection 


on a wagon. The man had to climb up this erection in order. 


to get on а level with his work on the overhead wire. On the 
day in question he had been repairing some overhead wires in 
Cathedral Road, Cardiff. Having finished his work there, Rogers 
had to get to Duke Road in order to do further repairs. That 
thoroughfare was in another part of the burgh and some 2 mile 
distant from Cathedral Hoad. When half-way between the two 
places, the horse bolted, and Rogers sustained injuries by getting 
entangled with the wagon. It was in respect of these injuries 
that Hogers claimed, and received, an award of compensation. 
The question was whether or not Rogers was engaged at the 
time on, in, or about any employment to which the Act of 1897 
related. That question depended on Sec. 7 of the Act, and the 
definition of “ railway” in that Act, counsel submitted, had led 
the learned County Court judge into an error in giving an award to 
Rogers. 

At tbe conclusion of the arguments, the MASTER oF THE ROLLS, 
in giving judgement, said he had come to the conclusion that the 
question in this case turned on the facts, and the County Court 
Judge had found the facts. Unless they found that there had been 
some misdirection which led the County Court Judge to find as he 
did, they could not interfere. The question in this case was as to 
engineering work, and it was only by referring to the engineering 
work as work undertaken by the undertakers, that they could be 
held liable for this accident. Engineering work did embrace a 
certain physical area, the expression pointing to there being local 
limits to the work; and the applicant must be shown to have been 
employed on in or about that area. The County Court Judge 
defined for himself the geographical limits, and found that the 
limits included the point where the accident happened. If it was 
not on the tram line it was in close proximity to it. In his opinion, 
there was evidence which justified the County Court Judge in con- 
sidering that the area of the engineering work was co-extensive 
with the tramway itself. They could not define the area without 
seeing what the undertakers had undertaken to do. The County 
Court Judge found as a fact that the area as to which the obliga- 
tions of the undertakers extended, was the whole area of the tram- 
way, and that the applieant was employed by them to do such 
work as was necessary and obligatory on them as such undertakers. 
The whole work of repairing the wires of the tramway included the 
business of inspecting and ascertaining where the defects existed, 
and it was the duty of the applicant to ascertain defects and amend 
them. It seemed to him tbat the learned County Court Judge had, 
without any misdirection, arrived at the conclusion that the accident. 


happened within the physical area of the engineering work. Ав 
this was a decision of fact which was not arrived at through the 
medium of any misdirection, the appeal failed. The Lords Justices 
delivered judgement to the same effect, and the appeal was 
accordingly dismissed with coste. 


/ 


OsMENT v. JENNER. 


On Tuesday last week in the Shoreditch County Court, before his 
Honour Judge Smyly, K.C., Arthur Wm. Osment, trading as 
Messrs. A. & Н. Osment, of 101, Rendlesham Road, Dalston, N.E., 
an electrical engineer, sued Mr. E. Jenner, of 58, Borthwick Road, 
Leytonstone Road, Stratford, E., for £3 for electrical work done. 
Mr. Champion, for the plaintiff, explained that the work was done 
at a house in Fulready Road, Leyton, it consisting of finding a 
leak in the wiring, in consequence of which the Borough Council 
refused a service as the current ran to earth. The work was carried 
out accordingly, the leak found under some lath and plaster, and 
put right. The plaintiff was called, and’ bore out his solicitor's 
statement. It took a considerable time to find the leak, and all he 
had charged for beyond the hire of an O.K. meter, was 20 hours 
which the electrician took, whom he sent down, his fares, &c. The 
apprentice with the electrician he did not charge for. He was 
making about 15s. out of the transaction. The defendant contended 
that the claim was very excessive. Не could have had the house 
re-wired for a less sum than the plaintiff wanted. He denied that 
бв. a point was a low price, it being the ruling price in the district. 
His Honour said that he would give judgement for the plaintiff for 
£2 5s., and it seemed to him that he was getting a very reasonable 
profit for the work, at this price. 


LLovps r. Marconi Co. 


In the Chancery Division Mr. Justice Kekewich has fixed 


November 21st for commencing the hearing of this action. 


. According to the Daily Mail, witnesses will be brought from all 


parts of the country. It is stated that the Admiralty has intervened 
in the case, and that the Attorney-General will appear . 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have thewriter’s name and address in our possess n 


A New Lease of Life. 


A correspondent sends the following, with apologies and 
expressions of shame :— 


[Jt is stated that a large portion of the rolling stock of the Mrtro- 
politun Railway has been purchased. by coal owners in South HW ales 
to be used for the purpose af bringing miners to and from the pits. | 

We've toiled through fog, and smoke, and dirt, 
Through tunnels dark and grim, | 
We've brought the worker to his work, 
| (Small thanks we've had from him). 
" Your seats are hard, your pace is slow, 
“ Your fumes they catch my breath ;” 
All this we've heard for years and years, 
It nearly caused our death. 


But hark ! What noise is this we hear? 
What light dispels the'gloom ? 

It is the swift electric train, 
That tells our certain doom. 

No more we'll burn our smokeless coal, 
And waltz the Circle round, 

Our part we'll play, by night, by day, 
No longer underground, 


But where ! Oh, where shall we, from now, 
Enjoy the air and sun? | 
Through field and wood, о'ег bank and bridge, 

Our daily courses run ? 
It is the far-off land of Wales, 
Our waning strength requires ; 
The land which gave the coal that erst, 
Burnt fiercely in our fires. 


And what shall be the róle which we, 
Must play at second birth, 

To ease the toil of those who grope 
In darkness 'neath the earth. 

And if in strenuous, earlier years, 
We won no meed of praise, 

The miner's blessing will adorn 
Our latest, happiest days. 
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Some Arithmetical Questions for Mr. Byng. 


* А Foreigner's " remarks concerning Mr. Jaybee's letter 
are not very flattering to that gentleman, and to justify 
them he should have been more careful in choosing his 
arguments. 

Like himself, I have seen and lived in several countries, 
and have found that quite a number of foreigners are of the 
same opinion as your correspondent, i. e., that free trade is 
an excellent thing for England, but they rarely think that 
it would work quite as well in their native country. Should 
you doubt that they have England's well-being at heart, just 
change the topic from tariff reform to politics, and your 
mind will soon be at ease on that subject. 

Now, as to Mr. Foreigner's" remarks about the work- 
ing classes in this country and abroad. "The British work- 
man gets the highest wages in Europe, and surely no 
free trader would have it that he pays more for his food and 
clothing than his protected fellow workmen do abroad. He, 
however, is * unable " to save up for rainy days; that much 
is evident from the terrible. distress of the unemployed and 
from our overcrowded workhouses. Is this entirely due to 
the large amount of money he spends on the education of 
his children, or is it because he can't bear to see the poor 
publican starve, and thinks it his duty to encourage the 
Royal sport of horse racing, even though at a distance ? If 
80, the Upper Ten are hardly to blame for his unfavourable 
financial position. 

I fancy an English youth will have no more difficulty in 
finding employment, should he choose to emigrate, than 
citizens of any other nationality do, especially if he has 
availed himself of the opportunities offered to him at home, 


such as evening classes at the multitude of technical colleges ` 


which are nowadays аз inexpensive and instructive as most 
similar institutions abroad. . 

Now, ав to the University training, in which matter 
Germany is mostly held up as the shining light. In that 
country a student rarely matriculates many months before 
his 19th birthday. The course of electrical engineering at 
the Technical Universities is a four years’ one, and опе 


year’s workshop experience is required, which, it is true, may 


be spread over the summer vacations. But hardly one in a 
hundred is able to get through the two branches in four 
years, and not a few take as much as 10. 

The compulsory military service, if it is to be got through 
in one year, means another item of at least £100 to Herr 
Papa. Those whose parents cannot afford this must serve 
for two years, when the Government keeps them. | 

Furthermore, German students are hardly what would be 
called an economically minded body of young men, so that 
neglecting the expenses of the college fees, which are very 
small, the education of а German engineer is hardly the 
remarkably inexpensive matter many would have us believe. 

Аз to the pride of English gentlemen, I always thought 
I was the son of one myself, and I happen to have been 
through the shops, and I should fancy there are а few more 
in а similar position. | 

The action of the L.C.C. has already been dealt with, but 
I should just like to point out that they teach in England 
that twice £38,200 is £76,400; so they do in many other 
countries. I should like to know what part of the world 
„A Foreigner“ hails from? 

| _ Whole Hogger. 

Kindly permit me to say one or two words in reply to 
„Foreigner in the Review of last week. І am well 
uequalnted with other countries, and the conditions of 
labour that exist there. I do not like to take exception to 
any remarks that may be made; but if I am the wreck on 
the open sea, [ only hope, in my poor, crippled condition, I 
may foul a few of those brand new German liners laden with 
worthless rubbish, a great proportion of which, after 
arriving here, is taken out of the foreign-marked cases, 
recased and exported to the Colonies as British manufactures, 
bringing discredit on the manufacturers and mechanics of 
this country, and at the same time sanding the road for 
slightly better manufactured materials sent to them direct 
by these highly-educated foreigners. I do not know if my 
reading of the letter is a correct one; if so, it is surely a 
strong argument in favour of Protection, as, from the 
description he gives, the workmen in foreign countries 


moment at nearly every music shop in London ? 


enjoying protection are much better off than they are here. 
I think it is generally admitted by all sections in this 
country that there is something rotten, although they are 
divided as to the cause and the remedy. I have noticed 
one section, like their foreign friends, when cornered for an 
explanation of certain conditions, never fail to trot out the 
education bogy, probably because it contains arguments diffi- 
cult to dispute. I do not believe, however, that the gentlemen 
that write our text-books have anything to learn from 
the self-opinionated foreigners, neither can I believe that 
the engineers and mechanics that make that beautifully 
finished and designed machinery made in this country have 
anything to learn from the men who make the rubbish that 
comes here from abroad. Stepping out of our own trade a 
little, are we to take it for granted that the men that can 
make Broadwoods, Brinsmeads and Chappells are out of 
employment, because they are so very ignorant compared 
with the men that make the pianos from the Fatherland, 
which are being dumped down in batches at the present 
I think 
those men whose power of lung and words of praise fail 
them when speaking of the crowd of ignorant, dirty, “ can’t 
be too dirty" foreign wastrels, that are deposited at our 
docks every week, should be made to eat a leek when they 
tell our starving unemployed that nothing can be done for 
them, because they are 80 very ignorant, and before anything 
can be done, they must go and get educated. What of the 
cabinet trade, the men that could make chairs that would last 
a lifetime are out of work ; we have chairs sent us now by the 
educated foreigner, and when you sit on them it is a puzzle 
for a moment to know whether you have dropped down on a 
chair or а roundabout. With reference to the remarks 
about the pride of English gentlemen, I have worked with 


the sons of foreign as well as English gentlemen, and in my 


opinion, there are no men in the world less assuming, and 
more willing to do whatever work is required of 
them, however dirty it may be, than the sons of 
English gentlemen; if any proof is wanting of this, 
refer to the Navy. I am in complete agreement 
with that portion of the letter which says The 
best weapon a country can have is a good army of skilled 
workmen.” If we are to have this we must find work, an 

when this is impossible the best thing we can do is to pre- 
vent the work being filched from them by unfair or dishonest 
means. If a lamp, switch, or any other article is made in 


Germany, let the article be stamped and not only the packing 


case. І suggest the formation of an Imperial Trade League 
somewhat on the lines of Freemasonry, with 'lodges in every 
town, to include all trades, not a political organisation, but 
simply for mutual benefit and protection between all for the 
good of all trades, an organisation which would draw in the 
present members of the different friendly societies, besides 
others. I think such an organisation as this would and 
could do more good than anything else for the promotiou and 
protection of trade within the empire. I should be pleased 
myself with any promise of support to promote such a league ; 
perhaps when the new babe showed signs of life someone 
more capable than I would consent to hold the leading 
strings. 
Jaybee. 

[We do not think that any useful purpose will be served 

by further correspondence on this subject.—Ebps. E. R.]. 


~ 


Electric Cooking and Heating. 


Mr. Dowsing in his lecture at the Olympia Exhibition 
laid the blame for the backwardness of the ahove to the 
high cost of energy; and he appeared very sanguine that, 
now that the majority of supply undertakings were going to : 
supply energy for power purposes at ld. per unit, electric 
cooking and heating was in for a boom. Mr. Editor, do 
not believe him. 

I am afraid Mr. Dowsing is laying the blame on the 
wrong shoulders ; the supply authorities are not at fault. 
Who can afford to fit up a kitchen when the cheapest kettle 
on the market is listed at 248.7 Then take Mr. Dowsing's 
own products. Who can afford electric radiators at £4 48.7 
Very few can and will do this. 

Repairs are also a heavy item. To repair an electric 
kettle recently cost me 10s. ; to replace a lamp in a radiator 
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costs 58. I am, of course, giving list prices; that is what 
the consumer has to pay. 

Mr. Editor, it is not the supply authorities who are the 
laggards ; it is the manufacturers of lamps and apparatus 
that are, and probably will remain, the drag until foreign 
compctitors step in and seize the bulk of the work. 

Cannot the ELECTRICAL REVIEW stir these gentlemen up 
a little? At half the present list prices, things would boom 
and the manufacturers could still fill their pockets. 


| E. Stanley Harpham. 
Finchley, October 31st, 1905. 


Nameless Wire. 


We are still in need of a name for a wireless telegraphy 
message. I suggest that it be called a ** coni," or © coney," 
after Marconi. Thus, instead of saying “I sent him a 
wireless telegraphy message," we could say *I sent him a 
coni," or, * I conied him." | 

Frank Foster. 

Manchester, October 25th, 1905. 


[With all humility, and due deference to the great minds 
which have laboured with this problem, we venture to 
suggest that (1) A message transmitted by wireless tele- 
graphy be called a “telegram.” (2) The corresponding 
verb be “ to telegraph."—Eps. E. R.] 


The N. P. L. and Its Duties. 


Referring to a leader in your issue of the 13th upon 


Dr. Glazebrook’s communication to The Times Engineering 
Supplement, will you allow me to demur to your summing up 
the position by stating that Dr. Glazebrook’s intentions are 
good, but were only stated undiplomatically. On the con- 
trary, his intentions are anything but good, not only to the 
laboratory he directs, but to the large section of professional 
men he proposes to displace. 

The National Physical Laboratory will find ita time fully 
occupied in preparing and publishing standard methods of 
testing the innumerable materials used in the technical 
industries, and it is a great disappointment that the result 
so far is only a superfluous publication of stale information. 

Surely, before he institutes another huge department to 
deal with the actual testing of materials and apparatus, in 
competition with sa hardworking and able chemists and 
consulting engineers, he should at least first discharge thé 
obligations imposed by the foundation of the laboratory. 

Rumours are already circulating that the operations of the 
N. P. L. will be still further extended, even to the Law Courts, 
and it will be interesting to know the views of those pro- 
fessional bodies, who subscribe to the funds of the laboratory, 
upon these contemplated departures. 

It is not too much to assume that the object of these 
extensions is farther grants of public money to this 
laboratory, a very laudable desire, no doubt, on the part of 
the director and his “brilliant” staff, but hardly better, 
and certainly not less sordid, than the vulgar desire for 
profit of the ordinary professional man. 

| 2 в. d. 


Hygienic Telephones. 
Having noticed with interest the letters of your corre- 


spondents on the above matter, perhaps you will permit me, 


as a purely disinterested writer and incidentally as a tele- 
phone expert (having no desire to give anyone the favour of 
а free advertisement, as one of your correspondents bluntly 
put it), to throw some fresh light on this matter. 


Whatever subject has been broached in the columns of | 


the Review, I have noticed for a number of years the fair- 
ness and impartiality of the Editors in giving as far as 
possible in such matters both sides of the case. 

First, then, the idea of a purely hygienic telephone is to 
prevent as far as possible the accumulation in the mouth- 
piece of the microphone of moisture and dirt, and, as in the 
case of а telephone used by a large number of people, the 
harbouring of pathogenic germs capable of introducing 
disease into the human system. 

This being so, which would a disinterested customer 


" acceleration. 


choose, а mouthpiece of a fairly accessible nature which 
could be easily cleaned, or a long, deep and narrow mouth- 
piece which serves in the new hygienic telephone as a handle 
also, which is not half so accessible as ап ordinary 
mouthpiece, and which would under the proper conditions 
become a species of culture tube for the germs to disport 
themselves in and to multiply on the face of the globe—no, 
] mean mouthpiece ? | | 

The ordinary receiver ear piece is an equally ready means 
of infection, but this appears to have reached perfection from 
the point of view of accessibility. 

Then there are one or two points, of minor importance, I 
suppose, as they only touch on the matter of priority in the 
design or invention of the hygienic telephone. : 

If any of your correspondents who are most interested in 
this matter will refer to our British Patent Office Records, 
they will find that on March 21st, 1903, Johan Holmstróm 
applied for a, patent on this particular telephone, also that 
on April 17th, 1900, Messrs. Kneale & Hartley applied for a 
patent on a similar instrument, both cases being characterised 
by the handle mouthpiece and the adjacent design of micro- 
phone and receiver. | 

In view of the large extent to which the telephone is 
coming into use in modern life and its probable vast increase 
in the near future, the cleanliness of the telephone will have 
to be considered from a commercial point of view more than 
it has been hitherto. 

Thanking you for your courtesy in permitting this side of 
the question to appear. 

Alfred V. Newell. 

Leicester, October 81st, 1905. 


[We hold no brief for either side.—Eps. E.R.] 


Ignition Gear for Gas Engines. 


I shall be glad if any of your readers can tell me the 
name and address of the makers of the Lodge apparatus 
which was mentioned in the REVIEW some time ago. 


А. W. 
St. Helens, October 31st, 1905. 


The Electro-Deposition of Copper. 


I have seen Mr. Ellis's letter of October 27th in reply to 
my letter. I do not think he makes the matter quite clear, 
as I understand on good authority that a large number of 
tubes produced at the Elmore Works are made by an 
American process of drawing. I should, therefore, be glad 
to learn whether the shells from which these tubes are drawn 
are from copper electro-deposited by the Elmore process, or 
from shells electro-deposited by the Elmore burnishing 


process. 
Sherard Cowper Cotes. 
Westminster, October 80th, 1905. 


Regenerative Control. 

In view of your invited discussion, it may interest your 
readers to know some steps that have been taken with 
regenerative control for storage battery-driven electric 
carriages. 

The cars experimented with were primarily fitted with 
an ordinary three-speed series- parallel controller, two series 
wound motors, and 44 to 48-cell battery. The running 
E.M.F. varies from 88 to 94 volts; average amperes on the 
flat, 30-35 amperes. The first attempt was a separately 
excited field control, and was not successful owing to the 
exceedingly heavy starting currents required. Then a mixed 
control, consisting of three series and four shunt speeds 
was tried. The series speeds were used to start the car 
only, but again the shunt fields took a small current, but the 
armatures took an enormous amount during the periods of 
After some consideration another attempt was 
made, this time with more success. The control was seven 
speeds : three series ; one shunt fields; one armatures parallel 
but fields in series; two armatures in parallel and fields in 
series, and in series to each other with a shunt across field 
circuit. This was very successful, and is still running now 
after a good many months without repair, nor are the com- 
mutators blackened or burnt in any way. 

Е 
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But since this car has been running, an improved type 
has been made, consisting, as before, of seven speeds, of 
which two are shunt speeds and the remainder speeds with 
series characteristics. A short description of this may not be 
out of place. : 

The controller is vertical and has 12 brushes for . meeting 
the drum contacts. The drum is of the ordinary barrel type 
operated by one handle, for seven forward speeds and two 
reverse speeds. The drum contacts are six in number for 
all forward speeds and four for reverse speeds, and are cut 
out of solid metal. There are, of course, no breaks of the 
circuit on any of the series speeds and only in two places on 
the shunt speeds. "The contacts are all fitted on the surface, 
and there are no cross connections embedded in the drum, thus 
making replacement an easy matter if necessity should arise. 
On the first speed the fields are in series with the armatures in 
series, thus making two series motors,and have a small 
resistance in circuit. Оп second speed this resistance is cut 
out; on third speed the fields in series with a resistance in 


circuit are in shunt to the armatures in series, thus making 


two shunt motors in series. "The fourth speed is as the third, 
but has more resistance in field circuit. The fifth, the fields 
are in series and in series to the armatures in parallel. 
sixth and seventh have low resistance shunts partially short- 
circuiting the fields, giving a light field as in a shunt motor, 
but preserviug the series characteristics. "With regard to 
regeneration, some very fine resulta have been achieved both 
in pulling up on the flat and in running down hill. Of course, 
in both cases the third and fourth, or shunt positions, are 
used. Pulling up on the flat as in traffic, from 30 down to 
10 amperes can easily be had although not sustained, but 
down hills of varying gradients regeneration is kept up, 


varying from 25 to 10 amperes, according to the steepness of 


the hill and the initial velocity of the car. 

The controller is practically sparkless, as the whole of the 
resistances cari be used for breaking the circuit, and the 
Space factor is also small, becáuse there is no necessity for 
breaking the circuit at each step. It will be noticed that 
the fields of the two motors are in series the whole time, and 
that changing is effected principaly оп the armatures. 
There seems to be no trouble with the commutators. Carbon 
brushes are used. A remarkable result is that the pneumatic 
tires of the car do not either blister or wear to any extent, 
compared to an ordinary series controlled car. The pinions 
and gear generally, needless to say, wear much longer and are 
silent, due to gradual acceleration and absence of shocks 
and jars. : 

R. H. C. B. 


Lead-Covered Wiring. 


The statement of your correspondents, Messrs. H. Bailey 
and Co., in the current issue of the Review, that they 


“only use vulcanised wire on installations where it is 


specified, prompts the subscriber to draw attention to a 
very common failing to which, as a rule, specialists in any 
particular system of wiring are peculiarly liable, viz., the 
indiscriminate installation of that system on every contract 
with which they are entrusted. 

No. doubt twin lead-covered  paper-insulated cable 
possesses many advantages for house wiring, and dry and 
“unexposed situations generally, but its use should be confined 
to this class of work. 

The subscriber has now under his control an installation in 
a large foundry which was carried оца few years ago on the 
system referred to, and the greater part of it has had to be 
entirely re-wired owing to the destructive action of the 
foundry gases on the unprotected lead covering. Similar 
cable used for wiring outdoor arc lamps has had to be 
replaced for the same reason. A faulty section of this cable 
is forwarded herewith. 

A calico print works’ installation with which the sub- 
scriber is acquainted was wired on a similar system, but with 
V. I. R. insulation, and here also the lead covering did not 
last for any length of time. The installation in both cases 
was carried out by firms who were specialists in lead-covered 
wiring, and there is no reason to doubt the quality of the 
workmanship. 

Before adopting this method of wiring, it is, therefore, 
advisable to consider each case on its own merits. Twin 
lead-covered V.I.R. cable makes a much better job ; it is exten- 


The 


sively used in ship lighting work, and the subscriber has 
several installations of this kind under his control which are 
satisfactory in every respect. | | 

Engine and boiler rooms, however, are wired with single 
vulcanised cables run in screwed tubing, and in those parts 
of the ship exposed to the weather, twin cables are protected 


"by a covering of wire armour yarned and compounded 


overall. 

A valuable paper on the electric wiring of buildings by 
Mr. W. A. Chamen, with an interesting discussion thereon, 18 
to be found in the Transactions of the Institution of Engi- 
neers and Shipbuilders in Scotland, Vol. 43. 


George Stevenson, 
Electrical Engineer for Carron Co. 
Carron, Stirlingshire, 
October 30th, 1905. 
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THE BRITISH SCIENCE GUILD. 


Ох Monday, at the Mansion House, the inaugural meeting of this 
Guild was held, under the presidency of the Lord Mayor. Many 
leading scientists, manufacturers, and other men of eminence in 
various departments of life were present on the platform, and a 
number of interesting speeches respecting the objects of the Guild 
were delivered to an appreciative audience. The proceedings were 
opened by Sir Norman Lockyer, who explained the causes which 
had led up to the formation of the/Guild, and the work it hopes to 
accomplish. The need was that all our national activities, State 
service, and private service should be conducted under the best possible 
conditions, with the greatest amount of brain power. Therefore 
it was not a question merely of science and scientific men. The 
Bishop of Ripon, in an eloquent speech, moved the election of 
the Rt. Hon. В. B. Haldane as first President of the Guild, 
and among other things that he said was this: That our manu- 
facturers had been content to go on in jog-trot ways, without 
watching how far knowledge had advanced beyond them, to the 
detriment of themselves and of the consumer. The motion was 
seconded in a few words by Lord Strathcona, and supported by Sir 
Wm. Mather, who showed himself to be in disagreement with the 
views expressed by the Bishop of Ripon upon the condition of this 
country in comparison with others. He said he had some 
recollection of England being highly scientific and highly com- 
petent in certain fiélds of manufacture. We had in many of our 
industries the most brilliant scientific methods and processes. 
There was plenty of science in England; the trouble was that the 
people of England had not been trained to enable them. їо use 
largely the methods and principles of science which the peoples of 
other countries—not the select men— possessed. He had just 
réturned from a four months’ stay in-the United States, and he 
found that the whole tendency and trend of American thought and 
feeling were to take masses of their young men and train them so 
that they might take their part as workers in tbeir industries, not 
as managers, employers, capitalists, and во on. The resolution was 
carried unanimously, and Mr. Haldane acknowledged the honour 
in a most interesting address, which we have not space to dwell 
upon now. Speeches by Mr. C. W. Macara, Admiral Sir 
Cyprian Bridge, Sir J. Wolfe Barry and others followed. А 
lengthy list of vice-presidents and officers was appointed and a 
large general committee elected. 

We can best describe the objects and organisation of the Guild by 
quoting the official announcements :— 

l. To bring together as members of the Guild all those through- 
out the empire interested in science and scientific method, in order, 
by joint action, to convince the people, by means of publications 
and meetings, of the necessity of apply ing the methods of science 
to all branches of human endeavour, and thus to further the pro- 
gress and increase the welfare of the empire. 

2. To bring before the Government the scientific aspects of all 
matters affecting the national welfare. ] 

3. To promote and extend the application of scientific principles 
to industrial and general purposes. 

4. To promote scientific education by encouraging the support of 
universities and other institutions where the bounds of science are 
extended, or where new applications of science are devised. 

The official pronouncement respecting the Quild’s aims also 
says: 

“The Royal Society and British Association were founded for 
the promotion of natural knowledge; the Society of Arts for the 
encouragement of arts, manufactures, and commerce. The Science 
Guild, though in sympathy with these objects, is not identical in 
nim with any existing society. The promotion of natural know- 
ledge is outside its sphere. Its purpose is to stimulate, not so much 
the acquisition of scientific knowledge, as the appreciation of its 
value, and the advantage of employing the methods of scientific 
inquiry, the study of cause and effect, in affairs of every kind. 
Such methods are not less applicable to the problems which confront 
the statesman, the official, the merchant, the manufacturer, the 
soldier, and the schoolmaster, than to those of the chemist or the 
biologist ; and the value of a scientific education lies in the culti- 
vation which it gives of the power to grasp and apply the principles 
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of investigation employed in the laboratory to the problems which 
modern life presenta in peace or war.” 
Communications may be addressed to.the Honorary Secretary of 


the British Science Guild, 16, Penywern Road, London, 8.W. 


BUSINESS NOTES. 


Earl’s Court Naval Exhibition.—In connection with 
the Naval, Shipping and Fisheries Exhibition, Eurl’s Court, which 
has just ‘closed, the STIRLING BOILER Co., Lro., have been 
awarded a diploma and gold medal for their exhibit, which 
included a marine Stirling boiler, of 280 н.р. Part of the casing 
was removed to show the arrangement of the drums and tubes in 
the boiler. A special feature in the boiler was that it was lined 
with diatomite brick. This brick caused considerable interest in 
that a great advantage is claimed for it over ordinary firebrick, it 
being a much more efficient non-conductor and at the same time 
only one-seventh of the weight. The various tube cleaners used 
for cleaning the tubes of Stirling boilers were also on exhibition. 
One of tbe tubes was split from end to end and a turbine cleaner 
inserted, thus showing how this cleaner is worked. Similar boilers 
to that exhibited are at present in service in merchant vessels and 
shallow draught steamers, &c. 


German Imports and Exports of Electrical 
Maehinery.—So far this усаг there has been a slight increase 
in the exportation of electrical machinery from Germany, the 
returns for the eight months ending with August last showing a 
total of 8,849 tons, as compared with 8,584 tons in the correspond- 
ing period of last year. ‘There has also been some advance in the 
importation of foreign electrical machinery into Germany—from 
864 tons in the first eight months of 1904 to 960 tons in the eight 
months ending with August last. - 


Increase in Prices.—The ELECTRICAL POWER STORAGE 
Co., Ітр:, notify that from November 1st, 1905, all prices in their 
catalogue for complete cells, renewals and plates have been 
increased 5 per cent. The increase has been necessitated by the 
continued advance in the prices of raw materials, especially lead, 
during the past few months, This increase applies to all outstand- 
ing cstimates. 


Widnes and Runcorn Transporter Bridge. — 
Referring to our recent article on this bridge, it is interesting to 
note that the whole of the main steel wire suspender cables, sub- 
sidiary cables, and vertical suspension cables were manufactured 
and erected by the ST. HELENS CABLE Co., LTD., whose activities 
are not confined to electrical manufactures. The main suspender 
cables are about 1,650 ft. each in length, and 104 in. in diameter, 
and their combined breaking strain approximates to 9,000 tons, 
Each of these cables consists of 19 parallel sections, 2:1 in. in 


diameter, containing 127 wires of No. 8 S.W.G., and having a - 


thus the whole cable consists 
The individual wires in the cables are laid without 


breaking strain of 95 tons per sq. in.; 
of 2,413 wires. 


` weld or joint from end to end, and аге of equal length and tension, 


thereby ensuring uniform distribution of the load throughout. 
Before stranding, every wire was tested at each end, to comply 
with a series of tests required by tbe engineers, as also were the 
complete sections of cable. Since the erection has been completed 
the main cables have been thoroughly protected by special bitu- 
mastic compound, also manufactured by the St. Helens Co., and 
finally entirely encased in a double envelope of sail cloth treated 
with the same preservative. 


Belgium.—The report of the Société I iegeoise d'Elec- 


. tricité, of Liége, for the last financial year shows a profit of £11,320, 


as compared with only £7,520 in the preceding 12 mont:s. 
Brush Contracts.—The Bnvsu ELECTRICAL ENGI- 


. NEERING Co., LTD., has booked the following contracts :— 


For the County of Durham Electric Power Distributing Co., 
ten 300-x w. transformers. 
For Messrs. J. Howden & Co., Glasgow, one 150-k w. dynamo. 


Bankruptcy Proceedings.—H. J. C. SoMERVILLE.— 
The first meeting of creditors was held last week at the London 
Bankruptcy Court under the failure of Henry J.C. Somerville, 109, 
Victoria Street, Westminster. The debtor has been engaged in the 
promotion of various companies, included in the number being the 
Otto Electrical Manufacturing Co. Ltd. He held some shares 
therein, but. places no present value upon them. Mr. E. S. Grey, 
Official Receiver, repurted that the statement of affairs had not 
been lodged, but the debtor roughly estimated his liabilities at 
£4,000 and his assets at £1,150. Не attributed his failure to 
recent, ill-health, which prevented him from earning sufficient to 
pay off the claim of the petitioning creditors; to the collapse of 
various companies in which he was financially interested ; and to 
liability of over £1,000 for law costs. It was intimated that the 
debtor hoped to submit an offer to the creditors, and by general 
cousent the meeting was adjourned for a week. 

ALEXANDER HoLLAND (Electrical and Mechanical Engincering 
Co.), Farnworth.— First and final dividend of 6d. in the £, payable 
October 28th, Official Receiver's office, 19, Exchange Street, 
Bolton. 

Tuoxas HILL, electrical engineer, 24, Vicarage Road, Wolver- 
hampton.— The Official Receiver (Mr. S. Wells Page) has issued a 
statement of the affairs of the above debtor, which shows his gross 
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liabilities to be £178 3s. 6d., due to 22 unsecured, all of which is 
expected to rank for dividend. The assets are estimated by debtor 
gt £13 11s. 2d., including £10 deposited with solicitor for costs of 
petition, and £3 11s. 2d. for book debts. The deficiency is 


„ £164 12s. 4d. The causes of failure, as allege 


i 


bankrupt, are 
„depression in trade, bad debts and loss on tod 


Dissolutions and Liquidations, — Eurim TELE- 
PHONE Co.— Messrs. E. Hahner and Max Wolff (telephone importers, 
dealers and erectors), have dissolved partnership. Debts will be 
attended to by the said Elizabeth Hahner. 

Nuns, Watts & Co.—Messrs. Т. R. B. Nunn and Е. H. Watts 
(electrical engineers, 82, Mark Lane, E.C.), have dissolved partner- 
ship. Mr. Watts will attend to debts and continue the business 
under the same name as hitherto. 

DELAFONE BATTERIES SYNDICATE, LTD.—Creditors were to send 
particulars of their debts, &c., to the liquidators (Messrs. E. 
Williams and C. B. Hahn, 12, Norfolk Street, Manchester) by 
November 2nd. 

Тіх ELECTRO-SMELTING (ZINNOXYD) Co., Ltp.—A meeting is to 
be held at 9, Wool Exchange, Basinghall Street, E.C., on December 
4th, to hear an account of the winding-up by 'the liquidator (Mr. 
А. le Clerc). 


Land for Sale.—Land suitable for the erection of elec- 
trical engineering or motor-car manufactories is being offered for 
sale. It is situated within seven miles from London. Some parti- 
culars appear among our advertisements to-day. 


Electric Clocks at Olympia.—We are informed by 
the SyNcHRONOME Co. that they have arranged with the authorities 
to leave their time-circuit of 20 electrically-propelled dials for the 
benefit of the visitors to the forthcoming Motor Exhibition at, 
Olympia, and for the convenience of the management. Those who 
did not see this installation at the Electrical Exhibition will, there- 
fore, have another opportunity of inspecting an up-to-date example 
of the modern method of time-keeping. 


Mechanical Stoking.—The Hever Castle Power Station, 
Hever, Kent, has just arranged for an installation of four Bennis" 
stokers and natural draught furnaces for its Lancashire boilers. 
The Midland Electric Corporation for Power Distribution, Wolver- 
hampton, has placed an order for three stokers and compressed gir 
furnaces for a water-tube boiler. The economies and other advan- 
tages claimed to result from machine-firing were recently given in а 
paper read before the Keighley Association of Engineers, Keighley, 
by Mr. A. W. Bennis. A free copy of the “lecture,” which is now 
reprinting in our pages, may be obtained on application to Messrs. 
Ed. Bennis & Co., Ltd., Little Hulton, Bolton. | 


Catalogues and Lists.— Messrs. ALLEY & MACLELLAN, 
LTD., Sentinel Works, Glasgow.—lllustrated circular No. 153, 
showing good half-tone views of representative examples of the 
„Sentinel“ two-stage intercooling air compressors, and giving a 
list of users of these plants, including 13 machines for the 
Admiralty for various dockyards. 

Messrs. Кер, McFARLANE & Co., Lrp., 7, Graham Road, 
Plaistow, London, E.— Catalogue of Diatomite, Maxonite and 
asbestos compositions for boiler covering, also asbestos rope for pipe 
lagging, removable sectional coverings, non-conducting dry hair 
felt. A lengthy list of firms, ships and public buildings where these 
specialities аге employed is given. 

The ELECTRIC AND ORDNANCE ACCESSORIES Co., Lrp., Stellite 
Works, Birmingham.—A number of new illustrated and priced 
leaflets. One describes the Stellite controllers for cranes, machine 


tools, &c.; another (L 21) particularises the Stellite-Gradual ” 


magnetic motor starter and regulator; a third (M 260) details the 
Stellite portable electric drills and appliances connected therewith ; 
while a fourth (В 202) gives full information relating to water- 
tight, gas-tight and dust-proof bells, signalling apparatus, &c., 
(Mercier’s patents) for mines, collieries, factories, and so оп, 

Mr. C. È Heap, 28, Hatton Garden, E.C.—Lists No. 10 and 
No. 11, issued by Messrs. Hodgson, ‘Wright & Wood, the former 
giving specification and table of prices, weights, &c., of shunt-wound 
continuous-current protected motors, and the latter, shunt or com- 
pound-wound dynamos in the same way. Mr. Heap has also sent 
us a list illustrating and describing the Case" controller. 

Messrs. CARRICK & Ritcuiz, Waverley Engineering Works, 
Edinburgh.—Newly issued catalogue of turbines, Pelton wheels, 
and other water motors. The firm, it hardly needs saying, has been 
pre-eminent among manufacturers of water-power plant for long 
years past. The Waverley " and the Girard" types of turbines 
are fully dealt with in this catalogue, descriptive notes and tables 
of sizes, powers, and prices appearing for single and double dis- 
charge, ‘high-pressure double discharge turbines, Pelton jet water- 
wheels and water motors, and so on. Turbines for electric lighting 
and power transmission, aluice valves, turbine governors, and many 
other special departments of hydraulic engineering come in for 
treatment, and several pages are devoted to useful information " 
on such subjects as measurement of water powers, loss of heat from 
friction in pipes, storage of water, and data for hydraulic calcula- 
tions. A long list of users of Carrick & Ritchie plant, and selec- 
tions from testimonials, are printed. We should not wonder if the 
list of users of such turbines for electric lighting purposes came as 
a revelation to some present-day engineers. 

Messrs. H. W. Ѕблмвірав & Son, Highgate Street, Birming- 
ham.—Two catalogues of electric light fittings, including many 
very artistic designs of brackets, pendants, standards, and the 
like. 

The WortHinaton Pumpina Co., LTD., 153, Queen victoria 
Street, E. C.- New catalogue of air and gas compressing machinery. 
In the course of 175 pp. a great deal of information, accompanied 
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-by many excellent illustrations, is given relating to the different 
patterns of Worthington compressors. Much tabulated information 
is embodied in the book, and in addition to the descriptive matter 
relating to the compressing machinery, there is a good deal of useful 
general information ib Ha. Saar J interest. Those interested in 
compressors will find the book of considerable service. Another 
Worthington publication, also just to hand, deals fully and 
exclusively with the company’s turbine pumps. 


Trade Announcements.—The Direct SPANISH TELE- 
GRAPH Co. has opened an office in Glasgow at 5, Royal Bank 
Place. 6 

Mr. Ropgar E. WiLLIAMS, late with Messrs. Н. T. Boothroyd, 
Hyslop & Co., Bootle, Lancs., has now joined the firm of Messrs. 
STAFFORD & Co., mechanical and electrical engineers, of 117, 
Oxton Road, Birkenhead, where business will be carried on under 
the same style. Messrs. Stafford & Co. have just completed an 
entirely new installation of electric light at the New Theatre Royal, 
Birkenhead. 

The Ввітіѕн Emprre Motor TRADES ALLIANCE has been registered 
as a limited liability company. | 

We understand that from August 1st, 1905, Mr. A. Steiger, of 28, 
Victoria Street, Westminster, S. W., ceased to act as representative 
to the firm of Escher Wyss & Co., Ltd., of Zurich, and the latter 


firm have entered into an arrangement with Mr JENS OnTEN-. 


BoviNG, of 72, Victoria Street, Westminster, to represent them in 
the United Kingdom and all British Colonies. Mr. Boving has been 
connected with the firm's business for some years. We learn that 
mauy of the firm's well-known specialities will henceforth be manu- 
factured in this country. : 


The City Corporation and Electric Lighting.—In 
view of the recent action taken by the City Corporation relative to 
making certain experiments with gas for street lighting, as a sub- 
stitute for electric arc lamps, it is of interest to mention again the 
fact that was reported in our last issue, that at a meeting of the 
Court of Common Council held on Thursday, October 19th, a recom- 
mendation was made by the Markets Committee, and was adopted, 
that the whole of the lighting of the foreign cattle market, 
Deptford, which for some years past has been effected by gas апа 
oil lamps, should be replaced by electric lightiug by means of arc 
lamps throughout. Tenders were obtained to a specification pre- 
pared by Mr. S. G. Castle Russell, M.I.E.E., consulting engineer, 
and Mr. Horace Dove, F. I. A., chairman of the Markets Committee, 
is to be cengratulated that he has not allowed his committee to take 
what undoubtedly would have been a retrograde step, but has 
guided them in the right direction.  Messrs. Lund Bros. have 
secured the contract for carrying out the whole of the work 
required, which will include 218 Veritys’ Aston-Worsley patent 
twin carbon enclosed arc lamps, arranged, roughly speaking, in 
equal numbers alternately connected to the mains of the London 
Electric Supply Co.'s Deptford station, at & pressure of 210 volts 
for the alternating circuits, and 460 volts for the continuous. 
There is also а scheme for incandescent lighting. Judging from 
this decision, the gas experiments recently made in the City have 
evidently not impressed the City Fathers very favourably as a 
whole, and if fair consideration were given to the matter, electricity 
would not be supplanted by gas at all. Our readers have only to 
compare the pressure gas lamps, which light the gutter admirably, 
with the arc lamps installed throughout the City generally, which, 
without doubt, light the streets. 

For Sale.—The plant апа stock of the Stanley Electric 
vagum, Co., Ltd., Church Btreet, Chelsea, is being offered for sale 
by tender. E 

The Alleged Electrical Frauds Case.—On 26th ult., 


at the Guildhall, John Bell, William Leslie, Thomas Rosenberg, 
George Webber and Frances Cheeseman were committed for trial 


on the charge of fraudulently obtaining sums amounting to £30,000. 


from a number of electrical firms. 


Book Notices.—“ Elementary Electrical Calculations.” 
By W. H. N. James and D. L. Sands. London: Longmans, Green 
and Co. 3s. 6d. net. : 

“Elementary Electrical Engineering.” By J. Н. Alexander. 
London: Crosby Lockwood & Son. 3s. 6d. net. 

“ High-Tension Power Transmission.” A Series of Papers and 
Discussions presented at the meetings of the Amer. I. E. E., under the 
auspices of the Committee on High-Tension Transmission. New 
York: McGraw Publishing Co. $3. 

Science Abstracts.” Sections A and B, October 25th, No. 94. 
London: Е. & Е. Н. Spon. 18. 6d. net each section. 

" Fowlers Mechanical Engineers’ Pockct-book, 1906." Edited 
by Wm. H. Fowler. Manchester: The Scientific Publishing Co. 
1s. 6d. net (leather, 2s. 6d. net). 


LIGHTING AND POWER NOTES. 


Barking.— During his term of office as electrical engineer, 
Mr. A. H. Seabrook, who has just been appointed to West Ham, 
reduced the works costs from 3°42d. to 1°5d. per unit, which is а 
record for stations of the same size in the London district. The 
average charges have also been reduced from 34d. to 28d. In his 
first year he reduced the net loss from £1,000 to £274, and а net 
protit has been made each year since then; the power charge has 
also been reduced to ld. per unit, and 90 per cent. of the local 
power vsers have adopted electric driving. Thus Mr. Seabrook 
takes up his new duties with an exceedingly good record. 


of 8 sections as at present. 


. by Messrs. Escher Wyss & Co. 


Beckenham.—The U.D.C. decided on the 30th ult. 
that the necessary works for providing energy for the Penge tram- 
ways be proceeded with forthwith, at an estimated cost of £13,000. 
The order for machinery are, however, suspended until the draft 
agreement relating to the supply has been received from the 
B. E. T. Co. A committee was appointed to meet the company and 
discuss the price to be paid to the Council for energy. 


Bettws-y-Coed.—The invitation of. a local syndicate to 
apply for a provisional order for the lighting of the district by 
electricity has been accepted ; the syndicate will bear all legal and 
other expenses incurrcd, on condition that they be given the first 
refusal of the carrying out of the scheme. Under the agreement 
the company undertake to have the scheme carried out within 
18 months, failiug which, the order will revert to the Council free 
of expense. 


Birstall.—A  L.G.B. inquiry was held recently into an 
application by the U.D.C. for sanction to borrow £2,000 for electrical 
purposes. The Council proposes to take energy in bulk from the 
Yorkshire Electric Power Co. at a cost of 3d. per unit for the first 14 
hours and ‘9d..per unit after the maximum supply of 126 units per 
24 hours has been taken. 


Bishop Auckland.—Electric street lighting has been 
adopted at West Auckland, to supplant the existing gas lamps. 


Bradford.—The report of the Electricity Committee 
upon the work of the department during the past year has been 
issued. From it we gather that 16 additional lighting feeders are 
being laid for the purpose of augmenting the capacity of the con- 
sumers' networks iu various parts of the city. The Committee 
has given instructions for the augmentation of the supply to the 
tramways by the laying of four additional feeders on the present 
system of supply, and the erection of two sub-stations for an 
extra high teusion system of transmission, the outcome being that 
the tramways distribution system will be divided into 19 instead 
It having been decided to supply the 
districts outside the present area of supply by means of extra high 
tension feeders, sub-stations are arranged for at Thornbury and 
Odsal Top, and transformer chambers in Wakefield Road and 
Horton. These will be supplied with three-phase current at 
6,500 volts, derived from motor-gencrators at the worke. It has 
also been decided to lay a number of extra high tension feeders for 
general supply purposes on this system, for both transmission and 
distribution to several of the outlying portions of the city. 


Brighton.—Mr. Arthur Wright has certified that a sum 
of £60,221 is due to the British Westinghouse Co. for plant supplied 
at Southwick. The two completed turbines and the converters have 
run very satisfactorily, and he expects in less than a fortnight that 
the Southwick plant will be in a position to supply a very con- 
siderable portion of the electricity consumed in Brighton. 


Cheshunt.—The U.D.C. has received from the North 
Metropolitan Electrical Power Distribution Co., Ltd., a request for its 
consent to the application for a new prov. order for E.L., cancelling 
the Council's present order, and constituting the company the under- 
takers under the order. The Council on October 25th decided to 
ask the company if it had any serious intention of carrying out 
the lighting of the district under the present agreement. 


Continental Notes.— ITALV.— Application bas been 


made to the prefectoral authorities of Ancona for a concession to 


put down a plant to utilise the water-power of the River Sentino, 
at Genga, in the generation of electrical energy for lighting 
purposes, and for the operation of a system of electric tramways in 
the district. 

GxRMANT.— The Electricitäts Gesellschaft, of Berlin, has secured 
a contract for the establishment of an electricity works in the town 
of Eberswalde, at an estimated cost of £18,000. 

The municipal authorities of Celle have decided on the establish - 
ment of an electricity works in the town. 

Sralx.—La Compania Minera Industrial de Mancilla (Logrono) 
has) placed a contract for an electric power plant of 200 H.P., in 
connection with its mines. 

A large electric power station is rapidly approaching completion 
at Laguna de Ruidera, for Messrs. Sedano & Co. The plant, which 
is being put down by the Spanish Siemens-Schuckert Co., consists 
of two sets of 560-н.р. turbo-alternators. The turbines were built 
The three-phase current generated 
will be transmitted at a pressure of 30,000 volts to a number of 
industrial centres in the district, including Solano, Membrilla and 
Alhambra. 


Dartford.—The U. D.C. has decided to terminate the 
free wiring contract. It is the intention of the Council to do 
“small jobs“ itself. 


Exeter.— A discussion recently took place on electrical 
extensions; the engineer reported that through promptly layiug 
distributors in new streets, 61 houses out of the 68 erected ere 
being supplied, and as 500 houses were being erected, the prospects 
were exceptionally good. Other engineers please note. 


Foots Cray.—The B. of T. has informed the U.D.C. 
that it will be prepared to consider an application for а prov. order 
authorising the Council to transfer its E.L. order to a company, 
and to extend the time for carrying out the order. 


Hanley.—With the object of popularising electric 
lighting, &c., the T.C. has decided to print on the back of the account 
forms and rate demand notes advertisements bringing the advan- 
tages of the use of electricity to the notice of the general public. 
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King's Norton.— The U. D.C. has been informed that 
the B. of T. will be prepared to consider a proposal to transfer the 
Council's E.L. order to a company, and the Council has decided to 
negotiate with Messrs. Callender’s Cable and Construction Co., 
Belliss & Morcom and the Electric Construction Co., with regard to 
the formation of a local syndicate to lease the order for 21 or 25 
years, the Council to have the option of taking over the under- 
taking at the expiration of 10 years without paying any premium or 
compensation, or at any other period upon terms to be agreed. 


Liversedge.— The U. D.C. after discussing a proposal to 
apply for a loan of £1,500 for carrying out an E.L. scheme in con- 
nection with the Yorkshire Power Co., decided to refer the matter 
back to the Committee. 


London.—L.C.C.—The question of loans to local authorities 
was raised at a meeting of the Council on Tuesday last, when the 
Finance Committee stated that the Fulham B.C. had applied for an 
advance of £25,000 on account óf proposed expenditure for ex- 
tending the E.L. plant and mains. It appeared that the B.C. had 
also had before it а scheme for greatly extending the undertaking, 


and the committee had, therefore, been in communication with it . 


as to whether, having regard to recent events in Parliament, the 
present was an opportune time for the borough to largely increase 
its generating plant. In reply, the Committee had been informed 
that the projected extensions were divided into three parts, the 
£25,000 now applied for being required to commence the first 
part of the work, the total estimated cost of which was £67,328. 
The second and third portions of the extension scheme would not 
be proceeded with until it bad been fully demonstrated that the 
first extension had realised expectations. In view of the uncertainty 
as to the method of generating energy in London in the future, the 
Finance Committee would have preferred that large extensions of 
generating plant should not be undertaken by the borough councils 
at the present time. The work which formed the subject of the 
application for £25,000 had, however, been commenced, and under 
the circumstances the Committee thought the loan should be 
granted, and recommended accordingly. 

Sir Melville Beachcroft expressed the opinion that bulk supply 
.would be available in the future at 4d. per unit, whereas the 
borough councils could not supply at less than 1d. per unit. It 
was therefore necessary for the Council to hesitate before sanction- 
ing the expenditure, and he moved that the consideration of the 
recommendation should be postponed. 

Dr. Napier seconded the amendment, which was carried by 
31 votes to 18, and the matter was consequently adjourned. 

The Finance Committee brought forward other recommendations 
in regard to loans, and these were sanctioned. "They related to an 
advance of £9,792 to the Battersea B.C. for an extension of boilers, 
plant, &c., necessary to supply steam to a new turbo-generator ; 
£6,000 to the Hampstead B.C. for E. L. purposes; £90,405 to the 
Marylebone B.C. for various works; and £10,000 to the Stepney 
B.C. for E.L. works. 

L. C. C. Bunk SuPPLYy.— The Council resolved, on the recommen- 
dation of the Highways Committce, to give notice by public adver- 
tisement of its intention to consider at the meeting on November 
14th, a proposal to promote legislation in the next session relative 
to the supply by the Council of electrical energy in London and 
certain surrounding districts, and to defray the cost of such promo- 
tion out of the county fund. In a further report the Committee 
gave details of its reasons for endeavouring to secure powers of this 
kind. The report, which will be considered at the second meeting 
in November, proceeds to state:— | 

“The authority to be sought should, we think, include power 
(1) to supply energy in bulk throughout the whole of the area in 
question ; and (2) to supply energy to large individual consumers, 
as, for instance, railway, canal and tramways companies or autho- 
rities, where these undertakings extend over more than one area. 

* We have not at present gone fully into the details of a definite 
scheme for the supply of electrical energy, but, from reports which 
we have had before us, and having regard to the favourable position 
in which the Council stands in many respects, we are of opinion 
that it will be quite practicable to put forward a satisfactory 
scheme, bearing in mind the importance of providing cheap elec- 
trical energy for general use in London, and at the same time 
securing continuity of the policy of public control which was 
tended to be ensured by the purchase clauses of the E.L. Acts 
of 1882 and 1888. 

“The Council on October 24th, 1905, authorised us with the Parlia- 
mentary Committee to confer with representatives of the London 
local authorities upon the whole question of the supply of elec- 
trical energy in London. It is proposed to hold this conference on 
Monday, November 20th, 1905, and we will then place our pro- 
posals, in the event of the Council adopting them, very fully before 
the local authorities. In the meantime, however, we have thought 
it right, having regard to the short time available for the issue 
of the necessary Parliamentary notices as to the deposit of a 
Bill, &c., to place before the Council this outline of the policy 
which we recommend it to adopt. We have, as required by 
Standing Orders Nos. A. 27 and A. 161, informed the Finance and 
Parliamentary Committees of our intention to recommend the 
Council in this sense. It is, however. necessary for us to ask the 
Council to suspend the operation of Standing Order No. А. 161, 
which requires that all proposals relating to applications to Parlia- 
ment for powers shall be submitted to the Council not later than its 
first meeting in June of each year. We think that this is clearly а 
case of urgency, which comes within the class contemplated by 
Standiug Order No. А. 162, inasmuch as it was not until August 
that it was known that the Administrative Сов Bill would not 
pase. We have consulted the solicitor, in accordance with Standing 


Order No. A. 163,"and he is'ofiopinion"'that]the Council has- power to 
promote legislation in the direction indicated, provided that the 
provisions of the Borongh Funds Act, 1872, as applied by the 
County Councils (Bills in Parliament) Act, 1903, are adopted." 
The Committee, iin conclusion, submit recommendations in, order to 
give effect to these proposals.  The]views of the, Finance Com- 
mittee on the subject will be presented at a' future meeting of the 
Council. — — — 

Sr. РАМОВАВ. —Ап L. C. C. loan of £1,874 for electric lighting pur- 
poses is to be taken up. ' 

FuLHAM.—The Finance Committee has, in reply to its applica- 
tion to the L.C.C. to sanction a loan of £67,328 for E.L. extensions, 
received а communication from the Comptroller asking to be 
informed whether the B.C. had considered what would be the effect 
upon its electricity undertaking of the passing of any Bill for the 
supply of electricity in bulk in its area, such as the Administrative 
County of London and District Electric Power Co.s Bill of last 
session. The borough treasurer has answered this communication, 
intimating that his Council has committed itself to carry out 
various necessary schemes of extension to the full amount of the 
loan applied for ; and, in fact, had already spent about £25,000 in con- 
nection therewith, therefore the passage into law of any electricity 
Bill, such as referred to, could not be considered in the direction 
indicated in respect of the present application. 

Ізглмстом.— The Lighting Committee of the B.C. has decided in 
favour of supporting action being taken by the L.C.C. or any Metro- 
politan B.C. to enable municipalities to give a bulk supply of 
electricity. | 


Leek.—The following revision of prices for energy to 
consumers has been approved by the U.D.C. Power rates to con- 
sumers whose installations do not exceed 20-B.H.P.: First 1,000 units 
consumed per quarter, 2d. per unit; second 1,000, 12d.; all in 
excess of 2,000, 14d.; installations exceeding 20-в.н.р. special terms. 
Flat rate charges, as an alternative to the maximum demand 
system: Offices, warehouses, and mills, 6d. per unit; shops, 54d. ; 
combined shops and private houses, 5d.; private houses, 43d. ; 
public houses, hotels, and clubs, 4d. 


Macclesfield.—The electric lighting of the new Infirmary 
annexe at the Macclesfield County Asylum has now been completed, 
consisting of three steam dynamos, switchboard, wiring, &c. We 
understand that the whole of this installation has been carried out 
according to specifications at a saving of about 2 per cent. on 
the accepted tenders. The contractors for the wiring, fittings, and 
public lighting are Mesars. D. Firth & Son, of Manchester; and for 
the plant, Messrs. J. H. Holmes & Co. The consulting engineers 
are Messrs. Lacey, Sillar & Leigh, of Westminster, who have worked 
in conjunction with the county architect of Chester, Mr. H. 
Beswick. | 


4 


Manehester.—Mr. Ross Hooper has, of late, had 
occasion to criticise the method of finance adopted by some 
municipalities, when he has made inquiry, on behalf of the L. G. B., 
into applications for loans for municipal electrical works. At the 
Town Hall on Friday last, an inquiry was held with reference to an 
application of the Electricity Committee for power to borrow a 
sum of £60,000 for additional equipment at the distributing and 
balancing stations, the provision of motors in connection with the 
motor hiring scheme, the erection of cottage property adjoining the 
Stuart Street works, and other matters. It was explained by the 
Chairman of the Electricity Committee that the purposes for which 
the present application was necessary were—additional plant 
£22,295, railway at the Stuart Street Station £17,850, distributing 
and balancing stations £14,285. These extensions were needed to 
enable the Corporation to deal with the increasing demand for 
energy. 1% was stated in the course of the inquiry that the greater 
part of the work had already been carried out and the money spent. 
Тыв, Mr. Hooper observed, reduced the inquiry to а farce. 
He took exception to the action of the Committee in constructing 
the railway at Stuart Street station, for which a further sum of 
£17,850 was needed, without first obtaining the sanction of the 
L.G.B. It cost altogether over £32,000, and this was the first time 
any application had been made in respect of it. The city surveyor 
said the Department was assured before the work began that there 
would be a sufficient surplus to meet the cost out of the previous 
loan. The inspector said it was very unsatisfactory for him to have to 
inquire into the details of work which had been carried out three 
years before. No intimation had been given that the Board's 
sanction had been anticipated. The inspector said he could under- 
stand that the Department believed that it would have ample 
funds to complete the work; but, he added, when dealing witb the 
item of £14,285 for excess expenditure on the distributing 
and balancing stations, there was a difficulty in following 
the accounts. The only way that the total of £14,000 odd 
had been arrived at was by adding up the total assets 
and the total liabilities, and then striking a balance. Then 
they found that they were £14,000 to the bad. Each sanction 
should have been kept separate. “I do not see," he continued, 
“how I can deal with that amount now, from the particulars before 
me. You have been running up an account on a floating capital, 
and now you have come to asettling day. You should have had a 
settling day before this." The inspector further pointed out that 
а 25 years’ loan was being asked for in respect of expenditure 
which bad been actually incurred 13 years ago, and that 
some of the items included in this application might not 
be allowed 25 years’ repayment. The Town Clerk said, 
“The Corporation threw themselves on the indulgence of the 
L.G.B.” The Inspector intimated that he was aware of 
the difficulties the department had had in one way and 
another, but they should have their settling days oftener. On 
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behalf'of the Manchester Property Owners’ Association, objection 
was made to the spending of money without the consent of the 
L.G.B. previously obtained. The present application, however, was 
not opposed, as its refusal would jeopardise the profits of the 
electricity undertaking, which it was hoped would be available for 
a reduction of rates in the near future. 

The inquiry then closed. | 


Merthyr.—The local Traction and Lighting Co. has 
recently appealed against its assessment, which has since been 
reduced from £1,200 to £864 rateable value. 


. Neweastle-on-Tyne.—The Corporation is faced with the 


problem of providing more light in the city, and has to decide whether 


gas or electricity shall be used forthat purpose. Mr. Ernest Hatton, 
the manager of the tramways which supplies all the energy used for 
Corporation purposes, has made a comparison of the costs in either 
case, 80 far at least as is possible; the hours of consumption 
‚ are not identical. Assuming that the extensions are carried out by 
180 additional arc lamps, each burning 2,793 hours per annum 
(including the reduction that will be made.to the Committee in the 
existing arc lamps), he gets 380 arc lamps of 1,000 с.р. аё £11 net 
per annum per lamp, costing in all £4,180; secondly, assuming that 
the extensions are carried out with 206 new type gas lamps, each 
burning 2,793 hours per annum, he gets 200 1,000-с.р. arc lamps, for 
which the Committee now pays £14 18s. 6d. per lamp per annun, in 
all £3,980 ; and the cost of 206 new type gas lamps at £3 58. 6d. per 
8nnum each, £674 13s. in all, giving а total of £3,654 13s., or with 
discount £3,565 118. 9d. This is £614 8s. 3d. less than by lighting 
the same length of streets by arc lamps ; but it is to be noticed, he 


says, that the hours of burning for each gas lamp on this estimate ' 


have been reduced by 983 hours per lamp per annum. The average 
at present for gas lamps is 3,776 hours per annum, and if this were 
maintained, the c st of making the extension with gas lamps would 
be £3,711 108. 1d., or £468 9s. 11d. less tban for electricity. 


Newcastle-under-Lyme.—The past year's working of 
the Vesp er electricity undertaking resulted in a gross profit of 
£160 ; a net deficit, however, is inc urred of £262. 


Newhaven.—The U.D.C. has come to the conclusion 
that it is not in a position to deal with the matter of E.L. for the 
town. 


New Zealand.—Water PowER.—-A further report on 
this question has been submitted during the present session of 
Parliament by Mr. Allo. Surveys have been put in hand during 
the year to procure the necessary data for the design of works to 
utilise the power available at Huka Falls on the Waikato River, 
and in the Tauherimkau, Clarence, Opihi and Teviot Rivers; also 
further surveys will in a short time be started at the Hutt River, 
Lakes Rotoiti, Coleridge and Hauroko, these places appearing to be 
the most suitable in the first instance to give supplies of power to 
the present industrial centres of the colony. 

The Huka Falls and Rotoiti-Kaituna schemes are alternative. 
The same remark holds good for the Hutt and Tauherimkau Rivers. 
In Canterbury it is to be decided whether а central scheme at Lake 
Coleridge, or two schemes, one at Hanmer, using the Clarence 
River, and another at Opihi, would be the more favourable. 'The 
two schemes combined would efficiently command the whole of 
Canterbury. 

The survey of the Teviot Hiver shows & scheme of about 
25,000 н.р. to be practicable. Four schemes are available on this 
river, aggregating over 50,000 н.р. 

Attention is being given to the developments in electric traction 
‚оп railways. 

The schemes proposed for immediate consideration, the amount 
of power expected to be derived from same, the probable total cost, 
and the amounts proposed to be voted for the current year, are as 
under :— 


Scheme. B.H.P. Estimated cost. Proposed vote. 

Huka .. T ive is .. $88,000 £1,000,000 £10,000 
Hutt .. e T "S .. 12,000 310,000 10,000 
Clarence ji .. 25,000 600,000 10,000 
Opihi .. 20. s. o. 10,000 250,000 = 
Teviot. 25,000 А 10,000 
Hauroko (partial development) 40,000 850,000 10,000 

Totals 150,000 £3,640,000 ` £50,000 


CHRISTCHURCH. —The City Council has resolved to call for 
tenders for the supply of additional plant for the destructor elec- 
trical works. А proposal that а loan of £11,450 be raised for the 
purpose has been referred to the Finance Committee. 

DUNEDIN.—4A report has been issued by the Finance Committee 
showing that £66,233 is required to complete the Waipori hydro- 
electric scheme, made up as follows :— 


EXTIMATED Cost To COMPLETE, FROM JUNE Ist. 


Electrical plant .. АР. is = i% an .. £45,138 
Hydraulic works . Е a x js ME ie 5,459 
Interest, say ia i xx is 5,000 
City cables, кау for three years nih єз xS 12,000 
Converter station 23 £s T ia “> 10,723 
Public lighting . ss 10,500 
Conduits, cradles, &c. .. E 
£89,801 
Deduct credit balance .. 23,568 
Amount required £66,233 


Tbe above provides for a ele енәр line, and about 
£4,000 for contingencies in the tramway loan, and £8 ‚365 in the 
Waipori loan. It is proposed to borrow £70,000 ito complete the 
above works. 

HAMILTON.—4AÀ small private E.L. installation was inaugurated 
in the town in September last by the Mayor. The plant, which has 


been installed by Messrs. Steuart & Fenn, comprises a Tangye 
8-H.P. gas engine coupled to a 36-amp. 110-volt International 
generator. The lighting installation consists of 30 32-с.р. incan- 
descent lamps and four 95-c.P. Nernst lamps. 


Oldham,—With reference to an application of the 
Corporation for powers to borrow a further sum of £48,114 for the 
purpose of meeting expenses in connection with the electricity 
undertaking, Mr. H. Ross Hooper lately held an adjourned inquiry 
on behalf of the L.G.B. The electricity undertaking is alleged to 
have been largely over-capitalised. In respect of the Greenhill 
power station, the Corporation has borrowed under the Act of 1902, 
£156,501, and the further sum now asked for will bring the total 
expenditure up to £204,645. The application for further borrowing 
powers was made last December, and an inquiry was then opened 
by the Inspector, but he declined to proceed in the absence of 
comprehensive and full details, which the authorities undertook to 
supply. The electricity undertaking appears not to havé been a 
financial success. In the course of the inquiry, the Inspector was 
appealed to, to put a stop to what was alleged to be extravagant 
expenditure. Replying to the Inspector, the borough accountant 
said the depreciation fund now stood at £9,459. He admitted 
that certain debts were being carried forward. The reserve in 
1904 was £9,180; this year, therefore, there was an increase 
of £270. A credit balance, when there was one, was not 
necessarily transferred to the reserve. The Inspector expressed 
strong disapproval of the transference of three engines from 
Rhodes Bank to Greenhill; he further pointed out that the Cor- 
poration had lost money—this year, £1,300; and wished to know 
what were the prospects for next year. 

The Greenhill station, it was further explained, was decided 
upon in 1901, when more power was found to be needed for working 
the tramways. 

Mr. Hooper said that at the previous inquiry, the estimated 
demand for energy was found to be wrong. "These works were now 
well nigh unproductive, an example of over-capitalisation. Greenhill 
station was built when, perhaps, Rhodes Bank might have been 
extended ; and tbe Corporation had now about £75,000 of capital tied 
up. He considered the position a disastrous one, and wanted to know 
who was responsible. Mr. Alderman Bolton said the borough 
surveyor drew the plaus and the Committee decided the number 
of cars. The estimates being based according to Mr. Alderman 
Bolton on their own ideas. The Inspector went on to say that the 
lack of a competent engincer explained all the loss. The Com- 
mittee acted on their own responsibility in providing energy for 
150 cars. An error of judgement had landed the Committee in a 
loss of £100,000 for plant that was unremunerative. More than 
half of it was lying idle, and when it came to be wanted—if ever— 
it might be out of date. Such expenditure ought never to have 
been incurred without expert advice. The proceedings then closed. 


Ossett.—The T.C. has agreed to adopt a small E.L. 
scheme at а cost of £3,500, with a view to the retention of the 
prov. order, which was recently extended for two months by the 
B. of T. 


Pontardawe.—The Council has decided to approach the 
Brynamenan Supply Co. for terms upon which it will рон 
public lighting for Caegurwen by electricity. 


Rawtenstall.—The T.C. has received from the L. G. B. 
anction to borrow £12,)00 for the establishment of electricity 
works. 


Shanghai.—A special 1 of the ratepayers was 
held at the Town Hall on June 6th last, to consider the electric 
light and tramways question. The Council has since October, 1899, 
received four separate batches of tenders for putting down a tram- 
ways scheme in the town, but negotiations were not entered into, 
to carry out a project until the tender of Messrs. Bruce Peebles was 
received, in March of this year. The Council did not offer a con- 
cession to take over its electricity undertaking, but the terms of 
the tramway concession insisted upon the company taking a supply 
of energy from the municipality. Upon the Council's decision to 
accept Messrs. Bruce Peeblestender to put. down and work an elec- 
tric tramway system in the district, the ratepayers called the above 
meeting to put forward a proposal to dispose of the electric light 
works in conjunction with the tramways concession. This proposal, 
however, was defeated. Provided the tramways scheme comes to 
pass, the Council will require to expend a sum of 100,000 to 
120,000 taels on extensions to plant. During the discussion on {һе 
above, it was stated that borrowing money in the Far East was an 
expensive luxury, for when the Council obtained loans it must pay 
something like 61 or 7 per cent. interest. For every 1,000 tacls 
borrowed for 20 years, the Council has to repay the principal plus 
632 taels in interest, but against these heavy financial charges, it is 
gratifying to note that the Shanghai municipality's average charge 
per unit, works out at 14 candareens against an average for the 
United Kingdom of 153 candarcens, апа for public lighting at 175 
taels, against 174 taels in this country. The balance to the credit 
of the net revenue ac count of the department at June last was 
53,000 taels, but this is invested in the working capital of the 
undertaking. It appears that the department has no sinking fund 
account, the reason put forth forthis is that some of the older loans 
bear interest at 5 and 5$ per cent., aud that it is not good finance to 
pay these off and borrow afresh at 6 per cent. 


South Africa.— BLOEMTONTHIN.— In accordance with 
the wishes of the T. C., Mr. R. Hammond has made a report on the 
general electric lighting of the town. He estimates the cost of 
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extensions at about £60,000. A reduction in the price of energy is 
advocated by Mr. Hammond as soon as the new plant is in 
operation. з 


Torquay.—A L. (i. B. inquiry was held on Tuesday last, 
into the application of the Corporation for consent to a Van of 
£9,500 for the purposes of electric light and power supply. The 
inspector remarked that the inquiry was more or less the.outcome 
of the inquiry held in January last, when an application was made 
for a loan of £42,000. The matter had been re-considered, and the 
loan now required was for £9,500. 


Tyldeslev.— The U. D. C. has decided to apply to the 
B. of T. for consent to an agreement with the Lancashire Electric 
Power Co. for a supply of energy in bulk. 


I. S. A.—TENNESSEE.— The Chattanooga and "Tennessee 
River Power Co. has, by an arrangement with the U.S. Government, 
decided to put. down а 56,000-н.р. electric generating plant near 
Chattanooga City. The entire work, including a dam and a lock to 
accommodate vessels of about 250 ft. in length, is expected to be 
completed in about 14 months. The mains will be largely placed 
underground, owing to the mountainous character of the district. 

NEW YoRk.—A new drawbridge, operated by electricity, has 
been completed over the Newtown Creek, Brooklyn. Each of the 
two moving parts of the bridge weighs 1,000 tons or more. 
There are now connected with the mains of the New York Edison 
Co. on Manhattan Island motors aggregating 100,275 H.P. 


Walthamstow.—The electrical. engineer has been in- 
structed to obtain tenders for the following: Automatic switches 
for the generating staticn, an extra panel for the traction board, 
alterations to the gas generators, rearranging the old lighting 
' switchboard (estimated cost between £600 and £700), motors for 
hire-purchase, &c. 

West Hartlepool.—On October 26th a I. G. B. inquiry 
was held relative to the Corporation’s application for a loan of 
£5,000 for E. L. purposes, the extensions being needed to supply the 
Seaton Carew Ironworks with 300 or 400 н.р. annually. ere was 
no opposition. 


Windsor.—Messrs. Foote & Milne, Ltd., have informed 
the R.D.C. that with regard to their application for E.L. powers 
for Sunningdale, they are willing to undertake to supply energy at 
the maximum rate of 6d. per unit, but in cases they wish to retain 
a discretionary power to charge at a higher rate not exceeding 8d. 
per unit. 


TRAMWAY AND RAILWAY4 NOTES. 


Bexley.— The B. of T. has informed the U.D.C. that it 
has sanctioned loans as follows :—£1,520 for сагв; £392 for enlarge- 
ment of battery; £1,299 for repair shop, hot water fitting, 
machinery, &с.; and £743 for a ‘paint shop and weir and settling 


pond. 

Dewsbury.—The reconstruction of the tramways for 
electrical working between Dewsbury and Birkenshaw has so far 
advanced that it was found possible to re-open the first section 
between Dewsbury and Batley on Saturday last. The Dewsbury 
and Batley section is about 1} miles in length, and the total length 
of the line will be about 4 miles. It was expected that the section 
from Birstall to Birkenshaw would be ready for opening towards 
the end of this week, but it will take about a month to complete 
the whole line. The line is owned by the Yorkshire (Woollen 
District) Tramway Co., a subsidiary company of the B.E.T. Co., 
and it will be worked in connection with the Spen Valley lines. 
At Birkenshaw the line will meet that of the Bradford City Cor- 
poration, and arrangements have been made for the issuing of 
through fares from Dewsbury to Bradford. 


Edinburgh, — The town clerk has drawn up an 
elaborate report on the existing cable tramways and the extensions 
under consideration. 


Exeter.—It was stated last week that the Council had 
spent up to the present £67,489, including £7,852 for the purcbase 
of the old horse undertaking. If it constructed the whole of the 
rest of the tramways, the cost would be £31,800— making a total of 
£91,437. The cars had in the past six months carried two million 
persons, and taken close on £19,000. 


Folkestone.—The T.C. has followed the action of Sand- 
gate U.D.C. in deciding to recommend to the four local authorities 
in the district the electric tramway scheme submitted by the 
National Electric Construction Co. 


Hertfordshire.—The С.С. has decided to apply for an 
order authorising the construction of a light railway from Bushey 
through Watford to Callow Land. 


Ipswich.—The revenue of the Corporation train- 
ways for the six months ending September 30th was £12,755, 
against working expenses of £8,437. Interest and sinking fund 
reduced the surplus for the six months to £1,540. "The average 
receipts per car-mile during the past six months stand at 8'R6d., 
against 892d. for the same period last year; and the average 
passengers per car-mile, similarly compared, were 8˙99d. against 
8:92d. 


Jarrow-on-Tyne.—4At a special meeting of the T.C. last 
week the Tramways Committee reported the receipt of a letter 
from the B.E.T. Co., asking the consent of the Council to allow the 
Albert Road section of the scheme to drop. This portion, it was 
stated, was of little importance, and was only included in the pro- 
visional order with a view to possible extensions. That was found 
to be impracticable, as the crossing of the railway line at the 
termination of the section was a thing that noithor Parliament nor 
the B. of T. would consent to. The consent of the Council was all 
that was required before proceeding with the remainder of the 
work, as the company had already provisionally accepted а tender 
for the construction of the permanent way. The Committcy 
recommended that the company be asked to carry out the scheme 
of the Light Railway Act, and that no further delay be consented 
to, and this was approved. 


Kingston.—The Т.С. has passed plans for the construc- 
tion by the London United Tramways, Ltd., of a line from King’s 
Road to the borough boundary in Richmond Road. ! 


London.—L.C.C.—The L. C. C. recently resolved to seek 


confirmation in the next session of Parliament of an agrecment 
entered into for the acquisition of certain short lengths of tramways 
in or on the boundary of the county, and connected with the 
northern tramways. It was decided to postpone for a week the 
consideration of a proposal to expend £803,600 for the purpose of 
converting certain of the northern tramways to the underground 
conduit system. The lines concerned, which have a total length 
of 224 miles, are as follows:—(1) Theobald's Road terminus, vid 
Clerkenwell Road, Old Street, Great Eastern Street, Commercial 
Street and Leman Street to near the London Docks; (2) Norton 
Folgate terminus, viá Shoreditch, Kingsland Road, High Street and 
Stoke Newington Road to Stamford Hill; (3) Aldgate terminus, 
vid Commercial Road, Commercial Road East, and East India Dock 
Road to Poplar; (4) Moorgate Street terminus, vid Finsbury Pave- 
ment and City Road to junction with Old Street; (5) Holborn 
terminus, vid Gray’s Inn Road to junction with Theobald's Road ; 
and (6) along Old Street, between Great Eastern Street апа Shore- 
ditch; and it is hoped to complete the reconstruction of this 
section of the tramways by Christmas, 1906. By dealing with this 
portion of the lines first, it will be practicable to run electric car 
services on complete routes with а minimum of interference with 
the services on other lines. 

METROPOLITAN твіст RarLway.—The electrification of the 
District Railway is nearly complete, only four or five steam trains 
being in use. A further improvement will be initiated by the end 
of the month in the shape of the establishment of zone fares. The 
publie will be able to ride from. any City station westward of 
Aldgate to Hammersmith for a twopenny fare, and for longer dis- 
tances there will be threepenny, fourpenny, and fivepenny tickets. 
Twopenny tickets will also be issued from Aldgate to High Street, 
Kensington, on the Inner Circle. Beyond Hammersmith, on the 
lines worked by the District Railway, an additional twopence will 
take a passenger any distance on the system. It is hoped eventually 
to run 40 trains an hour, or a 14 minute service, but at the outsct, - 
after the pnuematic signalling is in operation, the service will be a 
two-minute one between the City and Gloucester Road or Earl's 
Court. | А 

METROPOLITAN RAILwWAT.— The Metropolitan Railway Со. 
announces an important reduction of fares between the West End 
and Paddington and the City as far as Aldgate. The reduced fares 
enable the public to travel from Paddington to the City, either to 
Moorgate Street, Bishopsgate, or Aldgate, for 2d. third-class, and 
3d. first-class. The first-class fare was previously 6d. There is no 
doubt, the company states, that 2d. will become the recognised fare. 
The 1d. and 14d. fares for shorter distance are retained. 

TRAMWAYS OVER THE BhRhipGES.— The Bridge House Estates 
Committee is to present a report to the Court of Common Council 
recommending that, in order to provide for the passage of tramways 
over Blackfriars Bridge, that structure should be widened to the 
extent of 40 ft. No cars will be allowed to stop while passing over 
the bridge or within a certain distance of it. | 

Sr. Pancras.—The General Purposes Committee of the B.C. 
has passed a resolution affirming the desirability of electrifying the 
L. C. C. tramway from Holborn, along Gray's Inn Road to Hamp- 
stead. 

MARYLEBONE.—The B.C. has agreed to consent to the con- 


, Struction of the proposed tramway in the Edgware Road to the 


Marble Arch. Letters were read from the L.C.C. intimating that 
the underground conduit system would be adopted, and that the 
B.C. would not be called upon to contribute towards the cost of 
street widenings. 


Manchester.—The Trafford Park Estates Co. have 
agreed to withdraw a claim which they recently made against the 
Manchester and Salford Corporations, in respect of the Park tram- 
ways, on an undertaking being given that a tramcar service shall 
begin at once. The crossing of the Trafford Road swing bridge—a 
difficult undertaking—was successfully solved, and the first trams 
crossed the Ship Canal by that bridge on Monday last week. 


Middlesex,—At a recent meeting of the County Council, 
the Light Railways Committee reported that Clause 5 of the agree- 
ment with the Metropolitan Electric Tramways, Ltd., provided 
that the energy used by the company for the purposes of the lines 
was to be measured separately from all other energy, by meters 
placed in such positions as might be agreed upon, within or close to 
the sub-stations. The company now asked the County Council to 
consent to the energy used being apportioned to the various 
sections on the basis of the car-mileage run. Clause 5 was open to 
. Jection on the ground of its impracticability on a system such as 
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the Metropolitan Electric})Tramways, where there was a variety of 
ownership. The Great North Road would, for instance, in the 
near future consist, of three separate sections worked as one route. 
The provision of special meters at the points where one section joins 
another and the special arrangements which would have to be 
. made to sectionalise the cable system во as to comply with the 

clause would not only prove costly in the first instance, but would 
be a source of trouble at all times. The Committee recommended 
the granting of the company’s application, as the Council would be a 
distinct gainer under the new arrangement, and the recommenda- 
tion was adopted. Motions were adopted (1) for a Bill to be intro- 
duced next session authorising a line from Edgware Road, Crickle- 
wood to High Road, Kilburn ; (2) for application to be made to the 
Light Railway Commissioners for authority to construct a line from 
Edgware through Stanmore to the county boundary; (3) for steps 
to be taken to make a similar application with regard to a pro- 
posed line from Wembley through Wealdstone to Edgware. 


Neweastle-on-Tyne.—At the meeting of the Tramways 
Committee of the Corporation on the 26th ult., it was reported that 
Col. Von Donop had visited the Fisher Hill section of the tramways, 
and stated that he considered it was of so dangerous a character 
that the B. of T. would not allow it to be worked. А number 
of experiments had been made by the Committee to see if the 
traffic could be conducted safely. Four cars had been fitted with 
Special brakes, and several times attempts had been made to work 
the gradient and the curve. On every occasion the cars had got 
away in spite of the brakes, and on the return journey each failed 
to take the gradient. , So the matter rests for the present, but the 
subject will have to be debated by the Council, when some in- 
teresting facts may come to light as to how the ratepayers' money 
has been spent. The Fisher Hill section lies between Wallsend 
and Walker, but within the city boundary, and is an incline 
with a very broken gradient, parts of it being as steep 
ав 1 іп8. The section is included in the running powers that some 
time ago were given to the Tyneside Tramways and Tramroads Co., 
and the latter company has been desirous of getting the route open. 
A vast amount of money has been spent, for when the Corporation 
commenced the work of laying the permanent way it was found 
that the railway bridge at the foot of the hill would have to be 
altered. Another iron span was made for the railway, and a new 
road cut through the embankment. This done, it was found that 
the curve was still awkward, and a public-house had to be bought 
at the corner. Despite what was done, the cars were unable to 
negotiate the hill, there being much apprehension as to their 
slipping as they were ascending. What will be done it is difficult 
to say, but а suggestion has been thrown out that the difficulty 
might be overcome by resorting to а more circuitouscourse. At the 
same meeting of the Committee it was reported that а request had 
been received from the Newburn U.D.C. asking that the system 
should be extended to that place, which lies to the west of the city. 


New Zealand.—WELLINGToN.—Six new cars for the 
City Council recently arrived from England by the steamships 
Ionic and Waimate. A deputation from the Trades and Labour 
Council and the Industrial Association waited upon the Council, 
and requested that in future all car-bodies should be made locally. 
The Tramways Committee stated in reply that it had recom- 
mended the Council to have all new cars manufactured in 
Wellington. 

'The City Council has adopted the recommendation of the Tram- 
ways and Finance Committee to ask the ratepayers to sanction а 
loan of £22,000 for the completion of the Melrose tramways and 
extensions at Roseneath and Kilbirnie. | 

DunepiIn.—The Finance Committee recently reported that 
£12,865 was required to complete the construction of the tramways. 


North-Eastern Railway.—The fusing of some wires at 
the Wallsend-on-Tyne transforming station of the North-Eastern 
Railway on the 28th ult. caused a fire, which led to a delay of about 
an hour in the traffic on the electric railway between Newcastle-on- 
Tyne and Tynemouth. The official report stated that the accident 
occurred in the following manner:—The contractors to the railway 
company for the erection of the sub-stations were making prepara- 
tions for some final tests on the machinery which they had sup- 
plied, and in order to carry out these tests they erected some 
temporary cables. During the progress of preliminary tests the 
temporary cables fused and set fire to several other cables, which 


were used for feeding the railway. The actual damage done by ` 


the fire was insignificant, and none of the machinery was burnt in 
any way. The train service would not have been delayed even for 
an hour if it had not been that the telephone box was the chief 
thing that caught fire and could not be used. The sub-station 
was running again on Tuesday morning. A good deal of in- 
convenience was caused by the stoppage, as many of the trains were 
far from any station when they were brought to a standstill, and 
the hour—five o'clock in the evening—was a time when many of the 
people who had been shopping were returning home. 

There seems to be every probability that the system of electric 
traction which has been adopted on the two lines between New- 
castle and Tynemouth may be extended. There have been per- 
sistent rumours that this was to be done, and there are good 
grounds to believe that steps in this direction are even now being 
taken. The line said, on good authority, to be concerned in the 
last proposal is that between the City and South Shields, a distance 
of about 10 miles. Surveys of the line are being made, it is said, 
as a preliminary step, and after these have been completed it is 
expected that a start will be made with laying the third rail. 
A fact that at least lends some air of truth to this statement, is 
that by the middle of next year the famous bridge over the Tyne, 
which was designed by Robert Stephenson, will be relieved of a 


considerable amount of traffic by the opening of the new railway 
bridge now in course of construction to the westward, and this may 
leave the way clear to the suggested enterprise. There is prac- 
tically a continuous town along the south side of the river, comprised 
in the urban districts of Gateshead, Felling, Pelaw, Hebburn, 
Jarrod and South Shields, and there is an immense industrial 
population there resident, as wellas a large migrant population 
attracted by the great shipyards on the river banks. 

It is reported that the directors also have under consideration the 


electrification of the railway between Newcastle and Sunderland. 


United States.—RocuEsTER (N.Y.).—The Buffalo and 
Rochester Traction Co., with а capital of £700,000, will build and 
operate a 60-mile electric railroad between Rochester and Depew. 

SPOKANE (WasH.).—A number of Westinghouse single-phase A. C. 
motors have been ordered for the Spokane and Inland Railway, a 
new company which is planning to build an electric railway 146 
miles in length from Spokane to Moscow (Wash.). Power will 
be obtained from the Washington Water Power Co., which has 
built a plant on the Spokane River, and will be, according to the 
report in the New York Tribune, transmitted from the power 
house to the railway at 4,000 volts. The railway company's trans- 
formers will raise this voltage to 50,000, and step it down for trac- 
tion purposes at 15 sub-stations along the line. For passenger 
service each motor-car will be equipped with four 100-H.P. motors, 
capable of giving a speed of from 35 to 40 miles ап hour. For light 
goods traffic 150-н.р. motors will be used, and for heavy goods trains 
double locomotives made up of two portions, each weigning 40 
tons. The value of the electrical equipment already ordered is 
£200,000. It is claimed that this will be the longest electrical rail- 
way line in the United States. 

New YoRx.—On Friday last the city celebrated the first anni- 
versary of the opening of the Rapid Transit subway, which during 
the year bas carried 106 million passengers. 


Wednesbury.—The T.C. on October 25th decided to 
acquire the remaining portion of the recently electrically-equipped 
tramways in the town belonging to the South Staffordsbire Tram- 
way Co. This is the last section to be taken over by the Council. 


Wolverhampton.—The question of intercommunication 
between the borough and the outlying districte has been in abeyance 
for some time. One step forward, however, seems to have been 
made on Saturday last, when a skate was attached to a trolley car, 
and passengers wcre conveyed between Snow Hill and the Fighting 
Cocks, whence the B.E.T. Co.’s line runs to Sedgley outside the 
borough ; everything worked smoothly and satisfactorily. 


TELEGRAPH AND TELEPHONE NOTES. 


Australia.— Mail advices received in London c: Mon- 
day stated that а successful telegraphic test was made between 
Broome, West Australia, and Cape York, Northern Queei. пе vid 
Perth, Adelaide, Melbourne, Sydney, Brisbane, Bowen and Towns- 
ville. "The totallength of the circuit was 6,500 miles, which is said 
to be almost a record. The chief electrical engineer (Mr. Howard) 
of the postal department in а report says the experiment com- 
menced at 11 a.m., but owing to one or two slight delays, Broome 
was not connected with Cape York till about noon, when the con- 
nection was established. Conversations were carried on easily and 
plainly at the rate of 15 to 20 words per minute. The fact that 
direct communication passed successfully between the two places is 
regarded by Mr. Howard as very remarkable. The trial showed to 
the satisfaction of all concerned, he says, that speaking from one 
end of Australia to the other through automatic repeaters is 
practicable. 

About 2,500 tons of copper wire will be required for the con- 
struction of the telephone line between Melbourne and Sydney, and 
tenders for its supply are shortly to be invited by the postal 
authorities. The wire is to be of a size weighing 600 Ib. to one 
mile. 

The Commonwealth Postal Department has ordered 12 Yetman 
transmitters, two for use in each State. 

Special consideration is being given by the Postmaster-General 
and the secretary of his department to a suggestion for a period of 
free competition amongst rival wireless telegraph systems, before 
any one system is officially adopted by the Commonwealth. It is 
understood that the Postmaster-General is favourable to a system 
of licences so long as no vested interests are created by their issue 
in any case before the Commonwealth has officially adopted any 
patented system. Tenders will be invited to supply the Postal 
Department with the plant, which will in every sense become 
the property of the Government. It is, however, a question 
whether at present any system of wireless telegraphy should be 
permitted a monopoly of the coasts of the Commonwealth. 


Russia.—During the Russian riots telegraphic com- 
munication was destroyed. The office at St. Petersburg was 
strongly guarded, as an attempt to blow it up was feared. The 
French Post Office stopped issuing telegraphic money orders. The 
telephone system was in the hands of sappers, who worked the 
exchanges. 


Shanghai.—The North German Cable Works at Norden- 
ham on the 26th ult. received a telegram announcing the laying of 
the cable between Shanghai and Yap. Final tests showed the 
electric condition ot the cable to be perfect, and it was opened on 
the 1st inst. for traffic. 


(Centinued on page 726.) 
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JOHN GAVEY, 
PRESIDENT OF THE INSTITUTION OF ELECTRICAL ENGINEERS. 


Мв. Joux Gavey, C.B., M. Inst. C. E., engineer-in-chief and 
electrician of the Post Office, and president of the Institution 
of Electrical Engineers, whose portrait we give, was born in 
Jersey (Channel Islands) on August 11th, 1842, and is there- 
fore 63 years of age. He was educated at Victoria College, 
Jersey. In 1860 he joined the Electric and International 
Telegraph Co., and in their service acquired an extensive 
knowledge of telegraph engineering. In 1870, on the 
transfer of the telegraphic systems of the United Kingdom 
to the State, he 
was appointed 
superintendent of 
the South-Eastern 
Division, and in 
1872 was trans- 
ferred to the Great 
Western Division. 
with headquarters 
at Bristol, under 
Mr. (now Sir 
William) 
divisional engineer 

of the Southern Dis- . 
trict. 


Preece, 


During his 
term of service at 
Bristol, Mr. Gavey 
was 
amongst other work, 
in the construction 
of heavy trunk lines 
forming some of 
the most important 
telegraphic links in 
the country. In 
1878, on the 
greater portion of 
the Southern Dis- 
trict being taken 
over by the Royal 
Engineers, Mr. 
Gavey became 
superintending 
engineer of the 
South Wales 
District, with 
headquarters at 
Cardiff. His service there was of a varied and important 
character, embracing every class of telegraphic and, later, 
of telephonic work. The improvements in fast-speed Wheat- 
stone working, which eventually resulted in a rate of 250 
words per minute and. more being attained, were largely 
due to Mr. Gavey's investigations. The conditions for high- 
speed working through underground cables in connection 
with land lines were also gone into carefully by him 
with most satisfactory results. Whilst engineer in South 
Wales, Mr. Gavey turned his attention to wireless telegraphy 
by induction, and made numerous and important experiments 
in connection with this branch of the subject. Under his 
directions, telegraphic was established 


engaged, 


Photograph by) 


communication 


JOHN Gavey, С.В, 
President of the Institution of Electrical Engineers. 


between Lavernock on the mainland, and the Flat Holmes 
island in the Bristol Channel. The spread of the telephone 
system gave Mr. Gavey full scope for his energy, and under 
his direction the first postal telephone line connecting two 
large towns was established between Cardiff and Newport 
in 1881. 

In 1892, on the death of Mr. E. Graves (then engineer- 
in-chief), Mr. Gavey was appointed to the position of 
principal technical officer, at headquarters, and in this 
position he carried out further important experiments in 
wireless telegraphy by induction, and succeeded in establishing 
telephonic communication by its means across Loch Ness, a 

distance of 4 miles, 

the experiments 
eventually result- 
ing in the perma- 
nent installation of 
communication by 
telephone with the 
lighthouse on the 

Skerries, 

. Liverpool. 
Although Mr. 
Gavey has very 
largely and suc- 
cessfully dealt 
with such matters 
as teleplione 
switching.  appa- 
ratus, long-distance’ 
telephonic trans- 
mission, &c., per- 
haps the largest 
and most import- 
ant work he has 
been engaged on 
in connection with 
telephonic inter- 
communication has 
been the  installa- 
tion of the immense 
network of under- 
ground wires which 
now ramify the 
streets of London 
and stretch out to 
the suburbs in every 
direction. Another 
important work 
entrusted to Mr. Gavey was the valuation of the National 
Telephone Co.'s trunk lines when the latter were in process 
of acquisition by the Post Office. Subsequently he undertook 
the organisation and development of the trunk telephone 
system throughout the country. ЭИ 

Mr. Gavey served as juror to the electrical section of the 
Paris Exhibition of 1900, and was a delegate to the Inter- 
national Electrical Congress in the same year. In 1903 he 
was appointed an official delegate at the preliminary Inter- 
national Congress on Wireless Telegraphy, held at Berlin. 
He was a member of the British Committee of the St. Louis 
Exhibition in America, in 1904. Не is chairman of the 


Telegraph and Telephone Sub-Committee of the Engineering 
G 


near 


[Elliott Ф Fry. 
M.Inst.C.E., > 
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Standards Committee, and under his chairmanship some 
valnable reports on telegraph material have been issued; he 
is also a member of the Electrical Plant Committee. 

As a member of the Institution of Electrical Engineers, 
Mr. Gavey has contributed several valuable papers on various 
telegraphic and telephonic subjects. He 
was also in the early days a frequent con- 
tributor to the ELECTRICAL REVIEW, 
then known as the Telegraphic Journal. 

An appreciation of the eminent ser- 
vices which Mr. Gavey has rendered to 
the State and to the public was recognised 
by the distinction of C.B. which was con- 
ferred on him in 1903. His straight- 
forwardness has gained for him the 
esteem and affection of all who admire a 
frank, fearless and manly nature; and 
he is as modest as he is able. 


NEW TURBINE PLANT AT | 
PORT DUNDAS GENERATING 
STATION, GLASGOW. 


Тнк Glasgow Corporation has earned 
for itself a reputation for progress in all 
matters connected with itselectrical under- 
takings, and if its policy as regards the 
electric lighting department's generating 
stations has resulted in an accumulation 
of plant of somewhat diverse patterns, we 
believe that few will quarrel with its recent 
turbine extensions at the Port Dundas and 
St. Andrew’s Cross stations. When, two 
years ago, new generating machinery was 
found necessary, Mr. W. A. Chamen, the 
then chief engineer, advised the extension of the Port 
Dundas station, and the designing of the new portion 
for the installation of six 3,000-Kw. turbo-alternators. 
Two ‘of these sets were ordered, while a 1,500-Kw. direct- 


turned out by Messrs. Babcock & Wilcox, the heating 
surface of each being 6,182 sq. ft., with a grate area of 
100 sq. ft., and the working pressure 200 Ib. per sq. in. 
Superheaters and chain-grate stokers have been fitted, 
together with automatic weighing machines for weighing the 


Port DUNDAS GENERATING STATION, GLASGOW. 


coal, while Green economisers and induced-draught fans add 
to the completeness of the installation. 

The turbines are direct-coupled to three-phase alternators 
of 3,000 kw. normal capacity each, which are capable of 


3,050-k w. WiLLANS-Dick, KERI 


current set was erected in St. Andrew's Cross station (see 
ELECTRICAL REVIEW, September 22nd, 1905, p. 464) in the 
southern district of the city. 

In carrying out the extension at Port Dundas, great dith- 
culty was encountered in placing the boilers within the avail- 
able space, and at the same Lime keeping to the original 
scheme of bunkers, кс. The new boilers are the largest size 


t URBO-ALTERNATOR, Ровт DUNDAS. 


carrying an overload of 25 per cent. for two hours aud 50 per 
cent. for half an hour. The turbines were supplied by 
Messrs. Willans & Robinson, and are of the Parsons type, 
with the improvements which this firm has adopted. 
The speed is 750 r.p.m. The blading throughout 
is built up in complete half rings before being placed 
in the turbine, and the blade rings are protected at their 
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WILLANS TURBINE, SHOWING UPPER HALF TURNED Back FOR INSPECTION. 


outer ends by a channel shrouding 
Strip, which gives the blading a par- 
ticularly strong and rigid appearance. 
The governor gear, oil pump, &c., have 
been placed on the lower half of the 
casing, and arranged so that the 
bearing caps can be lifted and the upper 
half of the casing turned back for the 
inspection of the interior of the turbine 
or working portions of the bearing and 
thrust gear. The exhaust end of the 
turbine has been arranged so that the 
exhaust to the condenser is taken down 
through two pipes, which allows the 
exhaust end bearing to be rigidly sup- 
ported close up to the main portion of 
the turbine spindle, thus reducing the 
length between the turbine end bearings. 
With regard to the foundations, these 
consist of two concrete piers, one sup- 
porting the generator bedplate and the 
other supporting the oil tank, on which 
rests the steam end of the turbine, the 
turbo-generators being arranged on the 
level of the switchboard gallery, with the 
condensing plant on the normal engine- 
room floor level. The valves of the 
throttle and by-pass are arranged in a 
separate box bolted to the steam end 


bearing of the turbine, and the governors 
are driven through the gearing by a small 
extension shaft; the governor gear and 
the adjustment of the thrust are de- 
signed so that there is perfect accessi- 
bility at all times without the possibility 
of derangement due to careless handling. 
Compared with the reciprocating plant 
installed in the station, the turbine 
units run remarkably well in balance and 
provide a forcible illustration of the 
amount of power which can be got into 
small compass. 

The surface condensing plant is 
installed immediately under the turbines, 
and has been manufactured by Messrs. 
W. Н. Allen & Son. It has been de- 
signed to give a vacuum of 24 in. below 
thereading of the barometer when the tur- 
bine is giving its full output of 3,000 Kw. 

The air pumps are of the three- 
throw Edwards type, and, together 
with the circulating pumps, are motor- 
driven. 

Messrs. Dick, Kerr & Co. supplied the 


Dick, Kerr RotatinGc FIELD FOR 3,000-Kw. TURBO-ALTERNATOR 


Fic. 1.—THREE-PHASE 3,000-voLT Mars SwiTCHBOARD—FRONT VIEW. 
COLLIERY AND MINING SWITCHGEAR (See p. 725). 


Fic. 2.—Back VIEW. 
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generators, which are of the three-phase revolving-field type 
with 6,500 volts pressure between terminals, the frequency 
being 25. 
The exciters are mounted on an extension of the rotor 
shafts, the exciting pressure being 50-60 volts. 

The stator frame follows the makers' standard construction, 


Fig. 3.—THREE-PHASE 3,000-voLT MAIN SWITCHBOARD FOR 


COLLIERY Work. (Portion of back with “expanded metal" 
guard of one panel removed.) 


with former-wound coils embedded in rectangular slots : the 
stator can be moved laterally to admit of inspection of the 
revolving element. At present the neutral point ef the 
winding is not earthed. 

The rotor is of special interest, as owing to the high 
peripheral speed, its electrical design has necessarily been 


Fic. 4.—THREE-PHASE  3.000- vor1 MAIN SWITCHBOARD FOR 
COLLIERY Монк. View showing encased bus-bars at top of 
board. 

subordinated to mechanical considerations. It consists of 


apparatus. 


left bare. Wedge pieces between the poles, stayed with bolts, 
secure their absolute rigidity. 

A complete system of air ducts extending from the rotor 
shaft, through the pole-pieces, tips and stator windings, 
secures the essential coolness when running. The machines 
make comparatively little noise in operation, and their 
performance on test will be looked for with interest. 

Messrs. Witting, Eborall & €o. made the switchboard 
which is arranged to control eventually eight three-phase 
generators and 20 feeders. At present, however, the instal- 


Fic. 5.— МАІХ SWITCHBOARD FOR USE ON COLLIERY CIRCUITS 
UP TO 650 VOLTS. 


lation consists of apparatus to deal with two double-current 
generators, which have been used as p.c. machines for the 
last five years, and nine feeders. There are two sections in 
the switchgear, which is of the remote control type, con- 
sisting of the operating panels and the high pressure 


1 
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FIG. 6.— MAIN SWITCHBOARD FOR USE ON COLLIERY CIRCUITS 


UP TO 650 VOLTS. Back VIEW.) 


The former are situated in the engine room, and 


three solid pressed steel castings, the central one carrying 
four laminated pole tips. 

The field coils are of stout edee-wound copper, the turns 
being insulated with paper and mica, and the outside edges 


from there the high pressure switchgear, situated in an 
adjacent room, is electrically controlled. The high-pressure 
gear is sub-divided in brickwork compartments sealed by 
means of iron doors. 
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The bus-bars are in duplicate, inter-connecting switches at 
the ends being provided. In order that any generator or 
feeder may be switched on to either bus-bar, selector switches 
are fitted. The small wiring is all run in screwed iron piping 
except at the back of the operating nels. The 
generator and feeder switches are arranged with each phase 
in a separate oil tank and with four breaks per phase. The 
feeder switches, althovgh normally carrying only 100 
amperes ав а maximum, are capable of breaking safely the 
total horse-power of the station. The instruments are 
worked from current and pressure transformers fixed in 
the high-tension compartments. The relays on the feeder 
panels are of the three-phase overload time-limit type, those 
on the generator panels being of the reverse-current type 
without time-limit attachment. The adjustment is such 
that the switches would open should a reverse current equal to 
90 рег ‘cent. of the normal full load current get into the 
generator circuit. The relays may be cut out of action 
while the machines are being synchronised. It is 
claimed for the general arrangement of the gear (1) 
that accidental contact with any of the high pressure 
gear, whether exposed or not, is absolutely impossible ; 
(2) should any single piece of apparatus fail or fire, the damage 
will be confined to the particular compartment in which the 
accident takes place ; (3) any panel or portion of the bus- 
bars may be completely isolated by means of the section 
switches for inspection, cleaning, or repair, without inter- 
rupting the supply in any жау; (4) apparatus requiring 
occasional inspection, such as excess pressure dischargers, are 
placed in a readily accessible position, and proper provision 
is made for getting out the oil switches for overhauling or 
renewing the oil; and (5) the only fuses used are in the 
primaries of the pressure transformers; the earthing of the 
framework, the cases of all transformers and switches and 
the secondarics of the transformers and any part of the bus- 
bars or high pressure apparatus which the staff may require 
to handle, has been carefally carried out. The inter-connect- 
ing cables are rubber-covered and served with an incom- 
bustible double braiding and compound. Where theconnections 
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Fic. 7.—THREE-PHASE 3,000-уогт MAIN 
SWITCHBOARD. (Section.) 


pass through partitions or require support they are mounted on 
porcelain insulators and tubes. The cables from the power 
station switchboard are three-core, and run to various sub- 
stations in the city: in these 1,000 and 500-Kw. motor- 
generators of the British Westinghouse Co.'s make are 
installed. The motors are of the induction type, taking 
current at a pressure of 6,500 volts direct on the stator 
windings ; the р.с. side delivers current at 250 or 500 volts 
pressure for distribution to consumers. The motor-gene- 
rators are all arranged for starting up from the D.c. side, but 
at least one set in each sub-station can be started up from 
the A.C. side as well, in case the D.c. supply fails from any 
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Fic. 8.—Distant CONTROL. THRHE-PHASE 
Mat SwrrcHBOABD. (Section.) 


cause. For balancing purposes. some of the 500-volt p.c. 


windings are tapped, the tappings being led to alip 
rings connected to choking coils. The starting 
switches in the sub-stations are all of the water 
type, and the results obtained from them have been 
very satisfactory. The high tension switchgear, supplied by 
the British Westinghouse Co., is on the same lines as that in 
the power station. The р.с. generator switchgear includes 
automatic reverse current circuit-breakers on each pole, 


without апу fuses, the only fuses employed being on the 


low-tension feeders. 


COLLIERY AND MINING SWITCHGEAR FOR 
HIGH AND LOW TENSION ALTERNATING- 
CURRENT SERVICE. 


By A. M. RANDOLPH. 


THE use of electricity has, in a large measure, revolutionised the 
cort of production and been the saving factor of many commercial 
undertakings. In no industry, perhaps, has this effect been во 
marked as in the case of colliery and mining work, which offers an 
ideal field for the application of electricity to the economical per- 
formance of every operation hitherto carried out by steam or com- 
pressed air. This fact has rapidly come to be recognised by owncrs 
of collieries, and is regarded as fundamental to the success of one 
of the most important of our staple industries. 

It is desired in the present article to call attention to the recent 
development by the British Westinghouse Electric and Manu- 
facturing Co., Ltd., of a special line of switchgear and control 
apparatus for use in connection with mining operations. This 
development has been based on the exceptional experience of the 
Westinghouse Co. in the application of electricity to mining work, 
and is the result of careful consideration given to the details of the 
apparatus by -its engineers, ensuring that special conditions of 
operation are met by suitability of design. 

Attention has been paid to the rules and regulations issued by the 
Home Office for the use of electricity in mines, the requirements of 
which have been embodied in the designs herein described. А brief 
description of these designs will be given under the following 
headings :— 
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Fic. 9.—Non-1soLaATED TYPE or THREE- 
PHASE SWITCHBOARD FOR CIRCUITS UP 
TO 650 VorTs. (Side Elevation.) 


1. Main and distributing switchboards.—Above ground. 
2. Distribution boards.— Underground. 

3. Motor-control gear. Undergound and above ground. 
4. Miscellaneous apparatus. 


Main and Distribution Switchboards.—Above ground. High 
pressure up to 3,000 volts. Figs. 1, 2 and 3 (pp. 723 and 724) 
show respectively a front view, back view and details of wiring 
in one of the compartments of a main generating station switch- 
board recently built by the British Westinghouse Electric and 
Manufacturing Co. for 3,000-volt three-phase colliery service,* and 
fig. 4 shows the method of installing the bus-bars on this board. _, 


* These figures were made from photographs taken: before 
shipment. | | 


~ 
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Switchboards for power-house service are preferably made up of 
polished marble panels with a neat bevel on all front edges. The 


panels are carried on an angle iron framework designed to facilitate 


extensions, and the complete board is provided with efficient means 
for bracing from a rear wall. : 

The main bus-bars are supported (see fig. 4) on high grade 
porcelain insulators at the top and towards the rear of the board, 
each bar being separated from adjacent bars by slate partitions. 
Thus a sectional view of the bus-bar chambers presents a number of 
rectangular cells running the whole length of the board, each cell 
containing one bar, and the number of cells being governed by the 
number of phases of the system. In addition to these partitions, 
removable top slabs of slate are arranged so that the bus-bars are 
completely covered in. Reference to fig. 4 will show that the 
possibility of an arc occurring between the bars is entirely 
eliminated, and that while the bars are readily accessible for 
inspection and repairs, the danger of accidental contact with them 
is reduced to a minimum. 

The conhections (fig. 3) between the bus-bars and main switches 
are made with i ted and fire-proofed cable carefully arranged 
and supported on porcelain insulators where necessary. АП instru- 
ments and automatic switch-tripping coils are actuated from. the 
secondary windings of highly insulated current transformers mounted 
at the rear of the switchboard panels. This, combined with the 


absence of high-tension parts of apparatus from the front of the. 


switchboard, renders all liability of the operator to shock or acci- 
dent practically negligible. 

The rear of the switchboard, as will be seen on reference to figs. 
2 and 3, is divided into compartments by means of slate partitions. 
Thus each panel might be said to be a self-contained unit of which 
the rear compartment holds the high-tension apparatus and connec- 
tions necessary for the operation of the switches, instruments, &c., 
mounted on the face of each panel. Each compartment is closed 
by an expanded-metal door provided with а simple device which 
interlocks it with the main isolating switch on the panel. Referring 
to fig. 1, the isolating switches will be seen enclosed in marble boxes 
screened in front with metal-expanded screens. The function of 
these switches is to cut off entirely a panel from the “live” bus- 
bars, thus making the inspection of that panel.a perfectly safe 
matter. No person, therefore, can gain access to the apparatus at 
the rear of a panel unless the isolating switch is first opened, and 
x od impossible to close the isolating switch until the door is 
closed. ; | | 

The preceding description is illustrative of a high grade of 
switchgear, which, however, may be varied in constructive details to 
suit special requirements. Thus isolating plugs may be used in 
place of knife switches, in which case the main circuit-breakers 
would be interlocked with the doors at the rear of the panels, in 
Such a way that access could not be gained to the rear of any panel 
until the main circuit-breaker had been opened. It would then be 
possible to remove the isolating plugs, and render dead all 
apparatus contained in the compartment. It will be noted that by 
this arrangement, it is impossible to open circuit on the isolating 
plugs while the current is flowing. Fig. 7, p. 725, illustrates this 
method of construction. 

In the event of its not being desired to operate the switchboard 
continuously, the isolation and division of tbe switchboard into 
compartments may not be necessary, since it will then be possible 
to do all repairs and cleaning at periods when the switchgear is not 
in operation. Iron doors, however, would be provided for locking- 
up the passage way behind the switchboard. 

For main and distribution switchboards operating at pressures 
above 3,000 volts, a class of construction and interlocking mechanism 
similar to tbat described above is adopted, except that more 
liberal spacings are allowed, and the compartments containing the 
high-tension apparatus, instead of forming the rear of the switch- 
board panels, are isolated and remote from the instrument and 
control panels. 

The lay out of this switchgear is illustrated in fig. 8, but is sub- 
jeét to modification in structure as dictated by the kilowatt capacity 
of the plant to be controlled. 

The main switches are closed through a system of mechanical 
levers by means of handles on the operating panel. The auto- 
matic release mechanism and instruments are operated from 
special transformers in a similar manner to those referred to in the 
above description of the switchgear for 3,000 volts. 

The switchgear depicted in fig. 8 is a typical lay-out designed for 
operation at voltages up to 6,000. 

For switchboards operating up to medium pressures, i.e., not 
exceeding 650 volts, а standard panel construction is adopted, 
except that all live metal, if dictated by the requirements, is at the 
rear of the switchboard, the main quick-break knife switches being 
operated by handles projecting through the marble panels. In 
cases where it is necessary that a switchboard shall be kept in con- 
tinuous operation, provision is made во that any particular section 
may be isolated in а manner similar to that described for the 
3,000-volt gear, thus facilitating the carrying-out of repairs and 
cleaning, without risk to the attendant. Expanded metal doors 
may be provided to close in each section of the board, and, accord- 
ing to the exigencies of the case, interlocks may be arranged 
between the door and the main switch. Expanded metal doors are 
provided to close in the passage at the rear of the board, the locks 
on ће door being arranged so that they may be opened from the 
inside of the passage without the use of a key. Fig. 9 shows an 
arrangement of switchboard for voltages up to 650, the assumption 
ue that repairs, &c., will be carried out when the plant is shut 

own. 

A similar class of switchboard is designed for continuous opera- 
tion, as referred to above. 

The above 650-volt type of board may also be supplied with 


* 
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standard knife blade switches, having the blades mounted on the 
front of the panels, in place of the back-of-panel tpye of knife 
switch in which all live metal is at the rear of the panel. Front 
and back views of a board of this description are given in figs. 5 
and 6, p. 724. | 

It is apparent, however, that the adoption of a type of switch- 
board in which all “live” metal is at the rear of the panel is 
advisable, in so far as it eliminates the necessity of special enclosures 
and switch-rooms, and at the same time minimises the risky under 
the Employcrs’ Liability Act. 

(To be concluded.) 


TELEGRAPH AND TELEPHONE NOTES. 


(Continued from page 720.) 
Telegraphic Interruptions and Repairs :— 


CABLES, INTERRUPTED. REPAIRED. 
Oran-Tangier-Cadiz Oct. 80, 1905 2 
'Tenedos-Chio Oct. 30, 1905.. Oct. 81 
Tenedos-Lemnos .. ss e "T i Oct. 80. 1905. Oct. 31 
Falmouth-Bilbao .. a i " is Oct. 31, 1905 i 
Trinidad-Demerars ГЕЗ s ee ee ee Aug. 96, 1901 ee 
Dominica-Martinique .. ; si May", 1902.. 

Bt. Lucia-Martinique .. 2 T Маў 7, 1902.. 
Cayenne-Pinheiro - де s Aug. 13, 1902... 
Reissa-Issa (Yemen) Camaran .. Oct. 902 .. ae 
Tarifa-Tangier .. we КЕ EM .. Jan. 18, 1904 ЧА 
Closed { Vladivostock-Nagasaki  .. . Feb.9, 1901.. 5% 

Port Arthur Chifu те ` е в . Mar. 9, 1904 ee a 
Jamaica- Colon ©» BA s ч . Jan. 5, 1905 
Cadiz-Tenerif ate E" E» Sa . July 20, 1905 
Cotonon-Grand Bassam к . Oct. 4, 1905 m 
Puerto Plata-Martinique . Oct. 80, 1905 P 
Alaska, via Beattle . Oct. 26, 1905. Осі. 29 
Medan-Olehleh m . Oct. 26, 1905 his 
: LANDLINES. 

Puerto-Barrios .. Se Е July 28, 1902.. 
Kertch-Soutehoum ег ee ae oe es Be t. . 1904 ee es 
Communication with Brazil via Galveston „July 18, 1905 zs 
Rome-Constantinople .. E : Oct. 27, 1805.. Oct. 29. 


Telephones to Cab Ranks.—The P.O. Telephone 
Department has arranged with the Committee of the Cabmen's 
Shelter Fund to connect the shelters with the Telephone Exchanges, 
во that subscribers can call а cab from the rank, but the apparatus is 
not to be used for any other purpose. 


United States.—The organisation has been announced 
of the United States Independent Telephone Co., the purpose of 
which is to unite the various independent telephone companies in 
the United States, most of which have come into the new com- 
bination or have made working agreements. The territory covered 
by the new organisation extends from New York on the east to 
Salt Lake City in the west, and to St. Louis in the south. As to 
New York City, there are plans to revive an old licence, and to put 
in cables for a service of 295,000 instruments within two years. 
The New York telephone system has at present about 145,000 
subscribers. 

Reporting on the application of the Atlantic Telephone Co. for a 
licence to operate in New York City in active competition with the 
existing telephone trust, the city engineer has stated that the 
approximate value of the concession is £1,150,000 for a 25 years' 
lease. This is far in excess of the terms offered by the company. 


Wireless Telegraphy.—A Reuter Pensacola telegram 
states that the cruiser West Virginia, with President Roosevelt on 
board, has been communicated with by wireless telegraphy at a 
distance of 300 miles. Naval officers are watching with consider- 
able interest the experiments in maintaining communication with 
land throughout the voyage to Key West. Wirelcss telegraph 
stations have been installed at intervals all along the coast, with 
the view of keeping in closest touch with vessels. Plans are also 
being formulated to bring the Isthmus of Panama in direct touch 
with the United States. A Washington telegram states that a 
message from the West Virginia was intercepted there, telling the 
cruisers Colorado and Pennsylvania that вһе would probably join 
them at noon. This is stated to be remarkable, as the distance is 
1,100 miles, mostly overland. Communication with the West 
Virginia lasted three hours, until the noise of work being resumed 
in the navy yard interrupted messages. 

The U.S. Naval Department has succeeded in establishing wire- 
less telegraphic communication between Colon and Guantanamo, a 
distance of about 700 miles. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Belfast.—November 8rd. 'The Scottish Temperance 


Assurance Company, Belfast, is inviting tenders for electric 
lighting and fittings in its buildings. Specification on appli- 
cation to Mr. John Woodside, A. M. I. E. E., Ocean Buildings, Belfast. 


Brazil.—December l6th. "The municipal authorities of 
Sao Luiz (Maranhao), Brazil, are inviting tenders until December 
l6th for the electric lighting of the town. 
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Bristol.— Three-phase cables for the Corporation. See 
“ Official Notices " to-day. 


Cape Town.—November 22nd. Tenders are invited 
for the supply, to the Department of Posts and Telegraphs, of 
telegraph and electric light material. Tenders to the Chairman of 
the Tender Board, Control and Audit Office, Parliament Street, 
Cape Town. А notice -appeared in the Cape of Good Hope 
Government Gazette, for October 3rd. 


Cheshire,—November 3rd. Altrincham and Bowdon 
Administrative Sub-Committee for Education invite tenders for 
the electric wiring and fittings required for the Stamford Park 
New Council Schools. Plans and specification (deposit £2 2s.) 
from Jos. Howarth, Clerk to the Committee, Education Offices, 
Market Street, Altrincham. 


Clacton-on- Nep Novemb 6th. Gas engines and 
dynamos, switchboard, mains, battery, meters, crane, and buildings 
for electricity works, for the U.D.C. Soe “ Official Notices " 
October 20th. 


France.—November 9th. The Preach Post and Tele- 
graph authorities in Paris аге inviting tenders until November 
9th for the supply of 15 lots of paper-insulated electric cables. 
Particulars may be obtained from, and tenders are to be sent to, 
Le Sous Secretariat d'Etat des Postes et des Telegraphes, Rue de 
Grenelle, 103, Paris. 


Italy.— The municipal authorities of Sarzana are at 
present inviting proposals for the construction of an electric 
tramway between that town and Spezia. 


Leith.—November 11th. The School Board invites 
offers for an clectric light installation at Bonnington Road Public 
School. Specitication, Mr. George Craig, architect, 85, Duke Street, 
Leith (£1 deposit). 


Leyton.— November 16th. Engines with condenser ; 


cooling tower, for the U.D.C. See “ Official Notices” to-day. 


Wacroom.—November 10th. The U.D.C. invites ten- 
ders for lighting the streets of the town by clectricity or acetylene 
gas. | Иш: 


Shoreditch.—November 7th. Water-tube boiler, super- 
heater, piping, steel flue, &c., for the Electricity Department. See 
“ Oficial Notices October 27th. 


Spain.—November 27th. The Spanish Ministry of 
Public Works is inviting tenders until November 27th, for the 
construction of an electric tramway in Madrid, from the Ronda de 
Valencia to the Glorieta del Puente de Toledo. Particulars шау 
be obtained from, and tenders are to be sent to, La Direccion 
General de Obras Publicas, Madrid. 


Walthamstow.—November 24th. Stores for the elec- 
tricity and tramway departments for twelve months. Sec “ Official 
Notices” to-day. 


CLOSED. . 


Blackpool.—The tender of Messrs. J. W. Fielding and 
Co. has been accepted for installing the electric light at the new 
North-Western Co-operative Convalescent Home, at Blackpool. 


Bolton.—The Corporation Tramways Committee has 
accepted the tender of Messrs. Burrows & Son for the erection of 
tramway offices. 


East London ($.A.).—The tender of Messrs. Howard, 
Farrar, Robinson & Co., Ltd., of East London, (£271 13s.) has been 
accepted for the wiring of the new building for the Bank of Africa, 
Ltd. This was the lowest tender, the highest being that of Messrs, 
Green & Trevett, of Cape Town (£498 19з.). The work comprises 
wiring for 95 points and for one 1-H.P. motor, in screwed insulated 
conduit; also the supplying and fixing of fittings and eight meters 
main switchboard, &c. 

At a special meeting of the Electric Lighting Committee the fol- 
lowing resolutions were agreed to, and they were afterwards ratified 
by the T.C. :— That an order be placed with Messrs. Kelvin and 
James White, Ltd., of Glasgow, by cable, through the London 
agents, for certain specified spare instruments required in the 
power house; that a supplementary vote of £555 be passed in 
respect of the surface condenser ; and that the scheme outlined by 
the Electrica! Engineer for additions to, and alterations at, the 
power house, involving an expenditure of £17,550, be considered 
and reported проп by that official in conjunction with the Town 


Engineer. 
Eecles,—The T.C. has accepted the tender of Messrs. 


R. J. Nicholson & Co., Ltd., for the installation of the electric 
light in 46 working-men’s dwellings, at £138. 


France.—La Société Industrielle des Telephones, of 
Paris, lhasksecured a contract from the French Post and Telegraph 
authorities for the supply of 120 kilometres of telephone cable 
with one pair of conductors, and 20 kilometres ditto with 56 pairs 
of conductors. 


Islington.— The Lighting Committee has provisionally 
accepted the tender of Messrs. Phillips & Co., Ltd., to supply 5,000 


tons of bituminous nutty slack coal, at 2s. 6d. per ton at the pit's 


mouth, and 9s. 3d. per ton delivered. 


London.—The L.C.C. have received the undernoted 
tonders for the supply of 4,210 tons of acid steel track rails and 
fastenings to be used in connection with the reconstruction of the 
first section of the northern tramways :— 


Lorain Steel Co. .. .. £27,191 
Bolckow, Vaughan & co. ' (accepted) 81,181 
Barrow Heematite ee Co. 82,249 | 
P. & W. Maclellan . bs ET 82,819 


The lowest tender was not in accordance with the specification. 
The successful company has been authorised to sub-let the manu- 
facture of the fish bolts and nuts to Guest, Keen & Nettlefolds, Ltd. 


Middlesex,—The County Council received the following 
tenders for the construction of the Bounds Green Road, Wood 
Green and Southgate зА — 


Т. Adams А se £99,818 
G. Bell 40,235 
British Electrié Equipment Co. 87,488 
Dick, Kerr & Co. 38,867 
Ford Clift on 88,887 i 
Wm. Griffiths & Со. 87,980 

N Grounds & Newton 41,873 
G. Hay & Co. 40,834 
G. Holloway .. 89,800 
Mowlem & Co. я ie 42,024 
F. Oman a "m 5 . 88,500 
Pethick Bros. с à 89,777 
J. Strachan .. 50,700 
C. Wall, Ltd К š Sa. es 44,819 

. Wimpey & Co. (accepted) 86, 


The County Engineer's estimate was £88,911 14s. 74. 


Salford.—Messrs. S. Dixon & Son, Ltd., have received 
an order from the Corporation for one Turner's patent automatic 
point controller. 


Wellington, N.Z.—On the recommendation of its 
Tramways Committee, the Council has accepted the tender of the 
Electrical Construction Co. for the supply of power house machinery, 
at £9,400, and the tender of Messrs. Rouse & Hurrell for two. 
combination cars, at £425 each. The Corporation has also accepted 
the following tenders in connection with tramway construction 
work:—Tramway bonds, Messrs. J. Duthie & Co., £166; tramway. 
rails, Messrs. J. Duthie & Co., £4,332 ; points, crossings and specia] 
work, Hadfield’s Steel Foundry Co., ' Sheffield, per the Wellington 
agents, Messrs. Richardson & Blair, £422. 


FORTHCOMING EVENTS. 


To-day’s Events (кий November ва p.m. Junior Institution of 
eee ential Address 5 MP D. Clerk on “ The Problem 
of the Gas Turbine.“ 


Saturday, November 4th.—At 7.90 p.m. Glasgow Technical College Scientific 
Society. Electric Power Plant Design," by Mr. P. D. Ionides. 

Birmingham and District Electric Club. Mr. J. H. Btansbie on '' Elec- 

tric Furnaces." 

At3.0p.m. At the Birkbeck College, London. The Annual General 
Meeting of the Association of Teachers in Technical Institutes, to 
discuss the annual report and proposed amendments to constitution 
and rules, to elect officers and Council, and other business. 

November 6th.—At 7.90 p.m. Society of Engineers. Мг. 8. Cowper- 

"Aen on * The Metallic Preservation and Ornamentation of Iron and 

Stee op 

Tuesday, November 7th.—At8p.m. Institution of Civil Engineers. Inaugural 
Address by the President, Sir Alexander R. Binnie. Presentation 
of the Council's Awards, and Reception in the Library. 

Thursday, November 9th.—At 8 p.m. I.E.E. Meeting at the Institution of 
Civil Engineers. Presentation of premiums awarded; Presidential 
Address by Mr. John Gavey. 

Friday, November 10th.—At 8 p.m. Physical Socie eu Meeting at Royal College 
of Science. Mr. James Swinburne on The Question of Temperature 
and Efficiency of Thermal Radiation.“ 

Tuesday, November 14th.—At8 p.m. I.E.E. (Glasgow). 
tution of Engineers and Shipbuilders. 

At8 p.m. Institution of Civil Engineers. Mr. J. A. Saner on“ Water- 
ways in Great Britain." 

During November.—Tram ways 
„% The Paving of 


Monday, N 


Meeting at the Insti- 


and Light памада Association. Lecture оп 
ways.“ Visit to Holborn and Strand Subway. 


THE ELECTRICAL ENGINEERS R.E. (VOLS.). 


Tue following orders are issued :— 


Monday, November 6th.—“ A Company, technical work 6 to 10 p 

Tuesday, November th. - Medical examination and enrolment 5r recruits at 
p.m. “B” Company, technical work 6 to 10 p.m. 

Thursday, November 9th.—*'* С” Company, technical work 6 to 10 p.m., for men 
who have not obtained A Badge and recruits. 

Friday, November 10th —“ D“ Company, technical work 6 to 10 p.m. 


Уіиғнр C. DuMBLE, Captain В.Е. 
For O. C. E. E. R. E. (V.) 


U.S, Customs. — The Allis-Chalmers Co. recently imported 
into the U.S.A. some models of turbine machinery, which the 
Customs officials assessed at 45 per cent. ad valorem as manufactures - 
of metals.” The Allis-Chalmers Co. claims that they are patterns 
and is appealing against the шешшш, 


are sees Sn 
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NOTES. 


The British Association. The General Committee bas 


resolved to accept the cordial invitation from Leicester to hold its 
1907 meeting there. | 


Gas.—The death of a child, and the narrow escape of 
her father, from suffocation, were caused by a partly turned on gas 
jet at Cleethorpes on Saturday morning. 

On ave En day at nip two men were rendered unconscious 
one of them having since died, an escape of gas fr ive 
bracket being the cause. i d E 

A new gas main has lately been laid throughout the cent f 
the town of Penrith. Last Saturday, while connections were being 
made to various premises, a serious explosion occurred in the base- 


ment of a draper's shop, wrecking the interior and injuring several 
people. 


Wireless Telegraphy.—Judge Wheeler, on October 
16th, 1905, rendered a decision in the suit of the National Electric 
Signalling Co. (Fessenden system) against the De Forest Co. for 
infringement of the liquid barretter. The decision is in favour of 
the complainant. The following claims are sustained :— 

“11. An electrical receiver consisting of a liquid and an extremely 
fine terminal projecting into the liquid, substantially as set forth. 

* 23. In an electrical wave detector, the combination of a liquid 
and л terminal projecting thereinto and having in the liquid so 
small an immersed area that a highly resistant layer is formed about 
the terminal, eubstantially as described. 

* 25. As а telegraphic receiver, the combination of liquid and 
an extremely fine terminal projecting into the liquid, and во 
arranged that the passage of an electric current will produce 
thermal effects in the liquid, substantially as described." 

The other claims were not passed upon. - : 

This decision is of considerable importance, as it establishes 
the ownership of the fine-point liquid receiver, which is now 
. used by the National Electric Signalling Co., De Forest Co 

Shoemaker, Slaby-Arco and other companies. This receiver was 
used by the signal corps for their Alaska installation and by the De 
Forest Co. in its installation on the Haimun in the Russo-Japanese 
War, and in the tests made by the same company in England. With 
the exception of the Marconi magnetic receiver, it is at present the 
only receiver used for long-distance work, and several hundred 
stations are now equipped with it. In the United States Navy 
official test, a distance of more than 2,000 miles was obtained by its 
use from shore to ship, under unfavourable circumstances, and a 
distance of 320 miles was obtained on an official test during day- 
time, between the Illinois and Alabama by its use with the 
expenditure of $ Н.Р. 


Institution Notes. — I.E.E. (Guascow SECTION) 
DixNsER.—The fourth annual dinner of this section was held in the 
Grosvenor Restaurant оп October27th, and proved one of the most 
successful functions ever held under the auspices of the section. 
Mr. John M. M. Munro, president of the section, occupied the 
chair, and the company, which numbered over 200 gentlemen, 
included Lord Kingsburgh (Lord Chief Justice Clerk of Scotland), 
Sir John Ure Primrose, Bart., Lord Provost of Glasgow, Messrs. 
Robert Kaye Gray, G. C. Lloyd, and E. George Tidd. The croupiers 
were Messrs. Walter Dixon, W. W. Lackie, Frank А. Newington, 
Henry A. Mavor, Magnus M'Lean and John Macfee. After the loyal 
toasts had been honoured, Sir John Shearer proposed “ The Imperial 
Forces" Lord Kingsburgh responded with a number of interesting 
reminiscences. Sir John Ure Primrose, Bart., submitted The 
Institution of Electrical Engineers," gnd in doing so, said that in 
speaking of electricity he entered a field which was not only 
interesting and intensely valuable, but was а realm that 
partook of romantic charm, and at the ваше time 
was of immense potentialities in ‘their future economy. 
They could hardly conceive that 25 years ago that wondrous 
potency was only emerging from the laboratory and was only in 
its earlier stages being perfected by the scientific brain.—Mr. R. 
Kaye Gray replied. In the course of his remarks he expressed the 
regret of the president of the Institution at his inability to be 
present that evening. Proceeding, he said, that in Glasgow they 
were to be congratulated on the liberal spirit with which electrical 
enterprise was dealt with, and taken full advantage of. No body 
bad done more in this direction than the Corporation. He had 
been charged to say that the papers contributed by the Glasgow 
local section to the Institution were of unusual merit. The only 
point the Council would like to have improved in Glasgow was the 
looking after of the younger men. In Manchester, for instance, 
they had a large section of students, and in Glasgow they 
were forming a similar section, and after they had 
got over the difficulties which came their way, the 
section would thus be made stronger than ever. The chairman 
in responding to the toast of “The Glasgow Section,” said they 
were very much indebted to those who had come there that night 
encouraging them at the beginning of a new session. They had 
heard that the students of Glasgow had not taken a sufficient 
interest in the development of the Institution. Whatever means 
there might be found for them to mect together later on, in the 
meantime, it had been arranged that they mect alone. During 
the evening songs and readings were rendered by members of the 
company. 

Іхѕтітстох oF ELECTRICAL ENGINEERS (Cape Town).— At 
a meeting of the Cape Town Local Section held at the South 
African College on September 27th, the paper on ''Earthing " 
(already read at Glasgow by Mr. Lackie) was read by the hon. 
secretary, and discussed by the members jpresent, The opinions 


expressed were unanimously to the effect that it would be imprac- 
ticable in Cape Town to insulate effectually electrical conduits from 
metal work and gas and water pipes in new buildings (as suggested 
by Mr. Lackie), especially in view of the large amount of steel 
girders and metal lathing used in the American style of building 
now mostly in favour in the district. Earthing through a resistance 
was also considered unnecessary, and as likely to add. materially to 
the cost of a wiring installation. 

FARADAY SocigTY.— The following papers were read at а meeting 
held on Tuesday last:—'' Alternate Current Electrolysis as shown 
by Oscillograph Records,” by Mr. W. В. Cooper. “Note on 
the Crystalline Structure of Electro-deposited Copper,” by Prof. 
A. K. Huntington; “Some Observations Respecting the Relation 
of Stability to Electrochemical Efficiency in Hypochorite Pro- 
duction,” by Mr. W. Pollard Digby. A paper by Prof. Ernest 
Wilson on “ Alternate Current Electrolysis * was discussed. 

I. E. E. (LREDS).—On Wednesday last week the inaugural address 
of this section was delivered by Mr. A. B. Mountain, M. I. E. EB. Не 
referred briefly to the development of electricity supply under- 
takings during the last 10 years, with some conclusions to be drawn 
from the approximate figures placed before them. At the end of 
1894 there were 60 undertakings, with a capital expenditure of 
£6,107,680 ; at the end of 1904 there were 445 undertakings, with 
а capital expenditure of £61,961,313. "The consuming devices, re- 
duced to the equivalent of lamps connected, in 1894 numbered 
2,031,398 ; and at the end of 1904—19,971,435. The units sold in 
1894 numbered 30,203,766, and in 1904—448,078,057. The average 
price obtained per unit sold in 1894 was, by companies, 608d. ; and 
by municipalities 532d.; in 1904 the average price obtained 
by companies was 3:9, and by municipalities 27. The capital 
expended and lamps connected had each increased  pro- 
portionately by 10 times, and the units sold by nearly 15 times, 
while the price obtained had decreased by 48 per cent. The con. 
clusions which he thought might be drawn from his very brief 
glance at the progress of electric supply undertakings were that 
greater care must be exercised in the expenditure of capital, that 
the introduction of large generating plants would le&d to ultimate 
economy, and would enable them to compete with the comparatively 
small engines employed for driving factories, and that reduced 
charges would still further enormously increase the output of 
energy for both lighting and motive power purposes, if they by 
exhibition or other practical demonstration sbowed the actual 
advantages to be derived from the use of electricity. 

TRAMWAYS AND LIGHT RAILWAYS ASSOCIATION.— А party of about 
30 members paid a visit on Tuesday afternoon to the power station 
of the North Metropolitan Electric Power Supply Co., at 
Brimsdown. 

LEEDS ASSOCIATION оғ ENGINEERS.—At a meeting of this Asso- 
ciation on 26th ult., a lecture was delivered by Mr. Percy Rosling 
on “The Economics of Electrical Driving.” 


Appointments Vacant. — Electrical engineer and 
manager of the light railways for Barking Town U.D.C. (£225) ; 
collector (£3) and accounts clerk (358.) for Marylebone. 


Electrical Manufacture of Rivets.—Mesers. Macfarlane 
and Whitfield, of Dunston, following the lead of the larger steel 
manufacturers and colliery proprietors, but leading so far as their 
own business is concerned, have just had completed, an electrical 
installation for the manufacture of rivets, and in connection with 
this plant an interesting ceremony took place on Wednesday after- 
noon last. The large engine and its accompanying electric genc- 
rator were started by Mrs. Whitfield, while several other machines 
were started by other ladies. The party subsequently adjourned 
to Mr. Whitfield’s residence, where the healths of the firm and the 
contractors were cordially drunk. Mrs. Whitfield was presented 
with a silver kettle by Mr. Cecil A. Esmarch, the resident engineer 
for Messrs. Bruce Peebles & Co., Ltd, the contractors. The gas 
engine and plant of 115 в.н.р. was provided by Messrs. Crossley 
Bros., the sub-contractors. 


NEW COMPANIES REGISTERED. 


Saxby & Farmer (India), Ltd. (86,274).—This company was 
registered on October 26th, with a capital of £50,000 in £1 shares, to acquire the 
factory of Heath & Gresham, Ltd., at Calcutta, and to carry on in any part of the 
world the business of railway signal and interlocking apparatus manufacturers 
and contractors, machine and tool makers, millwrights, mechanics, ironfounders, 
compressor manufncturers, metallurgists, retiners, smelters, engineers, makers 
of and dealers in pneumatic and electric tools and appliamces and signals, 
producers, storers and suppliers of heat, steam, com ressed air, oil, gas and 
electricity, &c. The first subscribers (each with one share) are: C. Н А 
53, Victoria Street, S. W., chairman of Saxby & Farmer, Ltd.; G. Terrell, 38, 
Albion Street, Hyde Park, W., director of Saxby & F armer, Ltd.; W. Wingfield, 
2, Ryder Street, B. W., director of Saxby & Farmer, Ltd.; D. E. Norton, Laurel 
Dene, Hampton Hill, Middlesex, director of Saxby & Farmer, Ltd.; R. Payne, 
59, Victoria Street, S. W., secretary of Saxby & Farmer, Ltd.; J. F. Pickard, 
53, Victoria Street, S. W., accountant to Saxby & Farmer, Ltd. ; and F. Varley, 
14, Copthall Avenue, E. C., solicitor. No initial public issue. The number of 
directors is not to be less than two nor more than six ; the first are C. Hodgson, 
G. Terrell and W. Wingtield ; qualification, £100; remuneration, one guinea 
each per board meeting attended. 


Telegraphic Code Co., Ltd. (86,295). — This company was 
registered on October 28th, with a capital of £2,000 in £1 shares (1,500 
preierence), to carry on the business of authors, compilers, adaptors, publishers 
and sellers of telegraphic codes or secret cyphers, &c., and to adopt an agrec- 
ment with J. G. Schütte. The first subscribers (each with one pref. share) ате :— 
J. б. Schütte, 76, Cheapside, E. C., code expert; Н. Peakes, Ravenscroft, 
Woodridings Hatch End, Middlesex, secretary; F. Haddrell, Lawn Road, 
Uxbridge, Middlesex, secretary; F. E. D. Acland, Walwood, Banstead, Surrey, 
civil engineer ; F. D. Marshall, 7, East India Avenue, E. C., ship broker; E. К. 
Lindley, Holders Hill House, Hendon, Middlesex, average broker; and G. Loly, 
Quernmore, Bromley, Kent, schoolmaster. No initial public issue. The 
number of directors is not to be less than two nor more than seven; the 
subscribers are to appoint the first; qualification, £100, Registered office, 2, 
Royal Exchange Buildings, E.C. 
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OUR PERSONAL COLUMN. 


[The Editors invite electricaleengineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELzcrAICAL REVIEW posted as to their movements. | 


Central Station Engineers. — Mr. ARTHUR Нсон 
SEABROOK, electrical engincer at Barking, has been appointed elec- 
trical engineer at West Ham. There were 73 applicants. 

Mr. T. C. МАВСАВҮ, senior mains engineer at Islington, having 
completed satisfactorily six months on probation superintending 
the mains work, bas been permanently appointed to the latter 
position at a salary of £200. | 

Mr. J. ALLWaRD, senior shift engineer at Islington, has been 
appointed, on probation for six months, station superintendent at a 
salary of £180. 

Mr. T. Beaumont was, on Wednesday last, presented with a 
slide rule by the generating staff of the Woolwich Borough 
Electricity Undertaking, as a token of their respect. He leaves to 
тур up ап appointment in the Bradford Corporation Electricity 

orks. 

Mr. G. Е. хтів has resigned his position at the Ipswich 
Corporation Electricity Works, having been appointed Station 
e for the Maidstone Corporation Electricity Supply 
aud Tramways Station. He takes up his new duties on Wednesday, 
November 8th. 


Tramway Officials.—The staff of the Peterborough 
Electric Traction Co. have presented Mr. Соомвен, the retiring 
manager, with a case of silver-plated fish knives and forks and a 
pair of silver salt cellars. Mr. Coomber is leaving for Belfast. 

The Gloucester Т.С. has decided not to combine the Offices of 
tramway manager and electrical engineer, but to appoint a general 
manager for the tramways. 

Мг. R. R. FArRBAIRN, tramway manager, has been re-elected, 
unopposed, a member of the Worcester City Council. 

Mr. Рніррз, who has been appointed overhead inspector of the 
Belfast Corporation Tramways, has been presented by the staff of 
the Scarborough Tramway Co. with a silver cigarette case. 

The employés of the Scarborough Tramway Co. have presented a 
marble clock to Mr. NicoLL, secretary to the company, on his 
marriage. 

From Monday last the office of Mr. J. WILKINSON, tramways 
electrical engineer, Hull, has been removed to Queens Dock 
Chambers, Alfred Gelder Street, Hull, where all correspondence 
referring to the department should be sent. 


General.—Mr. Тнкоровк RicH, lately with Bruce 
Peebles & Co., Ltd., and also well known as an officer in the Elec- 
trical Engineers Volunteers, has taken up a position in the Soudan 
Public Works Department. Mr. Rich carries with him the best 
wishes of many friends both in London and in the provinces. 

The Australian Mining Standard says that Mr. ROGER 
WALLACE, K.C., chairman of the Kalgoorlie Electric Power and 
Lighting Co., has been in Kalgoorlie to consider the conditions 
before completing the final arrangements between the company and 
the Kalgoorlie Tramways Co. 

It is announced that the Postmaster-General has appointed Mr. 
А. E. EAMES (senior assistant controller) to be Controller of the 
Central Telegraph Office, and Mr. J. NEWLANDS (formerly of 
Edinburgh) to be Deputy-Controller, in place of Mr. E. Trenam, 
I. S. O, and Mr. J. W. Eames, retire At St. Martin’s-le- 
Grand on Tuesday afternoon а testimonial, subscribed for 
by his London and provincial coll es, was presented to 
Mr. E. Tarkan, I. S. G., upon his retirement on a pension 
after 49 years service. The presentation took the form of a gold 
watch and chain, and а diamond ring for Mrs. Trenam. Mr. H. 
Babington Smith (secretary to the General Post Offlce) presided 
and made the presentation. Later in the day, says the Times, Mr. 
J. W. Eames, who also after 49 years’ service retired on pension 
from the position of Deputy Controller, likewise received a testi- 
monial from his late colleagues. This consisted of a silver salver, 
a salad bowl service, a biscuit box, a drawing-room clock, and a 
silver photo frame. Mr. A. J. 8. Adams made the presentation, 
afterwards handing a testimonial to a third retiring telegraph 
officer, Mr. С. A. MqGaN, assistant controller technical branch. 
To him, on retiring after 45 years' service, his colleagues presented 
& silver watch, biscuit box, and butter knife. 

Mr. ARTHUR WiLLMOTT, A.M.I.E.E., who has for the past 2? 
years been assistant works manager of the Jandus Electric Co., 
ee N., has now joined the staff of the G.E.C. at their Witton 

orks. 

The staff at the Electric Construction Works at Bushbury, 
Wolverhampton, has presented a marble timepiece, a pair of bronzes, 
and a purse of gold іо Mr. RichARD Jones, late manager of the 
works, who is retiring after 25 years’ service. 

Mr. WILFRID L. Spence, Assoc.M.Inst.C.E., M. I. Mech. E., informs 
us that he resigned last month the office of engineer to, and manag- 
ing director of, the British Electric Plant Co., Ltd., Alloa, and that 
he is practising as a consulting engineer at 31, St. Vincent Place, 
Glasgow: (Tel. No. 1,500 Royal; telegrams, Electrify, Glasgow.) 
Mr. Spence will specialise on matters electrical and electro- 
mechanical. - 

The governing body of Battersea Polytechnic, S.W., has 
appointed Mr. E. G. Torrie, M.I.M.E., to the post of superin- 
tendent of the drawing office and workshops in the Department of 
Mechanical Engineering in the Battersea Polytechnic. Mr. Tottle 
has had considerable experience as mechanical and electrical 
engineer, both in the workshops and drawing offices. He is at 
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present on the teaching staff of the Chiswick Polytechnic and the 
Welcome Institute, Deptford. 

In the early hours of Wednesday morning a very large gathering 
of employés (1,300) of the London United Tramways Co. was 
held at the Chiswick car-shed. Mr. Cater Scott, the chairman of 
the company, presided. After supper an illuminated address was 
presented to Sir J. Cuirton Rosinson, the managing director, 
congratulating him upon his knighthood. A piece ef plate was 
presented to Lady Robinson. | 

Mr. Francis H. Davies is leaving the British Westinghouse Co. 
to take up an appointment in the Electricity Department of the 
Marylebone Borough Council. 

Mr. J. ARCHIBALD KYLE, A. I. E. E., is shortly leaving the Aron 
Electricity Meter, Ltd., where he has held the position of assistant 
engineer and technical representative for the last three years. 


ELECTRIC TRAMWAY ACCOUNTS. 


Тнв returns of the Manchester tramways 

Manchester department have now an added interest, in 

Corporation that they are representative of our most 

Tramways. extensive tramway system, in point of route 

: mileage. The 84 miles of route include 20 

miles of leased lines, and 24 miles over which the Corporation 

exercises running powers. Although this mileage eclipses that of 

the generally accepted ideal, Glasgow, much leeway remains to be 

made up, before the 195,767,519 passengers and (£764,790 revenue 
of the latter, on a 10 miles shorter route, can be equalled. 

GENERAL STATEMENT. 


— 


For 12 months ending March 31st 1905. 1904. 
Length of route ... 8 . .. 84 miles. | 79 miles. 
Total length of track ... de . . | 146} „ 1378 „ 

š — 447 


Average number of cars in us 
Car-miles run fe ae 
Passengers carried per annum... 
Capital expended to date 


14,123,124 | 13,617,448 
126,900,875 120,772,368 
£1,587,931 | £1,485,612 


Traffic receipts ... ies oe £628,529 £603,182 
Total receipts ... ips n £631,955 £611,881 
Working expenses € $e £411,597 £391,854 
Gross profit А sat £220,358 £220,027 
Income per car-mile si 10°73d. 10°67d 
Working expenses per car-mile у 6`994. 6:784 
Interest and sinking fund рег car-mile 1 49d. 1:40d 
Rental of leased lines... " T 18d. 37d 
Total expenses per car- mile 8:66d. 8:56d 
Profit or loss per car-mile | 2°07d. 2124 
Cost of energy per car-mile ... 199d. 1:844 
Average fare per passenger ... 1°19d. 1:2d 
Revenue per mile of route ... £7,523 £7,745 
Expenditure per mile of route £4,899 £4,968 
Total units used (és js 18,854,240 | 16,815,764 
Units used per car-mile vei s 133 1:23 
Percentage of working ex'esto receipts | 6596 64% 


The average working expenses are somewhat above last year’s 
figure amounting to 6'994. per car-mile, a creditable figure when it 
is remembered that it includes 1:909d. per car-mile} for energy 
amounting to some 19 million units at 1°49d. per B. r. uv. purchased 
from the electric lighting department. That the latter department, 
is by no means a loser on the transaction, can be better realised by 
а comparison with the Glasgow power statistics, where on a 
calculated output of 23 million units (20 millions only of which 
were for traction) the average price per unit amounted to 1°13d. 
including 37d. for depreciation and 42d. for interest and sinking 
fund on the power plant. The Glasgow tramways department, of 
course, owns its own power plant, and benefits correspondingly. 

The following are the principal items of working expenditure for 


the past year :— 


Traffic expenses ы N - ius 3:13d. 
General - mt ag as Р - 1`004. 
General repair and maintenance 

Permanent way ... m ie "16d. 
Electrical equipment of lin is 099d. 
Buildings and fixtures ee ‘010d. 
Machinery and plant 7 и 017d. 
Cars .. = 7 T i 57d. 
Other rolling stock m bis 014d. 
87d. 
Power expenses 199d. 
Total working expenses isi е 6:994. - 


The gross profit оп the year’s working amounted to £220,358, 
which, together with bank interest £1,869, produced a sum sufficient 
to meet all financial charges and leave a surplus of £120,950. 
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The latter was allocated much as in 1904, being as follows :— 


Renewal and depreciation account ‚ £70,907 
Contribution in aid of rates dus T 46,000* 
Interest on street improvements, &c. ... iss 4,043 

| | £120,950 


* This amount was inereased by £5,000 transferred from an accumulated 
reserve, making a total contribution to the rates of £51,000. 


The general manager, as in previous years, was Mr. J. M. 
McElroy. | t уй ; 
| PROFIT STATEMENT, 1905. : 
Interest. &c. ... he Mec. x ^d .. £52,120 


Sinking fund ... 8 е T MET 35,379 

Rental of trsmways, leaseholds, &c. A 10,795 

Income-tax  ... id in ose ss 2,983 

Surplus 7 985 sii . . , 120,950 
^f) a 


Gross profit; (and bank interest accumulated) £222,227 


м 


1 


CITY NOTES. 


Westminster Electric Supply Corporation. 


MEETINGS of holders of preference and ordinary shareholders, also 
an extraordinary general meeting of the company, were held at 
Eccleston Place on Tuesday, to consider the capital proposals of 
the directors, whose purport was embodied in the resolutions 
printed on page 689 of our last issue. Lord Suffield presided. 

At the first meeting (preference holders) Mr. Hares FISHER 
explained the proposition of the board, and said that the purpose 
of the meeting was to take power to raise such additional capital 
as after a careful estimate they thought would be necessary during 
the remainder of the company’s concession, ¢.r., during the next 
26 years. The present desunt of capital might roughly be 
taken at £1,000,000, and they contemplated the expenditure of a 
further £1,000,000. Of this sum they would require to spend one- 
fourth, or £250,000, during the next few years. This they proposed 
toissue at once in preference shares. "That the shareholders might. 
better understand the position of the company, he would briefly 
set out its financial history from its foundation by a provisional 
order for 42 years from August, 1889. This had run 16 years in 
August last. It, therefore, would expire in August, 1931, i. e., it 
had 26 years still to run. This was the governing factor in raising 
any further capital. They started their business in 1889 with 
£100,000 in ordinary sbares. There were no preference and no 


debentures. By 1893 the share capital had been increased to 


£300,000 ordinary shares, on which a 4 per cent. dividend was 
paid, and £100,000 mortgage debentures bearing interest, some at 
5 and some at 44 per cent. By 1898 the share capital had been 
raised to £400,060, on which a dividend of 12 per cent. was paid, 
while the old debentures (£100,000) had been paid off, and new 
debentures to the extent of £200,000 at the reduced interest 
of 3j per cent. had been subetituted. By 1902 the ordinary 
capital had been raised to £550,000 (at which it now 
stood) and а dividend of 12 per cent. paid; the deben- 
tures to £250,000, at, which also they stand to-day; and 
5 percent. preference shares to an amount of £140,755 had been 
issued. The dividends for the past two years had been 134 and 14 
per cent. on the ordinary shares. This worked out at an average 
of 83, or £8 8s. per cent. to the original shareholders. The ordinary 
man in the street who read that last year the shareholders received 
14 per cent., probably concluded that those who had found the 
money to light the City of Westminster were making inordinate 
profits. Let them examine this. To produce the excellent light 
now given, and the power, the demand for which was tapidly ex- 
panding, £1,000,000 had been spent. Broadly speaking, a fraction 
over 4 per cent. had been paid on half that amount, and (if they 
took the average dividend over the whole period) less than 84 per 
cent. had been paid on the other half; so that the real substantial 
truth was that the ordinary consumer in Westminster who was a 
ratepayer had run no risks with his money as a ratepayer, and had 
had an excellent supply of light at a price which had not been at 
any time dear, and would, they hoped, become considerably 
cheaper, especially as the demand for a day load — .., mainly power 
— gradually developed. Turning next to the expenditure of the 
company: at the end of 1891, £297,640 had been expended; of 
1894, £411,000 ; of 1898, £626,365 ; 1902, £951,806 ; 1904, £1,065,000. 
At the present time expenditure was £1,097,000. The share capital 
and debentures issued were £941,255, and they had overspent on 
capital account £155,700. This was not a sum borrowed from 
vankers, because out of the profits of the company the directors 
had each year made what they were advised were proper 
allowances for depreciation. This depreciation fund had 
been- invested in the company’s business, which had rendered 
unnecessary until now the issue of further capital. They 
felt that, however sound this policy might have been in the past, 
looking to the fact that they were во many years nearer to the end 
of their concession, the time had now arrived when they should 
commence to invest this fund in securities outside the company’s 
undertaking, so as to be available in case of necessity. From this 
review of past capital expenditure, it would be seen that the 
history of the company was one all along of increased demands for 
its product and gradual progressive expanse of capital to meet that 
demand. Formidable, therefore, as the present proposal for future 
capital might appear, it was only following on the lines of past 
experience. Guided by this past experience, and acting on the 
advice of the officials of the company and of the company’s brokers, 


the directors had surveyed the field of their future operations, and 
considered that the time had now Arrived to make arrangements 
for providing the further capital required from time to time during 
the remainder of the company’s concession, which it was estimated 
would amount to £1,000,000. Now, for what did they require this 
large sum of money? Не would briefly explain. The demand 
for current showed no signs of diminishing ; it was being used 
now for many more purposes than formerly, and the increase 
was greater in the current sold at the lower rates. In 
fact, increase of business appeared to depend largely on the 
rate at which. they could afford to sell. Within the last few 
years a considerable demand for power had sprung up. Leases were 
falling in in a large part of their area at present almost untouched, 
and as new buildings were erected they required а supply. Other 
sources of demand were almost certain to arise, and it was by no 
means improbable that their output at the end of their term might 
be three times what it was now. To meet thietwo more trans- 
former stations of about the same capacity as Duke Street would be 
eventually required, part of which must be put in hand almost 
immediately. Provision had also to be made for the mains depart- 
ment within the next few years in connection with which it was 
suggested that stores should be erected at Eccleston Place. There 
was still & considerable balance on account of Duke Street to be 
paid. The other two stations would probably cost very much lesa 
than Duke Street, but taking it all round, it could hardly be said 
that less than £150,000 would be required for land and buildings by 
the end of their term. Plant and machinery to equip these three 
transformer stations would cost approximately £200,000. They 
had already spent nearly £400,000 on mains, and taking high- 
tension feeders into account they might expect to spend another 
£500,000 under this headihg. For meters they had spent nearly 
£60,000, and would probably spend nearly.another £100,000, while 
£20,000 or so might be required for street lighting if the local 
authorities decided to extend the present very satisfactorv system 
of arc lighting. These figures could, of course, only be taken as 
rough guides to the amounts which would probably be required, 
but they were sufficient to show that they might expect to expend 
something like another £1,000,000 capital by the end of their term, 
while it was possible that new developments might increase this 
considerably. Of this sum £200,000 to £250,000, or mearly one 
quarter, would probably be required within the next few years. 
As the increase of the business depended so much on the rates 
charged, their success must largely rest on their ability to raise 
this additional capital at as low a rate of interest as possible. The 
directors had power to issue further mortgage debentures, or to 
create a debenture stock, but they considered it to bein the intercsts 
of the shareholders of both classes to create a security that would 
rank equally with the present preference capital instead of before 
it. The present mortgage debentures fell due for repayment in 
1920, and it might then happen that they could not be replaced 
without an increased interest and the provision of а sinking fund, 
which would be a much heavier charge on the revenue of the com- 
pany than that entailed by the iucrease of capital now proposed. 
Of course it was possible to have obtained the required capital by 
the issue of ordinary shares at par or at a premium, but having 
carefully considered the matter during the past six months, and 
having consulted with the company's brokers the board had 
unanimously come to the conclusion that the proposed re-arrange- 
ment of the company's capital account was best in the interests of 
both classes of shareholders. They, thereforé, recommended that 
the authorised amount of share capital be increased to £2,000,000, 
divided into £1,000,000 cumulative preference share capital, and 
£1,000,000 ordinary share capital; the £1,000,000 preference 
capital to carry a preferential right over the ordinary shares of the 
company in the distribution of the assets in the case of 
the winding up of the company, and a pro rata share of 
any surplus .after repayment of ordinary capital at раг. 
It was proposed that the preference shares of the company for the 
time being issued should carry a cumulative preference dividend of 
£4 10s. per cent. per annum, instead of £5 per cent. per annum, and 
that the holders of the £140,755 of 5 per cent. preference shares 
(No. 110,101 to 138,251) be allotted an amount of £15,640 in 3,128 


preference shares of £5 each to be paid for by a bonus free of income 


tax out of the reserve fund of the corporation. What would be the 
effect of these proposals if adopted by the shareholders? The 
present holders of debentures would find their position strengthened, 
as the new capital raised at a cheap rate ‘would be put into a 
remunerative business. The present preference shareholders would 
receive the same interest as formerly on their holding with an 
addition of 11 per cent. to their capital; while the ordipary share- 
holders would reap the benefit of the new capital invested in the 
business of the company at & low rate of interest, and they were 
advised that as soon as this wasappreciated by the inventing public 
the market for both classes of shareholders would be strengthened. 
As to procedure for carrying out the proposals, the directors pro- 
posed that an amount of £250,000 preference share capital be 
alloted to existing shareholders (ordinary and preference) pro rata 
to their present holding at three-eights (7s. 6d.) premium per share. 
The premium received would be placed to reserve and be applied 
to cost of conversion of existing preference shares from 5 per cent. 
to 44 per cent., and other expenses. The balance of the capital to 
be retained and issued as the needs of the company required. 
The allotment would be in the proportion of one new sbare 
to three now held payable as to £1 7s. 6d. in December next, and 
the balance of £4 per share at the end of March, 1906. Interest 
would acerue on any shares paid up in full on January 3rd next. 
They further proposed that the bonus shares for the conversion of 
the present 5 percent. preference shares (No. 110,101 to 138,251) to 
44 per cent. should be issued in January. Fractions of shares could 
be issued so that all shareholders would receive full value, and 
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arrangements would be made во that fractions might be made up to 
full shares, or the difference paid in cash. Не trusted that this 
review of the position of the company had enabled shareholders 
to grasp the situation in which their directors found themselves, 
and that the proposals would meet with cordial and unanimous 
approval. | 

Lord Kinnaigp seconded the adoption of the following resolu- 
tion :— 

That as from December 31st, 1905, the preferential dividend payable upon the 
preference shares of the company be at the rate of 44 per cent., instead of at the 
rate of 5 per cent. per annum, and the rights of the holders of such shares be and 
&re hereby modifled accordingly. 

Sir Dixon HangTLAND said he understood that they would 
only at present issue £250,000 at 44 per cent., but would the other 
£750,000 be issued by the directors without appealing to the 
sbareholders at all, or would they be called together so that they 
would know what was going on, before giving a blank cheque to the 
directors ? | s 

In reply, it was stated that the board would be bound to call the 
shareholders together for any large sum, but not for a matter of, 
вау, £30,000. 

Sir Dixos HARTLAND said that they proposed a large expenditure 
of one million, and he wished to refer to the Power Bill brought 
into Parliament last session. He was one who did his best to 
oppose it in the interests of private companies, and they got rid of 
it. He would be prepared to help the company again in any way 


he could. But would that Bill, if passed next session, have a жету, 


great effect upon the company's business? Were there so many 
works in the company’s area that the Power Co, would come in and 
rather cut out their business, so that it might not be necessary to 
issue 50 much capital ? 

Mr. Hayes FISHER, in reply, said that the board thoroughly 
appreciated the importance of Sir Dixon Hartland's point 
regarding the struggle between this and other companies and the 
County Council to enter this company's area for the supply of 
power. He believed that one of the best means of preventing them 
getting in was to gradually expend their own capital in strengthen- 
ing their works, во that they could supply power cheaply. They 
had just signed the first contracts for power supply at 14. per 
unit. Prof. Kennedy, their engineer, was of opinion that 
they would be able to compete with anyone in their 
own area for supply of power at a cheap rate if 
they took the proper steps to do it. The present scheme 
of the directors was part of the procedure necessary to effect that 
object, and so they asked for power to raise that extra capital. 
Sharcholders in that and other companies could very largely aid 
their efforts in Parliament by instructing the public as to what was 
in their best interests. They should not divorce the capacity to 
supply power from the capacity to supply light. If they wanted 
light cheaper in the future, they must increase their day load. In 
the interests of the public, those companies which were strong and 
first in the field should be given a fair opportunity of supplying 
power at a cheap rate as a day load. They could thus supply light 
at a cheaper rate. ' 

Mr. PaLGRAVE SrMPSON said he originally had objections to the 
proposition cf the directors. They all knew the danger of over- 
capitalisation, and he was very glad to hear from Mr. Hayes Fisher 
that only one-fourth of the share capital was to be raised at once. 

Mr. Hayes FISHER said that it would be sufficient for the next 
few years as far as they could see. 

Mr. PALGRAVE SIMPsON said that to have issued a million would 
have had a very deteriorating effect upon the present market price 
of the existing shares. The only thing he would like to ask was, 
would the income of the company and the improvement of business 
enable them to easily pay a dividend at something like the same 
rate as hitherto, when the additional £250,000 shares were issued, 
on the ordinary shares ? s 

Mr. Hayes FisHER said that they bad every reason to believe 
that they could pay the 44 per cent. preference dividend, and 
continue to pay the same ordinary dividend. They fully hoped so. 

The resolution was then put and carried unanimously. 

The meeting of ordinary shareholders was next held, and the fol- 
lowing resolution was proposed :— 

That this meeting hereby sanctions the distribution among the holders of 
preference shares already issued at the date of this meeting, of the sum of 
£15,610, free of income-tax, out of the reserve fund for the time being and 
balance of revenue carried to the balance sheet as on December 31st, 1904. 

Mr. Brown MARTIN seconded, and it was carried unanimously. 

An extraordinary general meeting of the company was then held, 
and the resolutions, as printed in our last issue, were adopted 
unanimously. 

The necessary confirmatory meeting will be held on November 
15%. 


Monte Video Telephone Co. 


THE annual ordinary general mecting of this company was held 
on Toursday last weck, at Winchester House, Old Broad Street. 
Мг. Е. W. Jones (the Chairman), in moving the adoption of the 
report and accounts, said that since the re-arrangement of the 
capital in 1898 the business of the company had steadily incrensed, 
and they were now in a very satisfactory position. For the past 
cight years the whole of the capital expenditure had been met out 
of revenue, but they had suffered during the Civil War. For 
several years past the company had been in negotiation with both 
the Congress of Uruguay and the municipality of. Monte Video, in 
regard to an extension of their system beyond their present terri- 
tory, and to connect with Buenos Ayres. They had also contem- 
plated an underground plant in the City of Monte Video, but the 
consideration of the whole of these things had been delayed by the 


Civil War, and had progressed but slowly since.. The advantages 
of an underground system had been seen and appreciated by the 
people and the municipality of the neighbouring city of Buenos 
Ayres, and they had been met in a liberal manner. It was hoped 
that before long a similar spirit would prevail in Monte Video. 
That a connection between the two places was desired was proved 
by the fact that various banks and other business houses had peti- 
tioned for а connection to the system. 
The report was adopted. 


Electrolytic Alkali Co. 


Tue report for the year ended August 31st last, states that the net 
profit for the year, after allowing for depreciation, mortgage deben- 
ture interest and expenditure on maintenance of buildings, plant, 
machinery; tools and all necessary repairs, is £4,746, to which must 
be added the amount brought forward from last year, namely, 
£1,374, making a total of £6,120. The directors propose payment 
on the cumulative preference shares of one year’s dividend on 
account of arrears, at the rate of 7 per cent. per annum on all the 
preference shares issued prior to April, 1902, and а dividend at the 
same rate upon all the preference shares issued since that date, 
calculated, as regards all instalments paid on such shares since 
August 31st, 1902, from the several dates of payment of such instal- 
ments, up to August 31st, 1903. This will absorb £5,601, and leave 
£519 to be carried forward. The process continues to work satis- 
factorily, and there is a good demand for the company's products. 
The great depression which existed in the market price of bleaching 
powder during the years 1902, 1903 and 1904 has continued, though 
to а less extent, during the year under review. Towards the close 
of the year the erection of additional mánufacturing plant was con- 
tinued, and the company is now in a better position for dealing 
with an increased volume of business. 


~ 


British Thomson-Houston Co.—The report for the 
year ended March 31st shows thst, after providing for debenture 
interest, &c., a trading protit of £29,026 remains, which has been 
applied to various depreciations. The balance of the account for 


excess cost of manufacturing incident to the establishment of, the 


t 


manufacturing business now stands at £39,261. 


Metallic Seamless Tube Co.—As it is thought possible 
that the paragraph relating to this company’s meeting in our last 
issue, may give the impression that no dividend has been declared, 


we would remind our readers that, as stated in our issue of 


October 20th, a dividend of 5 per cent. upon the ordinary shares 
was recommended by the directors. This was approved by the 
meeting. The preference dividend of 6 per cent. is, of course, 
also being paid. The dividend warrants were posted on 

November 1st. ; 


Struck off the Register.—It is announced that Neild’s 
Sleeve Electric Joint Syndicate, Ltd., has been struck off the 
register, , 


Calcutta Electric Supply Corporation.—The number 
of unite delivered to consumers during the five weeks ended 
September 29th was 546,086, compared with 433,985 in the corrc- 
sponding five wecks of the preceding year. á 


St. James and Pall Mall Electric Light Co.— 
The amount of electricity sold in the quarter ended Michaelmas, 
1905, is returned at 1,375,210 units, estimated to produce £20,055, 
as against 1,238,880 units, which produced £19,306, for. the corre- 
sponding period of last year. 


Stock Exchange Notices.—Applications have been 
made to the Committtee to appoint special settling day in— 


Johnson & Phillips, Ltd.—6,685 ordinary shares of £1 each, fully paid, Nos. 1 
to 6,685; and £116,667 5 per cent. first mortgage debenture stock. 


The Committee has further been asked to allow the following 
securities to be quoted in the Official List :— | 

Newcastle and District Electric Lighting Co., Ltd.—20,000 shares of £10 each, 
£9 paid; and 10,000 shares of £10 each, £5 paid. 

Oriental Telephone and Electric Co., Ltd.— 4 100, 000 4 per cent. redeemable 
debenture stock. 


City of Buenos Ayres Tramways Co. (1904).—The 
directors have declared a dividend of 1s. 3d. per share, lees tax, for 
the three months ended September 30th. 


Edison & Swan United Electric Light Со.—Оп 
Monday, at an extraordinary general meeting, the resolution passed 
on October 12th for reducing the capital from £941,000 to £888,071 
was unanimously confirmed. The resolution granting the directors 
а further sum of 750 guineas for their services was also agreed to. 


Rosario Electric Co.— This company's annual meeting 
was hold on Tuesday, at River Plate House. Mr. W. F. Leese stated 
that during the twelve months the number of consumers had 
advanced from 837 to 1,325; and at the end of August they had put 
on 112 more new eonsumers, making a total of 1,437. On June 
30th, 1904, there were 38 motors, but on June 3rd, 1905, they had 
113 motors of 545 н.р.. The business had increased to such an 
extent that they had no proper reserve of battery power, and the 
£40,000 additional capital authorised last year had been overspent, - 
The annual report was adopted. | 


- 
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MARKET QUOTATIONS. 


Wednesday, November Ist. 
CHEMICALS, &0. e ms таа Forinigata 
a Acid, e per сиф. Б/- 
a oe Nitri o ee . ee ee per cwt. N / 
а „ Ozalic. E к . per owt. 82/- 
a p Bulphurio és os .. рег owt. 5/6 
a Ammoniac, Sal per cwt 42J- 
З Ammonia, Монаќе (егувіај) per ton £38 10 
per ton £30 
s Bleaching powder . x .. per ton £5 10 
a шр of Carbon wa .. per ton £15 
a Bora e .. per ton #18 
s Benzole (90 D per gal 10d. 
a m) (50 % .per Pour oe 
a Copper бреме per ton 10 50s. inc. 
a Lead, Nitrate per ton #95 ss 
2 » White Sugar per ton £31 
„ Peroxide . per ton 427 10 
е Methylated Spirit . per gal. 2/6 
a Naphtha, Solvent (90 % at 160°C) per gal. 5/6 
a Potassium Bichromate, in casks per lb. за. 
a Potash, Canstio Tod * per ton 
a Potassium Cyanide .. per lb. 74. 
a Shellac А Б: percwt 190/. 
a Sulphate of Magnesia a per ton £4 10 
a Sulphur, Sublimed Flowers per ton £6 10 
: m poets $x per ton 25 10 
per ton £5 
a Boda, Gue (bite 70 %) .. per ton £10 15 
a „ Crystals . per ton £8 
a Sodium ichromate, casks per lb. 23d 
a „ Cyanide a per Jb. d 
METALS. &c. 
b Aluminium Ingots, in ton lots .. per ton £150 
b $i Wire, in ton lots. per ton #111 
b Sheet, in ton lots. per ton £176 
b Babbitt’ s metal ingots . per ton £48 to £140 
с Brass (rolled metal 2* to 12) basis per lb. 73d. 
e „ Tube (brazed) у per lb. а 
€ „ T ешр пае) per Ib. 
e Wire, per lb. 8d 
e copper Tubes (brazed) ча per Ib. 103d 
є „ (solid drawn) per lb. 114 ИШ 
g Copper Bars (best selected) per ton £86 £1 inc. 
g Copper Sheet рё x per ton £86 £1 inc. 
g per ton £86 £1 inc. 
6 n (Electrolytic) Bars per ton 477 10 oh 
€ „ š Sheets per ton £90 10 
€ n 5 Rod : ton £81 10 
e »9 97 H. C. Wire per lb. 93d 
f Ebonite Rod ii - .. per lb. 8/8 
T Sheet per lb. 
п German Silver Wire .. per lb. 1/6 
h Gutta-percha, fine i per lb. 6/ to 1/- Ps 
-h India-rubber, Para fine . per Ib 922, о 5 dec. 
[| 5 Charcoal Sheets per ton M 
i Pig (Cleveland warrants) per ton re ls. 14d. dec. 
$ n» 5 according to кле per ton From £11 р 
í ,, Scrap, per ton 47/6 to 50/- 
4 e Wire, лел Ко. 8 ae per ton 15 
: Lead, English rud iis per ton #15 5 
Я w Ehee "i čs per 155 £16 di 6 
A an in ire No. вә per lb. - : 
m Mangan ary per Dak: s 5 
4 Mioa in originial canes) el per Ib. . to 1/- X 
IL ,» 3 Per lb. 9/6 to 4J- ee 
per Ib. 4/6 to 8/6 - 
p rie Bronze, bs Mn castings per lb. 1/1 to 1/8 <è 
roll per lb. 1/14 to 1/8 ` 
"m iier & sheet per lb. Өй 
А Platinum T .. рег ок. . 5% 
e Silicium Bronze wire рег lb. 1044. to 1144. T 
í Steel, Magnet, acc’d’g to dese’ р" n per ton £58 : 
I ?9 bars • 16 to 240 es 
g Tin, Block .. oe T .. per ton 18110 108. ino. 
n „ Wire, Nos. 1 to 16 per lb 1793 
p White Anti- friction Metals | 
% White Ant brand .. per ton £46 to £70 
j Yarns, 2/108 Grey Cotton, on вр'18' per lb 8d. 
j „ 6 lea. Flax per lb 4 
ј » 8 oly, 10 Ibs. Russian per lb 4454. 
j „ 10 lbs. Russian, single. р us Я 
j 180 Ibs. Jute rove #11 
k Zinc, Bh't (Vieille Montagne bnd. ) эе on £31 15 


Quotations supplied by':— 


k Edward Till & Co. 
i Bolling & Lowe. 


a G. Boor & Co. 
b The British Aluminium Co., Ltd. 
с Thos. Bolton & Sons, Ltd. j Walter H. Hindley & Co., Ltd. 
d F. Wiggins & Sons. k Morris Ashby, Ltd. 
e Frederick Smith & Co. m W. T. Glover & Co., Ltd. 
f India-Rubber, G.P. and Teleg. n P. Ormiston & Sons. 

Works Co., Ltd 


; о Johnson, Matthey & Co., Ltd. 
g James & Shakspeare. 


p The Phosphor Bronze Co., Ltd. 


Russian Regulations for Electrical Plants.—The 
Association for the protection of German electro-technical interests 
has given a translation of the Russian regulations for the erection, 
installation, &c., of electrical plants, published by Georg Siemens, 
Berlin. The regulations begin with general rules as to currents, 
insulating material, &c., 
machines, and regarding electro-motors, transformers, accumulators, 
electric lamps, tests, safety appliances, Kc. The brochure is recom- 


mended to all firms interested in the exportation of electrical goods 
to Russia. 


then come rules as to space for electrical " 


STOCKS AND SHARES. 


Wednesday evening. 


CrLos£p on November 1st, the Stock Exchange finished October in 
a mood less depressed than that which ruled a few days earlier. 
The Russian pressure being sensibly relaxed, prices in all depart- 
ments rallied after their severe shaking, and the prospect of an 
immediate, heavy Japanese loan did not prevent substantial improve- 
ment in markets as а whole. Electrical sections suffered so little 
from the semi-slump which seized the House, that the changes this 
week are comparatively insignificant, although several interesting 
developments have occurred which demand attention. 

At the meetings of the Westminster Electric Supply Corporation 
held on Tuesday, the proposals for sanctioning &n increase in the 
capital and & decrease in the rate of Preference interest were 
unanimously carried. In referring last week to the heavy fall 
which the directors’ circular had caused in the price of the shares, 
we remarked that “shrewd investors will see an excellent oppor- 
tunity in this slump to acquire cheap stock." Prices of Ordinary 
and Preference now show a rise of 10s. and 2s. 6d. respectively. 
The effect of the little scare has not entirely passed off even yet. 
Charing Cross 1903 Preference are 4 lower, and Urban Ordinary 
fell a similar fraction to 48. City of London Ordinary are § down, 
at 128, after their recent advance in consequence of the working 
agreement between the City and the Charing Cross Companies. 
Allowing for the deducted dividend, Edmundson's Preference are 
a trifle harder at 64. Calcutta Electric new shares command 
32s. 6d. premium, so the blandishments of the person who is trying 
to buy them at 5s. premium can be treated in the manner which 
such impudent attempts deserve. 

Railway stocks were about the firmest of any in the Stock 
Exchange during the period of acute weakness already mentioned. 
The improvement in business is directing attention to the stocks 
of the "trade" lines, and others which move in sympathy are 
naturally better. Metropolitans put on 3, at 92, but Districts eased 
off to 38, despite the near approach of stcam’s complete abolition 
from ihe company's trains. City and South London continues to 
make headway, having a point rise to its credit, upon the turning 
of speculative interest to low-priced dividend-paying stocks. 
Central Londons are nominally unchanged, but the market is short 
of the Ordinary stock, and the real price is 924 to 93. Waterloo and 


. City soon lost ite rise of 2 per cent. 


Reference to the extended list of traction issues, given overleaf, 
will sbow that this section is very quiet. There is +, loss in Anglo- 
Argentine Ordinary, and British Columbia Railway Ordinary, ez 
3 percent. dividend, is this amount down. We are informed thata 
fresh scheme is afoot in regard to the Buenos Ayres Grand National 
Tramways Co., and the first Preference shares are good at nearly 7. 
Belgrano A Preference put on } to 5g. А good deal of quiet 
business is being done in several out-of-the-way electric traction 
and lighting concerns. Rio de Janeiro, Sao Paulo, Mexican and 
other companies dealing with electricity in one form or another 
find little difficulty in placing very substantial blocks of bonds with 
capitalist undertakings (such as insurance companies) on this side. 
Most of the transactions do not go through Stock Exchange channels 
at all: the bargains are transacted by agents who have the placing 
of the stock, but if approximate quotations should be required, they 
can be obtained as arule. The 5 per cent. bonds of the Electrical 
Development of Ontario Co.—one of the undertakings that 
harnesses Niagara—stand about 95, which gives & rough idea of the 
value of such securities. 


Coming home again, it is not, perhaps, breaking confidence to 
say that when fresh capital was required the other day for the 
Mansfield electric tramways, the money was subscribed, quickly 
aud privately, by an issue of 44 per cent. Debenture stock at 98. 


Most of the changes amongst Telegraphs are due to ex dividend 
markings. The shock to general speculation has left Anglo “А” 
with a fall of 8 to 153, and the Preferred receded another 10s. 
to 108. Cuba Ordinary and Preference show the dividend 
deductions, and so do Globe shares of both sorts. Direct United 
States continue to advance on the excellent report, and have 
gained 5s. more at 134. Marconi shares are 1yg. The company, 
it may be recalled, has an authorised capital of half a million 
sterling in £1 shares, of which rather more than half are issued and 
fully-paid. Telephone descriptions display no alteration of any 
consequence. ' 

Manufacturing varieties hold their prices extremely well. 
Callender's Ordinary have regained their 58. dividend, and there is 
a small rise to 208. in Castner-Kellner Alkali. At length there 
is a movement in Willans & Robinson, the Debenture stock at 793 
showing a rise of 3 points. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


| | 
Business done | 


Воск Closi Oloain Rise + 
Present or Dividends for the last omang 8 week ended 
NAMB, Quotations Quotations 
Issue. з four years. Oct. 95th. Nov. 1st. E E Fall — 
| 1908. | 1904. 1905.8 | Highest Lowest. 
84,800 | African Direct Telegraph, 4 % Debs.. ES .| 100 4 4% | 4%... 99 —102 99—109 4 35 a 
25,000 Amazon Telegraph Co.’s shares, Nos. 1 to 25,000, 10 il Nil Nil! з — 8— 831 37 34 +4 
119,700 ро. do. 5% Debs., Nos. Y to 1,250 Red. | 100 Nil Nil Nil ф 82 — 87 82 — 87 88 82 - 
580 | Anglo-American Telegraph  . | .. Stock | 60/6 618. 29% 298.5 00 — 62 00 — 62 S vi 
8,118,210 ' Do. do. do. 6%, Pref. | Stock | 6% | 6% | 84% 888.5 | 108 —109 , 1074-1 1 | 107 i 
8,118,210 | Do. do. do. Deferred Stock 1/- дв. il $3 161— 163 158— 15 16 15 
P 44, Chili Telephone, Nos. 1 to 44,000 : | 6% | 7 8 ч К 74— 72 7 7 T ДЕ - 
1,982.8562 | Commercial Cable Sting. 600 year 4 % Deb. Sk. Red. | Stock 4% 4 ; 4%)... | 97— 99 97 — 99 973 97} : 
16,000 | Cuba Telegraph. . 10 64 10 5% 5 %,8 9 — Sj— 9łxd 25 e| Е 
6,000 Ро. 10% Pref. ee ee oe 10 10 $ 5 10 10 ES fk a 1 17 — 18 xd ae ee oe 
12,981 Direct 9 Telegraph, О; Ж? 6 4 4 4 4 5 91 M Wi d бу 
6,000 do. Cum. Pret. As 5 |10 10 10 10 95$ 91— z e | z 
80,000 Do: do. ..| 60 43 4 ' 44°58 | 100 —108 100 —108 їй к » 
« 60,7101 | Direct United States Cable 20 8 % | 8$] 12ў— 131 13 — 133 184 13 + { 
74,500 | Direct W. India Cable, le, 44% F Reg. Deb., 101,008. 100 4 43 A 100 —102 100 —102 o d р 
4,000,000 | Eastern Telegraph, Ord ‚ | Stock | 7 7 7% 5 | 143 —146 143 —146 145] | 145 i 
Do. 84 "Pref. Stock 100 8) 84 BA% 3% | 83— 91 89 — 91 89 I 
1,896,814 Do. 4% Mort. Deb. Stock Red. Stock | 4 4 4 4 9,5 | 108 —110 100 —108 xd E 2s 
800, Eastern Extension, Australiasia, and China Tele. | 10 7 q 7 6 814 — 142 143— 141 142 147 
602,400 Do. 4% Deb. Stock . Stock | 4 4 4 4 %5 | 106 —108 06 —108 a 2 
‚ 800,000 | East & 8. Afric. Tel., 4% Mt. Db., 1 to 8,000, red. 1909 | 100 4 4 4 е. 101 101 ; b 
c 200,0004 | Do. 4% Reg. M. Debs be. (Mauritius Bub.) 1 to 8,000 95 | 4 4 4 e 1015108490 | 104—1 a 
180,887 | Globe Telegraph and Truss vs 10 |28 53 5g 5% 1 11 1 104xd 1014 140 
© 180,887 Do. do. 6 Pref. We wi 10 6 6 6 { 14 l 1 14ўха 14 14 
& 150,000 | Great Northern Telegraph er nhage 10 123 15 294 » — B64 d Ва 
s Halifax an ermu e, 4 10 Mort. ES КЕ 
46,500 |. Debs., within Nos. 1 to 1,200, Red. } 10 | 44% | 44% | 4% | . 100 —102 100 —102 РВ 
17,000 | Indo-E Telegraph e ej 95 |10 10 18 % 55 — 67 p 11 5 2 
— 79,680 | Monte Video Telephone Co., Ltd. Oord. К 1 8 8 4 ‹ " g-— 1 xd .. T 
1,988,888 | National Telephone, Pref. Stock — .. .. 100 6 6 6 6 %§ | 119 —118 112 —11 11 1194 : 
‚1,966,667 Ро. Def. Btock exc “ow e | 100 4 5 6 5 75 107 — 108 107 — 108 107 1073 is 
15,000 Do. do. 6% Cum. 1st Pref. .. .. | 10 6 6 6 6 4& | 19— 15 18 — 15 14 m | 
15,000 Ро. do. 6 b Cum. and Pref. 10 6 6 & 6 6 A 12 — 18 19 — 13 » "- ao 
950,000 Do. до. 5% Non-cum. 8rd P., 1 to 350,000 b 5 б Б 5 958 BR 6 bj— 53 6i 53 
9,000,000 Do. do. B Deb. Stock Red. . | Stock | 84 d 84 w 98 —100 97 — 99 m 98 -1 
1,680,598 до. Deb. Stock Red. 100 | 4 4 4 8 104 —106 104 106 1 s is 
179,818 rend Telep. and ble ec. 1 to 171,504, fully paid 1 6 63 64% 6 X, 1 là 1j— ха : 
60,000 Do. do. do. 69% Cum. Pref. 1 6 6 6 6% 1 1А li— ха ; 
100,000 | Pacific & European rel 4 % Guar, Debs., 1 to 1,000 100 4 4 4 ea 100 —108 100 —109 Я В Р 
11,889 | Reuter's : ; ға “s es 8 5 6 5 5 95$ 71— 8} 2 8} ө 
8,297 | Submarine Cables Trust : ae - .. | Cert, 6 6 6 92 125 —128 1 128 xd ee э» 
68,000 шин, River Plate Telephone 5 7 8 8 a 7 — d 1— "1 s n 
40,000 Do 5 65 4 Deb bé Pref. [T] Nos. 1 to 40,000 6 5 5 6 oe 54 — 51— e es 
179,947 „ Stock 5 5 5 5 110 —1139 110 —112 . : К 
15,600 Westa African u "Telegraph, ч ni: à 10 2 4 4% 4 % 10 — 0} 10 — 104 ха 25 . 
80,008 W. 53 of America, 1 to 90, 000 & 58, 001 to 008 24 i i il ee э — z == 13 ee ee А 
150,000 4% Debe., 1 to 1,500 guar. by Bran. Sub. Tel. 100 4 4 4 : 100 —103 100 —102 hi . ; 
207,980 Western elegraph, Lid., Nos. 1 to 207,930 A 10 1 7 7 ss 141— 143 14— 14} 144 145, ; 
76,000 596 Debs. 9nd Beries, 1906 100 & & & ee 101 —108 101 —108 ee | ee ee 
668,880 Do do. 4% Deb. Btock Red, ..] 100 4 4 4 p 1 mi 1024—1 eoe Gs 
88,821 West India es Panama 'Tele graph | D 10 i Ni ee à 3 — à ee 1 ee oe 
84,568 e do. B Cum. 181 ee ee 10 7 7 OR ee 9 uo 9 eos | ee ee 
4,669 Do. do. Cum. 2nd Prat. | ..| 10 N 35 7À— 8 7— 8 Ns ps " 
80,0001 Do. до. 5 & Debs, Nos. 1 to 1,800 100 5% | 5% | 5% i 101 —104 101 —104 " м К 
| | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| | | | | | 
850,000 Anglo- Argentine Trams, 260,008 to 430,007 . 7 5 ©з T | 8 % 6 ,s B8BH— 8! | oo 8j 8185 RH Er Ta 
1,900,035 Do. 54 % Cum. Prefs., 1 to 260,007... С гш БФ 15 46-1 54% — — 6@ | 64| 5. 
266,600 ' Do. Permanent, 6 %% Deb. Stock, 1888 | 100 6 X 6 6 141 —144 141 --144 TAM йз ie 
200,000 Auckland E. Trams., 5 'X, 1st Mort. Deb. Stock -| 100 15% 15 , 565 104 — 106 | 105 14 | 100 | +1 
§30,000 Babcock & Wilcox, 1 to 580,000 b: * 179, 0% 16 31— 4 31— 31$ | 321 MEL 
100,000 Do. do. "6%, Cum. Pref., i to 100,000 .. | 1 : | бу 6% 6% ' lüí— lj 117 TC m uM E 
40,00 British Aluminium 7 % Cum. Prei. 6 Nil) Ni | NI. Ё— 5.— | NU a 
90,000 Оо. do.  "A"69,Cum.Pref. ..  .. б Nil Nil Nil «x М | — 5 | Ж nae 
20,000 Do. do. 4 Funding Certa. | 6 | oe ee ee | e. [ € | s ee ' " 
800,000 Do. do. 65% 1st Mort. Deb. Btock Red. Stock 5% | 5% ' 5% E 100 —104 98 —102 xd ӨН TE МЕ? 
900,000 | British Columbia E. Rail Def. Ord. Stock .. — .. 10 65 6 W | . 196 — 199 193 120 xd 126 | 1254 | .. 
900,000 | Do. 5 % Pref. Ord. Stock Bc ce ox s i005 5^ S 5% | 5% і 109 —112 110 —118 5 Из +1 
115,000 Do. 5 '* Cum. Perp. Pref. Stock .. | 100 ; 5% 5 X 5 93 106 —108 106 —109 x +1 
240,400 Do. : & lst Mort. Debs., 1 to 6,250 . | 40 m 449, 431, 44%, 108 —105% 103 —105 1083 8 
290,000 ' Do. 4$ % Vancouver Power Debs. 1 to 2, 200 100 T 44%, 13˙ 4i ; 100 —108 101 —104 i. a | +1 
188,801 | British Electric Traction 5 10 8 6% | 6 с 1 68 — 104 10 9i M 
156487 ' Do. о. б Cum. Pref. ..  .. 10 | 6 6 6 8 11 — 11 11 — 114 H5! п, us 
1,000,000 | Do. do. Deb. Stock . Stock 5 5% 5 | Пор@-ав ш-з | 190°, .. Iu 
950, Do. do. gh Deb. Btock Red. | 100 ee cd 44$ А | 99 —101 97— 99 xd 11 | .. 3 
100,000 ! British Insulated and Hels 7 m І 5 110 8% 8% | во! CR d 61— 71 6 
100,000 Do. do. um. Pref. і 5 6 6 | 695 6.  bi— 6 | 51— €i "3 Ж. 
500000 | Do. do. 459 lst Mort. Deb. Red. | 100 | 4% | «yb %% 109 —100 | 108 —106 106 |: 
-212,000 (British Westinghouse 8 43% Ist Mort. Debs. .. | 100 M 96 | 43% 44% | 98 —100 98 —100 us | Т 3 
( Britis estinghouse 6 % Pref., 1.to 200,000 and | 21 3 "NN | 
оо: 5001047500; 9 | | 6% 6 28 * 25 * 
1,016,353 Do. 3 Deb. Stock ..; 100 | - 4% 4% | 4*5, , 85 —89 85 — 89 b get ud 
50,000 'TBrovest, Lindley & Co., Ord . | £l Nil Nil | Ni | .. | I Н 1 H ss ; 
60,000 f "6% Cum. Pre. £l Nil Nil | Ni , .: | 14/6 to 1% 14% tois U. 
106,781 Brush Electrical Engineering, Ord., 1 to 105,781 ..' 2 Nil | Nil Nil | ow. c - { 4— { KL e 3 
150,000 | Do. Non-cum.6% Prein. 2 63 2% | 6% eee: ae n— 11 | ID 
195,0001 Do. 4j % Perp. Deb. Stock | Btock | 44% %% 98—97 9 — 97 962 | 
0008 | Do. Perp. 2nd Deb. Stock | Stock | 44% | 4% | 4% |o 18—81 18 — 81 5 i 
500,000 | Buenos Ayres & Belgrano, 1 to 100,000 5 43% | 4% р Віа 317 | 3H— 348 313 8} |^ ds 
200,000 . Do. A 695 Cun. Pref., 1 to 40,000 5 Е | 6% | REN 57 — Ji. xd) 51 — 514 518 513 +] 
197,500 Do. “В” do. 1 to 2,00 85 „ 6% 6% 07 Bh xa, Bf 5 ee E 
817,700 | Do. 5% Deb. Stock .. 100 . 5 5 % 5% | 106—108 | 106 —108 105 „ 
190, 000 Do. 5 % 2nd Deb. Stock 100 С 5 % 5% 5 % , 102—105 | 102—105 1044 | 103% | 
525,000 Calcutta Trams., 1 to 105,000 . «s 5 " 6 8 (7% 9 — 94 | 9 — 93 | 914 ei 
163,000 . ро, 105,001to 137,610 .. 5 5 к . 84. 81— 84— 9 5 
350,000 44% Ist Deb. Stock 100 — 4% 4% div . 107—109 — | 107—109 о 
86,000 | Callender’ s Cable Construction shares гә 5 1159, 123% 122% 10% 11 — 12 | 11 — 12 xd 1113 "wv ; 
40,000 . Do. do. 5 % Cum. Pret. | 5 5 156% ! 595 5 % 53 53 e f 
800,000 Do. do. 43% lst Mort. Deb. Stock Red. Stock ma | 48% 6% c 4S | 1009—11 109 —111 v: : 
491,222 Cape E. Trams., 1 to 491,222 1 . 15 % 10% 5 1— 1} | 1—1} | bv 
450,000 Castner-Kellner Al&ali, 1 to 450,000 1 : | 49, | 4% |... 1 | 20/-— 21/-. | — +19 
230,211 Do. do. 45 J, lst Mort. Deb. Stock 100 а аз, 43% y% 97 —102 97 3102 99 » i 
1,968,208 . Central London Railway, Ord. Stock к Stock | 4 | 4% 4% 1% 91— 93 | 9] — 93 | 94 914 | 
528,306 Do. do. 4% Pref. Stock .. | Stock 4 4% . 4% | 4 96. 101—108 101 —108 | .. “л 
593,896 Do. do. Det. do. .. sock | 4% 4% 4 83 — 86 | 88 — 86 = $ 
1,880,000 | City and South London Railway  .. .. Stock 81% | 2% | BH 2% 42—44 | 48 — 45 443 43 | Fi 
85,000 V d 8 | 540% 23% | 2% E | H— 13 | H- 12 | Hà qoe 
: 8 ort. Reg. De s., | Ар 
шй | 900 of £100, and 901 to 11,000 of £50 Red. } + | 5% | 5% | 5% "H—99 | H-9 | 22 
| | | | 


——- Interim dividende, - 


t Quotations ons on I, Liverpoo! Stock Exchange. 
Г And bonus of 108. 


(Continued om next page.) 


* A period of nine months. «i Unless otherwise stated al) shares are tully paid. 


Manchester Share List. 
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ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES.—(continued). 


NAME, 


Dick, Kerr & Co., 1 to 52,000 
Do. do. 3 Pref., 1 to 61,000 
А 44 % Deb. Stock В 
Dublin United Trams. g 
Do. 
Do. 
Do. 


do. 


Do. 
кїп О SWAD Utd., СА" shrs 


Do. 
Do. 6 % 2nd 


THE ELECTRICAL REVIEW. 


1 to 60,000 5... .. 
еї. between i and 60,000 


ree DX 90,961 
to 
"bis A100 | 


. Stock Prov. Certs. ‘all pd. 
Electrio Construction 1 to 112,100 
Do do. 7] 
Do. do. 4% Pe 
General Electric Co. (1900), 5 


do. 4% Mort 
Gt. N. & City Rail Pret. Ord. КУ 4 05 1 to 78,000 
Cen ood & Batley 7 % Cum. Pref. ; sd 


% Cum. Pref., 1 to 81,800 
. 1st Mort. Deb. Bk. 
Cum. Pref. : 


. Deb. 


do. 5% Mort. Debs. 


Do do. 
| India-Rubber, Gutta-Percha & 
Do. do. 4% 1st Mort. Deb. .. 
t Liverpool Overhead Railway, Ord. 
t Do. do. Pret. 210 paid 
Бошоп United Trams (1901), 1 to 50,007 


недела s (W. Т. ), Lo Torka or Dd. P 
ort. e Deb: Btock 


elegraph Works.. 


do. 60,008 to 100,000 (£4 paid) 
, do. 5 % Cum. Pref., 1 to 125,000 . 
do. 4% ist Mort. Deb. Stock 


Peebles (B.) & Co. 6 % Cum. Pref. 


Undergd. E . R., Lon., 5 
Waterloo & City Railway, Ord. Stock 
Willans & Robinson, 1 to 30,000 & 80,001 to 116, 666. 

. 6% C. P., 30,001 to 80,000 & 125,001 to 141 ins 
4 ш Ist Mort. Deb. Stock аз 


6 


— —ͤ — 


do. 


"i 


Bromle ERO E.L. & P., 1 to 14,000 
44 95 lat. deb. stock 
Brompton & Kens. M Lt. Bup. M сето 1 to 20,000 


багы E Electrie Bu 
| азы Стовв and 


Cum. Pref., 1 to 40,000 . 


6% Db. Stk. , Scrip. (iss. at 115) all pd. 
44 % 2nd Db. Stk., Prov. Crts., all pd. | 
| County of London Electric Lighting, ys 1—40, 000 
Do do. Pref., 40 001 -60,000 
b. Stock 


Do. % 2nd Deb. Stock . 
кшй 8 Electric бошоп, Ord. рне АР 


44 50 18 let Mort “Deb. вік. 


А до, 
до. 


о. 
до. 


б % Сита. Pref., 1 to 10,000 


44% Ist. Deb. Stock 
Hore; 1 to 18, 


New (£5 108. 
4% Deb. Stoc 


aid) 


Do. 43 W Deb. Stock .. 
' Kensington and киын Electric Ord. ‘ 

Do. do. 4 % Deben. Stk. 
Bo. Electric Supply Corporation, pies, Ord. 


do. 4 


Pref.. 


% 1st Mort. Deb. Stk. Red. 
мено ша Electric Supply, 1 to 100,000 . 
Do % Cum. Pref. 1—71, 106, "£8 pd. 

Ist Mort. Deben. Stock `. 
Mort. Deben. Stock Redem. 
rporation, 44 96 1st мо “ы 
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ELECTRICITY v. GAS FOR MOTIVE POWER. 


We are daily receiving fresh evidence that the lessons of 


Olympia are making themselves felt, and, perhaps, the 


surest sign of all is the great amount of trouble being taken 
just now by our gas contemporaries to prove the superiority 
over electricity of the commodity in which they are interested, 
for such purposes as lighting, heat and power. | 

. À paper іе recently been started called Gas and Oil 
Power, which publishes several pages of tables purporting to 
show the advantage of a private suction gas plant over a 
public supply of either gas or electricity for power purposes. 

We have seen figures which appear to prove conclusively 
the relative cheapness of various other sources of power as 
compared with electricity and other agents, and at first sight 
such figures appear to be тегу convincing. 

The curious part of the whole business is that, in spite of 
such statements, hard-headed business men throughout the 
three kingdoms are almost daily equipping new factories 
with electric ‘motors, or replacing their existing plant, and 
going in wholesale for electric driving. Hence we are driven 
to inquire wherein lies the fallacy of these кон 
statements. 

Our esteemed contemporary, the Gas World, seeing that 
the tables in question are turned against town gas to the 
adv antage of the suction gas plant, suggests a very obvious 
flaw in the figures given by Gas and Oil Poser. 

The new publication iu question gives the relative. costs 
of power per B.H.P. per hour, with public supplies of elec- 
tricity and gas, and with a private suction gas plant. The 
cost with gas is given as anything from a quarter to half 
that of electricity—at that the Gus. World makes no com- 
plaint—and the cost with suction gas as from one-tenth to 
one-twentieth of the figures for electric motors. 

Now, if such figures truly represent the actual state of 
affairs, it seems incredible that managers of factories and 
other users of power should have anything else installed 
but the particular plant that the tables are intended to 
advertise. 

At the foot of the tables Ше" following note appears :— 
„The figures for the electricity and gas supply have been 
respectively taken, by permission, from Garcke's ‘ Manual of 
Electrical Undertakings,’ and * The Gas World Year Book.’ 
The prices of coal at the various towns are special quotations 


, for a first class coal. The cost per h. H. . and per B. T. U. do 


not in any case include permanent charges, as it is impossible 
to estimate these on hypothetical cases." The Gas World 
takes exception to the somewhat ambiguous term, “ per- 
manent charges,” and asks if it refers to capital charges. 
If so, it argues very truly that if such charges are excluded 
under the head of suction gas, the cost resolves itself into 
the mere charge for fuel, which, of course, is no criterion 
whatever of the relative cost of the three systems. 

It certainly does not interest a prospective consumer, who 
wants to know how much it will cost him to run a certain 
electric motor, if you tell him the coal costs of the generating 
station from which you hope to give him a supply. 

To bring the figures to the same basis for the purpose of 
a purely academic comparison, it is necessary to include all 
costs ; and capital charges being very heavy in the suction 
gas system, will put a very different complexion on the 
matter. 

The capital cost of engines for use on a public supply of 
gas, is also very considerably higher than is the case with 
electric motors. 

But, as we have said, such comparisons ‘are purely 
academic, for other considerations come into the question 
when viewed from a practical standpoint, which, with a 
reasonable price per B.T.U. for ышы; put electric driving 
far ahead of its rivals. 

One of the most important of these is the great adapt- 
ability of electric motors to sub-division into small units, 
thus doing away with the light load losses inseparable from 
a large engine, and with the enormous waste from the 
labyrinth of belts and countershafting which one sees. in 
factories driven from one source of power. So great is the 
waste under these heads that many factories, formerly driven 
by large gas engines direct, have found it far more 
economical to use their engines to drive dynamos, and re- 
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convert the current into mechanical energy by motors, than 
to drive direct by means of shafting and belts. 

In the case of a large factory where a number of machines 
of all sizes are installed, it has been proved over and over 
again by experience that electric driving by small units is by 
far the most economical as well as the most convenient 
system to adopt. 

Ав to whether the main supply of electricity can be gene- 
rated more cheaply on the premises than it can be obtained 
from the public supply mains, is a point which depends 
entirely on local conditions. It depends, for instance, on 
the terms obtainable by large users from the supply 
authority, and on the system it is. proposed to adopt if a 
private plant is decided upon. In the case of the latter 
alternative the rival merits of various systems of generation 
have to be considered. There are people who are convinced 
that nothing is cheaper than steam, and there are others 
who can bring pages of figures to show that Dowson gas, for 
instance, is by far the most economical. 

. From what we have seen in Gas and Oil Power, we are 
prepared to find others who will tell us that the proper 
source of power is a suction gas installation. 

Now, in weighing the merits of all such rivals, one has to 
consider not merely the fuel costs in each case, but also 
such items as interest on capital, depreciation and repairs, 
and also attendance. Such being the case, it appears to us 
to be extremely misleading, to put it mildly, to publish com- 
parisons between electricity апа suction gas purely on the 
basis of the cost of fuel under the latter head. 

So far, we have only considered the question of a large 
factory, but for small users, especially if the demand is an 
intermittent one, there can be no question as to the advantage 
of a motor connected to the public supply being fur more 
economical both in running costs and capital charges than a 
gas engine, whether combined with a suction plant, or 


driven by town gas. We can hardly imagine, for instance, 
anyone going to the expense of installing suction gas 


apparatus for driving a countershaft from which a lathe or 
two are driven. 

A word or two might be said with reference to the com- 
parative costs of electricity and town gas, given in the tables 
already referred to. We have explained why such figures, if 
true, do not by any means represent the whole case. But 
are these figures to be relied on? We think not. 

We quote again from the Gus World of the 21st inst. :— 
„Taking at hazard the figures given for Plymouth, the price 


The cost for power from the gas engine in Plymouth is 
given as 0°38d. per B.H.P.-hour, which assumes a consumption 
of gas per H.P.-hour of 18:1 cb. ft., which may be considered 
a fair average figure." Reading between the lines, the Gas 
World thinks it is, if anything, rather low, but does not 
саге to admit it. Мож, 18 cb. ft. seems to be about the 
average figure on which these tables are based, and it should 
be noted that no mention is made of whether it refers to 
large or small units, or for partial or full load. "The average 
load on a gas engine in ordinary commercial use is something 
considerably under full load, and for comparatively small 
engines lightly loaded, this figure is ridiculously small for 
town gas of average calorific value. Indeed, the uniformity 
with which 18 cb. ft. per B.H.P.-hour is taken in the different 
towns quoted, is somewhat startling, and leads us to wonder 
how the figures were arrived at. 

We have recently made inquiries of a small printer who 
has had his 1-B. H.. gas engine replaced by an electric 
motor, in order to find out how much gas he used per quarter, 
and what hours he ran his engine. The result of careful 
inquiries showed that although the normal load of the engine 
was considerably under 1 B. H. p., it used on an average no 
less than 30 cb. ft. of gas per hour. This figure agreed 
with rough tests taken by him оп several occasions, 
when he took readings of his meter before and after a day's 
run. 

The change to electric driving, which was made nearly two 
years ago, has resulted in a saving which will soon pay for 
the cost of the motor. Anyone who has had much experience 
in the running of gas engines will, we feel sure, agree with 
us that the figure given by our contemporary, namely, 
18 cb. ft. per k. H. Pp. per hour is quite out of the question 
with ordinary town gas, if taken as an average for engines of 


all powers, of all ages, and running under all conditions of 


load. Е 
The small engine we have quoted, with ite 30 cb. ft. рег 
hour is not abnormally inefficient as such engines go, even 


when taking into consideration the fact that it was not on 


an average running at more than two-thirds of its full load, 
which means, say, 45 cb. ft. per B. H. p. per hour. 

A small gas engine when new will take about 30 cb. ft. 
per B.H.P. per hour, and a large one as little ав 17, both 
when running a£ nearly full load with gas with a calorific 
value of about 680 British thermal units per cb. ft. 

Now, if one takes an average of all engines running in а 
given town, as one is led to believe the compilers of the 
tables referred to have done, it is only reasonable to suppose 
that many are antiquated and inefficient, and of small size, 
while most of them are running for a considerable proportion 
of their total running hours at very small loads. We might 


leave the old engines out of the question, as the tables are, . 


perhaps, meant to refer to the best that can be done under 
working conditions, but we cannot ignore the fact that such 
conditions must of necessity include light loads, and small 
engines. Hence we cannot accept such a figure as 18 cb. ft. 
per B.H.P. per hour, neither can we put any faith in tables, 
however voluminous, which are based on such a figure or 
on anything approaching it. 

Any reliable figures are difficult to obtain, which can be 
taken as applicable to gas engines in general, as the conditions 
of running are so extremely varied. The only reliable data 
are the yearly costs of power users who have tried both gas 
and electricity, and cases are legion in which the latter 
system has resulted in a very substantial saving. 


REVIEWS. 


Transactions of the American Electrochemical Society. Vol. 
VI. 1904. Published by the Society, 39, South Tenth 
Street, Philadelphia. Price $3 net. 


The Transactions of the active and enthusiastic body 
that guides the destinies of electro-chemical progress in 
America is always a volume of considerable interest, but the 
issue now before us, containing as it does the papers read, 
in September, 1904, at the International Electro-chemical 
Congress, St. Louis, is a volume of quite special interest and 
importance. T 

If it is safe to assume that the nature of the subjects 
discussed at St. Louis is an indication of the present status of 
electro-chemistry in America, one can then perhaps iufer that 
there is for the moment a lull in the extraordinary activity 
on the side of industrial applications, that has been the chief 
characteristic of trans- Atlantic electro-chemical science for the 
past 10 years, since, let, us say, the opening of the Niagara 
Falls works of the Pittsburg Reduction Co., which took place 
on August 26th, 1895, just about a decade ago. But although 
no new industrial development of striking importance is here 
recorded, still there has been much careful research, and 
this, as always, has been accompanied by substantial 
practical progress. | 

The wide variety of the subjects discussed, and what is 
more, the healthy combination of theory and practice, and 
the keen attention that is given by all parties without 
favour to both these equally important aspects of their 
special science, are features of these as of all previous 
Transactions that cannot fail to impress favourably the most 
heedless observer. How refreshing it is to find a stern and 
rigid * pure” chemist like Dr. Bancroft discussing the 
chemistry of electro-plating—in spite of the fact that it 
seems to take us little further forward! How refreshing 
and exhilarating are these excursions into theory which can 
never fail to delight—even if they sometimes pain—the 
musty old orthodox pedant of this side of the Atlantic, who 
has been’ brought up on academic conventions made in 


Germany, with their stupid and tiresome adherence to facts! 


Where there is so much that is interesting and valuable, 
it is perhaps invidious to single out papers for individual 
mention, but those that contain novel points which happen to 
appeal to us as being of some special practical interest are : 
—** The Use of Carbon for the Study of Temperatures іп 
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the Electric Furnace,” by Е. А. J. FitzGerald (change of 
density is the property made use of) ; “ Electrical Extrac- 
tion of Nitrogen from the Air," by J. S. Edström ; “ The 
Lead Voltameter," by А. G. Betts and E. F. Kern (a useful 
and suggestive paper); and “The Electrolysis of Fused 
Salts,” by Richard Lorenz. It is a somewhat melancholy 
comment on Mr. Edstróm's paper that the Atmospheric 
Products Co., which has been working the Bradley and 
Lovejoy patents for the fixation of the nitrogen of the air, 
has now, for the present, ceased operations. Let us hope 
that the Birkeland & Eyde process described by Mr. 
Edstróm, in which some hundred arcs per second are 
formed, carried forward, and extinguished by the deflection 
caused by a magnetic field, will have a happier fate. Ав 
the efficiency claimed for it is already 900 kilograms of 
nitric acid per kilowatt-year, the outlook for its future is 
decidedly promising. This is a problem that the electro- 
chemist is bound to have to solve sooner or later. 


Commercial Economy in Steam and other Thermal Power 
Plants, By ROBERT Н. SMITH. London: A. Constable 
and Co. 1905. 


This book is really much too learned to be of much use 
to those to whom we should suppose its author has intended 
it to be useful. Moreover, an author who seems to have so 
strong a penchant for engineering as controlled by commer- 
cial considerations has, in our opinion, a style that. is hardly 
consistent with & book for the mere, commercialist. "That 
there are many and valuable diagrams in the book no one 
will deny, but they will be treated rather with respect than 
used with familiarity, exactly as one sees objects of veneration 
carefully cushioned on the window tables of whole rows of 
houses and never used. The author is, moreover, difficult to 
read. It is laborious to follow him, and—but perhaps this 
is our own shortcoming—we confess to a feeling of irritation 
over what has been termed Smithese, or the author's special 
and particular language, and his use of words of his own 
invention, such as /runspower, heat transpower. Then, on 
page 206, he heaves at his readers the word tsoresilienf, and 
immediately substitutes for it isorexulic, or more simply 
tsosalic, thus not only making a word, but changing it and 
boiling it down, and then giving a reason for the 
eliminatory process be has carried on before your 
eyes a8 though he were a lecturer on philology, and not 
simply striving to make straight the path of the untaught, 
illiterate commercial engineer, who, in the majority of cases, 
will fail to grasp the author's meaning. In Germany 
everything is “ stoffe.” Thus we have Sauerstoffe, which 
means oxygen, and Kohlenstoffe, which is what the Kaiser's 
people call carbon. But we dislike to see English professors 
reduced to calling steam in the cylinder of an engine by the 
name of stuff, simply because it is partly water, and, there- 
fore, incorrectly defined as steam. In this stuff business, 
however, the author only follows another worthy professor. 
At p.155 we have a discussion as to the propriety of em- 
ploying some more new words—such as meta-power, muta- 
power, alter-power, endo-power, engen-power, so as to 
conduce to clearness of thought. Now, in this they fail, 
and it is a pity the author should strive so much after mere 
words, and lose touch with English readers by the com- 
plexity of his diction, thus reducing the value of an 
undoubtedly clever piece of work. 

We take it that the author has had in view the treatment 
of steam and heat engineering generally from the commercial 
side of the question, and that he would endeavour to 
inculcate the much neglected fact that the highest economy 
in one direction by no means implies an all-round 
economy. | 

Let us quote from the author's preface here. He writes :— 
„The main endeavour of this work is to persuade the 
mechanical engineer to advance from the primitive view 
that engineering science can guide him only in the 
physical construction and the physical dynamics of 
his machinery, to the much more complete idea that 
scientific method must also be applied to his reckonings 
of cost, and of value produced. The ultimate triumph 
of practical science must be evidenced in its demon- 
stration of the means to attain Maximum Economy. 


Physical Efficiency is our factor in Economy. But the 
only true economy is our all-round economy, and mechanical 
pride in the difficult attainment of purely physical excellence 
must leave unshaken our readiness to sacrifice mechanical 
perfection to low cost in such degree ns yields the best 
economic ratio of resulting value to моі expenditure.” 
Thus, throughout, the author appears to be saturated with 
a German spirit, even to the plethora of capitals in numerous 
quite unnecessary places. Indeed, in respect of the use of 
the capital, the author goes, if possible, beyond German 
practice. 

The diagrums, credited to Mr. Hodgson, are simply 
curves on squared paper, showing such things as engine 
costs for various classes of engines, as related to cylinder 
capacity and piston speed and steam pressure. Other 
diagrams are for gas engine costs. | 

Another diagram is for economic furnace temperature 
und minimum heat cost for various chimney temperatures, as 
to which the author makes the excellent remark that chimney 
temperature ought to be first decided on and based on the 
steam temperature, since the last portions of heating surface 
are feebly effective in accordance with the approximation of 
flue-gas and boiler temperature. | 

It would be ungracious to criticise too unfavourably а 
book which gives evidence of an enormous amount of labour, 
and we do not doubt that, to close students, the book may 
be welcome, but its mastery will, we fear, overtax the limited 
hours of the practically engaged man, who cannot afford to 
puzzle over the words in which it is endeavoured to convey 
to him the author’s meaning. We cannot approve of the 
use of such florid language or of the abuse of English in 
the use of such a manufactured word even as “‘nextly,” as 
on page 102, and we think that, could the author put his 
thoughts into simpler and more homely form, they would be 
better understood by his readers. Put briefly, it seems to 
us that those who can ‘understand the author and his 
methods and mathematics will be already clever enough to 
do without this book, while those to whom the book would 
have been useful if re-written in the style of the “ The 
Compleat Angler," will fail to obtain the good out of it in 
its present. form, and be rather tempted to exclaim, * How 
many things are there in this world of which Diogenes 
hath no need! 


OSMIUM LAMPS. 


EXPERIMENTS have been carried out recently at the Technological 
Institute of Vienna on the average life and power consuniption 
of osmium (lamps. Six lamps of 35 volts and 16 c.P., and six 
lamps of 35 volts and 25 c. p., were employed for testing purposes. 
The lamps were connected three and three in series, &nd the 
groups thus formed were placed on an alternating current circuit 
at 105 volts. The horizontal luminous intensity and the con- 
sumption were measured every 100 hours, until the lamps were 
destroyed. The results obtained were as follows :— 


A lamp of 16 с.р. gave at first 15°1 C. P., with a consumption of 
1'68 watts per candle-power. After 400 hours, the luminous 
intensity increased to 17:3 c.P., and at the end of 2,100 hours fell 
again to 15'6 с.р. The consumption went down to 1:46 watts per 
candle-power, and then went up to 1:58 watts. 

Another lamp of 16 с.р. gave at first 152 C. Pp., then 17:5 after 400 
hours, and 16 at the end of 2,200 hours. The corresponding power 
consumptions were 1:62, 1°43 and 1:535 watts respectively.. 

A lamp of 24 с.р, gave at first 22:35 C. P., then 24°6 after 600 
hours, and 237 after 1,700 hours. The power consumptions were 
respectively 1:65, 1:51 and 1:56 watts. 

Finally, a lamp of 23 с.р. gave 22°25 с.р. at first, 24:1 с.р’ at the 
end of 300 hours and 22:6 с.р. after 2,100 hours, the corresponding 
power consumptions being 1:65, 1:53 and 1:61 watts. 

The following are the conclusions to be drawn from these tests : — 

The average life of the lamps was 2,200 hours, the limiting values 
being 1,793 and 3,036 hours. 

Among the lamps tested, three alone presented a diminution in 
light of 10 per cent., one after 1,750 hours, the other after 940 hours, 
and the third after 820 hours. 

In taking as basis the lamp which diminishes 10 per cent. in 
luminous intensity, the average life is found to be 1,985 hours, and 
the average power consumption 1:60 watts per candle-power for a 
lamp of 16 с.р. and 1:80 watts for a lamp of 25 С.Р. 

These tests were originally described in à recent number of the 
Zeitschrift für Elektrotechnik, and it must be borne in mind that 
the candle-power is given in terms of the Hefner candle, so that 
the power consumptions must be increased by 13 per cent. to corre- 
spond with British standard candles. 
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takers to sell, and thereupon such undertakers shall 


sell, to them their undertaking, or so much of the same as is 
within such jurisdiction, upon terms of paying the then value 


of all lands, buildings, works, materials and plant of such. 


undertakers suitable to and used by them for the purposes of 
their undertaking within such jurisdiction, such value to be 
in case of difference determined by arbitration. Provided 
that the value of such lands, buildings, works, materials and 
plant shall be deemed to be their fair market value at the 
time of the purchase, due regard being had to the nature and 
then condition of such buildings, works, materials and plant 
and to the state of repair thereof, and to the circumstance 
that they are in such a position as to be ready for immediate 
working, and to the suitability of the same to the purposes 
of the undertaking, and where a part only of the undertaking 
is purchased, to any loss occasioned by severance ; but 
without any addition to respect of compulsory purchase, or of 
goodwill, or of any profits which may or might have been 
made from the undertaking or of any similar considerations. 
The Board of Trade may determine any other questions 
which may arise in relation to such purchase, and may fix 
the date from which such purchase is to take effect, and 


from and after the date so fixed, or such other date as may 


be agreed upon between the parties, all lands, buildings, 
works, materials and plant so purchased as aforesaid shall 
vest in the local authority which has made the purchase, 
freed from any debts, mortgages, or similar obligations of 
such undertakers attaching to the undertaking, and the 
powers of such undertakers in relation to the supply of elec- 
‚ tricity under this Act or such provisional order or special Act 


as aforesaid within such area, or part thereof as aforesaid, — 
shall absolutely cease and determine, and shall vest in the 


local authority aforesaid.” 

The effect of this section has been succinctly stated to be 
that, at the end of the statutory period, the local authority 
will be able to purchase an electrical supply undertaking in 
their district at the price of “old iron." It is interesting to 
consider the truth of this assertion in the light of the exact 
words of the section. It is, therefore, necessary to examine 
certain provisions of the section in some detail. 

It will be noticed, in the first place, that the statutory 
period of 42 years may be shortened in the case of any par- 
ticular company by the terms of the provisional order. 

In County of London orders in favour of companies, it 
is the practice to provide that the period of 42 years shall 
run from one fixed date, viz., August 20th, 1889. The 
object in view " (according to Mr. Shiress Will“) “ is to secure 
that in the event of a purchase, the whole electric lighting 
concerns of the metropolis in the hands of undertakers 
other than local authorities may be acquired а& one and the 
same time." Provisional orders in favour of companies or 
persons within the county of London, specially provide that 
the recurring period of seven years for seeking to alter prices 
or methods of charge shall begin to run from August 20th, 
1889. ` | 

The recurring period of ten years for purchase is some- 
times by arrangement varied in provisional orders. For an 
instance, reference may be made to the County of London 
(Kast) Electric Lighting Order, 1897, Sec. 65, where the 
period of seven years is substituted. For an instance, where 
special terms were arranged and inserted in the provisional 
order regarding time of purchase, price, &c., все Blackheath 
and Greenwich District Electric Lighting Order, 1897, 
Nec. бә. i 

The word “ undertaking ” is not defined in the Electric 
Lighting Acts, 1882 and 1888. It was explained, however, 
as it occurs in the corresponding section of the Tramways 
Act, 1870, and with reference to tramways, by Lord Watson 
in London Street Tramways Co. v. London County Council 
((1894) a.c. 474). He said: The word * undertaking’ 
is not defined in the Act, but it appears to me that it must 
signify all the real and movable property belonging to the 
promoters necessary for conducting tramway traffic, together 
with all rights and interests in or connected with such 
property which belong to the promoters, and are capable of 
being transmitted from them to the purchaser. I do not 
think the word can be reasonably construed so as to include 
any property, or any right or interest, which does not belong 
to the promoters, and does not pass from them to their 


* Law of Electrie Lighting (1898), p. 54. 


‘running or fixing of the cable. 


purchaser under the compulsory contract of sale. On the 
assumption that the promoter's privilege of use is personal, 
and, therefore, limited to the period during which they may 
continue to be owners of the tramway, the privilege of use 
after the expiry of that period, which they did not possess, 
cannot be regarded as part of the undertaking which they are 
required to sell." 
(To be concluded.) 


THE INSULATION OF CABLES AND WIRES 
USED BY ELECTRICAL CONTRACTORS. 


On Tuesday the 24th ult, a large and representative 
gathering of the members of Electrical Contractors’ Associa- 
tion, assembled at Frascati's Restaurant to hear and discuss 
a paper by Mr. C. J. Beaver, on “ Rubber (and other 
materials) used in the Insulation of Cables and Wires." 
Mr. E. L. BERRY, who was in the chair, briefly explained 
the genesis of the paper, which lay in the trouble to which 
contractors were put by reason of the deterioration which 
often occurred after good material had been installed. The 
Association had, therefore, asked Mr. Beaver to prepare a 
paper which should embody the opinions of manufacturers 
on the subject, and also the advice which they had to offer. 

Mr. C. J. BEAVER then explained a key outlme to his 
paper before passing to its specific sections. Cables, firstly, 
were divisible into three types—4(1) cables insulated with 
vulcanised rubber ; (2) cables insulated with paper and lead 
sheathed ; (3) cables insulated with compounds of the 
vulcanised bitumen type. The causes of trouble or failure 
were of three classes, (а) inferior material or imperfections of 
manufacture, (5) local conditions under which the cable 
works, (c) imperfect workmanship in connection with the 
. So far as contractors were 
concerned, Type 1 was generally used for house wiring, 


Type 2 was occasionally used, but more generally, Type 2 and 


Type 3 were used for power mains from an isolated gene- 
rating station to the house or battery-room switchboard. 
Discussing the component parts of a rubber-insulated cable, 
the author urged that in damp situations tanned jute yarn 
was preferable to a cotton braiding. They had to remember 
that rubber was susceptible to many deteriorating influences, 
and that these were both external and internal. For in- 
stance, the wires must be well tinned, in order to safeguard 
both copper and rubber ; for while the sulphur in the vul- 
canised rubber attacked the copper, copper in its turn, by 
means of its catalytic action, acted as an oxygen carrier. It 
was the cable-maker's duty to supply pure rubber made from 
finest Para sheet. Inferior rubbers required a chemical pre- 
paration, and the chemical residues attacked the copper, in 
spite of the tinning. Low-grade rubber was invariably 
mixed with substitutes which were always detrimental to the 
life of the cable. As to the detection of low-grade rubber, 
he admitted that this was difficult to the contractor. There 
were, of course, a scheduled number of specified tests. He 
cautioned his hearers against relying проп that of the per- 
centage of ash found after burning. The ash only indicated 
the amount of mineral loading present, and when volatile 
oil substitutes were used as adulterants, heating merely 
volatilised these. The test was, therefore, absolutely falla- 
cious as an indication of impurities, and the only court 
of appeal was the analytical chemist. As regards 
the other tests, а rough stretching test was the only 
aid he could commend to the buyer. The “damp heat 
and “ агу heat ’’ tests could only be carried out by experts. 
It was important that hard fine Para should be employed in 
the vulcanised covering, as good vulcanising was most easily 
effected by standard processes ; rubber containing substitutes 
required variation in treatment which did not make for ease 
of manufacture or for continuity of grade of product. It was 
certainly regrettable that the ordinary buyer could never tell 
whether his cable insulation was low grade badly made, or 
low grade well made, or high grade badly made, or high 
grade well made. Не (the author) must leave his hearers to 
draw their own conclusions as to the course they should 
pursue. (А voice -G to a good maker.) 

As regards deterioration due to local conditions, condensed 
moisture in the tubing was the most pernicious cause, the 
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reaction being not so much one of direct percolation, but of 
subsidiary chemical reactions. The chief enemy was mois- 
ture from damp plaster on account of its alkaline constituents. 
The remedy lay in the ventilation or drainage of the tubes. 
As for the mechanical damage due to abrasion arising from 
imperfect tubing, this was not a contingency for which the 
cable maker should be directly called upon to provide. 
Personally, he thought that the reduction of the number of 
draw-in boxes so frequently occurring was to be deprecated. 
Dampness was worse with wood casing than with tubing. 
When the cables were lead-covered, the lead should be con- 
tinuously bonded and suitably earthed. Any.corrosion of the 
lead, however gradual, was certain to be fatal; while these 
were generally ascribed to chemical reasons, their basis was 
probably more electrolytic than purely chemical. In 

to bad workmanship, that within the cable 
factory did not concern his hearers, but he would 
draw their attention to bad stripping and trimming when 
connecting wires to fittings. The insulation of the fittings 
was generally bad. For instances, small wires and cables 
listed as having an insulation resistance of 600 megohms 
per mile had often a value of 2,000 megohms per mile; food 
for though would be afforded by comparing this fact with 
that of the insulation resistance of a completed installation. 
Attention was drawn to the nse of other fluxes than resin 
for jointing. These were all right for exposed work, but 
for covered wires were liable to creep and corrode both 
wires and insulation ; nothing but resin? should therefore be 


Passing on to paper-insulated lead-covered cable, they 
had to remember in using it, whether in buildings or 
under other conditions, that the lead covering was the only 
means of keeping it waterproof. The ends needed protec- 
tion, and the covering must be continuous. The various 
methods of laying heavy cables, solid,” “ drawn-in" and 
“ direct,” were described, after which the author proceeded 
to discuss the troubles incidental to the use of this class of 
cable. These were fortunately few, and chiefly due to minute 
lead faults. In the works with which he was associated, 
they applied hydraulic tests to such cables, which promptly 
located tiny holes in the sheathing. Other sources of lead 
trouble were due to impurities ; a considerable local galvanic 
action could arise from lead oxides. Troubles due to local 
conditions were chiefly electrolytic, and were to be found 


in made ground, clinkers, ash, &c., and in the neighbour- 


hood of stables, cowsheds or latrines. 

Troubles due to imperfect workmanship were rather fre- 
quent, it was exceedingly difficult to make labourers cover 
bare ends. Lead covering must be continuous. Joint 
boxes should be used, and attention given to the compounds 
used for filling these, which ought to be fairly plastic at 
ordinary temperatures, and liquid at 250° F. to 300° F. 
The prevailing impression was that anything would do for a 
box compound, but his hearers ought always to go to cable- 
makers for these. Adjacent lead connections needed to be 
bonded, and the earth connection in most cases should be 
near the generating station. 

Vulcanised bitumen used for fibrous material was inferior 
to lead as a waterproof covering, and mechanically weaker, 
but поб subject to electrolytic action. Hardened bituminous 
compounds should be viewed with suspicion ; the loading 
material used rendered deterioration more liable. Bitumen- 


. covered cables were susceptible to chemical action, parti- 


\ 


cularly from alkaline liquid. Ends should always be 
protected. Careful workmanship in distributing any local 
mechanical pressure over as great an area as possible would 
be an advantage. 

In conclusion, Mr. Beaver said that he had spoken from 
the cable-makers’ point of view—he hoped to derive some 
benefit himself from criticisms based on the contractors’ 
point of view. In cables, as in installation contracts, people 
couldn’t get something for nothing. The inferior contractor 
begot the inferior manufacturer, and sometimes even tem- 
porarily seduced the better class manufacturer from paths of 
virtue. If they wanted good durable cables they must be 
prepared to pay the price necessary for high-class material. 

In response to the Chairman’s invitation, Mr. Е. SUTER 


E * Have any of our readers tried Venice turpentine ?—Eps. ELEC. 
EV. | 


ө 


opened what was to have been a discussion, but what was 
virtually a lengthy series of queries, by asking whether when 
they used armoured lead-covered cables, it was necessary to 
earth both armonred sheathing and lead covering, and 
whetber manufacturers supplying lead-covered cables could 
not attach labels to the coils, giving recommendations as to 
continuity of sheathing, &c., in order to impress thison their 
workmen ? | 

Mr. CHARLES RAwIIN S asked whether pure rubber 
covering was, after all, any use as an insulator? Was pure 
Para best for jointing? His great trouble with india- 
rubber insulated cables was what to buy. Hitherto his 
purchases had been based on faith, pure and simple. 

Mr. C. RASHLEIGH PHiPPS ingenuously inquired what was, 
after all, the absolute difference between Association and non- 
Association cable ? EP 

Mr. F. E. PETERSEN, of Messrs. Callender's Cable Co., speak- 
ing asa manufacturer, heartily endorsed Mr. Beaver's remarks 
on the need for good box compounds. Although this was 
always only a very small item in a contract, it was difficult 
to get contractors to recognise this. They should remember 
that the strength of a cable was the strength of its weakest 
link, and that to use an inferior box compound resolved 
iteelf into the deliberate insertion, with malice aforethought, 
of a dangerously weak link. As to decentralisation in bitu- 
men-covered cables, this did occur. In practice it was due 
to overloading if cables were all right in the first instance. 
It was often. found at the works that decentralisation did 
occur in the last few feet of a cable, and that manufacturers 
had to take special precautions against it. He congratu- 
lated Mr. Beaver on presenting what was, from the 
cable manufacturers' point of view, an able and impartial 
paper. | | 

Мт. L. С. ТАТЕ, who temporarily succecded in following 
the previous speaker's example in lifting the debate from the 
interrogative to the discussive stage, pointed out that, so far as 
contractors were concerned, rubber-insulated wires for house 
wiring chiefly interested them. Personally, he. regarded the 
tape covering over the layer of vulcanised rubber as a 
nuisance, the rubber often being stripped off with the tape. 
On this account, he had lately purchased wires of small size 
without tape. Was there any reason why this should not be 
a general practice ? Ав to analyses, could they rely upon 
these to tell whether impurities were present in the vulcanised 
rubber? Не had also to speak of some difficulties he 
had experienced with twin wires lead-sheathed, which le 
regarded as more susceptible to electrolytic troubles thin 
single wires in lead sheathing. Recently, in a large instal- 
lation, every section proved to be defective in less than six 
months, but, by substituting single wires, everything had 
been satisfactory. With regard to earthing, a proposal had 
emanated from Glasgow that this should only be permitted 
through a resistance. He considered that if a leakage did 
exist оп such a system, electrolysis might result, owing to 
differences of potential between the sheathing and the 
earth. | 

Mr. G. F. RATCLIFFE raised the question of the effect of non- 
flammable wood casing. Did this in any way affect the 
insulation of the cable? Were they right in using rubber 
solution in the vicinity of a main terminal? Did the mant- 
facturers of cheaper wires tin these effectively ? How did the 
conductivity of cheaper wires compare with standard ? What 
was the best wire to use for fittings, as 3 22 wire would not 
go through? The speaker then presented two samples of 
defective cables with their casing, one from a very dry and 
one from a very wet place, the joists and skirtinys iu e ch 
case being unaffected. The prevailing verdict of the informal 
inquest which was forthwith held was that the case was ore 
of fungoid growth. | 

After various other queries, Mr. A. FEARNHEAD remarkcd 
that the author had spoken as a manufacturer, and they 
welcomed his remarks, but were disappointed that no rough- 
and-ready test had been commended to them whereby they 
could judge the properties of rubber for themselves without 
recourse to the expert. Further, the workman was not, and 
could nót be made careful. In place of coils, could not 
expensive cables be supplied on small drums? They all 
knew how careless handling damaged the coils, and that 
workmen put up wire damaged by their own carelessness. 
He had also noticed variations in the weight of coils; for 
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instance, some coils of 7,22 cable of the same consign- 
ment and same' mark showed кану 1 Ib. difference in 
weight. 

After a few more interrogations, the Chairman said that 
Mr. Beaver had given them » lengthy but very instructive 
paper. In order that Mr. Beaver might reply immediately, 
he (the chairman) would forgo his privilege аз to speaking, 
and would leave the author to deal with the questions put to 
him. It was to be regretted that the paper had been 
queried, and not discnssed. 

Mr. RAwLINGS : We are so ignorant of the subject that 
we can only discuss it by asking questions. 

Mr. Beaver, in reply, said that his Manchester contracting 
friends said that cables were the only things that gave them 
trouble. For aught he knew, they might be in the habit of 
assuring switchmakers that switches were their only worry. 
He regretted that the paper had been considered undiscussable. 
His difficulty in its preparation had lain in steering a middle 
course, and making it neither too elementary nor too technical. 
Dealing with the specific questions raised, lead-covered steel- 
armoured cable needed to have both metallic coverings 
earthed. As for the special labels, this was not a technical, 
but a delicate, question. Manufacturers didn't presume to 
teach customers and clients their business. As regards 
earthing, cach installation needed consideration on its own 
merits. Rubber tape, even pure, was not absolutely 
waterproof, per se, but when lapped on rightly was water- 
resistant fora long time. The particular value of paper- 
insulated cables lay in the fact that if the paper had 
been properly prepared, with a minimum of chemical 
treatment, it was practically indestructible. He 
could not advise contractors to buy on any othet 
basis than faith and the reputation of the manufacture. 
Tests were more or less futile ; when less futile they were 
cumbersome to perform, and the results needed expert inter- 
pretation. For purity of rubber, the report of the analyst 
was the final court of appeal. The main difference between 
Association and non-Association cables was claimed by Mr. 
Beaver to be a matter of cheapness and grade of raw 
materials used. Actual experience as to durability would, 
show the difference; non-Association makers had no 
standard for rubber, and could use: any grade they chose. 
He thanked Mr. Petersen for his kind and appreciatory 
remarks. In referring to decentralisation, he had in mind 
that which was attributable to abnormal working conditions, 
rough handling and strain. With regard to Mr. Tate's 
observations, tape should be easily removable from a properly 
vulcanised wire. He was inclined to think that Mr. Tate 
had laid himself open to suspicion in that he had inad- 


vertently used low-grade wire. He (the author) knew of no . 


electrical or physical reason for twin-wire lead-covered 
giving trouble. Perhaps iu the case instanced, more care 
had been taken during re-wiring with single wire. Replying 
to Mr. Ratcliffe, he had certainly encountered trouble from 
non-inflammable wood casings. This was due to the deli- 
quescent action of the chemical substances used in giving 
the wood this property. ^ Rubber solutions contained a 
solvent material having a softening action, which, when it 
dried out, left the tape in a somewhat porous condition. 
Rubber should not be brought into contact with brass 
or gun metal, unless these had been previously tinned. As 
to the conductivity of cheaper wires, it was difficult in this 
country to get anything but high conductivity copper. Cases 
had been knowh of poor conductivity in foreign wires. 
Plaster and cement were always enemies. — If initially dry, 
and subsequently damp, the water therefrom would be 
alkaline. The suggestion that drums should be used, would 
undoubtedly be advantageous from the mechanical point of 
view. ‘The expense would be heavy, there would not only be 
the cost of the drums, but their carriage. Generally 
speaking, Icad-sheathed paper-insulated wires were best fcr 
variable temperatures. For really high temperatures asbestcs 
insulation was best. Bitumen insulated cables were liable to 
become brittle at cold storage temperature, but were working 
w ЇЇ in rubber drying stoves at 120° Е. Paper-insulated lead- 
sheathed cables were more permanent if used under proper 
conditions, but such conditions were not often obtainable. 
As to very high insulation resistances, megohms were net 
much to go by, as high values were somewhat fictitious. A 
high insulation resistance in megohms was chiefly valuable 


v 


. in indicating the condition of the rubber. -Specific dielectric 


strength was of more importance. 

In proposing a hearty vote of thanks to Mr. Beaver, the 
CHAIRMAN said that a great deal of light had been thrown 
on contractors’ troubles. Good price, notwithstanding faith, 
begot good cables. If faith were necessary, manufacturers 


were certainly ‘endeavouring to produce a good product, 


and justify that faith. 

In acknowledging their cordiality, Mr. Beaver regretted that 
hecould not suggest a hard-and-fast rule for distinguishing bad 
rubber from good. Could this be done, there would be an 
immediate end of inferior stuff. 

The meeting then adjourned until November 21st, when 


dt was anticipated that & paper would be read on internal 


combustion engines. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


(Continued from page 697.) 


Tetley's Switches and Fuses. 
Messrs. TETLEY & Co., of Falcon Electrical Works, Poland 


Street, Oldham Road, Manchester, have placed the Falcon “ Light- ' 


ning Break knife switch, illustrated in fig. 93, upon the market. 


. Fic. 93.--Fatcon “ LIGHTNING Break” SwITCH. 


Fic. 94.— FALCON ENCLOSED FUSE. | 


This device possesses an independent double line break, which 
ensures а very rapid and smooth action All current carrying parts 
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are of high conductivity material and of ample capacity. Tae 
essential feature is the total caclosure of the spring and its 
positive action. It is, of c urse, a great deal lesa liable to corrosion 
than if the breaking mechanism were exposed to the atmosphere. 
When coupled it is claimed that these switches work in perfect 
synchronism. All parts are well finished, being either plated, steel 
brohsed, lacquered brass, coppered, green lacquered, enamelled, &c. 
We show a double-pole switch. | 

In conjunction with the Lightning Break switch, the Falcon 
totally-enclosed fuses (tig. 94) are employed. These are made in 
all sizes up to 100 amperes. We have before пз a 10-ampere one 
for 400 volte. 

This fuse has been so designed that the fuse wire is totally 
enclosed, thereby preventing the escape or scattering of molten 
metal, when the fuze blows. Owing to the cover carrying tho Yuse 
wire, the latter is easily removed when .required, and is capable of 
being replaced quickly on a live circuit without shock or injury to the 
operator. Another point is that there is a solid block of porcelain 
between the two contacts and a larze explosion .chamber at each 
end. The chambers are of such a size that they allow sufficient 
radiating surface for the air or vapour given off by the molten 
metal to be rapidly cooled whenever the circuit is ruptured. 


The Wollaston Water-Softener. 


Messrs. Isaac SToREY & Sons, Lro., of Empress Foundry, 
Manchester, bave acquired the sole rights for manufacturing and 
supplying the water-softeners and purifiers constructed in accord- 


Li 


Fic. 95.— WorLasTON WATER SOFTENING PLANT. 


ance with the patents of T. Royland 
Wollaston, M.I.M.E., which has been before 
the public for about five years. The 
apparatus operating on these principles is 
claimed to be capable cf performing all the 
following processes positively, continu- 
ously, and with very little attention, at all 
rates of working not exceeding the nor 
mal, viz. :— 

1. Breaking up and, where practicable, 
heating the water to free the excess of 
carbonic acid gas. 

2. Mixing thoroughly with the water 
exactly the right quantities of reagents. 
and allowing a certain period to elapse for 
the chemical action to take place 


\ 

[] 

SODA  ! 

t 

3. Abstracting from the softened water | 
| 

i 

[ 

1 


the precipates released. 


The Wollaston softener being offered by 
Messrs. Storey to-day has essentially the © 
same features as when it was first intro =. 
duced, these being the cascade form of ce unen йй 


heater, the heavy sludge tauk, and the 
patent clarifying tank, but several impor- 
tant additions have been invented and i 
embodied. In fig. 95 we show this softener as installed at a colliery 
in the North of England. In fig. 96 a diagram appears of a Wol- 
laston softener for lime and soda treatment, which represents cur- 
rent practice. 

The reagent tanks, two in number, are used for alternate days, 
one being available for charging at any convenient time, whilst the 


CLARIFYING TANK AT BACK 


TANKS 


other is working. The hard-water pump delivers the untreated 
water to the top of the heater, where, falling from tray to tray, it 
is thoroughly broken up. Live or exhaust steam is introduced to 
the lower part of the heater and, rising through the sprayed water, 
is condensed until the water reaches boiling point. At the bottom 
of the heater are epiral vanes, which give the watera rotary or 
vortex motion in passing down the central pipe. The reagent 
solution is drawn from one or other of the reagent tanks by the 
reagent pump, and is delivered into the heater right in the centre 
of the vortex, thus being perfectly mixed. This pump, being 
positively driven by the water pump, must deliver an exactly 
proportionate amount of reagent, notwithstanding variations in the 
speed of the latter. n 

The chemical action taking place in the down pipe and in the 
henvy sludge tank causes the solids in the solution to be released, 
and the heavier portion of these solids 's at once precipitated. At 
this point other particles attract and absorb any emulsified grease 
there may be in the water, as well as organic matter in suspension. 
These, being lighter than the water, rise to the surface as a thick, 
soapy scum, overflow the conical sill, and are discharged at the 
automatic grease-scum outlet. 2 

The water, with the finer particles of solid matter in suspension, 
flows on to the clarifying tank, through which it slowly rises to the 
outlet. 

The clarifying tank is, in main principle, the subsidence filter 
first devised by Prof. Wanklyn, but. in addition it provides, by the 
inclination given to the shelves and the provisien of discharge 
passages, for self-clearing and continuous working. 

The plant as already described, is complete for the soda treat- 
ment of hard water, but in the majority of cases, treatment by lime 
also is necessary, and the gear by which the lime is fed in exact 
and correct proportion, is one of the most important features of the 
“ Wollaston " softener. 

This dividing gear consists of a special form of three-way valve, 
fixed on the delivery side of the hard-water pump, and operated 
by levers attached to the pump piston rod. Assuming that the 
proportion of lime water required is 25 per cent. of the amount of 
hard water fed into the plant, the valve will be open to the hard 
water inlet to the heater during 75 strokes out of every 100 strokes 
the pump makes, and to the lime-water tank during the remaining 
25 strokes. By the slackening of one screw only the cams can be 
adjusted whilst the gear is running, so as to vary the proportion of 
water delivered to the lime-water tank from О to 50 per cent. of 
the total delivery of the pump. The pump displacement is 
positive, so the delivery can be definitely divided into positive 
proportions, and the force of the pump delivery keeps the pipes 
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free from deposits, or delivers accurately in spite of them, and 
provides for the agitation of the lime at every stroke. The 
dividing gear deals with the water before it comes into contact 
with the lime, and so cannot possibly become clogged, or be put 
out of action by reason of lime deposit. U. — 

Automatic regulation of the ‘‘ Wollaston " softener is provided 
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for by a float- operated starting valve or starting switch for the 
pump. As the supply of reagents is directly due to the operation 
of the pumps, at whatever rate the pump works, the proportion of 
the hard water and reagents will remain constant. 

The “ Wollaston” type of water softener using chemical treat- 
ment can be effectively N to the softening of feed water 
under pressure. A special design of this plant is successfully at 
work, treating the water in its course from the feed pump to the 
boiler. 


Rotary Electric Drilling Machine. 


This machine which we show in two positions, one (fig. 97) for 
drilling top and the other (fig. 98) for bottom holes was specially 
designed and is being manufactured by the CoRLETT ELECTRICAL 
ENGINEERING Co., Lro., of Wigan and Newcastle-on-Tyne, for 
drilling in rock, stone and other strata uaually found in the coal 
measures. These machines have been in use for the past three 
years in a number of our collieries in different parts of the country. 
The equipment consists of (a) the drilling machine; (b) the column, 
&c., and (c) the motor and telescopic shaft. The drill is of the rotary 
type. Steel and a specially strong bronze are almost exclusively 


Fic. 97. 


used in its construction. The moving parts are few, and there із 
only one pair of gears—machine cut bevel wheels. 

The drill spindle of special stcel is threaded its entire length, the 
chuck being detachable. The thrust bearing is of the conical roller 
type, of great strength, and built for a working pressure of 6 tons. 
The feed gear is extremely simple, controlled by a brake, and is 
adjustable from 1-10th in. per revolution to zero. There are two 
feed adjusting screws, one on each side of the machine, for 
convenience in handling in cramped situations. The standard 
length of travel, without changing a drill,is 22 in. The feed jaws 
are released and held back by throwing out a link at the drill end 
of the machine, and the spindle is then free to slide up or down. 
All parts are enclosed and work in oil. Drills of special steel of 
twist pattern are used. The finished size of hole is 12 in. 

The column consists of a weldless steel tube, fitted with Jack 
screws of the usual type, the nuts being of special bronze to avoid 
rust. It carries a short horizontal arm, free to move round or to 
slide up and down, and also a safety clamp. "The machine slide is 
fastened to the horizontal arm, to which in turn the drilling 
machine is secured. To change a drill or fit an extension piece, it is 
only necéssary to slack one nut, slide back the machine, insert the 
longer drill in the hole or extension piece and slide forward, when 
the drill spindle.and drill must necessarily be properly aligned. 

The telescopic shaft consists of a weldless steel tube, with two 
solid shafts sliding in it, each shaft being fitted with a special 
universal joint and automatic coupling for attaching to the motor 
and machine respectively. In the improved joint therc are no 
projections, consequently the risk of danger of accident to atten- 
dants i3 at а minimum. 

A 4-в.н.Р. motor—either continuous or polyphase type—is 
employed, fitted with trunnions for fixing to a revolving turn-table, 
with a flat base for fixing to an ordinary flat-topped colliery tram. 
The motor can also be tilted at any angle, and a friction clutch is 
fitted on the spindle, which can be set to slip at any desired overload. 
It runs at a slow speed, allowing the telescopic shaft to be attached 
direct to the spindle. The standard continuous current motors are 
aeries wound, suitable for 110, 230, or 500 volts, and are gas and 
water proof. The controlling switch is fitted in a gastight case, 
and provided with magnetic “ blow-outs.” The supply cables are 
connected by means of a detachable plug of a specially strong 
design. 

The standard polyphase motors are of the short-circuited rotor 
type, wound for 500 volts at 40 periods. 

It is claimed for the Corlett drill that it contains few moving 
parts, all easily accessible; the wearing parts are few, and all are 
made absolutely to gauge and numbered, so that they can be easily 
replaced. The best quality of material is used, a very large margin 
of safety being provided for throughout; for example, the thrust 
block is n ade for a working pressure of 6 tons. The machine is 
worked by two men only, all the parts being light; the weight 
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of the several parts are as follows:—Drilling machine 120 lb.; 
clip gear 75 Ib.; column and arm 280 Ib.; motor 600 lb.; 
telescopic shaft 20 lb. , 

We understand that holes can be drilled in any position or 
angle up to 8 or 10 ff. deep without movinz the column. All 
gears are totally enclosed, and the feed screws are quite clear of the 
telescopic shaft. The machine is primarily intended for driving 
tunnels in mines, and it will drill into any substance usually met 
with in the coal measures, but being of the rotary type, the makers 
do not claim that it can successfully deal with all classes of rock, 
although it can suczessfully drill whinstone and other hard rock. 

The speed of drilling naturally varies with the nature of the 
ground, but from figures obtained of а plant worked by the 
ordinary staff at a colliery, on day wage, driving а tunnel 12 ft. by 
6 ft., a round of holes, each 6 ft. 6 in.to 6 ft. deep, finished 
diameter 12 in. can be drilled, and all the tackle cleared away 
ready for shot-firing in three hours; and in another drift, 15 ft. by 
8 ft., 13 yds. have been driven in one week. 

As а result, it is claimed that {һе cost of a tunnel is largely 


reduced, and the rate of prozress enormously increased. 


(To be continued.) 
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NEW PATENTS APPLIED FOR. 
Compiled expressly for this journal by W. P. THOMSON & Co., Electr ical Patent 
gents, 329, High Holborn, London, W. C., and at Liverpool, to whom all 
inquiries should be addressed. 


20,898. “Improvements in holders for incandescent electric lamps and other 
electric fittings." J.J. Brooke. October 16th. 

20,898. ‘‘ Improvements relating to electrolytic 7 d C. N. RUbER. 
(Date applied for under Patents Act, 1901, October 15th, 1904, being date of appli- 
cation in Norway.) October 16th. (Complete.) 

20,933. ‘Improvements in microphones.” G. A. NvssBAUM. October 16th. 

20,950. Improvements in controlling devices for electric motors applicable ` 
to the motors of elevators and the like." Oris ELEvATOR Co., LTD. (Otis 
Elevator Co., U.8.). October 16th. (Complete.) 

20,960. Improved non-reversing two-way running trolley pote for electrical 
traction." Н. ОскнтЕВ. October 16th. (Complete.) 

20,990. ‘Improvements in and relating to dynamo-electric machines." THE 
British Тномкок-Носзтох Co., тр. (The General Electric Co., United 
States.) October 16th. 

20,995. “Improvements in vessels for containing fused salts during electro: 
lysis." S. CowrkR-CoLES. October 17th. » 

21,094.. “ Single-phase alternating current motor with commutating poles.” 
E. ARNOLD and J. L. La Cour. (Date applied for under Patents Act, 1901, October 
17th, 1904, being date of application in Germany.) October l'ith. (Сопр:еќе.) 

21,038. Improvements in or relating to the electrical transmission of power 
on motor vehicles and boats.“ Н. McNvLTA. (Date applied for under Patents 
Act, 1901, December 10th, 1904, being date of application in United States.) 
October 17th. (Complete.) 

21,064. "Improvements in and relating to alternating current e'ectric motors. 
THE British Тномвок-Носвтох Co., Lro., Н. S. Mever and P. A. Mossav. 
October 17th. 

21,068. “Improvements in apparatus for controlling electrically-propelled 
trains." SIEMENS Bros. & Co., Ltp., and Е. LypaLL. October 17th. (Complete.) 

21,070. “ Improvements in connection with polyphase alternate current elec- 
tric commutator machines." ELEKTRICITATS-AKTIEN-GESELLSCHAFT VORM. W. 
LAHMEYER & Co. (Date applied for under Patents Act, 1901, October 17th, 
1904, being date of application in Germany.) October 17th. (Complete.) 

21,071. “Improvements in and relating to conduits or casings for electric 
conductors." R. Н. W. Кміонт and L. NAGEL. October 17th. 

21,095. Method for the production of hollow poles of concrete with a metal 
insertion forming an inter-connected framework for electric conductors and the 
like." Н. Акы. (Date applied for under Patents Act, 1901, November 21st, 
1904, being date of application in Germany.) October 17th. (Complete.) | 

21,106. Improved non-slipping device for locomotive, steam, апа electric 
traction engines." A. Mark and T. CHALMERS. October 18th. ; 

21.145. Improvements in and relating to methods of collecting and con- 
veying electric currents," S. уох AMMON. October 18th. 

21.162. Telephone receivers and the like." R. B. BUXILLER. October 8th. 
(Complete.) 

21 173. “Improvements in installations for electrically igniting the charges 
of internal combustion engines.“ A. Н. NicHoLson, October 18th. (Com- 
plete.) 

21,181. “Improvements relating to electrical measuring instruments." T. W. 
VARLEY. October 18th. (Complete.) 

21,198. “Improvements in or connected with the pole-pieces of dynamo- 
electric machines." J. Н. Sr. Н. MawnsrEev and J. W. BURLEIGH, tober 
18th. 

21.202. Improvements in electrio light fittings." Veritys, Lrrp., and F. W. 
TORE. October 19th. (Complete.) 
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THE BRITISH SCIENCE GUILD. 


On p. 714 of our last issue we gave a brief report of the 
meeting held at the Mansion House on October 30th, when 
the British Science Guild was inaugurated. The meeting 
was attended by several ladies, and by many men of title or 
degree, most of whom are well known in the social and 
political world. The speeches made on that occasion, and 
the objects which the. promoters of the Guild have set before 


‘them, have been reported in the Press, where they have 


doubtless been studied by our readers. As published in 
their circular, the objects of the Guild are ambitious and 


heterogeneous, for they include teaching the people at large 


* the necessity of applying the methods of science to all 
branches of human endeavour”; bringing before Ше 
Government the scientific aspect of all matters affecting the 
national welfare ; promoting the application of science to 
industry; and encouraging scientific education by the 
support of universities and kindred institutions. The 
speeches delivered at the meeting were also heterogeneous, 
some men enlarging upcn one “ object,” others upon another ; 
until we feel some uncertainty as to whether the promoters 
of the Guild are really “pulling together,” and as to the 
particular object upon which the new society, if successfully 
launched, will concentrate its endeavours. 

In comparison with the aim of the Guild which we have 
reproduced within quotation marks, the last two objects set 
forth are of greatly inferior importance. Within the United 
Kingdom, a very respectable proportion of the more modern 
manufacturers who work on a sufficiently large scale have 
already so deep an appreciation of the value of science that 
they regularly employ a staff of experts, providing fairly well 
equipped laboratories for testing and researches. Those 
of our scientific training establishments that turn out 
thoroughly grounded and educated students find compara- 
tively little difficulty in plaeing their passed pupils, and 
none at all in obtaining youths to teach. Salaries paid still 
tend to be low, or rather incommensurate with the expense 
of the training ; but this is largely due to the fact that the 
expense has only quite recently reached its present figure. 
In a few years’ time this defect will probably vanish. Many 
of our training institutions are so poorly off that the pro- 
fessors receive inadequate salaries, or the Chairs attract only 
men of inferior abilities. This needs alteration, but a 
British Science Guild is a massive instrument to wield for 
the purpose. | 

The second object, that of approaching the Government, 
is already undertaken by existing learned societies, or would 
be so, if it were more often possible to achieve any useful 
results. In present conditions, it is difficult to understand 
how any man of science, or committee, can take the trouble 
of attempting to advise the Government, knowing full well 
that the energy expendcd will only be dissipated in the 
production of a Blue Book... Moreover, we have among us, 
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for at least one week every year, a British Association for 
the Advancement of Science, which is supposed to undertake 


all these things; although, perhaps, its sphere of actual ` 


utility is limited to the provision of an opportunity between 
June and November for claiming priority of publication. 
Hence it follows, that if the new Guild is to justify its 
creation and existence, it should devote the whole of its 
time and money to the education of the people in the 
application of scientific methods to the processes of daily 
life; and we may say at once that if it achieve any measure 
of success in that direction, it wil] not have been formed in 
vain. The application of precise and organised knowledge 
to common things is во conspicuous by its absence—in spite 
of the Times assertion that the door is open—that difficulty 
arises in picking out instances to quote. Our fellow 
countrymen buy bread and coal, the two prime requisites 
of life, under conditions in which the mass of nutriment or 
combustible obtained per unit of money is largely unknown ; 
the bread is unweighed, the ash in the coal not determined. 
We have countless men of science among us, but our 
arrangeménts are such that they can usually enter a body of 
local or Imperial Government only with great loss of their 
self-respect. A few constituenc:es have at one time or another 
been content to send a certain man to the House of Com- 
mons because of his scientific ability as © Speaker," thus 
 sacriflcing their vote altogether for the general good. But 
no constituency ever sends a man of science to the House in 
that capacity alone, where he might prove of great value to 
the country. A man of science, natural science or law, 
must be willing to play the party game first, sinking his 


м 


convictions before the instructions of the Whips (when they 


clash) if he is to be ап “М.Р.” And the British Science 
Guild hopes largely to recruit its members from the central 
and district governing bodies—also from representatives of 
labour. 

It is no part of our duty to say how the thing should be 
done, but simply to point out what, in our opinion, the 
country requires in the so-called scientific direction. The 
crying need of the present day is the introduction of the 
scientific spirit into everyday life; the application of 
common-sense and codified knowledge to every operation of 
the home, the kitchen, the nursery, the sick room, to all 
processes of business, to social and political affairs, 
and to the conduct of the newspaper and magazine 
press. If the British Science Guild can teach the 
public that there is а right and a wrong way 
of performing every single duty of our daily life, can 
explain the reason for the right way and the reasons against 
the wrong way, can induce the public to prefer and adopt 
the right way when shown it, and can further persuade 
the public to think logically and argue out the better course 


for themselves in novel situations instead of blindly fol- 


lowing tradition or prejudice; if, indeed, the Association 
can make the public realise that there are two sides to 
every question, and that consideration will generally urge 
the adoption of one to the exclusion of the other—if the 
British Science Guild can do this, it will become onc of the 
most potent factors for good in existence, and will receive 
from men of science the recognition and assistance it asks. 
That should be the primary aim of the Gu:ld—the inocula- 
tion of the public with a love of precision in domestic and 
hygienic affairs ; and if the members seek this object first, 
all the others—the conversion of the central and local 
governments, and of conservative manufacturers, a better 
financial position among the training colleges, an insistance 
upon accuracy and instruction in general literature on the 
part of the reader, more successful times for many branches 
of industry, and an all-round improvement of the race in 
physique and intellect—shall be added unto it. 


Dr. HEROULT, the inventor of the pro- 
cess used in Europe for the manufacture 
of aluminium, and one of tlie pioncers of 
electrical methods for preparing iron and steel, is now in 
America, dividing his attention between the Syracuse factory 
of the Holcomb Steel Co. and the Canadian experiments 
which are shortly to be carried out at Sault Ste. Marie. In 
the former place a plant costing one million dolla:s has 
been laid down, equal to the production of. 80 or 100 tons 
of pig-iron daily, while it is also intended to make tool steel 
and high class billets there by the Heéroult electrical pro- 
cess. In Canada Dr. Héroult will be associated with Dr, 
Haanel, superintendent of mines, and author of the Govern- 
ment report upon the electrical treatment of iron ores, af. 
which we have already given an account.  Pig-iron and steel 
are to be made at Sault Ste. Marie in a plant of special 
design, with the aid of which Dr. Héroult believes that pig- 
iron ean be produced ab $10 and steel at about $14 per 
ton. According to the Canadian Manufacturer, Dr. Héroult 
has prophesied that in ten years’ time Canada will be: the 
most important producer.of both wheat and iron in the 
werld. He holds that the Dominion possesses three times 
as much ore as Sweden, which can now be worked up 
profitably. | 


Electrical Steel 
in Canada. 


A casE which illustrates with some 
force the necessity of a patentee in an 
action for infringement being able to prove 


Infringement 
of Patent. 


his case up to the hilt has recently been decided in the Scots 


Court of Session. Werefer to the case of the Mica Ineulator 
Co., Ltd., v. Bruce Peebles & Co., Ltd. According to the 
judgement delivered by the Lord President of the First 
Division on July 6th, 1905, the plaintiffs claimed damages 
for breach of a contract whereby the defendants were alleged 
to have agreed not to buy certain mica cloth elsewhere than 
from the plaintiffs. It was also alleged that the defendants 
had infringed the plaintiffs’ patents by themselves selling and 
using mica cloth which they had manufactured in breach 
of the plaintiffs’ patents. As to the alleged breach of con- 
tract, there does not appear to have been a dispute, but the 
defendants alleged with reference to the question of infringe- 
ment, that the particulars of claim were insufficient. The 
patents alleged to have been infringed were a patent dated 
1892, and amended on August 2nd, 1904, and a patent 
dated 1895, ‘and amended on August 27th, 1904. 
The plaintiffs said that they believed and  averred 
that the defendants have been manufacturing and 
continue to manufacture extra flexible micanite cloth. 
In manufacturing the: said micanite and extra flexible 
micanite cloth as aforesaid; the pursuers have used 
and employed the inventions protected by the said letters 
patent, or one or other of them, and described in the 
amended specifications relative thereto, and have infringed 
the said letters patent or one or other of them. The 
plaintiffs further believe and aver that since the beginning 
of 1902 the defenders have been purchasing from other 
persons micanite and extra flexible micanite cloth made in 
contravention and infringement of the said letters patent, or 
one or other of them, and have thereby infringed the same. 
In particular, they believe and aver that at various dates 
during the said period the defenders have bought from one 
Brandt, in Hamburg, and used in their machines m 
Scotland, micanite made in contravention of the said letters 
patent, and have purchased from the Bergmann Electricitits- 
Gesellschaft, of Berlin, machines insulated in infringement 
of the said letters patent, aud sold them to various persons 
in England and Scotland. | E 
The Court held that these particulars were insufficient, 
and the plaintiffs were mulcted in costs. Patentees who 
imagine that their rights are being infringed should 
bear the principle of this case in mind. It is of import- 
ance that when a patentce accuses any person of infringe- 
ment, particulars of dates and places, and particulars showing 
in what way the alleged infringement does entrench upon 
the plaintiffs’ rights should be forthcoming. . The law of 
Scotland resembles in this respect the law of England, with the 
difference that in Scotland the elaim and full particulars 
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must be embodied in one docnment, whereas in England 
* particulars” are delivered in a document separate from the 
statement of claim. No proofs of any infringement is 
allowed, exoept that mentioned in the particulars. “ Тһе 
object of having these particulars,” said Wood, V. C., in an 
old case, is to give the defendant fair notice of what the 
complaint against him is, not to tie the plaintiffs down to the 
precise terms of any verbal definitioa, or to make the trial of 
the issue turn upon the pojnt of form. Full and fair 
notice the defendant is entitled to.“ It is not necessary, 
however, for the plaintiffs tó set out every breach specific- 
ally. Thus, where the plaintiff complained generally of the 
defendant . making and selling pictures made by a special 
Process, and added, Опе of such pictures was made and 
sold by the defendant to one C. on the 27th April, 1854 ; 
bnt plaintiff states this by way of example only, and not во 
as to preclude him at the trial from insisting on other 
infringements,” the Conrt refused to order further раг- 
ticulare, apparently on the ground that the instance given 
being representative of all the others, there was no likelihood 
of surprise. | 


Іт has long been an article of ‘faith 


Holophane amongst electricians that dust, if allowed 
Globes and | | lobes, absorbs 
Dast. o accumulate on Jamp globes, absorbs a 


very large amount of light. From experi- 
ments carried out at the Electrical Testing Laboratories of 
New York, and reported in the Electrical World and Engi- 
neer, of October 7th, it would appear that in the case of 
holophane globes at any rate, dust is of little importance if 
confined to the outside of the globes only. Holophane 
globes are designed to give an increased illumination down- 
wards, and since dust settles mostly on the upper surfaces of 
the prisms, which are intended to be totally reflecting and 


not transmitting surfaces, it follows that there is little loss 


of light except in an upward direction, in which direction 
the illumination is low in any case. 

The experiment was carried out as follows :—A holophane 
globe with its opening covered was suspended for several 
months in the position in which it would be ordinarily used. 
A 32-с.р. lamp was then inserted into the globe, and a series 
of candle-power measurements was made. The globe was 
then cleaned and a second series of measurements was made 
at all the usual angles. The loss of light found was as 


follows :— 
60° above horizontal 19 per cent. 
30° ” s .. 90 , 
Horizontally ... 885 5 sut d oo 
30* below horizontal "m aoe. >; 
60° nil. 


It will thus be seen that there is surprisingly little loss 
of light in the lower hemisphere, where the illumination is 
greatest and is gencrally of the greatest importance. 


From tests made in America by Mr. 

The Effect of W. A. Parsons, it would appear that 
mechanical tube cleaners of the percussion 
type may be a cause of tube distortion. 
He experimented with tlree different in- 
struments, two of which requircd 15 lb. pressure of steam 

ог air to work them, while the third required 80 lb. to do 

` work at the same rate. The results showed that the instru- 
ment with the longest stroke had most cffect in distorting 

the tube, and also that cushioning of the blow was bence- 

ficial. The most satisfactory cleaner gave the greatest 

number of blows per minute, or over 11,000 as compared 

with the 3,600 odd blows of the longest stroke instrument. 

The conclusions drawn are that cushioning is desirable, and 

that it is better to employ an instrument which requires a 

high working pressure, because if a low pressure instrument 

is carelessly wo'ked with high pressure steam, the mischief 

it may do will be intensified to a greater degree than can be 

the case with an instrument requiring high pressure for 

ordinary work. Саге onght to be taken not to let a tube 

cleaner remain in one place while at work. It should be 
kept constantly in movement to and fro in the tube. The 
tube cleaners referred to appear to be for fire-tube wo.k 
rather than water-tubes, for the paper contains a discussicn 
of the effect upon the collapsing strength of the tube of 


Boiler Cleaners 
on Tubes. 
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. employ a competent scientific expert ? 


the New Electricity 


ТАТ 


such distortion of a thin tube.as may be produced. by care- 


less handling of a cleaner. 


WHEN editors of non-technical news- 
papers wish to instruct their readers in the 
wonders of science, why do they not 
An article on The 


New Electricity in a recent number of 7. P.’s Weekly 

this question. Few of our readers would guess that 
" is the ordinary alternating current. 
Why should the epithet new be applied to a yariety of the 
electric current which, as produced by induction, was dis- 
covered by Faraday more than half a century ago, and, as 
produced by the discharge of the Leyden jar, preceded the 
discovery of the galvanic battery? Tesla's investigations on 
high frequency cufrents, which are described by the writer 
with lamentable inaccuracy, are of more modern date, and 
might have some claim to novelty in a popular newspaper, 
though- Tesla’s discoveries were not made yesterday. 
Referring to the high кше current, the writer says :— 
* Anyone can take in one hand the terminal of an apparatus 
throwing off a high frequency current of several million 
volts (sic), and, by the mere contact of the other hand, cause 
an electric lamp to ligbt, without being aware of the enormous 
energy passing through the body." Deceived by the “ several 
million volts," the writer evidently thinks there must be 
an enormous amount of energy present. A spark obtained 
by rubbing a sheet of brown paper may have a voltage of 
several milliong, and yet no one would think of asserting that 
it contained “ап enormous energy." The energy required to 


“The New — 
Electricity.” 


light a Tesla lamp is very small, as the current is confined toa 


thin layer of the surface, and even so does not give sufficient 
illumination to be of any practical use. Another gem from 
this popular essay on the New Electricity” is the 
following: The difficulty of conducting a continuous 
current of more than (say) 5, 000 voks for any really 
long distance is practically insuperable, while, with the 
alternating current, the difficulty is rather to prevent the 
current passing than how to hinder its escape.“ Many an 
electrical engineer would be very pleased to find an alter- 
nating current that would refuse to leak and required to be 
held back to prevent it from rushing in too great strength 
along the conductór. The dynamo is simply described by 
T. P.'s physicist as a coil of topper wire rotated about the 
poles of a permanent magnet, and it is stated that a great 
step in advance was made when it was shown to be possible 
to get rid of the magnet altogether! It would almost 
appear that 7. P.'s Weekly had employed to write this 
article a schoolboy who had read a popular magazine article 
on Tesla currents, which he had failed to understand. : 


| Last week we commented проп the 
London’s 


А prospect of а three-cornered contest for 
5 Y the privilege of supplying London with 


electricity in bulk. Our estimates were, 


| however, 40 per cent. short of the mark, for it appears that 
there will be two other combatants to reckon with. Ore 
. will be a “combine” of existing supply companies ; tle 


other, if the daily Press is rightly informed, is an entirely 
new and hitherto unsuspected competitor—a company, backed 
by some of the great railway companies, which proposes to 
establish a large generating station at St. Neots, and to 
transmit power by means of mains laid along the Grct 
Northern Railway to a transforming station at Enfield, 
whence it will be distributed % the railways and canals to 
all parts of London, to bulk consumers only. The pressure 
named is 15,000 volts, but as the distance from St. Neots to 
London is over 50 miles, it is hardly necessary to point 
out that such a pressure would put the scheme out of 
court at once. The company is said to talk афо: 6 
energy at zd. a unit in London. At least three time", 
and preferably four times, the stated pressure would 
have to be adopted, of course using overhead mains. 
Coal can be got to St. Neots only-by rail and it 
would undoubtedly be cheaper to bring to within 10 miles 
of London than to transmit electrical energy from St. Neots. 
The scheme seems absurd ; but perhaps the particulars are 
incorrect. | 


— 
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SURFACE CONTACT SYSTEMS. 


THERE are now four systems in England which are alive 
(absit omen) or in а state of partially suspended animation. 
They are :— AE 

1. The “ Lorain,” which bas been at work in Wolver- 
hampton on 11 miles of track for some years. 

2. The “ Dolter," which has been at work in Paris and 
Dresden on experimental lines, and is in course of con- 
struction in Torquay. |. > 

3. The “ G.B.” system, which has not been in operation 


outside an experimental track a few hundred yards long, but. 


is being installed in Lincoln. 

4. The * Kingsland," which has been subjected to the 
same kind of trials as the Dolter at Dresden, and has 
been in use on a short private track for several years. 
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KiNGsLAND SYSTEM: TRACK IN COURSE OF CONSTRUCTION. 


The“ Lorain ” we all know. It is an electro-magnetic 
system, with switches placed at even distances along the 
centre of the track, except at curves, points and crossings, 
when they are placed more closely to each other, and more 
or less remotely from the centre line, according to circuni- 

In order to energise the switches, which are of the 
perpendicular gravity type, heavy magnets are carried on 
the collecting skate, and the energy required by these 
magnets amounts to about 20 per cent. of the useful energy 


KINGSLAND SYSTEM: 
SEcTION THROUGH STUD. 


employed in moving the car. A battery of accumulators is 
carried on each car to pick up the switches when for some 
reason the skate magnets have been open-circuited. 

The studs form rather objectionable obstacles for wheeled 
traffic, but drivers and cyclists soon learn to avoid them. 
The switches appear to give little or no trouble now on 
account of sticking or failure of insulation ; but this is due 
largely to the extreme care and frequency with which they 
are tested. 

The wear on tue skates and the studs is said to be a 
serious item in the cost of maintenance. It seems probable 
that the cost of maintenance will increase with age at a 
higher ratio than in the case of the overhead system, 
as so much more depends on the smooth motion of the 
cars, and for that reason the track—foundation, rails, 
paving and contact boxes—must be maintained їп better 
condition than is usual. 

While many sur’ace-contact systems have been tried on 


RAIL, SwircH-LEVER AND GUARD, AND 
Contact Box. 


the Continent, and especially in Paris, we do not remember 
to have heard a good report of any of them up to a year ago 
at least, so that the Lorain system has much of which to be 
proud. | | 

No one now can condemn it as impracticable, or on the 


ground of unreliability, but very strong case can be 


brought against it on the score of economy, for it is much 
more costly than the overhead system (as we have shown man 
times) both to construct and to maintain, while the genera 
life of the system is an unknown quantity. : 
The Dolter system was described in the ELECTRICAL 
REVIEW of September 19th, 1902. It has a strong likeness 
to the Lorain system, but gives the impression of being 
sounder in detail. Certainly we should say that the Dolter 


will work wherever the Lorain works, and give more satis- 


faction. | | 

It is afflicted with the heavy magnetising skates common 
to its type, and it will suffer in at least as great а degree as 
the Lorain from the wear and tear of this part, while 


COMPLETE SwiTrcH-Box, STRIKING LEVER AND RAIL. 


the magnetising losses will not be much, if any, less; and it 
seems probable that the faults which threaten the switchgear 
of one must be expected in the other. All electro-magnetic 
systems are equally liable to trouble from the collection of 
pieces of metal under the skate, and from the proximity of 
studs to rails at special work, so the Dolter is not better 
than any other on these points. 

In fact, the Dolter and the Lorain systems stand or fall 
together, for their differences are not important enough to 
raise either above criticism on the main features of construc- 


. tion and operation. 


Back oF Contact Box. - 


Next we come to the “G.B.” system, which differs sub- 
stantially from every other electro-magnetic system in 
that direct contact is made between the switch and the 
cable. It was fully described in our issue of Jan. 15th, 1904. 

A bare cable of iron wire is carried on insulators through 
a continuous vitrified earthenware pipe. At intervals of 
about 10 ft. occur earthenware tees which contain the 
switches. Upon the car is the usual collection of magnets, but 
the collecting and magnetising skate is formed by a specially 
constructed chain. It is the flexibility of this skate which 
permits the stud to be kept flush with the road. 

Unlike all the other well-known systems, the С.В.” 
magnetic circuit is completed through comparatively great 
distances in air ; obviously, therefore, equal efforts can be 
obtained only by the expenditure of a greater amount of 
power in the G.B.” magnets. 

While the advantage of a flush stud is undeniable, it may 
be bought too dearly, and the very flexibility of the chain 
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will introduce contact resistances which may become serious 
in the course of time. 

The enormous number of joints and air-gaps in the 
magnetic circuit and of joints and contacts in the electric 
circuit bid fair to ruin this system, even if they were the 
only faults; but it is only too probable that damp will play 
havoc with the insulation of the conduit, that the contact 
between the carbon block and the circular stranded cable 
will deteriorate rapidly under the conditions which have to be 
faced outside an experimental track, and that the cost of 
construction and maintenance will be no less than for the 
systems named above. The Dolter switch looks more trust- 
worthy than the G. B.,“ while the superiority of its contact 
is obvious. 

In short, it is difficult to discover any advantage which 
can be set to the credit of the G. B.“ system against 
any other, with the exceptions of the flush stud, 


KINGSLAND SYSTEM: VERTICAL SECTION THROUGH CONTACT Box. 


and the remarkably low cost of construction—a feature 
which cannot be ignored in discussing this subject. 

Finally, there is the ** Kingsland " system, which has been 
seeking public favour in England, and finding none, for a 
longer period than any of the foregoing. It has а 
resemblance to the G. B., Schuckert and Claret-Veuilleumier 
systems, in so far as the sttd is just a solid block of iron let 
into granite, and the cable is attached directly to it, but 
there its resemblance to those systems, or to any other, 
ceases, for the switch which makes the cable and stud alive 
at the proper moment only is made to do so by. positive 
mechanical means. This simplifies the problem immensely, 
for, in the first place, the skate is reduced from a cumber- 
some and energy-eating collection of electro-magnets, which 
weigh as much as a ton, to а light strip of iron or steel 
costing a few pence. That makes an immediate econom 
of 1d. to 4d. per car-mile according to the price of 
energy, and that is no mean item now that things are cut 
so fine. 

The switch- is more complex than other switches, but its 
complexity cannot be said to detract from its reliability. 
Every part is designed with a high factor of safety, and the 
actual movements are very simple. The old star-wheel has 
been replaced by a single lever, which moves the switch one- 


sixth of a revolution in the same direction, no matter which 


way the lever itself is moved. 

Probably the switch box is no more and no less water- 
tight than the switch box of any surface-contact system. 
Every inventor says that his own system is perfect in this 


respect, and we believe this to be approximately true; but 


while the presence of moisture in the switch box of a 
magnetic system is а source of grave inconvenience, the 
Kingsland switch is not affected in the same degree. 

The strikers, which are fixed fore and aft of the truck at 
points of least motion, travel in a channel formed by a guard 
rail of the same height as the running rail and attached 
firmly thereto. That channel seems to be the objection to 
which the system is still subject, although it is difficult to see 
how much worse it is than the channel of the conduit 
system. Doubtless, it is more objectionable than a track 
with no channel at all, and it must be remembered always 
that we hold the overhead system to be the best of all ; but 
it does seem to be a small thing compared to the stumbling- 
blocks presented by the best of the electro-magnetic 
systems. 


The trouble with the channel; and the only trouble, is ite 
liability to become choked. It is no excuse to say that 
conduit systems run the same risk. They do run it, and 
they have to pay for it by way of cleaning: but there is a 
wide difference between the conduit, with the long, slender 
plough containing cables and contact shoes dipping into a 
earefully-prepared tunnel having conductor rails on each side 
supported on insulators, and the short stout striker of the 
Kingsland system ploughing its way, if necessary, through 
the accumulated dirt of weeks with little more need for force 
than an efficient rail-cleaner. | 

* [f necessary " we said, but it ought not to be necessary. 
Nothing larger than a pebble can find its way into the slot, 
and the mud which would fill the channel in dirty weather could 
be dealt with by the lads who cleaned the points, as much 
of it as did not find its way to the surface drainage system 
to which the sump under every switch box is connected. Аз 
the switches are only 15 to 20 ft. apart, no one can deny 
that ample provision is made for the drainage of this small 
channel. 

The only possible case in which a channel along each 
rail must be provided is when a complete loop is described, 
and that does not often occur in practice. 


DIAGRAM OF CONNECTIONS. 


Candidly, we are inclined to brush aside this objection to 
the slot and channel, and if that can be done legitimately, 
the system emerges better in most points, and no worse in the 
rest, than the premier. electro-magnetic system, whichever - 
that may be. ( 

The stud itself need not trouble us any more than the 
skate. Both are cheap and both easily replaceable. The 
cable connecting the stud to the switch is no more liable to 
fail than any house service. The switchbox is supposed to 
be watertight, and may be—it would be more than 
rash to say anything definite about this without the 


Pree Se ae ee Ы 
ARRANGEMENT OF STRIKING GEAR. 
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experience of ten years at one's back—all we can. say 
is that, in а day when motors are built, in the ordinary 
course of business, to work under water, there should 
be little difficulty in securing the permanent tight- 
ness of such a simple thing as the case of this switch. 

. The only things to fear then are the conduct of the 
switch proper under the severe conditions which may often 
occur, and the certainty of the trailing striker knocking the 
switch to the dead position. 

The same fears confront us when we consider any kind of 
contact system, but we must confess to feeling greater 
certainty about the action of a mechanical positively-worked 
switch than about a magnetically-worked one, although we 
confess also that that mental attitude might be discounted 
largely in practice. 

Every surface-contact system is designed so that contact 
is made at the leading stud before it is broken at the 
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trailing stud, and “sparking cannot occur." Nevertheless, 
it is wise to pretend that it can, and to provide for it 
accordingly. 

No switch can be satisfactory which will not break 
successfully the heaviest current which experience leads us to 
expect. Ordinary working currents run up to 200 amperes 
on occasion (although it is probable that this would generally 
be divided between two studs), but short-circuit currents, 
running up to 500-1,000 amperes for a fraction of a second, 
must be dealt with likewise. | | 

It is а drastic test, and we are not confident that any 
surface-contact system will pass it. If the Kingsland switch 
will do this, nothing more is wanted to prove the system 
superior to all but the overhead trolley wire with all its 
artistic and imaginary failings. 

It is fairly evident from what has been said above that we 
look with favour, as we have since its inception, on the 


Kingsland system. We admit that our attitude must seem 


peculiar, as this system has not yet emerged from the pro- 
bationary stage. Beyond being tried on a short length of 
public roadway in Dresden, we think we are right in saying 
that it has not beer seen outside the private track at Wolver- 
hampton, or at exhibitions. Our reasons for this favourable 
attitude have been stated briefly, and we have not attempted 
to demonstrate the peculiar advantages of all the component 
parts, preferring to leave that to the exploiters themselves, 
but we have felt that the one mechanical system was not being 
given a fair chance beside the many electro-magnetic systems, 
and we are anxious to direct renewed attention to it, believing 
that if the prejudice against the slot can be lived down, tlie 
simplicity and strength of the whole will win the day. 


¢ 


LEAD-COVERED WIRING. 


By JOHN D. MACKENZIE. 


THE wiring problem—like the poor—we have always with 
us, either in the description of a new system or the 
acclaiming or declaiming of an old one. But of all the 
various systems—and they are legion—lead-covered wiring 
is, perhaps, the one on which we have the greatest diversity 
of opinion, the advocates of the system being quite as 
dogmatic in their support of it ав its opponents are in 
denouncing it. Yet really, when all is said and done, there 
is no system of electric wiring which can be regarded as a 
universal panacea for the ills that electric wiring is heir to, 
and 80, finally, it comes to be a case of adjustment of pros and 
cons in order to decide which system is the best for each 
particular instance. If wiring contractors and consulting 
and municipal engineers. could study each case absolutely 
on its merits, without any predisposition or bias, and recom- 
mend the system best suited to mect all the circumstances, 
the quality and durability of electrical installations, as a 
whole, would be instantly put on a higher level than it is at 
present. | 

In the following remarks I shall endeavour to place the 
advantages and disadvantages of lead-covered wiring side by 
side, and show how some of the disadvantages may be 
minimised :— ~ 

Advantages.—I. The wire comes to the contractor, already 
provided with its own continuous metallic sheathing, and 
generally requires no further protection. 

2. The sheathing is watertight, and the whole installation 
can quite readily be made so too. 

3, The great flexibility of the wire enables it to be installed 
with much less damage to buildings. | 

4. The small diameter of the wire enables it to be used 
in surface work, where any other system would be an 
eye-sore. 

5. The difficulty of making joints practically compels the 
adoption of a loop-in system. 

The disadvantages urged against the system are many and 
various, but fall under two general heads, viz. :— _ - 

1. Risk of injury during erection. 

2. Risk of injury after erection. 

To that, some add the risk of injury during manufacture. 
This, however, with the exception of one point, is no 
greater in lead-covered than in the ordinary taped and 
braided wiring. The one point of difference is in the heating 


readily be withdrawn and replaced. 


to which the wires are subjected during the proces of 
sheathing. Considering, however, the rapidity with which 
the wires are run through the lead press, and the tests 


which are afterwards applied to these cables, and which they 


successfully stand, the risk of damage seems very slight. 

Before dealing more fully with the disadvantages atten- 
dant on the use of lead-covered wires, it may be as well to 
point out that, personally, I have no love for twin wires, 
either round or flat, considering it inadvisable, to say the 
least, to run the chance of an internal short-circuit inside a 
soft metal sheathing. It is far preferable to use single lead- 
covered wires, with the lead sheathing properly bonded and 
earthed, because it then requires two © earths "—one on each 
wire before one obtains a short-circuit, and on public supply 
systems an “earth ° on the live wire means the blowing of 
a fuse. For these reasons, I do not intend to deal here with 
twin wires. | 6 

The risks of injury during erection, arise from (а) the 
carelessness of the wireman, and (b) from the carelessness of 
other workmen. | 

(а) The careless wireman cuts into the insulation when 
stripping off the lead sheathing; overheats and softens the 
insulation when sweating the sheathing into boxes for a 


‚ water-tight system ; overlooks the pin-holes caused by heated - 


air bursting through the melted solder at such boxes; pulls 
the lead sheathing too hard, so making it brittle, and then it 
cracks when bent ; hammers on his saddles too tight, and 
perhaps puts them on twisted, so cutting the lead by the 
edge of the saddle. 

(5) The carelessness of other workmen is shown :—By the 


^ plasterer who cuts the lead with his trowel ; the labourer who 


drops a shovel on it; the joiner who nails the flooring board 


to it; and by any man who walks with hobnailed boots over 


the top of it. | 
The risks after erection are :— 
(a) The lead gives very little mechanical protection, from 
nails, for example. 
(b) It may be successfully attacked by rate and mice. 
(c) If a failure of insulation takes place, а wire cannot 


(d) Lead expands with increase of temperature, and may 
not go back to its original length when cold, and hence it 
may come in contact with other metals, or may even get 
cracked and broken. | 

(e) The electrical resistance of lead being high, contact 
with other metals may form a better “earth” than the 
proper earth connection. 

(f) When an “earth” comes on, the lead may fuse at 


the point of contact as quickly as the fuse wire does. 


(д) Pure water in the presence of air, and water containing 
salts in solution, such as animonia, have a solvent action on 
lead. | 

(h) Decaying animal or vegetable matter under floors, 
&c., produce acetic acid, which, acting on the lead sheathing, 
has also a deleterious effect by forming ** white lead.” 

(i) The presence of other metals, such as brass saddles in 
damp situations, causes electrolytic action. 

(7) Where the lead sheathing is bared back to allow the 
wire to enter a switch or other fixture, there is a tendency 
for the current to creep on to the lead and escape at sorhe 
other point, causing electrolytic corrosion. 

The above list of defects, disadvantages, and possible 
risks of injury follows, with some variations, a very full 
arraignment of lead-covered wires, which appeared in these 
columns about a year ago under the name of Donald 


` Smeaton Munro, and І take it to represent all, or nearly all, 


that can be said against the system. 

The next point which arises is the question—“ Is it 
possible to overcome or minimise the risks? | 

Taking (a), viz., the careless wireman, it is quite 
possible to get careful workmen who will do none of 
these things ; and, in any case, will a careless workman. not 
cut into the insulation when removing the braiding from 
ordinary wire—will he not twist and kmk the wire when 
drawing it into conduit, will he not leave ragged edges on 
his conduit so as to tear the insulation, will he not attempt 
to draw too many wires into a conduit, so straining the 
insulation and breaking the strands of wires ; in short, what 
will the careless wireman not do? Ergo, get rid of him 
as quickly as you can. 
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(ò) The risk of injury from other tradesmen is always 
present, and where lead-covered wiring has to be carried out 
while a building js in course of erection, special precautions 
must be taken to avoid injury—ey., laying temporary 
boarding over the runs of wire on the floors, lapping up with 
tape where coming out through plaster work, &c. 

The faults after erection make the most formidable list, 
but it is quite possible to minimise these considerably. 

(а) This point is made a good deal of by the opponents of 
lead-covered wiring, but seems to me to be grossly 
exaggerated. During the last seven years I have only had 
three instances in which lead wiring was damaged through 
nails or similar articles having been driven through the 
plaster work. 

(0) This.again із much exaggerated. Rats and mice have 
teeth which can easily work havoc on lead wire, but they 
seldom do so, and my own personal experience supplies no 
instance. These rodents will only attack lead wiring or lead 
water-pipes when in the direst straits for food or drink. 

(c) This is the only point where conduit systems can 
show any real superiority over the lead-covered. The usual 


method of lead-covered wiring is to plaster it right in, and’ 


consequently it is impossible to withdraw it without damage 
to the plaster work. Several years ago the writer adopted 
the system of putting thin close-joint tubing in such walls 
as would be plastered up solid, dropping the lead-covered 
wires down this tube and drawing them taut, then placing 
an insulating bush top and bottom of tube, thus giving the 
advantage of a conduit system and also some more protection 
against an exploring nail. | 


(4) Here we have a fault not so much due to the lead- 


covered wire itself as to ite indiscriminate use. Where wiring is 
to be subjected to very great variations іп temperature, lead 
should not be used, but the writer has never found the 
ordinary temperature changes in house or shop to have any 
appreciable effect on the lead sheathing. 

(e) In order to overcome this, all that is necessary is to 
bond all the lead wires together at frequent intervals, and so 


get the advantage of all the sheathing. For this purpose the . 
writer uses a solder containing a large proportion of lead, 


and has found no trace of electrolytic action even in damp 

situations after years of use. 

(Y The foregoing method of bonding the wires together 

reg to prevent the lead sheathing melting before the fuse 
оев. 

(g and Л) The solvent effects of water with either air ог 
salts in solution are certainly a possible disadvantage, but no 
more so than with thin enamelled conduits, which rust 
through in avery short time. Except under very exceptional 
circumstances, the amount of acetic acid which can be 


sheathing may quite easily be overcome by the use of lead 
saddles, which are quite as efficient. | 

(у) The current creeping along the insulation and on to 
the sheathing and causing electrolytic corrosion, is also 


- easily overcome by dipping the ends of the wires up to the 


sheathing in melted joint-box compound. This also helps 
to increase the insulation resistance of the whole job. 

The faults which so often occur on lead-covered wiring are 
all due to carelessness in the workmen, or because the con- 
ditions under which the wire is to work have not been pro- 
perly appreciated. And the advantages to be obtained by 
the use of lead-covered wire make it easily worth the time 
spent in considering all the necessary circumstances. An 
example of what по! to do was given a good many months 
ago in a letter published in these columns, where lead-covered 
wires had been drawn into iron gas pipes laid in the ground, 
with the inevitable result, viz., breakdown. 

Here the lead covering was no doubt scratched, and per- 
haps cut while being drawn in, by the roughnesses inside the 
tube, and then it lay touching the iron and perhaps sur- 
rounded by moisture, either leaking in through pipe joints 
or due to condensation inside the tube, thus giving the very 
best chance for electrolytic action. | i 
~ No one knowing the limitations of lead-covered wire would 
suggest or carry out such an arrangement, instead of which 
the wire ought to have been laid either in wood troughing 
and pitched in solid, or drawn into smooth earthenware or 
concrete conduits. It is the adoption of such obviously 
foolish arrangements as indicated which has given lead- 
covered wiring a name for want of reliability, and I trust the 
foregoing remarks may indicate, in some small measure, how 
to overcome some of the difficulties. 


COLLIERY AND MINING SWITCHGEAR FOR 
HIGH AND LOW TENSION ALTERNATING- 
CURRENT SERVICE. 


By A. M. RANDOLPH. 


(Continued from page 726.) 


Distribution Boards. — Underground (panel type).—Figs. 10 and 
11 show respectively a front view and details of wiring in one of 
the compartments of a typical 3,000-volt three-phase sub-station 
distribution switchboard for underground service. In point of 


-general design and in the details of construction this board is 


Fro. 10.—THRER-PHASE 3,000-Уогт UNDERGROUND DISTRIBUTION BOARD; 
FRONT VIEW. 


formed by decaying matter will not seriously harm the 
average lead- covered wire. 
(+) Electrolytic action between brass saddles and the lead 


Fic. 11.—Back VIEw. 
(One compartment opened to show details of wiring.) 


similar to the main generating station board already described and 
illustrated in figs. 1 to 4. 

The particular point to be noted in connection with this type of 
board is the means that are provided for rendering it dustproof. 
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With this end in view, the design of the isolating switches is changed 
from an open knife-blade type to an enclosed oil-immersed 
type. The operating handles of these switches are shown 
projecting through the top slabs of the panels. Further, the com- 
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Fic. 12.—THRRE-PHASH PILLAR-TYPE DISTRIBUTION BOARD 
FOR 3, 000-voLT SERVICE. (Front and Sectional Eleva- 
tions.) | 


partment doors at the rear of the panels are made of solid sheet 
metal, the same being interlocked, as in the case of the main board, 
with the isolating switches. Fig. 11 gives a fair idea of the 
arrangement of the |panel connections, mounting of current trans- 
formers, &c. | | | 

Distribution Boards.—Underground (pillar type).—This type 
of switchboard has been developed to withstand rough usage 
and for installing in situations where the construction of specially 
protected switch rooms is not feasible. In these designs radical 
departures from standard types have been found advisable, and oil- 
break circuit-breakers have been adopted for opening all circuits, of 
whatever voltage, where the power to be dealt with exceeds 
certain limits. | | 

In the case of circuits of small power, air-break switches and 
fuses are used. They are contained in gas-tight cases, and the fuses 
are of an enclosed type, such that on the blowing of the fuse the 
molten fuse metal is not in immediate contact with the air, and 
therefore cannot canse a sudden expansion of gas or give rise to 
danger inside the fuse chamber. | 

All underground boards are totally enclosed and of  iron- 
clad construction, the ‘apparatus, switchgear, multi-way junction 


Fic. 13.—TRREE- PHASE PILLAR-TYPE DISTRIBUTION BOARD 
FOR 600-voLT Circuits. (Front and Sectional Eleva- 
tions. ) 


boxes, &c., being enclosed in compact, self-contained, dust-proof, 
cast-iron chambers, desigued so that an inspection of the interior 
may be readily made when desired. 

The bus-bars are contained in a separate chamber, carried on and 
supported by the switch chambers mentioned above. The con- 
struction followed is on a unit system such that extensions may 
readily be made to an existing board, or any unit of an existing 
board may be removed if necessary, without interfering with the 
operation of the remaining portion of the board. 

Interlocks may be conveniently fitted so that the doors of the 
chambers cannot be opened unless the main switch is in the “ off” 
position ; then, on the removal of plugs from the bus-bar chambers, 
all apparatus contained in any one unit is rendered “ dead." 

The space occupied by these boards is extremely small, this being 


advantageous to their adoption for underground work, large cuttings 
in the mine for the installation of bulky apparatus being avoided. 
The general construction of this system meets in а very satisfactory 
degree mining conditions as to portability, atmospheric and fire- 
damp risks, durability, convenience of operation and minimum risk 
of failure. Fig. 12 shows the front and sectional elevations of a 
typical pillar type switchboard for 3,000 volts. The sectional view, 
it will be noted, indicates the arrangement of the bus-bar chambers, 
and the positions of the main oil circuit-breaker and dividing 
box. In an alternative scheme of bus-bar chambers isolating plugs 
are employed. 
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Fic. 14.—THREE-PHASE ABOVE-GROUND COLLIERY Moror- 
CONTROL PANEL FOR 3,000 Vorrs. (Front View.) 


Fig. 13 illustrates a similar board arranged for circuits of small 
power 600-volt service, in which quick-break knife switches and 
enclosed fuses or automatic oil-break switches are employed. 


Кто. 15.—THREE-PHASE MOTOR-CONTROL PANEL. 
(Back View.) 


Motor-control Geur.—Above-ground (panel type).—A_ typical 
motor-control panel for 3,000-volt three-phase work installed 
above ground is shown in figs. 14 and 15. It will be noted tbat 
the same general scheme of protection is adopted here as in 
tte case of the main board shown in fig. 10. The enclosing box 
forming the compartment at the rear of the panel is made of 
sheet iron. 

А panel type of motor-control board for low and medium voltages 
is also constructed. This panel is provided with an ammeter, quick- 
break switch of a pattern in which all “ live“ metal is at the rear 
of the panel, and the necessary enclosed-type fuses. The rear of 
the panel is entirely closed in by a metal screen, provided with a 
suitable door so that all apparatus is readily accessible. This panel 
is carried on a suitable supporting frame, and is provided with means 
for bracing from а wall. 

Underground (panel type, 3,000 volts).—The motor-control panel 
for this service is similar to the panel described for service above 
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ground, except that the rear door is of solid sheet metal, and the 
handles of the main switches are provided with suitable covers to 
prevent dust from entering the compartment through the slots in 
the panels through which the switch handles project. These 
covers are hinged to the board, and are opened when it is desired 
to get at the switch handle. 

( To be concluded.) 


THE OLYMPIA ELECTRICAL EXHIBITION. 


(Continued from page 711.) 


Veritys, Ltd. 


It is somewhat difficult to deal with the exhibit of Messrs. 
VERrrrs, Lro., comprising as it did a range from an electric 
kettle to a 30-н.р. motor. Beginning with the fittings, various 
styles were shown, including, special “Waldorf” and “Comedy” 
patterns, Adam and Nouveau Art," Chippendale and Versailles 
lanterns acourately copied from the originals, and very costly, and 
the “ Edwardian series of fittings, in which the same pattern is 


Fic. 139.—KrETTLE-DRUM RADIATOR. 


repeated in brackets, electroliers, &c. We illustrate herewith the 
Chippendale lantern and an Edwardian pendant. A variety of 
radiators was shown, including one which was claimed to be the 
largest stocked, containing six lamps, divided between two circuits, 
and taking 1j Kw. This would warm a room 30 ft. square. 
Another radiator was of aluminium, a new line which Messrs. 
Veritys have introduced, and one, which we illustrate, was round, 
with a table top, to keep a teapot warm, for example. Some very 
cheap radiators were included, and one which, paradoxically, could 
be used asa radiator in winter, a fire-screen in summer. Hammered 


FIG. 140.—EpwaBDIAN PENDANT FITTING. 


iron lanterns and oriental fittings, a glass ceiling fitting, а con- 
vertible bracket or table lamp with a switch in the base, and a 
fitting provided with Britelite lamps and silvered reflectors 
throwing the light on the ceiling, can only be mentioned. 

An electrically-heated tray and hot-air spray for drying ladies’ hair 
formed an interesting exhibit; two patterns were shown. In the 
cooking demonstrations, we were informed, the whole of the utensils 


` were of Veritys’ Aston “ Electra” pattern, and a large variety was 


displayed on the stand. An electric geyser, which, taking 600 
watts, heats enough water for a bath in 15 minutes, showed that 
there is practically nothing left in which gas cannot be replaced by 
electricity. On another part of the stand were 12-in. spark coils 
for wireless telegraphy and X-rays, q neat electric indicator for 
motor-cars, to convey orders to the chauffeur, the Knoxem factory 
bell, and standard telephones in great diversity. | 

The remainder of the exhibit was devoted to heavier work. A 
series of ning machines of the new “ Aston” type, consisting of a 
motor driving a dynamo, which in turn drove a motor, and so on 
all round the stand, ranged from 30 н.р. to 4 н.р. The Aston” arc 
lamps round the stand were fed from the first dynamo. An 8-Kw. 
dynamo, fitted with a long commutator for the Indian climate, and 
running at 500 r. p. m., was shown coupled to a Reavell engine. Other 
items were a Haigh refrigerator, driven by a 2-н.р. “ Aston" motor; 
a portable motor-driven air-compressor ; the new “ Excelsior" high 
speed pump, and a variety of starting switches and controllers of all 
sizes. We have already mentioned that 180 of Mesars. Veritys' arc 
lamps have been permanently installed to light Olympia; others 
were shown on the stand, and their new arc lamp suspension gear, 
which we have already described. We illustrate a new reversing 
crane controller and a single-enclosed arc lamp. 
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Fic. 142.—CRANE CONTROLLER. 


Pope's Electric Lamp Co. 


Messrs. PoPE's exhibit dealt exclusively with their various lamp 
specialities; samples of the lamp in its various constructional 
stages were on view, and the firm's new patent candle was 
specially prominent. In this device, the opal tube is separate from 
the candle lamp, and can be removed from the latter by unscrewing 
a washer on the lamp cap. 

An excellent imitation of a transparent wax candle is obtained, 
and the burnt-out lamps are allowed for if returned to the. makers. 
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John Barker & Co. 


Messrs. Јонк BARRER, who are London agents for the Kennedy 
Patent Bending Machine, were showing several sizes of the latter at 
their stand in the gallery. І 

The machine is specially adapted for bending cold, gas, steam and 
hydraulic pipes, flat iron and steel on edge, angles, tees, &c. ; its 


Simple construction is evident from our illustration, fig. 143, of n 
double lever (No. 2) machine, which will deal with 1 in. copper, 
brass or iron tubing. 

The loose rings shown are dies of varying radius for effecting the 
several sized bends; the three sizes of machine will deal with 
tubing of from 3 in. to 2 in. diameter. 


Selig. Sonnenthal & Co. 


An imposing array of machine tools was displayed by this well- 
known firm, many of the machines being in operation, driven 
through belts and countershafting by'an electric motor. Passing 
over the staudard tools, with which most engineers are familiar, 


Fic. 144.— WinELEss MAGNETIC WORK-HOLDER. 


we shall draw attention to two novel devices, which we illustrate 
herewith. 
The first is an ingenious wireless magnetic work-holder for iron 
and steel articles /Dudgeon's patent), made of aluminium for the 
* 
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Fic. 145.—Turret Сорү-вснЕ CHANGING DEVICE. 


sake of lightness, and provided with four steel permanent magnets, 
whose faces are flush. with that of the holder. By means ot this 
device, besides thick articles, pieces of thé thinnest material, which 
it has hitherto been impossible to handle, can be accurately ground 
on а disk grinding machine with ease. The holder is adjustable to 
any angle, and is moved towards the disk by hand, an adjustable 


Fic. 143.--KENNEDY ToBEÉ-BENDING MACHINE. 


stop screw being provided to ensure uniformity in the thickness of 
the work. The figure shows the holder arranged for very thin 
articles ; when dealing with thicker ones, the high stops (to prevent 
lateral motion) seen at the side are substituted for the thin ones, 
and the bottom slide is moved forward. ‚ 

The second illustration, fig. 145, shows anexcellenttime-saving de- 
vice, iuthe shape ofa pair of turrets fixed on the endofthe headstock 
of а lathe, and carrying four copy screws 
aud followers of different pitches. Any 
one of these screws can instantly be 
brought into gear with the correspond- 
ing follower, and only the one in use 
is kept in motion. The screws and fol- 
lowers may have any desired pitch, 
being easily changed, and both right 
and left-hand screws can be cut with 
the same copy screws, by means of an 
arrangement provided for this purpose. 
The chasing slide is similarly fitted 
with a turret to carry four chasing tools, 
which are instantly changed. The 
device was shown fitted to the firm's 
patent Universal Monitor brass-finisher's 
lathe. Е 

Another item was a double radial 
sensitive drill, each drill-head being 
independent of the other; and on a 
separate stand were braiding machines 
for. covering electrical wires, &c., and a variety of tools and acces- 
sories. 


The Imperishable*" System of Underground Mains. 


In an earlier issue we referred to the stand of the STEEL Сове 
Conpuir Co., LTD., who also had on view examples of the 
‘““Imperishable " system of underground mains, for which their con- 
duit is specially adapted. Needless to add that the system seeks 


. to avoid the very high capital expenditure which distribution 


networks have entailed in the past. 
The conductor, a bare one, is threaded through suitable ring insu- 


lating supports, held in position by special clips, and placed at close 


Fic. 146.—“ IMPERISHABLE MAINS. 


intervals in the bottom of the trough. The insulators are threaded 
on to the conductor as it leaves the drum. A separate duct is used 
for each conductor in order to obtain certain insulation, and is 
filled with insulating compound in the usual way. | 

The arrangement is calculated to prevent decentralisation of the 
conductor within the bitumen, and its simplicity and cheapness are 
much in its favour. 


The Efandem Co. 


This company was showing a variety of clectrical novelties, 
prominent among them being “ wireless” signs, voltage regulators, 
electric door openers, patent terminals, ignition dynamos, &c. 

In the case of a wireless sign consisting of letters, each of the 
latter consists of a front and rear plate of polished nickelled brass, 
these being attached to carrying bars; the two systems of plates 
and bars are insulated from each other, and the former act as 
terminals for the small illuminating lamps used for delineating the 
letters on the sign. The lamps are provided with both a screwed 
cap and a plug, for connecting to the front and rear letter plates 
respectively. 

A pressure of 10 volts only is required for the sign, which, for 
this reason, can be safely used and handled; and as the letters are 
held in position by spring clips only, the wording can be readily 
changed. | 


Haines & Co. 


Fire protective devices for power stations, which included | 
portable chemical extinguishers, hand-pumps, the “ Handy " bucket 
tank, the Cliff "safety patent automatic fire hose reel, &c., were 
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shown on this firm’s stand. The Cliff hose reel can be recommended 
to those in search of up-to-date fire equipment. It consists of a 
flat reel of canvas fire hose, one end of which is connected to an 
ordinary screw coupling in the centre of the reel; the other end to 
the nozzle. : 

In case of fire the nozzle is drawn towards the flames, unwinding 
the reel, which, as it revolves, automatically opens a valve, allowing 
water to discharge through the hose when it is nearly unwound. 
For a 50-ft. hose &ome 8 seconds, and with a 100-ft. hose some 
13 seconds only, are required to put the hose in operation. 

This firm were also showing deir “'Torridite " specialities, com- 
prising sectional moulded steam-pipe covering and high-pressure 
jointing material. | 


J. Defries & Sons, Ltd. 


Messrs. DEFRIES's exhibit included a comprehensive display of 
Stewart arc lamps, of which numerous patterns were on view. The 
firm are makers of the Wirt field rheostats, Wirt theatre dimmers, 
and the well-known Wirt brushes for dynamos and motors, and 
these were also shown on the stand. 

(To be concluded.) 


GERARD & FIEDLER STORAGE CELL. 


WE recently paid a visit to the workshop of Mesers. Gerard 
and Fiedler, at 225, Cazenove Road, Stoke Newington, to 
see a new accumulator which they are making and for which 
high qualities are claimed. The plates of this cell are in 
several respects widely different from any that we have 
previously :&een. They have been devised for traction 
purposes, with a special view to securing а large output per 


unit of weight, large capacity and rapidity of charge and dis- 


charge, and we understand that these results have been obtained 
to a remarkable degree: we are informed that a H.P.-hour can 
be obtained from а cell weighing only 16 kg., an output 
equivalent to more than 21 watt-hours per lb.—a figure 
hitherto, we believe, unapproached. 

The capacity of a cell weighing 16 kg., discharging at the 
rate of 36 amperes, is 860 ampere-hours, and this, it is 
claimed, would enable an electric motor-car equipped with a 
battery of such cells to travel no less a distance than 180 
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miles on one charge. Such a revolutionary proposition, of 
course, must be put to the test on the road, but even the 
claim is extraordinary. Further, the makers are prepared 
to charge the battery in a period not exceeding two hours, 
without any ill effects. It is not proposed to limit the 
application of the battery to motor-cars, though this is the 
primary object of its existence; it will, of course, be equally 
applicable to heavy traction, stationary lighting and other 
work. Freedom from sulphating and buckling of the 
plates are amongst other advantages claimed. 

We give herewith a diagram supplied by the makers, 
showing the capacity of a 19-plate cell (plates 215 x 125 
mm.) at various rates of discharge. The weight of the elec- 
trodes was 13:3 kg. It will be seen that even when dis- 
charged in one hour, the capacity is not less than half the 
full 10-hour capacity. This is the ** standard traction cell," 
with plates made by machine. 

Another noteworthy point is that the ampere-hour 
efficiency remains practically constant, no matter what rate 
of charge and discharge is adopted. We have seen a report 
issued by the National Physical Laboratory giving the 
results of tests made on a small Gerard & Fiedler cell, in 
this instance with hand-made plates. The tests were per- 
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formed with a view to ascertaining the ampere-hour efficiency 
at (1) the normal rate, 5 amperes charge and 10 amperes 
discharge, and (2) the abnormal rate of 40 amperes charge and 
discharge. In each case the cell was first charged and dis- 
charged 16 times, between the limits of 2:40 volts k. M. F. at 
end of charge and 1:80 volts k. M. F. at end of discharge. 

The corresponding charging pressures were 2:65 volts at 
5 amperes, and 2°90 volts at 40 amperes. The cell weighed 
17:8 lb., and had five plates, 215 x 125 x 4 mm. The 
results were as follows :— | 


à Normal rate. I- hour rate. 
Rate of charge... . 5 amps. 40 amps. 
Rate of discharge. 10 amps. 40 amps. 
Average input... 68 amp.-hrs. 42:25 amp.-hrs. 
Average output .. 646 amp.-hrs. 40 amp.-hrs. 
Efficiency (amp.-hr.) ... 95 per cent. 95 per cent. 
Total watt-hours s 126 704 
Watt-hours per lb. 9 85 5'5 


Estimating the net weight of the electrodes at 7:7 lb., the 
energy output per lb. of electrodes was 16:1 watt-hours, and 
9:2, in the two cases. The tests, however, were made on a 
small hand-made cell, and consequently are not comparable 
with tests made on the standard size machine-made cell 
referred to above, in which the plates are much improved, 
and constitute 83 per cent. of the total weight, as compared 
with 60 per cent. in the small cell. 

A still higher ampere-hour efficiency is also claimed for 
the standard cell. 

The plates are of the. pasted type, and though we may 
not speak of the composition of the paste, we may say that 
each plate consists of a stout leaden grid containing 15 
square apertures. The paste is compressed into these spaces 
by means of a machine, which at the same time leaves a 
large number of small holes through the blocks of paste, and 
one larger hole in the centre of each block, thus providing 
for free circulation of the electrolyte. Celluloid separators 
of special design are inserted between the plates to prevent 
short-circuits. ^ Positives which had withstood a year's 
hard work were shown to us, and appeared to be in excel- 
lent condition. Indeed, long durability is a special feature 
claimed for both positives and negatives. | 

An opinion not; based upon long personal experience of the 


behaviour of a storage cell is worthless, and therefore we can- 


not venture to comment upon the merits of the cell. We 
hope, however, that it will shortly be submitted to thorough 
trial on the road, and, in the interests of the electrical in- 
dustry, that the remarkable claims put forward may be 


fully substantiated. 


P 


CORRESPONDENCE. : 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer’s name and address in our possession. 


l Hygienic Telephones. 

Without wishing in any way to enter into useless con- 
troversy on the above matter, I feel unable to allow Mr. 
Newell’s letter of criticism to pass, without some comment 
on the subject. | 

To begin with, I think it is pretty well understood that 
the object of the special mouthpiece is to prevent the 
accumulation of moisture, dirt and disease germs (consumption, 
for instance), and many points in support of this claim, 
appear to have been entirely disregarded by Mr. Newell, in 
spite of the fact of his claiming to be “ а purely disinterested 
writer and a telephone expert. 

Considering the question of moisture, in using the 
* hygienic ” combination, the mouthpiece of the microphone 
is absolutely away from the mouth and nostrils of the user, 
and as the breath comes from these latter in an outward 
direction, it is obvious that little, if any, finds its way 
(round the corner as it were) into the aforenamed mouth- 

іесе. 

" Let anyone try ће simple experiment of placing his hand 
a little distance from the front of his mouth while speaking, 
and again at the side of his cheek under similar conditions, 
and the difference will not take much finding out. 
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Respecting the accumulation of dirt, the mouthpiece 
. having a smaller opening than the ordinary pattern, there 
is comparatively less likelihood of dirt getting in, in the 
first instance. Further, every time the combination is hung 
on the hook the dirt has a tendency to shake out by virtue 
of the smooth interior affording no hold, and also by the 
fact of its being hung pointing continually downwards. 

* Pathogenic germs" have to be dealt with, and here 
again the instrument moet assuredly scores. I should very 
much like to вее the proper condition“ for a cold, smooth, 
metal tube or mouthpiece to become “ а species of culture 
tube for the germs to disport themselves in and to multiply," 
as Mr. Newell puts it. Could а more suitable (being prac- 
tical) material be chosen? Not that metal mouthpieces 
are a new idea by any means, but whilst the advantages of 
metal are retained, the disadvantage in the shape of 
“ twangy” conversation has been overcome by jacketing the 
metal with a substance, which not only improves the acoustic 
properties, but also greatly enhances the appearance of the 
instrument. 

Speaking of customers’ choice, I fail to see that a mouth- 
piece of © fairly accessible nature would appeal to the 
sympathies of a business man, insomuch that in many cases 
the fracture of a poorly-protected microphone disk by little 
fairies, to wit, office boys, has been the cause of much 
unhealthy language. 

“ A long, deep and narrow mouthpiece,” apart from its 
* fool-proof characteristics, is infinitely preferable, as (if 
desired) it may be cleaned without much fear of damage to 
the microphone, by any person afflicted with “ anti-germ 
mania "—but I don’t think there are many about. 

Respecting the cases of priority of patent, Mr. Newell 
omits to mention whether the persons referred to brought 
the idea out with a claim of having hygienic properties. 

If not, it has only been merely a patented design, and not 
a patented improvement on the lines suggested. 

"Tis said, There is nothing new under the sun," and, 
after all, it is in the fitting or suitabilily of application of an 
instrument to its designated purpose wherein lies the merit 
and value of an invention. 

The action of the G.E.C. is sufficiently suggestive. 
Imitation is the sincerest form of flattery.” 

I do not pose as an “ expert," but only as an ** observer," 
and in the majority of cases that have come under my 
notice (including a trial even in collieries) the general im- 
pression has been that this is a “sterling” instrument in 
more senses than опе. | 
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In conclusion, J might add that I am “а purely dis- 


interested writer" to the extent of having no connection 
with any firm manufacturing telephones. Can Mr. Newell 
truthfully say the same ? 
Expressing my indebtedness to the Editors for allowing 
another “ side to appear. 
J. R. Parkington. 


Swansea, November 6th, 1905. 


It appears to us that the sole object of your disinterested 
correspondent, Mr. A. G. Newell’s letter on the 31st ult., is 
to cast doubt upon the novelty of the patent under which our 
hygienic telephones are made. We would point out to him 
that from first to last we have not claimed to be the first 
inventors of a telephone with a hollow handle which also 
serves as a sound director. In our opinion Mr. Newell's 
anxiety to bring the subject forward is out of place, and 
has nothing whatever to do with the points at issue. We 
may, however, inform him that we are well acquainted with 
the patents mentioned by him, and others, which he appears 
to have overlooked. 

pp. Fhe Sterling керо and Electric Co. 


BIRN BAUM, Manager. 


London, November Tth, 1905. 


Regenerative Control. 


In reference to the letter of “R. Н. C. B.“ in your last 
issue, may I ask why he does not advance something more 
definite against separately-excited or shunt-field control of 
motors than the statement that they take exceedingly heavy 
currents for starting and accelerating. Surely this could 


be remedied by the insertion of a suitable resistance in the 
armature circuit, cutting this out as the car gains speed. 

The range could be gained with just as little complication 
as he uses. An ordinary shunt system of control, such as is 
used for the control of printing presses, lathes, planing 
machines, &c., should be quite as successful in controlling 
cars. 

I think, if I remember rightly, that at the recent Olympia 
Exhibition I saw a planing machine operating on a load 
varying from 7 to 55 tons, without. sparking or straining in 
any way, and reversing four times a minute. This cycle of 
operation can be kept up for many hours without deteriorating 
the motor in any way. 

Taking this into consideration, I really cannot see why a 
properly designed system-of control should not be .more 
successful than series motors of any form whatever for 
carriages, tramcars or railway coaches. 

In conclusion, I may say that I think series motors should 
have been obsolete a decade ago. — 


Ав no one has so far made uncomplimentary remarks 
regarding your article on the above subject on October 27th, 
may I be allowed to repair the omission ? 

When you see а well-known embrocation advertised to 
cure all the ills to which flesh is heir, you begin to doubt if 
itis any use for sprains—and when one reads the above- 


mentioned article one begins to doubt the “ facts so freely 


referred to. 

I only wish designers could find such convenient facte. 

Only to-day, for instance, I found a shunt which evidently 
had not heard of the new order of things, and which per- 
sisted in occupying 30 per cent. more space than the corre- 
sponding series winding. 

Your contributor seems to have overlooked something in 
the last paragraph, where he says that at the same speed a 
shunt motor is better, if anything, than a series motor, the 
armature being the same. Perhaps the load makes a 
difference ? 

A series motor will run at a high speed only on light load, 
and because of the light load, but what guarantee have we 
that the operator will not make his motor attempt maximum 
torque on top speed ? 

Perhaps this accounts for the“ fact that а series motor 
will do without injury for short periods three times the 
work that a shunt motor can manage. 

When attendants are superhuman, perhaps shunt motors 
with variable speed may be worked satisfactorily for traction 
and haulage. 

Crane. 


[We welcome our correspondent’s letter, as we | should 
welcome any other criticism equally fair. As he says, a 
system with which ло fault could be found, would be a little 
too good for this world. The only way in which a heavy 
torque can be applied at top speed, appears to be by charging 
a very steep gradient. This is successfully accomplished by 
the shunt motor. А car equipped with two 40-H.P. regene- 
rative motors ran up the well-known ‘ Shoulder of Mutton” 
Hill, taking 120 н.р. (measured), without injurious effects. 
What more is necessary ? Referring to our correspondent’s 
nom de plume, we wonder if he is aware that regenerative 
shunt motors have been used for heavy crane work for some 
years, with complete success ?—ЕЁрѕ. E. R.] 


Lead-Covered Wiring. 


] am pleased to see that lead-covered wiring is occupying 
the attention of many engineers at present, which, I con- 
sider, is a step in the right direction, after my 12 years’ 
experience in all systems of wiring, especially twin lead- 
covered and concentric lead-covered. What is really wanted 
is a systematically systematised system, with standard 
fittings and threads which can be erected inside a finished 
building, without damaging or defacing the walls or ceilings, 
and remain damp-proof after erection. 

This system is only to be found in twin lead-covered, and 
I have no hesitation in supporting your other contributors 


— 
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in favour of this system. Usually City engineers аге so con- 
servative in their own ideas, that it is almost impossible 
for a contractor to improve his methods; if they try to do 
so their efforts are met with discouragement, and it means 
time and money to assemble anything like a perfect system, 
which the profits from wiring can hardly afford. 

I have read with much interest Messrs. H. Bailey & Co.’s 


system of erecting lead-covered wiring, but I can’t say that 


I ever found any difficulty in the bonding and earthing of the 
lead sheathing, and it is a mistake on their part to think 
that single lead-covered wire can be erected more econom- 
ically in houses than twin; regarding the running of 2 tubes 
down walls, I think it is hardly necessary, as I have run 
miles of wire cleated to the wall, which was coated over 
with plaster afterwards, and is standing to-day without having 
cost a penny for repairs, except in two instances where nails 
had been driven. But I wish to point out that the chances 
of nails being driven in are very small, owing to the position 
of switches. : i 

Vulcanised india-rubber insulation is preferable to paper 
insulation ; not only is this latter insulation hygroscopic, 
but it is very liable to be damaged in the jointing, and it is 
absolutely essential that the lead-covering be of a certain 
thickness, otherwise it is liable to be cracked in the erection. 

Referring to Mr. Stevenson’s letter of the 30th ult., it 
is very useful to know the exceptional cases in which leud- 
covered wiring failed, although in all my experience I never 


found foundry gases to destroy lead covering. Ав far as 


calico works are concerned, I think a more ideal system 
could not be erected, as there is so much water and steam 
about them. The only place in a calico works where the lead 
is likely to be attacked is confined to the mixing room, where 
the colour is mixed, and this only applies to a certain 
colouring matter, which no class of wiring will stand except 
bare copper stretched on insulators. Mr. Stevenson would 
further point out that lead-covered wiring will not stand 
outdoor work; in this I also disagree, although Mr. 
Stevenson has had much reason to complain, but probably 
the fault was due to the method on which it was erected... 


System. 


I am much obliged to your correspondents for their inte- 
resting letters respecting the above subject, but regret 1 
cannot altogether agree with the views expressed by Messrs. 
Tyler & Freeman and Н. Bailey & Co., as I have found 
several cuses of breakdown with both paper-insulated and 
V.1.R.-covered wires, and in almost every instance it has 
occurred at ordinary easy bends; from the granular 
appearance of the lead sheathing, it gave one the impression 
that some electrolytic action had taken place, possibly due to 
the lead sheathing being porous, one case being in the wiring 
of an ordinary printing works, another in a cold storage 
warehouse. 

I understand from Mr. Stevenson’s letter that he considers 
twin paper-insulated wire advantageous “ for house wiring 
and dry and unexposed situations generally.” If I under- 
stand him aright, will he be good enongh to explain in what 
way he considers the system more satisfactory than a properly 
carried out steel conduit system ? This, I judge, is the crux 
of the whole matter. 

I hoped in raising this subject to hear the views of some 
of the leading steel conduit enthusiasts ; and, providing the 
discussion is not trespassing on your space too much, I still 
hope to hear that they are not content to take the matter 
“lying down.” 

Cecil В. Whipple. 
WHIPPLE: & Co. 
Liverpool, November Tth, 1905. 


Your last correspondent has interpreted our letter just a 
little too literally. 

At the time of writing we had in view the wiring of 
houses, shops, warehouses, &c. Of course we quite recognise 
that there are some cases where this system would be entirely 
unsuitable, and in these cases we should not be so foolish 
as blindly to recommend lead-covered wire, simply because 
we happen to specialise in it. 

We were perhaps a little too indefinite in our assertion, but 


what we endeavoured to show was that there was undoubtedly 
а field, and a large one too, where lead and paper wires could 
with advantage replace vulcanised rubber. | 


H. Bailey & Co. 
Accrington, November 7th, 1905. 


Colliery Switchgear. 


A very interesting article appears in your present issue 
regarding switchgear for mining plants, but after reading 
the same, one wonders in what respects (or even respect) the 
switchgear and switchboards manufactured by the company 
whose name is given, differ from other manufacturers' 
standards. 

Had the article described in a general way only what 
switchgear is made by the various manufacturers for mining 
purposes and to comply with the Home Office rules, your 
readers would have perused the description to discover points 
worth knowing ; found there were no such points, and turned 
their attention to other of your columns from which genuine 
information could be obtained, but one is led to believe that 
the switchboards described receive more attention regarding 
design from one particular firm than from the sum of the 
remaining switchboard makers. 

I venture to say that it is impossible to walk into the shops 
of any eminent firm who undertakes this class of work 
without seeing switchboards which agree in almost every 
minute detail with those illustrated and described in your: 
present issue. There is absolutely nothing in the text or 
illustrations that we have not seen embodied in н.т. and 
E.H.T. switchboards for a number of years past, although 
perhaps the application of such boards to mining work may 
be somewhat new. ў 

It is interesting to notice that the marble panels have 
“neat bevelled edges,” but it is doubtful as to whether this 
would prove the apparatus to be more efficient under 
abnormal, or even normal, conditions. Also the current 
transformers are “ highly insulated,” and the porcelain insu- 
lators supporting the bus-bars are high grade.” Surely 
these conditions are fulfilled, no matter by whom the switch- 
board is constructed. 

In short, the article describes switchgear which is stand- 
ardised by almost every switchboard maker in this country, 
also by some Continental manufacturers, and one can almost 
imagine when reading Mr. Randolph's remarks that it is a 
consulting engineer's specification—the remarks being во 
general. 

Switchboard engineers are probably awaiting with breath- 
less interest the further disclosures which, presumably, will 
be made in the continuation, and may I suggest that the 
panel thicknesses may be stated or dimensions of the bevelled 
edges, and particulars of the holding-down bolts be given, so 


that other manufacturers may have an opportunity of bringing 


their standards into line with those described by you. 
D’Nar. 
[It is a pleasure to know that our correspondent is already 


. во well informed that he сай gather по new ideas from the 


very interesting article in question, describing the modifica- 
tions necessary to adapt existing types of H.T. switchgear to 
the special conditions obtaining in colliery work, an applica- 
tion which he considers © may be somewhat new." We gather, 
however, that he objects to the name of the firm that is 
mentioned, and he goes out of the way to draw the quite 
illogical inference that that firm pays more attention to 
collery switehgear. than all the remaining switchboard 
makers ! 

А man must write of that which he knows best, and at 
the same time he must give due credit to the makers of what 
he describes. Our correspondent is perfectly at liberty to 
criticise the article, but his criticism should be fair.— 
Eps. E. R.]. 


Mulholland v. Hammersmith Borough Council. 


Your report of the above case has just come into my 
hands, and though the facts are, unfortunately, too lengthy 
to trouble you with in detail, there are several pointe that I 
should be glad of an opportunity of making clear. The 
reductions * by mutual agreement" previous to action did 
not arise from a faulty meter at all, but from the fact that a 
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deliberate overcharge was made by the Corporation, till the 
"mistake" was discovered, after which an endeavour was 
made to still continue charging for alternating current 
supplied to, instead of, as agreed, continuous current supplied 
by, the motor-generator ; but ultimately an “ allowance " of 
£14 118. was made, then increased by a further sum of 
£13 28. 8d., and finally increased in Court by the Judge by 
a further sum of £16 3s. 8d., the amount that my client had 
throughout contended for, so that the overcharge in an 
account of between £80 апа £81 amounted to no less a sum 
than £43 168. 11d. The result was to leave a judgement 
against my client for £36 13s. 7d. and costs, which 
amount was admitted, subject to the counterclaim. 

As to this portion of the case, it will perhaps not surprise 
your readers to hear that, in addition to endeavouring to 
shelter themselves behind the Public Authorities’ Protection 
Act, the plaintiffs argued that though there was a contract 
by Mr. Mulholland to take the electric light from a certain 
date, yet they had never contracted to supply it. The con- 
clusion of this interesting case was that the plaintiffs with- 
drew their judgement, thus admitting in the result the 
Justice of the counterclaim, and as the costs of the claim 
would have had to be set against the costs of the counterclaim, 
each party paid their own costs. 


London, S.W., 
November Gth, 1905. 


J. Moverley Sharp. 


Municipal Wiring. 


] have read with interest your correspondent's letter in 
your issue of October 27th. І quite agree with his views 
that a local authority should not carry out municipal wiring 
by their own staff, but that this work should be left to 
wiring contractors in the district. 

At the same time it would considerably help municipal 
electric lighting stations if some system of wiring could be 
carried out in conjunction with contractors, and I should be 
very glad if your correspondent would send me particulars 
of the Huddersfield scheme as soon as it is formulated. 

I happen to be Chairman of the Electric Lighting Com- 
mittee of an Urban District Council, and am, therefore, very 
much interested in the matter, but as far as Urban District 
Councils are concerned, they have no power to enter into 
any arrangement of this kind, as any loss which might be 
incurred on such à scheme would be surcharged to any of 
the councillors who signed cheques in connection therewith. 

If you know of any саве in which an Urban District 
Council has made an arrangement on lines which would be 
fair to wiring contractors, I should be very much obliged if 
you would kindly give me particulars of such arrangement. 

Alfred Slatter. 

London, November 1st, 1905. 


BUSINESS NOTES. 


Fire Alarm.—Last week a fire occurred at the Royal 
Hotel, Avonmouth, Bristol. The whole of the occupants—25 in 
number — were saved by the prompt warning given by the Pearson 
clectric automatic fire alarm which had been installed in the 
building, and which aroused the manager. By the aid of the brigade 
the fire was confined to the bar. When the manager was wakened 
by the alarm the upper floors, which are approached by a single 
staircase, were filled with smoke. 


Bankruptcy Proceedings, — R. Pries. — At last 
Friday's sitting of the London Bankruptcy Court, Robert Pries, 
electrical sundriesman, lately trading at 75, City Road in the name 
of Dartnall & Pries, attended before Mr. Registrar Brougham in 
relation to bis publie examination. Mr. Walter Boyle, Assistant 
Receiver, reported that the debtor had been away in Germany, but 
had been examined by the department in the preliminary stage. 
The statement of affairs had not yet been lodved, but he understood 
that the debtor proposed to file it that day. Replying to his 
Honour, the debtor said his father died in July, and he had since 
managed the business in Germany for his mother. He had com- 
pleted the statement of his affairs, and would lodge it without 
delay. As һе had to return at once to Germany to conduct his 
mother’s business, he asked for the public examination to stand 
over until the next sitting. After some discussion, the learned 
Registrar ordered the hearing to be adjourned to January 26th next. 

H. J. C. SomMERVILLE.—The adjourned first meeting of creditors 
was held before Mr. E. S. Grey, Official Receiver, last week, under 
the failure of Heury J. C. Somerville, 109, Victoria Street, West- 
Minster, engineer and adviser on patents, who was interested 


in the promoting of the Otto Electrical Manufacturing Co., Ltd. 
The Chairman reported that a statement of, affairs had been filed 
showing liabilities £3,751 9s. 6d., against assets valued at £8,303, 
and including book debts £7,000. The debtor claimed £2,500 for 
unpaid commission from Messrs. Emerson Bainbridge & J. M. 
Catton, the promoters of the Nelson Share Syndicate. He (the 
Chairman) thought it was a surprising thing that a man, owing 
between £3,000 and £4,000 and possessing assets valued at between 
£8,000 and £9,000, should not be able to pay his debts. He could 
only come to the conclusion that the value of the assets was prob- 
lematical, and in due course he would apply to the Court for an 
order of adjudication under which to wind up the estate in bank- 
ruptcy. No resolutions being passed, the сазе remained in the 
hands of the Official Receiver. 

Tuomas HILL. Under the failure of Thomas Hill, electrical 
engineer, of 24, Vicarage Road, Wolverhampton, aud formerly of 
Stafford Street, Willenhall, the accounts showed gross liabilities 
amounting to £178, assets valued at £13 11s, and a deficiency of 
£165. The causes of failure given by the debtor are: “ Depression 
in trade, bad debts, and loss on contracts." He commenced busi- 
ness in 1900 at Willenhall, with a capital of £40. The Official 
Receiver remarks that the debtor holds no certificate as an engineer, 
but states that he has had practical experience in an ironfounder's 
fitting shop. 

ERNST Еми, Рохат (Donat & Co.), mechanical engineer and 
agent, Spring Gardens, Manchester and Withington. Order made 
October 31st at Manchester Court. 


Bissolutions and Liquidations.—BririsH ELECTRIC 
бтохв Co., Lrp.—Creditors are to send particulars of debts, &c., 
to the liquidator, Mr. G. Ensor Mount, Dashwood House, E.C., by 
December 8th. 

PAUL HEATER AND CONDENSER Co., Lmp.— Creditors are to send 
particulars of debts, &c., to the liquidator, Mr. Hugh Beswick, 
7, Sweeting Street, Liverpool, by December 2nd. 

VinGiNiA ELECTRIC Co., Falcon Works, Virginia Street, South- 
port.—Messrs. G. A. Rowland, and W. Robinson have dissolved 
partnership. Mr. Robinson will attend to debts. 

Ввїтвн MILLER SIGNAL SYNDICATE, Ltp.—The company is 
winding up voluntarily, with Mr. E. H. Stringer, 110, Cannon 
Street, E. C., as liquidator. 

MonnisH, TUMBER & Co., electrical engineers, plumbers, &c., 
Linthorpe Road, Middlesbrough, and York.—Messrs. J. M. Morrish 
and E. Tumber have dissolved partnership. Mr. Morrish will con- 
tinue the business and attend to debts. 

BRITISH PIONEER ELECTRIC LIGHT. AND POWER Co. or INDIA, 
Ltp.—A petition, presented by S. T. Biggs and C. R. Sawyer, 
shareholders, for winding up this company, is to be heard in London 
on November 21st. 


For Sale.— The factory premises at Reading, also plant, 
patent rights, &c., of the Industrial Storage Battery Syndicate. 
(in voluntary liquidation), are to be offered for sale on November 
28th. For particulars see our advertisement pages to-day. 


Claim against a Tramway Company. — In the 
Edinburgh Court of Session, an action is to be tried in which 
Matilda Andrew sues the National Electric Construction Co., Ltd., 
for £2,000 damages for the death of her husband. retired inspector 
of police, who was killed by one of the company's tramcars jumping 
the points and crushing him against the wall at the car terminus at 
Levenhall. The plaintiff contends that the car was being driven 
at excessive speed, and that the driver failed to keep it under 
control and to observe that the points were locked. Defendants 
admit the collision, but deny responsibility. 


Book Notices.—“ Les Quantités Elementaires d'Elec- 
tricité: Ions, Electrons, Corpuscles.” Ву H. Abraham and P. 
Langevin. Parts I. and II. Paris: Gauthier-Villars. 36 fr. 

“The Practical Engineer Electrical Pocket-book for 1906.” 1s. 
net (leather, 18. 6d. net). ‘The Practical Engineer Pocket-book for 
1906." 1s. net (leather 1s. 6d. net) Manchester and London: 
Technical Publishing Co. 

“Synchronous and Other Multiple Telegraphs,” by Albert C. 
Crehore. New York: McGraw Publishing Co. $2.00 


The Diesel Engine.—The 500-в.н.р. Diesel engine 
exhibited at the Liége Exhibition has been awarded the Grand 
Prix." At a recent test carried out by the purchasers of this 
engine, the extremely low figure of 38 lb. per в.н.р.-һоџг was 
obtained for fuel consumption at full load. This, with oil at 42s. 
per ton, represents a fuel cost of 0 096d. per B.H.P.-hour, or 114 B.H.P.- 
hours for 14. The Dieser ENGINE Co., Lro., of London, have 
recently secured an order for an engine of this power (500 B. E. P.) 
to drive the new extension of the works of Messrs. Craven and 
Speeding Bros., Sunderland, where a small Diesel engine of 240 
B.H.P. has been used to drive the existing works for nearly two 
years. Among other contracts recently obtained by the Diesel 
Engine Co., Ltd., are the following:— 

150-н.н.р. for Messrs. Bartram & Sons, Sunderland. 

2Э5-н.н.р. for Messrs. Binny & Co., Madras. 

160-в.н.р. for Messrs. Bradbury, Brady & Co., Bombay. 

100-p.H.r. tor Messrs. Brudbury, Brady & Co., Bombay. 

90. B. H. . for Messrs. Gibson, Battle & Co., Sydney. 

1 wo 33-B.H.P. for Guildford Electric Lighting Co., Australia. 

Two 20-в.н.р. for Messrs. Haupt, Biehn & Co., Rio de Janeiro. 


Royal Tour in India.— We learn that H.M.S. Renown, 
the ship in which their Royal Highnesses the Prince and Princess 
of Wales are proceeding to India, is fitted with one of the Pur- 
SOMETER ENGINEERING Co.’s “Lapwing” ice machines on the 
ammonia compression system, this being one of a large number 
supplied to the Admiralty. 
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Catalogues and Lists.—Mkssas. Mavor & CouLson, 
Lrp., Glasgow.— The monthly card for November shows diagram- 
matically a difficult seam, in which one of their Pick-Quick electric 
coal-cutting machines did good and efficient work. The conditions 
were exceptional, in that the holing was done in strong fireclay, 
between which and the coal there was a strong band of friable 
sandstone. This sandstone collapses immediately on being under- 
cut, and а machine of the Disk type was unsuitable. 

Messrs. WiLLANS & ROBINSON, Lro., Rugby. New eight-page 
paniphlet contaiuing а general description of the Niclausse patent 
water-tube "boiler, with some excellent views and diagrams, 
showing its coustruction; details of the header and tubes, caps, 
plugs, &c. ; and a aketeh indicating the direction of the circulation 
of water in the tubes. 

The ELECTRICAL INSTALLATION MAINTENANCE AND CONSTRUCTION 
Co., 10 and 11, Cursitor Street, Chancery Lane, W. C.— Pamphlet 
detailing the objects of the company, and its terms for periodical 
inspection and maintenance of electric lighting installations. A 
table of revised prices of four makes of incandescent lamps is given. 

Mrssas. G. DavkNPORT & Co., 108, Hatton Garden, E.C.— 
Catalogue relating to impregnated foundation felt for reducing 
vibration and sound. It is employed as a bedding for rails, gas 
engines, electrical machinery, and so on. It is claimed to be 
“ durable, resilient, and waterproof." A non-inflammable roofing 
and flooring felt is also supplied. 

Tue Union ELECTRIC Co., Lro., London.—New list (No. 4,001) of 
automatic circuit breakers, including both direct and alternating 
current apparatus of types suitable for ordinary motor installations, 
and fcr the heaviest duties imposed by traction work. They 
are supplied up to 650 volts and 2,500 amperes for mounting 
independently, and on front of or behind switchboard.  Particulars 
are given of cell regulators, including an automatic double regulator 
for large installations, and such installations as have to run with a 
minimum of attention. 

Messrs. BALCKE & Co., 27, Clement's Lane, E.C.— Illustrated 
list of Balcke's patent cooling towers as employed at a large number 
of electricity works in different parts of the kingdom. A list of 
such works is given. 

THE RHODES ELECTRICAL MANUFACTURING Co., Ltp.—Sunbridge 
Road, Bradford.—New catalogue, well illustrated, dealing with 
direct and alternating current motors and dynamos.. A specification 
and a large number of tabulated data are given, with full particulars 
as to prices. The R.E. type back-geared motors, and semi-enclosed 
dynamos; the R.X., R.S. and R.H. semi-enclosed alternating motors 
are all included. 

Messrs. Cuas. Davies & Co., 19, New Brown Street, Man- 
chester.— List describing Evenden’s patent silent built gear, which 
is claimed to “ run like raw hide and wear like steel, to be strong 
and noiseless, and to be unaffected by oil or moisture." It is made 
of hard vulcanised fibre with alternate plates of sheet-steel. Where 
two built wheels work together, the laminations of steel and fibre 
are 80 arranged that the steel of one wheel works only on the fibre 
of {һе fellow wheel; both wheels are thus rendered elastic, and 
vibration is reduced to a minimum. 

Messrs. Warp & GornpsroNE, Dutton Street, Strangeways, 
Manchester.—New supplement of electrical supplies. Considerable 
reductions in prices are here announced, and contractors should 
write for a copy of the list. 


Refuse Destructors.— The HORSFTALL DESTRUCTOR 
Co., LTD., of Leeds and London, have been awarded a Diploma 
d'Honneur " in Class 3 (Hygiene) at the Liége Exhibition for their 
exhibit of refuse destructor plant. | 


Milan International Exhibition, 1906.—A good 
deal of information has already appeared in our columns relating 
to the electrical arrangements at this Exhibition. A letter is now 
оа among the electrical trade signed by Mr. Chas. Р. 
8 the chairman of the Electrical Trade Section of the London 
Chamber of Commerce, in which he invites attention to the special 
opportunities offered to all those interested in electrical matters in 
this country by the Exhibition, and expresses a hope that members 
of the trade will personally interest themselves therein with a view 
to ensuring that a representative show of the varied products of 
British electrical industries worthy of their growing manufacturing 
importance and international standing may be made. As we have 
already said, detailed information regarding the Exhibition may be 
obtained on application at the offices of the British Commission, at 
Oxford Court, Cannon Street, E.C. The Hon. Executive Com- 
missioner informs us that the increased demand on the part of 
Italian and foreign competitors for space at the Exhibition has 
obliged the authorities to acquire an additional site of about 
500,000 sq. ft.; this is situated on the Via Buonaroti, not far 
from the Piazzi d’Armi, the smaller of the two Exhibition sites. 
On this extension will be erected the pavilions for the Aerostatic 
exhibit, together with spacious tribunes from which the public will 
view the evolutions of dirigible and other balloons. The pavilion 
for metrological exhibits will also be inthis annex. The additional 
space thus rendered available on the Pazzi d'Armi will be utilised 
for extensions of the galleries for sea and river transportation and 
for the very important exhibits of Italians resident abroad. 


Electro-Deposited Copper.—On Wednesday last a demon- 
straton was given cf his process for the rapid electro-deposition 
of copper, by Mr. Sherard Cowper-Coles. "This process, which is 
the outcome of about seven years’ experimental work, is intended 
to supersede other methods in the production of copper tubes, 
copper wire, and sheet copper. It has already been described in 
the ELECTRICAL REVIEW. 


Brush Contracts.—The following contracts have been 
booked by the BRusH ELECTRICAL ENGINEERING Co.:— 


For the Buenos Ayres and Pacific Railway Co.—Three 250-K w. turbo- 
alternators with condensers and pipework. 


For a Spinning Mill, Oporto.—400-B.H.». turbo-alternator, 43 motors and 
accessories for complete electric lighting and power installation. 

Improved Ladder Tower.—As it frequently happens 
that a district has lamps direct above the column, as well as swan- 
neck lamps, and lamps hung from trolley wire brackets, Mr. Heath- 
man, of Pargon’s Green, London, has made an improved telescopic 
ladder-tower, which suits all three kinds of lamp fixings, and is 
controllable by one man. It is also arranged for use on unlevel 
and sloping roads, as a very simple provision is made to raise the 
ladder plumb while the carriage has one wheel down in a gutter. 
Mr. Heathman has also an arrangemeut for tower wagous to be set 
upright when the wagon stands either end downhill, and this is an 
advantage in very hilly districts. Further, he has supplied to 
Newport (Mon.) Electricity Works a wheeled ladder arranged во 
that the man walks through the ladder on to a platform and stands 


behind the ladder to reach arc lamps suspended from the 
bracket arms. 


Trade Announcements.— Messrs. А. W. POCKLINGTON 
AND Co., of 109, Victoria Street, Westminster, S. W., have been 
appointed sole agents in London and district for the Anchor Cable 
Co., Ltd. They keep a stock of all the most usual sizes of rubber- 
covered wire. 

Messrs. Orenstein & Koppel, of Bush Lane House, Cannon Street, 
London, E.C., have amalgamated with Messrs. Arthur Koppel. In 
future the combined business of the two firms in the United 
Kingdom will be carried on by Messrs. Arthur Koppel at 27, 
Clement's Lane, Lombard Street, Е.С. There will be no change in 
the policy the two firms have hitherto pursued, und the staff of 
both firms has been retained. Standard types and sizes of all plant 
previously supplied by either firm, as well as spare parts and 
fittings for renewals or repairs, will be stocked for immediate 
delivery. The total combined paid-up capital of the two firms is 
£1,100,000. | 

Mr. К. SALEM, of 71, Bishopsgate Street Within, E.C., has been 
appointed sole representative for London and the South and South- 

ast of England, for Mr. William Sanders, Electrical Works, 
Ridding Lane, Wednesbury. 


Russia.—An imperial order has just been issued 
authorising, for a period of five years, the importation, free of duty, 
of all kinds of electric lighting apparatus ordered from abroad by 
ihe Minister of the Marine for lighthouses. 


Smoke Nuisance.— The Underground Electric Railway 
Co., Ltd., was fined £10 and costs by the Kensington divisional magis- 
trates on Tuesday for permitting dense black smoke to issue from 
the generating station chimneys in Lot’s Road. The Chelsea 
Borough Council pressed for a prohibition order, but the company 
said this might compel a stoppage of the electric trains. The 
company was doing all it possibly could to mitigate the smoke 
nuisance. The Chairman said the Bench did not desire to incon- 


venience the public, and would only grant an abatement order. 


LIGHTING AND POWER NOTES. 


Australia.—Svsiaco (W.A.).—Owing to the rapidly 
increasing consumption of electricity among the residents of 
this suburb (some 3 miles from Perth) the Municipal Council 
has decided to extend its E.L. plant. The tender of Messrs. 
W. Н. Kidstone & Co., of Perth, has been accepted for the supply 
of two 76-н.р. B. & W. boilers, and a feed-pump, one 92-K w. and 
two 46-K w. E. O. C. dynamos, Belliss engine, balancer, switchboard, 
crane and overhead mains, at a cost of about 24,000, 


Barking.— The accountant and electrical engineer have 
been requested to report to the Council in committee as to the 
extent to which the electrical undertaking is dependent upon public 
lighting for its success, and whether any material saving can be 
secured by extinguishing a large number of street lamps at mid- 
night. 

Beaconsfield.—The Uxbridge and District Electric 
Supply Co. has asked the U.D.C. to consent to an application for a 
prov. order for E.L., the main object being to supply Penn and 
Seer Green, for which consent has been given by Amersham 
Council, and: which places the company cannot reach unless it 
comes through Beaconsfield. The latter Council last June refused 
a similar request, but has agreed to consider the matter further. 


Bettws-y-Coed.—The T.C. has drawn up a draft agree- 
ment between it and the E.L. syndicate, which provides that the 
syndicate must pay the prov. order expenses; that the light must 
be available within 18 months, otherwise the order reverts to the 
Council free of cost; the maximum charge for publie and private 
lighting to be 6d. per unit; all mains to be underground ; and dis- 
tribution not to be at a higher pressure than 220 volts. 


Brechin.—Under the auspices of the North of Scotland 
E.L. and P. Co. an electrical exhibition has recently been held in 
the town. 


Brynmawr (Brecon).—It has been agreed to call a 
conference of the local authorities to discuss the steps to be taken 


for the proposed lighting of the mineral section of Breconshire by 
electricity. 
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Carlisle.—The Corporation Electricity Committee reports 
that the past year's working of the electricity undertaking, shows an 
actualloss of about £400, excluding the amounts due for interest 
and sinking fund instalments upon the increased capital account. 


Continental Notes.—IrTaArY.—The Bergamo prefectural 


authorities have granted a concession for a plant to be put down to 


utilise the water-powerof the River Cherio at Molino di Colognola, 


to be used for power and lighting purposes in the Gardoni Weaving - 


and Spinning Mills at that place. | 

The Italian engineers attach considerable importance to 
published commercial results giving the working costs of electric 
generating stations in England. The paper read before the Muni- 
cipal Electrical Association at Edinburgh by Mr. Sinclair, the chair- 
man of the Swansea Electric Lighting Committee, was given in full 
in the Milan Electricity for October 13th. 

SPAIN.— The Spanish Oerlikon Co. has secured a contract from 
the Sociedad Hidro-Electrica del Guadiaro for the establishment of 
an electricity works in the Seville district. The water-power of the 
Corchado Falls is to be utilised, and the energy generated will be 
transmitted a distance of 75 miles at a pressure of 50,000 volts. 

GERMANY.—An electricity works is to be established at 
Miechowitz, Silesia. | 

FRANCE.—La Compagnie Génerale Electrique is preparing a 
scheme for the installation of an electric power station in the 
Horme Valley, with the object of supplying energy for lighting and 
power purposes in the district between Conflans-Jarny and Home- 
court. 


Chelmsford.—4^A contest between gas and electricity has 
arisen in Chelmsford. Thecontract of the Chelmsford E.L. Co. for 
lighting the public streets expires in March next, and the T.C. 
recently advertised for tenders for lighting the public streets by 
* electricity, gas, or other illuminant.” It received two tenders. 
The E.L. Co. offered to light the public strect lamps at £25 5s. a 
year for each arc lamp, and £3 3s. for each incandescent lamp, the 
total cost being about £1,450 per annum. The Gas Co. offered to 
erect lamp columns and fix lanterns with enamel reflectors, and lay 
the necessary service pipes to 281 single burner lamps of 75 C. P. 
each, 20 three-burner lamps of 300 с.р., and 10 two-burner 
lamps of 200 C.., for £1,150 per annum. The ЕТ, Co. 
proposed that the 21 arc lamps should each be of 1,000 с.р., but 
if the Council preferred to have flame lamps, each lamp would be 
increased to 2,750 о.р., the cost remaining the same. With regard 
to the 281 incandescent lamps, each of these would, under the new 
contract, be of 70 c.P., except at the corners of streets, where they 
would be of 150 c. fp. The company also agreed: That the fines for 
lamps which went out should be doubled; the height of the lamps 
should be altered ; the positions of the lamps should be altered when 
considered necessary ; a recording pressure indicator should be placed 
in the borough surveyor's office; the overhead wires from Messrs. 
Wenley & Son's establishment to Wood Street (a mile), and the 
wires in Upper Mildmay Road (from the junction of Lady Lane to 
5%. John's Road), from Maltese Road to Park Avenue and up Park 
Avenue, should be placed underground. All the alterations are to be 
made before Christmas. The total с.р. under the old contract was 
29,992, and under the new contract, if the “flame” arcs are used, 
79,020 с.р. The Committee has agreed to recommend the Council 
' toaccept the tender of the E.L. Co. for five years, the Council to 
have the option of determining it at the end of three ycars by 
giving six months' notice. 


Crediton.—The local Gas Co. has informed the U.D.C. 


that it believes there is room for a supply of electricity to 
the district, and that it is prepared to meet the demand that 
already exists for such a supply, if the proposal commends itself to 
the Council. The T.C. has resolved to consider the subject in 
private. Е 


Cumberland—The С.О. has received from the L.G.B. 
"permission to borrow £5,300 to defray the cost of the electrical 
installation at Garlands Asylum, “on condition that no part of the 
loan will be expended on incandescent and Nernst lamps.” 


Dunfermline.—It has been decided to apply for a 
prov. order for electric lighting in the town; the question of adopt- 
Ing suction gas plant for generating purposes will be considered. 
Negotiations with the Fife Eiectric Power Co. are also proceeding. 


Ealing.—The T.C. has resolved to adopt a sliding scale 
forconsumers taking energy for power and heat, the rates to be 
244. per unit for the first 3,000 units per annum, 2d. per unit for 
the next 3,000 units, and 11d. per unit for all over that quantity. 


Easthampstead.— A committee was recently appointed to 
interview the Camberley Electric Supply Co. with reference to 
its proposed application for a prov. order for the district. Tbe 
Mutual Electrical Supply Co. is also considering the question of 
electric light supply in tbe area. 


Exeter.—With the object of affording the local public an 
opportunity of gaining some knowledge of the variety of uses to 
which electrical energy is now put. the City Council has organised 
an electrical exhibition in the Victoria Hall the largest public 
building in the city— which was opened by the Mayor on 
Tuesday afternoon last. The exhibits were tastefully and 
effectively arranged under the superintendence of the city 
electrical engineer. Electric fittings by the General Elec- 
tric Со. and Messrs. Falk, Stadlemann & Co., and photo- 
graphic are lamps, by the Westminster Engineering Со. 
attracted much attention. In the centre of the hall a good 


display is made by Mr. A. J. Booking, of Exeter ; whilst. Mr. W. H- 
Rippon, another local electrician, is exhibiting the Excello arc 
lamps. The latest appliances for electric baths, the X-ray, and 
high-frequency apparatus, are on view. Ап extensive show of 
electric motors is made by Messrs. Wippell Bros. & Row, Exeter. 
The exhibition is to remain open five days. | 


Felixstowe.— The Lighting Committee reported recently 
that, under the agreement with the Suffolk Electricity Supply Co. 
£3,000, part of the purchase money, was not to be due to the company 
until the net revenue from the preceding 12 months amounted toa 
sum sufficient to pay 6 per cent. on the capital at the commencement 
of such 12 months. The company had given notice that on 
November 11th the £3,000 would become due. The Committee 
recommended that the L.G.B. be applied to, to eanction a loan of 
£3,000 to pay the company, but this has been referred back. 


Greenock.—The Corporation has decided to increase its 
borrowing powers by £50,000, of which £25,000 is required 
immediately for the extension of the works and plant. The 
remainder will be required for a new refuse destructor. 


Haslingden.—The Council is to make arrangements 
with the Lancashire Electric Power Co. for the supply of electricity 
to the town. 


Horsham.—A new 220-H.P. set was started up at the 
U.D.C. electricity works on the 2nd inst. 


India.— Luck xow.—Improvements are being made to the 
Government House in connection with the forthcoming visit of the 


Prince and Princess of Wales, the principal item being an instal- 


lation of electric light, which is being carried out by Messrs. 
Balmer, Lawrie & Co., of Calcutta, at a cost of nearly Rs. 30,000. 


Lancashire Cotton Mills.—A Press representative says 
that following upon the starting of the electrically-driven Acme 
spinning mill at Pendlebury and the announcement that the 
Kearsley Spinning Co.’s new mill at Prestolee is to have electricity 


^ as the motive power, it is understood that another mill at Farn- 


worth is arranging for a supply of electricity, and a mill to be built 
at Swinton is to be electrically worked. 


Leyton.—The U.D.C. has decided to give consumers the 


option of a flat rate of 44d. per unit. 


Liverpool.—The T.C. has decided to apply to the L.G.B. 
for power to borrow £9,000 for electrical purposes. 


Llangollen.—The U.D.C., after carrying out experi- 
ments and visiting various towns, has decided to adopt electricity 
for the entire lighting of the town. Energy will be supplied by 


the local E.L. company. * Compared with the cost of gas, elec- 


tricity is to save per annum a sum equal to a rate of 1d. in the £. 


London.—BvLk Sul. x. As might be expected, the 
Hackney B.C. Electricity Committee has decided again to oppose 
the Administrative Bill next session, if it be re-introduced. The 
Committee desires wider powers for the development of its under- 
taking, which should embrace the right to connect up its works 
with the works of any of the local authorities whose area adjoins 
Hackney, for the purpose of giving or taking a supply of electrical 
energy in bulk. It is pointed out that Bethnal Green is now 
negotiating for a bulk supply from one of its adjoining authorities. 
The Hackney B.C. also desires to secure powers to supply energy to 
premises situated partly within and partly without its area to avoid 
a consumer having to take a supply from two fources. A municipal 
system of letting out on hire and supplying motors, wires, and 
fittings is also advocated by the Committee, the contention being 
that this would materially assist the profitable development of the 
undertaking, and also be advantageous to the small power users. 
The Committee, in regard to this question, states that there isa 
general feeling that the House of Lords would not be inclined to 
grant powers for the hiring out and supplying of fittings, &c., to 
many authorities through the agency of the L. C. C., but that if any 
council required these powers, application would be more likely to 
meet with success if applied for individually. The Committee 
recommends that the “standby clause“ be obtained. 

In & further report, the Committee states that the clerk and 
engineers had been in conference with the officers of the following 
districts: Bethnal tireen, Islington, Leyton, Poplar, Shoreditch, 
Walthamstow, and West Ham on the question of placing the 
various E.L. undertakings in a position to defy the threatened 
competition by the Administrative Co., on the advisability of 
generating electricity on a large scale, and to endeavour to arrive 
at an agreement for supplying energy in bulk. The various dis- 
tricts will probably support the proposals put forward by the 
Hackney B.C., and, in view of the ' mutual benefits to each dis- 
trict,” the Committee states that it is intended that pro rata con- 
tributions shall be made towards the cost of the necessary 
application to Parliament. 

The Finance Committee of the Stepney B.C. reported on Monday 
that the matter of the various power supply Bills had been uuder 
consideration by the E. L. Committee, and negotiations had been 
entered into with neighbouring boroughs on the matter. At a con- 
ference held some days ayo nt the Great Eastern Hotel, the 
following nuthorities were represented :—Bermondsey, Hackney, 
Islington, Poplar, Shoreditch, Stepney, Woolwich, East Ham, West 
Ham, Ilford and Leyton. The following resolutions were passed : — 
(a) That this conference agrees to united action with regard to 
legislation for enabling municipalities to give a bulk supply of 
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electricity at their boundaries or outside their areas, either by com- 
bining to establish a joint bulk station or stations, or by linking up 
the existing sources of supply, or by both methods; (5) That this 
conference appoints an executive committee to take the necessary 
steps to carry out the above resolution, to consist of one repre- 
sentative of each authority with power to add to their number, and 


to form sub-committees; and (c) That the councils represented at 


this conference petition the Government and the B. of T. to re- 
introduce and carry in the comiug session, the Supply of Electricity 
Bill as introduced in last session. The Finance Committee has 
pointed out that in connection with this suggested joint scheme, it 
would be hazardous to promote one Bill, as if one borough should 
reject the scheme, it would fall through. This Committee recom- 
mends that steps be taken with a view to the promotion of separate 
Bills in the next session applicable to the respective boroughs. 
The lines upon which the respective councils’ notices should be 
given, are those approved by the executive committee of the con- 
ference, viz., that each Bill should contain provisions (1) enabling 
each borough to give a bulk supply, either by itself or in combination 
with any other borough having similar powers, to any authorised 
distributor for distribution within the area of that authorised 
distributor. (2) Enabling each borough to take a bulk supply from 
any undertaker or combination of undertakers authorised to give 
auch bulk supply for distribution within the area of supply of such 
borough. (3) Enabling each borough to provide a station or 
stations for the purpose of such' bulk supply within its own area, 
either alone or in combination with other boroughs. (4) Enabling 
each borough to contribute to the cost of the erection of a station 
or stations, and the laying of the necessary trunk mains, 
aud the provision of other apparatus in connection with such bulk 
supply, which may be provided within the area of another borough, 
either by that borough alone, or by that borough in conjunction 
with other boroughs, for the purpose ‘of such bulk supply. 
(5) Enabling each borough, for the purpose of giving effect to the 
foregoing provision, to lay trunk mains through the area 
of any borough intervening between the areas of supply 
to be connected by such mains. (6) Protecting consumers 
by providing that in the event of -any borough or boroughs 
taking a bulk supply, the maximum price to be charged 
by such borough for power purposes shall not exceed £4 per 
kilowatt per annum, and 4d. per unit." The Stepney E.L. Com- 
mittee in a report circulated also on Monday stated that it had 
decided (subject to the usual sanction) that any consumer whose 
total accounts for the half-year ending June 30th and December 
31st reached £60 or over, or who was willing to guarantee this amount 
as а minimum payment for each such period, the charge for energy 
for lighting purposes should be 6d. per unit, instead of 8d., as at 
presei.t, for the first 3 hours of the maximum demand during 
each of the six months ending March, and for the first 20 hours' use 
during each of the six months ending September, and ‘9d. per unit 
instead of 1d. per unit, as at present, for all further consumption 
in each month. The public lighting account would automatically 
come within the terms of this proposal, which would reduce such 
account annually by about £1,000. It is intended that in calculating 
the total amount of a consumer’s half-yearly bill for the purpose of 
arriving at the minimum mentioned, the accounts for lighting, 
power and other purposes on the same or different premises should 
be added together, provided that, in the accounts of different 
premises so added together, the average half-yearly account per 
service shall not be less than £15. 

In a special report, Mr. Arthur Wright, the consulting electrical 


engineer, and Mr. W. C. P. Tapper, reply to statements made in a : 


London daily paper in August last, with reference to the com- 
promise effected by the Council with the promoters of the 
Administrative Co., and contend that, had the company's Bill gone 
‘through, Stepney, by the arrangement entered into, provided it ran 
Osborne Street station at its full capacity, would make an annual 
saving of £3,289, while, had the company obtained the Bill with 
competing powers in Stepney, as originally proposed, there was no 
doubt but tbat a loss would have been made which must have 
eventually ended in financial disaster for the undertaking. 

L.C.C.—At the meeting on Tuesday, it was decided to lend 
£13,700 to the Hammersmith B.C., repayable in 10 years, for boilers 
and fittings and steam piping, and £991 to the Woolwich B.C. for 
electrical works. 

The adjourned report of the Finance Committee was brought 
forward, recommending the advance of £25,000 to the Fulham B.C. 
as part of а larger loan for E.L. purposes. In a further report, the 

Committee stated that the plant already installed at Fulham was 


only sufficient to supply the estimated maximum demand during : 


the coming winter, and that it therefore appeared necessary for an 
immediate addition to be made. Under the circumstances, the Com- 
mittee did not think the Councilshould refuse to sanction the proposed 
loan. It was stated that an Act was passed in the last session which 
authorised the Metropolitan Electric Supply Co. to supply in bulk 
and the company could connect it mains with those of Fulham for the 
purpose. In allprobability Fulham could obtain a supply in bulk, 
from that company cheaper tban it could generate on its own 
account. Col. Rotton moved an amendment, which was seconded 
by Sir Henry Bliss, proposing to refer back to the Committee the 
recommendation made in favour of the granting of the loan. A 
representative of Fulbam remarked that although that district was 
included in the Metropolitan Co.’s Bill, it was excluded from the 
company’s Act. The sum of £25,000 in question had already been 
expended, but the Borough Council was ready to consent to any 
recommendation which the County Council might make in regard 
to the remainder (£42,000) of the loan. Dr. Napier observed 
that, as far as his recollection went, Fulham was retained in the 
company's Act. Perhaps the chairman of the Committee would 
throw light on the question. . 


The"C.C. was asked'if'it wished 7 to uparalyse the!E.L. work of 
the Borough Councils. The latter were not compelled to approach 
the County Council in regard to loans; it was only a technical 
matter. After further discussion, Lord Welby, in reply, stated that 
the Finance Committee did not have before it the company's Act 
when discussing the proposed loan to Fulham. In arriving ata 
decision on the question, the Committee was very much influenced 
by the fact that the application for a loan was received just 
as the County Council rose for the vacation, and the matter could 
therefore, not then receive consideration. There was, consequently, 
a delay, the scheme was divided into three sections, and the £25,000 
had already been expended, and in the circumstances the Com- 
mittee did not feel justified in refusing the loan. The amendment, 
which was then put, received 23 votes, the majority of the Council 
being against it. It was, therefore, defeated, and the recommenda- 
tion of the Committee was then agreed to. 

MARYLEBONE.—In regard to the work in connection with the 
change of pressure of supply, 2,000 installations had been changed 
over by the 31st ult. б, | 

BERMONDSEY.—The E.L. Committee submitted to the B.C. 
correspondence which had passed between it and Electric Lighting 
Companies. The County of London Electric Supply Co. wrote 
offering to deal with the undertaking on the following alternative 
bases :—(t) To supply the Council with energy in bulk at a. price 
cheaper than the Council could generate same. (2) To take over 
the undertaking on leaee and work same, the company guaranteeing 
the Council а sum sufficient to provide sinking fund and deprecia- 
tion on the capital expended. Ап interview was asked for to discuss 
the matter. In reply, the Committee wrote: “ As your company 
have no power to supply in the district over which the B.C. supply, 
and the B.C. no power to supply in а portion of your district 
within this borough, the Committee fail to see that any benefit 
would would accrue from an interview with you." Mr. R. Stewart 


Bain, managing director London Electric Supply Corporation, 


Ltd., has written in regard to the proposal to increase the B.C. 
plant, stating that if a meeting took place between the engincers 
of the Council and his Corporation, the latter might be able to 
make a suggestion which would obviate any further capital outlay 
by the Council in connection with its installation and put an end to 
the cutting of rates between the Council and the Supply Corpora- 
tion. In reply, the Electric Lighting Committee stated that there 
would not be any advantage gained by such a meeting. Further, 
* the Committee is by no means wishful to place in the hands of а 
monopoly the opportunity of increasing the charges to consumers 
of electricity, this being, as the Committee understand, the sugges- 
tion contained in your letter which speaks of putting an end to 
the cutting of rates between this Council and your corporation. 
The Committee is not aware that in any sense has a cutting policy 
been adopted by it, its only desire being to supply the public with 
current for light and power ata reasonable and fair charge." Ав 
the correspondence was merely submitted without a recommenda- 
tion, the Chairman of the Committee did not propose any motion. 
The electrical engineer has been instructed to bring up an estimate 
for condensing plant. 

On the 7th inst. the B.C. resolved nem. con. to take the necessary 
steps for promoting jointly with the other municipal authorities 
interested legislation for the giving of а bulk supply. | 

Is1.INGTON.—The B.C. has been asked by the L. C. C. to appoint 
two representatives to a conference re electricity supply in bulk, 
to be held at Spring Gardens on 20th inst. In regard to the con- 
ference held at the Great Eastern Hotel, the B.C. has informed 
the secretary that, though not prepared to introduce a Bill for 
Islington, the Council would support any action which was taken 
by the L.C.C. or by any metropolitan B.C. to enable municipalities 
to give a bulk supply of electricity. 

WooLwicH.—The Electricity Committee has reported that the 
parish of Eltham is now receiving a supply of electricity direct 
from the Plumstead station, and that the agreement with the 
Electric Supply Co. for the supply of electricity in bulk at 4d. per 
unit has been determined. It was resolved that the scale of charges 
for electric supply in Eltham be made uniform with tbe scale at 
present in force in Woolwich and Plumstead, and that meter rents 
be abolished. | | 

BATTERSEA.— Ihe Lighting Committee reported on Tuesday last 
that on the year’s working of the E.L. undertaking, and after 
deducting all expenses, a profit of 4295 had been made. The 
repayment of loans, which were suspended for three years, began 
during the year under review, thereby increasing the payments by 
£3,500. In connection with the accounts, the Committee has 
received a communication from the L. C. C. suggesting the establish- 
ment of а reserve or renewal fund. 'The Committee resolved to 
reply that while they were in favour of the views expressed in the 
L.C.C.s letter, they did not see their way to carry out the wishes 
of the С.С. at this stage." The net profit is to be carried forward 
to the next year. Under the existing scale of charges, if any 
quarter's account for energy is less than 15s., charges are made for 
meter rates varying from 3s. to 3s. 9d. per quarter. The amount 
received for meter rents during the past year was £63, as against 
the total receipts of £23,698. Having regard to the disproportion 
in these receipts, the Committee has decided to abolish the charges 
for meter rents, after the Michaelmas quarter readings. In regard 
to the accumulation of mud which occurs in the pipes in con- 
nection with the condensing plant, the electrical engineer has pre- 
pared a scheme, providing for the discharge of water from the 
pumps down the pipes from time to time to clear the mud. 

HaxxERSMITH.— The report of the past year’s working, ended 
March last, of the B.C. electricity undertaking, states that the 


expenditure was less than that for the previous 12 months, but that 


the revenue had increased by about £3,000.. The net profit amounts 
to £5,282. | 
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City.—The chairman of the Streets Committee was asked last 
week if the Committee would consent to tbe withdrawal of the 
notices recently served on the City of London Electric Lighting Co. 
requiring them to remove their lamps and standards in various 
important streets of the City, pending the result of the present 
experiment in incandescent gas lighting, as either proving or dis- 
proving the contention that such lighting was more efficient and 
satisfactory than the electric light. The chairman replied that the 
tbree months’ notices to remove the electric lamps were served on 
the company some time ago. Since then the company had appealed 
to the Corporation to cancel the notices, but it had declined. The 
Committee would report carefully and impartially on the experi- 
ment now being made, and the Corporation could take any action it 
liked in the matter. 


Cuckfield.—The U.D.C. has decided not to assent to the 
application of the Hayward’s Heath and District Electric Supply 
Co. for a prov. order for E.L. 


Liversedge.—The U.D.C. has decided to callin one of 
the engineers of the Yorkshire Electric Power Co. to advise it on 
the question of laying mains in a part of the district scheduled 
under an agreement with the company. 


Mynyddislwyn.—The U.D.C. has decided to consent to 
a prov. order for E.L. being applied for by a local company, on 
condition that the Council shall have the option to purchase the 
undertaking at the end of 7, 14, 21 or 28 years on terms to be 
arranged. Terms for public lighting are also to be approved of by 
the Council. E - 


Ramsgate.—A trade and electrical exhibition was opened 
at the Royal Victoria Pavilion by the Mayor on Tuesday last. 


Redear.— The U.D.C. on November 2nd approved of an 


agreement with the Cleveland and South Durham Electric Power 
Co. for electric lighting. 


Rhymney Valley.—The U.D.C. of St. Mellons has 
appointed a committee to meet the promoters of a scheme for 
electrically lighting the Rhymney Valley in the area of its district. 


South Africa.—CaPE Town.—The electric power 
installation for driving machinery at the пата! dockyard at Simon's 
Town is now nearly complete. As soon as the new motive power 
is in working order, a number of steam engines, at present used for 
running fans, forges, and machine tools of all descriptions, will be 
discarded. 

KING Ұплллм'в Towx.—A correspondent writing on the 13th 
ult., states that owing to the recent exceptionally stormy weather 
in Cape Colony, the E.L. station has been under water, and 


several days must elapse before the electric light is available. 


The work of clearing the station is proceeding night and day. 

East Lonpon.—From the East London Daily Dispatch we learn 
that on the working of the borough electricity undertaking there is a 
net loss of £589 for the year 1904-5. At the last meeting an 
outlay of £1,800 was sanctioned for surface condensers at the power 
station, and it is urgently necessary to expend £17,550 on additions 
and alterations. For the year ending February, 1905, the receipts 
were £32,756, of which £17,364 was obtained from electric lighting 
and £15,391 from the tramways. 


Southwick.—The U.D.C. has resolved to make applica- 
tion to the L.G.B. for a prov. order authorising the Council to 
supply electricity for publie and private purposes throughout the 
district, but that such application be only proceeded with provid- 
ing the Urban Councils of Portslade and New Shoreham also pro- 
ceed with their proposed applications for similar purposes. The 
clerk explained that negotiations were proceeding withthe Brighton 
Corporation as to whether the terms offered 18 months ago could 
not be modified. 


Stockton-on-Tees.—The Cleveland and South Durham 
County Electric Power Co. has applied to the T.C. for permission 
to supply consumers within the Council's area, and a committee 
has been appointed to arrange terms with the company. 


Stourbridge.—The U.D.C. has requested the Electric 
Power Committee to lay before the Council an E. L. scheme, and 
also to ask the company which had obtained certain electrical 
powers, what favourable terms they were prepared to give the 
Council before other steps were taken. 


Swanage.—The U.D.C. has decided to approve of an 
E.L. scheme promoted by the Bournemouth and District Elec- 
tricity Supply Co., Ltd. The Council is to have the option of pur- 
chasing the undertaking at the end of 21, 28, 35 or 42 years, and 
the maximum charge for energy is to be 7d. per unit for lighting, 
and 2id. per power. 


Thornaby-on-Tees.— The T.C. has decided to apply to the 
B. of T. for the transfer of its 1902 E. L. order to the Cleveland and 
Durham County Electric Power Co., Ltd. 


Tonbridge.—The U.D.C. on November Ist decided to 
apply to the L.G.B. for a loan of £2,000 for E.L. purposes. 


Wishaw.—The electric light, which has just been intro- 
duced into the town, was formally inaugurated on the 3rd inst. in 
the new Burgh Court Hall. The cost of the scheme to the bureh is 
about £10,000. The price charged to consumers is 34d. per unit. 
Energy is supplied by the Clyde Valley Co., and is transmitted 
from their new power station at Motherwell. 


Worcester.—The City Council has decided upon the 
adoption of electricity instead of gas for driving part of the pump- 
ing plant at Bromwich at a cost of £920. The price to be charged 
is 2d. per unit. 


TRAMWAY AND RAILWAY NOTES. 


Belfast.—According to the return compiled by the City 
Accountant, the total sum paid on account of the tramway system 
up to the 16th of last month was £767,564. Against this £9,408 had 
been received for a portion of the old rails, leaving the net sum 
expended £758,156. Since that date further sums amounting to 
£60,000 have been paid. The work is now rapidly nearing com- 
pletion, though it is doubtful whether the electric traction will be 
fully in operation on the 14th inst., which is to be the opening date 
of the extended time given to the contractors. 


Blackburn.—A statement prepared by the borough 
treasurer shows that for the six months ending September 30th, the 
net profits of the tramways undertakings of Blackburn amount, in 
round figures, to £1,434. The income was £28,621, cqual to an 
average of 13°36d. per car-mile. The traffic receipts amounted to 
£27,668, or 12:92d. per car-mile. The expenditure account showed 
traffic expenses, £5,866 ; general expenses, £1,508; general repairs 
and maintenance, £3,505; and power expenses, £5,670; making a 
total of £16,550, or 7°73d. per car-mile, thus leaving a gross balance 
of £12,072. The requirement in respect of loans (interest and 
sinking fund), £10,638, reduced the available balance to £1,434. 


Continental Notes,— Spary.— A concession has just 
been granted for the construction and working of an electric tram- 
way between Pamplona, Aviz and Sanguesa. 

Russta.—A company has just been formed in Brussels, with a 
capital of £400,000, to be known as La Compagnie Belge pour les 
Tramways et Eclairage Electrique de Saratoff to establish and work 
a system of electric tramways and a central electric lighting station 
in the town of Saratoff. 

ITALY.—A petition has been presented to the Minister of Public 
Works for permission to construct an electric railway from liome 
to the sea, a length of about 21 km. The plans have been prepared 
by Engineer V. Bocca. 


Croydon.—On Thursday last week the B. of T. inspection 
of a short but very important length of line at South Norwood took 
place. It is an extension of the present Croydon system as far as 
the borough boundary, where it joins the Penge system now under 
construction. "This portion of 800 yards was laid by the Croydon 
Corporation, under the supervision of Mr. E. F. Morgan (borough 
road surveyor) while Mr. Alex. C. Cramb (borough electrical 
engineer) was responsible for the electrical equipment.  Lieut.-Col. 
Von Donop, after a run over the section. and the usual examination, 
expressed himself as quite satisfied, and scttled the speeds at from 
four to eight miles pér hour ; buta remarkable incident characterised 
the inspection. As we have previously stated, the British Electric 
Traction Co. has а lease of the present Croydon system which 
expires in May next, under which November 30th is the last day on 
which the Croydon Corporation can give notice for the termina- 
tion. This has already been done as regards the present system, 
and the same process has to be gone through in regard to this 
short new length of line if the Corporation is to get a sum of 
£3,000, which the company has undertaken to hand over on the 
completion of what we may call the supplementary lease, the same 
being a contribution towards the cost of certain improvements to 
bridges. This lease will fall through concurrently with the larger 
one in May, 1906. Consequently, in the event of the Croydon 
Corporation deciding to in future work their own trams, as is not 
unlikely will be the case, the company might have something to gain 
by any material delay in the opening of the small piece of line 
above referred to. For the purposes of the inspection a tramcar 
was necessary, and as the lessces always have some spare ones on 
hand, there being about 40 on tbe Croydon service, they were 
applied to for the loan of a саг. It would only have meant running 
it a few yards beyond the present terminus at South Norwood. 
The Tramways Committee was given to understand that its request 
would be acceded to, but on the Monday preceding the inspection 
it was informed that it bad been found necessary to refer the 
request to the headquarters of the B.E.T. Со., and subsequently it 
was said that the directors would have to be consulted. Coming to 
the conclusion that the chances of getting the loan of а car on 
Thursday were very dubious indeed—in fact, the company's 
attitude was now looked upon as tantamount to a refusal— Mr. 
Morgan went to the B. of T. and suggested that the line might be 
inspected and approved without the use of a car, but the answer of 
Col. Von Donop was, ' You had better get а car somehow; there 
might be litigation.” Under these peculiar circumstances the West 
Ham Corporation gave ready consent to one of its cars being lent 
to the Croydon Corporation. Loaded upon a lorry, with the roof 
fittings dismantled so that it could pass under all the bridges e» 
rovte, and drawn by a traction engine, it arrived at South Norwood 
at 4 a.m. on the day of the inspection. It was got into full work- 
ing order in time, and the official inspection came off at the hour 
fixed. Some very strong criticism has been heard in Croydon over 
this incident, particularly because of the fact that all the tramway 
rolling-stock in the borough is Corporation property, the lease to 
the B.E.T. Co. being soleiy for working purposes. An unsports- 
manlike action of this kind, whioh is not far removed from sharp 
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practice, ought to be beneath the consideration of any concern, апа 
will do more to alienate public sympathy than reams of manicipal 
trading screeds, 


Elland.—The U.D.C. on November 1st received notifica- 
tion that the National Electric Construction Co., Ltd., intended to 
promote & Dill for the construction of electric tramways through 
the town in connection with a scheme joinmg Halifax with 
Huddersfield. А resolution was passed expressing general approval 
of the scheme. 


Huddersfield.—The annual statement in regard to the 
Corporation's tramway undertaking shows that 2,892,991 units of 
electricity were generated, an increase of 113,726 over last 
year. The average generation cost per unit is 246d., as against 
'249d., and the average works cost per unit, including maintenance 
and materials used, is 273d. as compared with 271d. last year. The 
rolling-stock consists of 70 cars. The system of coal haulage has 
made satisfactory progress, and three firms are now having coal 
conveyed direct by trucks from the Hillhouse coal shoots into their 
mils. The total traffic receipts from November Ist, 1904, to Sep- 


tember 30th, 1905, amount to £63,223, an increase of £2,421 over 


the previous year. Tho number of miles run is 1,542,047, an 
increase of 19,128, and 12,012,505 passengers have been carricd, an 
increase of 548,472. 


India.—LvckNow.—According to Indian | Engineering, 
the British Eastern Electric Power Co. has obtained a licence to 
construct an electric tramway in the Lucknow municipality, 
with a gauge of 3 ft. 6 in. The maximum speed is not to exceed 
8 miles per hour, and the maximum charge, 1 anna per mile. The 
company receives powers to supply electricity for lighting and 
power, for public and private use, and is to pay a rental of one- 
fourth of the net profits in excess of 5 per cent. on the capital 
outlay to the Municipal Board. 

Leith.—The new electric tramway system was formally 
opened last week by Provost Mackie. Halfpenny fares have been 
introduced over tbe whole system. 


London.— L. C. C.—Tbe Highways Committee has recom- 
mended the Council to apply to Parliament for power to usea 
number of sites on the north and south of the Thames for the 
erection of aub-stations and car-sheds, and to apply to the B. of T. 
to amend the regulations so that trailer cars may be used in con- 
nection with the single-deck cars to be employed on the tramway 
subway from Southampton Row to the Strand. 

TRAMWAYS OVER THE BnipaEs.— The Court of Common Council 
bas agreed to the widening of Blackfriars Bridge, subject to the 
L.C.C. obtaining powers to run cars over Westminster and Black- 
friars Bridges vid the Embankment. The cost of any widening 
required on the southern approach to the bridge is to be paid for 
by the County Council, and the latter is to construct and pay the 


cost of a subway for foot passengers under the roadway at the : 


northern end of Blackfriars Bridge, such subway to belong to and 
be maintained, lighted and policed by the Corporation. "l'heL.C.C. 
ів also to pay an annual rent fora wayleave over the widened bridge, 
while the City police have complete jurisdiction and control over 
the tramway traffic within the City boundary. Cars must not stop 
on the bridge or within 25 yards of the ends thereof, to set down 
or pick up passengers, and a space of 60 ft. between cars must bc 
maintained. 

The Committee decided to refer the question to Sir Benjamin 
Baker, who will make a report na to the best method of widening 
the bridge 40 ft. 

BERnMONpDsEY.—-It was reported at the B.C. meeting on Tuesday 
that it had been detinitely decided by the L.C.C. that the Bill forthe 
electrification of the tram lines through Bermondsey and Deptford 
to Greenwich and Woolwich would be introduced in the Session of 
1907. The B.C. would not be asked to make any contribution to 
the cost of street widenings, &c. 

METROPOLITAN DistricT Rairway.— On Monday the last of the 
company's steam trains were replaced by electric trains, and now 
the only remaining steam engines in the tunnels are those hauling 
the L. and N. W. Railway trains. These will also disappear on 
December 1st. The electric service bas been considerably accelerated 
in consequence of the change, but a much greater acceleration will 
become possible next month. 

During a thick fog on Tuesday night two electric trains came 
into collision outside Mill Hill Park Station. Some carriages were 
damaged, but fortunately there were no fatalities, and no serious 
injuries. | 

Merthyr Tydfil.—The Electric Traction Co. has raised 
an important point in an appeal against the assessment. The com- 
pany contended that it should be rated strictly upon the receipts 
and expenditure basis just like gas works and railways, and it was 
eventually decided, after argument, that the rateable value should 
in future follow the balance-sheets. 


Mexico.—GvADALAJARA.— The Exports Co. of Galiso 
(capital 6,000,000 piastres), intends constructing an electric tramway 
line from Guadalajara to the Port of Chametu. 


North Wales.—Ata meeting of the North Wales narrow- 
gauge railway (Moel Tryfan undertaking) last week, a resolution 
was passed sanctioning a working agreement between the company, 
the Portmadoc, Beddgelert апа South Snowdon Railway, and the 
North Wales Power and Traction Co., under which the Moel Tryfan 
undertaking of the company will be worked in perpetuity by the 
Portmadoc, Beddgelert and South Snowdon Railway Co. It was 
stated that by the arrangement the company would become an 
integral part of the through route between Portmadoc and Car- 


` Leopoldville, Kwamouth, Lukolela, 


narvon, and'they;would be ‘able’ to compete with the'motor[traffic 
and be able to do without tho assistance of the London and North- 
Western Railway. 


South Lancashire.—A correspondent learns that the 
Salford Corporation is contemplating continuing its tramway 
system from Pendlebury to Unity Brook, Kearsley, joining the 
Farnworth Council trams there. It will then be possible to ride— 
with half-a-dozen changes, on three or four different makes of cars 
—from Manchester to Liverpool, and vice versd. This excursion 
will appeal to people of leisure. 


Stourbridge.—The B.E.T. Co. has informed the U.D.C. 
that it intends to apply to the B. of T. for approval to a transfer of 
the Kinver light railway undertaking to the Dudley, Stourbridge 
and District Electric Traction Co. 


Swanage.—The U.D.C. has decided to approve- of an 
electric tramway scheme promoted by a private company. The line 
will connect the town with Bournemouth. 


West Ham.—Last Friday the Mayor laid the foundation 
stone of the new electric tramcar depót at Greengate Street, 
Plaistow. 


Wolverhampton.—In the annual report to the T.C. 
of the Tramways Committee, it is stated that the operation of 
the Lorain system during the last 12 months has been satisfactory 
in all respects, in spite of the severe atmospheric conditions to 
which it was subjected during last winter. The maintenance 
costs still remain at their former low level, and the total working 
costs of the tramways are said to be considerably below the average 


of towns where the overhead system is installed. The total revenue 


has increased by £3,353. The receipts per car-mile, however, show 
a reduction of a little over 1d. as compared with last year. This is 
accounted for by the fact that during the past 12 months several 
routes and extensions have been added, which have not proved so 
remunerative as some of the first routes opened, but the mileage 
has increased by 113,813 miles, and the cars have carried during 
that time 872,702 more passengers. 


TELEGRAPH AND TELEPHONE NOTES. 


Cardiff.— The Deputy Stipendiary of Cardiff (Mr. Е. 
Milner Jones), who sat as arbitrator in a dispute between the 
General Post Office and the Cardiff City Council, has given his 
decision in favour of the Post Office authorities, with costs. The 
dispute was in respect of the laying of trunk telephone wires along 
the North Road within the city boundaries. The Post Office 
authorities desired to remove certain telegraph wires now on the 
poles, and to place them underground, and to carry overhead addi- 
tional trunk telephone wires between Cardiff and Pontypridd. Mr. 
Harpur, the city engineer, stated that the Council would not object 
to all wires being laid underground, but was averse to there being a 
number of wires above and others underground. 


Congo Free State.—Tle Bureau International at Berne 
officially announces the conclusion of an agreement between the 
State of Congo and the French Government on behalf of their 
Congo possessions, for the establishment of telegraphic connections 
and fixing the rates, and how they are to be divided between them. 

A new river cable has been laid in the Stanley Pool, connecting 
Kinchassa and Brazzaville, and the following offices of the Congo 
State are open for public service, viz., Boma, Matadi, Thysville, 
Irebu, Coquilhatvile and 
Luki. | 


East Indian Cables.—The Dutch East India Office 
announces that restrictions on telegrams for and from Sabang, 
Kotaradja and Olehleh (imposed on February 16th, 1904, by reason 
of the Russo-Japanese War) are now withdrawn. | 


Milan and Venice.—The Chambers of Commerce of 
the respective cities have for some time past been engaged in 
negotiations to obtain a trunk telephone service; this is now 
arranged, and the Government will complete the line under 
guarantees to cover the working costs, by the City of Milan 3ths, 
and by the City of Venice zths. 


Telephone Cable.— Permission was granted by the 
Thames Conservators on Monday to the National Telephone Co. to 
lay, subject to protective conditions, an armoured cable under Barking 
Creek, and two wires over the river at Weltje Road, Hammer- 
smith. 


Submarine Signalling.—The Elbe Lightship No. 1 
was fitted in September with an apparatus for submarine sound 
signalling. Trials have also been made with these signals, says the 
Morning Post, on board the German steamer Prutschland, from 
which the bell at the Outer Weser Lightship was located at a dis- 
tance of five nautical miles, while the noise made by the propeller 
of a large passing steamer was distinctly heard at a distance of 
14 miles, though the Deutschland was steaming 19 knots. The 
system should be of great assistance to navigation in foggy weather. 


Venezuela. — According to the Morning Post, the French 
Government are hopeful that the American Minister will eventu- 
ally induce President Castro to listen to reason. Should this 
expectation be unfulfilled, Frande will take other steps in concert 
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with the United States. On October 30th President Castro stopped 
cypher dispatches from the British and American Ministers and 
the French Chargé d'Affaires to their respective Governments, and 
they were held back 30 hours and then allowed to be telegraphed, 
the excuse for holding them being that no answer had been 
received to & communication from one of President Castro's 
Ministers to the principal official of the Cable Co., and that in the 
meantime the Government could not allow any message to leave the 
country. Formal protests have been lodged by the Ministers con- 
cerned. In a note since to the French Legation the Venezuelan 
Government declares that it will procced with the cancelling of 
the French Cable Co.'s concession unless France withdraws her last 
note and the company undertakes to make satisfactory arrange- 
ments within eight weeks. The Morning Post Paris correspondent 
is, however, assured that the French Government would retaliate. 
President Castro then proposed to France to re-establish relations 
with M. Taigny if the demand for an apology is withdrawn, and to 
adjust the cable case by agreeing to return the concession to the 
French company if they will agree to certain things. 


Telegraphic Interruptions and Repairs :— 


CABLES. | INTERRUPTED, REPAIRED, 
Trinidad-Demerara (No. 2.) .. MA d .. Aug. 26, 1901 .. Fs 
Dominica-Martinique .. "ES jue es .. May?, 1902.. x 
St. Lucia-Martinique Мау 7, 1902.. 
Cayenne-Pinheiro ; .... . Aug. 18, 1902. oe, 
Reissa-Issa (Yemen) Camaran à ... Oct. 22, 1902.. 
Tarifa-Tangier . Jan. 18, 1904.. à 
Closed (Port eber Nagasaki Feb. 9, 190 à 

Port Arthur-Chifu Mar. 9, 1904.. 
Jamaica-Colon .. . Jan. 6, 1905. s 
Cadiz-Tenerif . July 20, 1906 .. 
Cotonon-Grand Bassam . Oct. 4, 1905 Р 
Mcdan-Olehleh . Oct. 26, 1905 . 
Oran-Tangier-Cadiz x S . Oct. 30, 1905 .. 
Puerto Plata- Ld um - Oct. 30, 1905 Р 
Falmouth-Bilbao .. Pa Oct. 81, 1905. ae 

LANDLINES. > 
Puerto-Barrios 4 .. July 98, 1903 .. š 
Kertch-Soutehoum .. Sept. 27, 1904 .. 
Communication with Brazil via Galveston .. July 18, 1905. 
Indo-Furopean lines Nov. 5, 1905. Nov. 6 


Wireless EEE Бш the general strike in 
Russia, wireless telegraphic communication between Peterhof and 
Memel, a German town on the Baltic, was established by a 
German cruiser and two torpedo-boats. 

GERMANY.---The results obtained with the “ System Telefunken ” 
having proved that it fulfils the requirements of the imperial post, 
the official stations between Borkum Riff lightship and the light- 
house at Borkum have been installed. The establishment of a 
connection between the Borkum lightship and the naval station at 
Heligoland has also been carried out. А large station for the 
purpose of controlling the whole of the North Sea is now being 
installed at Norddeich near Emden, the preliminary work, viz., the 
foundations for the towers and the crection of the station house, 
having already so far progressed, that the building of the four iron 
lattice towers, 60 to 70 metres high, and the putting down of the 
machines, can be commenced. 

SwITZERLAND.---The Swiss War Department is їн йн two 
wireless telegraphic stations (System Telefunken“) for the inter- 
communication of the fortresses of Rigi-Scheidegg and St. Got- 
hard, This department has also purchased from the Gesellschaft 
fiir Drahtlose Telegraphie, Berlin, several portable stations, which 
ате regarded as especially suitable for mountainous country. 


CONTRACTS OPEN AND CLOSED. 


_ OPEN. 
Brazil.— December 16th. The municipal authorities of 


Sao Luiz (Maranhao), Brazil, are inviting tenders until December 
16th for the electric lighting of the town. 


Caledonian Railway.— November 16th. The directors 
invite tenders for stores for twelve months including: 


India-rubber goods, &c. 
Asbestos and gutta-percha goods. alata belting, and packings (various). 
Telegraph appliances, telephones, «c. 
Electric lighting material and fittings. 
Specifications from Mr. Jas. Lorimer, Stores Superintendent, 
Caledonian Railway, Charles Strect, St. Rollox, Glasgow. 


Cape Town,—November 22nd. Tenders are invited 
for the supply, to the Department of Posts and Tclegraphs, of 
telegraph and electric light material. ‘Tenders to the Chairman of 
the Tender Board, Control and Audit Office, Parliament Strect, 
Cape Town. A notice appeared in the Cape of Good Hope 
Government (azitte, for October 3rd. 


Cuardiff.— November 27th. Battery, booster, engines, 
generators and switchboard, for the Whitchurch Asylum. See 
“ Oflicial Notices " to-day. 

Dublin.—November 27th. Dublin. United Tramwavs 


Co. (1896), Ltd., want tenders for general stores for one усаг. бее 
* Official Notices " to-day. 


‘tricity and tramway departments for twelve months. 


Ebbw Vale.—November 25th. Free wiring and supply 


of incandescent ма for the U.D.C. See Official Notices 
te-day. 


Leith.—November 11th. The School Board invites 
offers for an electric light installation at Bonnington Road Public : 


School. Specification, Mr. George Craig, architect, 85, Duke Street, 
Leith (£1 deposit). 


Leyton. — November 16th. барше with condenser ; 


cooling tower, for the U.D.C. See Official Notices" Nov. 3rd. 


Macroom.— November 10th. The U.D.C. invites ten- 
ders for lighting the streets of the town by electricity or acetylene 
gas. ! ' 


Rawtenstall.—November 19th. Electric wiring and 


fittings for the New Free Library. See “ Official Notices " end 


Spain.—November 27th. The Spanish Ministry ‘of 
Public Works is inviting tenders until November 27th, for the 
construction of an electric tramway in Madrid, from the Ronda de 
Valencia to the Glorieta del Puente de Toledo. Particulars may 
be obtained from, and tenders- are to be sent to, La Direccion 


‘General de Obras Publicas, Madrid. 


Torquay.—November: 20th. One combined 250-kw. 
D.C. traction and 75-kw. ac.. steam generator set; one 200-xw. 
motor- generator; reversible booster; battery and switchboard for 
the T.C. Вее“ Official Notices” to-day. 


Turkey Ahe Türkish Post and Telegraph authorities 
in Constantinople are in the market for the supply of 3,000 metres 
of seven-conductor telegraph cable. 


Walthamstow. November 24th. Stores for the elec- 


See '* Official 
"Notices" November 3rd. 


CLOSED. 


Bury and Mansfield.—The British Westinghouse Elec- 
tric & Manufacturing Co., Ltd., have received an order from the 
Corporation for six tranicars, with complete electrical equipment. 
The same firm is also supplying six tramcars and electrical equip- 
ments for the Mansfield and District Light Railway Co. 


Durban, Natal.—The Council has approved of the 


tender of Mr. C. W. Sully for 200 incandescent street brackets, at 
148. 3d. each (net). 


Leyton.— The U. D.C. has accepted the tenders of the 
Stirling Boiler Co. and the Tudor Accumulator Co., Ltd., for the 


supply of plant, &c., required for the electric supply to the 
tramways. 


London.—The Highways Committee of the I. C. C. have 
received the following tenders for the supply and laying of high 
and low tension cables for the tramways between St. George's 
Circus and Wandsworth, und for lines at Lewisham, Greenwich, 
and other places :— 


1.—Hioh TENSION CABLES. 


Western Electric Co. F £20,549 16 0 
Siemens Bros. & Co. .. 20,670 16 6 
Henley's Telegraph Works Co. .. | 20,19 6 6 
British Insulated and Helsby Cables rc se e су 21,001 16 8 
Callender's Cable and Construction Co. . bs 2s T .. 91,896 5 0 
W. T. Glover & Co. А wa ы da .. 21,572 9 7 
National Conduit and Cable Co. po ds .. 21,804 10 0 
St. Helens Cable Co. 21,950 10 0 
Société d' Exploitation des Cables Electriques ‘(incomplete tender) 24,664 10 6 


2.— Low TENSION CABLES AND FEEDER PILLARS. 


W. T. Glover & Co. 8 e £37,860 0 0 
British Insulated and ‘Helsby Cables | |. Я : 88,060 15 10 
Henley's Telegraph@Works Co. Р ; 38,154 13 9 
Siemens Bros. & Co. .. " 88541 O 9 
Western Electric Со... i 38,098 7 7 
Callender’s Cable and Construction Co.. 89,723 15 0 
St. Helens Cable Co. . 40,756 10 5 
National Conduit and Cable C(o. (incomplete enden 40,197 0 0 
Société d' Exploitation des Cables Electriques (incomplete tender) 45,169 5 0 


The firm of W. T. Glover & Co. proposes. to sub-let the manu- 
facture of the cables. 


BaTTERsEA.— The B.C. has placed an order with Messrs. Cochrane 
and Son, at £170, for work to get rid of the accumulation of mud in 
the pipes in connection with the condensing plant; and has accepted 
the tender of Mr. J. B. Garnbam to purchase scrap copper at the 
central generating station, at £68 5s. per ton; also the tender 
of. Messrs. Oswald & Son to purchase scrap iron, at the rate of 
20s. and 38s. per ton. 


BrnwowNpsEY.--The B.C. accepted on Tuedsay the following 
tenders for the supply of coal to the generating station :— 


Mr. Chas. Franklin,“ Shipley Peas.“ 14s. per ton. 
Messrs. Hinchlitfe & Co., Bullfa,“ 20s. per ton. 


The Council has also placed an order, at £86, with Messrs. 
Crompton & Co. to connect up the reversible booster. 


(Continued on page 770.) 
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ELECTRICITY IN THE LONDON HOSPITAL. 


Tue London, Hospital, well-known to all who know White- Hospital has recently been almost entirely rebuilt, at 


chapel Road, is the largest hospital supported by voluntary а cost of £400,000, on the most modern and scientific 
contributions in lines. 


the United King- 


The electric 
dom. Her Majesty, lighting and power 


Queen Alexandra, installation was 
commenced in 1900, 


and the work has 


is the President. 
and the Hon. 


the chairman of since; the instal- 
the Governing lation is now 
Board ; the secre- 
tary is Mr. E. W. 
Morris. The Hos- 


pital maintains 


practically com- 
plete, and com- 
prises nearly 6,000 
lights апа: about 
100 motors. As 
this is the largest 


nearly 1,000 beds ; 
nevertheless, as it 
is a free hospital, and most im- 
portant installa- 
tion of its kind 


in this country, 


and. serves Ње 
needs of an enor- 
mous population, 
its resources аге a brief account 


by no means in of its leading 


excess of the de- features may be 
mands upon them. INTERIOR OF THE T'RANSFORMING STATION. of interest to our 
The cost of its main- readers. 
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FiNSEN;LIGHT APPARATUS FOR THE TREATMENT OF,LUPUS. 
| | | 
tenance is £90,000 a year, tor the bulk of which it is The whole of the electrical work has been carried out to 


dependent upon the generosity of the public. The the designs and specifications and under the supervision of 
G 
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Mr. H. J. Wagg, of 15, Great George Street, Westminster, 
who has had unique experience in this class of installation, 
and is responsible for the design of a large part of the special 
apparatus and fittings in use throughout the Hospital. 

The bulk of the 
wiring has been 
arried out by the 
Alliance Electrical 
Co., of London and 
Birmingham; the 
Out-Patients’ De- 
partment was wired 
by Messrs. Strode 
and Co., of London. 
Needless to say, 
the workmanship 
is everywhere of 
the highest class. 
Most of the wir- 
ing 18 in screwed 
steel tubes or 
galvanised iron 
barrel, the latter 
being used where 
the tubes are 
buried in the wall 
or floor. The 
new Nurses’ Home, 
which adjoins the 
Hospital, contains 
about 700 lights, 
and has been 
wired in wood 
casing, most of 
the wires being 
concealed in specially prepared picture mouldings and 
architraves. 

In order to ensure that lamps of the correct candle-power 


STOPPING Room IN THE DENTAL DEPARTMENT, SHOWING THI 


SUSPENDED ELECTRICAL DENTAL ENGINES.” 


shall be used in every room and ward, they аге provided 
with caps of a different shape for each rating, and tho 
holders ure made LO correspond therewith. 'Thus по one but 
the electrical staff of the Hospital can alter the candle-power 


X-RAY APPARATUS FOR RADIOGRAPHY. 


available at any point, and they only by changing the holder. 
This is a very important and necessary precaution. or ио 

. A number is affixed to each switch, corresponding with a 
number on the fuseboard with which it is connected, so that 
in the event of the 
failure of any light 
it is an easy matter 
to identify and 
examine the fuse 
controlling the 
circuit upon which 
it is run. 

The general 
illumination of the 
wards is provided 
by means of three- 
light ^ clusters 
suspended in the 
middle of the rooms, 
and. each . cluster 
is controlled by 
three switches. 
The latter are so 
arranged that one. 
two, or three of 
the lamps can 
be simultaneously 
alight, or one 
lamp connected in 
series with two 
in parallel, giving 
a subdued illumi- 
nation of less than 
1 c.P., which suffices 
for all ordinary 
purposes at night without interfering with the comfort of 
the patients. 

In addition to the central clusters, a bracket lamp is hung 
on the wall near almost every bed, connected with one of 
Messrs. Lundberg's new combined switch-plugs; the 
bracket can be unhooked from the wall and stood on a chair, 
or held over the patient. 

Each ward is also provided with a portable reflector amp 


ELECTRIC BATHS FOR Farapic AND GALVANIC; TREATMENT, 


of 16 c.r., for use when examining a patient; if the patient 
is asleep, a resistance in the handle of the fitting can be 
switched into circuit, so that the lamp gives only about 1 C.P., 
thus avoiding any risk of waking the patient, 


—- 
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| ^ 
Portable trolleys are provided for administering faradic, 
galvanic and X-ray treatment in the wards; these are all 


worked off the bedside plugs. 
The ordinary supply for lighting, at 240 volts, is derived 


Ж, 
^ Me. i 
/ lab e "AY 


THREE-PHasSE ROTARY CONVERTER AND INDUCTION Coils, CAUTERY, COMMUTATOR, AND GALVANO-3 
FARADIC SWITCHBOARD. 


from the Stepney Borough Council’s direct-current mains, 
the circuits being arranged on either side of the three-wire 
system. This pressure, however, is unsuitable for use in 
connection with surgical apparatus, and in order to provide 
not only for these purposes, but also for emergency lighting 
in the event of a 
failure of the 240- 
volt supply—a most 
important considera- 
tion in the case of an 
operating theatre—a 
storage battery of 
600 ampere-hours’ 
capacity at 12 volta 
has been installed in 
the main building. 
This battery is charged 
by a motor-generator 
of the Crocker- 
Wheeler Co.'s make, 
giving 60 amperes 
at 15 volts, and situ- 
ated in a cupboard 
near the operating 
theatres. 

The 12-volt supply 
is a great  conve- 
nience, and being 
derived from а cen- 
tral point, it has the 


advantage of doing 
away with the 
numerous portable 


batteries which would 
otherwise be required. 
The current is 
used for energising 
cautery burners, Sas 
cystoscopes, forehead ^ ^" 2-74 -= 
lamps, electro-magnets 
for removing particles of iron from the eye, for emergency 
lighting and for electric bells. 

A very neat and compact apparatus, illustrated on p. 768, 
is fixed іп each theatre, and hangs near the operating table 
at a height of a little more than 6 ft. from the floor. This 


PA erm к 


— а em 


fitting contains resistances for the cautery and various lamps 
supplied from the 12-volt mains, a voltmeter showing the 
operator what pressure he is using on these lamps, апа five 
wall-sockets of different sizes: one for 240-volt lamps or a 
small motorfor drilling 
bone; one for lamps 
on the 12-volt supply ; 
one for ordinary 
cauteries; опе for 
specially large cauteries 
taking about 60 am- 
peres, and one for 
a -H. p. motor used for 
sawing bone, or for 
large drills. The resis- 
tances are regulated 
by means of sliding 
rods ending in rings, 
which may be seen 
under the fitting, and 
the flexible wires are 
kept out of the way 
of the operator by 
means of а special 
spring attachment. 

In the Out-Patients 
Department electricity 
is very extensively used 
SES Ass for a variety of pur- 
poses. Besides the 240- 
volt and 12-volt sup- 
plies, which are taken 
to most of the rooms, 
several of the latter 
are provided with a 
70-volt supply derived 
from an E.C.C. rotary transformer, which gives 200 amperes 
and runs practically all day; this, with a 600-ampere- 
hour 12-volt battery and a motor-generator for charging the 
latter, is installed in a small transforming station on the roof 
(illustrated on p. 765). 


— Am K 


lE 


| ® NEW X-Ray APPARATUS FOR MEASURED TREATMENT, 


The most important department is, of course, that 
which is devoted to the treatment of lupus by means 
of the Finsen light; this was the first of its kind to be 
started in this country, and was founded by Her Majesty 
Queen Alexandra (then Princess of Wales), in 1900. 
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(. Since that date the department has been entirely reorganised, 
and an additional lamp, the gift of Sir Alfred Harmsworth, 
has been installed. Each of these large lamps treats four 
patients at a time, as shown in-the-illustration on P. 765. 
There are also four small lamps, two of which are of very 
recent introduction, each capable of treating one patient; 
one of these is seen in the illustration. All the lamps in 
this department are supplied with current at 70 volts. 


JE IX ki E | 
a ae: ~ e - 
X-RAY APPARATUS, 


Various other diseases of the skin are treated in the 
adjoining rooms with high frequency currents and X-rays. 
Dr. Sequeira, who is in charge of the Finsen light depart- 
nent, has recently introduced а new apparatus whereby, for 
the first time, it has been made possible to apply X-rays 
with a high degree of precision ; this apparatus is illustrated 
on p. 767. The switchboard is fitted with instruments 
for measuring -the primary current going to the induction 


Moron-DRivEN Sopa WATER MACHINE AND MiNciNG Max 


carries also а motor-driven circuit-breaker 
to which is attached а regulating 
cut-off, The dial can be set 
to any prescribed total number of interruptions, at 
any desired rate per second, and automatically cuts 
off the current when the dose is completed. The 
current in the secondary cireuit—that is, through the 
tube itself —is also measured directly, and the quality of the 
tube is ascertained by means of а diaphragm provided with 


coll. and 
of the mercury type, 
dial and automatic 


'HINE. SPECIAI 


a number of disks of metal of various thicknesses, in such a 
way that at any future date, and with any tube, a given effect 
an be reproduced to a high degree of accuracy. Hitherto, 


although an operator could acquire by experienee an approxi- 
mate knowledge of the results he was likely to obtain under 
certain conditions, it was impossible for him either to record 
the conditions with precision, or to communicate his personal 
experience to 


others; now, through the application .of 


Moron-DniwEN MACHINES IN THE LABORATORY, 


scientific method, of which the fundamental characteristic is 
measurement, to the subject, it has become possible for the 
physician to write out a prescription for the dose of X-rays 
required, with full confidence that his assistants will be able to 
administer it in quantity and quality precisely as he dictates. 
The full meaning of this important advance will be better 
appreciated if we point out that in the treatment, for 
example, of ringworm, which is at present being reduced to 


FITTING FOR OPERATING THEATRE. 


an exact science at the London Hospital, an error in defect 
will result in failure to remove the whole of the hair affected 
with one application of the rays, while an over-dose will result 
in the destruction of the hair follicles, and therefore, 
permanent baldness. Now it has become possible by means 
‘of a single operation to remove the whole of the hair on 
the diseased part, with the certainty that it will grow again, 
and without affecting the adjoining parts. The operator is 
shielded from the direct action of the X-rays by means of 


———— 
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lead glass plates, and in the same way the action of the rays 
is confined to a region of any desired area. The apparatus, 
we may add, is made by Messrs. A. E. Dean & Co., of London. 
An ordinary X-ray equipment is shown in the illustration on 
p. 768 ; this is constantly in use for the treatment of diseases 
of the skin. i i 

The radiographic or skiagraphic department occupies 
several rooms, of which we are able to show one only, dark 
rooms being naturally ill-adapted for being photographed. 
Our illustration (p. 766) shows the large frame which is 
used for the localisation of foreign bodies, fractures, diseased 
portions, &c., in the human subject ; an X-ray tube may be 
seen suspended over the operating table, and another beneath 
it, radiograms from the two opposite points, by using the 
upper table, enabling the depth of the shadow-producing 
subetance to be determined. This department is in the 


charge of Mr. Harnack, whose name is a household word 


with radiographers. 

Other rooms are utilised for the accommodation of 
apparatus for the application of faradic and galvanic cur- 
rents, three-phase and single- alternating currents, and 
static electricity. Electric baths for arms and legs, and electric 
plunge baths are included ; the former may be seen in the 
illustration on p. 766. The use of faradic and galvanic cur- 
rents presents no novelty, but the employment of three-phase 
currents is entirely new and special to the London Hospital, the 
apparatus having been made to the designs of Dr. Morton; 
who controls this department. Our illustration on p. 767 
shows the apparatus in question, consisting of a rotary 
converter and а set of three induction coils, with 
regulating apparatus; the switchboard on the right 
hand is of the ordinary galvano-faradic type, and the 
apparatus on the wall adjoining it is another new 
device of Dr. Morton's, which we shall describe later. The 
use of three-phase currents is a development which will, no 
doubt, surprise our readers. It certainly shows that the 
London Hospital does not hesitate to take advantage of every 
possible means to mitigate the sufferings to which so many of 
us are liable. The converter is fed direct from the 240-volt 
mains, but runs very slowly, giving frequencies variable at 
, will from 2 to 5 or 6 cycles per second ; the currents are led 
through the primaries of the three induction coils, the 
secondaries of which slide over the primaries во as to provide 
a wide range of regulation. A milliammeter is connected in 
series with one of them. The special uses of the three-phase 
currents are in the treatment of affections of the internal 
organs, the application being made by means of three elec- 
trodes, forming with the body a kind of delta system, and 
causing the currents to flow in varying directions through 
every part of the interior. Valuable results have already 
been obtained with this apparatus. | | 

The other apparatus above mentioned consists of a disk 
with copper segments fixed round its cireumference, of which 
each alternate one is dead, whilst the intervening segments 


are connected alternately to the positive and negative poles _ 


of the 240-volt mains through suitable resistances. Two 
brushes bear upon the circumference of the disk, and can be 
moved relatively to one another. 
gular wavesof alternating polarity are obtained, somewhat after 
the fashion of the secondary or faradic current derived from 
an induction coil, but with this fundamental difference, that 
the frequency, duration, and intermittency of the current, as 
well as its strength, are all under perfect control. Here 
again, it will be seen, the principle of exact measure- 
ment has been introduced, with remarkable results. Ву 
suitable adjustment, Dr. Morton has found it possible to 
contract a muscle entirely without pain—an important 
feature, for example, in the treatment of young children, 
many of whom cannot be treated without the use of 
anaesthetics, on account of the painful sensations due to the 
induction coil commonly used. This, of course, is only one 
of the many advantages gained by the use of the apparatus ; 
the frequency can be varied up to 300 or 400 alternations 
per second, and every “ingredient,” so to speak, can 
be varied at will, or reproduced with certainty and 
exactitude, thus rendering the operator independent of 
the vagaries of the induction coil with its troublesome con- 
tact-breaker. | 

The remaining apparatus in this department consists of а 
12-volt cautery, shown in the figure, a large Wimshurst 


With this apparatus rectan-. 


machine, and a motor-generator giving sinusoidal alternating 
currents (now being replaced by a new one). 
Two Dowsing heat baths ure fixed in the basement. In 


the Aural department a large number of special focus lamps 


are used, and numerous 12-volt cauteries. The Dental 
department, which is illustrated herewith (p. 766), is equipped 
with five electric motors, four of which are used for driving 
dental “ engines," those instruments of torture, and one for 
sharpening instruments. The former are controlled by foot 
regulators, seen in the illustration. Tilting suspended 
lamps and fixed lamps on the operating tables are provided. 
For the Ophthalmic department a large number of special 
examining Jamps have been supplied by Messrs. Curry and 
Paxton ; these are arranged so that the light can be thrown 
in any desired direction, and they are provided with resis- 
tances by means of which its intensity can be varied from 1 
to 32 C. P. 

The large waiting hall for the out-patiente, which pro- 
vides accommodation for about 800 people, is lighted by 
means of вїх arc lamps, supplied by the Westminster Engi- 
neering Co. | 

Turning to the heavier applications of electricity, in 
addition to six hydraulic lifts and a large number which ure 
worked by hand, there are six which are electrically operated. 
Four of these are of Messrs. Waygood's make ; one was sup- 
plied by Messrs. Crompton & Co., Ltd., and one, which is 
being installed in the new Nurses’ Home, was made by 
Messrs. J. Richmond & Sons, and is of their new 
* Richmond-Carey " automatic press-button type. Nearly 
all the medicines, pills, lozenges and tablets re- 
quired for use in the Hospital are made on the 
premises, the dispensary laboratory being provided with 
15 machines for this purpose; these are driven by two 
E.C.C. motors, one of 10 and one of 15-H.». We give a 
view on the opposite page showing the latter driving a 
length of shafting. Another view shows the soda-water 
machine, which is worked by an E. C. C. 5-H.p. motor, in a 
separate room. . 

A largerefrigerating plant is provided, close tothe mortuary ; 
this is driven by a 18-B.r. E. C. C. motor, and, besides circu- 
lating cold air through the mortuary, manufactures ice for use 
in the hospital. In the kitchen there is a large mincing 
machine, driven by a 4-н.р. motor, as shown in the illus- ` 
tration on p. 768. A small motor is also provided to drive 
a machine for grinding and polishing the knives, The 
laundry is one of the largest private laundries in this 
country, dealing with about two million pieces annually ; 
it is for the most part worked by steam, but the blowers 
which circulate air through the drying closets, having to 
work longer than the other machinery, are driven by two 
4}-н.р. electric motors. In the room where the surgical 
instruments are kept, a 2-H.P. motor is installed for grinding 
and polishing them ; and in the sterilising room, in addition 
to a steam steriliser for general work, there is an electric 
steriliser for catgut. The remainder of the motors, number- 
ing about 85, are used for driving ventilating fans.of various 
sizes. 7 l 

It will be seen that the electrical equipment of such an 
establishment as the London Hospital. forms an installation 
of no mean magnitude and of the most varied scope. In 
fact, the Hospital is the largest single consumer of the 
Stepney Borough Councils electricity department, and 
obtains its supply on the maximum demand system at d. 
and Id., at an all-round price of no more than 1°6d. per 


unit ; moreover, arrangements are now being made whereby 


it is hoped the price will be reduced to less than 14d. 
per unit next year. The supply is derived from the 
mains at several points, but to guard against a total 
failure of supply, the question of putting down 
a steam dynamo to act as а stand-by is under 
consideration. The reason why a complete generating 
plant has not been installed appears to be the very low 
inclusive price charged by the Council. Mr. E. Delerset 
is the chief electrician. To him, to the consulting engineer 
(Mr. H. J. Wagg), and to every member of the hospital staff, 
visiting or resident, with whom it bas been our good 
fortune to come into contact, we tender our sincere thanks 
for the ready courtesy which was invariably extended 
towards us. | 
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CONTRACTS CLOSED. 


(Concluded from page 764.) 


Mexico.—The Railway and General Engineering Co., 


Ltd., Nottingham, have received an order for one of their Brown- 
Crosta patent clectrically-driven tramway rail grinders to be 
supplied to the Mexican Tramways, Ltd., through the consult- 
ing engineer, Mr. Fearnside Irvine. 


Pontypridd.—The D.C. bas accepted the tender of the | 


Brush Co. for the new overhead equipment, and that of Messrs. 
Henley & Co. for the cable laying on the Tredsfod route. 


Ramsgate.— The local Electric Supply Co. has secured 
the contract for installing the electric light in St. Mary's Church. 


Reigate.—The T.C. has accepted the tender of the 
General Electric Co., Ltd., for the maintenance of meters at 4s. 
each for the first year, and 3s. for the second. 


Salford.—The T.C. has accepted the tender of the 
Sturtevant Engineering Co., Ltd., for the supply of motor starters. 


Stoke-on-Trent.—The В.С. has accepted the tender of 
Messrs. Blackburn, Starling & Co., Hanley, for re-wiring the Cottage 
Homes and portions of the Workhouse for the electric light, at 
£206, and that of the Hart Accumulator Co., Ltd., for renewing 
battery at the workhouse, Newcastle, Staffs., with 114 of their 
standard lighting type cells, at £258. 


FORTHCOMING EVENTS. 


To-day’s Events (Friday, November 10th).—At 8 p.m. Physical Socicty. Meet- 
ing at Royal College of Science. Mr. James Swinburne on The 
Question of Temperature and Efficiency of Thermal Radiation.“ 


Saturday, November IIth.— At 7.30 p.m. Birmingham and District Electric 
Club, at Colonade Hotel. Discussions on *''Direct v. Alternating 
Current Motors," led by Mr. J. A. Jeckell; “Copper v. Carbon 
Brushes. led by Mr. W. Smith ; Telegraphs and Telephones,” led 
by Mr. W. H. Whitehouse. 

Monday, November 13th.—Institution of Mechanical Engineers, (Graduates). 
Mr. E. Ватт», on “ Boiler-House Practice and Design. 

Tuesday, November 14th.— At E p.m. I. E. E. (Glasgow). Meeting at the Insti- 
tution of Engincers and Shipbuilders. Inaugural Address by Mr. 
J. M. M. Munro. ' 

At 8 p.m. Institution of Civil Engincers. Paper by Mr. J. A. Saner 

„On Waterways in Great Britain," for discussion. 

Wednesday, November 15th.—At 8 p.m. Society of Arts. Inaugural Address by 
Sir Owen Roberts. 


At 7.30 p.m. I. F.. E. (Opening Students’ Meeting.) Mr. W. M. Mordey 
on“ Some Aspects of Electric Traction.” 

Thursday, November 16th.—At 8 p.m. Rugby Engineering Society. 
Building, Messrs. J. 
tion of Steam.” 

At 8.30 pm. Chemical Society Meeting. 


Friday, November 17th.— At 7.30 p.m. I. H. E. (Manchester), Opening Meeting 
at the Grand Hotel. Address by Chairman, Mr. 5. L. Pearce. 
Smoking Concert to be held at the close of the Address. 

At 8 p.m. Electro-Harmonic Society Concert (Ladies’ Night) in the 
King's Hall, Holborn Restaurant. 

At 8 p.m. Institution of Mechanical Engineers at Storey's Gate. Reading 
and discussion of the Seventh Report to the Allovs Research Com- 
mittee “On the Properties of a Series of Tron-Nickel-Manganese- 
Carbon Alloys," by Dr. H. С. Н. Carpenter, Mr. R. A. Hadtield and 
Mr. P. Longmuir. | 

Saturday, November 18th.—At 7.30 p.m. Glasgow Technical College Scientific 
Mn Mr. A. M. Downie on“ The Commercial Efficiency of Prime 
Movers.” 


. Wednesday, November 22nd.—I.E.E. (Birmingham). At the University. 
Address by the Chairman, Prof. К. Threlfall, F. R. B. 

During November.—Tramways and Light Railways Association, Lecture on 

„The Paving of Roadways.” Visit to Holborn and Strand Subway. 


At Benn 
rierley and T. Robertshaw on! The Genera- 


THE ELECTRICAL ENGINEERS R. E. (VOLS.). 


THE following orders are issued :— 


Monday, November 18th.—'*A " Company, recruit drill 6 p.m. 
instruction (for ally 7 p.m. 
Tuesday, November l4th.—Medical examination and enrolment of recruits 


Technical 


7 pii... B" Company, technical instruction 7 p.n. 

Thursday, November I6th.—** C " Company, technical instruction, A" Badge 
men and recruits 7 рли. 

Friday, November 17th -- * D" Company, technical instruction 6 to 10 p.m. 


Saturday, November 18th.—Reíreshing course tecbnical instruction, N.C.O.s 
K and D" Companies, commencing at З p.m. 
J. И. 8. Рнииллрв, Captain. 
| For O. GC. I. E. R. E. (V.) 


London Traffic Board.— It is stated by the Exchange 
Telegraph Co. that the Government propose to take steps to intro— 
duce a Bill next Session for the establishment of a Traffic Board 
for London on the lines recommended by the Royal. Commission, 
The Board of Trade have been asked to consider whether any 
schemes tor new railways in London will bo allowed to proceed 
during the coming Session, the 15th inst. being the last day upon 
which notice can be given by the promoters. 


PROVISIONAL ORDERS. 


AS we go to press we have received the following important com- 
munication from the Board of Trade. Itstendency is most salutary; 
our only regret is that it did not come ten years аро ! 


“ November Tth, 1905. 
“ ELECTRIC iis AcTS, 1882 AND 1888. і 


“Т am directed by the Board of Trade to state that their attention 
has been called to the large number of instances in which they have 
in recent years found it necessary to revoke provisional orders 
which have been obtained by local authorities under the Electric 
Lighting Acts, or in which local authorities having obtained pro- 
visional orders have entered into agreements with companies for 
carrying the order into cffect, these agreements being in many 
cases u/tra vires, or at least of doubtful validity. 

“It appears to the Board that it is undesirable that a local 
authority should apply for a provisional order without having a 
definite intention of exercising the powers under the order when 
obtained, and in future the Board will not be prepared to grant an 
order to a local authority unless they are satisfied that the powers 
willbe exercised either by the local authority themselves, or in 
exceptional cases by a company (to be named in the order) where 
special power is taken to transfer to the company within a limited 

eriod. 

P І am at the rame time to state that the Board have observed 
that there is а growing practice for individuals or unregistered 
companies or firms to apply for provisional orders under the Electric 
Lighting Acts. In such cases the Board, having in view the unde- 
sirability of individuals or unregistered bodies exercising statutory 
powers involving the breaking up of streets, have inserted in the 
order, as granted, a provision that the powers under the order shall 
not be exercised unless within a fixed period they are transferred to a 
registered company approved by the Board. In the majority of 
cases the company is named in the order. 

“This procedure has proved to be unsatisfactory and inconvenient; 
in some cases the orders have lapsed by reason of the grantces being 
unable to form a company with a capital sufficient forthe purposes 
of the undertaking, and in others the submission to the Board of 
the proposal to transfer has been postponed to so late a date as to 
leave insufficient time for the due consideration of the matter. 

“ In these circumstances the Board have decided that, in regard 
to any future application of this nature, they will require that the 
proposal to transfer shall be submitted to the Board not less than 
three months before the expiration of the period fixed by the order 
for the completion of the transfer. 

"[ am, your obcdient servant, 
“Т.Н. W. PELHAM.” 


NOTES. 


Proposed Archibald Head" Memorial.—We аге 
asked to announce that it has been decided to raise a fund in 
memory of the late Archibald P. Head, who met his death in the 
“ 20th Century, Ltd.,“ train in America. For this purpose a small 
Committee with Sir Alexander B. W. Kennedy as chairman has 
been formed to raise a fund to establish a gold medal or scholarship 
in connection with the engineering department, University College, 
London. There are, no doubt, among our readers a number of 
friends and old college students of the late Archibald Head, whose 
present addresses the Committee has not been able to obtain, but 
who would be glad to avail themselves of the opportunity of doing 
something to perpetuate his memory. "They should send their con- 
tributions for the above fund either to the hon. treasurer, Mr. C. T. 
Millis, Borough Polytechnic, London, S. E., or direct to Messrs. 
Hoare, bankers, 37, Fleet Street, “for the Archibald P. Head 
Memorial Fund Account.” 


British Motor Boat Club.— The first annual dinner of 
the British Motor Boat Club will be held at the Hotel Cecil, on 
Friday, December Ist. 


The British Science Guild.—We are informed that 
the inaugural meeting of the British Science Guild has had the 
effect of largely increasing the list of applications for [membership. 
Sir Norman Lockyer desires it to be known that would-be members 
should apply for particulars to the hon. secretary, 16, Pen-y-Wern 
Road, S. W. 


A Consulting Engineer's Fees,—A difference between 
Mr. Н. Е. Parshall and the Newport Corporation as to the former's 
claim of £688 18. for services rendered and expenses, has been 
settled by Mr. Parshall’s acceptance of à cheque for £450 in full 
settlement. 


An Electrical Engineers’ Dance at Manchester, —A 
dance is being organised by a number of the leading electrical men in 
the Manchester district. It is to be held at the Midland Hall. 
Manchester, on Friday, December 15th, and tickets, which are one 
guinea each, inclusive of supper and wine, can be obtained from 
any member of the General Committee, which is constituted as 
follows, the Executive Committee being indicated by asterisks :— 
Messrs. *L. Andrews, C. B. Auel, 5. E. Bastow, M. B. Cottrell. 
1°. A. Claremont, W. P. J. Faweus, R. Loraine Gamlen, F. С. 
Gibbons, Dr. E. Hopkinson, N. Kilvert, Н. S. Loud, *G. F. Metzger, 
S. L. Poarce, *R. ‚ Ritchie, Dr. Schuster, F. Sells, OC. D. Taite, 
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еВ. Thomas, S. J. Watson, A. P. Wood. Mr. G. W. Lowcock, of 
57, King Street, Manchester, is acting as honorary secretary, and 
Mr. F. A. C. Leigh, 78, King Street, Manchester, is treasurer. 
The ELECTRICAL Review heartily wishes the organisers of the 
movement, and all of its local friends who are interested therein, 
а most complete success in their efforts. If we may judge from the 
constitution of the committee - which is representative of pro- 
fessional, manufacturing and trading sections of the electrical 
undertakings of this important centre—then the success of the 
Electrical Engineers’ Dance at Manchester is sure to be all that can 
be desired. 


Entertainment of Kindred Institutions by the 
Institution of Electrical Engineers.—We learn from the secre- 
tary (Mr. G.C. Lloyd) of the Institution of Electrical Engineers 
that arrangements have been set on foot by the Council of the 
Institution to entertain next year the kindred Institutions in 
Europe and America who, as it will always be remembered, have 
shown such lavish hospitality to the members during their visits 
abroad. Official invitations to visit Great Britain as guests of the 
Institution have been sent to: - 


The American Institute of Electrical Engineers ; 
The Canadian Electrical Association ; 

The Associazione Elettrotecnica Italiana; 

The Elektrotechnischer Verein ; 

The Verband Deutscher Elektrotechniker; 

The Schweizerischer Elektrotechnischer Verein; and 
The Société Internationale des Electriciens. 


The date for the arrival of the foreign guests has been fixed for 
the last week in June, 1906, and the visit will probably extend 
over about a fortnight. The programme exists, of course, in outline 
only as yet, but the present idea is to spend about one week in 
London, which will give an opportunity to the guests to see the 
new electrical developments and to make excursions in the neigh- 
bourhood. It is then proposed to make a tour through some of the 
principal industrial centres in the United Kingdom, to visit works, 
and to provide local entertainments for the visitors. 

Those who took part in the various foreign tours are labouring 
under a debt of gratitude to their quondam entertainers which may 
now be suitably acknowledged, though it can hardly be repaid. It 
is to be hoped that every member who can even in the smallest 
degree contribute to the enjoyment, instruction and general well- 
being of the visitors will put forth his utmost endeavours to this 
end. The British electrical industry, as a whole, has profited 
abundantly by their whole-hearted hospitality, and it will be a 
point of honour to see that our guests are received and entertained 
in a fashion which, while it could not possibly excel the former, 
shall at any rate not fall far behind, and shall be worthy of those 
hospitable traditions upon which Britous have always prided them- 
selves. 


Shock Fatality.—It is reported that a fatal accident 


occurred on Saturday at the power station of the Hammersmith 


Borough Council's Electricity Department, Fulham Palace Road, 


S.W. An electrician, named Arthur T. Boswell, aged 24 years, was 
engaged at work when, by some means, he received a shock at 2,500 
volts, and was killed. Several fellow mechanics were witnesses 
of the occurrence. | 

At the inquest it was stated that deceased went to the distri- 
butor board to remove an ammeter. According to instructions, 
when working in “danger zone,” he was supposed to wear rubber 
gloves and stand on a rubber mat to completely insulate himself, 
but instead of doing so he tried to remove the ammeter without 
wearing the gloves and standing with one foot on the mat and one 
on the stone floor. This caused an “earth,” and as soon as Boswell 
turned the key to remove the meter he received a shock, and died 
almost instantly. Dr. Townsend said the only external injury was 
a burn on the right hand where he had clutched the key. The jury 
returned a verdict of ‘ Accidental Death." 


Appointments Vacant,—Car-shed. foreman for Scar- 


borough tramways (£2) ; switchboard attendant for Eccles (24s.). 


Fatality.—An inqnest was held on Saturday at Chelten- 
ham concerning the death of John Moore (27) who died from scalds 
received in cleaning the purifier of a Babcock boiler, at the electric 
light works. Deceased bad been employed at the works for 2j 
years, and part of his work was to clean out the purifiers. On this 
occasion when partly inside a boiler, be &ent a fellow workman for 
some packing. Upon his return, the workman found the deceased 
had been scalded. Deceased must have turned on the cocks inside 
the boiler, and without warning, the stoker turned on steam to the 
boiler in question, with the result that he was shockingly scalded 
about the head and shoulders. The verdict was that Death was 
due to septic absorption and exhaustion following scalds acciden- 
tally received." The jury added а rider to their verdict to the 
effect. that the accident was in a great measure due to the lack of 
rules and regulations at the electricity works, and suggested that 
more individual care should be taken by the workmen in future, 
The Town Clerk expressed. the regret of the Corporation at the 
accident and said the jury's rider should be laid before the 
Lightiug Committee. 


Institution Notes.— JUNIOR IxsrrTUTION оғ ENGr- 
NEERS,— Тһе annnal general meeting of this Institution, which took 
place on October 27th (the retiring chairman, Mr. S. Cutler, jun., 
M.I.Mech.E., presiding) was also the first general meeting of the 
society after its constitution as an incorporated body, and was held 
under the requirementa of the Articles of Association. After the 


usual routine business, the annual report of the Council was 
presented. Reference was made in it to the increase in member- 
ship to 888; to the visits to works, 32 in number; to the meetings, 
11 of which had been held; to the celebration of the '' coming of 
age" of the Institution; the growth of the library; and to arrange- 
ments which had been made for the ensuing session. The scrutineers 
reported that the election had resulted as follows :—Chairman, Mr. 
Adam Hunter, Assoc. M. Inst. C. E.; Vice-Chairmen, Messrs. Lewis Н. 
Rugg, Assoc. M. Inst. C. E, and Е. S. Pilling, M.I.Mech.E.; Hon. 
Librarian, Mr. E. Eade ; Hon. Auditors, Messrs. P. L. Young and 
W. Н. de Ritter, M.I.Mech.E.; Members of Council, Messrs. G. T. 
Bullock, F. R. Durham, Assoc. M. Inst. C. E., G. Н. Hughes, 
M. I. Mech. E., and A. G. Young. Provincial Members of Council: 
North of England, A. E. Rasey, A. M. I. Mech. E.; Midlands, E. King, 
A. M. I. Mech. E.; Eastern Counties, J. Julian; Southern Counties, 
F. S. Miller; West of England, E. W. Porter, Assoc. M. Inst. C. E.; 
Scottish District, G. E. Jackson; Irish, W. E. Lilly, M. I. Mech. E.; 
Welsh, Н. F. Hunt, B. Sc. 

On November 3rd the inaugural meeting, of the twenty-fifth 
session took place. In the absence of the retiring President, Mr. 
W.H. Lindley, M.Inst.C.E., who was detained by professional work 
in Roumania, the chair was taken by Sir William Н. White, K.C.B., 
F.R.S., Past-President. Sir William White inducted to the chair 
the new President, Mr. Dugald Clerk, M.Inst.C.E., investing him 
with the badge. Mr. Clerk took as the subject of hjs presidential 
address The Problem of the Gas Turbine,” an abstract of which 
appears in another part of this issue. 

At the meeting on December 8th, a paper on “ Electric Mains for 
Power Transmission Work” will be read by Prof. John T. Morris, 
M.I.E.E. (Member). The other meetings, &., of the new session 
have been arranged as follows :— 

Jannary 26th.—'' Some Notes on Boiler Trials," by Prof. J. D. Cormack, B. Sc. 
(Honorary Member). 

February 2nd.—'*Some Recent Electrical Engineering Measuring Instru- 
ments," by Mr. Kenelm Edgeumboe, M. I. E. E. (Meinber). 

February 10th.—Anniversary Dinner in the Victoria Hall of the Hotel Cecil. 

February 15th.—“ Arcbitectural Design and Expression," by Mr. Н. Heathcote 


Statham. ; 
March 2nd.— Gas Engine Indicators," by Mr. L. F. de Peyrecave, Stud. I. C. E. 


(Member). 

March 10th.—Conversazione. А lecturette on “The Evolution of the 
Man-of-War,’' illustrated by lantern slides kindly lent by the Navy League, 
will be given during the evening by Mr. C. Alfred Smith, B.Sc. (Member). 

April 11th.—Joint mecting with the Discussion Section of the Architectural 
Association, at 18, Tufton Street, Westminster (near the Church House and 
Westminster Abbey), commencing at 7.30 p.m. Paper on Ferro-Concrete,"" by 
B. N. Pylander, Mem. J. Inst. E. 

April 20th.— The Internal Combustſon Engine as Applied to Marine 
Purposes," by Mr. Francis J. Maddox, Stud. Inst. C. E. (Member). 

May 11th.—'' The Structural Design of Factories,” by Mr. Adam Hunter, 
Assoc. M. Inst. C. E. (Chairman). 


BIRMINGHAM AND District ELECT ICO CLV. — Last Saturday 
evening a paper on Electric Furnaces” was given by Mr. J. H. 
Stansbie, at the Municipal Technical School. 

RoxAL. INsTITUTION.—4AÀ Christmas course of lectures, adapted to 
a juvenile auditory, will be delivered by Prof. H. H. Turner, D. Sc., 
F. R. S., on “ Astronomy,” on December 28th and 30th, 1905, January 
2nd, 4th, 6thand 9th, 1906, at 3 o’clock. 

A general monthly mecting was held on Monday. Dr. A. Muirhead 
was elected a member. 

SocIETY OF FENGINEERS.---On Monday evening a paper was read 
on “The Metallic Preservation and Ornamentation of Iron and 
Steel Surfaces,” by Mr. Sherard Cowper-Coles. The greater portion 
of the paper was devoted to the author’s new process of dry galvanis- 
ing or “ Sherardising." 

SocrETY OF ARTS.—The Society commences its 152nd session on 
the 15th inst, with an opening address from tbe chairman of its 
council, Sir Owen Roberts. Among the papers sct down for the 
Wednesday evenings before Christmas is one on “ The Commerce and 
Industries of Japan,” by Mr. W. F. Mitchell, at which the Japanese 
Minister will preside. Sir William Preece will also give an 
account of the doings of the British Association in South Africa 
last summer, and Mr. F. Martin Duncan will describe the recent 
applications of the cinematograph for scientific purposes. A course 
of Cantor lectures by Prof. J. A. Fleming on ‘Electric Waves” 
will also be given before Christmas. Among the courses of 
lectures announced for the meetings after Christmas is one under 
the Cantor Trust on Modern Warships,” by Sir William H. White, 
and one under the Howard Trust, by Prof. Silvanus P. Thompson, 
on High-Speed Electric Generators.” The usual course of juvenile 
lectures will be given this year by Prof. Herbert Jackson, the 
subject being “ Flame and Combustion.” 

RuGBY ENGINBERING SociEty.-- On Thursday, November 2nd, 
Mr. Т. 5. Dick read a paper on “ Impact ‘Testing of Metals.” 

THE INSTITUTION OF CIVIL ENGINEERS.—At the inaugural meeting 
of the session, held on Tuesday, Sir Guilford Molesworth, K. C. I. E., 
the retiring President, formally introduced to the members his 
successor in the Chair, Sir Alexander Binnie. Sir Alexander then 
delivered an address to the members, in which he traced the influence 
of scientific thought and investigation upon the development of 
engineering practice. The President subsequently presented the 
medals and premiums awarded by the Council for papers dealt with 
in the course of the past session, and afterwards reccived the 
members in the library. 


Electro-Harmonie Concert.—Mr. W. E. L. Gaine is 
to preside at the next concert (Ladies' Night), which is to be held 
in the usual place— King's Hall, Holborn Restaurant--on Friday 
next, November 17th. The programme includes songs by Miss 
Annie Bartle, Miss Lucie Johnstone and Mr. John Bardsley ; and 
instrumental music by the orchestra. Other itemsin the programme 
will be rendered by Mr. Percy French (the art humorist), Mr. 
Edward Minshall, who will give humorous recitations, and Mr. 
Nelson Jackson (humorous sketches), 
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Electric Everything.—In the Shoreditch County Court, 
before his Hon. Judge Smyly, K.C., on Tuesday, Samuel Ringwood, 
a cabman, of 268, Ramsey Road, Forest Gate, E., was sued under а 
judgement summons, but said he could not pay. His Honour: 
When can you pay? Defendant: I really don't know, it’s all up 
with the show now. His Honour: АП up with what show ? 
Defendant: With the cabmen's show. It's electricity everywhere 
now. Electric cars, electric trams, electric ‘buses, electric cabs, in 
fact, electric everything. His Honour: But you must pay a debt. 


Defendant: Very well, if you can stop the electricity, І can pay 


my debts, but otherwise I'm done. His Honour: Does electricity 
affect you so badly as that? Defendant: It does, indeed. His 
Honour: Very well, I will adjourn this case for the parties to come 
to an arrangement, if possible. | 


Concert.—A Bohemian Concert is to be held by the 
Eltradion Athletic Club on Saturday, November 11th, at 8 p.m., 
Mr. A. Ewer, president, in the chair. It will take place at the 
University Tavern, Chenies Street, Tottenham Court Road, W. 


The Production of Platinum.—4About 95 per cent. 
of the world's supply of platinum comes from the Ural Mountains. 
In 1902 this amounted to 6 tons, in 1903 the production only 
reached 5? tons, and in 1904 it was further reduced, to 477 tons. 
Recently additional sources of the mineral have been discovered, 
so that a larger output may again be anticipated. A portion of the 
ore is exported, but most of it is refined before being sold. 


Gas.—A gas explosion occurred on 31st ult. in the works 


of the Yorkshire Iron and Coal Co. at Tingley, and two workmen 
were badly burned, 


Shock at a Bristol Fire.—A curious incident occurred 
during a great fire at Bristol on Saturday evening. The burning 
premises were not far from the tramway centre, and several lines 
of tramway pass the doors. Traffic had to be stopped for a good 
many hours on this piece of road, but the pressure remained on 
the trolley wires. A fire escape being called for, а fireman 
attempted to move one of large size towards the burning blocks, 
and one of its steel wire stays touched the overhead conductor. 
The fireman received a considerable shock, and muscular con- 
traction prevented him releasing his hold of the escape. 
officer came to the rescue, but also received a shock, and failed to 
get the fireman's grasp released. Happily, а man with rubber 
gloves was at hand, and he accomplished what the constable was 
unable to perform. No serious injury resulted, but the fire- 
man, as part of his very unpleasant experience, had the hand 
which had grasped the metal stay burned. He, however, continued 
with his comrades in the work of extinguishing the fire. The 
premises of Mesers. King & Co., electrical engineers, adjoin the 
burned warehouse, and some damage was done, chiefly by water. 


25.000-Mile run of Electric Locomotive.—The New 
York Central locomotive No. 6,000, which is being tested at the 
Schenectady experimental track, and which was built by the 
General Electric Co. and the American Locomotive Co., made its 
25,000th mile at 1.15 p.m. on October 20th, 1905, thus completing 
the first half of the 50,000-mile test to which it is being subjected. 
The motors on the locomotive to-day are those with which the test 
began; the commutators are perfectly smooth; the brushes have 
run the 25,000 miles with a wear of only 3 in. and appear fit 
to complete the 50,000 run. We are informed that during 
these tests, the locomotive has been in service regardless 
of weather, running light or with trains up to 12 cars in 
length. A speed of 85 miles an hour has been indicated, and in 
competition the electric locomotive has easilv beaten the fastest 
steam trains on the New York Central. The total cost of all 
repairs on the locomotive, excluding the injury caused when the 
shed in which it was housed was burned, has, we understand, been 
*428.17 for 25,000 miles. This is an average of 30.017 per mile 
run, and there is every indication that there will be a material 
reduction of expense on the second half of this run. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRICAL REVIEW posted as to their movements.] 


— 


Central Station Engineers. — Mr. J. ERN EVT DODGE, 
who was for some little time with the Electric Supply Corporation, 
Ltd., as resident engineer of the Totnes and Exmouth Electricity 
Works, has been appointed resident electrical engineer of the 
Nundydroog Co., Ltd., and is leaving England next week. Ніз 
address will be---c/o the Nundydroog Gold Mining Co., Ltd., 
Oorgaum, Mysore State, India. 

In the New York Alectrical World and Engineer for October 28th, 
just to hand, we read: “Mr. W. Н. Parcurrr, enzineer-in-chief 
to the Charing Cross and City Electric Co. and the Charing Cross 
and Strand Electricity Supply Corporation, is now visiting this 
country for the first time, and studying American central station 
development and practice. He is making a tour of inspection in 
New York, Boston, and other cities. With him is Mr. W. F. 
FrApGATE, chairman of the board of directors." 

The Beckenham U. D.C. has decided to take over the staff of the 
Electricity Works (which have hitherto been leased to the B.I. 
and H. Co., and are in future to be worked by the Council) on 


A police 


November 22nd at their existing rate of pay, the question of 
the bonus which the resident engineer has been in receipt of being 
left over for further consideration. 

The Leyton U.D.C. has increased the salary of the electrical 
engineer (who will undertake the management of the electrical 
equipment of the tramways) by £100 per annum, ae from July 1st, 
1905. | 

The Canterbury Т.С. has increased the salary of Mr. F. Е. Lewis, 
chief assistant electrical engineer. | 

The appointment of assistant engineer recently advertised for 
Maidenhead Corporation Electricity Works, has been-filled by Mr. 
AUDREY FLETCHER, of the Charing Cross Co. 

Mr. A. J. C. De Renzi, shift engineer at Rochdale Corporation 
Electricity Works, has been appointed assistant engineer at 
Newcastle-under-Lyme Corporation Electricity Works. 


"Tramway Officials.—Over 60 applications have been 
received by the South Shields T.C. for the post of general manager 
of the new elcctric tramways. 


General.— Mr. Strainer HvTCHINs has resigned his 
position as assistant general manager with the Industrial Engi- 
ing Co., of Hyde, to enable him to devote the whole of his time to 
the perfecting of a new type of gas producing plant. 

Readers in the Eastern Counties may be interested to learn that 
Mr. HARRY PULLEN, who was for eight years in the Royal Navy as 
engineer, and who left the service with most excellent testimonials 
from the Fleet Engineer, and his late Commander, as to his unusnal 
abilities both in mechanical and electrical engineering, and also 
with regard to his personal character, has recently started business 
in Diss, Norfolk, as a motor-car, mechanical and electrical engincer. 
Mr. Pullen, who was well known to us before he joined the Royal 
Navy, was apprenticed to the mechanical engineering profession, 
and, from our own knowledge and experience of his skill, together 
with the high testimony to his abilities from his superior officers, 
we can confidently recommend Mr. Pullen to anyone having occa- 
sion to seek the services of a young, energetic and able engiueer. 

Mr. NOEL WooDHOUSE, after being 12 years with the British 
Insulated and Helsby Cables, Ltd., Prescot, has resigned his posi- 


tion with the firm as assistant centracts manager, and has com- 


menced business with his brother, Mr. -Alfred V. Woodhouse, as 
electrical engineers and contractors. Mr. A. V. Woodhouse, after 
being with the Brush Co., was, until recently, chief assistant engi- 
neer at Penarth for the B.E.T. Co. Messrs. Woodhouse Bros. have 
taken offices at 20, North John Street, Liverpool, to which address 
all communications should be sent. ; 

The Electricity Committee of Salford T.C. has presented the 
retiring chairman (Alderman SHaw,J.P.) with an address expressing 
appreciation of his valued services. 

The Times says that the degree of Doctor of Science in Engineer- 
ing has been conferred on Mr. ARTHUR Вохр, an internal student 
of King's College, for a thesis entitled“ Experimental Researches 
on the Induction Motor” and an additional paper on the “ Radical 
Deformations of Fly-Wheels." 

It is announced that the Royal Society has this year awarded 
medals as below :— E 

The Copley medal to Prof. Dmitri Ivanovitch Mendeléef, of St. 
Petersburg, for his contributions to chemical and physical science. 

A Royal medal to Prof. Jobn Henry Poynting, F. R. S., for bis 
researches in physical science, especially in connection with the 
constant of gravitation and the theories of electro-dynamics and 
radiation. 

The Рагу medal to Prof. Albert Ladenburg, of Breslau, for his 
researches in organic chemistry, especially in connection with the 
synthesis of natural alkaloids. 

The Hugh's medal to Prof. Augusto Righi, of Bologna, on the 
ground of his experimental researches in electrical science. 

Mr. E. STANLEY SHou ts, A. M. I. E. E., has resigned his position 
as chief engineer and works manager of Aron Electricity Meter, 
Ltd., in London, which he has held for nearly four years. 

Our congratulations to Prof. Ӯ. Н. Darwin, F.R.S., president of 


.the British Association, on his appointment to be a Knight 


Commander of the Order of the Bath (Civil Division). 

Mr. Ер. С. ре StGunpo has been appointed consulting engineer 
to the Jew’s Orphan Asylum at West Norwood, at which there is 
installed a very complete electric lighting, heating and lauudry 
plant. 


Obituary.—We learn with very deep regret that Mr. 
C. Grey Mott, the chairman of the City and South London Railway, 
and a director of the Great Western and other steam lines, passed 
away on Tuesday, at the аре of 72 years, at Stanmore. His con- 
nection with the promotion and development of the first electric 
tube railway in London—indeed, in the entire world —has been his 
claim upon the interests of electrical men, and he stood by this 
concern through its prolonged uphill fight against circum- 
stances, and against much opposition, convinced that eventually 
those who had a stake in the company would receive a 
just reward. At the last balf-yearly mecting it was noticed that ће 
was in an infirm condition, and he remained seated during bis 
address to shareholders, but there was a ring of hopefulness in his 
remarks, even when referring to the ruinous and unfair competition 
of L.C.C. tramways. He has been so regular, so courteous and so 
greatly esteemed as chairman of these meetings that the next one 
will seem strange indeed without him. He had a great belief in the 
extension to Euston which is now constructing, believing that with the 
changing residential and traffic conditions of London the City 
and South London Railway would, by this extension, have con- 
tiguity to great railway termini there, and bring in vast volumes 
of traffic from the more distant suburbs to the metropolitan'centres 
and take them out again, to the benefit of the public and the com- 
pany. One cannot help regretting that he was not spared to 
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see this work completed, for this railway's interests seemed 
to be a large part of himself. То Mr. C. G. Mott, in the financial 
nud promoting sense, as to the late Mr. Greathead and others in 
the engineering sense, Londoners owe the origin of the tube 
railway now so much in vogue. It was in the early eighties that 
he found the funds for the City and South London. 


NEW COMPANIES REGISTERED. 


British Hosiery and Electrolytie Bleaching Co., Ltd. 


(6,337)..— This company was registered on November 2nd, with a capital of 
£60,000 in £1 shares, to acquire the business of manufacturers of meat cover- 
ings, lace, lace fabrica and hosiery, and of bleachers, carried on by the Sanitary 
Meat Coverings, Ltd., at 44, Parliament Street, Nottingham, to acquire certain 
patents relating to the Vogelsang Electrical Bleaching Process, now belonging 
to the Foreign Electrical Bleaching Patents, Ltd., to acquire from R. F. Blair, 
of Bt. George's House, Eastcheap, E.C., certain patents relating to improve- 
ments in circular knitting and splicing machines, and to carry on the business of 
manufacturers of meat coverings, lace, hosiery, lace and lace fabrics, commis- 
sion merchants, spinners, dealers in wool, cotton, silk, hemp, flax, jute and 
other flbrous substances, bleachers, dyers, dressers and finishers of meat 
coverings, lace, hosiery and other waterials, &c. The subscribers are:—A. P. 
Stokes, 13, Leadenhall Street, E.C., solicitor, 2,250 shares ; C. L. de Chastillon, 
103, Rue La Fayette, Paris, shipownerr, 250 shares; F. W. Ropér, 92, Watling 
Street, E.C., merchant, 250 shares; A. Morum, St. Michael's House, Church 
Alley, Basinghall Street, E.C., merchant, 250 shnres; W. Lewin, 44, Parliament 
Btreet, Nottingham, merchant, 250 shares; W. Carsley, Bt. Michael's House, 
Church Alley, Basinghall Street, E. C., merchant, 1 share; R. F. Blair, 6, East - 
cheap, E. C., merceant, 1 share. Minimum cash subscription, £14,000. The 
number of directors is not to be less than three nor more than seven; the first 
are C. L. deChastillon, A. Morum, A. L. Radford, F. W. Roper, and A. P. 
Stokes ; qualification, £250; remuneration as fixed by the company. Registered 
office, 6, Eastcheap, E.C. 


P. M. Electric Manufacturing Co., Ltd. (86,307).—-This 


company was registered on October 30th, with a capital of 42, in £1 
shares, to carry on the business of manufacturers of and dealers in 
electrical apparatus, sparking plugs, induction coils, tremblers and all 
‘accessories, parts or articles used in connection with the electrical 
portion of motor-cars, launches and omnibuses arid other self-propelled 
vehicles, manufacturers and vendors of electrical apparatus of any 
kind, &c. The first subscribers (each with one shure) are:-——J. Edwards, 
Cricklewood Lane, N.W., clerk; W. T. Jaye, 3, Effingham Road, Hornsey, N., 
clerk; Rev. W. Wheeler, Ivy Dene, Estcourt Road, Woodside, S. E.; W. R. 
Bradlaugh, 70, King's Cross Road, W.C., journalist ; J. Jones, 67, Arabin Road, 
Brockley, S. E., printers' overseer; A. Davis, 32, New Buildings, Hampstead, 
N. W.; and P. Baxter, бл, Tudor Street, E.C., engineer. No initial publio issue. 
The number of directors is not to be less than two nor more than seven; the 
first are P. Baxter (permanent), and another or others to be appointed by the sub- 
scribers. Article 14 provides that “the company is to be dissolved во soon as 
the re-sale referred to in Clause 8 (sub-section A) of the memorandum of 
association shall have been effected“; but the said sub-section '* A ” appears to 
merely give the company general powers to acquire any business relating to the 
manufacture and sale of electrical apparatus. 


J. 8. Fairfax & Co., Ltd. (86,317).—This company was 
registered on October 318, with a capital of 212, 500 in £1 shares, to adopt an 
agreement with J. 8. Fairfax for the acquisition of certain patents granted to 
hím, and to carry on the business of mechanical, hydraulic, marine, electrical, 
traction and general engineers, inachine tool manufacturers, builders? of motor 
and other vehicles, boats and launches, generators, users and suppliers of 
electrical energy, &c. The first subscribers (each with 50 shares) are :—J. 8. 
Fairfax, 37 and 39, Essex Street, Strand, W.C., consulting engineer; C. 
Hawksley, 30, Great George Street, Westminster, 8.W., civil engineer; A. Rigg, 
42, Old Broad Street, E.C., mechanical engineer; K. P. Hawksley, 30, Great 
George Street, Westminster, S. W., civil engineer; Mrs. I. L. A. Hawksley, 56, 
Ladbroke Grove, Notting Hill, W.; Mrs. L. Fairfax, Sunview, Fauconberg Road, 
Chiswick; and Miss A. Hawksley, 60, Porchester Terrace, Bayswater, W. No 
initial public issue. The subscribers are to appoint the first directors; qualifi- 
cation, 50 shares ; remuneration as fixed by the company. Registered office, 
Kew Bridge Engineering Works, 100 and 102, Strand. on-the-Green, Chiswick, W. 


South American Traction Co., Ltd. (86,332).— This company 
was registered on November 1st, with a capital of £10,000 in £1 shares, to carry 
on in South America or elsewhere the business of contractors for public and other 
works and conveniences, tramway, railway, omnibus and уап proprietors, 
carriers, manufacturers of tramway and railway carriages, trucks, locomotives, 
accumulators, dynamos and accessories, suppliers of electricity for light, heat, 
motive power and other purposes, &c. The first subscribers (each with one 
share) аге :—-W, J. Hill, 14, St. Helen's Place, E. C., clerk ; W. Waters, 10, 
Stonard Road, Paliner’s Green, N., clerk; R. Cherkin, 14, St. Helen’s Place, 
E.C., clerk; R. J. Muggleton, 14, St. Helens’ Place, E.C., clerk; A. E. Bullard 
Burleigh, Chudleigh Road, Brockley Grove, S. E., clerk; W. A. Hill, Colwell 
Road, East Dulwich, S. E., shorthand writer; und A. G. Coggan, 38, Kempe 
Road, Queen's Park, W., clerk. No initial public issue. Тһе number of 
directors is not to be more than five; the subscribers are to appoint the first. 
No qualification required. : 


Jones & Leslie, Ltd. (86,318).—-This company was registered 


on October 31st, with a capital of £2,000 in £1 shares, to acquire the 
business of electrical engineers carried on at 26—81, Eyre Street Hill, 
Hatton Garden, E. C., by T. L. Jones as Jones & Leslie," and to carry 
on the same and the business of ironfounders, mechanical engineers, 
manufacturers of clectrical and other machinery, tool makers, &c. The 
first subscribers (each with one share) are:—F. Н. Munby, Crosby Build. 
ings, E. C., solicitor; H. M. Smith, 26, St. John Street, Islington, N., clerk ; 
E. T. Hawkes, 58, Sayer Street, Walworth, S.E., clerk; T. L. Jones, 534, 
Franciscan Road, Tooting, 8.W., electrical engineer; C. E. Hey, 219, Cromwell 
Mansions, S. W., barrister; К. G. Campbell, 47, Richmond Gardens, W., 
writer to the Signet; and Н. C. Scott, 10, Woburn Square, W.C., law student. 
No initial public issue. The first directors are T. L. Jones, W. Jones and 
J. 8. Jones. ; . 


Cumberland Power Syndicate, Ltd. (86,364).—This company 
was registered on November 4th, with a capital of £5,000 in £5 shares, to adopt 
an agreement with J. Sturgeon, В. Н. Thwaite, А. R. Chorley, and J. Paterson, 
and to carry on in Cumberland and elsewhere the business of an electric power 
and power gas supply company and that of electricians, electrical and general 
engineers, gas manufacturers and producers, suppliers of electricity for all pur- 
poses, &c. The first subscribers (each with one share) are:—J. Н. Green, 14, 
Gross Belgrave Street, Hartley Hill, Leeds, merchant; J. H. Davies, Warrells 
Grove, Bramley, Leeds, clerk to Commissioner of Taxes; C. F. Winterhead, 9, 
Kensington Terrace, Hyde Park, Leeds, clerk; W. F. Potter, 14, Park Row, 
Leeds, stockbroker; T. Yates, 14, Park Row, Leeds, stockbroker; Е. Н. Barr, 
North Grange Road, Headingley, Leeds, gentleman ; and J. Kitchen, Springfield 
Mount, Leeds, dyer. No initial publie issue. The number of directors is not to 
be less than three nor more than seven; the first directors are А. Lupton, W. F. 
Smith and J. Т. Pullen; qualitication not stated; remuneration as fixed by the 
company. Registered office, 4, South Parade, Leeds. 


Makin & Co., Ltd. (86,357).—This company was registered on 
November 3rd, with a capital of £1,000 in £1 shares, to acquire the business 
carried on at Sheftield as Makin & Co.,“ and to carry on the business of elec- 
tricians, electrical and mechanical engineers, &c. The first subscribers (each 


with one share) are :—J. Makin, 23 and 25, Division Street, Sheffield, electrioal 


* 


engineer; R. C. Smith, 61, Monmouth Street, Sheffield, clerk; J. King, 72, Ph 
Street, Sheffield, hairdresser; G. W. Morris, 61, Monmouth Street, Sheffie » 
coachman; Mrs. Н. Makin, 107, Hanover Street, Sheffield; D. Corrie, 7, 
Houngfleld Road, Sheffield, plumber; and R. C. Smith, senior, Mill Mount, 
Luxford, Notts, retired grocer. No initial public issue. Registered without 
articles of association. The first directors are J. Makin and R. C. Smith, junior. 
Registered office, 23 and 25, Division Street, Sheffield. 


РА 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


— — — aF 


Harvey & Friend, Ltd., electricians, electro-depositors, &c., 
Birmingham (84,290).—A debenture, dated September 21st, 1905, to secure £100, 
charged on the whole of the company's property, bas been registered. Holder: 
Miss L. Harvey, Forest Road, Moseley, near Birmingham. 


South Metropolitan Electric Light and Power Co., Ltd. 
(47,875).—Issue, on September 29th, of & debenture for £10,000, part of series 
created by resolutions of July 3rd, 1900, and May 6th, 1904, to secure & sum not 
exceeding the amount of the share capital issued and paid up for the time 
being. Property charged: The coinpany's undertaking and property, present 
and future, including uncalled capital. The debentures are issued to the 
trustees for further securing debenture stock created by trust deed of August 
Вга, 1900, supplemented by trust deed of June 3rd, 1904. Trustees: Н. Н. 
Beeton, 18, Austin Friars, E. C., and W. R. Davies, 10, Moorgate Street, Е.С. 
Previously issued of same series: £200,000. 


Fife Electric Power Co., Ltd. (75,736).— This company's 
annual return was filed on September 27th, when the entire capital of £30,000 
in 3,000 shares of £10 each had been taken up and paid for in full. Mortgages 


and charges: £15,000. 
 Henley's (South Africa) Telegraph Works, Ltd. (77,731).— 
en the entire capital 


This company's annual return was filed on August lith, w 
of £2,000 in £1 shares had been taken up and paid for in full. Mortgages and 
charges: Nil. 


Electromobile Co., Ltd. (London), (75,139). —А charge, dated 
August 10th, 1904, securing an indefinite amount, but originally stamped to 
cover £10,000, was further stamped on October 5th, 1905, to cover ап additional 
£10,000. Property charged: 15 per cent. of all moneys which may be payable 
to the company under present or future contracts for sale, garage, supply of 
electricity, or other services in connection with any automobiles, excludin 
moneys payable exclusively for tire maintenance, Holders: North of Еп ап 
Trustee, Debenture and Assets Corporation, Ltd., 45, Spring Gardens, Man- 


chester. 
Harwich Electric Lighting and Tramways Co., Ltd. 


(66,783).—This company’s annual return was filed on August 17th, 1905, when 
seven shares had been taken up out of a nominal capital of £50,000 in 50,000 
shares of El each; £1 per share has been called up and £7 remains in arrears. 


No mortgages or charges. 


Halifax aud Bermudas Cable Co. Ltd. (28,972).—This com- 
pany’s annual return was filed on October 5th, when the entire capital of 
£50,000 in 10,000 shares of £5 each had been taken up; £50,000 is considered а 


paid. Mortgages and charges: £46,500. 
Improved Electric Supplies Ltd. (London), (86,014).—A 
, to secure 44, 000, charged on the 


mortgage debenture dated October 6th, 1 ) 1 
company's undertaking and property, present and future, including uncalled 
enpital, has been registered. Holder: Н. Muff, Red House, Bexley Heath, 


Kent. 
General Electric Con Ltd. (67,307).—This company’s annual 


return was filed on August 10th, when 25,000 preference and 31,750 ordinary 
shares had been taken up out of a nominal capital of £800,000 in 40,000 pre. 
ference and 40,000 ordinary shares of £10 each. £10 per share has been called 
up on 18,000 preference and 6,750 ordinary shares, resulting in the receipt of 
£217,500. £320,000 is considered as paid on 7,000 preference and 25,000 ordinary. 
Mortgages and eharges : £200,000. 


Yale Electric Power Co., Ltd. (60,493).—This company's 
annual return was filed on October 7th, when 629 shares had been taken up out 
of a nominal capital of £20,000 in 800 shares of £25 each. 425 per share has 
been called up on 561, and £13,780 has been received, leaving £245 in arrears. 
£1,700 is considered as paid on 68 shares. Mortgages and charges: Nil. 


Vaughan & Son, Ltd. (61,526).—This company’s annual return 
was filed on October 12th, when 3,595 preference and 20,689 ordinary shares had 
been taken up out of a nominal capital of £20,000 in 20,000 preference and 30,000 
ordinary shares of £1 each. £1 per share has been called up, resulting in the 
receipt of £24,284. Mortgages and charges : £5,000. 


New Phonopore Telephone Co., Ltd. (44,654).—A list of 
allotments made up to October 9th, 1905, shows a further 100 ordinary shares 
taken up (108. called up on each) in addition to the 5,111 ordinary and 1,000 
founders! shares shown by the return of October "th, 1904, to have been issued 
(10s. per share being called up and paid on the ordinary and £1 per share con- 
sidered as paid on the founders’), out of a nominal capital! of £10,000 in 9,000 
ordinary and 1,000 founders’ shares of £1 each., Mortgages and charges: Nil. 


Mather & Platt, Ltd. (60,387).—' This company's annual return 
was filed on October 5th, when 40,000 preference and 40,000 ordinary shares had 
been taken up out of а nomina] capital of £1,000,000 in 50,000 preference and 
50,000 ordinary shares of £10 each. £10 per share has been called up on 
29,200 preference and 2,500 ordinary shares, resulting in the receipt of £317,000. 
£183,000 is considered as paid on 10,800 preference and 37,500 ordinary. Mort- 
gages апа charges: Nil. 


Electromobile Co., Ltd. (75,139).—A memorandum of satis- 
faction, to the extent of £10,080, of a mortgage dated August 10th, 1£04, 
securing £3,500 and further advances of an indefinite amount (now stamped to 
cover up to £20,000), has been filed. 


Improved Electric Supplies, Lid. (London), (86,014)— 
£9,500 second mortgage debentures, created October 4th and dated October 18th, 
1905, charged on the company’s undertaking and property, present and future, 
including uncalled capital, have been registered. No trustees. Holder: W, 
Chamberlain, Pendock Grove, Cobham. 


Electric Conversion Syndicate, Ltd. (76,877).—An equitable 
charge, dated October 13th, 1905, to secure £16,500 has been registered. Pro- 
perty charged: Uncalled capital to the extent of 78. 6d. per share on 32,350 £1 
preference shares in this syndicute, £47,900 first mortgage debenture stock of 
the South Lancashire Electric Traction and Power Co., Ltd.; 20,688 £1 fully- 
paid preference shares in the Sunderland District Electric Tramways, Ltd.; 
18,441 41 ordinary shares in the Durham Collieries Electric Power Co.,, Ltd. 
1.585 £5 preference shares in the North Wales Power and Traction Co., Ltd. 
and 14,500 £1 shares in the Canadian Electric Traction Co., Ltd. Holders 
Messrs. Herbert Wagg & Russell, Southsea House, Е.С. 


Electric Safety A pliances Co., Ltd. (London) (83,864).— 
A mortgage debenture dated October 11th, 1906, to secure £100, charged on the 
company's undertaking and property, present and future, has been i1egistered, 
Holder: R. J. Bott, 235, Phillip Lane, Tottenham, 
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ELECTRICITY SUPPLY ACCOUNTS. 


Tus work of the Manchester Electricity 


Manchester Department moves on apace, and its 50 million 
. Municipal units (approximate) output and sales of 
Electricity ^ 33, 686, 710 units represent sound progress, which 
Supply. must be gratifying alike to the department and 


its rather too sanguine sponsors. The revenue 
shows an increase of some £35,000 over that of 1904, earned by an 
additional £7,000 working expenditure; the lamp connections 
equalled some 458,000 8-с.р., and the motors connected will, ere 
this, have reached 10,000 н.р. 

On the other hand, the department's heavy liabilities in respect 
of only partly productive plant, must handicap the undertaking as 
a profit-making concern for some years to come. Hence, it is satis- 
factory to find that after meeting financial charges, some £17,000 in 
excess of last year's, it was possible to place some £38,000 towards 
renewals, and to carry to reserve £4,544, as compared with £25,000 
for renewals, and £6,809 carried to reserve in 1904. 

The prices charged are: Private lighting, 54d.* and 14d. per 
unit, maximum demand system; power, lzd. --- ld. per unit, 
sliding scale; traction, 1°49d., and public lighting 2d. per unit. 
The chief engineer is Mr. S. L. Pearce.’ 

* Since reduced to 44d. 


GENERAL STATEMENT. 


For year ending March 31st 1905. 1904. 

Total capital expended £2,199,689 £2,110,432 
Number of units suld— 

Private supply 14,679,373 11,799,214 
Public lighting 81,032 41,553 
Traction bos s Lud 18,926,305 17,125,857 
Total number of units sold 33,686,710 28,966,624 
459,442 415,000 


Equivalent No. of 8-c.r. lamps connected 
H.P. of motors connected ... i 6,142 
Number of public lamps ... з bus 53 29 


Maximum load iu Kw. 20,023 17,290 
Revenue account — 
Gross revenue ... £302,200 £267,788 
» expenditure £135,992 £129,308 
„ profit  ... we E £166,208 £138,480 
Average price obtained per unit— 
Private supply i 2:99d 3:26d. 
Public lighting 2:00d 2:00d. 
Traction 1:50d. 1:204. 


REVENUE ACCOUNT FOR YEAR ENDING Marcu 315т, 1905. 


Gross revenue 5 i £302,200 = 216d. per unit. 
Works and distribution costs £105,702 = 75d. „. 
Total working costs... £135,992 = ‘97d. „ 
ProrFit STATEMENT, 1905. 
Interest on loans idi T £64,144 
Sinking fund and repay ment of loans 59,192 
Balance carried forward to reserve 4,544 
Specialrenewals  ... a 13,328 
Renewals suspense account 25,000 
Gross profit . . £166,208 


CITY NOTES. 


Western Union Telegraph Co. 


THE annual report to June 30th, 1905, has just been published, and 
we give the following extracts therefrom. Revenues amounted to 
$29,033,635 being a decrease of $215,755, as compared with the 
previous year, whereas the expenses showed an incrcase of $483,654, 
as compared with the same period. Part of the increased 
expenditure was caused by the reconstruction of the lines, this cost 
being the largest in the history of the company. The number of 
poles per mile were increased on the main routes, and copper wires 
were substituted for iron ones. In other branches there was a small 
decrease of expenses. The net revenue for the year was 87, 188,064, 
and of this $4,868,083 was paid in dividends, and $1,227,200 in 
interest on bonds, leaving $1,092,780 to add to the surplus. The 
net growth of the plant, was in poles and cable, 874 miles; in wires, 
29,152 miles; in offices, 356. Of the total of 1,184,557 miles of 
wire at the close of the year, 306,736 were of copper. The cost of 
new construction was $1,177,500, this being less than last year by 
$1,288,279. Contracts were also made with various railway com- 
panies during the year, owning 3,474 miles of line. Total expenses 
amounted to $21,845,570. 


British Thomson-Houston Со. 


THE tenth ordinary general meeting of the above company was held 
on Wednesday at the otlices, 83, Cannon Street, E.C., Mr. G. 
Franklin presiding. 

The Снлікмлх said that the printed accounts and report were 
sufficiently explanatory. The position of the company only went 
to show that they had had a longer rope to hold at Rugby than 
than they had any idea of, and the difficulties which arose in con- 
nection with the manufacture there had since become manifest by 


reason of the severe home and foreign compelition they had had 
to contend with. That made their difficulties sufficient to 
require constant attention on the part of the board. There was 
one item on which a sharebolder wanted information, and that was 
as to why it was that the charge for interest on loans had increased 
from £9,047 last year to £20,601 this year—an increase of £11,600. 
It was entirely due to the fact -that last year the 
General Electric Co. had а large claim against the 
company as an ordinary trade creditor, and that sum 
had now commenced to carry interest at the rate of 3 per cent. 
The directors, however, could give the shareholders the assurance 
that the company's financial position was satisfactory. Last year 
their securities stood in the balance-sheet at £518,302, and the 
directors had been able since to dispose of £350,000 at par, and so 
reduce the liabilities on the other side by that amount. Whatever 
happened, therefore, the security and position of the company was 
not in danger. He moved the adoption of the report. 

Mr. J. Е. NAUHBEIM seconded the motion, and the report was 
adopted. 

The retiring directors and auditors were re-clected, and the mect- 
ing closed. 


Electrolytic Alkali Со. 


WE read in the Financial Times (from which we make the follow- 
ing extracts) that the annusl meeting was held in Liverpool on 
Tuesday. 

Mr. C. C. Connor (the chairman) said that since the report had 
been issued,. Mr. James Hargreaves, a member of the board, had 
sent out a circular to a large number of shareholders. His attitude 
in doing so they were at a loss to understand, as his circular only 
exhibited his difference of opinion from the rest of the directors. 
Mr. Hargreaves had given notice that he would at that meeting 
ask first why the warnings and information given in his protest and 
letter of advice had not been heeded; secondly, as to the acquire- 
ment of patents for improvements in clectrolysis and auxiliary 
processes ; and, thirdly, as to the valuation of the company's plant. 
In reply to the first question, the chairman said it was incorrect to 
suggest tbat any advice Mr. Hargreaves had given, or suggestions 
he had made, had not received due consideration. They had 
acquired all the patents for improvements in processes submitted 
to them which they considered valuable. The company's plant 
stood in the books at cost, less depreciation, and the majority of 
the board, as well as the company's auditors, were satisfied that 
the published figures were correct. The company had suffered from 
influencea altogether uncontrollable by the directors, and bearing 
that in mind, they considered the report was encournging, and one 
with which they hoped the shareholders might be pleased. The 
net trading profit exhibited à marked improvement, being about 
£4,200 against £500 last year. They trusted that the results 
warranted the anticipation that they had at length reached the 
turning point, and there might be still better results in the future. 

Mr. HARGREAVES opposed the adoption of the report in a long 
speech, in which he contended that all he had stated in his letter 
of protest had been justified. When the balance-sheet was brought 
forward he refused to sign it because he had not seen the accounts, 
and when he began to examine the books he was told that he had 
exceeded his powers. He maintained that certain salt plant which 
the company possessed was not adapted to their circumstances. 

The motion was carried. 

A long discussion ensued upon a motion to elect Mr. а. Н. 
Harrison a director. Mr. Hanareaves said if Mr. Harrison were 
elected they might accept his resignation as a director. 

A poll resulted in the election of Mr. Harrison by 112,891 votes 
to 23,771 given for Mr. Owen. 


Eastern Extension, Australasia and China 
Telegraph Со, 


THE sixty-fourth half-yearly ordinary general meeting was held on 
Wednesday last week at River Plate House, Sir J. Wolfe Barry, 
the chairman, presiding. In proposing the adoption of the 
report (which was agreed to), the CHAIRMAN said he thought the 
shareholders would agree with him in regarding the result of 
the half-year as fairly satisfactory. The gross revenue for the six 
months had amounted to £349,000 ayainst £300,000 for the 
corresponding period of 1904, an increase of £49,000. That result 
was not entirely due to growth of traffic. A portion, some £19,000, 
of the increase consisted of revenue tbat was earned in 1904, but 
not included in that year's accounts owing to unavoidable delay in 
adjusting accounts with other telegraph companies, and conse- 
quently the increase during the past half-year, actually due to 
growth of traflie, was about £30,000. А portion of this increase 
was undoubtedly attributable to the war in the Far East, but as 
the bulk of it was spread over the company's whole system, with 
the exception of the Australasian, where a small decrease was expe- 
rienced, they might draw the encouraging conclusion that a con- 
Biderable portion of the increase was due to general growth of 
business, Since the conclusion of peace between Russia and Japan 
a falling off had been noticeable in the China and Japan traffic ; 
but, on the other hand, he was glad to say the trafic with Austra- 
lasia had shown some improvement during the last few months, 
and they might hope that growth of business with China and Japan, 
when relieved of the incubus of war, would equal the abnormal 
growth due to the late exhausting hostilities. The working and 
other expenses had amounted to £136,000 against £142,000 for the 
corresponding period of 1904, showing a decrease of £6,000. 
Although station salaries showed an increase of nearly £5,000, due 
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mninly to a larger staff having been engaged in order to efficiently 
deal with the increased traffic, there had been reductions in many 
other items of expenditure, notably in the cost of maintenance of 
cables, which alone accounted for £4,000 of the decrease. That 
arose from their having had an exceptionally small numberof cable 
interruptions during the passed half-year, and to the fact that they 
had occurred in their shallow water sections, which represented a 
considerable proportion of their extensive cable system. The com- 
parative immunity from cable interruptions micht largely be attri- 
buted to the extensive renewal work which they had carried out 
from time to time whenever the old cables had shown signs of 
serious deterioration. However that might be, cable repairs bad 
been, comparatively speaking, light during the period under con- 
sideration, aud it would not be prudent to look upon the present 
as necessarily an index of the future. The tariff for telegrams 
between Europe and Japan by this company's route was reduced 
from July Ist last from 5s. 8d. to 48. 10d. per word, making it the 
same as by the Great Norttern Co.’s route via Russia. 


— 


Western Telegraph Co. 


THe sixty-fourth ordinary general meeting was held on Wednesday 
last week at River Plate House, Sir J. Wolfe Barry in the chair. 

The CHAIRMAN, in proposing the adoption of the report (see 
ELkcTRiCAL REVIEW, October 27th), said it afforded him great 
pleasure to call attention to a continuance of the prosperous 
condition of affairs in South America, and a consequent 
satisfactory improvement іп the company's revenue. The message 
receipts for the half-year ended June 30th last amounted to 
£253,000 as against £216,000 for the corresponding period last 
year, being an increase of between £37,000 and £38,000. It was 
gratifying to observe that that improvement was being main- 
tained, but still they must be prepared for tin.es of depression 
and slackness in trade, which appeared to be inevitable 
sooner or later to every country. A large proportion of the 
extra working cost was accounted for by the enhanced value of 
the Brazilian currency. The gross increase in the expenses amounted 
to £5,261. The amount spent on repairs to cables had been very 
heavy compared with the corresponding period, and maintenance 
of cables showed the large increase of £16,207. The largest item 
was the value of the submarine cable used in repairs, which repre- 
sented the sum of nearly £20,000, and exceeded the expenditure 
of. the corresponding period by £12,212. The net result of the 
half-year жаз an increase of £41,379 in the revenue from all 
sources, апа an increase in the working expenses of £17,118. Since 
the last meeting they had had a change of members of the board, Mr. 
Andrews having felt it necessary to resign his directorship on 
account of ill-health. He had been connected with the company 
for 28 years, during the greater part of which he acted as chairman. 
They all owed him great obligations, and all regretted bis resigna- 
tion. They had been very fortunate in having been able to elect 
Lord Balfour of Burleigh to till Mr. Andrews's seat on the board. 
He had received a communication from a proprietor, stating his 
opinion that a larger dividend should be paid, and he had also 
secn observations in some newspapers to the same effect. He 
wished, however, to remind the shareholders that their main line 
deep-sea cables were laid many years ago—in one case over 30 years 
and in the other over 20 years—and although when interruptions 
had occurred they bad thus far been able to repair the cables, they 
must and ought to be prepared for the time when that would no 
longer be possible. Such an operation would necessitate the 
expenditure of several hundred thousand pounds, and he was sure 
the majority of the shareholders would see the advantage of the 
policy of the board in building up the reserve fund to enable them 
to meet such contingencies, and of judiciously conserving their 
resources to ensure as far as possible а continuance of the very 
handsome dividend of 7 per cent. 

Sir J. DENISON-PENDER seconded the motion, which was adopted 
after а short discussion. 


А Richardsons, Westgarth & Co. 


AT the annual meeting held at Hartlepool last week Sir Christopher 
Furness, M.P. (chairman), said that the past year had been one of 
very severe depression and exceptionally keen competition in the 
enginecring trade, particularly in marine engineering, and taking 
this into consideration, the results set forth in the balance-sheet 
were satisfactory. This was largely due to the fact that although 
marine engines and boilers formed their principle manufacture, vet 
at cach of their works they had, in addition, a range of specialities 
that contributed very materially to their business. Their new 
steam turbine works were completed and in full operation, being 
well supplied with work. They had obtained excellent results 
from their condensing plants, and particularly from the“ Con- 
traflo ’ condenser, for which they had a large number of orders. At 
Middlesbrough the development of their gas engine business had 
been both continuous and satisfactory. The Nesdrum ” water- 
tube boiler was also being manufactured there, and the resulta 
obtained confirmed his opinion that it was a very simple and highly 
efficient steam generator. The extensions to their various works 
duriug the year had been considerable. 
shop bad been enlarged and fitted with electric cranes and other 
modern appliances. With regard to prospects they had at present 
a larger order book than а year ago, and, as trade was distinctly 


improving, they were hoping for more remunerative prices than 


had prevailed during the recent depression. 
A dividend on the ordinary shares for the year ended August 
25th, 1905, at 6 per cent. was declared, 


At Sunderland the boiler- 


Drake & Gorham, Ltd. 


TRE directors’ report for the year ended June 30th, 1905, states 
that after payment of all charges, including bonuses due to staff, 
ihere remains & net profit of £10,822, which, with the sum of 
£1,722 brought forward from the previous year, makes a total of 
£12,644, which it is proposed to appropriate by payment of a 
dividend at the rate of 6 per cent. per annum, £7,500 ; by placing 
to reserve £3,000, aud by carrying forward £2,044; z 412,544. 
The reserve fund will then stand at £12,000. The directors regard 
the increase of £2,173 in the net profit as satisfactory, for during 
the period under review there has been little improvement in the 
general condition of electrical business. 

The Church Stretton Supply Station has been started and has worked 
efficiently from the commencement. In addition to Goodwood, which has been 
completed, the company are engaged in lighting the village of Fochabers for 
his Grace the Duke of Richmond and Gordon from the water power generating 
station which is already supplying the light to Gordon Castle. The company 
have been entrusted with the electrical equipinent of а cotton mill in 
Lancashire, in which steam plant and generators of the latest type will 
he emploved, the power amounting to upwards of 1,000 H. P. being transmitted 
electrically. It is anticipated that this work which has heen throughout 
designed by the company’s staff will lead to important developments in the 
future. At е Electrical Exhibition, held at Olympia, the company showed 
the salient features of their system, and it is hoped that a considerable amount 
of work will result froin the inquiries received. A large number of installations 
have been carried out during the year, und the work in hand on June 30th was 
greater than at the corresponding period of the previous year. Negotiations 
are in progress for the acquisition on lease of further premises for factory 
purposes, the present arrangements affording insufficient facilities for the 
manufacturing department of the business. 

The meeting is to be held on November 16th, and an extra- 
ordinary general meeting is to follow for approving a proposed 
slight alteration in the articles. | 


Buenos Ayres Grand National Tramways Co. 


THE report for the year ended March, 1905, says that in view of 
the improvement in the company’s position expected from the 
electrical operation of its lines, the directors have felt the 
urgent necessity of dealing with the capital and revenue accounts 
so as to enable the shareholders to reap tbe benefit of the improve- 
ment without undue delay. They have decided to proceed by a 
Bill in Parliament for the reorganisation of the company’s capital 
and revenue accounts upon a basis the details of which will in 
due course be submitted to all the various security holders for 
their approval, and it is proposed to deposit a Bill with this object 
in the course of November. 


At the meeting of the company held on 3rd inst. Mr. J. IRVING 
COURTENAY made a statement the result of recent personal observa- 
tions in Buenos Ayres—regarding the work of electrification. They 
intended to make every effort to proceed continuously with this 
work and carry it on to completion. Up to October 31st 324 miles 
had been converted, and the sections open to the public covered a 
distance of 24 miles. The results already obtained amply justified 
the policy of electrification. 


Prospectus. 


W. T. Henleys Telegraph Works Co., Ltd.—This company is 
making an issue of £150,000 44 per cent. first mortgage debenture 
stock, and is offcring for subscription £108,022 of the stock at par. 
The holders of the existing debenture stock are to be paid off ata 
premium of 10 per cent., and £41,798, part of the present issue, is 
to be allotted to them, the residue being paid in cash. Our 
readers are aware that the company is engaged in building a new 
factory at Gravesend. Further particulars appear in the abridged 
prospectus published in our advertisement pages. 


Castner - Kellner Alkali Co.—The directors have 
declared an interim dividend for the six months ended September 
30th at the rate of 4 per cent. per annum. 


Amazon Telegraph Co.— The accounts for the year 
ended June 30th show а net profit, after providing for interest 


' charges and the service of the debentures, of £9,836, reducing the 


debit balance brought forward to £78,235. 
Montreal Light, Heat and Power Co, — The 


directors have declared & dividend at the rate of 4 per cent. per 
annum for the three months ended October 31st last. 


Stock Exchange Notices, — The Committee has appointed 


a special settling day as under :— | 

Wednesday, November 22nd.—Johnson & Phillips, Ltd.—6,685 ordinary shares 
of £1 each, fully paid, Nos. 1 to 6,635; and £116,667 ö per cent. first mortgage 
debenture stock, 

TheCommittee has also ordered the undermentioned to be quoted 
in the Official List :— 

Indian Electric Supply and Traction Co., Ltd.—Partly paid provisional 
certificates for £120,500 0 per cent. construction debenture stock, 


Bordeaux Electric Tramways and Omnibus Co.— 
A dividend for the half-vear ended June 30th, 1905, will become 
payable on November 15th as follows:—4:80 fr. on registered 
shares, 4:59 fr. on bearer shares. 


West India and Panama Telegraph Co. — The 
directors recommend a dividend of 6s. per share on account of 
arrears of dividend on the first preference shares, 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


Receipts for | No. 
the : of 
fortnight. | wks. 


— — —— cdi — —mꝝ d ᷣ— 


Fort- 

Locality. night 
ended. 

Aberdeen Nov. 4 
Ayr КА Oct. 28 
Bath .. .. | Nov. 1 
Birkenhead .. «w^ 0 
Blackburn .. sel S. d 
Blackpool Corp. 2 


wis LL) 
‘i —Fleetw'd| „, 
2 — Lytham June 22 
Bolton ..! Nov 
Bournemouth wal. as 
Bradford  .. se ais 
Brighton РД 
Bristol ee | ев [1] 
Brit. Elec. Trac. Со. 
Airdrie .. Oct. 
Barnsley .. » 
Barrow . .. Es. ds 
tBirmingham (City) „, 
Birmingham (Mid.) „, 
Devonport . 
Dudley Sto'rb'ge „, 
Gateshead.. 2 


Gravesend, N'flee 
Gr'n'k, Pt. Glsgw 
Hartlepool 25 
Kidderminster .. 


Peterborough 
Potteries .. МК 
Rothesay .. ws 
Sheerness .. sis 
Southport we 
South Staffs.  .. 
Swansea .. x 
iTaunton .. 
Tynemouth 
eston-s-Mare .. 
Wolverhampton D. 
Worcester. 


Wrexham.. E 
Yorks. Wool. Dist. 


Burnley д8 А 
Burton-on Trent .. 
Bury .. 
Cardiff 
Carlisle 
Chatham and Dist. 
Colchester .. s 
Cork .. e еа 


* 
! 


ІДД 
ШЕТ; 
» 
” 


Glasgow ee oe! 
Gloucester .. | 
Halifax n^ 
Huddersfield 
.Hull oe ee ae 57 
Ilford sis -- | Oct. 
likeston " А 
Ipswich os 
Isle of Thanet 
Kirkcaldy .. 
Lan'kshire Trm. 


"o э ч 
э ч 


Co. 


Lowestoft 
Manchester.. as 
{Neweastle .. 
Newport s os 
ean А si az 
Plymout Ps “› 
Pontypridd .. 
Portsmouth .. 
Preston 
Reading as 
Rochdale... © 
Salford - e, | 
Scarborough 


Shefeld .. . Nov. 


Southampton xs 
Southend-on-Sea .. 
Btalyb'dge,Hyde,&c. 
Stockport... m 
Bunderland .. © 


West Ham .. A 
Wolverhampton .. 


Cen. London Rly. 
City & 8. Lon. Rly. 
Dublin-Lucan Rly. 
G. N. and City Rly. 
L'pool Overh'd Rly. , 
Mersey Railway 


| 


59 
Nov. 


+ 
+ 
+ 
+ 
+ 


[J++] +, 


1, 


62 
P» 
663 
9 
29 
56 
26 
10 
6 
65 
214 
411 
8 
29 
16 
18 
83 
14 
269 


1,090 


85 31 
3 


^ 


| 


* 
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8,843 
6,952 
10,525 
231,859 
64,953 
20,042 
33,666 
10,101 
277, 998 
11,593 
5,850 
3,140 
8,213 
115,456 
14,806 
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898 
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525 | 687 4:95 


99,78 19:25 +8°4 
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| 
— 1,908 
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71 6.2⁵ 
12 7 


3°5 


— 1.272 6°57 
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* Compared with the corresponding period of 1904. 
t Includes horse and other receipts, 


+ One week only, 


STOCKS AND SHARES. 


Wednesday evening. 

Dear money and Russian disquietude are the two most prominent 
factors in the general markets this week. The money situation 
shows faint signs of becoming easier, despite the rise in the Berlin 
hank rate, and if it does, this will make a considerable difference to 
the sentiment of the investor with regard to better- class securities. 
Whereas there was an avid desire to buy good Debenture stocks only 
a couple of months ago, the desire has slackened considerably of 
late, and, of course, this affects the share prices too. 


Electricity Supply issues are dull. There are but three rises to 
record in the list, and nine falls. By the irony of circumstances, 


‘one of the rises is in Westminster Electric Ordinary, which really 


started the fall in the supply market a fortnight ago, when the 
proposals affecting the Preference shares were first mooted. The 
various suggestions for new power Bills now being put forward by 
the London County Council and other bodies are unsettling to the 
mind of the average holder, while, in addition to the other cares 
that have fallen upon the market, several extensive selling orders 
for large lines of shares have been executed. It is needless to 


catalogue the series of declines which have occurred ; they range 


in extent from 4, in Edmundson’s Preference to 108. in Charing 


. Cross Ordinary and St. James' Ordinary shares. 


Seeing how much the Westminster ,Corporation's: proposals, 
already mentioned, have attracted general interest, it is a8 well to 
see how Electric Lighting Preference shares stand with regard to 
the return which can be obtained from a purchase at present 
market levels. In the following table, the calculations are based 
upon the middle quotations now ruling, and a final column is given 
to show when the dividends on the shares are payable :— 


—— —üĩ Z. ᷑ .' ———— . — — — 


Pref. divd. | Price. | Yield on money.| Divs. paid. 


Company. | 

Brompton & Kensington 7 94 £313 8 Feb.-Aug. 
Charing Cross "^ 44 4 4 110 Feb.-Aug. 
RA „City 4% 4 412 4 June-Dec. 

City of London sx 6 14 4 5 9 Mar.-July 
County of Londan 6 128 415 1 Feb.-Aug. 
Edmundson's  .. 6 94 418 9 May-Nov. 
London Electric .. 6 517 1 Mar.-Sept. 
Metropolitan 4 53 318 8 Jan.-July 
St. James’s.. is 7 9 3 18 10 Feb.-Aug. 
Urban s - b bà 417 7 April-Oct. 
Westminster уз 5 64 400 June-Dec. 


er p d .ſ—..w ———ũ—— — — — — — 


From the above, it is manifest that with a little judicious 
selection an investor may obtain 4} to 43 per cent. on his money, 
with excellent securities that have good prospects of improving in 
capital value when the general financial position becomes more 
stable. 

Some of the Electrical Railway stocks have hardened a little, 
Central London Ordinary, for example, rising a point to 93, and 
Great Northern and City Preferred shares }, to 53. There exists а 
fair demand for Great Northern, Piccadilly and Brompton Scrip 
certificates at about 753, the fraction representing the premium on 
the issue price. Metropolitan declined to 914, but Districts put 
on lat 39. City and South London remains stationary, while 
Waterloo and City lost a [point at 88, for which the state of the 
Money Market is the- chief reason. 


Traction descriptions are firmer on balance, British Electric 
Ordinary having z advance at 10, Potteries Preference j at 93, and 
the Debenture stock 2 per cent. at 104. The Argentine group is 
steady ; Buenos Ayres Grand National Preference are distinctly 
firmer at 73. British Columbia Deferred and Preferred have risen 
a point each, and Calcutta Trams are 4 better. Slight offering 
of British Westinghouse Preference put back the price to 24 
middle, and buyers are coy of appearing. Several cf the manufac- 
turing shares continue in deinand, and Dick, Kerrs score à rise at 
81. On the other hand, Telegraph Constructions dropped half a 
sovereign to 34. 

Two rises of 15s. stand out as the fentures of the Telegraph 
market. One is in Amazon shares, now at 44, and the other in 
Direct United Statesat 14. The latter is due to a rumour that the 
company may cease adding to reserve when the fund reaches half a 
million sterling, and give more dividend to the shares. Fastern 
Extensions added 4 at 143--the only movement in the Eastern 
group. The Anglo-American trio has nothing of importance to 
mention, and in the Western issues West India and Panama Second 
Preference are 4 lower at 74. Indo-Europeans recovered their 
recession of last weck. 

National Telephone Preferred and Deferred are each J down, but 
at 54 United River Plate Telephone Preference are 28. 6d. better. 
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SHARE LIST OF ELECTRICAL COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


(Continued om next page.) 
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Stock Business done 
яй от Dividends for the last — | О | Weekended | Rise + 
eters: four years. ov. lat. Nov. 8th. Nov е, | Fall — 
1908, ЭЕ | 1905.3 ii ii Highest Lowest. 
African Direct Telegraph, 4 % Debs... vx A. 4 | T 98— — , swf) x 
Amazon 'Telegraph Co.'s 6 Nos. 1 to 25,000 i Ni E | 8i— 8} 4 — 4i BRR + { 
Ро. do. 5 70670 DN see: M5 2 205. m a 9 à | +1 
Anglo-American egrap ee ee B. " i — — | ee 
no 35 do. ee ee 6 96 58s.§ ] 107 1 107 —1 108, 107 : ee 
do. 6.94 Pret 2x vs 2s. 1 1 1 1 1 1 1 +4 
бый т jh Nos. 1 to 44,000 1 1 1 1 
elephone, Nos. * as iz 2 e 
Epinal 500 year 4 % Deb. 8k. Red. ‚4 к иә w= rA 97 -1 
S Dee er. 10% Pref. mn. 5 4 10 5 11 — 18 xd | 17 — 18 з " 
E F 10 7 10 М. of a si B MW S 
Бо do. 44 Bebe. 44 44°%§ | 100 —108 100 —108 9, | „ - б 
Direct United Btates Cable 84 8 %5 | 18 — 184 194— 143 14g 18 | +2 
Direct W. Indis Cable, le, 44% F Reg. Deb., 1 t01, 200, R. у ave 100 HC 1 08 i iii А 
шайин ае у ЖИН, $ mAl| 0 — B) — 91 | s 
Do. 4% Mort. Deb. Stock Red. 4% 4 44 | 106 —108 xd | 106 —108 1 Е к 
Eastern Extension, Australiasia, and China Tele. 7$ 6%§| 14—14 144— 15 1433 on * i 
Deb. Stock . 4% 4 %§ | 106 —108 106 —108 107 vi 
East & в. Atrio. Tel.,4 Mt. Db., 1 to 8,000, red. 1900 4% =; 101 101$. ЕЯ Зя 
4% Reg. М. Debs . (Mauritius Bab.) 1 to 8,000 4 $ ee 10 1 1014ха е oe 5 
Globe тоша коа Trust so , 54% vx 1 104xd 1 1 1 1 T 
Do. A Pref. age "A 855 6 & 1 14dxd 1 14 1 1 e 
Greas Northern Telegraph sO рове ge! t "A 15 % PT 854— — ; ES 
ап rmudas е st Mort. ai Z E D: " 
| de., within Nos. 1 Ai о, Red. 4% ' Due 100—108 | 
Indo- an Telegraph s Va 10% |10% р BI- 5а 55 — 57 563 55 + 3 
Monte Video Telephone Co., Ltd. Ord. У à 8 % 8 & e 2 xd { — ОА АА ie 
National Telephone, Pref. Stock aus E x 6 « 6 % 6 3112 —1 111$ — 1 1063 — 
Do. о. Def. Stock . es oe 43% b А 5 § 107 — 108 -107 107 1 = 
do. 6 Cum. 1st Pref. ae . 6 * 6 5 6 § 13 — 15 — 15 ee es ee 
Do. do. 6 Саш. and Pref. ee 6 Ж 6 D 6 § 19 сы 18 12 AS 18 1 12} ee 
Do. do. 5 96 Non-cum. &rd P., 1 to 250,000 б 9 5 & 5 %8 bj— 53 Bj— öl Б me es 
Do d на еа ay „ ЕНЕ 
Oriental Telep. and Е Mo 171,504, 504, (оу peid 6 x 65 6 % 1 І ха, = 13 134 : m 
Pacific & European Tel. 4% Guar. Debe. 110 4 М 4 X EUR 1 0 00, 1 ое 100 кы We ace 
te ' * ee y , U ee ee ee 
Submarine Cables Trust M š © Pr 6 % 69 эз 198 xd | 195 —128 EE : es 
United River Plate Telephone 1% 84 “> 7— d 1— a 4 | 1% % 
ро: a р Debe. pa prets Nos. 1 to 40,000 Н УС р Р ee T TU 110 119 5 . ee + 
. о. е р 4 h oe ear — ee \ ee ee 
West African Telegraph, Share | 9 + 4 % 1% 10 — 104 19 — 1 |- 448 vs s: 
W. 5 America’ 1 to 80,000 & 58,001 to 008 ow — $} — i qos x 
4% Debs., 1 to 1,600 guar. by Bras. Bub. Tel. | 100 4 4 ; 100 —102 100 —102 ee és 
Western elegraph, Ltd., Nos. 1 to 207,980 10 1 1 е 143— 14{ 144 — 1 145 | 14 , 
5 % Debs. and "series, 1006 100 b b 101 —108 101 —108 ә as s 
Do. do. 4% Deb. юк Red. 100 4 4 ж 1 ae | 1 9 104 e" ae 
West India and Panama Telegraph vs es 10 и == 3 || TOME ME Ks 
Do. do. 6 Cum. 1st t. oe е • 10 7 7 $ е — 9 9 ° е ee 
Do. do. 4 Cum. 2nd Pref. • e. 10 N . 8 = 7$ "i i рс 4 
Do. do. Debs., Nos. 1 to 1,800 . 100 5 % b % e 101 —104 ш —104 oe ee . 
i } | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
| | | | | | 
Anglo-Argentine 888 260, fone "x a ИТЕ т? | 5 m ee | 8 96 Жы | 5 — d — d 833 А е 
Do. 54 % Cum. Prefs to? T 5 5а 5 5 96 | — = 5 ala 
Do. Permanent, 6 % Deb. Stock, 1888 | 100 T | 6 96 6 96 6% | M1 —14 141 —144 ua) 142 at 
Auckland E. Trams. „5 % let Mort. Deb. Stock 100- |... 6 5 % 5% | 105—107 105 —107 1 i3 ^ 
Babcock & Wilcox, 1 to 530,000 e| 1 . 117% 49095 :16950 | 2 4 81— 4 914 3i I 
Do. do. 6 ^, Cum. Pref., 1 to 100,000 . 1 ә | 6% 6% 6% | y lj 17e— lfs * X kj 
| British Aluminium 7 95 Cum. Pref. А 5 Nil Nil BD | .. — 6 — "4 ie 
D до; “ 1x e. % Cum. Pref. .. : | Nil | Nil МП. T osa i ш ae we 
è о. unding Certs | са ua m im. | ру - 
Do. do. 5 J ist Mom. Deb. Btock Red. stock | 5% | 5 | ee x 98 —102 xd 98-102 | |; ў Ss 
British Columbia E. Rail Def. Ord. Stock .. 1 6 E X X | 128 —126 xd | 124—127 | 126 125 +1 
| Do. 5% Pref. Ord. Stock ө |0 „ [54$ 28 „„ | no-ns 111 —114 | 108 et 
Do. 5% Cum. Perp. Pref. Stock T e 100 ee 1 % | 596 5% 106—109 106 —109 а, КЕ UN 
Do. 44 % 1st Mort. Debs., 1 to 6,950 . 4 | .. | 4% | 4X | 3205 108 —105 108 —105% | .. 23 | M 
Do. 4 . Vancouver Power Debs., 1 to 2, 200 | 100 T 4 | 4496 | 4496 101 —104 | 102 —105 | 104 vis +1 
| Bie Electric ыи. 8 ш : : | б 2 * | : 19 1 T | n i + 
0. um. e T F 1 ec — аны | gs 
Do. do. 5 % Perp. Deb. Stock .. | Stock | 5 5 5 | .. | 121 —128 120 —122 122 121 : | —1 
Do. do. 44 96 2n Deb. e Г. HE 1.55 А> 44 T 97 — 99 xà | 98 —100 9 | 98 +1 
British Insulated and Helsby Cables „ we] UE 445 8 8 | 8 |  6i— d | 6—1 eb ue dr 
Do. do. 6 % Cum. Pref. j 5 | 6 6 6 6 95 51— Ру? "E 8 
Ро. do. 44 % 1st Mort. Deb. Red. | 100 44 Hi | 4 § | 108 —106 | 108 —106 £^ — ws 
‚ British Thomson arate oh 43 95 b das Mort. Debe. i 10 | .. | 4% | 4 44% 98 —100 | 98 —100 Ка š | i. 
( British Westinghouse 6 95 Pre to? and к | i] "TUM 
T 275,001 to 475,000; | 5 Bx Жы * 2 * 2 — 1% 
Do. do. 4 % Mort. Deb. Stock | 100 s 149 | £9 | 49 85 — 89 85 — 89 = = 
IBrowett, Lindley & Co., Ord. . re £1 | Ni | Nil | Nil — 7 H Г HA v. s 
Do. do. 6% Сиш. Pref. no ben Nil Nil | Nil MET 14/6 to 15/ 14/6 to 15/ A * 
Brush Electrical Engineering, Ord., 1 to 105,781 . 2 Nil | Nil | Nil sae i m į Vs s 
Do. Non-cum. 6 % Pret. . xà 2 |6 | 45 | 6 NN iE. oci 1 2 92 
Do. 44 % Perp. Deb. Stock. | Stock | б | 4% | .. | 98—97 93 — 97 re » е 
| Do. 44 % Perp. 2nd Deb. Stock | Stock | 4 45% | 4 | is 78—81 77 — 80 eor 2 -1 
Buenos Ayres & gv us 1 to 100,000 5 | 8% r 3t4— 315 at 3} 57 313 А 
| Ро. A" ‚6 % Cum. Pret. 1 (040,000, 5 | 6% б | | SE si 1 — 5 d wa ons 
Do н о. 1 to 5 UE 9€; | OX "o — 8 — | l г 
| Do. 5% Deb. Stock м 100 rx | 5% 5% | 5% | 106 —108 100 108 „ 
Bo. 5% 2nd Deb. Stock 1000 3% 5% 5% , 100—105 102—165 ]| | :. с 
Calcutta Trams., 1 to 105,000 .. xa us "n 5 А 6% , 8% | T 95 | 9— 94 92 | 95 : ti 
Do 105,001to 137,610 zo ‚5 | sx od чы. t Wi tS | 8d. | 9 — 9 NET , vs 
| % lst Deb. Stock „ 10 2005 | 4 4195 | 107 —109 107—0  , . . T 
| Callender’ в Cable Construction share aie fe г | 15 1а 12 | 1 5 1l — 163 xd 11 — y^ | 114 * T 
f О, е r bi— ee ee ee 
| Do. do. 44% Ist Mort. Deb. Btook Red. Stock 43 44 44 | 44% | 109 —111 109—110) , .. | P 
Cape E. Trams., 1 to 491,222 z 1. .. 15 10 8 5% i= H 1— à 13 1 E. 
, Castner- Kellner Alsali, 1 to 450, 000 .. i 1 92 4 & 4 = 20/-— 21- - %—_ 1 | 41 .. —6d. 
Do. do. 44 < Ist Mort. Deb. Stock 100 on 4% 44 44% | 97 —102 92 Bie n gc 2 - 
Central London Railway, Ord. Stock . a. | Stock 4 44 : 44 | as! 91 — 98 | | 939 | 9 +i 
Do. 29. 4 1% Pref. Stock A Stock У { 1 4 5 ni ш 101 Б m | " A 
о f. e ee toc i ee — oe 
. City and South London Railway i £s .. ; Btock | 8} 3 5i 2 964 43 — 45 | | 45 483 
5 & Co., M 1 о c T. PS 8 5 | i 14— 12 a a | M js 
©, 8 ort 8. 
(000 ot £100, and 901 to 11,000 of £50 Rea to} SEMEL TIL IE. е 94 — 99 | 4 — 99 96 
— — — | | | — 
А od of nine months. + Quotations on Liverpool Stock Exchange. Unless Sihari stated all shares are fully paid. § Interim dividends. 
p And bonus of 10s, « prom Manchester Share Li s 
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SHARE LIST OF ELECTRICAL COMPANIES.—( Continued). 
ELECTRICAL RAILWAY, MANVFACTURING AND INDUSTRIAL COMPANIES.—/continued). 


А Closing Closing Business done | Rise + 
Present NAME. ie Dividends for the Quotations Quotatuns | week ended | or 


Bhare. last four years. Nov. lst. Nov. 8th. | Nov. 8th, 1905. | Fall 


+ 1902. | 1908. | 1904. | $1905. est Lowest. 
260,000 | Dick, Kerr & Co., 1 to 52,000 Va b t E 10 sí 84— 9 84 — 9 ét 5 
806,000 Do. do. 6 % Cum. Pref., 1 to 61,000 as 5 RE 6% 6 6% 6 — 6% 6 — 64 
| k 100 Si 4 | 4 44 106 —108 106 —108 
294,150 Do. do. 449% Deb. Stock 5 
600,C00 | Dublin United Trams. (1896), 1 to 60.000 10 ys 96 6 8 18]— 144 184— 1 Pe 
599,700 Do. 6 V Pref. between 1 and 60,000 10 te 6% 6 6 15 — 16 15 — 91 à 
63,400 Do. 4% Debs. . 100 E 4 4 si 994—1004 99 —10 А 
800,000 Do. “ A” Debs. 100 e 2s 98 — 99 98 — 99 5 
300,000 Do. anes " Deb. Stock 100 i5 А es 973 96 — 97 x 
99,261 | Edison & Swan Utd, opi ini 6 Nil il g si ц— ^4 12— il 
17,189 Do. se 725 1 o ee 5 Nil Nil § ee 3 — 3 — 90 I е ee 
B44,0231 Do. Deb. 8toc Red. 100 4 4 96 4 ae 85 — 90 85 — ee 
100,000! Do. 5% and b. Btock Prov. Certa. ‘all pd. 100 5 5 6 ee 92 — 97 92 — 97 : ee eo 
112,100 | Electric Construction 1 to 112,100 2 6 4 85 A i 3l va s 
81,800 Do. 7% Cum. Pref., 1 to 81,900 9 7 7 7 s 1 s is 
200,000 Do. do. 4 ‚ Ist Mort. Deb, Bk. | Stocks| 4 4 4 92 92 — 96 92 — 10 - as 
25,000 General Electric Co. (1 Cum. Pref. - 10 b b b ва 94— 10 8 94 Р 
900,000 ро. до. P" Mort. Deb. Btock | 4 '4 4 - 96 —100 — T. es 
780,000 Gt. N. & City Вай Pret. Ord. ‘f A” 4% 1 to 78,000 10 T 8 4 4 %$ 5 — 5 5} 8 54 
96,000 | Greenwood & Batley ч % Cum. Pref. , én 10 ў 1 | 1 7 1 11 1 100 T as 
80,000 Do. do. 5% Mort. Debs. ..| 100 is 5 5 © 5 1004 290—1004 ʻi " 
200,000 Бе в (W. T.), Telegraph Works, Ord. .. x 5 20 15 15 129454 12 — — se 5 
200,000 Do. do. "i "Pref. b 4 Ps . bà 55 bà 
45,900 Do. do. ort. Deb. Btock Btock we 109 —111 109 —111 ds ae 
- Thi c URP i [ee | te | жа | Be | 
? 8 во. .. on ee TM oe ee 
87,500 re Overhead Railway, ee 10 14 ly 1} ee 2$— 28 ^- 2 ee ee 
600,070 "London © United Trams (1901), 1 to 50,007 T - 10 ; 8 % 6 4 96$ 10 — 11 10—1 {з 
899,930 Do. do. 60, 0 TOO (E pain) 10 ae 8 % 6 4 96€ 4— b 4— 5 a 
1,125,000 Do. do. 5 % Cum. Pref., 1 to 125,000 ` 10 : 5% 5 5 99— 103 93— 10} a x 
1,831,000 do. 4% lst Mort. Deb. Stock. | 100 А 4 4% 1 100 —108 100 —108 1023 | 101. 
100,000 | Peebles (B.) & Co. 6 % Cum. Pref., 20,001 to 40,000 b з Эң 6 6 a . .. 
240,500 | Potteries Е. Trc., 20,001 to 40,000 & 50,001 to 54,500 10 А 5 6 > 8 a 
210,500 o. 596 Cum. Pref., 1 to 20, 000 & 40,001 to 44,500 10 5 5 5 96 9 — vs 
245,000 Do. 4496 Deb. Stock a - és 100 " 4} 44 - 101 —104 X 150 - i 
87,850 | Tele h e and Maintenance sa 12 20 & 20 15 ix 884— 854 834 
150,000 4% Deb. Bds., 1 to 1,500 Red. 1900 | 100 4 4 4 "M 102 —104 102 —104 ss «а 
8,599,200 | Undergd. Е. R., Lon., 5% Profit Shar. B. Nts... E ne 5 5 994—1004 995—100 . e 
540,000 | Waterloo & City Railway, Ord. Stoß — .. | 100 | a% | s% | %% 3 43 88 — 90 8T — 89 ; А 
399,990 | Willans & Robinson, 1 to 30,000 & 80,001 to 116,666 5 d 6 .. Е 14— 9 1— 2 1; ; 
333,390 Do. 6 C. P., 80,001 to 80,000 & 1 ,001 to 141,686 5 M T: Eu vs 24— 34 84 s3 4 
246,806 Do. 4% Ist Mort. Deb. Stock i vis 100 T 4 4% | i 77 — 82 77 — 82 vs PES 
| 
ELECTRICITY SUPPLY COMPANIES. 
| | | | | 
14, : Я 5 | 4 51— 59 | 5} 57 - , : 
70,000 Bromley (кепе E.L. & P., 1 to 00i a 0 S: 3 4 m 102 106 xa | 102—105 x4 ^ ` is 
50,000 do. 43 % Ist | 4 | 
29,877 | Brompton & Kens. Elec. br Bup., Ord., 1 to 90,000 6 8 10 10 X Ж. a 10 9.— 10 ' Ө . — ё 
29 698 Ро. 1 % Cum. Pref. b 7 7 | 1 Р D . 93 | 105 . | ee 
10782 | Central Electric TE i% Guar. Deb. ates 100 | 4 4 4 $ i 105 —108 105 —108 ЖО + 
' 88 | Shere Cross ama б leotricity Su us : : 10 : | 84 Б 268 7 52 que i | i4 — 4 
y et. | X bé : М 
40,000 | Do. 8 y Undertaking 44 % Cum. Prf. 6 | d [or 4 ps | 4- 5 d- 5 ME a 
. ee ee 1. ч 7 7 n ee | ee 
850,000 | Ро. о. 4% Deb. Stock Red. | 10 | 4 44 4% | .. | 108—106 100 —1  .. » | = 
44,496 Chelsea Electricity Supply, Ord. 6 5 Y, 6% | 43965 63— 6 5-64 653 5 
150,0000 | Do. Deb. Stock Red. | Btock 43 3110 —112 110 —112 ds Ой» И 
505 1 96 112— 120] | 1 19 | 
70,596 City of London EN Lighting, Ord. 40, 001—110, 595 10 Б 5 X 6 «€ | e | 194— 144 | u- i 8 = | 
40,000 ро. 6 Cum. Pref., 1 to 40,000 . 10 6 6 $, 6 % m 181— 14 1 14 | | 25 oe 
ИИ e e e, | Be) | 
, 8 o y. ee Sat = 0 ee ee 
40,000 County of London Eleotzio Ы hting, Ord. 1—40, 10 |4 4% | d4 | 43 | 31-19 932—1 | В: y gi 
00.0% ро до: Deb: Stock ~ 0,000 di ad | ae | 1 —114 11 14 ug | - 
400,000: Do. 0. | ee y ^ y ^ А — ^ = ee ee 
250,000 Do. do. 42 De % рер Deb. Stock .. Stock 15 d4 pes 102 —104 ха! 102—104 x d | $5 " 
70,000 Pamunaion. s Electrio Corporation, Ord. Shares . b 1 1% 7 % ; 6 Hu 5H А 
90,000 do. 6 % Cum. Pref.. ж 6 6 * 6 9o ua бм ed xd 6 — xd . 5 
500, 000. ро, до. 44 % 1st Mort Deb. Btk 100 44 d А Hr 0 as 109 —111 109 —11 T 28 ; "o 
50,000 | Folkestone, l to 10,000 б 5 Us 1 Д 4 968 51 51— Ai | ; : UN 
50,000 Do. б % Cum. Pref., 1 to 10,000 ‚| Б | Е „„ 5 — Bes | ie 
50,000 | m "i tons 43 9, lst. Deb. Stock i4 — a is 95 | 4 45% | "n —108 108 —108 E" ! "T 
65,000 ^ Hove, à eu XEM € "n Ài— — IET à КА 
10,000 Do. New (£65 10s. paid) ф e| £8 |. % | 8% * 53— o = 64 ; . 4 
37,809 | Do. 49% Deb. Btock .. 7 | wo | 4% | 4% | 43 | 95—99 5 — 98 i | М 
7,800 | Do. 44% Deb. Stock ..| 100 . 44% | 43%, | 4% 98 —102 99 —-101 "M ac 
21,000 | Rene ngón and Knightsbridge Eleotrio Ord. "M б x 10 4 ^ | n — i ct | КЕМЕ ты | ; | : — 3 
196,000 о п. * i = = E 
111,000 London Electric Supply Corporation: imited, Ord. 8 Ni Ni 8 : 13— | 12— 2 P Ge a | . 
60,000 Do. do. do. 6 % Pref... 5 6 6 6 Е 54— 5 — 15 i Si 
871,806 Do. do. 4% 1st Mort. Deb. Btk. Red. ' Stock | 4 4 4 2 99 —102 9100 ^. | et й 
100,000 | Metropolitan Electric Bupply 1 to 100 | Б 7 (10% | 10958 | 10— 1 10 — 1 pt io 
76,121 Do. um. Pref. 1.10 106, £8 рі. 8 4 4 52— з 5 
220,000: Do. lot t Mort. Deben. 8 5 4 | 4 | .. 109 —113 109 —118 T | 5 Ж 
0, 000 Do. % Mort. Deben. Stock T Redem. Stock | .. | 98 —100 | 97 — 024 | —1 
250,000 | Midland Eleotrio Corporation, 44 % lat Mort. Deb. | 100 aS 4% 1 201—108 101 16 | 1 | 
(285,045 | Newcastle-on-Tyne, 1 to 57,009 5 84 8 | gag. 8 — | = Hoc "EA 
1 89,955 ' Do. 57,010 to 75,000 . = фән лр, p — 9/0 8 — 8 — "| | ү) 
285,045 i Do 919 575 5 e Js vel 2 ie cq 0% 5 | ads 6— ' -= ое Р. | m 
1 89,955 10 to 75 s оз И bo, ad S "HE -— MEI NE Е 
Aem UTERE PEER TE) | Bo | BSR | EE |: 
? о. oe 4 o — A = ee * 
597000 CDR л е м шн Ж 00 Е E: | if | 10 100 102 ою o S | 
50,000 96 Deb. Btock .. 9i M %, ‚ 4% == — — we 
40,000 St. James’ and Pall Mall Electric Light, Oord. 5 149% 1% iH% | vee 14 — 15 1 p 133 2 
20,000 | Do. do. 7 e Pref. 20,081 to 40,080 | 6 7 1% 7 7 95 84— 93 9 MES a е 
160,000 84 Гер. Stock Red... 100 | 89 53% | 98—00 | 98 —100 E | ii 
12,000 Smithfield Markets | Electric ‘apply, ош 1 | oth а ‘ { | | 10 — 2 | E — a 212 Я 
50,000 eb. Btoc 3 | — — * d ao | 
65,000 South London Electricit Supply, Ord. Ms b | 1 8 4 & | | a- 4 | + 4 | ae S us | i 
` 100,000 South Met. Elec. Lt. & Power ( Ord.. Vs 1 1] N Ni! 15— 8 $— tà i. ss vd Е 
50,000 (Late Blackheath and Greenwich 17 €, Pref... 1 | Nil 7 1% 15-19 1 lá XE e 
100,000 Dist, E. L. Co.) 44% 1st Deb. Bik. 100 4% 4 44% 105 —108 105—108 we 1: 
80,000 Urban Electric 1 Ord. .. А b | 6% 5 5 965 ; 44— a | 44— 43 5 | — j 
90,000 Do. 5 & Cum. Pref. 5 5 5 56% 1. | b— 5 — г : Fi 
900,000 ' Do. 44 % 1st Mort. Db. Btk. Red | 100 |. | .. | 4 . 108—405 104 —16 104% 71 
110,000 | Westminster Eleotrio Supply, Ord. .. 5 12 % 133% 14 13% 19—12 128— 1 12 ia 1 1 
98,151 Ро. do. 5 % Cum. Pref, 5 5 5 96 Б | se^. n 6 — | 6 — | 68 - 
| | | 


н | | 
Shares not officially quoted :—Mackay Companies, ord., 50—51. Pref. 75—76. 
+ Unless otherwise stated al! shares are fully paid. § Interim dividends. 
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PROCEEDINGS OF INSTITUTIONS. 


IS МАСНІНЕ STOKING ECONOMICAL? 
By Autrrrp W. Bewnis, M. I. Mech. E., A. I. E. E. 
(Paper read before the Keighley Association of Engineers.) 


(Concluded from page 706.) 2 


6. In a seri :s of tests carried out on marine boilers with hot air at 
the Sheffield Corporation Sheaf Street Electricity Works, by Mr. 
S. E. Fedden, A. I. I. C. E., M. I. M. E., the following facts, which are 
not without significance, were established: The rated capacity of 
the boilers w.th hand firing was 9,000 Ib. to 10,000 Ib. of water 
per hour; with mechanical firing and" hot air, 17,652 lb. of water 
were evaporated per hour with an efficiency of 79:9 per cent. 
These tests brougr* out most clearly the high attainable efficiency, 
with an increased e€-aporation of about 89 per cent., and this 
with small slack coal as аст:79 rough and through by hand 


firing. 


Now, we may ask, if you were racing men and backed a horse 
that ran 9,000 yards while the winner won the race by running 
17,500 yards in the same time, other things being equal, would you 
ever back the 9,000 yards horse again? Especially if the 17,500 
yards horse was fed on bran while the other had oats ? 

I should here like to enter my protest against the false economy 
of the users of steam power who make it а constant rule to buy the 
cheapest machines, i.c. а machine for which the smallest initial 
outlay is required. Here is a case in point. Two stokers were 
installed for a firm known to me, one costing 50 per cent. more than 
the other. In less thana year the more expensive of the two had 
paid for the difference four times over; in other words, it had 
saved twice the cost of the cheaper machine. 

The following tests of recent date speak for themselves :— 

City of Coventry.—On the supply of cheap electrical energy for 
industrial purposes, Mr. Joseph A. Jeckell, the manager of the elec- 
tricity department of the Corporation of Coventry, read a paper before 
the members of the Birmingham Electric Club, and figures are given 
showing the results of working at the Corporation electricity works, 
Coventry. 

In 1901 the station cost pence per unit was 3°05d. In May two 
boilers were fitted with the Bennis stokers, and in October, 1902, 
two more boilers were fitted. In 1902 the cost went down to 2:43d. 
In 1903, when the costs were affected by the change in the stoking, 
the station costs went down to 151d. In 1904 they went down to 
г16а. In 1904 two more boilers were fitted with these machines, 
апа in 1905 the Coventry cost stands at 85d., which is a world's 
record. They had previously at work a cheaper stoker made by a 
Burnley firm, and the test in 1902 briefly showed that the dearer 
machine gave the extra evaporation per hour of 174 per cent. with 
а reduction in fuel cost per 1,000 gallons of 53 per cent. Notice 
the following tests (see Tables A, B, C, D, E):—Arlesey Portland 
Cement Co.; Leeds Copper Works; Butterley Co.; Belfast; 
Brintons, Ltd. 

These tables give some idea of the saving effected by the use of 
machinery, and of the progress made towards the goal of the stoker 
manufacturer, viz., cheap steam with а smokeless chimney. 


In a paper read a short time since before the Bradford Engin- 


eering Society, an opinion was expressed that the nearest approach 
to perfect firing might be obtamed by a well-designed and well- 
managed mechanical stoker. 'The writer of that paper further 
asserted that, to some extent, machine stokers have а bad 
name, and are viewed by a great number of men with some dis- 
trust. While admitting the truth of the assertion, we think it only 
due to point out that this bad name and distrust are probably the 
result of the folly of the manufacturer too anxious to do business, 
who has rashly guaranteed impossible results. 

Possibly а second cause to which these detrimental views of the 
mechanical stoker may be attributed, is the fact that many badly- 
designed stokers have been placed on the market, causing actual 
loss instead of gain. 

A tbird cause may be due to the prejudice of the individual 
engineer, who receives a bad impression of a certain make of stoker, 
and then condemns all stokers as bad. 

The historic aspect of machine firing has been во frequently 
before the members of the various technical societies during the 
last quarter of a century, that we have thought it best to omit the 


story of the early attempts of machine-firing, interesting though it - 


must always be to the student of the evolution of the mechanical 
stoker of to-day, and the days to come. The ably told story will 
be found carefully preserved in the archives of the Institution of 
Civil Engineers, the Institution of Electrical Engineers, and 
the Technical Society of Mill Managers, &c. We shall do no more 
than refer to it here. 

Everybody here is familiar with the process of combustion of 
coal. In hand-firing, when a quantity of coal is thrown on the fire, 
the supply of air is not altered ; the consequence is a production of 
carbonic oxide for a short time. Now, whatever this loss amounts 
to, two-thirds of the heat possible to be produced from each pound 


of carbon is wasted, and this occurring again and again each time 


a man fires, it amounts to a considerable loss at the day's end. 


But if, on the other hand, the fire is adjusted to produce carbonic 


acid gas when the coal is fired, there will be too much air when the 
coal is burnt through, and heat will be carried up the chimney by 
the excess of air. This source of waste is entirely avoided by 
etlicient machine firing. 

There is another point which up to now has been entirely lost 
sight of; it is а most important consideration, and is the reason 


. why such high efficiencies have been obtained by what I might 


term high-speed stokers, burning a lot of coal and doing heavy 
evaporations. Tl e rate of transmission of beat varies as the square 
of the difference of temperature between the water and the 
furnace temperat'ire, and so it comes that, other things being equal, 
the hotter the frrnace the more efficient the boiler. Therefore 
work with as 111 Пе excess of air as possible, but not a fraction too 
little, or down comes the temperature, and see that the air supply 
is properly di tributed over the furnace. 

A self-cleaning furnace is essential, and one in which a con- 
trollable supply of air is arranged for, is imperative; otherwise it 
becomes impossible to adjust the conditions to the best advantage. 

History repeats itself, Ње old story of the compound or single 
engine controversy is now being repeated in boiler firing. The 
single cylinder is hand-firing ; the compound engine machine-firing, 
and the arguments used inthe great Oldham controversy are much 
the same, but the evolution and survival of the fittest will carry the 
day. 

(A.) Result of comparative boiler tests made at the Arlesey 
Portland Cement Works, branch of the Associated Portland Cement 
Manufacturers (1900), Ltd. These tests were made on a Lancashire 
boiler, 8 ft. 6 in. x 32 ft., to determine the comparative efficiency 
of hand-firing and the “ Bennis” patent gold medal machine stoker 
and patent self-cleaning compressed air furnace :— 


Hand. Bennis. 
Date of test, 1903 de Aug. 28th Sept. 11th 
Duration ... us iss -— T 8 hours 8 hours 
Feed water temperature (average) 129° F. 131°°F. 
Steam pressure (average) See . . 118 lb. per 123 Ib. per 


| 8q. in. sq. in. 
Factor of equivalent evaporation as : 
from and at 212? T. "t 4:130 1:129 


Sort of coal used ... Tinshelf ` ше» реа 
nut. 
Price of coal delivered ... ' ... 14s. 10d. 12s. 9d. 
Weight of coal burnt :— Total ... 9,856 1b. 15,680 lb 
Per hour 1,232 1b. 1,960 11 
Water evaporated, actual :—Total 5,502 gals. 9,847 gals 


Per hour... 68775 gals. 1,230°87 gals. 


Per 1b. of coal 5:58 lb. 6:28 lb. 
Water evaporated ав from and at 
212° F.:—Total " 6,217 gals. 11,117 gals. 
Per hour 7711 gals. 1,389°6 gals. 
Per lb. of coal ; 6:31 lb. 7:09 1b. 
Cost of coal to evaporate 1,000 gallons 
as from and at 212? F. "M .. 125°93d. 96:344. 


Advantages obtained by the use of the  Bennis" stoker and 
furnace :— - | 
Extra evaporation per hour... 78°82 per cent. 
Extra evaporation per lb. of coal ... . 1236 „ 
Reduction in cost of coal рег 1,000 gallons 23:53 „, 


The actual saving in cost of coal is 29°64d. per 1, 000 gallons 
evaporated as from and at 212° F., and taking only the work done 
during the eight hours of the machine-fired test (namely, 11,117 
gallons evaporated as from and at 212° Е.) the raving in cost of coal 
during that test amounts to £1 7s. 5d. 

(B.) Results of comparative boiler tests made at the works of 
the Leeds Copper Works, Ltd.—The tests were made on a Galloway 
boiler, 8 ft. x 30 ft., to determine the comparative efficiency of 
hand-firing and the Bennis" new patent stoker and self-cleaning 
compressed air furnace :— 


Hand. Bennis. Bennis. 
Date of test, 1903 June 10th June 25th June 26th 
Duration Bud yi 84 hours 84 hours 84 hours 
Feed water temperature 
(average) zei sas 148° F. 168 F. 159° F. 
Steam pressure (average) 112 Ib. 119 1b. 101 1b. 
Factor of equivalent eva- 
poration as from and at | 
212° Е ... ida Ж 1:109 1:089 1:094 
Sort of coal used ... ee Glass Smudge Glass 
Houghton Houghton 
Price of coal per ton 78. 6d. Bs. 3d. 78. 6d. 
Weight of coal burnt 
Total ... a : 7,097 1b. 10,752 lb. 9,184 lb. 
Per hour sie e 8349 Ib. 1,264°9 lb. 1,0805 lb. 
Water evaporated, actual 
Total ... ҮЕ ; 4,723 gals. 7,298 gals. 7,513 gals. - 
Per hour 555˙6 gals. | 858'6gals. 883°9 gals. 
Per lb. of coal 6:655 lb. 67788 lb. 8:181 lb. 
Water evaporated as from 
and at 212? F.— Total... 5,238 gals. 7,948 gals. 8,219 gals. 
Per hour .. 616°2 gals. 9350 gals. 967 ˙0 gals. 
Per lb. of coal 7:370 lb. 7:392 lb. 8:950 lb. 


Cost of coal to evaporate 
1,000 gallons as from and 
at 212° F. E ies 54:44d. 38'05d. 44°89d. 
Advantages obtained by the use of the Bennis” stoker and 
furnace: 


Extra evaporation per hour  ... ; 5173 % 56:92 95 
Extra evaporation per lb. of the same 

coal we as VS 2x д — 21:26 % 
Reduction in cost of coal per 1,000 gals. 

evaporated ... д Шы .. 80119, 17:53 % 


(С.) Result of comparative boiler tests made at the works of the 
Butterley Iron Co., Ltd., Codnor Park. Hand firing versus 
the ‘‘Bennis” patent gold medal machine stoker and patent self- 
cleaning compressed-air furnace :— TT А 
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Hand. Bennis. 
Date of test, 1902 Jan. 18th Jan, 23rd 
Duration of test 5 hours 5 hours 
Type of boiler Lancashire Lancashire 
Size of boiler 7ft.6in. x 7 ft. 6 in. X 
Total wate ted .. 20 gal 540 ge 
ater evaporated ... 2,320 gals. 4,540 gals. 
Total coal burnt ... e 5 red d 
Water evaporated per hour —.. 464 gals. 908 gals 
Coal burnt per hour S .. 963 Ib. 1,434 Ib. 
Water evaporated per lb. of coal 4°82 lb 6:33 lb 


Price of coal per ton at pit... pis 2s. 6d. 1s. 
' Cost of fuel to evaporate 1,000 gals. of - ° 


water co. aie fe 2s. 33d 834. 
Extra evaporation perhour ...  .. — 95:69 
Extra evaporation per Ib. of coal — 31°48 
Net saving in weight of coal = 23°94%, 
Net saving in cost of evaporation... — 69:58% 


The coal used on January 23rd could not be burnt except on the 
Bennis furnace. 


(D.) Test made at the Belfast Corporation electricity works, on a 
Babcock & Wilcox water-tube boiler fitted with Bennis patent 
gold medal machine stoker and patent self-cleaning compressed air 


furnace. Present on behalf of the Corporation of Belfast, T. W. 


Bloxom ; on behalf of Ed. Bennis & Co., Ltd., A. W. Bennis and 
G. A. Rossetti; on behalf of Babcock & Wilcox, Ltd., A. E. Parker. 


5 ier i ж "TR Murch 7th, 1902 
on of tria 
Coal used vdd Ne» 


me oes c dium, ice " Mynydd Newydd " 
Calorific value of coal by calorimeter ... 14,049 в.тн.о. per lb. 
B. TH. U. required to evaporate 1 lb. of water, 


including superheat 1,234:5 B. TH. v. 
Heating surface of boiler 4,228 sq. ft. 
Grate surface ... "S us " 50 sq. ft. 
Ratio of heating to grate surface ... 84:56 to 1 


Steam pressure by gauge (average) si 

Average temperature of superheated steam 
leaving boiler - dk $4 ЕТ . 

Number of ° Е. of superheat ids de 154 


161:4 Ib. per sq. in. 


Feed-water temperature (average)... E 66:5* F. 
B. TH. u. required to evaporate 1 Ib. of water, 

omitting superheat ie ate У 1,160°6 B. 1H. vu. 
Factor of equivalent evaporation, as from 

and at 212 F. К ; 1'2018 
Total fuel burnt 9:243 lb. 
Fuel burnt per hour F 27 ҮР 1,760°6 lb. 
Fuel burnt per sq. ft. of grate per hour ... 352 11. 


Percentage of carbonic acid in flue gases 


leaving boiler (average) 145 per cent. 


As from actual As from and at 
conditions. 212° F. 
Total water evaporated, 92,000 1b. 110,565'6 1b. 
Water evaporated per hour, ... 17,523°8 lb. 21,060°1 lb. 
Water evaporated per sq. ft. of 
boiler heating surface per hour 4'14 lb. 4°98 lb. 
Water evaporated per lb. of coal 9°95 lb. 11°96 lb. 
Thermal efficiency of boiler with Bennis 
stoker and furnace (omitting superheat) 82:23 per cent. 


Thermal efficiency of boiler with Bennis 


stoker (including superheat) 87:46 per cent. 


E.) Report of comparative trials of “hand-firing” and the 
Bennis" patent gold medal machine stoker with self-cleaning 


compressed air furnaces at Messrs. Brinton’s (Ltd.) Works, 
Kidderminster :— 


Date of trial, 1903 ... March 12th May 13th 
Duration of trial 7 hours 7 hours 
Type of boiler Lancashire Lancashire 


30 ft. x 7 ft. 30 ft. x 7 ft. 
| 2 ft. 9 in. flues 2 ft. 9 in. flues 
Number of boilers tested, Nos. 1 & 2 2 2 


Grate surface, each boiler ... 33 sq. ft. 33 sq. ft. 
Heating surface, each boiler 840 sq. ft. 840 sq. ft. 
Ratio boiler heating surface to grate 25:41 25°41 
Coal used  .. - - Dudley rough Slack No.7 
Calorific value of fuel by calorimeter 10,941 B.T.U. — 
Total fuel consumed 11,424 lb. 14,448 lb. 
Total ash and clinker made 1,129 lb. 1,175 lb. 
Fuel consumed per sq. ft. of grate 

surface per hour ... is i 25 lb. 31 lb. 
Total water evaporated E 75,500 lb. 111,100 lb. 
Water evaporated per hour per 

boiler, actual condition ... г 5,393 1b. 7,935 lb. 
Water evaporated per lb. of fuel, 

actual condition ... jdn er 6:60 Ib. 7°68 lb. 
Water evaporated per lb. of coal ав 

from and at 212° F. boiler and 

economiser de Р те 7`69 lb. 8:97 lb. 
Total economical efficiency n — 58 per cent. 
Black smoke nae Зе ... Nearly constant None. 
Average steam pressure, by gauge 106 lb. 112:5 lb. 
Average temperature, feed {о 

economiser "" eat pen 90° F. 90° F. 
Average temperature, feed to boiler 202° F. 200° F. 
Average temperature, gases leaving 

boiler Es is es 770° F. 693* F. 
Average temperature,' outside atmo- 

sphere "n TR 43* F. 43? F. 
Draught in inches of water rs in. Ё in. 


THE PROBLEM OF THE GAS TURBINE. 
By DuGaLp CLERK, M. Inst. C. E. 


(Abstract of Presidential Address delivered to the Junior Institution 
of Engineers, November 3rd, 1905.) 


Тнк wonderful success obtained by your distinguished Past- 
President, the Hon. C. A. Parsons, and his many able followers, with 
the steam turbine in its various forms, has naturally attracted the 
attention of engineers to the apparently analogous problem of the 
internal combustion turbine. Accordingly, much mathematical and 
engineering ability has been recently devoted to the subject—so far, 
I am sorry to say, without concrete result. 

One gas turbine only has really rotated within my own direct 
knowledge. It was designed by Mr. F. W. Lanchester, of Bir- 
mingbam, to operate with the exhaust gases from one of the petrol 
engines used in his well-known motor-cars. He assured me a few 
days ago that it really rotated at a high speed, and made a loud 
shrieking noise, but only gave, he said, а total brake horse-power 
equal to tbat capable of being evolved by two blue-bottle flies. 
This power he did not consider to be satisfactory. 

It appears to me that most of those who have written on gas tur- 
bines, and have even designed and patented them, have given too 
little weight to certain differences between the steam and internal 
combustion engine problems. | 

Even Mr. Parsons himself, so early as his first turbine patent 


(No. 6,735, of 1884), appears to have been of opinion that the hot 


gas or internal combustion turbine presented practically the same 
problem as the steam turbine. 

The temperatures quite common in ordinary gas engine practice 
range as high as 2, 000 C., although in the best practice, for most 
economieal results, 1,500° C. or 1,600" C. appears to be an upper 
limit. If one realise« what the temperature 2,000° C. means, it 
becomes very evident that no turbine constructed either on the 
lines of Parsons or Laval could possibly be made to work with a 
continuous supply.of such gases; 2, 000 C. is considerably over the 
melting point of platinum. 

Seeing the impossibility of constructing a turbine with materials 
to stand a high temperature, many have proposed to convert high 
temperature into kinetic energy. Such proposals include the com- 
pressing of a gaseous mixture to, say, 50 Ib. or 60 lb. above atmo- 
sphere, the igniting of that mixture within а combustion chamber 
at constant pressure, and the expansion of the mixture through an 
expanding jet of the Lavaltype. The rapidly-moving particles at 


the relatively low pressure and temperature are then allowed to 


impinge upon rapidly-rotating blades of sickle configuration, and 
they are supposed to give up their energy of motion to those blades, 
and so expend work upon the turbine. This appears to be the 
most feasible of all the gas turbine proposals. 

Assuming air to be the working fluid, and specific heat to be 
constant through the temperature range, it is easy to calculate the 
efficiency of the Joule or Brayton cycle, which these operations in 
effect represent. It would be useless to attempt to work a turbine 
at a pressure во low as to be relatively inefficient compared with the 
gas engine, so I have chosen a Joule cycle of, say, 48 per cent. ideal 
efficiency, which in a cylinder gas engine would probably give in 
practice about 30 per cent. indicated efficiency. For this ideal 
efficiency the pressure of compression would require to be 141 lb. 
per sq. in. absolute. To give power with a reasonably small pump, 
І shall assume a maximum temperature of 1,700° C. That is, 

„assuming a perfect compressor and a perfect nozzle expander, the 
temperature would only fall from 1,700° C. to 750° С. Plainly this 
temperature would be too high for a Laval disk with blades In 
order to get a reasonable temperature on expansion, it would be 
necessary to assume 8 maximum temperature in the combustion 
chamber no higher than 1,000°, and this would bring down the 
temperature after complete expansion to about 500°, which no 


- doubt steel turbine blades can be expected to stand for some con- 


siderable time. 

With these assumptions, the gas turbine would not be very 
economical, as compared with cylinder engines, even кошш all 
difficulties overcome. The theoretical and practical difficulties, 
however, are very serious indeed. 

I am not aware of any turbine compressor capable of compressing 
up to 140 lb. absolute from atmosphere with anything like 60 per 
cent. efficiency. Before success could be attained, this efficiency of 
compression should be at least.90 per cent., in order to allow for 
unavoidable mechanical and other losses in the subsequent 
processes. 

Assuming, however, even 90 per cent. efficiency from a turbine 
compressor, and assuming that we have a compressed gaseous 
mixture burning freely in the combustion chamber at the desired 
pressure and temperature, we have yet to face the problem of the 
expanding nozzle. It is always assumed that with the use of an 
expanding nozzle, temperature drop can be as certainly attained as 
with an expanding piston in acylinder. This, it seems to me, has 
been by no means proved. 

To obtain а sufficient temperature drop in an expanding nozzle 
necessitates the practical absence of turbulent motion of every kind; 
that is, to expand adiabatically the jet must be so constructed that 
there is au absolutely smooth flow from high pressure to low, 
and no impact or loss of velocity from any cause whatever. So far 
as I understand expanding jets, no adiabatic expansion so perfect 
as this has ever been obtained. 

Assuming, however, that the efficiency of expansion in such a jet 
is, say, 90 per cent. We now come to the question of the efficiency 
of conversion by the turbine blades. In many calculations from 
diagrams, it is assumed that the efficiency of conversion of motion 
into work is practically perfect. This, however, is by no means the 
case in present turbines. The reason of this is obvious It is 
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impossible to arrange the impact of a rapidly moving gas with 
a turbine blade or blades in such a manner as to entirely avoid 
turbulent motion. A certain proportion of the energy existing in 
the gas in the form of motion is inevitably lost whenever this gas 
comes into contact with any solid surfaces. So much is this the 
fact that in designing steam turbine blades for any type of turbine, 
the shape of the blades, the shape of the space between the blades, 
both moving and fixed blades, or fixed jet and moving blades, is of 
the first importance, and it has only been found by experiment that 
certain shapes of blades and passages have a much higher efficiency 
of conversion than other shapes. In this respect, too, the turbine 
principle is inferior to the cylinder and piston. 

Although the efficiency of expansion is relatively low for gases 
in steam turbines, yet the turbine offers a great advantage in total 
work obtained from steam. This is due to the fact that the turbine 
avoids initial condensation ; and, further, it permits of the utilisa- 
tion of a very long range of expansion at the low pressure end, 
which is not available in the case of steam engines. By saving, 
therefore, in minimising initial condensation, and in obtaining 
added work from pressures wasted in the ordinary steam engine, 
the Parsons steam turbine more than compensates for any ineflici- 
ency of expansion as compared with the cylinder engine. It is 
well known, however, in turbines of practically all constructions, 
including Mr. Parsons’, that the efficiency of the steam turbine at 
the high pressure end is not so great as that at the low pressure 
end. This is a small difficulty with the steam turbine, but it is a 
very great difficulty with the gas turbine. I cannot see how it is 
possible with present knowledge to obtain an efficiency of conver- 
sion in a gas turbine greater than 80 percent. This, of course, is 
partly due to the high velocity of the issuing hot gases. To produce 
an efficient gas turbine, therefore, on the favourite cycle во much 
discussed recently, it is necessary first to have a very efficient com- 


pressor, a very efficient expanding nozzle, and a very efficient con- 


version when the moving gases strike the turbine blades. Using 
the numbers I have suggested, of 90 per cent. efficiency of compres- 
sion, 90 per cent. efficiency of nozzle expansion, and 80 per cent. 
efficiency of conversion in turbine, we have, with a cycle having 
negative work equal to 0°4, the following efficiencies: To get 0°4 
of work in compression, we shall require 0:445 of work put into 
the compression. On expanding in the nozzle we shall obtain 0:9 
only of the total energy of the flame gases in the shape of kinetic 
energy, and of that 0°9 we shall only get 0:8 returned in the shape 
of available work by the turbine part. That is, we shall get a 
total work from the turbine of 0°72, and deducting the negative 
work of 0°72 — 0:445 = 0:275; that is, from a cycle which should 
give us 0'6 in work, we shall only get 0'275, or about 22 per cent. 
The practical efficiency of an engine of this kind will only be 
22 per cent., even assuming the high efficiencies of compression and 
jet expansion which I have mentioned. In my view, no such 
efficiencies of compression or jet expansion are at present known, 
and accordingly there appears no likelihood of the production of 
any gas turbine which can rival the reciprocating gas engine in 
efficiency and in economy. 

This thermal efficiency of 22 per cent. assumes no losses in the 
combustion chamber due to heat conduction, no losses in the 
expanding jet due to heat conduction, and no losses in the turbine 
itself from the same cause. Considering the losses in gas engine 
cylinders of small size, it would not be too much to allow in a 
turbine a heat flow loss of at least 25 per cent. This, of course, 
reduces the efficiency from 22 per cent. to 16:5. In arriving at 
this figure, I have assumed that no greater loss would be incurred 
from heat flow in the turbine than in the cylinder engine; but 
even with reduced temperatures when striking the turbine, the 
very fact of requiring a reservoir for combustion to operate, and 
the forcing of the whole of the hot products through а relatively 
small nozzle, necessarily means greater loss than I have assumed. 
Assuming, however, no more loss than I have given,an engine 
with an efficiency of only 164 per cent. of the total heat given to 
it could not compete with internal combustion motors of existing 
construction. 
rotation is so great that even at this low efficiency the gas turbine 
would be successful. Personally, I doubt it very much, because 
the mechanical difficulties with gas turbines would be much 
greater than the mechanical difficulties of the steam turbine. 
Comparatively small clearances are necessary for economy. The 
use of even temperatures so high as 400? C. or 500° C., by 
introducing unequal expansions, greatly increases the difficulty 
of obtaining economy. No doubt if a plentiful supply of relatively 
low temperature gases under considerable pressures could be 
obtained, these gases might with advantage be expanded in a 
nozzle, and used to operate a turbine. To carry this idea into 
effect has already been attempted, as I have said, by Mr. Lanchester, 
and there is some hope of operating in this way. I fear that the 
temperature of the gases in the exhaust of the gas engine is too high 
as they stand to be so used. Gases from an exhaust or air super- 
compression engine, such as I have lately been working with, 
could, no doubt, give considerable efficiencies in turbines. I do 
not see, however, any solution of the gas turbine problem here, 
because the amount of energy available for the turbine after 
ihe gases leave the gas engine is too small for consideration in 
connection with any really high power machines. 

I quite agree with Prof. Reeve that the more hopeful line for 
the gas turbine lies in the use of steam to provide the working 
fluid under compression without a compressor, and in the heating 
of this steam when produced by a very small quantity of com- 
bustible mixture of gas and air under pressure. Such a turbine 
would be a compromise between what I may call the flame turbine 
and the steam turbine, and it presents more possibilities; but its 
efficiency would not be high, although, no doubt, such a machine 
could be got to operate mechanically with fair success. 


It may be said that the advantage of continuous - 


From what I have said, you will see that my view of the future 
of the gas turbine is not favourable; but, notwithstanding, the 
subject is so fascinating that many inventors and scientific men 
will, doubtless, continue to investigate the problem, and possibly 
new solutions may be discovered which are not dreamt of to-day. 


LEGAL. 


ADAMS v. SHADDOCK. 


Tuis case came on Tuesday last week before the Court of Appeal 
consisting of the Master of the Rolls and Lords Justices Romer 
and Mathew, on the appeal of the applicant from the award of the 
County Court Judge of Plymouth, sitting as arbitrator under the 
Workmen’s Compensation Act, 1897. | 

Mr. J. Sankey said he appeared to support the appeal. The 
claim was by the applicant, a widow of the man killed, from a 
decision of the County Court Judge who decided the arbitration in 
favour of the respondents on two grounds. He first of all said that 
the man who was killed was not engaged in an employment to 
which the Act applied, and he then said that the respondents them- 
selves were not “undertakers” within the meaning of the Act. 
The question raised a short point whether the deceased man was 
engaged “ оп, in, or about" engineering work. Engineering work 
within the Act meant any work of construction, repair or alteration 
of arailroad. The real question was whether the work the man 
was engaged on was the alteration of a tramway. If it was altera- 
tion of a tramway, he (counsel) should be right, and if not, his 
learned friend would be right. The respondent (the employer) was 
engaged in putting down at Plymouth the wires of the telephone 
company to connect the various -private instruments with the 
Exchange, and to do that he had toopen trenches in the various 
streets to put the wires into. One of the streets in Plymouth had elec- 
tric tramways going along it. What was done was this. They made a 
trench from the side of the street up to the first rail of the tram- 
way, and then made another trench between the two rails of the 
tramroad, and having made these two trenches, one on either side 
of the rail, it became necessary to poke a hole underneath the rail 
so that the wire might be placed through the hole underneath the 
rail so as not to disturb the tram passing backwards and forwards. 
The applicant’s hasband had assisted to dig the trench, and while 
he was making the hole underneath the rail in order to put the wire 
through, a tramcar came along and killed him. His contention was 
that the man was engaged on, in, or about the alteration of a tram- 
road, but the County Court Judge rejected that contention. . 

Lord Justice Romer : You altered the surface of the road? 

Mr. SANKEY: I say that the surface of the road, both under the 
Tramways Act and under authority is part of the tramway. They 
are the people who have to maintain it and have control of it. 
The tramway cannot be confined to the mere metals. As soon as 
the trench got within 18 in. of the outer rails it was part of a 
tramway ? 

Lord Justice MarnEw: Supposing a man was employed filling up 
the trench between the rails and he was knocked down and killed, 
would he be held to be repairing the tramway ? 

Mr. Saxkzy contended that he would. The man‘was repairing a 
tramway immediately he began to fill up the hole. 

At this stage the Court rose. 

The hearing was resumed on Wednesday, November 1st. 

Mr. SHAKESPEARE, On behalf of the respondents, supported the 
decision of the learned County Court judge. The work which was 
being done by the applicant did not alter the tramway or interfere 
with it. The trams continued running the whole of the time, and, 
unless it could be shown that the Tramway Co. was primá facic 
liable to repair the part of the road in question, the case for the 
applicant could not be just on any ground whatever. There was 
nothing in this case to show that there was a duty on the Tramway 
Co. to repair the road which lay between the two sets of metals. 
Under the Tramways Act, the duty of the company to repair that 


part of the road only arose where the two sets of tramlines were at 


a specified distance the one from the other. The opening of the 
intervening space between the two sets of tramlines had in 
this case nothing in the world to do with the Tramway Co. 
The Telephone Co. had power to do the work in question whether 
the Tramway Co. desired it or not. It was not putting a popular 
meaning upon an Act of Parliament to hold that this work con- 
stituted an alteration of the tramway, although the tramlines were 
not touched, and the traffic was not interfered with. There was no 
intention to interfere with the  tramlines in any way, and 
“intention” was a matter which ought to be taken into 
consideration. 

The MASTER or THE ROLLS in giving judgement, said this was 
one of those numerous conundrums that arose under the Workmen's 
Compensation Act, and he could not say that he had been able to 
form an at all clear or satisfactory judgement upon the matter, 
particularly in view of the fact that the Courts were not entirely at 
one upon the meaning of this definition. He had, however, come 
to a conclusion upon it, not that be was bound to say with any 
great certainty, because he did not think that this particular Act 
admitted of certainty in attempting to interpret its definitions. 


The applicant was in the employ of certain contractors, and in 


carrying out their undertaking, he had to take electric wires across 
and under the area of a high road occupied by tramlines under the 
statute. The point was whether the applicant in doing this work 
was engaged in engineering work. Under the Workmen’s Com- 
pensation Act a definition of engineering work was “any work of 
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construction or alteration or repair of a railroad." Їп this 
particular case the work which applicant was employed to 
do, was not work which the owners of the tramway were 
conoerned in. Applicant was employed by strangers, who had 
statutory rights to pass their wires across the tramway. 
He made a trench at right-angles to the line of tramway, and when 
he came within a short distance, ab ut 13 ft. from the line itself, 
instead of continuing the trench, he made a continuous small tunnel 
to admit of а wire being carried in it under the tramlines and the 
road space between the lines. Wuen he came to the intervening 
space between the up and the dcwn line, he made another trench, 
and his purpose was to pass th: wire under the tramlines and so 
carry it across the whole of the 15adway. That work undoubtedly 
did involve alteration of the phy: ical condition of the surface of the 
roadway, between the up and dow 1 lines of the tramway. .He had, in 
point of fact, to cut an opening in (he road which was part of the high 
road, upon which the tramway w s laid. The question was whether 
& person engaged in that work was engaged in engineering work—that 
was, in the work of construction or alteration or repair of a railroad. 
The Court had to apply the de'inition, and he thought they were 
justified, as far as it was possib:e to look at the scheme of the Act, 
which was to single out certain c'asses of employment and put certain 
persons engaged in such employment under the protection of the 
Act. It was obviously intended by the Legislature that there 
should be some distinction between different employments. It 
looked probable that there was some notion in this Act of Parlia- 
ment of the different ele nents of danger in different employ- 
ments, and those employ.nents which were thought to have special 
elements of danger were brought within the Act. In dealing with 
engineering work, ani looking at the definition construct ion, 
alteration or repair -f a railroad," it seemed to him the idea was 
that persons епрг ей in that work were subject to special risks. 
Obviously the governing notion was that that work was such as 
would brig the man employed on it into вресіаПу dangerous 
1C48L1OnS. 
whether by the owner of the tramway or other persons, 
if he was engaged in work which entailed physical alteration in the 
railroad, he came within the line of danger, and required special 
protection. Here was a physical alteration made in the surface of the 
road along which a tramway was laid. The question was whether 
that could be described as alteration or repair of a railroad. The 
argument that the definition did not cover this particular work was 


mainly that the intervening space between the up and down lines ` 


of tramway being upon the high road was not part of a railroad 
within the meaning of the definition. Properly speaking, a rail- 
road, when applied to one of those statutory tramways, such 
. as the one in question, did not embrace the part between the 
raile, but must be limited to the rails themselves. Inasmuch as 
the surface upon which the tramway was laid was originally part 
of the highway, and remained the highway, it was originally 
repairable by the highway authority, and was now under statute 
only made repairable in the first instance by the Tramway Co., 
' but leaving the underlying obligation to the highway authority to 
this extent that they were charged with the duty of them- 
selves intervening. At all events, they had the right of 
themselves intervening and repairing if the tramway authority 
within a certain time neglected to do so. It was contended that 
that part intervening between the rails could not therefore be 
described as coming under the definition of a railroad, and that a 
person engaged in altering that part of the physical area could not 
be said to be engaged in the alteration of & railroad. His Lord- 
ship had come to the conclusion, not without hesitation and diffi- 
culty, that the definition must be taken to embrace work which was 
done in this particular case, and which undoubtedly did involve 
alteration of the physical condition of that part of the road where 
the tramway was laid. What did the word railroad embrace, 
taking the definition of railroad as expressed by the ordinary man 
in the street? There were a great many things called railroads 
quite apart from what the Court understood to be railways. It 
had been decided that having regard to the special definition of 
railways given in this Act tramways were included in it. They 
had been told by the House of Lords that as far as possible they 
should give a practical common-sense meaning to the different 
words used in the Act, and not to put any strained or artificial con- 
struction upon them. It seemed to him that the definition 
of the word railroad involved the use of the roadway as well 
as the iron rails on which the wheels ran. The whole 
thing, road and railway together, were embraced in the 
word railroad as applied to those tramways which were 
very common in particular colliery districts long before the 
ordinary street tramways were introduced. In dealing with such 
а tramway as that, it seemed to him that an alteration by any 
person who had undertaken to make it would be engineering work 
within the meaning of the definition in the Act. If, as here, there 


. had been a contract by the undertakers to carry an electric wire 


across such a tramway or railroad, and that involved the digging of 
a trench in the roadway between rails, it seemed to him that that 
would be an alteration of a railroad within the meaning of the Act. 
It could not depend upon whether the Tramway Co. by the 
special terms of its existence was under obligation to repair that 
part or whether the obligation rested exclusively upon another 
person. That could not affect the question whether the particular 
subject matter embracing roadway as well as iron rails might fairly 
be described as railroad. If it could be so described, it did not 
matter on whom the obligation rested. "The applicant, by virtue of 
his employment, was brought into juxaposition and placed оц 
that thing which the Legislature deemed to be properly one of the 
class of things in respect to which there ought tobe special protection. 
He was on engineering work, although {һе owner of thetramway was 
not the undertaker, but the person Who employed him was undertaking 


Therefore, by whorhsoever that person was employed, 


the work which involved the physical alteration of what could be 
termed in popular terms a railroad. It seemed to him, therefore, 
that the learned judge had misdirected himself in this case by 
reference to special obligations imposed upon owners of railroads in 
the matter of repair. There was no evidence before the learned 
judge that this was not a railroad within the definition. Therefore 
the applicant was entitled to succeed. mE 

Lord Justice Romer disagreed. He thought the County Court 
judge had come to & right conclusion. He did not see how the 
Court could, or ought to, differ from the County Court judge on the 
conclusion of fact he had come to. His Lordship thought it could 
not be said that because a tramway was laid upon a public highway 
under statutory authority, the whole of the public road became part 


of the tramway, so that every alteration of any part of the road was, 


as a matter of law, an alteration of the tramway within the meaning 
of the Workmen's Compensation Act, nor even if the road between 
the up and down lines of such a tramway had to be repaired by the 
tramway company—which, in fact, had not been proved in this 
case—would it, in his opinioh, make the part of road between 
the two lines so much part of the tramroad that every opening 
effected in that road by a stranger to the tramways or any dealing 
with it would of necessity, and as a matter of Jaw, be work falling 
within the definition of an alteration of the tramway. In con- 
sidering whether an employ ment was one concerning the alteration 
of a tramroad within the Act, the matter should be looked at from 
what he might call a common-sense point of view. From that point 
of view he asked himself, was this workman employed in an 
alteration of the tramroad in any fair or reasonable sense of the 
term, as used in the Act ? His Lordship could only say that in his 
opinion the workman certainly was not. No alteration of the 
tramway was contemplated or intended, and certainly on the 
evidence none was effected. The man was not employed to con- 
struct, to alter, or to repair the tramway. On the contrary, he 
was employed to do work about a telephone. which in no way 
necessitated any alteration of the tramroad or the working of it. 
In his opinion there was ample evidence to support the finding of 
the County Court Judge. | 
Lord Justice MarHEWw supported the judgement given by the 
Master of the Rolls. 
By & majority, therefore, the appeal was allowed. 

r3 stay of execution was granted pending an appeal to the House 

of Lords. | | 


-CHITTY v. THE British WESTINGHOUSE ELECTRIO AND 
| MANUFACTURING Co., LTD. 


In the Court of Appeal on Monday, the Master. of the Rolls and 
Lord Justice Mathew had before them the case of Chitty v. the 
British Westinghouse Electric Manufacturing Co., Ltd. 

Mr. Н. B. MarrHEWS, who appeared on behalf of the plaintiff, 
Henry Chitty, said the point for their Lordships’ consideration was 
what was the proper mode for the trial of thia action. Lord Dun- 
boyne ordered that the action should be tried by a special jüry. 

Mr. Justice Bucknill reversed that order, and decided that the case 
should be tried by a Judge alone. Plaintiff was now anxious to 
restore Lord Dunboyne’s order, his contention being that the action 
would be better tried by a special jury. "The action was brought 
for damages for breach of an agreement of а somewhat singular 
character. The statement of claim referred to an indenture 
dated October 15th, 1902, made between the plaintiff and the 
defendants, and after reciting inter alia that the plaintiff was pos- 
sessed of valuable technical information and knowledge in the con- 
struction of dynamo-electric machines in accordance with certain 
inventions of the plaintiff therein more particularly mentioned, 
and that such machines included certain further improvements 
invented by plaintiff, and reciting that the defendants had com- 
тепсей negotiations with the plaintiff for the acquisition of his 
rights, interest and knowledge, or for making some arrangement 
with him with the view to manufacturing machines, and prepara- 
{огу thereto, set forth that they had requested the plaintiff to give 
Them an opportunity of investigating the matter and inspecting and 
testing the said machines which plaintiff had agreed to give them 
upon their giving such security against disclosure by them, their 
servants, workmen and others as was thereinafter provided; 
the plaintiff thereby covenanted with the defendants that he 
would allow them, or their experts appointed by them, to test the 
said machines, and the defendants thereby covenanted with the 
plaintiff that they, their successors or assignees and their servants, 
agente, experts, or nominees would not at any time thereafter, 
directly or indirectly, disclose or give information to any person 
whatsoever as to the said improvements, the method of construction 
of machines or any special technical information communicated or 
ascertained in the course of the investigation, and tests of the said 
machines or use the same in any way whatsoever.  Proceeding, 
the learned counsel stated that plaintiff went to the works of the 
British Westinghouse Co. and took with him two experimental 
machines he had made. Those machines were subjected to certain 
tests, and the plaintiff's case was that in the course of that investi- 
gation and testing, and whilst he was at the plaintiff's works 
giving them the benefit of his technical knowledge and experience, 
he communicated to them in four particular respects, certain 
improvements in the method of constructing dynamo machines 
which, whether patentable inventions of his or not, were, at any 
rate, new to the British Westinghouse Co. "The question to be tried 
was not a question for scientific investigation, or an issue such as 
would be raised in a patent action. It was purely а ques- 
tion as to good faith between the company and the plaintiff. 
Did the plaintiff, in fact, communicate to defendarts certain 
improved methods of constructing machines which it was 
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admitted the defendants, after October, 1902, proceeded to 
manufacture by the thousand, and which plaintiff alleged incor- 
porated the improvements he had communicated to the defendants, 
If the defendants had done that, and had practically thrown the 
plaintiff overboard, the question then was, did the defendants 
behave in accordance with the letter and spirit of the agreement ? 
The matters in dispute in this case were clearly proper matters for 
trial before a special jury. Before plaintitf came on the scene, the 
defendants had not constructed machines showing any of the four 
different improvements which plaintiff said he had communicated 
to them. The defendants said that the plaintiff had not com- 
municated to them anything that they did not know before he 
approached them. Although defendants admitted that they had 
changed the system of manufacture, they said that was in no way 
due to the communications plaintiff had made to them. The 
learned counsel afterwards read another paragraph of plaintiff's 
statement of claim, which was in these terms: 

“Previous to the plaintiff furnishing to the defendants designs 
for his new machines, the «defendants had used cast-metal 
ventilating plates which were only partially effective. One of the 
improvements embodied in tbe plaintiff's design, and communicated 
to the defendants, was an improved method of making ventilating 
plates. The improvement consisted in part of making them of 
thin sheet-magnetic metal stampings, having little projecting 
pieces punched out for holding in place the ventilating vanes. In 
breach of the said agreement, the defendants have made a large 
number of machines with ventilating plates, in accordance with 
plaintiff's method of construction." 

The LEARNED COUNSEL continuing, said in their defence the 
defendants denied that the plaintiff communicated any special 
technical knowledge to them, or that they had used any such 
knowledge for their own benefit. Such improvements defendants 
said, were well known to them prior to October, 1902, and were 
published and described. Another -issue which had to be tried, 
dealt with the ownership of a certain motor, which was constructed 
by the defendants under a later agreement made in N ovember, 1902. 
Plaintiff had been to the defendants’ works, and after defendants 
had investigated the motors he had made, which were subject to 
the agreement of November, it was arranged that the defendants 
should construct, under the direction of plaintiff, another motor for 
the purpose of exhibiting some of the improvements he com- 
municated tothem. Plaintiff said there was a verbal agreement 
between defendants and himself that the motor so constructed was 
to be his property. The motor in its finished state 
was said to be worth £1,500. Defendants denied that 
such an agreement was made. They said that plaintiff 
was neither co-owner nor sole owner of the machine, 
that it was no good, and that it was only fit for scrap. There was 
nothing in the pleadings which a special jury could not deal with, 
and Counsel, therefore, submitted that the decision of Mr. Justice 
Bucknill ought to be reversed, and that the case should be heard by 
a special jury. The defendants had installed turbo-generating 
machines at the Savoy Hotel. These were most expensive and 
elaborate machines, and it was admitted that defendants were 
putting out by the hundred machines with improvements which 
plaintiff alleged he had communicated to the company. As to 
the measure of damages, Counsel suggested the fair way to look at 
that question was this :—-“ If you, the defendants, decided to adopt 
the devices and recommendations of plaintiff and kept faith with 
him, what sum of money would you have paid to procure a release 
from the covenants by which you were restrained from making use 
of his suggestions and knowledge.” Such damages could more pro- 
perly be considered by a special jury of business men than by a 
judge alone. Mr. Justice Buckniil was led away by the argument 
of Counsel for the defendants, that the recommendations and sug- 
gestions by plaintiff were not in truth and in fact patentable 
inventions. Upon the question of whether the improvements 
were new to the defendants when plaintiff approached them, а 
singular thing happened. Application was, in fact, made by the 
defendants themselves to patent one of the things. The applica- 
tion was made in Germany, but upon the German examiner 
pointing out that the specification had, in fact, been anticipated, 
the application for the patent fell to the ground. "This incident 
would serve to show that the thing was not in truth а patentable 
invention, but it would be overwhelming evidence that the defen- 
dants had applied in respect of a thing with which they were 
made conversant by Mr. Chitty. The questions involved in the 
case were not questions of scientific investigation or research, which 
it would not be competent for a jury to deal with. 

Mr. GRAHAM, on behalf of the defendants, said the question 
involved was not one of good faith at all. Plaintiff went to the 
defendants and said he had made a number of inventions, which 


would be valuable to the defendants. The company said, Very 


well we will look into them"; they thereupon entered into the 
agreement with plaintiff. Defendants knew nothing at the time 
the agreement was made as to whether the things mentioned by 
the plaintiff were inventions or not. They took the plaintiff's 
word for it, but the defendants now said that the matters brought 
before them by the plaintiff were not new inventions. Defen- 
dants did not wish to be  imperilled by the finding 
of & jury. The defendants contended that the agreement 
referred only to improvements which Mr. Chitty had invented, and 
that the things he showed them were all old. Some of the things 
were known at the time to be old, and others had since been found 
to beold. А jury жава very unsuitable tribunal for dealing with 
electrical matters, and the present case was one extremely unsuit- 
able for trial by jury. Nobody ever heard now of patent cases, in 
which scientific evidence was to be made use of, being sent to a jury 
for trial. 

Lord Justice MaATHEW: My experience unfortunately is different. 


I recollect having to try one or two pant cases with a jury at 
Birmingham, and somehow or other we g t to an end of them. 
There were threats of appeal, but those threate were abandoned. 

Mr. GBAHAM said there were exceptions, but ‘he bench and bar 
and everybody connected with such cases had lor» ago admitted 
that the proper tribunal to deal with them was a ju ige without a 
Jury. 

Lord Justice MATHEW : There are two distinct issues hé:? з. First, 
as to the meaning of the contract, and second, as to whetr?r tbe 
contract has been broken. 

Mr. GRAHAM said troublesome questions had to be tried in the: 
case. The question of whether the inventions plaintiff claimed 
were old would sooner or later have to be decided, and that was a 
question a jury was very unsuited fo try. Mr. Justice DUCKL..4 
was impressed by a paragraph in the claim which said :— Besides 
the improved system of manufacture of ventilating plates com- 
municated by the plaintiff to defendants, a feature of improvement 
in plaintiff's said two dynamo machines was the auxiliary poles 
and winding designed to effect sparkless commutation. Another 
improvement communicated by the plaintiff to the defendants, and 
introduced into the said motor constructed by them under the 


agreement of November 14th, 1902, was the method of preventing 


cross induction in the magnet-poles by the introduction of specially- 
shaped slots parallel to the axis of rotation. "These features in 
combination peculiarly adapted the machines to fulfil the require- 
ments of high speed." . The learned counsel, proceeding, contended 
that this was besides ап important matter to the whole of the 
directors of the Westinghouse, Co., because Mr. Chitty had taken 
out a summons against the directors for contempt. The directors 
regarded this as very serious. Mr. Chitty went to the judge in 
chambers, and when he got there he turned tail and ran away, 
stating that he would let this question as to contempt follow the 
result of the trial in the present case. The directors of the 
company were all men of the highest position, and they did not 
want to have it left to a jury to say whether they were to be 
committed or not. 

Lord Justice Матне: I think the directors may have every 
confidence in the law of this country. 

Mr. GRAHAM: No doubt, my lord, but it is а very serious matter 
to have the question of whether the directors have committed con- 
tempt referred to the judge and jury who try the present case. 
Concluding, the learned counsel said that the defendants were 
going to call a great number of very eminent electrical engineers, 
and the case was one which would involve a great deal of expert 
evidence. The view, the defendants took of the issue was not 
whether they knew of the invention at the time of the agreement, 
but whether the invention was that of Mr. Chitty. 

The MASTER OF THE ROLLS, in giving judgement, said: I am 
of opinion that the original order made by Master Dunboyne is 
the proper order in this case. It seems to me when 
you have a judge to construe the contract, the best 
tribunal for determining the issue of fact, in this case, 
is a special jury. It is not purely and simply a matter of technical 


patent law. There is a broad basis of common fact capable of being 


dealt with by ordinary people of intelligence and common sense, 
and I can conceive no better tribunal for dealing with that than a 
judge and jury. In my opinion there is no ground for interfering 
with the view taken by the learned Master. I do not think that 
the technical difficulties suggested in the paragraphs read are typical 
of the sort of thing which has to be overcome. І do not see any 
ground for suggesting that the jury will be confounded by these 
difficulties. "They are no more than the ordinary difficulties to be 
met with in cases where technical terms have to be overcome. 
When the technical terms are explained by those who understand 
them, the matter becomes one of pure every-day fact. A special 
jury would very probably embrace persons who are cognisant with 
those matters, and who would be quite as competent to decide it as 
any of the judges. Т am, therefore, of opinion that the appeal 
ought to be allowed. | 

Lord Justice MaTHEW concurred. . А 

The appeal was accordingly allowed, the Master’s order for a trial 
by special jjury restored, and the costs of the Appeal made costs іп 
the cause. 


BAINBRIDGE AND ANOTHER v. His MaJkaTy's POSTMASTER- 
GENEBAL.. 


THIS case came before the Court of Appeal consisting of the Master 
of the Rolls and Lord Justice Mathew on Monoay, on the appeal 
of the Postmaster-General from an order of Mr. Justice Walton in 
Chambers. 

The ATTORNEY-GENERAL, in opening the case, said the question 
for decision was whether the Postmaster-General was liable to be 
sued in tort in his corporate capacity. He asserted that he was not, 
and was not liable at common law, and that there was nothing in 
the statutes which made him for this purpose a corporation or which 
imposed upon him any liability to be sued. The action was 
one brought in respect of injuries sustained by the plaintiff, 
Elizabeth Bainbridge, by reason of the alleged defective execution 
of works connected with the laying of'telephone lines. The action 
was originally commenced against Mr. Crane, the district engineer, 
alone, he being in charge of the work. But a summons was taken 
ott before the Registrar to add the Postmaster-General as a party 
generally. The application was to add the Postmaster-General by 
name, but although the Registrar did not make the order in that 
form, he did add the Postmaster-General as such. The Postmaster- 
General then took out а summons to have that order disallowed. The 
matter came before Mr. Justice Walton in Chambers. Mr. Justice 
Walton said that the question was one of difficulty, and it did not seem 
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to him to be a matter to be determined on summons. - His Lordship 
refused to strike out the name on the summons, but gave leave te 
appeal from his order. The matter, therefore, came before their 
Lordships. He (the learned Attorney-General) submitted that the 
matter had to be dealt with at this stage, and that the Postmaster- 
General was not competent to be a party to the action. The 
position of the Postmaster-General at common law was perfectly 
clear. He was the head of a Government department, and neither 
he nor the head of any other Government department was liable 
to be sued for the default of his subordinates. 

Mr. Өмттн, for the plaintiffs, supported the decision of Mr. Justice 
Walton. He submitted that the plaintiffs were entitled to join the 
Postmaster-General in his corporate capacity. Of course it was not 
desired to make him liable in his private capacity. 

The ATTORNEY-GENERAL having briefly replied, 

The MASTER OP THE RoLLs said that as the point raised was an 
important one, the Court would take time to consider ite judge- 
ment. Judgement was accordingly reserved. 


PRIVATE WIRE AND TELEPHONE INSTALLATION Co. v. PORTMAN 
AND Co. 


On Friday in the Westminster County Court, Judge Lush-Wilson, 
К.С. (sitting for Judge Woodfall) had this case before him. It 
was a claim for £30, rent and hire of a private instrument. | 

Mr. HopGEs, for plaintiffs, said the Consolidated Telephone Co. 
assigned this installation to plaintiffs, and the assignment was 
notified to the defendants. There were four private lines between 
defendants' offices in the Adelphi to the Strand, Regent Street and 
Sussex Mews, Maida Vale. Defendants had paid amounts to 
plaintiffs since the assignment, but declined to pay the present 
amount due and also filed a counterclaim, the nature of which he 
would leave to his friend, Mr. Simmonds. The action had been 
remitted from the High Court. 

Evidence was given in support, and it was admitted in cross- 
examination that plaintiffs had no licence from the Postmaster- 
General. There had been complaints about the telephone, and they 
had been attended to. " 

Mr. SIMMONDS, for defendants, submitted there was no case, аз 
plaintiffs had contravened Secs. 4 and 6 of the Telegraph Act, 1869, 
telephones coming within the meaning of that Act, as it had been 
held a telephone message was a telegram. 

The JupGE remarked that in this case the telephones were 
used exclusively by defendants. 

Mr. Зіммонрв : Plaintiffs’ managing director admitted in cross- 
examination that others used them. 

Mr. Hopcxs disagreed. Plaintiffs only knew the defendants in 
the matter, although other persons in the same buildings might have 
used them. | 

The Witness, recalled, declared he had no idea that anyone but 
defendants used the telephones. 

The Junar: You (defendants) dealt with the Private Wire and 
Telephone Installation Co. 

Mr. SımmoNDs: I don't suppose defendants gave that a thought. 


Mr. Норвев complained that a statutory defence had not been 


filed. 

The Junar: It is hardly fair to spring it on the Court. 

Mr. SmMOxN DS: I did not know this until two hours ago. 

The JUDGE suggested an adjournment, and remarked he was rather 
in a difficulty, as plaintiffs were only assignees after the lines had 
been put up. 

Mr. Згммохрв thought that made no difference, as they had not 
the Post Office licence. o | 

Mr. Honors; The point has not been raised іп а case before. The 
whole of tbe line was for one subscriber. 

The Jupaz: Why should not plaintiffs recover ? 

Mr. Smrmonps : Because it is an unlawful contract. 
be a legal claim under an illegal contract. 

The JupGE: Notice of this defence ought to have been given. 

Mr. $51ммонрв repeated he had only known of it two hours before, 
and if it was considered the proper thing to do, he would ask for an 
adjournment to give notice. 

The case was accordingly adjourned. 


There cannot 


CHARTERS & THORNTON v. BRISTOL TRAMWAYS AND CARRIAGE 
Co., LTD. 


THIS case came before the Lord Chief Justice and Justices 
Wills and Darling, sitting as a Divisional Court on 6th inst., on an 
appeal by the plaintiffs from а decision of County Court Judge 
Austin, sitting at Bristol. 

The plaintiffs asked that the judgement of his Honour be set 
aside, and judgement be entered for plaintiffs for £51 14s. 4d. on 
{һе grounds that he had misdirected himself, that he had wrongly 
admitted evidence as to an alleged parole warranty by plaintiffs 
outside the terms of the written contract, and that the words 
imputed to plaintiffs did not amount to а warranty. 

Mr. INSkIP, for the plaintiffs (a Manchester firm), said that the 
article in dispute, called Smooth-on,” was an American patent 
enclosed in tins, and was sold by Thornton to the defendants’ 
engineer for filling up spaces between electric standard posts and 
the bases. There was a written order which contained no warranty, 
but there was also & conversation, in which the engineer asked 
Thornton if he would guarantee that the stuff would set. Thornton 
replied, It will set." This the Judge held to be a warranty, and 
he further found that the stutf, which failed to set, was worthless 
for the purpose for which it was sold. 

Counsel argued that the Judge was wrong, but the Court, without 
calling on counsel for the defendants, dismissed the appeal, with 
costs. Bristol Echo. 
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NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


(Continued from page 744.) 


Magnetic Motor-Starter. 


A novel type of motor-starter and regulator, called the “ Stellite- 
Gradual,” has been introduced by the ELEcTRIC AND ORDNANCE 
ACCESSORIES Co., Ltp., and is illustrated herewith (fig. 99). Its 
action is as follows: The loose arm carry ing the pot magnetis moved 
towards the switch arm, and, the shunt circuit being completed when 
near the latter, the magnet holds the switch arm; the handle can then 
be moved forward to start the motor slowly. When full speed is 
attained, the switch is in position for speed regulation. If the 


Fic. 99.— THE STELLITE-GRaDUAL MoTor-STARTER AND 
REGULATOR. 


operator starts the motor too quickly, the excessive current in the 
armature circuit trips the overload coil and de-energises the pot 
magnet, thus allowing the switch arm to fly back to the off position. 

A starter without regulation is also made on the same lines, in 
which the switch can be left in the “full on” position only. In 
the event of an overload, or no-voltage, the switch arm imme- 
diately returns to the "off" position. The apparatus is made up 
to 500 volts and 50 R. P, and the larger sizes are provided with 


renewable contacts. 


Ironclad Switches. 


Messrs. A. SEAGE & Co., manufacturing electrical engineers, of 
Cambridge Works, Hammersmith, W., are making a line of double 
pole Glasgow " switches (fig. 100) in cast-iron савез for pressures up 
to 600 volts, such as they have made specially for the purpose of 
meeting the rules of the Glasgow Corporation for their 500-volt 
circuits. The box is lincd throughout with stout asbestos. The 
poles are connected by means of a substantial hard black vulcanised 
fibre connecting bar, and the handle is made from the same 
material. The switch hasa very long and extremely rapid break, 
and it is impossible for the blades to be left in an intermediate 
position between “on” and “off.” No iron parts are used in the 
construction of the switch, the only metals used being copper, gun- 
metal and brass. The blades and contact. jaws are made from hard 


Fia. 101.- Tue “ Y ' Swrrcir 


Fic. 100.—GLascow SWITCH. 


drawn H.c. copper, the jaws being very springy to counteract апу 
wear which takes place. The pedestal supporting handle lever is 
separate from the contact blocks, and when the switch is open the 
entire switch parts are ' dead” with the exception of the supply 
terminals. The contact surface is very large, giving approximately 
100 amperes per sq. іп. | 8 | 
Fig. 101 shows the firm's double pole laminated “ Y switches in 
cast-iron cases (lined with asbestos) for pressures up to 400 volta. 
Each pole is carried on a separate paraffined slate, and is insulated 
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from the case by means of ebonite bushes. Adjoining poles are pro- 


tected by a stout fbre dividing fillet, extendiug almost to the top of 


the case, thereby ensuring a maximum of distance between the poles. 
No metal is used in the space between the poles. The switch has a 
very powerful spring action, ensuring a quick break. 

The brush consists of a number of layers of H.c. copper, 
and is easily adjustable by means of a “wedge” adjustment to 
regulate the pressure upon the contacts, and for taking up wear. 
The final break does not take place on the main contact surface, 
but the arc is confined to points not in use when the brush is 
forced home. The contact blocks arc hard drawn brass, and no 
castings are used in current carrying parts, which are designed 
with a maximum curreat density equivalent to H.c. copper at not 
more than 500 amperes per sq. in. 


New Instruments. 


Messrs. EvgRsHED & ViGNOLES, LTD., have re:ently placed on 
the market a leakage indicator for p.c. two-wire wholly-insulated 
circuits, intended to fulfil as nearl; as possible the Home Office 


~ 
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Fia. 102. -EvERs:tED LEAKAGE INDICATOR. 


Rules for the use of electricity in mines. The conne tions of the 
instrument, and the indicator itself, ar: shown in the accompanying 
figures, Nos. 102 and 103; the instrument is permanently in con- 
nection with the mains, aud indicates at once the presence of any 
serious difference between the insulation resistances of the latter. 
By pressing each key in succession, two readings are obtained, from 
which, with the aid of & table, the respective insulation resistances 
and the leakage current can be obtained. New moving-coil instru- 
ments have also been brought out by Messrs. Evershed & Vignoles, 
of the sector type, for central station switchboards; the round type, 
and the portable type. The round type is now made only in 
one size, having a dial 8 in. in diameter; the ammeter terminals 
have tubular ends, into which the leads from the. shunt must be 
soldered, thus abolishing the errors due to screwed connections 
the leads being soldered to the shunt also. 


Fic. 104.—EvERsHED PORTABLE 
AMMETER AND VOLTMETER. 


Of the portable instruments, we have selected à combined 
ammeter and voltmeter for illustration (fig. 104). This instrument is 
arranged with two movements at the ends of a common magnetic 
circuit, and the pointers work over separate scales on a common 
dial, so that both instruments may be used simultaneously. The 
ranges are respectively from 0:001 ampere or volt (1 division) to 1,000 
amperes or volts, and therefore from one-millionth of a watt to 
1,000,000 watts (the makers state the lower limit as ‘Ol v. x 01 а. 
= ‘0001 watt, but we fail to see the reason); the combination can 


Winding of 


Fic. 105.—B.T.H. FLEXIBLE SUSPENSION Ear. 


also be used to measure resistances from one-millionth of an ohm to 
one megohm directly, aid еугц higuer values inlirest!y. This 
enormous range, it will be noticed, places su:h a combination аз 
this, regarded as a physical measuring instrument, in a cuss by 
itself. Without estimating fractions of a division, it is possible to 
cover а range of resistin3es extending from 1 t> 1,09),9.)),0)),030 


indicator. 


To earth: 
Fic. 103.— CoNNECTIONS OF LEAKAGE INDICATOR. 


microhms or microwatts. What other typ» of instrument in 
existence approaches this enormous range? Moreover, by estimating 
to «sth of a division—an easy thing to do—the range can be 
increased a hundred-fold, and yet this apparatus cin be carried 
about, weighing in leather case 25 lb. ' 


The B.T.H. Flexible Suspension Ear. 


This new suspension ear (fig. 105) has been introduced by the 
BnrrisH THomson-Hovuston Co., Lro., Rugby, for overcoming various 
objections to the present form of soldered ear or rigid form of 
mechanical clamped ear. : _ | 

The clamps for the wire are so supported as to allow practically 
free movement in any direction without producing unnatural 
curves or abrupt bends, while preserving an even path for the 
trolley wheel and firmly supporting the wire in position. The 
upward movement of the wire and clamps, which is caused by the 
trolley wheel in passing under the ear, is practically parallel, and 
since the clamps are capable of a limited longitudinal displacement 
on the supporting bar, the wire takes up a natural curve, in which 
there are no abnormal stresses in any part of its section. Mu 

Among other things, it is claimed that this form of suspension 
obviates the. objectionable hammer blow which takes place when 
the trolley wheel passes on to a suspension ear of the ordinary 
rigid tvpe, thus oonducing to smoother running of the trolley 
wheel, and minimising repairs to the trolley head. The B.T.H. 


flexible ears are supplied in two grades: Mild steel drop forged 
body with drop forged clamps, and mild steel drop forged galva- 
nised body with gun-metal clamps. ; 


Tubular Fuses. 


We illustrate herewith the standard designs of tubular 
fuses made by Messrs. A. RETROLLE & C», Ітр., of 
Hebburn-on-Tyne. These fuses are made in all sizes from 
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25 amperes to 600 amperes, for use on 500-volt circuits. There is a 
point about the construction of these fuses which should be 
mentioned, and in the line drawing (fig. 106) the construction in 
section is shown, from which it will be seen that there are two 
thick asbestos tubes a and в inside the porcelain handle. The 
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Fra. 106.—SscTionan View ОЕ TUBULAR FUSE. 


internal tube 4 surrounds the fuse-wire, and is very effective in 
causing the arc to be blown out when the fuse melts on а dead 
short. The external tube в is provided in order to keep the porcelain 
handle cool. and it will be seen from the illustration that an air- 
gap is contained between these two tubes. Ventilating holes are 


Fic. 107.— TUBULAR FuskEs. 


provided in the metal contacts on each end, and by this means the 
heat, which must of necessity be generated on a fuse, is dissipated, 
and, keeping the porcelain cool, minimises the risk of breakages. 
The material used for the fuse is bare tinned copper wire, and 
cheese head terminal screws and washers are provided on each end 
of the holder so that the holder can be re-fused quickly and 
cheaply. 
( To be continued.) 


Cape Town.—4A deputation from the South African 
College Council waited upon the City Council on the 12th ult. to 
lay an appeal before the city for the endowment of a chair of 
elec*ro-technics in connection with the engineering section at the 
College. After an animated discussion, in which the question of 
tbe admission of coloured students to the College was somewhat 
excitedly debated, it was resolved by 12 votes to 5 that the neces- 
sary grant be made. 


\ 
t 
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ELECTRIC LIGHTING COMPANIES AND 
COMPULSORY PURCHASE. 


[Bv Our LEGAL CoNTRIBUTOR. | 


(Goncluded from page 740.) 


IN valuing the undertaking wf an electric lighting com- 
pany, the following are to be taken into account :—The 
value of all lands, buildings, works, materials and plant 
suitable to, and used for, the purposes of the undertaking. 


Value means fair market value at the time of the pur- 


chase, due regard being had (а) to the Btate of repair (5) to 
suitability (c) to the fact that they are ready for immediate 
working. ‹ 

Careful consideration of these words shows that under- 
takers may, in certain conditions, obtain little more than old 
iron prices for their stock in trade. No additional 10 per 
cent. is payable as compensation for compulsory purchase; 
seeing that they undertook the supply of electricity with full 
knowledge of this fact, it can hardly be made,the subject of 
complaint at the present time. But assume that when the 
day for compulsory purchase arrives, the undertakers are 
provided with superannuated plant in a bad state of repair. 
While the arbitrator is bound to give weight to the fact tl:at 
the plant is ready for immediate working, he is also to have 
regard to suitability, and in the then circumstances, the plant 
may be entirely unsuitable. It is conceived, however, that, 
although (to quote further terms of the section) he may not 
make any addition for “ goodwill, or for any profits which 
may or might have been or be made from the undertaking,” 
he may consider what it would cost to establish the under- 
taking if it did not then exist. We may refer once more for 
help upon this point to the case of the London Street Tram- 
ways Co. v. London County Council (ubi supra), where it 
was decided that the word * tramway " meant the structure 
laid down and nothing more, and did not include the 
statutory powers conferred on the company ; and that the 
arbitrator was right in rejecting all evidence of past and 
future profits, including evidence of the rental value of the 
tramways considered as let orcapable of being let to a tenant, 
and in awarding that the then value of the tramway and 
all lands, buildings, works, &c., must be measured by 
what it would cost to establish the tramway if it 
did not then exist, subject to а proper deduc- 
tion in respect of depreciation. In one important 
particular, however, the words of the Electric Lighting Act 
differ from those of the Tramway Act. In the case of an 

electrical undertaking regard must be had to the fact that 
the plant, &c., is in such a position as to be ready for imme- 
diate working. 

Seeing that in order to acquire the right to instal plant 
for the purpose of supplying electricity to the public, the 
undertakers were compelled to go to the expense of obtainirg 
a provisional order or special Act, it may become a quest:ou 
whether they are not entitled to bring some part of such 
expenses'into account. ^ Test it jn this way: If a local 
authority were desirous of undertaking the supply of cicc- 
tricity, they would be compelled to incur the cost of a 
provisional order. Why should they, merely in virtue of 
their right of compulsory purchase, obtain the advantages of 
a provisioral order for nothing ? This is a question which 
is sure to be raised when the day of compulsory purcha:e 
arrives, and local authorities gre in arbitration with supply 
companies throughout the land. | 

One other provision in the section deserves consideration. 


It is provided that where a part only of the undertaking is 


purchased, regard is to be had to any loss occasioned by 
Severance. For instance, take the саке of a supply company 
whose distributing area extends into scveral Local Goverr- 
ment districts. One local authority may desire to purchase 
that part of the supply company's undertaking which is in 
their district. In such a case compensation. shall be paid for 
severance. No such case is likely to arise in the metropolis, 
inasmuch as the dates when compulsory purchase is per- 
missible will coincide ; but the occurrence of a “ severance ” 
is within the bounds of possibility in other parts of the 
country, and even in the metropolis it is not certain that 
every local authority will desire to exercise the right of com- 
pulsory purchase. 
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The foregoing is an outline of the existing law as it affects 
compulsory purchase. It must not be supposed, how- 
ever, that persons interested in the supply of electricity 
have uccepted and recognised their position without protest 
during all these years. So far from accepting it, they have 
urged some modification of the law, and, as a result of their 
protests, at least two Bills (those of 1903 and 1904) have 
been brought before Parliament with a view to obtaining 


some alteration of the law of compulsory. purchase in future. 


provisional orders. That these Bills received depart- 
mental support. may be inferred from the fact that 
they were both classed as Government Bills; апа 
it is quite possible that, before the expiration of 
the statutory period, the Board of Trade may be empowered 
to modify the terms of compulsory sale.- Clause 8 
of the Supply of Electricity Bill, 1903, was in the following 
form :—(1) The Board of Trade may by provisional order 
exclude the application of the power of purchase given by 
Sec. 2 of the Electric Lighting Act, 1888, in the case of any 
undertaking to which they consider it is inapplicable, either 
by reason of the undertaking being situate in a large number 
of districte, or by reason of the objects of the undertaking 
not being such as can be properly carried out by local 
authoritieg, or by reason of any other special cireumstances 
affecting the undertaking, but before doing so shall cause 
notice to be given to any local authorities who would have 
the right to purchase under the said section, and shall con- 
sider any objection made by any of those authorities. (2) The 
power of the local authority to purchase an undertaking 
under Sec. 2 of the Electric Lighting Act, 1888, both ав 
respects undertakings authorised before the passing of this 


Act, and as respects undertakings authorised after the: 


passing of this Act, (a) shall extend во as to authorise the 


purchase of any generating station, mains or other works 


used solely for supplying electricity for the purpose of the 
undertaking, notwithstanding that the station, mains 
or works are sitnated outside the area of supply, or outside 
the district of the local authority; but (ö) shall not extend 
so as to authorise the purchase by a local authority of any 
generating station situated in their district which is not used 
for the supply of electricity within some part of the district. 


The fact that a clause in the above form has found a place in 


а Government measure appears to be an admission that the 


policy of wholesale municipalisation has been examined, and 


found wanting. | 

While dealing with the question of compulsory purchase 
and, 
meagre compensation which will become payable at the 
end of the statutory period, it may be well to remind elec- 
trical undertakers that it is open to them to negotiate for 
the sale of their undertakings to local authorities upon 
terms which may differ from those prescribed in Sec. 2 of 
the Electric Lighting Act, 1888. Sec. 3 of that Act pro- 
vides that, Notwithstanding anything in the last preceding 
section contained, the Board may by any provisional order to 
be made by them under the Electric Lighting Act, 1882, if 
they think fit, vary the terms upon which any local authority 
may require the undertakers to sell, and upon which the 
undertakers shall be required to sell to such local authority 
their undertaking, or so much of the same as is within the 
jurisdiction of such local authority under the said section, 
in such manner as may have been agreed upon between 
such local authority and the undertakers.” Does this section 
enable a local authority and a company to enter into negotiations 
for purchase before the expiration of the statutory period ? 
It is conceived that it does; and instead of purchasing new 
and expensive plant of which they may be compulsorily 
deprived, it might be well worth while for a company to 
approach the local authority before the expiration of this 
period, in order if possible to negotiate for the sale of their 
business as a going concern. 


-————— Ram 


Electricity in a Portuguese Mill.—It is reported 
that the contract for the electrical equipment of the first sewiug- 
cotton mill so equipped in Portugal has just been awarded to the 
BrusH ELECTRICAL ENGINEERING Co. The equipment includes 
43 motors and a turbine alternating current set, all of Brush manu- 
facture. It is stated that this will be the first steam turbine to be 
erected in Portugal. 


in particular, having regard to the somewhat 


— 


OUR LEGAL? QUERY COLUMN. - 


[Questions addressed to the Editors for inscriien in this colun.n should 
be uriticn on спе side of the paper. Free use of fctiticus nemes, dc., 
may be made. Answers are furnished іу а duly quatifid lau yer, 
but the Editors cannot undirtake to be responsible fcr the accuracy of 

‚ the vicws which he may express. 


“А, B and C " writes: A customer of ours proposes to run a pair 
of overhead cables from the works. (which аге those of a private 
limited company) to his residence, and must croes a public road. 
Sball we have to obtain the Urban District Council's consent before 
crossing the road, or can we cross at a certain height with their 
consent? The District Council have got a provisional order to 
supply electric light but have not yet put same into use. We 
trust that we are not trespassing on your valuable space, but we 
think that same may be of use to your numerous subscribers, now 
that numerous Urban Districts are taking out provisional orders, 
and that electric light is coming. into general use throughout the 
country." 

% The question addressed by “ A, B and C" is not one which 
can be answered without further information ав to the powers of 
the Urban District Council in the district. It may be stated, how- 
ever, that the fact of the District Council undertaking the supply of 
electricity in their district has no bearing upon the case. “А,В 
and C " have a right to supply electricity to whom they will. The 
question whether, in their capacity as highway authority, the 
Council can prevent the erection of the wires depends upon a 
variety of considerntions. (1) If they have adopted the Public 
Health Acts Amendment Act, 1890, they can insist that such wires 
shall only be put up in accordance with their regulations; (2) if 
they have not adopted the P.H.A.A.A., 1890, but own the soil of the 
highway, they may object to any wires being placed across the 
road; (3) if the land on either side of the road is in private hands 
it is quite possible that “A, B and C," by private agreement, 
might be able to suspend the wires withont obtaining any leave 
As the matter may lead to difficulty—and if it is worth while—1t 
is suggested that counsel’s opinion should be taken. Proper investi- 
gation of the rights and powcrs of this particular Urban District 
Council would be necessary. 


‘PROPERTY OWNER” writes :—‘‘I should feel obliged if, through 
the medium of your valuable paper, I could get scme reliable infor- 
mation as to liabilities incurred in connecting up two electric light 
consumers from one service cable, in cases where the premises 
adjoin, and there is only the dividing wall between the two-meter 
positions. 

"I am connected with a house that has been supplicd in this 
manner, that is, the source of supply reaches the meter through a 
service cable laid in the house adjoining, and the connecting wires 
are laid in iron pipes through the dividing wall just below the floor 
joists. 

" Have I power to demand the supply company to put me in a 
separate service, and how should I stand with regard to the 
Insurance Co., with whom my premises are insured?“ 

„ It is not quite clear what "liabilities" are referred to by 
" Property Owner" in the first half of the above question. Every 
consumer is entitled to have a supply of electricity upon terms 
which must not be lcss beneficial than the terms upon whieh 
another consumer in the same district is entitled to have a corre- 
sponding supply. It would seem clear from this that subject to 
any special term in the provisional order under which electricity is 
supplied in Property Owner's" district, he may demand a 
separate supply. Ав to insurance, this question cannot be answered 
without reference to the ternis of the policy. 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Тномрвох & Co., Electrical Patent 
gents, 822, High Holborn, London, W.C., and at Liverpool, to whom all 
inquiries should be addressed. 


21,204. “ Improvements in apparatus for moving electrically the points on 
electric tramways and railways.“ J. P. TIERNEY and J. Maton. October 18th. 

21.223. Improvements in electric stop motions." A. G. Brown, A. W. Brown 
and E. C. WHELAN. October 19th. 

21,224. “Improvements in conduits for electric cables and the ke.“ Tur 
SIMPLEX STEEL CONDUIT Co., Lro., F. Huccixsand L. M. WATERHOUSE, October 
19th. 


21.228. Improved form of high- tension distributor." 8. A. HORSTMANN. 
October 1th. 
21,248. An electric machine for use in automobiles and for other purposes.“ 


J. A. E. PELLoncEe. October 19th. 


21,258. ‘‘Improvements in dynamometric governors." J. O. RICHARDSON. 
Octcber 19th. 
21,260. ‘Improvements in switch stands." F. W. SNOW. (Date applied for 


under Patents Act. 1901, December 15th, 1904, being date of application in United 


Btates.) October 19th. (Complete.) 
21.261. "Improved are lamp suspender." J. Ruppick and Н. E. Fry. 
October 19th. 


21.264. Improved construction of accumulators or secondary batteries.“ 
A. E. DaknYL, А. GALANTI and H. N. DakHyL. October 19th. 

21,268. ‘Improvements in or connected with magneto- electiic apparatus for 
igniting the charge in internal combustion motors." M. DE SaiNT-RoMAIN. 
(Date applied for under Patents Act, 1901, April 27th, 1905, being date of appli- 
cation in France.) October 19th. (Complete. ) 

21, aid "Improvements in e'ectric batteries.“ 
]tth 


A. J. FirrARb. October 
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21,9. New or improved apparatus for indicating and obviating leakage 
from conductors or electricity." J. M. Morrar, R. J. Borr, J. W. MANLEY 
апа Тнк ELECTRIC BAFETY APPLIANCES Co., LTD. October 19th. 

21,386. ‘‘ Improvements in or relating to electric lamps of the character 
known as vapour lamps." R. F. VENNER. October 21st. 


21,301. ''Electro-deposition of zinc." J. SwiNnvnNE. October 21st. 


21,439. “Improvements in and relating to electric switches." THe BRITISH 
Tnomson-Hovcstox Co., LTD., and E. B. WEpwuonE. October 21st. 

21,444. “А new or improved electro-magnetically operate heat supply valve 
for heating and ventilation." Е. KAEFERLE. (Date applied for under tents 
Act, 1901, July 17th, 1905, being date of application in Germany.) October 21st. 
(Complete.) | 

20,951. "''Improvements in 
ErrvaTOR Co., LTD. 
(Complete.) 


electric elevator control systems.“ Oris 
(Otis Elevator Co., United States.) October 16th. 


17,4024. “Improvements in electric switching apparatus." H. SrRX and, 


G. Exoiscn. (Date applied for under Rule 5 of the Patents Rules 1905, August 
, Bth, 1906.) October 26th. (Complete.) 


21. 466. Carbon holder for arc lamps." Н. E. Мос. October 29га. 
21,470. “Thermo cut-out.” J. SRwWIns ET. October 28rd. 


21,474. „Improved means of electric ignition for gas and oil engines. J. 
Epnonpa, J. A. Ермохрв and 8. Epmonps. October 28rd. . 


21,478. ‘‘Improvements in electrical terminals and connections." А. J. 
Downes. October 28rd. — | 


21,80. N in electrical ignition devices for internal combustion 
engines." H. C. L. Hol. pEN. October 23rd 


21,485. Improvements in electrical switches.“ TRR ELECTRIC AND 
ORDNANCE ACCESSORIES Co., LTD., and R. Е. HALL. October 23rd. 


21,487. “Improvements in letter box plate for letter box and electric bell 
push combined.“ D. Timmims. October 28rd. 


21,519. “Improvements in supports for electric incandescent lamps." M. A. 
Cox. October 23rd. 


21,521. “ Improved coil trembler for electrical ignition Apparatus of high- 
„ for motor-cars and similar vehicles.“ ‚ J. WILLIAMS. 
т Brd. . 


91,598. “ Improved form of prepayment electricity meter.” 
Тномрвок and J. H. Bowpen. October rd. 


01,588. ‘* Improvements in the manufacture of active iron mass for the elec- 
trodes of alkali- accumulators.“ Е. W. JUNGNER. October 28rd. 


22,584. “ Improvements in the manufacture of electrodes for electrical accu- 
mulators by means of continuously operating machines and in the electrodes 
and accumulators thus manufactured.” E. W. JuNGNER. (Date applied for 
under Patents Act, 1901, June 10th, 1905, being date of application in Sweden.) 


October 28rd. (Complete.) 


21,535. ‘‘ Improvements in or relating to insulation for accumulators with 
alkaline electrolyte." A. E. BERGLUND. (Date applied for under Patents Act, 
1901, March 15th, 1905, being date of application in Sweden.) October 28rd. 
(Complete.) $ 

21,565. Improvements in telephonic apparatus.“ 
October 28rd. ; 


21,581. Improvements 5 to trolley poles of electric tramcars or the 
like." J. H. Col. LIE. October 24th. 


21,688. “ Automatic starting resistance for electrical motors." E. Bol rox. 
October 24th. А 


21,615. “Improvements in or in connection with the cells of electric 
accumulators, applicab‘e also for other purposes." A. BaTTERSBY. October 


21,641. ‘Improvements in ignition devices for combustion engines.” J. 
KniTrZLEB. October 24th. (Complete.) 


21,042. ‘Improvements in and connected with igniting mechanisms for 
internal combustion engines." J. KRITZLER. October 24th. (Complete.) 


21,048. “An improved method and means for insulating the sparking plugs 
of internal combustion engines.“ J. KRIrzLEKR. Octobeg 24th. (Complete.) 


21,0602. ‘‘ Improvements relating to electric motors." Н. Н. LARkE 
(International Holding Co., United States.) October 24th. (Complete.) 


21,658. “Improvements in or relating to electric motors, dynamos, 
electro-magnets and other machines or spparatus comprising an e'ectrically 
produced magnetic field. A. VEpRINE and Count RAOUL DE QUELEN. (Date 
applied for under Patents Act, 1901, October 25th, 1904, being date of applica- 
tion in France.) October 24th. (Complete.) | 


. 91,659. ‘‘ Improvements in electric road motor-vehicles." A. VEDRINE and 
Count Raoun рк QUELEN. (Date applied for under Patents Act, 1901, October 
26th, 1904, being date of application in France.) October 24th. (Complete.) 


21,661. “ Improvements relating to sound boxes for phonographs, telephones, 
and the like.“ P. LEBIgpz1INnsk1. October 24th. (Complete.) | 


21,672. ‘‘ Improvements ín and relating to electric meters.“ ALLGEMEINE 
EXLEKTRICITATS-GESELLSCHAFT. (Date applied for under Patents Act, 1901, 
October 28th, 1904, being date of application in Germany.) 
(Complete.) 


21.675. Improvements in systems of electric motor control." THE BRITISH 
THomson-Hotston Co., Lrp. (The General Electric Co., United States.) 
October 24th. 

21.681. Improvements in electric shunts.” 
Lewis. October 24th. 


21.682. A new or improved table for Röntgen ray work." 
October 24th. 


21,083. '* A new and improved mechanism in connection with prepayment 
electricity meters. F. Н. MERRITT. October 25th. 


21.700. Ап improved connecting joint for the sections of drain cleaning 
tools, chimney cleaning brushes, pulling through rods for electrical conduits, 
fishing rods, sword sticks and the like." G. Davis, W. Davis and S. Davis. 
October 25th. (Complete.) 

21.707. Protecting device for shunt field windings of electrical machines 
where shunt regulators are used." T. Еров, October 25th. (Complete.) 


21,739. *‘ Improvements relating to electric heating or cooking apparatus.“ 
J. S. Нінкі Dp. October 25th. 


21,752. “Improvements in or relating to mechanism for making and 
breaking electric circuits in connection with alarm clocks, tell-tale clocks and 
the like." F. Кен. October 25th. 

21,753. ‘Improvements in and relating to electric resistances.” Тнк 
British THOMsoN-Houston Co., тр. (The General Electric Co., United 
States.) October 25th. 


21,761. Improvements in and relating to electric conductor rail insulators." 
W. V. BoNson. October 26th. . 
21.795. Improvements in or relating to electrically synchronised clocks.': 
F. A. CHANDLER and B. BoNNIKsEN, October 26th. ` 
21.7983. Improved system of armoured insulated conduit for running 
uninsulated electrical conductors." H. Н. CLEMENTS. October 26th. 


H. F. J. 


J. D. F. ANDREWS. 


H. 8. HarriELD and Е. M. 


E. PARKER. 


21,804. “А new or improved vacuum receptor or apparatus for the 
production of violet or ultra-violet rays, X-rays, or other rays or combinations 
of rays by induction on two-tension currents.“ J. H. PurLrs and J. C. Bowik, 
October 28th. 


21.833. “Improvements in electro-magnetic apparatus," J. MCINTYRE. 
(Date applied for under Patents Act, 1901, October 29th, 1904, being date of 
application in United States.) October 26th. (Complete) 

21.84. ‘Improvements in Ruhmkortf coil.” J. McIntyne. (Date applied 
for under Patents Act, 1901, December 8th, 1904, being date of application in 
United States.) October 20th, 

21,816, “Improvements in and relating to electric telegraphy,” 


Baronio and А. MUmNEAD. October 26th. та: 


October 24th. 


— 


21,850. Improvements in or relating to service apparatus for electric supply.“ 
W. M. Мовркү and G. C. Fricker. October 26th. 

21,881. Improvements in or relating to alternating-current motors." W. А. 
Dutton and Тнк BRU“SsH ELECTRICAL ENGINEERING Co.. Lro. October 26th. 

21,855. “Improvements in electric power measuring and recording instru- 
ments for alternating currents," V. ARcioN). (Date applied for under Patents 
Act, 1901, October 27th, 1904, being date of application in Italy.) October 26th. 
(Complete.) 

21,856. ''Improvements in electric clocks.” G. B. BowkLr. October Mth. 

21,870. ‘‘An improved method of securing or attaching a wire supplying 
electricity to а terminal.“ A. A. Lines. October 27th. 

21,882. “Improvements in electrically-driven bicycles and the like vehicles.” 
8. Н. Parry and H. BARRETT. October 27th. 

21,898. ‘* Improvements in or relating to means for releasing pawl-locking 
devices in telephone instruments and the like.“ M. Baumer. October 27th. 

21,931. ''Improvements in electric are lamps." Tue Brirish THOMSON- 
Носвтон Co., тр. (The General Electric Co., United States.) October 27th. 

21,947. * Improvements іп and relating to dynamo-electric machines." 8. 
von Аммон. October 27th. 

21,949. “ Improvements relating to the manufacture of hypochlorite solution 
by electrolytic methods." W. P. Diasy. October 28th. 

21,975. Improvements connected with the supporting and mounting of 
the shafting of ships and analogous telegraphic apparatus.“ A. J. GRANT. 
October 28th. 

22,005. "Improvements in insulated electric conductors." W. T. HENLEY'5 
TELEGRAPH Works Co., LTD., and H. Savace. October Bth. 

22,011. ‘‘ Improvements relating to brushes or collectors for dynamos and 
motors." J. Dickson. October 28th. 


PUBLISHED SPECIFICATIONS. . 


Copies of any of these Specifications may be obtained of Mesers. W. Р, 
Tompson & Co., 322, High Holborn, W. C., and at Liverpool, price, post 
free, 9d. (in stamps). 
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ELECTRIC Авс LamPs. Davy. 6,556. March 17th. 

ELECTRIC Arc Lamps. Oliver. 15,453. July llth. 

ELECTRIC CRANES OR THE LIKE. Imray. (Siemens Schuckert- Werke G.m.b.H.) 
19,475. September 9th. 

ELECTRIC. TRAIN CowxTRoL Systems. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 19,573. September 10th. 


-ExLectric RarLwars AND Tramways, Clark. 19,651. September 12th. 


APPARATUS FOR USE IN THE DISTRIBUTION OF ALTERNATING ELECTRIC CURRENT. 
Berry. 19,749. September 13th. 


MEANS BY WHICH THE POINTS OF AN ELECTR CAL RAILWAY OR CAR LINE MAY BE 
OPERATED FROM AN APPROACHING CAR. Miller. 19,838. September löth. 

FirREPROooFiNG ELECTRIC CABLES. Martin. 20,285. September 20th. 

OVERHEAD CONDUCTOR SYSTEM FoR ELEcTRIC TRACTION. Brooks and Watscn. 
20,585. September 24th. 

DEVICE FOR PIQUETIXG HORSES, MULES, CATTLE, AND FOR Gv ре RoPES FOR 
TENTS AND TELEGRAPH POLES AND THE LIKE. Connor. 22,107. Octcber lith. 


Авс Lamp HoisTING GEAR AND FrrTIKG8 FOR ЗАМЕ. Crompton & Co., Ltd., and 
Abbott. 22,362. October 17th. 


ELECTRICAL SwircHk8. Crompton & Co., Ltd., and Abbott. 22,964. Octoter 17th. 


HANGERS ов EARS FOR ELECTRIC TROLLEY Wires. Allen and Sharples. 23,032. 
October 26th. 


ELECTRIC PROJECTING LAMPS CHIEFLY FOR ENLARGING AND PROJECTING LANTEBNS. 
Kamin. 28,685. Novemler 2nd. 


ELECTRIC CABLE JONCTION AND Fuse Boxes. Le Feuyre and Greene. 24,138. 
November 8th. 


THERMO-ELEcTaic BATTERIES. Johnson. (A. Wolff, Jun., & Co.) 24,177. 
November 8th. 


PrRotecTive DEVICES ғов ELECTRIC TRANSMISSION SvsTEMS. British Thomson- 
Houston Co., Ltd. (General Electric Co.) 24,180. November 8th. 

FikLD Maasets ок Like Panrs oF DyNAMOS AND OTHER Rotary ELECTRIC 
MACHINES, Walker. 24,351. November 10th. 

ComMBINED Мостн GaG AND ELECTRIC Light. MacCormac and Dental Manu- 
facturing Co., Ltd. 24,384. November 10th. 

FIELD WINDINGS OF SERiES-WovuD DsNamMo-FLEcTRIC MacHiNERY. Hills, 
Urquhart and Honey. 24,464. November llth. 

ELECTRIC Авс Lamps. Lewis, Case and Reason Manufacturing Co., Ltd. 
94,477. November 11th. 

SER IR CALUKOPERAȚED SwitcHes. Eckstein and Parker. 24,632. November 

th. 

ELECTRIC SwiTrcHESR. British Thomson-Houston Co., Ltd. (General Electric 

Co.) 24,698. Novemter lith. 


MANUFACTURE OF STORAGE BATTERY OR ACCUMULATOR ELkcTRODES. Boult. 
(Accumulatoren und Electricitats-Werke Act.-Ges. vorm W. A. Boese & Co.) 
25,265. November 21st. , 

SPACE TELEGRAPHY. Stone. (Date applied for under International Convention, 
November 24th, 1903.) 25,638. Noveimler 24th. 

SPACE TELEGRAPHY. Stone. (Date applied for under International Convention, 
November 25th, 1903.) 25,644. November 24th. 

ELECTRIC SECONDARY BATTERIES. Ekstremer Accumulator Co., Ltd., and 
Oppermann. 25.902. November 28th. 


MEANS FOR AUTOMATICALLY WINDING CLOCKS AND THE LIKE WITH THE AID OF 
ELECTRICIT T. Hartmann. 26,985. Novemler 26th. 


1905. 


WINDINGS FOR ALTERNATING CURRENT DyNnamMo-FELectTric Macuinrs. British 
Thomson-Houston Co., Ltd. (General Electric Co.) 22,821, October 22nd. 


CONSTRUCTION OF TROLLEY HEAD FoR COLLECTING ELECTRICITY FROM ELECTRIC 
TROLLEY WIRES OR THE LIKE. Phillips. 28,254. October 28th. 


ELECTRICAL RADIATORS. Dowsing. 23,525. November Ist. 
DRIVING BELTS AND THE LIKE FOR PREVENTING ELECTRIFICATION OF THE SAME. 
Leloup, Obernesser, Tenthorey and Tenthorey. 23,573. November Ist. 
Evectric Motor Controu Systems. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 23,817. November 3rd. 

MANUFACTURE OF THERMO-ELFcTRIC BATTERIES. Johnsen. (A. Wolf, Junior, and 
Co.) 24,178. November sth. 

SysrTEMS oF Exectnic Distrisvtion. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 24,181. November 8th. 

SPACE TELKkGnAruy, Stone. (Dateapplied for under International Convention, 
November 25th, 1903.) 25,642. November 24th. 

INSULATION OF WIRES C. NDvCTING ErnkcrRiciTY, Longford. 167. January ith. 

METHOD OF, AND MEANS FOR, ELECTRICALLY LIGHTING Up STREET AND Quiet 
Gas Lamps wnosE BURNERS ARE Bryospo НКАСН OF HAND. Pare. itl. 
January 9th. 

FIELD WINDINGS FOR SINGLE-PHASE ALTEENATING CURRENT ErLECTR:C MORES. 
Zani. 514. January 10th, 
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ELECTRIC SUPPLY OF POWER. 


THE promoters of the various electric light and power Bills 
in the last session of Parliament,. after the determined 
opposition which the London County Council brought 
to bear against the proposals in general, will scarcely be 
surprised at the announcement that this administrative body 
contemplates seeking Parliamentary sanction in the ensuing 
session to become the authority for the supply of electricity 
in bulk throughout London, and certain surrounding dis- 
tricts, and also to serve large consumers, such as railways, 
canals and tramways. It is not the first time that the 
central administrative authority has advanced the idea of 
assuming a very prominent position in regard to кешу 
supply in the metropolis. 

The present proposal has been partly йош] by the 
results of the examination of Bills by Parliamentary com- 
mittees several months ago, and has been made in order to 
anticipate various proposals which the promoters of private 
enterprise are bringing forward for consideration in the 
ensuing session ot Parliament. 

It will be remembered that out of the Bills of the 
1905 session, that of the Administrative County of London 
Co., after an exhaustive hearing before Committees of 
both Houses, was approved in a modified form. The 
rejection by the House of Lords’ Committee of three Bills 
at a certain stage of the past session only left, as power 
Bills for .London, those which were promoted by the 
Administrative County of London Co. and the Metropolitan 
Electric Supply Co. and the extraordinary fact was 
witnessed of a combination of the electric lighting companies 
working, side by side with the London County Council and 
а few of the borough councils which undertake a local 
supply of electricity on their own account, in opposition to 
the Administrative County of London Bill, round which 
the Parliamentary contest centred absolutely. But by. 
the adoption of an attitude of conciliation and by making 
concessions, the promoters of the Bill were able to make 
terms with certain local authorities, as, for instance, 
Stepney and Barking Town, whilst at the same time terms 
were arranged with the whole of the London companies, 
whieh withdrew their opposition in a body. Not only 
so, but the promoters of the Bill, who originally did not 
contemplate the application of compulsory powers of pur- 
chase, first of all agreed to expropriation in 50 years, and 
finally consented, in order to secure the passing of the 
measure, to the introduction of a clause for the ordinary 
term of purchase at the expiration of 42 years. The remnant 
of opposition, as represented by the London County Council 
aud certain of the local authorities, failed to influence the 
House of Commons Committee to refuse to pass the Bill, but 
it had the effect of wrecking the scheme by.the protracted 
proceedings which rendered it impossible by the effluxion of 
time for the Bill to pass the final stages. In the meantime, 
the Bill promoted. by the Metropolitan Electric Supply Co., 


[789] 


190 


THE ELECTRICAL REVIEW. [Vol. 57. No. 1,460, NovEmBER 17,1905. 


which related to an area of bulk supply in the West, of at 
least one-half of that covered by the Administrative County 
of London Co., was allowed to pass, and that, too, without 
the imposition of a purchase clause, as in the case of the 
provincial electric power distribution companies. It may 


possibly have been an accident, but it is simply ridiculous - 


that in the case of identical undertakings the County Council 
should seek to enforce the purchase clause upon one enter- 
prise and not upon another. Large bulk supply schemes, if 
exempt from compulsory purchase outside of London, should 
also be free from this clause in the metropolis. 

It is with the foregoing facts before it that the London 
County Council now comes forward with a scheme for 
attempting to anticipate any proposals which private enter- 
prise may adduce for the consideration of Parliament in the 
forthcoming session. Excepting, perhaps, the companies 
themselves and the circles immediately interested, no one 
knows until the publication of the Parliamentary notices what 
schemes the companies may bring forward for the delibera- 
tion of Parliament. But it is certain that there will be 
another remarkab!c contest before committees of Parlia- 
ment. Dissensions have arisen, as we have already 
shown, between the borough councils and the County 
Council, or the former would scarcely have decided to have 
prepared without consultation with the County Council a 
draft Bill for dealing with the question of electric supply of 
power in bulk. Perhaps the borough councils are beginning 
to learn that the aggrandisement of the County Council in the 
form of an electric lighting central authority would result 
in their individual abasement. Or are they beginning 
to resent the attempted supersession of their powers, or 
a portion of them, by the County Council? We await with 
interest the result of the conference which has been called 
for the 20th inst. Will the differences then be patched пр? 
We will not attempt to augwer these questions, but how is it 
possible for the County Council to try and usurp the powers 
of the local authorities in this respect ? Ноу can the County 
Council, after the inconsistent attitude assumed in the past 
session, be put forward as the guardian of electric power 
interests in the future ? Apart from other failures, is not the 
River Thames steamboat fiasco sufficient to stop any further 
endeavour in the direction of municipal trading? Ате 
not the rate-aided tramways a further lesson—tramways 


which have already been assisted by half-a-million sterling 
in regard to street improvements, already carried out or in 
progress, by £300,000 voted two or three weeks ago, and by 
£1,000,000 which is to be expended for similar purposes on 
the northern banks of the Thames? If the County Council 
wishes to do anything for London, let these tramway and 
steamboat subsidies be first wiped out before any considera- 
tion is given to the question of embarking upon further 
speculation at the expense of the ratepayers. Certain it is 
that if it were possible to saddle upon County Councillors 
individually the cost of fads, the latter would soon pass into 
oblivion, and London would rely, ав in the past, upon the 
promotion of its interests by private enterprise, which has 
brought the metropolis to its present enviable position. 

The Finance Committee is to be congratulated upon its 
very timely and thorough warning to the Council not to 
saddle this electric power scheme on the shoulders of the 
London ratepayer. We reprint lengthy abstracts from this 
report on another page, and we cannot imagine how any 
unbiased London County Councillor can, after seriously 
digesting the plain and wholesome truths here sct forth, 
vote in favour of a County Council electric power supply for 
London. It is true that the vote of Tuesday was numerically 
а strong one in favour of the Highways Committee's pre- 
liminary proposal, but it has been promised that there shall 
be full discussion of the financial aspect of the proposal 
before the application for the Bill is actually made. Will 


sound sense and a proper regard for London's future credit 
win on that occasion? We wish we could think so! It 
would save much money and leave the ground a little clearer 
for the exercise of legitimate private enterprise. 


"Pd 


AT the first meeting of the present 


The session of the American Institution of 
Standardisation E i 
of Fuses. lectrical Engineers held at New York on 


September 22nd, Mr. H. O. Lacount, of 
Boston, read an important paper on “ The Standardisation of 
Enclosed Fuses.” An abstract of this paper, together with 
the discussion that followed, published in the Western 


. Electrician, of September 30th, is before us, and provides 


considerable food for reflection. 

Our editorial on the standardisation of fuses of May 5th, 
1905, elicited from the secretary of the Engineering 
Standards Committee а statement to the effect that the 
standardisation of fuses would be dealt with by the Sub- 


Committee on Electrical Plant Accessories, but as far as 


we know, nothing further has yet been done. We suppose 
that in this as in so many other matters electrical, we must 
be content to follow rather than to lead; Germany and 
America already have their standard systems of fuses, and in 
the fullness of time we shall, doubtless, follow suit. 


It is significant that in the States the work of standardisa- 
tion was taken up by a committee of the Underwriters’ 
National Electric Association; in this country the fire offices 
have contented themselves with issuing independenjly their 
individual requirements and regulations, and a bewildering 
diversity is the result. It is to be hoped that in a matter 
that so intimately concerns them in connection with fire 
risks, they may follow the example of their brethren in the 
States and take concerted action on the question of stan- 
dardisation. 

One cannot but be struck with the predominance of the 
enclosed type of fuse, both in Germany and America, and 
there is little doubt that from the fire-risk point of view this 
type has very considerable advantages over the open type 
which is so prevalent in this country. In England the 
existing state of things in connection with both ty pes of fuses 
is so chaotic that the work of standardisation will be no light 
matter, and will occupy a considerable time. The progress 
of standardisation in the States was as follows :—A com- 
mittee of the American Underwriters’ Electric Association 
met in July, 1903; manufacturers were invited to make 
suggestions, апа in ‘September, 1903, a conference was held 
in Boston. Further conferences were held, proposed 
standard fuses were tested, and а report, with complete 
results of tests, was made in July, 1904, and tests were 
made with heavier currents in November of the same year. 
The result of the work of standardising, and tests for 
approval of the enclosed type of fuse, which have occupied 
nearly two years, is given in the National Electric Code of 
1905, and in the list of approved fittings issued in April of 
this year. 

It is evident, therefore, that unless we are prepared to 
adopt the American results a large amount of experimental 
work will have to be done, and conflicting views and in- 
terests reconciled, before we can get abreast of our rivals. 
Of the importance of the matter to electrical engineers in 
particular, and to the community in general, there can be 
no doubt; it only remains, therefore, for the matter to be 
taken up officially without. further delay. 


WiTH reference to the leaderette entitled 

pC ORT emule ik Infringement of Patent," which appeared 
in our issue of last week at p. 746, it has been suggested to 
us that the article (which was based on a transcript of the 
judgement of the Court) would lead our readers to believe 
that the case of the Mica Insulator, Ltd., v. Bruce Peebles 
and Co., Ltd., was tried on its merits in the Court of Session. 
and dismissed with costs. While we do not admit that the 
article would give this impression to everyone—its sole 
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object being to indicate the necessity of the plaintiff in an 
action for infringement giving full particulars—we have 
since been informed by the solicitor for the plaintiff that the 
question in issue was really one of amendment of pleadings, 
and that the action was not tried on its merits. We should 
be sorry if our note on the case, which was only referred to 


by way of illustrating an important principle, shonld cause 


annoyance to anyone. 


*. 


WE УЯ THE Institution of Electrical Engineers 


Presidential opened its proceedings for the session on 
5 Thursday last week with the delivery of 


the Presidential address of Mr. John 


Gavey, C. B. Our readers will regret to learn that Mr. 
Gavey has for some days been somewhat indisposed, and as 
his address remains in the form of “ uncorrected proofs," we 
can, at present, only touch lightly upon the chief pointe 
thereof. | E mE 

After a feeling allusion to the loss sustained by the Insti- 
tution in the death of Mr. W. E. Langdon, the President 
naturally turns to a review of the telephone and telegraph 
industries, with which no one is more conversant than him- 
self. He first dwells on the immense importance of tele- 
graphic signalling in railway working, and refers to the 
advanced state of automatic electric railway signalling in 
America, where also fire alarm signalling has been more 
highly developed than here. With regard to the rivalry 


between telegraphs and telephones, it is interesting to note 


that the number of the latter now used in railway service 
exceeds by 40 per cent. the number of telegraph instruments 
—apart, of course, from block and signal instruments. 
Curiously enough, almost exactly the same relation obtains 
between telegraph and telephone instruments in -the com- 
mercial service of the British Post Office, and the mileage of 
telephone wire is creeping up, being already over a quarter 
of a million, while the telegraph wire mileage is some- 
what over one-third of a million. The President, however, 
sees no likelihood of the telephone ousting the telegraph, 
except for short-distance service. 7 
A strong protest is entered against the unaccommodating 
spirit of local authorities, who insist on telephone wires 
being placed underground, without regard to the number of 
wires or the expense involved, and it is hinted that this 
attitude will result in the districts concerned ‘being more or 


- less deprived of telephonic intercommunication. 


The urgent need of mechanical transcription of high- 
speed telegrams is mentioned, and it is stated that the 
Marray system is now under the consideration of the Post 
Office. Other directions in which progress has been made, 


such as the substitution of secondary for primary batteries, 


and the adoption of the telegraph exchange system for local 
lines, are touched upon. Wireless telegraphy receives a con- 
siderable amount of space, the President reviewing the whole 
subject : he does not вее any chance whatever of its com- 
peting with inland telegraphy, though he recognises its great 
importance in oversea communication, and it may, he thinks, 
be of service as supplementary to cable communication, but 
not in competition with the latter. | | | 

The remarkable advances in underground telegraph cable 
construction and working form interesting reading, and the 
President pays a well-deserved compliment to British manu- 
facturers, without whose willing aid' such progress would 
have been impossible. | | 
. Dealing with telephony, Mr. Gavey by no means throws 
cold water on automatic exchanges ; he even hints at im- 
pending developments in this connection. The enormous 


progress made in America naturally provokes comment. А 


large amount of space is devoted to a detailed examination 
of the question of the limiting distance of telephony, the 
factors controlling it, and the theory. Attempts are being 
made by the Post Office staff to reduce the matter to actual 
measurement. Lastly, the President deals with ** Unsolved 
Problems." „ 85 
Although we have been compelled thus to confine our pre- 
sent notice to a mere skeleton, we assure our readers that 
the address is packed full of interesting information, and 
will rank as one of the very best delivered during recent years. 


DEVELOPMENT OF HEAVY ELECTRIC 
S TRACTION. | 


CONSIDERABLE correspondence has recently appeared in the 
Engineering Supplement of the Timas as regards the use of 
single-phase alternating current with overhead conductors for 
electric traction on railways, as opposed to direct current with 
third or fourth-rail conductors, and in this connection the 
letter of the well-known American engineer, Mr. H. F. 
Parshall, which appeared in the Engineering Supplement of 
the Times of November 1st, is not without interest, particu- 
larly when we compare the conclusions arrived at by Mr. 
Parshall with those of English engineers, such as Sir A. B. W. 
Kennedy, F.R.S., and professors, such ав Dr. Silvanus 
Thompson, F. R. S., on this subject. 

Mr. Parshall is evidently a supporter of the third- rail 
direct-current system for the electrification of our suburban 
railways. We quote the following from his contribution to 
the discussion :— | 

Considering that it (the third rail) has been adopted practically 
universally for heavy traction by the engineers most responsible for 
the advanced state of the art, it cannot be lightly put aside or 
superseded by something yet to be proved suitable for the same 
class of work. | 

For the lighter class of railways working over considerable dis- 
tances with moderate acceleration and moderate tonnage, a single- 
phase system sses certain commercial advantages. · 

Ав cost, third rail is much cheaper than the ordinary 
overhead system . . as regards reliability, experience is clearly 
in favour of the third rail. 

Mr. Parshall brings forward as one of the disadvantages of 
the single-phase system, the drop in the return circuit, if not 
insulated, and suggests that for rapid acceleration and for 
short runs, the direct current is preferable to the single- 
phase. He also states that the use of single-phase current 
will cause such disturbances to telegraphic and telephonic 
apparatus as to make its adoption more or less impracticable. 

This letter also causes it to appear that the adoption of 
the single-phase system must necessarily produce a low 
power factor and low efficiency, and that this counter- 
balances the energy losses in transformation from polyphase 
to direct current in the system at present generally adopted 
for traction purposes. | 

Curiously enough, at the present moment this same ques- 
tion as to the use of direct versus alternating current for 
traction work is attracting a great deal of attention in 
America, and Mr. Sprague has written an able and very 
Strong letter, expressing views which coincide with those 
given above. Holding such opinions, it must be very 
annoying to Mr.. Sprague and the other friends of the 
American General Electric Co. to see the New York, New 
Haven and Hartford Railway, which was one of the pioneers 
of railway work, after most careful investigation, deciding . 
upon the adoption of the single-phase system, and it, must 
indeed be “а thorn in the flesh ” to see the order for the work 
given to the Westinghouse Co., who have been the pioneers 
of single-phase traction in America, and who, so far, have 
certainly done more in that line of work in the United 
States than any other firm. | 

We propose for the benefit of our readers to deal аз 
impartiall as possible with the whole subject of electrie 
traction as applicable to the suburban services of our rail- 
way companies. It is quite true that the New: York Central 
decided on electric traction on the third-rail direct-current 
system for the portion of their system entering New York, 
but in this connection it must not be forgotten that this 
decision was reached and the contracts placed at a time 
when the single-phase motor was in embryo. The work on 
the New York end of the system had to be carried out 
immediately, owing to а very serions accident due to steam 
operation, which occurred in the tunnel leading into New 
York Station. Had the advisers and officials of the New 
York Central been able to wait for the present day before 
deciding which system to adopt, it is more than questionable 
whether they would have chosen the third rail system, with . 
all its inconveniences. | 

Most of the lines which, up to date, have been electrified, 
as far as this country is concerned, are tube lines and purely . 
suburban systems, over which none but electrified suburban 
trains have to operate, and the numbers and complica- 
tious of junctions and bridges and other similar difficulties 
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are comparatively small. On many of the existing railways 
in this country, if their suburban systems are to be elec- 
trified, the conditions are totally different, and we are con- 
vinced that these are realised by the majority of English 
railway engineers, and that an overwhelming majority would 


be found in favour of overhead wires as compared to the 


‘third and fourth rail system. 

There was a time when all good things as regards elec- 
‘tric traction were supposed to come from America, but such is 
no longer the case, and in many instances the line of thought 
followed by European engineers is more progressive than 
that of their American contemporaries. We have on 
previous occasions referred to the single-phase motor of Dr. 
Kichberg, as installed in Berlin by the Allgemeine Electricitüta 


25-9 miles per hour 
: Pa 25:5 miles per hour 
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COMPARATIVE PERFORMANCES OF SINGLE-PHASE AND DIRECT- 
CURRENT Morors. 


Gesellschaft, and now being installed on the Hamburg sub- 
urban system of the Prussian Government Railways, and we 
have also alluded to the successful operation of single-phase 
traction motors by the well-known Italian engineer, Dr. 
Finzi ; the results obtained by Messrs. Siemens with single- 
phase motors seem to be no less satisfactory. A single-phase 
system, if properly installed, will have over its whole range 
of operation a power factor which should not fall below that 
obtainable with the direct-current system and rotary con- 
verters. (German experience has shown conclusively that 
the single-phase system with rail return, if carefully 
designed and properly.installed, does not interfere in the 
slightest either with telephone or telegraph services. 

But there is another great point in connection with the 
return, that alternating currents are much lese liable to cause 
electrolytic and similar damages, and we believe we are right 
in stating that the Board of Trade are prepared to allow a 
much greater average drop in the return with alternating 
currents than is permitted in the case of direct currents. 

Figures which we have had the opportunity of examining, 
clearly prove that the overhead system, to say the least, is not 
more costly than third or fourth rail installations if applied 
to suburban lines in and round our large towns. - | 

The first capital cost, as well ав the cost of generation and 
distribution of the single-phase system, is much smaller 
than that of an equivalent direct-current traction system. 

As regards rapid acceleration, where the motors have been 
scientifically designed with the primary object of making 
them satisfactory alternating-current motors, and not merely 
good direct-current motors which can work more or less 
efficiently on alternating-current lines, the average acceleration 
during the whole period of acceleration is at least as favour- 
able, if not more so, with the single-phase as with the 
direct current. 

The accompanying diagram, which we have been able to 
obtain through the courtesy of the Allgemeine Elektricitüts- 
Gesellschaft, and which represents the results of a most 
careful comparative experiment carried out to compare single- 
phase with direct-current motors, is of the greatest interest 
in this connection. 

The train in each case consisted of six couches, each train 
being equipped with eight motors, and the run was one of 
775 metres (847*5 yards) on the level. The following were 
the comparative results obtained. In the first case, as will 


19°3 miles per hour 
16'8 miles per hour 


be seen by the diagram, the maximum speed of 25:9 miles 
per hour was reached in 22:28 seconds, whilst with the 
direct-current equipment a speed of 25°5 miles. per hour was 
only reached in 36°95 seconds ; the difference is that whereas 
with a single-phase motor the accelerating line is practically 
straight, giving an even acceleration throughout the whole 
period of acceleration, in the other case a little after half the 
period of acceleration, the latter rapidly falls, the result, as 
far as short-distance journeys are concerned, therefore being 
all in favour of the single-phase motor. 


ў Direct current. Single-phase 


Watt-hours per ton m 42°2. 39 ˙3 
Average efliciency ... dns 736.. |. 743 
Average power factor is ui TE. : 816% 


* With direct current supplied from а high-tension polyphase station 
through rotary converters, the average power factor over the whole system 
would not appreciably exoeed 82 per cent. 


The above figures are of particular interest when we 
reflect that, as far as direct current is concerned, besides Іова 
in the low tension distributors connecting the central station 
with the lines, there must also be added the losses due to 
transforming from high tension by transformers to low 
tension, iud then by rotary converters from alternating to 
direct current, and besides losses due to these transformations 
the eost of the Board of Trade unit would be considerably 
increased in the case of direct current, owing to the labour, 
material and supervision required in the converting sub- 
stations. The capital cost of equipping a suburban line with 
direct current and third and fourth rails would be much 
greater than that involved if single-phase were adopted. 

We think we have said enough to show that there is a 
great deal to be advanced in favour of single-phase traction, 
not only for light railways and long-distance lines, as Mr. 
Parshall would have us believe, but particularly in connection 
with the heavy suburban traffic which will have to be tackled 
by our existing railways, 


ZINC AND ALUMINIUM FUSES. 
By ALFRED SCHWARTZ ляр W. Н. N. JAMES. 


In connection with the recent paper on “ Low Tension 
Thermal Cut-Outs' ( Proreedinys of the Institution of Electrical 
Engineers, Part 174, Vol. XXXV., 1905)“ we have thought 
it desirable to extend the examination of zinc and aluminium 
as materials for fusible cut-outs. Both these metals are in 
use to a considerable extent at the present time in fuses of 
large capacity. Zinc cannot be drawn into wire and can 
only be rolled hot, while aluminium wire, as we have pre- 
viously shown, particularly when of small diameter, is unre- 
liable as a fuse owing to the molten metal being held up by 
the skin of oxide. For example, an aluminium wire 7 mm. 
diameter, when supported between terminals in the ordinary 
way, will disrupt with 43 amperes, whereas the wire really 
melts within its oxide skin with 21 amperes, and the wire 
could be ruptured at this current value by means of the 
repelling action of a magnet or the tension due to a weak 
spring. | 

It is evident, then, that only in the form of strip can zinc 
and aluminium be advantageously employed as fuses. Our 
examination of copper and lead strip for the purpose of con- 
necting the fusing current with the dimensions of the strip 
employed showed that this relation was expressed by rather 
different formule in the two cases. | 

With copper strip the fusing current is proportional to 
the breadth with a constant thickness, and the curves con- 
necting these quantities when plotted all pass throngh the 
origin ; if, however, we plot thickness against fusing current 
for strips of constant breadth, it will be found that the - 
curves puss through a point on the axis of thickness con- 
siderably to the left of the origin, due to the. increased 
carrying capacity per unit area in the small strips, owing to 
their relatively greater cooling surface. In the case of lead 
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strip, the curves connecting fusing current and breadth 
when extended backwards are, for a similar reason, found to 
cut the axis of breadth at a point considerably to the left: of 
the origin, while on plotting fusing current against thick- 
ness for a constant breadth the curve is found to follow a 
logarithmic law, that is to say, with a constant breadth the 
fusing current ів not proportional to the thickness **/," but 
to /n (for lead n = 74). -> е5 
We can summarise thus :— 
Breadth. | 
Copper, с ос b 
Lead, с & (b + F) Lead, С œ ("A 
Where с = fusing current, | 
b = breadth, 
t = thickness. | 
Now, the melting point of zine and its current density at 
fusion is intermediate between those of copper and lead, and 


Thickness. 
Copper, с x (/ + k) 


Fusing Current in Amps. 


Fita. 1.—Ourves CONNECTING FUSING 
CURRENT AND BREADTH OF STRIP 
FOR VARIOUS THICKNESSES,— ZINC. 


the law connecting its fusing current and dimensions may be 
regarded as being intermediate between those given above; 
in fact, for zine strip ` 

со (b +d) 

c ox (7 + 4) 

ore = K (b + %) J + 4) 

b, and / being constants independent of the length, breadth 
and thickness of the fuse, and K being н constant dependent 
upon its length. 

For zinc strip the values of the constants b, and /, can be 
determined from figs. 1 and 2. . | 

In centimetre measure 5, = 1, / = 01. 

In inch measure б, = :04, A = 004. 

In fig. 3 curves are given connecting the constant к with 
the ae (K being in inch measure) for zinc strips in a 
vertical or horizontal position (K in inch measure = K in 
centimetre measure x 6:45). , 


—— 


FiG. 4. 


The law indicated above will hold between the following 
limits :— | m 
: T '01 em. to I cm. 
е | 004 in. to *04 in. 
| 4 em. to 1:5 em. 
7 ваша | 16 in. to *6 in. 

In our experiments we did not go beyond 300 amperes on 
a single strip, but it is probable that by using strips of 
increased breadth the law would hold good up to 400 or 
500 amperes per strip. 

For fuses of large capacity it is advisable to use a number 
of strips in parallel, and to keep the current per strip as 
low as possible ; by making the spacing between the strips 
liberal, the dissipation of the heat will be facilitated. 

Zinc fuses show very little deterioration even when run 
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continuously at 90 per cent., or even 95 per cent. of their 
normal fnsing current ; the oxidation is very slight, and the 
final resistance of the. strip is practically the ваше as its 
initial resistance. ‘Phe metal does not appear to be held up 
on fnsion to any appreciable extent by tlie skin of oxide. 
It would be of interest to learn from any of your readers 
who have had zinc fuses operating under service conditions 
for ‘any ‘length of time, whether they have observed any 
deterioration due to molecular change or crystallisation taking 
place in the strip. mE * | 
This freedom from oxidation when run at high current 
density renders zinc a desirable material for fuses which are 
required to blow with only a slight overload. For circuit 
fuses of several hundred amperes, it is not necessary or 
desirable that the fuse should be set for as much as 100 per 
cent. excess current, and in this case zinc possesses consider- 
able advantages over copper, in that the latter becomes red- 


Pic. 3.— Curve Connecting the Constant K 
in the Formula-- 
| 0 = K(b + 4) „ + 4) 
with the length of fuse. 
н = Zinc strip horizontal. 
v = Zine strip vertical. 


' Fig. 2.— CuRvEs CONNECTING FUSING 
CURRENT AND THICKNESS OF STRIP, 
FOR DIFFERENT BREADTHS.— ZINC. i 


hot .with about 75 per cent. of its nornral fusing current, 
and above this point oxidises rapidly, whereas zinc only 
attains red heat just before fusion. It must be borne in 
mind, however, that for a given fusing current the mass of 


a zinc fuse is about 3°5 times that of a copper one of the 


sume length, while its volume is approximately 4-4 times 
that of the copper, and this gives a larger amount of metal 
to be disrupted. г 

Although. zinc does not attain so high а temperature on 
fusion as copper does, yet its greater mass and volume operate 
unfavourably in connection with its behaviour on short 
circuit, and this defect is further aggravated by the fact that 
in open type fuses the metal is disrupted in the form of 
globules, which are not only red-hot but which continue fo 
burn in air, and which are accompanied by dense white 
fumes, which deposit heavily on contiguous surfaces. 

For the above reasons, zinc when employed in enclosed 
fuse-holders would require a larger cartridge than copper, if 
we considered only the damage likely to arise to the case 
and disregarded the question of cooling. | 

Mr. William Cramp, а few years ago, in some hitherto 
unpublished experiments on fuses carried out at the Central 
Technical College, London, found with strip fuses of thin 
tinfoil which were reduced in breadth at the centre for a 
short distance of their length, that the length of wire dis- 
rupted on short-circuit was confined to the section with 
reduced breadth, and that the are did not extend beyond 
this length. towards the terminals. It appeared to us that 
this might be due to the cooling effect on the arc where the 
section of the fuse was increased, and zinc, owing to its 
comparatively low melting point, and the large section 
necessary, seemed likely to show the same effect. А zinc 
strip with a normal fusing current of 100 amperes was, 
therefore, put directly across a 100-Kw. 200-volt generator, 
with the result that a strip of uniform width throughout 
was disrupted from terminal to terminal along its whole 
length, even with lengths of as much as 7 in.; whereas 
when the end portions of the fuse had a greater breadth 
than the middle, as shown in fig. 44 or 48, the narrower por- 
tion only was disrupted, provided that it was about 15 or 2 
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in.inlength. At the present time the Peard fuse has a con- 
striction at the centre, but this is for the purpose of securing 
the fusion of the strip at the centre point. so as to free the 
spring partition; but it, no doubt, acts also in helping to 
suppress the arc. | 

In the early days when soft alloys were used chiefly for 
fuse metal, fuses were often shaped with expanded ends (a8 
fig. 44) to give larger contact area under the screw terminals. 
It is curious to reflect that this practice was given up in 
favour of using the fuse strip of uniform breadth throughout 
its length, and soldering it to copper lugs in order to avoid 
the supposed danger of pinching the soft metal under the 
screws, and thus affecting the fusing current, while we have 
thereby apparently facilitated the extension of the аге from 
terminal to terminal. 

(To be continued.) 


OVERHEAD CONSTRUCTION. 
By A LINEMAN. 


Iv your issue of October 27th last, under the heading 
* Overhead Construction,” Mr. Robert N. Tweedy discourses 
on the wear in trolley wire at points of suspension and the 
suggested remedies. 

Mr. Tweedy is quite right in saying, ** Not everyone with 
knowledge of a tramway, after construction has been com- 
pleted,” can say “the soldered ear is the best form of 
attachment for the trolley wire." But when he says that 
the greatest part of the maintenance of overhead work ig 
due directly to circular trolley wire, and that until a per- 
fectly smooth path is provided for the trolley wheel by the 
use of figure-8 trolley wire the wear must continue, I entirely 
disagree with him. | 

Mr. Dudgeon's remarks may or may not be exceptionally 
interesting, but to the careful observer they are entirely 


erroneous, and it is obvious he has yet much to learn. When : 


he says that the ears seemed to wear irrespective of the 
way in which they were suspended," it is evident that the 
results of his observations could not be applied, as Mr. 
Tweedy thinks, to all English tramway lines where circular 
trolley wire is in use. 

I think I am safe in saying that my experience of trolley 
Wires and ears cannot be less extensive than that of Mr. 
Dudgeon, and I have always found that the more rigid the 
method of suspension the greater the wear on the trolley 
wires and ears. Under low bridges, for instance, where the 
wire is fixed to wooden troughing, with bridge hangers, 
the wear is very great, and is not confined to the part at the 
ear, but is very noticeable throughout the whole breadth of 
the bridge. If, however, the ears have been soldered, the 
wear is much more apparent at these points. Next in order 
of rigidity and in order of wear come centre and side-arm 
poles, then spans and pull-off wires, and the greater the 
tension on these the greater the wear. The wear is naturally 
greater on uphill than on downhill or level tracks, as, of course, 
the rigidity is greater. This wear at the point of suspension 
Mr. Tweedy terms the “arcing” style of wear; and, as he 
endorses all Mr. Dudgeon says, is of opinion that it is due 
to the contact area of wheel and wire being insufficient. If, 
however, “arcing” does take place on any ears which have 
been properly erected, on careful investigation he will find 
that it happens only at the centre when the ear has been 
thickened to allow of a hole being tapped to receive the in- 
sulated stud bolt, and when the flange of the trolley wheel 
has come into violent contact with this thickened part and 
thus been thrown out of contact with the ear for au instant. 
The cause of the wear is the same on uphills as on down- 
hills and levels, and, with the smoothness, is accounted. for 
in another way than that suggested by Mr. Tweedy. 

Figs. 5, 6, 7, 8, 9 and 10 are interesting, inasmuch as 
they disprove conclusively that which they аге intended to 
prove, In those which illustrate sections of wheels on cars, 
a much greater area of contact is shown than in those which 
illustrate sectiong of the wheels on wires; and the author 
seems conscious. of this, as he. practically says that his 
illustrations. are erroneous, in so far that in practice the 
Contact with the ears is less than illustrated. The illus- 


traions, however, are relatively correct, as there is generally 
a greater surface contact between the wheel and the ear 
than between the wheel and wire. d 

With reference to what he terms the “bumping” wear, 
he is quite right in saying that it is of very little conse- 
quence, as no linesman would tolerate any roughness at 
splice ears or any place other than crossings where it is 
unavoidable. i 

The type of ear suggested by Mr. Dudgeon as a remedy 
may not be on the market, but I can assure him that such 
an ear was extensively used on the system in which the 
writer is interested, and, like its predecessor (the deep 
grooved ear), was found very much wanting, being different 
therefrom only in respect that its defects were greater. 

Deep grooved ears were first tried, but were found to be 
very badly worn in a corrugated fashion. It was thought 
that this was due to the rough under-surface of the ear, 
caused by hammering the lips of the ear round the trolley 
wire; and, with Mr. Tweedy, it was concluded that this 
could be obviated by providing. a perfectly smooth path for 
the trolley wheel. Accordingly, an ear was designed for 
this purpose. This ear covered the outer half only of the 
circular wire, and its sides were very thin, two small lugs 
being left to encircle the wire at the extreme ends. These 
were merely for holding the ear in position on the trolley 
wire until it had been soldered, after which they were filed 
off completely, thus providing the perfectly smooth path 
similar to that provided by grooved trolley wire. These ears, 
however, did not by any means fulfil expectations, as it was 
found that the wear was still going on, and that whereas 
formerly the lips of the deep grooved eara protected the 
trolley wire it was now quite unprotected, and in conse- 
quence was rapidly disappearing. .Grooved trolley wire was 
then suggested as a remedy, not because it provided a 
smoother path for the trolley wheel than did the soldered 
ear of new design, but because it obviated the necessity of 
soldering, which through softening the copper.wire was 
blamed for the undue wear. A part of the system was then 
equipped with this grooved wire, und the results are no more 
satisfactory. "The wear still goes on, and whilst the use of 
grooved wire has many advantages, it has several disadvan- 
tages. The chief of these is, that at curves and other places 
where there is any side wear, one of the grooves very soon 
disappears, and soldering has to be resorted to. 

The actual cause of the wear is due neither to “ arcing” 
nor “bumping” of the kind suggested by Mr. Tweedy, but to 
the pitching motion of the single bogie cars in general use 
in this country. The trolley pitches with the car, and at 
the rigid span the trolley wire suffers, so that the less pro- 
tection the ear affords the shorter must be the life of the 
wire. There can, therefore, be no advantage as regards wear 
in grooved trolley wire. The corrugated wear at the point of 
suspension will be found most apparent where the cars travel 
at а high rate of speed, or wherever irregularities are found in 
the rails. On uphill track the wear is greater, but corrugations 
are not so apparent, due to the fact that the pitching motion 
of the car is shorter and more acute, and to the consequent 
retarded movement of the trolley wheel, which tends to give 
to the ear the smooth appearance mentioned by Mr. Tweedy. 
This being so, the remedy is double bogie cars. The writer 
has had experience of lines on which these cars were run- 
ning, and has found that after several years the trolley avire 
under the ears gauged 00 S. W. G., which was the original 
size. 

Single bogie cars were recently adopted on these same 
lines, and in a very short time the effect was soon manifest 
in the corrugated wear at the point. of suspension, 
common to all lines where this type of car is used. This 
effect, however, is more noticeable with eentre-running than 
with side-running trolleys. 

It is very unlikely that any of the large tramway systems 
in this country will, in the immediate future, discard these 
cars, Which have other and greater advantages over 
the double-bogie type. Another way, therefore, of meeting 
the difficulty must. be found, and since we cannot do away 
with the wear, we must do something to protect the trolley 
wire where this is greatest. For this we must go back to 
the mechanical ears which Mr. Dudgeon likes 80 little, and 
which he condemns wholesale, though take it he has not 


had experience with every type. On one of the largest 
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systems іп the country—I refer to Glasgow—an under- 
running mechanical trolley ear has been extensively used, and 
has proved, after all else failed, the “salvation” of their 
lines. There are several types of under-running ears on the 
market; hnt the one used in Glasgow is undoubtedly the 
most effective, and has proved the most economical, both in 
erection and maintenance. : 


The working life of overhead equipment does provide a 


fascinating study for tramway engineers, and I am sure they 
are not inclined to let the lineman supply all the informa- 
tion. It would be a thousand pities if they did, more 
especially if their sources of information were ag unreliable ав 
those of Mr. Tweedy. | 


LONDON POWER SUPPLY. 


Ox Tuesday the London County Council considered the reports of. 


the Highways and Finance Committees on the question whether the 
Council should itself promote a scheme for supplying electrical 
energy in London and certain surrounding districts, and if so, out 
of what fund the cost of promoting the Bill should be paid. "The 
report of the Highways Committee appeared in our issue of 
November 3rd (page 717). It was recommended that the necessary 
application to Parliament should be made. 

The Finance Committce, however, submitted a very lengthy 
report on the Highways Committee’s proposals, criticising them 
in very plain and strong terms. They complain that they have 
found themselves in a position of great difficulty owing to the 
absence of any financial data to guide them in advising the Council. 
They are strongly of opinion that, in a matter of this magnitude, 
raising financial issues of the greatest importance, the Council 
should, before committing itself to the undertaking, have before it 
a definite and carefully worked out scheme. In the absence of 
such a scheme, they have set themselves the following questions: 
(1). Are there reasonable grounds for thinking that the enterprise 
will be self-supporting? and (2). Can the large sum of capital 
required be raised without affecting the credit of the Council? 

The first is one of vital concern, forthey (the Finance Committee) 
cannot suppose that the Council would ayree to invest some millions 
of public money in an undertaking of the kind without substantial 
reasons for the belief that it would be at least self-supporting—in 
other words, that the profit on working would be sufficient to 
pay the interest on and'provide for the repayment of the money 
borrowed. The credit of the ratepayers would in any case be 
pledged for the raising of the capital; but the Council would no 
doubt agree that, beyond this, no further assistance should be looked 
for from the rates. The Highways Committee had offered no guid- 
ance upon this matter, except a general statement that, in their 
opinian, “ it would be quite practicable to put forward a satisfactory 
scheme." 

In these circumstances the Finance Committee had to take the 
estimates for which they took no responsibility —of the Adminis- 
trative Power Co., as placed before 
proposed to supply а very large industrial" and non-industrial " 
area, of which no less than 75 per cent. was outside the County of 
London. The figures related to the company's entire area. The 
company gave no figures for the County of London separately. 
It was doubtful, said the Committee, whether the profit estimated 
by the company could have been obtained, but whether tbe com- 
pany's estimates were well founded or not, the Committee say 
that they are deserving of attention, дв any practical scheme put 
forward by the Council will inevitably be compared with them. 

In order to ascertain the financial effect of the scheme, the 
Finance Committee assume that а sum of £3,000,000 would be 
required in the first instance for a large generating station, with 
mains and subsidiary works. The expenditure of this money would 
be spread over five or six years; and there must inevitably be a 
long period during which the capital would be unremunerative. 
The Power Co. proposed to meet this difficulty by obtaining power 
to pay interest out of capital at the rate of 3 per cent. up toa 
maximum of £310,000. There is no precedent for a municipal body 
being given such a power, and the Committee assume, therefore, 
that the interest on the capital raised would have to be defrayed 
out of the rates year by year. 'They estimate that for interest 
payable on a sum of £3,000,000 during the construction of the 
works, an aggregate sum of about £380,000 would have to be so 
provided. This is a consideration which they do not think the 
Council has sufficiently appreciated in the past. There are pre- 
cedents for the postponement for a few years of the sinking fund 
provision, and they have therefore assumed that no charge under 
this head would fall upon the ratepayers in the earlier years. The 
ultimate debt charges, assuming that the expenditure on land and 
buildings were spread over 60 years, and the cost of machinery, 
trunk mains, &c., over 25'years, may be taken roughly at about 
6 per cent, which, on an initial outlay of £3,000,0)0, would 
represent an annual charge of £180,000 a year. What the Council 
has to consider is the probability or otherwise of the undertaking 
showing a profit on working sufficient to produce this amount. The 
Power Co. caleulated on a total output for their entire area of 
133,500,000 units in five years’ time, and on 600,000,000 units in 
11 years' time, when the works would be completed. 


liament. The Power Co. 


The Committee find that the output of the existing undertakers 
in London in 1903-4 was as follows :— г 5 


Companies ^  ... 
Borough Councils 


85,933,026 units 
27,963,137 „ 


— — 


Total ...  . ae 2 114,6, 163 „ 


On the basis of the Power Co. 's calculations it would be necessary 
for the Counoil to sell upwards of 200,000,000 units at an average 
of 7d. per unit in order to realise a profit on working of £180,000 
a year, even if the working expenses should prove to be not higher 
than those estimated by the company, and if the same provision 
were made for renewals and reserve. 

The Finance Committee point out that the Highways Com- 
mittee's proposed area of supply has not yet been determined, but 
they gather that it would include a large district outside the County 
of London. This is an important point, because the existing con- 
ditions of the electric supply in London and the extent to which 
exist ing undertakers are providing therefor, appear to render it 
extremely probable that a scheme of supply limited to the county 
would not allow of a sufficient output for production at the lowest 
possible cost. On the other hand, there are obvious difficulties in 
the way of the Conncil obtaining powers of supply outside the 
County of London, and the wider aren would largely increase the 
amount of capital to be provided, and add greatly to the Council’s 
responsibilities ; for whatever financial risks there may bo in the 
undertaking would fall entirely on the ratepayers of the County of 
London. It is not clear, from the proposals outlined in the High- 
ways Committee's report whether the Council would be able to 
supply power direct to individual manufacturers, or only, with certain 
exceptions, to supply through existing undertakers. The Power Co. 
sought powers, with the consent of the Board of Trade, to supply 
directly to the manufacturers With the object, no doubt, of securing | 
thereby a lever to force the distributing undertakers either them- 
selves to supply the manufacturer at or about the prices offered by 
the Power Co., or to accept a bulk supply from the Power Co. 
It appears to the Committee that this matter has ап important 
bearing on the probable amount of business for which the Council 
might look. Again, the Highways Committee are not yet in a 
position to estimate the amount of support which the Council would 
be likely to receive from existing undertakers (companies and 


.borough councils) and until some information on this point is 
forthcoming it appears to us undesirable for the Council to commit 


itself." 

The report also refers to the probable effect which the scheme 
would have upon the Council's credit :—'' We view with apprehen- 
sion the large addition to the Council's capital commitments which 
this undertaking would necessarily involve. Ав the Council must 
be awarc, the question of the extent of its commitments, parti- 
cularly in their bearing on the amount of money which will have 
to be raised on loan during the next two or three years, has for 
some time past been a matter of growing concern to us. We desire 
to impress upon the Council! the fact that, however good its credit 


‘may be, if it were to force larger loans on the market than the 


investing public could readily absorb, the Council would inevitably ` 
have to be content with a lower price for its issues of stock, and 
this would particularly be the case when the general conditions of 


the money market are not altogether favourable for such issues. 


The effect of such a course would speedily prove detrimental to the 
Council's credit, and in our opinion the Council should so limit its 
capital expenditure as to obviate the necessity for making undue 
demands upon the money market. The time has, in fact, arrived 


when the Council must, in our judgement, select from the objects 


of expenditure which it is being pressed to undertake, those which 
are necessitated by its present statutory duties in order that its 


. general financial position may not be prejudiced." + 


The Committee вау that, apart altogether from the consideration 
of the risk which the proposed scheme involves, they think the 
Council should endeavour to find some solution of the problem 


which would not involve the raising by the Council of large sums of 


capital in the near future. 

By way of illustrating their view, they point out that the report 
of the Highways Committee does not discuss any alternative policy 
by which the evils which might result from the creation of a virtual 
monopoly with wide powers might be obviated, as, for example, the 
introduction in the Power Co.'s Bill of adequate safeguards in the 
form ofa purchase clause, sliding scale of prices, and dividend and 
other similar provisions. They merely referto this aspect of the 
subject in order to point out that there are alternative methods of 
dealing with the difficult situation which has been created by the 
general recognition of the changed conditions under which elec- 
trical energy must in future be generated. They impress upon the 
Council “ the fact that the enterprise to which it is being asked to 
commit itself is one which, from its nature and from the possible 
developments of electrical science, is of a somewhat uncertain 
character.” ‘The Council is being asked to commit itself without 
any figures before it showing that the undertsking would be made 
self-supporting.” “ Тһе Council should be further guided in this 
matter by its financial position, and that it should not largely 
extend its financial engagements during the next few years beyond 
those already entered into." 

When the matter was under consideration on Tuesday, Mr. H. P. 
Harris, as an amendment, moved that the recommendation of the 
Highways Committee should be referred back for further considera- 
tion. Mr. R. A. Robinson eeconded the amendment, which, after a 
long discussion, was rejected by 79 votes to 36. A further amend- 
ment was proposed, as an addition to the recommendation, to the 
effect that before any Bil] was introduced into Parliament, an 
opportunity should he afforded for a full discussion of its pro 
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visions, especially in regard to tbe tinancial consequenoes of the 
scheme. Mur a e h : 

This amendment was carried, and the amended recommendation 
was then adopted on'a division by 79 votes to 32, 


THE OLYMPIA ELECTRICAL EXHIBITION. 


(Concluded from page 755.) 
Klein Engineering Co., Ltd. 


The well-known cooling towers of the.Krxrmw ENGINEERING Co. 


were represented at the Exhibition by neat little models; both 


natural and forced draught are used in these coolers, which are 
suitable not only for steam plant, but also for cooling the circulat- 
ing water at gas-driven stations, There were also working models 
of an automatic weighing and recording machine, a printing appa- 
ratus for use in connection therewith, and a free fall" steam trap. 
Tbe accompanying illustration shows the automatic weighing 
machine above mentioned, as fixed between the overhead bunkers 
and the mechanical stokers in a power station, The machine һава 
capacity of 14 to 2 cwt., and is fitted with a measuring valve which 
delivers, approximately, the desired quantity of coal to the weigh- 
bucket. From the latter the coal is discharged at the side through 
я bifurcated shoot into the stoker hoppers. The machine сал be 
driven from the stoker shaft, and completes one revolution in about 
40 seconds, so that its capacity is about 9 tons per hour. 

The method of operation may be briefly described ав follows :— 
When the boiler requires coal, a counterbalance weight attached to 


Fic. 147. BoiLEk Horse EQUIPPED WITH KLEIN AUTOMATIC 
WEIGHING MACHINEs. 


the shoot comes into operation and throws into gear a clutch, and 
the cycle of operation commences. The first operation is to 
pull over the measuring valve, which shuts off the supply from the 
overhead bunkers and opens at the bottom, depositing its load 
in tbe weigh-bucket of the machine, after which the measuring 
valve returns to its original position (closed to the weigh-bucket 
and open to the overhead bunkers). and the weigh-bucket is gently 
iowered on to the knuife-edges of the weigh-beams, when the weight 
is recorded on a dial. It is then raised free of the steel centres, 
the door of the weigh-bucket is opened, and the load is deposited 
through tbe shoot into the stoker hopper. This operation is 
repeated until а sufficient quantity of coal has been deposited 
through the shoot into the hopper to overbalance the counterweight, 
whew the clutch is thrown out of gear and the machine comes to 


supports being employed. 


rest. As soon as the coal accumulated in the hopper and 
shoot has been fed into the furnace, the counterbalance 
weight comes into play again, and the machine delivers a further 
sapply of coal to the hoppers. | 

In order to secure this result, the shoot itself is suspended in 
such а way that the accumulation of cos] in the hopper pushes it 
aside, so that the operation of starting and stopping is entirely 


automatic. Ав these self-acting ‘appliances multiply, one begins to 


wonder whether the power station of the future will require any 
attendance at all! ; 

Some of the weighing machincs made by the company are 
intended to record not merely the number of loads, but also the actual 
weight of each separate load ; a machine of this type is used at the 
Brimsdown power station of the North Metropolitan Electric 
Power Supply Co., described in our issue of September 9th last 
year. As the loads taken up by a grab vary considerably, this is а 
very useful device for weighing-in coal from barges. At the same 
power station a Klein travelling weighing machine is ueed to feed the 
hoppers of the mechanical stokers. The Klein Engincering Co. are 
also placing on the market an entirely new kind of weighing 
machine, of the plstform type, fitted with apparatus which gives a 
printed record of the loads. 


Simplified Underground Conductor Co., Ltd. 
Samples of the mains laid by this company.in various parts of 


-the country were exhibited, . ., as at Reading and Woking. Both 


copper and aluminium cables are omployed, and, in connection 
with the latter, the best joint that we have yet seen was demon- 
strated. This is made by cast-welding," a cast-iron mould being 
clamped round the parte to be joined and molten aluminium poured 
in. Both Haskinised pitch-pine and earthenware troughing is 
used, with improved methods of joining the sections, but no wood 
is actually in the conduit, in contact with the cables, porcelain 
Steel core concrete troughing is also 
used. An improved feeder pillar, of totally different pattern 
from the ordinary type, is made by the company, all the terminals 
aud switch-fuses being collected at the top of the pillar, wbich 
is fireproof and watertight. A special patented arrangement of 
switch-fuse was also exhibited, in which arcing is prevented and 
the blowing of the fuse is indicated. 


W. T. Glover & Co., Ltd. 


Messrs. GLovER's exbibit was typical of the Trafford Park 
industry associated with their name. Electric cables, joint boxes, 
feeder pillars, cable jointing tapes and accessories, manhole covers, 
cable drum carriages, &c., figured on their stands. 

The cables are made to suit any voltage and any requirements 
from the smallest house wire to the largest underground con- 


. ductors. A sample was shown of ap 8-sq. in. cable, which is about 


the largest cver made. 

The drum carriage was of the ingenious type recently introduced 
by the company, and described at the time in our columns. 

A small model of Glover's hydraulic test tank was shown, to 
illustrate the method which the company has devised as a substitute 
for the usual 24-hours' immersion test. 


Я s Robt. W. Paul. 


The apparatus on this stand covered a wide range, including 
standard resistance coils, boxes and bridges, rheostats, pórtable and 
stationary galvanometers, electrostatic voltmeters and electro- 
meters, condensers and standard cells, pyrometers, and the new 
Nernst-Paul high-power lamps for optical lanterns, &c. We had 
hoped to give illustrations of some of the special features of this 
stand, but we must defer further notice to some later occasion. 


Leopard Shaw. 


At this stand was shown in operation a photo-printing apparatus 
of the “continuous rotary” type. The machine has its axis vertical, 
and consists of a frame supporting a glass cylinder, up and down 
the interior of which a powerful arc lamp is moved by automatic 
mechanism, while simultaneously the tracing and paper are drawn 
together round the cylinder, the whole being driven by an electric 
motor. The apparatus was very quick in action, and could take 
tracings of any length whatever, or a series of short tracings. 


Corps of Electrical Engineers В.Е. (Vols.). 


By the courtesy of the commanding officer, T. Gunn, sergt.-major, 
a most interesting collection of apparatus used in the South African 
War was exhibited, including some interesting trophies, in the 
annexe and in the gallery. Specially prominent were several pro- 
jectors, both Boer and British, and a complete field set consisting 
of an electric searchlight projector, engine and dynamo, and cable 
drum, which had done good service. | 


Steel, Peech & Tozer, Ltd. 


At this stand the “Phoenix” liquid controller was exhibited. 
This ingenious device was described in our issue of October 16th, 1903. 
It is highly suitable for engineering works, cranes, dockyards 
and such places where ability to withstand rough usage is a sine 
quá non. : di 5 


National Gas Engine Co., Ltd. 


The NATIONAL Gas ExcINE Co. showed three of their well- 
known engines, two of which were coupled to dynamos, one of 
2 в.н.ъ., and one of 5 B.H.P. The third was a 20-B.H.r. engine, and 
was fed with gas by a suction gas producer. : te 
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Cory Bros. & Co., Ltd. 


We believe that this was the only firm exhibiting samples of 
coal. Welsh steam and other coals were shown, suitable for using 
in all kinds of boilers. We had no opportunity of applying any 
practical tests to it, so all that we can say is that the coal looked 
very nice and black ! | 


New Brotherton Tube Co., Ltd. 


At this stand were shown enamelled stcel conduits of various 
kinds for interior wiring, and fittings to match, as well as tubes for 
steam, gas and water. 


Electricity Supply Companies. | 


It was interesting to note that a number of the London supply 
companies were represented in the Exhibition. The METROPOLITAN 
ELECTRIC SuPPLY Co., Lro., had on view maps of ita area of supply, 
including the' large area in ‘which it has recently gecured powers to 
supply in bulk. The St. James’ AND PALL Маги, ELECTRIC LIGHT 
Co., the WESTMINSTER ELECTRIC BUPPLY Corporation, LTD., and 


the CHARING CROSS, WEST END AND City ELEcTRIcITY SupPPLY Co., 


Lro., also occupied stands, mainly, no doubt, for the purpose of 
receiving inquiries ; and we gatbered that the results had been by 
no means unsatisfactory. 


Engineering Supplies. 


There werc several firms showing supplies and accessories of all 
kinds for engineering works, i2 cud) & MG. 

The Carr AsBESTOS Co., Lro., exhibited non-conducting cover- 
ings for steam pipes and boilers, and asbestos materials for electrical 
insulating purposes. 

Mussrs. J. Н. Heatuman & Co. showed their well-known 
ladders, wheeled, telescopic, &c. 

MrESsRS. HoBpELL Way & Co., Lrp., had magnesia patent see- 
tional steam-pipe coverings on view, and various materials and tòols 
for electricity works. 

Messrs. E. 8. HINDLEY & Sons exhibited a number of small 
vertical high-speed steam engines. 

At the stand of the FnRicrioNLESS ENGINE РАскїхо Co., LTD., 
the SPHERICAL METALLIC PACKING AND ENGINEERING Co. showed 
their spherical packing, valves, trolley wire holder, &c. 

The UNITED ASBESTOS Co., LTD., exhibited all kinds of asbestos 
goods- packing, non-conducting covering, Uacolite“ asbestos 
slate, oils, &с 

Mrssus. Jost Ruoprs & Sons, LTD., were prominent with 
power presses for cutting out armature core-dieks, small stamp- 
ings, &., and a shearing machinc capable of cutting 100 shects 3 ft. 
wide x No. 14 n. w. G. thick per minute. 

Messrs. G. RicHarps & Co., -Lro., and TILGIIMAN'S PATENT 
Sa ND BIAS T Co., L p., showed drilling, boring and turning 
machines, sand-blast apparatus, air compressors, &c. 

Messrs. PRICES Patent CANDLE Co, Lro., had an interesting 
exhihit of lubricants of all kinds for steam, gas and oil engines, 
dynamos and motors, &., and apparatus for the testing of oils was 
shown in actual operation. бо little is known of oils, though the 
subject is of great importance, that such a demonstration should be 
of great value in attracting attention to its merits. 

Messes. F. Darton & Co. had a variety of small dynumos and 
motors, induction coils, hand lainps, &c. 


Office Fittings. 


There were numerous exhibits of office fittings and furniture, 
admirably adapted to their purpose, and in many cases of most 
ingenious design. Such, for example, were the GLOBE WERNICKE 
Co.'s “ Elastic” bookcases, which can be extended indefinitely as 
required ; their desks, filing cabinets, &c., were also most attractive. 

Messrs. HaMMOND & Stow displayed the various card index 
and filing apparatus, known as the “ Montague ” systems. 

Messrs. Howarp Bros. showed the well-known Dey time 
register for recording the times of arrival and departure of 
employé в in systematic form; also their“ Dey ” cost keeper, &c. 

Messrs. JOSEPH KAYE & Sons, LTD., exhibited their“ K's 
"patent" locks and catches of all kinds, 
lamps, &c. 

The OFFICE APPLIANCES MANUFACTURING Co. showed the 
" Victoria" automatic letter copier, which can be worked by elec- 
tricity, and requires only onc operation from inserting the originals 
to removing the copies. 

The OLIVER TYPEWRITER Co., LTD., exhibited their standard 
visible type-writing machine, fitted with interchangeable carriages 
апа different types, as well as the Oliver rotary duplicator, and 
deske, chairs, tables, &c. 

The SHANNON, LTD., showed their famed letter-filing cabinets; 
rapid roller letter copier, sectional book-cases, desks, &c. 

Messrs. ToLLIIT & Harvey showed. flat files, н Guildhall " 
loose leaf books, and Waterman's Ideal“ fountain pens. 

The Taapina & MANUFACTURING Co., Lro., had their T. & M. 
office accounting systems, files, card indexes, ledgers, &c., on view. 


seamless oil cans, 


The TYPEWRITER Co., LTD., showed the “ Royal Barlock ” visible 


writing typewriters of various patterns, desks, files, duplicators, &c. 
Messrs. J. J, SrockArL & Sons, LTD., exhibited their patent 
time-recorders, automatic switches, clocks, and filing systems. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest ible moment. No letter can be puh- 
lished unless we have the writer's name and address in our possession, 


^ 


Municipal Wiring. 


In reply to Mr. Slatter's letter in the. Revrew of 10th 
inst., I quite agree with Mr. Slatter’s idea re the above 
matter, but would suggest that if the enclosed assisted wiring 
scheme be brought into force or not, a sample of the mate- 
rial to be used should be submitted to the borough electrical 
or resident engincer for his approval or inspection. I think 
ав regards municipal electric lighting stations, if this system 
of wiring were undertaken it would not only increase the 
number of consumers, but would be an inducement for small 
shops to use electricity in place of gas. If the worthy 
chairman will give this system a fair consideration, I think 
he will find that it will meet his requirements, and a further 
advantage ік, that where it ig in use, a^ profit of 4 per cent. 
on the outlay is obtained each yenr. 

| H. Whittle. 
Accrington, November 10th, 1905. 


ELECTRIcITY WORKS, ACCRINGTON. 
| November 11th, 1905. 
The U. D.C. Electrical Engineering Department. 
Sustem of Assisted Wiring. 
The U.D.C. to wire the premises for the tenant, that is, to invite 
tenders from local wiring contractors, and let the work ont subject 
to the electrical engineer's approval. The rent per quarter to he 


4d. per point installed. (Point)—Plain pendant with shade. If 
fancy fittings are required, the tenant to pay the extra cost. No 


. installation under five pointe to be considered on this system. 


Should the tenant desire to discontinue using the supply, threc 


. months’ notice should be given to the U.D.C. Suppose an installa- 


tion cost the U.D.C. £3 5s., complete, that is, 13s. per point for five 
points, the rent would be per quarter 1s. 8d., or 6s. 8d. per annum. 
This shows that the profits on the outlay wonld exceed 5 per cent. 
This system is, I think, a very fair one as regards wiring con- 
tractors. 
H. WHITTLE, 


In reply to your correspondent's letter in the current 
issue of the ELECTRICAL REVIEW on the above question, I 
would like to ask him to refer again to mine in your issue 
for October 27th, as I think he has missed the principal 


point of my argument. 


If Mr. А. Slatter will write me direct, I shall be very 
pleased to give him further particulars. In the meantime, 
] may state there is a movement on foot in opposition to 
the Municipal Trading clauses, as proposed by the Hudders- 
field T.C., particulars of which I hope to favour you with at 
à later date. : | 

Н. Moss, Manager. 
D. Witson & Co,- 
Electrical Engineers. 


Huddersfield, November 13th, 1905. 


— aae 1 


Lead - Covered Wiring. 


With reference to Mr. C. R. Whipple's letter of the 7th inst. 
in this week's REVIEW, we are afraid thut he, like so many 
others, is condemning the system on account of faults which 
are by no means а necessary part of the system. Of course 
there is no system of wiring or anything else that is proof 
against careless workmanship, and we do not think that any 
supporter of twin lead-wiring would argue that the system 
overcame such a difficulty. 

Our point is rather that with reasonably careful workmen 
and proper. supervision, wiring with twin lead-covered wire 
can be carried out во as to give a perfectly satisfactory 
installation. ; 

With regard to the point raised by Mr. Whipple that the 
lead becomes granular at a bend, this is undoubtedly the 
case if a very sharp bend is made, or if the bend is made 
very quickly. If, however, the bend is not too sharp, and 
if it is made slowly the granular action is negligible, and in 
this case we do not think the lead ры: would be in the 
least, porous. 
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Mr. Whipple states that the climax of the whole question 
is whether twin lead wire is more satisfactory than a properly 
carried out steel conduit system. This, however, is not the 
sole item for consideration. A matter nearly as important is 


the first cost, and it is in this respect that twin lead wire 


comes out so far in advance of the steel conduit work. 
Pyobably, for ordinary installations, the difference in cost 
would be from 15 to 20 per ceut. in favour of the twin lead 
wire, and this ів а sufficiently large difference to make the 
question of great importance to whoever has to pay for the 
installation. | 

Our contention is that, with proper work, the twin lead 
wiring can be made, for all ordinary purposes, quite as 
satisfactory as the screwed barrel, particularly if the lead- 


covered wire is protected in bad places by either light gauge 


tubing or a suitable steel casing ; and суеп if this is done to 


а very great extent, the cost is still below that for the . 


screwed tubing, and the result is quite as, if not more, 
satisfactory. | ] 
With reference also to Mr. Mackenzie's article in the 


current issue, we think that tlie various points he has raised 


are also practically all answered by the suggestion of bad work- 
manship, either in the manufacture or in the wiring work. 
Bad wire of course can be best guarded against hy buying 
only from an absolutely reliable maker, and had workman- 
ship can only be guarded against by thorough supervision of 
the work as it is done. ; "d 

Possibly it is due to our making a great point of this that 
we have had so very little trouble with twin lead-wiring 
during the eight or ten years in which we have had experi- 
ence with it. Certainly our personal experience has been 
entirely satisfactory, and we have perfect confidence in the 
system, though of course we should not recommend its indis- 
criminate use, as every case must necessarily be considered on 
its merits. 

With Mr. Whipple we shall be glad to get fuller informa- 
tion as to the objections to the system, and trust that some 
of your correspondents will write you on the subject 
shortly. | | 
Tyler & Freeman. 
London, К.С., November 11/h, 1905. 


May I, through your “ Correspondence " column, ask Mr: 
Mackenzie why lead-covered wires drawn into iron gas-pipes 
laid direct in the ground will, as he states in his very 
interesting article, inevitably lead to breakdown ? 

It is certainly clear that electrolytic action is very likely 
to be set, up, but inasmuch as, should this occur, the current 
will flow from the iron to the lead, it does not appear that 
the lead covering of the wire will be damaged by it. 

I know of one prominent firm of cable-makers who have 
recommended the laying of lead-covered cables in cast-iron 
pipes as a safe practice, and of a considerable length of this 
type of cable which has been laid under the above conditions 
for upwards of five years, and has given no trouble up to the 
present time. 

S. G. Payne. 

Bury, November 13th, 1905. 


Hygienic Telephones. 


That some little interest has been evoked by my letter on 


the above is manifested by the spirited reply of your Swansea 
correspondent, and the somewhat austere, albeit short, reply 
of Mr. Birnbaum. | 

Speaking personally, and from some small experience of 
such matters, my sympathy goes out unreservedly to the 
editors when their“ Correspondence ” columns are swamped 
with matters which chiefly concern a few persons or powers 
only, and which lack general interest to the average sub- 
&criber. I сап imagine them saying : “Ob, dear! Here's 
another letter about во and so. Not much in it. Suppose 
it will have to go in, or we shall be charged with bias." 

Bearing the above fact in mind, I will endeavour to 
answer your correspondents in a courteous manner, and also 
to make the subject readable. You will observe the various 
points in the different letters as they аге dealt with. ~.. | 
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the science of sound and the application of electricity for 


transforming and transmitting sound waves as electrical 
energy, this energy ultimately being resolved more or less 
efficiently into a representation of the original sound 
waves, that the maximum effect of the voice is necessary 
on the diaphragm of the microphone in order to produce 
the desirable maximum effect in the receiver at the further 
end, and that any tubular sound-wave conductor, especially 
those that compel the waves to go round the corner ав it 
were,” cannot fail to distort and-weaken more or less the 
resultant effect on the diaphragm. A good inverse illustra- 
tion of this is shown in the old Gower-Bell receiver with its 
tubes and its ** twangy " sound, instead of the now generally 
used Dell receiver. | "E 

.2. Undoubtedly a good hygienic telephone may be wanted, 
but I do not think it conducive to business to style your 
prospective customers as being afflicted with **anti-germ 
mania," and then, again, one having such a telephone for 
sale would courageously hope there would be more than a 
few of such people about, or the sales would suffer some- 
what.. | | А 

3. Doubtless many of your readers -have had personal 
acquaintance, sad or otherwise, with patent priority matters, 
and your correspondent is apparently right when he asserts 
that the claim for hygienic. properties, as a claim, is valid. 
I was merely pointing out even in ай approximate way that 
something had been done before. | | 

1. My anxiety to bring the matter forward is very much 
over-estimated by Mr. Birnbaum, and is as nothing com- 
pared to the anxiety shown by Mr. Birnbaum when the 
G. E. Co. had the temerity to approach the same matter. 
Surely, there is room for healthy criticism. Еб 

| я | . Alfred Y. Newell. 

Leicester, November 14th, 1905. | : 


Regenerative Control. | 
I was very amused to see such a glowing account of the 
regenerative control for tramway cars in the ELECTRICAL 
REVIW of October 27th. It is rather surprising to one to 


see that such a subject bas remained uncriticised. Perhaps 


the writer of the article would be kind enough to give your 
readers some idea as to the cost and number of lamps that 
regenerative cars burn out during the course of a week, also 
the number of times they break down and delay the whole 
service. It seems as though the writer could never have 
been in a power station where these cars are supplied from : 
if he had I am afraid his opinion of them would alter. I 
think that the amount of energy that it saved compared with 
the cost of lamps, delay to service, and cost of repair to con- 
troller, &c., is very small indeed. "There is no doubt but 
what the regenerative system will be all right when a few 
more improvements have been made, but not until. The 
writer also says that there is no jerk on starting, and that 
they are faster on hills than the series-parallel type. Both 
these points I differ from. Regenerative cars cannot keep 
time anywhere near во well as the series-parallel ; аё least, 
hy what I have seen of them during the time I have béen 


connected with them. 
Interested. 


With reference to “І. E. S. C.'s” letters in your last 
issue, in the description given of regenerative control for 
S. B. driven cars, it was not intended to imply that shunt 
motors were unsuitable for traction purposes; on Ше, 
contrary, the fact that two series-wound motors could have 
two shunt porrer speeds, and that despite the loss in using so 
many amperes to get the necessary field ampere-turns wanted 
for shunt conditions, they could гап economically, proves that 
shunt motors properly designed should be more economical 
than series motors. What was intended to be shown was 
that an ordinary series equipment could be improved by the 
addition of shunt speeds without any alterations to the 
motors. mee e Ow m | 

The rating of the motors used is equivalent-to 2} E. H. P. 
per ton, whereas, in the example given. by the-edftors in the 
last issue anent the two 40-E.H.P. motors chmbing a grade 
of 124 per cent. at 104 miles per hour with а. weight of 114 


tons, the motors are rated at 64 E. H.P. to the ton. They 


1. It is а well accepted principle among those who study were, therefore, overloaded 50 per oent. 


The motors 
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described in my letter would, therefore, be overloaded at 
about 140 per cent. I don't think your correspondent could 
design shunt motors to stand this overload without injurious 
effects. Needless to say, the space available beneath the 
cars and the expense attached preclude the use of larger 
motors. 

В. Н. C.-B. 


I should like to take a hand in the correspondence on 
regenerative control, but at the moment I find no opening. 

Your correspondent, who signs himself ** Crane,” appears 
to doubt the facts ; consequently, until the facts are esta- 
blished to his satisfaction, there can be no argument. 

My воп, Alfred Raworth, writes :—“ I shall be at the 
Great Northern lotel, Leeds, for two or three weeks; and if 
any of your readers care to test the facta for themselves, I am 
at their service, and will give them a demonstration on 
gradients up to 13 per cent.“ 

I should like to. ask Mr. Crane whether he is prepared to 
back up, in an equally practical manner, his declaration that 
“a series motor will do without injury for short periods 
three times the work that а shunt motor can manage." 


| „John 8. Raworth. 
London, S.W., November 14th, 1905. | 


Are Lighting Extraordinary. 


The enclosed gem, culled from a local evening paper, 
would go far to prove that the limiting voltage for separately 
controlled arc lamps burning in multiple has evidently not 
yet been reached. Quite apart from the mystery as to why 


the “ poles" require lighting—the effect, I quite agree, of 


an arc lamp burning off 440-volt mains, would be distinctly 
“ fine," probably final.“ 

Doubtless, the unfortunate trimmer would have to cart 
around more than mere carbons. 

C. McC. 

The“ gem” :— 

Sir, —Would you kindly allow me space through the columns of 
your widely-spread journal to endorse the words of our friend, Mr. 
M'Cowen, on the 2nd inst., under the heading of ' New Tramways,” 
which.I would like to draw before the public notice, as follows: 
To light each pole with & fine arc lamp connected to the lightin 
mains at 440 volts, and no doubt this would have а very go 
effect, but the Corporation did not fall in with the wishes of the 
Tramway Committee. I would, asa punctual ratepayer, implore 
the Corporation to carry out this illustration made, which would 
meet with the well-being of our fellow-citizens and also would take 
. away the old, ancient appearance of Belfast. 


[This is rather hard on Mr. V. A. Н. McCowen.—Eps. E. R. 


A Death Trap. 


We are always hearing of the advantages that accrue from 
the use of electricity in its various branches, and apparently 
it benefits everyone except the men behind," known as 
switchboard attendants, or, more euphemistically, as shift 
. engineers. | 

May I quote my own case as an example? Му remarks 
will, of course, also apply generally to those with whom I 
work alternately. 

I am employed on shift in a London sub-station, which 
converts high tension alternating current, three-phase, 11,000 
volts, to direct current at 550 volts, for traction purposes, 
by means of rotary converters. I have an average week of 
64 hours. Only one man is on at a time, so that in addition 
to entire charge of plant, I have all the cleaning and 
repairing to do, and all this is done for the munificent salary 
(save the word !) of 25s. to 308. per week. We have to 
change over the high tension feeders at 2 a.m., when there is 
no earthly possibility of obtaining assistance in case of 
accident; there are no rubber gloves of any sort provided ; 
and owing to the machines flashing over I have myself been 
burnt more than once. | 

I pointed out some of these facts to one of the chiefs, who 
replied, ** Serve you d well right; you're here to get 
killed, and as soon as you're dead we'll get another man." 

Satisfactory answer, was it not? The bitter irony of it 
allis that in this single-handed sub-station (one of many) 


there is one of the ELECTRICAL Review cards for showing 
how to deal with apparent death from electric shock. 

Now, Sirs, I appeal to you as editors of an upright and 
fair-dealing journal, to make these facts public, for public 


they ought to be. It is criminal to subject anyone, I don't 


care who, to such risks. ув 

.] аш a University man, and have knocked about the 
world a bit, and know something of life. I did not take up 
electrical engineering till somewhat late, which accounts for 
my present position. To any bond fide engineer (nof con- 
nected with the work I have outlined, as that would be 
useless) I will willingly give my name and address, and [ am 
ready at any time to prove to him the veracity of my state- 


. menta, as I know I cannot be contradicted. 


It is time that this abuse of human life in the electrical 
world was stopped, and I shall be pleased to aid any move- 
ment to stop it. Where is the Board of Trade? 

If any of your readers have had а similar experience, T 
should like to hear about it. | | 

: Tin-tack. 


LEGAL. 


* 


IxaLETON ELECTRIC LIGHTING AND Power Co. v. 
INGLETON Gas Co. 


Мв. Justice WARRINGTON, in the Chancery Division on Wednesday 
last week, commenced the hearing of an action brought by the 
Ingleton (Yorkshire, West Riding) Electric Lighting and Power 
Co., Ltd., against the Ingleton Gas Co., Ltd., in which the plaintiffs 
claimed damages for injuries done to their electric cables by the 
defendants in laying or relaying gas mains. They also sought 
injunctions restraining the defendants from laying their pipes within 


‘3 ft. of the cables and lines of the plaintiffs, from laying them so 


as to interfere with the plaintiffs having free access to their cables 
and lines, and from laying them without giving three days’ notice 
of their intention to do so, and without permitting the work to be 
under the superintendence of the plaintiffs’ officers. 

Mr. McMorran, K.C., and Mr. E. A. Parkyn appeared for the 
plaintiffs, and Mr. Norton, К.С., and Mr. McSwinney for the 
defendants. 

Mr. McMorran said the plaintiff company was registered under 
the Companies’ Act in 1899. They obtained a licence from the 
Board of Trade, and in 1903 they obtained a provisional order, 
which was confirmed by Act of Parliament. The Ingleton Gas Co. 
was formed in 1886. They had no statutory powers to supply gas or 
lay mains and service pipes, but they proceeded to lay them and 
supply gas to private persons, and to public lamps. The business of 
the Gas Со. was purchased in 1899 by the defendant company, which 
was registered several months after the plaintiff company, and which 
still had no statutory powers whatever. During the first week in 
January, 1905, the defendants dug a trench in a street of 
the village, and whilst doing so, seriously injured a feeder 
cable belonging to the plaintiffs, in consequence of which the 
village was thrown into darkness for the whole of one night and 
one day, and the supply of electricity was seriously incommoded for 
some time. The actual fault was only found after some difficulty, 
and at great expense. The defendants had laid a gas pipe above 
the plaintiffs’ cable, thus preventing them from having free access 
thereto. He had evidence to show that the injury was caused 
through negligence, but he went further than that, and said the 
damage was caused in the course of performing an illegal act, the 
opening of trenches in the street being a public nuisance and un- 
lawful. This was not an isolated act on the defendants’ part, but 
one which had occurred at intervals in the past, which must occur 
in the future, and which might lead to further damage. | 

Evidence was given by Mr. Davip TATTERSALL, resident 

engineer of the plaintiff company, who explained the fact that the 
supply was not immediately interrupted, on the assumption that 
the pick pierced the sheathing of the cable, and touched the neutral 
conductor. It left a hole in the cable which admitted moisture, 
and a gradual leakage was set up, tending to carbonise the 
insulator, which would go on increasing until it burnt out 
altogether. The hearing was adjourned. On its resumption- - 
. Mr. Davip TATTEBSALL, further examined, said the cable was 
4 in. below the gas pipe, and the distance between the two was less 
than 2 ft. He had seen the cable in question laid. It was laid 
from a big drum without an inner roller, but it was not true that & 
kink was caused by straining, by which moisture might be admitted, 
thus eventually causing a short circuit. He denied that if in 
seeking for the fault full power was put on,it would make a small 
hole bigger, or that the fault could have been caused in the course 
of testing. | | 

EpwaARD ToMLINSON, а stonemason, said he was employed to dig 
a trench for the relaying of the gas main. He was also employed | 
by the Electric Co. in February to open the trench for them. 
When getting near the cable he noticed that the earth was black, 
showing that the cable had been fused. "The sheathing of the cable 
was burnt. An employé of the Gas Co. noticed the hole in the 
sheathing, and remarked to witness that it was a pick hole. ! 

Mr. Wu. F. Price, M.I.M.E., M. I. E. E., said he was a member 
of the firm that laid the cable, and was sent to Ingleton when the 
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fault was discovered. The injury to the cable was undoubtedly 
effected from the outside by some sharp instrument, the hole being 
more or less regular in shape. The interval between the injury being 
done, and the breaking down of the cable, depended on the rate at 
which the hygroscopic insulation absorbed the moisture. The cable 
might break down almost immediately ; on moderate soil it might 
take two or three months, and in sandy snil it might never break 
down at all. | са | 

Cross-examined, it was possible for the damage to have been 
done some months before it was discovered ; but, in view of the 
nature of the soil, he should not think it could have been more than 
two months. BN" i - | 

For the defence, evidence was given by a foreman and workmen 
employed by the defendant company, and by the contractor who 
laid the pipe. 
touched it with tbeir picks. | | 

Mr. J. SLINGER, a director of the defendant company, said he 
saw the trench opened in February, when the Electric Lighting Co. 
. found the fault. Atthe point where the fault was found, the trench 

was about 3 ft. wide. About a half of the gas pipe was exposed. 
He had told his man, Berry, to measure the distance between the 
cable and the pipe, which was 2 ft. 9 in. 

Cross-examined, he did not say at the time that the damage was 
done by a pick. Не could give no reason for wanting to know the 
measurement. It was not because it was suggested that. his man 
had done the mischief or because he suspected that that suggestion 
would be made. | | 

Mr. LUKE BELL, highway surveyor for the Settle Rural District 
Council, said the Gas Co. had applied for leave to open the road 
to the Council, which replied that it had no power to grant per- 
mission, but would raise no objection if the road were properly 
restored. The trench was filled up to his satisfaction. 


Mr. MaTrTHEW Apam, consulting electrical engineer, said that 


having regard to the proximity of gas and water mains and -the 
frequent necessity of opening the road, it would have been а reason- 
able precaution to put a board in the earth above thecable. It was 
a practice which he always recommended. 

Cross-examined : He was of opinion that the injury was caused 
from the outeide, and probably by a pick. | | 

Mr. Wu. Wriaut, secretary of the defendant company, said he 
was present during the relaying of the gas pipe. Не had told the 
men to be careful, knowing that in some parts the cable was quite 
close to the pipe. He was present allthe time, and the work was 
carefully done. The hearing was again adjourned. 

In giving judgement, his LoRnpsnr», said that as to the actual 
facts, he preferred the evidence of the defendants' witnesses to that 
of the plaintiffs. The former were the people who had done the 
work, and in his judgement they were more to be trusted than the 
plaintiffs! witnesses. If the gas pipe had been in the middle of the 
trench dug by the defendants, the edge of the trench would have 
been 1€ in. from the feeder cable, which was injured. It came out 
in the evidence, however, that the pipe was not in the middle, and 
the edge of the trench was further still from the cable. The 
plaintiffs theory was consistent with the injury having been 
caused during the opening of the trench in January, 
but they had not, in his opinion, discharged the onus 
which was on them, of establishing that the injury was 
occasioned by the defendants’ workmen; and he thought 
if he was to accept the description of what was done by the defen- 
dants he must come to the conclusion that the injury was not done 
by them. Не did not think it was consistent with the facts that 
the injuries should have been occasioned by a pick used by 
their workmen. The strength of the plaintiffs’ case was this: 
There was a hole admittedly occasioned by external agency and by 
a blow of such an instrument as a pick. No explanation was 
offered as to how the injury could have been occasioned. The 
answer was that the plaintiffs had to satisfy the Court that the 
injury was done by the defendants, and it was not for the defen- 
dants to find the explanation of how the injury was done. Believ- 
ing the witnesses of the defendants, he must come to the conclu- 
sion that the facts they proved were inconsistent with the idea that 
the injury was done by them. The plaintiffs had not festablished 
their case, апа there must be judgement for the defendants, with 
costs. 


In re LETTERS Patent No. 14,006, or 1903, GRANTED TO 
J. N. ALSOP, AND THE PATENTS, &C., ÁCTS. 


IN the Chancery Division of the High Court of Justice on 
Wednesday last, Mr. Justice Buckley in this case had before hím a 
petition for the revocation of the patent, which counsel said was 
for & new process of purifying flour by means of electricity and 
increasing its nutritive qualities. 

Mr. J. G. GRAHAM appeared for the owners of the patent, and 
said it was recognised that some of the clauses of the specification 
as they now stood were invalid, nnd he asked his Lordship for leave 
to apply at the Patent Office to disclaim that part of thc invention 
which related to a suggested chemical action which it was now 
known did not take place. 

Mr. Е. Moutton, K. C., for the petitioners, opposed the applica- 
tion, and pressed for the revocation of the patent. He submitted 
that what the applicant proposed to do was not to disclaim, but to 
correct the specification by striking out incorrect statements and. 
leaving the invention as wide as it was before. The real invention 
claimed was for making gluten out of starch by electricity. Опе 
might as well claim to make babies out of starch by electricity. 

His LoRDPSHIP said the patentee applied to the Court for liberty 
to apply at the Patent Office for leave to amend his specification 
by way of disclaimer. It had been held that the word disclaimer“ 
in Sec. 19 of the Act of 1883 was to be read strictly, and did not. 


They denied that they uncovered the cable, or 


include corrections or such explanations as might be required for 
the purpose of defining the disclaimer. The patentee now said that 
claim 2 would not produce the result claimed, and, therefore, he 
wanted to disclaim by striking out claim 2. It seemed to him that 
was not disclaimer; it would leave the process just where it was, 
and would not reduce the ambit of the claim. What the patentee 
sought to do was not within Sec. 19 of the Act of Parliament, and, 
therefore, he could not give.him the liberty he asked. 

By consent it was agreed that the application of Mr. Graham 
should be treated as a summons and dismissed with costs, and his 
Lordship fixed November 29th for the trial of the petition so that 
the applicants might have time to appeal from his present order if 
they во desired. ' | : 


SourH LANCASHIRE ELECTRIC Traction Co. 


AT the Chancery Court for the County Palatine, sitting at 
Liverpool on 13th inst., the affairs of this company came before 
the Vice-Chancellor, on the further consideration of a debentare- 
holder's action. Mr. Preston stated that the property had been sold 
to the Hon. Arthur Stanley for £150,000. Out of this sum two 
prior incumbrances had to be provided for, the first being a charge 
in favour of Parr's Bank, in respect of which there was a sum of 
£37,500 now due. This was money borrowed in order to complete 
& portion of the Tramway Co.'s system. "The other incumbrance 
was a claim by the Electric Conversion Syndicate, who had brought 
an action against the company, which was now pending. If the 
syndicate succeeded. in that action it was quite possible there would 
be a claim taking priority of the debenture stock. It was expected 
the action would soon be disposed of either by trial or in some 
other way. The purchaser being a debenture-holder of the com- 
pany, it had been árranged that he should set off as part of the 
purchase money what would become due to him as dividend on his 
debentures, and provision was made for the payment of costs and 
the remuneration of the trustees, His Honour made an order. 


BUSINESS NOTES. 


Consular Notes.—WuRTEMBERG.—The British Consul 
in Würtemberg, reporting on the trade of that district in 1904, states 
that the electro-technical trade turned out a larger output than most 
trades, but the profits at the end of the year were not equally 
satisfactory, as cost of raw materials, especially copper, was greater, 
and wages also rose. Up to the present time (September) the 
endeavours {to form a Kartel have failed, but will probably meet 


with success ere long. The Daimler motor works at Unterturkheim, 


underwent considerable enlargement during the year, and are now 
among.the largest on the Continent, employing 2,000 hands, and 
manufacturing benzine, spirit aad petroleum motors, boat motors, 
railway motor-cars, and motor-cars, for the transport of passengers 
and goods. * 

Grermany.—British Consul-General Schwabach, in his recent 
report on the trade and industry of Germany in 1904, states that 
the formation in the year of the two powerful combines, Allgemeine 
Elektricitäts-Gesellschaft, Union Elektricitäts-Gesellschaft and 
Siemens-Schuckert Works, was followed in April, 1905, by the 
amalgamation of the manufacturing department of the Lahmeyer 
Electrical Works, of Frankfort-on-Maine, with the Felten and 
Guilleaume Karlswerk Aktien- Gesellschaft, of Cologne, under the 
name of Vereinigte Felten-Guilleaume Lahmeyer Werke Aktien- 
Gesellschaft.“ | ; ; 

A “Purchase Office for Electrical Works” (Einkaufsstelle für 
Elektrizitatswerke) was established in January, 1905, by 28 
members of the Vereinigung der Elektrizitatswerke (Union of 
Electrical Works), which is composed of over 200 German and 
foreign works. The principal object of the new office is to buy, 
for joint account, materials required by electrical works, but it 
also collects manufacturers’ offers, and settles buying and delivery 
conditions with them. Members are obliged to meet, exclusively 
through the office, their ordinary requirements for carbon filament 
incandescent lamps, excepting candle lamps and abnormal globes, 
also of such other materials as will be decided upon at the general 
mecting. In this way members will be provided with incandescent 
lamps of the best quality only, every single lamp bought through 
the office being previously tested. The office will require several 
million lamps per annum 

AvusTRIA-HUNGARY.— The French Consul at Prague reports that 
the Austrian electro-technical industry did not make progress 
during the year 1904. The factories were well occupied, but 
German competition influenced prices to such an extent that they 
were barely remunerative. This lowness of prices combined witb 
the high prices of raw material was the cause of the fact that, with 
the exception of the Cie Anonyme d'Electricité de Prague, no 
factory was able to pay a dividend. The increase of prices of raw 
materials amounted to 5 per cent. for raw iron, 10-15 per cent. for 
stecl, 10 per cent. for other varieties of iron, and 20 per cent. for 
copper wire for electrolytic purposes. Four large Austrian firms 
have combined to compete with the German electro-technical 
Kartels. 

Penvu.—The British Consul at Lima reports that the electric 
tramways between Lima and Callio, and between the latter place 
and La Punta—a neighbouring sea-bathing resort—as well in Callio 
itself have been finished. The materials were obtained from the 
United States. The Lima horse tramways are about to be con- 
verted into electric tramways, and a new company has been formed 
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for the construction of another electric tramway between Lima and 
Chorillos. British manufacturers are still neglecting this important 
branch of trade with Peru. 

Honea Kone.—The Austro-Hungarian Consul at Hong Kong in a 
recent report states that the electric lighting of the town of Victoria 
was undertaken by the Hong Kong Electric Co., which wasestablished 
with a capital of 30,000 shares of $10 each in 1891. The demand for 
electric power has since that time continually increased, particularly 
owing to the necessity for fans in offices, factories and dwelling 
houses during the hot season. A further field is still open for elec- 
trical power, for the purpose of lighting the villa district of the 
Peak by electricity, instead of gas which is now used, as well as for 


the driving of machines, motors, &c. The above company have | 


their works in Wanchai, where they have two machines for supply- 
ing the 85 arc lamps used for lighting the town; two 100-kw. 
machines for 1,675 16-c.P. ineandescent lamps, and two 250-K W. 
machines for 4,000 lamps, and two machines of 50 xw. each in 
reserve. The above machines were imported exclusively from 
Great Britain, as were also the six boilers. The Consul considers 
that there is an opening for the electrical products of his fellow 
countryman. Не reports that the Hong Kong electric tramway 
was opened on July 30th, 1904. It was built to the plans of Messrs. 
A. Dickinson & Co., of Birmingham, and carried out by Messrs. 
Dick, Kerr & Co., Ltd. The object was to unite the outlying parts 
to the main town, partly to decresse the pressure of population in 
the centre. The system was built with double lines from the 
western harbour along the north of the island, parallel with the 
shore to the eastern harbour (Lyemoon), and thence to Shaukiwan. 
A short branch unites the main line to the so-called 
ш “ Нарру Valley.” Тһе total length of line is 224 kilometres, 
ich 15 kilometres are in the public thoroughfares. 
There are 26 cars which were also obtained in Great Britain, and 
which are divided into first and second class. Notwithstanding the 
many fears on the part of the Chinese, who were unused to such 
conveyances, the system has worked successfully, and is well 
555 The increase of European dwelling houses on the Peak 
given rise to a demand for a second tramway to supplement the 
one already in existence. Trouble arose with the concessionaires 
of the first tramway, who resented the concession being given toa 
new company which had been formed to undertake the work, 
stating that it was a violation of the original contract. The 
difficulty has recently been overcome by the formation of a third 
company to undertake the construction of the new line, as well as 
to take over the old. The new line will be worked by electrical 
power. The old line is driven by steam, but it is not unlikely that 
the motor power will be changed, and the line reconstructed. 
PHILIPPINE ISLANDS.—'The British Consul-General at Manila 
reports that an electric tramway has been laid in Manila, and cars 
now run through the principal thoroughfares of the city. The 
totallength of line is about 45 miles. Carsto the number of 55 


have been imported in parts from different countries, the bodies 


from Belgium, the axles and steel tires from the United Kingdom, 
and the trucks and electrical equipment from the United States. 
Some large double-track vestibule cars have been ordered from the 
United Kingdom, and & few have already arrived. Commenting 
on the new railways which are to be constructed, the Consul states 
that, according to arrangements which are being made, telegraph 
lines may be constructed along the lines, and may be used for com- 
mercial purposes, subject to the condition that the Philippine 
Government be permitted at its expense to maintain four wires for 
Government purposes, and also has the right of way across these 
lines for any telegraph or telephone lines it may construct. 

The following alterations of duties in the Philippine Islands, 
which came into force in May, 1905, may be of interest to electrical 
manufacturers :— 


| 1 
Former Amended : 
| tariff. | tariff. 


— — 


ч 
C т and alloys of copper—In wire covered with Pesos. c. 
ilk, 40 Per kilo. 
Ар, апа appliances for the опеван, dis- 
tribution, testing, measuring and installation of 
electricity, dry and wet batteries, carbon 
brushes, arc lamps and their fittings, insulating 
materials, tapes and compounds, bells, annuncia- 
tors, telephones and apparatus appertaining to 
the same, galvanometers, ampere- meters, watt- 
meters, and all or any parts of apparatus, speci- 
fled, including 1 of glass or porcelain, 
or other material . » Рег 100 kilos 2 0 | 5%, ad valorem. 
Storage batteries .. | — |59 


Pesos. с. 
0 15 


97 
Dynamos, generators, exciters, and all other ma- 
chinery for the generation of electricity for 
lighting or for power, transformers, electric 
motors and fans . 5 015% 
Other machinery and detached parts not specially 
provided for— 
(a) Of copper and its alloys .. Per 100 kilos. 4 0 20 68 
(b) Of other materials " 1 0 10 
Automobiles for persons or merchandise. Each from 10 to: 20 & i 


60 pesos. 
Cars for industrial railways .. v En is — 15% ” 
Tramway carriages of all kinds— 
(a) ies either set up or knocked down. Each — 35 0 


(b) то, per set, for same - p | — 10 0 


N.B.—Peso = about 2з. 


Under the amended tariff laws which came into force in the 
Philippine Islands on May 3rd, 1905, it is required that the entry of 
all importations at the ports of the Philippine Islands made sub- 
sequent to a period of 60 days from the above date, of goods, wares, 
апа merchandise from countries other than the United States, when 
the value of such goods exceeds $100 (£20) shall be accompanied 
by a Consular invoice similar to that required for goods imported 


into the United States and executed as reqnired for importations 
into the United States. 

Urnuauay.-—The British Consul at Monte Video in a recent report 
states that ooncessions for electric tramways have been obtained 
by the Commercial Society of Monte Video. Eighty-two kilometres 
of track have already been constructed for four of the tram com- 
panies. About 6 kilometres are finished, and the electric trams 
will probably be running in a year's time or less. There are three 
remaining lines which have not yet applied for concessions for 
electric traction, but they will probably do во before long. 

Ivory Coast.—The British Vice-Consul at Dakar reports that 
the postal and telegraph services of the Ivory Coast are worthy of 
praise for the ddmitab e way in which they are conducted. New 
lines are continually being established, the chief feature being the 
further construction of a line placing Bingerville in communication 
with Aboisso and Timoudi. The cable line, Dakar-Brest, is now 
established, and is in communication with Grand Bassam. 


Paterson Purifiers.—The PATERSON ENGINEKRING 
Co, Lro., have lately received the following, among other orders, 
for Paterson purifiers for power plants :— 


One condensation water poriner of 70,000 Ib. hourly ca 
Jand and Durham County Electric Power Co. (through 
Robinson, Ltd.). 

Two t “ A” water softeners and heaters with quartz sand filters, each of 
25,000 Ib. hourly aur for the Great Western Railway Electric Power Station, 
Park Royal (through Messrs. Aiton & Co.). 

Two grease оспа оп water purifiers and make-up softeners, each of 
80,000 Ib. hourly capacity (to the order of Messrs. J. G. White & Co.), for Buenos 
Ayres and Monte Video. 

One softener and heater of 30,000 Ib. hourly capacity for the Borongh of 
Southwark Electricity Works. 

The firm also have in hand Paterson" p for the power plant at the 
Cape Copper Co.'s Works, South Wales; Poplar Union rkhouse; Felix 
Hotel, Felixstowe; Messrs. Hollingworth & Co., Turkey Mill, Maidstone, &с. 


ity for the Cleve- 
essrs. Willans and 


Japan.—The Japanese engineering and contracting firm 
of Takata & Co., Tokio, Japan, 10, Wall Street, New York City, 
reports а large quantity of orders for Westinghouse apparatus. 
Among these may be noted the following :— 


Furukawa Western Bureau: One °624-xw., 570-volt, compound wound, direct 
current, engine type generator, irect connected to a Westinghouse 
ll x 19 x 11 automatic compound engine. 

Senju Scüusho : Two type 7-B, D.C. generator panels; опе type 7-B, D.C. 
feeder panel; one type 7-B, blank panel, all arranged to make a complete 
switchboard to control two 88-xw., 110 volt, shunt wound, D.C. generators 
connected for wire distribution. 

Kosaka Mine: One 15-н.р., 7,200 alts., 3-phase, 220-volt, type “С induction 
motor; one 3-н.р. 7,200 alts., S phase, 220-volt, type C induction motor, 
ird 'are to be direct connec to Denver Engineering Works electric mine 

oists 

Naval Briquette Works: Опе 10-n.r. 110-volt, shunt wound, open type "8" 
motor, with back gear, ratio of 5 to 1; one 5-H.P., 110-volt, shunt wound, open 
type 8 motor, with back gear, ratio of 5 to 1. 

Kimura (old Mine: One type 18, 3-phase generator panel, for one 3-phase 
generator and one 3-phase feeder, 3,500 volts, 40 amperes; two 30-н.р., 200- 
volt, 8:phase, 7,200 alts., type “C” induction motors; three 374 xw., "7,200 
alts., О.Р. transformers ; three 74 kw., 7,200 alts., O.D. transformers. —N. Y. 
Electrical World, 


Reavell Air Compressors,— Messrs. REAVELL AND 
Co., LTD., of . have been awarded the gold medal for their 
patent quadruplex  direct-coupled electrically-driven air com- 
pressors at the Liége Exhibition. The firm has recently received a 
large number of orders for machines of [this type, which include :— 


'Three 400-c.f. direct-coupled machines for the Japanese Government. 

ре. 400-о.{. direct-coupled machine, for Messrs. Eastwood, Swingler & Co., 
r 

Two 700-c.f. direct-coupled motor-driven air compressors, for Messrs. Scott 
and Middleton, for use on one of the London Tube Railway contracts. 

Two 880-c.f. direct. coupled compressors, for the East Rand Proprie Mines ; 
these compressors are directly des ue topolyphase motors, and will be the 
largest compressors on the Rand, which are directly coupled to motors of this 
type. 

‘Three 240-c.f. compressors for Messrs. Barber, Walker & Co., for Bentley 
Colliery ; these &re directly coupled to polyphase motors. 

One 200-c.f. direct-coupled air compresssor, for Messrs. Holmes & Co. This 
machine is for the Bibiani Mines, West Africa, and is specially constructed so 
ав to be easily transported, no part exceeding 850 lb. weight. 

Two direct-coupled compressors, for the British Admiralty. These are 
mounted on special steel carriages, suited for standard railway gauge. 

One compressor direct coupled to a Gardner engine, for the British 
Admiralty, also mounted on special steel carriage. 

Three 180-c.f. compressors direct coupled to oil engines, for the Sumburgh 
Head Lighthouse for the Northern Lighthouse Board. 

One 120-c.f. compressor, for the Manila Railway, for air lift pumping 
(Isler & Co.). 

One motor-driven compressor, for the Fife Coal Co. 

One 170-c.f. compressor, for Messrs. Platt Bros., of Oldham. 

One 160-c.f. steam-driven air compressor, for the Mountsorrel Granite Co. 

One electrically-driven portable compressor, for the Swaziland Corporation. 


Brush Contracts.—The following contracts have been 


booked by the BRUSH ELECTRICAL ENGINEERING Co., LTD.:— 
For the Dunlop Rubber Co., Birmingham, a 800-xw. steam engine direct 


| coupled to an alternator. 


For the North-Eastern Railway, 200 truck frames. 

For the South Metropolitan Traction Co. for Penge Extension, 16 double-deck 
сага complete with tracks and motor equipments. 

For the South Metropolitan Traction Co. for Mitcham Extension, 16 double- 
deck cars complete with trucks and motor equipments. 

For the Mansfield Light Railway for British Westinghouse Co., six double- 
deck cars with top covers and four-wheel trucks. 


Speed Indicators.—Messrs. Staunton & Co., of 


‚ Excelsior Works, Blythe Street, Bethnal Green, London, have just 


supplied one of their patent speed indicators to the San Paulo 
Railway, also another to Lima, 


The Telegraph Cable Export Trade.—Although the 
exports of telegraph cables and apparatus connected therewith 
during last month were very small, amounting to only £24,842, 
yet the shipments so far as the year has gone, are well in advance 
of those recorded in 1904. The returns for the 10 months ending 
with October, show а total of £1,183, 181, as against £696,708, in the 
corresponding period of 1904, 


— 


802 


THE ELECTRICAL REVIEW. 


e [Vol 57. No. 1,460, Моувмвив 17, 1906. - 


Price Increase in Austria.—The AUSTRIAN SIEMENS- 
ScHucKERT Works Co. have taken the initiative in regard to an 
increase in the prices of electrical machinery and apparatus. It 
has been found impossible in consequence of the rise in raw 
materials, and particularly of copper and rubber, to continue the 


sale prices hitherto prevailing for manufactures, and a conference 


of the makers has resolved upon an immediate advance of 10 per 
cent. in price. It is expected that this increase will also be. 
extended so as to include the electrical firms in Hungary. a 


The International Glow Lamp Syndicate.—Th 
last stage has apparently not yet been reached in regard to the 
legal proceedings instituted by the Vienna firm of Watt against 
the International Glow Lamp Syndicate in order to secure a 
decision that the agreement binding the members of the syndicate 


is invalid according to Austrian law. In the two courts of first 


instance the action, which has previously been referred to in these 
columns, was dismissed, but the High Court has annulled this 
decision, and ordered an inquiry into the allegation that the 
syndicate's design is to increase prices. 


Book Notices.—Wie Mache ich eine Osterreichische 
Patentanmeldung ? Eine Anleitung zur Herstellung. der Patent- 
 wnterlogen. Ву Dr. G. Dimmer and Ing. W. Ritter von Molo. 


Vienna: Manzsche k.u.k. Hof-Verlags und Universitäts Buchhand- , 


lung. 1905. Price M. 1.— As an adjunct to the Austrian Patent 
Offiee regulations this little book should prove of considerable 
service. It not only explains and amplifies the obscurer official 
rules, but adds useful advice on what to insert and what to omit, 
both in the drawings and in the text of a patent specification, and 
much of this advice is as applicable to English as to Austrian in- 
ventors. The matter is dealt with under five heads: Drawings, 
Text, Claims, Sample Specifications and Method of Applying for a 
Patent ; and in each case the object to be attained is explained by 
actual examples of drawings, wording, &c. The book might, how- 
ever, with advantage have been combined with а copy of the 
official patent regulations, as the latter are constantly referred to, 
and must, in any case, be consulted on certain points (e.g., fees) 
which are outside the scope of the book. 

Moderne Dampfturbinen für weitere Kreise dargestellt. By Dr. 
A..Krebs. Second edition. Berlin: Georg Siemens. 1905. Price 
M. 2.50. — This little book forms an attempt to give a general 
idea of the design and construction of steam turbines to engineers 
having no special knowledge of this type of machinery. The space 
is too confined to permit of anything but а very free outline of the 
subject being given, but the essential points, such as the reasons for 
the high speeds employed, the various methods of reducing these 
speeds, the reasons for improved economy, &c., are fairly fully dealt 
with in a manner which will be clear to anyone at all conversant 
‘with ordinary reciprocating engines. The turbines dealt with and 
explained by the aid of diagrams include those of Parsons, De 
Laval, Zoelly, Rateau, Kolb, Curtis and Riedler-Stumpf, and an 
interesting diagram is given showing the approximate relative 
floor spaces occupied by 300-н.р. turbines of the first five of these 
types. The book concludes with a short statement of the problem 
of gas turbines and compressed air turbines. 

The Gas Works Directory and Statistics, 1905. Twenty-eighth 
issue. London: Hazell, Watson & Viney. Price 10s. 6d. net.— 


This is a useful directory not only for gas officials and others - 


connected with the gas lighting industry, but also occasionally, no 
doubt, serviceable to electrical men, many of whom tind it con- 
venient from time to time to have at command information relating 
to competitive business. The statistics here given relating to gas 


supply systems throughout the United Kingdom and in foreign . 


countries, and to the chairmen, managers, engineers and so on of such 
concerns, are corrected up to July last. Wherever there is a public 
electricity. supply undertaking operating this is mentioned, the 
name of the authority being given at the end of the gas details. 
Elementary Electrical Engineering in Theory and Practice. By 
J. Н. Alexander. M.B., A.I.E.E. Crosby Lockwood & Son. 1906. 


Price Зв. 6d. net.—The author having given for several years a 


series of lectures on electrical engineering to young artisans 
and others, considers that а special work on the subject 
suitable for them may be useful. It is intended for those who, being 
busily employed during the day, have only time to acquire an 
elementary knowledge. In order to make the work interesting, it 
covers practically all the applications of electricity, the author 
being careful to bring the book up to date. The electric lighting 
arithmetic given is, very properly, of the simplest kind. We 
should have liked, however, to see a word of caution added 
when defining abstruse ideas like inductance and capacity. A wrong 
idea, once planted in a beginner’s mind, often takes firm root and 
sometimes prevents the growth of more useful conceptions. For the bulk 
of working electricians, a slight knowledge of theory is all that they 
have time to acquire, and in our opinion it is impossible for teachers 
to be too painstaking in striving after accuracy of definition, 
especially when describing the fundamental principles. Mr. 
Alexander describes the main phenomena clearly, but there are, 
unfortunately, a good many slips and misprints which detract from 
the value ofthe book. For instance, on p. 26, the electrostatic lines 


of force are called the magnetic lines of force. On p. 149 the method . 


given of detecting a leak in house wiring does not apply to installa- 
tions connected with the supply mains of an electric lighting com- 
pany. The ballasting resistance of a Nernst lamp is not a platinum 
wire (p. 134). Surely "average watts" is а better phrase than 
" effective watts" (p. 70), and we have never heard “ reactance” 
called “inertia” (p. 70). In an elementary book--or, for the 
matter of that, in an advanced book it is no good giving rules like 
the following: “The pressure in kilovolts suitable for a given 
transmission line equals one-third of the distance between the 
generating and the distributing station. Many rules like this have 


been given in technical papers, but the analytical work from which 
they are deduced is very far from being convincing. Notwith- 
Standing, however, the errors we have mentioned, and several 
others of a similar nature, the book should prove useful and interest- 
ing to beginners. 

Electrical and Mechanical Engineering Pocket- Books. —The annual 
torrent of Pocket Books” is once more upon us, some with diaries, 
some without; some opening sideways, some endways; and all 
looking very neat and fresh. . With changes taking plac? so rapidly 
in every department of power engineering, there is abundance of 

'new material to be included in their pages, and we shall confine 
our notes mainly to these features. 

Taking first the “ Mechanical World” Pocket Diary and Year 
Book for 1906 (Manchester: Emmott & Co., 6d. net), we find a new 
section on the steam turbine, by Mr. R. M. Neilson, a well-known 
writer on the subject. Other new sections relate to refrigerating 


` machinery and cold storage, and speeds and feeds for high-speed 


steel tools, while tables of factors of evaporation, screw threads, 
and many other data have been introduced. 

The “ Practical Engineer " Pocket- Book, 1906 (Manchester: Tech- 
nical Publishing Co., 18. net), is getting much fatter; amongst the 
additions are recent tests of mechanical stokers and forced-draught 


systems; indicators; flow of air, &c., through pipes; emery' wheels, 


and suction gas producers. 'The book contains an abundance of 
useful information. 

The Practical Engineer Electrical Pocket- Book. and Diary, 1906 
(1s. net), has been considerably increased in size, numerous addi- 
tions having been made. The Engineering Standards Committee's 
recommendations of copper conductors, new instruments, formule 
and tests, various mechanical data, and a variety of new electrical 
notes have been included. So far as we have tested the new 
matter, we have found no errors. 'These two books have elastic 
bands; we suggest that the bands are rather a nuisance than 
otherwise, and might well be dispensed with. We always cut 
them off. | 

Next come Fowlers Mechanical Engineer’s Pocket Book and 
Fowler's Electrical Engineer's Year Book for 1906 (Scientific Pub- 
lishing Co., Manchester. Price is. 6d. net each).— These are the 
fattest of all, although the youngest. The former needs no recom- 
mendation, being full of practical information. The latter has been 
considerably increased, new sections on alternators and steam turbo- 
generators having been added. The new Board of Tradeand Home 
Office regulations have been included, and the work as a whole has 


been brought up to date. d 


Treatise on Telephony. By Brunelli and Sunghi. Rome, 1905. 
Part II. Details are given for the construction of magneto 
machines for calling exchange and subscriber. The armature, 
geared 4 to 1, is wound with 4,600 turns to about 500 ohms, 
generating 65 to 75 volts on open circuit at normal turning speed. 
Figures giving dimensions for 10 sizes of induction coils are also 
set out in & table with an indication of the clearness of sound 
transmitted in each case, with lengths of line varying from 4 km. 
to 107 km. Lightning arresters and other protective devices are 
dealt with. Somefew pages are devoted to the commencement of 
considerations of ‘overhead line construction. The excellent tone 
of the first number is well maintained. 

We have received, as in previous years, а copy of the P. & O. 
Diary and Almanac" fornext year, issued by the famous Peninsular 
and Oriental Steam Navigation Co. The information contained in this 
useful and convenient sized reference book includes particulare of 
the P. & O. fleet, list of agents, Indian, Australian and other mail 
dates, some excellent maps, and a great deal of other matter of 
commercial and general interest and value. 

Part XI. of 4 Technological and Scientific Dictionary. Edited 
by G. F. Goodchild and C. F. Tweney. London: Geo. Newnes, 
Ltd. 1s. net. 

“Fire Teste with Doors" and Fire Tests with Floors.” Red 
Books” Nos. 100 and 103 of the British Fire Prevention Committee, 
London: The Committee, 1, Waterloo Place, S. W. 2s. 6d. each. 


Imports of Foreign Electrical Apparatus.—It is 
somewhat noteworthy that while the importa of foreign electrical 


* machinery into this country continue to exhibit a declining 


tendency, those of electrical goods and apparatus are advancing at 
a somewhat rapid rate. Thus during last month such imports 
attained a value of £91,846, as compared with only £67,028 in the 
preceding month, and £63,114 in Oçtober, 1904. The aggregate 
imports during the first ten months of the усаг have amounted to 
no less than £773,687, which contrasts with only £629,078 in the 
corresponding period of last year. 


The Stanley Show.—This show will be open at the 
Royal Agricultural Hall, London, from November 17th to Novem- 
ber 25th. The exhibit of Messrs. W. Cannine & Co., of Bir- 
mingham, is expected to be an interesting one for the manufacturers 
of cycles and motor-cars and connected trades. It will include one 
of their latest type of dynamo for plating and charging motor-car 
accumulators. They have designed a full range of apparatus for 
charging accumulators, and we understand that during the last 
season they have done a considerable trade all over the United 
Kingdom amongst agents who have installed plante in this special 
branch. The stand will also contain a model of their patent 
agitator for rapid nickel plating, which saves a considerable time 
over the method now generally used. Polishing lathes, with 
special bearing; a range of emery grinders; an electric polishing 
machine ; polishing materials; and a patent felt bob, which is made 
in а continuous circle, without any joint, and fixed on а wooden 
centre, by which means а considerable saving is obtained, avoiding 
m 805 waste of a solid bob. The stand will be No. 82 (Machinery 

ection), 
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New Zealand.—The New Zealand Customs authorities 
have lately given a decision to the effect that “ electric arc lamps " 
are to be classified as “machinery, electric and appliances,” the 
duty being 10 per cent. ad valorem. ; 


Gas.—Eleven persons had a narrow escape of being 
suffocated through an escape of gas from a main of the Mond Gas 
Co. at Tipton, on Monday last ‘week. There had been a slight 
subsidence in the road. They were rescued in a semi-conscious con- 
dition. A large number of fowls and ducks in an outhouse were 
suffocated. po 


Bankruptcy Proceedings.—GkoRGE WALLACE.—At 
а sitting of the London Bankruptcy Court held on Tuesday before 
Mr. Registrar Linklater, the public examination was held of George 
Wallace, electrical engineer, 132, Cold Harbour Lane, Camberwell. 
The statement of affairs shows liabilities £330 5s. 6d., and assets, 
“cash, 3s. 10d." Replying to Mr. Egerton S. Grey, Official 
Receiver, the debtor stated that in 1889, having come out of his 
apprenticeship, he went to Australia and obtained employment as 
an electrical engineer. Returning to this country in 1898, he com- 
menced business on his own account at 151, Upper Rathmines, 
Dublin. Four years later he sold that business, together with his 
interest in an electric lamp to a company called Delimco, Ltd., and 
having а capital of £2,000. Ав vendor, witness received £200 in 
shares, one half of which he handed over to another for commission, 
and he was appointed as managing director at a salary of £2 per 
week.  Hestil held the £100 shares, but attached no value to 
them. In 1903 he left the company and took offices at 68, Victoria 
usen S.W., where he traded as Wallace & Co., dealers in electric 
amps. 
ment of filaments, be sold in April, 1904, to the Wallace Lamp 
Syndicate, Ltd., which was registered with a capital of £35,000. 
Witness received £10,000 shares, and was appointed general manager 
at a salary of £350 per annum. The company expended £200 in fitting 
up a laboratory at witness’s private house, in which he was to treat 
the filaments by his secret process. In April, 1905, the company 
dismissed him because he declined to comply with their request 
that he should do the work at their factory instead of at home. 
Since then he had been without employment. He had from March, 


1904, from time to time financed the inventor of a primary battery 


for motor-car ignition with a view to the perfection of the inven- 
tion. Au option was granted in July, 1905, for four months, with 


a view to the formation of а company to buy the invention for. 


£1,500 in cash and shares, witness to receive one-half of the con- 
sideration. The option bad lapsed, and he could not state the 
value of the patent. Then in June, 1904, he took a shop at Brixton, 
and there employed a man to make instruments for experi- 
mental purposes in connection with electric lamps. That man 
departed in March, 1905, with the whole of the tools and. stock 
that had cost about £150. Witness had since had to part with his 
bousehold furniture and the balance of his shares in the Wallace 
ар Syndicate to enable him to live. The examination was соп- 
cluded. 

Tuomas Нил, Wolverhampton.—Debtor came up for public 
examination at the Wolverhampton County Court on Wednesday 
last week. The liabilities amounted to £178 3s. 6d., and as the 
assets were only estimated to realise £13 11s. 2d., there was а 
deficiency of £164 12s. 4d. The debtor commenced business in 
1900 at Stafford Street, Willenhall. He was then 29 years of 
age, and he had a capital of £40. Although he started business as 
an electrical engineer, he admitted, in reply to Mr. Page (Official 
Receiver), that he held no certificate as such, and the only experi- 
ence he had of the business was what he had gained as a practical 
worker in an ironfounder’s fitting shop. The result was, he was 
continually losing money on contracts that he undertook, and 
incurred liabilities he was unable to meet. There were no opposing 
SE preseut, and the examination was, therefore, adjourned to 
close. 


Dissolutions and Liquidations.—Sam Drarps, LTD. 
Resolved on November 6th to wind up voluntarily, with Mr. 
A. J. Harper, 68, Wool Exchange, Coleman Street, E.C., as 
liquidator. 

ASKHAM Bros. & WirLsoN, Ltp.—Resolved to wind up volun- 
tarily, with Mr. Henry Oliver, Prudential Buildings, Park Row, 
. Leeds, as liquidator. | 

Frain & Co., electrical accessory dealers, &c., 92, Northumberland 
Street, Newcastle-on-Tyne.— Messrs. J. Frain, jun., and P. Hopper 


have dissolved partnership. Mr. Hopper will attend to debts, and 


continue the business. : 

PETER PILKINGTON, Lrp., Bamber Bridge.—A first and final 
dividend of 10s. in the £ is payable on November 24th at 3, 
Winkley Square, Preston. 


Battery Contracts.— The Тоиров STORAGE BATTERY 
Export BvNDICATE have recently received orders for the following: 
—One storage battery, consisting of 240 cells, 145 ampere-hour 
capacity ; one of 218 ampere-hour capacity ; and one of 290 ampere- 
hour capacity, complete with reversible booster equipments, 
for India. Also battery consisting of 200 cells, 508 ampere- 
nou capacity, for Egypt ; and 38 cells of 430 ampere-hour capacity, 

or Natal. 


For Sale.—On 24th inst. Messrs. T. HILL & Co. will 
offer for sale by auction at Glasgow a number of electric motors, 
motor-starters, winches, lamps (arc and Luna Nernst) and many 
electric power and light fittings. The sale is being made under the 
instructions of Messrs. D. Selby Bigge & Co., owing to the removal 
of their Glasgow branch. бее our advertisement pages this woek 
for particulars. 


That business, together with a secret process for the treat- . 


Catalogues and Lists.—ENGINEERING INSTRUMENTS, 
Lro., 2728, Upper Street, Islington, London, N.—New cata- 
logue of specialities dealing with continuous current and 
three-phase motor control, hand and automatic switches, oil 
switchgear and measuring instruments. The gear is of the enclosed 
water type, and, we understand, has been specially designed 
for use in workshops and mines to comply with the new Home Office 
rules and conditions. Among the lines specified, illustrated and 
priced, are “ Emsea” motor-starters, time-lag overload release, motor 
control panels, ammeters, three-phase full-load motor starters, com- 
bined main switches and fuses, resistance units, water-tight combined 
ironclad switch fuses, three-phase enclosed water-tight oil switches, 
and Partridge’s enclosed single-pole quick double-break oil switches. 
The illustrations are very finely produced. nA 

Messrs. SvBRy, SEARLS & Co., LTD., Cannon Steel Works, 
Sheffield.—List of electric steel, a high quality tool steel which is 
produced from pure Swedish raw material by means of induced 
electricity in an electric furnace. It is supplied in the following 
qualities: Electric high-speed, air-hardening steel; electric 
diamond Tungsten steel; electric chrome steel; electric hard, 
medium hard, tough and soft tempers. + 

Messrs. ВлознлжЕ & Co., 3, Tower Royal, Cannon Street, Е.С. 
— List relating to Bagshawe's red “ В.В.” jointing, which is claimed 
to be unaffected by steam, heat, oils, acids, ammonia, liquids and 
alkalies; also- another detailing the black “ В.В.” jointing, which 
is recommended on account of its reliability for steam, hot air and 
hot water joints, directions for using being given. 

Messrs. FELDING & PLATT, LTD., Gloucester.—Card illustrating 
one of their 50-в.н.р. suction gas producing plant and engine. 
They supply these in sizes from 10 to 200 B. . P. 

Messrs. J. P. HALL & Co., Blackriding Ironworks, Oldham.— 
New booklet (No. 25) containing 80 pages of illustrations of their 
dynamos, steam engines, continuous and alternating current motors, 
electric winches, patent liquid starting and reversing controllers, 
showing their application to various types of machine tools, cranes, 
pumps, shipyard machines, and mining plant. The pictures include | 


-a view of the generating station at Stabhill Hospital, Glasgow, 


with Howden-Hall steam-driven sets, the Belliss-Hall éxciter sets 
at Stalybridge tramways power station, electric cranes with Hall 
motors at the Newcastle High-Level Bridge, and many other 
interesting and representative examples of the firm’s manufactures 
for power plant equipments. 

Messrs. A. REYBROLLE & Co., LTD., Hebburn-on-Tyne,—Souvenir 
booklet circulated at the Olympian Electrical Exhibition, con- 
taining “Suggestions to Electrical Power Users.” The object of 
the booklet is to explain certain of the makers’ experiences to users 
of electrical motors, in order to remind them of some of the 
troubles that have been encountered in motor switchgear, &c. The 


‘leading features of the firm’s designs of motor starters and other 


apparatus, as exhibited at Olympia, are pointed out. Copies of the 
pamphlet will be forwarded to power-users on application. 
Mr. E. Branp, 35, Shakespeare Street, Manchester.—Leaflet 


‘printed in English, French and German, giving some particulars of 


electric-lifting pulley blocks, specially designed by Mr. S. H. 
Heywoop, of Reddish, for use in а modern wire mill. 


Tramear Lifeguards.—Messrs. Hupson & BOWRING, 
Lrp., of Manchester, have received the following orders for life- 
guards :—Further contracts for the fitting of the cars at Falkirk, 
Swansea, Mansfield, and the Yorkshire Woollen District; and, 
through the United Electric Car Co., Ltd., for J ohannesburg and 
Leicester. 


Electricity in the London Hospital.—In connection 
with our article on this subject in our last issue, we are informed 
that practically all the electro-medical appliances were supplied by 
Mr. K. SCHALL, of 75, New Cavendish Street. Most of them were 
made to comply with special requirements, particularly the three- 
phase rotary converter, which is probably the first instrument of 
the kind made to run satisfactorily at the remarkably low speeds 
named, without artificial means for reducing the speed, in spite of 
the high voltage. 


Trade Competitors at Milan.—The Belgian Govern- 
ment has energetically taken up the organisation of a Belgian Section 
at Milan Exhibition, and appointed an influential commission with 
a Royal Commissioner at its head. Notwithstanding the relatively 
high charges that are being made for space, amounting to between 
three and four times the charge fixed for British exhibitors in the 
British Section, the following extract from a letter written by a 
member of the Belgian Commission will give an idea of how 
the Belgian manufacturers are supporting the efforts of the Com- 
mission :— 

“There is a great emulation everywhere in Belgium for space at 
the Milan Exhibition, our own Liége Exhibition having proved 
very profitable on account of its popularity. You can tell your 
countrymen that they are wrong if they fail to appreciate the 
merits of the advertisement offered by exhibitions which conspicu- 
ously place in evidence before & wide public on the Continent the 
value of their products and the excellence of their industries, for 
in this period of fierce competition they cannot afford to leave the 
field unoccupied by failing to participate. Exhibiting out of their 
own country is even useful as a means of preserving their home 
markets and theirlocal reputation, which may be often seriously 
menaced by the fact of their abstention." 

There seems to be a prevalent misconception in the minds of 
many would-be exhibitors as to the possible advantages offered 
them by the Milan Exhibition, but it should be borne in mind that 
British manufactures of all classes possess an inherent prefer- 
ence, even at higher cost, over all other foreign manufactures of а 
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similar class in the estimation of the Italian public, a traditional 
prejudice of Italians for things English, arising partly because of 
the memory still kept green of British national sympathy at the 
time they conquered their independence, and partly because 
British manufactures were the first to be supplied to the Italian 
markets, and have preserved the prestige accruing therefrom. 


The Britannia Lamp.—We understand that the 
BRITANNIA ELECTRIC LAMP Works, Lro., whose factory is situated 
at South Tottenham, N., are manufacturing their Britannia lamp on 
an entirely new system, whereby the filament is superheated to 
such an extent as to ensure absolute carbonisation of every atom of 
the same, thus, it is claimed, increasing the hardness and elasticity, 
and consequently the candle-power, with the added advantages of 
а corresponding decrease in the consumption of power and an 
extended life. The factory is equipped with the latest machinery 
and plant, and breakage and waste are practically eliminated, owing 
to their new system of manufacture. 


Government Contract.—MeEssrs. NkwToNs, LTD., of 
Taunton, have received from H.M. Government repeat orders for 
dynamos, consisting of two 100-kw. steam-driven sets, and two 
50-Kw. ditto. The two 50-xw. sets will be coupled together, the 
engines being supplied by Messrs, Browett, Lindley & Co. "These 
machines are of the well-known “ Mawdsley " type, made solely by 
Messrs. Newtons, Ltd. We understand that this repeat order has 
been placed with the firm because recent plants supplied have been 
very satisfactory, both as regards high efficiency and low temperature 
rise. The firm.are making this type of machine in sizes from 4 n.r. 
їо 500 н.р., instead of the well-known “ Taunton” machines pre- 
viously made by them ; the new machine is claimed to be more 
suited to the requirements of consulting and central station 
engineers, and, in the makers’ opinion, is a decided step in advance 
-of modern dynamo design. 


Trade Announcement.— THE RHODES ELECTRICAL 
MANUFACTURING Co., Lro., have just appointed Messrs. R. A. Ful- 
lerton & Co., of 116, Hope Street, Glasgow, as their sole agents for 
Scotland. 


LIGHTING AND POWER NOTES. 


Australia.—SypNEY. — The Sydney Daily Telegraph 
recently gave some interesting particulars of the electrical 
plant lately installed for driving the machinery for printing 
that paper. To witness the formal ceremony of starting the 
new installation on September 5th last, the directors of the 
paper invited a number of gentlemen, among whom were Mr. 
E. K. Scott, Mr. T. Rooke, the city electrical engineer, the 


town clerk, and Mr. F. J. A. M'Kittrick, managing director of 


the Australian G.E. Co. The whole of the plant was supplied by 
the G.E. Co., of Schenectady, and consists of 40 motors ranging from 
{ Н.Р. to 35 H.P., aggregating 154] H.P., controlling apparatus, 
switchboard, &. The larger motors are for driving the Hoe 
printing machines. Energy is supplied at 480 volts, and to ensure 
reliability against failure of supply, mains from both the 
Town Hall and Lang’s Park sub-stations are brought into the ‘build- 
ing. An electrically-operated hoist for dealing with the reels of 
paper has been installed, and the damping machines are each driven 
by a small motor, with a speed variation to suit the different sizes 
of reels and qualities of paper. In the composing room there arc 
in operation 19 G.E.C. Linotype equipments, and in the stereotyp- 
ing room, where the '' plates " are prepared, there is installed a motor 
for driving the rolling machines, cutters, presses, &c., requisite in the 
process. The requirements for perfect operation of the large 
presses are speed variation of from about 4 per cent. to full, abso- 
lute control of the presses at full speed, rapid acceleration, 
quick stopping when necessary, and reliability. The question of 
speed variation is, however, the chief concern. A small motor is 
used for starting the press and giving the slow speeds necessary for 
feeding in the paper, adjusting, &c., after which a 35-H.p. motor 
takes up the load to the required speed, the small motor being 
automatically cut out of circuit. Speed is regulated through a con- 
troller by the chief operator, and buttons placed on various parts 
of the press are provided to instantly stop and brake the machine 
should the paper break or any cause render this necessary. Quick 
stoppage is essential, to prevent the paper when it breaks from 
damaging the machinery. Power is transmitted to the press through 
pinion and wheel gearing. The two motors are mounted on a 
single base frame and installed underneath the press, and thus do 
not occupy extra floor space. A number of motors are installed in 
varioussparts of the establishment for driving saws, fans, lifts, &c. 
The Corporation electricity supply has only been available in the 
city from a recent date, and it isa matter of congratulation that the 
proprietors of the Daily Trleyraph should so quickly realise the 
merits of electricity for driving purposes. 

Extensions to the civic electrical plant were considered recently 
by the E.L. Committee. Mr. Rooke recommends the addition of 
another 3,000-H.r. set. The Committee decided to recommend to 
the Council that plans and specifications should be prepared forth- 
with. The present plant consists of one set of 5,000 н.р. and four 
sets of 1,000 n.P. The increased demand for electricity will 
involve the erection of new sub-stations in the city, and also at 
Elizabeth Bay and Pyrmont. 


Beckenham.—The U.D.C. takes over the electricity 
undertaking, which has hitherto been leased to the British 
Insulated and Helsby Cables, Ltd., on the 22nd inst. It appears 


x 


that the South Metropolitan Electric Light and Power Co. is not 
yet prepared to go to arbitration with regard to the Beckenham 
Council taking over that part of the Crystal Palace district within 
the area. "The Council has decided to protest against the delay. 


Birmingham.—On the 6th inst., at the Corporation's 
new generating station in Sumner Lane, now in course of erection, 
the chairman of the Electric Supply Committee (Mr. Councillor 
Ellaway) laid the last brick and completed the chimney. The 
chimney has been designed to deal with the flue gases produced by 
boilers having а capacity of about 20,000 н.р., and is the first of 
two that will be required for the ultimate capacity of the generating 
station. It has been built by Messra. W. Sapecote & Sons, the 
dimensions being: — Height from base, 249 ft.; internal diameter, 
15 ft.; external diameters, 24 ft. and 17 ft. 4 in. This chimney is 
the largest that has been built in Birmingham, the total weight 
amounting to 2,750 tons. It is intended to raise steam in four of 
the boilers for the first time in the course of the next six weeks. 


Brandon.—The County of Durham Electric Power 
Distribution Co. has informed the U.D.C. that it intends applying 
for a prov. order for E.L. for the district. The Council has 
deferred its decision as to consenting to the application, until the 
December meeting. 


Brierfield.—The U.D.C. is considering the question of 
putting down its own E.L. plant. 


Burnley.—Another engine and dynamo of 500 kw. is 
to be put down, which will bring the total capacity of the 
Corporation’s electricity works up to 2,650 н.р. For the year ended 
March, 1905, the total units sold, amounted to 2,642,541, and the net 
profit was £8,306, £4,806 of which went to the relief of rates and 
£3,500 to the depreciation fund The works cost per unit was 74d. 


Buxton.—On the 9th inst. a L.G.B. inquiry was held 
into the application of the Council for eanction to borrow £4,000 for 
B. L. purposes. There was по opposition. 


Canada. — MONTREAL. — The City Council recently 
issued a by-law ordering that all overhead wires shall be laid 
underground. If this can be enforced, it wil] mean very consider- 
able expense to the various companies concerned. The Light, Heat 
and Power Co., the Bell Telephone Co. and others contend that the 
Council has exceeded its powers. 

SvpNEY.—The Dominion Coal Co. has resolved to install an 
extensive electrical plant at its No. 2 colliery near Sydney. The 
Canadian Westinghouse Co. is to supply tbe plant, which will 
operate the pumps and fans, and also supply the surface lighting. 

VANCOUVER.— The contract for the street lighting of the city for 
10 years was awarded to the British Columbia Electric Railway Co. 
by the City Council on October 31st. On January ist all con- 
nection charges are to be abolished, and a new schedule is to be 
given out shortly for general rates. 


Cannock.—The U.D.C. has decided to apply for a loan 
of £3,000 to carry out a scheme of E.L. It is proposed at first to 
only supply the centre of the town, which is the compulsory area, 
&nd to purchase energy in bulk from the Staffordshire, Shropehire 
and Worcestershire Electric Supply Co. at 24d. per unit, or 14. per 
unit if the Council provides its own storage battery and und es 
the distribution. 


Castleford.— The В. of T. has informed the C. D.C. that 
a8 there does not appear to be any intention to carry out the obliga- 
tions, it has decided to revoke the E.L. order obtained in 1899. 
The Council had applied for an extension of time. 


Continental Notes.— FRANCE. —Marseilles, the third 
largest town in France, has just made a contract with the Com- 
pagnie Générale d'Electricitè for the supply of electricity for all 
purposes within its limits. 'The concession is for 36 years In 
granting the concession it was expressly stipulated that the town 
reserved the right to concede to any other firm or company at any 
time the same concession, with of course the same stipulations. 
Thus the town holds the power to cause competition at any time 
provided the service is not satisfactory. The price of energy for 
private consumption is fixed at 0°062 fr. per hecto-watt-hour, with 
reductions in case of large consumption. For industrial uses and 
for power, the price is fixed at 0:0375 fr. per hecto-watt-hour. For 
public lighting the price is 0°03 fr. per hecto-watt-hour, reduced to 
0:02 fr. for the industria! schools or public sanitary services. In 
addition, the concession holders are obliged to furnish for the town 
trade schools, without charge, а total of 100,000 hecto-watt-hours. 
The capital of the company to be formed to exploit the concession 
is 4,000,000 fr., and the company willagree to pay as rent to the 
town a sum equal to about 40 per cent. of the price obtained from 
private consumers for current. The town reserves the right to 
re-purchase the concession at the end of 15 years, by taking over 
the capital and liabilities of the company and paying an indemnity 
equal to 40 per cent. of the average net profit obtained during the 
preceding five years. At the end of the concession the town 
becomes the owner of the enterprise under similar conditions. 
There are also certain obligations imposed on the company 
regarding revision of prices periodically, and also for old age 
pensions, 

A system of electric lighting was successfully inaugurated last 
month in the Commune of Le Boulon (E. Pyrenees). 

The Municipality of Ygos has just signed a contract with the 
Motive Power Co., of Mées, for the public and private lighting of 
the town by electricity. 

The Municipal Council of Boulogne-sur-Mer has decided to 
install an electrical power plant. А loan of £20,000 has been 
granted for the purpose. И 
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IrALY.— The prefectural authorities of the Province of Como 

have granted а concession to Messrs. Emilio Steiner & Co. to put 
down a water-power plant on the River Tresa, at Luino, for gene- 
AE electrical energy for the operation of a cotton mill at that 
place. 
SPAIN.—An electricity works has been completed and put in 
operation at Caspe.  Water-power, distant about nine miles 
from the town, is utilised in the generation of the electrical 
energy. : 

Coventry.—The E.L. Committee has recommended that 
as from March 31st next, any consumer who takes not less than 
250,000 units per quarter, or not less than 1,000,000 per annum, and 
provides the necessary transforming apparatus to the specification 
of the electricity works manager, shall be supplied at the price of ўа. 
рег unit. Alderman West, in moving the recommendation, said the 

epartment, for the first time, had received an application for the 
supply of electricity in bulk; the engineer said that a supply of 
energy at $d. per unit could be given at reasonable profit, after 
providing for financial charges, &c. The present price is 12d. per unit 
for the first 10 H. . and 1d. after. In supplying energy in bulk it is 
pre to supply it at a pressure of 2,000 volts, the consumer to 
able to use it forlighting, heating, power, or smelting. After 
some discussion, it was,resolved to refer the recommendation to & 
Special committee. 


Cumberland,.—The Brush Electrical Engineering Co. 
is seeking powers to supply energy within the Maryport, Work- 
ington and Whitehaven areas. 


Devizes.— The T.C. has resolved to abandon its E. L. 
er. 


Durham County.—The C.C. Electricity Supply Com- 
mittee recently submitted a long report on the question of a county 
supply. The Committee desires to call in an expert, and to report 
on the matter, and asked the С.С. to adopt а resolution in favour of 
promoting a Bill in Parliament with the object of establishing 
an electric supply in the county. Alderman Bartlett said he knew а 
gentleman, who could be fairly described as an expert, who would 
be willing to give the benefit of his services for nothing to the Com- 
mittee; and as АП the Committee seemed to want was that an 
expert should be called in, he suggested that they should accept 
this offer, and withdraw the report for the present. 
discussion, the chairman of the Committee agreed that the report 
should be withdrawn to a future meeting. 


Elgin.—A report has been submitted to the T.C. by 
Messrs. Buchan & Hogarth, Edinburgh, as to introducing the 
electric light into the town. The scheme provides for electrical 
plant, in combjnation with а refuse destructor, and feeders and dis- 
tributing mains throughout the main thoroughfares. 


Greenwieh.—Major-Gen. C. 8. Hutchinson has been 
appointed by the B. of T., to inquire into the appeal made by the 
London Electric Supply Corporation, with respect to the conditions 
subject to which the B.C. lately approved of certain works proposed 
to be executed by the company. 


Gravesend.—The T.C. has applied to the L.G.B. for a 


loan of £7,000 for the provision of a 300-kw. steam generator to 
deal with the tramway load, and to supply for lighting purposes, if 
desired. и 

Hamilton.—A В. of T. inquiry was held on 8th inst. 
into a dispute between the burgh and the Clyde Valley Electrical 
Power Со. as to the route of the company’s mains through the 
burgh. Under the Act the T.C. has the power to suggest an alter- 
native route for the laying of the company’s cables, and suggested 
a route by the south-west of the town instead of through the 
principal thoroughfares in the burgh which are already congested 
with pipes. | | 


` Haywards Heath.—The U.D.C. has decided to assent 
to the application of a company for a prov. order for E.L. 

The U.D.C. has reccived from the Haywards Heath Electric Supply 
Co. a letter stating that the company could not accept the Council’s 
conditions, and they would not proceed with their application for 
& prov. order. 


Hexham.—The Hexham and District Electric Supply 
Co. has iseued а tastefully got-up pamphlet on electric lighting 
and power in the neighbourhood. In order that the inhabitants 
of Hexham may have installations at а reasonable cost, the 
company has opened a separate department with the object of 
fitting up installations for consumers at a low cost, and to furnish 
full information relating to electric lighting, power, heating, ёс. 
In connection with this department, showrooms have been opened 
in the Market Place. 


London.—SovTHwARk.—Last week the General Pur- 
poses and E.L. Committees reported having had under consideration 
letters from the County of London Electric Supply Co., the City 
of London Electric Lighting Co., and the London Electric Supply 
Corporation, offering to submit proposals for either purchasing or 
leasing the B.C.s E. L. undertaking. The Committee had also 
written to the County of London Electric Supply Co. to ascertain 
whether the company was prepared to sell its undertaking within 
the borough to the Council. The company is not, however, pre- 
pared to dispose of its undertaking “at the present time." Matters 
have now been left in abeyance pending further development of the 
L.C.C. scheme. 

,WESTMINSTER.— The Westminster Electric Supply Corporation 
has withdrawn its appeal to the B. of T. in regard to the condition 
imposed by the Council with reference to the filling of the covers 


After further 


of surface boxes, 'ТҺе Works Committee on its side has resolved that, 
subject to the filling of the covers of the 395 boxes, which the com- 
pany has in stock, being composed of hard, durable and non-slippery 
material to the satisfaction of the city engineer, the condition that 
box-covers shall be filled with material similar to the surrounding 
pavement will be waived. 

WANDSWORTH.—The B.C. has passed a resolution against the 
principle of the L.C.C. supplying electricity in bulk as interfering 
with legitimate private enterprise. | 

SHoREpDITcCH.—The B.C. has resolved to co-operate with other 
Metropolitau municipalities in the proposed eupply of electricity 
in bulk by the local authorities jointly. 

L.C.C.—At & meeting on Tuesday it was decided to advanoe 
£2,497 to the Poplar B.C. for the extension of mains. 


Macclesfield.—The T.C. has approved of the electric 
lighting scheme submitted by Mr. Woodward, the cost of which is 
estimated at £16,000. 


Mining Installation.—The Wilsons and Clyde Coal Co. 
have substituted electric plant for an underground engine, to deal 
with the haulage and pumping at their Clyde collieries. 


Newquay.— Arrangements have been made to proceed 
with the erection of the generating station and the laying of the 
а through the streets forthwith, for the electric lighting of 
the town. 


North-Eastern Railway.—The North-Eastern Railway 
Co., it is stated, intend to utilise electricity on a greatly increased 
scale, not only for power and signalling purposes, but also for the 
lighting of their largest passenger stations, goods warehouses, and 
marshalling yards; 285 5-amp. p.c. and 600 74-amp. a.c. B. T. H. 
arc lamps are to be purchased to carry out these installations. 


Pontnewydd.—At the Redbrook Tin Plate Co.’s Tyne- 
wydd works electric power for driving and rolling purposes was 
recently introduced. Energy is supplied by the South Wales 
E.P.D. Co. The makers of the electrical equipment were Messrs, 
Siemens Bros. & Co. 


Provisional Orders.—WisBEcH: The Corporation is 
applying for alteration and amendment of the 1901 order, and 
its transfer to the National Electric Construction Co., Ltd. 

Fromm: The U.D.C. is applying for powers to sell and transfer 
the 1901 order to Edmundson’s Electricity Corporation, Ltd. 

‘BaRTON-UPON-IRWELL: The R. D. C. is applying for a prov. order. 


Romford.—The Empire Electric Light and Power Co. 
has asked the U.D.C. to consent to an application for an order 
extending the operation of the E.L. order now in force, but the 
Council has refused to considerthe matter until the action pending 
against the company is settled, by the payment to the Council 
of £250. | 


St. Albans.—The В. of T. has approved of the agreement 
between the T.C. and the local Electric Supply Co., 144. | 


South Africa.—Carz Town.—This district was visited 
by a blizzard on the 19th ult., which caused a considerable amount 
of damage to overhead electric light, telephone and trolley wires. 
Trees, which were blown down in all directions, in many cases fell 
across the overhead wires. At Rondebosch four mules were killed 
by trolley wires falling across their backs. The electric lighting in 
the Cape suburbs, as well as the telephone andj tram service, was 


disabled for several days. 


GERMISTON.— The electric light scheme was officially inaugurated 
on October 19th. 


South Bank.—The B. of T. has asked the T.C. what 
steps it has taken to carry out the E.L. order of 1902. 


Southport.—4An electrical exhibition was opened in the 
town on 10th inst., and is being held under the auspices of the 
Corporation. 7 

South Stoneham.—The В.С. has engaged Messrs. 
Shalders & Davis to report on the probable cost of a complete elec- 
tric light installation for the workhouse, together with the annual 
cost of maintenance. 


Stretford,—The U.D.C. has fixed the price of energy for 
the coming year at 44d. per unit, less 10 per cert. discount. 


Sunninghill.— Messrs. Foote & Milne, Ltd., have 
applied to the P.C. for consent to their application for a prov. 
order for E.L. They offer a supply at 6d. per unit to ordinary 
consumers, and at 5d. per unit for public lighting. As a local 
syndicate is making a similar application, the Council has deferred 
its decision. 


Thornhill.—The C. D. G. has decided to defer for a усаг 
the question of applying for a prov. order for E. L. 


Wantage.—The U.D.C. has now given its consent to 
the application of the Wantage Enginecring Co. for a prov. order 
for E.L. 


Waterford.—The Corporation has been informed that 
the National Provincial Electricity Corporation intends to apply 
for a prov. order, empowering it to supply electricity for public 
and private purposes in the borough. 


Woodford.—The U.D.C. has canvassed the ratepayers 


for their opinion as to whether the Council shall consent to a com- 


pany supplying the district with ‘electricity, or adopt a municipal 


scheme. 
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TRAMWAY AND RAILWAY NOTES. 


Australia.—SvDpNEY.—The report of Mr. Н. Deane, late 


engineer-in-chief for railway aud tramway construction, upon the 
electrification of steam railways, after reviewing the position in 
America and Europe, discusses the necessities of New South Wales. 
There is water power available on the Snowy River, by means of 
which, if the position chosen for the Federal capital is within 


racticable range, it will be possible to operate an electric railway - 


from the capital to the coast. The facility with which electric 
trains negotiate sharp curves and steep grades, renders it possible 
with their ald to cheapen the construction. 


PERTH (W.A.).—The Tramway Co., finding that a certain route 


does not pay, has decided to close it, relying on the fact that the 


agreement with the City Council gives permission to lay lines, but 


does not enjoin the running of cars. The Council's solicitor endorses 
this view, and the Councillors are very indignant. 


Continental Notes,.—FnRANCE.—An enormous increase 
is shown in the traffic receipts of the Paris Metropolitan railways 


for the past ten months, as compared with the corresponding 
period last year, although: only two of the seven sections are yet 
open. The total is £799,010, against £602,293—a rise of £196,717, 
equal to а rate of 32:66 per cent. The number of passengers carried 
was 120.000, 000 —an increase of 29,000,000, or 31°86 per cent. 
HoLrLAND.—AÀn electric railway is projected from Amsterdam to 
Ivandam and Koog. 


SwITZERLAND.—An arrangement has been made by which the 


Oerlikon Works and the Siemens-Schuckert Works agree to under- 
take the introduction of electric traction on Swiss railways. 


Belfast.—The electric cars were to start running in 
this city on the 14th inst., but they have not commenced yet, and 
there is a good deal of overhead and other work to be done before 
the work is completed. At thelast moment a difference has sprung 
up between the contractors and Mr. McCowen, the City electrical 
engineer, regarding the full load of the engines during non-con- 
.densing running. It is understood in connection with the proposed 


harbour tramway that its тош will mean a loss of оо per 


annum. 


Buenos Ayres.—The Public Works Committee of the 
Buenos Ayres City Council has reported favourably on the project 
of Messrs. R. von Wentzky & Co. for a system of electric tramways 
to the suburbs of Villa Devoto, Villa Rita, &c. The concession is 
to be for 60 years; the contract to be signed within 30 days, and a 


guarantee of $1,000 per kilometre to be deposited at the same time. 


Work to be commenced within 12 months and finished within five 


years. Six per cent. of the gross receipts to go to the Municipality, 
and when these exceed $30,000 per kilometre of line per year, the 
Municipality to receive 18 De cent. of this excess. Review of the 


Biver Plate: 


 Bury.—The T.C. has NS to supply ciechridiis to the 


Heywood Corporation tramways temporarily, at a charge of 12d. 


per unit, provided that the maximum load on the plant does not. 


exceed that which has obtained during the past summer. If 


further plant is required the price will be raised to 175d. per unit. 


Croydon.— In reference to the paragraph under this 
heading in last week's Tramway and Railway Notes,” the B.E.T. 
Co. inform us that at the instance of the Corporation the lease of 


the piece of line constructed by the Corporation for which the саг. 


was required had been referred to an arbitrator for settlement. In 


view of that fact, when the Corporation asked for the loan of a car. 


and agreed to pay any price for its use, the company agreed, on 
the day following the request, to give the use of a car on the usual 


terms, on the understanding that such use should be without prejudice 
Apparently the 


їо any question arising under the arbitration. 
Corporation preferred not to give this assurance. 


Glasgow.—The general manager has given notification 
that he intends to proceed at an early date with the construction 
of the following tramway extensions:—Maryhill to Garscube 
Bridge; Possilpark to Lambhill; 


Road. 
The general manager has reported at considerable length to the 


Town Council with regard toa new through route service of cars. 


He strongly recommends that the existing routes be not interfered 
with. 

The Tramways Committee has at last come to terms with the 
Clydebank authorities with regard to the new bridges to be con- 
structed in connection with the Dalmuir extension of the tramways. 

The following notice of motion has been given by one of the 
Town Councillors:—“ That as the present tramway fares are in- 
equitable, and discriminate in favour of the long-distance 
passenger, and consequently to a large devree in favour of those 
outside the municipal boundary, and as at the last revision this 
inequality was made greater by the large increase in the distance 
allowed to all travellers exce ptthose paying a halfpenny, it be an 
instruction to the Tramways Committee that in future revisions 
these preferences be dropped, and that a unit of price be arranged, 
so that a haifpenny should purchase half a penny's journey." 

The Tramway Committee has agreed to take into consideration 
the question of experimenting with bogie cars with a capacity of at 
least double that of the present cars, with the view of reducing, or 


at least preventing, the increase in the present number of cars 
running, 


Huddersfield.—The manager has been directed to con- 
sider the question of extending the tramway to Birchencliffe. 


Springburn to Balgrayhill; 
Riddrie Terminus ‘to Burlinnie ; and Pollokshields to Dumbreak 


The experiment is being tried of through cars between several 


termini on the system. 


Johannesburg.—The Town Council has ‘approved of 
the construction of a tramline, consisting of a double track from 
Harrison Street vid Bree and Harais Streets tó the Western 
boundary of Fordsburg, at a cost of £23,000. 

The electrification of some portion of the Central South African 
Railways seems to be on the cards, as a number of railway coaches 
of a type suitable for use with electric traction (according to the 
B. and S. A. Export Gazette) are now in course of construction in this 
country. 'Тһе section on which electric traction would be intro- 
duced is the Randfontein Springs line, which carries heavy suburban 
traffic. Full details of this scheme, and Messrs. Mordey & Dawbarn's 


report thereon, were given on p. 1034 of our issue for December 231d, 
1904. 


London. — LON DOW Trarric.—The, Government has 
decided to introduce а Bill in the next session of Parliament 


relating to London traffic and establishing a Traffic Board, as recom- 


mended by the Royal Commission. 

TRAMWAYS OVER THE BBIDGES.— The Bridge House Estates Com- 
mittee has adopted a report from Sir Benjamin Baker with regard 
to the widening of Blackfriars Bridge, to the effect that the bridge 
should be widened 30 ft. on the western wide, and that new founda- 
tions should be made for the purpose of supporting the structure. 
At the next meeting of the Court of Common Council a proposal 
will be made by the L.C.C. for linking up the Northern and Southern 
tramway systems by running tramways over the Tower Bridge in 
connection with the Aldgate terminus, vid Mansell Street, the latter 
thoroughfare being much widened so as to admit of tramway traffic. 

L.C.C.—On Tuesday the adjourned report of the Highways Com- 
mittee was brought forward in reference to the arrangements to be 
made with regard to the erection of buildings required for the work- 
ing of the northern tramways, which were divided for the purpose 
of convenience into three sections. The first related to 224 miles 


-of single line, the second to 46 miles, and the third to 36 miles of 


single track. Ав a result of recommendations submitted by the 
Committee, the Council resolved to apply to Parliament for power 
to acquire eight sites compulsorily for the purposes of car-sheds and 
sub-stations for these tramways, the cost being estimated at 
£53,750. . It was also resolved to seek Parliamentary powers to con- 
struct junction lines in East India Dock Road and Upper Clapton 
Road, and the car-shedsto be erected at Poplar and Stamford Hill 
respectively, and also powers to make alterations in the route of 
the Strand subway, and to acquire property so as to enable a station 
to be built in the subway immediately to the south of the Strand, 
under Wellington Street. 


Neweastle-on-Tyne.—The scheme which has been so 
long under consideration, to make an extension eastward of Market 
Street, is about to take practical shape. А special meeting of the 
T.C. is to be held early in December to consider the appropriate- 
ness of making application to the B. of Т. for a provisional order 
for making the tramways along the new thoroughfare. The under- 
taking has entailed a great expenditure, for а considerable quantity 
of property has had to be acquired in Pilgrim Street, but the 
scheme when completed will afford a most desirable relief to the 
traffic at the junctions of Blackett Street, Northumberland Street, 
Pilgrim Street, and New Bridge Street. None of these streets is 
exceptionally wide, and the problem of regulating the traffic has 
been one of great difficulty. By the new extension many of the 
cars will be able to avoid the thronged junction in their eastward 
and westward runs, picking up the main lines a little to the east. 


North-Eastern Railway.—The recent survey and other 
local activities have stimulated rumours of a very considerable 
and early extension of the N.E. Railway's electric system, but we 


‚ аге advised that, while the subject has been considered by the 


directors, no actual developments will be undertaken just усі. It is 
understood that an extension of the electric system from Pelaw 
Junction to Sunderland will immediately follow the electrification 
of-the South Shields branch. We understand, however, that the 
directors of the North-Eastern Railway are divided upon the 
respective merits of the third rail and the overhead method of 
traction. Much difficulty has been experienced with the third rail 
on the Tynemouth branch, and dissatisfaction was felt at 
the cost of installation. In ‘addition, while the traffic results 
on the electrified section on the north ‘side of the 
Tyne are looked upon as satisfactory aud fully justifying 
the experimeat, by enabling & more expeditious and more 


: economical service to be given, the work is still regarded as 


experimental, and as not yet affording sufficient data to guarantee 
further extensions of a similar nature. Weare advised that before 
the developments hinted at take place, an experiment will be made 
on the comparatively small and unimportant Benton-Ponteland 


branch in order to test the overhead wire system of traction under 


favourable conditions. It was originally intended to use elec- 
tricity on this new branch, and a large transforming station has 
been built and equipped at Kenton Bank. It is anticipated that 
the new high level bridge will be completed in the course of next 
year, and by carrying the main line traffic will leave the old bridge 
free for local traffic and enable electrification to be proceeded with. 
By the recent formation of an electrical supply company in North 
Durham the railway company is assured of as cheap and abundant 
а supply of energy as that which has been во conducive to the 
success of the electric installation on the north side of the river. 


Oldham.—The Corporation is negotiating with the 
Manchester C.C. with a view to the establishment of a through 
tramway service between the two towns. 


(Oontinued on page 811.) 
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THE EAST PILTON WORKS OF MESSRS. 
BRUCE PEEBLES & CO., LTD. 


Ir appears at first sight an incongruity that Edinburgh, 


with its historical and classical associations, at ance the 
show. place and the 
capital city of the 
northern kingdom 
of Great Britain, 
should be closely as- 
sociated with one of 
the most important 
industries of modern 
times. Yet the fact 
remains that there 
exists, within two 
miles of Princes 
Street, by far the 
largest electrical 
works in Scotland, 
and one of the most, important and up-to-date of the many 
typical exainples of that industry in Great Britain. That 
Edinburgh is secretly proud of its acqamsition we feel sure, 


Fic. 1.—GEgNkRAL VIEW OF THE East PILTON WORKS. 


JE 
- Originally a well-known gas engineering firm in. Leith, 
founded in the year 1868 by the:late Mr. D. Bruce Peebles, 
the operations of the proprietors were turned in the direction 
of electrical work in 1897. At that time Mr. M. T. Pick- 
stone, of Messrs. Mather & Platt, and Mr. R. S. Portheim, 
who had рге- 
viously been ав- 
sociated with 
Messrs. P. R. Jack- 
son & Co. and 
Messrs. Ferranti, 
joined the under- 
taking, and, with 
Messrs. W. C. and 
А. C. Peebles, 
assisted to place 
the electrical 
branch of the firm 
on the successful 
footing, of which 
the present large works at East Pilton are such a striking 
illustration. һи 

The 'site of the latter: jworke, which; adjoin the Leith 
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Fic. 2.—Тне Lance Bav, usEeD ков HEavy MACHINING, ERECTING AND TESTING. 


were it only that its neighbour, Glasgow, cannot boast such 


а flourishing example of this particular industry. 


Our remarks, of course, refer to the firm of Bruce Peebles 
and Co., Ltd., through whose energy the East Pilton Works 
have sprung into existence. 


branch of the Caledonian Railway at East Pilton Junction, 
and ате within some half-mile of the Port of Granton, on 
the Firth of Forth, was selected in 1902, and in the spring 

of 1904 the works were completed. | 
Some 18 months have thus elapsed since they were opened, 
M. | iF 
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and already it is being found that the accommodation is galleries and in the side bays. : A railway siding'enters both 

insufficient for the work in hand, a fact to which the day ends of the main bay, facilitating the entry of castings and 
' raw material at one end, and the dis- 

patch of the completed plant from the 

other. 

. A most complete equipment of 

n D modern tools has been provided, which 
jov COUPER TA, are all electrically driven from the 
d Ф > works power plant. The group system 
of driving has been adopted, except 
in connection with certain of the 
heavier tools installed in the main 
building, which are independently 
driven. 

Prominent among the latter are 
a Buckton planing machine to take 
work up to 14 ft. x 6 ft. x 6 ft., 
driven by a 20-H.P. motor: an 18- 
ft. side planer, by Messrs. Richards, 
of Broadheath ; a. 20-ft. Smith and 
Coventry boring mill, fitted with 12 
speed gears; and numerous smaller 
tools of the Niles and Richards: types, 
adapted for the use of high speed 
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steels. 
The large magnet rings here 
Fic. 3.—A LIGHT MACHINE GALLERY. dealt with, proceed further up 


the. shop, to be taken over by the 
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Fics. 4 AND 5.— VIE WS IN THE ARMATURE WINDING DEPARTMENT. 


and night wor x, now being carried on 
sufficiently testifies; considerable exten- 
sions are therefore being carried out 
with a view to utilising the whole of 
the main building for actual manu— 
facturing operations. Many of the 
stores and the shipping department, 
which at present occupy a section of 
the main building, are to be trans- 
ferred to new buildings which have 
just been completed. 

Very spacious offices have been built 
in close proximity to the works, and 
contain the secretarial and accountant's 
staffs, together with the estimating, 
contracting and publicity departments 
of the firm: the drawing office staffs 
and the works manager's and chief 
engineers departments are housed 
in the gallery of the main works 
building. 

The latter consists of one main 
bay, some 600 ft. in length, provided 
with side galleries, and two outer 
bays of the same length and one story 
in height. 

As is usual in such works, the Fic. 6.—ConE BUILDING SHOP. 
heavier machine tools and construc- ‹ 
tive work are located in the main bay, the lighter tools erecting department, and as completed machines are received 
and operations finding a place in a portion of the оп the extensive test beds situated towards the other 
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extremity of the shop; from the staff of the latter 
they are, after passing satisfactory tests, delivered to the 
painting and packing department at the northern end of the 
building, subsequently being placed on railway wagons, 
at that end for dispatch. 

The main bay, which we illustrate in fig. 2, is spanned 
by two 18-ton travelling cranes, of the 
three-motor (D.C.) type, and numerous 
2-ton hydraulic jib cranes, operated from 
the works hydraulic plant, are provided 
for individual machines. 

A large portion of the gallery on 
the east side is devoted to light 
machinery, and used for carrying out 
small standard work such as spiders, 
bearings, end-covers, shafts, &c., its 
equipment, includes ordinary and turret 
lathes (Gisholt pattern), Brown and 
` Sharpe gear cutters, milling, drilling 
and shaping machines of modern types. 
A view of this shop is given in fig. 8. 

The central portion of this gallery 
is utilised as a tool room and stores 
(tig. 7), where the whole of the tools, 
jigs and templates used throughout 
the works are produced, and any 
machine repairs carried ont. Numerous 
small tools, grinding machinery, and a 
gas furnace are installed in this depart- 
ment. | 

The third section of the gallery is 
devoted to brass working ; the smaller 
classes of switch work, including 
small switchboards, tramway and motor 
controllers and fittings are here produced. A variety of 
automatic tools, including lathes, drilling and milling 
machines are installed for this work, And a special drill 
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Fic. 8.— VIEW ОЕ THE LATHE GALLERY. for all its 


operated by a three-phase motor, is utilised for drilling 
marble slabs for switchboards, &c. 

The first portion of this gallery is driven in sections from 
two three-phase motors of 50 and 30 н.р. respectively, 
and the remainder by means of D.c. motors.  Àn end 
gallery is utilised as а general 'store, and the first por- 
tion of the western gallery at the present time accommo- 


dates some 100 tons of copper wire, used in building up of 
field and armature windings, &c. This stock, it may be 
mentioned, will shortly be transferred to a new building, 
which has been built for the purpose of a wire store, and the 
space then set at liberty will serve for a much needed ex- 
tension of the brass working department. 


1 
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Fic. 7.—THr TOOL Fırtına DEPARTMENT. 


' А further section ofi this gallery is occupied by! the 
magnet winding operations, shown in fig. 10, and the 
remainder by spacious drawing offices. The latter comprise 
the general office, in 
which the D.C. and 

A.C. work are kept 

Separate; the switch 

and estimating drawing 

offices; these three 
departments are each 
under the supervision 
of a charge hand, and 
all the drawing office 
- staff, comprising some 

50 draughtamen and 

10 lady tracers, are 

under the control of 

a head draughtsman. 
The tracing is all 

carried out in a special 

office in which Hall's 
photo-printing appara- 
tus, together with print 
drying stoves are in- 
stalled. The drawing 
offices are also equipped 
with Нав patent 
swivelling boards and 
sliding squares, and, 
in fact. everything is 
provided wherewith to 
facilitate the accurate 
and rapid produc- 
tion of working draw- 
ings and prints. We 
may here mention that 
the firm has adopted 
metrical measurements 
work, 
present and future. 
The older drawings, of course, still remain in English 
measures. 

Further offices on the gallery are appropriated by Mr. 
J. L. la Cour, the chief engineer to the firm, and by the 
works manager’s department. 

Coming to the ground floor again, the first portions of the 
two western bays (shown in figs. 6 and 9) are utilised for core 
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stamping and assembling, commutator building and pressing, 


&c., and a large armature winding department occupies con- 
siderable space midway up the building. The latter shop, which 
consists of sections for dealing with alternating and direct- 
current machinery respectively, is illustrated in figs. 4 and 5. 
э Adjacent to the latter department, but enclosed as sepa- 
rate fireproof. compartments, are the pattern shop and stove 
drying department.  'The former is fully equipped with 


Fic. 9. 


wood-working machinery ; each machiue 1з separately driven 
by a D.C. motor placed beneath the floor level, and some 50 


THE CORE STAMPING AND PRESS SHOP. 


to 60 hands are employed; a large gas-heated baking oven 


is provided for drying armatures, coils and complete 
machines; the varnishing of taped coils, &c., being also 
carried out in the latter department. 53 
: Тһе extreme end of the two western bays is utilised as a 
taping and mica shop, together with winding stores, &с, 
Some 70 girls аге employed in the 
former work, and here also the mica 
tubes, &c., used in insulating high 
tension windings, are built up. 

The two eastern bays are also used 
for a variety of purposes ; the portions 
adjoining the heavy machinery in the 
large bay are devoted to machining, 
fitting up and erecting the well-known 
P.P.P. motor, of which the firm build 
to stock numerous standard sizes. 

The machine shop is equipped with 

numerous standard tools, by Niles 
Bement, Herberts and Dean, Smith 
and Grace, and small electrically- 
operated travelling cranes to lift up 
to six tons, are provided in this and 
in all the smaller machine bays for 
handling the weightier castings and 
machine parts. 

Adjoining the motor department is a 
smith shop, in which are five smiths’ 
hearths and a power hammer. 

A motor-driven blower furnishes 
the necessary draught to а common 
trunk leading to the hearths, and the 
smoke is exhausted in a similar way 
by means of a motor-driven fan. 
The hammer is of Messrs. Pilkington’s make, and is also 
motor-driven. 

Before leaving the works proper, mention must be made 
of the finished motor store and the works laboratory. In 
the latter, the Mensing arc lamp is being perfected under the 
care of its inventor, and as soon as arrangements are 
completed for its manufacture: on a commercial basis, it 
will be placed on the market by Messrs. Bruce Peebles. - 


The remaining portions of the eastern bays are occupied 
by the works power plant and the equally indispensable 
works dining rooms. The former includes in the boiler 
house, two 400-H.P. water-tube boilers of the Stirling and 
Babcock Co.’s makes, respectively. Mechanical stokers are 
fitted to the boilers, belt driven in each case by a 3-H. P. 
slow-speed D.C. motor, running at 250 r.p.m. 

The generating plant installed in the engine room consists of 
a 500-B.H.P. three-crank Belliss high- 
speed engine, coupled to two “ P. P. P.“ 
250-volt generators in tandem, and a 
250-H.P. two-crank Browett-Lindley 
engine, similarly coupled to two of 
the firm’s smaller machines, and 
is utilised for running the works 
plant and lighting, and for testing 
purposes. 

А 120-Kw. Bruce Peebles motor- 
generator is used for converting a 
portion of the energy to a three-phase 
supply at 240 volts pressure and 50 
periods for driving certain motors 
in the shops and for testing purposes, 
the test beds being situated at the 
side of the engine house, and connected 
to the switchboard by means of under- 
ground cables. A 400 ampere-hour 
Tudor battery is installed in an adjacent 
building, from which the office lighting 
is independently supplied, а motor- 
booster being provided in the engine 
room for charging purposes. Alto- 
gether, some 150 arc lamps are in use 
in and about the works. 

Adjacent to the engine room is the 
hydraulic plant used for working the 
various presses, hoists and jib cranes in 
the works, which includes two hydraulic pumps operated by 
90 and 20 н.р. motors respectively, and an accumulator, 
with a working pressure of 1,200iIb: per sq. in. -> ` 

Two steam-driven air compressors are also installed, one 
being for working the artesian well lift, which provides the 
water supply to the works, and the other for operating 
pneumatic tools, &c., in the works. A Weir=feed pump for 
boiler-feeding purposes also finds a place in this building. 


Тнк MAGNET WINDING DEPARTMENT. 


Across tlie yard from the power plant are situated a condenser 
house, a cooling pond, the test tanks and a gas-producing plant. 
The condensing plant is of the Wheeler type, with Blake- 
Knowles steam-driven combined air and circulating pumps; 
а йге pump by the same makers, with a capacity of 500 
gallons per minute, is also installed for use in emergencies by 
the works fire brigade. 

(То be concluded.) — 
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TRAMWAY AND RAILWAY NOTES. 


(Concluded from page 806.) 


Perth.—The 6-mile car service which has been provided 
at a cost of about £43,000, exclusive of the price paid to the old 
horse car company, is now open. The overhead work consists of 
side poles with bracket arms, except in certain streets where span 
wire has been used. The car-shed is at Scone, and accommodates 
12 cars. Each car seats 42 persons, and is a double-decker built by 
Messrs. Hurst, Nelson & Co., Motherwell, with Westinghouse con- 
trollers and motors. The brakes are rheostatic and the ordinar 
hand type; and the Fisher life handguard is fitted. Additional 
plant costing over £4,000 has been installed at the power 
station. The cables and feeders were supplied by Callender's 
Cable Co., and the overhead work was erected by Messrs. Black- 
well, while Mr. Lambert, the engineer and manager of the tramways, 
superintended the installation. 


Rochdale.—The T.C. on November 9th decided to apply, 


to the B. of T. for a prov. order to extend the electric tramways in 


the town. 


The Simplón Railway.—The opening of the Simplon 
Railway is expected to take place about the middle of next year, 
with steam locomotion by way of a beginning, although the Italian 
Government has already declined any responsibility for steam 
traction in the tunnel. It had been proposed by Italy that electrical 
working should be introduced according to the system used on the 
Valtellina Railway, and as.Switzerland is to work the Simplon 
Railway, the Government was asked to make an inspection of the 
Italian line in question. The visit was paid recently by Dr. Zemp, 


chief of the Swiss Railway Department, and other railway officials, 


who were received bythe Italian Minister of Public Works and the 
State Railway engincers. Asa result of the investigation of the 
railway, which is now equipped with new locomotives capable of 
hauling at the desired speed the heaviest trains to be used on the 
Simplon Railway, Dr. Zemp is reported to have declared that 
Switzerland would begin the work for the adoption of electric 
traction. The question is to be pushed forward as much as possible, 
апа further negotistions on the subject are to take place at Rome. 
In the meantime, the Swiss Federal Council has to settle the 
problem of the water-power required for the generation of electrical 
energy, and the report has yet to be received of the two engineers 
who are still investigating electric railway questions in the United 
States. In these circumstances, it would appear that the time 
available will not be sufficient to allow of the application of electric 
traction by the expiration of the period for the completion of the 
Simplon Railway. 


South Africa.—DunBAN.—The T.C. has inaugurated a 
system of parcels conveyance on the Munici Electric Tramways 
similar to that in existence at Huddersfield. The tariff is 1d. for 
parcels up to 14 lb. weight, and 2d. for parcels over and upto a 
limit of 28 lb. Various agents are appointed in the town and 
suburbs, by whom parcels will be delivered or collected. 


Torquay.—At a. meeting of the Corporation on the 
9th inst, the report of the special committee appointed to 
meet the representatives of the Dolter Electric ction Co., 
to see if some agreement could be arrived at on the 
matters in dispute between the two parties, was received. The 
result of the negotiations was that the Dolter Co. agreed to waive 
{һе questions of feeder cables, and of the Corporation providing 
the site for the car-sheds under the Act. Further, the company 
were prepared to extend the time for providing power until 
March 31st, 1906. These concessions were made by the company 
in consideration of the Council’s accepting the plans sent in to the 
Electric Lighting Committee, and also agreeing to the construction 
by the company of the Torbay Road route after the completion of 
the other routes, and the satisfactory running of the cars. The 
Committee recommended that the Council give up the Torbay 
^ Road, and, in exchange, get an extension of time for the supply of 
energy, the disposal of the feeder cable, the giving up of the 
question of the car-shed, and receiving. the equivalent of £6,000. 
This was adopted. 


Tramway Convention at Milan.—The permanent 
committee of the International Tramway and Light Railway Union 
decided at their recent meeting, to hold the next convention in 
September, 1906, at Milan. An international exhibition of means 
of transport will, of course, be held at Milan during the Congress. 
Among the principal questions to be solved by the Convention will 
be one relating to the best means of braking employed by electric 
tramway systems; the most convenient dimensions, especially 
length and width of the cars; the maximum permissible speed for 
tramways on roads and on private rights of way. There will also 
be consideration of the length of rails and rail-jointing, &c. Steam 
turbines and their applications to electric traction are down on the 
list, also the gas engine question. Gther minor questions include 
the use of meters on tramway cars. 


Wednesbury.—The General Purposes Committee of the 
Corporation has considered an application by the South Stafford- 
shire Tramways Co. for permission to lay the tramlines from “ Dart- 
mouth Arms” to the Tipton boundary on the “sleeper” system 
and has refused to entertain it. 


Wolverhampton.—Intercommunication has now been 
established between Wolverhampton and Bilston, but there are 
complaints amongst the travelling public that as a result the fares 
have been increased on many of the stages by $d. The fares are 
considerably higher $han by either of the railway lines. 


 TELEGRAPH AND TELEPHONE NOTES. 


Australasia.—It is stated that Capt. Walker and two 
electrical engineers are starting for Australia on behalf of the 
Marconi International Marine Communication Co., Ltd., with the 
object of establishing communication between Tasmania and New 
Zealand, and between Australia and New Zealand, by wireless 


telegraphy. | | 


Danish Telegraphs, — During 1903-4 there were 
3,787 kilometres of line and 14,198 of wire. The number of 
telegraph offices remained unchanged at 169, and there also 321 
railway. telegraph offices and six semaphore stationg, Of wireless 
installations there were only two. In 77 of the State offices telc- 
phone subscribers have the right to send and receive telegrams by 
telephone. The personnel numbered 1,073. There were 700,322 
inland, 981,831 international, and 640,582 transit telegrams—total, 
2,322,735. As regards the number of telegrams exchanged with 
countries, Germany leads with 303,273, Great Britain following with 
263,048, Sweden with 120,438, Norway with 93,256, and Russia 
with 62,500. Of semaphore telegrams there were 2,377. Receipts 
amounted to about £55,545, being an increase over the previous year 


of £1,816. | 


Dutch East India Telegraphs.—During 1903 the 
aerial lines were increased by 246°55 kilometres of line and 210°52 
of wire; the subterranean by 33°66 kilometres, and submarine 
cables by 1,162°55 kilometres, It was necessary to renew 83 poles 
and 929 insulators by reason of lightning; 532 poles and 2,107 
insulators by reason of hurricanes, land slides and fallen trees, and 
4,852 poles and 656 insulators by reason of other causes. Inter- 
ruptions of service numbered 313, of which 12 only were due to 
faults in the wires. Repairs to cables were effected by the Eastern 
Extension Telegraph Co., and they were paid £6,511 for their 
services. The telegraph offices numbered 517; telegrams sent 
numbered 62,126 and received 62,762, while there were also 58,815 
telegrams in transit. It is interesting to note that the inter- 
national line from Batavia to Banjoewangi was not so busy, for 
while in 1902 21,336 telegrams, containing 280,870 words, were 
sent, in 1903 the figures were only 8,100 telegrams, containing 
93,904 words, the reduction being 13,236 telegrams and 186,961 
words. Net receipts amounted to £19,344, after paying to other 
states and companies £45,489. 


Indian Telegraphs.—The administration report for 
1904-5 shows that the receipts were about 4? lakhs more than in the 
previous year. Owing to the introduction of the lower rates for 
inland telegrams, their number increased by over 22 per cont., but 
the message revenue only increased by 3:32 per cent. The surplus, 
after paying working expenses, amounts to Rs. 3,39,41,032, or a 
return of 3:88 per cent. on the capital outlay.— Indian Engincering. 


Isle of Man Cables.—Owing to a breakdown in the 
cable between the Isle of Mag and England, telegraphic commu- 
nication was suspended for a few days last week. The cable-ship 
Monarch was sept round from the Thames to repair the cable. 


‘London.—WESTMINSTER.—The Works Committee of 
City Council reported on Tuesday with regard to a Post Office 
telegraph pipe laid at No. 188, Piccadilly, only 4 in. below the 
surface of the footway owing to the fact that the crown of the 
cellars is but 12 in. below the surface pf the footway, and owing to 
the presence of а 6-in. electric culvert. The Committee recom- 
mended the Council to decline to consent to the retention of the 
pipe in ite present position unless the Postmaster-General would 
undertake to indemnify it against any accident which might occur 
in consequence of the pipe being во near the surface. 

- WILLESDEN.—In future the U.D.C. will refrain from insisting 
upon ornamental iron telegraph poles being put up by the Post 
Office authorities. The useisto be authorised instead of а creosoted 
pole with а painted finial, and the base lagged with specially 
painted laths. 

. HornBoRN.—The National Telephone Co., Ltd., applied for per- 
mission to erect additional kiosks for call offices in suitable places 
in the streets. At present there are four such kiosks in the borough, 
for which the company pay an annual rental of £15 each. This 
payment the B.C. considered quite inadequate, and it resolved that 
the company [бе given formal notice that the rental of each kiosk 
would be increased from £15 to £30 at the conclusion of the current 
rental year. . Permission has been granted to erect one kiosk in the 
widened part of Southampton Row, at an annual rental of £30. 


Long-Distance Telephony.—The Postmaster-General, 
Lord Stanley, in a letter to Sir Edward Fithian, replying toa 
resolution passed by the Association of Chambers of Commerce at 
Liége, regrets that at present further extensions of long-distance 
telephony are impracticable. Over 100 places in France can be 
reached through the telephone, and some places in Belgium also. 


The Post Office is continually experimenting with а view to making 


further extensions. 

La Energia Electrica states that it is proposed to erect a telephone 
line between Denver-Omaha and Kansas City. It is hoped 
eventually to establish direct telephonic communication betwecn 
New York and San Francisco, a distance of about 4,200 kilometres. 


Railway Signalling.—It is reported that the L. and 
N.W. Railway Co. is fitting Crewe station with signal boxes which 
will contain the finest electrical equipment of any signal cabins in 
the world. There are to be 500 levers in one of them, controlling 
the signals on the Manchester, Liverpool and Holyhead main. lines. 
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Sahara. — According to the Journal Télégraphique, a 
telegraph line is about to be erected across the Sahara. It will. 


start from the most southern point and be connected to a Soudanese 
station, the situation of which has not yet been decided on. The 
line will also connect Algeria and French West Africa. The cost 
is estimated at about 2,500,000 francs (£100,000). 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1.) Aug. 26, 1901. 
Dominica-Martinique .. May", 1902 


St. Luoia- Martinique 8 m hii н May 7, 1908 .. ps 


Cayenne-Pinheiro is we Aug. 18, 1902 
Reissa-Issa (Yemen) Camaran Oct. 22, 1902 
Tarifa-Tangier .. sis ИА Jan. 18, 1904 
Closed F Feb. 9, 1904 

Port Arthur-Chifa .. Mar.9, 1904 
Jamaica-Colon .. Jan. 5, 1905 


Kotonon-Grand Bassam... |)  ..  .. Oct.4, 1905 


Medan-Olehleh Oct. 26, 1905.. Nov. 13, 1905 

Oran-Tangier-Cadiz 2 Oct. 80, 1905 kil 

Puerto Plata-Martinique a e 3s .. Oct. 30, 1905 .. съ 

Falmouth-Bilbao .. TD TD Oct. 81, 1906 .. Nov. 10, 1905 
LANDLINES, 

Puerto-Barrios se . Aug. 28, 1909.. as 


Kertch-Boutehoum m . Sept. 27, 1904 .. 
Communication with Brasil vía Galveston ee July 18, 1905.. 
Telephony: in War.—A large committee, with Colonel 


А. J. Murray, C.B., D.S.O., at its head, is about to engage in practical 
experiments with the field telephone. 


Venezuela.—4A  Reuter's Caracas telegram to the New 
York Herald states that the seneational revelations with regard to 
the French Cable Co.’s connection with General Matos, the Vene- 
zuelan Opposition leader, are believed to have caused France to 
accept President Castro’s proposal for the mutual withdrawal of the 
notes exchanged between himself and M. Taigny, French Chargé 
d'Affaires. | 


Wireless Telegraphy.—The last issue of the Post 
Office circular states that senders of telegrams to and from ships 
by wireless telegraphy are to be warned that nó part of the amount 
paid for telegrams accepted at their risk will be refunded. The 
words ‘‘sender’s risk are to be inserted in the service instructions 
and telegraphed. 

According to the Daily Express, a “wireless” message was 
received at Fort Leavenworth, Kansas, from the Standard Oil Co.’s 
steamer Maverick, which was off the coast of Puerto Rica, a distance 
of 5,000 miles. Kites, it is said, were employed at a height of 
3,000-4,000 ft. to achieve this result. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Austria-Hungary.—Nenzic and NUERIDENs (province 


of Vorarlberg), installation of electricity works. 

PopGoRzE, near Cracovie, extending the central station (power 
and light) Installation of new boilers, steam engines, electrical 
machines, motors, &c. 

INDENBURG (Styrie) extending the central station. 
tion of a system of electric tramways. 


. Beckenham.—November 23rd. Two 250-kw. direct- 
current railway generators, coupled to high speed vertical enclosed 
type engines for the U.D.C. See Official Notices " to-day. 


Brazil.—December 16th. "The municipal authorities of 
Sao Luiz (Maranhao), Brazil, are inviting tenders until December 
16th, for the electric lighting of the town. 

NicHTEROY (Rio de Janeiro).—Installing a system of electric 
lighting. 


Cape Town.—November 22nd. "Tenders are invited 
for the supply, to the Department of Posts and Telegraphs, of 
telegraph and electric light material. Tenders to the Chairman of 
the Tender Board, Control and Audit Office, Parliament Street, 
Cape Town. А notice appeared in the Cape of Good Hope 
Government Gazette, for October 3rd. 


Cardiff.—November 27th. Battery, booster, engines, 
generators and switchboard, for the Whitchurch Asylum. See 
“ Official Notices“ November 10th. 


Christiania.—The Commercial Intelligence Branch of 
the Board of Trade has been notified by His Majesty’s Consul- 
General at Christiania that the Norwegian Telegraph Department 
are calling for tenders for the supply of 3,000 kilogrammes of 
bronze wire. Tenders from British firms should be lodged by their 
agents in Christiania by mid-day on December 1st, 1905. The con- 
ditions of tender can be seen by agents on application to the tele- 
graph authorities at Christiania, Bergen, Stavanger апа Orendal. 
Apart from the usual customs duties a preference of from 10 to 15 
per cent. is given to Norwegian manufacturers. In all cases of 
Norwegian Government contracts it is obligatory that a resident 
agent should act for tenderers not residing in Norway. Standard; 


Installa- 
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Dublin.—November 27th. Dublin United Tramways 
Co., Ltd., want tenders for general stores for опе year. See 
‘* Official Notices November 10th. 


Ebbw Vale.—November 25th. Free wiring and supply 
of incandescent lamps for the U.D.C. See “ Official Notices” 
November 10th. : . ` 


France.—The Mayor of Martres-de-Veyre invites offers 


for the concession for the electric lighting of the commune. 


Launceston (Tas.).—January 15th. 500 or more elec- 


tric meters; maximum demand indicators; for the Corporation. 


See Official Notices to-day. 


London.—It is announced that a London motor-omnibus 


company is open to receive proposals for the lighting of its vehicles 
by acetylene or electrioity. (Вох 306, Willings, 125, Strand, W. C.) 


Peru.—It has been decided to replace the present system 


of tramways by electric traction. For conditions of contract apply 
to Mr. Jocquin Godoy, Lima. 


Poplar.—December 13th. Steam engines, dynamos, 


pipework, switchboard, wiring, motors, fire alarms, telephones and 
electric bells for the Guardians. See “ Official Notices " to-day. 


‚ Rawtenstall.—November 19th. Electric wiring and 


fittings for 4the New Free Library. See "Official Notices” 
November 10th. i | 


Roumania.— TVICEA.— The Mayor is prepared to 
receive offers for the concession of the electric lighting of the town 
(500,000 fr.). Apply to the Technical Department of the town. 


Salford.—November 30th. Wiring of the Higher Grade 
Council School for Girls. See '' Official Notices” to-day. 


Spain.—November 27th. The Spanish Ministry of 
Public Works is inviting tenders until November 27th, for the 
construction of an electric tramway in Madrid, from the Ronda de 
Valencia to the Glorieta del Puente de Toledo. Particulars may 
be obtained from, and tenders are to be sent to, La Direccion 
General de Obras Publicas, Madrid. | 


Spain.—Maprm.—The Post and Telegraph Authorities 
are prepared to receive offers for the construction and operation, 
for a period of 20 years, of a telephone system at Mahon. 


Torquay.—November 20th. One combined 250-xw. 
D.C. traction and 75-xw. А.С. steam generator set; one 200-K w. 
motor-generator; reversible booster; battery and switchboard for 
the T.C. See “ Official Notices" November 10th. | 


Walthamstow.—November 24th. Stores for the elec- 
tricity and tramway departments for twelve months. See “ Official 


Notices“ November 3rd. 


* 


Whitby.—November 24th. Offers are invited by the 
U. D. C. for a scheme of free or assisted wiring. бее Official 
Notices " to-day. 


CLOSED. 
Ashton-under-Lyne.—The T.C. has accepted the tender 


of the Lancashire Electrical Engineering Co. for altering the elec- 
tric light installation at the Town Hall. 


Belfast.—Messrs. Pollock & MacNab, Ltd., of Bredbury, 
near Manchester, have received an order for drilling machines 
from the Belfast Corporation. - 


Burslem.—The T.C. has accepted the tender of Messrs. 


Cross & Cross for the lighting of the St. John’s Market by electric 
arc lamps, at £82. | 


Coventry.—The Т.С. on November 9th accepted the 
tender of Messrs. Harris & Co., of London, for the supply of a 
chemical oil separator for the electric light works, at £840. 


Dartford.—The U.D.C. has accepted the tender of the 
Electric Power Storage Co., Ltd., for cleaning out the cells of the 


storage battery and installing 32 new sections. 


Dublin.—The Lighting Committee recently recommended 
the acceptance of further tenders for extensions of plant in 
connection with the City clectrical works as follows:— 

British Insulated and Helsby Cables. Ltd., for extension of mains, £15,151 12s. 


Ferranti, Ltd., tender for sub-station switchboards, £1,879; feeder panela at 
Fleet Street station, £160. . 


British Electrical Transformer Co., Ltd., £2.000, with an additional £180, if 
necded, in connection with the design of a regulating switch with 10 stops. 


Gateshead. — The North-Eastern Railway Co. bas 
accepted the tender of the British l'homson-Houston Co. for the 
supply of 285 5-ampere p.c. lamps, and 600 73-ampere a.c. lamps 
of special design for lighting the works and premises at Gateshead 
and other places. · | | | ` 
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Glasgow.—The Tramways Committee have recommended 
for acceptance the following offers :— 
Axle box springs, Messra. George Turtan, Platts & Co. 
Insulated and lead-covered wire, the India-Rubber, Gutta-Percha and Tele. 
graph Works Co. 
Brake blocks, Mesars. Miller & Co., Edinburgh. 
Bpecial track work, the Lorain Steel Co. 
Pitch pine hand rails, Measrs. Robinson, Dunn & Co. 
Raw hide pinions, the Reid Gear Co. 
The Sub-committee have agreed to get six sets of Cummins's 
patent automatic sanding apparatus, to be fitted on cars as an 


experiment. 


London.— Messrs. W. T. Glover & Co., Ltd., call our 
attention to an error, which we regret, in our note under this head- 
ing in our last week’s issue,on the recommendation of the com- 
mittee as to the letting of the L.C.C. contract for high and low 
tension cables. In our notice we stated that Mesars. W. T. Glover 
and Co. proposed to sub-let the cables contained in the contract. 
This was intended to read, propose to sub-let the part df the 
contract relating to telephone cables,” which Messrs. Glover 
inform us, is only a small part of the contract, and was merely an 
optional proposal, subject to arrangement with the L.C.C. engineer, 
аа to be stated on the tender under the standing order 
of the 


METROPOLITAN ASYLUMS BoARD.—The Board received on Satur- 
day the following tenders for an electric motor, &c., for the Western 
Hospital :— 

H. Greene & Co., London id zi .. (accepted) £180 
ден Sonnenthal & Co., pond Me ae ee ae 193 

. Hatch, Ltd., London T ; RES is "T Ra 206 
J. Gibb & Co., Ltd., London s us ss aT 219 
W. Newbold & Co., Ltd., London x oe 228 
British Electrical and Mechanical co. London ex s 229 
A. Schove, London. " z 233 
Buck & Hickman, Ltd., London Sa ei ig es 234 
W. T. Skelding & Co., Ltd., Dudley .. FE vs y 235 
Hohdell, Way & Co., Ltd., London is ss P 241 
Britannia Engineerin Co., Ltd., Colchester 29 s 245 
Easterbrook, Allcard & Co., Ltd., Sheffield . = аб 241 
Dempster, Moore & Co., Ltd., Glasgow E E Уз 250 
J. Spencer & Co., Hollinwood, Lancs es 824 
Tangye Tool and Electric Co., Ltd., Birmingham.. Ge 357 
Low Moor Co., Ltd., Bradford . 406 


The Engineer-in-chief's "— е жав a #195. 


The Board placed an order with Mesers. Pritchetts & Gold, at 
£71, for renewing and strengthening lugs of positive plates of, and 
oleaning out and supplying new acid for, the electrical storage 
battery at the Grove Hospital. 


SovuTHWARK:—The B.C. has accepted the following tenders in 
connection with the new switchboard gallery: 
| Moser, L td., 7 tons of iron and steel girders, £47, less 108. per ton if 


delivered within one month. 
Bt. Pancras Ironworks Co., 288 super. ft. floor lights, at 4s. per foot super. 


L.C.C.—The L.C.C. on Tuesday accepted the tender of the 
Western Electric Co., amounting to £20,549 16s., for the supply 
and laying of high tension cables, and that of W. T. Glover and 
Co. at £37,860, for low tension cables, feeder pillars, &c. Lists of 
the tenders appeared in this column a week ago. 

The following tenders have been received in connection with 
the supply of 34 single-deck steel cars required for the tramways 
between Aldwych and the Angel, Islington :— 


1.—84 BixGLE.Dxecx Can-Bopixs. 
Brush Electrical Engineering Co. sa 8 үр .. £14,773 


United Electric Car Co. 14,780 
Metropolitan Amalgamated Railway Carriage and 1 Wagon Co. 16,252 
Hurst, Nelson & Co. i% " РЕ và 925 19,550 
2.—94 Can-TRvcks. 
Brush Electrical кше Со. $4 а "E ES £8,774 
Hurst, Nelson & Co. ee 5% s E 8,978 
Mountain & Gibson . T N wis os oa a 4,046 
" United Electric Car Co. on is si 4,420 
Peckham Manufacturing Co., U.S.A. 4,990 
Metropolitan Amalgamated Railway Carriage and Wagon Co.. 4,862 


z 


38.—ELECTRICAL EQUIPMENT AND ASSEMBLY OF 94 SINGLE-DEcK С 


British Westinghouse Co. n E А; be i^ с? 
Witting, Eborall & Co. - 

Britisb Thomson-Houston Co. . a 
Brush Electrical Engineering Co. 


888 
2 888 


~ 


(alternati ve tender) 


е 


British Thomson-Houston Со... .. (not to specification) 0,948 
4.— ALTERNATIVE TENDERS FOR 34 SiNGLE-DECK Cars COMPLETE. 
British Thomson-Houston Co. ae £28,947 

D - РА vs zs (alternative tender) 29,380 

,9 57 57 — ee 9 29 29,635 
Dick, Kerr & Со. .. s os sie is a E "m 29,325 
| ; (alternative tender) 29,818 
Brush Electrical Engineering Co. be e $4 i са 80,243 
British Westinghouse Co. : - - in s s 84,170 
Hurst, Nelson & Со. a Е Es т zs m 83,694 
British Thomson-Houston Co.. .. (Dot to specification) 28,806 


The lowest combined tender is £399 more than the sum of the 
three lowest separate tenders. As the amounts of the lowes‘ 
tenders appeared to the Highways Committee to be somewhay 
large, they placed themselves in communication with the Brush 
Co. and the British Westinghouse Co., who submitted the lowest 
offers for the three separate items, with a view to ascertain whether 
a reduction would be made. As a result the former company was 
pre pared to reduce its tender for car-bodies to £14,280, while the 

ter company agreed to supply both trucks and equipments 
and erect the cars for £13,481. The Highways Committee now 
recommend the Council to accept these two tenders. 

The tender ofiHooper, Neary & Co., amounting to £141 10s. has 
been accepted,for the wiring and fittings for the electric lighting 


of the new fire brigade station in course of erection at Lee Green. 
The list of tenders received isas follows :— 
Hooper, Neary & Co. j 25 .. £141 10 
155 0 


J. Defries & Sons, Ltd. . z 
National Electric Construction Co. 5% 157 0 


Durell & Co. 24 ee 160 0 
Roger Dawson, Ltd. . . 100 0 
F. J. Coleby & Co. 9 xx ee 164 10 
Oliver Clark & Co. .. 25 ae. cee 1000 
J. O. Grant & Taylor ix is T 175 0 
W.H. Johnson A is 8 -- 183 15 
Barlow & Young .. Я се 240 0 


Midland Railway Co.— The ] D. P. Battery Co.. Ltd., 
have received an order from the Midland Railway Co. for 110 cells 


of their Lumford heavy type 11 plate. 


Norwich.—The Т.С. has accepted the tender of the 
Corporation Electricity Committee for the supply of electric light 
fittings for the Asylum, at £134. 


Poplar.—The Public Health Committee of the B.C. his 
provisionally accepted the tender of Messrs. Geipel & Lange, at 
£325, for plant for manufacturing disinfectants from salt water by 


electrol ysis. 


Stalybridge.— The Stalybridge, Hyde, Mossley and 
Dukinfield Tramways and Electricity Board has accepted the 
tender of Messrs. W. T. Glover & Co., Ltd., for the supply of 


cable. 


Yarmouth.—The T.C. has accepted the tender of the 
Brush Electrical Engineering Co., Ltd., for the supply of two new 
tramcars, at £507 each. 


FORTHCOMING EVENTS. 


To-day's Events (Friday, November 17th).—At 7.80 p.m. I. E. E. (Manchester), 
Opening Meeting at the Grand Hotel. Address by Chairman, Mr. 
8. L. Pearce. Smoking Concert to be held at the close of the Address. 

At A DI Electro-Harmonic Society Concert (Ladies’ Night) in the 

ng's Hall, Holborn Restaurant. 

At 8 p.m. Institution of Mechanical Engineers at Storey's Gate. Reading 
and discussion of the Seventh Report to the Alloys Research Com- 
mittee On the Properties of a Series of Iron-Nickel-Manganese- 
Carbon Alloys,'' by Dr. H. C. H. Carpenter, Mr. R. A. Hadfield and 
Mr. P. Longmuir. 

At 7.30 p.m. Northampton Institute Engineering Society. Inaugural 
meeting at the Institute. Mr. S. M. Hills on “ A Comparison be- 
tween Gas and Electricity in regard to their Useasan Iluminant.'' 


Saturday, November 18th.—At 7.90 p.m. Glasgow Technical College Scientific 
Society. Mr. А. M. Downie on The Commercial Efficiency of Prime 
Movers.” 
At 10 am. I.E.E. (Students). Visit to Lot's Road power station, 
Chelsea. f 

Tuesday, November Alst.— About noon. Tramways and Light Railways 

Association. Visit to International (Motor) Exhibition at Olympia. 
At 8 p.m. Institution of Civil Engineers. Paper to be further dis- 
cussed :—'* On Waterways in Great Britain,” by Mr. J. A. Baner. 

Wednesday, November 929nd.—I.E.E. (Birmingham). At the University. 
Address by the Chairman, Prof. R. Threlfall, F.R.8,, on Some 
Problems in Electro- and Electro-Thermal Chemistry. 2 

Thursday, November 28rd.—At 8 p.m. I.E.E. Meeting at the Inst.C.E. Col. 
H. C. L. Holden on The Applications of Electricity in the Royal 
Gun Factory.“ 

At 8 p.m. Tramways and Light Railwa =e Association, at Society of 
Arts. Mr. W. L. Green On Paving of Roadways.” 

Friday, November 24th.—At 5 p.m. Physical Society, at Royal College of 
Science. Mr. A. Russell on The Dielectric Strength of Air"; 
Dr. Н. A. Wilson On the Electrical Conductivity of Flames 
сони Salt Vapours for Rapidly Alternating Current.“ 

At 7.890 p.m. I.E.E. (Manchester Students), at School of Technology. 
Address by Mr. James Swinburne. i 

Monday, November 27th.--At 8 p.m. Society of Arts. Cantor Lecture by Dr. 
J. A. Fleming on The Measurement of High-Frequency Currents 
and Electric Waves." (Lecture I.) 

Tuesday, November 28th.—At 7.90 p.m. I. E. E. (Manchester), at the University. 
Dr. W. G. Rhodes on Theoretical Considerations of Feeder 
Systems ; Mr. 8. J. Watson on Street Cable Systems.“ 

Wednesday, November 929th.—At 8 p.m. Society of Arts. Bir Wm. Н. Preece on 
„The British Association in South Africa.” 

Thursday, November 30th.—Rugby Engineering Society. Messrs. E. R. Briggs 
and Е. A. Reynolds on “The Conversion of Steam Energy into 
Mechanical Energy.“ 

During November.—Tramways and Light Railways Association. Lecture on 
“The Paving of Roadways.’ Visit to Holborn and Strand Subway. 


THE ELECTRICAL ENGINEERS R.E. (VOLS.). 


TRE following orders are issued :— 


Monday, November 20th.—Recruit drill, 6 p.m. Technical instruction, 7 p.m. 

Tuesday, November 21st.—' Technical instruction, 7 p.m. Medical inspection, 
recruits, 7 p. in. 

Wednesday, Noveinber 22nd.—Meeting Ritle Committee at 7 p.m. 

Thursday, November 23rd.— Technical instruction, 7 p.m. 

Friday, November 24th.—Technical instruction, 7 p.m. 

Saturday, November 25th. Corps dinner,“ Café Monico," at 7 p.m. for 7.80. 


J. Н. 8. PuirLIPS, Captain E. E., 
For O. C. E. E. R. E. (V. 
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NOTES. 


Advertising in Electricity Supply.—It is becoming 
a rapidly recognised fact in this country that in electric light 
supply, as in all other businesses, the full possibility of trade is not 
secured by waiting for possible consumers to come in. 
initiative is necessary in the form of canvassing or other adver- 
tising devices in order to raise the proportion of business secured to 
& reasonable percentage of the possible limit. 

The simplicity of this fact does not, we fear, accelerate its 


infiltration into the minds of engineers. They have been schooled : 


in the cult of professionalism, and it is hard for them to abandon 
the position of the professional man in order to take up an attitude 


in sympathy with the outlook on life vouchsafed to the man in the 


street. It is too often forgotten that this man in the street has in 
every probability a house in the neighbourhood concerning which 
the problem of gas or electric lighting is being weighed in the 
balance of his mind. It is for such a case that the advisability of 
advertising becomes emphatic. 

It is also to be remembered that such advertising need not 
necessarily be “ high-toned " or expensive. It is argued that 
whereas soap can be sold by sheer advertisement, inasmuch as the 
cost of experiment to the buyer is perhaps sixpence, electric 
lighting, being more costly, requires much more cogent arguments 
tban can be afforded by an ordinary advertisement to induce its 


ADVERTISING ELECTRICIÍY. 


adoption. The fact, however, that the sales of such costly articles 


as typewriters and even motor-cars are augmented by pure advertise- ' 


ment leads to a strong presumption that similar methods will prove 
useful in electricity supply. | 

The Newcastle Electric Supply Co., who have often taken the 
initiative in methods of engineering organisation with considerable 
success in times past, have devoted their attention most seriously 
to the question of advertising, and the illustration reproduced on 
this page shows how absolutely they, not content with the stereo- 
typed forms of publicity, have taken up the position that an 
adverticement, to be effective, must appeal to the public by means 
of public interest. It may be necessary to explain, first, that Sir 
Conan Doyle has recently been speech-making in Newcastle in the 
interests of the Tariff Reform League; and secondly, that the 
Supply Co. has recently reduced the price of electricity to its 
lighting consumers.  Deftly combining these facts, the engineers 
interested in the development of the lighting load produced the 
statement that “Sir Conan Doyle, in Newcastle, said ‘Tariff 
Reform is necessary.’ The Newcastle Electric Supply Co. have 
already reformed their tariff: electricity at 34d. per unit for 
lighting, 14d. per unit for heating.” This was then launched on an 
unprepared public by means of sandwichmen, and on the assump- 
tion that all streets in Newcastle are not so secluded as the one 
appearing in the photograph, we should imagine that the impression 
created in the public mind was very definite. 

The distribution of pamphlets and brochures has already been 
undertaken by several supply companies, but the Newcastle under- 
taking, is, we believe, the first to venture to such extremes of 
advertising journalism as are shown above, and it will be interesting 
to learn, as time progresses, whether they or any other undertaking 
following similar lines find the return commensurate with the 
amount of ingenuity expended. 


Conference of Glow Lamp Makers,—We are informed 
tbat a conference of glow lamp makers, called by the Engineering 
Standards Committee, will be held at the Institution of Civil 
Engineers on Friday, November 24th, at 11 a.m. The subject, 
which is now being dealt with by the Sub-Committee on Physical 
Standards, presided over by Dr. Glazebrook, the Director of the 
National Physical Laboratory, has recently come under the notice 
of the Incorporated Municipal Electrical Association, with the 
result that Mr. C. D. Taite, of Salford, and Mr..George Wilkinson 
of Harrogate, h&ve been appointed to represent the Association 


Active 


. company is eligible for membership. 


on this Committee. А ciroular, dealing very completely with the 
various questions affecting the standardisation of carbon filament 
glow lamps, has lately been issued to the manufacturers, and we 
understand that very valuable information has been placed at the 
disposal of the Committee. In view, however, of the many difficult 
questions involved, the Sub-Committee on Physical Standards 
has decided that, before formulating any recommendations to 
be put before the Electrical Plant Committee for transmission to 
the main Committee, the interests of all concerned would be best 
served by convening a conference, and in a friendly manner 
discussing those points which appear to be somewhat difficult 
from the point of view of standardisation. 


Railway Companies and Motor-Cars.—The London 


and South-Western Railway Co. have adopted motor-cars on many 


parts of their system, and we now learn (says the Standard) that 
the directors bave sanctioned the construction of rail motors to run 
regularly on the following lines:—Between Exeter and Honiton, 
between Bournemouth and Christchurch, between Bodmin and 
Wadebridge, between Fullerton, Hurstbourne and Whitchurch 
(near Andover), and between Exeter and Topsham. , The Bourne- 
mouth and Christchurch service represents a serious attempt to 
meet tramway competition. An improved type of steam rail motor 
has been designed by Mr. Dugald Drummond for this and other 
services. At the instance of Sir Charles J. Owens, the general 
manager, and Mr. Henry Holmes, superintendent of the line, the 
company have also brought into operation three road motor services 
—one between Exeter and Chagford, a second from Lymington to 
Milford-on-Sea and New Milton, and a third between Farnham and 
Haslemere. 

The Great Eastern Railway Co. have discontinued the two motor- 
omnibus services, started recently, respectively from Norwich to 
Loddon, and from Becclesto Loddon. The Standard says that the 
decision to do so is due entirely to the mechanical defects which 
developed themselves in the vehicles. This led to an irregular and 
unreliable service, and it was thought better to withdraw the omni- 
buses for the present rather than to let the public suffer disappoint- 
ment. Other motor-omnibuses in connection with the same railway, 
which have been running in the Colchester and Chelmsford dis- 
tricta, have not been giving satisfaction, and the services in these 
localities will also be interrupted for a time. Motor-omnibus 
services are in operation in various parts of the Great Western Co.'s 
system, notably in Cornwall. The South-Western Railway have 
similar conveyances running from Exeter and Lymington. In the 
case of these two railways the motor-omnibus services have proved 
satisfactory, and still continue in force. | 


Institution and Lecture Notes. — ELECTRICAI. 
STANDARDISING, TESTING AND TRAINING INSTITUTION (proprietors, 
the Syndicate of Electrical Engineers, Ltd.).—Prof. C. A. Carus- 
Wilson, M.A., M.I.E.E., was to commence a special course of lec- 
tures to the senior students of this Institution yesterday (Thursday), 
November 16th, upon “ Direct Current Motor Construction.” The 
lectures will be delivered on every subsequent Monday and Thurs- 
day for the remainder of the term. 

I. E. E. (Dustin Section).—The opening meeting of the session 
was held on 9th inst., at the Royal College of Science, Stephen’s 
Green, when Mr. P. S. Sheardown, the chairman of the section, 
delivered his inaugural address. He directed attention to the 
subjects of electric power transmission and electric lighting distri- 
bution, and dealt with opinions and information given in various 


papers presented at the St. Louis Congress. 


Dick, Kerr ENGINEERING Society.—With the above title a 
society has been formed at the Preston works of Messrs. Dick, 
Kerr & Co. The society has for its object the discussion of engi- 
neering matters of a general character, and every employé of the 
It is hoped that the forma- 
tion of this society will promote greater social intercourse among 
the members of various departments, to their mntual benefit. 
Papers have already been read and discussed on such diversified 
subjects as Tramway Tracks, Petrol Engines, Motor-Buses т. Electric 
Trams, Single-phase Motors, and Incandescent Electric Lamps, 
further papers being promised throughout the session. 

NOTTINGHAM UNIVERSITY CoLLEOE.— On Saturday last Mr. W. C. 
Mountain delivered a lecture to colliery owners and managers, 
mining and electrical engineers and others on “ Electricity as 
Applied to Mining.” 

IPswicH ScrenTIFIC Sociery.— Last week Mr. R. Stanley Lewis 
read a paper on “Alternating Currents of Electricity, and their 
Application to the Induction Motor.” А visit followed to the works 
of Messrs. Ransome & Rapier, Ltd., to inspect the electric power 
installation there. | 

Royau Socrety.—The following papers were down to be read at 
the meeting of the Society yesterday :—Sir James Dewar, F. R. S., 
and Mr. Н. О. Jones, on “ The Physical and Chemical Properties of 
Iron Carbonyl”; Мг. A. A. Campbell Swinton, on “The Transit of 
Ions in the Electric Arc,” communicated by the Hon. C. A. Parsons; 
Prof. J. H. Jeans, On the Laws of Radiation,” communicated by 
Prof. J. Larmor, secretary Royal Society; Mr. J. E. Petavel, on 
* The Pressure of Explosions. Experiments on Solid and Gaseous 
Explosives,” communicated by Prof. A. Schuster, F. R. S.; Dr. R. B. 
Denison and Dr. B. D. Steele, on Тре Accurate Measurement of 
Ionic Velocities,” communicated by Sir William Ramsay, 
K. C. B., F. R. S.; Mr. W. C. D. Whetham, F. R. S., on * The Electrical 
Conductivity of Dilute Solutions of Sulphuric Acid.” 

Тнк JUNIOR INSTITUTION OF ENGINEERS.—As the annual dinner 
of the Institution of Electrical Engineers has been fixed for Friday, 
December 8th, it has been decided to postpone the reading of the 
Paper on “ Electrical Mains for Power Transmission Work,” by 
Prof. John T. Morris, M.I.E.E. (member), to the following Friday, 
December 15th. In connection with the Paper, a visit has been 
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arranged to Messrs. Johnson & Phillips's Works at Chariton, on 
Saturday morning, December 16th. 
THE OpticaL BocikTy.—4A meeting of the Society was held at 


Northampton Institute on the 16th inst., when the President, Prof. 


Silvanus P. Thompson, took the chair. 

NORTHAMPTON INSTITUTE ENGINEERING SociETY.— The above 
society has just been formed in connection with the Northampton 
Institute. The first meeting will be held this evening at the 
Institute, when a Paper will be read by Mr. 8. M. Hillson “A 
Comparison between Gas and Electricity in regard to their Use as 
Iluminants" Dr. R. Mullineux Walmsley will take the chair at 
7.30 p.m. ` A 


Prof. Gisbert Kapp.— To signalise the return of Mr. 
Gisbert Kapp to England, to take up the post of Professor of Elec 
trical Engineering at Birmingham University, a private dinner was 


- held in his honour on the 3rd inst. Unfortunately, we received - 


notice of the function only three days before it took place, and were 
precluded by prior engagements from taking part in the dinner, 
as we should have liked. Most of the party had been present at 
the farewell dinner given to Mr. Kapp when he left England for 
Germany 11 years ago. 


A few years are a long period in electrical engineering, and it is. 


probably the case tbat very many of the juniors in electrical 
engineering of to-day are to a great extent unaware of the in- 


: valuable services rendered to the industry in past years by Gisbert 


Kapp. We, however, who remember well the days of the Crompton- 
Карр dynamos and measuring instruments, when already the name 
of Kapp was that of one of the most prominent leadets of the 
industry, and the Kapp line ” was a household word in the drawing 
office (as it is to this day, in some cases), can never forget the debt that 
we owe to his genius. It is, perhaps, hardly sufficiently recognised 
that, while it was the Hopkinsons who established on an immutable 
foundation the theory of the magnetic circuit, they had been 
to a great extent forestalled by Kapp, who perceived and 
made clear the analogy between the magnetic and the electric 
circuits, and by means of his formule, empirical though they were, 
made it possible to predetermine to a remarkable degree. of 
approximation the performance of a dynamo of given design, and 
to regulate the proportions of the various parts so as to secure the 
desired results with economy in labour and material. 

Mr. Kapp’s long absence from this country has in no way cooled 
the warm friendship with which be is regarded by all his old-time 
associates, who rejoice with us to see him once more—and this 
time, we hope, permanently—established amongst us, in a position 
which no one could more worthily occupy. 


Italian Electrical Engineers and the American 
Institufe.—At the meeting of the American Institute of Elec- 
trical Engineers, held in New York City on October 27th, there 
was on exhibition the silver tablet presented to the Institute by 


the Associazione Elettrotecnica Italiana as a testimonial in recognition 


of the courtesies extended to the members of the Association on 
the occasion of their American tour during August and September 
last year. The tablet is an artistic silver casting, mounted on a 
marble slab, the design embodying medallion portraits of Volta 
and Franklin, and an inscription in Latin. This tablet, says the 
Electrical World and Engineer, will be placed in a prominent 
position in the Institute headquarters in the Union Engineering 
Building, now in process of construction. 


King's College Engineers’ Dinner. — The annual 
dinner of the past and present students and friends of the King's 


College Engineering Faculty is to take place on Saturday, 


November 25th, at the Hotel Cecil, Strand. Sir Alexander Binnie, 
M.Inst.C.E., the President of the Institution of Civil Engineers, 
and Sir Arthur Rucker, F.R.S., the Principal of the University of 
London, have promised to attend, and Prof. A. K. Hunti n will 
take the chair. This із the twelfth annual dinner, and, as the 
number of those attending has steadily grown each year, it is to be 
hoped that all past students will write to the hon. secs. of the 


' college and will endeavour to attend. There will be a special 
souvenir card, which will remind visitors of the work of Wheat- . 


stone, Daniell, Clerk-Maxwell, and Dr. John Hopkinson at King's 
College, London. р 


Appointments Vacant.—Meter inspector (308.) for 
Croydon electricity works; assistant lecturer on electrical machine 
design for Birmingham University (£250); assistant engineer for 
the Brecon and Radnor Asylum (308.). 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELECTRIOAL REVIEW posted as to their movements. | 


Central Station Engineers.—The Whitby U.D.C. has 
granted a honorarium of 90 guineas to Мг. Н. L. Kino, electrical 
engineer, for services rendered in connection with the installation 
of additional plant at the Electricity Works. Ё 

Mr. O. L. Epwarps has been appointed to the post of charge 
assistant in the mains department of the Plumstead Electricity 
Works. He was formerly engaged on the electrical staff of the 
Powell Duffryn Steam Coal Co. of South Wales. | 


Mr. J. R. BARKSHIRE, of the Metropolitan Railway, has been 
appointed shift engineer to the Croydon Electricity Works. 

On Saturday, November 4th, Mr. F. FAIRLEY was presented 
with а silver mounted brush and comb set, as а token of appre- 
ciation, from the Engineer’s staff of the North Metropolitan 
Electric Power Supply Co., on his retirement from his position 
as sub-station engineer. 


General.— Mr. E. STANLEY FRANKLIN, chief electrical 
engineer to the Bengal Nagpur Hailway Co., left England on the 
9th inst. for India, after three months' leave. Extensions to the 
Khargpur Locomotive Works are being carried out, and whet 
completed, will bring the aggregate B.H.P. of electric motors in- 


stalled up to 1,500 н.р. 


The Committee of the Royal Scottish Society of Arts have 
awarded to Mr. Jonn RrrcHiE, for his paper on Electric Lifting 
Machinery —a Makdougall-Brisbane prize, value £10. 

The indoor staff of the National Telephone Co., Ltd., at Ply- 
mouth, last week, presented Mr. CLAUDE S. WESTON, of the district 
office staff, with а service of plate upon his promotion to the 
Swansea District Office, and also in view of his approaching 
marriage. The presentation was made by the district manager, Mr. 
Percy F. Currall. 

Mr. Том E. бмтн, who for the past six years has occupied the 
position of chief electrical engineer in the Keyham Dockyard 
Extension Works (Sir John Jackson, Ltd.) was recently the 
recipient of & case of pipes and amber cigar and cigarette holders 
from the members of the staff engaged with him, on the occasion 
of his leaving Keyham to take up similar duties at Ballachulish, © 
Argyllshire, where the firm are at present carrying out a large con- 
tract for the Loch Leven Electric Power Co. - 

According to the Canadian Electrical News, the Swiss Govern- 
ment recently sent two experts to the United States to study electric 
railway methods. These were Mr. W. WyssLrNG, of Zurich, 
secretary-general of the commission for the study of the electri- 
fication of railways and Commissioner of the Government for 
electric railway studies, and Mr. C. WIRTH, of Berne, Government 
engineer. Their mission was connected with the proposal to work 
the Swiss Government Railways by electricity derived from water- 
power. 5d 


Obituary.—The funeral of Mr. C. Grey Mort took 
place at Harrow Weald on 10th inst. The coffin was carried from 
the residence to the parish church by a party of railway guards 
from the City and South London Railway. 

A Cape Town correspondent writes: — Much regret is felt in 
electrical circles by the death on the 16th inst., at the age of 31 
years, of Mr. James Н. НАмптон, the chief electrical signalling 
engineer of the Cape Government Railways. Mr. Hamilton joined 
the railway service eight years ago, and was very popular with all 
those with whom he came in contact. The Loeal Section of the 
Institution of Electrical Engineers (of which Mr. Hamilton was a 
member, and associate member of the parent society) was well 


+ 


‘represented at the funeral.” 


Mr. Boxar, assistant electrician on the Crown Reef Mine, 
Johannesburg, was found dead in bed beside the dead body of his 
wife. They had put on new night apparel, put the house in good 
order, and drank cyanide solution. Mr. Bonar was a young man of 
excellent character, and no cause can be assigned for the suicide. 


3 


NEW COMPANIES REGISTERED. 


Canadian Industrial Co., Ltd. (86,372).—This company was 
r2gistered on November 6th, with a capital of £50,000 in £1 shares, to adopt 
two agreements with R. A. Workman, and to carry on in Canada or elsewhere 
the business of foresters, lumberers, timber merchants, producers and manus. 
facturers of and dealers in wood pulp, paper manufacturers and dealers, dealers 
in materials used in the manufacture of paper, millboard and cardboard, &c. ; 
also to carry on in British Columbia or elsewhere the business of a power com. 

any within the meaning of Part 4 of the Water Clauses Consolidation Act, 
1897, of the Legislative Assembly of British Columbia, to the same extent as if 
the company had been duly incorporated under the provisions of Part 4 of the 
said Act, to use water or water-power for hydraulic mining, for milling and 
manufacturing, for producing electricity ; апа for other purposes to construct, 
equip, operate and maintain electrio cable or other tramways and telegraph 
and telephone systems, to place, maintain and repair electric lines, accu- 
mulators, storage batteries, cables, mains, wires and the like, to act as 
electricians, engineers and suppliers of electric light and power, &c. The first 
subscribers (each with 1 share) are:—F. A. Fraser, Dacre House, Victoria 
Street, 8.W., solicitor; F. Owen, 58, Lombard Street, E.C., solicitor; H. 
Howitt, Hill View, Pinner, clerk ; G. Barnett, 65, Coningham Road, Shepherd's 
Bush, W., clerk; R. A. Workman, 86, Gracechurch Street, E.C , &hipbroker ; 
F. 8. Allbon, 48, Barrington Road, Crouch End, N., clerk; and I. М. Innes, 
8, Mattison Road, Harringay, М. clerk. No initial public issue. The number of 
directors is not to be less than 8 nor more than 7; the first are to be appointed 
by R. A. Workman, buf such directors are only to hold office until completion 
of the purchase agreement. On such completion, the Pacific Coast Power 
Co., Ltd., and the Industrial Power Co. of British Columbia, Ltd., may 
jointly appoint half the directors (not exceeding 8), and the said R. A. Work- 
man, who may appoint himself, may appoint the other half (not exceeding 3), 
such nominated directors to hold office for two years, and to act without 
remuneration, Registered office, 68, Lombard Street, E.C. ° 


Wemyss and Distriet Tramways Co., Ltd. (6,008).—This 
company was registered on November 8th, with a capital of £55,000 in 9,000 
reference shares of £5 each and 10,000 ordinary shares of £1 each, to carry on 
business as financiers, promoters, contractors, &c., and to purchase the control 
of the statutory rights and powers for the construction and working of tramways 
and tramroads in the parishes of Kirkcaldy, Dysart, Wemyss and Scoonie, 
Fifeshire. The first subscribers are:—A. Bowman, Silverside House, Buck- 
haven, coalmaster, 20 shares; J. Budge, Mains House, East Wemyss, 
factor, 20 shares; D. L. Gordon, East Wemyss, colliery manager, 20 
shares; J. Venters, Coal Town of Wemyss, storekeeper, 10 shares; W. 
Shepherd, Leven, solicitor, with 20 shares; J. Adamson, Coal Town of Wemyss, 
contractor, 1 share; and G. Burt, West Brae, East Wemyss, contractor, 1 share. 
The number of directors is not to be less than three nor more than seven. The 
first are J. Oswald, J. Budge, A. Bowman, W. Shepherd and B. Sellon, C. E.; 
| per p paar £100; remuneration as fixed by the company, Registered office, 
oyal Bank Buildings, High Street, Leven. 
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OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. | 


Neweastle and District Electric Lighting Co., Ltd. (28,022). 
A memorandum of satisfaction in full of mortgage debentures dated September 
9th, 1903, securing £11,085, has been filed. 


` Cryseleo, V.td. (electric lamp manufacturers, London), (58,218). 
-—Issue on October 9th of £500 first debentures, part of series created June 26th, 
1905, to secure 210,000, charged on the company's undertaking and property, 
present and future, including uncalled capital and land and buildings known as 
Kempston Works, in Kempston, Bedfordshire. Trustees: A. Baker, Billiter 
House, E.C.; and Н. 8. Deacon, Kempston, Bedfordshire. Previously issued of 
game series: £8,200. 


Dick, Kerr & Со., Ltd. (63,407).—This company’s annual 
return was filed on October 26th, when 61,000 preference and 52,000 ordinary 
shares had been taken up out of a nominal capital of £650,000 in 70,000 pre- 
ference and 60,000 ordinary shares of £5 each. #6 per share has been called 
up on 53,000 preference shares, resulting in the receipt of £265,000. £800,000 is 
considered as paid on 8,000 preference and 62,000 ordinary. Mortgages and 
charges: £294,130. : 


British Electric Traction Со., Ltd. (49,855).— This com- 
pany's annual return was filed on October 18th, when 133,901 ordinary and 
161,437 preference shares had been taken up out of a nominal capital of 
41,000,000 in 200,000 ordinary and 200,000 preference shares of £10 each. £10 
per share has been called up on 117,926 ordinary and 142,500 preference shares, 
resulting in the receipt of £2,604,260, 4843, 120 is considered as paid on 15,975 
ordinary and 18,937 preference. Mortgages and charges: 41.847, 807. 


Consolidated Supply Co., Ltd., Canonbury (85,838).—Issue on 
October 6th, of £2,500 debentures, part of series created September 22nd, 1906, 
to secure £5,000, charged on the company's undertaking and property, present 
and future, including uncalled capital. Holders: Consolidated Electrical Co., 
Ltd., Broad Street House, Е.С. No trustees. No previous issue of same 
series. : 


British Aluminium Co., Ltd. (41,104).—4 trust deed, dated 
August 29th, 1905, to secure a series of £300,000 ** Lock Leven " debentures, has 
been registered. Property charged: The company's undertaking and property, 
present and future. Trustees: Trustees, Executors and Securities Insurance 
Corporation, Ltd., Winchester House, E.C.; and the Debenture Securities 
Investment Co., Ltd., 12, Moorgate Street, E.C. - 


Chepstow Electric Lighting and Power Co., Ltd. (70,646).— 
Issue, on October "th, of £1,000 first mortgage debentures, part of series 
created October 20th, 1904, to secure £3,000, charged on the company's under- 
taking and property, present and future, including uncalled capital. Holders: 
India-Rubber, Gutta-Percha and Telegraph Works Co., Ltd., Silvertown, E. 
No trustees. No previous issue of same series. 


Engineering Instruments, Ltd., Islington (66,427).—Issue, on 
October 18th, of 22,000 debentures, part of series created October 9th, 1906, to 
secure £3,000, charged on the company’s undertaking and property, present 
and future, including uncalled capital. о trustees. No previous issue of same 
series. E 


Ernest Scott & Mountain, Ltd. oz, ы This company's 
annual return was filed on October 19th, when 97,790 ordinary and 29,900 pre- 
ferred ordinary shares have been taken up out of a nominal capital of £150,000 
in 100.000 ordinary and 50,000 preferred ordinary shares of £1 each. £1 per 
share has been called up on 75,790 ordinary and 29,300 preferred ordinary, and 
£105,090 has been received. 22,000 shares are considered as fully paid. A 
further £4 10s. has been received in respect of one forfeited share. Mortgages 
and charges : £33,900. к - 


Direct West India Cable Co. Ltd. (53,956).—This company’s 
annual return was filed on October 5th, when 12,000 shares had been taken up 
out of a nominal capital of £120,000 in 24,000 shares of £5 each. £2 10s. per 
share has been called up and £30,000 has been received. Mortgages and 
charges: £74,000. 


Standard Construction Co., Ltd. (72,908).—This company’s 
annual return was filed on October 13th, when 117,107 shares had been taken 
up out of a nominal capital of £150,000 in £1 shares. 4s. per share has been 
called up on 117,100, and £1 per share on 7 shares and £23,127 has been received. 
Mortgages and charges: Nil. | 


British Continental Electricity Co., Ltd. (57,088).— This 
company's annual return was filed on September 15th, when 906 ordinary and 
1,000 preference shares had been taken up out of a nominal capital of £20,000 in 
1,000 ordinary and 1,000 preference shares of £10 each. £10 per share has been 
called up on 790 preference and 756 ordinary shares, resulting in the receipt of 
` £15,460 28,600 is considered as paid on 116 preference and 244 ordinary. Mort- 
Euges and charges, nil. - 


Edison and Swan United Electric Light Co., Ltd. (18,984). 
-—This company's annual return was filed on November 3rd, when 116,400 “А " 
and 23,564 £2 108. B” shares had been taken up out of a nominal capital of 
£941,090 in 150,000 A” and 24,436 B' shares of £5 each, and 23,564 “B” 
shares of £2 10s. each. 108. per share has been called up on 89,261 “ A and 
£44,630 108. has been received. £2 108. per share is considered as paid on 89,261 
% A, £3 per share on 10,000 A," £5 per share on 17,139 * A," and £2 10s. per 
share 23,564 £2 10s. '* B shares, naking a total of £497,757 10s. considered as 
paid. Mortgages and charges, £399,576, 


North Wales Power and Traction Ca., Ltd. (78,193).— 
An indenture of charge dated October 16th, 1905, to secure £930,000, has been 
registered. Property charged :—The company's undertaking and property, 
present and future, including uncalled capital, subject to £150,000 debenture 
моек. Holders:- W. W. Pilkington and J. Beecham, both of St. Helens; J. 
Tomnkinson, M.P., Willington Hall, Tarporley, Cheshire; D. MeKechnie, 
ee, Hill, St. Helens ; and E. Wagg, Southsea House, Threadneedle 
Street, E.C, ` 


ELECTRICITY SUPPLY ACCOUNTS. 


Tue accounts of the Glasgow electrical 


Glasgow department are always a source of interest to 
Municipal those concerned in municipal electrical work, 
Electricity by reason of their comprehensive character, 


Nupply. and more so as they minutely record the 
progress of one of the most flourishing under- 

takiugs of its kind. From the thirteenth annual report we gather 
that the revenue has increased by £28,181 for an additional 


working expenditure of some £9,982, and, ав a result of these 
satisfactory conditions, the gross profit amounted to £114,650 as 
compared with £96,451 in 1904. With only a moderate increase in 
financial repayment, some £61,000 remained for allocation after 
meeting interest and sinking fund charges. This sum sufficed to 
provide for depreciation on plant, &c., and to pay the final install- 
ment of the cost of the recent change in pressure of supply, leaving 
a surplus on the year's working of £16,277. From the latter, the 
previous year's deficit (£3,544) was deducted, and the balance trans- 
ferred to reserve. 

‚ An interesting feature in connection with the year's work is the 
increasing motor load, which at the date of the report amounted to 
9,366 н.р. The units supplied for power purposes were 4,706,029, 
of which 3,120,401 were sold at 14d., 226,038 at 1d., and 1,349,150 
at $4. per unit. The lamps, devices, &c., connected to the mains 
equalled some 981,230 8-с.р. lamps, or a total of 31,399 Kw., but the 
maximum demand amounted to only 13,437 kw. 

An interesting commentary on the conditions of supply in such а 
tity as Glasgow, is supplied by the following analysis of private 
consumers’ accounts for the year under review :— | 

Quantity 


Consumption in units. No. of consumed. 
p | accounts. Units. 
Under 100 ee es bon au 2,736 106,945 
Over 100 but under 500 ... tes 3,563 932,078 
js 500 EE 1,00 ... 2,019 1,466,017 
= 1,000 ii 2,000 ... (xx 1,722 2,408,894 
" 2,000 к 3,000 Е 578 1,402,348 
" 3,000 КА 4,000 -- 259 888,069 
i 4,000 ES 5,000 ... .. 180 802,319 
„ 5,000 „ . 7,500. 219 1,391,886 
Т 7,500 " 10,000 ... = 87 744,832 
» 10,000 5 15,000 к 107 1,295,015 
„ 1500 „ 20, 000 46 782,625 
„ 20,000 >» 30,000 .. 45 1,017,983 
„ 30, 000 - | 47 3,473,247 
Total sold to private consumers 16,642,253 


During the year extensions of turbine plant were carried out at 
Port Dundas and St. Andrew’s Cross stations, while additional aub- 
station plant was supplied from the tramways generating station ; 
it is to be noted, however,that the Waterloo Street sub-station 


plant will, during the coming winter, be supplied from Port Dundas, 


Altogether 1,243,532 units were supplied by the tramways depart- 
ment to Watcrloo Street and Dalmarnock sub-stations, at a cost of 
47,720. 

Tue charges for supply were as in 1904, but from June ist, 1905, 
the following rates have been in force: Business premises and 
theatres, &c., 34d. and 1d. per unit (maximum demand); domestic 
consumers, 34d.; and churches 3d. per unit (flat rates). 

Stair lighting, 15s. per lamp per annum; power 134. to 3d. per 
unit (maximum demand and restricted hours rates). | 

The chief engineer during the period under review was Mr. W. A. 
Chamen, who has now been succeeded by Mr. W. W. Lackie. 


GENERAL STATEMENT. 


For year ending May 31st c 888 1905. 1904. 
Total capital expended ... pos .. £1,244,162 £1,119,048 
Number of units sold— E 

Private supply ids АРА . . 16,642,253 13, 604, 119 


Public lighting ses ur ... 1,525,505 1,460,780 
Contract san 885 EM : 80,710 42,766 
Total number of units sold 18,248,468 15, 107,665 
Equivalent No. of 8-c.P. lamps connected 981,230 805,058 
H. P. of motors connected... 8 oy 9,366 6,501 
Number of public lamps га T" 825 814 
Maximum load in Kw.  ... TX T 13,437 11,685 
Revenue account— 
- Gross revenue dui A “ £186,371 £158,190 
„ expenditure ... a ae £71,721 £61,739 
„ profit .. — .. pe £114,650 £96,451 
Average inclusive price obtained per unit— 
Supply by meter o ves 2054. 2°59d. 
Public lighting — .. — .. an . 1:84. 1:86d. 


REVENUE ACCOUNT FOR YEAR ENDING May 318т, 1905. 
£186,371 = 245d. per unit. 


Gross revenue е ae 

Works aud distribution costs (in- 
cluding public lighting) £50,689 = 67d. „ 

Total working costs. .. £71,721 = 945d. „ 


Prorit STATEMENT, 1906. 


Interest on loans РЕ os .. £38,182 
Sinking fund — ... id дес e 15,475 
Depreciation written off capital account, 

and loss on plant sold... Жо . 41,841 


Cost of change-over in pressure of supply 2,875 
Surplus on year’s working € . . 16,27 


Gross profit ... ^. £114,650 


— 
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\ 
CITY NOTES. 


West India and Panama Telegraph Co. 


Тнв directors’ report for the half-year ended June 30th, 1905, to | 
be submitted to the meeting on November 22nd, shows that the 


amount to credit of revenue is £32,774, against £34,582 for the cor- 
responding half-year of 1904. The expenses have been £23,230, 
against £23,438, leaving a balance of £9,543, to which is added 
£1,756 interest on investments, and £494 brought forward from 
last account, making a total of £11,794, with which it is proposed 
to deal as follows: 


Payment of бв. per share on account of arrears of dividends 
to June 80th, ‚ on the first preference shares .. .. £10,988 18 0 
Balance to current half-year's account .. či ё 001,2 16 5 
£11,798 14 5 
This will leave the following dividends In arrear :— 
On the first preference shares gs 2 ES „5 .. £8,456 6 0 
On the second preference shares. is ais ee aw 14,007 0 0 
217,463 6 0 
It was pointed out іп the last report that, at the date of its issue, there was a 


decrease in the traffic receipts. This decrease continued for the remainder of 
the half-year, and amounted in the aggregate to 2993 as compared with the cor- 
responding period of 1904. The traffic receipts for the current half-year also 
We АС The directors have to report that the British Guiana subsidy 
of £4, 

of the company laying a new cable between that Colony and Trinidad, and 
continued at that rate up to March 814$ last, has, from that date, been reduced 
to 23,000 per annum. 


Electric Traction Co. of Hong Kong. 


THE annual general meeting of the above company was held on 


Wednesday at the offiee, 19, St. Swithin's Lane, Mr. E. C. Morgan. 


presiding. 

The CHAIRMAN, in proposing the adoption of the report, after 
explaining that the company had had transferred to it the rights 
and concessions held in the name of the Hong Kong Tramway 
Electric Co., Ltd., said it was a somewhat difficult matter to deal 
exhaustively with accounts which covered such a short period, and 
which were subject to such abnormal conditions. The revenue 
account was, he thought, not unsatisfactory, especially baving 
regard to the fact that the company was opening up an entirely 
new field, that they had had to train а staff which was entirely 
ignorant of the conditions under which they had to work, and 
that they had had to educate the public to ride in their cars. The 
latter had been by no means an easy task, especially in face of the 
competition which they had to. meet with from the rickshaws, 
which carried passengers at very low rates. The question of 
fares, always a difficult one, became more than usually com- 
plicated on this account, for they had to break down the methods 
of old locomotion indulged in by the people. Looking at all these 
difficulties, he thought he might say that, generally speaking, they 
were making progress. One very satisfactory feature had been that 
the natives, to whom they must necessarily look for the bulk of 
their receipts, had not shown any hostility to the cars; in fact, it 
soon became evident that they had not a sufficient number of cars, 
and they had been compelled to overwork their stock to keep pace 
with the demands. They made arrangements for the supply of 
10 additional cars, which arrived in Hong Kong two or three 
months ago, and in a short time they would be able to furnish a 
more adequate service, and, he hoped, materially increase their 
receipts, without proportionately increasing their expenditure. 
The directors greatly regretted the delay which had occurred in 
presenting the accounts; it had arisen from a delay in obtaining 
the information from the other side, and would, he hoped, not 
recur. He hoped that in the early part of next year they would 
be able to present accounts which would cover the full 12 months' 
working, во as to give the shareholders a better idea of the prospects 
of the undertaking. 

Mr. RoBERT MILLER seconded the motion. 

Replying to question, the CHAIRMAN said that the passengers and 
the receipts were increasing, and he thought that the company had 
& good prospect before it. 

The report was adopted. 


Amazon Telegraph Co, 


Tne eleventh ordinary general meeting of this company was held 
on Tuesday at the offices, 42, Old Broad Street, Mr. George Keith 
presiding. 

The CHAIRMAN, in proposing the adoption of the report (see below), 
said that the past year had been a very favourable one for successful 
business on the Amazon. The price of rubber had been abnormally 
high, and commercial activity had been on the increase. · The progress 
of the. Amazon was shown by the increase in the traffic on the river, 
and their company's connection had materially assisted in that pro- 
gress. Moreover, their cables were working better and carrying 
more traffic. They still suffered somewhat from the force 
of the river, especially from landslips on the banks, which 
were most prevalent when the river was falling, which 
was from June to October. The process of repair 
was gradually making the cables in a better condition, and 
rendering them less liable to damage from that cause. Fortunately 
for the service the cables stood better in the busy season than in 
the slack. The traffic receipts for the past year amounted to 
£67,253, showing an increase of £26,702 as compared with the pre- 
ceding year. That gain was due partly to the larger volume of 
traffic, and partly to the increase of rates which came into force on 


per annum, voted for 10 years from January 1st, 1892, in consideration: 


January 18. "The expenditure amounted to £52,883, showing an 
increase of £8,840. Station expenditure was £949 more owing to 
the higher value of the currency. Ships’ expenses were 
£1,082 less, owing to fewer repairs during the year. The 
cost of cables had been very high, owing to the large amount 
used for the restoration of the three remaining branch 
sections. Since July the whole of the company's system 
had been completed and in working order, and now altogether about 
three-quarters of the entire system had been relaid. The subsidy 
for the past year had amounted to £13,654, and altogether the 
revenue for the year came out at £80,911. After meeting the 
expenditure and providing for all charges, there remained a credit 
balance for the year of £9,836, as compared witha deficit of £7,130 
for the preceding year. The increased earnings of the business had 
made it practical to readjust the finances of the company on a more 
permanent basis. The temporary loans had been paid off by an 
issue of £100,000 preference 6 per cent. debentures and by the sale 
of the State of Amazon gold bonds. The arrears on interest due on 
the 5 per cent. debentures—4£35,905— had been funded by a further 
issue of debentures, Altogether the position of the company had 
been greatly improved, and he hoped that the current year would ` 
produce as good, if not better, reccipts. 

Mr. E. B. ELLICE CLARK seconded the motion, and said that the 
chairman had by no means over stated the prospects of the current 
year, for it looked as if their revenue would be something like 
£20,000 in excess of that of the past year. 

The report was adopted. 


The report for the year ended June 30th, which was presented 
to the meeting, shows a balance at credit of revenue of £9,836, 
after charging 41, 760 for loss on sale of Amazonas gold 
bonds, £5,232 for interest on loans and £11,200 for debenture 
interest and sinking fund. Resolutions were passed in June last 
for funding the interest on the 5 per cent. debentures owing to the 
30th of that month in debentures at раг, by the further issue of 5 
per cent. debentures, ranking pari passu with those already existing, 
while the debenture-holders further agreed to forego the arrears of 
contribution, payable in June, 1906, on condition that the company 
provide for the redemption of the whole issue of the 5 per cent. 
debentures by. 1922, drawings being resumed in 1906. As these 
arrears have in the past been debited to revenue account, though 
not actually provided, owing to deficiency of revenue, the amount 
has now to be written back, thus, with the credit of £9,836, reducing 
the debit balance to £78,235, as against £113,311 brought down. 


Official Announcements re Companies. 


THE following are to be struck off the register at the end of three 
months, unless cause is shown to the contrary :— 


British Compressed Air Tramways Co., Ltd. 

Dumont Electric Ignition and Self-Starter Co., Ltd. 
General Fire Alarm and Automatic Sprinkler Syndicate, Ltd. 
Great Western Electric Light and Power Co., td. 

King Arc Lamp Co., Ltd. 

Lancashire and Yorkshire Electric Tramways, Ltd. 
Snelgrove Electric Cash Register Till Syndicate, Ltd. 
Taipo Accumulator Co., Ltd. 
United Electric Tramways, Ltd. 

West Riding Tramways and Electricity Supply Co., Ltd. 
Worlds New Accumulator Co., Ltd. 


— 


Westminster Electric Supply Corporation.—At the 
extraordinary meeting held on Wednesday, the resolutions already 
d for increasing the capital of the company were duly con- 

rmed. 


\ 

W. T. Henley's Telegraph Works Co.— We learn that 

the issue of £150,000 44 per cent. debenture stock, the abridged 

prospectus of which appeared in our advertisement pages last week, 

was so largely over-subscribed that the list was to close on Monday 
last for London, and on Tuesday morning for the country. 


Stock Exchange Notice.—Application has made to 
the Committee to allow the following securities to be quoted in the 
Official List :-— - 


Amazon Telegraph Co., Ltd.—Further issue of £35,900 6 per cent. debentures 
of £100 each, Nos. 1,251 to 1,609. 


Drake & Gorham, Ltd.—The annual meeting of this 
company was held at Westminster yesterday. 


Edison & Swan United Electric Light Co—A 
meeting of this company was held yesterday to confirm the reso- 


lution already passed respecting a special grant to the directors for 
their services in bringing the company through a troublesome 
period. | i 

British Aluminium Co.—The directors have decided 


to pay an interim dividend for the half-year ended June 30th at 
the rate of 6 per cent. on the “A” preference shares, and 7 per 
cent. on the 7 per cent. preference shares, 


Elmore’s German and Austro-Hungarian Metal Со, 
—An extraordinary general meeting ів to be held next Thursday, 
to consider resolutions reducing the capital from £162,981 to 
£115,745 by cancelling capital which has been lost, or is unrepre- 
sented by available assets, to the extent of 158. per share upon each 
of 62,981 ordinary shares of £1; also varying rights of the prefer- 
ence and ordinary shareholders. The proposal is also made to 
divide certain of the £2 preference shares into £1 preferenco 
shares, and to convert certain preference into ordinary shares, 
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MARKET QUOTATIONS. 


Wednesday, November 15th. 
Latest Fortnight's 
CHEMICALS, é&o, Price. Inc. or 
a Acid, 5 per owt. 5 / 
a 99 tric ee ee per cwt. 22/- 
a „ бл ne per owt. 82/-. 
а „ Sulphuric 4 per cwt. 5/6 А 
à Ammoniac, Sal per cwt. 42/- 
4 Ammonis, ‘Muriate (orystal) per ton am io 
per ton 
а Bleaching po powder per ton £5. 10 
a Bisulpbide of Carbon per ton £ 
a Borax | per ton £18 
a Benzole (90 &) = per gal 10d. 
a ” (50 9 ss per gal E { 
а Copper Sulphate .. per ton £22 10 
a Lead, Nitrate a per ton £25 
a „ White Sugar. per ton #81 
a „ Peroxide... Я . per ton £27 10 
а Methylated Spirit . per gal. 2/6 : 
a Naphtha, Bolvent (90 % at 160°C) per gal. 5/6 E 
a Potassium Bichromate, in per Ib. 8d. 
a Potash, Oaustio (75/80 3 per ton £90 
a Potassium Cyanide . per ]b. 1 
a Shellac vx per схі. / 
a Sulphate of Magnesia . per ton £4 10 
a Bulphur, Sublimed 8 .. per ton #6 10 
a i rane ered .. per ton £5 10 
a .. per ton £5 
a Soda, G Twrhite 70%)  .. per ton £10 15 
a, stals $e yx per ton £3 
a Bodium Bichromate, casks per Ib. за. 
а n de is per 1b. 
[4 
METALS, &o. | 
b Aluminium Ingots, in ton lots .. per ton £150 zs 
b » Wire, in ton lots .. perton #177 »s 
b Bheet, in pon lots .. per ton £175 ix 
b Babbltt's metal i .. per ton £48 to £140 ie 
e Brass (rolled me i 15) basia per lb 73d. as 
е „ Tube (brazed) . per lb . inc 
Є: x i Gola drawn). . .. per lb 8 . ine 
€ n Wire, bas per lb. а d. ine 
e Copper Tubes 8 a per lb. 11d . inc 
с solid drawn) per lb. 114 és 
g Copper Bars (best selected) per ton £2 inc 
g Copper Sheet T T .. per ton #88 £2 ino. 
g 09 Rod ee ee oes Фе per ton £88 #9 inc. 
в „ (Electrolytic) Bars per ton £77 10 ea 
€ » " ets per ton £90 10 
e 97 [Ir] H. C. Wire per lb. е в 
f Ebonite Rod КА .. рег lb. 8/8 И 
ў Shee r Ib. 8/- Я 
я German Silver Wire Р per lb. 1/6 
h Gutta-percha, fine . per lb. 6/- to 7/ 
h a-rubber, Para fine per lb. 5/3 to 5/84 ino 
i Iron, Charcoal Sheets... per ton £18 m 
í ,4, Pig (Cleveland warrants) ' per ton 58/5 6d. ino 
i , Fo according tosize per ton From £11 iré 
„ Ветар, heavy per ton 47/6 to 50/- re 
í , Wire, galvanised No 8 per ton £9 15 m 
g Lead, English Ingot M .. per ton £15 76 116 inc 
g [T] » Bheet ee ee per ton #17 5 716 ino 
m Manganin Wire No. 98 .. . per lb. 8/- us 
g Mercury s s КА .. per bot. 27 5 
d Mica (in original cases) small .. per lv. 6d. to 1/- 
hi i s, medium per ld. 2/6 to 
Ph Bro à per ib 1 to 10 : 
p Phosphor nse, plain per А 
4 n 7 р ip: 114 ae 
LL » I . 
5 Platinum ‘ т OS. a vx 
в Biliclum Bronze per lb 11d. to 114d. inc. 
1 Bteel, Magnet, ico d odes pi per ton 258 us 
» is in £15 to £40 Us 
4 Tin, Block .. - ee per ton { 9 8155 } 70s. inc. 
Wire, Nos. 1 to 16 . r lb. 1/10 . inc. 
p White Antifriction Metals— ^. = 
„White Ant” brand per ton £46 to £70 
j Yarns, 3/10« Grey Cotton, on sp'is per ^ 8d. 
oe per a 
j » 8 10 f. Ibs. Russian .. per lb. 
j " Russian,single .. per ved А 
j » 190 lbs. Jute rove per 1 
k Zinc, Bh (Vieille Montagne bnd.) per ton 681 18 
Quotations supplied by :— - 
a G. Boor & Co. h Edward Till & Co. 
b The British Aluminium Co., Ltd. i Bolling & Lowe. 
е phos: poton & Sons, Lid. 1 Walter H. Hindley & Co., Ltd. 
4 F. Wiggins & Sons. d Moris Ashby, L 
e Frederick Smith & Co. . T. Glover & Co., Ltd. 
f India-Rubber, G.P. and Teleg. P. “Ormiston & Sons. 
Works Co., Ltd. o Johnson, Matthey & Co., Ltd. 


g James & Shakspeare. p The Phosphor Bronze Co., Ltd. 


Sunderland.—The greater part of the Sunderland Dis- 
trict electric tramway system is now in working order. The first 
section of about 11 miles from Grangetown to Houghton-le-Spring 
(including the two branches to Penshaw Station and Fence Houses 
Station) was opened for traffic on June 10th last, and a further 
section from Houghton to Hetton of nearly two miles was opened 
on October 20th. The Durham Colleries Electric Power Co., Ltd., 
from whom this company is to take its power, are provisionally 
working a generating plant under agreement, but that company’s 
complete installation should be working by at latest the end of 
January next, when the full service of trams can be running. 


. stock shows an improvement to 6}. 


STOCKS AND SHARES. 

Wednesday evening. 
Depression and cheerfulness alternate with more than their 
ordinary rapidity of transition їп the Stock Exchange markets. 
One day it is the Russian riots that cause all-round flatness; the 
next, an easing of the money position in New York makes prices 
better. In the midst of this variableness, electrical securities mark 
a steady time, moving very little in either direction. The only 
remarkable change this week is a jump of eight points in Willans 
and Robinson Debenture stock. 

Home Rails are the least affected by the different bearish factors 
spasmodically present. Investors and speculators begin to flock to 
the Home Railway Market as one of the firmest in the Stock 
Exchange, and prices are mostly good. East London Debenture . 
issues are being speculatively bought, and the second charge “B” 
Debenture has risen to 334, the A“ being 1054. The Ordinary 
Great Northern and City 
Preferred shares cannot be bought below 58, and it is somewhat 
surprising that Central London varieties do not further respond. 
The Deferred carries 103 months dividend in ite price, and there is 
small doubt but that 4 percent. will again be declared in January. 
City and South London is being absorbed by people who have a 
partiality for а dividend-paying stock with chances of better things 
in the near future, for the tramway competition appears to have 
done its worst, and a recovery in the traffics should follow. The 
price is 1 higher at 45. Metropolitan Consolidated drooped to 91, 
and Districts fell a point to 38. The 4 per cent. certificates of the 
Charing Cross and Euston, and of the Great Northern, Piccadilly 
and Brompton Railways are now fully, i.e., £97, paid, and the prices 
are 97 and 971 respectively. 

Other traction securities are distinguished only by a 3 per cent. 
rise in British Columbia Preferred Ordinary stock, making it 1151. 
Potteries Preference put on } to 92, and Dublin United Preference 
moved down 4 to 15. Metropolitan Electric Trams Preference are 
lyy, and the Deferred about 5s., while the Debenture stock came 
nto demand at 1061. 

So long as the County Council's proposed competition in the field 
of electrical power supply remains an unsettling factor, the market 
for Metropolitan electric lighting shares will probably continue 
cautious of improving. There are severa] falls due to last Tuesday's 
decision. St. James’ and Pall Mall retrograded to 133, but 
Chelsea Ordinary are up } at 61, while Hove shares гове ё upon a 
small local inquiry. Charing Cross, Kensington and Westminsters 
ате all lower. Debenture stocks are pretty much as they were a 
week ago. In the manufacturing division, Cromptons are 35s., 
which is 4 better, although on the same day that the rise took place 
& bargain at 30s. was officially marked. Other miscellaneous 
changes comprise } drop in Dick, Kerr Preference, and ё in Henley's 
Preference. This last is due, of course, to the issue of £108,000 more 
43 per cent. Debenture stock, which was avidly subscribed, the lists 
closing well in advance of the advertised limit. "Seeing that the 
old 44 per cent. Debenture stock stands at 110, it is not surprising 
that there should have been a scramble for the new issue. Tele- 
graph Constructions are a point easier at 33, the market continuing 
weak. The feature in this section, as already indicated, is the rise 
of 8 in Willans & Robinson Debenture, bringing the priee to 87], 
and reflecting the gradual change in the fortunes of the company. 
The Ordinary shares are still 12, and the Preference about 3, both 
being £5 shares and fully-paid. It was in October, 1903, that each 
class received the last distribution made, so that the Preference 
carry accumulations of dividend amounting to 12s. per share. 

In the Telegraph division Amazon Debentures have made further 
strides, and show а rise of 2 on the week. Anglo-American 
Deferred went up 1j upon revival of buying caused by the activity 
in American Railroad shares, and the bears are hastening to cover. 
There has been a renewed attempt to buy Indo-European Tele- 
graphs, but, though the price rose £2, it attracted few shares to 
market. On the other hand, Great Northerns dropped 10s. A 
rather better tone characterises the Eastern group, the movements, 
however, being unimportant. West India and Panama first 
Preference rose 4 to 9, and the seconds fell the same fraction to 
71. Globe Ordinary are 3 easier, and National Telephone 
Preferred at 1074 has replaced the fraction that it shed last week. 


е л ы 


Allgemeine Elektrizitäts Gesellschaft.—In their 
annual report, says the Financial Times, the directors announce а 
dividend of 10 per cent. as against 9 per cent. 12 months ago. A 
meeting will be held on December 11th to sanction an increase in 
the capital of the company from 86 to 100 million marks. The net 
profits for the past year have amounted to 10,954,000 marks, as 
against 8,566,000 marks in 1903-4. 


— 
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SHARE LIST OF ELECTRICAL COMPANIES. . | 
TELEGRAPH AND TELEPHONE COMPANIES. 


Business done 


| | 
Воск Closing Closing Rise + 
Present AME от Dividends for the last Heng Desk ended от 
— ыш anero. four years Ко - АЕР од 
{ | и | 
FFP TT CMS ВЕРНЕЕ 
1902. | 1908. | 1904. | 1905.8 Highest Lowest 
84,800 African Direot Telegraph, 4% Debs... . 100 4 4 E 4 % кы 99 —102 8 .. 
25,000 | Amazon Telegraph Co.'s shares, Nos. 1 10 25,000 | 10 i i | Ni 2 4 — 4h Aoa | E 
- 119,700% Do. do. E Deb, Noa: 1 to 1,250 Hel 100 Nil Nil Nil ЯР а | 2 | "i | 12 
768,580 5 Telegraph  .. "^ .. | Stock | 60/6 615. 998.5 im = А 1094 zi 1 Ji 
8.118. 21 do. do. 6% Pref. ..  .. |: Btock 6 6% 685.3 9— ted AL. 17 174 | 16% il 
8,118, 21 Bo. do. do. Deferred Stock 1. 2s. il % 164— 1 "n 2 
44,000 | Chili Telephone, Nos. 1 to : 5 6 7% | 8 | is 7à— 72 BEES wp | mus 
1,982,8562 | Commercial Cable Sung. 5 500 year 4 % Deb. Sk. Red. Stock | 4 4 9 4 D" 96 — 98 | т 95, . 
16,000 | Cube Telegraph 535 10 63 10 Б 5 53 81 — 9i us 181 : e f 
6,000 Do. M 96 Pref. Ord. . ee ee ee 10 10 10 i 10 f 17 тт 18 =" e | ae | hd 
400 De (MAD DA a |e. (ie 37 [154 2191. Oe 4 9 = 
0,000 De. do 43 ейн p nem 49% | 100 —108 9, | 100.—108 ЖОЮ E 
GEM TCU M amin ра EE [и e SNP T MIU 
- 14,600 | Direct Cable, „1601, , = == Ж: 
t a et meok" з Сй ир ир ир ЫЫ и-и шы т Юю 
1,896,814 Do. Mort. Deb. Stock Red. .. | Stock | 4 4 4 4 9,5 | 106 —108 106 —108 мт E oe 
800,000 Eastern Extension, Australasia, and саш Tele. 10 7 1 1 6 %3 144— 15 10d 15 ts ie) te 
602,400 Do. 4 T Btock . . | Stock | 4 4 4 4 55% | 106 —108 05 s E 
800,000 | East&B. Afric. Tel., 4% Mt. Db., 1 to 8,000, red. 1909 | 100 4 4 4 js 1014 99 101 994 X 
200,008 | Do. 4% Reg. M. Debs. (Mauritius Bub.) 1 to 8,000 | 5 4 4 4 . 1014xd ` % 10 ids 2 
190,897 | Globe Telegraph and Trust . a | 10 |28 54 bi s 108— 1 такт : a 145 
180,887 Do. do. 6 % Pret. ee ee 10 4 6 % 6 ee 14 865 86 B5 А wee 
150,000 | Great Northern Telegraph, of of Copenhagen 10 15% 24 ЕЯ — — „ 
46,500 | { Halifax pee, within Nos. 110,200, Red. | n;; «. os п E 1 „ 
17,000 | Indo-European Telegraph SEA 95 |10 3 10% |13% e 55 — 67 57 — 59 57i - +2 
19,686 Monte Video Telephone Co., Ld. Ord, ae ee 1 8 8 * 4 % ee I FA fin i 112 111 Кы 
1,988,888 | National Telephone, Pref. Stoc oo € 1 100 6 6% | 6 6 2 1114 -112 11 = ion | Я 2n 
1,966,667 Ро. Del. Stock „„ саж Е. 4h 5% | б 5 , | 1064 - 107 ил 106 4 4 
15,008 | Do. do. 69 Cum, 1st Pret, .. ..| 10 |6 6% | 6% | 6 75 13 — 15 = ө | |р ө 
15000 | De. do. Cum. 9nd Pref. 10 6 6% | 6% 6 F 12 — 18 12 — 1 5 „ 
000 Do. do. 5% оо 8га P., 1 to 260,000] 5 5 5% | Б | 5 * 58— 53 [ A. 985 | 973 
2,000,080 |. Do. do. 5 b. Stock Red. .. | Btock | 84 843, | 84 S 97 — 99 i wi 1085 
1,680,598 | - Do. do. Jeb. Block Rea 100 | 4 4% | 4% | .. | 104 —106 — KA : 
179,818 | Oriental Telep. and ес. d to 171,504, fully paid 1 6 64%, 64 | 6% 11— 1 11— 12 з . 
Do. do. 6 % Cum. Pref. 1 6 6 «X 6 6 96 là— 1,8 lA— lfr oe . 
100,000 рес! European Tel. 4% Quar. Debe., 1 to 1,000 Е 23 4S | P За ш = y? i| . —„—— 
8,997 Habensripé Cables Trust “+ ee ee oe Cert, 6 6 $ 6 | • 195 —198 128 125 ae | ee 
58,000 United | River Plate те! ө б 1 84 | 8 m | 7— a 1— a Th . mE 
40,000 Do. 6 4 Dabe. um. Pref., Nos. 1 to £0,000 6 5 8 * 5 | ee ' 5a— Т. ee | е 
179,947 Do. do. 6 ee oe Stock b b y D 5 ae | 110 — 114 110 —119 ee n ee | e 
15,0000 | West African Те! Pu heces BO 10 9 4% * 10 — 104 10 — 10) i ® 
шша н сом of Ame oa 1 to 80, & 58,001 to 58006 94 N Loe 6 10 100 — 103 EE 
150,000 4% Debe, 1 to 1,500 100 4 4 4% | .. 100 —1 | —109 ;; кш 
301,930 Western elegraph, Lad, в. 1 to 907,980 10 1 1 1 " 141— 14 14 — 1 і | -.t 
15,000 % Debs. aud series, 1906 | 100 8 6 5% | .. 101 —108 102 —104 ЖАШ. +1 
668,890 po do. 5% Deb. Stock Red. | 100 4 4 4 y 1 cu 108 —106 1049 | 10 +4 
eni Wess India and каша a Te egra E yi aks 10 Е A ù j .. É й «d ru Е 
7 . 0. um. 18 А ee oe А ha 2 
4,009 Do. do. 6% Cum. 2nd Pref. ^ as 10 Nil мї i! “Р 74— 77 64— 74 7 o: ar 
80,0003 Do. do. 5 Debs., Nos. 1 to 1,800 oe 100 5 % 5 % 5 % ee 101 —104 108 —10⁵ 101 i ee A +1 
| m 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. | 
| | | | | | | 
850,000 | Angin-Argentine Trams, 960,008 to 430,007 . А HN 5 „ к | T 8% вео; — RÀ — 83 SH S.. 
| | s 8 
1,300,085 ‚Бо. 64 % Cum. Prefs., 1 to 960,007 ` Ps b 2 5% 5 54% ! — 6% — | 51% : 
600 Do. Permanent, 6 ) Deb. Stock, 1888 | 100 . 7 „% 6% Ши % a j 
200,000 Auekland E. Trams., 5 % 1st Mort. Deb. Stock .. | 100 | e 1 6% | 5% 5 % 105 —107 | 105 —107 „ . 
530,000 ` Babeack & Wilcox, 1 to 590,000 | 1 „ 9% 1% n NE — 1, 843 8 | . 
100,000 Do. do. 6% Cum. Pref., 1 to 100,000 . 11. | 6% | 6% 6% ' 1,- l ли "e MEC : 
-` 40,000 po LAE Cone Pret. 50 5 о Nü | Nü |. = | o k— Ыы RE E 
30,000 Do. do. 1 A ' 6% Cum. Pret. e si 5 | Nij N | Ni | .. і 45— 5 ce | E 
! е * Fan Certs. ee oe | ee ee ees er = ee ve oe 
900,008 Do. do. 5 F 186 Mort. Deb. Stock Red. Stock | 5% 5% 5% Ape , .98 —102 98 —102 93 Se. p: 
800,000 ' British Columbia E. Кай Def. Ord. Stock 100 6 6% | .. | 194—127 194 —J27 396 15 
300,000 | Do. 5% Pref. Ord. Btock ` . 100 | .. 5 5% ^ .. III IIA 113 —116 114 113 | 4d 
UI AE S CHEESE руз RR E MEE TIBUS 
3 . : А ОУ А X) = | SA Ææ ae ae ee 
230,000 | Do. 1j % Vancouver Power Debs., 1 to 2, 200 100 | © Hi | 4105 | 44% | 102—105 | 102 — 105 | sie © | 2 
189,801 | British Electrio Traction "A en 10 | 8 6 6 & Я. 199—1 | fie " | 104 ot N 
15649] | Do. do. 6% Cum. Pref. Gen 6 6 | 6 : 11 — 113 = | "ri 
1,000000 | Do. do. 6 Deb. Stock Btock 6 5 5 | res 120 —122 | 121 —128 D ME 
: |. ро. do. X and Deb. Stock Red. (MO | „ . „ 8 —100 98 — 10 | 99) | o | . 
100,000 British Insulated and Helsby Cables Ver e 5 10 | 8 8 8 8 67 — af 64— 7 pot T | . 
100,000 | Do. до. 6 % Oum. Pref. 5 6% ' 6% | 6 6%; bi— 8 [s m 
500,000 , Ро. do. 44 % 1st Mort. Deb. Red, | 100 4% 41 | 4 | 108 —106 109—106 | .. a Wi. ies 
912,000 British Thomson. Houston 44% Ist Mort. Debs. .. — 100 | 4% | 4% A | 98 —10 99 —100 © .. бк E 
3,800,000 (Pause Westinghouse 6 % icr ta are DAA | 5 |. | 6% | Nil | s | ?1— 28 | a M od. ke 
1,016,858 | 4% Mort. Deb. Steer. 100 |. , 4% 4% B5 — 60 (8 —9 „„ 
60,000 gBrovet, Lindley & Co., Ord. .. e| £ Ni | Ni | Ni | .. | Isid 4 dart) эшш ОЛ ш 
50,000 Ро. до. 6% Cum. Pref. ..| £1 Ni | Nil | Nil | .. į Mj6tol Д 14/6 to 15/6 | .. "E oe 
105,781 | "brash Electrical Engineering, Ord., 1 to 106,181. 9 Nil | Nil | Nil E - E D. cie ej o£ 
150,000 Do. Non-cum. 6 6 % Pre .. 2 6 | 6 6 % és |] 11 1 1 . . oe 
125,000 ро. Регр. Deb. Stock : | Stock | 4 | 8$ 9» | - | Boe | 8— | 2 NW" 
125,000: Do. Perp. and Deb. Stock | Stock 4$ 8 77 — 80 77 — 80 e DE M 
560,000 Buenos Ayres & Belgrano, 1 to 100,000 5 я 8 4 d | | | 811— SH | — [ 333 ae — sh 
200,000 | Do. 8 4% Com, Pret, «1 to 40,000 5 i 6% 5 7 .. 53 — BY | 1 — 3 HW oss on „ 
187, “В” do |o | = і m E E : 
317,70 Do. 5% Deb. Stock ...  .. 100 і 5 7 5% 5 % | 100—108 а-в —— s | : 
190,000 . Do. 5 % 2nd Deb. Stock — ..  .. 100 | B 5% | 5% | 102—105 102 105 104 1 es 
595,000 Calcutta Trams., 1 to 106,000 .. ^... .. .. 5 | 6 8% | T% и 11 —. 93 9i $ aT 
10 %% be 10,0000 18100 d 8 „„ ила . 84a | 
350,000 44 % 1st Deb. Stock ... 100 ay 4% | 44% ' 107 —109 107 —109 | a | 
85,000 Calendar) s Cable Construction shares S ES b :15 m 123% 123 | 105 11 — 12 11 — 12 lig Я Ze 
40,000 - Do. do. 5% Cum. Pref. . | b | 5% | S ® 5% bi BR 5b | = boe кын ШЕР 
800,000 Do. ‘do. 4495 lst Mort. Deb. Btock Red. Stock 4% | 4j 4% %% 100—101 | 109 —1n i: ita Ul Gar 
491,2 Cape E. Trams., 1 to 491, 2 1 | .. 115% 10 | БӘ 1—21} | 1— H in l&! .. 
450,000 Castner- Keper Alkali, 1 to 450,000 .. ET 1 (45$ E" 9 - 23— là 1 — [ха Жы» x ue 
230,711 Do. 43 9% lst Mort. Deb. Stock 100 | | 45 | {с 4% OT 102 87 — 102 -100 5 
1 963,208 Central London Railway, Ord. Sto tock ге «ео i 4 4 | id 4 %8 99 — 94 99 — 94 933 922 
523,396 po: о 55 Stock * Боск i A i { | 17 418 01 —108 | 10: ze 102 т ea 
598,896 0. O. ee . ; а — — i } PO 
1,990,000 . City and South London Railway — .. .. ... Stock | 84% | 2 00 | 2 %§ | 43—45 . 4—46. 5 437 | +1 
85,000 | тошоп © COs Б 11 B5 000 B e 8 5 % 2 lk— 13 1j— 11 | 1 * à 
" . ort. 6. To te. озш x A e 
100,000 | 900 ‘ot £100, And 901 to 11, of 260 Rea. юр; |5% 6 * 5 * | | M—9 5 N 


i | К | : T 
э A period of nine tnontbs. 1 Quotations on Liverpool Stock Exchange. 1 Unless otherwise stated al] shares аге fully paid. $ Interim dividends. 
| | aS - And bonus of 108. - 4 From Manchester Share List. - | i 


(Continued on next page-) 
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SHARE LIST OF ELECTRICAL COMPANTES-—( ы - 
ELECTRICAL RAILWAY, MANU FACTURING AND INDUSTRIAL COMPANIES. —(continued), 


2 Clos Closing Business done Rise + 
Present NAME, . ion ‘Dividends for the 3 '| Quotations week ended | or. 
Issue. í Bhare. laat four yoars. Nov. &h. |. Noy.15th. Nor. 15th, 1908. Fall - 
| + | 1902. | 1908, 1904 31906. ер 8 Highest Lowest. 
260,000 Dick. Kerr & Co., 1 to 52,000 КА 5 is .. | 10 i — B1— „ — 
806,000 Do. do. 6% Cum. Pret. 1 to 61,000 "E a 1693 169% | 895 — 6 a e 6l . i 
294,150 Do. do. 449% Deb. В M .. | 100 |... Ho» 44% 955 106 ЦЕ 106 108 ga às e 
600,00 4 Dublin United Trams. (1090), 1 Tta 60,000 10 bu 54% 6 5 8 18 — 144 14 iM — , 
900.000 Do. A Debs. | 100 5 24 5 | 98 — 99 98 — 90 І 
і " tock |. 100 4 96 — 97 ха! 06--97 
300,000 “в” Deb. В 0 i Ка : t $ 

99,061 | Edison & Swan Utd., “A” ahrs., £3 1 9,261 5 | Nil d e 1 1 li— i 

17,189 51 shares, 01—017,199 6 | Nil Nil wei .. | 8 — 80 81 — 95 : : B 
844, Do. 4 Deb. Stock Red. 100 4 4 % 4 ee 92 — 97 92 — 97 * 0 oe 

Do. 5 M 9nd b, Bock Prov, Certa. ll рі. 100 5 54 S | = : P: А 
112,100 | Heotrio Con ction 1 to 113,100 .. 2 6 4 il e| i — of i 9 ie “> 

81,890 po: do. эш Pref., 1 to 81,800 3 7 1 1 me oan oe WP . - 
0:000 Genera Eleoirío со à „4% Mon. Deb. ^ . Stock | 4 4 4 » 96 —100 96 —100 ip s 
780,00 | Gt. N. A City Rail Pref. ога 4A 4 1 ю 72,000 10 8^ 4 $ 495 | tot 121 "m 115 5 513 т 
"bar der wid d Mot Debe | 100 Н i TER es -1004 101—102 NE & +1 
80, o. or в. m ka 5 % ae 04 - EN CUR 
—.— Henley Ba. T.). Telegraph Works, Оф... . 5 20 15 15 96 | 1295: 12 — Б. 15 — 18 12 E^ ae 

e е е *. 

к | India-Rubber, Cad Porcha eg Wont Qo | 494 % 2% 1 мн | 99 109 | 
800, B о ae — А ee ee 
87,500 [Liverpool Overhead Railway, Ord. ..| 10 là T 11% P : 5 24 — 2i Ў 4 Ce 

10,000 Do. do. Pref. £10 paid T 10 5 5 % 2 Een | 18 1 or 104 ids s а j 
600,070 оваа United Trams (1901), 1 to 50,007 PE 10 xs 8 % % ы 1 2-19 
890,990 Do. do. 60,008 to 100,000 (£4 paid) is 10 V 8 do 6 d 4 %ї — 10 ae 

1,125,000 Do. do. 65% Cum. Pret., 1 to 125,000 . 10 ii 5 $ 5 $ | 5% : 95 104 p 104 TUR . 
1,881,000 Do. do. 49% 1st Mort. Deb. Stock. | 100 " 4 4 4% 0-08 = 

100,000 | Peebles (B.) & Co. 6 % Cum. Pref., 90,001 to 40,000 5 ^ 72 6% 6 6% 4 — = 91 
240,500 | Potteries E. Pr., 90,001 to 40 000 & 50,001 to 54,500 | 10 5% | 54 .. i- 9 2 915 a 
240,500 Do d Cum. Prot. 1 to 20,000 & 40,001 to 44,600 100 5 % 5% 5% | MA: 105154 xa 
245,000 Do. 4 toc "e . .. Э А ЗА . rs EY = 

87,860 тевер Construction and Maintenance 13 20 g 20 & 15 | T i 2M i 105 834 82 1 
899.380 Undergd. E R., 1. "c % Pro ut Ser. 8 Nts. 1900 | 100 | 4 р H b 994—1004 994—1004 = Е j 
599, nderg n ar. В, «s is "T "e ; › — | е we 

5.540. Waterloo & Ою Railway, Ord. Rtock m .. | 100 83% 83% 63% | 8968 87 — Ji г — i 11 - 
Em | Ыы mares r | 8 fc Ү nz | Mo | do Mm 
889,890 Do to ; p i — 3 — ‚ $ 
246,906 Do. 4 & Ist Mort. Deb. Stock .. . .. 100 1€ 4 % | І 77 — 82 85 — 90 ы as +6 
П i] 
| FENCE EN AEN: eee ae Be 
ELECTRICITY SUPPLY COMPANIES. 
| ) | | 
| Kl : 

70,000 | Bromley (Kent) E.L. & P.,1 to 14,000 T | 5 | .. 5% | % | 4 95$ 5j— 54 | 51— 5j E | 
50,000 Do. do. 44 9j lst. deb. stock... | 100 5s 44% 44% 4% 102 195 ха | 102 ze EXIT. 
Meg. Coop акш. Elec. ч e Conk Pret. H | 2510» 7 | Ж of 9 97 „ 

. 10782 | Central Electric Б изыш. Deb. Ar vis | 109 ‚4% 4 » RECON ue жс | dr mer E CX. 

80,000 Charing Cross and Biran кчө Dupply By Б | 0 | В | 8 | b 968 — 23 a Ж Я | 

000 e | Fat m ea | $ ^ ee | ee 
10,00 | Do Gi Undertaking Wi Om Pr | 8 f | „ Er, E. „ dua 
000 8. a ' 46 NE E = 108 —105 1044 1063 
Do. do. 4% Deb. Stock Red. ..| 100 4 | 4 4 . | 108 —105 | 
44,408 | Chelsea Electricit Өн Ed Ord. 8 ка | 5 $ | 6 | 44968 | 5j— 6} 0 — 64 Gà — 9 c d 

44, П А рр у ; ES 

% Deb. Stock Red. Stock 4 E" 4% 110 —12 .— 110 1117172 .  ... 
170,588 ИТ | 96 | 119— 12 11j— 12 1% | ds 

30,506 | City of London 22 8 о. Light ш, Ord, 40,00 40,001—110, 506 | | 10 5 | 5 Ф | к» ni „ 1 

40, Сот е ^3 П | Ы 
So р Ro». Bk T Prov IET 1% % hg о о 0 1 104 —105 , 
800. 0 : | s s l 

40,000 ‚ County of Ponden Кезш XA "Ord. 1—40, 10 4 | 4 | 445 4 95€ i2 a | i = i | 1202 | i 
30,000, | Do. do Pref , 40,001 — 6,000 | 10 6 | 6 6 : „ | 111—11 . 

. o. ee . i 
950,000 | ро. do. . ond Deb. Stock . Stock | d dz 4 (on j MR-MM xa | 1231 | IN. 
70,000 , Кашып 8 Electric Соло генов. Оа Онген ЙК X 5 | 1 | 1 | 1 Фф т = = es е 
O. e. ee — i J i 5: 

DO, 0001 | Do. do. ELI Mort Deb. atk 100 ; 44 44% | 44% .. | 109 —111 108 110 100 —1 
800, і ó Р 53 54— 6 ! 

50,000 | Folkestone, 1 to 10,000 . : T. 5 ЕЕ % | % 4 ы} | 2 3i N- 3 | do. 3 Sg 

50,000 Howe " toe i Ist. Deb. Stock „ sh ar 5 | " 905 | 995 | di 8]— 84 a 1 +4 

10,000 Do. New (25 10s. aid) i s us E " 84% Po сек 6— 6 451— 6i | ej i —è 

87,30) | Do. 4% Deb. ae je. we xD үк. 100 " 4% 1 4% | 4% 95 — 98 9 — 98 . .. ЕС 

7,300 | Do. 43 % Deb. Stock .. 100 | » 44% | 44% | 44% 99 –.101 | 98 —100 2 2 — 1 

21,000 | Kensington and Knightebridge Electric Ord. 5 10 1 129% | .. | 1— 124 n Ac EN. i 
186,000 Do. do. do. 49% Deben. Stk. | Stock | 1% | 4% | 4 1, 0 S s 
111,000 po. Electric Bupply Corporation, Lin pines: оч. | : | a 2 | В | u 51 и А | 57 3 
21.505 | 95 4% lat Mort. Deb. Stk. Red. СЗ E: | E: | T. | |. 99—102 | 99—10  , TP 
100,000 | өйө litan Electric Supply, 1 to 100,000 . 5 ; 1 8% 10 ‚ 10%$, qum 1 i ка 10 | zi | 92. 

76,121 4 ә Cum. Pref. 1—71,100, £8 pd. ^ 5 ‚449% | 4405 | f ф | P 115 T uw d M. d 
220,000 44 % lst Mort. Deben. ‘Stock T . + 4 o. d 97 i 92 95 | | 
250,000 & Mort. Deben. Stock Redem. | Stock | % | $c "o NE. um 
250,000 Midland Electric Corporation, 44 96 1st Mors: pet: "| 100 4 | 45 4 % | | 1 — | 101 ^ е 

( 285,045 | Newcastle-on-Tyne, 1 to 57,009 ki | 5 8% 8% 2308 | Ба 80 Я а ex 

1 80,955 Do. 57,010 to 75,000 00e, 5 ELE CN a NM ч EE = 84 

( 285,045 n 59, Pref., 1 to 57,009 . 5 365% 5 5% 6)— öy 1 6; | 
i 89,955 ; 57,010 to 75,000 . БЫ. wee 45 І a 2/9 i- 15 | = 185 | | 

10,852 | SOME. Bii Pec e Lighting Set Deb. T 10 | : 2 | а а 1 5 T 00 Ыза | | 

59,000 Q. H | ! С oe 2 — ' ; Ж в 

92,500 Oxford, 1 to 96 and 407 to 18,810 н І -y 5 | . | 65 7 5 I 6 — 64 00 1035 ы И 

50,000 : Do. 4% Deb. Stock 1000 .. | 4% 4% 4% | 100 0 dcm 04 | ids ist m 

40,000 St. James’ and Pall Mall Electric Light, Ord.  .. 5 143% 143% L2 1095€ 13 ! i | 
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PROCEEDINGS OF INSTITUTIONS. 


є 


THE FARADAY SOCIETY. 


Tue Faraday Society opened its autumn session on Tuesday, October 
3ist, when the President, Lord Kelvin, who received a very hearty 
grecting, occupied the chair. 


ALTERNATING CURRENT ELECTROLYSIS. 


The greater Tan of the evening was devoted to the discussion of 
the difficult and troublesome subject — difficult on account of the large 
number of variables involved—-of alternating current electrolysis, 
on which two papers were presented, one by Prof. E. Wilson and 
the second by Mr. W. R. Cooper. Prof. Wilson's paper—the out- 
come of a very large number of experiments dealt principally with 
the effect of frequency on. the energy absorbed in electro-chemical 
systems, through which pass alternating currents. The instantaneous 
values of current and r.p. were obtained in his experiments by the 
straightforward, if laborious, ‘ point to point“ method, the former, 
by observing the momentary values of the р.р. across a non- 
inductive resistance in serics with the ccll, the latter by means of 
an exploring electrode cut from the actual electrodes, allowance 
being made for the voltage absorbed in the electrolyte itself. The 
amount of energy absorbed ina complete cycle was got at by plotting 
the instantaneous value of the r.p. against the integrated value of 
the current curve up to the eame point. The result in general isa 
closed curve somewhat similar in form to an iron hysteresis curve. 
With increasing frequency for about the same maximum coulombs, 
this cyclical curve gradually collapses, thus clearly showing that 
less energy is absorbed and ipso facio more is returned to the system. 
Thus, in a particular experiment made with a platinum-sulphuric 
acid cell, the percentage of the total energy returned to the circuit 
at а frequency of 142°5 was 40°8, the maximum coulombs per sq. m. 
of electrode being 0°474 х 10-8, while at a frequency of only 2:4, 
the percentage fell to 13:6, the maximum coulombs in this case 
being 800 x 10-3. In the limiting case, as the frequency 
is indefinitely increased, the closed curve would flatten to a 
straigbt line, and the cell would then be acting like a condenser, 
returning all the energy put into it. This relation between the 


frequency and energy absorbed holds good whether soluble or. 


insoluble electrodes be used. In the latter case, for example, with 
platinum electrodes in a sulphuric acid solution, the greater 
reversibility at high frequencies may, perhaps, be ascribed 
to the fact that the products of electrolysis, hydrogen and 
oxygen, re-combine to some extent, and so return energy 
to the system. In the case of soluble electrodes, the in- 
creased reversibility at high frequencies is probably the result 
of there being small opportunity for diffusion to take place 
in the clectrolyte, as suggested by Mr. Swinburne in the 
discussion.. The subject is one that has some practical bearing on 
the question of the corrosion of gas and water pipes by stray 
alternating currents. It used at one time to be thought that the 
introduction of alternating supply would do away with the corro- 
sive action of leakage currents, but Mr. A. P. Trotter, of the Board 
of Trade, quoted some rough experiments made by him, in which 
an alternating current of about u ampere per sq. ia. was sent 
across two lead pipes buried in moist, soil, that must quickly dispel 
any such idea. It was curious to note how the corrosion on these 
pipes suddenly stopped at quitc definite lines at the back of the 
pipes — whether there is a limiting corrosive current density, or a 
limiting р.р. is at present not quite clear. The corrosion of lead 
by alternating currents is by no means negligible ; in Prof. Wilson's 
experiments, where dilute sulphuric acid was the electrolyte, a 
н M.S, density of 0:0236 ampere per sq. cm. eats away metal at the 
rate of 4:8 cms. a year at a frequency of 21:5 (the effect increases 
with increasing current density), but only at the rate of 2:6 cms. 
at a frequency -of 925. To be sure, an equivalent direct 
current would account for as much as 70 cms., but a soluble 
metal like iron, which does not form on its surface a more or less 
insulating coating such as lead would in time, is likely to be 
attacked to a greater extent than the latter, and the subject is 
well worth the consideration of electric traction engineers. Such 
experiments as would be of value from this point of view must, 
however, be made under conditions that approximate to practice ; 
the nature of the electrolyte, for example, is of paramount import- 
ance, seeing that the nature of the soil has been found to be one 
of the most important of the conditions that determine the extent 
of pipe-corrosion by stray currents. We hope tbat the utility, as 
well as the delights, of this fascinating subject will induce some of 
the energetic members of the Faraday Society to thrash the whole 
matter out to the bitter end. 

The paper read by Mr. Cooper, on “ Alternate-Current Electrolysis 
as shown by Oscillograph Records,” dealt, as its name suggests, 
mainly with the question of wave-form, and he may be said to have 
finally settled the controversial points raised by Mengarini and 
other investigators regarding the effect of polarisation in an 
alternating-current circuit, and the relation between the impressed 
E.M.F. and the resulting current, for no previous experimenters had 
the advantage of being able to obtain the precise information which 
is yielded by a Duddell oscillograph with so much ease and readiness. 
It bas been usually supposed that polarisation acts exactly like a 
condenser. This would be the case if the current kept the form of a 
sine curve, but although polarisation may rise as rapidly as the 
current giving rise to it, in the same way as a condenser is charged 
as rapidly as the potential difference applied to it rises, there is 
not a corresponding behaviour as the current falls. The polarisation 


does not discharge itself rapidly; in fact, it is а slow process, con- 


sequently when the applied potential difference falls, the E.. v. of 
polarisation falls but slowly, because its fall depends upon voltaic 
action such as occurs in a gas cell, and this can only take pince 
slowly under the circumstances, "Therefore polarisation.acts as a 


Curve of 
Appied Pressure 


Еа. 1, 


sort of one-sided condenser, which ів normal in charging but refuses 
to discharge, except slowly, until forced to by a reverse charge. 
Moreover, it acta as a leaky condenser; the higher the applied 
potential difference the greater the leakage, until finally the. back 
E. A. F. rises no further, and visible decomposition takes place. 

If we take the curve of applied pressure as a sine curve and neglect 
resistance, the current curve must approximate to the form shown in 
fig. 1. If the electrodes get polarised up to the applied prassure, v, 
а current will flow as v rises, but it will become less and less as the 


Fic. 2,~-APPLIED Pressure, R. M. S., 1:0 Уот: 


maximum is approached, and will become zero when v is a maxi- 
mum, because у will be balanced by the polarisation. Thus the 
current will be zero at the point a. As the pressure falls from м to 
N it will be below the E. M. F. of polarisation ; there will be excess of 
E. M. F. in the reverse direction to the applied pressure, and therefore 
a negative current will flow, but as it depends on voltaic action the 
current will be small, as indicated in the figure, we will suppose, 
by a B. But when the applied pressure becomes negative after the 
point м, it will be acting im the same direction as the residual 
polarisation, and there will be a rapid rise of current. . This will 


Fic. 3.— APPLIED PRESSURE, R. M. S., 115 VoLTs.] 


wipe out the residual polarisation, after which the polarisation will 
reverse, and the current, after rising to a maximum, will fall to zero 
when v reaches a maximum negative value, so that this part of the 
current curve is something like B c D. The curve is then repeated 
in the positive sense, giving the curve A B C D E F for a complete 
wave. In the actual experiments the electrodes consisted of 0 18 
mm. platinum wires, 9:2 cms apart, projecting 2'0 cms into dilute 
sulphuric acid ; the frequency was 83. A very interesting selection 
from the oscillograph records obtained, was shown by Mr. 
Cooper on the screen, and is reproduced in his paper. The current 
curves are of the same general form as shown in the above figure, not 
һо noticeable at the lower pressures, but approximating very closely 
to the ideal form as the р.р. reaches about 1 volt and more, as will 
be seen from the two examples here reproduced (figs. 2 and 3). 

As the pressure is further increased the current become more and 
more like a sine curve, and the phase differences ultimately almost 
disappear. In the case of experiments made with sheet electrodes, 
the current curves were much more like sine curves; it is evident, 
therefore, that no experiments with alternating currente are strictly 
comparable unless similar electrodes be used. Some oscillograph 
records of the action of an aluminium rectifier were also shown by 
Mr. Cooper. Rectification was seen to begin at about 5 volts, and 
increased gradually up to about 53 volts, when it was complete, 
At some of the intermediate voltages it was very curious to note 
the little attempts at rectification in the wrong direction. 


"THE CRYSTALLINE STRUCTURE OF ELECTRO-DEPOSITED COPPER. 


Prof. Huntingdon’s note on this important subject, and the 
beautiful and striking prepared specimens he showed in the micro- 
scope, evoked a great amount of interest, It appears that in Mr. 
Cowper-Coles’s process for making copper wire clectrolytically 
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(already described in these columns), the metal is deposited on a 
rotating mandril, on which is scratched a V-shaped groove. The 
result is that the deposit parts very easily in the plane of the 
seratch, and thus can be drawn away from the cathode in the form 
of a kind of long ribbon. Prof. Huntington explains the line of 
cleavage as being duc to the fact that the direction of the lines of 
crystallisation of an electro-deposited metal are the same as іп а 
casting made on surfaces having the same inclination—i.c., the 
crystals form at right angles to the surface on which the deposit or 
the casting is made. It follows that when the crystals which form 
on surfaces more or less at an angle to one another meet, there will 
be want of continuity in the two sets of crystals, and a line of 
weakness will have been developed. To make this perfectly clear, 
Dr. Desch polished and etched for Prof. Huntington a piece of Mr. 
Cowper-Coles's copper deposit, and the effect of the scratch on the 
direction of the crystals of thc deposit was thus made clearly 
apparent under the microscope. 

Another photo-micrograph shown was that of a cathode plate 
which had been deposited on a thin strip of clectro-deposited 
copper. The crystals of the original strip were scen to be continued 
in some cases in the cathode plate. The way the crystals followed 
the curvature of the strip was very apparent. | 

Now that finished articles are being. made electrolytically, the 
subject is one of some importance. Care will have to be taken to 
avoid sharp angles (as they are—or should be--avoided in castings), 
where articles, in which strength is of importanee, are being 
deposited. Another photo-micrograph showed the effect of 
annealing electro-deposited copper. The long crystals of the 
deposit are completely broken up, and become largely twinned. 
This makes it clear how brittleness is removed, either in castings or 
deposits, by suitable annealing; but, of course, no amount of annealing 
is of any avail where there is actual cleavage between the lines of 
crystals. 
structure has nothing whatever to do with these things, which, һе 
maintains, can be more satisfactorily explained as being due to elec- 
trostatic action, it is evident that the whole subject of the structure 
of electro-deposited metals is one of fruitful interest, and it is 
surprising to find how scanty has been the amount of attention 
devoted to it hitherto. Why, the genesis of such every-day 
phenomena as trees and “nodules,” on electro-deposits is not 
yet properly understood ! 
‘micrographs should act as a stimulus and provoke further inquiry. 


HYPOCHLORITES. 


Mr. W. Pollard Digby had only a few minutes at his disposal to 
discourse of The Relation of Stability to Electrochemical Effi- 
ciency in Hypochlorite Production," and his paper, a useful and 
timely contribution to what, as Dr. Rideal pointed out, was really 
the commercial aspect of a very difficult and complex problem, had, 
unfortunately, to be taken as read. That excellent bleaching and 
oxidising agent, known as hypochlorite solution is, it is now almost 
needless to explain, produced electrolytically on a considerable 
scale by the simple process of electrolysing cold brine in open cells, 
when the caustic soda formed at tbe cathode unites with the chlorine 
evolved at the anode ; the resulting unstable combination is the 
hypochlorite of the electro-chemist. In the first portion of his 
paper, Mr. Digby deals with the question of the efficiency of hypo- 
chlorite production, and the relations between that all-important 
function and the available chlorine present in the treated solution. 
Perhaps inefficiency would be а more apt word to employ, seeing 
that in practice rarely more tban 18 per cent. of.the chlorine 
present as chloride is converted into hypochlorite. Mr. Digby then 
proceeds to show that an important factor in determining the 
efficiency of the process is the stability of the solution, and for the 
sake of the latter most essential quality it is generally advisable 
to sacrifice much of the former, unless, of course, the solution pro- 
duced is to be used immediately, such as in the sterilisation of 
sewage aftluents. Ву a stable solution is meant one which, if kept 
in closed amber-coloured glass bottles, will lose not more than 5 per 
cent. of its strength per annum, or which, when standing in an open 
tank, wil only lose 0'5 per cent. of its strength iu 28 days. 
Auother important factor in determining ihe efficiency is the 
volume of the contents of the electrolysing tank or, put in another 
form, the ratio of storage to hourly output, and complications do 
not cease even here, for it is finally suggested that the presence of 
impurities—notably, iron—has likewise an important bearing on 
the depreciation of hypochlorite. This opens out an almost 
unlimited field for the fancy of the speculator and the patience of 


the experimenter, which we may hope will be taken advantage of, 
at least by the latter. 


PHYSICAL SOCIETY. 


AT the meeting held October 27th, 1905, Prof. J. H. Poynting, F. R. S., 
President, in the chair, a paper on The Theory of Phasemeters ” 
was read by Dr. W. E. SuMPNER.  Phasemeters are instruments 
of the dynamometer type for indicating the phase relations of the 
currents and potentials in alternating current circuits. With few 
exceptions they arc made for use on multiphase circuits. Such 
instruments consist essentially of two sets of coils, of which one set 
is fixed, and the other forms a single moving system which is not 
provided with any form of control. The currents in one set of coils 
are determined by the voltages of the main circuits; while those 
in the other set are produced by the circuit currents. With rare 
exceptions the magnetic circuits of phasemeters are air-circuits, 
containing no iron, so that the magnetic fields associated with them 
are weak, and the instruments in consequence are of somewhat 
delicate construction. There, however, appears to be no reason 
why the use of iron should be avoided in these instruments, and 


When we find Mr. Rhodin contending tbat crystalline. 
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Prof. Huntington's interesting photo- 


the author shows in the paper that the theory of the instruments 
is the same whether they contain iron or not, and however the coils 
may be ed; that they can be calibrated by direct current 
methods, although for use on alternating current circuits ; and that 
a new type of instrument, containing iron, conforms to the theory 
given. In all the cases considered, it is assumed (1) that the 
induction density at any point due to the current a in a fixed coil 
is represented by 4 ғ, where л is the instantaneous value of the 
current A, and ғ is a quantity dependent merely on the coil and 
position of the point considered; and (2) that the principle of 
superposition holds, viz.: B = 41 Fi + Ag Fa + A8 Fe, where Ay Aq Ag 
are the currents in the three fixed coils, and the quantities F are 
functions of the positions of the point corresponding to these fixed 
coils. The author shows that these assumptions hold good even 
when the path of the lines of force lies partly through (suitable 
laminated) iron, and it is necessary to consider the effect of varying 
permeability and hysteresis. EN 

The main resulte of the investigation are :— 

1. Phasemeters for multiphase circuits are all equally accurate 
on balanced loads, provided they have been correctly calibrated 
and possess no faults due to purely mechanical causes. Their 
accuracy is not affected by variations in wave-form or їп current- 
frequency. The calibration of the scale 1s affected by the number 
of coils uscd in the instrument, by the ratios of the ampere-turns 
used with these coils, by the distribution of the windings, and by 
the magnetic nature and properties of the magnetic circuits, espe- 
cially if these contain iron; but the accuracy of the indications is 
not dependent upon any of these considerations, if the working of 
the instrument is satisfactory from a mechanical point of view. 

9. Phasemeters сап be simply and accurately calibrated for 
balanced loads by means of a direct current method of test. 

3. The error of phasemeters on unbalanced circuits 15 generally 
serious for loads which are badly out of balance. The error, like 
that of а wattmeter, increases rapidly as the power factor of the 
load diminishes. It can only be reduced at the expense of com- 
plication in the instrument, by increasing the number of coils used 
in the fixed and moving systems, and by arranging the coils and 
magnetic circuits to be symmetrical in regard to one another. If 
the true power-factor of the load is cos $, the reading of the instru- 
ment is— T 

cos ф + Osin p, 
where 0 is the phase error due to the unbalanced load, and is the 
product of two factors, one of which is the maximum value of 0 


determined by the amount the load is out of balance, and the other 


may have any value between + 1 and — 1, and determines whether 
the instrument reads high or low. | 

Prof. Н. L. CALLENDAR described an “ Apparatus Designed for 
Measuring the Coronal Radiation during ап Eclipse." The coronal ° 
radiation was received by a mirror, giving an image of the sun 
approximately 1 cm. in diameter. The effective concentration of 
the rays at the focus was upwards of 1,000 times. The absolute 
recording bolometer was designed for the determination of solar 
radiation in absolute measure by the electric compensation method. 
The radiation admitted through a measured aperture of 3 sq. cm. 


was received оп a blackened grid of fine platinum strips, 


arranged in such а way as to intercept the whole of the admitted 
radiation. The increase of resistance of the grid was automatically 
rocorded by means of a Callendar recorder of the usual pattern. 
The intensity in absolute measure was determined by observing the 
value of the electric current required to produce the same rise of 
temperature in the grid as the radiation to be measured. Apart 
from its use for recording the variations of solar radiation, the 
instrument was intended for reducing to absolute measure the 
readings of the coronal thermopile. The coronal thermopile 
designed for the 20-in. reflector had а receiving surface consisting 
of 10 small rectangles of very thin copper, arranged in the circum- 
ference of a circle nearly fitting the image of the sun, so as to 
receive the greater part of the radiation of the inner corona. The 
copper rectangles formed the inner junctions of a serics of thin bars 
of antimony and bismuth alloys, arranged radially on a very thin 
supporting disk of mica. The outer ends of the couples were con- 
nected by thin copper strips at the outer circumference of the mica 
disk. The pile was constructed in two halves of five couples each 
on opposite sides of the disk, and the two halves were connected 
either in series or opposition through a suitable switch to the 
yalvanometer. The galvanometer employed was of the movable- 
coil type. А preliminary test of the apparatus with the thermopile 
directly exposed to radiation of known intensity, showed a deflection 
of nearly 25 cm. for one-thousandth of а calorie per sq. cm. per min., 
«o that radiation one-millionth of full sunshine could be detected 
with certainty without using a mirror. When placed in the 
focus of the telescope, radiation one thousand times smaller 
than this could be observed, so that, even if the intrinsic heat- 
radiating power of the corona were only one ten-millionth of the 
solar surface, it could still he measured to within 1 per cent. The 
essential point in the observations was to eliminate the variable 
effects of atmospheric radiation, for which a differential method of 
observation with the two halves of the pile was particularly suit- 
able. In taking observations on the corona, the motion of the 
moon during totality was made use of to define the exact area of the 
corona corresponding to the differential reading. At the commence- 
ment of totality, the thermopile being centred on the sun, the 
inner corona on the eastern limb would be fully exposed, while 
on the western it would be partly covered by the moon. Atthe 
end of totality the reverse would be the case. The difference of the 
readings would correspond to the radiation of the strip of the inner 
corona uncovered by the motion of the moon between tbe two 
readings. The area of the strip of corona considered could be 
accurately determined from the times at which the readings were 
taken. - 
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ко ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


(Continued from page 786.) 


New Jandus Lamp. 


We illustrate in fig. 108 the latest design of Jandus lamp, which, 
while retaining all the main features of the old pattern that has proved 
so Successful, embodies further improvements so as to increase the 


Fia. 108.—NEew JANDUS Lap. 


already long burning hours of the lamp and its lighting qualities, and 
to render all parts of the mechanism easy of access. The lamp is 
operated by a compound wound solenoid acting on an armature of 
nearly 3 lb. weight. The great inertia of this heavy weight, com- 
pared with the light mechanism in so many lamps, naturally acts 
somewhat as a fly-wheel in steadying small fluctuations of the light. 
The pull being vertical, the whole weight of the armature is avail- 
able to check small fluctuations. It will be noted that the total 
weight of the mechanism acts directly as a controlling force, and is 
therefore able to overcome any friction. In many lamps the weights 
are nearly evenly balanced one against the other, and although 
these weights all aid in producing frictions at the bearing points, 
only the difference in weights is available for overcoming this 
friction. A dashpot is mounted on one side, is totally covered in, 
and can be removed for cleaning without disturbing any other part 
of the lamp. 

The coils are baked, after treatment with a patent composition, 
and rendered thoroughly waterproof. They are tested while hot 
at eight times the working pressure, and we understand that the 
shunt coils will stand 250 volts across the terminals of the lamp 
indefinitely without injury. By this arrangement of shunt, the 
need for cut-outs or other devices to break the circuit of the shunt 
coils is not necessary for ordinary series working. 

The Jandus Company still adhere to powerful shunt coils for 
series lamps (these coils balancing the arc voltage within one or 
two volts), and do not rely upon the use of series coils only for the 
regulation of the arc voltage. Series coils, whether assisted by 
weights or springs, ‚ depend for any balance the lamps may possess, 
only upon the lamp taking an increasing current as the arc is 
lengthened, and the lamp can therefore never burn at an absolutely 


definite current, The series coils with their attendant springs or 


weights regulate only the position of the arc mechanism and not 
the length of the arc, and it is necessary that the lamps should 
break circuit and restrike before each feed to keep even an ap- 


| proximate balance. 


As owners of the Jandus, Howard, Marks, and many other en- 
closure patente, the Jandus Company are in a position to give long 
burning hours, the present lamp burning for 200 hours at опе 
trimming, without any blackening of the globe, flickering of the 
light, or explosions. The trimming is at the same time absolutely 
simple, and only one glass to metal joint is broken. The arc voltage 
is extremely high. A diffuser is fitted above the globe, and to this 
is added any one of an extensive series of reflectors. These, com- 
bined with the cleanliness of the globe due to а perfectly designed 
enclosure, result in a lamp of high light efficiency. 

The resistances may be either internal or external] to the lamp as 
desired, and & variety of globes, reflectors, and cases are stocked, 
all being interchangeable upon the same lamp body. The current 
is fed through the patent gravity brush rings, and there is an entire 
absence of flexible cords, or clockwork. The case is removable 
while the lamp is hanging in position, when the whole of the work- 
ing parts are accessible, and can be pp without dismantling 
the lamp. RO 
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Petrol Sets for Country Heiss Lighting. 


The illustration (No. 109) shows a very compaet little electric light 
installation recently carried out by Messrs. R. J. NICHOLSON AND 


` Có, of 26, Cannon Street, Manchester, at a country house in 


Cornwall. The plant ‘consists of a 55-cell, 7-plate section storage 
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Fia. 109.— PETROL SET FOR Country HOUSE LIGHTING. 


~% 


battery, a direct-coupled dynamo and petrol engine, and switch- 
board. The petrol engine is of the two-cycle type, giving 4-в.н.р. 
at 1,000 r.p.m. The switchboard, which was built by Mesarr. 
Nicholson & Co., is specially designed for installations of this 
description, and in addition to the usual instruments is mounted 
with a charge and discharge ampere-hour-meter. We understand 
that Messrs. Nicholson make a speciality of small country house 
plants for which their type of petrol engine appears to. be 
very suitable. 


High Tension Telephone Switchboard. 


We recently inspected, by invitation of the STERLING TELE- 
PHONE AND ELECTRIC Co., a special telephone switchboard of unique 
construction, intended for use on telephone systems of which tLe 
lines run in tbe neighbourhood of power conductors carrying cur- 
rents at very high pressure. The principal object in designing such 
а switchboard has been to ensure the absolute safety of the operator 
from serious shocks, such as he would be likely to experience in 
using the ordinary type of board, should the telephone lines and 
high tension lines be by any means brought into contact. 

To this end, every precaution has been taken to insulate 
adequately all parts of the switchboard in such a manner that, 
even if the operator sbould be handling the apparatus at the 
moment of the trouble, his hands would never be within a distance 
of 3 ft. of any conducting parts connected to the lines. The line : 
indicators are of the familiar type used in the Sterling Co.'s trac- 
tion telephone switchboards, and are fixed at the top of the bosrd 
во that they cannot be tampered with. The replacement of the 
drop shutters, after a call has been attended to, is effected by pull- 
ing down a handle on the front of the board (see fig. 110). This 
handle communicates, through an insulating rod, with the repla e- 
ment mechanism, which throws the shutter back to the norn.al 
position, 
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The spring jacks of ordinary telephone switchboards are re- 
placed by special keys mounted on substantial bars at the back of 
the board (see back view, fly. 111), and are so!constrncted that the 
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Fia. 110.—FRoNT VIEW. | 
`- Hian-Tension TELEPHONE SWITCHBOARD. 


necessary connections from indicator to operator's set are made by 
the upward pressure of à small roller of insulating material. The 
method of applying this upward pressure is as follows: 

The small rollers are fitted on one arm of a pivoted crank, tbe 

othor arm being connected to an ebonite rod 3 ft. long; at the 
hottom extremity this rod terminates on one arm of a second 
crank, the other arm of which projects through to the front of the 
board, and terminates in an ebonite handle, numbered to corre- 
spond to the station it represents. 
At the bottom part of the board there is arranged an ingenious 
interlocking bar. The movement of pulling any bandle forward 
has the effect of pulling the ebonite rod downwards, and, through 
the top crank, lifting the small roller above referred to, up towards 
the key. When the limit is reached, a small projection on the 
bottom crank engages with the interlocking bar, by which it is 
retained in position, leaving the operator’s telephone connected to 
the line of the party calling or required. | 

When the conversation is finished the operator replaces the 
telepbone on an automatic switch hook, which actuates mechanism, 
releasing any bandle which has been operated, thus restoring the 
connections to the normal condition. The microphone and 
receiver are situated inside the board near the top, and communi- 
cate by means of flexible tubes with a special speaking tube 
terminal set made very substantially to represent а hand-combina- 
tion. ‘The generator is also fixed -near the top, inside the board, 


nnd is operated through a belt from a handle, whica is situated in a 


con venient position for the operator to reach it. 

On the top of the board there is provided adequate protection 
ngainst lightning and leakage currents, whilst apart from the 
switchboard a special fuse board is provided, capable of breaking a 
circuit at from 7,000 to 10,000 volts. The wood-work of the whole 
board is of solid waxed polished oak, presenting a handsome 
appearance, , 


"Sambidge's Electric Light Fittings. 


In the recently issued catalogues issued by Messrs. Н. W. Sam- 
прав & Son, Birmingham Chandelier and Gas Fittings Works, 
Highgate Street, Birmingham, there are some very fine examples of 
electric light fittíngs, including many excellent brackets, fancy 
pendants, hall lamps, cast pendants, table standards, and also plain 
dimp and dust-proof cast-iron fittings for screwing on to 4-in. gas 
tube; or with ceiling or back plate, and bulkhead fittings. In a 
supplementary list some choice designs of cast fittings in Louis and 
Adam styles are illustrated. | 

We select from these examples two representative small brackets 
which are designed on classic lines, are finely cast and chased, and 
finished in gilt colour, The standard shown is of Louis XV. period, 
and is a handsome and massive piece of work. Messrs. Sambidge 
have а London branch at 33, Percy Street, Tottenham Court Road, 
W. They will send copies of these new catalogues to consulting 
engineers, coutractors, or others who may require them for keeping 
on file for reference. The firm have been established in the gas 
and oil fittings trade for the last 50 years апа more, and it is the 
most natural thing in the world that, recognising the important 
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Fia. 111.--Back VIEW. 


Fia. 112.—Т,ошв XV. STANDARD. 


position of electricity as an illuminant, they should also be cater- 
ing for requirements in that direction as well, bringing their lengthy 


Figs. 113 AND 114.—SawBrpGkE “ EMPIRE” BRACKETS, 


experience in artistic designing and economical manufacture to 
help in the production of such work nt prices which are within 
reason. 


New Steam Tees, 


“When Found make a Note of," is the title of a booklet just 
received from Messrs. MELDRUM BROS., Lrp., Timperley, near 


Manchester, describing the firm's new registered design of 
steam tees. These represent a new departure, and one of 
some value in connection with the ese of high pressure 


steam. Having experienced difficulty in obtaining wrought 
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steel tees and other fittings for the production of its steam- 
raising destructors, experiments were undertaken by the firm to 
determine the feasibility or otherwise of manufacturing such fittings 
from solid mild steel. The experiments are said to have shown 
very favourable results insbigh class and reliable tees, and the firm 
i» now manufacturing and supplying any ordinarv tee, cross or 
special block in mild steel. The special form of tee which we 


Fia. 114...-MkEr.pRUM's SPECIAL, FORM OF TER. 


illustrate is recommended, as it takes up much less space than the 
ordinary pattern. All fanges required on branches are turned all 
over from steel blanks, tapped and screwed on to branches, and the 
latter are thoroughly expanded and beaded into same. Messrs, 
Meldrum are prepared to manufacture, in any quantity, steel tees 
to any reasonable dimension in sizes up to 6 in. steam pipe, either 

to the British Engineering Standards Committee's tables of pipe 
flanges, or to customers’ own dimensions, 


Switchboard Connections. i 
uf 27, Chancery, Lane, W. C., is 


set-serew connections, the 


Mr. ARCHIBALD CAMPBELL, 
insulated 


supplying switchboard 
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Гіс. 116.— — 
DETAIL OF 
SCREW. . 
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_ Fia, 115.— DISTRIBUTION BOARD. 


—á of which will be understood from the acc ompanying 
illustrations, The back connections are controlled from the front, 


and there are no wires in front of the sWitchboard. It is claimed 


that with this ingenious device (patents Have been applied fur) 


- 
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Entrance for . J 
Binding Nut Insulating Cap. 
Heavy Washer Contact Screw. 


Lower Cable Screwed Tube. 


Double Screwed Nut. 


Switch Bod. 


Fic. li7.— SECTION OF BOARD SHOWING SCREW CONNECTION 
IN POSITION. | 


short-circuiting is impossible, that it is easily mounted, and that 


it is cheap, handy and practical. 
(To be continued.) 


- 


COLLIERY AND MINING SWITCHGEAR FOR 
HIGH AND LOW TENSION ALTERNATING- 
CURRENT SERVICE. 


By A. M. RANDOLPH. 


(Concluded from page 726.) 


Above or Underground (pillar type).—These motor-control panele, 
as will be seen by reference to fig. 16 (p. 826), are similar in con- 
struction to the individual units composing the underground distri- 


. bution “pillar type” of switchboard, except that the main carcase 


only of the unit is retained, bus-bar chambers not being required. 

The a paratus is all self- contained, the pillar being complete 
with oil Circuit-breaker, ammeter, and junction boxes, &c. 

This pillar may be equipped with automatic oil switchgear. or 
enclosed-type fuses, with a non-automatic control switch. In the 
case of small capacity low-tension motors, apparatus" suitable for . 
the control of two motors may be contained in one pillar. Equip- 
ments may be supplied in connection witb this type fo or all voltages 
up to 3,000. 

For small capacity motors with squirrel-wound rotors, up to 
50 H.P. and voltages to 550, the dil-imimersed auto-starter switch- 
mechanism and transformer are self-contained in the control box 
with the ammeter and fuses as shown in fig. 17. The junction 
boxes are made as an adjunct to the control box, and may readily 
be omitted if desired, ordinary cable bashes being substituted. 

The operating handle for the auto-starter moves through pro- 
gressive positions, that is, from the off“ position, through the 
starting positions, to the running position. The design is arranged 
so that the door of the control box cannot һе opened unless the 
switch is in the “ off” position. 

Provision is made for bolting the Apparats complete to a wall, 
or it can be supported from the floor on suitable anglé-iron pieces, 
so as to facilitate the removal of the oil tank. A similar type of 
control box to the above can be Supplied, but is equipped with air- 
break switch with auto-starter in place of an oil- immersed switch 
and starter. ~ 

Fig. 18 illustrates a further type of enclosed motor-control box, 
which contains a quick-break knife switch, ammeter, and enclosed 
fuses. This box is suitable for the control of slip-ring or squirrel- 
wound rotor-type motors up to 600 volts; and can be supplied 
with or without junction boxes. 

It may be mentioned, incidentally, that in sub-dividing centres 
underground, distribution boards may be built up of a combination 
of the above control boxes, in which case each box will simply be 
provided with a quick- -break switch, fuses and junction boxes. The 
combination and arrangement of these distribution boards being 
dependent upon the conditions obtaining. 

Automatic Oil Circuit-Breaker.—Fig 19 shows a Westinghouse 


. three-pole, single-throw, double-break, automatic oil circuit-breaker. 


The principal features of design are:—The submersion of all 
live parts in oil; positive and direct action; inability to hold in 
closed position ‘when a short circuit exists on the line; open 
position maintained by gravity; small quantity of oil; and the 
accessibility of the contacts. 

This circuit breaker is designed especially for switchboard 
service. The method of mounting it on the panels is clearly shown 
in fig. 16. | 
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The operating handle, releasing trigger and automatic tripping 
mechanism are situated on'the front of the panel, while the contact 
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Еа. 16.—THREE-PHASE MoOTOR-CONTROL 
PILLAR FOR ABOVE-GROUND OR UNDER- 
GROUND COLLIERY WORK UP TO 3,000 VOLTS. 


Fic. 17.—THREE-PHASE MoroR-coNTROL Вох 
WITH STARTING SWITCH AND AUTO- 
TRANSFORMER, &c. (For squirrel-cage motors 


contacts engage with two stationary contacts, forming one pole of 


the breaker. Each stationary contact is supported by a porcelain | 


Fia. 18.—THREE-PHASE UNDER- 
GROUND Moror-contron Box 
FOR CIRGUITS UP TO 600 VOLTS. 


up to 50 н.р. and 550 volts.) 


mechanism, oil tanks, 
the panel. | 
Ву means of levers, the operating handle із connected to а cast-iron 


Fic. 19.—Tyek B AUTOMATIC O1L-BREAK CIRCUIT- BREAK En. 


eross-bar, to which are fixed the movable wooden arms. To the 
lower end of the wooden arm is fastened a metal yoke with -a 
conical contact on either end, and when the circuit is closed these 


and support ing iron frame are on the rear of 


insulator. The leads are brought to the terminals of the contacts 
within the insulator, forming an unbroken and continuous insulated 
conductor between the circuit and bus-bar. Each pole of the 
circuit breaker has a tank, in which its live metal parts are immersed 
in oil, each tank being entirely independent of the adjacent one. 


These tanks have a lining so formed as to reduce the quantity of vil , 


required and to act as a barrier between the two stationary contacts, 
yet allowing ample space for the movement of the wooden arm 
with its contacts. This lining serves as an insulator and reduces to 
a minimum all danger of any arc flashing through the oil. The 
tanks can be removed independently. | 
The circuit-breaker is automatically operated through a range of 
from 70 per cent. to 150 per cent. of the normal current. The 
tripping coils may be set to open at any current within the range 
given on the scale, by means of the adjusting screw at the bottom 
of the coils. 
the secondaries of series transformers in the main circuit, the high- 
tension voltage is excluded from the front of the panels. | 
One very important and desirable feature of this oil circuit- 
breaker is that it cannot be held in the closed position when an 
excessive overload or short circuit exists on any phase of the line. 
To accomplish this two levers are provided, one placed within the 
other, and to the outer lever the operating handle is fastened, while 
the iuner lever is connected to the mechanism of the circuit- 
breaker. These levers under normal conditions move together, due 
to a trigger on the outer one engaging with the inner one. This 
trigger is directly acted upon by the tripping coils. If there is a 
short circuit or overload the core of a tripping coil releases the 
trigger, allowing the inner lever to return to the upper position, 


opening the circuit. The operating handle must be returned to the 


As these tripping coils are energised by current from . 


upper position before the breaker is again closed. Under ordinary 


conditions the handle and the inner lever are held down by 
trigger secured to the bracket supporting the coils. The break 


E Ld 


tripping coil. \ 

The circuit-breakers can be supplied (subject tu minor altera: 
tions) suitable for installing in connection with pillar 
switchboards or motor control panels. ; 

Instruments.—The types of indicating instruments usually put 
forward for colliery work depend to some extent upon the location 
and class of service of the switchboard upon which they are to be 
mounted. With the higher class of board such as illustrated iu 
figs. 1 and 10 for power houses and sub-stations, the type “F” 


meter, similar to that shown in the figure, is specified, while fur the. 


pillar type of gear the type “С 1" meter is put forward. 


а" 


7, + 
may be tripped by hand by pressing the insulated button in tbe 


ГД 


end of the operating handle, or by pushing up the соге of the“ i 


type of. 
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The two types of meter are equally reliable. They are both 
entirely dead-beat and neat in design. The type “C1” meter can 
be used for either А.С. or D.C. service, while the type F” meter 
is designed for А.С. alone. 

Junction Bores.—These are specially constructed, and, where 
necessary, provision is made for earth counections, so that the 
continuity of the earth shield or lead covering of the cable may be 
maintained throughout the system. 

Conclusion.—Some of the above designs are by no means final, as 
this class of apparatus is more or less in a state of development. 
The British Westinghouse Co. have already—as a matter of fact— 
various improved patterns under consideration. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be written on one side of the paper. Free use of fictitious names, de., 
may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express.) 


“ TROUBLED ” writes: Some little time ago I quoted through the 
builder for the lighting of a house. It was just a common or 
garden job in Simplex conduit. It was accepted, and I also got the 
bells. Whilst we were doing this, a battery was thought desirable, 
and a Hart 180 ampere-hour was quoted for. This was accepted, 
and all went well till an engineer on the part of the Corporation 
was called in. Then came trouble. He would not pass the bell 
work because all the wires were not wrapped with black tape in 
two layers under the staples. The wire was English D.C.C. 
апа IH. Then he wanted them in casing in the roof and under 
floors. Now, with the lighting, Simplex won't do, and it's in a 
wooden house, not under plaster. Then he won't have a Hart 
battery, and haa persuaded the owner to object. Won't have any- 
thing that is done, in fact, and wants what we have not done. We 
pointed out that nothing exceptional was said when we quoted, and 
we intend going on in the usual way. We should be glad to be 
advised as to what course to adopt." 

*,* From the statement of facts upon which “Troubled” relies, 
it is not altogether clear what right the engineer in question has to 
interfere, or to dictate in what manner the work shall be carried 
out. In all the circumstances, he should simply proceed with and 
complete the work to bis satisfaction. If any question is raised 
hereafter as to whether that work -has been properly done, he (or 
his eustomer) will be in a position to plead that the requirements 
of the engineer were unreasonable, and should not have been made. 


THE ELECTRICAL FROISSART CHRONICLES. 
(With some apologies to Sir John, and more to “Е. C. G.“) By Ibid. 


NO. I.— ThE SecRET or THE GUILD. 
IN order that ye may the better comprehend that which 
cometh after I will sct down here some account of the way 
in which these people (the English) are ever striving and 
scheming amongst themselves, for if when they come to an 
Union they stand, it is at a Division that they move for- 
ward. So that, beside the palace appointed as a place of 
meeting for the princes and nobles of the country, there are 
many other halls and palaces, and to each of these a purpose, 
either of rhetoric or meditation. One of these is called the 
Atte Home ” and beareth for cognizance the motto “ Otium 
cum Dignitate " ; and furthur toward the fields (of St. 
Martyn's) is one newly built, for the purpose of housing all 
the Furniture of war, and hath inscription ** Nec Marte sine 
Arty "; hard by is the temple of the Ascetiks, where is dis- 
coursed the practise of Economy ; and many others, in each 
of which some special matter is wrangled over and written 
down, for the furtherance of I know not what. There is 
talk of building yet another palace, not far from these, for 
the Councillors of the Count of London ; thereon it is said 
“Colum, non animum mutant qui trans mare currunt : ” 


this is to me a dark matter, for this Count, a man, as іб. 


seems of great power in their country is never seen abroad, 
and no one can tell where he dwelleth. 

The end of all these meetings and meeting places is not 
plain, and in particular the purpose of the club (as they say 
They have been clubbed together") or Guild of the Elec- 
triks is hard to come at. These Electriks, indeed, though 
they are a numerous and powerful sect, have not yet a palace 
for themselves, but meet in another till such time as one is 
built. Now these are, as I think, the chief magicians of 
the realm, and their magic is very evident on all sides. 


known to them the message. 


Some of the things they do I will now, tell you, which ye 
would by no means believe had I not said they are done by 
magic. (In English ** s'worked by lectrissety.) | 

Thus, if one would send а message to & man that :s far 
distant, it is done on this wise. I, that am in London, enter 
the house of à magician, and, with respectful mien, waiting 
until the servants of the magician shall give me leave, make 
The magician afterward 
sendeth it by his craft to the house of another magician, at 
Breitholm where is my friend, or to Battersea, or even 
further, There it is faithfully inscribed with charcoal upon 
a parchment, and delivered to my friend by a lad trained 
thereto, with the dignity befitting his office. And all this 
for one or two groate. Another great magic of theirs is for 
the making of light ; to do this will they place in the castles 
of the nobles and also in the streets and ways, balls of glass, 
some small and some great; and; by joining these with 
ropes to their houses of magic, give the light of many 
torches. | 

Now I have often tried, and examined one of this Sect or 
Guild, to find out the nature of this magic. But they 
assure me that it is nob known, no, not even to the youngest 
Student. This I find is so with all of them, and it seemeth 
a point of honour to keep the matter secret. And indeed, 
such a thing is well to be understood, for I deem that much 
of their power hangeth upon this same mystery. 

I have before shown how the government of this land, as 
of others, is managed by the Inner Circle, into which it is 
hard to enter. Now these magicians have so great a power 
over the Inner Circle, that they will take a man thence from 
the outer circle without that he change either rank or 


‘station. Wherefore it is to be understood that they add to 


their power by this secresy. 

As with the other Guilds, the chiefs of this Guild are 
wont to meet together from time to, time at one of the 
Palaces to hear a discourse or thesis by one of their number, 
and afterward to tell him of the errors he maketh therein. 
Nor is it very difficult for one of good repute, bearing arms, 
and also a voice, to have permission to attend at these con- 
ferences. Even those who make publik the whole matter 
have leave to sit with them. But hereby is their secret in 
no wise disturbed for they apeak in some foreign-like tongue.. 
as Greek or Italics, such that it cannot in any wise be under- 
stood of those not in the secret of the Guild. Moreover, the 
very words of their speech have a hidden, as well ава. 
common meaning. Their word Electrik is from a Greek 
Electron, Amber, meaning, as I suppose, Yellow, which hath 
a political signification. Because of this hidden meaning. 


the work of the chroniclers is of no effect, and when they 


would go farther, and translate their writings, they become - 
a matter of mirth to all the Electriks. Vet will those who - 
employ their magic hotly bandy words as to the quality 
thereof, and how great a sum they shall pay for it ; but I do 
not think it availeth them much. 

In this Guild, as in all others, are degrees of learning ; I 
am told that those of the Inner Circle have the power of 
changing base metals, such as iron and copper, into gold: 
this much at least is certain, that men will put much gold 
into their hands and receive it back as copper. But this. 
power of transmutation extendeth not to the outer circle. 
I am also told that the members of the Guild are divided 
into three principal grades, or steps. The highest of these 
are the Thinkers, who are principally concerned in the secret 
processes of the Guild. Next come the Talkers, who make 
known to the publick people as much as is good for them. 
Lastly, the Workers, who labour to get them sufficient to pay 
the dues of the Guild. Now, it is not the custom of the 
Thinkers to talk, neither is jt usual for a Talker to mar the 
flow of his information by so long a pause that one may 
therein interject a question; wherefore, it is of the Workers 
that the most information may be had. Howbeit, they all 
unite in saying of their magic, that they know not what it 
is; wherefore I desire to вее and hear more of their doings. 
for that which is so carefully guarded must indeed be of 
great value. 


Lowestoft Tramways.—By a mutual arrangement with 
the Assessmeut Committee, the rateable value of the Corporation 
electric tramway.undertaking has been reduced from £943 to £359. 


* 
, 
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NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Тномрвох & Co., Electrical Patent 
Agents, 323, High Holborn, London, W. C., and at Liverpool, to whom all 
inquiries should be addressed. 


22,037. “ Electric switeh (two-way or more) fur motor-cycles, cars, stationary 
combustion engines and the like.“ W. A. Ewpank and Е. W. BARNES, 
October 30th. 

22,061. “Improvements 


stations." H. OrPENHEIMER. (Aktien-Gesellschaft Mix & Genest, Germany.) 
October 80th. 


1 22.086. Improved candlestick which can also be used for electric lighting.“ 
E. BROWN. October 30th. 


22,088. А Пиргоуетепіз in or connected with life-guards on. tramway 
vehicles, either in combination with sanding gear magnetic or rheostatic 
brakes, or independently thereof." М. Cruuixs. October 90th. К 


22,119. Improved method of controlling lifts electrically." Е. M. T. 
Bonnas. October 30th. 
2.121. Gaprovements in actuating devices for magneto-ignition apparatus. 


MAGNETZUN DER-GESFLLSCHAFT UxTERBERG & Ск. (Date &pplied for under 
Patents Act, 1901, February 28th, 1905, being date of application in Germany.) 
October 30th. (Coinplete.) 


92,130. “ Improvements in the manufacture of magnetic materials." В.А. 
Hapriknp. (Date applied for under Patents Act, 1901, June Rth, 1905, being 
date of application in United States.) October 30th. ‚ Complete.) 


22,132. “Improvements in electric are lamps." W. J. Davy. 


October 


22,189. “Method of and means for treating material such as foiled paper, 
foiled parchiner:t and the like, so as to render the same more suitable for 
electrical purposes." С. F. MaNsBRIDGE. October 31st. 3 


о " [mprovements in telephone receivers." J. McMILLAN. October 
8 i 

22,195. “Improvements in braking polyphase induction motors.” R. BRAUN. 
October 31st. б 

22.197. Electrical safety device against burglary," Е. A. r'UnBiNO. 
Oct ber 31st. 

22,198. “ Improvemente in contact apparatus for electrical igniters." С.А. 


Dav. (Fabrik Elektrischer Zunder G.m.b.H., Germany). October 81st. 


22231. “ Improvements in apparatus for controlling the supply of electrical 
energy from alternating current electric generators to alternating current 
electric motors." R. S. McLEop. October 31st. 


22,261. | "Improvements in systems of electric distribution employing 
rectifiers." Тнк Внтїзн THomson-Hovston Co., Ltp. (The General Electric 
Co., United States. October 31st. | 


22,262. “ Improvements in alternating current dynamo-electric machines. 


THE Burrian Тнемҳох-Носѕтох Co., ть. (The General Electric Co., 
United States.) October 3lst. 


22,263. Selk-testing safety code for telegraphing and cabling.” C. J. 
MITCHELL. October ЗІМ. ; 


22,200. Improved combination gear applicable for speeds, starting and 
lifting power and ether electrical and mechanical purposes.” W. H. W. Lrey. 
November 1st. | 


22,314. “Improvements іп or relating to the electrical production of heat for 
cooking and other purposes." A. F. Berry. November Ist. 
{ 22,334. A method of auto-regulation for dynamo-electric generators subject 
to fluctuations in speed." Н. Wrickt. November 186. 

22,943. ‘Improvements in transformers reactances and the like." THe 
British THosson-Hotsron Co., LTB. (The General Electric Co., United 
States.) Noxeiuber Ist. 


22,348. ‘Improvements in or connected with starting and driving mechanism 


suitable for use with gas engines, electromotors and other engines. С. BANTER. | 


November lst. 


B 22,958. * [mprovernents in or relating to electric incandescence lamps with 
metallic Матен." W. P. Тномрѕох. (Deutsche Gasgliihlicht Aktien-Ges. 
Auerges) Germany.) November ist. (Complete. 


22,357. “ An iir proved clectric signalling system for railways.“ A. GARDINER. 
November Ist. 

22,404. “Tiuprovements in electric incandescent lamps.“ Н. kina. 
November 2nd. 

22,419. An improved form of electric-magnetic mechanism for giving а 


signal, actuating a switch or the like under certain pre-determined conditions of 
current Ном in an electric circuit or cireuits." H. PIERSON. November 2nd. 


22,450. *'Inprovements in electrical measuring instruments," С. A. WEST. 
November 2nd. Е 
22,460. “Improvements in electrodes." M. Yasupa. (Date applied for 


under Patents Act, 1901, January 21st, 1905, being date of application in United 


States.) November 3rd. (Complete.) 

22,472. An improvement in and relating to electric lighting." J. BOLTON. 
November 3rd. 

22,505. Ап improved weatherproof combined watch holder and electric 


light for use on motor and other vehicles, the same being applicable for holding 
а speedometer, mileometer or the like.” A. T. HAWKES. November 3rd. 

22.531. Apparatus for wireless transmission of telegraphic, telephonic and 
autographic messages by Hertzian waves.” G. Passa. (Date applied for under 
Patents Act, 1901, November 4th, 1904, being date of application in France.) 
November 3rd. Complete.) 

22.578. 
electrically propeil-d vehicles." M. P. M' Laren. November 4th. 

22,585. Improvements in electric switches." THE ELECTRIC Ienition Co., 
Lrp., and F. H. Hari. November 4th. (Complete.) 

22,620. “Improvements in and relating to electric meters." Тнк BRITISH 
‘THOMSON-HoostTon Co., Ltp., and F. HoLpEN. November 4th. 


22,622. “Improvements in electric switches." Е. MILLINGTON and А. Н. 
MILLER. November 4th. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. Р, 


THomrson & Co., 322, High Holborn, W. C., and at Liverpool, price, post 
free, 9d. (in stamps), 


TRANSMISSION AND DistrisuTion OF ELECTRIC POWER. 
August oth, 


EvLectro-Maanets Having POLARISED ARMATURES FOR USE IN APPARATUS 
OPERATED BY ALILERNATING CURRENT, Hommel. (Date applied for under 
International Convention, December 21st, 1903.) 19,923. September 15th, 


MaGNetic WHEELS он ELECTRO-MaGNETIC Motors. Everett and Newton. 
19,979. September 16th. 


EvLecTHIC TELEGRAPH). Muirhead. 20,009. September 16th. 


DYNAMO- ELECTRIC MACHINES. Carolan. (General Electric Со.) 
September 23rd. 


ELECTRIC HEAT ALARMS. 


Kruyswijk. 18.087. 


rcu 
` 


20,749, 


Bill and Bill. 21,966. OctoLer 12th. 


in and connected with folding-up telephone 


" Improvements in connection with trolley-heads employed upon 


ELECTRICITY METERS.. Chamberlain & Hookham, Ltd., and Holden. 22,706. 
October 21st. 


CONTROLLERS FOR ELECTRIO Circuits. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 22,908. October 24th. | 
Means ror Ове Ім CONNECTION wita Егцксгїс MOTORS AND. CENTRIFUGAL 


SEPARATORS OR OTHER APPARATUS DRIVEN BY SUCH Morors. Scott and 
Williamson. 24,879. November 10th. 


SYSTEMS ОР ELECTRIC Motor CoNTPOL A'D APPARAUS THEREFOR. British 


Thomson-Houston Co., Ltd. (General Electric Co.) 24,700. November l4th. 


IxsravM&RNTS FOR DETECTING AND MEASURING ALTERNATING ELECTRIC CURRENTS. 
Fleming. 24,850. November 16th. 


Еъкствїбїтү METERS. Capito. 94,857. November 16th. 


ELECTRO-MAGNETIC SPEED CHANGING AND Reversina Devices. British Thomson- 


Houston Co., Ltd. (General Electric Co.) 24,876. November 16th. 
BRUSH-HOL DEA Fork DvNAMO-ELECTRIC MarHixES AND ELECTRIC МОотТойз. 
Moore and Bourne. 25,468. November 23rd. 
MANUFACTURE OF AN INDESTRUCTIBLE FILAMENT FoR GAS AND ELECTRIC LAMPS 
FOR LIGHTING AND HEATING Purposes. Michaud and Delasson. 27,707. 
December 19th. - 


иск Separators. A. Goodwin and W. J. Hollidge. 20,877. September 
th. | 


DyeaMo-ELEcTRIO MacHiNES. British Thomson-Houston Co., Ltd., and В. C. 
Clinker. 21,902. October 11th. е 
ELECTRICAL MEASURING INSTRUMENTS. G. C. Fricker. 98,097. October 26th. 


ELECTRO-CAPILIARY APPARATUS. J. T. Armstrong and A. Orling. 28,109. 
October 26th. . А 

ELECTRIC CONTROL Systems PARTICULARLY APPLICABLE TO SLECTRICALLY- 
HEATED AND PROPELLED VEHICLES. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 23,816. November 8rd. 

ELECTalc Device ADAPTED FOR Cincrir Ст, э1хо, INDICATING Power TRANS- 
MITTING, AND OTHER Purposes. G. L. Anders and M. Byng. 23,971. 
November 65th. ' Ў 

ELECTRIC TINE SWITCH ов Contactor. F. W. E. Jones. 24,030. November 7th. 


Evectao-MECHANICAL SYNCHRONISATION APPARATUS. B. Bonniksen. 24, 482. 
November llth. 

ELECTRIC BREAKERS OR INTERRUPTERS AND MEANS FOR OPERATING THE SAME. 
A. L. Davis. 24,900. November 16th. 

IGNITION PLUGS For IwTERNAL COMBUSTION ENGINES, 
W. Lawson. 25,285. November 21st. 

Vapour ELECTRIC Lames, RECTIFIERS AND THE LIKE. British Thomson-Houston 
Co., Ltd. (General Electric Co.) 25,276. November 21st. 

ELETRIC LIGHTING or RAILWAY CARRIAGES AND THE LIKE. 
Denham.) 25,524. November 23rd. 

Systems OF CONTROL FOR ELECTRICALLY OPERATED Doors. British Thomson- 
Houston Co., Ltd. (General Electric Co.) 25,630. November 24th, 

Seats For Vaccum Tvuses. British Thomson-Houston Co., Ltd. (Genera 
Electric Co.) 25,634. November 24th. 


ELECTRIC PROJECTING Lamps CHIEFLY FOR ENLARGING AND PROJECTING LANTERNS, 
L. Kamm. 25,708. November 25th. 


DyxaMo-EuEctric Macuines. British Thomson-Houston Co., Ltd. (General 
Electric Co.) 25,730. November 25th. 

APPARATUS FOR THE DISTRIBUTION OF ELECTRIC CURRENT. C. W. Atkinson. 
25,903. November Æth. , : 

ELECTRIC FIR ALARM AND “LIKE CIRCUITS. 
December 30th. 


J.. T. Taylor and 


O. Imray. (J. 


M. A. Abrahmson. 928,869. 


1905. 


Twin on DovBLE CAnBO&NW ARC Lamps. 
January llth. 

INSPECTION COVER FOR SEWERAGE MANHOLES AND LAMPHOLES, ALSO CHAMBERS IN 
CONNECTION WITH Gas, WaTER, ELECTRICITY OR SIMILAR Works. Butt. 
760, January L4th. A 

ErnEcrRoDES FOR Авс Lamps. Lake. (Compagnie Generale d'Electricité) 
1,507. January 25th. 

PRINTING TELEGRAPH SYSTEMS. Page. (Swift) 4,957. March 9th. 

METHODS or INSULATING ELECTRIC CONDUCTORS. British Thomson-Houston Co., 
Ltd. (General Electric Co.) 5,370. March 14th. 

ELgcTRIC Warr SroP-MorioN MECHANISM FOR Looms. 
April 3rd. | | 

Erkcrnic STOP-MOTION MECHANISM FOR Looms AND OTHER TEXTILE MACHINERY. 
Whitney. (Date applied for under Patents Rule 9, April 3rd, 1905.) 6,9874. 
April 3rd. 

EARTH GALVANIC CELLS. Jahr. 
9rd, 1995). 7,0064. April 3rd. 

LIFTING MAGNETS. Eastwood. 7,707. Aprilllth. 

MEANS FOR NEUTRALISING BTATIC ELECTRICITY. Chapman. 10,694. May And. 

TRANSMITTERS FOR WIRELESS TELEGRAPHY. Thompson. (Gesellschaft für 
drahtlose Telegraphie in. b. H.) 10,710. May 22nd. 

ELECTRICAL IGNITERS FOR EXPLOSION Motors. Mann. (Date applie 1 for under 
International Convention, July 11th, 1904.) 12,590. June 17th. 

RkovLATING MECHANISM FOR Авс Lamps. Brockie. 13,681. July ard. 

METHODS OF REGULATING ALTERNATING CURRENT DyNAMO-ELECTRIC MACHINES. 
Allgemeine Elektricitáts Ges. (Date applied for uncer International Соп. 
vention, July 15th, 1904.) 14,567. July 14th. 

ELECTRIC HEATERS. British Thomson-Houston Co., Ltd. 
Co.) 403. January 9th. 

METHOD oF COMPOUNDING ALTERNATING CURRENT MaAcHINES. G. Sautter, E. 
Harle and J. Rey. (Date applied for under International Convention, 
February 4th, 1904.) 1,430. January 24th. 

APPARATUS FOR THE AGITATION OF SOLUTIONS AND THE LIKE. USED IN ELECTT:C- 
DEPOSITION OF ALL METALS. Wood and Oaksford. 2,001. February Ist. 
DyNaMO-ELECTRIC MACHINES.  Lapeyrade. (Date applied for under Inter- 

national Convention, March 17th, 1904.) 5,582, March 16th. 

ELEcTRIC TELEGRAPH APPARATUS AND DEVICES FOR INDICATING AT A DISTANCE 
THE POSITION or A POINTER NEEDLE OR THE LIKE, Usener. 8,168. April lith. 

WIRELESS TELEGRAPH TRANSMITTING APPARATUS. Shoemaker. (Date applied 
for under Patents Rule 9, April 27th, 1905.) 8, 8904. April 27th. 

TELEPHONE CURRENT RETRANSMITTING AND REINFORCING APPARATUS. Kingstury. 
(Western Electric Co.) 11,606. June 2nd. 

WORKING OF SINGLE LINES OF RAILWAY ON THE ELECTRIC STAFF; OR OTHI R 
ELECTRIC SYSTEMS. С. M. Jacobs. 424. January 9th. 

DEVICES FOR USE IN CONTROLLING POLYPHASE AND MONOPHASE ALTERNATING 
CurRBENT Motors. Siemens Bros. & Co., Ltd., and H. Berry. 1,281. 
January 23rd. 

STARTING SWITCHES FoR ELECTRIC Motors. W. A. Clatworthy, A. Folmes, 
J. Н. Holmes, W. Holmes and E. Holmes. 2,190. February 3rd. 

ELECTRICALLY HEATED CURLING Tonos. J. Maclean. 2,995. February 14th. 

ELectric CABLES. W. S. Smith and W. P. Granville. 10,047. May 12tb. 

SINGLE-PHASE ALTERNATING CURRENT Motors. Allmanna Svenska? Elektriska 
Aktie-Bolnget. (Date applied for under International Convention, Septem- 
ber 15th, 1901.) 10,301. May 16th. 

ELECTRIC Arc Lamrs. W.S.-Weedon. (Date 15 for under International 
Convention, May 20th, 1904.) 10,553. May 19th. 

CARBON HOLDERS F R Arc Lamps. Siemens Bros. & Co., Ltd. 
Schuckertwerke G. m. b. H.) 11,169. May 29th. 


Veritys, Ltd., and Worsley. 534. 


Whitney. 6,987. 


(Date applied for under Patents Rule 9, April 
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. One. 


ELECTRIC FIRE RISKS. 

AN inquiry was held in London by the City Coroner on the 
10th inst. respecting a fire which broke out at Albert 
Buildings, 49, Queen Victoria Street, on the 5th inst. 

The jury returned a verdict to the effect that the fire 
broke out in the basement of the buildings near the well of 
the lift, and was probably caused by a short-circuit. They 
recommended, among other things, that all electrical wires 
throughout the building should be enclosed in metallic 
tubes. | TERN 

When there is reasonable proof that electricity has 
caused a fire, we do not hesitate to publish the fact; we 
never have attempted to minimise the risks attending 
inferior electrical work. We are, in fact, in entire agreement 
with the prefatory note in the rules of some of the fire offices 
to the effect that with properly carried out electrical work 
there is practically no fire risk at all; but when proper pre- 
cautions are not taken, risks are necessarily run. 

We have read' several accounts of the inquest, and are 
indebted to the courtesy of the City Coroner for a copy of 
the most complete report of the proceedings that we have 
seen. Having carefully perused this, we find absolutely no 
evidence recorded to show that the cause of fire was electrical. 
It is possible; but there is nothing in the printed reports 
to justify the verdict that the fire was probably caused 
by a short circuit.” | 

Four witnesses believed the outbreak to be due to a short. 
circuit, or to the fusing of the electric wires; but the 
belief of a witness in a case of this kind means simply that 
he does not know to what else to ascribe the cause of fire. 
The second officer of the London Fire Brigade gave it as 
his opinion that the fire was caused by a short circuit, or 
by a light being thrown on a collection of rubbish in the 
basement ; and he considered the building a very dangerous 
Col. Fox, chief officer of the London Salvage Corps, said 
the basement was in a disgraceful condition, being littered 
with rabbish which would smoulder for hours. He said 
that people were frequently smoking in the building, and 
added that a cigarette when thrown down smouldered, while 
a cigar invariably went out. 

Now, it is a very common thing for a clerk to enter an 
office building smoking ; and to throw down his cigarette on 
entering the lift. It is no less usual for him to light his 
pipe or cigarette in the lift when leaving the office. In 
view, then, of the fact that the bottom of the lift was 
*]ittered with rubbish which would smoulder for hours,” 
what is more probable than that it had been so doing 
as the resuit of a dropped cigarette end or a half-burnt 
match ? 

This, in the absence of more definite data than is contained 


in the published reports of the inquest, is at least as probable 


an explanation as that the electric wires short-circuited. We 
have heard of so many fires alleged t» have Leen caused by 
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electricity, when it bas been known that the wires in the 


region of the outbreak had never been alive at all, that we 


have become sceptical. | 

And what of the jury's recommendation, that all the 
wires in the building should be encased in metallic tubing ? 

А piping system of wiring properly carried out is perhaps 
as safe a system from a fire-hazard point of view as it is 
possible to have, but who is to be responsible for its being 
properly carried out? A bad piping installation is much 
more dangerous than a good one where casing is used. 

The fact of a building being insured against fire does not 
render it fireproof. All it means is that the fire insurance 
company is satisfied with its speculation. It pockets the 
premium and takes the risk. When the building burns 
down, it pays up more or less cheerfully. Loss of life does 
not matter, as human beings are not scheduled in the fire 
policy as valuables; and it is an easy matter to replace а 
clerk or a workman. | 

Still, someone ought to be responsible. 

The payment of claim by the fire office does not settle the 
matter. Under the new Home Office Regulations, which we 
presume are in force, although issued tentatively, the pro- 
prietor is responsible for the safety of his electrical installa- 
tion ; but these regulations do not apply to ordinary lighting 
installations, as they do not carry a pressure of 250 volts 
and over. | 

But bad work on low voltage circuits is more dangerous 
than good work on high voltage ; and if a fire, resulting 
in loss of life, should occur as a consequence of defective 
electrical work, no matter what the voltage, it ought to be 
required of the owner to show that he had taken reasonable 
means to ensure safe work, and had not merely accepted the 
lowest tender and trusted entirely to the contractor. 

We consider that periodical supervision of electrical instal- 
lations'is very important.. It appears to be assumed that, 
because a new installation has been inspected by the fire 
office expert, and passed by him ав satisfactory, exten- 
sions can be made from time to time without any further 
supervision. We could point to installations which have been 
erected under tlie supervision of consulting experts who have 
made fire insurance requirements a special study, instal- 
lations which have been carefully inspected by the chief 
officer of a leading fire insurance office, and referred to as 
model installations, but which at the present time are апу. 
but safe from an outbreak of fire. Additions are made to 
installations from time to time, intended in the first 
instance to be of a temporary nature, but which more often 
than not become permanent. Apart from any other con- 
sideration, it is certainly very unfair to contractors and 
consulting engineers that, after having erected or designed 
installations on the very best and most approved lines, future 
extensions should, without any supervision, be carried out by 
the electrician in charge, who is very frequently а Wireman 
who has worked on the original installation. In the event 
of any trouble arising from fire or otherwise, the consulting 
engineer or contractor naturally gets the blame, and the fire 


office is called upon to cover a loss due to bad work which it 
had never accepted or insured. 
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OvR contemporary, Gas and Oil Power, 
whose figures on this subject we had 
Occasion to criticise in our issue of 
November 3rd, makes some remarks in its current issue in 
reply to our criticisms, 


Suction Gas 
Plant. 


` honours certain sentences with italics. 


' paid for itself. 


. It proceeds to quote the article in question, and even 
It does not, how- 
ever, say anything to refute our contention tbat the figures 
given in the tables as the cost generated in pence per 
brake-horse-power from gas engines" with suction gas 
plant, representing, as they do, only the cost of the coal fed 
into the hopper of the gas producer, are no criterion what- 
ever of the total cost of а brake-horse-power-hour generated 
by such a plant. 

We have said, and still contend, that before any com- 
parison can be made between motors supplied from public 
mains and gas engines fitted with suction gas producers, 
one must take into consideration the interest on capital, 


depreciation, repairs, attendance, and so forth, in each case. 


Ап attempt is made, it is true, in the last issue to make 
amends for some of these omissions, and a 50-н.р. plant 
is taken as a basis, running at 80 per cent. of full load 
for 2,700 hours per annum. Now such conditions 
are, of course, very favourable to the plant in question—as, 
indeed, to any source of motive power—and even after 
adding the cost of repairs and 'attendance, as well as 
stand-by losses and other items which are not mentioned, a 
suction gas plant of this size with such an excellent load 
factor is bound to show in a favourable light ; but for small 
factories, and also for large ones, where the power has to be 
transmitted to many machines whose use may be inter- 
mittent, no figures can possibly be brought to prove the 
superiority of this system over electric motors taking eupply 
from public mains, provided the cost per unit is reasonably 
low. Our esteemed contemporary is gracious enough to 
admit that it does not wish to attack the electrical industry. 
We, on our part, with at least equal truth, wouid assert that 
we have no desire to criticise the plant which Gas and Oil 
Power has set itself the task of championing. Our simple 
contention is that the figures quoted are valueless in tHem- 
selves as а basis on which to judge the merita of this system. 

For certain powers, and under certàin conditions of working, 
there is no doubt a big field for suction gas plant, but the 
results will certainly not under the most favourable circum- 
stances be as cheerful as one is led to believe from a casual 
glance at the tables in question. 

On the question of the cost per B.H.P.-hour with town gas, 
our contemporary makes much of the little gas engine we 
quoted, and through an over rapid survey of our remarks has 
fallen into the error of believingrthat we gave its consumption 
as 30 cb. ft. of gas per B. II. P.- hour. This it considers а low 
figure, but as its average-load was, as we stated, only about 
two-thirds of full-load, this figure should be 45. But even 
at 30 cb. ft. per B.H.P.-hour, our contemporary seems sur- 
prised that in two years the motor which replaced it has not 
The only reason is that the plant was not 
run for a sufficient number of hours per year to do so. 

It was not, however, on this basis, as Gas and Oil Power 
erroneonsly states, that we pointed ont the absurdity of 
taking 18 ch. ft. per B.H.P.-hour as an average figure for 
the consumption of town gas by engines in general. Our 
contention was based on the fact which cannot be denied, that 
such a figure can only be obtained by the best engines, ander 
the best conditions of load, &c., with gas of fairly high 
calorific value ; and then only with fairly large engines. 
Therefore, we cannot be very far wrong in stating that 
18 cb. ft. is ábsurdly low for engines of average power, with 
gas of average calorific value, and under average conditions 
ofload. Be it noted, moreover, that the tables of our con- 


-temporary, to quote the last issue, are intended “ to enable 


power users, and more especially the small power users, to 
Judge for themselves the relative costs of driving their works 
or factories with power from the three principal sources," &c. 

Our contemporary next flies off at a tangent and 
quotes Mr. Dugald Clerk on the subject of the 
indicated efficiency of a gas engine of 50 нир. On 
that subject we have nothing to say ; neither are we to be 
drawn into an argument as to the relative efficiencies of gas 
and steam engines, since comparisons on this basie are value- 
less and have no bearing on the question at issue. 
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We have criticised these tables because we consider they 
are biased, and put matters in a false light; but we have 
nothing to say against the suction gas plant, which, if 
installed to meet conditions to which it is suited, is, without 
doubt, an efficient and convenient means of generating motive 
power ; but what we do most strongly condemn is the publi- 
cation of figures which do not state the whole case, and the 
careful suppression of others which would tend to neutralise 
their effect. That we are not alone in this view may be 
dene, from the weighty letter which appears on p. 837 of 
this issue. 


THE curious story of an agreement 
between a local authority and a company 
which took over the powers of that 
authority to supply electricity stands revealed in the case-of 
The Mayor, &c., of Lambeth v. The South London Electric 
Supply Corporation, Ltd. It appears that in 1892 the 
Vestry of Lambeth obtained a provisional order for the 
supply of electric light. It was provided in the order that 
at any time after the commencement thereof the under- 
takers might, with the consent of the Board of Trade, by 
deed to be approved by the Board, transfer their powers, &c., 
to any company or person. In March, 1897, a deed of 
transfer to the defendant: company was drawn up and 
approved by the Board of Trade; but at the same time 
another agreement, which was apparently not submitted to the 


Municipal 
Ingenuity. 


Board, was entered into, by which the defendants, in considera- : 


tion of acquiring the powers of the local authority to supply 
electricity, agreed to erect and maintain a refuse destructor, 
to be approved by the Vestry, and to cremate and dispose of 
all the refuse supplied to them by the Vestry. Doubtless, 
the Vestry were under the impression that they had hit upon 
a very convenient method of securing the proper disposal of 
rubbish. Mark the sequel. When the destructor was 
used, complaints of a nuisance were made to the Vestry, who 
instituted proceedings to compel the company to abate the 


nuisance, with the result that the defendants were fined. 


The company then said : * You, the plaintiffs, have taken 
these proceedings, and that relieves us from liability.” In 
1900 they declined to take any more refuse, with the result 
that the Vestry had to dispose of it themselves. The 
Mayor, &c., of Lambeth (who succeeded the Vestry) now 
sought to recover the cost of this disposal from the 
defendants. Mr. Justice Bigham, however, held 


that the plaintiffs could not enforce the second contract. 


He said: The object of the Section which provides for the 
sale of the undertaking is to give the Board of Trade power 
to examine into the terms upon which a transfer can be 
made, and it is necessary to obtain the sanction of the Board 
of Trade to those terms, and to enter into a collateral con- 
tract containing other terms is a violation of the section 
itself. 
whole terms. To ask them to sanction some terms, and Шеп 
to make other terms which the Board would not sanction is 


to do something which the Legislature intended should not. 


be done." It is interesting to consider what the effect of 
this decision may be. Will the whole arrangement for the 
transfer of the electric lighting undertaking be held invalid ? 
If not, consider the position of the ratepayers. The local 
authority parted with their rights under their provisional 
order upon terms which were adjusted on the understanding 
that they were to be relieved of all responsibility in the 
matter of refuse disposal. They now find themselves saddled 
with the duty of disposing of the dust, and it is difficult to 
see how they can get back their provisional order. Nemesis 
assuredly follows the municipal muddler. 


THosE who are interested in the 


Regenerative 


question of regenerative v. series motors 
Control. 


for traction will find an interesting letter 
in our “Correspondence” columns from the managing 
director of the Yorkshire Woollen District Electric Tram- 
ways. The letter, which is the more welcome in that we had 
no previous knowledge of the step which has just been 


There are reasons why the Board must examine the . 


taken by the company, should go far to drive home the 
arguments that we have recently put forward on behalf of 
the regenerative system. We may point also to the address 
of Mr. 8. L. Pearce, chief electrical engineer to the Man- 
chester City Council, as chairman of the Local Section of 
the I.E.E. While reserving the questions of reliability, 
maintenance and acceleration for the test of time, Mr. 
Pearce adopte a distinctly favourable attitude towards 
regenerative control, and if he can spare time to inquire into 
the experience which has been gained during the last two 
years, we fedl. sure that his remaining doubts will be dispelled. 


WHEN the 1896 Act legalising the 
motor-car on the public highways was 
under consideration, a small book appeared 


The Electrie 
Carriage. 


with the title “ Carriages without horses shall go!” That 


prophecy has been well fulfilled, for the motor-car and ite 
chauffeurs have shown how it can go, in more ways than 
one. We have heard of their wonderful going performances 
under all sorts of conditions—they have climbed steep flighta 
of steps, have ascended mountains, have accomplished feats 
of remarkable endurance, have run at enormous speeds, raced 
trains, jumped ditches, run through the Law, and so forth, 
but with all this and much more they have since June 24th 
been under orders not to enter Hyde Park “ between the hours 
of 4 p.m. and 7 p.m. during the months of May, June and 
July“! Much licence they have been allowed, but the First 
Commissioner of His Majesty’s Works drew the line at noisy, 
malodorous, sometimes erratic, motors there at those times. 
The said First Commissioner has, however, now learned what 
we and our readers, of course, have known all along, that that 
prohibition was an altogether unjust one where the electric 
carriage was concerned. It has no smell, makes little noise 
—what it does make is musical, and it is the ideal car from 
all points of view save, perhaps, that of cost, for use in large 
centres having adequate recharging facilities. The electric 
carriage to-day can, so to speak, hold its head up proudly, as 
being not like other motor-cars are ; is it not favoured by 
His Majesty’s First Commissioner? And is it not allowed 
torun in Hyde Park late on summer afternoons? The . 
already large demand for electromobiles among people who 
can afford them should now be much increased, for we hope 
that this Government testimonial will give the electric 
carriage business a fine impetus. | 


THE air is filled with announcements 


Electrical regarding momentous electric schemes 
Applications to „hich аге being prepared for the con- 


li i i 
Far i sideration of Parliament during the 


ensuing session. To the technical journalist the month of 
November is always an interesting, though trying, time, ав 
he buries his head in bulky issues of the London Gazette, 
wherein all new proposals are particularised in wearying 
detail, and in all the glorious dress of legal phraseology. 
We will do little more at the moment than acquaint our 
readers with the fact that these Gazettes are now appearing, 
the first having come to hand on Wednesday morning this 
week. Others of like proportions will, of course, be issued 
before the publication of the Parliamentary notices is com- 
pleted, and we shall then hope to be able to give a summary 
of the main proposals. 80 far as we have seen at the time 
of writing, the power supply projects for the County of 
London, whose name is legion, are /Ae feature. The 
Administrative Co. is among the earliest to re-appear, 
the existing supply companies are up again, the I.. C. C. 
has filed its notices, the company whose important 
and interesting scheme we describe on another page, has 
done likewise ; there is a surprising project for generating 
electricity at the Kent coalfields, and transmitting it to 
London along the railway route, and so on. But we shall 
have to defer fuller reference to these until the possibility of 
other surprises has passed. The I.. C. C. will again try the 
strength of electrical contraetors with its wiring proposals, 
and the Metropolitan Pneumatic Despatch scheme will again 
occupy our attention. 
D 


_ carbons, is apt to be sadly misled. 
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| OIL-BATH SWITCHGEAR. 
By LEONARD J. PUMPHREY. _ 


OIL, apart from its employment as а lubricant, has a field of 


great utility in various branches of electrical work. 


It is frequently used for cooling alternating current 
transformers, it is employed to fill the inside lips of por- 
celain insulators, and it is also used as a bath for switchgear. 

It is necessary to emphasise at the outset the fact that 
oil, as used in transformers, fulfils a function different from 
that when it is employed for switchgear. In the former 
case, it ів required for cooling purposes primarily, and in the 


latter for quenching any arcs that may be drawn out. Partly, 


in consequence of this, it sometimes happens that an oil 
which gives satisfaction with transformers is not suitable for 
switches. The writer having found considerable difficulty 


in obtaining a good switchgear oil at a reasonable price in 


this country, and having, moreover, been misled by the 
instruction to use a good transformer oil, was induced to 
make inquiries as to the best specification for an oil that 


would be most likely to yield good results. 


It is to be regretted that refiners have not paid mach 
attention to this application of their products, with the result 
that.an electrical man, unversed in the technology of hydro- 
OM merchants tell him 
that it would not pay them to specialise in this direction, as 
the demand is so small. Ав a matter of fact, there are 
reasons which will probably account for a great increase iu 


‚ the use of. oil-filled switches in the near future. The general 
introduction of electricity іп mines and other places where 


explosive gases exist, the use of higher pressures, and the 


extended use of polyphase currente, are different factors, 


which will contribute to the greater employment of. oil-tilled 


^ gear. | 


This being the case, it is interesting to notice some of the 
„points“ of a good oil, as a little care in selection 18 likely 
to save а great deal of subsequent trouble. Experience has 


` shown that well built and expensive gear may be completely 


ruined in а few weeks if unsuitable oil is used for immersing _ 


it. It is well known that the chemistry of hydro-carbons is 
extremely complex, and that of oils is particularly so. It is 
found that the composition of a given oil is in no case 
homogeneous, and that it is à mixture of different hydro- 
carbous varying in their moleeular construction and their 
proportions, according to the origin of the crude oil and the 
particular method of refining adopted. 

The electrical engineer need not, however, trouble himself 


about these, except inasmuch as they affect the following 


qualities :— 
Insulation: Кехізіапсе.—–АЛ hydro-carbon oils, reasonably 


_ free from acid and water, have an insulation resistance of 


infinity a8 measured by an ordinary testing set. | 

Dielectric Strenyth.—This varies a great deal with dif- 
ferent oils, and is a point of great importance for high 
tension switches and fuse boxes. Acid, moisture and dust, 
are the principal impurities to guard against. The following 
table gives а fair idea of the relative values obtained by 
experiment :— 

TABLE IL—DiELECTRIO STRENOTH IN VOLTS PER MM. OF 
SPECIMENS 1 MM. THICK. 


Material, Volts (continuous), 
Mica... 61,000 
Ebonite js "T 53,000 
Heavy resin oil жы з ... 20,000 
Light mineral oil ... 9,000 
Air .., "T ; 4,000 


The above figures must be regarded as approximate only, 
as the values obtained alter very much with slight changes 
in experimental conditions. It will be seen that the dielec- 
tric strength of oil should be considerably greater than that 
of air. It must be always remembered, however, that par- 
ticles of dust or moisture should be severely excluded. 

Coeflicient of Lepansion,—Oil has a relatively high coeffi- 
cient of expansion with heat, and this must be borne in 
mind by designers. Suflicient clearance for expansion should 
be allowed, and, in some cases, it is well to use an air-tight 
box and fit an expansion tube, so that damp, impure air, 


cannot be drawn into the apparatus when the oil contracts 
during cooling. 


Inmpurities.—The impurities usually found are introduced 
during the process of refinement, and not subsequently pro- 


- perly extracted. Acid is used in most, if not all, refinement 


processes, and if an appreciable quantity remains, the oil is 
quite unsuitable for use in switches. The acid attacks 
exposed metal parts, and shows a preference for the copper 
contacts. The writer's experience is that a great deal of 
trouble may be traced to the presence of this impurity, and 
engineers are advised to be wary.  À guarantee should 
always be obtained from the refiners under penalty, as other- 
wise expensive apparatus may be ruined before the fault is 
discovered. | i 

Ebonite, insulating tape, and other materials containing 
rubber in one form or another, should never be used in oil- 
bath switchgear. All oils are liable to contain benzone 
ethers, which rapidly attack rubber insulators and render 
them quite unserviceable. | 

Alkali and sulphur are other objectionable impurities 
that must be taken exception to. | | 

Water, as we have already shown, is undesirable for 
numerous reasons. All oil intended for electrical gear 
should be thoroughly dried before use, and, if necessary, the 
apparatus itself should be baked before the oil is introduced. 

Flash point,—Considerable objection has been raised to 
the use of oil in electrical gear, on the ground that fire risks 
are considerably increased thereby. This risk has, however, 
been greatly exaggerated, and the recent production of vils 


_ with high flash points has gone a long way towards minimising 


any danger. | 
The only conditions under which oil may become danger- 


ously hot are when it is used with transformers or 


resistances. Transformers, however, are generally placed in 
isolated positions, and starting resistances do not carry 
current sufficiently long to raise the temperature by а great 
amount. It is inadvisable to immerse regulating resistances in 
oil unless a water jacket with continuous circulation is fitted. 
Water jackets are also sometimes fitted to the oil baths 
of large heavily-loaded transformers and water is pumped 
through ata rate sufficient to ensure keeping the temperature 
of the oil within safe limite. 
supply of water is generally available, and this may advan- 
tageously be used for cooling purposes. | 

The closed flash point of good mineral oils varies between 
375? and 600? F. "The transformer oil used by the General 
Electric Co., of America, is understood to have a flash point 
of 516° Е. Oils with flash points above 500° Е. are generally 
expensive and are usually too viscous for filling switchgear. 
They are, however, eminently suited for use with superheated 


` steam. 


A good mineral oil, of reasonable price and sufficiently 
limpid for switch work, should have a flash point somewhere 
between 390? and 450? F., and this should be determined by 
the “closed test." The “ open test formerly employed is 
very unreliable. | у 

The fire test is usually about 100° Е above the flash point, 
and is the temperature at which the oil will burn. 

The following table shows the results of tests upon samples 
of pure hydro-carbon mineral oils :— 


TABLE. II. 

Nature of test. Sample No. 1. No. 2. No. 3 No. 4. 
Open flash 580° Е. 570° F 420° Е 395° Е 
Closed flash 550* F. 540° F 396° F 386° Е 
Fire test ... 645° F. 630° F 500° F 448° F 
Acidity ... ie Nil . Nil Nil Nil 
Relative viscosity at 200° F. at 200° F. at 140" F. at 140" F. 

45 27:8 15 > 139 
Sp. gravity hs 921 892 907 894 


Viscosity.—lt will be seen from the above figures that the 
oils with high flash points are heavier and are much mor 
viscous than the others. The temperature has to be taken 
into consideration as oils become more limped when they are 
heated. Great viscosity interferes with the freedom of the 
moving parts of switches, and also prevents proper cireula- 
tion and cooliug by means of convection currents. 

Carlonisation.—Under the action of au electrie arc, oils 
tend to decompose, and if the аге is maintained for au ap- 
preciable time, a thick deposit of carbon may be formed 
which covers the contacts and floats about, to the great 
detriment of the dielectric strength. Generally speaking. 
resin oils, which are sometimes recommended, have a much 


In mining work an abundant : 
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greater tendency to сагђопіве than mineral oils, and the latter 
are for this reason preferable. It must be remembered that 
if bad carbonisation takes place at a fault where an arc has 
momentarily pierced the dielectric, there is much less likeli- 
hood of a recovery. | )J 

Prsce.—W hen large apparatus is to be immersed in an oil 
bath, the price of oil is an item that cannot. be overlooked. 
At present, prices range from 1s. to 38. 9d. a gallon for 
mineral oil, according to the purity and flash point, and a 


Fic. 1. -Ѕмліш, DiRECI-CURAENT OiL-BaATR RRHEOSTAr. 


heavy resin oil may cost as much ав 4s. 3d. a gallon. The 
price of the latter has recently risen considerably, in conse- 
quence of the increased cost of turpentine. 

It should be possible to obtain for 1s, 8d. or 1s. 6d. a 
gallon a pure mineral oil quite suitable for use in switchgear, 
and the immediate future will probably see suitable brands 
properly tested for electrical use, placed on the market at а 
low figure. | 

We proceed to describe typical illustrations of oil-bath 
switchgear. Fig. 1 is an illustration of a small direct- 
current rheostat enclosed iù cast-iron case. All the contacts 
and brushes are immersed, and the resistance coils are 
arranged so that oil can circulate freely through them. The 
convection currents set up ensure u continuous stream of 
fresh cool oil, and experiment shows that a resistance under 
these conditions may be rated 100 per cent. more liberally 
than if it were air-cooled. It is possible to take advantage 
of this fact in the design, and a corresponding saving in 
material results. 

In direct-current gear, magnetic blow-outs are frequently 
employed for arc extinction. In alternating-current work it 
is not practical or convenient to employ blow-oute of this 
type, and oil is not infrequently used instead. This applies 
5 to controllers of the so-called tramway type. 

ig. 2 is an outline sketch of a 250-H. P. reversing controller, 
in oil bath, suitable for a polyphase motor. "The bath itself, 
which is suspended from the top of the frame, can be lowered 
to the ground if it is desired to inspect the contacts. All 


cable connections are inade at the top, tle cables being led 


d 
us 
| 


"sl 


Is 


Fia, 9.--OvTLINE SKETCH OF 250-H.P. PoLypHaSE REVERSING 


CONTROLLER IN Oir Batu. 


in through an opening at the end of the semi-cylindrical 
sheet-iron cover. A glass inspection window is fitted in the 
centre of the bath, and the whole apparatus is very compact 
and strong. 

The resistance is, of course, separate, and may be placed 
in any convenient well-ventilated position. 

At the present time a great variety of oil-filled switches 
of every description are being placed on the market and 
there is no room to describe even a small percentage of them 
in the present article. The two illustrations shown will, 
however, give some idea of the wide range of practical 
application possible with this type of gear. 


TWIN FLEXIBLES. 
By DONALD SMEATON MUNRO. 


THE number and variety of electrical appliances continue to 
multiply ; with this increase the use of flexible conductors 
constantly extends. | 

Such conductors arranged as twin wires, each of cross- 
section equivalent to No. 22, 20 or 18 S. w. g., for a time were 
used chiefly for pendant lamps and portable standards. They 
are now pressed into the service of fans, heaters, small 
motors, transformers and all-sorts of things. 

Occasionally an electrical installation entirely of flexible 
may be met with. Such practice is common on the 
Continent. 

Perhaps among all the various classes of electric cable in 
every-day use, there is not another in which there is such 
laxity of specification. Much of it is of cheap foreign manu- 
facture, and the rubber is often of extremely poor quality. 
Of a number of specimens taken at random from coils— 
even of the leading makers—there is à remarkable differénce 
in the rubber, judging by colour, elasticity, weight of ash, 
steam and dry heat tests and lasting qualities. It is 


frequently put on the market without any electrical test, and 


most manufacturers please themselves about the degrce of 
insulation thickness. | 

The most popular form is, of course, the familiar pure and 
vulcanised india-rubber, covered with silk, cotton or mohair, 
with the core generally composed of 23, 35 or 70 strands 
of slightly varying gauge, and the two insulated con- 
ductors finally twisted together into a spiral. The copper is 
usually untinned and is in harmful contact with more or 
less pure rubber. 

A large proportion of the fires which have been traced to 
electricity have been found to be due to defective or injured 
flexible, and when one considers all the purposes to which 
this wire is put, it is surprising that more damage is not 
done by its use and misuse. — . | 

It ів used to hang heavy weights, it is left lying about on 
floors, it is bent over diminutive pulleys, and often pulled 


. through fittings which are composed of small tubes and 


sharp elbows. The spiral form, under tension, gradually 
presses the copper out of its.original central position in the 
rubber as the wires are forced tightly together. Cord-grip 
lampholders and ceiling plates have the same effect, and 
sometimes the weight of a fairly heavy fitting is carried by a 
single wire—not intentionally, but, because a little careless- 
ness in baring the ends of the copper may result in slight 
differences of length, and the shorter wire gets all the tension 
for a time. | 

Lampholders of the form commonly in use here .are 
compact, neat and convenient, but they are more liable to 
heat unduly than the larger screw-holders of the Continent 
and America. The 1} in. hole іп our shades and shade-rings 
also help, in a measure, to concentrate the heat from the 
lamp on to the metal holder, and from there it is conveyed 
tothe conductor in the immediate vicinity with harmfnl 
effect on the copper and rubber. This risk is lessened where 
it is the practice to fit shades with a larger hole, and the 
shades are supported on small galleries which leave an annular 
air-space around the lampholder. Pendants often break 
down, too, at the neck of the cord grip on key switchholders 
which have the common right and left turning action switch. 
Usually, when the light is switched on or off, the wire is 
bent sharply back and forward, with the result that it finally 
gives way. There are now several pendant switches on the 
market which lessen this risk; they can easily be worked 
with one hand, and a horizontal piston or vertical lever 
takes the place of the turning key. Such switches are not, 
however, so often met with as is, perhaps, desirable. It 
may be that good ones are too expensive. | 

On cheap counterweight fittings, which are now turned out in 
great quantities, the pulleys are usually of very small diameter. 
These fittings are often left hanging in one position for a long 
time; the rubber deteriorates in the hot upper air of a room, 
und sets hard round the curved pulley grooves ; then, when 
the fitting is finally disturbed by the action of raising or 
lowering, the insulation cracks, opens out, and makes the 
pendant more liable to accident. Neat counterweight 
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fittings can now be obtained in which there ів no 
mechanical stress of any kind ou the conductors. A light 
chain carries the weight and, passing over the pulley, leaves 
the flexible wire free for the sole purpose of conveying 
current. | . 

When as a result of all this ill-usage, a short-circuit does 
take place, the arc is often prolonged enough to light the 
silk and rubber, and the insulation continues to burn for 
some little distance up the wire after the fuse has opened 
the circuit. This constitutes a serious danger in the 
vicinity of inflammable materials. Occasionally where there 
has been а “ kink” in the wires, and they have been pulled 
straight, the majority of the copper strands have parted, and 
the whole current is carried by the one or two remaining. 
In that case the current may һе sufficient to raise the 
temperature of the rubber sufficiently to set it on fire. 

Оп wall socket plugs the wire is not fixed with a cord 


grip, but depends for its mechanical strength on a bend. 
round a small bridge piece. Most wall plugs are small, во. 


the temptation is present to withdraw them from the wall 
sockets by pulling the flexible. In time this treatment either 
breaks the wire or pulls it altogether from the contact screws, 
- and causes a short circuit. S 

Many wiremen, in preparing the ends of the flexible for 
attaching to lampholders or other fixtures, burn off the 
insulation rather than risk paring it off with а knife, and, 
perhaps, severing a few of the strands. When this is done 
the copper wires have to be carefully wiped free from the 
Маск burnt rubber deposit before entering them into the 
contact blocks of holder, ceiling rose or plug, otherwise 


P 


Twin FLEXIRI.FS. 


heating is sure to take place. The deposit also hinders the 
proper soldering of the wire ends. 

It is generally best to solder together the ends of the strands 
to prevent the small single wires from fraying out. At the 
sume time these soldered ends make a better surface for the 
gripping contact of the little set-screw points or heads. 
This soldering, however, is generally neglected in the hurry 
of present-day work, with the consequence that loose, broken 
or overlooked ends frequently cause troublesome short, 
circuits. Some fitters do not solder these contact ends, for 
the reason that it takes time. Soldering, also, has the dis- 
advantage that the separate strands just above the solder are 
made hot, and sometimes left brittle at the point where 
the more flexible loose strands merge into the stiffer soldered 
part; they are apt to break off forithis reason, and because of 
concentration of bending point. 

Nome time ago the present writer hit on the simple 
expedient of plaiting the strands аз shown on Ше accom- 
panying figure, thus getting the advantages of the soldered 
ends without the trouble and risk of heating and tinning. 
The wire may be interlaced (ordinary three-way plaiting) 
during manufacture, or the ends may be quickly plaited by 
the user after they are bared. The first method only adds 
very slightly to the initial cost, and the second сап be. done 
in much less time than it takes to solder the ends: and 
there is then little risk of a broken. strand projecting far 
enough away from its neighbours to do any harm. 

When flexibles are led for any distance across a light- 
coloured wall or ceiling, and where the pressure of supply is 
about 200 volts or over, then there are dust troubles to 
contend with. The dark deposit does not do any harm, in 
many cases, beyond spoiling theargument of perfect cleanliness, 


which is a favourite one of the electric light man. And 
the dust is a distinct nuisance. 
As the result of some rough experiments which were 


described in the ELECTRICAL REVIEW of June 5th, 1903, 


the present writer found that this trouble was practically 
cured by enclosing the strands attached to the outer 
supply main (on a three-wire “ earthed mid " system) within 
a sheath composed of the strands attached to the mid” 
and earthed main. There is little electrostatic difference 
between the dust of a room and earth ; go it is not attracted - 
to the earthed wire. m 

Several forms of concentric flexible were made up. In 
some cases the outer conductor was braided on to the insu- 
lation surrounding the inside wire, but this form was very 
inconvenient, unless used with specially designed fittings, 
as the copper braiding was difficult to get off to enter lamp- 
holders, &c. с 

In the final form shown in the figure, the outside wire 
was wound in a close spiral round the rubber, and then it 
was easy to unroll and enter into the contact pieces. 

A similar method of preventing electrical dust deposits 
has since been patented in Germany, with the addition 
of a resistance in series with the outside conductor for use 
where there is not already an earthed wire to join to the out- 
side copper. 

For most ordinary purposes, however, the two-twisted-cord 


form of flexible will be difficult to replace by something 


neater, and many will not look for, or at, anything else. 

The use of flexible cords made to the I. E. E. specification 
or to the specification of the C.M.A., at least ensures a well- 
made wire of a thickness almost uniform for the various 
sizes. Such wires have to comply with a definite electrical 
test before being issued. 

If this type of flexible were in universal use there 
would be little to complain about, and all the accessories 
would in time be made with suitable pulleys, eyelets, nipples, 
cord grips, &c. 

The present craze for cheapness, however, evidently 
hinders the spread of anything but the most unreliable and 


. nastiest forms. 


These somewhat disconnected notes are offered for the pur- 
of reminding responsible persons of the more common 
frailties of flexible cord conductors, and may help to lessen a 
little the amount of ** rubbishy " wires put into installations. 
Fexibles have too long been looked upon as a trivial class of 
wire, beneath serious consideration. 


THE ELECTRICAL FROISSART CHRONICLES. 
(With some apologies to Sir John, and more to “ F. C. G.“) By Ibid. 


No. II. HOW CERTAIN OF THE ELECTRIKS WENT 
FiSCING. 


There is said to be near to the centre of that city a very 
deep well, and at the bottom is a precious substance called 
Truth. This I cannot say, for I have not seen the well. 
Howbeit, it is the custom of the Electriks and many other 
of the Disputators and Publik men to fish in it, in the hope 
of drawing up this matter, Truth. Whether it is a fischy 
being, or a metall, I cannot tell, sith every man will tell you 
а different form for it. : 

Now the manner of their fiscing is this. They take so 
much as they can conveniently carry of a certain substance 
wh. groweth freely thereby, called Remarks, and season the 
same with pungeant spices of hyperbole and metaphor and 
certain leathery lumps, wh. are called Facts, and cast the 
mixture bit by bit into the well. Very difficult is it for one 
tischer alone to draw out any Truth by this process, but two 
may do so, by reason that the confluence of their separate 
brews doth have so magikal (or, as they say, chemical) a 
result, that the Truth riseth to escape from the perturbed 
water, and is promptly knocked ou the Head for his paynes. 
(If so be it have a head.) 

Now, ou a fair day of late winter, (wh. they call Summer) 
went a good knight and tall, Sir Gustav de Wytton hight, 
to fish in this sume pool. This Sir Gustav may be known 
by his cote, whereon is emblazoned а horse-shoe magnet 


rampant gules on a field blanche, with dividends displayed 


3 — s mm 


^ 
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or, surrounded by coils of high conductivity ‘copper wire, 
double cotton covered all proper. When this good man 
came near, he leaned him on the edge of the well, and wept 
into it salt tears. For his own country was like to fall 
under the grip of the Saracen invader, and to be buried 
beneath his engines of war, to wit, horologes of Suecia, and 
Alemaynish receivers (for use in their magick cupboards) of 
great explosive force, and whence issueth blue-fire. Sir 
Gustav being a good patriot, mourned over these things and 
turning to those that were round about, he vowed a vow by 
St. Joeseph, that, if this plague could be abated he would 
do many things for the people ; and for the advancement of 
Justice. 

* "Thereafter," said he, “ ye shall buy the chepest currents, 
that now have but 3 phase, and they shall be 7 phase; your 
load factor shall be greater than unity. No longer shall the 
twittering Yengee Alarum summon you to labour at early 
dawn, but my motor-car shall fetch ye at noon. And lo! 
the Unit that ye have, that is now wasted in your idle lamp- 
bottles, will 1 stretch and expand till it shall fill twice as 
many. And, six months after that delivery, will [ take one 
hundred score of the baser sort, and pay to each the wages of 
a skilled artisan. But, alas, if the plague be not stayed, I 
must depart and go to the front." And thereat he dropped 
many tears into the well. 

Now those that were round about, such as had nose- 
cloths, wept abundantly ; others, who were of the Guild of 
the Unemployed, made an approving sound ; and some gave 


| good Knight encourage, beseeching him not to look so 


Now presently there came one thereby, also on fiscing 
bent, and he unhooked his creel, and cast into the well four 
well-baked interrogations, wh. area kind of sedative. What 
were his arms I have not yet come at, but it is said he was 
one Statisticus, of the sect of the Philogrammeters, or figure- 
jugglers, who will show that two plus one point nine 
recurring maketh four, and that one quarter-day will often 
appear larger than 10 whole days, yea, though ye see it from 


afar. 


Then Sir Gustav : Alas, the water of the well is obscured, 
and the Truth cannot appear; moreover, these matters are 
во semi-cooked, and had of such à poor bakery, that nothing 
can swallow them." | 

After this Statisticus cast into the well certain pretty 
similes, and honeyed deductions, wh. he had himself made 
and ornamented with his own fingers. Then (I am told) 
the Truth was like to rise, as I suppose, for breath, but that 
Sir Gustav, with careful aim, so smote him with a demi- 
toasted scone (or little loaf) that he was fain to go under 
again. 

Anon, there entereth yet another into the merrie sport, 
and, for all I know, they be at it still. | 

Now, he that telleth me of this matter is а man of poor 


imagination, wherefore I count his words the more worthy ' 


of credence ; and he saith that, of a year or more, many 
great lords, nobles and “ bosses " (wh. is a term they have 


for their prominent citizens, from “ boss a thyng sticking 
out) have tried to draw forth the Truth with this same 


matter ; but he saith, in his quaint English speech “ There 
hath no rise come to my screw therefrom." 

He saith also, concerning this their sport of fiscing, that 
it is a thing done almost daily, at the least, one day a week ; 
and that, when ye shall вее many round the well, and they 
appear in great stryfe and railing at one another, afterward 
they will away together like boon companions, for, though 
peradventure, they bring not forth the Truth, yet they may 
have aux bites, and catch some other fisch wh. likes them 
as well. 

Seeing that the above was & meeting of two Electriks, I 


have set it downe here; but it is not playne to me how 


theire cause is advanced thereby. 


Installed in 1893, and still Running Right.— 
Messrs. Peter Jones, Ltd., drapers, of Sloane Square, London, have 
had 170 of the arc lamps of the WESTMINSTER ENGINEERING Co., 
LTD., in continuous use for 12 years, and they are stated to be 
working as efficiently as when first supplied. Only six of the 
lamps—and those are outside ones—have been sent to the works 
for repairs. 


THE “RAILWAY” ELECTRIC POWER 
| ' . SCHEME. 


Wk recently commented briefly on а new scheme for the 


supply of electricity in bulk to London, which, as fore- 
shadowed in the [daily Press, appeared to be of the purest 
wild-cat order. That view, we consider, was fully justified 
by the particulars then at our disposal ; but in the interim 
we have made inquiries and obtained information which puts 
a totally different complexion on the matter. In place of a 
hazy and immature proposition we find an elaborate und well- 
digested scheme, based upon most careful and extensive 
investigations, and drawn up with а breadth of view and 


a strategic skill which compel us to regard it with respect. 


The project, moreover, is of no mushroom growth, springing 
from the mouldering remains of last session’s dead Power Bill ; 
on the contrary, it was conceived long before the latter 
was brought forward, and is now a healthy youngster with u 
constitution calculated to defy attacks of every description. 

The engineers are jointly Messrs. Harper Bros, and 
Messrs. Kincaid, Waller, Manville and Dawson, both firms 
of mature experience and high capacity for the organisation 
of such an undertaking. It will be remembered that Messrs. 
Harper Bros. are engineers for the North Wales power 
and railway scheme, and that Mr. Philip Dawson, of the 
latter firm, is the consulting engineer entrusted with the 
electrification of the London, Brighton and South Coast 
Railway. | 

The plan, in brief, is to generate electrical energy at a 
convenient spot outside London, under the most economical 
conditions attainable, and to transmit it to London at high 
pressure along a private right of way, after which it will be 
distributed along the railways and canals to bulk consumers. 
It'will be obvious that by this means it will be possible to 
reach every part of London without breaking up the streets 
or coming into contact with the local authorities. 

The considerations which have guided the promoters are, 
roughly, as follows.:—There is an undoubted, and almost 
unlimited, demand for electrical energy in London. Not 
only is it wanted for lighting and power in cnormous quan- 
tities, but the railway companies—which, perforce, are con- 
templating the adoption of electrical traction for their 
suburban services—are averse to erecting costly generating 
stations of their own, and, following the example of the 
North-Eastern Railway, would be only too glad to obtain 
their supply from an independent source. Owing to the 
high cost of land, high wages, high rates and taxes, and 
high cost of fuel and water in the Metropolitan area, the 
installation of huge generating stations within that area is 
impossible. Even on the banks of the Thames a convenient 
site would, in the opinion of the promoters, be too costly, 
and, strange as it may seem, the cost of fuel at such a site 
would be too high. | | 

On the other hand, Ше transmission of electrical energy 
all the way from the coalfields, originally suggested by Mr. 
B. H. Thwaite, would be too costly. Hence an intermediate 
position had to be found, where coal and water could be 
obtained at the lowest possible rates, while the cost of the 
transmission line would still be not unduly heavy. It was 
estimated that, balancing the cost of haulage of coal against 
the capital charges on the transmission line, the minimum 
annual expenditure could be approximately attained at a site 
between 40 and 60 miles from the Metropolis, and, after 
exhaustive investigation, such a site was found near St. 
Neots, on the Ouse. ; 

Not only were the conditions favourable here as regards 
both fuel and water supply, but the Great Northern Railway 
Co., which naturally looked with a most friendly eye upon 


the scheme, possessed a large tract of land at this spot, 


which could be had at a low price, and also possessed a 
private right of way from Stevenage to Enfield, originally 
acquired for the construction of a railway, but not yet 
utilised. St. Neots is 514 miles from King's Cross; 
Stevenage 284 miles, and Enfield 94. miles. The nearest 
available coalfields lie between 40 and 75 miles from St. 
Neots, so that the railway company obviously stands to 
profit by the haulage of the coal ; nevertheless, the promoters 
count upon the delivery of coal into their bunkers at an 
inclusive price of 7s. per ton, or even less. To accomplish 
this remarkable result, special means will have to be adopted. 
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the coal being hauled in large bogie wagons, and handled by 
machinery. | i 

Besides the coal traffic, it stands to reason that the railway 
company will benefit in various other ways; sleepy St. 
Neots will be roused into activity, and with the prospect of 
cheap power supply, it is natural to suppose that manu- 
facturers will be cager to secure sites for factories in 
the neighbourhood of the power station and along the trans- 
mission line, just as they have done at Niagara, and are ex- 
pected to do in the case of the Lancashire and Yorkshire 
Power Companies’ stations. The Great Northern Railway, it 
is safe to predict, will want electric power for operating its 
suburban traffic in the near future, and other railways will 
equally be ready to take a supply. Further, the Metro- 


politan Borough Councils and the existing electric supply. 


companies may confidently be counted upon as bulk con- 
sumerg, for their position as distributors will not be affected 
except favourably. Most of the power stations in the 
London area are situated either upon railways or upon canals, 
aud, therefore, will be directly accessible. 

The means adopted for providing the supply will be 
as follows: — Most probably steam turbines will be 
adopted for the generating plant, the power station being 
of about 60,000 KW. capacity to commence with, and 
having an overload capacity of 90,000 Kw. The power 
will be generated at 20,000 volts in, the first instance, 
though, of course, as we pointed out in our note, a much 
higher pressure is desirable. Taking climatic conditions 
into account, it has been stated that 30,000 volts is the 
highest pressure practicable in this country; we are not, 
however, disposed to accept this view. We do not 
believe that our climate is any less suitable for 
pressures of 50,000 or 60,000 volts than, for in- 
stance, that of the Sierra Nevada mountains of California, 
the ** Houille Blanche " regions in the mountains of Savoy, 
or the Mexican, Canadian, Italian and American districts 
where pressures of forty to sixty thousand volts are used 
with success. We have not the extreme ranges of tempera- 
ture, the violent snowstorms and blizzards, the perpetual fogs, 
that are met with in some of these places, and the London 
area i$ almost the driest in the kingdom. We anticipate, 
therefore, that while operations may be commenced with a 
pressure of 20,000 volts, when the load increases the pres- 
sure will be raised to 40,000 volts at least. The lines will, 
of course, be carried overhead, along the railway and along 
the private right of way above mentioned, to Enfield, at 
which point a receiving sub-station will be erected ; thence 
underground mains at 20,000 volts will be employed, laid 
in the six-foot way or along the towing paths of the canals. 

It is not to be supposed that these propositions have been put 
forward without the approval of the Board of Trade, which 
naturally would bea sine gua non in a scheme of this nature. 

Several independent lines—for which there is plenty of 
room—will be employed to ensure reliability ; and as regards 
the use of underground mains at 20,000 volts, although it is 
new to this country, it has for some time been in successful 
operation abroad. If foreign cable makers can accomplish 
this. « fortiori British makers can. 

As regards the financial aspect, it is understood that the 
works costs will not exceed 0°125d. per unit generated 
(reckoning on а load factor of 35 per cent.). Under these 
conditions, the selling. price to bulk consumers will be well 
under Q'5d. per unit, after providing amply for depreciation 
and reserve, and allowing for a dividend of 10 per cent. 
upon the capital invested, which is estimated at 2,000, 000 
to hegin with. 

Needless to say, the project is well backed. We believe it 
will have the support of the railway companies, most of thie 
supply companies, many of the Borough Councils, and a 
nuniber of well-known financiers whose names will he a 
guarantee for the financial soundness of the scheme. Space 
forbids our further enlarging upon the matter, but from what 
we can gather, we believe we are perfectly safe in saying 
that it is practically a foregone conclusion that the Bill 
will pass throngh Parliament with comparative care. 


Cro don,—The T.C. decided on. 20th inst. that energy 
for basements having no natural licht shall be supplied for pur- 
poses of power, heating, or lighting, at a flat rate of 24d. per unit. 


_would give. three different pitches of the sections. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writer's name and address in our possession. 


— 


Rewinding an Armature. 


In the course of my duties I have had to rewind an arma- 
ture for а 60-H.P. D.C. motor to run on а 500-volt D.C. 
circuit. The armature іп question is for а four-pole motor 
with sections former wound placed in slots in the core, with 
two conductors in parallel and connected two-circuit single. 
There are 61 sections of two coils each, but one section 
having а dead coil, which makes 121 coils with 121 com- 
mutator bars. Before and after a running trial the armature 
was tested in the usual way with galvanometer, and all the 
steel wire bands were perfectly free from contact with any 
conductor, also core and all conductors and commutator bars 
clear of any connection or leakage to core and shaft, and it 
has been connected up in the usual way of a four-pole arma- 
ture. Also, before placing in the motor for trial, it was 
tested through a water resistance with its normal current of 
90 amperes—that is, 45 each way for 15 minutes, and for 
5 minutes with 135 amperes, 50 per cent. over normial, and 
showed no signs of heating at any part. When running on 
absolutely no load, after approximately 3 minutes, smoke 
issued from two points of the armature, and one section got 
very hot—sufficiently hot to completely burn away the insu- 
lation and discolour the copper. An N.C.S. ammeter was in 
circuit, which I knew to be correct, and which showed no 
appreciable current passing. Where from and how does 
this current become absorbed or generated in. sufficient 
quantity to burn out a section and show no current passing 
through the ammeter ? The top conductor all round was 
uncoupled and put forward one commutator bar, во as to 
couple to the bottom conductor in the lug of another bar, to 
alter the pitch. This wasdone fivetimes. One, the original 
position; two in turn forward ; two in turn backward ; which 
I got the 
same result in each case, and the armature even now tests 
with galvanometer free of any fault, such as earth or short 
circuit through armature, bands, &c. I may say the arma- 
ture ran at its normal no-load speed in each case. 

Puzzled. 
Spain, November 13th, 1905. 


[Тһе results observed are in gccordance with the presence 
of a short-circuited coil. Dare we suggest that the ends of 
the dead coil were joined together? —Eps. E. R.]. | 


Contractor v. Customers Engineer.“ 


It is surprising what difficulties an outside erecting engi- 
neer runs up against when erecting and running new plant 
for customers. In a great many instances the customer has 
an engineer who is either fossilised or extremely ignorant: 
these men are a great nuisance and the cause of great expense 
both to the contractor and to their own employers. 

They attempt to get their name up by continual com- 
plaints and the reporting of every trivial occurrence, instead 
of tackling the job in a proper manner and becoming 
familiar with all the little eccentricities of a new machine. 

The writer knows an instance where the chief engineer of 
a large plant for the customer is an old fossilised 1-H.P. slow- 
speed reciprocator : he is in a responsible position, and can 
worry the contractor with his complaints, he reports un- 
favourably to his directors, who jerk it back at the con- 
tractor. 

The contractor realises that his plant will never havea good 
name whilst this man gives his directors bad impressions of 
the new plant: the result is that the contractor must try and 
get this man the push, as this is the only remedy for this 
disease of fossilisation. D 

Where an old engineer has been buried for years in one 
job, and his directors buy a new type of plant, this trouble 
crops up niue times out of ten. Е. - 

The difficulty is in getting the customer's directors to 
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realise that their engineer is out of date, and a great expense | 


to them as well as to the contractor. | 
It would be interesting to hear other erector’s views on 
this serious evil against which contractors have to fight. 


Erector. 


Cost of Gas Power. 


Lately we have heard much of the suction gas producer 
and the great economies to be effected by its use in con- 
junction with gas engines for power purposes, and many 
sensational statements have been published in the daily 
papers. 

These statements, while amusing enough to anyone 
acquainted with the actual cost of power furnished either hy 
pas engines or electrical. machinery, are no doubt, quite mis- 
leading to many persons who, although users of power, are 
not sufficiently versed in engineering matters to understand 
thoroughly the nature of the reservations made sometimes 
explicitly, some times implicitly, and more often not at all. 

Unfortunately misleading effusions on the subject do not 
appear in our daily papers alone, but are freely quoted in 
engineering journals, and it therefore seems advisable to 
have the matter duly brought to the attention of your 
readers. In this connection, the following figures culled 
from one of your contemporaries devoted specially to gas and 
oil engines, and intended for the consumption of factory 
owners and other power users, will be of interest. "Théy'are 
taken from a “ special table of the cost of power and light in 
various towns " :— 


PuBLIC ELECTRICITY SUPPLY. 
Average price 


Cost per unit Sliding scale taken for Cost per k. M. r. 
for power. if any. calculation. from motors. 
4d. & 14d. MD 2d 1:64d. 

24d. flat 24d 2:05d. 
14d. to 2d. SS 144. 1:934. 
14d. to 1d. = 144. 1:024. 


Рові1с Gas SUPPLY. 


Cost per 1,000 cb. ft. For power. Cost generated per Cost generated, 


for light. rds sas  &c., per unit. 
2s. 9d. 28. 6d. 544. 81d. 
4s. Od. 3s. 11d. 85d. 1:274. 
15. 119d. 1в. 114d. 43d. 64d. 
38. 51d. Зв. 54d. 75d. 1°12d. 
‘Own Suction Gas PLANT. ` 
Cost of special washed Cost generated per р it. 
der bon delten. Вр. Вон Л Cost generated, 
178. Od. 091d. 136d. 
278. 6d. 147d. 220d. 
238. Od. 127d. Í 190d. 
228. 9d. 122d. 183d. 


These figures are taken at random from the table, at. 


the foot of which it is stated that “ the cost per B. H. p. and 
per B.T.U. do not in any case include permanent charges, as 
it is impossible to estimate these for hypothetical cases.” 

On examination it would appear that in all cases the 
efficiency of the electric motor is taken at 91 per cent., the 
consumption of gas per B.H.P.-hour in gas engines supplied 
with town gas at 18 cb. ft. per B.H.P.-hour, and in the case of 
engines supplied from suction plante, a fuel consumption of 
1 Ib. of anthracite coal per B.H.P.-hour is assumed. These 
figures are, without doubt, perfectly fair for capacities of 
30 н.р. or thereabouts, but the unfairness of the comparison 
lies in the fact that, in the case of an installation of motors 
driven by electricity taken from public supply mains, the 
permanent charges per B.H.P.-hour аге in no wise comparable 
with the permanent charges of a gas plant supplied either 
with town gas or with gas from a special suction producer. 
That this is so is evident on comparing the following costs 
of the motors erected :— 


30-н.р. gas engine for town gas £450 | 
Foundation pipes, &. УВ 2 ез ‘ie 75 
30-H. P. gas engine for suction plant. .. 600 
Foundations, pipes, &c. UN -— M zm 123 
30-H. p. electric motor 855 e 3 е, зб 
Foundations, switchgear,’ &c. ... bes n M 25 


The figures for gas engines are taken from the latest 
edition of Guldner's “ Verbrennungsmotoren.“ 

If we assume that there are 3,000 working hours per 
year, and that the average load is 224 U. P., a condition of 


affairs especially favourable to the gas engines, that the 
efficiency of the electric motor is 87 per cent., the gas con- 
sumption 20 cb. ft. per B.H.P. per hour for the engine work- 
ing at three-quarter load, and the corresponding anthracite 
consumption 1°2 lb. per в.н.р. per hour, and that the prices 
of electricity, gus and coal are respectively 1d. per B.T.U., 
28. 6d. per 1,000 cb. ft. and 22s. 6d. per ton, und make the 
usual allowances for interest, depreciation, attendance and 
stores, we have the following results :— 

Cost PER B.H.P.-HOUR. 


* 


Electric Engine with Suction 

motor. ^. town gas. Plant. 

Gas, coal or electricity ... 856d. 60d. 145d. 
Lubricant, &c. ... .. 70154. 060d. ‘073d. 
Attendance 008d. 053d. 265d. 
Maiutonance ; .. . 008d. 048d. 064d. 
Interest and depreciation 046d. 192d. 367d. 
Totals 993d. 953d. 914d. 


The result shows a slight superiority on the part of the 
suction plant, but nothing like that shown by the figures 
taken from your contemporary. | | 

With a smaller load-factor, the superior economy of the 
electric motor at light loads and the absence of all stand-by 
losses would entirely alter the condition of affairs. Taking, 
for instance, an average output during the 3,000 hours of 
15 B. H.P., the figures ure :— 

m : ... 1:003d. per B. H. P.-hour 
Gas engine with town gas ... . . 1°206d. КЕ, 
Suction plant =” . . 1°2044. » 

It will be seen that the cost of fuel in the case of the 
suction plant is a comparatively small item, and even if it 
were greatly reduced, the cost of power would not be 
influenced to any great extent. | 

While the writer wishes to give every credit to gas engine 
makers for the highly economical performances of suction 
gas plants as far as fuel, consumption alone is concerned, and 
does not desire in any way to deny the fact that with large 


Electric motor 


units it is possible to produce power at extremely low prices, 


lower even taking all charges into account than the prices at 
which it can be obtained in bulk from electric supply com- 
panies, he wishes to protest strongly against the unfairness 
of advertisements calculated to produce in the prospective 
power user's mind the impression that he can generate it at 
nod. per m.H.P. per hour, inasmuch as, according to 
Guldner, whom gas engine makers will, no doubt, admit to be 
an authority on the subject, the cost of power produced by 
200-H.P. suction plant working 3,000 hours per year at its 
full rated load, and taking anthracite coal at 22s. 6d. per 
ton is not less than :357d. per в.н.р. per hour on the engine 
ghaft. 

I feel that no apology is necessary for trespassing on your 
space, in view of the great importance of this subject, more 
especially to those of your readers who are interested in power 
supply. : 


' G. М. Brown. 
Swalwell, Movember 20th, 1905. 


Can you inform me, through the columns of the REVIEW, 
where I can obtain some recent details of generating costs 
with modern gas-driven plants, either town gas, Dowson 
gas, or suction gas, municipal stations or otherwise? Pro- 
bably this information would be useful to others of your 


subscribers besides 
Gas Costs. 


Regenerative Control. 


Your correspondent, * Interested," expresses amusement 
at the glowing account of regenerative control for tramways, 
which appeared in your issue of October 27th last, and then 
goes on to express his surprise that the subject has remained 
uncriticised. Interested is evidently very green as 

‘et in the matter of new inventions in electrical engineering. 
If he will look up some of your issues dating back in the 
early eighties, he will find many glowing accounts of new 
inventions, which only came into practical and reliable use 
some decade after these glowing accounts had becn long 
forgotten. Now, in the matter of regenerative control, I 
can inform him that last year about this time tests were 
made on this line with a series controller, and found to be 
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wanting for our purposes—viz., heavy gradients 1 in 8 and 
heavy loads. To-day we are having 10 new cars and eight 
old cars fitted with regenerative series-parallel controllers, 
after making the severest tests to which both motors and 
controllers can be subjected, and I have no hesitation in 
stating that there is no jerking on starting, and that they 
are faster on hills and have points in their favour as regards 
running which the old series-parallel system does not 
possess. As regards the bursting of lamps, a cut-out has 


been put in circuit which effectually stops this complaint. 


The men who have been instructed and are using these 
controllers prefer them far and away before the old series- 
parallel controllers. | | 
i - 7 Е. A. Paris, Managing Director, 
Yorkshire ( W.D.) Electric Tramways, Ltd. 


Liversedge, November 20th, 1905. 


— 


Whilst wishing not to intrude unduly upon your space, I 
should like to call “ К. Н. C. B.'s" attention to the fact 
that he does not overload his series motors 140 per cent. 
He is apparently content to climb gradients at a slow 
speed. 
I am aware that it is necessary to keep the ampere dis- 
charge of the battery low (battery-driven cars), but that 
could be effected in shunt motors by strengthening the 
fields whilst climbing gradients. 


I am still of the opinion that series motors are not 


economical for traction purposes, for that most important 
reason that resistance of the fields is a resistance to the 
armature circuit. | 

L. E. J. C. 


— — 


May I again trouble you on the subject of regenerative 
control, this time in reply to Mr. Raworth's letter in your 
last issue. | a = 

I hope I did not give the impression that I doubted any- 
body's veracity, and І most willingly undertake to believe 
all the published facts to the best of my ability. 

It ів not, however, the facts which have been published 
that trouble me so much as those which have not. 

I can quite believe, without accepting Mr. Raworth’s 
kind offer, that shunt motors (if big enough) will run a car 
up a hill and will generate coming down. 

But it is equally certain, unless Mr. Raworth's facts 
transcend the laws of nature, that a series motor with fall- 
ing speed-curve would have done the same torque with less 
current, and that if the same magnet frame were used there 
would have been a good deal of space to let inside the motor 
when series winding was used. 

With regard to the last paragraph of Mr. Raworth's 
letter, may I make a slight correction myself ? J meant to 
say that a series motor would for short periods give three 
times the /orque that a shunt motor could manage (not three 
times the work.) 

Of course, a good deal depends on the type of motor. The 
particular line of motors of which І was thinking are of the 
ordinary traction type, but with rather heavy magnetic 
circuit. 

Take the same frame and armature diameter and the same 
speed. Shunt-wound, the motor will do 25 per cent. over- 
load, the flux being limited chiefly by the space and tem- 
perature allowable for shunt. 

Now, if series winding is substituted, you can get about 
25 per cent. more ampere-turns into the same space, and a 
still further increase, owing to the fact that the watts can 
be run higher. 

This latter effect is, of course, due to the fact that with 
load varying in the usual way the average series watts are 
much less than the maximum, while with a shunt winding 
full watts are going all the time. 

In practice I find no difficulty in getting a field 25 per 
cent. stronger in the series motor. This means fewer 
armature turus and stiff field. 

If we take 1 as representing current and torque at normal 
load on shunt motor, we can get a current of 1:4. with same 
quality of commutation in the series motor. 

The firm with which I am connected are in the habit of 
guaranteeing satisfactory operation as far as commutation 


goes, with 100 per cent. overload. This gives a further 


increase in field of from 20 per cent. to 30 per cent., 
according to size of motor. This gives a current of 2°8 and 
torque of 3:2 to 3°65 in the case of the series motor, com- 
pared with a current and torque of 1°25 in the overloaded 
shunt motor. | 

This does not quite correspond to the rough figure 1 gave 
before, but is not far off. 

I will make Mr. Raworth a present of the difference. 

There is another point which seems worthy of more 
attention than it has received—that is, the self-induction of 
the heavy shunt. In a series motor the self-induction helps 
to limit the current kick on switching on, while in a shunt 
motor it is simply a trouble which has to be minimised by 
kicking coils and other complications. 

Doubtless Mr. Raworth will find virtue in necessity, but 
his opinion would be interesting. | 

"n Crane. 
[See our “ Notes columns.—Eps. E. R.] 


— 


А Death Trap. 


Having read the letter of Mr.“ Tin-tack in your last 
issue re his disgraceful treatment at the hands of his chief, 
permit me, through the medium of your journal, to extend 
to him my heartfelt sympathy. І am convinced that all 
who have read the letter join with me in the contention 
that an individual capable of such brutal language to his 
subordinates is in no way fit to have the control of men, 
uud I hope and believe that such chiefs are very rarely to 
be met with. The chiefs I have had experience with (of 
light and power stations) I have no cause to complain of : 
they have in nearly every case. given me the impression of 
being gentlemen in nearly every sense of the word. Re the 
absence of rubber gloves as told by * T. T." Here also I 
think I shall be voicing the feelings of everyone who bas 
read the letter of “Т. T.," namely, that of great surprise. 
One would think the Board of Trade would. not tolerate 
such a dangerous state of affairs. Should this meet the eye 
of some responsible official of the Board of Trade, I, for one, 
should like to hear why this oversight. Ле wages; in the 
case of “ T. T." I do not think them by any manner of 
means adequate, having especial regard to the dangerous 
nature of his and his fellow-workers' duty, and though not 
wishing to make this an excuse for touting for trade union 
principles, yet, with your permission, I would say that if the 
electrical artisans of the United Kingdom would only 
organise and form a strong brotherhood, they would speedily 
bring © such chiefs " as T. T.“ has the misfortune to work 
under to their senses. . In conclusion, permit me to draw 
the attention of “ Т. T." to such organisations as the A.S.E. 


апа the E. T. U. if he has not already become a member of 


one or the other societies. 


James Lutken. 
Gloucester, November 20th, 1905. 


- 


Referring to the letter headed Death Trap” in your 
last week's issue, the terrible experience related Бу 
*'Tin-Tack" is unfortunately quite common on large 
traction systems. I know of several stations where there is 
only one attendant on at a time, and they are pleased to do 
the work for experience alone. Now, these 
beings (I cannot call them men) like “ Tin-Tack" have 
nobody to blame but themselves for the present state of 
affairs. Не admits he has not joined the work long, so 
must have joined for experience. Now he finds out it is not 
all honey and white shirts, but has to soil his hands and use 
his brains for his safety's sake. He cries out for public help 
like the unemployed. He forgets there are hundreds waiting 


Гог his place. Furthermore, he ig, in my opinion, supplied 


with enough instruction notes, books, &c., to keep him out 
of harm's way, even if his rotor gains speed when cut ont. 
In conclusion, I hope he does not relieve me, as I happen to 
be another— 

Tin-Tacker. 


l have read ** Tin Tack's " letter in your last issue, with 
great interest, remembering the recent correspondence in 
your columns entitled ** An Overcrowded Profession." | 


poor deluded : 
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I have good reason to believe that I hold a similar position 
to the one “ Тіп Tack" so graphically describes, although 
he does not name the firm who employ him, but I do not 
work for the wages of a labourer, and, while I thoroughly 
agree with him as to the danger to any attendant in an 
E.H.T. station, through the absence of any assistance or 
proper precautions, may I suggest that it is probably through 
the influx of men like himself that responsible positions in 
electrical stations are so poorly remunerated. 

As some of us have good reason to know, there are a 
number of shift engineers" who scarcely recognise any 
difference between a rotary converter and a turbine, and to 
whom “load factor” and power factor” are synonymous 
(or, perhaps, meaningless) terms. 

These are the men who obtain positions at wages which a 
dustman would consider beneath contempt, and so make it 
difficult for the real engineer to obtain an adequate salary. 


Eight Bells. 


I was greatly surprised to read the letter of Tin Tack” 
in your last issue on the dangerous conditions of employ- 
ment and low wages paid in a London traction sub-station, 
and would like to call his attention to the existence of the 
Electrical Trades Union, whose members in similar positions 
receive 428. (forty-two shillings) per week and who are also 
provided with everything necessary to prevent accident to 
themselves or the property entrusted to their care. 

A. Ewer, 
General Secretary Electrical Trades Union. 

London, November 21st, 1905. 


Sir Oliver Lodge and the Solar Corona. 


The theory suggested by Sir Oliver Lodge in his recent 
lecture in Birmingham to explain the corona and its 
streamers is intensely interesting, and upsets the precon- 
ceived ideas of the average astronomer; but the theory 
appears to be identical with that set forth in articles that 
appeared some six or seven years ago in the ELECTRICAL 
Review. Unfortunately, I forget the title of the articles, but 
they explain many of the electrical phenomena on an electrical 
basis. Perhaps some of your readers could remember the 
date. 

Polarisation. 


Electrical Engineers as Society Entertainers. 


In glancing through your columns of * Situations Vacant 
-in the current issue of the REVIEW, we were somewhat 
alarmed to find that such a social accomplishment as music 
was a desirable qualification in an electrical engineer. 
Reading further down the list, and encountering such 
words as family, age and photo, we naturally concluded that 
we had strayed into a list of matrimonial advertisements. 
Goodness only knows what will be required next, if 
harmony and personal beauty are essential qualities. 


Pan and Adonis. 


The Truth About Gas. 


It has been frequently stated by a certain journal that the 
best and most penetrating light for foggy weather is incan- 
descent gas. | 

On Saturday evening last a dense fog settled over this 
city, and, thinking it would be а good opportunity to see if 
there was any truth in this, I spent an hour or two in the 
town. Leaving the streets which were brightly lighted by 
the glare from shop windows, I made my way through the 
business quarter. This part of the town, being nearly all 
offices, banks, warehouses, &c., presented a most ghastly 
spectacle—dark streets enveloped in impenetrable fog and 
gloom. The incandescent gas lamps (which are there for 
the purpose of giving light) were almost invisible, and could 
not be seen at all a few feet away; the high-pressure lamps 
were little better, and looked like a number of glow worms. 
On my return I passed a shop lighted outside by two 
powerful flame arc lamps, which, notwithstanding the thick- 
ness of the fog, flooded half the street, with a radiance almost 
equal to sunlight. 


The gas lighting papers, by making gross misstatements 


and spreading misleading reports, no doubt deceive a large 
number of people; but as this is the only way they can 
push forward gas lighting, it is only what can be expected. 


An Old Reader. 
Bradford, November 21st, 1905. EE 


Coloured Cables. 


May I, through the medium of your ** Correspondence " 
columns, ask why a few of our well-known cable manufac- 
turers do not list a third colour cable (green, for instance) to 
render the identification of switch wires easy. As the majority 
of installations are carried out on the looping system, and in 
many cases buildings are wired months before the fittings 
are required, much time is wasted in testing, more especially as 
very often the men that carry out the wiring do not put up 
the fittings. Therefore, a third wire would avoid this waste 
of time and enable the wires to be traced at once. 

Being a contractor, and doing builders’ work in large 
quantities, I find mistakes very often arise owing to wire- 
men connecting up switches wrongly. Doubtless many other 
contractors experience the same difficulty, and it would be 
interesting to know why such a wire is only made to order, 
and not stocked in any but the two standard colours. | 


S. C. H. 


[A correspondent who asks a question about an are lam 
resistance has omitted his name and address.] | 


LEGAL. 


Ix re LETTERS Patent No. 28,632 oF 1903 GRANTED TO 
L. MAXWELL WATERHOUSE, AND THE PATENTS Acts. 


Tus matter came before Mr. Justice Buckley on Wednesday and 
Thursday last week on the petition of the Metallic Seamless Tube 
Co., Ltd., of Birmingham, to revoke the Letters Patent No. 28,632 
of 1903, granted to L. Maxwell Waterhouse. 

It appeared that the petitioners carried on business as manu- 
facturers of metallic conduits for electric light cables and manu- 
factured metallic tubes, couplings, tees, inspection boxes, and other 
fittings used in connection with conduits. The letters patent in 
question granted to Waterhouse and the Simplex Steel Conduit Co., 
of Birmingham, were for an alleged invention for improvements in 
metallic conduits for electric light cables and the like. The 
petitioners said that the letters patent were invalid by reason of the 
following anticipations :— Richardson, of 1884; Loring, of 1889; 
Souter, of 1890; Davis & Baldwin, of 1891 ; Parlour, of 1893 ; Hill, 
of 1893; Braham, of 1894; Lake, of 1896; Granger, of 1900; 
Lindsey, of 1902; Bayliss & Brown, of 1903. The peti- 
tioners said that having regard to these speciflcations, and 
the state of public knowledge, no invention was required to 
produce the method of connecting plain conduit to couplings and 
other fittings by means of a split screwed bushing described, and 
claimed in the respondents' patent, and that the letters patent were 
invalid for want of subject matter. 'The petitioners also said that 
the letters patent were invalid for the reason that the devices 
shown in figs. 4, 5 and 6 and claimed in claims 1, 2, 4 and 5, were 
of no utility, and did not effect the objects pointed out in the 
specification. Mr. Astbury, K.C., and Mr. J. C. Graham appeared 
for the petitioners ; and Mr. Fletcher Moulton, K.C., and Mr. A. J. 
Walter for the respondents. · 

Mr. MovrTox having opened the respondents’ case, 

Mr. Jas. SWINBURNE was called, and said that the present 
invention had to do only with & system in which the conduit was 
contained in thin metallic tubing. In an electrical conduit of 
that kind, the continuity of the inner surface was a matter of 
importance. The various conducting parts of the conduit should be 
of the same size. 

What is the invention you find by which these advantages that 
you have been mentioning are attained ?— The invention consists 
of a ferrule which is screwed at one end to go into the socket, and is 
always screwed. "The other end is larger, and a plain socket which 
fits an unscrewed pipe of the same size as the screwed end of the 
socket. The ferrule is split in such а way that when it is screwed 
up it grips enough on the plain tube to make an electrical contact. 

Further examined, the WiTNESS said that taking the instructions 
contained in the text of the specification, he thought any person 
desirous of working the apparatus shown in figs. 4, 6 and 6 would 
not have any difficulty in making them work. He had perused 
the specifications referred to in the particulars ef objections, and 
he did not find in any of them the invention in question. | 

It is suggested that no invention was required to arrive at this, 
What is your view as to that 2—16 is an ingenious invention. 
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Cross-examined, the WrTNESS said that there was no novelty in 
making electrical connection. 

Mr. Јонх Epwarp Luoyp BARNES, examined, said he was а 
member of the firm of Sloan & Lloyd Barnes, consulting engineers 


and chartered patent agents at Liverpool. His firm were responsible ` 


for the specification. His recollection was that there was nothing in 
any of the anticipations which would enable one to couple what he, 
as a practical man, called an inch conduit to what he would get from 
the Simplex people, an inch fitting. 

On behalf of the petitioners, Mr. DuGanp CLERK and Mr. Lucarp 
gave evidence to the effect that there was no novelty or utility in 
the invention in question. 

His Lorpsurp delivered a considered judgement on Wednesday, 
22nd inst. He said that where electric light cables were laid in 
metallic conduits, it was essential that the conduit should be in 
complete electrical contact. It was necessary to have а tight grip 
or contact between the successive parts. At the date of the patent 
there was what was known as the Simplex conduit. The object of 
the patentee was that he told the public how to obtain the desired 
metallic circuit without having to use screwed tubing. At the date 
of -the patent the idea of connecting a 
screw fittings by a device which would cause the con- 
duit to be gripped by а screw was old. But. 
patentee said that the particular way in which he made 
use of well-known devices was new. The patentee’s grip was what 
was called an overhung grip. In Lake’s device both direct and 
overhung grip were used; but it wastrue that no one of the alleged 
anticipations used overhung grip alone. In that respect the 
patentee had taken a retrograde step, and not a step in advance. 
Moreover, he saw no invention in what the patentee had done. 

Lake did not get overhung grip alone, but direct grip also. But 
there was another anticipation which introduced conduit and 
coupling of the same size. Bayliss used a coupling as this patentee 
did. In his judgement the patentee failed for want of novelty. 
As he had found there was want of novelty, it was unnecessary to 
refer to the other points made by the petitioners. In his judgement, 
the petitioners were entitled to an order for revocation and for 
‘costs, | 


CROYDON CORPORATION v. THE British ELECTRIC Traction Co 


In the Chancery Division of the High Court on Friday, before Mr. 
Justice Farwell, Mr. Warmington, K.C., applied that certain 
questions of law in the matter of the arbitration between the 
Croydon Corporation and the British Electric Traction Co. might 
be decided by his Lordship on an early date. He stated that the 


arbitration was held by Mr. Parker, and was to settle the form of 


the lease, but certain questions of law had arisen, and these were 
to come before his Lordship. Under an Act of Parliament, the 
Corporation, on behalf of whom he Aer Warmington) appeared, 
had the right to determine the lease т six months’ notice. The 
lease expired on May 31st, 1906, and it was necessary, therefore, to 
give notice next week if they were to comply with that term. 
They had given notice, but it was conceived that if his Lordship's 
view of the law was in a certain way, they would have to give 
another notice. 


His Log DSR directed the case to;be put down for hearing next 


Friday. 


BAINBBIDGE^AND ANOTHER v. THE PostmasTeR-GENERAL 
AND CRANE. 


IN the Court of Appeal, consisting of the Master of the Rolls and 
Lord Justice Mathew, on Friday, judgement was delivered in this 
case on the appeal of the Postmaster-General from an order made in 
chambers by Mr. Justice Walton, allowing the plaintiff to add the 
Postmaster-General as a defendant to the action. The case was 
reported in our issue of November 10th, p. 783. 

In giving judgement, the MasTER OF THE ROLLS, after stating 
the facts, said that the Telegraph Act, 1863, was passed for the pur- 
pose of regulating the exercise of powers under Special Acts fo 
the construction and maintenance of telegraphs. Sec. 6 ni 
tioned the various works, including the opening of streets and 

‚ roads, which a telegraph company might execute, subject to the 
restriction of the Act. Sec. 18 said that after a company had 
opened a road they should restore it and keep it in repair for six 
months, failing which they were liable to a penalty. Sec. 42 was 
as follows :—“ The company shall be answerable for all accidents, 
damages and injuries happening through the act or default of the 
company, or of any person in their employment by reason or in 
consequence of any of the company's works, and shall save harmless 
all bodies having control of the streets or public roads, collectively 
and individually, and their officers and servants from all damages 
and costs in respect of such accidents and injuries." "That was the 
law regulating companies who undertook the duty of laying 
down telegraph wires. Subsequently the Act on which the 
present question arose was passed, viz, the Telegraph 
Act, 1868. That Act empowered the  Postmaster-General 
to purchase the undertakings of telegraph companies, which were to 
vest in him in his corporate capacity, which had been conferred on 
him for the purpose of holding property by the Post Office Act, 
1840. The plaintiffs contended that the action lay not only against 
Crane, the author of the wrong, but also against the persons by 
whose orders he was carrying out the work of laying the telegraph 
wires, and that the statute constituted the Postmaster-General one 

~ of the persons who must be charged with the liability imposed by the 
Legislature on telegraph companies. The contention was that the 


lain conduit with 


the ' 


Postmaster-General was responsible for the negligence of his sub- 
ordinate Crane, and that an action for damages lay against him in 
his official capacity. His Lordship having gone through the cases 
bearing on the question, said that the Postmaster-General was not 
in a similar position to that of a common carrier at common law. 
That being so, bad the Legislature altered the immunity of the 
Postmaster-General ? Were there any words to be found in the 
statute which cut down the position of the Postmaster-General with 
regard to immunity from what it was before he took over 
the telegraphs? When the provisions were analysed, they 
seemed to him to leave the Postmaster-General where he 
was before. In his official capacity he kept his former 
immunity. It was not suggested that the Postmaster-General 
had himself anything to do with the negligence of which 
the plaintiff complained. The plaintiff was obliged to put his case 
on the footing that Crane was in the employment of the Postmaster- 
General. That condition was not falfilled. Crane was not in the 
employment of the Postmaster-General, and the suggested nerus 
between them of master and servant was broken at once. That 
was sufficient to dispose of the case. 
could not show any section providing for any fund out of which 
damages could be paid by the Postmaster-General in such a case asthis. 
It was clear that the revenue of the country could not be reached 
by an action brought by a private individual against а public officer 
io his official capacity. On these grounds, he thought Mr. Justice 
Walton had been wrong in not stopping the action against the 
Postmaster-General. In point of fact, the learned judge seemed 
to have done little more than invite the Court of Appeal to con- 
sider the question, but in point of form they must reverse his 
decision, and allow the appeal. 

Lord Justice MarHEW delivered judgement to the same effect, 
and the appeal was accordingly allowed, 

The ATTORNEY-GENEBAL said that the Postmaster-General would 
not ask for costs. 


\ 
ATKINSON v. SCHMAHL. 


IN the Chancery Division of the High Court of Justice on 
Thursday last week, Mr. Justice Swinfen Eady had before him an 
action brought by Sydney Joseph Atkinson, an electrical engineer, 
Newcastle-on-Tyne, against Wilhelm Schmahl, the case relating to 
a partnership business of providers of electrical accessories and 
general merchants at Newcastle-on-Tyne. 

Mr. MickLzEM, K. C., for the plaintiff, said the claim was brought 
under certain articles of partnership entered into between the 
parties on July 24th, 1900. Defendant had up to that time been in 
partnership with two gentlemen in the business of selling electrical 
appliances. Plaintiffs case was that his partnership with the 
defendant still subsisted, while the defendant said it was dissolved 
by an agreement. | 

Mr. Eve, K. C., for the defendant, said both parties were agreed 
that there was a verbal agreement come to at the same time as 
the written agreement, and his case was that the verbal agreement, 
coupled with the document, made a complete dissolution. 

Mr. MIcKLEM, continuing, stated that the partnership was 
to go on for a term of six years. The capital of the business was to 
be £700, of which £500 was to be brought in in cash by Mr. 
Atkinson, and the defendant was to be credited with the value of 
the stock then in the business, which was agreed at £66 9s., and to 
bring in £133 11s. After the partnership commenced disagreement 
arose between the parties, chiefly in connection with the defendant 
not bringing in his amount of capital. The articles provided that 
each of the partners was to devote his whole time to the business, 
but there was a saving clause to the effect that after one year the 
plaintiff was to be at liberty to be engaged in any other business 
provided that it did not interfere with his duties to the partnership ; 
or, in the event of its so doing, that he should allow Mr. Schmahi 
а sum to be agreed upon. In October, 1901, an agreement was 
come to, by which plaintiff availed himself of the clause allowing 


him to engage in another business after the expiry of one year. 


Plaintiff entered into an engagement with the British Thomson- 
Houston Co., Ltd., as a selling engineer, and ceased to take an 
active part in the management of the partnership business. In 
1903 plaintiff went to South Africa on business. Shortly before his 
departure he received a communication from the defendant, pro- 
posing that the partnership business should be sold to a limited 
company. In January, 1904, the plaintiff returned to England, 
and discovered that in his absence the defendant had sold the 
partnership business to the Armorduct Manufacturing Co., Ltd. 
Counsel was continuing his opening statement when 

Mr. Eve interposed and said the defendant had never disputed 
his liability to pay plaintiff's capital. It was only when plaintiff 
insisted that there was a partnership existing, that defendant said 
the amount should be reduced. Parties were now agreed that 
plaintiff should have his capital. The defendant would pay him 
£510 in two instalments. 

His LokDSsHI granted a stay of, proceedings without costs, as 
desired by the parties. 


Mayor, ALDERMEN AND COUNCILLORS OF LAMBETH v. SOUTH 
LONDON ELECTRIC SUPPLY CORPORATION, LTD. 


THis case came before Mr. Justice Bigham in the King’s Bench 
Division on November 17th. The plaintiffs claimed that they 
were entitled to £738, the cost of carting refuse, and a declaration 
that the defendants were liable under the terms of an agreement 
dated March 16th, 1897, to maintain the dust destructor and cremate 
the refuse supplied by the plaintiffs. The defendants contended 
that they were [not bound by the agreement, as it had not been 


a 


The plaintiffs, however, - 
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approved by the Board of Trade, and they counterclaimed for 
£42,500, the cost of the dust destructor. 

Mr. McCall, K.C., Mr. C. Munro and Mr. Laingsford appeared 
for the plaintiffs, and Mr. Fletcher Moulton, K.C., Mr. Montagu 
Lush, K C., and Mr. Rowlatt represented the defendants. 

Mr. McCarL, K. C., explained that the right to work the 
destructor had been transferred to the company. The defendanta 
were fined for creating a nuisance, and they then took up the posi- 
tion that this relieved them from any liability. He contended 
that this was a wrong conclusion, and not one that could be legally 
upheld. They could have destroyed the dust without creating a 
nuisance. 

Mr. Monracu Los, K. C., pointed out that the terms were not 
in the transfer, and as the subsequent deed had not been approved 
by the Board of Trade it was invalid. 

His LonpsHiP said he came to the conclusion that the deed was 
invalid. It was necessary to obtain the sanction of the Board of 
Trade for all the terms, and this һай not been done. He gave 
judgement for the defendants upon the claim and for the plaintiffs 
upon the counterclaim. | 


— — 


BRITISH PIONEER ELECTRIC LIGHT AND POWER Co. OF 
Ixpia, LD. 


In the Chancery Division of the High Court of Justice on Tuesday 


(November 21st), the petition of S. T. Biggs and another, for the 
winding up of this company, was in the list for hearing before Mr. 
Justice Buckley. Mr. Gave Browne, K.C., on behalf of the peti- 
tioners, asked that the petition might stand over as the company 
had filed affidavits which there had not been time to deal with. 
He further asked leave to amend the petition by stating that 
certain matters were not within the powers of the directors, and 
for an order for the discovery of documents. 

Mr. Үоомсев, K. C., on behalf of the company, opposed any 
application for an adjournment on the ground that the necessity 
of the application was solely owing to the fault of the petitioners. 
The petition was that of shareholders, opposed by all the other share- 
holders of the company, for the compulsory winding up of the 
company. The petition could not be supported by the statutory 
affidavit, and it was important it should be discussed at the earliest 
possible moment. 

Mr. Gave Browne, K. C., pressed for an adjournment. The 
matter to be investigated, he said, was the sale of a concession for a 
tramway in Bombay toa British Electric Light Co., and the fact 
that in connection with that there was a contract given to a small 
limited company, of which two of the directors were principal 
shareholders. He wanted the documents in relation to the dealing 
with that concession, and the arrangement made with these two 
gentlemen. 

Mr. YOUNGER said the documents were exhibited. 

Mr. Gave BRowNE said he wanted the minute books and pass 
books to show what had been paid. He wanted to amend by 
alleging that the transaction in question was contrary to the 
articles and in other particulars. 

His Говранір gave liberty to amend, and directed the petition 
to stand over for a week. un 


BUSINESS NOTES. 


Consular Notes.—OCnuiLE.—The German Consul in 
Taltal reports that all the machinery for the new German saltpetre 
works was produced in Germany, and is electrically-driven, by 
Siemens-Schuckert plant. The station is situated in the Chile- 
Officina,” whence the power is transmitted by overhead cables to 
the Alemania.“ 

BAvARIA.— The U.S. Consul at Munich reports that the increasing 
number of tourists who visit Southern Bavaria, the Tyrol, and 
Switzerland, has made it necessary to have more improved appli- 
ances for modern comfort. Among the appliances which interest 
manufacturers, electrical ventilating fans are mentioned. So many 
large hotels are refitted and built every year, that manufacturers 
should find this a profitable district for such appliances. 

PERv.—The American Consul at Iquitos reports that that city 
_is showing considerable enterprise. The following public works 
are projected: an electric plant for lighting, a wireless telegraph 
station to communicate with Puerto Bermudez, and a railroad 
between Cerro de Pasco and the River Marannon. 

Brazit.—The German Consul in Rio de Janeiro reports that the 
most important event in the electrical business of Brazil in 1904, 
was the foundation of а company in Canada, similar to the 
Canadian-North American Light and Power Co. in the State of Sao 
Paulo, which proposes to carry out electrical works in the 
Province of Rio de Janeiro, and particularly in its chief 
town. The same persons are associated with this company 


as are associated with the above-named бао Paulo Co. which 


works 190,000 н.р. in Sao Paulo, Mexico and Niagara. The capital 
amounts to $25,000,000, of which $4,000,000 is paid up. Towards 
the end of 1904, the Rio de Janeiro Tramway, Light and Power Co. 
began the works for the utilisation of the waterfalls of the River 
Parahyba, and in January, 1905, the concession granted to an 
Englishman named Reid, by the municipality in 1900, for electric 


e 


protective duties. 


power distribution was taken over. The company has been obliged ` 
to come to an understanding with the gas company which holds 
certain lighting privileges in Rio de Janeiro. The distribution of 
electricity for house lighting purposes will be commenced as soon as 
the Brazilian Government shall have sanctioned the works. 
JaPAN.—The Austrian Consul at Yokohama in a recent report 
states that the number of industrial establishments in Japan in 1903 
amounted to 8,274, of which 3,741 were driven by power. From 
statistics issued it appears that the use of steam, water-power, 
etroleum, gas and electric motors is greatly on the increase. 
e number дї motor-driven factories іп 1901 amounted to 2,388, 
and in 1903 to 3,741, and although figures are not yet available for 
1904, it is known that the use of motors has greatly extended. 
The following data of the various kinds of motors used may be of 
interest: — With steam motors, 2,205 factories, 3,454 machines and 
75,676 H.P.; with water power, 1,004 factories, 9,511 H..; with 
petroleum motors, 163 factories, 807 H..; with electric motors, 86 
factories, 125 machines, and 5,233 н.р.; with gas motors, 123 
factories, 177 machines and 177 H..; with water and steam motors, 
107 factories, 290 machines and 5,264 H.P.; with electric and steam 
motors, 19 factories, 124 machines and 2,332 н.р.; with gas and 
steam motors, 6 factories, 78 machines and 475 н.р.; and other 
kinds, 28 factories, 75 machines and 2,306 н.р. 


Preston Refuse Destructor.—In a paper read before 
the Sheffield Congress of the Association of Cleansing Superin- 
tendents, Mr. T. Lloyd gave particulars of the new refuse destructor 
under his charge at Preston.. The destructor is of the Meldrum 
" Simplex " regenerative type, having four four-grate furnaces, and 


deals with about 20,000 tons of refuse per annum. The furnace is 


hand-fired. The boilers are of the Lancashire type, made by Messrs. 
Yates & Tlom, of Blackburn, measuring 30 ft. x 8 ft., and work 
at a pressure of 200 lb. per sq. in. The air entering the ashpit is 
heated to a temperature of 400° Е. in the regenerator, and the feed 
water is heated in a Green economiser. Official tests carried out on 
one unit in April last gave the following results :— 


Refuse destroyed in 24 hours ... 66 tons 19 cwt. 


Duration of Test En ... 8% hours. 
Total refuse fired during test vd . . 54,084 lb. 
Total weight of clinker 30'3 % = 16,576 lb. 
v „ ash s —.. 2:9 €, — 1,624 lb. 
Carbonic acid continuous samples ... 12:13 % 
Oxygen К iss ! : 6:46 95 
Carbonic oxide '15 


Temperature of combustion chamber (average) K 2,288° F. 
9? 79 77 maximum) 2,700° F. 
Temperature of air entering regenerator ... . 60° F 


5 " leaving „ .. 470°. 
Gauge pressure € io. s ;.. 166 1b. per sq. in. 
Temperature of feed entering:economiser 50° Е. 

j » leaving. dia s 2221 F. 

E | flue gases entering economiser ... 648° F. 

1 is leaving Т ; 320° F. 
Feed water evaporated per lb. of refuse ... . . 1°41 lb. 
Equivalent evaporation from and at 212° per lb. 

of refuse, boiler and economiser combined. 17 lb. 
Electrical output, B. of T. units per hour... ,. 27954 

i » T per ton of 100:24 


The steam is supplied,to the Tramways Department, and suffices to 
generate 20,000 units per week on the average; the total quantity 
of energy generated from December 29th, 1904, to June 21st, 1905, 
was 487,644. | Е 


German Electro-Technical Industry and Com- 
mercial Treaties.—A German contemporary reports that 
exhaustive representations have recently been made to the German 
Government by the Verein” for the protection of the German 
electro-technical interests, with a view to the conclusion of new 
commercial treaties with Spain, Portugal, Sweden апа the United 
States. It is stated that for some time foreign Governments have 
made electrical productions their chief article for the levying of 
In Scandinavia almost insurmountable duties 
have been placed on electrical goods, and in Italy duties on these 
goods have recently been doubled, and even trebled. The same 
procedure is also to be feared in Belgium: The supporters of the 
movement state that in the electro-technical industry Germany 
holds first place, but that, owing t^ its disabilities, other countries 
are beginning to gain headway. This is particularly true of the 
United States, whose manufacturers, on account of cheap transport, 
&c., are cutting German goods out of the South American market, 
whereas German goods cannot be introduced into the United 
States owing to the high protective duties. j 


Asylum Installation.—Messrs. S. Drxon & Son, LTD., 
have secured the contract for two 80-Kw. steam dynamos with 
Willans & Robinson engines, for the West Riding of Yorkshire 
County Council, Storthes Hall Asylum. They have also secured ап, 
order from the Preston Corporation Tramways for one sample 
Turner's patent automatic point controller. 


Chelmsford Street Lighting.— We understand that, 
after a very severe fight with the local gas company, the Chelmsford 
Electric Light Co. obtained а renewal of the street lighting contract 
foranumberof years; 300 4-ampere A type Nernst lamps will be used. 
They are being supplied by the A.E.G. ENGLISH MANUFACTURING 
Co., Ltp., who hold the Nernst lamp patents for Great Britain, all 
British Colonies, Asia, Africa, South and Central America. . 


! 
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France.— La Compagnie d'Eclairage Electrique du 
Secteur de 1a Place Clichy, Paris, reports a profit of £28,740 for the 
last financial year, out of which а dividend of 9 per cent. is being 
paid. 


Catalogues and Lists.—Messrs. James PITKIN & Co., 


56, Red Lion Street Clerkenwell.—Illustrated price list giving 


particulars of their ammeters, voltmeters, recorders, &c. This firm 
was established in 1855, and has always made a specialty of electrical 
measuring instruments, We believe that Messrs. Pitkin were among 
the first (if not actually the first) to make moving-coil instruments 
on a commercial scale, and were making Col. Holden’s moving-coil 
testing sets as long ago as 1886. The present text includes gravity 
and moving-coil ammeters and voltmeters of all sizes from 3 in. 
diameter upwards, as well as sectorand edgewise types. Recorders 
of the “moving-coil,” as well as their well-known “hot-wire” 
types, are fully described. Within the last few years many 
important Government contracts for measuring instruments have 
been carried out, and many corporation electricity supply departments 
and technical colleges are placing orders with them. Messrs. Pitkin do 
not make switchboards, a fact that switchboard makers and con- 
tractors should bear in mind when placing orders for instruments. 

MESSRS. E. BRN NIS & Co., Lrp., 28, Victoria Street, Westminster, 
S.W.— Two new pamphlets, whose contents are reprints of 
illustrated articles which have been published in two of our con- 
temporaries, giving descriptions of coal conveying and coal and ash 
handling plant installed by Messrs. Bennis at the Metropolitan Elec- 
tric Supply Co.’s power station at Acton Lane, and at the Grime- 
thorpe, Frickley and Carlton Main Co. “'s collieries. The lists will be 
of interest to those desirous of effecting boiler-house economies. 
Copies of either or both lists will be forwarded to any such who 
communicate with the firm at the above address. 

Messrs. ALFRED HERBERT, Ітр., Coventry.—A catalogue of 
machine tools specially selected for the use of motor manu- 
facturers, chiefly turret and automatic lathes arranged to suit 
particular details of a car and its machinery. The catalogue 
contains also milling machines, drilling machines, cutting-off 
machines, shapers, a general lathe and a grinder, also gear cutters. 
Each machine is briefly described, and the catalogue is beautifully 
got up, and since it measures 9 in. X 63 in., it comes with a primd 
facie claim for a place on the bookshelf. 

Mr. Ковевт Spence, Richmond, Yorks.—Circular illustrating 
0 patent ejector oil-can for motors and machinery generally. 

is novelty, which is being exhibited this week at the Stanley 
Motor Show, is claimed to permit of machinery being lubricated, 
however inaccessible. It will eject oil in an upward or downward 
direction, will oil by gravity, can be taken to pieces, has no 
packing, and if the can be upset the oil will not escape. - 

Messrs. M. GLOVER & Co., Saw Mill engineers, Leeds.—List of 
“ Ideal ” saw guards. 

Messrs. JAMES BUCHANAN & Son, Caledonia Foundry and Engine 
Works, Liverpool, N.—Illustrated pamphlet containing descriptive 
particulars of Buchanan's patent steam motor-wagon, which is on 
exhibition at the Stanley Show, Stand No. 158, Royal Agricultural 
Hall, London, from until 25th inst. 

The GENERAL ErEcTRIC Co., Lro., London, E.C.—New elec- 
trical plant catalogue (34 pp.), containing particulars and a large 
number of half-tone and other illustrations of direct-coupled 
steam, gas and oil generating sets, steam turbine generating 
plants, electric lifts and cranes, electric -haulage gear, boilers, 
steam, gas and oil engines, &c. One of the features in the list is 
a description of oil engine dynamo sets from 4 to ?0 H.P. for 
country house lighting. | 

CALLENDER'8 CABLE AND CONSTRUCTION Co., Ітр., London, E.C.— 
Well-bound catalogue (325 pp.) of electrical distribution appliances. 
It contains a large amount of useful matter and numerous detailed 
drawings relating to their fecder pillars, joint boxes, tramway pillars, 
network manholes, mushroom type and link and block disconnecting 
network boxes, straight joint boxes, service, dividing and house 
fuse boxes; also various high-tension junction boxes, frames and 
covers, junction boxes and cable accessories for mining and colliery 
work, and switchboards constructed on their double porcelain 
insulation principle. We cannot do more than indicate in this 
brief manner the large amount of material brought together here, 
but we believe that the book will be of lasting value to those 
interested in the distribution of electrical energy for all purposes. 

Messrs. FERRANTI, LTD., Hollinwood.— Price list (No. 50) giving 
illustrated particulars of single-pole, single-throw, quick-break 
knife switches for from 25 to 2,500 amperes. 


For Sale.—Some electric lighting plant at Inverness ів 
being offered for sale, it having been discarded in favour of a public 
supply. See our advertisement pages to-day. 


Hints on Incandescent Lighting.—We have received 


from Mr. R. L. AcraNp, borough electrical engineer at Chesterfield, 
& card of practical hints to users of incandescent lamps, which he 
states he has found of very great assistance in educating consumers 
аз to how they should make best use of their lamps. The fact that 
lamps are run too long by consumers, with the result that there is 
much dissatisfaction on the score of cost and bad lighting, need 
hardly be said. These cards can be obtained in quantities from 
Messrs. Broomhead Bros., of Packers Row, Chesterfield, and are 
suitable for distribution by any supply authority. We commend 
this“ сага of hints“ to the consideration of other engineers. 


Ntaff Dinner.—The annual dinner of the staff and 
workmen of the BRITISH ELEcTBIO TRANSFORMER Co., whose 
manufactory is at Hayes, was held on Saturday, 11th inst., at the 


White Hart Hotel, Harlington, Mr. G. Lindley, assistant manager, 
presided, 


Cricket Dinner.— The annual cricket dinner of Messrs. 
Drake & Оовнам, LTD., was given at Victoria Mansion Restaurant, 
Westminster, on the 16th inst. The chair was taken by Mr. Bernard 
Drake, who was supported by Mr. J. C. Forster, another director of 
the company. The secretary of the club reported that they had had 
а very good season, winning 13 out of the 21 matches played. The 
chairman, in replying to the toast of '' Success to Messrs. Drake and 
Gorham, Ltd.,” said that, in spite of the keen competition which 
still existed, the company had been able to hold its own. The past 
year had shown improved results on the previous one, and he hoped 
the current year would be better still. Mr. Drake remarked that 
many people who would have adopted the electric lighf had 
delayed doing so, and bought a motor-car instead. Не con- 
gratulated the Manchester office on having secured an order for the 
electrical equipment of a large cotton mill requiring 1,000 H.P. He 
recommended the staff to look into the question of supporting the 
reform of our tariffs in the event of a general election, as, although 
he was not a politician, it appeared to him on the face of it to be 
senseless to tax such things as tobacco and tea, which we could not 
produce in England, and allow foreign goods which we could pro- 
duce to come into the country free of duty. He considered it was 
conceited for British manufacturers ta think they could compete 
with foreign made goods, no matter how many advantages were 
given to the foreigner. He saw no objection to the price of food 
being higher, so long as the people had correspondingly more 
money to pay for it. 


Trade Announcements.—We are asked by Messrs. 
D. H. BosNELLA & Son, Ілтр., to notify to the trade that Mr. А. F. 
Armstrong is no longer representing them. Mr. Н. E. Benwell has 
been appointed as their representative. 

Messrs. Bray, MARKHAM & Reiss, LTD., have appointed Messrs. 
J. Parkinson & Co., St. Nicholas Buildings, Newcastle-on-Tyne, 
their sole agents for Northumberland, Durham, and the Cleveland 
District of Yorkshire, and are keeping a stock of their switches at 
the above address. 


Liquidation—New ZEALAND ELETCRIO LIGHT AND 
TRAOTION Co., Lrp.—Meeting to be held at 35, New Broad Street, 
E.C., on December 18th, to hear an account of the winding up from 
the liquidator, Mr. R. W. Blackburn. 


Book Notices.— The Business Man's Magazine and The 
Book-keeper (Thanet House, 231, Strand, W. C., 6d.).— We have 
received a copy of the first number (November) of the English 
edition of this monthly magazine, which purports to be, and is, 
“ devoted to up-to-date business methods.” А variety of interesting 
articles, illustrated and otherwise, are contained in it which are well 
worthy of notice from commercial and financial men. We under- 
stand that the American edition has been running for 18 years, and 
that it has a monthly circulation of 120,000 copies. 

“The Alternating-Current Circuit and Motor,” by W. Perren 
Maycock. 2nd edition. London: Whittaker & Co. 4s. 6d net. 


Brush Contracts.—The following contracts have been 
booked by the Ввовн ELECTRICAL ENGINEERING Co., LTD :— 
For A. & P. Steven, Glasgow: Four cars for incline railway. 
For the Great Yarmouth Corporation : Two double-deck carg complete with 
trucks and Brush motor equipments. І | 
For the Portsdown and Horndean Light Railway: engine direct coupled 


to 75-kw. traction dynamo. | 
For the Cheshire Lines Committee: Six main line bogie carriages, 


Kornit.— This in an insulating material manufactured by 
Messrs. WALLIS Cox & Co., of 23, Leadenhall Street, E. C., at their 
works, {Stoke Newington, N.; they have the sole patent rights for 
its manufacture and sale in this country, the Colonies, and 
dependencies. It is produced in slabs of various thicknesses, from 
which articles are turned up in a lathe, and not moulded. Articles 
made from ''Kornit" can be finished either a dull or a bright 
black; in the polishing no varnish is used, and it always remains 
brilliant. Parts can be joined together in such a manner that it 
is impossible to see that they are made from different pieces, and . 
the material can be machined, sawn, or threaded; it makes а very 
good substitute for vulcanite, and is well adapted for such thingsas 
bushes, handles, cut-outs, roses, &c. 


Ате Lamp Lowering Gear.—We understand that the 
“ One working part" gear of the Lonpon ELECTBIO Firm, Croydon, 


already referred to in our pages, is meeting with considerable 


favour by reason of its unique and practical design and соп- 
struction. Although it has only been on the market a very short 
time, it has been supplied to two Government departments, 
16 corporations and supply companies, several railways, and а 
large number of contractors, one of the latter orders alone being 
for 50 complete sets of the gear. 


An Accountants Warning to Creditors.—At a 
meeting of accountants and auditors, held at Leeds last week, a 
point of very great interest to retail traders was raised by Mr. W. 
Claridge, of Bradford. A practice has been cropping up, he said, 
wherein a certain class of so-called * accountants” induce a debtor 
to sign a deed of arrangement privately, without consulting the 
creditors at all, and simply register the deed, and subeequently 
notify the creditors of what has been done and ask for their assent 
to the proceedings. In too many cases this artifice has succeeded, 
and there is no investigation on behalf of the creditors as to the 
bona fides of the statement of affairs. In fact, cases ure known ш 
which the assets are notoriously under-estimated, and the creditors 
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are notoriously over-estimated for the purpose of justifying a small 
offer, or a very small dividend. Mr. Claridge warned the Society 
against this class of men, and said that, in the interests of commerce 
generally, it was earnestly to be hoped that henceforth no one would 
assent to a deed thus privately made, but would send particulars of 
every such case to some such socicty as the Society of Accountants, 
ho would be prepared, in the interests of commerce, to look into 
e case, 


LIGHTING AND POWER NOTES. 


Continental Notes.—lITALY.—The prefectural autho- 
rities of the Province of Udine have granted a concession to put 
down a plant to utilise the water-power of the River Chialada, at 
Ampezzo, in the generation of electrical energy for lighting and 
power purposes. 

BERLIN.—The directors of the Berlin Electricity Works Co., 
which practically has a monopoly of electric lighting in the German 
capital, propose to pay a dividend at the rate of 10 per cent. for 
1904-5, as compared with 93 per cent. in the preceding year. 
This result has been arrived at after providing for the payment to 
ihe city of Berlin, in accordance with the terms of the company's 
concession, of £160,506, as against £142,314 in 1903-4. Asa 


consequence of the reduction of nearly 27 per cent. in the price, the . 


consumption of energy largely advanced, namely, from 984 million 
kilowatt-hours in 1903-4 to 1114 millions in the past year. The share 
capital entitled to the 10 per cent. dividend amounts to £1,260,000, 
while 4 per cent. is payable on new capital of £315,000. In addi- 
tion to this ordinary capital the company has issued bonds of 
£1,600,000, and & further emission of £400,000 is contemplated for 
the extinction of floating debt and the extension of the generating 
stations. 


Colwyn Bay.—The U.D.C. resolved last week to expend 
about £10,500 on extensions to its E.L. undertaking. 


Darlington.—There is an increasing demand for motors 
for power purposes, and arrangements have been made by the Cor- 
poration with a firm for supplying motors to let out on hire; some 
68 motors, representing 324 H. p., have been fixed. Gas engines are 
being discarded in favour of electric power. The present charge is 
144. per unit. 

Edmonton.—The B. of T. has written to the D.C- 
asking why no steps have been taken to carry out the prov. order: 
The Council has replied, applying for an extension of time until 
the agreement with the North Metropolitan Electric Supply Co., to 
whom it has been decided to lease the order, is completed. 


Hampton.—The cables of the Twickenham and Ted- 
dington Electric Supply Co. have been laid in 25 streets, and con- 
nections made to 127 premises. 


Holmforth.— The U.D.C. has appointed committees to 


consider the subject of electric lighting. 


India.—LvuckNow.—The Government House is to be 
supplied with an E.L. installation, and the work is now in hand by 
Messrs. Balmer, Lawrie & Co., of Calcutta. 

TEHBI.—4À. small water-power scheme has been prepared by Mr. 
H. W. Allen for Sir Kirti Shah, Maharaja of Tehri-Garwhal, and 
is now being carried out. А Pelton wheel (twin for lightness of 
transport) drives а dynamo of 27 KW., which will light the 
Maharaja's palace and the small town. 

BANGALORE.— The S. M. R. station isto be lighted by electricity.— 
Indian Engineering. 

Liversedge.—The U.D.C. on Friday decided to proceed 
with the E.L. scheme, and to apply for a loan of £1,500 for this 


purpose. 

London.—SovTH METROPOL TITAN E. L. & P. Co.—We 
have received copies of a pamphlet on power, lighting, heating, 
&c., with which the company is circularising its area of supply. A 
map is given on the circular showing the various districts through- 
out which the company’s extensive distribution network is laid, the 
area extending from the River Thames on the north to Anerley and 
Croydon on the south, and from Woolwich on the east to Lambeth 
and Camberwell on the west. The company has power to supply 
in bulk at the boundary line to a number of undertakers (muni- 
palities and companies) authorised to supply electrical energy, 
Complete lighting installations, motors, fans and radiators are 
offered by the company on the hire-purchase system, thereby 
avoiding all initial outlay to consumers. 

BERMONDSEY.—Further correspondence has ensued between the 
London Electric Supply Corporation and the B.C., relative to a 
supply in bulk by the corporation to the Council. The B.C. has 
decided to extend its E.L. plant, and the corporation has 
endeavoured to enter into an agreement with the B.C. to avoid this 
necessity for further capital expenditure by the Council, and 
thereby obviate any increase in the rates, which would ensue were 
the decision of the Council carried out. The Supply Corporation 
repudiates a suggestion by the B.C. that it would, by a bulk 
supply, secure the opportunity of increasing its charges to 
consumers; by establishing relations with the Council arrange- 
ments could be made whereby the customers of each would not be 
solicited by the other, and thus all excuse fora retaliatory policy 
would be removed. As ratepayers in the borough, the Supply 
Corporation,has an interest in any question connected with increase 


of rates apart from any question of competition. The E.L. Com- 
mittee has informed the corporation that it is not prepared to 
aocept the statement that the corporation can supply the Council 
with energy in bulk at a price below the cost at which the Council 
can generate it; it is algo not prepared to recommend the Council to 
enter into any negotiations having for their object the abandoning 
of its enterprise; and states that if the corporation's suggestion 
were acted upon “it would necessarily result in the users of 
electricity being compelled to pay higher charges for light and 
wer. 

LospoN Counry Coumcir.— The Fulham B.C. has asked the С.С. 
that the terms of the loan of £25,000 for E.L. purposes should be 
varied во as to provide for repayment ой the annuity system, 
instead of the instalment system. The Finance Committee haa 
recommended the Council to agree to the proposal, with repayment 
in 42 years. біг R. M. Beachcroft, when the matter was reported 
on Tuesday last, asked whether the chairman of the Committee 
believed in the annuity system, which made the ratepayers of 
35 years hence, liable to the same charge as present ratepayers in 
respect of the initiation of electricity works. 'The method was 
unwise and inequitable, and the plant would be scrapped long 
before the expiration of the period of repayment. Mr. E. Collins 
condemned the municipal trading system, and stated that the more 
money the Council lent to the local authorities, the higher the rates 
became. Lord Welby,in reply, remarked that in granting repayment 
on the annuity system the Council was only following the example of 
the State. He admitted that it was a grave question to allow 42 years 
for electric lighting loans. The Committee had the matter under 
consideration, and were in communication with the Treasury on the 
subject. The recommendation was then agreed to. It was also 
resolved to lend £6,175 to the Stoke Newington B.C. for sub-station 
plant, switchboards, battery and cables. The Highways Committee 
asked the Council to sanction ап expenditure of £2,100 for the pur- 
chase of certain machine tools for the workshop at the Greenwich 
station, and to refer to the tramways department the work of 
making and fitting ploughs for 150 cars. 

The conference of Borough Councils, convened by the L.C.C., 
adopted the following resolution on Monday last:—‘‘That this 
conference approves of the introduction by the C.C. of a Bill for 
enabling it to supply electricity in bulk, subject to the interests of 
Borough Councils’ existing undertakings being safeguarded, and 
the details of the measure proving to be otherwise satisfactory." 
The delegates of the 14 following B. Cs. voted for the motion: 
Battersea, Bermondsey, Bethnal Green, Camberwell, Fulham, 
Greenwich, Hackney, Islington, Lewisham, St. Marylebone, St. 
Pancras, Shoreditch, Southwark, and Woolwich. The delegates of 
the following six Councils voted against it:— Hammersmith, Hamp- 
stead, Kensington, Paddington, Wandsworth and Westminster. 
The delegates of the following did not vote :—-Deptford, Holborn, 
Lambeth, City, Stepney and Stoke Newington. The Boroughs of 
Chelsea and Poplar were not represented at the conference. 

FurLHAM.—The Electricity Committee has agreed to a suggestion 
by the electrical engineer to construct a small sub-station in the 
Fulham Palace Road, and to fit same with two 30-xw. transformers 
and the necessary gear at a total cost of £353. If the necessary 
permission of the owners of the land cannot be obtained, two pillars 
are to be erected and the cables extended at a total cost of £432. 

STOKE NEswiNGTON.—An L.C.C. loan of £19,925 for electric light 
extensions has been taken up by the B.C. 

 CAMBERWELL.—The County of London Electric Supply Co. 
decided recently to lay new conduits in a part of the B.C. area, and 
has commenced to install them. The B.C. consented to the work 
being carried out “subject to their being used solely for the pur- 
poses of supplying electricity within the borough.” This condition 
the company contends is not one the Council is entitled to make. 
The Council has appealed to the B. of T. to “ protect the interests 
of the borough." The company, in reply to a communication from 
the Council on the subject, informs the B.C. that the Board does 
not appear to bave any authority to intervene in the matter, except 
on an appeal being made by the undertaker, and the company has 
not so appealed. 

The Works and Finance Committee has resolved that in the 
event of the company proceeding with the laying of the mains in 
contravention of the conditions attaching to the approval of the 
Council, the town clerk and the solicitor be instructed to take steps 
to protect the interests of the Council. 

HAMMERSMITH.—The B.C. last week decided to apply to the 
L.C.C. for a loan of £15,570 made up as follows:— Mains and sub- 
stations, £7,899; laying services to consumers’ premises, £3,569 ; 
erection of buildings, £4,103. An L.C.C. loan of £18,795 for boilers 
and fittings, steam pipes and auxiliary apparatus in connection with 
the extensions was taken up. 


Maidstone.—The T.C. has decided that upon consumers’ 
application the inspectors shall visit premises free of charge and 
supervise the incandescent electric lamps, which will be replaced 
at 84d. each. It is explained that in undertaking this work the 
Council will make no profit, the object being to save consumers . 
trouble, and to enable them to have their lamps always in a high 
state of efficiency, and so obtain a maximum light with £ minimum 
consumption of energy. 


New Zealand.—WaTkR Powrr.—A large and repre- 
sentative public meeting was held at Napier recently to consider 
the question of the utilisation of the water power of Lake Waikare- 
moana. Of the estimated н.р. (500,000) available in North Island, 
Lake Waikaremoana is capable of supplying 140,000 H.P., or more 
than sufficient for the whole of the present needs of the North. It 
is proposed to the Government to set aside а sum to develop the 
resofurces of this lake, | | | К 
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A public meeting has also been held at Gisborne, when a similar 
resolution was unanimously adopted. 
 WiRING RuLES.—The New Zealand Underwriters’ Association 
has adopted the I.E.E. wiring rules in regard to wiring and 
fitting of E.L. appliances in buildings. The manager of the New 
Zealand Electrical Syndicate has stated that while the syndicate's 
rules do not differ to any great extent from those adopted by the 
Association, he intends to stand by the syndicate's rules. Моге 
latitude is given underthe Institution rules. For instance, on a 
single 18-gauge wire, the syndicate allows 1:8 amp. while the Insti- 
tution allows 4:2 amps. The new rules also provide for doing away 
with fuses in ceiling roses, wall-plugs, and switches, in favour of 
main fuses on a switchboard centrally situated. The syndicate's 
rules provide for 1,000 amps. per square inch of copper, while those 
now adopted by the Underwriters’ Association allow 2,337 amps. 
We gather that if the wiring contractors abide by the new rules of 
the Association, they will be refused connection by the syndicate. 
CHRISTCHURCH.— The City Council has decided to obtain another 
200-Kw. generating set and about 14 miles of additional feeder cable 
at an estimated cost, including erection, of £5,875. 
WELLINGTON.— The City Council has decided to give notice to 
the Wellington Electric Light and Power Co. of its intention to 
purchase the undertaking. Under the E.L. Act of 1891, the 
Corporation has power to take over the company’s works at the 
expiration of 14 years or a subsequent period of 7 years, upon pay- 
ment of the amount of capital expended from time to time and a 
sum equal to a profit of 10 per cent. per annum during the period 
of operation. The total estimated earnings up to the end of 1904 
was £61,970. The addition of 10 per cent. on the estimated 
expenditure would make £69,000, so that there would have to be 
added to the cost of the plant a sum of about £7,000. Thus the 
plant which had cost £125,000 could be acquired for the sum of 
£132,000. Last year the income exceeded the expenditure by 
417, 000. The Council is not under any obligation to purchase the 
company’s plant outside its area, but it seems probable that the 
Council will take over the whole of the company’s system, including 
that at Karori, Wadestown, Miramar and Seatoun. Consumers are 
now charged 18. per unit for lighting, as against 6d. in Christchurch 
and 44d. in Melbourne and Sydney, and the City Council is paying 
to the company £8,000 per annum for public lighting, &c. 


Pontefract.— Application is being made by the Electrical 
Distribution of Yorkshire, Ltd., for a prov. order for E.L. within 
the borough of Pontefract. | » | 


Radcliffe.—The Electricity and Tramways Committee 
has recommended the Council to enter into arrangements re the 
supply of electricity to the proposed works of the British Aluminium - 
Co. It was stated that about £16,000 worth of energy would be 
required per annum, chiefly for smelting purposes. The resolution 
was referred to the General Purposes Committee. 


Scunthorpe.—A L.G.B. inquiry was held on November 
14th relative to the application of the U.D.C. for a loan of £4,500 
for E.L. purposes, it being the Council's intention to combine an 
E.L. plant with a scheme of electrical pumping for the new water- 
works. It was stated that subject to the consent of the L.G.B. the 
contract for the work had been let to the British Westinghouse 
Electric and Manufacturing Co., Ltd., and the scheme included 
public lighting in the principal streets with 16-с.р. lamps, There 
was no opposition. á 


South Africa.—PRETORIA.—A fire broke out on the 
evening of October 26th in the roof of the boiler house of the 
Pretoria Municipal Electricity Works. The brigade arrived 
promptly on the scene, but their efforts were greatly handicapped 
by the fact that they were debarred from using water, and had to 
resort to cutting the roof away with axes, which was successfully 
accomplished after four hours’ hard work. | 

Lourenco MAROUES.— The Electric Light Co. has offered to 
replace the present lamps by arc lamps in the principal streets in 
the town. The Tramway Co. has secured the contract at 9d. per 
Kw.-hour to supply electric power for the wharf cranes. 


Southport.—The Electrical Exhibition which was held 
in the Cambridge Hall, Southport, all last week, proved highly 
successful. Over 9,600 visitors paid for admission, and it is esti- 
mated that altogether over 10,000 people patronised the exhibition. 


South Wales.—The South Wales Electrical Power Dis- 
‘tribution Co. intends applying to Parliament for sanction to raise 
additional capital for carrying out the obligations of the Carmar- 
thenshire Electric Power Co. 


Stockton-on-Tees.—A propos of the letter from the 
B. of Г. published in our issue of the 10th inst., it is interesting to 
note the reasons given by the R.D.C. for not having exercised the 
powers under its prov. order. The B. of T. has asked the Council 
what steps, if any, it proposes to take to carry out the order granted 
some years ago. The clerk replied that so far the Council had 
found no necessity to take any steps to exercise the powers under 
the order, that there was little or no demand for energy in the dis- 
trict, that no application from any parishes in the district had been 
received, and that the Council would be willing to consider any 
application for the transfer of the order to any local authority or 
company. No one being prejudiced, there was no necessity for the 
B. of T. to take any action towards revoking the order. To this the 
В. of Т. replied that the order contained no provision enabling 


the Council to transfer it, and that it was against the policy of the | 


Board to allow orders to remain in force if there was no intention 


to execute them; therefore, the Board proposed to revoke the 
Council’s order. The Council has now decided to apply for the 
order to remain in force for another year. 


Stourport and Kidderminster.—The Kidderminster 
and District Electric Light and Traction Co. is applying to the 
В. of Т. for a prov. order for electric lighting in the parish of 
Stourport, and in the rural district of Kidderminster. 


Stretford.—We regret that we were in error in stating. 
in our last issue, that the U.D.C. will allow & discount of 10 per 
cent. off consumers’ accounts during the coming year. The price 
is net. | | 

Trafford Park.—The Trafford Power and Light Supply 
Co. was, at Manchester on 17th inst., fined 10s. and costs, and two 
guineas extra costs, for permitting a smoke nuisance at its works at 
Trafford Park on October 2nd. 

Upholland. — The U.D.C. has decided to obtain par- 
ticulars of a supply of energy in bulk from Wigan Т.С. and the 
Lancashire Electric Power Co. 

Willington.—The U.D.C., after discussing the appli- 
cation of the Durham County Electric Power Distribution Co. for 
a prov. order for electric lighting, has decided not to consent to the 
application. ; | 

Woodford.—For the present a prov. order for E.L. will 
not be applied for by the U.D.C., owing to the result of a plebiscite 


on the question. Out of 3,646 circulars sent out to the ratepayers, 


only 1,554 replies were received; of these 1,052 were against the 
application, 456 in favour, while 36 were irregular. 

Worsley.—The U.D.C., which has applied for an exten- 
sion of time for carrying out the E.L. order, has decided to grant 
an interview with the Lancashire Electric Power Co. to discuss the 
question of taking energy in bulk. 


| TRAMWAY AND RAILWAY NOTES. 


Altrineham.—The U.D.C. has decided to apply to the 
B. of T. fora revival of the powers granted by the Tramways 
Order, 1904, and foran extension of time for completing the 
undertaking. 


Belfast.—At a recent meeting of the Tramways Com- 
mittee, the general manager, Mr. Nance, reported that he could not 
start the full electric service until Mr. McCowen, the electrical 
engineer, was satisfied that the three engines were capable of 
working under the full load of 174 cars for the working day of 17 
hours. The earliest date for the opening of the system apparently 
receded to February. The B. of T. has appointed Major J. W. 
Pringle and Mr. A. P. Trotter to inspect the permanent way and 
the electrical equipment’respectively. 


Bournemouth.—The promoters of the proposed light 
railway from Bournemouth to Swanage have, it is stated, decided to 
proceed with their scheme, which is estimated to cost £200,000. 


Continental Notes.—Francr.—In a report lately 
addressed to the General Council of the Seine regarding the budget 
for 1906, the Prefect of the Department has expressed himself in 
rather plaintive terms regarding the various companies which in 
1900 were authorised to apply electric traction to their horse- 
operated lines, and which have hitherto failed to keep their engage- 
ments. The Cie. Générale Parisienne de Tramways and the General 
Omnibus Co. have both put forward the plea that capitalists are 
loath to provide the means to electrify their lines in face of the 


poor guarantees which the companies could hitherto offer, and in. 


the case of the General Omnibus Co., the short time remaining 
before the expiry of its concessions (1909) is put forward as excuse. 

Meanwhile, several of the principal Parisian tramway companies 
are evidently moving towards a united effort in the way of 
obtaining cheaper power. In more than one financial journal 
statements have been made to the effect that an influential group 
of capitalists is supporting a scheme which is also receiving the 
approbation of the tramway companies in question, by which a 
large central power station will be erected in the environs of Paris, 
destined for the supply of all the present needs of electric surface 
traction in the city of Paris. No details of the station are as yet 
published, but it is believed that the station will be laid out on 
grounds at least as ample as the most recent additions to Paris 
central stations, that at St. Denis, about to be placed in service for 
the needs of the Paris Metropolitan. 

The first of the immense caissons which has been some months con- 
structing on the Seine has at last been safely lowered in the river 
opposite the Louvre, where the tunnel beneath the Seine, destined 
for the Metropolitan line No. 4 (N.—S.) is about to be commenced. 
Two other caissons, each 36 metres long, will be lowered directly 
afterwards. The Seine is here divided into two parts by the Island, 
forming the “Cité,” and the smaller arm of the river will be 
tunnelled by means of two caissons, cach 19 metres long. Under 
the Orleans Railway, in addition to the compressed-air system of 
tunnelling, recourse will be had to the "congealing" method, to 
prevent possible falling in of the tunnel. 

The southern part of line No. 2, forming a loop with the northern 
cireular part, will definitely be opened in February next, the 
service having been delayed owing to the non-completion of the 
two connecting bridges over the Seine at Bercy and Passy. 

Some idea of the impetus to light railway construotion recently 
received in France may be gathered from [^s fact that the Minister 
of Public Works has placed before the ber of Deputies the 
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draft of the law authorising him to employ over half a million 
francs not so ueed in 1904 towards increasing the annual subsidy for 
tramway and light railway projects. This sum is over and above 
the million francs voted earlier this year for bounties to this class 
of undertaking. 

The town of Beauvais, 40 miles north of Paris, is considering the 
installation of electric tramways in the district. 

The Paris Metropolitan Railway, when first opened for service 
in 1900, placed on line No. 1 a number of single-truck motor and 
trail cars. On lines Nos. 2 and 3, when new material was ordered, 
double-truck rolling stock was brought into use. This was not con- 
sidered feasible in respect to Line 1, because of the short radii of 
the curves. This difficulty, however, has now been overcome, and 
double-truck cars with rounded ends have been placed in service 
on line No. 1. These cars are arranged with a total capacity of 75 
passengers, of whom 46 can find seats. The floor of the cars is of 
sheet-iron, and the driver's cabin is likewise protected. The com- 
pany has finally adopted the double-truck car, and the small cars 
hitherto used will be suppressed or modified accordingly. 

A new power station in the north-west of Paris, situated at 
St. Ouen, is fast approaching completion, and the first machine is 
ready to be put into service. This power station was constructed 
especially for the needs of the Paris-Metropolitan Railway, by a 
separately formed company, and the machinery already installed 
and to be put in service in January next consists of three Brown- 
Boveri-Parsons turbo-alternator groups, 5,000-Kw., 25-cycle, 5,500 
volts, three-phase ; one ditto ditto, 3,000-Kw.; two turbo-exciter 
groups, and one motor-generator group, 250-kw. The machinery 
will be extended according to the 88800 of the Paris Metropolitan 
Railway, the fourth line, comprising the southern circular route, 
being about to be placed in service. 

It may appear rising that such an important railway as the 
Paris. Metropolitan (comprising 80 miles of double track when com- 
pleted) should consent to pay large sums annually for the supply 
of energy, in lieu of constructing its own central station, as 
in London and New York. It is true, the Metropolitan (Bercy) 
station owned by this company contains about 14,000 kw. of gene- 
rating machinery, continuous current and alternating; it is not 
proposed to make any addition to this station, but to purchase 
energy from outside sources. The reason of this is the fact that 
the Metropolitan Co. works under a concession from the city of 
Paris, and its material at the end of 35 years reverts to the city of 
Paris at a bare valuation; the probable loss which will be sustained 
thereby offers scant encouragement to the company to build expen- 


sive power stations, with consequent charges on its capital and . 


revenue. Thus, at the end of the concession, it is expected that 
the city, which will work, the railway, will be obliged to continue 
the purchase of ‘energy from the power stations already existing 
rather than to expend large sums on new central stations. 

It is becoming increasingly difficult to obtain tramway concessions 
from the provincial authorities upon the terms which formerly 
obtained when the first large systems were installed. Thus, in 
granting a 50 or 60 years' concession, the authorities are inclined to 
insist that the poles shall be installed in certain manner, position, 
and places, and that the design shall be first submitted to them for 
approval. Furthermore, the police апа octroi employés must be 
provided with free conveyance over the system, and this restriction 
tends to extend to all publie servants. In addition to the reversion 
of the tramway material at the end of the concession, hard bargains 
are sometimes made regarding the rent which the company shall 
рау the municipal authorities for the use of the roads. Tramways 
continue to make progress, nevertheless, and improvements in 
methods counterbalance the more stringent regulations to be faced in 
taking over the concessions. 

It is proposed to establish an electric railway from Villefranche 
to Bourg-Madame, at а cost of 1,200,000 fr. 

GrRMANY.— The Municipal Council of Berlin decided last week 
to build an underground railway from the north to the south of the 
city. 

^ is proposed to construct an electric tramway between Gevels- 
burg ind Vorde, Westphalia. 

ITALY.—According tothe Neue Freie Presse, a direct electric rail- 
way is projected between Genoa and Milan. Е 

SwITZERLAND.—The traffic receipts of the Geneva Tramways Co., 
Ltd., for the month of October amounted to 191,813 fr., an increase 
on 1904 of 4,453 fr. 

SiMPLON TUNNEL.—It has been decided by the Swiss Govern- 
ment that the Simplon Tunnel, the opening of which has been fixed 
for May ist, shall be worked from the commencement by elec- 
tricity, and the directors of the Swiss Federal Railways have con- 
cluded the necessary contract with a Swiss company. This con- 
tract merely affects the part of the line that actually runs through 
the Tunnel, but the Italian Government will be asked to authorise 
electrical working of the whole Iselle-Domo d'Ossola section of the 
line, a distance of 40 kilometres. The necessary power will be fur- 
nished by the hydro-electric works already in existence at tbe north 
and south ends of the tunnel, and will, it is estimated, be sufficient 
to propel the passenger trains at a speed of 69 kilometres an hour 
by means of five electric locomotives, which are being put in hand 
at once. 


Croydon.—4At the meeting of the Croydon С.С. on Mon- 
day, the chairman of the Tramways Committee made a detailed 
statement as to the troubles with the British Electric Traction Co., 
Ltd.,lessees of the Croydon Corporation Tramways. He pointed 
out that multitudinous objections had been raised concerning the 
leasing of the short length of line recently completed at South 
Norwood, where what is known as the borrowed tramcar incident 
took place. The lessees did not seem at all disposed to take the 


lease of this line as offered them under the terms of the original | 


Act—the lease which the Corporation wished should fall through 
with that of the rest of the system next year. The arbitrator had 
decided in the Corporation’s favour, but he (the speaker) was afraid 
the B.E.T. would now go to law. For one thing, they claimed 
four years’ use of the new piece of line. Even if the High Court 
gave a decision in the Corporation’s favour, he was not so sure that 
that would end the matter. He was glad to say, however, that 
nothing appeared to have occurred to prejudice the Corporation in 
regard to the leases of the existing tramways, of which notice to 
terminate was now recommended by the Committee. The report 
was carried. It embodied resolutions giving the company notice to 
terminate the existing leases, providing for the execution of the 
lease of the South Norwood extension, and also for six months’ 
notice for the latter to be determined. 


Cuba.—Senor G. F. Greenwood, on behalf of the Cuban 


Electric Co., is soliciting concessions for the construction and 
exploitation of electric tramways in the towns of Regla and 
Guanabacoa to connect with the general services of this company 
between Regla and Guanabacoa. The question is under the con- 
sideration of the Secretary of Public Works, Havana. 


Darlington.—The chairman of the Darlington Electric 
Lighting and Tramways Committee will present a very interesting 
statement to all concerned in tramway ement to the next 
meeting of the T.C. It relates to the working of the municipal 
tramways for the six months during which the present chairman 
has had control, and deals with an experiment in Id. fares. It 
appears that Darlington has five miles of track open, which has cost 
the borough £66,148, irrespective of the old tramways and the 
additional plant necessitated at the electricity works. Кот the past 
half-year the report shows that traffic expenses, including super- 
intendence, wages, &c., work out at 2:199d. per car-mile; general 
expenses, 525d. per car-mile; repairs and maintenance, 478d.; 
power expenses (214,918 units at 11d.), equal 173114. per car-mile ;- 
or a total working expense of 4°613d. per car-mile, or £3,661 for the 
half-year. The gross receipts have been 71374. per car-mile, or 
£5,863. There is thus a gross profit of £2,003 on the working, but 
interest and redemption require a furthen payment of £2,139 
14s. 6d., equal to 2:695d. per car-mile, which turns the gross profit 
into a net loss of £136, or 171d. percar-mile. For the succeeding or 
winter half-year, it is estimated that the receipts will be about £1,000 
less, and the expenses slightly higher, making the net loss on the 
year's working £1,400, equal to about a 2d. rate. This does not 
allow anything for depreciation, as the Finance Committee of the 
Corporation declined to set anything aside under this head for three 
years, against the opinion of the present chairman of the Tramways 
Committee, who contended that depreciation sets in at once. As 
depreciation is put at from б per cent. to 74 per cent, this item 
would add very materially to the present loss on the actual 
running. The chairman does not regard the experiment of 4d. fares 
with favour. At Darlington the Committee was almost entirely 
against 4d. fares, which were only adopted in full Council by the 
casting vote of the then mayor, who took the responsibility of 
departing from the chairman's custom of voting for the maintenance 
of the existing order of things. The result of $d. fares is that 
passengers have increased 29 per cent., but the receipts only 14 per 
cent. instead of 104 per cent., the average increase in other towns 
in the second year of working. Hence the general body of ratepayers 
are paying 9 per cent. for the benefit of the riding public. The work- 
ing expenses equal 664 per cent. of the average receipts, and the 
id. fares have led to an average reduction of 214 per cent. in fares. 
The result is only what was to be expected, and the question of 
abandoning jd. fares will have to be considered at the next 
meeting of the Council. The number of passengers carried was 
1,699,105. - 


Dewsbury.— The reconstructed tramway between 
Dewsbury and Birkenshaw has now been practically completed, 
and it is expected that the Board of Trade inspection will take 
place shortly. Part of the line was opened for traffic a week or 
two ago, and a through service of cars will be commenced almost 
at once. The line is about four mileslong, double track, and it will 
be divided into four ld. stages. At Birkenshaw the terminus will 
practically meet the terminus of the Bradford Corporation’s 
system, and arrangements have already been made for the issuing 
of return tickets between Dewsbury and Bradford, the fare for the 
double journey being 1s. The distance is about 9 or 10 miles. At 
Dewsbury a junction is effected with the B.E.T. Co.’s Spen 
Valley lines. 


Folkestone — Hythe.— Another electric tramway 
scheme has been placed before the Folkestone T.C. by Mr. Sellon, 
the route being from the top of Folkestone Hill, through Sandgate, 
Hythe, and Dymchurch to New Romney. The T.C. is bound by 
resolution to follow a specified route, different from that proposed 
by this scheme. 

The Sandgate U.D.C. has decided to support the scheme sub- 
mitted by the National Electric Construction Co., Ltd., which will 
run from Folkestone through Cheriton and Sandgate to Hythe. 
The Sandgate and Hythe Electric Co., Limited, is also applying for 
a tramway order, but this will not receive the Council’s assent. 


Hastings.—The tramway company is seeking the 
permission of the Corporation to introduce a Bill into Parliament, 
empowering it to use the overhead trolley system on the Front. 
No other system is, in point of fact, practicable on that section, 
but it is to be feared that the Corporation will shut its eyes to the 
facts, and withhold its assent. 


Heywood.— The electric tramway service was officially 
inaugurated on Friday last, 
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Hull—Last Friday an electric trolley wire snapped, 


and fell upon а horse. The animal was killed, and the driver had 
а very nAITOW escape. 


Liverpool.—On Monday, at the first meeting of the 
Liverpool Tramways Committee, Sir Charles Petrie was unani- 
mously re-elected chairman of the committee. Alderman Frederick 
Smith was reappointed deputy-chairman. : 

The committee adopted a resolution, that instructions be given 
for the reconstruction of the tramway lines along Everton Road 
forthwith, and that the Everton Church and Pierhead service be 
established as soon as poesible Mr. C. R. Bellamy, general 
manager, has notified that an experimental supplementary belt 
service of cars will be operan in connection with the. Liverpool 
tramways, to work from Sheil Road end to Old Haymarket. The 


services will, however, only be “congested hours” services. The 
fare will be 14, 


London.— токе NEwrNeTON.—Consent was given by 
the B.C. on Tuesday to the L.C.C.’s proposal to construct tramways 
along Amhurst Park to join the existing lines in Seven Sisters 
Road, Upper Clapton. 

METROPOLITAN DISTRICT Ra1LWAY.— On Tuesday last an accident 
to the live rail near St. James's Park dislocated traffic for two 
hours. The up and down traffic had to be worked on a single line 
between St. James’s Park and South Kensington. 

SHOREDITCH.—The Highways Committee of the B.C. consents to 
the L.C.C.’s proposal to construct a single line of tramways from 
the existing tramways in Kingsland Road vid Harwar Street to the 
existing tramways in Hackney Road. It is of opinion that the 
existing tramways from Great Eastern Street to King’s Road vid 
Shoreditch High Street should be used instead of constructing a 
single line in Curtain Road, as proposed. 

Crry.—The L.C.C. proposes to construct tramways along the new 
thoroughfare from the existing lines in Aldgate, vid Mansell Street, 
and the new thoroughfare, to near Little Tower Hill; and has asked 
the concurrence of the Corporation in the matter. The Council 
intends to promote a Bill in Parliament for running tramways 
across the Tower Bridge, in order to link up the southern tramway 
system with the Whitechapel tramways, vid Mansell Street, which 
is being jointly widened by the Corporation and the County Council 


for the purpose of making it the main thoroughfare out cf White- 
chapel to the Tower Bridge. 


Manchester.—The inner circle“ tramway service іп 
Manchester, begun two or three weeks ago, has heen abandoned. 
The public did not fall into the way of using it, although for short 
journeys in the central part of the city, it was calculated to relieve 
the congestion on the ordinary routes considerably. Ав it was, the 
number of passengers was very few, and the receipts hardly paid 
the cost of energy. The Tramways Committee has arranged, in 
place of the inner circle, а service of light cars between London 
Road, Oxford Road and Knott Mill stations, at a halfpenny fare. 

It is rumoured that the London and North-Western Railway Co. 
is contemplating the electrification of its line from Manchester to 


Patricroft, in order to compete more successfully with the electric 
car gervice to Peel Green. 


- Musselburgh.—It was intimated by the Musselburgh 
and District Electric Tramway Co., Ltd., to the T.C. last week that 
the company proposes seeking powers in December to construct an 
extension of the tramway eastward from Musselburgh terminus 


through Prestonpans and Cockenzie to Port Seton. The line would 
be single throughout. ү 


Newcastle-on-Tyne.—Owing to a dispute ав to their 
rates of wages and hours the tramway conductors and motormen 
employed by the Newcastle-on-Tyne Corporation struck work on 
Friday midnight, 17th inst. The Committee announced that it 
would be able to put a service of 56 carson the various routes on 
the Saturday, but although a commencement was made with the 
traffic that morning it was never efficient, and the service was dis- 
continued in the afternoon. This was partly due to the difficulty 
of working the traffic, and also to interruptions caused, it was said, 
by the strikers. The city was without cars on Sunday. Then the 
committee gave in to the men that the questions should be referred 
to a joint committee, with powers of reference to an arbitrator 


should such be necessary, and Monday morning saw a resumption of 
the service in its entirety. 


New Zealand.—Wx,iLiNGTON.—A poll of the rate- 
payers was recently called with respect to the borrowing by the City 
Council of £22,000 for completing the tramway extensions to and 
in the Kilbirnie and Ohiro districts, and extension of the Kilbirnie 
route to Lyells Bay, and an extension of the Oriental Bay line. 
This proposal was carried by 424 votes to 58. 

The City Council, after conferring with representatives of the 
Tramways Union, has agreed to the Union conditions of working, 
similar to those which the latter wishes adopted at Auckland, with the 
exception of the pay being slightly higher to counterbalance the 
extra cost of living in Wellington. 

AUCKLAND.—A dispute Is to be heard at the next sitting of the 
Arbitration Court as to the following claims, and will be conducted 
on behalf of the men by the Tramway Union:-- An 8-hour day, the 
company to have power to extend to 9 hours if necessary, but 
beyond this, to à maximum of а 12-hour day, the wage to be at time 
and a half; the following to be the minimum rates of pay: motor- 
men and power station firemen, 9s. per day; conductors and 
switchmen, 8s. per day; trackmen, cleaners, labourers, 7s. 6d.; 
examiners, 88. 6d. (night shift 108в.); switch boys, 258. per week; 


seven days holiday per annum on full pay; Sunday work time and 
a half. 


Oxford.—At a special meeting of the T.C. on November 


` 15th, it was decided to promote a Bill to empower the Council to 


work and adapt the existing tramways to electric traction, and to 
construct additional lines. 


South Lancashire.—It is annouhced that the under- 
taking of the South Lancashire Electric Tramways Co. has been 
sold for £150,000 to Mr. Arthur Stanley, M.P., acting for debenture- 
holders. All the capital for the new company has been subscribed 
and the whole of the work of linking up Manchester and Liverpool 
will be completed in about 12 months. The lines requiring to be 
laid are those through Worsley and Walkden to Eccles and 
Swinton. In the Lancashire Chancery Court last week the judge- 
ment delivered on August 16th, 1904, was further considered. 
There were certain prior incumbrances, it was stated, which took 
priority over the debenture stock—two in particular, one being a 
claim by Parr's Bank for £37,500, advanced for the completion of 
the undertaking, and another an action for damages by the Electric 
Conversion Syndicate, now pending. If the plaintiffs were suc- 
ceasful in that action there might be a claim prior to the debenture 
stock. Leave had been given to sell the property, the incumbrances 
to be paid out of the purchase money. The arrangement for the 
sale to Mr. Stanley was concurred in by Parr's Bank, and also by the 
general body of debenture-holders. Mr. Stanley ie chairman of the 
South Lancashire Electric Traction Co. 


Twickenham.—The U.D.C. has convened a conference 
of delegates of the local authorities interested with reference to 
the practice of the London United Tramways, of breaking up and 
reinstating roads in connection with their tramways undertaking 
without giving previous notice to the roads authority. 


Warrington .and Northwich.—The Light Railway 
Co. intends applying to the Light Railway Commissioners for an 


extension of time for completing the works authorised by the order 
of 1903. 


York.—The T.C. on November 15th decided to instruct 
the Streets and Buildings Committee to endeavour to effect the pur- 


chase of the Tramway Co.’s undertaking, subject to the approval of 
the Council and Parliament, by prov. order. 


„ A ETS 


TELEGRAPH AND TELEPHONE NOTES. 
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Australia.—Replying to a question in the Common- 
wealth Senate last week, the Postmaster-General stated that nego- 
tiations were proceeding with the Pacific Cable Board and the 
Eastern Extension Co. with a view to pooling the receipts. The 
Government would not consent to any agreement until Parliament 
had been afforded an opportunity of considering the matter. 


Colombo Telephones.—The telephone service had to 
be completely suspended last month, probably for a period of six 
months, due to the necessity of renewing the poles, which were 
said to be dangerously overloaded. Apparently there are only 
150 stations, and it is difficult to see why an installation, which is 
smaller than many a private exchange, should have to be abso- 
lutely hung up for such a long period—or, indeed, at all. Possibly, 
however, the local conditions have something to do with it. 


Dutch Indies. — The first German-owned cable 
steamer, the Von Podbielski, which was launched at Glasgow 
in November, 1899, for the North German Marine Cable Works 
Co., of Nordenbam, was sold by the latter to the Dutch Govern- 
ment several months ago, and has been renamed the Telegraaf. At 
the end of September the steamer took on board at the Nordenham 
pier а cable weighing 1,000 tons, and having а length of 415 miles. 
and, with а cable staff provided by the Marine Cab!e Co., thc 
vessel sailed for the Dutch Indies for the purpose of laying the 
cable between Balikpapan in Borneo and Macassar on the 
island of Celebes. The work of laying the new cable has 
now been completed, and a portion of the staff will remain 
in the service of the Dutch-Indian Government, while the others 
will return to Germany. The Telegraaf will continue permanently 
in the waters of the East Indian Archipelago for the purpose of 
maintaining the network of Dutch cables there existing. It is 
stated that the completion of the connection between Balikpapan 
and Macassar will free the Dutch from foreign assistance in the 
matter of submarine telegraphy. | 

It is officially announced by the Dutch-India Office that the new 
cable was opened on 22nd inst. to international traffic. 


European Telephones. — Helios quotes from the 
Electrical World and Engineer that Americans returning from 
Europe frequently praise telephone and telegraph arrangements 
in the Old World, and that they find them superior in the 
chief countries of Europe to those in America in regard to working 
and cheapness. According to the same paper, trials by the Aus- 
trian Government of the Strowger automatic telephone system 
have proved a failure. 

Swansea.—Intercommunication between the exchanges 
of the National Telephone Co. and the Swansea Corporatien was 
tested on Monday with satisfactory results. 


(Continued on page 851.) 
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GEORGE ANNESLEY GRINDLE, M. I. E. E. 
IT is with immeasurable grief that we take pen in hand to опе of the pioneers of electric railway traction — 


write of poor George Annesley Grindle. We bad long 
enjoyed the privilege of his personal friendship, and 
as we said farewell to him on the day before his 
departure by the ill-fated Hilda, which was wrecked, 
with the loss of 128 lives, off St. Malo at midnight on 
Saturday last, we little dreamt that that was our last hand- 
shake. 
the tragic story is 

true. Mr. Grindle 

during his lengthy 

connection with the 

electrical world had, 

by his lovable and 

gentle disposition. - 
endeared himself to 

many men, and 

these, with us, to- 
day feel themselves 

under the shadow 

of an over-whelm- 

ing loss The 

electrical рго- 

fession ої this 

country is poorer 

through his un- 

timely end, for 

he was one of its 

pioneers, and stood 

among the men 

of high character 

and excellent 

attainments whom 

we could ill 

spare. 

For quite a 
quarter of a century 
had Mr. Grindle 
been actively en- 
gaged in con- 
nection with elec- 
trical engineering, 
either at home or 
abroad. Among 
the earliest re- 
corded events in 
his career in practical wo:k was his connection with the 
Brush Co., for which, in 1881, he had charge of the first 
electric lighting of the City of London. Shortly there- 
after found him in India, where he had gone to 
take charge of the Eastern Electric Light and Power 
Co. Egypt was also the scene of his labours. Upon 
his return from that part of the world he undertook 
and conducted on his own account many large and 
important installations. In 1889 he accepted a position 
of responsibility which enables us to describe him as 


It is hard now to bring ourselves to believe that 


GEORGE ANNESLEY GRINDLE. 


we refer to the post of resident engineer (for Messrs. 
Mather & Platt, Ltd.) for the electrical portion of 
the City and South London Railway. But to most 
electrical men of the present day, his next work was that 
by which he was best known, for he was identified with 
the Chloride Electric Storage Syndicate in different 
capacities from 1893 right up to his death. Twelve 
years ago he joined 
the syndicate as 
works manager, 
and three years later 

—in 1896—һе was 
appointed general 
manager. - Since 
his resignation of 
the general man- 
agership he had 
acted as consult- 

ing manager to 
the company. 

Among the most 

important work 
= with which he had 
ben prominently 
identified during 
recent years was 
the reorganisation 
of the Chloride 

Company about 23 
years ago — an 
undertaking for 
which he was re- 
sponsible, and 
which he carried 
through most 
successfully. 

- Mr. Grindle was, 
notwithstanding all 
this work and his 
ripe experience, 
still a young man 
as happily we 
reckon men in this 
country. Until a 
short time ago 

he resided at Mayfield Hall in Derbyshire, but quite 
recently he had taken instead a residence at Dinard, 
and he was on the way to join his wife and young 
children there last Friday, when the appalling disaster 
occurred which has plunged so many into mourning. 

To his sorrowing widow, the whole electrical profession 
will desire to send a message of deep sympathy, with a prayer 
that she may be given strength to bear this dire blow in her 
time of sore grief. Deep, too, will be the feelings of pity 
for the children who looked for the father who never came. 

F 
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THE EAST PILTON WORKS OF MESSRS. 
BRUCE PEEBLES & CO., LTD. 


— 


(Concluded from page 810.) 


THE gas plant is of Mason’s standard type, consisting of a 
producer and gas-holder; the gas is utilised for heating 


‘Fic. 11.— VIEW oF THE WORKS GENERATING PLANT. 


the annealing furnaces for stampings, &c., and for the large 
oven for drying-out purposes. The latter, as previously 
mentioned, is situated next'to the varnishing and armature- 
winding shops, and measures 25 ft. x 40 ft. inside; two 
trolley tracks are run 
through it in order 
that heavy pieces 
may easily be dealt 
with. It is main- 
tained at a tempera- 
ture of 180°, night 
and day continuously, 
the heating being 
effected by warming 
the floor of the room 
only, the products of 
combustion not being 
allowed to come in 
contact with the wind- 
ings. It may here 
be mentioned that it 
is the practice of 
Messrs. Bruce Peebles 
to dry the machines 
thoroughly both before 
and after varnishing, 
while, in the case of 
high-tension machines, 
the machine is dried 
in the oven after 
each coat of varnish 
has been applied, 
so that in some cases 
а machine has to be 
dried out several times 
over. The last coat 
of varnish, however, 
is always allowed to 
dry in the air, in order to prevent the brittleness which is 
caused by too rapid drying. 

A large building intended for a warehouse and packing 
department has recently been completed on this side of 
the main building ; its two bays are spanned by electrically- 
driven travelling cranes, and railway accommodation is 
provided inside. 


In connection with the various railway tracks leading into 
the works, it may be mentioned that a third rail has been 
laid, thus giving a narrow gauge line, on ‘which the miniature 
electric locomotives. constructed in the works for mining and 
tramway purposes, are tested. These tracks are provided 
with a double trolley wire, and either D.c., single or three-phase 
А.С. can be supplied to the locomotive on test, while an 
electrically-driven loco-crane equipped 
with single-phase motors is being 
put into service on. these tracks for 
yard shunting purposes. 

At the present time some 1,100 
men are employed in the works, and 
the firm employs a further outside staff 
of over 1,000 on its various contracts. 

The various departments in the 
works are provided with time recorders, 
in connection with which -the time 
spent on every piece of work is 
registered on a work card, thus facili- 
tating the accurate recording of pro- 
duction costs. The firm has also 
adopted the bonus system in its 
works, a system by which both master 
and man share any actual saving in 
cost of production. {7 

Though necessarily. brief,. the fore- 
going description conveys some idea 
of the extensive equipment and 
scope of operations carried on at 
the East Pilton Works; to the out- 
sider, however, not the least interest- 
ing feature of such an establishment 
is the work turned out, and it may 
at once be said that Messrs. Bruce 
Peebles’ works lack little in the matter of diversity of 
interesting work carried out. І 

At the time of опг visit the last of the »1,500-Kw. 
10,000-volt three-phase alternators for the .North Wales 


Fic. 12.— THE Ілонт ERECTING AND FITTING SHOP. 


Power and Traction Co. was being dispatched. These 
machines, it may be recollected, are for a Welsh water-power 
scheme utilising Llyn Llydaw, in the. neighbourhood of 
Snowdon, and will be driven by Pelton wheels operating 
under a head of 1,200 ft. -E 

We also noticed on test four 500-Kw. motor converters, 
which have. been built for the sub-stations on the West 


— 


Vol. 57. No, 1,461, Мотжмвив 24, 1605.) THE ELECTRICAL REVIEW. 


London’ lines of the Great Western 


Railway, these forming part of a con- 


tract for over 8,000 Kw. of converter 
for this service. 

The Peebles motor converter (con- 
structed under the Peebles-Bragstad- 
La Cour patents) is claimed by the 
makers to be rapidly displacing other 
methods of converting high-tension 
alternating to low-tension continuous 
current, especially where the frequency 
is 50 periods or higher. The motor 
converter consists essentially of a 
H.T. induction motor coupled to a 
rotary converter both electrically and 
mechanically, те, the rotor con- 
ductors of the induction motor are 
connected in series to points on the 
armature winding of the rotary con- 
verter. In the simplest case, where 
both machines are bipolar, the rotor 
is run at half synchronous speed, 
and as a consequence half the elec- 
trical energy, which is supplied to the 
primary winding of the motor, is con- 
verted into mechanical energy and 
mechanically drives the continuous- 
current machine as 
a generator, while 
the other half is 
transformed into 
low potential cur- 
rents in the rotor 
conductors, which 
pass through con- 
nections in the 
hollow coupling 
shaft to points on 
the converter arma- 
ture, and are there 
converted to  con- 
tinuous current, as 
in an ordinary 
rotary converter ; 
further, these low- 
tension currents are 
at half the primary 
frequency on ac- 
count of the fact 
tliat the motor runs 
аё half-synchronous 
speed, therefore it 
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Fia, 13.--Vigw SHOWING MOTOR ASSEMBLING. 


will be seen that 
by conveying these 
currents to the 
armature in such 
a- manner that 
the rotating field, 
which they set 
up in the arma- 
ture, rotates in an 
opposite direction 
.to that of the arma- 
ture itself, this 
rotating field will 
be stationary: with 
regard to the ex- 
ternal . field. and 
 superposed upon it 
—a t condition: of 
synchronism. Thus, 
the! motor-converter 
runs ав а syn- 
chronous machine ; 
. at the same time 


Ore? ^ т e acm | т . А ; se PEE - 
Fic: 14. - -COMPOUNDED THREE-PHASE ALTERNATORS ON THE TEST Вер, „the motor’ con- 


] verter is started 
up simply as an induction motor 
from the alternating current side, 
three of the phases only being used 
for this purpose, so that їп this 
way it combines the advantages of 
an induction motor generator and 
rotary converter. The efficiency of 
such a set is fully 2 per cent. higher 
than that of a motor-generator and 
within 1 per cent. of that of a rotary 
converter with the necessary trans: 
formers, It has also the advantage 
over the latter of being much more 
stable in parallel, owing to the fact that 
it is wound nine or twelve-phase instead 
of three-phase, and, further, it allows of 
independent regulation of the continuous 
current voltage with the aid of a shunt 
rheostat ; the importance of this latter 
point both for traction and for lighting 
service is, perhaps, hardly fully realised. 
The continuous current-end can be over 
or under compounded as required. Рег- 
haps the best testimony to the value 
of these machines is that orders for 
over 20,000 Kw. were booked for them 
within 12 months from the time their 
manufacture was taken up. { 
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Several turbo-generators were also in progress for different 
contracts, including, among others, five 1, 250-KW. sets for 
the Durham Collieries Electric Power Co. (another power 
scheme being equipped throughout by Messrs. Bruce Peebles) 
and two similar sets for the Scottish Central Electric Power 
principal 


Co. to whom also this firm are the 


Fic. 16.— VIEW or PEEBLES MOTOR-CONVERTERS UNDER TEST. 


contractors. The construction of the armatures of these 
generators follows the firm's standard lines, the windings 
being throughout of the closed slot type and the insulation 
of pressspahn and mica. The air-gap is, as usual, very 
large, and the rotating field consistsof a single steel casting with 
four arms serving as pole-pieces. The field coils аге of broad 
copper strip wound flat round the poles, and centrifugal 
displacement is pre- 
vented in the first 
instance by the over- 
hanging solid lip of 
these pole-pieces, and 
in the second by special 
gun-metal supports 
arranged between each 
pair of pole-pieces, and 
secured by steel set 
screws to the main 
steel casting. These 
supports also exercise 
a powerful centrifugal 
fanning action on the 
air, which is intro- 
duced into the air-gap, 
and expelled through 
the armature core, an 
operation which is en- 
sured by cast gun-metal 
propelling fans which 
are fitted on either 
end of the field casting. 
It may be mentioned 
that Messrs. Bruce 
Peebles make a point of 
balancing the rotating 
field under ordinary 
working conditions, 
balancing in the ordi- 
nary way during erec- 
tion has been found to F 
be practically useless. 

Prominent among the contracts that Bruce 
Peebles are now carrying out are equipments for a number 
of collieries, including the Lambton Collieries, in Durham 
(a contract secured in the face of very keen competition from 
abroad), the Risca Collieries, in South Wales, the Consett 
Collieries, and many others. Quite a speciality has been 
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made of motors and controllers: for underground working in 
fiery pits; and it may be mentioned that Messrs. Bruce 
Peebles strongly favour the operating of haulage gears 
by means of a slip-ring type of motor with a suitable 
liquid controller. In one instance, in the United National 
Collieries, South Wales, a haulage approximately 2,000 
yards in length, with trains weighing 
40 tons, is operated by a 250-н.р. 
motor with a special liquid. controller. 
This controller is so designed that the 
load may be hauled at any rate 
between creeping speed and the full 
speed of 9 miles per hour. The motor 
тап, moreover, exert such a torque at 
creeping speed as to pull the trucks 
back on to the rails, even should 
these have been badly derailed 
and the props knocked down. The 
above motor installation is shown in 
fig. 17. 

The firm have for some time been 
licencees for the manufacture of three: 
phase traction material under Messrs. 
Ganz's patents, and we described, only 
a week or two since, a novel equipment, 
which is one of ten, combining three- 
phase and continuous current working, 
for an electric railway in Canada. 
It will be news to some, however, 
to learn that Messrs. Bruce Peebles 
also manufacture single-phase appa- 
ratus under the  Peebles-Arnold- 
La Cour patents. The Peebles single- 
phase traction motor is of the compensated repulsion 
type, and has the advantage: that, whereas, with other com- 
pensated repulsion motors four brushes are required for: the 
bipolar arrangement, with the Peebles motor only. three 
brushes are required. The speed regulation is obtained by 
the addition of a so-called “cross field" to the main field 
winding, the effect of which can be either added to or sub- 


. 17.— BRUCE PEEBLES HAULAGE INSTALLATION AT THE UNITED NATIONAL COLLIERIES. 


tracted from that of the field winding, so that a strong or 
weak field is obtained at will. This cross field is controlled 
either by an induction regulator or by a transformer having 
multiple tappings, as may be thought desirable in particular 
instances; in any case there is no resistance loss in the 
control arrangements. The most particularly valuable 
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feature of this motor is the very high power factor obtained, 
which is claimed to be practically unity over a very great 
range of loads, while the characteristic curve of the motor is 
identical with that of a continuous current series-wound 
traction motor. 

Other prominent features in the shops were a couple of 
compounded three-phase alternators, which, together with a 
number of vertical shaft induction motors for direct coupling 
to centrifugals, are on order for a sugar plantation; and a 
narrow-gauge polyphase mining locomotive for a South 
African mine served to remind us that the firm are also 
supplying similar machines for the Portmadoc, Beddgelert 
and South Snowdon Railway—the latter locomotives, how- 


ever, being equipped with a 100-u.P. motor arranged with a 


vertical shaft, a novel construction rendered necessary by the 
narrow gauge of 2 ft. The firm are, of course, makers of 
standard tramway equipment, and it is of interest to note 
that in addition to standard direct current motors, they 
intend shortly to manufacture into stock standard sizes of 
induction motors. In order to comply with the many pres- 
sures and frequencies in use at the present time, this will 
probably be a difficult, although by no means insurmountable 
matter. | 

It will be seen from the foregoing that the firm are deal- 
ing with the very latest phases in electrical work—work 
which is largely of a specialised character, the very success- 
ful introduction of which must surely be regarded as an 
excellent omen for the future operations of the firm. 

In conclusion, we must express our thanks to Messrs. 
Bruce Peebles for the facilities which they provided on the 
occasion of our visit, and in the preparation of this 
article. 


TELEGRAPH AND TELEPHONE NOTES. 


(Concluded from page 846.) 


France and Venezuela.—According to Reuter's Wash- 
ington telegrams, France is very impatient at the lack of progress 
made at Caracas in the negotiations, which the State Department 
is unable to report as having substantially advanced toward a satis- 
factory conclusion. With France in her present temper, it is 
anticipated that orders to the fleet at Martinique to proceed to 
Venezuela will not be withheld much longer. In а telegram te the 
Herald, President Castro states, “the answer of France to his proposal 
was a veiled threat of discarding the conciliatory offices of Mr. 
Russell, American Minister at Caracas.” Public opinion in Venc- 
zuela, he says, supports the Government in sustaining the authority 
of its tribunals. 


— 


German Cable Steamers.— The Norddeutsche Seekabel 
Werke, of Nordenham, as mentioned above, recently sold to the 
Dutch Government the C. S. Von Podbielski, which had mostly been 
used for the laying of cables in coastal waters, as, for instance, in 
Chinese and African waters, and this year in the Black Sea between 
Constanza and Constantinople. In December, 1902, the Stettin 
Vulcan Shipbuilding Co. launched the second German cable steamer, 
the Stephan, for the Nordenham Co., and in the spring of 1904 that 
vessel laid the second German cable from Emden viá the Azores to 
New York. Having regard to prospective developments of German 
submarine cables, the Norddeutsche Seekabel Werke some time ago 
ordered another vessel, which was launched at the Schichau Works 
at Dantsic a few weeks ago with the name of the Grossherzog von 


. Oldenburg. The principal details of the three steamers are as 
follows: 
** Grossherzog “ Telegraaf,” 
von : „Stephan.“ late 
Я Oldenburg.“ “ Podbielski.” 
Displacement... 4,640 tons. 9,850 tons. 3,200 tons. 
Indicated horse-power 2,000 1.H.P. 2,400 I.H.P. 1,600 1.H.P. · 
Cable capacity. 1,300 tons. 5,000 tons. 1,100 tons. 
Speed ... jd 124 knots. 12 knots. 104 knots. 


The Grossherzog von Oldenburg is a substitute for the Podbielski, 
and will be utilised for the maintenance and laying of cables for 
Germany, if not, as the Germans hope, also for other nations. 


The German-Dutch Cable in the Pacific.—As recently 
reported, the cable steamer Stephan completed the laying of the 
cable of the German-Dutch Telegraph Co., of Cologne, between Yap 
and Shanghai, at the beginning of November, thus giving the 
Germans a connection with the Far East independently of British- 
owned cables. The first section of the cable in the Pacific Ocean— 
that between Menado on the Dutch island of Celebes and the 
island of Yap in the German Caroline group, and thence on to the 


American island of Guam—was opened for traffic at the end of last 
April, while the extension from Yap to Shanghai was finished, as 
already mentioned, a few weeks ago. The depth of the seain the 
laying of the second section is reported to have largely varied, and 
to have reached as much as six miles; but, notwithstanding these 
difficulties, this section was laid in 12 days, the length of the cable 
being about 2,050 miles. The telegraph company has been granted 
a subsidy of £95,000 per annum, of which the German Govern- 
ment provides £76,250, and the Dutch Government is responsible 
for the balance. The company’s concession in the matter of landing 
rights is for 40 years, as accorded by the American Government at 
Guam, where the German-Dutch cable finds a connection with a 
station of the Commercial Pacific Cable Co., and by the Chinese 
Government at Shanghai for a similar number of years. The 
American Pacific cable, it will be remembered, extends from San 
Francisco via Honolulu to Guam and Manila, and was completed 
in 1903. At Shanghai the Germans have a cable connection, which 
was established in 1900, as a result of ‘Boxer disturbances in China, 
with Tsingtau, and also between the latter рогі апа Ohifu. It thus 
follows that, by the laying of the Yap-Shanghai cable, the German 
Carolines are able to communicate with Germany either by way of 
the Siberian landlines of the Great Northern Telegraph Co., of 
Copenhagen, or from Yap via Guam, and thence by the American 
Pacific cable to San Francisco, then overland to New York, and to 
Emden, in Germany, by the cables of the German Atlantic Tele- 
graph Co.—an extraordinarily roundabout route. The difficulties of 
this route are being appreciated in some quarters in Germany, 
where a comparison has just been made of the cost of transmitting 
messages, if the land route vid Russia and Siberia is left out of con- 
sideration, mainly by English cables, and by the new service of the 
Dutch-German and other companies. The following shows the 
rate per word from Germany to the Far East by (mainly) British 
lines vid Madras, and by the German-American service :— 


Rate per word via Emden, New York, 


Rate per word ria Madras American landlines and Pacific cable. 


for all messages. . German and Dutch Private 
Government telegrams. telegrams. 

To China m . . 4s. 6d. 3s. Od. 68. Od. 

To Yap in Carolines... 5s. Od. 28. 8d. 58. 4d. 


The Germans consider that as long as such а large difference exists 
between the cost by the British service and by the new route, private 
telegrams will continue to be forwarded to the East by Madras. 
The reason why the new service is not as cheap as the old is said 
to be due less to the goodwill of the cable and telegraph com- 
panies concerned than to the agreements between the latter and 
the English cable companies, but, as one Berlin newspaper states, 
doubtless a change will take place later. 


The Latest Atlantic Cable.— The Commercial Cable 
Co.’s fifth Atlantic cable, from Canso, Nova Scotia, to Waterville, 
Ireland, was completed and put in operation on October 6th. This 
makes seven trans-Atlantic cables worked in direct connection 
with the lines of the Postal Telegraph Cable Co. All of them are 
duplexed, so that their combined capacity is 14 messages at one 
time.. The new cable is described as the best and most expensive 
submarine cable ever laid. It was manufactured by the Telegraph 
Construction and Maintenance Co., of London, having been begun 
in March, 1905, and finished and shipped on board the Construc- 
tion Company's steamer Colonia on August 3rd, 1905. Atlantic 
cables are always laid from west to east, because the prevailing 
winds in the summer months on the Atlantic are from the west, 
and ships meet much better weather going eastward; consequently 
the Colonia sailed direct from England to America, arriving off the 
coast of Nova Scotia on August 16th, and landed the heavy shore 
end of the cable on the morning of August 18th. Moving out from 
the shore it struck a rock and remained fast thereon for four days. 
The injuries it sustained compelled it to go into dry dock at Halifax 
with 2,300 miles of submarine cable aboard. It was the largest 
and heaviest ship ever taken in that dry dock, exceeding by thou- 
sands of tons the United States battleship Jndiana of 10,000 tons, 
which went into dry dock there a couple of years ago. Repairs 
were made, and the Colonia took the sea again. On September 
23rd the ship laid its course from Canso, N.S., paying out cable. 
On September 28th it passed through a hurricane in mid-Atlantic, 
although on that day the weather on both sides of the Atlantic was 
reported fine, with gentle winds. On October 3rd it arrived without 
mishap at a point 187 miles from the coast of Ireland, where the final 
1 was to be made between the cable that it had paid out from 
the American side and the 187 miles of cable previously laid west- 
ward from the Irish coast by the steamship Cambria in the month 
of June. The weather was heavy, and the Colonia was compelled 
to heave to for several days awaiting smoother seas to enable it to 
make the final splice, which wasaccomplished on October6th. At some 
points the cable was laid at a depth of nearly three miles below 
the surface of the sea. The quantities of material used in the 
manufacture of the cable were 1,411,200 Ib. of copper; 799,688 lb. 
of gutta-percha; 1,500,000 lb. of brass tape, jute yarn, iron wire 
and preservative compound. The signalling speed of this cable is 
reported to be 15 per cent. greater than that of any other cable of 
equal length in the Atlantic. The cost of the cable varied from 
$1,000 to $6,000 per mile, according to the character of the ocean 
bed and depth of water.— Western Electrician. 


Wireless Telegraphy. — SWITZERLAND. — The Eidge- 
nossische Genie Bureau proposes to make trials of wireless tele- 
graphy during December this year. Sixteen operators have been 
engaged, and it is probable that the trials will take place in Brugg. 

The Export Zeitschrift für Elektrotechnik states that it is said that 
the landlines on the Lower Yukon river in Alaska are to be replaced 
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by wireless telegraphic connections because they are subject to. 


frequent damage through forest fires, inundations, &c. 

_A Daily Mail Washington telegram states that the De Forest 
“ wireless station ” at San Juan, Mexico, has received its first com- 
plete message from Key West, a distance of about 1,000 miles. The 
transmission necessitated the use of special instraments. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1.) en ee ee ee Aug.t26, 1901 ee ee 


Dominica-Martinique .. Mays7, 1902 
Bt. Lucia-Martinique .. Мау 7, 1902 А 
Cayenne-Pinheiro vx Aug. 18, 1902 


Reissa-Issa (Yemen) Camaran Р es .. Oct. 22, 1902.. 
Tarifa-Tangier t. ee © еә • oe e ee 
Closed { Vladivostock-Nagasaki 
Port Arthur-Chifu .. 
Jamaica-Colon .. is 
Cadiz-Tenerif ees ee ee ee ee ee 1906 ee 
Kotonon-Grand Bassam sa E qs .. Oct. 4, 1905 .. 
Oran-Tangier-Cadiz ea Е is 3 905 


КЕ Осі. 80, 1 
Puerto Plata-Martinique Oct. 30, 1905 А 
Bolams-Bissao .. za oe Nov. 21, 1905 

LANDLINES. 
Puerto-Barrios .. as - sa a .. Aug. 98, 1902 - 
Kertch-Soutehoum oe we ee ee Be t. N. 1904 ee 
Communication with Brasil via Galveston ee July 18, 1906 as 
Rome-Constantinople .. ы > КО „> оу. 16, 1905 Nov. 17 
Alaska landlines .. Е Nov. 21, 1905 a 


CONTRACTS OPEN AND CLOSED. 


OPEN. 
Australia. — December 18th and 19th. The Deputy 


Postmaster-General, Brisbane, invites tenders for the supply of 


insulators, phosphor bronze wire, copper sleeves, binders and tapes. 


The Deputy Postmaster-General, Melbourne, invites tenders for 
the supply of (1) 10 miles of 26-pair lead- covered paper-insulated 
telephone cable;- (2) 1 mile of 156-pair lead-covered рарег- 
insulated telephone cable (124 lb. conductors); (3) 5,000 barrel 
insulators, delivery within three months of date of acceptance of 
tender. 


Austria.—December 20th. The Austrian State Railway 
authorities at Pilsen are inviting tendere until December 20th, for 
the establishment of an electric lighting plant at the railway etation 
in that town. 


Bermondsey.—December 8th. Water-tube boiler, and 
500-Kw. steam dynamo for the B.C. бее Official Notices” to-day. 


Bradford,—December 2nd. General stores for the 
tramways department. Forms of tender and conditions at the 
Tramway Offices, 15, Bridge Street, Bradford (one guinea). 


Brazil.—December 16th. The municipal authorities of 
Sao Luiz (Maranhao), Brazil, are inviting tenders until December 
16th, for the electric lighting of the town. 

NicHTEROY (Rio de Janeiro).—Installing a system of electric 
lighting. | 

‚ Cardiff.—November 27th. Battery, booster, engines, 
generators and switchboard, for the Whitchurch Asylum. бе 
Official Notices“ November 10th. | 


Clyde Navigation.—December 18th. Crane, electric- 
ally-driven capstans, and tipping turntables. See Official 
Notices ” to-day. 


Dublin.—November 27th. Dublin United Tramways 


Co., Ltd., want tenders for general stores for one year. See 
„Official Notices November 10th. 


Ebbw Vale.—November 25th. Free wiring and supply 
of incandescent lamps for the U.D.C. See Official Notices“ 
November 10th. | | 


Glasgow.—December 4th. 1,000-Kw. motor-generators, 
and high and low tension sub-station switchgear for the Corporation 
electricity department. See Official Notices“ to-day. 


Glasgow.—November 27th. (1) Electric lighting, 
(2) Heating and ventilating of the Pollokshields District Library 
for the Corporation. Forms of tender at the office of the Master of 
Works, 64, Cochrane Strect, Glasgow. 


Hungary.—November 30th. The municipal authorities 
of Trencsen are inviting tenders until the 30th inst. for the 
establishment of a central electric lighting station in the town. 


Ilford. December 19th. Triple-concentric armoured 
cable for the U. D. C. See “ Official Notices” to-day. 


Launceston (Tas.).—January 15th. 500 or more elec- 
tric meters; maximum demand indicators; for the Corporation. 
See ‘ Official Notices“ November 17th. 


NE. Railway.—December 2nd. The North-Eastern 
Railway Co. wants tenders for the supply of arc lamp carbons, 


electric lamps, wires and cables. The company is also asking for 
tenders for telegraph stores, 


Poplar.— December 13th. Steam engines, dynamos, 
pipework, switchboard, wiring, motors, fire alarms, telephones and 
ee bells for the Guardians. (See Official Notices November 
17th. 


Salford.—November 30th. Wiring of the Higher Grade 
Council School for Girls. See Official Notices" November 17th. ; 


Spain.—November 27th. The Spanish Ministry of 
Public Works is inviting tenders until November 27th, for thé 
construction of an electric tramway in Madrid, from the Ronda de 
Valencia to the Glorieta del Puente de Toledo. Particulars may 
be obtained from, and tenders are to be sent to, La Direccion 
General.de Obras Publicas, Madrid. 


St. Paneras.— November 30th. lLead-covered and 
armoured cables for the B.C. See Official Notices" to-day. 


Walthamstow.—November 24th. Stores for the elec- 
tricity’ and tramway departments for twelve months. See Official 
Notices" November 3rd. Е 


Warrington.—December -6th. One 300-Kw. turbo- 
alternator; and one 100-kw. motor-alternator; switchboard trans- 


formers and cable for the electricity department. See “ Official 
Notices" to-day. _. 


Whitby.—November 24th. Offers are invited by the 


U.D.C. for a scheme of free or assisted wiring. See “ Official 
Notices" November 17th. *' - 


CLOSED. 


Acton.—The tender of the Sloan Electrical Co. has 


been accepted for the supply of carbons for the next 12 months by 
the U.D.C. 


Brighton.—The Lighting Committee has accepted the 
following tenders in connection with the supply of current to 
Aldrington :— 

British Westinghouse Electric and Manufacturing Co., Ltd., motor. 


generator, £1,462 10s. 
British Thomson-Houston Co., Ltd., switchboard, £670. 


France.—The French Post and Telegraph authorities in 
Paris have just given out contracts as follows: 


Messrs. Aboilard & Co., Paris, 148 kilometres single-conductor telephone 


cable, at 560 fr. per kilometre, 18 kilometres ditto, wi 
conductors, at 9,600 fr. i ; o, with 112 pairs of 


M. de la Mathe, of St. Maurice (Seine), 190 kilomet ingle- 
ditto, at 570 fr. ( ) ometres single-conductor 


La Societé Francalse des Cables Electriqu ki 
5 ques, Lyons, 112 kilometres 

La Societe Alsacienne de Constructions Mecaniques, Belfort, 80 kilo- 
metres ditto, with seven pairs of conductors, at 1, 750 fr. 

M. Grammont, Pont-de-Cheruy, 72 kilometres ditto, at 1,770 fr. 

Messrs. Geoffroy & Delore, Clichy (Seine), 60 kilometres ditto, at 1,775 fr. 


London.—The South Metropolitan Electric Light & Power 
Co. (late Blackheatn & Greenwich Co.) are extending their works at 
Greenwich with steam turbines, and have just placed their contracts 
for the installation of a Willans-Dick, Kerr turbine set. The con- 
tract for the turbine and condensing plant has been placed with 
Messrs. Willans & Robinson, Ltd., Rugby. | 


ВАТТЕВВЕА.—Тһе Lighting Committee has accepted the tender 
of the Electric Construction Co., Ltd., at £358 10s., to provide and 
fix an electric motor of 18-н.р., together with all accessories, for 
the purpose of driving the shafting gear in connection with the 
chain grate stokers to the boilers at the central generating station. 
The Committee has also accepted the offer of Messrs. Chitty Bros. 
to purchase scrap carbons at the central generating station at the 
rate of 35s. per ton. 


SuonEDrTCH.—The B.C. bas received the following tenders in 
connection with the extension of plant at Whiston Street :— 


THREE WATER-TUBE BOILERS, SUPERHEATER, &c. 


Stirling Boiler Co. a .. (provisionally accepted 

Babcock & Wilcox, Ltd. cu PE Р 

J. Fraser & Воп, Ltd. (not according to specification) 7,47% 
9? 97 * . ee oe ee oe ' 


STEAM AND WATER Р1РЕВ, VALVES, @С. 
Stirling Boiler Co, .. (provisionally accepted 1 
E. Le Bas & Co. .. Я Р Өзә зы уы 1146 


Aiton & Co is i d T is 2 à 1.975 
Babcock & Wilcox, Ltd. , M “2 i ss 395 
John Spencer, Ltd. T ks we s us zd 1.407 


J. Wilson & Co En 
Bennett, Sons & Shears.. 


WRovuGAT STEEL FLUE. `` | 
(not according to specification) £396 


J. Fraser & Son, Ltd. 
ix vs (provisionally accepted at £581 48 
Babcock & Wilcox, Ltd. E T ы id 9 A ; 


7 
Fraser & Fraser, Ltd. m Ja ex si i * 785 
Mechan & Co. И a К sé - "- v 796 
Pierson & Со. я " NA Ls Us ©» 810 
Stirling Boiler Co. .. М Pas is ж са ii 872 
Westwood & Wrights Va bx Я Ме 875 


L.C.C.—The tender of the Brush Electrical Engineering Со., 
amounting to £14,280, has been accepted by the London County 
Council for the supply of 34 single-deck steel tramoar bodies, and 
that of the British Westinghouse Co., amounting to £18,481, for 
94 tramcar trucks and electrical equipments has also been aocepted. 


The full list of tenders appeared a week ago. oF 
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The following tenders have been received by the L. C. C. for the 
supply of 12 steel coal trucks for the Greenwich station :— 


Kerr, Stuart & Co. .. (recommended) £990 
8. J. Claye, Ltd.  .. ín 72 ss 1,098 
Mountain & Gibson .. re 1,254 
Hurst, Nelson & Co. 98 1.290 
T. Davies. Ltd. és fe x 1,294 
Flavell & Churchill. “в 1,817 
Brush Electrical Engineering Co. 1,596 


The Stores Committee of the L.C.C. propose to accept tenders 
from the following firms for electric fittings, cables, &c.:— 
Evered & Co.: General Electric ; Sperryn & Co.; Dorman & Smith; 


James Harrison; Armorduct Manufacturing Co.; Baxter and Caunter ; 
Drake & Gorham; Veritys, Ltd. ; and the Craigpark Electric Cable Co. 


SrokE Ngwincton.—The B.C. on Tuesday accepted the tender 
of Messrs. Pinching & Walton for supplying and laying cable pipes 
in the transformer station, Edwards Lane, at £82. 

SouTHWABK.—The B.C. has received the following tenders for 
cable :— 


Henley's Telegraph Works Co., 
£55 108. ; (8) 110 yards, :8, £681 


135 05, £84; (2) 220 yards, ‘1, 


British Insulated and Helaby уыз Ltd. „ (1) £38 10s.; (2) £55 7s.; (8) 


£68 7s. 6d. 
Siemens Bros. & Co., (1) £34 158.; (2) #56; (8) £69 
Glover & Co., Ltd., (1) £33 17 6d.; (2) £55 12s. 6d. ; : ` (8) £67 15s. 
Anchor Cable Co., (1) £35 : (2) 258; (3) £71. 
Callender's, Ltd., (1) £934 2s.; (9) £55 178. 7d.; (8) £69. 
Johnson & Phillips (accepted), (1) £28 19s. ; (2) 247 17s. ; (8) £58 158. 


MARYLEBONE.—The Electric Supply Committee has received the 
following tenders for cables :— 


W. T. Glover & Co., как £7,581 

Siemens Bros., Ltd. x а is s 7,516 

Callender's, Ltd. " 17,5 

W. T. Henley's Telegr aph Works Co., Ltd. 7,383 

British Insulated and i nd Cables Co. 7,333 i 
St. Helens Cable Co. .. (provisionally accopted) 6,405 К 


The Committee has also -Diovistonally accepted the following 
tenders :— 


Elliott Bros., supply and erection of switchboard, £2,818 5s. 

Chadburn's (Ship) Telegraph Co., Ltd., of Bootle, supply and fitting of 
telegraph instruments in connection with switchboard, £215. 

C. A. Parsons & Co., spare armature for each of the two sides of the 
dynaino installed at the generating station, £1,754. 


Johannesburg.—The T.C. has accepted the tender of 
Mr. C. Jowett, of Johannesburg, at £12,916, for the fifth section of 
tramway track construction. The work included in this contract is 
the completion of the line in Main Street from Berea Street to the 
railway, the line in Eloff Street, and the Fordsburg line. The 
town enginecr’s estimate for the work was £16,275. Messrs. 
Strong & Moore’s tender was £13,008 7s. 3d. 


Sheffield.— Messrs. Vickers, Sons & Maxim have decided 
to put down a 1,000-кү. turbine plant in their works at Sheffield, 
and have placed the order for the turbine complete with condenser, 
&c., in the hands of Messrs. Willans & Robinson, Ltd., Rugby. 


Stourbridge.—The B.G. has accepted the tender of 
Messrs. Cross & Cross, of Walsall, for the supply of electric bells, 
telephones and tell-tales, at £337 12s. 


' 


FORTHCOMING EVENTS. 


To-day's Events (Friday, November 24th).—At 5 p.m. Physical Society, at 
Royal College of Science. Mr. A. Russell on The Dielectric 
Strength of Air"; Dr. Н. A. Wilson “On the Electrical Con- 
ductivity of Flames Containing Salt Vapours for Rapidly Alternating 
Current.“ 


At 7.90 p.m. I. E. E. (Manchester Students), at School of Technology. 
Address by Mr. James Swinburne. 

At 7.30 p.m. North-East Coast Institution of Engineers and Ship- 
builders. First meeting of the session at the Lecture Hall of the 
Literary and Philosophical Society, Newcastle. 


Saturday, November 25th.—At 10 a.m. I.E.E. (Students). Visit to Tube 
Tunnelling Works, Edgware Road Site. 

At 7 E ло. E. E. R. E. Vol. Annual Regimental Dinner at Café Monico, 
iccadilly Circus. 

Monday, November 27th.—At 8 p.m. Society of Arts. Cantor Lecture by Dr. 
J. А. Fleming on The Measurement of High-Frequency Currents 
and Electric Waves.’’ (In continuation of previous courses on 

: "Electric Oscillations and Electric Waves," and on Hertzian 


Wave Telegraphy." (Lecture I.) 
Tuesday, November 28th.— At 7.30 p.m. I.E.E. (Manchester), at the University. 
Dr. W. G. Rhodes on ‘ Theoretical Considerations of Feeder 
Systems“; Mr. S. J. Watson on Street Cable Systems.“ 
At 8 p.m. I. C. E. Further discussion on ‘‘ Water-ways in Great 
Britain," by Mr. J. A. Saner. Time permitting, paper by the 
Hon. С. A. Parsons and Mr. G. G. Stoney on The Steam Turbine.“ 
Wednesday, November 29th.—At 8 p.m. Society of Arts. Sir Wm. Н. Preece on 
„The British Association in South Africa." | 
At 7.30 p.m. I. E. E. (Students). Mr. H. G. Trust on Automatic Train 
Control.“ 
Thursday, November 380th. — Rugby Engineering Society. Messrs. E. R. Briggs 
and E. A. Reynolds on The Conversion of Steam Energy into 
Mechanical Energy." 
Friday, December Ist.—At 7 p.m. N.E. Coast Institution of Engineers and 
Shipbuilders. Dinner at Westgate Assembly Rooms, Newcastle. 
Saturday, December 2nd. At 7.30 p.m. Glasgow Technical College Scientific 
Society. Dr. James Muir on Metallography."' 


Friday, December 8th.—At 7.30 p.m. I. E. H. (Manchester Students) Mr. 
W. Н. M. Parr on The Electrification of Existing Steam 
Railways.“ 

At S p.m. Physical Society Meeting. 

I. E. B. Annual dinner at the Hotel Ceoil. 

Saturday, D Oth.—Glasgow Teohnical College golentige Boole 
: е УАН Anniversary Dinner, T 


“ 


# 


THE ELECTRICAL ENGINEERS:R.E. (VOLS). 


Tux following orders are issued :— 


Monday, November 27th.—'* A Company, recruita’ drill, 6 p.m.; technical in- 
struction, 7 p.m. : 4 

Tuesday, November Bth.—" B” Company, technical instruction, 7 p.m.; 
medical inspection, recruits, 7 p.m. 

Wednesday, November 20th.—‘‘ A Poadge examination, for A" and“ B" Com. 

anies. 

Thursday, November 30th.—'* C Company, technical instruction for the whole 
Company, 7 p.m 

Friday, December 18t. D Company, technical instruction, 7 p. m. 

Saturday, December 2nd. Technical instruction, Cambridge detachment (whole 


day drill 
d Р J. H. S. Рниллрв, Captain E. E., 
For O. C. E. E. R. E. (V. 


NOTES. 


9 

Municipal Trading.—Sir George Chubb presided last 
week at the Imperial Industries Club Dinner. In calling on Mr. 
Gilbert Bartholomew to open a discussion on “ Municipal Trading,” 
he said that from 1875 to 1900 the debta of the local authorities of 
England and Wales rose from £93,000,000 to £294,000,000. The 
Times report says that Sir George believed that considerably over 
£120,000,000 had been spent on what were called reproductive 
undertakings. They found that only 3s. 24d. per £100 was allowed 
for depreciation. If they took 5 per cent. for depreciation, which 
was & moderate estimate, the yearly loss on these reproductive 
undertakings would be 54 millions. Mr. Gilbert Bartholomew, in 
opening the discussion, attributed tbe rapid growth of municipal 
expenditute to the action of Socialists determined to destroy 
private enterprise. The remedy was to be found in giving publicity 
to the facts, and overcoming the apathy which was so largely 
responsible for the existing condition of things. "There should be 
an efficient audit of municipal accounts. Mr. C. N. Lawrence said 
our electrical industry groaned under the burden of local rates, and 
had been paralysed by the obstructive tactics of municipal 
councils. 


German Electrical Competition.—Sir Joseph Law- 
rence, M. P., speaking at a meeting at Westminster last week, 
stated, on the authority af the Prussian Minister of Commerce, 
that there were 450 syndicates in Germauy, mostly connected with 
the metal industries, mines, chemicals and textiles. These asso- 
ciations, or cartels, in many cases gave to such of their customers 
as wished to export a premium equal to the difference between the 
price they could get in Germany and the lower price at which they 
sold to outsiders. Since 1902 he knew of instances where many 
of these powerful firms, especially in the electrical engineering 
trades, again combined among themselves. The capital repre- 
sented by these latest combinations was very formidable, and it. 
was almost impossible for English manufacturers, in such trades as 
electrical engineering, to break through the cast-iron arrangement 
by which these German trusts not only kept the command of their 
own market, but were becoming an almost irresistible power 
in neutral markets. It was a poor look-out for English electrical 
manufacturing firms who had to combat a three-fold disadvantage, 
viz., Customs dues, patent laws, and cartels. All the education and 
skill in the world, said Sir Joseph, could not alone overcome these 
barriers. Their effect was felt in the lessened opportunities of 
work for our own workpeople.— Morning Post. 


The Simplon Tunnel.—Mr. Francis Fox writes to the 
Times regarding the accuracy with which this tunnel has been 
driven through the Alps. The following are the results of the 
trizonometrical measurements :—'''The length of the tunnel, which 
is 124 miles, proves to be greater by 31 in. The levels of the two 
galleries were within 34 in. of one another. As regards direction, 
the axis of the tunnel, driven from the north end, deviated 44 in. 
towards the west, whilst the line driven from the south end deviated 
32 in. towards the east; consequently the greatest divergence 
from the true line was 43 in., which is well within the calculated 
‘probable’ error." 


New Glow Lamp.—lIt is reported that important elec- 
trical firms in Austria-Hungary are making preparations for the 
manufacture of a new glow lamp which is claimed to possess 
great advantages over the carbon filament lamp, the Nernst, 
osmium and the tantalum lamps. The ' Wolfram” glow: lamp, 
as the new lamp is termed, is said to consume only one-third 
of the power required by the best glow lamps at present imported 
into Austria. Most of the patents for the new lamp are held by a 
Hungarian electrical company, and the introduction of the lamp on 
the market, the Austrian, at all events, is in contemplation in the 
near future. 


Electricity for Motive Power,—In an address delivered 
at Wolverhampton the other day, Sir Alfred Hickman said he had 
put on the scrap heap no fewer than 24 valuable steam engines 
within the last few years, and replaced them with electric motors, 
driven by gas dynamos. His managers had calculated that the 
saving in fuel alone by this operation had amounted to £7,500 a 
year! The saving was not only in fuel, because electric motors 
driven by gas dynamos required much less attention and main- 
tenance, and he conaidered the saving = considerably exceed 
the sm be had mentioned, 
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Utilising a Petrol Motor-Car ‘for House Lighting 
Purposes.—There are many motor-cars which are kept steadily 
at work each day, but there are a large number of others which lie 
idle in the stable a much longer time than they are out of it, and 
it has remained for Messrs. Mildé & Co., of Rue Desrenaudes, 
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Paris, to devise an arrangement whereby the engine of a petrol 
motor-car may be used in a variety of ways when the vehicle itself 
is not required. То this end the usual starting handle on the 
forward end of the crankshaft is made detachable. |A small 
dynamo A (fig. 1) is firmly fixed at any eonvenient spot on the 
floor of the motor stable. Near this are fixed two guide rails F, of 


Еа. 2. 


channel section, on which the front road wheels of the auto- 
mobile are run and the brakes applied so that the car cannot 
move. The engine с of the motor vehicle is then connected with 
the dynamo by a shaft p, so arranged that it can be readily placed 
in position by means of the special universal joints d' and в. It is 
claimed that the arrangement will be found especially useful in 
small country houses, distant from a gas or electricity supply, 
and where not utilised for electric lighting purposes, the dyngmo 
may be replaced by a pump to ensure a good water supply, or the 
petrol motor may be connected up to a sawing machine or other 
domestic machine. 


The Teletyper in General Telegraphic Service.— 
Our readers will doubtless remember the description of an im- 
proved and simplified type-setting telegraph apparatus called 
“ teletyper," which we published in these columns some time аро. 
А central station was installed two years ago to enable subscribers 
to the novel system to communicate with each other, as well as 
with the Wolff telegraph office and other information bureaux, and 
the same service is now to be utilised for general telegraphic pur- 
poses. The German Imperial Postal Department has ordered a set of 
teletypers to be used in connection with Berlin intraurban telegraphy. 
А uew exchange is to be installed for this purpose in connection 
with the central telegraph office. All the pneumatic dispatch 
offices are to be equipped with teletypers, and to be connected 
directly to the central telegraph office. The number of these offices 
amounts to 67. 

The teletypers are intended for the present to convey the intra- 
urban telegrams which are largely used in Berlin. Like the tele- 
phone, the teletypers can communicate immediately with each 
other, while being susceptible of simultaneous communication with 
the same station, whence the same telegram can be transmitted to 
all of them. As the record is obtained simultaneously in both the 
transmitting and receiving apparatus, there is every facility for 
checking its correctness. The main advantage of the teletyper is, 
however, its ease of manipulation, requiring only little skill. 


е Concert.—A smoking concert of the London branch of 
the Electrical Trades Union will be held to-morrow (Saturday 
night), at the Mail Coach, Farringdon Street, Е.С. 


Electric Supply in North Wales.—Some of our 
London dailies have a quaint way of wording the news they give, 
when it relates to scientific or technical matters. A few days ago 
one of them contained the following, which is a gem in its way. 
It is a pity that it is not explained how the water finds its way to 
the top of Snowdon and what the arrangements are for storing it 
there:—' At Snowdon an electrical generating station is being 
erected, the turbines of which will be worked by water brought 
from the top of the mountain, and the power will be transmitted 
overhead to a number of quarries in the district. This develop- 
ment is likely to revolutionise qnarrying.” 


Gas.—Two persons were killed and two rendered uncon- 
scious at Seaforth, near Liverpool, on 18th inst., by an escape 
of gas. E. 

Another serious result of gas escape is notified from Balls Pond, 
where three persons succumbed to gas poisoning and two were 
rendered unconscious on Wednesday morning. А leakage from a 
main was the cause. 

The same morning, in & E. London, one child was killed and 
another badly burned through a gas explosion. 

We saw it stated in a newspaper this week that gas was eclipsing 
electricity. That is quite true in a way, as the above and many 
other occurrences like them are showing. 


The Combustion of Small Coal.— Considerable 
improvements have been effected in Germany during the past year 
or 80, in the construction of apparatus for the combustion of small 
coal of inferior grades. A forced draught apparatus has recently 
been brought into nse in Hamburg which consumes anthracite dust 
up to 4 millimetres in size. It works without а chimney shaft, so 
that deposition of ash in the flues does not occur. Quite lately & 
firm at Dresden has succeeded in designing a suction gas generator 
for employment with low-grade smalls. 'The hearth is built step- 
fashion, and is funnel-shaped; under the bars is а receptacle for 
water. The upper part of the generator is also titted with a water 
jacket; and the liquid from this, as well as the water in the bottom, 
is caused to evaporate and enter the generator with the indrawn air. 
Practically, therefore, the generator yields a semi-water gas. 


Prizes.—Among the prizes offered by the Industrial 
Society of Mullhouse for new inventions or improvements in the 
domain of applied chemistry and engineering, is a silver medal 
(No. 57 on the current list) for any new application of electricity to 
bleaching, dyeing or fabric-printing processes. Descriptions of the 
process have to be sent, under certain specified conditions, to the 
president of the Society at Mullhouse before Februarv 15th, 1906. 
The inventor has the right to patent his apparatus or process, but 


the society retains & right to publish the description sent iu, either 


wholly or in part. 
The Victoria Falls and Power for the Rand.— 


Reuter's Agency learns that the African Concession Syndicate has 
been in consultation with the leading American and Continental 
engineers and experte on the subject of the transmission of power 
from the Victoria Falls to the Witwaterarand. "These authorities 
have unanimously expressed the opinion that the scheme is not 
only quite feasible, but would be commercially successful, especially 
as the climate of South Africa is one of the most suitable in the 
world for the transmission of power. There is no ice in the rivers 
to interfere with the working of the turbines, and no snow to break 
down the transmigsion lines. The extreme dryness of the climate 
is also greatly in favour of the project. The experts consider that 
there is absolutely no difficulty in the way of the scheme so far as 
the distance of transmission is concerned. 

With reference to statements that the volume of water in the 
Falls is not sufficient to produce the necessary power, it is pointed 
out that even in the driest season yet experienced there is sufficient 
water to produce 500,000 H.., while at present the Rand only 
consumes some 150,000 н.р. Atthe Falls there is an available head 
of about 330 ft., and if more than 500,000 н.Р. were needed it could 
easily be obtained by cutting a canal 15 to 20 miles in length toa 
point lower down where there would be a head of 1,000 ft., which 
"would be sufficient to produce 1,000,000 н.р. The construction ef 
such a canal would present no difficulty, and the beauty of the Falls 
would in no way suffer. Over £3,000,000 is spent annually on 
power on the Witwatersrand, and anything which tends to cheapen 
this yearly toll would necessarily have a great cffect on the profits 
of the mines. 

Sir Charles Metcalfe (consulting engineer to the Rhodesian Rail- 
way Co.), has just pointed out, says another dispatch, that, while 
the scheme for utilising the Victoria Falls in order to supply power 
to the Rand is, according to the best expert advice, perfectly 
feasible, the question is whether the Rand will enter into contracts 
which will justify the expenditure entailed by the scheme. 


Appointments Vacant.—Electrical engineer for the 
Radcliffe U.D.C. (£150); junior assistant for Peterborough electricity 
works (£1); the directors of the Midland Railway invite appli- 
cations for the position of signal superintendent (on the staff of the 
chief engineer) (£600); junior shift engineer for Leicester tram- 
ways power station (358.). 


Electrical Engineers as Society Entertainers,— 
Touching a letter in our “ Correspondence" columns, “Рап and 
Adonis" are either ignorant of the requirements of an asylum or 
they are having a little joke. In many of these institutions, if not in 
all, the attendants must possess musical attainments and play some 
instrument, and, other things being equal, preference would be given 
to the candidate for any official position who is musical. 


er 
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Institution Notes.—AssoctATION OF TRAMWAY AND 
Liar RainLwAv OrriciALS.— The tenth general meeting of this 
Association was held on Wednesdny in Burnley, Mr. H. England 
(President) presided over a good attendance of delegates. It was 
decided to hold the next meeting at Edinburgh, and a resolution 
was passed in favour of the amalgamation of the three kindred 
societies, so that they might as a solid body have more weight when 
making recommendations to Parliament and Ше Board of Trade. 
Afterwards by special car the party proceeded to the offices and depót 
of the Corporation, where they were welcomed by the acting 
chairman of the Tramways Committee. The President suitably 
responded, and tbe party then proceeded through the offices and 
car-sheds and workshops. On returning to the Bull Hotel, Mr. Н. 
Mozley, the tramways manager of the Burnley Corporation, gave a 
summary of the local system from its inception down to the 
present day. Discussion followed, and was participated in by 
Messrs. Hamilton (Leeds) Edmondson (Scarborough) and the 
President. After luncheon and the visiting of a cotton mill and 
Towneley Hall, the delegates ascended Manchester Road, which is 
14 miles long and averages 1 in 18. Returning to the Hotel, Mr. 
J. E. Pitcairn, of Edinburgh, read a paper on “Twenty-one Years 
of Tramway Management,” and subsequently dinner was partaken 
of, at which several toasts were proposed. | 
. INSTITUTION oF MECHANICAL ENGINEERS.—On Friday last a 
paper was read by Dr. H. C. H. Carpenter, Mr. R. A. Hadfield, and 
Mr. Percy Langmuir on the properties of a series of iron—nickel— 
mangánese—carbon alloys. This is the seventh report to the 
Alloys Research Committee, and embodies the results of a most 
exhaustive and painstaking series of investigations carried out at 
the National Physical Laboratory on the mechanical, physical, 
chemical, and metallographical properties of the alloys in question, 
which were prepared at the Hecla Works, Sheffield. | 

I.E.E. (NEwcasTLE SEcTION).—The members of this local section 
held their annual dinner in the Turk’s Head Hotel, Newcastle-on- 
Tyne, on November 14th inst. "Dr W. M. Thornton, chairman, 
presided. Dr. Farquharson proposed the toast of ‘The Institution 


of Electrical Engineers," and Mr. G. C. Lloyd and Dr. Thornton , 


responded. К 

LE.E. (Огаѕсом бестіом).— Mr. John M. M. Munro, the Chair- 
man of the Glasgow Section of the Institution of Electrical 
Engineers, inaugurated the session last week with & paper on 
" Municipal Trading in Relation to Electricity in Civic Service." 

LIVEBPOOL ENGINEERING SOCIETY.—At a meeting of this Society 
last week, Mr. Sherard Cowper-Coles read a paper on the “The 
Rendering of Iron and Steel Non-Corrosive,” in the course of which 
he referred to his new process of dry galvanising, or “ Sherardising." 


Rovarn ScorrisH Society OF AnTs.—In his presidential address 


last week, Prof. F. G. Baily dealt with the Edinburgh tram- 
ways, and stated that, in his opinion, extensions would have to be 
carried out on the overhead trolley system in the adjoining 
country. Cars might be adapted to run on this as well as on the 
cable routes, or the two services could be made to meet, so as to 
minimise the inconvenience of changing cars. 

I.E.E. (LEEps).—At a meeting held at the University yesterday, 
а paper was read by Mr. F. L. Watson on “ Destructors and their 
By-Products.” 

JUNIOR INSTITUTION OF ENGINEERS.—The next visit will be to 
the works of Messrs. Johnson & Phillips at Charlton on Saturday 
morning, December 16th. 

On Thursday last week Mr. P. Fisher, manager of the Dundee 
tramways, gave a lecture on the local tramway system. 


Electric Shock Fatalities.—The Glasgow Daily Record 
says that в man named Robert M'Aulay, 30, в labourer, residing at 
Greendykes Road, Broxburn, and employed,at Niddry Castle Oil 
Works, belonging to the Oakbank Oil Co., Ltd., was carrying a 
plank across а scaffolding when he slipped and fell, his neck coming 
in contact with an electric wire. Death was instantaneous. 

An inquest was opened at Ince on 15th inst. (says the Liverpool 
Daily Post and Mercury) on the death of David Evan Jones, 20, 
drawer at Ince Hall Colliery, who was electrocuted while at his 
work of drawing full tubs along a road on each side of which ran 
electric wires. The inquiry was adjourned. 


Educational Notes.—The report of the Association of 
Teachers in Technical Institutes for the period January to Sep- 
tember, 1905, states that the subject of registration of teachers in 
Technical Institutes has been under the consideration of the Council, 
and resolutions have been passed in favour thereof, and defining the 
academic qualifications regarded as necessary. Syllabuses of work, 
examinations and inspection have been discussed, with а view to 
making representations to the Board of Education, and the technical 
training of apprentices has received attention. The Council advo- 
cates the representation of teachers on public examining authorities. 
Steps have been taken to promote joint action with other bodies of 
teachers for the common welfare. The secretary is Mr. J. Wilson, 
37, Park Mansions, Battersea, S. W. 


Regenerative Control. — As our “ Correspondence " 
pages had to go to press on Wednesday, the same day that Mr. 
" Crane's" letter came to hand, it was not possible for us to deal 
with its contents in the proper place. We cannot, however, refrain 


from a few hasty comments. In the first place, we cannot accept 


the statement that a series motor will give equal torque with less 
current than a shunt motor, at a speed exceeding, say, 4 miles an 
hour. Obviously, below the limits of saturation, a reduction of 50 
per cent. of the current reduces the torque of a shunt motor 

у 50 per cent, that of a series motor by 60 or 70 per cent. 


Then, again, how can a series motor give three times the torque of 
a shunt motor, ceteris paribus? That means three times the field 
strength, the armature current, of course, being the same in each 
case. Howis Mr. “ Crane” going to treble the normal field strength 
of any motor? | 

As for overloading, the desired field strength can be got with 
the identical field frame in either case, and as it is quite unjustifi- 
able to limit the armature current in the shunt motor to less than 
half that in tbe series motor, the alleged enormous superiority of 
the latter is non-existent. Mr. “ Crane " appears to igilore the fact 
that the shunt field is aot full on all the time ; it is regulated to 
suit varying conditions of speed and load, and, consequently, the 
heating is not what he supposes. But time and space forbid 
further comment. 


Electrocution.—It is stated in а daily paper that a thief 
who was cutting ап overhead electric wire outside Belgrade was 
killed by the electric current while he had the scissors still 
tn his hand. | à ; 


OUR PERSONAL COLUMN. 


` [Zhe Editors invite electrical engineers, whether connected with the 


technical or the commercial side of the profession and industry, 
also electric tramway and ratlway officials, to keep readers of the 
ExwornicaL REviEw posted as to their movements. | 


Central Station Engineers.—The Nelson Electricity 
Committee have decided to invite Mr. Henry, electrical engi- 
neer of Radcliffe, to accept the vacant position at Nelson at a 
commencing salary of £200. There has been a feeling on the part 
of some members of the Council to promote one of the present 
staff to the position of manager, but, after considering the question 
at two or three meetings, the Committee have come to this decision. 
Mr. Henry was deputy to the late engineer (Mr. Fraser) up to a 
few months ago. 

Mr. CovERNTON, late manager of the Johannesburg Electric 
Light and Power Department, and recently appointed distribution 
engineer under the new scheme at a salary of £1,000 per year, has 
resigned his post owing to ill-health. The Traction and Lighting 
Committee have recommended the Council to place on record the 
appreciation of his services, and its regret at the cause which 
necessitates his retirement from the service of the Council. 

Mr. Јонм B. MircHELL, M. I. E. E., has tendered his resignation 
of the position of chief engineer and manager of the electricity 
department to the Woolwich Borough Council, 


Tramway Officials.—Mr. Joun WILSON, who was for 
20 years general manager of the old South Shields tramways, and 
previously manager of the steam tramways at Gateshead, has been 
appointed by tbe T.C. as general manager of the new electric 
tramways, at a salary of £250 per annum. 


General.—The Council of the Leeds University (accord- 
ing to the Times) have appointed Dr. W. A. Bone, F. R. S., Professor 
of Applied Chemistry (fuel and metallurgy). ''This post is intended 
to include the subject of general metallurgy, but to specialise in 
the direction of fuel and its applications, the coking of coal, the 
manufacture and uses of power gas, the utilisation of fuel of all 
kinds, and the manufacture and use of coalgas. Dr. Bone has 
devoted considerable attention to practical problems of an indus- 
trial character in relation to fuel and metallurgy." 

Mr. A. J. Норсвом has been appointed works manager of Messrs, 
Crompton & Сов Arc Works at Chelmsford. 

Mr. E. E. TASKER has removed from 59, Lennard Road, Penge, 
Kent, to 17, Highbury New Park, London, N. 

We note that in the list of honorary officials elected by the 
Chartered Institute of Secretaries Mr. J. CECIL BULL (secretary 
City of London Electric Lighting Co., Ltd.) is elected to be a 
vice-president, and Mr. C. Н. Da4pE (secretary British Electric 
Traction Co., Ltd.) becomes a member of tbe Council. 

Mr. A. EcxsTEIN has taken temporary offices at Queen's 
Chambers, 7, Market Street, Manchester, where he is developing 
his future movements, 


Obituary.—We regret to announce the sudden death at 
New York of Mr. CHARLES CurTRISS, electrician of the Commer- 
cial Cable Co. Mr. Cuttriss had been suffering from ill-health for 
three or four years. Не was born at Bedford 56 years ago. On 
entering the University of Glasgow, he received his electrical 
instruction under Lord Kelvin, and on the laying of the French 
Atlantic cable in 1869 he was selected for its electrical staff, and 
was sent to Duxbury, Massachusetts, at which station he successfully 
introduced the siphon recorder, which had just been invented by 
Lord Kelvin. He remained at Duxbury until 1884, when he joined 
the Commercial Cable Co. as its chief electrician at New York. 
Mr. Cuttriss was a man of much ability. He introduced several 
improvements in the siphon recorder, one of which was the electro- 
magnetic vibrator, and devised an arrangement for neutralising 
earth currents on cables. He invented a system of automatic 
transmission which has proved most successful. He was also the 
inventor of an automatic fire alarm, which gave warning on the 
rising of the temperature of a room, and also of the escape of gas. 
He was an expert mechanician, Mr, Cuttriss leaves а widow 
and four children. 
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NEW COMPANIES REGISTERED. 


Stratford-on-Avon Electricity Co., Ltd. (86,502.)—This 
a 


company was registered on November 16th, wit capital of £15,000 in £1 
shares, to acquire rights conferred upon or belonging to any company, corpora- 
tion or person to supply electric light or power in Stratford-on-Avon or else- 
where in the United Kingdom, to adopt an agreement between the Corporation 
of Stratford-on-Avon of the one part, and the Birmingham Installation Co. of 
the other part, and to carry on at Stratford-on-Avon and elsewhere the business 
of electrical and general engineers, electricians, manufacturers of and dealers 
in electrical apparatus, suppliers of electricity for light, heat, power and 
otherwise, &c. The first subscribers &re:—G. M. Bird, The Mulberries, 
Stratford-on-Avon, wine merchant, 100 shares: О. E. Freeman, Hagley Road, 
Birmingham, tea merchant, 100 shares; S. A. Flower, Broadway, Stratford-on- 
Avon, engineer and brewer, 100 shares; W. 8. Brassington, Southcroft, 
Stratford-on-Avon, librarian, 25 shares; G. F. Kendall, The Elms, Stratford-on- 
Avon, chemical manufacturer, 50 shares; Rev. G. Arbuthnot, The Vicarage, 
Stratford-on-Avon, 50 shares; and В. A. Edwards, Moorfield, Beech Lanes, 
Birmingham, 50 shares. Minimum cash subscription, £7,000. The number of 
directors is not to be less than three nor more than five; the first are G. M., 
Bird, J.P. (chairman, О, F. Freeman and S. Flower; qualification £100; 
remuneration of first-named directors not more than £50 each per annum. 


Sharpe & Co., Ltd. (86,474).— This company was registered on 
November 14th, with a capital of £2,000 in £1 shares, to acquire the business 
cnrried оп at 16, Marlborough Street, Devonport, and at 45, Edgcumbe Street, 
Stonehouse, as“ M. Sh , to adopt an agreement with M. A. Sharpe, and to 
carry on the business of electrical engineers, electricjans, suppliers of electricity 
for light, heat, motive power or otherwise, &c. The first subscribers (each with 
one share) are :—F. Maxwell, 12, Amherst Road, Devonport, electrical engineer; 
M. A. Sharpe, 16, Marlborough Street, Devonport, electrical engineer; J А 
Starkey, 45, King Street, Devonport, contractor and outfitter; J. H. Blake, 10, 
Albert Road, Devonport, outfitter; J. Р. Heath, 40, St. Aubyn Street, Devonport, 
solicitor; H. Stark, 20, William Street, Devonport, draper ; and F. C. Willoughby, 
23, Westwell Street, Plymouth, chartered accountant. Minimum cash subscrip- 
tion 10 per cent. of the shares offered to the public. The number of directors 1s 
not to be less than two nor more than five; the firstare M. A. Bharpe (managing 
director), F. Maxwell, and J. Н. Starkey; qualification, 50shares ; remuneration 
of first managing director £150 per annum; of other directors as fixed by the 
company, 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Scottish House-to-House Electricity Co., Ltd. (29,232).—A 
charge for £500, dated October 24th, 1905 (supplemental to a charge of March 
31st, 1904), has been registered. Holders: County of London Electric Supply 
Co., Ltd., Moorgate Court, Е.С. Property charged :— The company's under- 
taking and property, present and future. 


A. W. Penrose & Co., Ltd. (Manufacturers of photographic 
and electrical supplies, &c., London). (86,209).—A trust deed, an instrument of 
charge under the Land Transfer Acts, 1875 &nd 1897, and an assignment, all 
dated October 27th, 1905, eecuring & series of £10,000 debentures created by 
resolution of even date, has been registered, and particulars of the said series 
have been filed pursuant to Вес. 14 (4) of the Companies’ Act, 1900. Property 
charged:—The company's undertaking and property, present and future, in- 
cluding uncalled capital. 'Trustees: Law Guarantee and Trust Society, Ltd , 


49, Chancery Lane, W.C. 

Llanrwst Electricity Supply Co., Ltd. (62,720).—Four 
debentures, dated October . 1905, securing in all £1,000, charged on the com- 
Paus b undertaking and pro 7. prent and future, including uncalled capital, 

ave been registered. Holders: A. P. Elworth, Sandbach, R., Conway, Mostyn 


Street, Llandudno, and O. I. Jones, Plas yndre Llanrwst. 


Northampton Electric Light and Power Co., Ltd. (28,640). 
Issue on NoVember 4th of £300 debentures, part of series created June 8rd, 
1896, to secure not more than two-thirds of the paid-up capital for the time 
being, charged on the company's undertaking and property, present and 
ио uncalled capital. No trustees. Previously issued of same 
series, „200. 


Oxford Electric Co., Ltd. (34, 685).— (Nominal capital, 
£100,000 in £5 shares.) A list of allotments, made up to October 2nd, shows 
that 1,858 ordinary shares of £5 each have been allotted for cash in addition to 
the 18,500 shown as issued by the return of March 17th last. At the date of the 
said return £60,060 had been received in cash, including,£1,550 paid on 810 
aes shares, and £34,000 was considered as paid. Mo es and charges, 


Charles Coton & Co., Ltd., Electric Lighting Engineers, &c., 
Bexley (85,314).—A mortgage dated October 21st, 1906, to secure £1,600, has 
been registered, Property charged : Land messuages and premises known as 
8, Oxford Place, Bexley, Kent, with the business carried on there, and the fixed 
machinery, &c., thereon, and the company's undertaking and other assets 
present and future, except uncalled capital. Holder: C. E. B. Phillips, Castle 
House, Shooter's Hill, Kent. 


Electrolytic Alkali Co., Middlewich (64, 360).— Issue on 
October 11th of £200 first mortgage debentures, part of series created July 9th, 
1301, to secure £50,000, charged on the company's undertaking and roperty, 
including uncalled capital, Trustees: Liverpool Mortgage Insurance 0. Ltd., 
6, Castle Street, Liverpool. Previously issued of same series: £20,650. 


Anglo-Portuguese Telephone Co., Ltd. (24,545).—This com- 
pany's annual return was filed on September 13th, when 75,000 shares had been 
taken up out of a nominal capital of £100,000 in £1 shares. El per share has 
been called up ор 1,000 shares, resulting in the receipt of £1,000. £74,000 is con- 
didered as paid on the remainder. Mortgages and charges, £50,000. 


Witting, Eborall & Co., Ltd. (71,038).—This company's 
annual return was filed on October 815%, when 2,000 “ A" and 850 “ B” shares 
had been taken up out of a nominal capital of £40,000 in 1,150 '* A " and 850 
еВ" shares of £20 each. £4 per share has been called up on 850 B," and 
£3,400 has been received. 423, 000 is considered as paid on 1,150 shares. 
Mortgages and charges: Nil. 


Northallerton Electric Light and Power Co., Ltd. 
(59,301). Issue on October 27th of a £1,000 debenture, part of series created. 
November 20th, 1900, to secure 45,000, charged on the company’s property, 


present and future, including uncalled capital. No trustees. Previously issued 
Otesnme series: £3,740. 


Hodgson, Hartley, Ltd., Electrical and General Engineers, 
Manchester. -A trust deed dated October 27th, 1905 (supplemental to a trust 
deed dated December 15th, 1903), and £6,000 debentures created by resolution 
of even date, charged on the company's property, present and future, including 
uncalled capital, have been registered, Trustees: C. Н, Booth, The Lakes, 
Dukinfield ; B. Crowther, Birkenshaw; and R, Potter, Halifax, 


1, 


Northern Counties Electricity Supply Co., Ltd. (67,924).— 


A memorandum of satisfaction in full of mortgage debts, bearing various dates 
from March 80th, 1904, to January 12th, 1905, inclusive, securing £87,000, has 


been filed. — 
South African Lighting Association, Ltd. (27,609).— 
1,200 debentures, part of series created 


Re-issué on November 13th of t 
August 12th, 1590, to secure £20,000, charged on the company's undertaking 
and property. No trustees. Previously issued of same series: £20,000. 


Milnes-Daimler Co., Ltd. (75,547).—This company’s annual 
return was filed on November 8th, when 150 shares had been issued subject to 
payment in cash out of а nominal capital of £20,000 in 2,000 shares of £10 each. 
Nothing has been called up. No mortgages or charges. 


Buenos Ayres Port and City Tramways, Ltd. (85,427).— 
This company's statutory report, dated November 9th, shows that 407 shares 
had been taken up (10s. being called пр on each) to that date, out of a nominal 
capital of £200,000 in £5 shares, and a list of allotments made up to November 
lith shows a further issue of 24,000 shares allotted as fully paid, in part payment 
of purchase consideration for concession, rights and benefits. Debenture stock 
trust deed, covering £200,000, registered November 15th. 


Buenos Ayres Port and City Tramways, Ltd. (85,427).—A 
trust deed dated October 30th, 1905, to secure £200,000 debenture stock created 
by resolution of August 15%, 1905, has been registered. Property charged: A 
certain concession relating to the construction, &c., of electric tramways in the 
Port and City of Buenos Ayres, &nd the company's land and general assets, 
present and future, including uncalled capital. Trustees: C. W. Н. Lowther, 
M.P., a олу Piccadilly, W.; and J. О. B. Stone, 1, Sloane Terrace Man- 
sions, S. W. 


CITY NOTES. 


Drake & Gorham, Ltd. 


Мв. B. M. Drake (Chairman) presided on Thursday last week at 
the offices, 66, Victoria Street, over the fourth annual general 
meeting of the above company. , 

The CHAIRMAN said that from the profit and loss account they 
would have noticed that the result of the year's trading was a net 
profit of £10,410, in addition to which £411 was received for 
interest on deposits and investments. Although the above figures 
would have justified a higher dividend than 6 per cent., the directors 
decided to adopt the more conservative policy of strengthening the 
reserve fund, especially in view of the intention to increase the 
manufacturing facilities of the company. Опе of the largest items 
in the balance-sheet was sundry debtors, and although a portion of 
the sum of £43,153 had been received since the balance-sheet was 
prepared, it would be understood that it frequently assisted 
business if they could arrange with clients to carry 
out their work under а deferred payment arrangement. 
The board had decided that from next June certain members of the 
staff holding responsible positions should be associated with the 
directors, for which purpose alterations in the company’s articles of 
association would be necessary. Since the last meeting work has 
been carried out for the Duke of Richmond and Gordon, the Duke 
of Montrose, Lord Berkeley, Lord Stanley, Lord St. Levan, Lord 
Stanley of Alderley, Lord Tollemache, Lord Cowley, Lord Russell, 
Sir Henry Harben, Baron Bruno Schroder, Sir Arthur Vivian, 
Mr. W. H. Lever (of Port Sunlight), Sir Spencer Maryon-Wilson, 
Mr. G. W. Loder, Lieut.-Col. Bromléy-Davenport, the late Sir 
Wyndham Portal, Sir Hugh Bell, Rounton Grange, the Hon. Henry 
Cubitt, and at Fyvie Castle, Hoddam Castle, Gilling Castle, Stobo 
Castle, the Herts County Asylum, Royal Ear Hospital Purfleet Pier, 
Laverstoke Mills (where the Bank notes paper is manufactured), In- 
versnaid Hotel, Kingston Union Infirmary, and many others. It was 
satisfactory to note that they had been carrying out extensions to 
existing installations, and that orders were constantly being 
received through the recommendation of clients who were pleased 
with what they had done forthem. Many important contracts were 
in hand. The central &ation at Church Stretton for 6,000 lights had 
been completed since the last meeting. At this station might be seen 
one of the few suction gas-driven plants used for public electricity 
supply purposes in this country. The installation at Gordon 
Castle was an important one of its kind. Water from the River 
Spey, which ran about three-quarters of a mile from the Castle, 
supplied the motive power, not only for lighting the Castle itself, 
but also for the lighting of the village of Fochabers. Application 
had already been made by the Crofters and others for some 
1,300 lights, and the economy obtained was so great that 
the current was to be supplied at a fixed charge per annum of 5s. 
per lamp, irrespective of the number of burning hours. Fochabers 
would thus possess, he believed, a cheaper supply of electric light 
than any village in the United Kingdom. Reference was made in 
the report to the cotton spinning and manufacturing mill, which they 
were going to equip electrically throughout. 'This mill was one of the 
oldest in Lancashire, and consisted of 818 looms &nd 39,000 mule 
spindles. He need hardly point out to them the importance of this 
application of electricity which, if universally adopted, would mean 
a very large business in itself. The company had gone to some 
expense in demonstrating, at the Exhibition at Olympia, the appli- 
cation of electricity by their system to lighting, as well as farm and 
estate purposes. А large number of inquiries were received, and 
it was hoped that the results would be apparent in the next balance- 
sheet. He would again express the hope that shareholders would 
advise them in good time of any prospective electrical work, of 
which they might become acquainted, as one of the chief 
objects of turning the business into a limited company 
was to obtain the co-operation of the shareholders, and he was sure 
that more could be done in that direction. He,moved the adoption 
of the report, and that a dividend at the rate of 6 per cent. per 
annum be paid forthwith, the amount of £3,000 being placed to 
reserve, and the balance of £2,044 carried forward to next year. 

Mr. J. O. FORSTER seconded, and the motion was carried. 
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Elmore's German and Austro-Hungarian Metal Co. 


Ат an extraordinary gencral meeting of this company, held at 
Winchester House yesterday (Thursday), the several resolutions to 
which we referred briefly last weck were submitted. 

The directors, in their circular to shareholders explaining the 
capital reduction and rearrangement proposals, say that while con- 
sidcring the reduction of this company's capital to be made with 
the view of writing off the balance of £11,052 shown in the 
balance-sheet for the year ending December 31st, 1904, as standing 
to the debit of capital account, they have also considered the value 
of the 1,000 shares in the Metall Co. held by this company. They 
arc of opinion that the intrinsic and market value of these shares 
is at least 50 per cent. more than the amount (£49,579) at which 
they stand in the books. Valuations of the Metall Co.’s property 
have shown that the value of the land, buildings and water-power 
belonging to the Metall Co. is much more than the amount at which 
they stand in the books of that company. In addition there is a 
considerable reserve, owing to the fact that a large proportion of 
the copper stock held by that company appears in its accounts at а 
figure based on a market value of £47 10s. per ton; while to-day 
the metal stands at a figure which shows a margin in favour of the 
Metall Co. of over £10,000. The dividends paid by the Metall Co. 
during the past seven years average over 114 per cent. per annum. 


There are also other reasons, but the directors think the above is sufficient to 
show that they are justified in believing that the Metall Co.’s shares have a real 
value of 60 per cent. more than their nominal value. This appreciation gives a 
sum of nearly £25,000, which, if added to the 1^s. per share proposed to be 
deducted, from the issued ordinary shares, wil] be sufficient to write off the 
balance of £11,052 before-mentioned, and at the same time leave £60,973, which 
the directors propose to apply to reduce to a reasonable figure the patent 
account. In the balance-sheet for the year ending December 3181, 1904, this 
stands at £84,252, which, in view of the expiration of the original Austrian and 
Hungarian patents, and the shorter term for which other patents have to run, 
the directors consider is excessive. When the £60,973 has becn written off, the 
patent account will stand in this company's books at £23,279. 

According to the terms of the ‘special resolution creating the preference 
shares, the proposed reduction of capital must be borne by the ordinary shares; 
but the directors are of opinion that, while the ordinary shareholders Tose part 
of their nominal capital, it is but just that they should not lose any portion of 
the profits. The preference shares are now entitled to a 7 per cent. non- 
cumulative preferential dividend, then the ordinary shares are entitled to a 
dividend of 20 per cent. (i. e., 48. per share), and any balance of profits is to be 
divided between both classes of shares. It is, therefore, proposed that the ordi- 
nary shares should, qn the reduction of their capital to 5s. per share, be entitled 
to 80 per cent. after the preference shares have received their 7 per cent. 

With regard to the rearrangement of the capital, the directors propose that 
the issue of the preference shares should be limited to £75,000, instead of, as at 
present, £100,000. This, it will be perceived, materially improves the position 
of the preference shareholders when the company is once more paying divi- 
dends. The £25,000 taken from the preference shares, it is proposed, should be 
converted into 100,000 ordinary shares of 5s. each. 

The directors state that the Metall Co. is continuing to make good progress. 
The sales show a considerable increase, while, on the other hand, the cost of 
production has been less. The demand for the Metall Co.'s goods is now a large 
one, and such demand will doubtless continue. The new piercing machine is 
giving every satisfaction, and although a considerable amount of experimental 
work was necessary, the directors have succeeded in producing the billet most 
suitable for the machine, and they anticipate a still greater increase in the pro- 
duction. The price received for the goods sold is a good one, and the margin 
between the cost of the raw material and the selling price, also shows an 
increase. During the past year, certain economies have been effected by the 
Metall Co., which have resulted in a saying, and, if the negotiations which the 
directors of the Metall Co. are now carrying on, come to a successful con- 
clusion, there will be & considerable reduction in the standing charges of this 
company. 

The Dern of draw-bench power is an important one. The directors of the 
Metall Co. аге now put down a newly-designed hydraulic bench, which, it is 
anticipated, will considerably increase the delivery capacity of the works. 


Cape Electric Tramways, Ltd. 


TEE report for the year ended June 30th last shows a net balance 
to credit of £33,550, which, added to 2793 brought forward, gives a 
total balance of £34,343. From this the directors have paid two 
interim dividends of 24 percent. each. The reserve fund has also 
been credited with a sum of £8,000. During the year the tramways 
carried in Cape Town 15,020,503 passengers, earning £180,906, 
against 15,902,998 passengers, earning £195,015, during 1903-4. 
In Port Elizabeth during the year 4,227,576 passengers were carried, 


earning £46,708, against 4,509,786 passengers, earning £50,157, 


for 1903-4. In connection with these figures, which show а short 
fall in the gross revenue of £17,558, the directors deem it their 
duty to call the attention of shareholders to the most unsatisfactory 
conditions which have weighed upon and still dépress the entire 
business situation in Cape Town, Port Elizabeth and Cape Colony 
generally, and as to which at the present moment no improvement 
seems in any way apparent. In October, 1904, Mr. William Bremer 
Rommel was appointed managing director ofthe company. During 
the year under review two extraordinary general meetings were 
held, at one of which the decision was confirmed not to renew the 
lease of or to purchase the tramways of the Cape Town Consoli- 
dated Tramways and Land Co., Ltd.; and at the other Mr. Parrish 
was removed from the board. Mr. J. E. Lloyd, general manager 
in Cape Town, resigned his position at the end of last year, and 
the board appointed Mr. Alfred S. Giles, late manager of the Black- 
burn Corporation Tramways, to succeed him. Mr. Giles took up 
his duties in January, 1905. Mr. W. B. Rommel, who had pro- 
ceeded to Cape Town in October last year, was on the spot on the 
arrival of Mr. Giles, installed this gentleman in his position, and, 
having made arrangements for the thorough relaying of the track 
and complete overhaul of the system, returned to this country in 
September last. The Camps Bay tramline, leased from the Cape 
Town Consolidated Tramways and Land Co., Ltd., by thiscompany, 
has again proved a disappointment, and the year's working, in- 
cluding the rent paid to the Consolidated Co., shows a loss of 
£13,225; but against this must be set the considerable revenue 
derived by the Cape Town system through the operation of the 
Camps Bay Tramways. | 


West India and Panama Telegraph Co. 


Тев fifty-seventh ordinary general meeting of the above company 
was held at Winchester House, Old Broad Street, on Wednesday, 
Mr. W. B. Kingsford presiding. 

The CHAIRMAN, in moving the adoption of the report, said that 
compared with the corresponding period of last year their receipts 
showed a decrease of £1,808. Of this decrease the message 
receipts were responsible for nearly £1,000 and the decrease 
of subsidies for £750. He was sorry to say he could not report 
any increase in the volume of traffic handled by them. On the 
contrary, there was a falling off of over 29,000 words during the 
half-year. He was glad, however, to tell them that the tratlic 
returns for the half period ending November 15th showed an increase 
sufficiently large to counterbalance the decline during the half-year 
referred to. This increase was mainly attributable to the inter- 
ruption of one of the cables of the French Cable Co., with the 
result that the messages of the French Co. were sent over their 
cables. The decrease of £750 in the subsidies was accounted for by 
the reduction of the British Guiana subsidy from £4,500 to £3,000, 
which came into operation on April last. Originally the subsidy 
was £3,000, but was increased to £4,500 when they laid a cable 
between British Guiana and Trinidad for a period of 10 years, 
which expired in 1901, although it had been continued till April 
last. In the expenses there had been a total decrease of £208. In 
the charge for maintenance of cables there was a reduction of £176. 
He was sorry to say they had not completed the repair of the Colon 
cable, owing to the ship being wanted elsewhere. They had 
again experienced some of those unlucky and quite unpreventable 
occurrences from which they often suffered. In September a 
Norwogian steamer was driven on shore at Santiago de Cuba, and 
her keel severed one of their cables, while in October their cable 
hut at Holland Bay, Jamaica, was destroyed by flood and the cables 
washed out. Thanks to the energy and ingenuity of their clerk, he 
joined the cables up ou the beach, and little interruption occurred 
in eonsequence. Their ship’s crew had built a new hut and put the 
cables in thorough working order. The supervision of 26 cables in 
West Indian waters was an arduous task, and costly in addition. 
It was expected that the abolition of the sugar bounties would 
have greatly improved the West India sugar trade, but the price of 
sugar was во low that this had not been the case, and no doubt 
accounted for the decrease in the traffic. 

Mr. HorMEs seconded the motion. 

Replying to questions, the CHAIRMAN said that as St. Pierre no 
longer existed, it was not worth while to run their cables there, and 
to take them round to Fort de France would not only mean a great 
expenditure, but would bring them into competition with the French 
Co. What they proposed to do was to join up the cable between 
Dominica and St. Lucia, and maintain communication with Mar- 
tinique by means of the French Co.’s cable at Guadeloupe. They 
were making inquiries as to wireless telegraphy, but, of course, it 
would be unwise for them to take any practical step before having 
full knowledge. 

The report was adopted. 


Prospectus.—XKent Electric Power Co.—This company 
has this week been before the public with an issue of £34,250 
43 per cent. irredeemable debenture stock at 924 per cent. The 
list was to close yesterday. | : 


Metropolitan Amalgamated Railway Carriage and 
Wagon Co.—The directors have declared a dividend at the rate of 
73 per cent. per annum on the ordinary shares for the half-year 
ended September 30th. ) 

Reno Electric Stairways and Conveyors, Ltd.—The 
accounts for the period from April 12th, 1902, to December 31st, 
1904, show, after meeting debenture interest, a debit to profit and 
loss of £2,400. | 


Barcelona Tramways Co,—An extraordinary general 
meeting is to be held at Winchester House on 27th inst. to pass a 
resolution winding up the company voluntarily. 


Stock Exchange Notices.—Applications have been 
made to the Committee to appoint a special settling day in and to 
grant a quotation to— 

British Aluminium Co., Ltd.—30,000 ordinary shares of £5 each, £2 paid, and 
£300,009 54 per cent. Loch Leven debentures of £100 each. 

Тһе Committee has ordered the under-mentioned securities to be 
quoted in the Official List :— _ 

Adelaide Electric Supply Co., Ltd.—10,000 6 per cent. cumulative preference 
shares of £5 each, fully paid, Nos. 1 to 10,000. 

Amazon Telegraph Co., Ltd.—Further issue of £85,900 5 per cent. debenturcs 
of £100 each, Nos. 1,251 to 1,609. 


Anglo-Portuguese Telephone Co., Ltd.—£50,000 6 per cent. first mortgage 
debenture stock. 


Richard Hornsby & Sons.—The directors recomn.end 
a dividend for the year ended September 30th at the rate of 6s. 
per share on the ordinary shares, placing £2,000 to reserve account, 
and carrying forward £1,476. 


Calcutta Electric Supply Corporation. — The 
number of units delivered to consumers during the four weeks 
ending October 27th, 1905, were 358,193, compared with 286,777 
units in the corresponding four weeks of the preceding year. 
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ELECTRIC TRAMWAY AND RAILWAY 


TRAFFIC RETURNS. 


Fort- Receipts for | No 
Eocality. night the of 
fortnight. 


te 


g* £ 
Aberdeen ә Nov. 18 | 2,340 80 | 25 36,518 
Ayr .. ‘ » 11 362 11 | 95 9, 
Bath .. ke » 18 | 1,991 143 | 46 81,658 
Birkenhead .. „ 19 1,849 74 38 
Blackburn 15 | 1,768 74 | 883 | 89,480 
Blackpool Corp. » 16 804 49 | 88 48,571 
[T] —Fleetw’d 97 18 885 45 20 19,196 
Bolton © ..| » 19 | 8,015 188 | 84 65,848 
Bournemouth | „ 15| 2,018 654 | 824 47,724 
Brad ford . . o 187.988 856 | 33 147, 808 
Brighton » 219 | 1,539 98 | 88 86,044 
Bristol is |» 101] 9,292 43 | .. MP 
Brit. Elec, Trac. Co. 
Airdrie .. Nov. 10 419 9 | 45 9,961 
Barnsley .. » 10 807 12 | ,, 7,200 
Barrow... |] » 10 497 29 | ,, 10,952 
tBirmingham (City) „, 10 | 10,269 689 | „ | 242,191 
irmingham(Mid.) „„ 10 2,741 904 | ,, 71,694 
Devonport «+ | » 10 845 126 | ,, 20,887 
Dudley—8to'rb'ge » 10 1,589 83 oe 635 
Gateshead.. ..| ». 10| 1,891 74 | ,, 41,541 
Gravesend, N' fleet „ 10 419 9 „ 10,590 
Gr'n'k, Pt. Glsegw | „ 10 | 1,197 94 | „ 29,190 
Hartlepool ..| 95 10 496 151, 12,068 
Kidderminster ..| ,, 10 192 — 10| ,, 5,642 
Leamington | » 10 947 |+ 52 17 8,387 
Merthyr .. eo | 5, 10 364 |— 17 | 45 8,511 
Metropolitan. ,, 10 | 6,193 |+1,577 | „ | 120,577 
Middleton ..| » 10 58] |+ 59 „ 16,393 
— ton n 10 1,121 + 74 Т 25,210 
Peterborough sa »* 10 203 o 88 97 6,197 
Potteries * $9 10 8,616 + 10 $9 16,871 
Rothesay . » 10 86 i+ 1 m 9,384 
Sheerness . 8 106 |— 10 ,, 3,200 
Southport [T] 10 489 ESSA 13 Т 14,296 
South Staffs. „ 10 | 1,628 |+ 192, „ 38,287 
sea .. „ 10| 1,492 |+ 592 ,, 82,568 
+Taunton .. » 10 90 — 18 „, 1,890 
emouth » 10 348 — 38 „, 11,868 
eston-s-Mare » 8 63 6 5„ 6.676 
Wolverhampton D. „„ 10 758 95, ,, 17,871 
Ks » 10 502 — 51 „, 13,816 
Wre z: ..| „ 10 174 71 7 „ 4.571 
Yorks. Wool. Dist. | „, 10 1,490 |+ 456 „ 29,775 
Burnley Nov. 18 | 2,019 + 1 | E - 
Burton-on-Trent » 19 598 |— 89 83 10,673 
cur 5а А „ 12 1,885 - 32 23,982 
iff . „ l| 8784 — 6 89 07,695 
Carlisle „ 18 818 — 55 | 46 8,502 
Chatham and Dist „ 16 | 1,153 |+ 181 | 46 30,444 
Colchester e! gy. 15 296 — 172 | 16 8,332 
Cork .. „ 16 810 — 45 | 46 22,876 
Darlington „ 18 397 + 50/83 | 6,567 
еп ‚| „ 17 41+ 6 | 38 8,147 
Dover "^ Ix |, 368 + 24 83 7,902 
Dublin » 17! 8,946 148 |.. | 108,202 
Dundee ‚| o 15 1,800 |+ 166 | 26 24,183 
East Ham ‚| » 18 1,424 |+ 245 | 88 | 27,897 
Glasgow „ 18 | 29,624 |+ 799 24 | 871,188 
Gloucester „ 15 474 14 28188 | 10,244 
alifax „ 1 1,468 |+ 204 | 81 51,158 
uddersfield » 18| 2,600 + 156 | 93 45,604 
ul .. es „ 18| 4.213 + 30 833 74,024 
Ilford 25 |» 18 974 + 68 -38 16,263 
Ilkeston RA » 215 910 — 17 | 88 4, 
Ipswich — .. „ 18| 650 51 | 88 | 15,147 
Isle of Thanet » 18 540 — 53 | 46 90,177 
Kirkcaldy .. 16 894 — 22 Ss 
Lan'kshire Trm. Co. | „, 16 1,682 |+ 806 | 46 84,427 
à 21 | 10,928 |+ 170 | 32 | 197,805 
Leicester „ 18 | 8,855 |+ 292 | 46 95,616 
Liverpool n 11 | 20,679 |+ 194 | 45 | 476,590 
. C. C. н 4 | 98,090 |--2,196 | 31 | 469,617 
Lowestoft » 18 291 |+ 1/ 7 1 
Manchester » 18 | 94,48 |+ 776 | 33 | 490,468 
Newcastle „ 11 7,584 |+ 200 82 | 128,975 
tNewport » 1 5477 26 8,251 
» 19) 8,190 ＋ 488 | 34 66,227 
Plymouth Я zs s vs d 
Pontypridd А » 18 275 - 88 5,477 
Portemouth „ 18) 2,821 195 | 88 099 
Preston » 16 | 1,190 m Ри ix 
1 Oct. 96 645 |— 78,90 19,689 
Rochdale Nov. 18 | 1,612 |+ 790 | 38 25,958 
Salford „ 12| 8,219 |+ 356 38 | 142,062 
Scarborough Oct. 21 129 s 42 7,474 
Sheffield $ Nov. 19 9,511 |+ 504 | 84 | 168,142 
Southampton | » 15! 1,749 48 | 64 5, 775 
Southend-on-Bea .., „ 16 490 |+ 15 | 88 13,817 
Btalyb'dge,Hyde,&c. | „, 11 1,171 |+ 877 | 30 ‚066 
Stockport .. | os 10 1,5988 |+ 610 | 89 24,697 
Sunderland . „ 5| 2,414 |+ 172 | 31 42,417 
Swindon . „ 15 842 A 93 6,616 
Tyneside . „ 15 701 |+ 23! 46 ! 19,118 
+ Warrington |" 9 328 + 7199 10,984 
West Ham .. | „ 16. 8,618 41,5608 , 38 ,556 
Wolverhampton . » 15 i 1,476 8 ; 
Cen. London Nov. 18 | 14,827 + 968 20 128,978 
City & B. Lon. Rly „n 19 6,156 i+ 352 20 50,545 
Dublin-Lucan RH » M 174 — 18 20 | 9,627 
G. N. and City R „ 18 8,518 + 620 20 | 80,531 
L'pool Overh'd Rly » 19 2,688 — 170 16 31,989 
Mersey Railway ..: , 18 8,946 + 208 90 81,961 


| | WE 


е Compared with the corresponding period of 1904, 
t Includes horse and other receipte, 


-— — 


Total to date. 


£* * 
— 1,537 | .. ix 
— 199 8 э „ 
+ 1,957 18 
— 788 | 18:5 | .. 
+ 1,068 |14:25 
+ 1,788 11:87, .. 
—1,068; ..|.. 
— 11 4l.. 
+ 2,745 26 {+1 
+ 9,021 | 174 |+ 7 
— 6,968 | 58 s 

ee 9:5 

ee 28°5 ө 
+ 190 | 8:5 
— 836) 8 
+ 2,152 | 5°87 
+ 490 1 14°5 
+ 911226 
— 3,177 | 8:86 | . 

+ ‘1,359 (21°25) . 
+ 1951195]. 
— 949 | 65i. 
+ 3,134 7°25] . 
— 1,204 | 6:79 | . 
— 81| 45|.. 
+ 1,244) .. 

— 471 29). 
+ 51,916 | .. . 
+ 8277 85); 
+ 5319183 
— 655 | 5°81 » 
+ 526 9 

+ 2,664 | 2°76) .. 
+ 990] 26 
— 611 | 8°17 

+ 1,222 13:81| `. 
+ 8,106 | 55|.. 
— 247 15|.. 
— 1,588 9:15 e 
+ 607 8 

+ 1971475|. 
+ 14384 5°96) . 
— 881 4 

+ 8,353 | 17 

ee 16 es 
— 1,388 & b ee 

EE 105 | .. 
+ 184 |158| .. 
— 608... o 
+ 8,221 " + 8 
+ 6900989... 

. 47 
+ 871 486; КА 
du ыр 

, і 04.16 
+ 1,276 125 .. 
+ 8,012 | 675 | .. 
117,863 1 + 8:5 
+ 2,798 87 it 8:5 
+ 1,529 | 28 | zx 
+ 565 18 8 
+ 84 
— 813 S65: ., 

1,856 | 10:5 | ., 

8,50 p. 

T Tb: .. 
+ 4,282 | 19:5. + 3:9 
+ 8,855 | 80°5 ＋ 8 
+ 28,942 ee ` ee 
tem БАТ] 
+00, + 
— 81 | 8:5 + 4 
717.016 
+ 8,648 
+ 270 | 146 4 1˙5 
+14,787 |28:75 4 1:6 

Же 9:5 
+ 998,145 
18,746 3 4 
+18, 21°8 1+ 8:1 
+ 6,975 Ы oe 

an 48 ,. 
+ 1,515 85:75 -1-5 
— 486 ee | ee 
+ 666! 6 !., 

„ 
+ 5458 155 4 4 
+ 1.152. 
oOo e 
‘+ 1,048 887 .. 
t 582 | 6:87 4-95 
i+ 25,086 18:25 +8: 4 
бол» ГЮ ,, 
| 
— мо! 6- 

+ 2831 6:25 . 
— 50 7 
i+ 7,098 85 . 
— 1.442 | 6:57 . 
u ii 45 . 


-disappointed holders, and as & very 


STOCKS AND SHARES. 


Wednesday evening. 


Markets have now made up their mind that money mray be 
" easy " instead of dear for the next few weeks, and, with quieter 
news from Russia, the Stock Exchange is more cheerful. Trade 


cannot be called particularly good, but there is a fair amount doing 


in some of the markets. "Unfortunately, there is little pleasant to 
report amongst electrical descriptions, the County Council being 
the skeleton-in-the-cupboard of the Electrical Supply section, while 
Telegraph issues are lacking public interest, except in the case of 
Anglo-American Deferred. 

By rising from 88 to 954, Waterloo and City Railway stock 
has the right of precedence to our attention this week. The 
advance is due, of course, to the proposed absorption of the line by 
its parent company—the London and South-Western Railway. 
The little line of 1j miles is represented, in ordinary stock, by 


£540,000, and there is a small amount of outstanding loans. 


The company was incorporated in 1893, and interest at the rate 
of 3 per cent. paid during construction. In 1898, when the line 
first began to work on its own account, the price went as high as 


1423, which is its maximum quotation, and the lowest was 86, 


reached last year. The dividend has not been higher than 33 per 
cent. for the year, since the company started operations. Sanguine 
souls expect to get a very good price for their stock in the absorp- 
tion, if the latter is passed by Parliament. 


Central London stocks are hardening up, and the Deferred is 
two points better at 864 upon the consideration, often urged here, 
that the stock is certainly cheap at anything like this price. Two 
years ago it went to 118, which was too high, but between this level 
and the present there is scope for a diminished margin. . Districts 
are 383 and Metropolitans 912. 

Several new motor companies and issues are on their way to the 
public. The London Motor-Omnibus Co. offers an issue of 40,000 
6 per cent. Preference shares, underwriting of which was rapidly 
subscribed upon the terms, we understand, of 5 per cent. alto- 
gether— i. e., 5s. per share. The present Ordinary stand at 2,4, and 
the Deferred shares of 18. each have some sort of fancy value; 
there is no market in them. London District Motor- Bus shares 
are 14,4, and London Power Omnibus 14. The London and South 
Coast Motor shares should be left severely alone. It is said that 
the Motor-'Bus Co., for serving the East End, will be out shortly. 

Another newcomer likely to put in an early appearance is one for 
developing motor-cab business, and a significant sign of the times is 
the fall which has taken place during the past week in London 
General Omnibus Stock, now 112, while Road Car ehares at 52 are 5s. 
discount. It is good for the London Motor Omnibus Co. to declare 
an interim dividend at the rate of 10 per cent. per annum, and the 
outlook is admittedly bright. The critic, however, must insist upon 
the utmost necessity for liberal regard bein paid to depreciation, 
else а very promising industry may have to face unpleasant conse- 
quences in the future, just as will be the case with the London 
United Tramways Co., unless it awakens to the need for making 
adequate provision for depreciation and reserve. The Preference 
shares of that company are бв. better at 104. 

Weakness in Cape Electric Trams lowered the price to 1, thanks 
to the miserable showing made by the report. Some suspicious 
folk have an idea that there is а reason for not painting the proe- 
pect in any but dark tints. Buenos Ayres and Belgrano Ordinary 
are 4 lower at 3§, but Buenos Ayres Grand National Prefer- 
ence remain steady at 74, despite a lucidly arranged category of 
reasons put forward against the directors’ proposals by two share- 
holders. Westinghouse Preference crumbled to upon sales by 
speculative investment the 
shares are to be commended to those who take such risks. 

Other changes in the manufacturing division comprise à rise in 
Crompton Preference, and advances of 4 and $ in Henley's Ordinary 
and Preference to 13 and 5} respectively. 

Only Notting Hill shares are better this week in the supply 
department, and they exhibit an improvement of 10s. at 15. Various 
Ordinary shares are 28. 6d. or бв. lower, е.7., Brompton, Charing 
Cross, Westminster, St. James' Chelsea, County of London and 
Edmundson's. Kensingtons at 11] have shed 4, and London Elec- 
tric Preference lost 4 at 5. No other reason can be assigned except 
apprehension of the County Council's possible entry into competitive 
business, to which we alluded last week. Realisation of a few shares 
in а market none too well supplied with buyers, is quite sufficient 
to depress prices. Westminster Electrics are quoted ex rights, 
which is rather an empty compliment, seeing that the rights are 
valued at 6d.to a 1s. premium. Since the papers in connection 
with the new 44 per cent. Preference shares appeared (with their 
extraordinary blunder in calling the shares 5 per cent. in one 
prominent place on the circulars) there has been a steady stream of 
sales. 


Gambling in Anglo A“ ran up the price to a shade over 18, but 
it, slid back to 173. The stock is talked considerably higher. Will 
the next move be a shake-out on the part of alleged weak bulls ? 
Direct United States shares are 3 easier, and the West India and 
Panama group weakened. Western Telegraphs at 144 have 
recovered the amount deducted for dividend and bonus. Eastern 
stocks are unaltered. 

Both the Preferred and Deferred stocks of the National Tele- 
phone Co. are quoted ex rights. The new shares are being freely 
dealt in at 4X to 4 premium for the letters of allotment. Holders 
of £45 Preferred or Deferred are entitled to one new share of £5 
at par, во that the value of the righte is virtually about 10s, per 
cent. on the two stocks concerned. 
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SHARE LIST OF ELECTRICAL 


COMPANIES. 


TELEGRAPH AND TELEPHONE COMPANIES. 


— — S 


frican Direct Т'ө 4% Debs... X 

Tel ap Cave 1 Nos. 1 to 95,000 

5 % Debs., Nos. 1 to 1,980 Red. 

6 % Pret. Am. 

Pei me hen ENS es 

Chii Telep ө, Nos. - 

roial Cable Sting. 800 year 4 % Deb. Bk. Red. 

са са 3 ‘ ee СЕ ‘a 

Direct Spanish Telegra on : be 

Do. do. а 10 9% Cum. Pref. s 

Do. do. 4 % реб. .. .. 

| Dinece дег He Reg. Deb., 1 to 1,900, R. 

. e Ф . Ф 

Eastern Telegraph, Ord. i v vs 
Do. ^ t. Btook 

Do. Mos Deo. Btook Red. 


Eastern Extension, 1 and China Tele. 
4% Deb. Stock 


Ема &В. Atrio, Tel., 4 Mt. Db., 1 to 8,000, red. 1909 
Do. 4% Reg. Bebe (Mauritius Bub.) 1 to 8,000 
Globe Telegraph and Trust we " 
do. 6 V Pref. s “x 
Great Northern Telegraph, of nhagen ae 
Halifax and Bermudas ae HAT 1st 1.0, Red. 
Indo-Buropean T " egraph : 
el ee eo 
Marconi's Wireless Tol Telegraph. ae m 
Money Video Telephone Co., Ltd. Ord. ag - 


о. B% Pref. с .. 
National Telephone, Pref. Stock v4 “a vs 
Do. Def. f. Stock ae ee 
Do. do. 0 Cum. lst Pret. ve es 
Do. do. Cum. 2nd Pref. 
Do. do. 5 xt on-cum. 8га P. 1 to to 350,000 
Do. do. 33 % Deb. Stock Red. 
Ontentel Toler” ak "UA p d 
en elep. an ec x y 
Do. до. до. 6 pai 
Pacific & European Tel., 4 % Guar. Debs., 1 to 1,000 
Reuter's ; ae T 
Telephone Co. of Egy pt, 4 95 Deb. Rod. ss 8 8 
Submarine Cables Trust 2 $5 > 


" clean Tel h 
erican Telegrap 
do. do. 
vn vor Plate pele hone 


5d Debe um. Pres Nos. 1 to 40,000 
Do. do. 5 Ер 
West African Tel h, 8 
W Car 1 to 80,000 & 68,001 to 58,008 
Debe., 1 to to 1,500 . by Bras. Bub 
Western ele „Ltd., Nos. 1 to 907,980 
8 % Debs. 2nd series, 1908 
Do- do. 45 Deb. Stock Red. 
B 55 x 828 
Do. do. Cum. I ссе sn 
Do. do. $ Cum. 2nd PN i i 
Do, do. Debs., Nos. 1 to 1,800 vs 
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ELECTRICAL RAILWAY, MANUFACTURING 


| Anglo Argentine Trams, 260,008 to 430,007 . 

| БА % Cum. Prefs., 1 to 960,007 . 
Do. Permanent, 6 % Deb. Stock 1888 

Auckland E. Trams., 6 % let Mort. Deb. Stock 

Babcock & сок, 1 to 580,000 


Do. 6 Cum. Pref., 1 to 100,000 . 
British Aluminium 7 um. Pref. se EM 
Do. do. . 4.86% Com, Pref. .. у 
! Do. do. 4 д Funding Certs. 
| Do. do. 5 9 1st Mort. Deb. Block Red. 
| British Columbia E. Rail Def. Ord. 8tock . 
Do. 5 % Pref. Ord. Stock Я 
| Do. 5 & Cum. Регр. Pref. Btock 1. | 
| Do. A E » 1 to 6,250 . 
Do. % Vancouver Power Debs. al to 2,200 
British Electrio Traction ` e ee 
Do. do. 6 % Cum. Pref. ae ae 
Do. do. 5 96 Perp. Deb. Stock 
Do. do. 96 2n Deb. Stock Red. 


Do d А Ist Mort. Deb. Red. 
British Thomson-Houston 44 % 1st Mort. Debs. .. 
IRE Westinghouse 6 96 f., 1 to 200,000 and 

215, 001 to 475,000 | 


. . 4d Cam, Prot eet es 


Do. do. 4 % Mort. Deb. Stock 
вончен, Lindley & Co., Ord. vs 
96 Cum. Pret, "s 
"веш Eleotrioal Engineering, Ord., 1 to 106,781 . 
Non-cum. 6 % Pref.. 4 
Perp. Deb. Stock s: 
Perp. 2nd Deb. Stock 


| 
Do: 

| Buenos Ayres & шы; 1 to 00, 000 
| Ро. A 6% Cum. Pref., 1 to 40,000 
| Do. “В” do. 1 to 27,500 
Do. 5 % Deb. Stock  .. 
Do. 5 % 2nd Deb. Stock 
Calcutta Trams., 1 to 105,000 К 

Do. 105, 001to 137, 610 

Do. 44 0% 1st Deb. Stock ee 
| Callender's Cable Construction shares "m 

Do. do. 5 96 Cum. Pref. 
| Do. do. 44% lst Mort. Deb. Btock Red. 
Cape E. Trams., 1 to 491,223 
| Castner- Ronni ТАНАП, 1 to 450 000 
' Do. 43 % lst Mort. Deb. Stock 
Central london. Railway, ош. Stock А 
Do. do. 4% Pref. Btock | 
Do. do. Def. do. .. 
City and South London Railway d 

Crompton & Co., Nos. 1 to 85,000 


{ Do. 5 96 1st Mort. Reg. "Debs;, 1 а} | 


900 of £100, and 901 to 11,000 of £50 Red 
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SHARE LIST OF ELECTRICAL COMPANIES.—/( Continued). 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL CORE NEES nee) 


Present 
Issue, 


260,000 
805,000 
294,150 
600,C00 
599,700 
63,400 
300,000 
300,000 
99,961 
17,189 
344 ,0231 
100,0001 | 
112,100 
31,890 
200,000 
200,000 
780.000 
98,000 


600,070 
899,930 
125,000 
331.000 
314.016 
500,000 
850,000 
160,000 
240,500 
210,500 
245,000 
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Etock - Closing Closing 
NAME. | or. | y dera for the | Quotations Quotations 
| Share. а qut Nov, 15th. Nov, 22nd. 
| 
і 1904, 1903, 1904. 91905. 
Dick, Kerr & Co., 1 to 52.000 * T * 5 d 6 10 95 T 81— 9 BÀ— 9 
Do. do, '6 % Cum. Pref., 1 to 61,000 be 5 g% 6 % 6 96 6 96 | 51— 6} 54— 64 | 
Do. do. 44% Deb. Stock ..  .. 100 8 449 44%, 43% | 106 —108 106 —108 
Dublin United Trams. . 1 to 60,000 9 1 aia 549% 6% 895 | © 134— 144 13 144 | 
Do. 6 % Pref. between 1 and 60,000 10 : 6% | 6% | 6% 144— 154 145— 155 | 
Do. 14 , Debs. .. 100 4: 4% | 4% .. $ 99 —101 991— 1004 
Do. 94 « ul. 4 bs.. : 100 * 84% 34% 98 99 98 — 99 
Do. 8{ 9 «€ ' B” Deb. Stock. 100 АР 34% БТА 96 97 964— 974 
| Edison & Swan Utd., '* А " shrs., £3 på., 1 to 99, 961 5 Nil Nil 24% § 7 li— 18 lg— 1 
Do, “A” shares, 01—017,139 Б Nil Nil | 2495 S — M 9 — 2% 
Do. 4 % Deb. Stock Red. .. 100 4% 4% 4% „ | 86 — 90 B5 — 90 | 
Do. 5 % 2nd Deb. Stock Prov. Certs. all ра. 100 % 5% 5 % „ | 93 — 97 92 — 97 | 
| Electric Construction 1 to 119,100 — . 2 6 95 4% Nil s — 4 ы EE 
| Do. do. 7 96 Cum. Pref., 1 to 81,890 2 7 96 7 96 1% ac 64 lg— 28 14— 2 
Do. do, 4% Perp. Ist Mort. Deb. 8k. | Stock 4% 4% 4% * 92 — 95 02 — 95 | 
! General ул = Со. (1900), D Cum. Pref. F 10 5 % 5 96 5 % бә 94— 10 94— 10 
Ро. 4 % Mort. Deb. „. Stock | 4% | 4% | 4% + 96 —100 96 —100 
Gt. N. & City Rail Pref. Ord, “А 4% 1 to 78,000 10 v 8 % 4 96 4% 5 51 5 — 57 
Greenwood & Batley d 9^ Cum. Pref, Р 10 4 71% 1% 7% | 104 ET 101— 113 
Do. do. ‚ Mort. Debs. EM € 100 Р | 596 5 9 5 X 101 102 101 — 102 | 
| Henley's (W. T.), Telegraph Works, Ord. .. oai Б 20 % 15 % |15% 10%§ | 12 — 13 124— 134 | 
Do. do 44% Pref. .. 5 44% 45% 44% ae || 5 — bi 5a— 58 
Do. do 44 Mort. Deb. Stock Stock 445 44% 44% M 109 — 111 109 —111 
India- Rubber, Gutta- Percha & Telegraph Works.. 10 10 96 10 9$ 5 96 24965 16 — 17 16 — 17 
о. йо. 4% 1st Mort. Deb. .. 100 4 96 4% 4 % га 99 — 105 99 —102 
Lr erpool Overhead Railway, Ord. .. * 10 14% 12% 1195 $^ 2à— 28 2à4— 2 
Do. do. Pref. £10 paid 10 5 96 5 96 5 96 5% | 6$— 7 61— "i 
London United Trams (1901), 1 to 50,007 .. 10 8 % 6 9 4 95 | 94—- 104 10 11 
Do. do. 60,008 to 100,000 (£4 paid) 10 8 % 6 94 4 954 4 5 4 5 
Do. do. 5 95 Cum. Pref., 1 to 125,000 . 10 5 5 9 5 & 9$ 104 10 104 
Do. do. 4% Ist Mort. De b, Stock А 100 4 ‹ | < 4 9 100 —130 100 130 | 
Metropolitan Electric Trams, Defd. .. - * 1 F I b 12 2 
Do. 5% Cum. Pref. 1 1 1 da 1 lfa 
Do. 13 A Deb. Stock Red. 100 106 108 106 108 
Peebles (B.) & Со. 6 % Cum. Pref., 20,001 to 40,000 5 ia | 6 96 6% | 1— 53 4i— 58 
Potteries E. Tre., 20,001 to 40 000 & 50,001 to 54,500 | 10 * 5 % 5 % ‘a | 87 94 84 91 | 
Do. 5% Cum. Pref.,1 to 20,000 & 40,001 to 44,500 10 * 5 % Б N 5 | 94— 10 91— 9$ 
Do. 4495 Deb. Stock mom NS 44% | 44% 101 —104 xd | 101 — 104 xd 
Telegraph Construc tion and Maintenance | 20 % 20 % 15 96 B2 — 84 32 — 84 | 
Do. 4 % Deb. Bds., 1 to 1,500 Red. 1909 100 4% 4% 4% A 102 —104 102 —104 
Undergd. E. R., L on. „5% Profit Shar. 8. Nts. M * дь 5% 5% 995—1004 994—1004 
Waterloo & Ойу Railway, Ord. Stock 100 84% 84° 82% B 968 87 — 89 04 — 97 
Willans & 7 1 to 30,000 & 80,001 to 116, 666. Б ёз 6 %§ F ae 14 2 15 2 | 
Do. 6% C. P., 80,001 to 80,000 & 125,001 to 141,666 | 5 8 © =< i ok) Meer CE 91— 934 | 
| “Оо. 4% 1st Mort. Deb. Stock 100 4° 1% | 85 90 85 — 90 | 
ELECTRICITY SUPPLY COMPANIES. 
Bromley (Kent) E.L. & P., 1 to 14,000 A 5 x W 44/1 а 5 5 | 
0 2. ee | . | — | | 
Do. do. 44 96 lst. deb. stock ээй, Е 44 | 44% 44% | 102 —105 | 102 —105 
Brompton & Kens. ogi * Bup., Ord., 1 to 20,000 Б | 89$ 10 10 e 10 91— 93 | 
Do. 7 o Cum. Pref. 5 7 7 1 - 92 | 9 — 94 | 
Central Electric чик... | % Guar. Deb. Stock .. 100 4 4 4 - 105 —108 105 —108 
Charing Cross and Раева lectricity Supply 5 10 8 8 5 966 63— 78 61— 71 
Do. do. um, Pref. 5 i 449%, 4 8 od 53 i 54 
Do. " Cit y Undertaking "44 % Cum. Prf., 6 44 4 4 Ee. pos 5 1 b | 
Х 1908 А A (Шу 4 sS] 4-5 | & 6 | 
Do. Mo 4 96 Deb. Stock Red. oe | 100 | 4% 4 4 . | 108 —105 ‚ 108 —105 | 
Chelsea Electricity Supply, Ord. ; Н 5 o ' 6 43005 6 — | — 
Do. do. 44 % Deb. Stock Red. Stock 4 43 44 dei 110 —112 110 —112 
City of London Elec. Lighting, Ord. 40,001—110,595 10 5 5 6 5% 11 121 11j— 12 
Do, 6 % Cum. Pref., 1 to 40,000 . 10 6 6 « 6 А 134— 14i 134— 14 
id 5% Db. Stk. ‚ Scrip. (iss. at 115) all pd. * 5 b Г | е | 124 —128 124 —128 
4 % 3nd Db. Stk., Prov. Cris. all pd. 100 4 4 | ‚| 104 —106 104 —106 | 
cue of London Electric І, hting, Ord. 1—40, ‚ 10 | 4 4 4 4 96$ 94— 1 10 | 
do. 6 + 40,001 —60,000 | 10 | 6 6% | 6 12 — 1 19$— 194 
ро. до. ok one | 11 —114 uis O| 
do. må Deb. Stock .. $ Stock | 4 4 . 102 —104 102 —104 | 
Edm лшн в Electric Corporation, Ord. Shares.. ` 5 | 1 7 7 | P 54— 
Ро. do. 6 % Cum. Pref... puse ' 6 6 | 6 К 6 — 6 — ái | 
do. 4 9 1st Mort Deb. Btk 100 | 4 4 44% | .. 108 —11 108 —110 
| Folkestone, 1 to 10,000 in "ES D Ep % | 4 908 5), - 63 | 5 
Pa 6 % Cum. Pref., 1 to 10,000 г. ЖО 5 20 В MEE 5 — | a 51 
Bo. 43 % lat. Deb. Stock '.. .. 100 is % 43% ae 101 —3104 101 —104 
Hove, 1 to 18, „ 5 P % % .. | 8— 8 | — 8 | 
Do. New (£5 10e. uid) » | £8 | $ 4 „ si— „ 8 | 
Do. 4% Deb. Stoc Sa 100 4 е 4 % 95 — 98 94 — 97 
Do. 44 % Deb. Stock 100 |; 35 120 4% 88 100 96 990 
Kensington and Knightsbridge Electric Ord. 5 10 1 12 114 1 ; 10—114 | 
Do. do. do. 4 % Deben. Stk. ! Btock | (x 44 4 5 коз 98 —101 96 —101 
London Electric Bupply Corporation, rr Ord. | 8 N. Ni 8 v 11— 23 1 
ре do. do. Pref.. | Б | 6 6 6 xe 6— b 44— af 
do. 4 % lst Mort. Deb. Btk. Red. | Stock | 4 4 4 .. | 99 —102 | 99 —102 | 
Мено litan Electrio Supply, 1 to 100,000 . | 5 7 10% | 1096581 10—10 10 — 1 
44 9% Cum. Pref. 1—71,106, £8 pd.' 5 i 4 W 4 En | | | BR— | 
я V ist Mort. Deben. Stock ..' .. | . + 100 —113 ; 109 —118 | 
Do. % Mort. Deben. Stock Redem. , Stock | aa — | — 99 
Midland Electrio Corporation, 44 % Ist Mort. Deb. | 100 „ .. | 100 —108 | 101 —108 
Newcastle-on-Tyne, 1 to 67,009 js Fa 5 н 8 96 8 9 968 8 — 8 — | 
Do. 87,010 to 75,000 "M II M x: 2 в 8— 83 
Do. 5% Pref., 1 to 57,009 ù /ñ ＝Trt: | Б e | 5% 5 5% | — | 
Do. 57,010 to 15,000 .. . BF „ „„ oe 4 | | 
Notting Hill Electric Lighting : 10 6 6 J 14 — 15 | Má— 1 | 
Do. do. 4% 1st Mort. ba. ..1 100 4% 4 Фф 4% , .. 98 —100 . 98 —100 
Oxford, 1 озара 40706 18810 Ке 5 62 7 5 %8 — 6 | 64— 6i ! 
Do. 4% Deb. 8tock . .. 100 4 4 A 4% 100 —102 | 100 —102 | 
St. James’ and Pall Mall Electric Light, Ord. .. | 5 | 144% 143% | 144 10958 = Mà | 18—14 
Do. do. 7 96 Pref. 20,081 to 40,000 5 7 | 9 5 | 7 7 965 — 9 81— 9 | 
Do. do. 34 80 Deb. Stock Вей... 100 383% 84 : 98 —100 , 98 —100 | 
Smithfield Маке Electric dau, Ord. .. 5 4 4 н 2 — 4 2 — 24 
| Do. о. qb Deb. Btock ` Stock 4 495 4 . 16—80 ` 16—60 | 
South London Electricity Supply, Or 5 ES 8 4 " : — 4 4 
South Met. Elec. Lt. & Power Sas, uke 1 Ni: Nil’ Ni, $— HH |: — | 
(Late Blackheath and Greenwich |19, % ‘Pret. . 1 Nil 1 * | EC 1 ) 1 1% { 
| Dist. E.L.Co. d 44 96 1st Deb. Btk. 100 | 4à 1,9 | 44 а 105 —108 | 108 —108 | 
Urban Electrio Bupply, Ота. .. NEN 5 57 55 5 e 42 — | 4ài— 2 
Do. 20; 6% Cum. Pref, .. 5 5% 5 | 5 e | 6 — | Б— b 
Do. 44 9% 1st Mort. Db. Btk. Red. 100 Ж: 44 .. | 104 —106 104 —106 
Westminster Elective Supply, Ord. .. d 5 12 133% 14 18% 12—12 12 —1 
Do do. 5 % Cum. Pre. 5 8 45 8% 5 . 6 — | 6 — 60 
| l | 
Shares not officially quoted Mackay С Companies, ord., 52 —524. Pref. 344—765. 
t Unioni otherwise Btated all penance are dai на j Interim dividends. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING OCTOBER, 1905. 


A STEADY increase has characterised our returns of clectrical 
exports during the past few months, and our satisfaction at this is 
not marred by the—let us hope spasmodic —ise in electrical 
imports which occurred during the poriod under revicw. 

The total October exports amounted in value to £109,102, as 
compared with £103,471 recorded in September, and £98,362'in the 
month of August. 

The imports, on the other band, have: risen sharply to £140,455, 
but this compares with £101,721 in September, and £115,949 in the 
preceding month. 

The rc-exports have steadily risen during the past three months, 


the amounts being, for October, £9,871; September, £8,335; and 
August, £6,148. 

Considerable improvement is noticeable in our exports of elec- 
trical machinery, clectrically-driven machinery, electrical goods 
and appliances and tramways material; cable exports, however, 
have declined. Ап all-round increase has occurred in the imports, 
one item of £16,452 worth of telephone material, contributed by 
Sweden, being especially suggestive in view of the home каша 
which exist for such work. 

No telegraphic imports or exports, registered as such, were 
recorded during the month ; and the returns of that period, as usual, 
emphasised the purchasing value of our Indian Empire, South 
African Colonics, and the South american Republics. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 
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wi do i | 
m & Коо. ‚ CR | 22 2 2 
i 2 2 2 = 2 8 8688 d ee 2 p 2 8 2 
. А E z 388| fjadl epo „ Ed 2.5 232 
Country receiving exports and importing. бта 5 ( PET P 8 2 8 | 8 5 | 2 2 | 2 Efo | ESE TH 
Fir a ЗЕ E |5% ag „ а gig 23g) fai 
$ 2. ы | deg, 3 B gg | | PES Е E| eee 
D E d — 0 ШЫ | ЩЫ | | 3A 
MERE NENNT E cc ES MINE MEME ULM EHE с 
e ££ £! de s do od £ £ £d £ 
Russia, Sweden, Norway Denmark and Iceland 138 848 | 82 | 2000 18 96 | 68 | m * Е 
German .. 185 | d 33 30 3 . 66 32 
Netherlands.. | 178! 122 520 7 eael al om 
Dutch Borneo, Java and Dutch Indian Possessions 118 | so RG .. ! 55 "LEUR 17 8 
Belgium ., 219 S. c OE des x „is se E 
коео. a Wie ac. 4n] 388 | | 208) 19 | i | 481 925L. sem. ds. aru 23 | , 
en es rica T а T T s 85 T он ИО Я 
Portugal, Portuguese East and West Africa 82 | 77 1 39 | 45 25 | 475 | 5 | — 114 | 19 uis 
Spain and Canary Isles. i 455 12 bs 206 68 | | шш ш ө | T 
Italy and Austria- 5 О - SO | ep 490 2 | 90! 65 bo d | 50 | 
Greece is a sis iei 8 n 20 pe cio xs к | d al he 
Egypt A AS Ge 45 P xe 127 | 13; .. | 440 C ou | 9! 110 
Tunis and Persia ... ia - es — 25, 21 5 e a | = | NS | s un 6 | 3,756 
China and Siam ' 434; 51 1,308 19 | 17 696, 111 313 
йер e | 135 | 2,087 8 " | 356 nos y | 13 | 887 
A. an Cuba 18 Pus duh or 40 978 - jos "D ЮМ 
Mexico, Colombia, Panama and Uruguay | js 1,246 i 75 | зе | 1,087 FA 14 28 
JJC чё” о у О 5 | 138 650 1,077 | 275 | 3192 102 .. 2. зы | 
Brazil "I ERU ЖИЛ СЛ » 11 .. |; 1,604 "n 10 72 
Argentine | 1.688 128 215 85 3: 1,871 29 | 45 558 104! 
Channel Isles, Gibraltar and Malta 405 | 1,223 199 | 20 | 243 18 | 100 | | 
British West Africa . 999 s d 23 98! 6 : 56 400! .. | 33! 8 
Cape of Good Hope "NON хк ш | 1,237 | 1,343 | 1,023 ; 370 302 | 3,503 2.494 70 1,310 
Natal.. ш... sue A 1,370 2,944 1,475 | 470] 93 5,690 | 115; .. | 165: 1,200 
Zanzibar, Mauritius and Aden. BA e 2 var. = Ун "PNE 1175 5-9 x 
India. . | л ы XA | 8,375 | 7,157 | 1,592 | 574 | 10 3,681 | 534 109 3 1.223 | 3,600 
Burmah 3d x im 55 е GIA. „40 16; . 7i 131' 53 EN 4 N "lues 
Ceylon Е it Mr м .. 21 144, 46 | 1 142 | 8 | 3 44 Am 
Straits Settlements... e . 98] 142 51174 EE „ dop в ш | 107! 122 
Hong Kong .. ı 142 129 54 272 D. o E „г - "P C 
West Australia e Us 5i — 381 | 46 | 285 63 | 192; 113 | oa M | 33 | 166 | У 
South Australia ids i: E . 245)... а 32 21 Hie C 10 ia n m 42 
Victoria "MDC us s ^a . 275 | 632 | . 105 | 762 | 15! aa | E | iu Р 
New South Wales ... eso e 593 455 440 | 424 481; 049 50 | 19 28 739 | E 
ee Stee а У У 
New Zealand | ee o5. 299 77 7200 „ 149 120 44 54s 220 
Canada and Newfoundland —— .. 00.1 438] 2. | 29 5999 16 . 141 | 8 . 
British West Indies and British Guiana 90 әй р 4944 5 59 " 
| | = » | E à | ES —ů— 
Total, £ 17,911 19,804 | 9,352 4,185 2,729 34,670 | 3,766 | 230 | 2,977 | 9,885 ‘ 8,600 
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| | & | 4 £ „„ ж (d £ £- 
Russia, Norway, Sweden and Denmark... 987 MES Aa" 110; .. | 935 | 63 "T | 16,463 „ uu 
Holland... . 7,845 761 | 1,940 | 15 21 10943 | 6 4,373 50  .. n 
Germany у. yu „ö a 7,536 7,426 ! 123 | 1,219 | 8,047 | 350 921 | 1,570. PR 
Belgiui nn 10.664 1,234 20 | 2,292 | 5,772 30 925 2,046 ` 1 
France „ 9,691 1,616 311 90 345 2952! 632 2,628 „ 
United States. 6,843 120 193 106 | 139 3 112 108 115 25 1255 


-- | 


Total, £ a 566 11,157 | 2,587 
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Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


z 
3,832 505 | 48, 361 ! 1,189 8,962 | | 20, 154 125 
| | | 


Additional imports: Canada, fittings, £2; Cape of Good Hope, electrical machinery, £15. 
Registered Re-Exports of Foreign and Colonial Electrica] Goods from the United Kingdom. 
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Various countries, mainly as above 2,419. 332 


TOTAL EXPORTS: 
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£109,102 £9,871 £140,455 
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NoTEÉ.—The amounts appearing under tbe several headings are classified according to the Customs returns. The first and 
third columns contain many amounts relating to “ goods" otherwise цасаа the latter, doubtless, consisting of similar 


materials to those appearing in adjacent columns. 
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THE SUBMARINE CABLE SITUATION IN 
| ALASKA.* : 


Іт is interesting to note that in his annual report, Major W. А. 
Glassford, chief signal officer of the Department of the Columbia, 
who has charge of the entire cable and land telegraph system of 
Alaska, strongly recommends that the earnings of that telegraph 
service Should be applied entirely to extensions and improvements 
of the system and to the laying of additional cables. This recom- 
mendation is heartily endorsed by Gen. Constant Williams, in 
command of the department, and it is altogether likely that it will 
likewiss receive the endorsement of Gen. Greely, chief of the 
Signal Service. . | 

Major Glassford was interviewed recently as to the submarine 
cable situation in Alaska, and made some important statements that 
bear very intimately on wireless telegraph problems. Не said: 


“Опе of the claims made in behalf of the wireless service was its 
adaptability to that section, because it would span over the physical 
In support of 


difficulties encountered by the present land wires. 
this claim the name of Capt. Leonard D. Wildman, Signal Corps, 


who installed the system between St. Michael and Nome, was used 


Fic. 118. 


in such a way as to reflect upon the Signal Corps for not being in 
advance of modern progress in transmission of information. 

“The Signal Corps is to-day operating the longest successful 
wireless system in the world between St. Michael and Safety 
Harbour, a distance of 107 miles. This plant was evolved and 
installed by the Signal Corps, and would naturally meet with any 
improvements or extensions, if such were possible. The шеге fact 
that the chief signal officer of the army, after a personal visit to 
Alaska last summer, did not recommend the installation of the 
wireless plant demanded by the Alaskan papers, shows that hc 
found such extensions or improvements were not possible. On the 
contrary, an extension of the cable and land lines will doubtless 
be recommended. It may also be added that a commercial com- 
pany bas already failed to make possible communication through a 
chain of stations, which it undertook some two years ago in Alaska. 
The present installation between St. Michael and Safety Harbour 
is an outgrowth of the experience derived from the company in the 
failure to establish а chain of stations. 

“ It has been shown that a single stretch in wireless communica- 
tion is quite possible, but а chain of them has not so far been 
accomplished. Even though the wireless installation of the Signal 
Corps might be extended 107 miles or more overland, there would 
be objections, and possibly insurmountable difficulties in establish- 
ing a chain over so long a distance from St. Michael to Valdez, 
which in a straight line is between 500 and 600 miles, but with a 
chain of stations would be in the neighbourhood of 1,000 miles. 


* New York Electrical World and Engineer. 


Fic. 119. 
Best K LLovp's FITTINGS. 


“There has so far not been discovered any means by which a 
message can be sent and one be received at the same station at the 
same time. This difficulty or impossibility may be illustrated hy 
supposing that a chain of six stations were established between 
Nome and Valdez, via St. Michael, stations on the Yukon and 
Tanana, and over the mountainous country to the headwaters of the 
Tanana, covering the present route of the telegraph line. If а 
number of messages were handed in at Nome at 8 o'clock in the 
morning to be transmitted over this line, the first relay would һе 
at St. Michael, and the operator there would have to wait until the 
last of the whole number of messages were reccived before the first 
one could be forwarded to the second station in the chain. 

“ Supposing that an hour's work was over at Nome, it would 
therefore be 9 o'clock before St. Michael could commence to send. 
The next station would in turn send to the third station at 10 


. o'clock, and the third station would send to the fourth station at 


11 o'clock, and the fourth station would send to the fifth station at 
12 o'clock, and so on, so that it will be readily seen that Valdez 
would complete the reception of these messages, commenced five 
hours earlier at Nome, at about 1 o'clock in the afternoon. Valdez 
would forward them over the cable to Seattle as they were received. 
This would be the quickest possible time that the messages could 
be transmitted. In the meantime, by delay of an hour, these 20 or 


Fic. 120. 
(See page 863.) І 


. 30 messages' might be sent from Valdez to Nome, the extra hour 


being required for the delay at the crossing. If messages were 
handed in at an intermediate station in the meantime, the time of 
transmission would be increased by an hour or so for every few 
messages. 

“ It must therefore be clear that, even though great improve- 
ments have been made in the wireless telegraph, it could not handle 
the volume of business that would be given to it as is now trans- 
mitted by the telegraph. . In addition to this fact, there would be 
six telegraph stations in all Alaska, as against 42 at present; and 
if the stations were put, say 200 miles apart, which is at present 
the maximum limit of wireless telegraphy as demonstrated for 
practicable business transmission, there would be only a few, say 


‘five or six, telegraph stations in all Alaska, and it can readily be 


seen that some of the present important stations must be left out 
entirely. If they were to divide this distance on & basis of 200 
miles, Fairbanks would be left out." 


Hot-Wire Are Lamps.—Mkxssns. Foster & Co., of 
Wimbledon, the inventors of the now well-known hot-wire arc 
lamps, have just received an order from Belgium for 300 arc lampe. 
We learn that the firm are now working night and day shifts, and are 
full up with orders both for this country and abroad, having werk 


on hand at present for Canada, Germany, South Africa, India and 
Australia, &c. 


— 
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of bulbs is inappreciable, as no discharge of carbon particles fram 
the filament can take place, so that it is stated that throughout the 
whole life of the lamp there ix no obscuring of the light or loss of 

. candle-power on this account. An average life of 500 burning 
_— ; hours is claimed, though in the list recently issued, tests are printed 
(Continued from page 825.) which show that a much longer useful life has been experienced. The 

i power consumption is stated to be 1:5 watts per c.P. The lamps are 
intended to be run in series, the makers recommending three for 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


—— — — 


Best & Lioyd’s Fittings. 


the same voltage aud the same С.Р. are to be connected in series. 


low voltage circuits, and five for high voltage; but only lamps of - 


man "el OES n 


We have lately had the pleasure of visiting the London show- 


room of Messrs. Best & LLovp, Lro. (Cambray Works, Hands- 


worth, Bitmingham), at 11, Bartlett’s Buildings, Holborn Circus, 


E.C., for the purpose of inspecting the varied display of electric 


Fic. 121. Fio. 122. 


* Best & Lrovp's FITTINGS. 


"light fittings which are on view for the present season. The firm 


are well known as specialists in work of this description, but 
though their collection includes numerous specimens made to 
excellent high class artistic designs, there is also evident an ability 
to mect equally satisfactorily the demand for cheap serviceable 
lines which are required fur that increasing section of the public 
who, though possessing but a slender purse, are able to appreciate 
the advantages of electricity as an illuminant. Messrs. Best and 
Lloyd, Ltd., in brief, cover the whole range of electric light fittings 
manufacture, from the plain commercial article to the contract for 
a complete and elaborate outtit of some grand old country mansion, 
where costly and special artistic work is called for to harmonise 
with particular surroundings, fulfilling a desired scheme of tasteful 
ornamentation. 

It is impossible to be in these showrooms for half a minute 
without being impressed by one fact more than any other, and that 
is the predominance just now of electric candle fittings. Some 
examples of these, selected in the course of our passage through the 


several departments, under the genial pilotage of Mr. Kerswell, the 


London manager, are illustrated herewith. Fig. 118 represents a 
matt, or oxydised brass electrolier, in Flemish style, with six 
shaded candle lights; fig. 119 is а three-light electrolier in the 
Adams style—of very acceptable design, with becoming etched 
glass globes. In fig. 120 we show a third electrolier in the 
“ Empire ” style; this is a five-light example, having three candle- 
shape fittings and two lamps, with obscured flame glass and three 
arms, a bottom centre light, and stretchers wired up to lampholders. 
Of brackets, we can show few finer specimens than those in 
figs. 121 and 122, where fig. 121 is in Adam'sstyle, and has an etched 
glass globe, and where fig. 122 is a two-light polished brass candle 
bracket with repoussé back, such as the firm design to harmonise 
with a special piece of ornamental decoration. We selected many 
other fine fittings for the purpose of this account of our visit, but 
are nonplussed by the very embarrassment of riches, so we will 
stay our hand as we mention one more, fig. 123, which shows a 
polished brass pillar with a glass shade which is dark green outside 
and white inside. 


The ‘Osmi °° Lamp and Adaptor. 


This new lamp, which is being supplied by the GENERAT. 
ErkorBiC Co., Lro., has, as will be seen from the figure (No. 124), a 
very similar appearance to the ordinary glow lamp, the whole diffcr- 
euce consisting in the special form of filament, which is made of 
osmium, This metallic filament possesses several advantages over 
the ordinary carbon filament, a high fusing point, a white light, 
and a higher electrical efficiency being claimed. The blackening 


The lamps are only burned in the vertical hanging position. 


In fig. 125 we illustrate an adaptor which is being supplied specially 
for these lamps. It is in polished brass, and is designed for put- 
ting in series two, three, or more lamps. This fitting has a bayonet 
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Fic. 124.— THE “Osmi” Lamp. 


Fic. 123. 


adaptor, which enables it to be fitted into lampholders on existing 
fittings. Those who wish for particulars of tests of Osmi lamps 
should drop a line for the G. E. C. No. S 1,078 list. | 


Fia. 195.—“ Osu1" Lamp ADAPTOR. 


The makers are just at this moment announcing reductions in the 
prices of these lamps. 


New Fuses and Switches. 


In their supplementary list of electrical supplies which is just 
issued, Messrs. Warp & GorpsrONE, of Manchester, illustrate 


Fic. 126.— THE GUARDIAN " REPLACEMENT FUSE. 


various new patterns of fuseboards, iron fuse boxes, replacement 
fuses, watertight fittings, &c. In fig. 126 we illustrate their 


— 2 cee Et E e A ) — — — 


. “Guardian ” replacement fuse suitable for 500-volt circuits, and in 
fig. 127 the new “ Standard ” fuseboards with “Guardian ’ fuses ; 


— 


Fic. 127.— THE NHR W “STANDARD ". FUSEBOARD. 
\ er , . 


these boards have metal parts of ample capacity mounted on best 
English china, and are supplied in polished tenk eases, The Dutton | 
: е ' , 


Fic. 128.—Tue Derron D.P. Ікохсілр SWITCH. 


р.р. ironclad switch (fig. 128) has been designed particularly for 

motor use for high voltages. This form of switch can also be sup- 

plied in a water amd gas-tight case, with handle at side. : 
(To be continued.) 


— 


а 
MERCURY ARC RECTIFIERS. 


Tus type of rectifier is fast becoming a definite and recognised 
article of manufacture and commerce, as is evident from an article 
in the Electrical Review, N.Y., for September 2nd, by Mr. P. р. 
Wagoner. The article contains not only a clear account of the 
principle upon which the apparatus works, with a description of 
the main parts employed in its construction at the works of the 
General Electric Co., Schenectady, N.Y., but also miscellaneous 
electrical details connected with the complete apparatus. 

. The rectifier, as at present manufactured, comprises four essential 
parts. "These and the electrical details are thus described by our 
contemporary :— 

Penel.—The panel, with material mounted thereon, requires a 
floor space of approximately 24 in. x 18 in., with a height of 76 in. 
On it is mounted a voltmeter, ammeter, double-pole switches for 
connecting the panel to the supply circuit and the load circuit, and 
the necessary double-pole and single-pole switches for starting and 
operating the rectifier. Fuses and circuit-breakers are supplied 
for protecting the rectifier against overloads. A starting resistance 
is mounted on one of the pipe supports, and is connected in mul- 
tiple with a pilot lamp mounted on the front of the board. The 
function of the starting resistance is to allow the rectifier to start 
before throwing on the load. The function of the pilot lamp is to 
act as a warning after the load has been thrown on that the start- 
ing resistance switch should be opened, as the lamp is dark only 
when the rectifier is operating on the load alone. 

Lube and Holder.—'l'he tube (fig. 1) is an exhausted glass vessel, 
containing two anodes A A, one cathode в, and one starting anode c. 
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The terminals are provided with metal caps which. protect the 
electrodes, thus reducing to à minimum the liability to damage. 
The leads from the anodes are connected to the compensating 
reactance and the lead from the cathode to the load. 

The holder consists of a moving member mounted on the face of 
a panel and provided with spring clips for holding the tube: Тег- 


" minals for connecting the various parts of the tube to the panel 


are mounted on the panel (fig. 2). 

Compensating Reuctance. The compensating reactance (fig. 2) is 
connected directly across the alternating- current supply mains, and 
is either mounted on the back of the panel, or stands on the floor 
under the panel. Leads are brought out from the reactance to a 


Fic. 1.—Mrrcury Arc RECTIFIER TUBE, REPRESENTATIVE OF 
10, 20 оң 30-AMPBRE SIZE, 


dial switch mounted on the front of the panel. By means of the 
dial switch the voltage and current may be varied within the limits 
of the rectifier. x 

Capacity. The rectifier is now furnished in three standard sizes, 
namely, 10 amperes, 20 amperes and 30 amperes. The above covers 
rectifiers with a single tube. As many as desired may be operated 
in parallel by the addition of certain auxiliary apparatus. | 


ac 400 AaAlLre 


Fic. 2.—DIAGRAM OF CONNECTIONS OF MERCURY ARC RECTIFIER 
PANEL, 
* * Е 

Frequency.—The rectifier can be adapted to any commercial 
frequency, and the standard outfits will operate satisfactorily on 
any frequency from 25 to 140 cycles, inclusive. They are designed 
primarily, however, for 60 cycles, and the maximum direct-current 
voltage obtainable when operated at 25 cycles will be slightly 
higher, and when operated at 140 cycles slightly lower than when 
operated at 60 cycles. 

Voltage. The rectifier can be furnished to operate on any secon- 
dary commercial alternating voltage. The standard outfits, how- 
over, are designed for operation on either 110 or 220 volts 
alternating-current, 60-cycle,. single-phase circuits. It has beeu 
found, however, that for a range of direct-current voltage from 45 
to 115, 220 volts alternating-current will give the best results 
while for a range of direct-current voltage from 16 to 45, 110 volts 
alternating current is most satisfactory. For practical purposes. 
the direct-current volts may be considered to range from 920 per 
cent. minimum to 52 per cent. maximum of the alternating-curreut 
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volts, while the alternating current may be considered as ranging 
from 40 per cent. minimum to 66 per cent. maximum of the direct 
current delivered. The range of direct-current voltage given in 
fig. 2 is obtained by the manipulation of a dial switch mounted on 
the panel. 

Effictency.— As the loss in the arc is constant, the efficiency, of 
course, varies with the direct-current voltage delivered. For 
example, tests have shown the efficiency of a 30- ampere set, 
operating from a 220-volt, 60-cycle, alternating-current circuit, to 
be over 75 per cent. from one-quarter to full load at a direct-current 
voltage averaging 80, and over 80 per cent. fora direct-current voltage 
averaging 112. It will be noted from this that the efficiency holds 
up very high down to one-quarter load, which is not true in the casc 
of motor-generator sets. At the same delivered direct-current 
voltaze, practically the same efficiencies would hold on the 20- 
ampere апа 10-ampere sets. 

The above tigures are cited to give ап idea of efficiency, as the 
detailed figures vary with the direct-current voltage, which means 
with every connection of the reactance. 

Power Factor.—Under the same conditions of test as gave the 
efficiencies enumerated above, the power factor averaged approxi- 
mately 90 per cent. It is of special interest to know that this 
high power factor is practically maintained, whether a low-voltage 
battery or a high-voltage battery is being chafged. 

Effect of Wave Form of Rectifier on Storage Batteries.—'The ques- 
tion has been raised as to whether or поё the pulsating direct cur- 
rent obtained from the rectifier would have a detrimental effect 
on storage batteries. This question has been submitted to a storage 
battery manufacturer, and a reply has been received to the follow- 
ing effect :—In regard to the effect on a storage battery of charging 
it through а rectifier, we cannot see how it can possibly do any 
harm ; in fact, we should infer that charging through a rectifier 
would be more efficient than from a continuous current, as the 
pulsations would, if anything, allow more time for chemical action, 


gassing would be less, and there would be less loss of energy. , 
Inherent Kegulation.—The rectifier has an inherent regulation of 


from 6 to 8 per cent. with variations of direct current. This 
inherent regulation is a decided advantage. As the storage battery 
is charged, its counter-electromotive force increases, which, with 


constant alternating-current voltage supplied to the rectifier, would 


tend to reduce the current flowing through the battery. Ав the 
current decreases, the voltage of the rectitier increases, thus tend- 
ing to compensate for the increase of the counter-electromotive 
force of the battery. If this inherent regulation did not exist, the 
regulating switch would have to be moved more frequently during 
charge. 

Maintenance and Repatrs.—The only part of the rectifier set that 


can require maintenance is the tube. The life of the tube under 


normal operating conditions is at least 400 hours. It will be 
readily appreciated from your knowledge of the difficulty of 
arriving at the average life of incandescent lamps, that а consider- 
able period of test is required to get an average life figure of the 
rectifier tubes. "Tests at present indicate that the average life will 
be considerably above the figure just cited. This will be appre- 
ciated from the fact that we have obtained tests of 4,500 hours on 
the 10-ampere tubes, 2,500 hours on the 20-ampere tubes, and 1,400 
hours on the 30-ampere tubes, these tubes still being in operation 
and having been operated continuously at their rated current. The 
figure on the 30-ampere tube is a little misleading, due to the fact 
that tests have not-been carried on as long on the 30-ampere tube 
at the rated current as on the other tubes; in fact, not long enough 
to indicate that the life will be any shorter than the figures given 
on the 10 and 20-ampere sizes. 

As the cost of renewals is merely nominal and the other advan- 
tages of the rectifier are so numerous, the question of life is not at 
all serious ; but in any case the saving in cost of energy due to the 
higher efficiency of the rectifier set over a motor-generator set is 
sufficient to pay for a new tube in approximately 300 hours, even 
in the case of a moderately low voltage battery. 

Below is a single example of the saving in cost of operation of 
the mercury arc rectifier set over a motor-generator set, when 
charging a 44-cell battery, the battery being charged in accordance 
with time and current recommended by the manufacturer. 

Motor-Clenrator Set.—First part of charge is at 28 amperes в 
106 volts (average) for 5 hours; efficiency of set at this load — 
per cent.; second part of charge is at 12 amperes and 108 Sul 
(average) for 2 hours; efficiency of set at this load = 36 per cent. ; 


р — 28 x 106 x 5 
rst part of charge = 62 per cent. 


12 x 108 x 2 
36 per cent. 
total, 31:13 KW.-hours from service mains; 
$1.867 per 


= 23:93 kw.-hours from service 


mains; second part of charge = = 720 kw.hours 
from service mains; 
when figured at 6 cents per Kw.-hour = 31:13 x 0°06 = 
charge. 

* 28 x 106 х5 
Mercury Are Rectifer.—First part of charge = 80 per cent. 
12 x 108 x 2 


second part of charge = 
— 2 9 f 3: DIE 

“i per cent. 3°2 KW.-hours from service mains; | 217 
.KW.-hours from service mains; when figured at 6 cents per kw.-hour 
= 21:7 x 0:06 = 81.302 per charge. 

Cost per chagre motor-generator set, $1.867; eost per charge 
mercury are rectifier, 81.302; saving per charge, S0. 566. 

Assuming the minimum life figure of 400 hours:— 


` 18:5 Kw.-hours from service mains; 


total, 


Seven hours per charge equals 57 charges during life of tube. 


Total saving during life of tube = 50.565 x 57 = $32. 20. 
In this particular example at 6 cents a kwW.-hour, the saving is 
sufficient to pay for a new tube in about 124 hours. 


ГА 


General experience has shown the rectifier to be durable and 
satisfactory in its operation. If the central station will take up 
the rectifier for such purposes as described above and push its use, 
a considerable increase in load will unquestionably result, as well 
as improvement in the load factor. 

. One very important, if not the most important, application 
of the rectifier is in connection with furnishing direct current: 
for the operation of series direct-current carbon arcs, series mer- 
eury arcs, and series luminous arcs or magnetite lamps for street 
lighting. The valuable characteristics of the magnetite lamp 

are doubtlessly appreciated by all of you, as is also the fact that 
direct current is necessary for its operation. In the past this has 
been a disadvantage, necessitating the installation of revolving 
machinery, such as Brush machines. The meroury arc rectifier 
makes possible the operation of the magnetite lamp from the well- 
known constant-current transformer, the alternating current of 
which is rectitied into direct current by the mercury arc rectitier. 
Such a system of street lighting has been operated by a central 
station for sume time with remarkably satisfactory results. Systems 
are about to be installed at other points. 

i 


PROCEEDINGS OF INSTITUTIONS. 


INSTITUTION OF ELECTRICAL ENGINEERS. 


Address by Mr. S. L. Pearce, Chairman, to the Manchester. Local 
Section, 


On Friday evening, the 17th inst., the opening meeting of the 
Manchester Section of the I.E.E. was held. In hig address, the 
Chairman stated that the membership of the Section had steadily 
increased, and now numbered 84 members,212 Associate members, 149 
Associates, and 313 students. Commenting upon the success which 
had attended the formation of the Students’ Section, Mr. Pearce 
proceeded to impress upon the students the necessity of acquiring a 
practical knowledge of the mechanical side of electrical engineering, 
and of specialising. 

He then went on to discuss the recent таш їп electrical 
work, dealing first- with the newer lamps—the Nernst, tantalum, 
osmium, metallised carbon, mercury vapour, enclosed and flame arcr, 
and the magnetite are. Тһе question of testing and certify ing 
carbon glow lamps had been considered by the Municipal Electrical 


Association, with a view to securing uniformity of manufacture and 
accuracy of grading, and he thought that if the recommendations of 


the Association were adopted by the Engineering Standards Com- 


‘mittee, the use of cheap and wasteful lamps would be discontinued. 
‘While the supply authorities should not trade in lamps, all 


lamps should be submitted to the local testing authority for 
examination. 

The competition of, gas for street lighting had to be seriously 
faced; but with the exception of Kingsway and Aldwych in 
London, no town of any size was reverting to gas as the result of 
comparative tests between the two systems. "The lighting of Flect 
Street, London, with gas was purely experimental; the Westminster 
City Council, after extended tests, had entered into contracts for a 
considerable period with the electrical supply companies. Recent 
tests showed that the total cost per candle-power per annum, of 
street lighting with flame arcs, was from 30 to 50 per cent. more 
economical than lighting with high-pressure gas, according to whether 
the arcs were long or short-hour lamps. The commercial value of 
long-burning was great, and it was hoped that it might be 
extended to flame arcs by the use of magazines. 

Commenting on the recent inauguration of four power supply 
undertakings, Mr. Pearce stated that in Manchester there were 
motors of some 11,000 н.р. in use, and the power sales last year 
showed an increase of 75 per cent. over the preceding year. He 


thought that, unless a consumer had a load factor of 40 or 50 per 


cent., it would pay him to take power from the mains. 

The adoption of overhead mains on recent power supply projects 
marked a step in advance; the cost of a 6,000-volt overhead threc- 
phase line was only half that of an underground line, and for 12,000 
volts only one-third. At the present prices of copper, it would be 
cheaper to use aluminium for overhead lines. 

The competition of suction gas producers and Diesel engines for 
small powers might be serious where the load was steady, but the 
latter condition was unusual, and if a fair comparison were made 
between а motor-driven factory taking a public supply of energy 
and a similarly equipped factory taking a supply from its own gas 
plant, the costs of production would not, in his opinion, widely differ, 
while other considerations weighed in favour of the public supply. 

The increase in capital invested in electric tramways and light 
railways during the last recorded twelve months, compared with 
the year preceding, amounted to £25,000,000, and the total capital 
invested in electric traction at the end of 1904 stood at 
£107,000,000. 

The series-parallel system of control was until recently the 
only one adopted successfully, but considerable developments 
had taken place in the introduction of systems embodying the 
principle of “ regenerative control.” The chief claims of the latter 
might be briefly stated as follows :— 

Economy of power consumption, varying from 74 per ‘cent. to 
40 per cent., dependent on the nature of the route, or on an average 
25 per cent., due to the motors returning energy to the line. 

Automatic braking, due to the regenerative action of the motors. 

It might be taken that the possibility of economising expenditure 
both upon energy and upon wheels and brakes by the use of the 
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" regenerative principle" had been fairly clearly deinonstrated, and the engine working steadily at the stated load. At the end of 
these savings being proportionate according to the undulations of the test the producer was brought as nearly as poesible to the same 
the routes served, and, furthermore, a better load factor was condition as to fuel, &c., as at the start, and the fuel consumption 
obtained at the power station. | determined from the amount introduced into the producer duting 

The questions of reliability, maintenance апа hill-climbing this period. | | 
qualities must be answered by repeated trials under commercial 


. conditions. The adoption of the regenerative system on existing TABLE II.—TRIALS оғ PLANTS OF ABOUT 20 B. H. P. CAPACITY. 
tramways would be costly, but for new undertakings it had para- | FULL-LOAD TRIAL. 
mount claims for recognition. : : 


The direct-current and three-phase systems had been widely 


used for electric traction on railways of the urban and suburban E Pus cub oe | Di ош Tangyes, 
type, but for main line working much was expected from the | [Engine Co. Ltd. Engine Co. . 
single-phase commutator motor. Recent developments had made . | 5 
it equal to the p.c. motor as regards starting effort, while the speed |- | | 
could be varied with economy between wide limits; but Duration of trial, hours ... 10 i .812 10 . 10 
regenerative action was not obtainable. High pressures must be Revolutions per minute, | 
adopted in the transmission line, and on the overhead conductor. mean ids . . | 192:4 1892 193 0 1979 
The extended use of turbine-driven three-phase generators came Brake horse-power ... | 20°44 15°35 20°57 19°98 
in for notice, and Mr. Pearce stated that with units of 3,000 kw. Mean effective pressure, 
output, steam consumptions of 15 to 154 lb. per unit at full-load, Ib. per sq. in .. | 820 73°6 83°7 72:0 
and 16°75 at half-load had been obtained, and that there was no Explosions per minute, à 
falling-off after long periods of running. Armature reaction in mean... ci . 768 86:5 - 854 86:4 
high-speed direct-current generators had been successfully over- Indicated horse-power ... | 23°73 18:25 25:54 23°45 
come, and carbon brushes could now be used. Mechanical efficiency, per 
Although gas engines had not yet come into general use in power cent. В . 861 841 80:6 85'3 
stations owing to the high capital cost, depreciation and maintenance, Coal рег B. H. P. per hour, lb. 093 0:77 | 0:80 0:83 
the economy in fuel and the possibility.of recovering the sulphate HALF-LOAD TRIAL. 
of ammonia were in their favour. : А | | | 
Mr. Pearce proceeded to touch upon recent progress in electro- Duration of trial, hours. 10 10 | 10 10 
metallurgy, telegraphy and telephony, and on the remarkable power Revolutions per minute, | | | | | 
supply schemes of the past session, protesting in the latter connec- mean es ye 1961 1980 1903. 19877 
tion against the antiquated procedure whereby the Administrative Brake horse-power йук, | 10°69 | 9:06 1048 1072 
Co.’s Bill became dead through lapse of time. He regretted Mean effective pressure, | | : | 
the withdrawal of the Supply of Electricity Bill, and concluded lb. per sq. in. vee | 756 | 778 | 806 779 
with a reference to the educational value of exhibitions, suggesting , Explosions por minute, a А 
that one should be held at Manchester in the near future. mean Ө. 531 583 | 513 497 
Mr. MILLER moved, and Mr. Tairn seconded, a vote of thanks to Indicated horse-power 1512 | 130 ! 14°76 | 14°59 
the Chairman, which was duly passed, and afterwards a smoking Mechanical efficiency, per | | D 
concert was held, at which about 150 members and friends were cent. T Pos | 70°7 69°7 | 71:0 73:5 
present. Coal per B. H. P. per hour, lb. 0°92 , 096 | 0°95 1:08 
. Average coal consumption | i i 
-PRO er B.H.P. per hour on | 
TRIALS OF SUCTION GAS DUCER PLANTS. P ы hallo A ria | | | 
(Abstract of Report of the Highland and Agricultural Svetety of combined, lb. ... — 093 | 086 0°86 0:92 
M Scotland ; Glasgow Show, 1905.) „ : 35 
; ; ; А А ; . . Capacity of producer per | 
TRR chief object which the directors had in view in conducting " 
these trials us to afford members of the Highland and Agricultural B. H. p., eb. ft. ш 0:232 | шо | 0290 es 
Society and others ап opportunity of becoming better acquainted ! | 


with the combination of the suction gas producer and gas engine | 

аз a cheap and convenient source of power, and at the ваше time to Any unburnt fuel that was unavoidably extracted while clinker- 
demonstrate that the suction gas producer is a practical and simple ing was carefully picked out and returned to the producer. 
appliance. In spite of every precaution that could be taken, it was felt that 


No awards were made, and the trials were arranged so as to test certain errors of measurement with regard to fuel consumption were 
the plants as nearly as possible under their ordinary working possible, and on that account the results given later should be taken 
conditions. i as tentative. 

Ten complete plants, exhibited by six firms, were submitted for Each plant was required to undergo a full and half-power trial of 
trial. The chief particulars of these plants ате given in the follow- not less than 10 hours’ duration, also a light load trial for a period 
ing table :— "d 


of five hours, It was also stipulated that not more than two men 


TABLE I.—GENERAL DIMENSIONS AND PARTICULARS OF PLANTS ENTERED FOR TRIAL. 


Plants of about 20 B.H.P. capacity. | Plants of about 8 B.H.P. capacity. 
| | | ) 
| Campbell à | Industrial National Gas Campbell : ; National 
Exhibitor... Engine Co, се Grows? Engineering Engine Со, үүн | баз “Engineering „без Tangyes 
( Glasgow. Halifax. Manchester. Manchester. under. Lyne. Birmingham. Со. Со. | "Co. 
a Si ee ee DR б ш 2 ше Аз В : — —— — — — 
Capacity of gas plant, | | | ! 

B. f. P. „ Qi 25 18 224 25 200 21 з , жю 10 12 
Price of gas plant . 494 10s. ! £105 £80 472 480 x90 £80 | £60 ' 460 | £58 
Total weight, cwt. | 86 25 45 25 25 28 25 15 20 17 
Description of engine... | Acme | Campbell | Crossley ! Acme | National Тапруе Campbell Acme National | Tangye 
B.H.P. of engine 22 18 16 22 20 19 B 133 з 728 
Price of engine . 4130 | £125 4110 44130 | £120 (L131 £80 475 480 | £90 
Weight of engine, скі, 60 | . 66 54 | 60 78 69 29 25 40 40 
Price of producer and | | | | | 

engine . £224 10. 4230 2190 £202 | 2200 £221 £160 £135 £145 4148 
Space taken пр, sq. ft. 144 225 240 288 225 225 160 288 225 | 160 


| 


The indicators used throughout the trials were of the “ M'Innes- would be allowed to look after and attend to each plant (producer 


Dobbie” external-spring special gas-engine type, supplied by Messrs. and engine). 

Dobbie, M'Innes, Ltd., Glasgow. The diagrams obtained were In the light load test the coal consumption was not measured, 
uniformly good and reliable, and show an entire freedom from as the object was rather to ascertain the capabilities of the pro- 
vibration. 


ducers to supply gas to the engines when running without any load. 
Scotch anthracite “ peas” from Gartshore Colliery were used All the plants that were tested completed this light load trial satis- 
throughout the trials. This coal cost 9s. 3d. per ton delivered ; it factorily. 


was of good quality, and none of the plants appeared to experience It was considered tbat the total amount of clinker formed during 


any difficulty in using it satisfactorily. Samples of the coal as the trials was practically the same in each plant. The amount was 
supplied to each producer were taken, and found to be as nearly very small, and did not appear to have any disadvantageous effect 
a3 possible of the same calorific value. 


on the working of any of the plants. 

The plants were required to be ready and working steadily for After the producers had been emptied and allowed to cool, a 

30 minutes before the time of starting the trials. further test was made to ascertain the length of time required to 
In each of the power tests, the time of starting was taken when get up to full working load, starting with the producer empty and 

the producer was filled with fuel to a predetermined level, the ashes cold. The time occupied was taken from the moment of inserting 

and clinker as far as possible having been previously cleaned out, the firewood until the engine was carrying the same load as during 


-pam — — 


` 


А 


Vol. 57. No. 1,461, Novemser 24,1905] THE ELECTRICAL REVIEW. | | 867 


the full power trial, and this load it was required to sustain for 
20 minutes. The average time required for this test seemed to be 
about 15 minutes. 


The amount of attention which these plants require is remark- | 


ably small, very little labour being necessary for cleaning and 
stoking. Working under ordinary conditions—not a test—it is 
not considered that it would have been necessary to, clean out the 
ashes and clinker except, perhaps, at the end of each day's run; 
this, in any case, is a simple operation, which can be performed in 
а few minutes, and does not require the presence of a special 
attendant. 

The results of the trials were most satisfactory, and the economy, 
efficiency, and simplicity of working of the suction gas-producer 
plant was demonstrated bevond question. 

On the combined trials at full and half load (20 hours altogether) 
the average coal consumption for all the plants was about 1 10. of 
coal per B.H.P. per hour, costing about one-twentieth of a penny— 
with coal af 93. 3d. per ton. 

This is aremarkable result; it means that an engine developing 
20 B.H.P. can be ran at a cost of about 1d. per hour. 


TABLE III.—TRiALS OF PLANTS OF ABOUT 8-B.H.P. CAPACITY. ` 


| | 
| 


FurLL-LoAD TRIAL. І 
: | Samphell | Industrial | National 
Exhibitor. is it: | | ge | Eücineer- | "Gas TADES ев, 
, Engine S ing Co. Engine Ж Б 
ке БЕ 7 = 55 IIIS | See pet ЛЫ ч IS CM ERE! е 
Duration of trial, hours ... | 10 | 10 10 10 
Revolations per minute, ; | 
mean... ... yes . 232˙5 | 204:9 2198 | 2244 
Brake horse-power 8.25 9°72 | 974 i 834 
Mean effective pressure, | ' | 
Ib. per sq. in. 778 |! à; 838 : 758 
Explosions per minute, | | 
mean... T . . | 1064 | 973 92:1 
Indicated horse-power ... 9:66 | 11:88 | 10:86 
Mechanical efficiency, per | | | 
cent. jo ..]| 854 zs 82:0 76:8 
Coal per B. H. P. per hour, lb. 1:22 | 113 | 084 | 125 
HALr-LoAD TRIAL. 
Duration of trial, hours ... 10 8'43 | 10 10 
Revolutions рег minute, | 
mean js *. | 2368 2174 222 225:4 
Brake horse-power xis 4'43 4'36 5°36 4°57. 
Mean effective pressure, | 
lb. per sq. 1b. zc 762 | 76:3 80°6 
Explosions per minute, | | 
mean 928 we 721. 62˙7 59°7 
Indicated horse-power ... | 641 . | 697 : 749 
Mechanical efficiency, per ; | | . 
cent. ii .. 691 |: .. 76:8 61:0 
Coal per B. H. P. per hour, lb. 094 155 | 091 | 148 
— — — | | S 
Average coal consumption У | 
per B.H.P. per hour on | | 
full and half-load trials | | 
combined, 10. ... уз 112 126 0:87 | 1:30 
Capacity of producer per | | . | 
B. H. P., Cb. ft Pss 0:282 ;  0'161 03372 ; 0212 
| 


It would be unjust te draw any invidious distinctions between 
the various plante. The Committee feel that they have performed 
the task which they undertook—viz., of demonstrating publicly the 
economy and workability of the suction gas-producer plant. 

The results of the various trials are given in 'l'ables II. and III. 


DIESEL ENGINE TESTS. 


ONE of the curious things about the Diesel engine is the exceed- 
ingly uniform rate of combustion of oil per horse-power. Аз the 
engine has been built in gradually larger sizes, successive tests 
have been made, and the latest test is one of a 500-в.н.р. engine 
which was shown at the Liége Exhibition. Previous tests that 
have been made include one of a 35-н.р. engine at Harrogate, by 
Mr. Ade Clark, who subsequently tested other engines of 80 and 
160 H.P.; oue by Mr, W. Н. Booth of а 160-B. H.P. engine on a 
tramway load at Lye, and another of a 160-в.н.р. engine of new 


type, at the works of Carels Freres, Ghent, on a steady load; and 


now Mr. Longridge publishes a test of а 500-н.р. engine at Liége, 
on a steady load. 

The following figures of oil consumption are recorded for various 
loads, and by three different engineers, and. they exhibit a remark- 
able general similarity when the difference of conditions is taken 
into account. "There is a general tendency towards a slight inerease 
in the oil per r.H.P.-hour for the heavier loads, which is sufficiently 
marked to make any divergence a doubtful result. In the new 
type of engine tested by Mr. Booth, the air is compressed entirely 
by pumps, which take in fresh air and compress it by two stages to 
the high pressure necessary for the oil spray, as well as for 
starting purposes. In the older type of engine this spraying air 
was takeu from the main cylinder of the engine at about 35 atmo- 


L 


spheres, and compressed up to the necessary spray pressure by a 
single plunger, which, however, was not found to work so satisfac- 
torily as the pure air compression. In the engine of 500 н.р. 
tested by Mr. Longridge, the spray air is compressed by an entirely 


COMPARATIVE TABLE OF TESTS. 


35-в.н.р, engine — Engi- | 
neer, Mr. Clark І 
Fraction of full load ... | 0°25 0:5 0°75 1:00 
Oil per B.H.P.-hour, lb. | 0:823 0:536 0:478 0:459 


Second trial— 
Fraction of full load. 0°40 0°57 0°89 0˙98 
Oil per B. H. .- hou ... | 0:583 0:550 0:476 0:461 
„ LHP. „ РЕ 0:302 0:301 0:336 0:346 - 


160-н.р. engine— 


Fraction of fullload ... 0:25 0:53 — 1:00 
Oil per B.H.P..hour  ...| 0724 0:465 — 0:408 
„ I. H. P.- „ ..| 0356 0:329 — 0°333 


160 - н.р. engine — Engi- 
neer, Mr. Booth 

Fraction of full load ... | 0°33 0°43 0°75 1:00 

Oil per B. H. P.-hour i pe 

„  LH.B. „ ..] 0 303 0°301 0:319 0:33 


On traction, load about 0:6 


Mean в.н.р. 92:4 we fo == one Е 
Oil per B.H.P.hour  ... — 0:445 — — 
„  LB.P- „ b nn — 0 312 — — 


New type engine 
Fraction of full load. 0:25 0°50 075 1:00: 
Oil per B.H.P.-hour ... | 0714 | 
„ LHP. „ . 0256 0:269 0:290 0:331 


500-в.н.р. engine — Engi- 
neer, Mr. Longridge 


Fraction of full load ... — 0:5 — 1:00 
Oil per B.H.P.hour  ... — 0:419 — 0412 
„o LEP- „ we ape 0:282 = 0:326 


separate machine, consisting of a motor-driven three-stage com- 
pressor. Thus the results given are not on all fours with previous 
tests, because the engine benefits by the work of the compressor, 
and at about full load the apparent mechanical efficiency of the 
engine is increased from 0°723 to 0:805, the work of the pump 
amounting to nearly 10 per cent. of the engine B. H. P. 

Both Mr. Booth and Mr. Longridge tind thermal efficiencies of 
about 44 per cent. on the I.H.P. basis. | 

The same method of weighing the oil was employed by both the 
later experimenters, but there was a difference in the oil, the 
Ghent and Lye tests employing an oil of 19,200 B. TH. v. from Texas, 
and the Licge test being run with a Galician oil of 20,050 B. TH. u. 

Mr. Longridge experienced some difficulty, however, in deter- 
mining the actual calorific value of the Galician oil. Опе analyst 
gave the value as low as 18,220, while another gave it as 20,050, a 
third value being 19,600. The highest value was taken as correct, 
because had lower values been taken, the thermal efficiency of the 
eugine would have appeared so abnormally high, that doubt might 
have been thrown on the figures. Such doubts cannot attach to the 
figures derived froin the high value employed. 
The Galician oil wag expensive, costing £4 per ton at the works. 
This price does not compare favourably with the price at which 
liquid fuel can be bought in Great Britain. Quite а wide variety 
of products are now becoming available for use iu the Diesel 
engine, which is by no means confined, as some people think, to 
crude petroleum. Neither Mr. Longridge's test, nor previous tests, 
afford absolute figures for arriving at a heat balance. There always 
appears either а surplus or a shortage of heat. 


Mr. Longridge speaks of the jackets being supplied through a 


water meter “said to have been recently calibrated.” Mr. Booth 
used an inferential water meter for the jacket supply, and thinks 
that its rating varied with the amount of water. But in each case 
there was no very serious discrepancy. It would be a better plan 
to keep the flow through the meter constant into a high tank, and 
to feed the jackets from th's tank. Any throttling of the supply 
to the jackets would b: by-passed through an overflow, and the 
by-water would rejoin the jacket flow at an earlier point than 
the final thermometer. The thermometer would thus give at each 
power a direct reading of the ja ket action. In both Mr. Booth's 
and Mr. Longridge's tests, the heat in excess occurs in the lighter 
load tests, which seems to coufitm the water meter variation, for 
we believe the same meter was used—a Siemens fan meter. 
Subsequent tests made at St. Moritz give substantially identical 
results, and the 500-в.н.р. engine tested when erected at Liége 
Exhibition, and after running six months, showed eveu better 
results, sume part of which, however, was due to the use of the 
independent air compressor, for practically the engine ought to be 
debited with the duty of compressing its own air, as in that style 
of engine to which the compression pumps are directly attached. 
In a station containing several Diesel engines, there is really no 
reason why the air compressor should be attached to the engines. 
The air system may just as well be independent when it is con- 
veuienfto m ke it so. Ы 
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It is a very easy matter to indicate the Dicsel engine, because 
there are no sudden changes of pressure in the cylinder. But 
owing to the high pressures, it is necessary to use a very heavy 
scale, and diagrams read ,j;th of an inch to the pound pressure, 
so that more than ordinary care is required when using the plani- 
meter. Under these conditions there should be no serious difficulty 
in arranging an indicator to give a much larger diagram than can 
be obtained with an explosion engine. : 


NEW PATENTS APPLIED FOR. 


Compiled expressly for this journal by W. P. Тномрвон & Co., Electrical Patent 
Agents, 822, High Holborn, London, W.C., and a¢ Liverpool, to whom all 
inquiries should be addressed. 


22,681. “ Improvements in sliding contact pieces for Wheatstone’s bridges 
and potentiometers, and in the arrangement of wire for the ваше.” F.H. 
PankER. November 6th. 

22,635. Improvements in electric glow lamps." J. ELLIS. November 6th. 


22,636. Clock for connecting and disconnecting the electric current in an 
automatic way." M. Neumann. November 6th. 


22.654. '*An improved method of and apparatus for equalising the output of 
main dynamo-electric generators supplying energy to a fluctuating external 
oad.” A. P. Woop and THe LaNcasHIRE Dynamo anD Motor Co, Lir. 
November 6th. 


22.660. ‘Improvements in the method of and apparatus for prodücing elec- 
tricity by means of steam." Н. E. Fry. November 6th. 

22.673. Improvements in electrical storage batteries.“ A. E. KNiomr. 
(Date applied for under Patents Act, 1901, November 16th, 1904, being date of 
application in United States.) November 6th. (Corny lete.) 

22,692. Improved frame for holding the metal or like plate of an electro- 
type. stereotype or cliché." W. О. SCHNEIDER. November 6th. 

22,710. “Improvements in or eonnected with the manufacture of electric 


cables." D. Bares and A. Н. ScHvLTZ. November 6th. 

ecl "An improved electric candle lamp." C. С. ReEGxart. November 
6th. 

2.723. Improved means for regulating the speed of electric motcr.-cars.”’ 


L. KRIEGER and COMPAGNIE PARISIENNE DES VOITURES ELECTRIQUES (Procédés 
Krieger.) (Date applied for under Patents Act, 1901, December Ist, 1904, 
being date of application in France.) November 6th. (Complete.) 


92.724. “Improved means for regulating the speed of electric motor.cars.'^ 
L. KRIEGER and COMPAGNIE PARISIENNE DES VOITURES ELECTRIQUES (Procédés 
Krieger.) (Date applied for under Patents Act, 1901, December 3rd, 1904, being 
date Of application in France.) November 6th. (Complete.) 


22,731. ‘*An improved method of sorting and transporting magnetic mineral.“ 
G. A. GuaNsTROM and Н. Lunpsoum. November 6th. (Complete.) 

22,738. Improvements in electric safety fuses." E. F. Mor, P. Н. Вахт 
and E. F. Mor, LTD. November 6th. ; 


22,740. Improvements in and relating to the electrolytic deposition of metals.“ 
З. О. Cuwrer-CoLes. November 6th. 


22,741. “ Improvements in or relating to indicators for ships’ clectiic sigral 
and similar lamps." T. Harrison and А. S. Frazer. November (ih. 

22,703. ''Improvements in apparatus for moving electrically the points en 
electric tramways and railways.“ J. P. TiEBNEY and J. MALoNE. November 7th. 

22.767. An improvement in or in connection with electric wiring." E. A. 
Hal. I. November "th. 


22,802. "'Improvements in or relating to high tension magneto-ignition 
systems." G. Н. бмітн. (A. P. L. Boulanger, France.) November fth. 
22,819. Improvements in communicating signals telegraphically." F. H. 


HADFIELD. November 7th. 

22.820. Improvements in omnibus electrical signalling circnits, particularly 
applicable in telephony." C.M.Jacoss. November th. 

22,441. 
November 7 b. 

22,5856. ‘ Improvements in, and relating to electric switches." Tur Britisn 
THomsox-Houston Co., Lro. (The General Electric Co., United States.) 
November "tL, 


22,874. ‘ Improvements in printing telegraphs.” L. Kamau. November Sth. 
22.89. Improvements in electrical contact-hreakers.“ R. M. Siri. 


No em er 7h | 

22,899, ‘Improvements in and relating to dynamo-electrie machines.“ 
K. Krart. November 7th. 

22,00]. “Improvements in or connected with clectro-plating vats.” 
Baosart. November 8th. (Complete) 

22,059. “Improvements relating to electric control apparatus.” 
November 8th. Complete.) 

22040, “ Improvements in or relating to self-lubricating brushes for dynamos 
ог the like.“ L. ВогркгаАгх. (Date apybed fer under Patents Act, 156], 
November lith, 1503, being date of application ni Fiance.) November Btk. 
(Comypuete.) 

22,952. “Improvements in alternating electric currents and in methods of 
c ntrolling the same," THE British Тном-ох-Носьтох Co, Lip. (Tue 
General Electric Co., United States.) November Sth. 

22,954. Iinprovements in contact treakeis for the electric ignition gear of 
internal combustion engines and the like." G. C. RDP. November sth. 


2.971. Improvements in current cellectors for dynamo-clectrie machines." 
W. L. IIILDBUnCH. November 9th. 

22.970. ** Iinproveients in dynamo-cleetric machinery.“ 
November 9th. 

22,972. An improved thermostat." 
November 9th. 

23.016. Improvements in magnets, magnetic drilling posts or braces and the 
like. A. Srewanr. November yth. 

03.035. ** Iinprovements 
(Comptete.) 

23,058. “Improvements in magneto machines for use in connection with 
iunttion systems of electrically-tired internal combustion engines.” Tir 
Evecrnic INI IOS Co., LTD., and F. H. Hd... November 10th. 

2.3.0756. A new or improved electro-magnetic power kammer drop, stainp or 
ross" T. H. Larerk. November 10th. (Complete 
23.077. linprovements in process of electric welding.” I.. 8. Lacnwe x, 
(элге npplied for under Patents Aet, 1501. Мохе ет 17th, 1904, being date cf 
A plication in the United States.) Novetuber l6ti.. (Comp.ete.) i 

23,085. © Improvernieris in and rekt ag to systems of connections for teit- 
phone offices with хера ей png serviee and group calling.” 1. I Sei. 
ITI. N WERKE. К. broek & Co., баал. Н. (Date apphed fcr under Pater ts 


EE, 


D. Вл‹ ох, 


W. L. Hitpaerncr. 


R. Тноммах»ох and W. R. Symons, 


in are lamps.“ A. Hress. November Б. 


Aet, 1001, November 10th, 101, boig date of appleaticu in Gein an; .) 
November 10th. (Complete.) 
20.097, ** Improved лпа асле cf incardeseceee bodies for electrie Hit hit." 


Sp мх & Hatsnr ARI 8. (Оше applied. tor (nacer. Patents Act, 
Мезе ber Tadh, 15204, barg cate o. арр саа, in CG cae yd 
(Com ple.) 


1901, 
November loth. 


* Improvements in?and relating to electric tracticn." М. Catrok1. 


2 


23,099. “New and improved means of communication for telephony and 
telegraphy without wires." С. B. Minis and E. J. Humsy. November 10th. 


10 8 „ Improvements in electrical cables." W. 8. Suirg. November 


28,132. “Improvements in magneto-electric ignition apparatus for internal 
r engines." F. R. Simms and R. Bosch. November 10th. (Сот. 
plete.) 


` 23,188. “Improvements in the electrolytic refining of copper.” 
CORPORATION, LTD., and S. COWPER-COLES. . November 10th. 
23,153. ‘* Electric-current transformer." H.CHapman. November Ilth. 


28,197. “Improvements in and relating to appliances for the movement and 
control of distant levers and switches by electricity." W. ScHOFIELD. 
November lith. (Complete.) 


28, 211. Improved system for producing electric vibrations of different 
hase." W. P. THowPsSON. (Gesellschaft für drahtlose Telegraphie m.b.H., 
ermany. November lith. (Complete.) > S 


23,221. '* A new or improved electrical fog-signalling apparatus for railways 
and the like.“ G. GREETHAM. November llth. 


PUBLISHED SPECIFICATIONE. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 
THOMPSON & Co., 822, High Holborn, W. O., and at Liverpool, price, post 
free, 9d. (in stamps). : 


1904. 


i | ` 
CENTRAL FTATION ELECTRIC INSTALLATIONS. J. S. Highfield. 20,968. Septem. 
. ber 29th. 
ELEcTkic Fuse Boxes, SINGLE AND росвів Pors. W. Н. James. 
November 28rd. 


DywaMxo-ELEcTRIC  MacHiNER. The British Thomson-Houston Co., Ltd. 
(General Electric Co.) 25,729. November 25th. 
DynaMo-ELEcTRIC GENERATORS. H. Leitner and R. N. Lucas. 

November 30th. 


ARMATURE WINDINGS FOR DysAmo-ELECTIuC MacHINEs. The British Thomson- 
Houston Co., Ltd. (General Electric Co.) 26,171. December Ist. 


ELECTRICAL APPARATUS FOR ‘TRAINING AND ELEVATING Heavy Gung. 
Sons & Maxim, Ltd., A. D. Williamson and С. L. Sumpter. 
December 2nd. 

ELECTRIC SwircBk8. T. Н. Large. 26,327. December 2nd. 


AviomaTic ELECTRIC Switches PARTICULARLY FOR USE IN CHARGING ELECTRIC 
ACCUMULATORS. Н. Leitner, R. N. Lucas and H. Hill. 26,374. December 3rd. 

BreusHes For DxNAMO-ELECTRiC MafHiNES. V. I. Feeny. (C. Wirt.) 26,445. 
December 5th. 


APPARATUS Р. В THE PRODUCTION OF REACTIONS IN GASES BY MEANS OF ELECTRIC 
Ancs. J. Y. Johnson. (Badische Anilin and Soda Fabrik.) 26,602. 
December 6th. ; i 


STARTING AND CONTROLLING ALTERNATING CURRENT ELECTRIC COMMUTATOR 

Мотокв PART.CULARLY FOR Use oN ELECTRIC RaiLways. Union Electricitats 
Ges., in liquidation. (Date applied for under International Convention, 

August 8th, 1903.) 17,220. August 6th. 

ELECTROLYTIC METHOD AND APPARATUS FUR THE Рворсстіох or Ware Lap. 
E. B. Koopman. (C. P. Townsend.) 21,562. October 7th. 

ALTERNATING CURRENT ELECTRIC Motors or THe RxruLsI.N Type. Union 
ERlectricitits-Ges. (Date applied for under International Conventicn, 
October Sth, 1908.) 21,684. October 10th. К 

ELICTRIC ALTERNATING CURRENT GENERATORS. K. A. Lindström. (Date 
applied for under International Convention, October 16th, 1903.) 21,889. 
October 11th. | 

AUTOMATIC SIGNALLING APPARATUS FOR ELECTRIC Tramways. C. J. Jewell. 

- 22,101. October 18th. 


25,478. 


26,082. 


Vickers, 
26,288. 


“APPARA1UB OR MEANS FOR AUTOMATICALLY OPERATING AND CONTROLLING ELEC- 


TRIC MOTOR STARTERS, PARTICULARLY WHEN USED IN CONNECTION WITH 
PrMrs WHICH REQUIRE. TO BE AUTOMATICALLY STARTED AND STOPPED. 
Tangye Tool and Electric Co., Ltd., and A. H. Bate. 22,832. October 24th. 

INSULATING MATERIAL FOR ELsctro-TEcHNIcCAL Pcrroses. А. Rudenick. 

- 28,765. November 3rd. 

METHODS or INSULATING Соё AND THE LIKE, ESPECIALLY APPLICABLF TO THE 
CONSTRUCTION oF HioH TENSION ELECTRICAL MACHINERY. J. S. Highfield. 
24,915. November 16th. 

TROLLEY HEADS IN CONNECTION WITH ELECTRICAL TRAMWAYS ON THE OVERHEAD 
WIRE System. W.Kneeu. 25,041. November 18th. 

REVERSING CONTROLLERS FOR USE 18 CONNECTION WITH  ELECTRO- MoTOBS. 
Electric and Ordnance Accessories Co., Ltd., R. F. Hall and J. R. Garner. 


25,80. November 2th. 
ELECTRICAL INcUBATOR ALARM. W. James. 25,817. November th. 
ELECTRIC SWITCHES AND THE LIKE. British Thomson-Houston Co., Ltd. 


(General Electric Co.) 26,172. December 1st. 
DYNAMO-ELECTRIC GENERATORS AND Motors. L. Torda. 26,194. December lst. 


HyGIENIC COVER OR PAD FoR THE Мостн ов Ear-PiEcES OF TELEPHONES, 
SPEAKING TUBES, AND THE LIKE. L. Huttenbach. 26,365. December 3rd. 


Evicrrkic Fikt ALARMS AND THERMO-INDICATORS. A. Н. McNeil. 26,475. 
Deceinber 6th. - 


MEANS коң RENDERING THE INSULATION OF ELECTRIC CONDUCTORS FIREPROOF. 


G. G. M. Hardingham. (Felten & Guilleaume Carlswerk Act.-Ges.) 26,796. 
December 8th. — 
HOLDERS AND CONTACTS FOR ELECTRIC INCANDESCENT Lamps. J. C. Dear. 


26,799. December &th. 
ELECTRIC DEMAND INDICATORS. 
26.906. Decemter 9th. 
ELECTRIC MOTOR APPARATUS. 

December 12th. x 
INVERTED ARC ELECTRIC Laxrs, N. P. Andrew апа T. M. M. Johns. 
ресеш ет 16th. | 


CRANES AND OTHER LIFTING MACHINERY DRIVEN BY ELECTRIC Morons. 
Reed and Craven Bros., Ltd. 28,678. December 29th. 


J. R. Dick and Reason Manufacturing Co., Ltd. 


Mavor & Coulson, Ltd., and Н. A. Mavor. 27,100. 


27,479. 
F.W 


1805. 


DEVICE ron LOWERING IE VACUUM OF X-RAY AND OTHER Vacttm "Tunis. 
А. C. Cossor. 11,829. June 6th. 

SECONDARY BATTERY PLATEs. H. C. Hubiell 11,861. June 6th. 

ErkcrRIC Hair Виски. T. C. Hodgkinson. 12,705. June ltth. 

ELECIRICAL Massaók Arrarats. T. C. Hodgkinson. 12,566. June 16th. 

ELECTRODES FoR ELEcIRIC Anc Lawers. British Thomson. Houston Co., Ltd. 
(General Eleetrie Со.) 13,381. June wth. 7 . 

AERIALS ron THE TRANSMISSION AND. Rrcrirr oF ELECTRO MAGNETIC Wave 
P. NEEO V. R. A. Fessenden. 13,078. July oid. 

TELEPHONE ATTACHMENTS. N. E. Dainico. 15,678. July 31st. ў 


ELE тюс Lamp BULB AND METHOD OF AND APPARATUS. FOR FINISHING Saur. 
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IS THE ELECTRICAL ENGINEERING 
INDUSTRY OVERCROWDED ? 


A FEW weeks ago we touched upon the apparent over- 
crowding in all branches of the electrical profession. It is 
some consolation to learn that other occupations are not in 
the sime unfortunate condition. “ England is not over- 
crowded, and emigration is nearly always implied confession 
of failure," says Sir Alfred C. Harmsworth, Bart., in the 
first number of the &. Hilurator. | 

There is hope, then, for the overworked sub-station slave 
with the varsity education, who for the munificent salary 
of 25s. а week, nightly risks his life in вп underground 
electrical death-trap whilst his chief sleeps peacefully, content 
to know that he cen get plenty more shift engineers 
at the price. The eminent journalistic baronet quoted 
above would advise the ‘varsity graduate to turn his 
attention to the claims of the motor-car industry. A 
chauffeur, even, is more handsomely paid, and the work is 
more exciting and the risks no greater. | 

From another source, no less reliable, we gather that the elec- 
trical profession over in America, is quite as overcrowded as it 
appears to be here in this country. Writing to the Standard 
an American correspondent points out that things there 
are not what they were. A few years ago there was a great 
outery for scientific education. The growth of railways, the 
enormous developments of electrical engineering, the appli- — 
cation of scientific principles to agriculture, dairy farming 
and many other industries, called for a higher standard of 
education in the workers generally, and for technically- 
trained men for positions of responsibility. 

The demand for scientifically-trained engineers, and more 
particularly electrical engineers, was, at one time, so great 
that it was felt that the supply would never overtake the 
demand. But it is a very different story to-day : the supply 
has not only overtaken the demand, but has left it far 
behind, with the result that large numbers of technical 
graduates find themselves in a position little better, often 


. worse, than the skilled artisan who has received no technical 


education at all. 

Technical education is not so dependent in Ameriea as in 
this country upon Government grants of money, although 
these are more than liberal; nor on municipal subsidies, 
although individual States largely support technical 
institutes. Over and above such sources of income, 
enormous sums are subscribed toward the furtherance of 


. scientific education by the large manufacturers, the great 


railway companies and by wealthy citizefis. The result is 
that thousands of graduates of the technical universities, 
institutes and schools are annually turned loose to find 
remunerative employment in some branch or other of the 
engineering industry. | 

According {о the American Census of 1900 the number 


of mechanical and electrical engineers in the whole country 


[8609] . D 
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was 14,140 ; of civil eng:neers, 20,155 ; mining engineers, 
2,904; and of designers, draughtsmen and inventors, 
18,956; or a total of 56,453. The number of engineering 
students in the year 1901-1902 was about 14,000 ; in the 
year 1902-1903, about 18,000 ; and for the present session 
it is estimated that no fewer than 23,000 students are taking 
courses in engineering subjects. It is not to be supposed 
that these are all freshmen, but assuming that every three 
years sees a complete change of students, it would seem that 
about 8,000 technically trained men are added every year to 
the ranks of engineering. At the low average of £120 a 
year each, this means an annual increase in the wages or 
salaries bill of close upon one million sterling. 

What becomes of all the men who pass through the 
technical colleges? According to the Sfandard’s American 
correspondent, America has, in the past, neglected to cultivate 
a foreign engineering trade, and there is, therefore, no 
demand for American engineers outside their own country. 
British engineers, on the other hand, are to ‘be found all over 
the world, in consequence of the large engineering export 
trade from the United Kingdom. 

Now, whilst it is true that English and Scottish—particu- 
larly Scottish—engineers are almost ubiquitous, it is rather to 
the skilled artisan than to the technician that this remark 
applies ; as regards the over-production of college-trained 
engineers, there appears to be the same tendency in this 
country as in America for the supply to exceed the demand. 

It is important, however, considering electrical engineering 
only, not to overlook the changed conditions; a few years 
ago, when electrical engineering was feeling its feet, there 
was a demand for men with all-round electro-technical 
training, and such men could generally secure responsible 
and lucrative positions. To-day the supply is fully equal 
to the demand, and the era of highly-paid positions is over, 


for the present at any rate. 
Farther, the great advance in scientific knowledge, and 


the increasing use of labour-saving machinery, have raised 
the educational standard generally, and the artisan or skilled 
labourer of to-day is to some extent a technical man, and 
will be increasingly so in the future, so that technical know- 
ledge does not necessarily ensure to its possessor a better 
position than the non-technical man of the past enjoyed. 

Again, the enormous developments in electrical engineering 
which the last few years have witnessed have given rise 
to entirely new forms of employment—employment which, 
whilst not calling for any great skill in handicraft, certainly 
demands a high standard of general education, coupled 
with considerable technical attainments. Such men are 
the successors to the skilled artisans of other days, whose 
occupations have gone as a result of changing conditions of 
life and occupation. 

It may be argued that a technical workman, who uses 
his brain more than his hands, should be better paid than 
the manual worker. But after all, these matters are regulated 
by the immutable laws of supply and demand, and there are 
many callings requiring more brain work and manual labour 
than that of, say, a switchboard attendant, but which are 
not more remunerative. 

Meanwhile, our technical schools, more particularly the 
municipal institutes—where the classes are either free, or 
nearly so—are filled with thousands of students, many of 
whom have not the elementary education necessary to enable 
them to understand and profit by the classes. 


In the States, as well as in this country, 
Rubber-Covered rubber-covered wires are practically in the 


allway pillory, on account of the causes which we 
Signalling. recited at length in a recent issue. The 


matter has been brought to the front across 
the Atlantic by а report prepared by a committee of the 
Railway Signal Association. The committee have rigidly 
set their faces against adulterants, as is shown by the follow- 
ing suggested tests :— The vulcanised rubber compound 
must consist of not less than 30 per cent. of the best grade 


of fine Para gum, mixed with sulphur and dry inorganic 
mineral matter only. The insulation must be tough, elastic, 


adhering strongly to the wire (sic), homogeneous in character, 
and must be placed concentrically about the conductor." 
Again: The rubber shall be во compounded, that when 
test pieces taken from the wire, 2 in. between jaws and 1 in. 
wide (where possible), are subjected to a tensile test, they 


shall show a breaking strain of not less than 800 lb. per 


sq. in., and shall stretch to at least 34 times their original 
length. The jaws to be separated at the rate of 3 in. per 
minute. A piece of the rubber insulation, 4 in. in length, 
must be stripped from the wire, and marks placed thereon 
2 in. apart. The pieces must then be stretched until the 
marks are 5 in. apart, two minutes’ time being consumed in 


. the elongation. Upon being released and allowed to con- 


tract, the original marks must not be more than 24 in. apart. 
The rubber insulation must be subjected for one hour’ to a 
temperature of 260? F., using dry heat, and at the expira- 
tion of that time, must be tested for elasticity, elongation and 
permanent set, and must conform to the specifications 
therefor.“ 

A table, which we need not quote, lays down standards 
for thickness of insulation, insulation resistance in megohms 
per mile, and test pressures for wires of various diameters. 
It is also specified that the test for insulation must be 
made upon all wire without braiding, and after 48 hours’ 
immersion in water at a temperature of from 65° to 75° F., 
tests must be made with well insulated battery and galvano- 
meter, with not less than 150 volts, and readings must be 
taken after one minute’s electrification.” The standard test. 
pressure must be applied for five minutes. 

The committee have virtually plumped for pure rubber, in 
regard to which the analytical chemist is the final referee. 
They say nothing, however, concerning the demand made 
upon those employing the wire, in the precautions that they 
must take to prevent deterioration arising from the almost 
innumerable external hostile influences. Before dynamo 
design became an exact science, if, by fault of machining, 
or other cause, any dynamo failed to give its rated voltage 
at normal speed, the designer could always curse the grade 
of iron and send to the store for а larger pulley. Those 
days have now faded into the limbo of tradition. Very 
shortly, with the increase in the sphere of the analytical 
chemist, and an inevitable cheapening of pure rubber, those 
using rubber-covered cables will be unable to lavish male- 
dictions on the manufacturer in the event of trouble 
occurring, but must seek their remedies in a proper appli- 
cation and protection of the material they are employing. 


Ir must have occurred to many people 
who have had occasion to make use of 
electric heating for the purpose of welding 
metals, that under certain conditions it might be advan- 
tageous to conduct that, or similar operations, under water. 
A recent article in the New York Electrical World and 
Engineer reminds us that such a process was invented some 
12 years ago (British patent 7,226, 1892) by Mr. Paul 
Hoho, and that although it does not appear to have made 
much headway in the arts in the intervening period, this is 
probably due to the fact that not until quite recently have 
engineers fully realised that the peculiar and special advan- 
tages and economies of electric heating are often able to 


Working Metals 
by Electricity. 
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counterbalance the extra cost of electrical energy over that of 
energy derived from the direct combustion of fuel. The essence 
of the Hoho process lies in the fact that the heating current 
enters the portion of the metal it is desired to heat through 
water, and that the additional resistance produced in the 
circuit by the film of vapour immediately formed on the wet 
surface of the metal induces an intense localimation of heat 
just on the very spot where it is required. Moreover, since 
the metal forms the cathode, the heating takes place in a 
reducing atmosphere of hydrogen, thus rendering possible 
such operations as soldering under the most favourable con- 
ditions. If it is desired to surface-temper all or any portion 
of the heated metal, it is only necessary to break the current 
во as to allow cold water to come into sudden contact with 
the incandescent surface. The inventor claims that the 
heating can be so minutely localised by this process, and the 
temperature attained can be во easily controlled, that for 
small metallurgical operations it is far more economical than 
any other mode of heat production. Of course, nothing but 
personal experience can confirm claims of this kind, but the 
process is so attractively convenient, and withal so simple to 
carry out now that electrical energy is everywhere available 
(it should be added that direct current at from 100—250 
volts is recommended), that there can be few engineers to 
whom it would be useful who are not in a position to give it 
а fair trial. 


THE years which have elapsed since the 

Statisties ander Workmen’s Compensation Act first came 
Ca into force have been productive of plenty 
Act. of statistics purporting to show the extent 

to which employers’ liabilities for the con- 

sequences of accidente have been increased during that time. 
No statistics, however, which can be compiled are sufficiently 
ample—except in the case of persons employed by railway 
companies—to enable one to arrive at the true effect, of the 
Act. This is for the reason that where one case is disputed 


many others are settled out of Court, and consequently no . 


information can be obtained with regard to them. In the 
case of rajlways, however, more complete information can be 
given. A table compiled from the returns furnished by the 
railway companies to the Board of Trade shows the amount 
paid by the companies as compensation under the Act, in- 
cluding payments to insurance.companies and to funds under 
Schemes certified by the Registrar of Friendly Societies to 
cover liabilities under' the Áct. "These amounted in 1904 
to £142,387 in England and Wales; to £13,675 in Scot- 
land; and to £6,030 in Ireland. Taking the Board of 
Trade returns as to the numbers employed, and the average 
weekly earnings, the amount paid as compensation in 1904 
works out at less than 10s. per £100 of wages paid. 

While the statistics relating to other industries are not 
sufficient to enable us to see exactly what burden has been 
imposed upon employers by the Act, they are not altogether 
without interest. The, number of cases dealt with during 
1904 in England and Wales in County Courts was 1,736, 
the largest number yet recorded. The cases settled by accept- 
ance of money paid into Court numbered 183, as against 
92 in 1903; while in addition to cases settled in Court there 
were 705 cases either withdrawn, settled out of Court, or 
otherwise disposed of in such а way as not to enable the 
officials of the Court to state definitely the results. The 
proportion of cases in which the applicant was successful 
was 82 per cent, In 557 cases the award was a lump sum, 
and in 650 a weekly payment. Тһе, amount paid for 
damages in lump sums was £190,000, and the weekly pay- 
ments awarded represented a total of £1,700. These 
figures are large enough in all conscience, but are they as 
large as we were led to expect they would be by those who 
. prophesied that the Act would inevitably place such a strain 
upon employers, that it wonld have the. effect of increasing 
the cost of output? In the case of railways, we have seen 


.that the whole cost of the Act involves an increase of but 


108. per cent. in the wages bill Surely that is not a 
formidable figure, especially when it is recollected that 
before the Act came into operation many railway companies 
had already promoted schemes for the compensation of 
injured workmen. The statistics above considered will not, 
it is apprehénded, fill the employers with alarm. Glancing 
for the moment at the ether side of the picture, are those 
who take benefits under the Act satisfied with its nearer and 
more remote effects? Signs are not wanting to show that 
employers have methods of protecting themselves against 
the Act. Although they are not at liberty to compel a 
workman to contract out of its provisions, they are not 
bound to employ any workman if through age or physical 
incapacity they think he is more likely to sustain serious 
injury by an accident in the course of his employment. 
Officers of friendly societies have stated that men with grey 
hairs in their heads are finding it increasingly difficult to 
find employment. This is one result of that species of legis- 
lation which seeks to interfere with liberty of contract. 


In the Electrical World and Engineer 
(New York) for October 14th, the subject 
of lamp efficiencies is reverted to. The 
recent editorial comments raised a number of criticisms, and 
clearing away the chaff, says our contemporary, one always 
returns to the same old question as to what one really means 
by efficiency. Do we mean the quantity of light given by 
the expenditure of a given amount of energy, or “ do we 
mean the conception of each manufacturer as to the relative 
market value of his product?“ If the former, the one logical 
criterion is that of ascertaining the mean spherical candle- 
power; if the latter, one is landed in a maze of complex 
considerations and difficulties. 

To the mean spherical candle-power method two principal 
objections are raised, viz., (1) that certain illuminante do 
not lend themselves conveniently to such measurement, and 
(2) that light in certain directions is wasted and ought not, 
therefore, to be taken into account. These objections are 


Lamp 
Efficiencies. 


. critically considered. As to the first, the gist of the criti- 


cism is that if the lamp does not lend itself to being thus 
measured, so much the worse for the lamp. If it has non- 


luminous ends it has no right to the claim of a high degree 


of efficiency in certain directions only. As to the second 
objection, it is contended that broadly and generally speaking 
to hold that light is wasted in certain directions is sheer 
nonsense. In the first place, it is not lost because it becomes 
reflected and diffused ; in the second, if light is specially 
required in certain directions, it can be easily and economic- 
ally obtained by the use of shades or reflectors. The import- 
ance of directed illumination is regarded as being much 
exaggerated. What are, however, held to be significant 
considerations are the factors of colour and brilliancy. 
These may legitimately be called into play in advocating 
different wares, but they must not be confused with 
efficiency. 

Whilst agreeing with our contemporary's remarks in the 
main, and whilst in no way wishing to encourage indefinite- 
ness where precision is right and reasonable, we feel that a 
worthy effort may sometimes be driven too far, and that in 
this instance the question does not lend itself to too 
mathematical a treatment. Lamps are chosen in practice, 
and will continue to be chosen, according to their suitability 
to meet varying requirements, and in so far as any particular 
type of lamp proves best adapted to meet such requirements, 
во it becomes the most efficient, irrespective in many cases of 
the particular ratio reigning between the energy consumed 
and light emitted. The determination of this ratio will 
always be a matter of considerable scientific interest, but, 
excepting in instances where the total light efficiency varies 
in а pronounced manner, and becomes manifest in the bill 
for energy, the question of the exact ratio subsisting in 
different types of lamps will not constitute the only one of 
importance in the selection of lamps. | 
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THE GRAPHIC CALCULATION OF DYNAMO- 
SHUNT RHEOSTATS. 


DESIGNING, whether it be of dynamos, regulators, or what 
not, consists mainly of two operations—the first, planning, 
for which one requires practical experience of machines and 
materials; the second, calculating, to 

be successful in which process (often a 

laborious one) is to save time by means 

of all possible short cuts to results, bearing . 
in mind always, however, that this is 9^". 
allowable only when a saving of time can 400 
be attained without a sacrifice of accuracy. | 

The object of this note is to present 
a method which is a most convenient, 
simple, and withal accurate “ short 
cut" to the determination of the 
amount of regulating resistance 
required by any given dynamo for any 256 
required voltage variation, and con- 
versely, the amount of regulation that 
may be obtained by using a given 
regulator resistance in the field circuit 
of a given ahunt dynamo, the sole 
requisite for the determination being 
the magnetic characteristic curve of 
the machine in question. "This may be, 
the calculated or even roughly esti- 
mated curve (if approximate results are 
sufficient), but is preferably the actual test-curve giving the 
no-load characteristic of the machine. If this curve has to be 
obtained by test, and no suitable or sufficient test-resistances 
are to be had, it is easily managed by using in the field 
circuit a variable resistance consisting of à bucket of water, 
with salt or soda dissolved in it, into which a piece of sheet- 
iron dips, hung from a stick which rests on the top of the 
bucket. ` In any case, the curve is to be of the practical 
form, machine terminal volts plotted against actual amperes 
excitation ; not that the more theoretical forms are not 
equally useful, but that they are rather less simple and direct 
in giving the particular result desired. "The full-load test 
curve i8 not required, as a resistance which will lower the 
terminal voltage to a given figure at no load will be ample 
and to spare at full load. 

Having the desired saturation curve, A B C (fig. 1), and 
taking, first, tke case in which it is required to determine 
the voltage regulation obtained on the dynamo by the use of 
a certain resistance of known amount, from c, the point on 
the curve corresponding to the normal voltage of the machine, 
draw c D horizontally. If this line, ср, is divided at E into 


300 


two parts proportional to the amounts of resistance of the . 


shunt field coils (hot), and the regulator resistance respec- 
tively, ав indicated, a straight line joining E to the origin О 
will cut the saturation curve at a point, B, corresponding to 
the resultant stable voltage of the dynamo with the givcn 
resistance in the shunt field. 

Thus, in the particular example shown, a regulating 
resistance equal in amount to the resistance of the shunt 
field coils (making the total shunt resistance equal to twice 
the resistance of the coils) will not give a regulation between 
500 volts and 250 volts, but between 500 volts and 188 
volts; if the regulator has one-half the resistance of the 
field coils, we only get down to 398 volts (B^) ; with one-third, 
down to 436 volts (B“), and so on. 

In the converse, to determine the resistance required to 
obtain a given voltage range, it will be seen that if a line 
joining the point О, to a point on A B C representing the 
lowest voltage required, be produced to cut D c, then the pro- 
portion between the two parts of D с so cut will indicate the 
necessary proportion between the resistances of the shunt 
field and the regulator. 

The other method of obtaining these results is to calcu- 
late from the volt-ampere curve a second curve of ampere- 
ohms, which shows the total resistance in the shunt circuit 
corresponding to any point on the saturation curve. This 
total resistance curve i8 shown at G F H, tlie distance F K 
representing the regulator resistance, and the distance of H К 
from the base-line the (constant) amount of the shunt field 
resistance. 


It will be seen, on reference to the figure, that the results 
. obtained by the two methods are identical, but that the ordinary 
method requires the accurate calculation and plotting of a 
second curve, whereas the simpler process gives equally 
accurate results by setting out two straight lines, one of 
them divided, in any case, by not more than a single setting 
of the slide-rule. 


One interesting fact easily noticeable 


Regulator 


Amps. Excitation 


. Fra. 1. 


when using thé simpler construction is the rapid decrease in 
the voltage of the dynamo for a slight increase in the regu- 
lating resistance on the unstable portion of the curve; 
beyond a certain point, which is also well shown, any in- 
crease in the amount of extraneous or added resistance 
becomes practically useless. | 

The above graphic calculation may be used also for the 
determination of the compounding of dynamos for desired 
characteristics ; the particular method of calculation has a 
much wider application, holding equally good for a variety 
of curves which depend on three variables, each a function 
of the other two ; this wider utility may well be left, to be 
worked out to suit individual needs and а : 


Large Electrically Operated Swing Bridges.—A 
description recently appeared in the Railway Gazette of the 
Missouri River bridge of the Omaha Bridge and Terminal Railway 
Co., which consists of two 520-ft. spans placed tandem, forming 
probably the largest bridges in the world of their kind. 

Electrical energy is utilised both for swinging the spans and 
operating the signals, these functions being interdependent on each 
other, so that it is impossible for the operator to perform an opera- 
tion out of its proper order. An independent circuit on either side 
of the river supplies energy to the respective spans. The feeders, 
signal and indicator wires are brought to the operator's house 
through overhead spans ending in a swivel pole, at the bottom of 
which is a set of insulated collector rings for making connections at 
all points iu the rotation of the bridge. The swinging of the draw 
span is performed by two 40-н.р. motors mounted directly on 
the machinery inside the drum. The end lifts, which are of 
the wedge type, are moved by two 20-H. . compound motors, опе at 
each end of the bridge. The rail lock» at each end of the bridge 
are worked by compressed air. The semaphores are operated by 
primary batteries, the home signals being placed about 500 ft. from 
each end of the bridge, and the distant signals about 1,000 ft. in 
advance of t-e home signals. The railroad line is single track, but 
the bridge is double track, requiring a double-track signal system. 
All signals are normally at danger, requiring trains to approach the 
bridge under control. The entire control of the signal system and 
the bridge is effected through а single contr lling stand. The 
levers controlling the semaphores are mechanically interlocked to 
make it impossible to allow trains to approach the bridge from 
opposite directions on the same track. Two interlocked controllers 
are used; the operation of one clears the signals and rail locks, 
withdraws the wedges and unlocks the other controller, which 
governs the bridge-swinging operations. 

The first controller then remains locked until the bridge is back 
in its normal position, Asan additional precaution, each movement 
is visually indicated on the switchboard by means of red and white 
lights. The operators cabin occupies an elevated position in the 
centre of each span; it contains the switchboard, controller and an 
electrically driven automatic air compressor. 
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ELECTRICAL PROPOSALS FOR PARLIAMENT | TO CONSIDER. -~ 


MANY INTERESTING PROJECTS. 


In accordance with our usual custom at this time of the 
year, we give below a brief indication of the nature 
of the proposals which are embodied in the applications 
which are being made to Parliament for electric light, 
power, traction, and other schemes. The full text of 
the application in each case will be found in one of 
the last four issues of the London Gazelle. , 

It wil be observed that there are many proposals of 
exceptional interest beyond those to which we have already 
drawn attention, particularly in connection with the future 
electricity supply in the London area. Two Bills are being 
promoted by a number of existing London companies, whose 
desire is to mutually assist one another if permitted ; several 
Bills are also being applied for to establish closer relationship 
between municipal authorities already conducting electricity 
supply undertakings—apart altogether from the London 
County Council's own power scheme. Several of the London 
companies are individually promoting private measures 
regarding additional powers as to power supply on their 
own account. | 

The electrical features of the projects of the Thames Har- 
bour (Board of Commissioners), the Channel Ferry Railway 
and Quay (Dover), and the London and Brighton Motor Way, 
are all, to say the least, interesting ; and in the Electric 
Railways section, it will be seen that there are several new 
lines projected for London. While these are the main points 
which have stood out prominently before us in compiling our 
summary, there are others of interest which require the reader 
to make a close study of the full list. Of recent years each 
Parliamentary session has produced more important electrical 
matters for consideration than that that preceded it. 
Certainly 1906 bids fair to be as important as 1905, if not 
more so—that is, of course, assuming that all of the schemes 
are allowed to get to the Committee stage :— 


Section I.—Electric Lighting and Power Proposals. 


Abercarn.— Provisional order to U.D.C. 
Additional Electric Power Supply (London).—New company 
to generate electricity at St. Neots, easements along River 

Lee and canals, supply electricity inside and outside London; 
carrying of cables across highways, streets, railways, canals, &c. 
(See p. 835, ELECTRICAL REVIEW, Nov. 24th, for particulars.) 

Administrative County of London and District Electric 
Power Co.—Electricity supply in Surrey, Essex and Kent 
and Administrative County of London. 


Ascot District Gas Co.— Electricity supply in Old Windsor, 


Easthampstead and Cookham, and Chertsey; supply in bulk 
outside area. | e a 

Aylesbury. Prov. order to Mutual Electricity Supply Co. 

Bacup Corporation. Various further provisions respecting 
conduct of electrical undertaking. б 

Barry U.D.C.—Amendment of 1901 and 1904 prov. orders, ех- 
tension of time, and transfer of powers. 

Bettws-y-Coed.- Prov. order to U.D.C. 

Boston.—-Prov. order, National Provincial Electricity Corpora- 
tion, Ltd., 118, Queen Victoria Street, E.C. 

Bournemouth.—Sundry electric lighting and tramway provisions. 

Brixham Gas Co. Electric lighting powers, and supply in bulk; 
repeal of 1903 Electric Lighting Order. 

Bude and Stratton.—Provisional order for Christy Bros. and 
Middleton. 

Calverley.—Application by U. D. C. for extension of time under 
1903 order. 

Camberley and District (Frimley and Easthampstead).— 
Prov. order for Camberley Electric Supply Co., Ltd. 

Castle Ward, Weetslade and Cramlington.—Prov. order to 
Newcastle-upon-Tyne Electric Supply Co. 

Charing and District Gas Works, Ltd.— Application for 
electricity supply powers. 

Charing Cross, West End and City Electricity Supply Co., 

td.— Powers for supply in bulk in London and Essex ; water 
from Thames; undertaking not to be subject to restriction of 
provisional orders. 

Cheshunt.— Prov. order to North Metrop. E.P.D. Co., Ltd. 

City of London Electric Lighting €o., Ltd.—Power tosupply 
electricity to railway, tramway, canal, navigation and other 
companies. | 

County of Durham Electric Power Supply Co.—Further 
powers; agreements with Newcastle-on-Tyne Electric Supply 
Co. and other authorities; exemption of fittings, &c., from 
distress; electric lines under or across the River Wear. 

Crediton Lighting and Power.—Dissolution and re-incorpora- 
tion of Crediton Gas Co., Ltd.; supply of gas and electricity. 

Cumberland Electricity and Power-Gas.—New company to 
generate and supply electricity and power-gas in parts of 
Cumberland. 


Derbyshire and Nottinghamshire Electric Power Co.— 
Alteration of capital arrangements; agreements with others for 
supply of electricity to railways, tramways and canals; power 
to acquire tramways; extension of powers of supply for all 
purposes in area; erect over-ground lines, &c. 

Dorchester Corporation.—Amendment of 1901 order; extension 
of time ; transfer of powers. E 

Dowlais Gas and Coke, Co.—Power to apply for electric lighting 
provisional order. 

East Barnet Valley.—Prov. order to North Metrop. E.P.D. Co. 
Ltd. | 


Edgware.— Electricity: supply powers to North Metropolitan 


E.P.D. Co., Ltd. | 

Exeter Corporation.— Extension of area to include Urban District 
of Heavitree. 

Farsley.—Prov. order to U.D.C. : 

Folkstone and District.—Powers as to supply of electricity to 
TEN Sandgate by the Folkstone Electricity Supply 
Co., Ltd. | | | 

Foots Cray U.D.C.—Amendment оѓ 1901 order; extension of 
time ; powers as to transfer. | | 

Gelligaer and Rhigos В.р. Council.—Electric lighting powers. ' 

Godalming.-—Urban Electric Supply Co., Ltd. | 

Romeral -TTO order for the Electrical Distribution of York- 
shire, Ltd. 


" Hackney Borough Council.—Powers as to supply of electricity to 


or by local authorities of Bethnal Green, Islington, Poplar, 
Shoreditch, West Ham, Leyton and Walthamstow. Supply of 
ttings, &c. | 
Henley-on-Thames.—Prov. order to Mutual Electricity Supply Co. 
Hexham and District Electric Supply Co.—Prov. order for 
supply within the area of the R.D.C. excepting specified 
ishes. | 7 
Higham Ferrers, Rushden and Wellingborough (Rural 
District).—Powers to Northampton Electric Power and 
Traction Co., Ltd., as to electricity supply in these districts. 
Extension of Wellingborough 1900 order. 

Horsforth U.D.C.—Amendment of 1903 E.L. Order; extension 
of time; transfer of powers, &c.  . | | 
Kent Collieries, Ltd. Power to establish generating stations and 

to supply energy ; agreements with and powers to S.E. & C. 

Railway Cos.; supply to railway and other companies, bodies 
and persons; mains along railway routes. ЭЕ 

Kent Electric Power Co.— Enlargement of powers; agreements 

with companies as to easements for laying cables in Kent and 

ondon ; supply of electricity to adjoining authorities; trans- 

fer of powers ; exemption of generating stations from Building 


Acts, &c. | 

Lancashire Electric Power Co. Further powers; exemption of 
engines, fittings, &c., from liability to seizure ; provisions as to 
transfer of orders. 

London County Council.—Powers to supply electricity in 
County of London and portions of Essex, Kent, Surrey and 
Middlesex. | 

London Electrie Supply Corporation, Ltd Extension of area; 
further bulk supply powers; use of Thames water; exemption 
from London Building Acts, &c. | 

London Electrical Supply Companies.—Additional powers to 
enable existing companies to mutually assist one another by 
givíng or taking supply. [Brompton and Kensington, Cen- 
tral Electric, Charing Cross, West Eud and City, Chelsea 
Electricity Supply, City of London Electric Lighting, County 
of London, Kensington and Knightsbridge, London Electric 
Supply Corporation, Metropolitan Electric Supply Co., Notting 
Hill, St. James's, South London Electric Supply, South Metro- 
politan, Westminster and Smithfield Markets Companies.] To 
enable any of these companies and the North Metropolitan 
Electric Power Supply Co., the Kent Electric Power Co., and 
the Urban Electric Supply Co. to supply electricity in bulk for 
mutual assistance. E per : 

Macclesfield.—Lighting powers—Foote & Milne, Ltd. 

Market Harborough.—Prov. order for the U.D.C. . 

Maryport.— Prov. order to Brush Electrical Engineering Co. | 

Metropolitan Electric Supply Co.— Extension of limits for 
supply of energy in b aud for other purposes (Ruislip- 
Northwood, Rickmansworth, Chesham, Eton, Slough, Amer- 
sham, New Windsor, Chertsey, Egham and Thorpe, &c). 

Mid-Durham.—County of Durham Electrical Power Distribution 
Co. to supply Crook, Willington, Brandon and Byshottles and 
Brancepeth. | 

Newcastle-upon-Tyne Electric Supply Co., Ltd.—Agreements 
with Newcastle and District Со. and other companies as to 
supply and interchange of electricity and many other addi- 
tional powers. 

Newport Corporation.—Additional powers as to electricity 
supply; supply and hire of fittings; protection of fittings from 
seizure; apportionment of expenses for electric light and tram- 
way undertakings, &c. 

Pinner, Stanmore, Harrow Weald and Edgware.—Lighting 
powers to Northwood E.L. & P. Co., Ltd. 

Pontefract.—Prov. order to Electrical Distribution of York- 
shire, Ltd. / | 

Portland.—Prov. order for Urban District Council. 


У A 


874 THE ELECTRICAL REVIEW. 


[Vol. 57. No. 1,462, DECEMBER 1, 1905, 


Ryton Urban Distriet.—Powers to County of Durham Electrical 
Power Distribution Co., Ltd. 

St. Pancras Borough Council. —Continue, maintain and extend 
their generating stations and other electrical works ; exemption 
from proceedings for nuisance ; enlarge, improve, re-build and 
use refuse destructor. 

Seaham Harbour.—Prov. order to S.M.H. Tramways Syndicate 
(13, St. Helen's Place, E.C.). 

Shoreditch and Stepney.—Application of B.C.’s re supply of 
electricity to and by one another, and to and by any authorised 


distributors in Bermondsey, Bethnal Green, Hackney, 


Islington and Poplar; joint exercise of electricity powers. 


Shropshire, Worcestershire and Staffordshire Electric: 


ower Co.—Further powers; increased capital, extension 
and division of area, fittings free from distraint, agreements 
with Midland Corporation for Power Distribution, Ltd. for 
mutual furtherance of interests; agreements with Kidderminster 
and Stourport E.T. Co., Kidderminster and District E.L. and 
T. Co., or Birmingham and Midlands Tramways, Ltd., for 
amalgamation of interests re power supply; alteration of name 
of company, &c. : 

Slough and Datchet Electric Supply Co, Limited.— 
Extension of area; supply in bulk, &c. 

Sonth Metropolitan Electric Light and Power Co., Ltd.— 
Supply in bulk; amalgamation or joint working with electric 
supply companies; agreements with companies and local 
authorities, &c. 

South Wales Electrical Power Distribution Co.— Capital 
powers (re-arrangement and additional; payment of interest 
out of capital during construction). 

Stepney Borough Council.—-Supply in bulk by and to the 
Council, and combinations with other Councils for these 
purposes. . 

Steurport and Kidderminster.— Power to Kidderminster and 
District E.L. & T. Co., Ltd., to supply electricity within these 
urban districts; extension of Kidderminstcr 1891 order; agree- 
ments with local authorities. 

Sunningdale and District.—Prov. order to Foote & Milne, Ltd. 

Surbiton U.D.C.—Various powers in connection with the elec- 
tricity supply undertaking ; supply of fittings, exemption from 


distress, &c. 

Swanage.—Prov. order to Bournemouth and Poole Electricity 
Supply Co. 

Thames Harbour (Board of Commissioners).—Construction of 


dam, locks and weir at Gravesend; powers to generate elec- 
tricity for purposes of the works, and to supply electrical 
energy ; also to use overflow waters for power house, turbines 
and other works. | 

Tiverton.—Provisional ordcr for National Provincial Electricity 
Corporation, Ltd.; Repeal of 1890 order. 

Todmorden Corporation.— Powers to refuse electricity supply in 
certain cases, &c 


Twickeuham and Teddington Electric Supply Co: Ltd.— . 


Exercise by this company or Edmundson’s Electricity 
Corporation, of powers and exemption of Hampton and 
Teddington U.D.C.’s under 1901 E.L. orders; further powers 
as to supply of electricity in various districts. 

Uxbridge and District Electricity Supply Co.—Extension of 


area to include Hanwell and part of Eton, Beaconsfield, 


Amersham and Watford. 

аваке aud District.—Prov. order for Wantage Engincering 

O., : | 

Watford.— Electric lighting powers for Watford Gas and Coke Co. 

Wealdstone.—Prov. order for North Metropolitan E.P.D. Co. 

Wembley.— Prov. order for North Metropolitan E.P.D. Co., Ltd. 

West London Electric Undertakers? Association.—Powers to 
Westminster, St. James's, Kensington and Knightsbridge, 
Notting Hill, Metropolitan, Chelses, Brompton and Kensington 
and Central Electric Supply Companies, and the Hampstead, St. 
Pancras, Hammersmith and Fulham, toassociate with and supply 
one another with electricity ; supply for traction, &c., within 
and beyond areas of supply. Provisions as to transfer of por- 
tions of London Electric Supply Corporation's undertaking in 
Westminster and Chelsea to St, James's, Westminster and 
Chelsea Companies. Provisions as to purchase of Central, St. 
James's and Westminster Companies. 

Woodford (Essex ).— Prov. order to National Provincial Electricity 
Corporation, Ltd. 

тоор order to Brush Electrical Engineering 

o., Ltd. \ 

Yardley Rural District.—Application of R.D.C. for amendment 

of 1904 order; extension of time ; transfer powers. 


Nection II.—Tramway and Light Railway Powers. 


mdp cds and Farnborough.—Amendment of 1902 and 1904 

етв. 

Altrincham.— Revival of 1904 tramway powers to U.D.C. 

Bath Electrie Tramways, Ltd. Extensions to Light Railways; 
amendment of 1905 Order. 

Blackpool and Fylde.— Application of B. and F. Light Railways 
Co. for extension of time and other powers. 

Branksome Park und Swanage Light Railway. Baron 
Alington, T. B. Scott and others. 

Buenos Ayres Grand National Tramways Co., Ltd,— Capital 
and other financial rearrangements. 

Bury SOL pora опа деж tramways within and without the 

Orough. 


. and Herne Bay Light Railway Co. (Extension of 
ипе), 


Clayton West and Darton Light Railway.—(H. Kaye and C. 


Wray—New company). 

Dewsbury Corporation. Revival and extension of tramway 
powers. 

Fairford and Cirencester.—Application by Lindsey Light 
Railway Syndicate; 84 miles light railway. 

Folkestone, Sandgate and Hythe.—Powers to Sandgate and 

Hythe Electric Co., Ltd., to acquire existing tramways and 
construct new; transfer of electric lighting orders, &c. 

Folkestone, Sandgate and Hythe.—New company to construct 
tramways in Folkestone, Sandgate, Cheriton and Hythe. 

Halesowen Light Ratlways.— (Transfer of order, &c.), Empire 
E.L. and Power Co., Ltd. 

Haslingden Corporation.--Tramways electrification; further 
electric lighting powers, hiring out fittings and exemption of 
same from distress, removal of obligation to supply “ standby ” 
consumers, &c. " 

Huddersfleld Corporation.—New tramways; further provieions 
as to electrical undertaking. 

Kingston-üpon-Hull Corporation.— Additional tramway powers; 
supply of electricity outside the city. 

Llanelly and District Light Railways.—L. & D.E. Lighting 
and Traction Co. Powers for electric lines; overhead wires; 
agreements as to supply of electricity by other undertakers. 


London Southern Tramways Co.— Electric traction powers; 


and as to purchase of electric energy from existing undertakers. 

London County Council. New tramways in London and Middle- 
sex ; agreements with Corporation re Blackfriars Bridge ; aban- 
donment of tramways; deviation and abandonment of portion 
of subway ; laying temporary raised rails during construction 
of tramways. 

London. Powers to Corporation to Widen Blackfriars Bridge; 
construction of tramway and other works. 

London United Tramways (1901) Co. New tramways in 
Middlesex and Surrey. 
Macclesfield and District.—New company; tramways in the 
county of Chester; running powers over other tramways. 
Manchester Corporation. Various tramway constructional and 

incidental powers. 

Mansfield and District Light Railway Co.—Extensions in 
county of Nottingham; abandonment of part of powers; 
financial provisions. 

Middlesbrough and West Hartlepool Light Railway.—(C. S. 
Watson and C. E. Straker). 

Middlesex County Council. Various light railways. 

Middlesex County Council.—Tramway in Edgware Road ; lease 
to Metropolitan Electric Tramways, Ltd.; agreements with 
N. Metropolitan E. P. S. Co. as to supply of power. 

Neweastle-upon-Tyne Corporation.-- New tramways; exclusive 
right of user. 

North Metropolitan Tramways Co.—Dissolution of company 
and surrender of lease, &c., to L.C.C. | 

North Wales Central Light  Railway.— (Lindsey Light 
Railway Syndicate, Ltd.), 13-mile line from Mawddwy to 
Llanuwchllyn. : 

Nottinghamshire and Derbyshire Tramways Co.— Extension of 
time; motor-omnibus and other powers. - 

Oldham and Saddleworth District Tramways.— Abandonment 
of undertaking and dissolution of company. 

Ossett Corporation.—Revival and extension of tramways powers. 

Oxford Corporation.—Tramway and motor-omnibus powers. 

Portmadoc, Beddgelert and South Snowdon Railway Co.— 
Two extensions at Carnarvon; also amendment of 1905 Act. 

Preston, Chorley and Horwich Tramways Co.—Extension of 
time ; abandonment of part of authorised line ; sale of part to 
Wigan Corporation ; carriage of goods ; street lighting, &c. 

Rochdale Corporation.—Tramway powers. 

Romford and District Tramways.—New company to take over 
powers of the Empire Electric Light and Power Co., Ltd. ; 
extension of time; agreements with authorities as to supply of 
electricity. 

South Lancashire Tramways Co.—Extension of time for land 

urchase and tramways completion. 

Southport and Lytham Tramroad Co.— Extension of time for 
construction of Southport Corporation Tramways. 

Wallasey Tramways and Improvements.— New tramway 
powers for U.D.C.; supply of electricity in bulk for railways 
and tramways; exemption of electric lighting fittings from 
distress, &c. 

Warrington and Northwich.— Application by Warrington and 
Northwich Light Railways Co. for extension of time. _ 

West Cumberland Electric Tramways Co.—Extension of time 
for tramways and electricity supply; transfer of, and appli- 
cation for, prov. electric lighting orders; manufacture and 
supply of waste gases and products. 

West Yorkshire.—New company to construct tramways and tram- 
roads ; take over certain powers from Huddersfield Corporation ; 
power to run over Halifax and Huddersfield municipal lines. 


Section III.—Electrle Railway Schemes. 


Baker Street and Waterloo Railway.— Deviation railway and 
subways in Paddington; ubandonment of part of authorised 
railway and subway, 

Cork City Railways.—New company to construct and work 
electric railways, taking supply from Cork Electric Tramways 
and Lighting Co., Ltd. | 

Cork Link HRallways.- New company to run railways to be 
worked electrically ; obtain electricity from Cork E.T, and 
Lighting Co. " 
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Great Northern Railway Co.—Contribution to cost of generating 
station erected by Great Northern and City Railway Co., and 
agreements with that company. 

Hammersmith, City and North- ‘East London Railway.—New 
company to construct railways in London and Middlesex ; 
agreements with Central London, North-West London, and 
other companies. 

London and South-Western Railway Co.—Taking over Waterloo 
and City Railway Co.; provisions as to sale and distribution of 
surplus electricity manufaetured by company to lessees and 
tenants of the co 

London Outer Cirele | ftallway.— Construction of railways in 
Middlesex and Essex; land for generating stations; agree- 
mente and traffic arrangements with many railway companies. 

Mersey Railway Co.—Omnibuses and motor-cars ; provisions as fo 
interest on debenture stocks, &c. 

Metropolitan District Rallway.—New railways in London and 
Middlesex; electric working of West London Railway, and 
numerous other powers. 

Metropolitan Railway.—Extension or enlargement of limita of 
lateral deviation for the improvement of Baker Street 


Station. 

North and South Shields Electric Rallway.—Revival and 
extension of powers for purchase of lands and extension of 
time ; additional capital. 

North-East London Raflway.—Amendments of Act 1905; addi- 
tional lands and capital; powers as to payment of interest, &c. 

North-West London Railway Co.—Underground railways, Pad- 
dington, Marylebone, Westminster, Hampstead, Willesden 
and Hendon, agreement with Metropolitan Electric Tramways, 
Ltd., апа with North Metropolitan E.P. Supply Co., &c. 


Section IV.— Miscellaneous. 


Channel Ferry Railway and Quay (Dover). Agreements 
with and powers to Corporation of Dover as to supply of 
electricity. 

London and Brightou Motor Way.—New company ; land for 
generating stations for lighting motor way and carriages, 
stations, buildings, works, &c., of the company, and to motor- 
сагв using the way; to grant power to others to lay conduits or 

ipes for electricity, telephone, telegraph and other purposes 

London County Council (General Powers).—Supply of elec- 

ical apparatus and fittings by metropolitan boroughs. 


Metropolitan Pneumatic Despatch Co. Establishment of 


system of tubes, cables, generating stat ions. 
Post Office Sites. —(Postmaster-General. ) 


— 


NOTES ON THE STANDARDISATION OF 
FUSES. 


By ALFRED SCHWARTZ. 


THE fuse in this country is considered by most engineers to 
be a tricky and unreliable piece of apparatus; it is often 
spoken of as if it were on the point of being superseded by 
the circuit-breaker—presumably in all sizes—and in general 
itis regarded by the up-to-date man asa legacy from the dark 
ages (i. e., the transition period between the gas age and the 
era of electricity), and further, he considers that while it has 
to be tolerated as a necessary nuisance, it is entirely unworthy 
of the care and attention that helavishes upon other portions 
of his electrical equipment. 

For this state of things we have only ourselves to blame ; 
we make our fuses of all sorts of metal, of various lengths 
and dimensions, we place them vertically or horizontally at 
will, connect. them sometimes to small and sometimes to 
heavy terminals, arrange the wire in contact with porcelain 
for the whole or a part of its length, or have it free in air 
from terminal to terminal, or surround it with incombustible 
powders of various sorts. We do all these things daily, and 


have done them these past 15 years, with the result that, up: 
and down the country, the fuse is deservedly vituperated for . 


its unreliability ; is it not time, therefore, that we turned 
our attention seriously to its standardisation ? 

We are all concerned with the competition of gas, and we 
labour the point as to relative cost per candle-power-hour, 
largely forgetful of the other advantages of electricity, of 
which safety is not the least important. 

Whenever a fire takes place on premises in which the elec- 
tric light has been installed, it is in the first instance invariably: 
attributed by the lay Press to “the fusion of the electric 
wires." In most cases, however, it is ultimately traced to 
the gas or heating arrangements, but it is none the less our 
business to ensure the safety of the electric system by a well 


considered system of fuses, so arranged that their abuse shall 
be made as difficult as possible, and that their overload 
capacity shall be of a predetermined value. 

Before considering in detail the various points in con- 
nection with fuses in which standardisation appears to be 
desirable, we must clearly recognise that no amount of 
standardisation will prevent wilful and determined tampering 
with а fuse. Careful. standardisation will, however, reduce 
this danger to a minimum, by the selection of a form of 
terminal which will render its misuse as troublesome as 
possible ;. while at the same time the ability to obtain from 
any dealer's stock the standard fuse required would render 
the legitimate replacement of the fuse far easier than it is at 
present. 

Let us now briefly consider seriatim the particulars in 
connection with which standardisation would be advan- 
tayeous :— 

Length of Break.—The fire risk in connection with fuses 
‘should be greatly reduced, first, by standardising the 
length of break not only for various circuit voltages, but also 
for various carrying capacities. 

The sudden breaking of a heavy short-circuit current by 
а fuse produces an inductive pressure rise which may be very 
many times that of the line voltage. This is brought about 
by the collapse on breaking of the magnetic field due to the 
short-circuit current ; this current if limited only by the 
resistance and self-induction of the circuit would reach a 
very high value—possibly from 5,000 to 10,000 amperes 
on an ordinary service fused for 50 amperes. If the circuit 
is properly fused, however, it will be opened before the cur- 
rent has had time to mount to the value named above, and 
the short-circuit current would in the case named be limited 
to about 1,000 amperes. The greater the capacity of the 
fuse the longer it will take to melt on short-circuit, and in . 
consequence the pressure rise will reach a proportionately 
greater value. A standard increase in the length of break 
with increased carrying capacity should therefore greatly 
reduce the chances of the persistence of the arc and conse- 
quently the fire risk. 

Short-Circuit Service.—The term short circuit is a relative 
one, and the effects which one may get on a consumer’s 
premises connected to a large network are very much less 
severe than those obtainable on the station bus-bars. Some 
discrimination should therefore be used in standardising, in 
order to avoid throwing on the general consumer the 
burden of the greater cost necessary for a fuse to withstand 
station conditions. Possibly two classes might be formed, one 
for fuses (usually of large carrying capacity) to withstand 
the severe conditions of a true short circuit, the other for 
fuses (usually of small carrying capacity) for use on circuits 
of a non-inductive character and of moderate resistance, such ` 
as one usually finds in connection with house installation 
work. Asan alternative, some mean condition between thesc 
two might be specified in connection with the tests on short 
circuit with which the fuses would have to comply. 

Material of Fuse.—lt would appear desirable to specify 
the material, shape and arrangement of the fuse metal to 
meet the requirements of circuits which are capable of bear- 
ing different amounts of overload. For instance, an ordi- 
nary lighting circuit can usually safely withstand an over- 
load of 100 per cent., and it is not desirable on such a 
circuit that the fuse should come into operation with a less 
excess current than that named ; fuses arranged and rated to 
meet these conditions might be termed “insensitive ” fuses. 
Arrangements might, however, be made for a further class 
or classes which would operate with excess currents of from 
10 to 50 per cent., and which might be termed “ sensitive 
fuses.” Generally speaking, fuses of large carrying capacity 
would be placed in the latter class. Other points to be con- 
sidered in connection with the choice of metals are :— 


1. The degree of purity obtainable commercially. 3 

2. Resistance to oxidation at the temperature of normal 
working. | 

3. Freedom from the formation of an oxide skin of ТТ 
strength to hold ир the metal when molten. 

4. The non-arcing properties of the metal vapour. | 

5. The characteristics on disruption as to the formation of i 
heavy vapours, the degree of scattering of the molten particles of 
metal, and their condition as to temperature, &с. | 

6. The contact difference of potential between the fuse metal and 
the terminals. : 
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7. The coefficient of expansion of the fuse metal relative to that 
of the terminals or binding screws. 

8. The form in which the metal is available, whether in wire or 
strip, and its capability of being soldered satisfactorily. 


Rating—The normal fusing current for the materials 
sanctioned should be carefully determined for the requisite 
ranges and the fuses stamped with the normal carrying 
capacity, and fusing current and **sensitiveness" expressed 
as the percentage overload at which fusion takes place, the 
overload being reckoned as excess over the normal carrying 
capacity. The time should be specified within which the 
fuse must blow when started cold with the specified over- 
load ; this time will, of course, vary with the capacity of the 
fuse, and will be greater for enclosed fuses than for the open 
type. | 
Testing.—Arrangements should be made for standardising 
the conditions and details of the following tests :— 


1. Normal fusing current. 

2. Short circuits. 

3. Arcing on fusion with currents slightly in excess of the normal 
fusing current. 

4. Temperature rise for enclosed fuse covers. 

5. Insulation between parts. 


The normal fusing current for a wire may be defined as 
the minimum current required to fuse the wire in such a 
time interval ав shall be necessary for the wire to have 
attained its maximum steady temperature. In order to 
obtain accurate results, sufficient time must be allowed for 
this to occur; for open type fuses a method of procedure can 
be detailed which will ensure this, but for semi-enclosed and 
enclosed fuses the time interval necessary to bring them up 
to а given temperature will depend upon the special 
environment of the wire. | 
. Enclosed fuses are necessarily more expensive than those 

of the open type, and this has led in the States to their 
employment without protecting cabinets or covers; it is, 
therefore, necessary that the temperature rise of the 
cartridge should not be so great as to cause charring or 
possible firing of its material or the ignition of any inflam- 
mable material that may be in its vicinity. Тһе temperature 
rise thus specified will, of course, refer to the fuse when 
carrying the current for which it is rated, and not after 
short circuit. | 2 

This latter condition should be safeguarded by a test to 
ensure that no molten metal is ejected, or sufficient flame to 
ignite easily inflammable material on or near the cut-out 
when only one fuse is blown at a time on short circuit. 

Contacts.—There are as a rule two sets of contacts to be 
considered :— А 


1. The contact between the fuse wire or strip, and the end plate 
or ferrule of the holder or cartridge. 

2. The contact between the end plates or ferrules of the holder 
and the clip jaws or terminals of the fuse block. 


In some fuses of the open type for fairly large currents, 
where the strip employed is of sufficient strength, it is forced 
edgeways between the spring terminal clips by means of an 
insulated grip handle, which can be removed when the fuse 


strip is in position, thus obviating one of the sets of contacts 


mentioned above. With regard to the contacts on the 
holdersgn the enclosed type, the fuse metal is usually soldered 


to the end caps, while in the open type it is usually held 


under a screw and washer. Where the fuse metal has 
approximately the same coefficient of expansion as the 
terminal, not much trouble is experienced, particularly with 
strip, but where the expansions are different, flattening of 
the wire may occur, and a loose contact will be developed. 
Where one of the metals is highly electro-positive to the other, 
local action will take place in damp situations, with 
consequent corrosion at the contacts. The form of contact 
between the fuse holder and the fuse block requires careful 
consideration ; the knife blade and spring clip seems the 
most promising, as it is simple in construction and avoids 
the use of screwdrivers for replacement or disconnection, and 
it will, further, not become loose under working conditions. 
The only point against it is that it rather lends itself to 
abuse by the substitution of a strip of inetal or wires in 
place of the fuse holder, but this could doubtless be over- 
come by a suitable arrangement of the block and terminals. 
Spacing.—The regulations under this head should include 
the specification of the minimum distance separating metal 


block intended for a fuse of lower carrying capacity. 


parts of opposite polarity for ranges of fuses of various 
carrying capacities and voltages. The spacing of the fuses 
should also be detailed, so a8 to secure a minimum distance 
betweén terminals of the same polarity, to allow of safe and 
easy handling. For fuses of the open type, incombustible 
septa of insulating material should be fixed between the fuses 
to limit the spread of the molten metal; the arrangement 


should also be such as to prevent accidental short circuit 


between live metal parts of opposite polarity. Open type 
fuses should preferably be arranged horizontally rather than 
vertically, as the arc is less likely to persist ; the normal 
fusing current will, however, be increased by about 
5 per cent. 

Classification. —F use-holders and blocks must be arranged 
во as to prevent the use of a fuse of a given capacity = a 

ey 
should also be arranged so that they can only be used on 
circuits of the voltage for which they are designed. This 
question of the non-interchangeability for current and voltage 
will require careful handling, and it may perhaps be found 
desirable to limit the interchangeability of the fuse by means 
of a specially profiled attachment to the terminals or holders 


which could be fairly easily changed by an authorised person 


should the necessity arise for increasing or decreasing the 
carrying capacity or voltage of the circuit concerned. Such 
systems are in vogue in Germany in several forms, and they 
seem to work satisfactorily. In the United States this nou- 
interchangeability has been secured by varying the distance 
between the terminals and by allowing a fairly wide variation 
in current-carrying capacity for a given length between ter- 
minals ; for instance, with enclosed fuses the range of current- 
carrying capacity for given lengths between terminals is as 


follows for circuit voltages up to 250 :— 


Rated capacity. Distance between contact 


Amperes. clips. Inches. 
0—2 ae те ... То be reported on later. 
3—80 Мет DT m 1 
31—60 y 885 - 13 
61—100 T Qus s 4 
101—200 . ..  ..  .. 4% 
201—400 hos TT £e 5 
401—600 К | ы 6 


Similar ranges of capacity are allowed with increased 
distances. between the clips for voltages between 250 and 
600. 

Marking.—The fuse holders or fuses should be plainly 
marked with the name or trade mark of the maker, together 
with the voltage, normal fusing current, and rating for 
which they are intended, and the standard with which they 
comply. i 

It is impossible in the space at our disposal to do more than 
indicate as above the lines upon which, in our opinion, the 
standardisation of fuses should proceed, but we hope in sub- 
sequent articles to deal in some detail with the arrangements 
in vogue on the Continent and in the United States in con- 
nection with this subject. 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless we have the writers name and address in our possession. 


Regenerative Control. 


I am sorry to find, notwithstanding all that I have 
written in explanation of regenerative motors, that a gentle- 
man of Mr. Crane’s education and ability should still be 
living in a state of Egyptian darkness. | 

It is interesting to note that he takes the opportunity to 
modify two of his previons statements, but as he hides him- 
self behind a nom de plume, he might quite gracefully have 
provided the whale with a much larger complement of 
saloon passengers than is represented by the two moieties of 
Jonah now on board without landing tickets. | 

In explanation of the mental problems with which your 
correspondent is wrestling, I have to say, quite apart from 
the fact that they have no existence outside his brain pan, 
that the whole of his letter is based on the logical fallacy of 


= + = 
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arguing from the particular to the general. In effect, he 
says, because I cannot design a shunt motor to produce а 
certain result, therefore nobody can. If he had put it the 
other way about, his position would have been invulnerable. 
* No one can design a shunt motor to produce a certain 
result, therefore I cannot," but then he would have had to 
commence by proving the universal negative, which reminds 
me of Gilbert's delightful way of solving this almost 
impossible problem— What, never? Well, hardly ever ! 

In the first place, a regenerative traction motor is not 
designed on the same lines as an ordinary shunt motor, but 
it is designed to give the same field ав the same motor series- 
wound, at rated load. At this point the saturation curve is 
so nearly horizontal that extra ampere-turns produce very 
little effect. 

In the second place, the heating of the shunt field at full 
load is scarcely worth consideration, because this condition 
lasts only for a few seconds, and thereafter the current in the 
field is reduced to less than half and the heating to less than 
one-fourth. 

It will, perhaps, assist Mr. Crane if I tell him that all 
the regenerative motors now working are running side by 
side with the same pattern of motor, series wound, and 
doing the same duty ; it is obvious, therefore, that they do 
not “transcend the laws of nature." Further, there are no 
troubles with the shunt field and no “kicking coils or 
other complications ” are employed to minimise them. 


Incidentally, the error into which your correspondent has 


fallen, explains exactly the difference between the present 
successful regenerative system and previous failures, viz., that 
in all former attempts an ordinary shunt field was employed, 
whereas, in the new gystem, the maximum field is practically 
as strong as that obtained in the series motor. 

Mr. Crane says: "It is not, however, the facts which 
have been published that trouble me во much as those which 
have not." "The ordinary reader will imagine from this that 
I am suppressing some material information; I think, 
therefore, it is due to me that Mr. Crane should give some 
indication of the nature of the unpublished facts to which he 
alludes. 


London, S.W. 
November 27th, 1905. 


John 8. Raworth. 


P.S.—Regenerative motors ate often called shunt motors, 
though this description is inaccurate. They are actually 
separately excited motors, but when regenerating they are 
shunt dynamos. 


A Chance for Motor-Cycle Makers. 


I am enclosing a page taken from the current issue of the 
Motor. I think the paragraph I have marked would interest 
your readers. Comment is needless. 

What Next. 


VACANCY for pupil in electricity works, new motor-cycle taken 
as premium. Box 733, care of the Motor. 


. In re Atkinson v. Schmahl. 


My attention has been called to the report of the pro- 
ceedings in the action of Atkinson v. myself, appearing in 
your issue dated November 24th. 

Your report is, I think, somewhat liable to mislead your 
readers. 

The contention of the plaintiff was, as you state, that a 
partnership which at one time existed between us had never 
been dissolved ; my contention was “that it had been dis- 
solved," and this was the issue which the Court had to 
decide. "There never was any question between us as to Mr. 
Atkinson being entitled to the return of his capital, and 
before his counsel had concluded his opening statement, an 
offer was made by him to accept the return of his capital and 
to give up all other claims. 

This offer I accepted, it being the same offer which I 
myself had made before the proceedings had commenced 
(nearly a year ago), and we agreed that each of us should 
bear our own costs. 

My leading counsel, Mr. Eve, K.C., M.P., I think, made 


the matter quite clear in his address to Mr. Justice Swinfen 

Eady. | 
In justice to Mr. Atkinson and myself, I trust you will 

find space in your valuable columns to publish this letter. 


A. Schmahl. 
London, W., November 27th, 1905. 


In re L. M. Waterhouse and Patent Acts. 
Patent No. 28,682 of 1908. 


With reference to the report of the petition brought in 
respect of the above patent against our clients, the Simplex 
Steel Conduit Co., Ltd., we only wish to add that, on the 
advice of Mr. Fletcher Moulton, K. C., and Mr. A. J. Walter, 
we have already given notice of appeal, and that the order 
was suspended in the meantime. Prior proceedings had 
been taken for the revocation of the Bayliss patent, referred 
to, at the instance of our cliente, and the petitioners in the 
present, case then consented to the order being taken against 
them, whereas the validity of the above patent was sup- 
ported by such well-known experts as Mr. Swinburne and 
Mr. Barnes. 

| Glynne Jones & Co. 


London, W. C., November 27th, 1905. 


Re Coloured Cables. 


With reference to the letter from your correspondent 
“Н. C. H.“ iw last week's issue, we beg to advise you that 
cable manufacturers would have no difficulty whatever in. 


supplying а third colour, such as green, if they experienced 


any demand. 

The fact that only two colours are stocked points, we 
submit, to the absence of amy general trade requirements for 
a third colour. 

: | W. Т. Glover & Co., Ltd. 
E. L. BADDELEY, Secretary. 
London, S.W., 
November 29th, 1905. 


A Death Trap. 


In your issue of the 17th ult., under the above heading, 
I cannot say that I at all agree with ** Tin-Tack " ; he makes 
no mention of india-rubber mats, or a telephone by which to 
get assistance, and these surely must have been there. In 
regard to the Chief's" expression, I cannot help thinking 
that he must have had cause to use the words he did. 


C. E. H. E. 


[Тоо much weight should not be attached to the words 
attributed te the “chief.” Most likely they were jocular— 
certainly they could not have been meant to be taken 
seriously.—Eps. E. R.] 7 


The letters that have appeared in your columns for the 
past two weeks have given me courage to bring to the notice 
of your readers my experience of work in a private gene- 
rating station. 

This station is, say, 450 KW. capacity, and runs on the 
average 14 and 15 hours per day, during which time I am 
supposed (as chief) to put in at least 124 to 13 hours. 

I have an assistant, it is true, but he is only a wireman, 
and as he spends most of his time on work outside the 
station, he is not of much use to me. 

The only tools provided are a set of spanners, a few cold 
chisels, and one 14-in. rough file; at least, I conclude it 
was rough when new, but that must be many years ago. 
All the other tools I’m expected to find myself. With the 
tools provided (and my own) I am expected to do all sorts 
of repairs and fitting, from filing up brushes with the afore- 
mentioned 14-in. file, to making joints on the steam range 
with scrap bolts (or bolts that ought to be scrapped). 

Now, as І have had 12 years’ good general experience in 
nearly all branches of mechanical and electrical engineering, 
and only fell out of a good job by the winding up of the 
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firm F was with, I hardly think I can be called a “shift 
engineer" working for experience, as Eight Bells” and 
others would no doubt try to call me. | | 

I should like to mention that the wage I am getting ів 
under 37s. weekly, and the reason I have to work for this 
low wage is because it was the onby job I could obtain at 
the time, and as I have a wife and family depending on me, 
I am forced to do something. | 

I hope this letter will give others a gentle hint that 
somelimes a man must work for a low wage, because it is the 
only wage he can get at the time. | 

When опе comes to look at any generating station and 
the amount of damage that could be caused by carelessness 
or inexperience, I say it is cssential that only efficient men 
should be employed, and that they should be paid a fair 
wage. | 

Rough File. 


If you will extend to me your courtesy once again, I 


should like to reply to the criticisms that my letter in your 
issue of November 17th has called forth. 


First, let me tender my sincere thanks to Mr. Lutken for | 


his sympathetic letter, which is во full of sound common- 
sense, that I feel it will appeal to all those working in k. H. T. 
stations, who realise that, unlike cats, they only have 
one life to lose. J am also greatly obliged for this gentle- 
man’s advice, and would recommend a careful consideration 
of it by those who, like myself, are through force of circum- 
stances, and not for “experience,” working in. similar 
“ death traps." 

Letter No. 2 by * Tin-Tacker " is truly wonderful. It is 
most amusing, and is evidently written by а workman who 
has acquired a little knowledge, and uses it entirely for 
vituperation. 
cussion ; but on one point I should like to enlighten him, 
viz., soiled hands. As I have served my time, both in 
mechanical and electrical workshops, and have held positions 
as varied as mains engineer and stoker on a tramp steamer, 
I am not afraid of soiled hands and dirty shirts. “ Tin- 
Tacker's " last remark re instructions, &c., is too silly for 
comment. | | | 

The letter by “ Eight Bells " is a sort of luke-warm affair. 
He talks about the influx of men like myself keeping wages 
down, but he must remember that even though several of 
us are gentlemen by both birth and education (not the Board 
School education of ** Tin-Tacker "), many of us are in very 
poor circumstances and are compelled to accept the half loaf, 
or nothing. "m - | 

I am much obliged to Mr. Ewer for his mention of the 
E. T. U. : 

In conclusion, I do not mean to drop the cudgels yet, and 
if I find I cannot rouse interest enough in the readers of 
your much esteemed journal, I shall write to the daily Press. 
I mean to drive my point home about this callousness and 
utter disregard of human lives. = 
Tin-Tack. 


a 
— — 


ADDRESSES WAN TH. — A correspondent wants to know the 
address of the International Telegraph Construction Co., of 
London and New York. | 


We should be obliged if Mr. J. G. Halliwell would 
forward his address.—Eps. E.R. | | 


2 


LEGAL. 


BRITISH ELECTRIC Traction Co., LTD., AND CROYDON 
CORPORATION. 


Tuis case, relating to the Croydon and district electric tramways, 
was before Mr. Justice Farwell in the Chancery Division of the 
High Court on Friday. The award made by the arbitrator was in 
the form of a special case, and related to various agreements 
entered into Ву the Corporation and the tramway company. When 
the matter came on for argument before his Lordship, 

Mr. Тномѕох, for the Traction Co., said that Mr. Warmington, 
K.C., for the Corporation, said he had arranged that the questions 
in the case should be considered in a certain way. =. 

Mr. WaRMINGTON said he did not see why it should not be stated 
that thé award was in favour of his clients, the Croydon Corpora- 
tion; and, as he understood it now, the opposition to the award 

had been withdrawn. | | - 


This, however, is not the eubject under dis-. 


His Говрвнр: The parties agreeing that the questions should 
be answered in the negative, the only order I shall make is the 
simple order as to costs. : 


WALKER r. THE INGLETON ELECTRIC LIGHT AND POWER 
Co., LTD., AND OTHERS. 


In the Chancery Division of the High Court, before Mr. Justice 
Swinfen Eady, on Saturday, Mr. A. Grant applied on behalf of the 
plaintiff for the appointment of a receiver and manager. He 
stated that this was a debenture-holder’s action. The defendants 
did not appear, but one of the defendants consented, and counsel 
produced a consent brief. | 

His LoBRpsSHIP: Are you in a position to take judgement ? 

Mr. Grant said there was some doubt on that point. The action 
asked for the appointment of a manager, and the company was in 
the nature of a statutory one. There was some doubt whether the 
Court could appoint а manager. 

Atter hearing authorities on the point, | 

His Lorpsuip appointed a receiver, and said the action must 
go on. 

Liberty was given for the receiver to act at once. 


~ 


IN re LETTEBS PATENT No. 14,006 oF 1903, GRANTED TO 
J. N. ALSOP, AND THE PATENTS, &c., ACTS. 
Тн case came before the Court of Appeal, composed of Lords 


Justices Vaughan-Williams, Stirling and Cozens-Hardy, on Baturday, 
on an appeal by the owners of the patent from a decision of Mr. 


Justice Buckley in the Chancery Division. 


Mr. Haldane, K. C., Mr. Bousfield, K. C., and Mr. J. G. Graham 


appeared for the appellants, and Mr. Fletcher Moulton, K. C., Mr. 


Astbury, K.C., and Mr. A. J. Walter for the respondents. 
It appeared, from the statement of Mr. Haldane, that the 
question to be decided arose on a petition for revocation of the 


patent, which was for a new process of purifying flour by means of 


electricity, and thus increasing its nutritive qualities. The machine 
consisted of two parts. By means of the first a powerful current 
was passed through air, altering its chemical qualities, and the air 
80 treated was then passed into another machine, where the flour 
was subjected to treatment by it. The process was said to be one of 
enormous commercial value. The owners of the patent recognised 
that some of the clauses of the specification, as they now stood, were . 
invalid, and they asked Mr. Justice Buckley for leave to apply at the 
Patent Office to disclaim that part of the invention which related to а 
suggested chemical action, which it was now known did not take place. 
The petitioners opposed the application, and pressed for the revoca- 
tion of the patent. They submitted that what the applicants 
proposed to do was not to disclaim, but to correct the 
specification by striking out incorrect statements, and leaving 
the invention as wide as it was before. 'The real invention 
claimed was for making gluten out of starch by electricity. 
Mr. Justice Buckley held that the word “disclaimer” in Sec 19 
of the Act of 1883 was to be read strictly, and did not include 
corrections or such explanations as might be required for the 
purpose of defining the claim. The patentee said that Claim 2 
would not produce the result claimed, and therefore he wanted to 
disclaim by striking out Claim 2. It seemed to him that was 
not a disclaimer; it would leave the process just where it was, and 
would not reduce the ambit of the claim. What the patente 
sought to do was not within Sec. 19 of the Act of Parliament, and 
therefore he would not grant the liberty asked. The application 
was dismissed with costs; hence the present appeal. His Lordsbip 
had fixed November 29th for the trial of the petition, so that the 
applicants might have time to appeal from his present order, should 
they so desire. The learned counsel said, if the decision in the 
Court below were upheld, they must go to trial with a bad claim in 
their patent. 
The hearing was adjourned till Wednesday. 


LLoyps v. THE MARCONI INTER-MARINE COMMUNICATION 
| Co., LT». 


Ти case came before Mr. Justice Kekewich in the Chancery 
Division on Saturday. 

Mr. P. Оврем Lawrence, K. C., for the plaintiffs, said that terms 
had been arrived at. 'The arrangement dealt with matters of 
detail, and therefore he did not think it necessary to mention 
them. The result was that all proceedings were stayed in two 
actions, one of which was before Mr. Justice Buckley. They would 
assume that that action had been transferred to this Court, and there 
would be one order staying all proceedings on terms initiated by his 
learned friend, Mr. Warmington, and himself. That would dispose of 
the action, which, as his Lordship might imagine, would have been 
of a somewhat troublesome nature if tried. 

His LokDSHIP said he saw that. was 80. 

Mr. WARMINGTON, K. C., for the other side, said it had taken a 
good deal of time to settle the matter, and he thanked his 
Lordship for the opportunity given the parties to arrive at an 
arrangement. 


THE CORPORATION OF SWANSKA v. THE NATIONAL TELEPHONE Co. 


IN the Court of Appeal, before Lords Justices Vaughan- Williams, 
Stirling and Cozens-Hardy, on Saturday, Mr. R. J. Parkor stated 
that appeal in this case was pending before their Lordships. It was 
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a very urgent matter. The action was decided some time ago, and 
execution was stayed on certain terms. The action was brought by 
the Corporation of Swansea, which had instituted a telephonic 
system in the borough. The National Telephone Co. had already a 
system there. Under the Act of 1899, on certain conditions and 
terms there was the right of inter-communication between the two 
systems. The action was brought to establish that right, and the 
Corporation succeeded. The appeal was from that order. Execu- 
tion under the order was stayed on the terms, and the three 
exchanges were to be connected and the inter-connection was only 
to be used for the local traffic in each case. The Corporation's con- 
tracts were all coming to an end, and would have to be renewed 
im January, and unless they could get this point cleared 
up before then, it was probable that the  Corporation's 
subscribers would not take the risk of another year, but 
would subscribe to the National Telephone Со. instead. 
It was important from the point of vicw of the Corporation in 
Swansea that this point should be decided so far as the Court of 
Appeal could decide it, before the end of the year. He understood 
that if their Lordships would take it any date after December 11th, 
the other side would not oppose that being done. 

It was ultimately arranged that the case should come into the list 
on December 11th. 


— ————— eee 


PARTNERSHIP DISAGREEMENT. 


At the Colne County Court on 25th ult., before his, Honour 
Judge R. Watson, George Hartley Schofield, electrical engineer, of 
Railway Terrace, Brierfield, sued George Hargreaves, ex-chairman 
of the Brierfield District Council, for £12 10s. There was a 
counterclaim for £49. Mr. Ogden, for plaintiff, stated that on 
December 15th, 1904, the defendant's son approached plaintiff with 
a view to the latter entering into partnership as electrical engineers. 
Plaintiff was not prepared to invest any capital, but became a 
partner. Subsequently, it was agreed to take a young man, named 
Foulds, as an apprentice at a premium of £25 for three years. The 
partnership was eventually dissolved, and Foulds obtained judge- 
ment against plaintiff for the £25, the defendant's son having gone 
to America or Canada. His Honour gave judgement for £12 10s. 
for the plaintiff, and for £24 10s. for the defendant on the counter- 
claim, which was for money lent the firm by defendant, and ordered 
defendant to pay the costs of both actions. 


FAvERSHAM CORPORATION v. E. KNOWLES. 


AT the Faversham County Court last week, Judge Shortt heard а 
case in which defendant, ап E.L. consumer, and а former member 
of the T.C., was sued for £5 1s. 6d., due for current supplied and 
rent of meter. It appeared that during the quarter ending 
June 30th, 1905, the defendant consumed 240 units, for which a 
charge of 5d. per unit |was made according to the scale in vogue. 
The defendant paid £4 15s. 8d. into Court, this representing 251 
units at 44d., and meter rent. Mr. Knowles, who conducted his 
own case, contended that in order to benefit by the lower rate he 
could charge himself for more units than he had actually consumed. 
The Council's scale of charges was: 6d. per unit to consumers of 
75 units per quarter; 5d. per unit for over 125 units; and 454. 
per unit for over 250 units. Had defendant consumed 251 units, be 
would have had to pay £4 15s. 8d., but as he only consumed 240, he 
had to pay 5s. 10d. more than that sum. The Judge said the 
position was very curious, and it would be well if the regulations 
were altered to meet such a case, but it was pointed out that if the 
defendant's request had been entertained, the Town Council would 
have all the consumers doing this, and it would mean а loss. 
Defendant alleged that the meter was taken in the morning, 
whereas the quarter ended at midnight. But for that he would 
have consumed over 250 units. This was denied, and it was urged 
that the difference of time in reading the meter between the 
previous quarter was to the defendant's advantage. It was also 
pointed out that with all his lights on, defendant could not have 
brought the total of units to over 250 up to midnight. The Judge 
said that possibly in future the Corporation would make some change 
in the regulations to provide that when а consumer consumed 
almost the 250 units and was willing to pay for 250, he might be 
entitled to the 44d. charge. At present it was not so. Не had 
simply to interpret the dry law, and plaintiffs were entitled to the 
5s. 10d. in addition to the sum paid into Court. 


PRIVATE WIRE AND TELEPHONE INSTALLATION Co. v. 
PORTMAN & Co. 


This adjourned action was heard by Judge Woodfall at the West- 
minster County Court on Monday. The former hearing was reported 
in onr issue of November 10th. The plaintiffs sought to recover 
the sum of £30 rent of privatetelephone. The defendants counter- 
claimed for alleged breaches of contract from 1901 up to 1905, but 
his Honour excluded the years 1901-2, and the counterclaim was 
amended to date from April, 1903, which was the date the contract- 
ing department was purchased from the Consolidated Telephone 
. Manufacturing Co. by the plaintiffs. | 

The plaintiffs were represented by Mr. W. О. Hodge, and Mr. Н. 
Simmonds appeared for the defendants. 

It appears that plaintiffs purchased the contracting department. 
of the Consolidated Telephone Manufacturing Co. In 1901 an 
agreement was entered into between that company and the 


defendants, under which it was agreed that various private tele- 


phone wires should be erected between the offices occupied by 


the defendants at No. 8, John Street, 110, Strand, 97, Regent 
Street, and 2, Sussex Mansions, Maiden Lane. The rental for the 
wires which were installed, was paid at the usual intervals by the 
defendants, to the Consolidated Telephone Manufacturing Co., and 
subsequently to the plaintiffs as their successors. However, in 
March last, the defendants refused to pay rent, and now pleaded 
that the plaintiffs had not obtained the necessary licence from the 
Postmaster-General to put up this installation, and therefore there 
could be no contract. | 

The PLAIxTIrrs reply to the defence that they had got no licence 
from the Postmaster-General, was that a licence was not necessary 
owing to the fact that in the agreement signed by the defendants 
it was stated that these wires should only be used by themselves or 
their servants, in which case no licence was required. 

Mr.JawES LEYLAND NEWLAND, managing director of the plaintiff 
company, said his company purchased the contracting department 
of the Consolidated Telephone Manufacturing Co. in April, 1903. 
They had always experienced considerable difficulty in obtaining 
payment from the defendants. 

COUNSEL for the defence asked witness if he knew the installation 
had always been defective.—No. 

Before your present company took it over were there frequent 
complaints ?— Yes. 

Have there been complaints since ?—Yes. 

There have been complaints since March, 1902 ?— Y es. 

Verbal complaints have not been made to you personally? No; 
but we have a record of them. 

CouNSEL for the defence intimated that he would endeavour to 
prove to his Honour that the instruments were now worthless. 

WiTNESS admitted that they had got no licence from the Post- 
master-Ceneral. 

In answer to CounseEr., WITNESS stated that his company did not 
fix any 8-b lines. Witness explained that an 8-b line was a wire 
between two separate firms. They only fixed lines between firms 
and their brauches. i 

Mr. FRASEB, called by the plaintiffs, said he was at one time in 
the employ of the Consolidated Telephone Manufacturing Co., and 
he took the order from defendants to install the four instruments. 
He did not know that the places where the instruments were 
erected were not branches of the defendants’ firm. 

In answer to CouxszL for the defence, Wrrxkss said he did not 
understand from a Mr. Long that the other firms where the wires 
were run to should pay half of the charges. Witness .admitted 
that there was nothing to indicate that the places where the wires 
were run were connected with the defendants. He assumed, how- 
ever. that all the businesses belonged to Portman & Co., who were 
simply, trading under a different name. 

The hearing was, at this point, adjourned until December 19th. 


V 


D. STEWART & Co., LTD., v. HECKMONDWIKE URBAN DISTRICT 
Covxcir. | 


Tuis action came on for trial on 22nd and 23rd ult. before Mr. 
Pollock, K.C., Official Referee. From a report in the Yorkshire Post, it 
appeared that plaintiffs, who were boiler manufacturers, brought 
the action to recover the price of certain water-tube"boilers supplied 
to, and work done for, the defendant Council in connection with a 
scheme for lighting the town by electricity. The real point in the 
case was whether the boilers which were supplied were capabie of 
evaporating 4,000 1b. of dry steam per hour under norma] conditions, 
and with average coal, as specified in the contracts. Defendants 
said the boilers would not come up to that test, and counter-claimed 
for damages or set-off. A further point in issue would be as to 
what was meant in the contract by normal condition and average 
coal.” The Council's engineer claimed the right to say what were 
normal conditions, but plaintiffs said the amount of draught in the 
Council's works was abnormally low, and was insufficient to burn 
the coal properly. Eventually the Council pulled down the boilers 
and erected others, and the action was commenced. 

Mr. E. M. Downe, director of the plaintiff company, in his 
evidence, attributed the poor results of а test of the boiler he saw 
at Heckmondwike to the fact that there was insufficient draught. 
His firm gave up boiler-making because recently it had become the 
work of specialists. His company had neither the appliances nor 
the room to go into the business in the proper way to make it com- 
mercially successful. They had sufficient plant to make good boilers, 
but not cheaply. 

The case was adjourned. 


Tus CORPORATION OF FULHAM v. THE NATIONAL ELECTRIC 
CoNSTRUCTION Co., LTD. 


Mr. Justices BrGHAM, in the King’s Bench Division of the High 
Court of Justice on Tuesday, November 28th, had before him in the 
form of a special paper for his decision the award of the arbitrator 
in the case of the Mayor, &c., of Fulham, against the National 
Electric Construction Co., Ltd., which arose out of the accident at 
the Fulham Baths on December 23rd, 1902, by which two men were 
killed by coming into contact with exposed wires which were laid 
on the tops of the divisions hetween the cubicles in which the 
baths are placed. 

Mr. Bailhache and Mr. C. B. Marriott were counsel for the 


Electric Construction Co., whilst Mr. Danckwerts, K. C., and Mr. 


Maxwell appeared for the Fulham Council. 

Mr. ВАТ.НАСНЕ said the question to be decided by his Lordship 
was whether or not the Electric Construction Co. was liable to 
re-imburse the Borough of Fulham the sum of £1,173 odd which 
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the Borough Council had paid by way of compensation to the 
relatives of two men killed in December, 1902, in the Fulham 
public baths. It appeared that on December 23rd, 1902, two men, 
named William Arthur Line and William Brown, were admitted by 
the Council to use the baths, and were accidentally killed by the 
electric shock from a wire forming part of the work carried out 
under the contract by the Electric Construction Co. Claims were 
made апа actions brought against the Fulham Corporation by the 
representatives of the men killed, and in each case counsel paid 
money into Court, which was accepted as: satisfaction. The 
amounts were admitted to be reasonable, but the contractors 
repudiated liability before the arbitrator, Mr. Jas. Swinburne. The 
Council claimed to be entitled to recover from the contractors the 
amount of the charges and expenses paid and incurred by them in 
consequence of the admitted claims, and the contractors disputed 
the claim. The grounds on which the Corporation sought to make 
the contractors liable, Mr. Bailhache proceeded, were that they 
had committed a breach of contract, which resulted in the deaths 
of these two men, and were, on the ordinary principles of law, 
liable to indemnify the Corporation. In June, 1901, the Fulham 
Borough Council, who 9 the baths, wanted an electric light 
supply, and employed the Construction Co. to carry out the instal- 
lation, covering the whole of the inside of the baths. There were 


a number of separate baths, and the system adopted by the 


architect and engineer of the Fulham Corporation, under whose 
specifications his clients worked, required a separate circuit to 
the various sections of the baths. The wires were insulated in the 
ordinary way, and enclosed in small iron tubes throughout the 
building; but there was not a continuous system of tubing, the contact 
being broken at certain points. It was agreed on all hands that 
where they had a continuous system, and if that system was con- 
nected with the earth in one or two places, the whole of the system 
was connected to the earth. But where there was a non-continuous 
system it was now agrced that in.every section they must have 
connection with the earth, by a water pipe or otherwise. These 
two men who were killed at the Fulham Baths were in little 
cubicles or bath rooms divided from each other by slate slabs 
8 or 10 ft. high, on the top of which the electric wire was carried 
іп an iron tube. The first man who was killed, Line, was dis- 
covered by his screams, and he was then hanging with both hands 
to the top of the dividing slab where the wire was. He could not 
be released until the current was switched off, and he died shortly 
afterwards. The other man, Brown, was found dead in his cubicle 
about an hour afterwards, and it was supposed that he had met his 
deathin thesame manner. It was admitted that the conduits in both 
the sections where the men were found were not earthed. It was 
said that the Electric Construction Co., for whom he appeared, were 
liable under Clause 20 of the contract, because it was their duty to 
earth each section of the electric circuit, and that it was а breach of 
duty not to earth it. He would read the award of the arbitrator, 
and on that should submit that on the facts found by him, his 
Lordship should decide in his client’s favour. The arbitrator had 
found, as a fact, that the accident which caused the deaths referred 
to was caused by the fact that certain iron pipes forming part of the 
installation were not earthed ; he had also found that the Council 
had spent £1,173 odd on the matters in dispute in the arbitration. 
The question for the opinion of the Court was whether on the facts 
stated in the special case, the Council was entitled to recover from 
the contractors the amount stated. On behalf of the National 
Electric Construction Co. he, Mr. Bailhache, submitted that he was 
entitled to his Lordship’s judgement. He also submitted that the true 
facts of the case disclosed no liability on the part of the Fulham 
Borough Council, who had paid in haste. Ав to the contractors, he 
denied that they had committed any breach of contract. It was 
said that the installation should be according to the rules of the 
Phoenix Assurance Co., but these only provided that when it is 
desirable the metal tubes shall be earthed.” The award found that 
the earthing would not have been “ desirable” in so far as the 
risk from fire was concerned, although it would perhaps have been 
desirable so far as risk to life was concerned. Therefore, he sub- 
mitted, there was no breach of duty on the part of the contractors, 
and if negligence was material to the case it had been negatived by 
the award. It was said that the maintenance period had not expired 
when the accident happened, but the arbitrator had found the 
works were in fact completed. АП the contractors' liability, he 
argued, terminated in April, 1902, or cight or nine months before 
the accident. The breach of the Phonix Fire Office rules, he 
repeated, only applied to the recommendation that earthing was 
"desirable in case of fire" and did not refer to loss of life. In 
conclusion, he said that, having regard to the state of electrical 
knowledge at the time of the accident, nobody could have had any 
cause to expect damage to life and limb from the installation. The 
Fulham Corporation was not liable to compensate the relatives of 
these men, and the contractors were not liable because they were 
not the injurers. | 

Mr. DANCKWERTS: I submit that your Lordship’s judgement ought 
to be the other way. 

Mr. Justice BicgHam: Do you lose liability from your own 
contract ? 

Mr. DANCKWERTS: Yes, entirely. There is no tort. Proceeding, 
Counsel said he relied on the paragraph in the contract, which said 
that the whole of the works were to be carried out in accordance 
with the rules of the Phcenix Fire Office, and because those rules 
were not complied with there had been a breach of contract on the 
part of the National Electric Construction Co. He contended that 
unless it was shown that it was “ undesirable,” the contractors were 
bound to earth their installation, and the arbitrator had not found 
that the earthing was “ undesirable” in the sense which relieved 
the contractors of responsibility. The arbitrator had found that it 
was not desirable so far as risk from fire was concerned, but that 
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was far from saying that the carthing of the wires of the whole of 
the sections would not have been “ desirable " in case of danger to 
life. If all the sections had been earthed, the wires would have 
been rendered harmless, and nobody would have been injured; and 
the company’s officials ought to have known that the use of 
wires in such a way was dangerous. 

Mr. Justice Brama{m held that there had been no breach of con- 
tract or negligence on the part of the contractors, and that the wor 
was done in accordance with the rules of the Phoenix Fire Office. 
One of these rules said tbat when the system of tubes was employed 
the main tube should be earthed, except in those cases where 
earthing would not be “desirable.” In this case the arbitrator had 
found that it was not “desirable,” and, therefore, -he found that 
there was no evidence of neglect on the part of the Electric Con- 
struction Co.—the contractors. "E | 

Judgement accordingly. 


— —— 


MITCHELL v. А. J. HARRIS & Co. 


AT the Bradford County Court on 23rd ult, his Honour Judge 
Bompas, K.C., heard a bankruptcy motion, the petitioning creditor 
being William Mitchell, Fairfield Rosd, Bradford, and the 
respondents A. J. Harris & Co., Ltd. electrical engineers, 
Bradford. | | 

Мт, FRANK MELLOR said that the petitioning creditor sought to 
obtain the rescission of a contract under which the debtor, Mr. 
Harris, sold his estate, immediately prior to his bankruptcy, to a 
limited company. Mr. Harris, against whom a receiving order was 
made on August 18th, 1905, had traded in Bradford as an electrical 
engineer since 1892, under the style of A. J. Harris & Co. Some 
two years before his bankruptcy, he borrowed from the petitioning 
creditor the sum of £500, and no part of that had been repaid. In 
May, 1905, Mr. Harris was pressed by creditors, and on July 3rd, 
1905, he registered a company for the purpose of taking over the 
business, the share capital consisting of £2,000 in £1 shares. Mr. 
Harris was appointed secrctary, and the company agreed to pay all 
his debts, which were stated to amount to £957 13s, 3d., including . 
the £500 borrowed from Mr. Mitchell. On July 4th the latter 
issued a writ for payment of this sum, and the agreement referred 
to was registered on July 17th. Apart from the payments made by 
the two directors named for their qualification shares, no capital was 
brought into the company, the bankrupt holding all the debentures, 
and his wife 181 out of the 228 shares issued. The trustee sub- 
mitted that the respondents should be ordered to pay to him the 
value of the assete transferred to the company. Mr. Mitcbell 
obtained a promissory note when he advanced the £500. Mr. 
Mellor remarked that it was not necessary to allege any moral fraud, 
but he urged that the debtor had no right to say that his creditors 
should not take his assets, and then assign the whole of them to a 
company, so that the creditors would have to take debentures or 
nothing. | 

Mr. Н. NEWELL, for the company, said that Mr. Mitchell would 
get every penny of his £500, and interest. He had prevented the 
shares being issued, and had no doubt retarded the life of the com- 
pany. Mr. Harris had suffered much harm, and he alleged that 
that was one of Mr. Mitchell’s objects. If the money could be 
raised on debentures, the agreement was the best he could make 
with the creditors. Mr. Mitchell would have got his money if he 
had waited a day or two, but he refused to accept any arrangement, 
and forced things. Mr. Mellor had admitted that the assets were 
worth £2,000 at the present time. 

Mr. MELLOR (interposing): I don’t give evidence about it; I 
admit nothing, and I don’t deny. 

His Honour said there was no evidence that the business was not 
worth £2,000, and after reviewing the case at some length, he gave 
judgement for the respondent company. > 

An application by the trustee that the costs should be allowed 
out of the estate was not granted.— Yorkshire Daily Observer. 


CLAIM BY APPRENTICES. 


ACCORDING to the Daily News, Edward Lionel Joseph, Ferry Bridge 
House, Clifton Road, Maida Vale, was summoned to the North 
London Police Court on 27th ult. by five apprentices who had been 
indentured to him to learn electrical engineering, to show cause 
why he should not pay damages for breach of covenant. The lads 
were apprenticed by the East London Apprenticeship Fund, and 
£25 was paid with each. They said that in three or four years they 
had learned practically nothing. Defendant denied liability, but 
Mr. Rose said defendant was liable, and ordered him to pay £6 in 
each of four cases and £2 in the fifth, with costs. 


- 


BnrrisH PIONEER BLECTRIO LIGHT AND PowER Co. 
í OF INDIA, LTD. 


In the Chancery Division of the High Court of Justice on Tuesday, 
November 28th, Mr. Justice Buckley had before him the petition of 
S. T. Biggs and another for the compulsory winding up of this com- 
pany. The facts are fully set forth in the following judgement. 
His LonpsHiP said this company was incorporated on February 
27th, 1899, with a capital of £3,000 in 3,000 shares of £1 each. It had 
issued all those shares, and had called upon them 158. a share. It would 
appear from the petition that 300 shares had been fully paid, and 
these were held by the petitioners. The operations of the company 
had consisted in the acquisition of the, concession for the construc- 


T0 т wc o р 74g — 2 — — — ë OT Ф o wee Po = con Fm -— — = — — * 


Vol. 67. Мо. 1,462, Decemser 1,190] THE ELECTRICAL REVIEW. 


tion of an electric tramway in Bombay and in certain dealings 


with a sale of that concession. The result had been to produce а 
sum of £20,000. There had been a return to the shareholders of 
£6 10s. per share, which, upon shares of 158. paid, was a return of 
nine times that which the shareholders subscribed. There were 
still some further assets. The company, by special resolution passed 
on the 2nd and confirmed on the 23rd of this month of 
November, had gone into liquidation. The petition before him 
was presented by the holders of 300 shares, and was presented 
on the day on which the special resolution was passed. The 
petitioners asked for a compulsory order. The petitioners were 
two gentlemen named Biggs and Sawyer, solicitors. They were 
mortgagees from a certain Mrs. Bingham, and he was told 
the 300 shares of which these two gentlemen, Biggs and Sawyer, 
were now the registered holders were 200 shares which were given 
to Mr. Bingham as fully paid for certain services, and 100 other 
shares which he took. It appeared by an affidavit that Bingham 
parted with these shares to his wife, and she mortgaged them to 
the present petitioners, Biggs and Sawyer. The case which was 
sought to be made for a compulsory order was this. It was said 
that certain transactions which took place during the life of the 
company had given rise to claims which ought to have been brought 
against the directors of the company for misfeasance. These sug- 
gested claims arose in this way. When this company was incor- 
porated in 1899 and subsequently down to July, 1901, it had three 
directors and three only. They were Thomas Anderson Kelman, 
who was the father, and Stuart and Erskine Kelman, who were his 
sons. And it was said that some time in 1900 a company was incor- 
porated oalled the Rowell Stuart Kelman Co., Ltd., or the Kelman 
Co., and that the directors of that company were а gentleman 
named Mackintosh and the two Kelmans, the sons. The result of 
that state of things was that the board of that company was 
Kelman, the father, and his two sons, and the board of the other 
was Mackintosh and the two вопв; and there were a between 
the two corporations governed by these two bodies. ong as the 
practice continued (which he always deplored) of SAND of office 
of directors, one was unfortunately involved in this state of 
things from time to time—where a gentleman аз director of 
one company dealing with another company of which he 
was also director, was put in а position in which his 
duty to one company conflicted with his duty to the other. Such a 
circumstance immediately arrested attention, and one looked to see 
whether the directors of this Pioneer Co. were guilty of neglecting 
their duty in giving to the Kelman Co., of which they were also 
directors, the benefits which were given to them in respect of the 
concession. On this petition he had not to try whether that was 
so or not. He was only looking at the facts for the purpose of 
seeing whether a primd facie case was made out of something 
which called for the Court to use the power it possessed of making 
а compulsory order to get the benefit of the section of the Act of 
1890, which would enable а public examination to be held in case 
there was something which ought to be looked into. The transac- 
tion was this—the Pioneer Co. were minded to obtain a concession 
of these tramways in Bombay. There had been certain negotiations, 
which came to nothing. Ata particular stage—the first relevant 
date was December 16th, 1900—the Kelman Co. appeared on the, 
scene with a suggestion that it was worth the while of the Pioneer 
Co. to see if they could not get this concession, using for that pur- 
pose the services of Mr. Bingham. It was resolved to accept the 
price of Rowell & Co. and Kelman & Co., which had been made in 
& letter of December 16th, and he supposed it must be taken 
for granted that they were to be largely interested in the 
acquisition of the concession in the terms therein indicated. 
But there was no bargain made which would have been 
legally enforceable. There was a correspondence between the 
Pioneer Co. and the Kelman Co. as to the terms the Kelman 
Co. ought to have. But he did not find any trace of any improper 
concession made by the Pioneer Co. to the Kelman Co., originating 
peut from the fact of their having joint directors. They 
ooked to be, and he thought they were, real negotiations as between 
the two companies for the purpose of arriving at the proper terms. 
He saw nothing to excite suspicion with regard to them. The 


matter went on, aüd in June, 1901, Mr. James Anderson Kelman 


being stil the chairman, and the two Kelman sons the other 
directors of the Pioneer Co., there was a meeting of the directors. 
The minutes stated that the chairman explained the position of the 
Bombay concession, and the demands that the Brush Co. were 
making for & reduction of the price agreed on; the chairman 
expressed his wish to have the board strengthened in order to deal 
with this and other matters,' and proposed that Mr. Lilley апа Mr. 
Williams be added to the board, and this wascarried. At the next 
board meeting Stewart Kelman and Erkine Kelman resigned, and 
thereafter the board consisted of James Anderson Kelman, who 
gave up the chairmanship, Mr. Lilley and Mr. Williams. In order 
to explain the reference to the Brush Co. in the minutes, he must 
state that in the interval, this concession having been obtained, 
there was consideration as to how it was to be carried out. 
‘Ultimately, about March terms were arrived at under which 
the Brush Co. were to buy the concession for £65,000, and 
to have back £25,000 out of it. That was а circuitous 
way of saying they were to pay £40,000 for it, and the Brush Co. 
were to have a certain part of the contract, and the Kelman Co. 
were to have other parts of the contract. That was the arrangement 
which ultimately was carried out. What subsequently happened 
was that the Brush Co. said they had becn misled because the con- 
cession had been represented to ‘be of a tramway of a certain length, 
and it turned out to be a tramway of a smaller length. In July, 
1901, the board of the Pioneer Co. had become composed of J. A. 
Kelman, Lilley and Williams. At that time began the friction 
with Mr. Bingham. On July 10th Mr. Bingham issued a writ 


against the company, on July 16th the company issued a writ 
against him. That action came to trial before Mr. Justice Byrne, 
and the outcome was that Mr. Bingham was not wholly successful, 
In the interval this had taken place. Owing to the friction that 
had arisen with the Brush Co., and the claims of Mr. Bingham and 
во on, there was а negotiation which began on October 15th, and 
continued to December 10th, 1901. It was of this description : 

That inasmuch as the figures had to be adjusted with the Brush Co., 
the figures ought to be adjusted also with the Kelman Co., and they 
ought to take a proportion of the altered sum. The outcome of that 
was that the Kelman Co. were giving up the whole of a sum of 
£15,000 they were to have had, and they were keeping the benefit they 
got or so much of the contract aa was given to them, and they also made 
a stipulation by this letter that the Pioneer Co. were to adopt the 


' concession note which they gave to Mr. Goode for introducing the 


matter. The outcome of all this was that the initiation of the 
matter so far as he could see—although iier nag ek it was com- 
plicated by having а common director—looked to him perfectly 
honest. fo far as he could see at present, there was no basis for a 
claim for misfeasance. On every ground, it seemed to him, the 
petitioners failed in making out their case. He had said but little 
ав to what lay at the bottom of all this. It was quite obvious from 
the litigation which had taken place between Bingham and the 
company before that there was active animus and hostility between 
them, and the presentation of this petition might be actuated by 
totally different motives from those which the Court ought to give 
effect to. Were the petitioners prejudiced, by the voluntary winding 
up? Certainly not; they were not prejudiced at all. The peti- 
tioners had failed to make out their case, and, on the grounds he 
had stated, he thought the petition failed, and he dismissed it with 
costs. 


WaLLAQg т. J. G. Wurrk & Co., LTD. 


Мн. JusmcE BARTON, on 21st ult., granted an injunction against 
Mesars. J. G. White & Co., Ltd., contractors for the Belfast electric 
tramways, restraining them from laying poles, lamps, &c., on the 
lands of Mr. Frank Wallace, at Somerset Avenue, Belfast. — Irish 
Daily Independent. 


Тнв Hatt Roan RAILWAY ACCIDENT. 


AT the Liverpool Assizes on Tuesday, before Mr. Justice Bray, 
a claim by Mrs. A. M. Sykes, widow of Mr. James Sykes, 
who was killed in the accident on the electrified branch of 
the Lancashire and Yorkshire Railway, at Hall Road, on 
July 27th last, against the railway company was heard. 
Plaintiff, on behalf of herself and daughter, sought to 
recover es for the death of her husband through the alleged 
negligence of the defendants or their servants. The defendants 
denied negligence. The widow had received £1,000 in respect of a 
x insurance coupon which had been signed. Deceased was in 
eceipt of an income of £216 per annum. Evidence having been 
the jury found that plaintiff should receive £1,100 from the 
ES company, two-thirds to go to the mother and one-third to 
the daughter. The defendants had, however, paid £1,250 into 
Court. Judgement with costs was accordingly given for the defen- 
dant’ company. 


— 


REVIEWS. 


Electrice Traction. By RonkRT Н. SwrrH. London: 
Harper & Bros. 1905. Price 9s. net. 


The reviewer regrets that full notice of this important 
book should have been delayed. 
It is twice important: First, as being the best standard 


. work on electric traction for students, if indeed it is not the 


only work which is thoroughly fit for a text-book ; secondly, 
as an invaluable addition to the scant technical library of 
the general manager as distinct from the engineer. To the 
latter it will be as useful as to the student, but to the 
manager it will come as the first attempt which has been 
made to bring the commercial aspect into any book. The 
combination of essays on engineering principles as applied 
to construction and running, on commercial principles, and 
finally full descriptions of these principles as they have been 
applied in actual practice is particularly fortunate, and the 
author merits the fullest congratulations upon succeeding во 
admirably in the production of a book conceived on such 
broad lines. 

The preface recognises the difficulty of keeping a book of 
this kind up to date. It is that difficulty more than any 
other which has operated to keep down the output of books 
on the application of electricity in any branch. Would-be 
authors have been deterred from beginning by the fear that 
ere the end much of their subject matter would be ont of 
date, but this fate cannot overtake at least one-third of the 
present volume for perhaps 10 years, while the remainder 
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will be actively valuable for five, and historically interesting 
for an indefinite period. It is a book, too, which lends itself 
to revision, and we cordially hope that Prof. Smith will find 
his editions flying so strongly that the opportunities for 
revision will be many. If he does we suggest that the 
indexing be extended beyond a mere statement of the contents 
of each chapter. Already we have found annoying the 
absence of an alphabetical index. 

` Evidently, the author believes that surface-contact systems 


-have not taken the place they deserve, and may attain in time, . 


for in that part of the book in which are given general 
descriptions of the various systems of electric traction 55 
pages are devoted to the overhead system, and 40 to surface- 
contacts. Of these 40 pages, 14 are given to the Schuckert 
system of grouped electro-magnetic switch control, while the 
Kingsland mechanical system is not even mentioned, and the 
Lorain system, which, after all, is really in use on 12 miles 
of tramway, is dismissed very curtly, and somewhat unfairly, 
in three lines. 

For the use of electricity on common. roads, i. e., without a 
rail track, Prof. Smith seems to hope little until the efficiency 
of the secondary cell is increased. This falls to from 50 per 
cent. to 60 per cent. after repeated charges and discharges, 
and the watt-hours per ton-mile average from 140 to 160, 
but might be improved to 80 or 100. 

Prof. Smith is careful to explain that the expression watt- 
hours per ton-mile expresses a numerical ratio only, being 
* the ratio between the work done to propel the vehicle any 
distance to the work that would be required to lift it without 
friction vertically through the same distance." Therefore it 
does not involve any reference to distance or speed. This 
should be remembered when considering figures given by 
battery makers for automobile batteries. 

Estimates, formule, curves and tables are given which 
illustrate clearly the laws governing the cost of running 
electric vehicles under various conditions of mileage and 
seating capacity, but the optimistic company promoter 
should note, if only for his own information, that the data 
are derived from an assumption that the full complement of 

ngers is carried in every case. 
The “General Survey," which follows the preface, brings 
very clearly before the student the vastness of the electric 
traction field. 

Chapter 2 deals with tramways in a general manner, being 
concerned mostly with the economic point of view, and it 
is this chapter itself which makes the book worth its 
money. The hugecost of the L.C.C. tramways is thrown at 
them once more, and a table of 20 columns gives the average 
results for 1,000 representative miles of overhead tramways, 
together with the same results for certain individual 
systems. | 

The author allows the professor to peep out when he says 
of the overhead system that it is particularly adapted for the 
conversion of existing horse lines, “ав it involves no 
necessary alteration or disturbance of the existing road-bed 
or rail-track, except that required for the bonding of the 
rails.” He cannot be aware that disastrous results have 
followed this policy wherever it has been carried out, for 
neither the road-bed nor the rails of a horse tramway are 
suited to the heavier electric service even when new. 

Exception must be taken also to the remarks about guard- 
wires. On "р. 48 it is said :—“ The real difficulty is the 
danger from accidental fall of overhead wires. This is 
minimised by the use of guard-wires, but the addition of 
these makes the æsthetic objection . . . . of double force. 
This difficulty with overhead trams cannot be surmounted.” 
In the first place, the addition of guard-wires increases 
rather than decreases the danger of an overhead system, 
because they fall from various causes much more often than 
the wires which they are meant to guard ; and, secondly, it 
is now possible to guard against falling wires by the use of 
one wire instead of two; while, thirdly, the difficulty can be 
surmounted quite simply by removing the message wires to 
some position in which they will not be a continual menace 
to users of the streets. 

In Chapter 3 occur some useful calculations respecting rail 
return currents, but something more about negative boosters 
would be acceptable. 

The author will touch a sympathetic spot in most 
engineers by his proposal to reduce the cost of positive and 


negative feeders by the use of voltages up to 1,500 or 
2,000 on the trolley wire. He states a strong case for this 
economy, but it is very doubtful whether many of the existing 
undertakings could face the necessary expenditure for many 
years, even if there were a chance of the restrictions which 
limit the pressure to 600 volts being removed. That the 
change would lead to more accidents we do not believe ; in 
fact, the author is probably right in saying that the safety of 
she public would be increased because of the disproportionate 
addition of safety devices which would be compulsory. i 

Several pages are applied to the consideration of the 
modified Kelvin law as it bears on the question of cable 
design. 

The second half of the book is occupied by descriptive 
material. From a study of this, a good idea may be got of 
the general constructive and working principles of every 
commercial form of electric traction except the single-phase, 
which could not have been included, as it was not sufficiently 
developed at the date of publication. 

Although the reader learns it from au early part of the 
book, we have kept to the last the unpleasant news—stale 
news to some—that there is no money in the average street 
tramway if the proper charges are made against depreciation. 

The only thing for a given undertaking to do i8 to prove 
that it is above the average, and we have not the least 
doubt that all companies and corporations will be able to 


deal with this problem successfully for the time. 


Cost Accounts. Ву L. W. HAwKINS. London: Gee & Co. 


1905. Price 5s. 


The author in his introduction states that the object of 
keeping cost accounts is to enable the manufacturer to ascer- 
tain the cost of every article he produces, and of every con- 
tract he undertakes. He points out that to be of real value 
the costs accounts must check against the commercial 


‘accounts, as cost accounts, if unchecked, have a tendency to 


show a result which is more favourable than the true one, a 
statement the truth of which is now generally recognised. 

So far as the wages side of the question is concerned, 
exact agreement is comparatively easy to obtain, but we 
cannot account for materials with the same exactness as 
money, and considerable skill is required to devise a system 
by which the discrepancy between cost accounts and com- 
mercial accounts is reduced to a practically negligible 
quantity. 

The system which the author describes appears to attain 
the desired end in a satisfactory manner, although we think 
that with a little modification, such as would occur to a 
works manager, the clerical work might be to some extent 
reduced. 

With regard to standing charges, or oncost, as the authcr 
prefers to call them, we quite agree that these should be 
regarded as a percentage on the labour cost, and not on the 
material. It appears to us, however, that to estimate the 
percentage on each job and enter it in the cost account, аз 
is done by the author, as though it were a correctly ascer- 
tained item of cost, is a mere waste of clerical labour. 
Figures which are practically guesswork are better kept 
out of one's account books. 

The only case in which we require to know with some 
approach to accuracy the relation which indirect charges 
bear to prime cost is when preparing estimates for the purpose 
of tendering. In such a case the cost of labour and material 
can be foretold fairly accurately, and the percentage to add 
for indirect charges may be taken from the last trading 
account or from the average of the trading accounts over a 
given period. 

We agree with the author that it is a great mistake on the 
part of some manufacturers to use the same rate of oncost 
year after year, without attempting to check its accuracy or 
to revise it. Properly arranged trading accounts should be 
drawn up at fairly frequent intervals in order that the rate 
of oncost may be periodically checked and, if necessary, 
revised. 

A number of illustrations of forms of rulings are given, 
and the book is arranged in а most orderly and systematic 
manner. W. Н. 
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Engineers Turning. By Jas. Horner. London: Crosby 
Lockwood & Co. 1905. Price 98. net. 


The author of this book is & well-known writer on 
engineers’ tools, both of the small variety, or tools proper, 
and the machine tool. All machine tools may be sgid to be 
derived from the lathe, even including the planing 
machine. : 

At first sight it may seem surprising that the slide 
rest was not invented long before it was. It seems во 
simple a matter to apply a holdfast to hold a tool, in 
placé of trusting to the workman's hands. But we have to 
remember that the old lathe bed was first а rough wooden 
beam. Then it was protected by strips of iron, but it was 
a long time before it was made truly straight and even, and 
a slide rest without a level bed to run on was useless. 

In this book the author has considered the principles and 
practice of different kinds of turning, showing various kinds 
of chucks, and devoting a large section to the modern 
development of the turret lathe. Boring is essentially а, job 
to be done on a lathe. True, the modern boring mill is a 
vertical machine, but after all it is but a lathe on end, suit- 
ably modified for its new position; and therefore it comes 
properly within the scope of this book. 

Not much is said of the actual lathe, the machine. "The 
reader is assumed to possess а knowledge of the machine. 
It is rather its working that is here treated of; the 
methods of doing work, such as the cutting up to a square 
shoulder, the cutting of a screw thread, and so on. Then 
the use of chucks in its wider sense forms a proper subject 
for treatment. Chucks may include so much, and an angle 
plate is really а furm of chuck. 

Grinding, tool holders and high speed steel are all treated 
of, and the young mechanic who gets through this book 
will be greatly helped in his work. We will quote one 
paragraph only: It is a pity that the square necks of the 


pinions and screws stick out beyond the body in some 


chucks.“ It may well be wondered that makers of long 
standing should be so blind as to continue their foolish and 
dangerous method of construction, which is on a par with 


. the projecting set screws stil seen in connection with 


shafting and pulleys. As Scrooge might have said, Are 
there no grub screws? А brief notice of limit gauges 
is given with Newall’s tables, the Newall system of 
limit gauges having brought the extended use of limit 
work within'the field of practical workshop practice and 
policy. Considering the variety of fits, the fact that a fit 
tightness in a long hole must differ from that of a short hole, 
and soon, the number of individual gauges required in a shop 
would be legion, and this was the stumbling block to the 
limit-gauge system until Newall's system was brought out. 
| 


Brown’s Marine Electrician. Ву A. E. LARKMAN and A. 
Lrnpsay. Glasgow: James Brown & Sons. 1905. 
Price 3s. 6d. net. | 


This is a little book written for the edification of marine 
engineers, apparently, by two young gentlemen who have 
gone through a technical course. Like the curate's egg, “ it 
is very good in parts," and would probably be as service- 
able to а land engineer as а sea-going one; it is, in fact, 
principally when the authors discuss matters pertaining 
solely to electricity on ship-board that they appear to be 
somewhat at sea themselves. "The chapters on ** First Prin- 
ciples " and “ The Dynamo“ are no doubt irreproachable, but 
why do they include а copy of “ Instructions for fixing and 
working a dynamo," which instructions are intended for the 
erection of dynamos on land? What on earth, or rather on 
sea, is the use to а marine engineer of details Of concrete 
foundations, Lewis bolts, and the method of lining up the 
dynamo to its driving shaft? It is mentioned by the authors 
that some of the instructions do not apply to ship light- 
ing; but why did they not delete all such instructions, 
which form a considerable portion of the total? Much of 
the chapter on batteries might well have been left out, as it 
is of practically no use to a sea-going engineer. The authors 
appear to be under the impression that accumulators, when 
used on board ship, are of the glass box type, similar to those 
used on land, but deeper, so as to prevent the acid splash- 
ing over. "There is a chapter, also, on bells, in which the 
authors show an illustration of the pendulum type of in- 


^ patentees. 


dicator movement. It was scarcely necessary to tell the 
sea-going engineer that this type is seldom met with in 
marine work. At the епа of the book the authors give us 
answers to questions set by the Board of Trade in electric 
lighting. Some of the answers are distinctly Amusing. 
Take Question 5: ** What is sparking ?" This is described: 
as a breaking-down of the insulation between two points of 
different potential. ** When this breaks down under high 
pressure the spark is visible as a bright flash. We have 
examples of this in lightning, also in the opening of a main 
switch, and occasionally at the brushes of a dynamo! We 


‚ do not think it is necessary to quote more from this little 


book. We can only say that it is hardly one which we should 
recommend to marine engineers as an infallible guide.—F. B. 


‘The Law and Practice relating to Patents, Trade Marks 


and Designs. By Davin Futon, Barrister at Law. 
Third edition. 1905. London: Jordan & Sons. Price 
12s. 6d. net. | 


That Mr. Fulton's work on the law relating to patents? 
trade marks and designs has been welcomed by those to 
whom it was specially addressed, is shown by the fact that 
a third edition has already been called for. In its new 
form the volume is likely to maintain a favourable position 
among text-books, as it contains a full exposition of the law 
as amended by the new Patents Act of 1902, the main portion 
of which only came into force this year. It is well known 
that many persons looked with disapproval on some of the 
provisions in the new Act, especially those which vested the 
Patent Office with new and extensive powers, and it was 
generally felt that much would depend upon the manner in 
which these powers were exercised. ^ Used arbitrarily, 
they might become oppressive, but used with discretion they 
ought to be beneficial. It is too early yet to pass judgement 
on the system, as on some points even the officials seem to 
be at a loss yet to know how to act, but Mr. Fulton gives 
some information regarding the new practice, and he finds 
that the officials are showing every consideration for 
Patent agents and lawyers will welcome the 
author’s reprint of all the Patents Acts in codified form, 
which shows at once how the amending Acts modify or replace 
provisions in the principal Acts. The principal changes 
in this edition are, of course, in the part dealing with patents, 
but the author will now have to revise: the trade marks 
section, also to incorporate the amendments made by the new 
statute of this year. е 

It should be noted that the title of the volume includes 
the “ practice " as well as the law relating to patents, &c., 
and this is amply justified, for very clear and full descrip- 
tions are given on such points of practice as are of common 
interest or of ordinary occurrence. The extensive indices 
help very considerably to ready reference by the practising 
agent, and add to the usefulness of the volume. 

$ 


BUSINESS NOTES. 


Consular Note.—ITALT.— The Municipality of Turin 
has decided to establish plant for the production, transformation 
and distribution of electrical energy, which is to cost £360,000. 


Johannesburg.— Messrs. NEwTons, LTD., of Taunton, 
last week shipped to the Jubilee Gold Mining Co., Johannesburg, a 
large generator and two motors of their well-known “ Mawdsley ” 
type, together with main switchboard and two controlling panels. 
This is the third repeat order they have received from this firm 
during the last few years, proving the suitability of their machines 
for mining purposes generally in South Africa. \ 


New Lampholder.— Messrs. MILLINGTON & EVERITT, 
of 18, King’s Parade, Cambridge, have patented a bayonet socket 
lampholder, in which the live metal parts are almost wholly 
enclosed in porcelain. The spring contacts can be slipped out for 
wiring, and easily replaced. The chief feature of the device, how- 
ever, is a porcelain plug which encloses the plungers almost up to 
their ends, and is held forward by springs, so that it is free to 
move with the plungers. We understand that the patent is for 
sale. 


Batteries for Australasia.— The D.P.” BATTERY 
Co., Lro., export department, have booked orders for a 100-Kw. 
battery for Australia, and a small battery of 15 Kw. for New 
Zealand. T 


— АРИИНЕ ЕКШИН 


884 


THIS ELECTRICAL REVIEW. [Vol. 67. No. 1,462, DECEMBER 1, 1905. 


Sentences in the Electrical Frauds Case. — The 
prosecution of Leslie, Cheeseman, Webber and Rosenberg for con- 
spiring together in May, June and July to defraud many electrical 
firms and obtaining from them goods and money amounting to about 
£30,000, came to an end at the Old Bailey on Saturday last. Leslie 
and Webber were cach sentenced to five years' penal servitude; 
Rosenberg to nine months’ hard labour; and Cheeseman to twelve 
months’ in the second division. The jury found Leslie, Webber, 
and Cheeseman guilty on the charges generally, but Rosenberg on 
the conspiracy count only, and he was recommended to mercy. It 
will be remembered that the prisoners’ methods were the formation 
of a bogus company—the Electrical Accessories Co.—electrical 
firms being induced to give огпегз to that company; acknowledg- 
ments of delivery were received from Webber, and the Accessories 
Co. applied for and received payment. 
only a name, and the goods were neverdelivered. During the trial 
the prosecution gave the following list of some of the payments 
made to the prisoners during May, June and July :— 
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May 65—Veritys, Ltd. zu 
м 6&—General Electric Co. 
„ &—Croggon & Co. 2 
„ 15—Evered & Co... 
» 20—Veritys, Ltd. .. 
„ 22—G.Braulik .. 
„ 29—Edison & Swan 
„ 29—Electric Co. 
„ 80— Brush Co. 
» 30—Sparkes (2) A T hg "T 25 
„ 31— Edison & Swan = - yi s eus 
June 1—International Electric Co. К 
„ 8— A. Emanuel & Sons. 
„ 10— Hands T s 
„ l0—Suter .. ы к 
„ 14—A. Emanuel & Sons... 
„ 22—Edison & Swan 
„ 24—Sperati.. 
„ 21— Hale Bros zi 
gy §26—J. Bolding & Sons .. 
„ 27— Hands т "a 
„ 27—Evered .. a wh 
» 27—A. Emanuel & Sons 
» 29—Croggon & Co. ps 
» 29—8Strode .. 2 ү 2 ex 
„ 29—Milne .. Ex vss У i- 
„ 29—Joel .. Vu Е x : 
» 29— Electric Co. 
„ 29—Sparkes 
„ 29—Purcell 
» 29—Rashleigh 


S 8888 
^w 
©» 
SSS KSS S 


— 2 
SESREESRSEE 
ScoormwecontwocroowooecetooooooeawooooxendscSenmcoocoooo' 


ье 
- 


t 
555558 


-—— 
b Ste UO RAO OAD 


— 4 


8888888888882 


„ 90—J. Bolding & Sons .. 
» 90—Webber т РА 
July 1—Maple(?) .. - 
„ 1—Falk, Stadelmann. 
„ 1 - Roger Dawson 
„ 5&—Gent& Co. 
» 6— Purcell 
„ 7— Sunbeam 
10— 


” " 
» 14—White 


Charing Cross Electric Athletic Club.—This club 
held a walk at Chiselhurst on Saturday last, November 25th, 
starting from the Crown Hotel. The distance was originally 
intended to be 10 miles, but as the start was made rather late, it 
was altered to eight miles with the following result: 

SCRATCH RAcE.—Malcom Smeaton, 1 hr. 14 min. 45 sec., first; G. Conner, 
1 hr. 15 min. 10 sec., second; C. Hilbert, 1 hr. 16 min. 10 sec., third. 

SEALED HaNDicAP.—F. Palmer, first; H. J. Henbrey, second; Fuller, third. 

VETEKANS’ PRIZE.—T. Jones. 

SILVER MrvaL.—H. A. Miller. 

Smeaton went off with the lead at the start, and although Conner 
made up ground in good style in the last two miles, Smeaton 
retained his lead and won by 80 yds. Tea and a smoking concert 
followed, the chair being taken by Mr. Percy Mossop, supported 
by Messrs. J. Fiddes Brown, W. B. Thorpe, and E. S. Harpham. 
Mr. E. Wilmot Seale, who was prevented by illness from presiding, 
sent a letter wishing the club every success. : 


key Engineering Contracts.—The following contracts 
have been placed with the Key ENciNEEnING Co., LTD. :— 
Manchester Electricity Committee: Supply and erection of a Harris- 


Anderson feed-water purifier ү their Bloom Street works; and 6,000 yds. of 
fibre conduit. 

Melbourne Corporation : 10,000 yds. of 3-in. fibre conduit. 

Salford Electricity Committee: 6,000 yds. of fibre conduit. 

Oldham Electricity Department: 8,000 yds. of 24-іп. fibre conduit. 


Italy.—La Società delle Officine Elettro-Ferroviarie ів the 
name of a company which has just been formed in Milan witha 
capital of £60,000 to manufacture plant for electric railways and 
tramways. : 
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Brush Contracts.—The following new contracts have 
been booked by the Ввовн ELECTRICAL ENGINEERING Co., Lrp.:— 


For thé Bournemonth Corporation.—Five double-deck cars, each mounted on 
two Brill trucks with Westinghouse motor equipments; one store van and 
breakdown car. 

For J. H. Tozer & 8on.—Onc first-class main-line coach. 

For the Cordoba Railway.- Two locomotives, 


| сн the Taft Vale Railway (per Manning & Wardle).--Three motor-coach 
ies. 


For the Portsdown and Horndean Light Railway (per Diesel Engine Co.).— 
100-k w. slow-speed traction dynamo, І 


Government Contract.—In our issue of November 
17th, on page 804, we published a notice under heading “ Govern- 
ment Contract,” referring to an order which was stated to be 
received by Messrs. Newtons, Ltd., from H.M. Government. We 
are informed that this contract. was secured from H.M. Office of 
Works for the complete plants, by MEssRs. BROWETT, LINDLEY 
AND Co., Ltp., who sub-let the generators to Messrs Newtons. 


The so-called company was 


Refuse Destruetor at Auckland, New Zealand.— 
We understand that the Meldrum refuse destructor at Freeman's 
Bay was formally opened on Friday, October 6th. It comprises 
four grates with & central combustion chamber, and is similar to 
the three destructors erected by Messrs. MELDRUM BROS., LTD., for 
the Johannesburg municipality. Combined with the destructor is 
a Babcock water-tube boiler having 1,966 sq. ft. of heating surface 
and capable of evaporating from 3,000 to 6,000 Ib. of steam per 
hour according to the quantity of refuse available. The whole of 
the steam at 200 lb. pressure will be fully utilised for electrical 
purposes. The destructor is,of the top-fed regenerative type, and 
is provided with all the latest accessories, including lifting gear for 
the handling of large carcases, which can thus be readily dropped 
into the combustion chamber with the minimum of trouble. Tests 
are now being conducted with a view to ascertaining precisely how 
much steam will beavailable for electrical purposes, and it is hoped 
that ere long Auckland may have а combined electricity works as 
satisfactory as that at Christchurch, where Messrs. Meldrum erected 


‚ а destructor about three years ago. 


Sentence.—At Stoke-on-Trent on November 22nd, 
Richard Massey was sentenced to a month's hard labour for obtain- 
ing money by false pretences. His modus operandi was to represent 
himself as an employé of Messrs. Blackburn, Starling & Co., elec- 
trical engineers, of Hanley, and to call at houses to execute work 
on electric bells, and to take away old batteries, which he renewed 
and sold to other persons. By this-means he had lived for nine or 
ten months. x 


Book Notices.— Science Abstracts." Sections A and B. 
No. 95, November 25th, 1905. "Vol. 8, Part II. London: E. and 
F. N. Spon. 1s. 6d. net, each section. 

„Bulletin of the Imperial Institute." 
London: The Imperial Institute. 

" Proceedings of the American Institute of Electrical Engineers.” 
Vol. XXIV., No. 10, October, 1905. New York: The Institute, 
95, Liberty Street. 

„The Application of Electric Motors to Machine Driving.” By 
Andrew Stewart. Third edition. London: S. Rentell & Co. 2s. 

„Telegraphy: A Detailed Exposition of the Telegraph System 
of the B.P.O." By T. E. Herbert. London: Whittaker & Co. 
6s. 6d. net. 

" Report of Interstate Astronomical and Meteorological Con- 
ference held at Adelaide, South Australia, May, 1905." Adelaide, 
S. Australia: By Authority. 


Weldite for Tram Rail Joints.—A new company, 
WELDITE, Lro. (41, Castle Street, Liverpool) has acquired 
certain patents and improvements, by which metallic oxides are 
reduced to a metal under high temperature. The system is claimed . 
to simplify and cheapen the production of metals from their oxides. 
The material used for this reduction has been named Weldite, and 
may be used for the production of high temperatures, by which, for 
instance, rail joints or other bodies of steel or iron can be fused or 
welded together with but little previous preparation and a low cost 
for outfit for doing the work. The company claims to practically 
eliminate the joint, and is anxious to bring Weldite under the 
consideration of tramway managers and engineers. 


Trade Announcements.—Carrying to a logical con- 
clusion the desiderata expressed by Mr. Vicarey in his paper on 
Storage Batteries,” read before the Faraday Society in July, 
Messrs. R. W. VicanEY, Lro., storage battery experts, have now 
transferred their laboratories to Clun, in Shropshire, where the 
atmospheric conditions are as nearly as possible conformable to the 
requirements indicated. The laboratories will be under the imme- 
diate care of Mr. Vicarey. For tbe convenience of clients they 
bave opened offices in London at 15, Queen Street, Cheapside, 
under the charge of Mr. E. Brettell-Vaughan, F.C.S., where consulta- 
tions can be held. The Stafford premises will be retained for the 
present for the convenience of customers in the Midlands as a 
receiving depót, but it is requested that all samples be sent to Clun 
direct, thereby facilitating the execution of their analysis. 

Mr. N. C. Wooprin, A. I. E. E., announces that Mr. John William 
Helps, who has been ting as his manager, is now no longer in his 
employ. Mr. Woodfin will continue to carry on business under the 
style of Woodfin & Co., at Excelsior Electrical Works, 13, Old King 
Street, Broadmead, Bristol. 

Mr. Gro, C. Воотн has commenced business as an electrical 
enginecr, at 28, Silver Street, Whitby. 

The new address of Messrs. BROOKS, Lrp., makers of single- 
phase motors, is Colne Road, Huddersfield. 


Warming and Ventilation at Drury Lane Theatre 
Royal.— The management of the Theatre Royal Drury Lane have 
adopted а system of warming and ventilation on the most approved 
lines. The component parts of the plant are as follows:—A 
boiler, 14 ft. long x 5 ft. diameter, requiring about 5 cwt. of coal 
per hour ; four large centrifugal fans, the aggregate weight of which 
amounts to about 3 tons; four electric motors, representing a total 
of 33 R. P.; two air-filtering screens revolving in water, having a 
total filtering area of about 400 sq. ft.; two separate sets of heating 
npparatus for raising the temperature of the airtothe required 
degree, and consisting of between 3 and 4 tous of cast-iron and 
stecl tubing ; and combined with these a large number of ducts for 
convening the warm air. The modus operandi is as follows :— Fresh 
air in large volumes is continuously being drawn through the filter 
screens and over the heating apparatus by means of the electrically- 
driven fans, which discharge the warmed and fittered air through 
the various ducts into the theatre in such a way that it has the cffect 
of raising the temperature of the whole house, thus securing the 
comfort of visitors without subjecting them to direct currents of air. 
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Fresh air—warm or cold, according to requirements—is being con- 
tinually pumped into the theatre by one set of fans, whilst another 
large and powerful set are employed in extracting air from the 
building, the result being that within a very short time the whole 
of the air in the theatre is entirely replaced by fresh, filtered, 
warmed orcooled air. The work has been carried out in accordance 
with every requirement of the L. C. C. by Mr. R. Hancock, engineer, 
Charing Cross House, W.C. 


Dissolutions and Liquidations.—Britisa TEXTILE 
, DESIGN AND Exxectric CARD CuTTING Co.—Voluntary liquidation 
has been resolved upon, and Mr. Е. Н. Lee, 3, Market Street, 
Bradford, is liquidator. 

FRizELL BROS. & Lovis (electricians, 79, Denmark Hill, Camber- 
well)— Partnership of G. F. Frizell & E. C. Louis, dissolved as 
from October 23rd. 

British MILLER SynpicaTe, Ltp.—Creditors must send par- 
ticulars of debts to Mr. E. Н. Stringer, 110, Cannon Street, E.C., 
the liquidator, by December 30th. 


Catalogues and Lists.—GrNERAL ELECTRIC Co., LTD., 
London.—-The complete catalogue just issued from the press by this 
company can justly claim to be described as a standard book of 
reference for British electrical firms, for it embodies particulars of 
practically everything electrical, from a terminal screw to а com- 
plete central station equipment. Large numbers of our readers 
have made a very general and continuous use of former editions, and 
they will be anxious to secure a copy of tbis 1905-6 edition. The 
first thing that strikes us as we handle this work is the largely 
increased size, as compared to the last edition—bulky as that was 
for we understand that it contains over 500 more pages than the last, 
and it exceeds 23 in. in thickness. So far we have only had time to 
hurriedly glance through the book, but it contains 13 different 
sections, each representing a different department. The arranging of 
these sections has been carried out іп а very comprehensive manner ; 
particulars of all goods likely to be required in connection with one 
another, appearing in close proximity, in order that no time may 
be wasted in fhaving to make cross references. Two of the new 
sections which will, no doubt, be of considerable interest, 
are "P" and "X," P“ section will serve to give some idea of 
the rapid strides which the company has made at its Witton 
Works in regard to large apparatus. This section consists of nearly 
200 pages, and is devoted to prices and particulars of continuous 
current, single and polyphase generators and motors, combined sets, 
. boilers, engines, lifts, &c., and it also contains a number of very 

good pictures illustrating some of the large central station jobe 
carried out by the company. “X section deals with large switch- 
boards and switch panels of every description, and also contains a 
number of pages illustrating some of the company’s important 
installations. The indexing (general and numerical) and general 
arrangement, appears to be more complete and comprehensive than 
ever, and we believe that no detail has been overlooked which may 
happen to be conducive to the convenience of persons continually 
using this list for reference purposes. From statistics supplied by 
the General Electric Co., we understand that there are some 148,500 
вч. in. of paper used in connection with each of these catalogues, 
whilst the actual length of paper--if all the pages were torn out 
and placed in one straight line end to end—-would be over } mile. 
The weight of the list is 10 1b. This will give some little idea of 
the enormous amount of time, trouble and expense which were 
necessarily lavished upon the production of this catalogue, 
which promises to be of great value to electrical firms and com- 
panies. Our readers should write for a copy and judge for them- 
selves as to its value. 

Messrs. E. Darton & Co., 142, St. John Stréet, London, E.C.— 
Catalogue (48 pp.) illustrating and pricing a variety of electrical 
novelties, motors, dynamos, battery sets, bells, telephones, flash 
lamps, magnets, and во on. 

Messrs. ELLIOTT Bros., Lewisham.—Pamphlet (L. I. 56) describ- 
ing and illustrating their new leakage indicators to comply with 
the Electricity in Mines Regulations, their method of use, &с. 
Diagrams of connections for different circuits appear. 

THE GENERAL ELECTRIC Co., Lro., London.—Small pamphlet 
giving full particulars of the Coates patent magneto-ignition 
apparatus constructed on the high tension principle. Diagrams of 
connections are given, also a note of prices. 

Mr. C. R. Heap, 28, Hatton Garden, E.C.—List No. 14, giving 
prices of starting switches for direct current motors. 

Mr. LESLIE MILLFR, 93, Hatton Garden, E.C.— Several new illus- 
trated leatlets, detailing (1) Miller's patent jointless section winding 
for induction coils and transformers; (2) jointless-section induction 
coils; (3) jointless-section patent step-up transformers for X-ray 
work ; (4) list of hospitals in London using Miller's X-ray induction 
coils. | 

The ARMORDUcT MANUFACTURING Co., LTD., London, E.C.— 
New illustrated circular of the "Little Hustler" variable speed 
electric drill, which has been already described in our pages. 

STERLING TELEPHONE AND ELECTRIC Co., Lrp.—Small priced 
pamphlet (No. 103), with a charmingly taking cover, particularising 
the “ Sterling " secret intercommunication telephones. 

The LON DON Нүрвлилс POWER Co., Westminster.—16-pp. 
pamphlet on the subject of "Lifts: Hydraulic Power v. Electric 

Power.“ 

MrssRs. MATHER & PLATT, Lip, Salford Iron Works, Man- 
chester.— Fourth edit ion of catalogue particularising their two- 
cycle gas engines. Some notes regarding“ Körting“ gas engine 
installations that have been in operation for some time are 
given, together with excellent halt-tone views of these plants, 
which include the Lackawanna Steel Co., of Buffalo, iron and steel 
works in Glasgow and Germany, an English chemical works, and a 
flour mill near London. Tables of sizes are given, also a list of 


. Hotel Ritz, Piccadilly. 
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these engines, of from 250 to 2,000 B. H.., which have either been 
made or are now constructing by Messrs. Körting Bros. or their 
licensees for various purposes in different parte of the world. 

Messrs. FERRANTI, LTD. Hollinwood.—Catalogue No. 51, 
giving prices, &c., of double-pole, single-throw, quick-break knife 
switches, for from 25 to 1,400 amperes. | 

Messrs, THomas PARKER, LTD, Wolverhampton.—New cir- 
culars, Nos. 1л and 28, just issued. The former contains a well- 
illustrated specification of belt-driven multipolar dynamos; the 
latter deals in a similar way with their continuous current motors, 
showing examples of their application to various driving purposes. 


Big Order for Switehes,—The HART M'F'G. Co., of 
25, Victoria Street, S. W., has received an order for 2,000 push 
switches and 500 receptacles and plugs of the “Diamond Н” flush 
type with Louis XVI. face plates in antique gold. finish, for the 


American Electrical Exports.—Returns just to hand 
show that the value of the electrical machinery exported from the 
United States during September last amounted to only £93,176, as 
contrasted with £98,483 in the corresponding month of 1904. On 
the other hand, the shipments of electrical appliances advanced 
from £69,884 to £77,377. Canada is at present the best market for 
American electrical machinery. 


For Sale.—Tenders are invited by the Senior Official 
Receiver for the purchase of patents of the Leslie Walker Instan- 
taneous Fire Detector and Fire Indicator Co., Ltd. The Leeds 
Electricity Department is offering 1,000 second-hand electricity 
meters for sale. See our advertisement pages to-day. 


Bankruptcy Proceedings.—GEnarLD E. LRSLIE.—A 
sitting of the London Bankruptcy Court was held on November 
24th, before Mr. Registrar Brougham, for the public examination 
of Gerald S. Leslie, electrical engineer and caterer for public 
amusements, Hampstead. Under examination by Mr. G. W. 
Chapman, Official Receiver, the debtor stated that by profession 
he was an electrical engineer, but his failure was the foutcome of 
litigation, and the only creditors were the petitioner and his 
(debtor’s) solicitor, the two debts amounting to about £350. He 
took various halls throughout the country as an amusement caterer, 
and had been interested in penny-in-the-slot automatic machines, 
but they had been stopped on the ground of gambling. Last year 
witness took a piece of ground at Portsmouth, and let it to a 
roundabout proprietor, it being agreed that witness should provide 
a wild beast show. That he failed to do, and his tenant refused to 
pay the rent, with the result that he took an action to recover the 
rent, and the tenant counterclaimed for damages for breach of con- 
tract. Each party gained their point, but the balance was found 
to be against witness, and he was made bankrupt in respect 
thereof. He had since paid his solicitor's bill in full, and had given 
the petitioning creditor 148. in the £. The examination was 
concluded, | \ 

А. E. Bnooxs.--An application for an order of discharge was 
made on Wednesday to Mr. Registrar Giffard, at the London 
Bankruptey Court, by Arthur E. Brooks, electrical engineer, 110, 
Cheapside, E.C., trading as Brooks & Brooks. Mr. C. A. Pope, 
Assistant Receiver, reported that the failure occurred in October, 
1904. Proofs of debt were made to the amount of £2,345, the 
estate had realised £36 13s. 9d., and a first and final dividend of 
28d. in the £ had been paid on debts for £460 1s. 2d., a proof for 
£1,700 having been withdrawn. In 1901 the bankrupt commenced 
business at 110, Cheapside in partnership with Mr. S. О. Cook as 
electrical engineer, under the style of Brooks & Brooks, into 
which busines$ the bankrupt put £150 borrowed money. In 1903 the 
bankrupt's partner left him, and the bankrupt subsequently con- 
tinued the business alone until the date of the receiving order. 
He' estimated in his deficiency account that between April, 1903, 
and the date of the receiving order he made a profit in this 
business of £113 2s. 1d. He had admitted, however, that the only 
book of account kept for the purposes of this business consisted of 
one recording his customers’ accounts.. The bankrupt had been 
interested in other businesses not connected with the electrical 
trade, and he attributed his insolvency principally to his liability 
as guarantor of debts relating to those other businesses, and for 
which he began to be sued towards the end of July, 1904. It was 
not until that happened that the bankrupt became aware that he 
was insolvent. Ав offences the Official Receiver reported 8 
insufficiency of assets to pay 10s. in the £ to the creditors; (2 
imperfect book-keeping; and (3) contributing to the bankruptcy 
by rash and hazardous speculation. After hearing the bankrupt in 
support of the application, the learned Registrar upheld the Official 
Receiver's report, and suspended the discharge for the minimum 
period of two yegrs. Order entered accordingly. 

Rosson, Rosson & Co.—At the Newcastle-on-Tyne Bankruptcy 
Court, on the 23rd ult., George Robson and John Samson Robson 
(carrying on business under the style of Robson, Robson & Co., at 
Newgate Street, Newcastle-on-Tyne, as electrical engineers) came 
up for their first public examination in bankruptcy. John Samson 
Robson, in the course of his examination by Mr. Gourlay, the 
Official Receiver, stated that they had returned a statement of 
affairs, which showed gross liabilities of £5,441 4s. 9d. and a 
deficiency of £3,040 4s. 4d. The assets included a sum of £788 14s., 
which, he said, was owing upon а completed contract at Liverpool, 
and which was in dispute. He and his partner commenced in 1901 
with £250 borrowed money, which was still owing. As they went 
on they borrowed more money, amounting in all to £800. He 
attributed their failure to losses on contracts and heavy in- 
terest on borrowed money. He thought it would be 
18 months since they commenced to experjence serious 
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losses on contracte. Previous to this they had only had 
small jobs. They launched into the larger business to get 
better prices, but it had been attended with persistent loss. The 
Official Receiver remarked that experience seemed to have taught 
them nothing; labour was consistently under-estimated. The 
‘debtor said that that was not so on the face of it. According to 
their protit and loss account, down to May, 1903, they were all 
right. In May, 1904, they had a loss of practically £500, and 
since that date they had lost on contracts and depreciation £1,500. 
The debtor contended that they got good prices for their contracts, 
and expected to pull themselves up at the end. Geo. Robson, 
having corroborated his partner's statement generally, the examina- 
tion was adjourned. 

December 13th is the last day for receiving proofs for intended 
dividend in re-A. Holmes and A. McCallum (Holmes & McCallum, 
electrical engineers, Darwen). ‘Trustee, T. Hindle, District 
Chambers, Darwen. . 

G. W. LEATHER.—At the Sheffield Bankruptcy Court on 
23rd ult., a receiving order was made on a creditor's petition 
against William George Leather, of 25, Howard Street, electrical 
engineer, trading as the Windus Electrico Co. 
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LIGHTING AND POWER NOTES. 


Barnsley.—A L.G.B. inquiry was held on November 


22nd into the Corporation’s application for a loan of £3,000 for 
E. L. purposes, the sum being made up as follows :—Meters, £850 ; 
services, £1,100 ; mains, £1,050. There was no opposition. 


Barnstaple.—The T.C. has decided that, from January 
lst, all private consumers shall be allowed discount on the year's 
accounts of 5 per cent. on amounts between £2 and £5; above £5, 
and not exceeding £20, 71 per cent.; exceeding £10 and up to 
£50, 10 per cent., and above £50, 123 per cent. | 


Barton, — The R.D.C. recently intimated that it 
would not transfer its powers under its prov. order, but would 
endeavour to make satisfactory terms with an existing E. L. com- 
pany to lease its powers of supply. 

Flixton Parish Council met on Monday night last to protest against 
the action of the Barton authority, whose contemplated order would 
extend over the Flixton area. The objection of Flixton is based on 
a supposition that when the Manchester Corporation exercises its 
running powers to Urmston it will desire to continue the tramway 
system into Flixton, across the new County bridge over the river, 
and on to Ashton-on-Mersey. In view of this, the use of the 
Flixton roads, it is thought, becomes a valuable asset, which the 
Corporation would be willing to pay for. The Flixton Council 
has, therefore, asked Barton to exclude Flixton from the scheme 
until the feeling of the residents has been ascertained. Failing 
this, notice of opposition will be given. | 


Birmingham,—The Electric Supply Committee has pre- 
pared a report in which it asks the sanction of the City Council to 
reductions in the scale of charges. When the new generating 
station in Summer Lane is complete, it proposes to lower the price 
for lighting purposes from 6d. and 4d. per unit to 5d. and 33d., and 
for power the present charges of 3d., 2d., and 134. per unit are 
to be reduced to 2d. 14d. and 13d. 


Boston.—The B. of T. has asked the T.C. whether it is 
the intention of the Council to carry out the E.L. order, 1902, the 
time extension of which has nearly expired. As a company has 
asked the Council to assent to their application for E.L. powers, the 
Corporation has deferred replying to the B. of T. for a fortnight. 


Bridgwater.—The T.C. has resolved that in view of the 
preparation of a new contract with the Bridgwater Gas Light Co., 
the Bridgwater Electric Supply and Traction Co. shall be asked to 
submit estimates for the carrying out of the public lighting of the 
town for the ensuing three years. 


Canada.—^5r. Јонх, N.B.—The electric light works on 
the west side of the Harbour, by which that section of the city 
is lighted, were purchased recently from the Carleton Electric Light 
Co., by Mr. John Russell, manager of the Telegraph and Times 
newspapers. The price paid is between $12,000 and $15,000. He 
will continue to operate the plant as at present until his plans are 
completed. 


China,—Macao.—The Electric Co. is progressing with 
the erection of the power house, which is now almost completed ; 
the poles in the streets are nearly all fixed. It is proposed to light 
the streets by incandescent lamps, and the Avenida and the Public 
Garden by arc lamps. 


Continental Notes.—Paris.—A report regarding the 
electric lighting and power situation in Vienna and Berlin was 
presented to the Municipal Council on the 27th ult. The most 
irteresting point concerning the situation at Vienna is in the opinion 
of the delegates (who had recently returned from a Continental 
tour on behalf of the Municipal Council) the co-existence with three 
private companies of a municipal régime, The report states that the 
concessions preceded the municipal attempt, which, however, is not 
to be considered as an experiment on the part of the municipality, 
but is due to the normal application of electricity to municipal 
enterprises already existing, such as the gas and tramway under- 


takings. This system is already well known in southern Germany; 


and in Vienna it is not in any way akin to the movement for 
‘general municipalisation of public services. As to Berlin, the 


report goes on to state that the prices of energy are low as com- 
р with other centres in Europe, especially when compared to 
aris. 
The Prefect of the Seine Department has addressed the 
Municipal Council, expressing his personal views regarding the 
future policy of the city in respect to the lighting. The concessions 
of the electrical companies will soon fall in, within a short time of 
each other. The possibility of municipal enterprise in this 
direction is likely to be discussed. Since their return from 
London the councillors have been rather enthusiastic on the 
subject. The Prefect, however, states that the definite solution of 
the question of renewing the concessions of the six Sectors now in 
operation, should be postponed for a few years, and in the meantime 
a temporary arrangement should be made to cover the transition. 
He advocates arrangements with the existing Sectors, perhaps by 
some compensating medium, to reduce the price of energy within 
the city (which at present is dearer in Paris than in any large city), 


and propositions to this effect to the several concession holders 


have been made. Three only out of the six companies replied, and 
these operate over less than half of Paris. In the circumstances, 
the Prefect has decided to consider the various applications which 
have been made to assure the electrical service during the 
transitory period, and of four propositions, he has selected those of 


. Messrs. Schneider & Co. and Mildé & Co. These companies form 


part of a new society recently constituted to study the electrical 
situation in Paris with the view of future concessions. If the 
Council does not accept his views, the Prefect will consider further 
propositions, based on the present projects as a minimum. 

BRussELs.—The Daily Chronicles correspondent states that 
during the storm last Sunday, the new municipal electricity works, 
which were approaching completion, were wrecked. Eleven steel 
columns supporting the iron roof were deflected by the force of the 
wind, and the roof itself, 282 ft. by 80 ft., was carried a distance 
of 16 yards. The machinery was badly damaged, and the loss is 
estimated at £12,000. 

Iraty.—An electricity works of a capacity of 720 н.р. has been 
erected near Pordenone for lighting and power purposes in the 
district. Another station with two alternators of 200 E. P., 
generating at 7,000 volts, has been installed on the River Arsiero, 
near Arsiero, by Messrs. P. Zanini & Co., of Asiago. 

The Municipality of Gioia del Colle (Bari) has decided upon the 
installation of electric lighting for public and private use. 

The prefectural authorities of Cureo have granted a concession to 
erect a hydro-electric plant on the River Roia for generating 
electrical energy for lighting and power purposes. | 

The town of Amalfi is to be lighted by electricity. 

The Societa Elettrica del Ticino intends to carry out projects for 
generating and distributing electrical energy in Vigenano and 
Mortara. lores 

SiciLy.—A new company, the Societa Giovanni Lacava et Figli 
and Co., with a capital of 600,000 francs, has been formed at 
Palermo to undertake electric power supply in the island. 

GERMANY.—A municipal electric light undertaking is to be put 
down at Ludenscheid. 


Coventry.—The E.L. Committee has decided to recom- 
mend the Council to apply to the L.G.B. for sanction to borrow 
£5,000 for the purchase of electric motors, to be let out on hire. 


Dundee.—Owing to the increased demand for electricity, 
Mr. H. Richardson, the burgh electrical engineer, has prepared a 
report on the subject of extensions to the present plant, and also 
one on the question of erecting another station to supply н.т. 
energy to be distributed through sub-stations. 'To extend both 
plant and mains in conformity with the existing system, he 
estimates the cost at £35,000. The alternative scheme, which Mr. 
Richardson says would be able to cope with a supply on а big scale 
with some possibilities of commercial success, would cost, with two 
sub-stations, £75,000, exclusive of land. The matter has been 
adjourned by the Electricity. Committee meanwhile. Further 
details are to be obtained of the two schemes. 


East Ham.—On Tuesday, the Electric Lighting Com- 
mittee reported the receipt of a letter from the Woolwich B.C 
with respect to East Ham supplying it with electricity in bulk. 
The Committee has deferred the consideration of the matter pend- 
ing the receipt of further particulars. The engineer and manager 
submitted an estimate for cable extensions and work in connection 
withthe department, amounting in the aggregate to £20,000. This 
was approved, and the question of raising the amount was referred 
to the Finance Committee. In connection with the sewage works 
in hand, the engineer reported that he contemplated the electrifica- 
tion of the whole of the pumping plant, utilising for this purpose the 
engine and generator recently superseded at the electric station and 
now lying idle. The electrical energy required for working the 
centrifugal pumping plant would be generated from the destructor. 
It might be advisable to connect the generating station in Nelson 
Street with the pumping station as a reserve in time of exceptional 
storm or possible breakdown, but this might be done at any time. 
The advantages of the electrification of such a plant аге :—(1) Its 
power of immediate application in times of sudden storm; 
(2) economy of management and maintenance; (3) ite ease of 
distribution throughout the works, including also power 
for workshops; (4) the utilisation of the Council’s super 
seded plant now stored at the generating station. Directions were 
accordingly given for a specification to be prepared and tenders 
invited for the supply and equipment complete of the storm pump- 
ing plant and other requisite machinery (a) by electric power and (5) 
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alternatively by steam power. The existing pumping eng ines will be 
retained and will be adapted for electric as well as for steam power 
in the event of electric pumping being adopted. 


Fenton.—The U.D.C. has been asked by the Stoke-on- 
Trent T.C. to receive a deputation on the question of a prov. order 
being applied for, to enable Stoke to supply the Fenton district 
with electricity. The assent of the U.D.C. to receive a deputation 
has been given. 


Holyhead Electric Lighting.—4A L. G. B. inquiry was 
held recently relative to the Council’s application for sanction to 
borrow a further sum of £3,000 towards E.L. extension. 


Hosforth.—The Yorkshire Electric Power Co. has agreed 
to take over the Council's order, and to pay its original cost, on 
condition that the Council purchase energy for street lighting 
p ses. The company has offered to light and maintain 80 lamps 
in the principal thoroughfares at a cost of £2 58. per 75-с.р. lamp per 
annum. At the present time each gas lamp, burning 2,200 hours per 
annum, costs £1 15s.; the electric lamps will burn 3,000 hours 
per annum, and are, therefore, cheaper than the gas lamps, apart 
from the greatly increased candle-power that they will give. 


Ilford.—The Committee has recommended that the 
following terms be offered to the Woodford Council for a supply in 
bulk: 410 per kw. of maximum demand per annum, with a mini- 
mum of 60 xw., plus 1:5d. per unit, with a minimum of 50,000 units 
per annum." "These charges are to be subject to revision at the end 
of three years. The above terms ате on the basis of a 15 years’ 
agreement. | 


Liversedge.—With regard to the recent decision of the 
U.D.C. to apply for a loan of £1,500 for an E.L. scheme, the 
matter has been blocked by a member giving notice of a motion to 
rescind the resolution. The Yorkshire Electric Power Co., from 
whom the Council proposes to take energy, have undertaken 
from the end of the first two years to guarantee the Council 
against loss ; until the end of the first seven years, the average price 
payable by the Council for units used shall be as follows:—If 
50 per cent. is used for motive power, 24d. per unit; if 674 per 
cent, 1?d.; if 75 per cent., 1:56d.; if 87 per cent., 1:45d. These 
terms, it was urged, practically guaranteed the Council against any 
loss. A petition, signed by ratepayers representing a total rateable 
value of over £7,300, has been presented to the Council disapproving 
of the proposed E.L. scheme, which, it is urged, would Бе a yearly 
burden to the ratepayers. 


Llangollen.—The U.D.C. has sealed an agreement with 
the local electric light company for a supply of electricity in the 
district. 


London.— HAUMERSMTTH.— The Electricity Committee 
of the B.C. reported on Tuesday having received a communication 
from the Notting Hill Electric Lighting Co., enclosing an outline 
. of a Bill for promotion next session, which is being prepared under 
the instructions of the joint boards of the Kensington and Knights- 
bridge Electric Lighting Co., and the Notting Hill Electric 
Lighting Co. The main object of the proposed Bill would be an 
association of the existing companies and local authorities now 
holding statutory powers under the E.L. Acts in West London, 
including Hampstead, St. Pancras, Hammersmith and Fulham, and 
the Bill would authorise the associated companies and local 
authorities to interchange bulk supply, and to supply energy within 
the area of each of the associated companies, but only with the 
assent of the company or local authority in possession of the area 
in question. The company desired to know whether the Council 
was willing to join in promoting the Bill, and whether there were 
any provisions which it might require to be inserted in con- 
nection with the area of supply. The Committee decided that it 
would not be advisable to join in the promotion of the proposed 
Bill. 

L.C.C.—At the meeting on Tuesday it was decided to lend 
£5,942 to the Southwark B.C. for engineering works, mains and 
machinery. The Finance Committee recommended the Council to 
advance £10,891 to Battersea for the extension of mains. Mr. E. 
Collins opposed the proposal, and referred to the prospective intro- 
duction of bulk supply at 4d. per unit. It was stated that, whether 
private enterprise or the County Council afforded a bulk supply, 
it would be necessary for the B.C. to have the mains, and the 
recommendation was agrced to. 

PopLAR.— The Electricity Committee has granted an application 
from the Public Health Committee for a site at the generating 
Station for the erection of plant for the manufacture of dis- 
infectants by electrolysis. 

Proceedings taken by a man named Sweeney to recover £50 
damages in respect of personal injuries, stated to have been caused 
through an explosion at a street box, have resulted in judgement 
being entered for the Council with costa. 


Middlesbrough.—The town clerk reports the receipt of 
an application from the Cleveland and South Durham Electric 
Power Supply Co. for permission to supply energy within the 
borough. The company states that it has received promises from 
Sir Raylton Dixon & Co., Messrs. Richardsons, Westgarth & Co., and 
the Grand Opera House Co. to take а supply of probably one 
million units per annum, at prices ranging from jd. to 14d. per 
unit. The matter has been referred to the E.L. Committee, 


Nantyglo and Blaina.—The U.D.C. has decided to 
apply to the South Wales Electrica] Power Distribution Co. for 
terms on which it would supply the Council with electrical energy. 
А joint conference was proposed by the Brynmawr Council with 
the above U.D.C. to consider the question of public lighting by 
electricity. 'The Nantyglo Council has informed Brynmawr of the 
steps it has decided to take. 


Perth.—Mr. Lambert has recommended that the custom 
of charging accumulators at the Electricity Works be discontinued ; 
to continue the practice would require extra plant. The recom- 
mendation has been adopted. | 


 Radceliffe.—It has been intimated to the U. D.C. that 
the new aluminium works, of which mention was made last week, 
are not, after all, to be located at Radcliffe. It appears that the 
Council had passed plans for the intended buildings. The announce- 
ment has caused much local disappotntment. 


Salford.—Mr.C. D. Taite, borough electrical engineer, has 
sent a letter to the users of electricity in the borough calling attention 
to the fact that from January 1st, 1906, consumers of electricity for 
power purposes will be allowed to use energy for lighting purposes 
at the power rate up to 15 per cent. per quarter of their power con- 
sumption. 


Seaham.—The Seaham, Murton and Hetton Tramways 
Syndicate intends to apply to the B. of T. for a prov. order to 
distribute electricity for power and lighting purposes within the 
district. The syndicate has also applied for powers to construct a 
light railway from Seaham Harbour to Murton and South Hetton, 
to join the Sunderland District tramways at the latter place. 


Sheffield. Mr. Fedden, general manager and engineer 
to the electricity supply department, has issued an illustrated 
pamphlet on electrical energy for heating and cooking, from which 
we learn that, commencing with the new year, the price will be 
reduced ‘for these purposes to 1d. per unit. 


Stirling.—The T.C. has resolved to borrow a further sum 
of £2,000 for the E.L. undertaking. 


Stourbridge.—The E.L. question which has been before 
the U.D.C. for several years is still unsettled. The Electric Power 
Committee, after considerable negotiation, decided to recommend 
the Council to enter into an agreement with a company for a supply 
of energy in bulk, but the Council, by 14 votes to 13, has referred 
the matter back for the Committee to submit а scheme with 
estimates of the cost, to enable the Council to judge of the 
responsibilities of the ratepayers." 


Sunderland.—The R.D.C. has decided to oppose the 
application of the U.K. Tramway, Light Railway, and Electrical 
Syndicate for a year's prolongation of the term of their prov 
order. 


Tiverton.— The National Provincial Electricity Supply 
Corporation has determined ta apply fora repeal of the Tiverton 
E.L. Order, and for powers to supply electricity. According 
to а Devon paper, в large section of the ratepayers is distinctly 
averse to the. T. C.'s opposing the application. The price of muni- 
cipal gas is 4s. 1d. per 1,000 cb. ft. 


Torquay.—The National Electric Construction Co., Ltd. 
has, says the Torquay Times, submitted two offers to the Corpora- 
tion, the first to purchase the electrical undertaking, and the second 
to lease it for a number of years on a profit-sharing basis, the 
company paying all interest and redemption charges. These 
offers have been considered by the E.L. Committee, and the 
majority of the Committee were certainly impressed with the offer 
to purchase. Thecompany, we gather, is willing to buy the under- 
taking at cost price, and, in addition, agrees to make a reduction in 
the price of energy to consumers. j 


Walthamstow.—Application is to be made to the 
L. G. B. for sanction to borrow £10,000 for E.L. extensions. The 
Woodford U.D.C. isto be informed that the Council is willing to 
submit a scheme for the supply of electricity to Woodford provided 
the latter agrees to pay the consulting engineer's fee of 25 
guineas. 


West Ham.—On Tuesday last the town clerk brought 
up а lengthy report on the various schemes now on foot for a bulk 
supply. He states that the Corporation’s existing station is capable 
of generating sufficient energy to meet all demands that are likely 
to be made upon it, and that, if necessary, there is ample room in 
the present buildings for the extension of the plant, and further- 
more, that there is ground sufficient to enable the buildings to be 
further enlarged if it become desirable. Mr. Merz's scheme is dealt 
with, as are also the local authorities’ and the L.C.C. schemes. The 
Council agreed to a resolution, to the effect that it was undesirable 
at present to identify itself with any of the proposed undertakings, 
but that it should retain freedom to take such steps as the Council 
considered in the best interests of the borough when the various 
Parliamentary proposals are completely formulated. 


Worcester,—The Corporation Electricity Committee has 
offered to supply energy to the Water and Sewerage Committee for 
the pumping plant at 2d. per unit. Two motors, of from 35 to 
45 H.P., аге to be installed to replace an 80-н.р. gas engine. The 
capital outlay, with cables, will be £1,120. 
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TRAMWAY AND RAILWAY NOTES. 
{ 


Belfast.—On Tuesday the new electrical tramway system 
was inspected by Major Pringle, R.E., and Mr. A. P. Trotter, 
Board of Trade representatives. These gentlemen and the Corpora- 
tion representatives journeyed over the portions of the system to 
be opened this week, with satisfactory resultè. 

On Wednesday last the first sections of the electric tramway 
system were formally opened. Six special cars carried the Lord 
Mayor and members of the Corporation and their friends, repre- 


sentatives of the contractors, Messrs. J. G. White & Co., and others. 
The sections run over were Malone Road, Ormean Road and Lis- 


burn Road, and the speed varied {from 8 to 15 miles an hour. 
Everything passed-off without a hitch, and the public service was 
begun on the following day. 

The trouble about the engines seems to be simply this: In order 
to run the full service of 174 cars, two of the three generating sets 
will have to run at full load, the third standing by. The makers 
of the engines object to the latter being run at full load non-con- 
densing, suggesting three-quarter load as the safe value, and as this 
would necessitate running the three engines on the normal load, 
there would be no stand-by. Hence the manager, Mr. Nance, states 
that he can only recommend that one section of the tramways be 
run, until the whole of the condensing plant is ready— perhaps in 
February next. | 

This seems to us quite excessive precaution. Surely it is far 
better to run all the cars and chance a possible stoppage, than to 
run попе at all except on one section! A breakdown lasting a day 
or two could not be worse for the town than the complete absence 
of cars for 60 days. It is difficult, too, to see why the engine 
builders are afraid of full load non-condensing. Under such con- 
ditions the working is, of course, uneconomical, but unless the initial 
steam pressure is raised, the strains on the engine are less when 
running non-condensing than when condensing. | 


Canterbury-Herne Bay.—The Canterbury and Herne 
Bay Light Railway Co. are applying to the Commissioners for 
an extension of the period allowed for carrying out the works 
included in the order. | 


Cheadle.—The promoters of the Cheshire tramways have 
decided not to proceed with the line between Cheadle, Handforth, 
Wilmslow, and Cheadle Hulme. 


Dewsbury.—The electric tramway between Dewsbury 
and Birkenshaw was inspected by Major Druitt, of the B. of T., 
on Thursday last week, and this week the public through 
service was inaugurated. Between Dewsbury and Batley the speed 
is limited to 12 miles an hour, but elsewhere it is 16. From Dews- 
bury to Birstall the line is double, the rest being single; the total 
length is about 4 miles. The line as far as Gomersal had been 
worked with steam previously. Messrs. Dick, Kerr & Co. were the 
contractors for the reconstruction of the line. Energy for working 
the new line is taken from the various local authorities. - Before 
long Morley апа Ossett will be linked up, and at the latter place 
communication with Wakefield will be established. | 


East Нат, —Тһе T.C. on Tuesday decided to proceed 
with the duplication of the tramways in Manor Park,at an esti- 
mated cost of £5,000. l 


Glasgow.—The Tramways ‘Cominittes of the T.C. hag 


recommended that the extension from Paisley Road to Govanhill,. 


authorised by Parliament this year, be proceeded with during the 


present winter, and that the work be executed by the department. 


Hastings.—The motor-omnibus service is to be discon- 


tinued, owing to the competition of the electric tramways. Arrange- 


ments are being made to sell the stock of 11 ’buses for £7,000, for 
use in London. Motor- bus enthusiasts will find material for 
meditation in this announcement. 


Hythe.—T wo schemes for constructing electric tramways 
from Hythe through Sandgate to Folkestone have been before the 
Т.С. recently—one promoted by the National Electric Construction 
Co., and the other by the Folkestone, Sandgate and Hythe Tram- 
ways Co. 


Lincoln.— The service of electric tramcars, on the G. B. 
surface contact system, was inaugurated on Thursday last week, 
after the official inspection of the B. of Т. had taken place. Mr. 
S. Clegg, electrical engineer to the Corporation, drove the first car. 
Subsequently the inventors, Messrs. Griffiths and Bedell, received the 
members of the Corporation at the Saracen’s Head Hotel, and 
accepted their congratulations on the successful start of the under- 
taking. | 


Liverpool.—On Monday afternoon, as an electric саг was 


turning from Church Street into Parker Street, one of the busiest 
corners in the centre of the city, the trolley-head became detached, 


and was projected through the large plate-glass front of а florist's. 


shop. 


London.—M xrRororirraN District AND. METROPOLITAN 
RarrLwavs.—From to-day important reduction in fares come into 
force on the Inner Circle. Between Earl's Court апа High Street 
and the intermediate stations to Aldgate East, the single journey 
fares will in no case exceed 4d, first, and 2d. third-elass, instead 
of 6d. and 3d. as at present; the fares on the north side of 
the Circle ате similarly reduced to 3d. first and 2d. third-class at 
most, 


i 


L.C.C.—The adjourned report of the Highways Committee, 
which was postponed on several occasions to allow of the Finance 
Committee dealing with the financial side of the proposed 
expenditure of £803,000 for the reconstruction of certain of the 
northern tramways, was withdrawn‘without any reason being given. 
The expenditure amounted to £112,000 for the erection of car- 
sheds and sub-stations ; £415,600 for road work and plate-laying ; 
£280,000 for cars, cables, syb-station machinery and sw itohboarde 
and £26,000 for alteration to bridges. 

The Highways Committee asked the Council to enter into an 
amended agreement with the London Electric Supply Corporation 
to supply for three years power to the Greenwich station, where it 
would be measured, with a minimum of 1,500,000 units a year, at a 
price for the first 2,000,000 units of 1d. per unit, and for any 
quantity beyond that amount at 75d. per unit. The agreement was 
subject to the company holding sufficient plant at the disposal of 
the Council to allow of a maximum demand of 1,500 kw., and pur- 
chasing the plant installed by the Council at the Deptford station 
for the sum of £13,000. In the course of a report on the subject 
the Highways Committee stated :—-' The price paid to the company 
under the present arrangement is 1°65d. per unit, and the Council 
undertakes to take a minimum of 2,500,000 units a year. Arrange- 
ments should be made for the company to continue to supply current 
to the Council, not direct to the tramways, but to transmit it to the 
Greenwich generating station. When the Greenwich station ів 
completed, it cannot immediately undertake the whole of the 
necessary supply for the existing tramways, as this must be done 
gradually. In addition, we have had under consideration the 
question of the early construction of about 104 miles (single track) 
of the Council's (Northern) tramways otherthan the first section (equi- 
valent to about 223 miles single track) which is to be reconstructed. 
Should it not be found possible, however, for financial or other 
reasons to undertake this work in the near future, the Council 
would not be bound to take from the company any supply which it 
could not use, the minimum prescribed being 1,500,000 units, and 
this amount of energy could be consumed annually in working the 
present night car services or light mid-day or Sunday services on 
the Council's tramways, when it would not be economical to keep 
working the large generating sets at the Greenwieh generating 
station. The price at which the company is prepared to supply is 
gufficiently reasonable to enable this economy to be effected. "The 
proposed new arrangement will supersede the present arrangement, 
and will, it is suggested, come into operation about April Ist, 
1906.” 


Macclestield.—Parliament is to be asked next session for 
powers to construct tramways, to be worked by electricity, along 
certain thoroughfares in Macclesfield, and also from that town to 
Hazel Grove. Two unsuccessful attempts have already been made 
to get a Bill through Parliament embodying these powers. Oppo- 
sition is now threatened by ratepayers of Macclesfield. Another 
scheme, in which the town is deeply interested, is the construction 
of a line of tramways from Macclesfield to Knutsford, vió Chelford. 
This would be an enormous convenience to large numbers of people 
living іп an area ill-provided with railway accommodation. In 
addition, it would command avery large holiday patronage in 
summer. | 


. Middlesex.—The award of the arbitrator in the dispute 
between the County Council and Messrs. William Griffiths & Co., 
Ltd., the contractors for the Lordship Lane and Bruce Grove tram- 
way, was made known at the meeting of the County Council last 
week. The arbitrator held that the County Council was not entitled 
to any penalties, and that Messrs. William Griffiths & Co. were not 
entitled to any damages; that each party should pay the other 
party's costs, and that the costs of the award should be equally 
divided between the two parties. : 

A Bill is to be promoted in the next session to nuthorise the con- 
struction by tbe Council] of а tramway from the terminus in 
Edgware Road to Kilburn, near Bridge Street. 

The proposed tramway to Sudbury is to be continued along the 
Harrow Road to the Webley-Harrow parish boundary. 

Application is to be made to the Light Railway Commissioners 
for an order authorising the construction of a line 7 furlongs 
5 chains in length, linking the lines terminating at the junction of 
the Watford Road and the EdgwareiRoad and the line from 
Watford to Bushey Heath. 


 Ramsgate.—The report of Lieut.-Col. von Donop on 
the accident which occurred on August 3rd on the Isle of Thanet 
Light Railways has been issued. It states that the accident arose 
through the failure of the driver to stop the car, according to the 
B. of T. regulations, at the top of Madeira Hill. The car went over 
the brow of the hill at too high а speed in consequence of this, and 
got out of control. The conductor noticed the failure to stop, and the 
high speed, and put on the slipper brake, while the driver must have 
applied the hand brake, as the wheels were skidding. The driver 
was apparently regaining control of the car, when it took a reverse 
curve, and at the point of reversal it was derailed, thanks to the 
high speed and the sharp curvature. The car ran across the road 
and over the edge of the cliff, but fortunately no one was killed. 
The gradients were not excessive, varying from 1 in 13 to 1 in 16; 
the regulation speed in descending the hill is 3 miles per hour. The 
chief blame is laid upon the driver for not conforming to the regu- 
lations, but the company is also censured for allowing a driver of only 
nine days’ standing to drive cars on this route. Some minor altera- 
tions in the track and brakes are recommended. 


Walthamstow.—<A conference is to take place between 
representatives of the U.D.C. and the Leyton U.D.C. with reference 
to running powers over the tramway system of the latter authority. 

(Continued on page 893) 
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A NEW PROCESS OF WIRE COVERING. 


IT is not often in these prosaic days of well-established pro- 
cesses that we bave brought to our notice such a radical 
departure from present methods as the new process for the 
cotton and silk covering of wires, invented and perfected by 
Messrs. W. А. Phillips. & Е. Hutchins, of Crescent Works, 
Harlesden, promises to be. The process and the special 
machinery adopted for carrying it out are the outcome of over 
five years’ experimental work on the part of the inventors, 
whoin we should not be treating justly did we not offer them 
our sincere congratulations on having brought within prac- 
tical reach an economic invention of great prospective value. 

Considering the smaller grades of covered wire, for instance, 
as our readers are aware, it is usual to apply a spiral winding 
of yarn, which, critically examined, reveals a eorrugated 
covering, with intervening spaces between the insulating 
strands ; now, by the new process, the inventors have sought 
and succeeded in applying а homogeneous felt-like covering 
to the wire, of a thickness which obviously can, with equal 
efficiency, be much less than with yarn or thread. 

For cotton covering the material used is unspun roving, 
which is first passed through and attenuated by drawing 
rollers; these feed the fibres of cotton into a device, which 
incorporates a rapidly revolving hollow spindle of special 
construction, through which the wire is fed. ‘The spindle 
rotates inside a fixed casing connected to an exhausting fan. 
The combined result of the rotation of the spindle 
and the air suction is to create an air vortex over 
the head of the spindle, and the latter, as it rotates, 


Fic. 2.— VIEW or FEED ROLLERS AND COVERING DEVICE, SHOWING Rovine 
FEEDING ON TO THE LATTER. 


draws out and spins the cotton fibres around the wire 
as it passes down through the head of the spindle. 


Fic. 1.— END View; WIRE-COVEBRING MACHINE. 


Figs. 1 and 4 illustrate а completed 
machine adapted for single covering, and 
fig. 3 is a transparent drawing of the 
“ covering device,” on the operation of 
which the process depends. 

The accompanying diagram, fig. 5, 
shows the essential elements of the new 
machine ; а is the cotton roving passing 
through three pairs of drawing rollers, 
of which the‘front pair run at 10 
times the speed of the back pair, thus 
attenuating the cotton. ` The hollow 
spindle, 5, through which the wire, c, 
passes, i8 driven by pulley. d, and has a 
hollow perforated head, e, the top of which 
is covered with wire gauze, having an eye- 
let in the centre. The spindle, the total 
weight of which is under 2 ounces, runs 
at a speed of ‘over 30,000 r.p.m. in a 
white-metal bearing f, so arranged that 
there is а continuous circulation of oil, 
the lubrication being assisted by a spiral 
groove on the spindle. The hollow frame- 
work of the machine, 7, is connected to 
an exhausting fan. The top of the rotat- 
ing spindle is éovered in by a fixed case, 
h, provided with a slot k, through 
which the cotton is sucked. The intense 
vortex created inside the case, Л, by the. 


air suction, in conjunction with the rota- 
G 
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tion of the spindle, causes the fibres of cotton to belattracted to 
the centre of the bronze gauze top of the spindle at », where 


they are whirled round the wire, 
being afterwards firmly com- 
pacted on to it by a spring 
inside the slotted head, e. 

The spindle, with its white- 
metal bearing, stands in an oil 
bath (seen in figs, 3 and 5), with 
which it is in direct communica- 
tion by means of small oil 
holes in the bearing; the 
spindle throughout its length 
is constructed to а slight 
taper, and the latter together 
with the spiral oil groove 
ensures, at the high rotative 
speed in use, that the oil shall 
creep up to the head of the 
spindle, Ав it is of the 
utmost importance that the 
oil shall not creep up to the 
covering material above, 
a specially shaped petticoat 
flange is formed round the 
head of the bearing, which 
throws the oil down again, 
allowing it to drain through 
into the reservoir below. 

Perfect lubrication is, of 
course, essential at such high 
speeds, and it is of interest to 
note that electrical tests have 
proved the existence of ап 
oil film on the spindle, the 
rotation of which is perfectly 
cool owing to the air suction 
which takes place in its 
vicinity. 

The action of the rotating 
head in drawing out 
the fibres will be 
better compre- 
hended when it is 
remembered that a 
slight air suction 
occurs through the 
perforations on the 
side of the rapidly 
rotating head, thus 
causing some ad- 
herence of the in- 
dividual fibres to 
‘the latter, which 
pulls them out 
singly, but at a 
great rate: the 
fibres are after- 
wards drawn over 
the top of the 
head and whirled 
towards the centre 
(round the wire) 
the air suction 
being naturally 
greatest at this 
point, owing to the 
relatively lower 
speed of rotation 
there. 

It may be men- 
tioned that a ledge 
is provided over the 
entrance slot in the 
outer casing to pre- 
vent the direct 
entrance of the 
roving; and that 
an ingeniously 


placed paper washer which surrounds the head below the 
perforations, suffices for an air seal to the casing of 


Fic. 3.—TRANSPARENT VIEW OF COVERING DEVICE. 


Fic. 4.—Front VIEW oF MACHINE. 


the machine, this action being assisted by the fine par- 
ticles of cotton which are drawn into the gap. 


The machine insulates the 
wire at Ше extraordinarily 
high rate of 85 ft. per 
minute, and even this speed has 
been exceeded. The insulation 
consists of а hard felted 
covering, which is highly 
suitable for taking varnish. 


It is claimed for the new 


process (1) that a thin in- 
sulation can be made, using 
cotton, which. costs no more 
than that used for a thick 
covering, and the cost of 
roving ia obviously less than 
that of. yarn, especially in the 
fine counts. In the case of 
silk, the material used is that 
known as “ waste“ instead of 
*floss" silk. (2) The speed 
of production is ten times that 
of the ordinary process; (3) the 
machine is ea&y to manipulate, 
and requires very little training, 
us compared with the ordinary 
methods; (4) the thickness of 
insulation ean be varied witli 
great exactness, to give a speci- 
fied diameter; (5) there are 
absolutely no knots or visible 
Joints of any kind in the cover- 
ing, а point specially important 
in the case of fine wires ; (6) 
the length of wire that can be 
insulated in one piece without 
a stop is unlimited so far as the 
action of the machine is con- 
cerned, as the cotton roving is 
pieced up without 
stopping—in fact, 
by simply leading а 
fresh end of roving 
into the feed rollers, 
the action being 
automatic after- 
wards. 

The machine 
illastrated is built 
for covering five 
wires ; its construc- 
tion generally is 
obvious from our 
views. The five 
covering devices can 
be seen on the 
front frame of. the 
machine which 
serves as the ex- 
hausting trunk, and 
in common with 
others is connected 
to an exhausting 
fan, the negative 
air pressnre main- 
tained being about 
^ in. of water. 

The lower 
shaft of the 
machine revolves 
at some 2,500 
rep. m., and the 
five. pressed Alu- 
minium pulleys 
mounted on it trans- 
mit motion to the 
rotating spindleg of 
thecovering devices. 


The feed handles, вееп projecting below the wire bobbins 
in the front of the machine, are for tightening up the 
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belts which simultaneously actuate the feed rollers 
(for the covering material) and the wire bobbins. The 
handles when pushed in to start the feed are held 
in position by small electro-magnets fixed behind the 
machine. | | | 

These magnets are energised through a circuit which 
includes the wire to be covered ; and in the event of the 
latter breaking, or of the covering material feeding irre- 
gularly and leaving bare patches of wire below the covering 
device, and во earthing the | 
circuit on to a contact pro- 
vided for the purpose, the 
magnets are de-energised, 
the handles come out (by 
gravity), and the respective 
feeds stop. | 

Great care has necessarily 
been exercised in per- : 
fecting the various details, 2, 
апа the inventors’ double i 
covering machine, which | 
is in course of erection, and in which the wire is fed 
alternately through similar covering devices to that des- 
cribed, but revolving in opposite directions, will be watched 
with great interest on its completion. | 

The economie value of а machine which covers 85 ft. of 
wire a minute, and at the same time uses covering material 
which representa а saving of from a quarter to three-quarters 
cost in the case of cotton and of some two-thirds cost in the 
case of silk, and, further, permits of the flnest grade of 
covering, needs no further mention from us; the inventors 
are practical men with long experience in the work, and, 
from our personal observation, their claims in regard to fine 
wire covering appear to be justified, ' 


4 
THE PEKING ELECTRIC CO. 


ВЕЕОВЕ the Boxer rising of 1900, part of Peking was 


lighted from a small alternating station in the Tartar city, 
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THE PEKING ELECTRIC Co.'s ENGINE Коом, SHowrNG А Gas-DRIVEN UNIT. 


situated close to, but outside, the Legation quarter. ‘Owing 
to its defenceless position: it was completely destroyed during 
the trouble, so that when the Peking Electric Syndicate 
projected а new-plant, the? permission of the Ministers was 
only given on the understanding that the generating plant 
should be inside the defence walls of the Legation quarter. 


When the new scheme was carried out, the light was first 
switched on on November 6th, 1904, the contractors for the 
complete plant being Messrs. Arnhold, Karberg & Co., of 
Tientsin, who now act as general managers. 
. Owing to the proximity of several Legations to the 
station, a rather unusual method of building was resorted to. 
| The whole building space 
was excavated to the 
depth of 8 ft. 8 in. and 
2 ft. of lime and mud 
concrete were then 
stamped in, forming 
a cheap and satisfactory 


.? floating foundation’ Оп 
A the top of this were con- 
| € structed the engine and 
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Fic, 5.—SkcrIoNAL DRAWING OF COVERING DEVICE, &c. 


wall foundations. All the latter, and the walls up to the 
height of the travelling crane girders, were built in fire brick 
and cement mortar, ав the local bricks are very easily broken 
and would not have been suitable. The engine foundations 


аге carried up to a height of 4 ft. 2 in. above the ground 


level ; the engine room floor, which is formed of cement con- 
| | ' crete, supported by 

girders, is level with 
Я the top of the founda- 
i tions. The inter- 
vening space between 
the various founda- 
tions is used as a 
basement, in which 
are placed the balan- 
cers, the engine piping 
and cables, &c. 

The building con- 
sists of an engine room, 
gas generator room 
saw-dust box room, 
regulator room, accu- 
mulator rooms, fuel 
store, workshop, two 
office rooms and an 
engine stores. 

The fuel store is 
interesting from the 
fact that the entrance 
for the coal is a 
window. The coal is 
brought from the 
mines to the works 
by camels; the window 
sill is at the height 
of a camel's back. 
For unloading, the 
camels pass before the 
window and the coal 
bags are lifted off their backs and swung through the 
window by a small hand crane. _ | 

In the engine room are installed two of Korting's gas 
engines of 80 B. H. P. output, at 140 revs. per minute. These 
drive direct two continuous current dynamos supplied by the 
Allgemeine Electricitäts Gesellschaft, of Berlin. | | 
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The gas ‘engines are single acting with balanced cranks 
and are provided with magneto ignition. | 

The dynamos are constructed for an output of 110 
amperes at 440 to 480 volts, with a speed of 140 r.p.m. In 
addition to the ordinary commutator, the dynamo has two 
slip rings connected to the armature windings for use with 
static balancers, which practically consist of an inductive 
coil across the two slip rings with the neutral wire connected 
to the middle.. Each dynamo has a separate balancer which 
will take 25 per cent. of the output. The station has now 
been running for a year and not the least trouble has been 
experienced with these balancers, which certainly would not 
have been the case with rotary ones and Chinese attention. 


J. The switchboard consists of two dynamo panels, two 


battery panels, a booster panel and a feeder panel. Each 
dynamo has two ammeters, one for the negative and one for 
the positive main, it being very much easier to balance them 
thus, us each dynamo is balanced by itself. A battery 
of 124 cells on each side, manufactured by the Berlin Accu- 
mulator Co., is installed in two basement rooms. This is 
capable of supplying 200 16-с.р. lamps for 10 hours. The 
regulation of pressure is carried out by means of multiple 
contact switches at the middle wire end of each half. There 
is both a charge and discharge arm on the switches, and the 
charging can be carried out in two ways; either by charging 
the regulating cells by means of the booster and the 
remainder of the cells by the main dynamo, or by taking 
the discharge arms off their contacts, and charging the 
whole battery across the mains with the booster in series. 
The second arrangement was carried out in Peking, necessi- 
tating a slight modification of the board, but it was found 
necessary as the charging of the cells was carried out very 
unevenly with the former method by the Chinese. 

The producer house contains three of Messrs. Korting’s 
suction gas generators. The gas is made from coke; 
anthracite has been tried but has been found difficult to 
obtain in even qualities, as the mines which are being worked 
at present аге still at their surface seams. When they reach 
lower levels the coal may be of a better quality, and it may 
be tried again. | С 

‚ The generators аге of ordinary construction, the necessary 
steam being supplied from an evaporator through which the gases 
pass after leaving the generator. The gases then pass through a 


coke scrubber, a saw-dust cleaner and a pressure regulator to 


the engine. The pressure regulator consists of a hollow 
cylinder which is pulled against the suction of the engine by 


LAJ 
* 


L 
LI " - - [| > -" 
“> Pad ір 
- Fg = " Cre 
7 
r 


VIEW OF THE SWITCHBOARD, SHOWING THE BARE FEEDERS LEADIXG FROM THE BUILDING. 


means of a spring. When the engine sucks ће gas, the cylinder 
is pulled down against the compression of the spring: when 
the engine starts compressing and the suction stops, the 
spring pulls up the cylinder and draws gas from the gene- 


rators, thus keeping a steady suction on the fires. This’ 
arrangement’ makes a wonderful difference in the steady- 
ness of running. Originally, the station was designed. for 
one generator per engine, but it was found that with the 


INTERIOR OF THE PRODUCER HOUSE. 


inferior quality of coal obtainable here and the equally 
_inferior workmen, it was necessary to install a third gene- 
rator. | 

When the firing and cleaning were done under European 
supervision, the engine continued run- 
ning smoothly, but as soon as a China- 
man was left to attend to the fires him- 
self, he always managed to slow the 
engine down when cleaning or slicing 
the fires. With the other generator, 
enabling the two fires to be cleaned 
alternately, no trouble has be experienced. 

The roof of the producer liouse is 
formed by the cooling water tank. In 
the ashpit level of the generator room 
are installed the fans for blowing up 
the fires, one being driven by hand and 
one by motor. There is also a plunger 
pump for charging the compressed gir 
reservoir used for starting the engines. 

As Peking is remote from all repair 
shops, it was considered advisable to 
install a repair shop in the station, 
specially suited for the work to be 
expected on the plant installed. The 
workshop contains work-benches, vices, 
a lathe with screwing attachment, a ver- 
tical drilling machine, grind stone, pipe- 
screwing machine and forge, the whole 
of these being motor-driven. 

The distribution is carried out on 
the three-wire system, the overhead 
cables being of bare copper, carried 
on lattice poles. There are three 
feeder points, at which the poles are 
equipped with copper ring bus-bars, fuses, pilot wire connec- 
tions and lightning arresters. Since starting the station, the 
fuses have only been blown once, and then it was by a wind 
short on the feeder wires. All the buildings are wired on 
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the three-wire system with three-wire meters. The out-of- 
balance current at the switchboard has never been more 
than 5 to 8 per cent. At present an equivalent of 5,500 8- 
С.Р. lamps are connected, and extensions to the plant are 
being taken in hand. | 


4 


TRAMWAY. AND RAILWAY. NOTES. 
(Concluded from page 888.) | 


Simplon Railway.—According to а Swiss contemporary. 
the question of the introduction of electric traction in the Bimplon 


tunnel is rapidly nearing solution. Arrangements are being made 


with Messrs. Brown, Boveri & Co., of Baden, for carrying out the 


work. The system which will be adopted is that of Messrs. Ganz 


and Co., which bas been used for many years on the Valtellina rail- 
way.  Three-phase alternating currente, with а voltage of 3,000, 
will, therefore, be employed. The ordinary trains will each be com- 


posed of а motor-car and two, three, or four ordinary cars. Heavy 


trains will be drawn by electric locomotives, two of which are 
actually being constructed by Mesars. Brown, Boveri.& Co. They 


will be finished by the end of the year, and will be tested over the 


Italian lines. The electric power will be supplied from Domodossola, 
a distance of 25 miles. The passenger trains will гип at a speed 
of 40 miles per hour, and the cost is estimated at 1,000,000 fr. 


Messrs. Bruce Peebles & Co., who hold the Ganz patents for this 


country, inform us that the Swiss Government has accepted the pro- 
position of the Italian Government to place five electric locomotives, 
supplied by Messrs. Ganz & Co. for the Valtellina line, at its 
disposal for use in the tunnel, which will be opened for public 
traffic on May 1st, 1906. | 2 | 

West Нат, —А through service by the West Ham and 


East Ham cars between Canning Town terminus and Barking Town 
terminus was commenced on the 17th inst. The extensions in 


Tramway Avenue and The Grove, Stratford, are now open to traffic: 
The B. of T. has consented to the Corporation placing on the back 
arm brackets of the poles used for tramway purposes electric wires 


for the purpose of lighting Hermit Road and Beckton Road. 


Wolstanton District Council.—The Potteries Electric 
Traction Co. has agreed to pay the whole amount of the general 
district rate now due from it, on the understanding that the Council 


willrepay the proportion of three-fourths on the light railway 


should the Court decide that the light railways were liable to be 
rated at one-fourth of the rateable value only. 


\ 


TELEGRAPH AND TELEPHONE NOTES. 


Bahamas.— The Governor in the Annual Colonial Report 
states, in reference to the telegraph service, that total interruption 
of telegraphic communication by the cable between Nassau and 
Jupiter was reported on October 16th, 1904, and continued until 
December 9th, when the Henley Co. completed the repairs, and 
communication was restored. Up to the date of complete inter- 
ruption the cable had been in weak condition from the numerous 
leaks in the shore ends at Jupiter and at Nassau, which had existed 
for a year or more, but no delay or errors had occurred in sending 
or receiving messages. The break which caused the final and com- 
plete interruption was finally located 4 miles from the shore at 
Jupiter, and was caused by the chafing of the cable on the rocky 
bottom until it parted, no doubt due to abnormal currents during 
the hurricane of October 16-17th. The cable was repaired at a eost 
of £4,359. The Superintendent of Telegraphs points out that 
previously to this break, cable communication had lasted 13 years 
without interruption or mistakes, and he considers this a very satis- 
factory record. A total of 3,311 messages passed over the cable, of 
which 435 were to and from Great Britain, and 2,330 to and from 
other countries. 
ture £572 16s, 2d. 


Australian Long-Distance Telegraphy.—On Sunday 
morning, September 24th, 1905, a somewhat remarkable achieve- 
ment was attained in a trial of long-distance working over the 
Australian telegraph lines. Mr. Jenvey, electrical engineer for 


Victoria, had made the suggestion that a trial should be made, and 


the admirable co-operation of the electrical engineers in the other 
States of the Federation resulted in Broome, a station on the north 
coast of Western Australia, being placed in easy communication 


with Cape York, an office on the extreme northern point of Queens- 


land, over a distance by the route of the line of 6, 6014 miles. 

Broome and Cape York passed the time of day and carried on a 
conversation for 15 minutes at a key speed of 20 words per minute 
without the least sign of lag in the signals. 
the temperature was 100* in the shade there, while Cape York set 
it down at 80 at his end. The signale passed from one terminal 
station to the other splendidly, and amply demonstrated to the 
satisfaction of all concerned that through telegraph working from 
one end of Australia to the other was a practicable feat. 


With the attainment of this successful result the terminal stations | 


were taken off, the intermediate circuits were dismantled, and the 
experiment came to an end, 


The revenue was £1,220 7s. 8d., and the expendi- 


Broome stated that 


Sunday morning was chosen for the test, as being the most suit- 

able time. Except for occasional private and а few Press telegrams, - 
those engaged in telegraph work have: very little local business 
other than the receipt and dispatch of shipping intelligence to 
occupy them on Sanday mornings. 
_ By referring to the accompanying skeleton map of Australia, the 
course of the circuit can be readily traced. There were 13 repeating 
stations, numbered in the column 1 to 13, and the various sections 
of line were made up as follows :— 


Telegraph | Class of line | Distance 
No. From To system. | wire in use. | in miles. 
0 | Broome — — — — 
1 | Repeater at Roeburne — — — 
2 5 Geraldton пс», = usu 
`8 — Pe Duplex 400 1b. iron 1,466 
4 | Perth Coolgardie ад. 200 lb. copper 356 
5 | Coolgardie Eucla ДА bi 568 
6 | Eucla Yardea M 900 Ib. copper 455 
7 | Yardea Adelaide $5 ys 885 
8 | Adelaide Melbourne v a 487 
9 | Melbourne Sydney oy 800 Ib. iron 515 
10 | Sydney Brisbane i 400 lb. copper 1733 
— — [T] 800 1 б 9 318 
— — s эк“ Sub. cable 
11 | Brisbane Bowen Duplex 200 Ib. copper 480 
— — i 400 lb. iron 878 
12 | Bowen Townsville " 1 127 
18 | Townsville Junction Creek ee э+ 985 
14 | Junction Ck. | Cape York " " 602 


Grand total, 6,6014 miles. 


Some 10 years ago, viz., on Sunday, May 26th, 1895, a similar trial 
was made, and on that occasion Derby, a station 124 miles north of 
Broome, was linked to thecircuit. At that period the various State 
postal departments of Australia were working under different and 
separate administrations, some using the Universal and others the 
Australian telegraph code, which fact reduced the key speed to 10 
words per minute for that trial. All Austrslian departments are 
now subservient to the control of one Central Federal office, and 
the Universal code has become general since 1897. For some reason 
not assigned, Derby was not available for the recent test. There is 
no direct line connecting Derby to Port' Darwin, or the latter to 
Cape York, во that it was not possible to encircle the whole of the 
Continent by one speaking circuit. 


AUSTRALIA 


 RouTE or 6,600- MILE TELEGRAPH CIRCUIT. 


The composite nature of the line and the character of the ground 
traversed must be considered in estimating the value of this achieve- 
ment. Some sections pass over desert, forest, and mountainous 
country and through water, and. are exposed to the destructive 
effects of high winds, storms and rain, as well as damage from passing 
traffic. In order that а test of the description under review may 
be successfully carried out, it is necessary that :— А 

1. The sections of the line must be in good working condition. 

2. The repeaters should be well adjusted and carefully watched. 

3. Batteries must be well up to their maximum strength. 

4. There should be good local management and supervision of 
the circuits. 

So far as is known, actual demonstration over such a lengthy 
circuit is rare, and it is probable that nothing of the same nature 
has been accomplished in any other country. 

The following were the technical officers principally concerned in 
the test, viz.:—Messrs. Jenvey апа Diercks, st Perth; Mr. 
Unbehaun, at Adelaide; Messrs. Howard and Fitzgerald, at Mel- 
bourne; Mr. Nelson, at Sydney; Mr. Hesketh, at Brisbane; and 
Mr. Murphy, at Townsville. We are indebted to Mr. T. Howard, 
assistant electrical engineer, Melbourne, for the foregoing 
particulars. 

Glasgow,—The underground cable connecting London 
with Glasgow has now been led into the Glasgow General Post Office, 
and the new service will be working by the middle of December, 
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Leith.—The National Telephone Co. has opened a new 


C.B. exchange at Leith, with a capacity of 3,000 subscribers and 100 


junctions. 


Rangoon.—The Oriental Telephone Co. is about to 
abolish the overhead wires and put all the circuits underground. 


Telegraphic Interruptions and Repairs :— 


It is at present equipped for 1,000 subscribers. 


CABLES. b INTERRUPTED. REPAIRED. 
Trinidad-Demerara (No. 1.) ee ee Aug.'96, 1901 ee 
Dominica-Martinique .. bs s as .. Мау 7, 1902. oe 
St. Lucia-Martinique .. T we oe .. May 7, 1902.. ae 
Cayenne-Pinheiro ss E "m a .. Aug. 18, 1902.. ae 
Reissa-Issa (Yemen) Camaran is sa .. Oct. 22, 1902.. es 
Tarifa Tangier .. ИЕ - m v .. Jan. 18, 1904 .. s 
Closed { Viadivostock-Nagasaki oe ье ee Feb. 9, 1904 ee 

Port Arthur-Chi aie ate .. Mar.9, 1904.. 
Jamaica-Colon .. vi Jan. 5, 1905 
Cadiz-Tenerif - is July 20, 1906 .. 
Oran-Tangier-Cadiz "T Oct. 30, 1905. Nov. 22 
Puerto Plata-Martinique Oct. 80, 1905 
Bolama-Bissao E as Nov. 21, 1905. Nov. 27 

Labruns. 

Puerto- Barrios ae si . Aug. 28, 1909 5% 
Kertch-Soutehoum t. 27, 1904 t 


Communication with a Brazil via Galveston А ee 
Alaska landlines .. i xs E xs Nov. 21, 1905. Мот. 28 
Nov. 27. 1905. Nov. ТЯ 


Nov. 94, 1905.. Nov. 


concerns the diplomatic relations between the two countries. The 
State Department declares that the United States never approved the 
language of President Castro’s note t6 M. Taigny, and its with- 
drawal will be a matter of satisfaction to the United States as well 
as to France. The Herald's Caracas correspondent states that 
President Castro is now asking France to present the reasons upon 
which she founded her protest regarding the action of Venezuela 
against the French Cable Co. 


Warsaw.—The chief telegraph office at Piotrkoff has 
issued an order prohibiting telegraphists from transmitting tele- 


grams to Count Witte or the Central Government containing com-. 


plaints with regard to the political situation. 
Wireless Telegraphy. — Ітлтү. — The Minister of 


Posts and Telegraphs has nominated a scientific commission to con- 
sider the establishment of a wireless telegraph station for internal 
communication, and for communication between the mainland an 
the surrounding islands. | | 


.CONTRACTS OPEN AND CLOSED. 


OPEN. 


Australia.—December 18th and 19th. The Deputy 
` Postmaster-General, Brisbane, invites tenders for the supply of 
insulators, phosphor bronze wiro, copper sleeves, binders and tapes. 

The Deputy Postmaster-General, Melbourne, invites tenders for 
the supply of (1) 10 miles of 26-pair lead-covered paper-insulated 
telephone cable; (2) 1 mile of 156-pair lead-covered paper- 
insulated telephone cable (124 lb. conductors); (3) 5,000 barrel 
insulators, delivery within three months of date of acceptance of 
tender. ; 


Austria,—December 20th. The Austrian State Railway 
authorities at Pilsen are inviting tenders until December 20th, for 
the establishment of an electric lighting plant at the railway station 
in that town. 


Bermondsey.—December 8th. Water-tube boiler, and 


500-Kw. steam dynamo for the B.C. See Official Notices" Novem- 
ber 24th. 


Bradford.—December 2nd. General stores for the 
tramways department. Forms of tender and conditions at the 
Tramway Offices, 15, Bridge Street, Bradford (one guinea). 


Brazil.—December 16th. The municipal authorities of 
Sao Luiz (Maranhao), Brazil, are inviting tenders until December 
16th, for the electric lighting of the town. 

NicHTEROY (Rio de Janeiro).—Installing a system of electric 
lighting. 


Buxton.—December 15th. Опе 42-Kw. gas-driven 
balancer set for the U.D.C. See “ Official Notices ” to-day. 


Clyde Navigation.—December 18th. Crane, electric- 
ally-driven capstans, and tipping turntables. See “ Official 
Notices" November 24th. 


Glasgow,—December 4th. 1,000-Kw. motor-generators, 
and high and low tension sub-station switchgear for the Corporation 
electricity department. See ''Otlicial Notices“ November 24th. 


Mford.—December 12th. Тгірје-сопсепігіс armoured 
cable for the U.D.C. See “ Official Notices" November 24th, 


India.—December 5th. Bombay, Baroda and Central 
India Railway Co. invite tenders for the supply of the following 
stores, viz:— Electric generators; switches. Specifications can be. 
obtained at the Offices, Gloucester House, Bishopsgate Street 
Without, E.C., on payment of 21s. each (not returnable). 


Launceston (Tas.).—January 15th. 500 or more elec- 
tric meters; maximum demand indicators; for the Corporation. 
See “ Official Notices " November 17th. 


NE. Railway.—December 2nd. The North-Eastern 
Railway Co. wants tenders for the supply of arc lamp carbons, 
electric lamps, wires and cables. The company is also asking for 
tenders for telegraph stores. 


Poplar.—December 18th. Steam engines, dynamos, 
pipework, switchboard, wiring, motors, fire alarms, telephones and 
electric bells for the Guardians, See “ Official Notices " November 
17th. 


Southwark.—December 6th. Electric wiring and fit- 
tings for the B.C. new stables. Specifications to be seen at. Borough 
Engineer's office, Town Hall, Walworth Road. p 


 Spain.— Tenders have just been invited by the municipal 
authorities of Jaca (Hulsca province) for the concession for the 
electric lighting of the town. 


Stalybridge Joint Board.—December 18th. Adver- 
tising rights on 55 electric cars. See “ Official Notices” to-day. 


Swindon,—December 19th. Three double-deck radial 
axle truck tramcars for the Corporation. See Official Notices“ 
to-day. 

Warrington.—December 6th. Опе 3800-kw. turbo- 
alternator; and one 100-kw. motor-alternator; switchboard trans- 
formers and cable for the electricity department. See ''Official 
Notices November 24th. : 


CLOSED. 


Beckenham.—In connection with the extension of the 
electric light work, to supply the Penge tramways, the Council has 
accepted the tenders of Messrs. Babcock & Wilcox, Ltd., for boilers, 
at £3,375, and for pipe-work, at £1,750. The contract for engines 
and dynamos has gone to the General Electric Co., and that for the 
condensers to Messrs. Mirrlees, Watson & Co., while the switchboard 
is to be supplied by Messrs. Elliott Bros., at £545. 


Dartford.—The U.D.C. has accepted the tender of 
Messrs. Wm. Dickinson & Co., of Bexley Heath, for wiring the car- 
sheds for the E.L., at £116 17s. 


The U.D.C. has accepted the tender of the Western Electric Co. 
for the supply of house service cable. 


Fareham.—The В.С. has accepted the tender of Messrs. 
Tuck & Co., for the installation of the E.L. at the sick wards of the 
Infirmary. 


London.—The following tenders have been received by 


the L. C. C. Education Committee for the supply of a 30-н.р. moto 


at the Old Montague Street School, Whitechapel :— - 


Siemens Bros. & Со. .. (accepted) £99 16 
Lancashire Dynamo and Motor Co. .. 102 0 
Veritys, Ltd. e" is zS . 1010 
Electric Constraction Co. pa vs 111 0 
Electromotors, Ltd. ne 122 14 


WESTMINSTER.— The Public Libraries Committee has received 
the following tenders for putting the electric light installation at 
St. Martin's Lane Library in repair :— 

T. Potter & Co., Ltd... (provisionally accepted) £78 
F. J. Coleby & Со... ites Js БЯ ws 5% 14 


Lund Bros. & Co. .. E S vu es $5 88 
Leo Sunderland & Co. .. = T Rs . 104 
Drake & Gorham, Ltd. .. P e ae .. 110 
Foote & Milne, Ltd. "T Я МЕ .. 119 


West Ham.—The Corporation received the following tenders for 
12 arc lamps :— 
Brockie-Pell Arc Lamp, Ltd., £4 18s. 6d. per lamp. 
Johnson & Phillips, £5 per lamp, 188. 6d. for line resistances. 
Crompton & Co. (accepted), £4 12s. per lamp, 15s. line resistances. 
British Thomson-Houston Co., £5 per lamp, 17s. 6d. line resistances. 
The Corporation has accepted the tender of Glenfield & Kennedy 
for four meters to be fixed on the water-feed ranges at the generating 
Station, at £55 10s. per meter. 


Middlesex.—The County Council on Thursday placed an 
order with Messrs. Dick, Kerr & Co. to construct tramway No. 14 
along the Gt. North Road from Whetstone to the Middlesex and 
Herts County boundary on the same schedule of prices as the firm 
is constructing the line along Ballard's Lane from Tally Ho Corner 
to Woodberry Grove. | 


Sydney.—The E.L. Committee has recommended the 
acceptance of Messrs. Noyes Bros.' tender for the supply of paper- 
insulated lead-sbeathed cables, at £5,248. 


Walthamstow.—The U.D.C. has accepted the tender of 
Mr. A. C. Burnley, to pay £25 per car per annum for three years 
for the right of advertising on its tramoars, and has also placed an 
order with the Westminster Engineering Co. to repair four arma- 
tures, at £45 each. 


Worksop.—The U.D.C. has accepted the tender of 
Messrs. Chamberlain & Hookham, Ltd., for the supply of electric 
meters, and that of the Pulsometer Engineering Co. for the supply 
of water softening plant, at £200. 


`» 
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FORTHCOMING EVENTS. 


Te-day's Events (Friday, December 1st).—At 7 p.m. N. E. Coast Institution 
of Engineers and Shipbuilders. Dinner at Westgate Assembly 
Rooms, Newcastle. 
At 7.30 p.m. Northampton Institute Engineering Society. Mr. W. 
Chappell on * Water Turbines as Applied to the Generation of 
Electricity.“ 


Saturday, December 2nd. At 7.90 p.m. Glasgow Technical College Scientific 
Society. Dr. James Muir on Metallography.”’ 
Monday, December 4th.—At 8 p.m. Society of Arts. Cantor Lecture, by Dr. 
J. А. ке on “ The Measurement of High-Frequency Currents 
and Electric Waves.“ (Lecture II.) 
Thursday, December 7th.—At 8 p.m. I.E.E. Meeting at I.C.E. Mr. W. Н. 
Patchell on The Charing Cross Co.’s City of London Works.“ 
At 8 p.m. Civil and Mechanical Engineers’ Society. Meeting at 
Caxton Hall. 
At 8.30. p.m. Chemical Society Meeting. | 
Friday, December 8th.—At 7.80 p.m. I. E. E. (Manchester Students) Mr. 
W. H. M. Parr on "The „Electrification of Existing Steam 
Railways." 
At 7 p.m. I. E. E. Annual dinner at the Hotel Cecil. 
At8 p.m. At Northampton Institute. Prize distribution by Sir Wm. 
eece, and Conversazione. / 
At8p.m. Physical Society Meeting. 
Saturday, December 9th.—Glasgow Technical College Scientific Society. 
Fourteenth Anniversary ner. 
Monday, December 1lth.—At 8 p.m. Society of Arts. Cantor Lecture, by Dr. 
J. A. Fleming, on The Measurement of High-Frequency Currents 
and Electric Waves." (Lecture III.) f 
At 7.90 p.m. I. E. E. (Manchester. Mr. H. Harrison on ‘ Street 
' Lighting." 
Tuesday, December 12th.—At 8 p.m. I. E. E. Meeting. (Glasgow.) 
Wednesday, December 13th.—At 7.80 p.m. I.E.E. Meeting. (Birmingham.) 
At 8 p.m.—Association of Engineers-in-Charge. Mr. J. W. Blakely on 
** High-Pressure Gas Illumination.“ 
Thursday, December 14th.—At 3 p.m. Tramways and Light Railways Asso: 
ciation. Visit to Lot’s Road power station. 
At Rugby.—Rugby Engineering Society. Mr. P. A. Mossay on “ High- 
Lift Pumps.” 
Friday, December 15th.—At 7 p.m. Physical Society. 
Electrical, Optical and Physical Apparatus. 
Saturday, December 16th.—At 7.80 p.m. Glasgow Technical College Scientific 
Society. Mr. W. D. Hamilton on The Economy of Power Pro- 
duction—Relative Merits of Gas and Steam Engines for Various 
Purposes.” | 


An Exhibition ‘of 


THE ELECTRICAL ENGINEERS R.E. (VOLS.). 


Tu following orders are issued :— 


Monday, December 4th.—'*A" Company, recruits’ drill, 6 p.m. ; 
instruction, " p.m. 

Tuesday, December 5th.—*'* B '' Company, technical instruction, 7 p.m.; medical 
inspection, recruits, 7 p.m. 

Wednesday, December 6th.—'* A badge examination, 7 p.m. 

Thursday, December 7th.—'' C" Company, technical instruction for the whole 
company at 7 p.m. 

Friday, December 8th.—“ D” Company, technical instruction, 7 p.m. 

Saturday, December 9th.—Chelmsford detachment, all day instruction. N.C.O.'s 
mess dinner, Anderton's Hotel, 7 p.m. for 7.30. 


J. Н. S. PuiLLiPs, Captain E. E., 
For O.C.E.E.R.E. (V.). 


technical 


NOTES. 


The Fulham Baths Arbitration.—On another page 
we report the hearing of the Borough Council's claim for damages 
against the National Electric Construction Co., Ltd., the con- 
tractors, in respect of two fatal accidents at the Public Baths on 
December 23rd, 1902. The following are taken from the award 
- of Mr. James Swinburne, the Arbitrator, which was referred to 
in the hearing:—'I find as a fact that the accident which 
occasioned the deaths above referred tb was caused by the fact 
that certain iron pipes forming part of the installation supplied 
by the contractors under the said contract were not earthed. 
If the said pipes had been earthed, the accident would not have 
happened. The omission to earth the said pipes was a matter 
of design, and not a matter of materials or workmanship, and 
was patent to any electrical engineer inspecting the installation. 
Apart from a reference to the rules of the Рһопіх Fire Office, no 
indication was given on behalf of the Council to the contractora by 
drawings, specification, or otherwise, that they were required to 
earth the pipes. Having regard to the state ot knowledge among 
electrical engineers at the time of the contract and of the execution 
of the works, I have come to the conclusion that the omission to 
earth the pipes under all the circumstances of the case, did not 
indicate a want of reasonable care or skill on the part of the persons 
responsible for the omission. Assuming that the contractors were 
responsible for the omission, I find, as a fact, that they were not 
guiltyeof want of reasonable care or skill in omitting to earth the 
said pipes. It was admitted before me that so far as this arbitration 
is concerned, the Council did not rely on any defects in the installa- 
tion other than the omission to earth the said pipes. With regard 
to the rule of the Phuw:nix Fire Office above referred to, I find, as 
a fact, that in the case of the said pipes, earthing would 
not have been desirable so far as the risk of fire is concerned 


~ 


It would, in fact, have been desirable so far as risk of accident to 
bathers is concerned: The buildings and the electrical installation 
were inspected and passed in April, 1902, by the su?veyor of the 
Fine Art and General Insurance Co., who were the fire office con- 
cerned in the risk. I find that the Council have expended the sum 
of £1,173 138. 1d. in respect of the matters in dispute in this arbi- 
tration, and that if they are entitled to recover against the con- 
tractors in this arbitration by way either of indemnity or of 
damages, that is the sum which they are entitled so to recover. 
The question for the opinion of the Court is, whether upon the 
facts herein stated the Couneil are entitlel to recover the said sum 
of £1,173 13s. 1d. from the contractors in this arbitration. If the 
Court answer the above question in the affirmative, then I find and 
award that the Council are entitled to recover from the 
contractors the said sum of £1,173 13s. 1d, and I award 
and direct that the contractors do рау to the Council 
their costs of the reference, and also the costs of this, my award. 
If the Court answer the above question in the negative, then I find 
and award that the Council are not entitled to recover anything 
against the contractors, and I award and direct that the Council do 
pay the contractors their costs of the reference, and also the costs 
of this, my award.” The award was stated in the form of a 
special case for the opinion of the Court, and the Eegal Committee 
of the Borough Council were advised by counsel that they 
ought to argue before the Court the points of law reserved. 


Christmas iBoxes.—The following is a copy of the 
circular which members of the National Electrical Manufacturers“ 
Association (Incorporated) are now sending out in response to 
applications for Christmas-boxes or New Year's gifts :— 

““ I beg to inform you that, at а recent meeting of the members of 
the above Association, it was unanimously decided that, owing to the 
enormous increase in the number of applications, they must reluctantly 
discontinue, as from this date, the practice of subscribing to Annual 
Beanfeasts, Christmas-boxes, New Year Gifts, &c. In consequence 
thereof the members of the above Association have unanimously 
agreed to discontinue this custom. 


." WALTER DAVENPORT, Secretary." 


Indian Electrical Developments, —Electrification of 
the Kalka-Simla Railway.—Mr. J. W. Meares, the electrical adviser 
to the Indian Government, has virtually vetoed this project, by 
reporting that the expense would be prohibitive. Prospective 
concessionaires who had ear-marked a waterfall 120 miles distant, 
are, therefore, the probable reason of inspired paragraphs appearing 
in sundry Indian papers respecting the present heavy cost of fuel 
and engine repairs on this narrow-gauge line with its sharp curves 
and heavy gradient. Nevertheless the traffic is exceedingly sparse, 
and although Mr. Meares's advice may be unwelcome in certain . 
quarters, it has, what the project has not, the advantage of a sound 
and economic basis. 

The Calcutta Port Commissioners propose to install а 75-kw. 
electric generating set and necessary switchboard at their power 
house at Garden Reach for dealing with a lighting load. The 
estimated cost is Rs. 11,250. 

The Difficulties of Cable Laying.— The overland edition of the 
Indian Daily News contains an account of a fracas at Howrah, 
where Mr. L. L. Robertson, an assistant electrician in the employ 
of the Calcutta Electric Supply Co., was mobbed and injured by 
stones and sticks. The cables were being laid on the solid system, 
and bitumen was being poured into the troughing, across which the 
passers-by insisted on walking. Mr. Robertson warned them not 
to do so, as even hardened Asiatic fect are not proof against molten 
bitumen. His advice was received with abusive language, and sub- 
sequently with brickbats and sticks. On the arrivel of the police 
the row subsided, but on their departure, was resumed with added 
virulence. It was then that Mr. Robertson was injured. The police 
returning made several arrests, and the whole matter is now 
under investigation. 

Electric Tramways in Cawnpore.—The United Provinces Gazette 
gives, in a recent issue, the agreement between the Cawnpore 
Municipality and the Cantonment Committee. A track rental of 
Rs. 1,500 per mile per annum of single track is to be paid, rent to 
commence when the Government has certified the tramway as fit 
for traffic. Also the Cantonment Committee has the right, if it 
provides the poles and fittings, to call upon the licensees to provide 
energy for the lighting of any street through which the tramways 
run, at a price not exceeding three annas per unit. 

Electric Lighting of Indian Trains.—'The Director of Railway 
Construction has recently issued for the purpose of information to 
all concerned, copies of two reports on this subject. The first con- 
cerns the Jodhpur Bikana Railway, which is using the Stone system, 
and the second the Rajputana Malwa Railway, which is employing 
the Independent Storage Battery system. The former being a 
metre gauge line, carries the generating dynamo and accumulators 
in the front and rear brake vans, the circuits on the various vebicles 
being connected up by means of flexible cables between coach and 
coach. Each of three trains equipped with the Stone system has 
46 five-candle power lamps, and the cost of maintaining the lighting 
of each train was just over Rs. 905 (or £56 10s. sterling). This 
figure does not include any allowance for depreciation, but includes 
the cost of new belts (a relatively heavy item) and repair and 
replacement of parts of the accumulators. The cost of maintenance 
per five candle-power lamp hour works out at 1:42 pies ("088 pence) 
as against 1°75 pies (‘109 pence) per oil-lamp hour (с.р. unstated 
and problematical) for oil alone. 

The report on the Independent Storage Battery system reveals a 
higher cost of operation, and certain defects due to the batteries 
themselves which are taken off the train and recharged at a couple 
of special depóts. Hermetically sealed batteries were abandoned 
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on acconnt of the difficulty of ascertaining the specific gravity of 
the electrolyte, ita height, and the condition of the plates, whilé the 
compound used for sealing the cells gave rise to short circuits. 
Ап open-type cell with removable vulcanite top, rendered both 
inspection and tampering an easier matter, the latter taking the 
form of the addition of filth and nitric acid. Despite this, and the 
breaking of the lugs of the positive plates, the system has given 
every satisfaction. 'The cost per candle-power-hour (not per five 
candle-power-lamp-hour) for 34 years, worked out at an average 
0°63 pies ('044d.). This higher figure is, no doubt, due in part to 
the cost of power, and maintaining the staff at the generating 
stations. 

New Licence for the Calcutta Electric Supply Co.—A new com- 
prehensive draft licence in substitution for four earlier licences is 
now under critical consideration in Calcutta. The critical aspect 
is due to the fact that the ‘consumers consider that the present 
agreeable dividends received by the shareholders, mean that the 
sliding scale tariff on which their bills are calculated, ia not agree- 
able to the consumers themselves. For the rest the draft licence 
contains schedules of areas within the limits of supply, terms of 
purchase, &c. The following paragraph is the only one calling for 
quotation :—'' The system of supply will be by continuous current 
generated withid the limite of low-pressure supply, distribution 
being effected on the three-wire system at a declared pressure of 
225 volts between the neutral conductor and either of the outers, 
or at 450 volts across the outer conductors, with the necessary 
consents.” The neutral wire is to be earthed at the generating 
station only. The mains distributing mains, and service lines, 
will be partly underground and partly aerial.” Where the licensees 
install overhead wires along or across any street, they are to pay a 
rent to the Calcutta Corporation of 1 rupee for each post, and 2 
rupees for each tripod, the rent being paid on the first day of 
January in each year. 


Electrical Engineers R.E. (Vols) Regimental 
Dinner.—On Saturday last the annual regimental dinner of the 
Corps was held at the Café Monico, the officer commanding, Lt.-Col. 
R. E. B. Crompton, C.B., presiding. There was a very large muster 
of the membera and their friends, and a number of distinguished 
guests, including Col W. Pitt, R. E., Col. N. M. Lake, R.E., 
Lieut.-Col. Sir E. P. C. Girouard, R.E., K.C.M.G., Major Baker 
Brown, R.E., Major Leggatt, R.E., Prof. Perry, Mr. Wolff Barry, 
and others. | 

After the loyal toasts and the photographer, Lt.-Col. Crompton 
proposed The Army,” eulogising the Royal Engineers, who were the 
model for the Electrical Volunteers to copy. Col. Pitt, in reply, 


expressed his pleasure in that, though he was no longer inspecting - 


officer of the Volunteers, he was still closely connected [with the 
corps, as commanding officer on the East Coast; the connection 
between the R.E. and the E.E. Volunteers was closer than that 
between any other Regular and Volunteer corps. The Electrical 
Engineers had served with distinction in South Africa, and he 
would like to see detachments of them joining the Regulars in 
manoeuvres with their searchlights. 

Proposing “The Corps of Electrical Engineers," Col. Lake said 
that his duties as inspecting officer of the corps afforded him very 
great pleasure. He found the Volunteers in camp engaged in 
the actual duties that they would perform in time of war, and he 
thought the collaboration between them and the Regulars was 
beneficial +o both sides. The record of the corps was one that any 
unit in the service might be proud of. Returning thanks, Col. 
Crompton claimed for the corps some value as an educational force 
in London, and believed that eventually the corps would consist of 
8 more intelligent and capable body than had ever existed. 

Afterwards “ The Guests” were toasted by Major B. Hopkinson; 
Lt.-Col. Sir E. P. C. Girouard and Prof. J. Perry replied. 

During the evening & musical programme was performed, and 
the winners of the corps prizes were announced as follows:— 


I. Officers’ Cup (for shooting) :—“ C ” Company. 

II. Hopkinson Cup and Medals (Technical Competition): 
"D" Company. Silver medals, C.S.M. (now Lt.) Thorn, Sergts. 
Van Zyl, Macgregor, Corpl. (now Sergt.) Zoephel, Sappers Schultz, 
Shove, Robinson, Outram. 

2nd Team, "A" Company. Bronze medals, C. S. M. Mathews, 


сора Gibson, Vitty, L.-Corpl. Capito, Sappers Dixon, Coles, May, 
Parker. 


III. Leaf Cup (Individual Shooting, Morris Tube) :—Sapper 


Bartram, Chelmsford Det. : 
IV. Spoon Shooting :—Sappers Gulland (2), Luck, Adams (1 each). 
V. Inter-Company Morris Tube Competition :—-“ A" Company. 
Possible points, 35. Badges to Sappers Gulland (34), Buttemer 
(32), Corpl. Gibson (30), Sapper Johnson (26), Sapper Luck (26), 
Corpl. Bennett (16). 


Steam Plant Economy.—It is the aim and duty of 
every good running engineer to strive after perfection-- often 
elusive—in the condition and economy of the plant under his 
charge: the plant must be always in the“ pink of condition," and 
the method of running it such as to get the greatest efficiency from 
its use. "These two desiderata are parallel, and the engineer who 
loses sight of either, gives evidence of incompetence. On this 
subject of steam plant economy, Mr. Wm. M'Kay has made some 


remarks in his paper entitled '' Suggestions for Steam Economy," 


read before the Canadian Electrical Association recently. Не 
commences with some elementary questions of boiler design. A 
grate, he says, should not be over 7 ft. in length, or more than 5 ft. 
in breadth, owing to the difficulty of efficiently firing а larger area. 
The quantity of coal which can be burned on this, depends on the 
quality of the fuel and the strength of draught, and varies between 
wide limits, For good economy in steam generation, that js to say, 


THE | ELECTRICAL | REVIEW. [Vol. 57. No. 1,462, DECEMBER 1, 1905. 


to be able to exact the maximum о? heat from the combustion of 
the fuel, boilers should have a certain minimum area of heating 
surface per horse-power developed, which he gives as follows :— 


Lancashire and internally-fired types 9 to 10 aq. ft. 
Water-tube ... T es pe 10 to 11 sq. ft. - 
Return tube ....  ... si 12 sq. ft. 


Economy in burning fuel is à matter of great importance, and 
too much attention can hardly be given to obtaining good firemen ; 
this point, the author remarks, is often neglected, and much 
thought given to getting first-class engines and condensers while the 
most fruitful source of loss is in the boiler room. He advocates the 
use of large boilers, but we think it possible to err on the wrong 
side here, for a large boiler, if not very frequently run, becomes a 
large drain on the profits, apart from the inconvenience it may cause 
if laid by for repairs. 

Continuing, reference is made to the economy of high-pressure 
steam, the necessity of clean heating surfaces, and losses by air 
leakage, heat radiation and absorption. Prof. Hitchcock, of Ohio 
State University, is quoted as authority for the statement that a 
brick setting may continue to absorb heat for as much as three 
days from starting, and that the waste of heat from this cause may 
amount to 84 per cent. of the fuel burnt. Our experience with 
large boilers tends to confirm this statement-—given as the results of 
experiment—and where boilers are run intermittently this may 
cause serious loss. { 

The heating of feed water is an.economy which should never be 
neglected ; the exhaust from feed pumps and auxiliaries may be 
used to heat the water to 212° if, ав a preliminary, it has been 
passed through economisers or heaters run on the exhaust from the 
main engines. i 

With reference to engines, the author recommends compound 
condensing engines for steady work when the plant is of sufficient 
size to warrant the capital outlay, but under other conditions 
the simple single cylinder engine may pay the best and cost less for 
repairs. He prefers the Corliss gear. For small stations with 
а variable load requiring close and quick governing his vote would 
be given for high-speed enclosed engines as requiring least 
attention, and on the ground of reliability. 

As instance of the small amount of wear in high speed engines, 
he refers to a Robb-Armstrong engine of 12in. stroke and running 
at 275 revolutions per minute, which after 12 to 14 years’ working 
was found to have worn 0:002 in. in the journals and 0:006;in. in the 
shaft bearings. | 

Touching on steam piping, the author has something to say of 
the smallness of steam piping ina large number of stations in 
Canada, to which he attributes considerable Joss of pressure between 
boiler and engine, but he also speaks favourably of the device of 
throttling the steam at the boiler stop valve when running lightly 
loaded, with a view to reducing condensation in the pipes. O 

The paper has evidently been written with reference to some 
American power plants of small size. 


Тһе L.B. & 8.C. Railway Single-Phase Line.—4 
correspondent of the Times Engineering Supplement writes:—“ I 
understand the London, Brighton and South Coast Railway Co. are 
preparing to go ahead with the electrification of their South London 
line on the single-phase system. It is believed the contract will be 
undertaken by the Allgemeine Elektricitäts Gesellschaft.” 


Electric Shock Fatalities.— With reference to the 
paragraph on p. 855 of our last issue respecting the death of Robt. 
M'Aulay, the following is а report of the inquest, presumably on 
the same case, though the name of the victim, it will be observed, is 
different. | 

An inquiry was held at Linlithgow on 21st ult. “ as to the death of 
Robert M'Quillan, labourer, Broxburn, who was fatally injured in 
Winchburgh Oil Works by coming in contact with a live electric 
wire. Mr. Black, the manager, said there were two clectric wires 
about 18 in. apart where deceased met with the accident, and 
marks on his neck indicated that he had touched one of the wires 
with the back of his neck, and he, feeling the sting, rushed forward 
so that the front of his neck touched the other wire. When they 
earthed the wire they found a current of 300 volts, which, in his 
opinion, was not sufficient [to cause death. The deceased’s clothes, 
being wet, were, however, against him. The jury's verdict was to 
the effect that death was due to deceased coming in contact with a 
live wire."— Edinburgh Evening Despatch. 

An electrical engineer at the Roodepoort Central Deep Mine 
was electrocuted last month, through grasping a 1,500-volt live 
cable. 


Collecting-Boxes in Tramcars.—For some time past, 
with the approval of the general manager of the Croydon Tram- 
ways, Mr. T. B. Goodyer, two small collecting boxes have been 
placed in each car for the benefit of the local hospital, and the 
results have been very encouraging. For some years past, also, the 
Croydon tramway employés have each contributed a penny or two 
per week towards the hospital funds, the aggregate amounting to a 
considerable sum. In recognition of his efforts in the cause of 
humanity, the Hospital Committee recently appointed Mr. Goody er 
to be an hon. life governor of the hospital, and we think the 
example that he has set might well be followed by others. The 
trouble involved is trifling (though that should not exert much 
influence), while the results may be very appreciable. 


Nothing Like Leather.—From the daily Press :—On 
the electrified District Railway first, second, and third-class have 
been replaced by special, ordinary, and strap. About 75 per cent. 
of the passengers travel strap. 


* 
* 
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Institution and Lecture Notes.—At the Nottingham 
University College on Saturday last, Mr. W. C. Mountain delivered 
his second lecture on “ Electricity as Applied to Mining.” 

On Monday evening last, Mr. A. A. plackburn, the superintendent, 
gave a lecture at Belfast to drivers and conductors and others on 
the equipment, &c., of the Corporation tramways. 

IPSWICH ENGINEERING fSocrETY.—At the meeting of this Society 
held on Monday last week, Mr. Frank Ayton, chief electrical 
engineer to the Corporation, who is the newly-elected president, 
delivered an address on “ Present-Day Features in the Generation, 
Distribution and Utilisation of Electric Power." 

SociETY OF ARTS.—At the meeting held on November 15th, the 
^ Chairman presented the Society's medals, which were awarded for 
papers read during last session, including the following :— 

To Mr. Charles Denton Abel, for his paper on ''The Patent 
Laws." 

To Capt. Lionel James, for his paper on “ Wireless Telegraphy 
and War Correspondence." | 

To the Hon. Robert P. Porter, for his paper on London Electric 
Railways.” 


VicToRIAN ErrEcTRiCAL AssociaTION.—An Australian exchange 


says that the first important business meeting of this recently 
formed Association was held at Melbourne recently, under the pre- 
sidency of Mr. Henry Noyes. About 40 representatives of the 
profession were present. The principal business was the presenta- 
tion of the report of the sub-committee which was appointed to 
draft rules and regulations on the lines suggested at the recent 


smoke night--viz., social gatherings, reading and discussion of elec- 


trical papers, and generally to further the interests of the profession. 
A provisional council, consisting of Messrs. W. F. Clements, Н. R. 
Harper, A. U. Alcock, A. E. Woodhouse, W. H. Alabaster, Noel 
Murray, Н. Clement Newton, with the secretary, Mr. T. L. Coleman, 
was appointed to classify candidates as members and associates. It is 
expected that the Association will start with a roll of 80 members. 


The Safety of Electrical Apparatus.—The Times 
Berlin correspondent states that at the seventh annual meeting of 
the Institute of: German Naval Architects in the Charlottenburg 
Technical College, on the occasion of the German Emperor's visit, 
the chief paper was that contributed by Prof. Kübler, of Dresden, 
upon “The Supposed Dangers of Electrical Apparatus and Plant." 
By means of a series of experiments the lecturer demonstrated that 
the danger to life and limb from electrical plant and fittings bad 
been reduced to & minimum, and an extensive inquiry among 
electrical engineers showed that the annual averages of deaths and 
injuries caused by clectric shock were respectively ‘03 and ‘07 per 
factory. The danger of fire from electrical fittings was likewise 
intinitesimal. During the course of the discussion which followed, 
it was stated that, despite the manifold uses to which electricity is 
put in the German navy, no fatal accident bad hitherto resulted in 
consequence. | 


North Wales Electric Power Scheme.—On_ the 
approaching completion of their transmission lines for the North 
Wales Power and Traction Co., Ltd., Messrs. Bruce Peebles & Co., 
Ltd., electrical engineers, Edinburgh, gave a very successful dinner 
at the Victoria Hotel, Llanberis, on Saturday last; close on 200 
guests sati at the well-spread tables, Mr. Pickstone, of Bruce Peebles 
and Co., presiding. After the loyal!toast, Mr. Brinkman, of the 
. Dinorwic Quarrics, proposed the “ Health of the Power Co.,” which 
was replied to by Mr. Taylor, superintendent of works representing 
Messrs. Harper Bros. & Co., engineers of the scheme. 

Mr. T. Kerr (Messrs. W. Kerr & Co., Glasgow) proposed the 
health of Messrs. Bruce Peebles & Co., Ltd., and referred to the 
fact that although the firm had only started operations eight years 
ago, they had had to erect a large new shop, and contemplated a 
further early addition, while the number of men employed had 
yearly doubled. | 

Mr. Pickstone responding, stated that he considered their success 
‘due to fortunate choice of a capable and energetic staff. This con- 
tract had proved a record in many respects—30 miles of trans- 
mission lines having been erected in the course of five months, and 
much of this in almost inaccessible places. The scheme 
was also unique 
hydro-electric power scheme in this country with transmission by 
bare overhead conductors. Three-phase alternating current was 
generated by alternators direct driven by Pelton whecls, the head 
of water being 1,100 ft., and the turbines were fed by a duplicate 
pipe line 1} miles long with pipes 30 in. in diameter. Each of the 
four sets of engines already installed would develop 1,500 K. v. A., the 
power being used principally in the slate quarries situated within 
a radius of 15 miles. The power also served to supply current to 
the North Wales Narrow Gauge Railway and its extensions, all of 
which had been carried out |by the firm, the result being а com- 
plete narrow-gauge line from Carnarvon to Portmadoc. The line 
when completed and electrified would be 30 miles long, with nine 
transformer stations, the pressure being transformed to 600 volts. He 
also referred to the many very large contractsthat the firm have at 
present on hand, not only in Great Britain, but also in Canada, South 
Africa, China and South America. With regard to the North Wales 
scheme, he further desired publicly to commend their local 
managing engineer, Mr. W. Vincent Waite, their electrical 
engineer, Mr. A. W. Beutell, and also the remainder of their staff 
. for their valuable and energetic assistance in carrying out the 
contract. 

Other toasts and a musical programme followed. 


Appointments Vacant.—Telegraph inspector for the 
Federated Malay States (£225); electrical mechanician for the 
Federated Malay States Railways (£225). 


in character, being the first high tension: 


The Olympian Electrical Erhibition.—We learn 
from Mr. W. Davenport, the Secretary to the Executive Committee, 
that the financial affairs of the recent Exhibition are now so far 
advanced as to enable him to announce that the exhibitors will 
receive а rebate of 25 per cent. upon tbe sums paid by them 
for space, and а very considerable sum will be available for 
benevolence. | 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also ‘electric tramway and railway officials, to keep readers of the 
ELECTRICAL Rzevinw posted as to their movements. | 


Central Station Engineers.—The Heston and Isle- 
worth U.D.C. has expressed its satisfaction with the services of ite 
chief assistant engineer, Mr. J. ARTHUR SYKES, and has, at the end 
of 12 months’ service, increased his salary from £130 to £150 per 
annum. | 
—. The Burnley Board of Guardians has appointed Mr. Ernest 
Е. Jackson, of St. Annes, as electrical engineer at the Union Work- 
house. ; 

We learn from a Newcastle newspaper that Мт. J. F. C. SNELL, 
electrical engineer to the Sunderland Corporation, has been 
appointed electrical adviser to the London County Council. He, 
however, will still retain his position at the Wearside borough." · 


General.—AÀn Indian exchange says that Mr. T. E. 
TEBBUTT, electrician, Indo-European Telegraph Department, is 
gazetted for 12 ménths’ leave. | | 

On Friday evening, at the King's Arms Hotel, at Sheffield, Mr. 
J. МсМАМАВА, who for the past two years has held the post of 
works superintendent iu the electrical department of Mesers. 
Vickers, Sons & Maxim, Ltd., Sheffield, was presented by the 
members of the staff with a kit-bag and case of razors on the occa- 
sion of his leaving to take up an important appointment in Egypt. 
On Saturday evening, st the same hotel, Mr. W. BAXTER was pre- 
sented by the members of the staff with а silver cigarette case, а 
travelling flask and а fountain pen, on the occasion of his departure 
from Sheffield to take up an appointment as manager of an elec- 
trical stampings department for Mr. E. Stevens, Stour Works, 
Cradley Heath. For the past 24 years Mr. Baxter has been assistant 
designer in the electrical department of Messrs. Vickers, Sons and 
Maxim, Ltd., Sheffield. 

It ig announced that the value of the estate of the late Mr. 
peer Мовсом, chairman of Belliss & Morcom, Ltd., amounted to 
£217,017. 


Obituary.—We regret. to announce that the death of 
Sir JoHN BURDON SANDERSON took place at Oxford, on 24th ult., 
in his 77th year. His name is most intimately associated with 
bacterial physiology. The Times, in a detailed account of his 
career, says that among his multifarious scientific researches were 
those of the supposed electrical capacitiesgof plants, which were 
undertaken at the suggestion of Charles Darwin. Later, Sir John 
made further researches of the highest value in the electrical 
organs of the skate and of the sensitive plant Dionga. Не was 
president of the British Association for the Advancement of Science 
at Nottingham in 1893. He was made a baronet in 1899. He 
resigned his position of Regius Professor of Medicine at Oxford 


. University early last year. 


— ÉÉR 


NEW COMPANIES REGISTERED. 


j 


Health Culture Co., Ltd. (86,582).— This company was 
registered on November 23rd, with a capital of £6,000 іп £1 shares (970 6 per 
cent. cumulative preference, 5,000 ordin and 80 founders’) tb acquire (1) the 
business of the Health Culture Co., carried on at 22, Budge Row, E.C., and 
(2) the business of the Appariel Magnetique Co., carried on at 9, Walbrock, 
E. C., to adopt an agreement with J. Nicholson, to disseminate information 
relating to physical development and the cultivation of health generally, and to 
carry on the business of medical electricians and magneticians, electrical 
masseurs and therapeutists, manufacturers of and dealers in all kinds of 
electrical, surgical and gymnastic appliances and implements, Ke. The first 
subscribers (each with one share) are:—J. Nicholson, 22, Budge Row, E.C., 
medical electrician ; H. Bastow, 147, High Street, Homerton, N.E., merchant; 

.O. Goodwin, 147, High Street, Homerton, N. E., merchant; J. W. James, 
58, Wilton Avenue, Chiswick, manager; T. Webber, 22, Heathfield Street. 
South Croydon, clerk; E. Kilbey, 34 апа 36, Gresham Street, E. C., clerk; С. L. 
Gallot, 34, Gresham Street, E.C., clerk. No initial public issue. The ordinary 
shares carry a non-cumulative dividend of 10 per cent. before any payment is 
made on the founders’ shares. The number of directors is to be three; the 
first are J. Nicholson, Н. О. Goodwin ара Н. Bastow; qualification, £100; 
remuneration (except managing director) as fixed by the company. 


Imperial Automatic Light, Ltd. (86,560).—This company was 
registered on November 22nd, with a capital of £10,000 in £1 shares, to adopt an 
agreement with the United Engineering Co., Ltd., and to carry on the business 
of lamp manufacturers, producers and suppliers of acetylene or other gas, oil 
and electric light, manufacturers of calcium carbide and like products, elec- 
tricians, engineers, &c. The first subscribers are:—H, Compton, 22, Albert 
Court, South Kensington, gentleman, 100 shares; G. T. Temple, Solheim, 
Cumberland Park, Acton, W., Lieut. R.N. (retired), 100 shares; A. Akers, 31, 
Walbrook, E.C., chartered secretary, 100 shares; F. J. Donegan, 4, Token- 
house Buildings, E.C., stockbroker, 1 share; R. D. Munro, 20 and 21, Lawrence 
Lane, E.C., chartered accountant, 1 share; Е. О. Hall, 61, West Smithfield, 
E.C.,solicitor, 1 share; E. Wallington, 61, West Smithfield, E.C., managing 
clerk, 1 share. Minimum cash subscription £1,000. The number of directors is 
not to be less than three nor more than five; the first are H. Compton, G. T. 
Temple and A. Akers; qualífication, 2100; remuneration as fixed by the com- 
pany. Registered office, 23, 25 and 27, Station Buildings, Haggerston, N, 
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Automobile Cab Co., Ltd. (86,557) .— This company was 
registered on November 22nd, with & capital of £100,000 in £1 shares, to carry 
on the business of motor cab, earriage. car, omnibus and van proprietors, 
carriers of passengers and goods, constructors of and dealers in steam, oil, 
electric or other motor vehicles, cycles, locomotives, accumulators, Le ata 
&c., and to adopt an agreement with the Central Motor Car Co., Ltd. The first 
subscribers (each with one share) are :—H. L. Bankes, 33, Cornhill, E.C., clerk ; 
Н. T. Holmes, 166, Wilmot Street, E., book-keeper ; Н. J. Pexton, “ Kildare,” 
Honor Oak Park, S. E., clerk; R. de P. M. Bird, 83, Cornhill, H. C., clerk; 
H. P. Geard, 38, Cornhill, E.C., articled clerk; J. A. Roney, 83, Cornhill, E.C., 
secretary; and B. B. Bennett, 33, Cornhill, E.C., solicitor. Minimum cash sub- 
scription £100. The number of directors is not to be less than two nor more 
than seven. The subscribers are to appoint the first; qualification £250. 
reinuneration, £200 each per annum (chairman £100 extra) and 10 per cent. of 
the distributed profits in excess of 10 рег cent. on the paid-up capital divisible. 
Registered office, 7 and 8, Walbrook, Е.С. 


Automatie Electric Block Signalling Co., Ltd. (86,590).— 
This company was registered on November 24th,-with a capital of £1,000 in £1 
shares, to adopt an agreement with the Electric Railway Signalling Syndicate, 
Ltd., to acquire any patents and inventions, and to carry on the business of 
electricians, engineers, aid Pay of electricity and electrical installations and 
machinery for light, signalling, heat, motive power or other purposes, manu- 
facturers of electrical apparatus, &c. The first subscribers (each with one 
share) are:—F. T. Carter, 68, Palmerston House, E.C., accountant; A. J. 
Pegg, 68, Palmerston House, E.C., clerk ; H. J. Coleman, 68, Palmerston House, 
E.C., clerk; W. T. Johns, 68, Palmerston House, E.C., secretary; J. Pasfleld, 
68-74, Palmerston House, E.C., secretary; T. A. Cassini, 68-74, Palmerston 
House, E.C., clerk; and Н. W. Proctor, 68-74, Palmerston House, E.C., 
registrar. No initial public issue. The number of directors is not to be more 


than five; the subscribers are to gppoint the first. Registered office, 809, 
Finsbury Pavement, E.C. 


Crawford Eleetric Lamp Syndicate, Ltd. (86,578).—This 
company was registered on November 23rd, with a capital of 230,000 in £1 shares, 
tocarry on the business of manufacturers, sellers and suppliers of electric 
lamps, suppliers of electricity, contractors for the construction, equipment and 
maintenance of electric lighting, central and other lighting stations and eleo- 
trical works, electricians, electrical, mechanical, metallurgical and chemical 
engineers, &c. 'The first subscribers (each with one share) are:—H. L. Reed, 
9, Portland Mansions, Oxford Circus, W., engineer; W. Chaplin, 9, New Broad 
Street, secretary ; Н. Staney, 32, Great St. Helens, E.C., secretary ; W. Andrew, 
38, Hornsey Park Road, Hornsey, N., accountant; F. C. Crawford, 17, Stratton 
Street, Piccadilly, W., gentleman; E. B. Parsons, 190, Dashwood House, E. C., 
clerk ; and J. R. Crawford, 17, Stratton Street, Piccadillye W., electrician. No 
initial public issue. The number of directors is not to be less than three nor 


more than seven; the subscribers are to appoint the first; qualification, £100; 
remuneration, £300 per annum, divisible. 


Midland Counties Railway Syndicate, Ltd. (86,585).—This 
company was registered оп November 23rd, with a capital of £1,000 in £1 
shares, to carry on the business of tramway, railway, omnibus and van pro- 
prietors, carriers of passengers and goods, constructors of and dealers in tram- 
way and railway carriages, trucks, locomotives, accumulators, dynamos and 
equipments, suppliers of electricity for light, heat, motive-power or other 
purposes. The first subscribers (each with one share) are:—W. W. Roper, 
14, St. Helen’s Place, E. C., clerk; W. J. Hill, 14, St. Melen’s Place, E. C., short- 
hand writer; Н. P. Dakin, 130, Holmesdale Road, Sofith Norwood, 8.E., clerk ; 
R. J. Muggleton, 14, 8t. Helen's Place, E.C., clerk; A. E. Bullard, Burleigh, 
Chudleigh Road, Brockley Grove, S.E., clerk; W. A. Hill, 1, Colwell Road, East 
Dulwich, S.E., shorthand writer; and R. G. Cheshire,al4, St. Helen's Place, 
E.C., clerk. No initial public issue. The number of directors is not to be 
mor hen five; the subscribers are to appoint the first. No qualification 
required., 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Car Trust Realisation Co., Ltd. (86, 106).— A trust deed 
dated November 7th, 1905, to secure debenture stock for an unspecified amount, 
but stamped to cover 4250, 000, has been registered. Property charged: The 
company's property present and future, including uncalled capital. Trustees: 


J. G. Gordon, Queen Anne's Mansions, Westminster; and C. E. 8. Bishop, 4, 
Throgmorton Avenue, Е.С, | 


Норрег & Co., Ltd.! (Electricians, Walthamstow) (86,118).— 
~ £2, debentures, created and dated November 9th, 1905, charged on the 


company’s. undertaking and property, present and future, including uncalled 
capital, have been registered. No trustees. 


Bombay Electric Supply and Tramways Co., Ltd. (85,055). 
A trust deed, dated November Tth, 1905, to secure £600,000 debenture stock, 
with power to issue further debenture stock not exceeding (together with the 
present issue) half of the company’s issued capital, has been registered. Pro- 
perty charged: (1) A concession from the Corporation of Bombay, dated August 
Tth, 1905; (2) The Bombay Electric License, 1905, and the Bombay Electric 
Traction License, 1905, and any licenses which may be vested in the company 
in substitution for or supplemental thereto; and (3) The company's under. 
taking and remaining assets, present and future. Trustees: The Rt. Hon. Lord 


T ardet 67, Lombard Street, E.C., and G. Herring, 1, Hamilton Place, 
пао. 


Hubert Grenfell, Ltd. (43,086). —Тһів company’s annual return 
was filed on November 21st, when 10,000 ordinary and 1,945 preference shares 
had been taken upout of & nominal capital of £12,500 in 10,000 ordinary and 
2,500 preference shares of £1 each; £1 per share has been called up on the pre- 
ference and £1,345 has been received; 10,000 ordinary shares are considered as 
fully paid. Mortgages and charges: Nil. 


Monte Video Telephone Vo., Ltd. (27,208).—This company's 
annual return was filed on November 15th, when 86,492 preference and 72,680 
ordinary shares had been taken up out of a nominal capital of £160,000 in 87,000 


оге and 73,000 ordinary shares of £leach; £159,172 is considered ав paid. 
lortgages and charges: Nil. 


Tasker, Sons & Co., Ltd. (78,374).—This company's annual 
return was filed on September 12th, when 5,089 ordinary and 6,815 preference 
shares had been taken up out of & nominal capital of £50,000 in 20,000 preference 
and 30,000 ordinary shares of £l each; £2,554 has been received, and £9,300 
is considered as paid. Mortgages and charges: Nil. 


Marconi International Marine Communication Co., Ltd. 
(65,759).—Issue on November 20th of £8,000 debentures, part of series created 
same date, to secure 425,000, charged on the company's undertaking and 
property, present and future, including uncalled capital. No trustees. 


British Electric Co., Ltd. (London) (83,338).—Issue on 
October 13th of £50 debentures, part of series created same date, to secure £250, 


charged on the company's undertaking and property, present and future, in- 
cluding uncalled capital. No trustees, 


Keynsham Electric Light and Power Co., Ltd. (64,634).— 
Issue on November 9th of £1,104 debentures, part of series created same date to 
secure £1,500, charged on certain land and buildings occupied by the company 
at Keynsham, Somerset, and the company’s undertaking and property, present 


ү ише including uncalled capital, subject to £1,000 frat debentures, No 
ustees, 
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New Century Are Light Co., Ltd. (67,849).—This company’s 
annual return was filed on November 4th, when 14,306 ordinary and 1192 pre- 
ference shares had been taken up out of a nominal capital of £90,000 in 25,000 
ordinary and 5,000 preference shares of £1 each. £1 per share has been called 
up on 2,506 ordinary shares, resulting in the receipt of £2,506. £16,800 is con- 
sidered as paid on 11,800 ordinary and 6,000 preference. Mortgages and 
charges: £7,500. 


British Prometheus Co., Ltd. (74,889).—This company’s annual 


` return was filed on September 22nd, when the entire capital of £5,000 in £1 


shares had been taken up, £2,500 having been received, and £2,600 being con- 
sidered as paid. Mortgages and charges: £3,000. 


Prested Miners’ Gas-Indicating Electric Lamp Co., Ltd. 
(76,081).—This company's annual return was filed on November 18th, when 
16,500 shares had been taken up outof a nominal capital of £20,000 in £1 shares. 
£1 per share has been called up on 7,500, and бв. per share on 1 shares, 
resulting in the receipt of £7,872 10s., £2 10s. remains in arrears. 7,500 shares 
are considered as fully paid. Mortgages and charges: nil. 


Electrical Corporation, Ltd., London (62,630).—A charge on 
book debts and sums of money due to the corporation and its undertaking and 
property, present and future, including uncalled capital, dated October 3181, 
1905, to secure £272 2s. 6d. and further advances ы; {о £800, has been 
registered. Holders: E. 8. Parker and A. H. H. Richardson, both of 52, New 
Broad Street, E.C. 


New St. Helens and District Tramways Co., Ltd. (59,426). 
—This company’s annual return was filed on November 17th, when 15,980 pre- 
ference and 9,000 ordinary shares had been taken up out of a nominal capital of 
6150, 000 in 20,000 preference and 10,000 ordinary shares of £5 each. £5 per 


share has been called up, resulting in the receipt of £125,410, including £510 


paid on 1,020 forfeited shares. Mortgages and charges: Nil. 


ELECTRICITY SUPPLY ACCOUNTS. 


WE deal this week with the returns of tre 
Durban (Natal) Durban undertaking, for the year ending July 


Municipal § 31st, 1905, which, in spite of the continued 
Electricity depression in South Africa, continues its suc- 
Supply. cessful career. The supply is on both the 


‚ alternating and direct current systems, and dis- 
tribution for the residential portion of the town is carried out by 
bare overhead mains, which are in process of being changed over 
from a 2-wire to a 3-wire network, with 400 volts across the outers. 
Some 142 miles of overhead, and 112 miles of underground mains 
are in use, Economies have been effected during the year, 
measures taken in that direction including the fitting of mechanical 
stokers to some of the boilers, and the provision of additional 
economisers. An 800-xw. alternator has been added, and a storage 
battery and booster installed. 

The economies have resulted in a saving of 16d. per unit on the 
generating costs, and allowed the price of current to be reduced by 
10 per cent. in the form of a discount for prompt cash. 


GENERAL STATEMENT FOR YEAR ENDED JULY 31st, 1905. 


Total capital expended... i £231,625 

Number of units sold—Tramways 1,548,649 D.C. 
Private motors A wae 812,864 р.с. & А.С. 
Private lighting. 1,506,703 А.С. 
Street lighting 551,435 D.C. & A. C. 


Total number of units sold 4,419,651 

Total number of consumers au 3,167 { 

No. of 8-с.Р. lamps for private lighting . 134,911 

Horse-power of motors... и ase 905 1,173 

Street lamps— Arcs уз EM s 255 
Incandescents ms bos а ved 1,240 

Tramway load in KW. ... 1,000 

Revenue account.— | : 
Gross revenue £76,703 = 4'16d. per unit 
Gross expenditure ... na 35,848 = 1°94d. per unit 
Gross profit 40,855 = 2°22d. per unit 


Average price obtained per unit sold.— 


Private supply—Light ... so iu 7:88d. 
Motors... 271d. 

Public supply ... isi 3°60d. = 

Tramways... ex 1:254. 


CosTSIOF PRODUCTION. 


Coal . . £15,492 = 842d. per unit. 
Oiland waste 774= 043d. » 
Water 670 = 035d. j 
Wages 4,548 = 244d. ii 
Repairs 2,202 = 122d. a : 
Total generating costs ... "T .. £23,686 = 1:29d. per unit. 
Underground 
and overhead | 
mains .. 2, 284 = 105d. per unit. 


House services 1,259 = 058d. " 
Street lighting ‚ 


attendance... 1, 484 = 069d. " : 
Total distributing costs Тү .. £5,027 = 27d. рег unit. 
Salaries ... 4, 248 197d. per unit. 


Sundries, rents, 
insurance, &c. 2,887 = 134d. „ 


Total general charges ... iss T £7,135 = 38d. per unit. 


Total works cost ... T е £35,848 = 194d. „ 
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PROFIT STATEMENT. 


Interest on loans £10,125 
Depreciation 8,800 
Special allowance 5,000 
Suspense account ; 1,595 
Outstanding accounts ... - 1,583 
Surplus on year’s work £14,526 15 3 
Less bad debts... ; 774 14 6 
18,752 
Gross profit £40,855 


Though private consumers have increased by 20 per cent., there 


having been 581 added during the year, the energy used for private 
lighting has only increased by 11 per cent, and, considering "the 
present depression, this was only to be expected. 

The financial result, a net profit of £13,752, is a highly satis- 
factory feature, upon which the borough electrical engineer, Mr. 
John Roberts, is to be congratulated; and it fully warrants, as he 
suggests, а further reduction in the charges for supply. 

The prices charged are :— For private lighting, 8d. per unit up to 
500 unite per month, with а discount of 10 per cent. for prompt 
cash, and а further discount of 15 per cent. above 500 units; 
motors from 2d. to 1d. per unit, depending on the quantity, plus а 
standing charge of £5 per н.р. per annum up to 5 н.р., and £3 
рег н.р. per annum for motors over 5 B..; tramways, 1jd. 
per unit. 


* 


ELECTRIC TRAMWAY ACCOUNTS. 


THe returns of the electric Tramways 

Durban (Natal) system of the Durban Corporation for year 

Municipal ended July 31st, 1905, are of an interesting 

Tramways. character. This system has been in operation 

for over three years, previous to which horse 

traction was in use, and the returns this year are such as can be 

better analysed than previously, as they are the results of electrical 
operation only. 

The combined power station supplies current at 550 to 500 volts 
pressure, for which the tramway department is charged 14d. per 
unit. 

Particulars of rolling stock:—46 double-deck, 4-wheel cars; 2 
sprinklers (1 4-wheel, 1 bogie truck); 3 stone wagons, 4-wheel ; 
6 trailers (radial trucks) recently received; 2 funcral cars (1 for 
natives, 1 for Europeans) recently received. 

The traffic statistics for the past three years are аз follows :— 


1908. 1904. 1906. 
Car-mileage 1,039,186 1,032,350 1,097,230 
Passengers carried 9,2)8,332 11,501,000 11,848,191 
" per car-mile 8:86d. 1114d. 10°73d. 
Average fare per passenger... :2:42d. 1°774. 1774. 
Traffic receipts, per car-mile 20°41d. 20°109d. 19:31d. 


During the year the operating expenses were reduced from 
11°77d. to 9'9d., and in spite of its being a year of depression, a con- 
siderable increase in traffic has resulted. 


22 cars are run daily, and 22 specials are in use for the “rush” 
hours. 


GENERAL STATEMENT for year ended July 31st, 1905. 
Length of route 13:58 miles 


Length of track А ju з 22 miles 
Number of passenger cars... . 46, also 6.trailers 
Car-miles run 1,097,230 
Passengers carried... 11,848,191 
Capital expenditure £420,000 
Traffic receipts £88,280 
Total receipts £89,669 
Working expenses... £45,307 
Gross profit T £44,362 
Income per car-mile 19`64. 
Working expenses per car-mile . 9°9d: 
Interest and sinking fund per car-mile .. 4'4d. 
Total expenses per car-mile | 14:3d. 
Profit per car-mile... ; 2 ie 53d. 
Cost of energy per car-mile 1:77d. 
Average fare per passenger 1:784. 
Total number of units used 1,548,649 
Units used per car-mile ... 14 
Percentage working expenses to receipts 50°6% 


ANALYSIS OF OPERATING EXPENSES PER CaR-MILE. 


Power 1°77d. 
Traffic ... ner Sas 533 5:25d. 
General de 985 ке 43d. 
Maintenance . ... 2:45d. 
Total 9:90d. 
Prorit STATEMENT. 
Interest and sinking fund £20,292 
Depreciation 9,143 
Sundry charges 8,552 
P Surplus on year’s working 6,375 
Gross profit wed . £44,362 


The manager, Mr. H. N. Thomas (late of the Huddersfield Cor- 
poration Tramways Department), is to be complimented on these 
successful results, and on the various improvements he has carried 
out during the few months since he was appointed. 


CITY NOTES. 


Companies to be Struck off the Register. 


THE names of the following companies are to be struck off the 
register within three months, and the companies will be dissolved, 
unless cause is shown to the contrary :— 


_Anglo-Continental Electro-Medical Vapour Baths Co. 
Atlas Electric Appliances Со. 

British Electrical Manufacturing Co. 

British Spiral Telephone Wire Syndicate. 

City and Suburban Electric Carriage Co. 

Electrical Insulator Manufacturing Co. 

Electric Carbon Storage and Apparatus машаны Co. of Scotland. 
Electric Manufacturing Co. 

“ Electric " Paint Remover Co. 

Electric Portable Battery and Gas Igniting Co. 

Elwell-Parker, Ltd 

French Electrical Power Storage Co. 

Morecambe Electric Launch and Power Syndicate 

Mutual Telephone Co. (Registered February 4th, 1890.) 

Petroleum Engine Co. (Registered July 1st, 1884. ) 

Railway and Domestic Electric Lighting Co. 

St. George Telephone Co. 

8outh Kensington Mutual Electrio Lighting &nd Supply Co. 


LI 


Prospectuses.— Newquay Electric Light Co., Ltd.—The 
list is to close to-morrow, Saturday, in an issue of 15,000 shares of 
£1 each. The company is to take over the Parliamentary powers 
granted to Messrs. Foote, Milne & Owen in 1904 for electricity 
supply at Newquay, Cornwall. Mesers. Foote & Milne, Ltd., will 
construct the works and will join the Board on completion of the 
equipment. They have undertaken to pay not less than' 4 per cent. 
dividend until the expiration of two years from the date when 
supply commences, provided that the profits, after making an 
allowance for depreciation for the second year, are not sufficient to 
pay that amount. The price of gas is 5s. per 1,000. The amount 
payable under the contract is £11,675, £9,000 in fully paid shares 
if во required, and £2,500 in first mortgage debentures. 

Stratford-on- Avon Electricity Co. Ltd.—The list of subscriptions 
was opened on Wednesday, and will close on December 13th, in an 
issue of 9,000 £1 shares in this company. 'The company is to 
supply electric light and power in Stratford-on-Avon and neighbour- 
hood, and carry out an agreement between the Corporation and the 
Birmingham Installation Co., which provided for the assignment of 
the provisional order to the present company. The total nominal 
capital is £15,000. Mr. Cecil D. Falcke, of Coleshill Street 
Electrical Works, Birmingham, is the engineer and secretary. The 
registered offices are at 42, Greenhill Street, Stratford-on-Avon. 


Barcelona Tramways Co.— At an extraordinary general 
meeting on 27th ult. a resolution for winding up the company 
voluntarily was adopted. Mr. J. B. Concanon said they were 
anxious to close up the sale and distribute the assets. The balance 
of the purchase money (£387,000) was expected to be received on 
December 11th. The shareholders would receive at least 14s. 10d. 
per share. 


Western Telegraph Co.— The directors have declared 
an interim dividend of 3s. per share, or at the rate of 6 per cent. 
per annum, for the quarter ended September 30th, 1905. 


Stock Exchange Notice.—Application has been made 
to the Committee to appoint a special settling day in and to grant 


a quotation to— 


British Aluminium Co., Ltd.—88,000 ordinary shares of £5 each, £2 paid. 


The Mackay Companies,—A Reuter dispatch from 
New York, November 26th, says that the Mackay companies have 
completed arrangements by which the dividends of the Commercial 
Cable Co., the Postal Telegraph Co., and other allied cable, tele- 
graph and telephone companies, to be issued to the English and 
5 shareholders are, at the option of the shareholder, to 

ре рау yable through the Union of ndon and Smiths Bank, 
London, at the rate of 48, 144, to the United States dollar. 
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MARKET QUOTATIONS. 


Wednesday, November 29th. 
Latest | Fortnight's 
CHEMICALS, &o, | Price. Inc. or Dec. 
| | 
| 
a Acid, Hydrochloric per cwt. 5/- 
a „ Nitric .. v. per ewt. 22/ 
а „ Oxalic.. рег cwt., | 82/ 
„ Sulphuric per cwt. 5/6 
a Ammoniac, Sal m per owt. 42/- 
a Ammonia, Muriate (crystal) per ton £38 10 
a os VEIT ее per ton £30 
a Bleaching powder .. per ton £5 10 | 
a Bisulphide of Carbon perton | £15 
a Borax .. ‘a> жа perton | £13 
a Benzole (90 %) р per gal. 10d. 
a 95 (5095) > a per gal. 8 5 
а Copper Sulphate per ton 422 10 | 
a Lead, Nitrate 64 per ton £25 
a ,, White Sugar.. per ton £31 
a „ Peroxide ^ vm per ton £27 10 
a Methylated Spirit .. га .. рег gal. 2/6 
а Naphtha, Solvent (90 % at 160°C) per gal. 5/6 
a Potassium Bichromate, in casks per lb. | 8d. 
a Potash, Caustic (75/80 %) per ton £20 
a Potassium Cyanide ar r lb. 7 
a Shellac Sä as per ewt. 1 
a Sulphate of Magnesia  .. per ton £4 10 
a Sulphur, Sublimed Flowers per ton £6 10 
a - Recovered per ton £5 10 
a $5 Lump * Sj per ton #5 
a Soda, Caustic (white 70 96) per ton £10 15 
B - er Hose е we .. рег ton £3 
a Sodium Bichromate, casks .. per lb. 24d. 
a „ Cyanide Ра .. per lb. 7d. 
METALS, &c. 
b Aluminium Ingots, in ton lots .. per ton £150 
b е Wire, in ton lots .. perton £177 
b X Sheet, in ton lots .. per ton £175 
b Babbitt’s metal ingots .. .. рег ton £43 to £140 52 
с Brass onec metal 2"to 12" basis per lb. 8d. . inc. 
Ow ube (brazed) sh» Cs DOEID 94 ino 
lt re » (solid drawn).. .. perlb | } inc 
с , Wire, basis e .. per lb. 814. d. inc 
с Copper Tubes (brazed) .. per lb. 1114. . ine 
е * „ (solid drawn) .. Per lb. | 11 in inc 
g Copper Bars (best selected) per ton £91 60/- inc 
g Copper Sheet 92 T per ton #91 60/- ine 
е „% Rod... .. i per ton £91 60/- inc 
€ „ (Electrolytic) Bars per ton 282 90 / inc 
8 70 » Bheets per ton £95 90/- inc 
€ n " Rod . per ton #86 10 40 / inc 
e К " H.C. Wire per lb. | 1044. 4d. ine. 
f Ebonite Rod 32 in .. per lb. 8/8 a | un 7 
»" Sheet x es .. per lb - 
n German Silver Wire - . per lb. 1/6 
h Gutta-percha, fine «s .. per lb. 6 / to 7/- | 
h India- rubber, Para fine. .. per lb. 5/2 to 5/8 dec 
i Iron, Charcoal Sheets .. per ton 8 a 
i , Pig (Cleveland warrants) per ton 52/11 6d. dec. 
i „ Forgings, according to size per ton From 411 bá 
í , Scrap, heavy às .. рег ton 47/6 to 50 / as 
í , Wire, galvanised No.8 .. per ton £9 15 T 
А | £16 5 to 17/6 to 
g Lead, English Ingot T per ton | | £16 7 6 20/- inc. 
9 » ET Bheet i» .. per ton £18 2 6 17/6 ino. 
m Manganin Wire No. 2 .. per lb. 8 = 
g Mercury Se 5% a .. per bot. 27 6 
d Mica (in original cases) small . per lb. 6d. to 1/- 
5 15 » medium per lb. 6 to 4/- 
dwn КА „ large .. per lb. 4/6 to 8/6 
p Phosphor Bronze, plain castings per lb. 1/1 to 1/8 
р is rolled bars & rods per lb. 1/14 to 1/8 
p " » Strip & sheet per lb. 1/4 
o Platinum  .. РА T .. рег oz. 84/- 
e Silicium Bronze Wire .. per lb 11d. to 114d. 
í Steel, Magnet, acc'd'g to desc'p'n рег ton £58 
i Т] [T] in bars ee ee | #15 to £40 ee 
g Tin, Block V эу quoe | 1 P £5 inc. 
n „ Wire, Nos. 1 to 16 .. per lb. 1/10 
p White Anti-friction Metals— 
“ White Ant” brand. .. per ton #46 to #10 
j Yarns, 2/10sGreyCotton,onsp’ls per lb. | 8d. 
j „ б1еа. Flax 2% .. per lb. | s 
j „ 8 ply 10 lbs. Russian .. per lb. | 4454, 
j „ 10 lbs. Russian, single .. per lb. | А 
j „ 180 lbs. Jute rove . per ton #11 
к Zinc, Sh't (Vieille Montagne bnd.) per ton £31 15 


Quotations supplied by: 


a G. h Edward Till & Co. 
b The British Aluminium Co., Ltd. { Bolling & Lowe. 
с Thos. Bolton & Sons, Ltd. j Walter H. Hindley & Co., Ltd. 
d Е. Wiggins & Sons. k Morris Ashby, Lid. 
e Frederick Smith & Co. m W. Т. Glover & Co., Ltd. 
f India-Rubber, G.P. and Teleg. п P. Ormiston & Sons. 
orks Co., Ltd. o Johnson, Matthey & Co., Ltd. 
g James & Shakspeare. p The Phosphor Bronze Co., Ltd. 


Boor & Co. 


Japan and American Engines,—Under the heading 
" Faulty American Engines,“ the Daily Express says:—'' Japan is 
making serious complaints about the locomotives supplied by the 
United States to the Imperial Government Railways. An official 
report speaks of leaky boilers and imperfectly fastened rivets, and 
states that none of the engines could be passed until they had been 
to the repairing shops. It is also stated that the engines are во 
badly made and improperly packed that they are liable to damage 
in transport." 


STOOKS AND SHARES. 


Y Wednesday evening. 


' MARKETS, owing to the easier condition of money rates, are in a 


fairly happy frame of mind, although the recurrence of more serious 
Russian trouble has given pause to buyers in all sections of the 
Stock Exchange. Moreover, the distressful Kaffir market is 
worrying the House almost as much as Home Rule confuses the 
Liberal] Party. Money continues plentiful enough, at current rates, 
and the rush for the new Japanese Loan shows that investors have 


capital to spare, despite the advent of Christmas, with its toll of 
demands upon the pocket of the financial world and—more 


unpleasant still—that of the individual. | 


Improvements in the ensuing lists are to be found principally in 
the telegraph department. They occur chiefly in Debenture stocks, 
and are limited to 4 per cent., in other words, they are the market's 


recognition of the approaching’ interest payments. In the list of 


shares, Amazons are 58. lower, which is not surprising in view of 
the rapid rise they recently enjoyed. Reuter's are also } lower at 
72; the market is limited, and two or three simultaneous sellers 
suffice to depress the price. Slight weakness in Marconi's shares 
has left the price 44 lower at 15,. The gamble in Anglo-American 
Deferred proceeds apace, but the buying is decidedly leas aggressive, 
and the price of the stock remains almost stationary. Indo- 
Europeans put on 10s. at 584. Henley new Debenture is 4 to 6 
premium, and the old stock has now, at any rate theoretically, 
disappeared. Й | 

As regards telephones, National Deferred put on a point at 
109, but the Second Preference shares have again broadened out in 


quotation to 11-13. Other descriptions: show no change except for . 


4 rise in Chili Telephone shares. | 
Traction matters continue to take up a good deal of attention. 
The motor-bus industry seems to attract popular interest, and 

roprietors of shares in the London General Omnibus and the 
Road Car companies are freely selling. London Motor-Omnibus 
shares, however, are flat at 23, and the shares of the new Motor- 
Bus Co. command a real. premium of about 3s. 9d. We are glad to 
see the Pall Mall Gazette condemning the regrettable practice of 
issuing Deferred shares, a feature that disfigures several of the new 
motor concerns. 

Anglo-Argentine Tramways shed 4, but are still 86. Неге the 
list of quotable changes ends, the market for electric traction being 
noticeable for nothing beyond steadiness. Nor bave the electric 
railway issues varied to any extent. Central London Ordinary 
rose 1 to 94, and Waterloo and City stock has been supported at 
954. Metropolitan Consolidated is weak at 90 upon dividend con- 
siderations and fears of competition, while Districts lost a trifle 
at 38, due more to the position of the account in the stock than to 
considerations of the various Tube Bills down for Parliamentary 
powers in the next session. Another 2 per cent. rise lifted City 
and South London stock to 47, and the company’s traffics are 
regarded as encouraging. Great Northern, Piccadilly and Brompton 
Fours are а shade firmer at 981, which is equal to 14 premium upon 
the original price of issue. | 

Electricity Supply shares have steadied after their pronounced 
fit of flatness. The market is still nervous and touchy; a few 
shares have again been put down in price, but in less wholesale 
style than was the case a week ago. County of Londons, Metro- 
politans, Westminsters, St. James’s Preference and South London 
Electric’ have all lost 4, while there is a 10s. loss in Charing Cross 
Ordinary and 3 in Metropolitan Preference. A Stock Exchange 
reader, who observed the list of prices and yields upon Preference 
shares of various Supply companies given here recently, has asked 
why the same treatment should not be accorded to the Ordinary 
shares. This is our excuse for the annexed table, where the figures 
are worked out upon the basis of the last two dividends, and the 
quotations tdken at the middle level of those given in the two 
following pages and in the Stock Exchange Official List :— 


——————————————————————————————————— 


Nominal Lasttwo| Yield Е 
Company. value of | Price. | divi- piy aenda 
share. dends. cent. 2 

Brompton & Kensington .. b 5/6—4/6 | £5 5 8 Mar.— Ausg. 
Charing Cross i 2 5 el 4/-—2/6 | £5 0 0 | Feb.—Aug 
Chelse& 5 6 3/9—9/8 | £5 0 0 А 
City ої London 10 12 7[-—5| | £5 0 0 | Feb.—July 
County of London 10 5/-—4/" | £4 14 9 Feb.— Aug 
Edmundson's ; 5 2/6—4/6 | £6 8 | Jan.—July 
Kensington .. 5 1 T--—bj. | £5 6 8 | Feb.—Aur. 
Metropolitan 5 10 10% £5 0 0 | Mar.—Oct. 
Notting Hill .. 10 15 8/-—6/- | £4 18 4 |June—Dec. 
8t. James' 5 134 | 9/6—5/- | £5 7 5 Feb. Aug. 
Urban ei 5 44 | 2/6—2/6 | £5 11 1 | Apr.—Oct. 
Westminster 5 12 716—6/6 | £5 16 8 | Feb.—Sep. 


The above shares arc Ordinary in each case, and so, of course, 
liable to fluctuating dividends. Some ofthe companies are uniting 
in order to obtain powers for fighting outside power schemes, by the 
formation of an undertaking under their own auspices. 

Manufacturing varieties call for mention of brief character. 
Cromptons are 2, which is à better, and Brush Preference at 1j have 
risen }, although Electric Construction eased off to the tune of 
9s. 6d. South Wales Power shares are a very dull market, the 
nominal price being 73, with sellers predominant. Underwriting i* 
proceeding for an issue of 140,000.6 per cent. cumulative Pre- 
ferance shares of £1 each in the West Cumberland Power and 
Tramway Co,, Ltd. 
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SHARE LIST OF ELECTRICAL COMPANIES. 
TELEGRAPH AND TELEPHONE COMPANIES. 
| 
| Business done 
| Stock Closing Closing Rise + 
Present or Dividends for the last His Uotatlons Week ended or 
аш. ям CE зай four ува. Sov gd. | Nov. Weh. No o рар. 
e 2 — — .| 1902. | 1908. | 1904. . 1906.5 | Highest Lowest. | 
84,800 | African Direct Telegraph, 4 % Debs.. .  ..| 100 4 E^ | 4 N нор 99 —102 99—102 | E 
25,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 | 10 í i p 4 — 4 are ont sia 5 
119.700 à do. 59% Debs., Nos. 1 to 1,250 Red. | 100 il Nil M 85 — 90 m» IT 
Anglo-American Telegrap ke ©» ee . | Stock /6 61s. 298. 5 264 — 64 | | zu 110 е 
8,118,910 | Do. do. do. 69% Pref. Btock | 6 6% 688.§ | 1094—11 | 094—110 A m 25 
8,118,210 | Do. до. do. Deferred Stock | 1/. 9s. i. 174— 17 E 
50, en lo-Portuguese Tel., 5%, Mort. Deb. Stock Red. | 100 a T a 101 —1 02 — d 71 p | 7 
44, Telephone, Nos. 1 to 44, б 6 1% el Tà— 73 1— x » | 
1,009, 8561 сао Cable Sting. 600 year 4 % Deb. Bk. Red. Btock | 4 44 E 96 — 96 — Т}. | 
16,000 | Cuba Telegraph : 8 10 83 10 € 5 * 82— 94 11.— E 
6,000 Do. 10% Pref. .. .. . 10 |10 5 9 10 %§ | 17 — 18 — i - 
19,981 Direct Spanish Telegraph, Ord. ee oes 5 4 4 ч ^ 4 $ 9 91 * oe 
6,000 Do. do. 10 % Cum. Pref. А 6 10 10 10 96$ — 300 108 m zm ГЕ ee 
80,000 Do. do. 44% Debs. .. 50 44% 43906 100 2m % luc 167 18 L 
74.00 Direct W. Indis Cent Wr 9 Reg. Deb., 1 to 1,200, R. 100 43 8 51 100 1035 1 miu 
e, . „э $ . * РК — — is is 
cU | Oe tooo г гаа we | we | we ИП сш | си |р +з 
1,896,814 Do. 4% Mort. Deb. Stock Red. .. | Stock | 4 4 X 4%§ | 106 —108 106 106 Ин g^ .. 
800,000 | Eastern Extension, Australiasia, and China Tele. | 10 1 19 6 S 14—15 ИЕ D 106] e 
602,400 Do. 4% Deb. Stock . Stock | 4 4 4, 4 %$ | 106 —108 106 — 08 i d 
000 | East&8. Afric. Tel., 4% Мі. Db.,1 to 8,000, red. 1909 | 100 4 44 Ке 99 —101 901—1 3 js H 
0000 | Do. 4% Rog. M. Debs . (Mauritius Bub.) 1 to 8,000 | 25 4 4 $ à 993—101 100—108 a i 
180,887 | Globe Telegraph and Trust Se ss 10 |28 644 ; 1 1 1 10 143 ul = 
180,887 6 % Pref. S0 o .]| 10 6 6 9/ I 14$— 14 и M "s 
000 | Great Northern Telegraph, of Aa . | 10 123 15 % $i — 86 85 — : e 
46,500 || Halifax Sn ber within Nae 7,90, Rod Mort.) | 10 | 44% | 4% 100 —102 1004—1024 е „ 
17,000 Indo-European Telegraph s% 25 10% |10% 7 57 — 59 57 59 58} + 2 
"951,127 | Marconi's Wireless Telegraph .. 1 S. S > lA&— 1 1 1 e ee Ya 
72,680 | Monte Video Telephone Co., Ltd. Ord. 1 8% | 8% vs H- i н { . we z 
149 655 * — Pref. CM сава. 100 6% | 6° 6 %§ | 111 —112 11] —112 i 1094 ü 
1,966,667 Def. Stock i M 100 4 5 5 906 | 107 —109 108 —110 
15,000 Do. 6 €, Cum. 1st Pref. - 10 6 6 6 968 18 — 15 18 — 15 3 i Er 
15,000 Do. do: 6% Cum. 2nd Pref. .. . 10 6 6 6 1 12 — 18 11 — 18 к! 

,000 я до. 5 % Non-cum. 8rd P., 1 to 250,000 5 б 5 5 43 5— К. ost 995 M .. 
2,008,000 i do. 88% Deb. Btook Red. .. | Stock | Bà 84 ae 974 — 100 us 
1,680,508 Do. do. Deb. Btock Red. 10 | 4 4 Н 104 —108 104 — pi i e. 

179,818 | Oriental Telep. and È eo. 1 to 171,504, fully paid 1 6 63 6% l— 1 — 18 vs ; 

‚000 Do. do. do. 6 % Cum. Pref. 1 6 6 6% 14— 1% lií— 1% vs + 

100,000 | Pacific & European Tel., 4 * Guar. Debs., 1 to 1,000 | 100 4 4 a 100 —108 100 103 is 24 
R00 | Tob chon Co of fa t, dà * Deb. Red, Ws" No : DNE doi 108 104 —105 » 
elephone 0.0 кур mm Pei ak — — - oe 
8,997 Submarine Cables Trust e ae | Cort. | 6 6 .. | 195 —198 195—198 Hs $ 
58,000 | United River Plate ae ons 5 7 8 М | 7— à 7— 7 : Не УА 
40,000 Do. m. Pref., Nos. 1 to 40,000 5 5 5 5 — — га . e 
179,947 Do. do. H Debs. ee е Btock 5 & ee | 110 —112 110 —112 os ee е 
15,6003 | West African Telegraph, Shares 10 д 4 4% 10 — юр 10 — 104 2 vis ; 
80,008 W. Coast of America, 1 to 80,000 & 58,001 to 58,008 2$ 5 а fi um tà * . 
150,000 Do. Debs., 1 to rer guar. by Bras. Sub. Tel. | 100 4 4 Я Ё 100 —102 100 —102 1004 z: 
907,980 Western seng s Nos. 1 to 207,980 10 7 7 М 14 — 144 14 — 1 dfa 
15,000 o. % Debs. aud series, 1906 | 100 5 5 102 —104 102 —104 8 i К 
563,380 Do. y Deb. Stock Red. .. | 100 4 4 : 108 —105 108 —105 1044 : 
88,891 West India and Panama [9 h ee oe 10 N ° à z 2 ымы ы 
84,568 Do. do. 6 Cum. lst f. ee es 10 NS 7 N e. тр 9 т 9 84 x 
4,069 Do. do. 6 Cum. һа Рге!. ee ee 10 N oe — 7% 73 we oe 
2 80,0002 Do. do. b Debs., Nos. 1 to 1,800 ee 100 5 % 5 % | 5 % ee | 101 —104 i 101 —104 e ee ee 
ELECTRICAL RAILWAY, MANUFACTURING -AND INDUSTRIAL COMPANIES. 
850,000 Anglo-Argentine Trams, 260,008 to 430,007 . 5 T d 8 % | 6 958 8: вд 8j si, ^ | —à 
1,300,085 Ро. БА % Cum. Prefs., 1 to 260,007 5 ed 5% | 5% | BAY 52— 64 bi 5 
266,600 Permanent, 6 % Deb. Stock, 1888 100 ха 6% 6 % 6 % 142 —145 142 —145 80 “зү, . 
200,000 Auckland Е. Trams., 5 % 1st Mort. Deb. Stock .. 100 T 5 96 6 96 5 % 105 —107 105 —107 z ge! xd . 
530,000 | Babcock & Wilcox, 1 to 530,000 1 e |17% |20% | 16 %| 31— 4 81— 4 3 32 | 8H | à 
100,000 | Do. do. 69% Cum. Pref., 1% 100,000 . 1 TUR EE Sie 6 96 6% lya— 113 1fo— lia - T . 
40,000 British Aluminium 7 9% Cum. Pref. P 5 Nil | Nil Nil oe 5— 6 — 57a 5m e 
20,000 Do. do. A 69% Cum. Pref. 5 Nil Nil Nil 2s 4i— 5 Y | ee 
20,000 Do, do. 4 Funding Certs. 5 | .* | . s ee | ee 2 ee e 
800,000 Ро. do. 5 5 Ist Mort. Deb. Stock Red, Stock 5 96 | 5% | 5% | 98 —10 98 —102 * н 
300,000 | British Columbia Е. Rail Def. Ord. Stock .. 100. |. 14957169 14 —177 124 —197 | 125} 1 
800,000 | Do. 5 % Pref. Ord. Stock 100 ee АК рК Y 113 —116 113 —116 8b | dà 
115,00 | Do. 5 % Cum. Perp. Pref. Stock 100 . | 59% | 55, 5 % | 106.—109 106 —100 р | 
240,400 Do ‘ % 1st Mort. Debs., 1 to 6,250 . 40 3 35 НУ, 4% 108 —105 % | 108 —105% Ж m. ш A 
220,000 | Do. 41 % Vancouver Power Debs., 1102,200 100 .. | 44% 44% 4495 | 102 —105 102 —105 T 813 : 
138,801 | British Electric Traction EA 0 | 89 |6% 65 | .. | @—1 92— 1 10 OH | -. 
156,437 | Do. do. - Cum. Pref. . 10 | 6% | 6% | 6% — | H—-ll 11—11 11 lj 
1,000, | Do. do. . Deb. Stock .. Stock | Б 5 | 6% 5 121 —128 121 —123 + 5. : 
j Do. do. Эн Deb. Stock Red. | 10 | .. | .. | 44% $ 98 — 100 98 —100 985 981 
100,000 British Insulated and Hels able me 5 10% | 8% | 8% 8 968 | — 7} 61— a Ny * \ 
100,000 | Ро. do. 6 % Cum. Pref. 5 EI | 8% 6% | 6%§|  bj— 6 Ф ; 
500,000 | Do. do. 44 % Ist Mort. Deb. Red. | 10 | 44% a n% ipei 103 —106 108 —106 2 à 
212,000 British . Rn Mort. Бс. zi 1i 200^. be az | 44% | 44% | 4% | 98—100 98 —100 | 9x. Pec 
British Westinghouse ef., 1 to 200 and ! | а T ДГ" — 98 | 25 A 
2,000,000 - E bey S15, 001 to 495,000) Кы мн | jo 5 | ot = | = fh 9 | 
1,016,853 ort toc i MAT x 60 — | — E se 5 
60 TBrowett, Lindley & Co., Ord. .. ..; £l Nil Nil Nil Кя | 2 os 
60,000 1 Do. ' do. 6% Cum. Pret |1) £l | Na | Ni | Ni | lo % ce 1 1 T |: A 
105,781 вир Electrical Engineering, Ord., 1 to 105, т. 2 Nil Nil | Nil 1 | — 1215 
150, 000 Do. Non-cum. 6 % Pref. . 2 6 6% | 6 sia 1 1 2 боз +2 
195,000! Ро. Ретр. b. Stock Stock 4 | 4% | 4 | ee = | 93 T 97 ae 41 
126,000 Do. Регр. 2nd Deb. Stock Btock 9% W 77 — 80 78 — 81 | 804 | 
БОО, Buenos Ayres & En 1 to 100,000 Е: 8 4 S — |  84— 4 | 844 s ti 
200, A 6% Cum. Pref., 1 to 40,000 5 6% 6 .. 51.— 5 | 5H— 618 538 5 is 
137,500 Do. “В” do. 1 to 27,600 cp itt 6 % | 6% | .. — us cu | " i: e 
317, Do. 5 % Deb. Stock 1] 1 100 5% | 5% | 5% | 107—109 28 1 10 i 
190, 000 Do. 5 & 2nd Deb. Stock .. | 100 5% | 5% | 5% | 12—15 , 102—105 " i 
525,000 | Caloutta Trams., 1 to 105,000 БА Н. 6% | 84 745 — 93 | 92 9 . s 
168,050 Do. 105,001to 197,610 "E | s . 3a. 9 | — 9 н » si 
850,000 Do. 43 % 1st Deb. Stock a 100 ы 4% | 4% | 4% | 107 —109 107 —109 : D Е 
85,000 | Callender’s Cable 8 ahares 5 15 1 | 194 1 11 — 12 11 — 12 nj 11# T 
40,000 Do. do. 5% Cum. Pref. 5 б 5 5 5 % bj— 5 5% 54| .. at 
800,000 Do. do. 44% lst Mort. Deb. Stock Red. Stock | 44 44 4% | 44% | 109 —111 109 —111 109 з 
491,222 | Cape E. Trams., 1 to 491,222 i 1 | .. 115% |10 5 968 i— 14 i— 1 Ic HI 
450, Castner-Kellner Alkali, 1 to 450,000 .. . | 1 8 4% | 4% | * 1— lixd| 1-1 il е : 
230,211 Do. 44 % Ist Mort. Deb. Stock | 100 a 44% | 4 44% 97 — —0 . " е 
1,968,208 | Central 1 Railway, Ord. Stock . .. Stock 4 4 4 4 965 | 92 — 91 98 — 95 | 94 | 94 +1 
593, Do. do. 4% Pref. Stock .. | Btock | 4 4 4 4% 101—108 | 101—108 — , 108 | 102 N 
528.500 City and South Heanor Railay ae 85 OK $i : : $ | 2% 5 с: Hi 46 = 15 | 401 861 +2 
"s 85, ee & Co., 5 eM ode. d 8 5 5 3 | lj— 2 12— 24 | 2 ss +h 
B 0 — m. 24 н 
100,000! || 500 of 4100, and 901 to 11,000 of £50 Rea E » e | 5% | 5% | 5% pot. Hic | я Do 
| | | 
* A period of nine months. + Quotations on Liverpoo Exchange. | Unless otherwise stated all shares are fully paid. J Interim dividends. 
And bonus ‹ Ti 10s. Manchester Share Lis List. 
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SHARE LIST OF ELECTRICAL COMPANIES.—( Continued). 
FEECTRICAL RATEN. MANUFACTURING AND INDUSTRIAL CORE ANTES: (аш). 


МАМЕ. 


Dick, Kerr & Co., 1 to 52,000 УР ví 
Do. do. 6 95 Cum. Pre fe, 1 to 61,000 
| Do. do. 44 X 85 „Deb. Stock .. T 
Dublin United Trams. (1896), 1 to 60,000 | 
| Do. 6 % Pref. between 1 and 60, 000 | 


| По; 12 » De re + Е 
Do. 34 ‹ ' De bs. - 
Ро. 87 ч B” ' Deb. Stock . 


| Edison & Swan Utd., ФА" shrs., £3 pd., 1 to 99, 261 
Do. 2 A " shares, 01—017, 189 2$] 
Do. 4 % Deb. Stock Red. .. 
Do. 5 % 2nd Deb. Stock Prov. Certs. all pd. 
Electric Construction 1 to 112,100 $3 
Do, do. КЕ, Cum, Pref., 1 to 81, 990 
| Do. do. % Perp. lst Mort. Deb. 8k. 
| General Electric Co. (199). 6 95 Cum. Pref. zl 
| Do. йо, 4 % е , Deb. = 
| Gt. N. & City Rail Pref. Ord. '* A ' > 1 to osse 
| Greenwood & Batley 7% Cum. Pre 1 T 
| Do. do. Б d Mort. Debs. PA san i 
Henley’s (W. T.), Telegraph Works, Ord. 
| Do. do, 44 96 "Pref. e 
Do. do. 44 Mort. Deb. Stoc k 
| India- Rubber, Gutta-Percha & Telegraph Works. 
do. 495 1st Mort. Deb. .. | 
e Wee Overhead Railway, Ord. stl 
Do. do. Pref. £10 paid 
дайда United Trams (1901), 1 to 50,007 
Do. do. 60,008 to 100,000 (£4 paid) 
Do. do. 5 % Cum, Pref., 1 to 125,000 . 
Do. do. 4% Ist Mort. Deb. Stock 
Metropolitan Elec tric Trams E fd. А 
Do. , Cum. Pre 
Do. 430 Deb. ait R ed. 
Peebles (B.) & Со. 6 95 Cum. Pref., 20,001 to 40, 000 
| gk Megat E. Tre., 20,001 to 40 000 & 50, 001 to 54,500 
Do. „Cum. Pref., 1 to 20,000 & 40,001 to 44,500 
Do. 449 % Deb. Stock .. тА 
Telegraph ‘Construction and Maintenance | 
Do. 4 95 Deb. Bds., 1 to 1,500 Red. 1909 | 
Undergd. E. R., oni, 5 % Profit Shar. S. Nts. \ 
Waterloo & City Railway, ‘Ord. Stock 
| Willans & Robinson, 1 to 30,000 & 80,001 to 116, 666. 
Do. 6% C. P., 30,001 to 80,000 & 125,001 to 141,666 
Do. 4 о; , Ist Mort. Deb. Stoc k 
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| Bromiley Keny E.L. & P., 1 to 14,000 


| do. 44 % lst. deb. stock : 1 


Brompton & Kens. Mes in Bup., oe 15 to 20,000 


Central Electric Supp Guar. Deb. Stock .. 
Charing Cross and 80 ала ectricity QUPD Pre 


| Do. М City Un. Undertaking “4% % Cum. ri. 
Do o. 


do. 40 Deb: Stock Red. T 


Do. 
Chelsea көри Bupply Ord. А Vx 
Do. % Deb. Stock Red. 
City of London Eleo- Lighting, Ord. 40,001—110,596 | 
| Do. 6 % Cum. Pref., 1 to 40,000 . | 
Do. 5% Db. Btk. ; Scrip. (iss. at 115) all pd. 
| Do. 44 % 2nd Db. Stk., Prov. Crts., all pd. 
| County of PRA Electrical Power, Ord. . T 
Do. do. 5% Pref. .. | 
| County of ondon. Electric Lighting, Ord. 1—40,000 , 
Do do. 8 40,001 60,000 , 


Do. do. 47 Dob dnd Deb. Stock m 


Do. 
Edmundson's Elestrio Corporation, 9 phares - 
| Ро. йо. 6 % Cum. Pref... 
| Do. do. 44 96 1st Mort Deb. Bik 
Folkestone, 1 to 10,000 . e 

Do. 6 % Cum. Pref., 1 to 10,000 

Do. 44 % 1st. Deb. Btock T 
Hove, 1 to 18, А $ zi -- 
Do. New (£5 10s. в. paid) sa s - "m 
Do. 4% Deb. Stoc 55 vs i 
Do. 44% Deb. Stock . 
Kensington and Knightsbridge Electrio Ord. 

Do. do. do. Deben. Btk. | 
po. Electric Supply Corporation, imited, Ога. 


Pref 
do. 4% lst Mort. Deb. Stk. Rod. 
Metropolitan Electric Supply 1 to 100,000 . 
Do. um. Pref. 1—71,106, £8 pd. | 


Do. at Mort. Deben. Stock 
. Do. 9% Mort. Deben. Stock Redem. 
Midland Electric Corporation, 44 %1 lst Mort. T | 
Newcastle-on-Tyne, 1 to 57, М 
Ро. 57, 010 to 75,000 . | 
| ро. 5 % Pref., 1 to 57,009 . 
| 57,010 to 75, 000 . T | 
! Notting Hii Electric Lighting Sed 
| Do. do. 4% lst Mort. Deb.. и. з 
| Oxford, Ate Seen ошо T — 
Do. 4% Deb. Stock . oe 
| Bt. James’ and Pall Mall Electric Light, Ота. .. | 
Do. do. 7 % Pret. 30,081 to 40,080 | 
| Do. do. 3 % Deb. Blook Red. 
Smithfield Markets Electric supply, Ord. .. a 
| Ро. до. wig Deor Stock | 8 
‚ South London Electrici 80 Or е 
South Met. Elec. Lt. & Power ( Ота. . (s ps 
; (Late Blackheath and Greenwich |" 96 Pret. . 
Dtst. E.L.Co.) 43 % 1st Deb. Stk. 
| Urban Electric Supply, О Ord. .. 5% vs 
Do. 5 % Cum. Pref. 
Do. do. 44% 1st Mort. Db. Bi. Red 
| Westminster Electric Supply, Ord. .. | 
| Do do. b 95 Cum. Pref. we 
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| Btock Dividends for the 
last four years. 
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Closing 
Quotations 
Nov. 22nd. 

Bi— 9 

5.— 6} 
106 —108 
134— 154 
144— 154 
994—-1004 
98 — 99 
964— 974 

19— 1 

2— 4 
85 — 90 
92 — 97 

— $ 

1 2 
92 — 95 

94— 10 
96 —100 

54— 657 
10y— 114 
101 —102 
124— 184 

54— 55 
109 —111 
16 — 17 
99 —102 

94— 98 

61— 74 
10 — 11 

4 5 
10 — 104 
100 130 

1 1% 

106—108 

41— ob 

Bj— 9. 

91 9$ 
101 101 xd 
32 — 84 
102 —104 
994—1004 
94 — 97 

làj— 2 

2— 34 
85 — 90 

53 
109 — 09 

9— 9$ 
105 —108 

62— 11 

Б 

1 6 

4 5 
108 — y^ 
110 —112 
11 12 
1 14 
1294 —128 
104 —106 

A 5 

54— 

10 

124 
111 —114 
102 —104 

el 
108 —110 
101 —104 
94 — 97 
101— 113 
98 —101 

14— 2 

43— 

99 —102 
10 — 1 
109 —118 
101 —108 
8— 8 

8 — 
S 1 
98 —100 

64 
100 —102 
; E 
5m, 
76 — 80 

1 — 4 
lyg—_ lra 
р, —108 

y 
104 —106 
12 — 123 | 

== | 
| 


Вһагев not officially quoted :—Mackay Companies, ord., 544—554. Pref. 75—76 
t Unless otherwise stated al! shares are fully paid, mds À 
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Business dini Rise + 


! Nov. 29th, 1905. ae Fall— 


Highest, Lowest. 
| | 


Closing 
Quotations 
Nov, 29th. 

81— 9 

Б{— 6} 
106 —108 
134— 143 
144— 154 
991—1004 
98 99 
06 97 

18— 13 

@ aan 
85.— 90 
92 — 97 

= 3 

lí— 9 
02 — 95 

94— 10 
96 —100 

5 — 54 
103— 114 

102 —104 
194— 134 

54— 65 
16 — 17 
99 —102 

li— 24 

601— 71 
10 — 11 

4 5 
10 — 104 
100 103 

fron >. 
106 108 

44— 5 

81— 9 

of 100 
101 —104 
32 — 84 
102 —104 
00 100 
04 — 97 

14— 9 

%— 93 
85 — 90 

51— 57 
102 19. 

9 — 94 
104 —107 

6— 7 

53 
5 
5 
or 106 
о 14 

1 
184— 14 
194 —128 
104 —106 
1 
112 —115 
102 —104 - 

52 
108 —110 

51— 
101 —104 

=, 
94 — 97 
101— ni 
98 —101 

13— 2 

5; 
99 —102 
= 104 
109 —-118 
— 99 

101 —10875 

8— 8) 

: : 
144— 154 
98 —100 

100 —102 
18 — 14 

8— 9 
98 —100 

2— 24 
1 55 
Bo tR 
105" —108 

4— 4 
104 —106 
113 — x rts} 


К, Interim dividends. 


Bank rate of discount 4 per oent. (September 28th. 1905. 
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THE VEDRINE ELECTRICAL CARRIAGE. 


WE illustrate herewith a new electrical carriage which bas recently 
been brought out in France by La Société des Voitures Electriques 
Vedrine (59, Boulevard du Chateau), Neuilly-sur-Seine. The frame, 
which is of pressed steel construction, is of special form, being 
curved downwards in the centre in order to permit a relatively 
low carriage body to be fitted. Particular attention has been paid 
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A, Battery of accumulators; n, Frame; c, Front axle; р, Steering gear; 
E, Rear axle; >, Rear wheel brakes; d, Steering dar; н, Starting 
pedal; 1, Reversing pedal; J, Brake pedal; x, Motor; x, Enclosed 
spur gearing and differential gear; o, Transverse spring; Р, Rear 
wheels; н, Hand brake lever; x, Front springs; v, Rear springs; 
z, Brake on motor spindle. 


Fics. 1 & 2.—ELEVATION AND PLAN or VEDRINE ELECTRICAL 
CARRIAGE. 


r 


to the suspension, a transverse spring being provided at the rear, 
in addition to the usual longitudinal springs. The electrical energy 
is furnished by a battery of accumulators carried in a receptacle, А, 
under the driver's seat. Only one electric motor is employed, 
Messrs. Vedrine considering that one motor of fairly large power 
‘is more efficient than two small ones, the number of brushes and 
electrical connections being at the same time reduced. The motor, 
which is of the reversible type, is entirely enclosed and thus pro- 
tected from dust and dirt ; it is supported from the transverse spring 
and from the rear axle sleeve. The power is transmitted to the 
rear live axle through enclosed spur gearing. Another feature of 
the Vedrine vehicle is, that no controller in the usual sense of the 
term isemployed. Ordinarily, in electrical vehicles, the speed is 
controlled by coupling up the batteries and motors in various ways. 
Messrs. Vedrine, in their cars, rely entirely on the variation of the 
magnetic field of the motor for the variation in speed. The speed 
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Fic. 3.—DIAGRAM OF ELECTRICAL CONNECTIONS OF VEDRINE 
| CARRIAGE. : 


range of the motor is from 500 to 1,600 r.p.m., equal to from 44 miles 


10 15 miles per hour. The driver has three pedals at his feet—one is 


for starting purposes, another for reversing, and the third for 
the application of the brake, its operation also cutting off the cur- 

rent. Once the car is іп motion, the speed is entirely controlled 
by a small lever on the top of the steering wheel, in this respect 
following the. practice adopted on modern petrol cars. In August 


last a Vedrine four-seated coupe wWas submitted tó à long-distance - 


trial. The vehicle weighed, complete, 1,800 kilogs, of which 550 
kilo. was represented by a battery of Agathos accumulators of 
210 ampere-hour capacity. The vehicle ran from Paris to Evreux, 
624 miles, without a stop. Here the battery was recharged in 
2 hours 45 minutes, the journey being afterwards continued to 
Trouville, the average speed working out at 16°8 miles per hour. 


THE CONTINENTAL. ELECTRICAL 
ENGINEERING INDUSTRY. 


THE QUESTION OF NEw COMMERCIAL TREATIES. 


Tur recent dispute in the Berlin electrical industry, which was 
detailed in this journal on October 13th, continues to form the 
subject of discussion among employers and workmen. It is asserted 
that the former will shortly publish a pamphlet giving the history 
of the strike and setting forth the reasons for their attitude on the 
wages question. The tactics of the Metal Workers’ Union, which 
first caused a small number of men to leave their employment, are 
severely criticised by certain trade union organs. 

The Association for the protection of the economic interests of 
the German electrical industry have presented memorials to the 
Government expressing the wishes of this industry in regard to the 
conclusion of new treaties of commerce with Spain, Portugal, 
Sweden, and the United States. Emphasis is laid upon the im- 
portance of the specific ZO of foreign duties as, in the opinion 
of the Association, the past decade has shown that foreign financial 
authorities devote their chief attention to electrical manufactures 
as objects for the imposition of duties, and that they soon endeavour 
to levy increasing duties upon them. This is shown in the Scandi- 
navian countries and also in Italy, where shortly after the con- 
clusion of the new commercial treaty with Germany the undefined 
duty on carbons was tripled, while that on porcelain articles has 
now been more than doubled. It is feared that this will 
also be the case in Belgium, where the most important duties 
for the electrical industry have not been fixed in the new treaty. 
In these circumstances the Association consider that the blessings 
of commercial treaties are illusory. It is further pointed out that 
bulk production in the United States, and the low transport rates, 
enable the American works to offer the strongest competition to 
their German rivals in the markets of South America, whereas the 
prohibitive duties in the United States completely exclude German 
competition from that country. | 


GERMAN COMPANIES. 


The directors of the Allgemeine Elektricitüte Gesellschaft are 
able to intimate more favourable results for the past year than 
those obtained in 1903-4. On the establishment of the company in 
1883, the share capital only amounted to £250,000; in 1887 it was 
increased to £600,000, and it has gradually been advanced until it 
totals £4,300,000, while at the forthcoming meeting a proposal will 
be submitted for making a fresh issue of £700,000, so as to bring 
the ordinary share capital up to £5,000,000, apart from tlie bonds 
which exceed £1,400,000. After deducting working expenses, taxes 
and interest on bonds, and providing £60,107 for ordinary depre- 
ciation, the accounts for the past two years ended June 30th are as 
follows :— 


1904-5 1908-4. 
Share capital ... TT ... 44, 300, 000 44, 300, 000 
Net profits ecc * 547,733 £428,331 
Dividend, per cent ina 10 9 


After the payment of the higher rate of dividend, it is proposed 
to appropriate the eum of £50,000 out of the remaining profits for 
the depreciation of the new business premises in course of erection. 
Тһе fresh capital of £700,000 is intended to provide additional 
working funds, and as the emission will take place at a considerable 
premium in view of the present quotation for the existing shares, it 
is probable that the new issue will realise about £1,250,000. The 
company is in negotiation with the Buda-Pesth firm of Ganz & Co., 
with the object of arriving at an agreement for the mutual limita- 
tion of markets. It is suggested that the German company should 
not compete for public contracts and large enterprises in Hungary, 
while the Hungarian firm is to abstain from similar rivalry in 
Austria and Germany. 

The shareholders in the Rheydt Cable Works Co. (Kabelwerk 
Rheydt) have adopted the directors’ report and accounts for 
1904-5, and sanctioned an increase in the capital from £75,000 to 
£112,500. All the information given in the report, practically 


‘amounts to a statement that the course of business fulfilled 


expectations, and that remunerative employment is also hoped for 
in the future. The accounts showed net profits of £20,077, as 
compared with £17,717 in 1903-4, and a dividend has been 
declared at the rate of 15 per cent., as compared with 12 per cent. 
in the preceding 12 months. Apparently the new capital issue is 
largely intended to provide for exteneions of buildings, machinery 
and equipment, of which а considerable portion has already been 
carried out. 

The report for 1904-5 of the Telephon Fabrik Gesellschaft (late 
J. Berliner), of Hanover, states that the improvement in the general 
situation made further progress simultaneously with an increase in 
the volume of business, although the export trade was considerably 


less than in former years. The profits on manufacturing diminished 


owing, on the one hand, to the reduction in prices by. competitors 
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without any cause, and, on the other, to advances in the prices of 
raw materials and in the rates of wages. With the balance from 
the preceding year, the net profits amount to £14,780, as compared 
with £14,237 in 1903-4, and a dividend of 9 per cent. is proposed 
to be paid, being the same rate as in the previous period. The 
share capital amounts to £150,000, of which £50,000 represents a 
recent increase, and the latter only participates in the dividend to 
the extent of one-half of the rate of distribution on the present 
occasion. 

The recent general meeting of the shareholders in the Deutsche 
Kabelwerke, of Rummelsburg, near Berlin, approved the accounts 
for 1904-5 and the payment of a dividend at the rate of 5 per 
cent., ав compared with 3 per cent. in the preceding year. Includ- 
ing the balance brought forward, the accounts showed net profits of 
£12,918, as against £9,174 in 1903-4, and after providing for 
depreciation and reserve funds, the dividend absorbed £5,000, 
leaving £688 to be carried to the current year. The directors“ 


report stated that the turnover exhibited a further increase, which is 


attributed both to a greater demand for cables and an alteration in 
the conditions of the market. In explanation of the latter point, 
it is observed that the market for cables is now more open, in view 
of the growing transfer of electricity works from the possession of 
the promoters to the hands of the local authorities, as this renders 
it casier to secure larger orders which formerly devolved upon the 
originating companies without any competition taking place. In 
addition to this, the towns and communes are more and more 
having works built for themselves, with the result of benefiting the 
cable-makers. During the year competition was extremely keen 
and raw materials dear, while the prices of manufactures could 
only partly be advanced. The directors, however, hope by the per- 
fection of the equipment for the working up of raw materials to 
find compensation for the rise in the prices charged for the latter. 
The company, which is interested іп’ the Union Cable Co., Ltd., of 
London, reports the prevalence of slightly improved prices for the 
year now in progress. 

The liquidators of the Helios Electricity Co., of Cologne- 
Ehrenfeld, the dissolution of which was decided upon last 
February, have issued а report for 1904-5 containing two balance- 
sheets, one being the liquidation balance-sbeet to February 28th 
and the other referring to the end of the financial year, June 30th, 
1905. As a final result the latter exhibits a deficiency of £389,000, 
as compared with а share capital of £419,500, most of which is 
represented by preference shares. The report states that manu- 
facturing operations were mainly brought to а close at the end of 
August, that the branch offices and foreign technical bureaux have 
been entirely dissolved, and that the central stations and tramways 
still in progress are largely approaching completion. The Ehren- 
feld works have been sold to the Cologne Industry Works Co. for 
£125,000, of which one-half has been paid, and the balance is due 
next January. It appears the latter company has been jointly 
formed by the Allgemeine Electricity Co., the Siemens & Halske 
Co. and the Lahmeyer Electricity Co., and the Ehrenfeld Works 
were taken over at the beginning of October, with the sole object 
of removing competition. The three proprietary companies do not 
intend to work the establishment on common account, but to 
dispose of it as а whole or in parts, and apparently in such a 
manner as to prevent it from again becoming а rival. 

The gross profits of Garbe, Lahmeyer & Co., of Aix-la-Chapelle, 
amounted to £40,200 in 1904-5. After deducting the general ex- 
penses and providing for depreciation the net profite total £3,988, 
as compared with £179 in the previous year. The greater portion 
of the surplus Mas been placed to the reserve fund, and the balance 
carried forward. 'Thus the company has again been unable to 
pay any dividend. The directors report that the course of business 
is favourable at present. : 

The Electricity Co. (late Her. Poge), of Chemnitz, proposes to 
pay 5 per cent. for 1904-5, as compared with 4 per cent. in the 
previous year, but the Pfluger Accumulator Works Co. and the 
Gesellechaft fur Elektrische Industrie, of Carlsruhe, are both unable 
to make any distribution for the past financial year. 


FRENCH AND OTHER WORKS. 


'The gross revenue of the Compagnie Francaise des Cables Télé- 
graphiques, as was shown in the report presented at the last meeting, 
amounted to 5,518,000 fr. in 1904, whereas the expenditure totalled 
6,850,000 fr., thus leaving a deficiency of 1,332,000 fr. The latter 
was reduced to 532,000 fr. by the Government contribution of 
800,000 fr. It was pointed out in the report that the year was still 
regulated by the terms of the Convention of 1901, as the supple- 
mentary Convention of 1903 was stopped in the commission on the 
Budget, although another was to be substituted for it. In these 
circumstances the report stated that it had not been possible for 
the company to undertake a financial reorganisation, or to improve 
the lines and working plant. 

The Austrian Siemens-Schuckert Works Co., which is an amalga- 
mation of the Austrian Schuckert Co. and the heavy electrical 
engineering departments of the Siemens & Halske Co. in that 
country, has declared a dividend at the rate of 2} per cent. for 
1904-5, which is the first complete year since the fusion took place 
at the beginning of 1904. According to the report submitted at the 
recent meeting, the net profits amounted to 473,970 kr., and after 
placing 23,698 kr. to the reserve fund and providing for the divi- 
dend on the paid-up capital of 18,000,000 kr., the balance has been 
carried forward. Having regard to the special costs incurred in 
completing the amalgamation of the two concerns, the directors 
considered the working results to be satisfactory, and it was stated 
that the orders on hand were materially greater than at the corre- 
sponding period of last year. 

The report of the Vereinigte Elektricitüts-Gesellschaft (United 
Electricity Co.), of Vienna, which isa manufacturing concern also 


Ps 


working two or three central stations, complains of the unfavour- 
able economic conditions prevailing in 1904-5. The sale prices 
were exceedingly depressed, and failed to be sufficient to establish 
a remunerative relation between the cost of production and eales. 
Nevertheless, the turnover was increased, and 23,300 H.. were 
delivered in the form of dynamos, motors and transformers, 
including the steam dynamos for the armoured cruisers Georg and 
Karl for the Austrian Navy. The scheme submitted for the ship- 
lifting plant on the Danube-Oder Canal near Prerau was recom- 
mended by the international jury for purchase by the Ministry of 
Commerce. Out of the net profit of 98,214 kr. realised in 1904-5, the 
sum of 20,000 kr. has been placed to the reserve fund, and the 
balance carried forward to the next account. 

The accounts of the Russian Schuckert Co. for 1904-5 show net 
profits amounting to 149,537 roubles, as compared with a loss in the 
preceding year. After devoting 24,857 roubles to the purpose of 
depreciation, the balance has been disposed of by the extinction of 
the deficit of 95,000 roubles, and by the writing off of the remainder 
of the costs of establishment. The company, whose share capital ів 
held by the Schuckert Co., of Nuremberg, has therefore again been 
unable to pay any dividend. 


MUNICIPAL TRADING IN AMERICA: 
DISASTROUS RESULTS OF ELECTRIC 
iLIGHTING. 


[ COMMUNICATED. | 


THE agitation which is being carried on in the United States for 
the municipalisation of public utilities has caused the Terre Haute 
Morning Star (Indiana) to collect data of the results attained by 
various cities which have carried on electric lighting and other 
undertakings. The data show unmistakably that many cities 
owned electric lighting plants which had proved disastrous 
failures, and had sooner or later been abandoned, or, if still 
carried on, the cost per lamp per annum is greater than would be 
the case if furnished by private companies. From the synopsis of 
a portion of the data published, it appears that of the 61 towns 
dealt with, 26 towns have abandoned municipal ownership, and 
have either disposed of their plant at а ruinous figure, sold it for 
junk, or have abandoned it altogether. 

The provision of a sinking fund or depreciation fund does not 
appear to enter into the financial arrangemente of many American 
cities. At Detroit, the plant cost in 1895 $650,000, and $175,000 
have since been added to the investment actount. The plant is 
insufficient and out of date, and &s there is no money in hand to 
pay off the bonds on the original plant, the citizens are generally 
opposed to the expense of a new installation. 

А committee which has reported on the Columbia City (Indiana) 
water and electric light undertakings, finds that the latter has been 
running into debt during the scven years it has been in operation. 
At Columbus (Ohio), the report of the committee which investigated 
the municipal lighting plant shows the cost of lamps to be $98 a 
year, but the city only pays $74.50 for lamps lit by private com- 
panies. The report covers a period of 44 years, and the plant is 
abandoned as a monstrous extravagance.” It was said to be worth 
$68,000, but in December interest was being paid on $300,000 of 
bonds issued, so that the experiment has been rather a costly one 
for the ratepayers. An investment of $1,750,000 in electric lighting 
and water plant was made by Austin (Texas), an immense dam being 
built across the Colorado River. Shortly after the plant started 
the dam began to leak, and finally burst, destroying not only the 
entire plant, but causing а loss of over $3,000,000 to property in the 
city. Before the municipal plant was established, the tax rate was 
90 cents on $100, but it is now $2.30. 

The electrical light experiment at Braintree (Mass.) has raised 
the tax levy $17.20 on $1,000 to $20.40, and at Needham (Mass.) from 
$12.60 to $17. | 

When the citizens of Hamilton (Ohio) were asked to undertake 
the supply of water, gas and electric light, they were assured that 
the plant would not cost over $50,000. They have invested 
$755,000 in the service, and the State examiner reports the plant a 
failure. The annual interest on the bonds takes 90 per cent. of the 
entire revenue of the city, and the citizens have to pay assessments 
to meet the city's liabilities. 

About 10 years ago Toledo (Ohio) established a municipal gas 
plant and borrowed $1,500,000 for tbe purpose. years ago 
the plant was sold for $102,000, and the city is now defending a 
law suit brought against it by the purchasers to recover $27,000 of 
the purchase price, a8 34 miles of pipe which they paid for did not 
exist. 

At Marquette (Michigan) a loss of nearly $75,000 has resulted 
from the electric light undertaking. At Elgin (Illinois) the plant 
which cost $255,000, was operated for 16 years and was abandoned 
after sustaining a loss of over $100,000. 

The electric lighting plant at Crawfordsville (Indiana) was to 


cost $32,000, but actually amounted to $105,000. When the cost 


per lamp had increased to $116 per annum, the taxpayers demanded 
that the plant should be sold. Persistent efforts were made to find 
a purchaser, but no one would offer more than one-third of the 
amount which had been expended, and attempte to lease the plant 
were also unsuccessful. 

At Cherubusco (Indiana) many influential citizens opposed a muni- 
cipal electric light system, but they, were defeated, by the non-tax- 
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ying voters. The undertaking was a failure, and when the bonds 
e due there were no funds to pay them off. The plant was 
accordingly sold toa private company. At Mishawaka (Indiana) 
the plant was sold under similar circumstances, The results of 
municipal ownership at Webster City caused such an increase in 
taxation that the citizens came to the conclusion after 20 years of 
faithful experiment that-the system could not be a success, and the 
city repudiated it by defeating every municipalisation candidate. 

The shrewd citizens of the United States evidently believe in 
cutting their losses, even if the results are sometimes rather 
disastrous. At Xenia (Ohio) plant which cost $35,000, after 14 years’ 
use, was sold to a private company for $2,500; at Gravesend, plant 
which cost $120,000 was operated for a few years and sold to a 
private company for $31,000, and at Bowling Green (Ohio), where 
the interest during ownership was always paid out of the taxes, the 

lant which cost $47,000 was sold after four years’ operation fo 
12,000. 8 
The superintendent of the Allegheny (Pennsylvania) undertak- 
ing, on which $416,200 have been expended, has notified that the 
lant is obsolete and dangerous to use, and that it would cost 
100,000 to put it in proper condition; while at Lansing (Michigan), 
where the lamps cost $101.20 per annum, the Mayor has declared 
that the city is really engaged in wholesale larceny, and that they 
ought to get out of the business and charge the loss to an experi- 
ment fund. 

This list of experiments in municipal trading in the United 
States is far from exhaustive, but it affords some interesting object 
lessons for the advocates of private enterprise. The wave of 
municipalisation which is just now passing over the States, as it has 
passed over before, has this year brought many distinguished 
Americans to Europe, and especially to England, to study the 
question. They have generally gone back with the settled con- 
viction that this form of municipal socialism is far from being the 
success which it has been described by its supporters, and that the 
prevailing opinion in America bas been based on false grounds. 
Their own experiments would seem to point to even more disastrous 
results. | 


PROCEEDINGS OF INSTITUTIONS. 


INSTITUTION OF ELECTRICAL ENGINEERS. 


Abstract of. Inaugural Address delivered in London on November 9th. 


by JOHN GavEy, C. B., President. 


THE art of telegraphy, considered in its broadest sense as a means 
of conveying intelligence over distances beyond the reach of the 
human voice, may be classed under three different heads :— 

1. The communication of a limited number of definite orders or 
items of information by certain prearranged arbitrary signals. 
Under this heading may be included railway signalling, lighthouse 
signals, fire alarms, and other kindred uses. 

2. Communication of all classes of information by means of 
a’ phabets, either arbitrary or those in common use, including sema- 
phore and flag-signallinyg, Morse and other signals, printing and 
writing telegraphs. | 

3. Communication by actual exchange of speech, the telephone. 

Under this heading, one of the most 

Telegraphs for important of the applications of telegraphy is 

Special that of directing and controlling the move- 
Requirements. ments of trains on railways. The introduction 
of electricity for the working of telegraphs 
was soon followed by the invention of electrical! miniature 
signals or indicators, placed in railway cabins, from which 
the outdvor manual signals were worked in accord with the 
indications recorded electrically. By this means the range of 
' the signals was extended so as to cover the whole length of a 
section, and this led to the practical introduction of the block 
system of working traffic. Successive improvements in the elec- 
trical apparatus have been introduced ; and it is not too much to 
say that the safety and regularity with which the heavy railway 
traffic in this country is conducted is largely due to the work of the 
electrical engineer. Lately definite advances bave been made in 
two directions in this field of applied electricity. In the first, 
complete electrical systems of actuating points and signals have 
been introduced, the apparatus providing interlocking gear and 
indicators, which give the signalman positive information as to the 
position of every point and signal. This method admits of work- 
ing points and signals at distances far in excess of the manual 
system, and the heavy and cumbersome lines of levers that, under 
old methods, could in many cases only be worked by the full exer- 
tion of the signalman's strength, can now be replaced by miniature 
levers which only need intelligence to work them. 
- In another direction, automatic methods have been designed for 
working outdoor signals directly by the action of the train itself, 
its entry, continuance in and exit from a section, being faithfully 
followed by the appropriate movements of the semaphores. 

Automatic signals appear to meet а definite want on certain 
classes of railway, although ро doubt the day is far distant when 
the trained signalman will be dispensed with at complicated junc- 
tions and stations. It is not too much, however, to say that without 
the various methods of electrical control that have been devised, 
and which are in general use, it would be utterly impossible for the 
great railways of the world to carry one-half the traffic they are 
. now dealing with daily with safety and dispatch. In this branch 
of electrical work steady progress is being made, and apart from 


à 
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which fire-engines can be called to any given spot. 


the question of haulage, the extension of the methods of electrical 
control will probably be considerable in the immediate future. 
Fire-alarm signals have within the last few years assumed a 
position of considerable importance, owing to the growth of great 
cities, the increasing height of commercial buildings, and the large 
quantities of combustible material necessarily stored in the great 
centres of population. Starting from a simple alarum which was 
merely the old fire-bell worked electrically, complete systems of 
fire-alarms and indicators have been devised, which, when actuated 
from any given point, give the appropriate signals at all the fire- 
stations concerned, and admit of a rapid concentration of the 
necessary fire plant at any given spot in an incredibly short space 
of time. America has been in the past, and probably still is, in the 
forefront in the matter of fire-alarms appliances, and in my recent 
visit to that country I witnessed one example of the alacrity with 
We had been 
visiting a number of telephone exchanges in New York and 
neighbourhood, and were motoring down on the long avenues on 
Manhattan Island. As we passed one shop, I noticed that some 
children leaning out of a first-floor window had just set fire to the 
canvas sun-blind, which was burning over an area of half a square 
yard, so that it had only just been set alight. Before we had got 
out of sight of the burning blind, we were passed by a steam fire- 
engine, a fire-escape and a hose-reel. 


Telegraph statistics have been furnished 
Ordinary on previous occasions in presidential addresses 
Telegraphs. and in papers presented to the Institution, and 


it may not be amiss here to compare former 
figures with those now available. 

First dealing with telegraphs for the use of railways in the 
.United Kingdom, I am able, through the courtesy of the various 
companies, to submit a table which illustrates the growth since the 
year 1879, up to which date definite information was supplied in a 
paper read by the late Mr. E. Graves in May, 1880. 


COMPARISON OF RAILWAY TELEGRAPHS IN 1879 AND IN 1904, 


| | ` 1879. 1904. 
Mileage of poles 14,8891 19,4844 
i „ Wire Uu sd yd 62,0094 161,741{# 
Number of telegraph instruments ... 13,128 19,978 
T „ telephone "i SF Nil. 27,980 
У „ block r "e И 22,411 56,176 
„ Tepeater or signal instruments 11,308 81,682 


Turning to the question of ordinary commercial telegraphy, the 
following figures may prove interesting :— 


TELEGRAPHS AND TELEPHONES PROVIDED BY THE BRITISH 
Post OFFICE. 
| March 3181, 1880. March 31st, 1905. 
Mileage telegraph poles, underground І 


and cable ... = TA 25,675 38,032 

Mileage telephone poles, underground 
and cable ... um pes sion Nil 14,898 
Mileage telegraph wire 114,242 338,120 
" telephone ,, 938 ез 40 258,521 
Number of telegraph instruments 12,754 33,267 
5» telephone i dus 61 48,118 


The growth of the traffic was until recently proportioned to the 


growth of plant, and although the ordinary telegraph traffic has 


now been checked by the advent of the telephone, that young and 
lusty child threatening to monopolise the greater portion of the 
short-distance work in all countries where it has free play, still, for 
long distances the questions of cost and the physical-limitations of 
the telephone will check the rivalry of the latter, and there appears 
to be but а small prospect of serious interference or serious com- 
petition between the two methods of communication after a certain 
critical distance is reached. It may be convenient at this point to 
refer to the general statistics relating to the plant in use for 
telegraphs and telephones in those countries from which returns 
are obtainable, and so far as I have been able to gather them, they 
were represented by the following figures, at the end of the year 
1902 :— | 


TELEGRAPHS. 
Mileage of Overhead and Underground Telegraph Wire, 
Aerial. Underground. Total. Instruments, 
3,433,911 225,748 3,659,659 265,835 
TELEPHONES. 


Mileage of Overhead and Underground Wire, 
Underground. Submarine. Total. 
2,530,215 11,145 7,467,417 


Stations. 
3,534,036 


Aerial. 
4,197,416 


The statistics showing the growth of the telephone systems in the 
United States are perhaps the most remarkable. The following 
table repeats the figures given by Sir William Preece in а paper 
read before the Institution in 1894, and those which appear in the 
American Bureau of the Census report for 1902 :— 


. 1898. 1902. 
Mileage of wire 532,256 4,850,486 
Telephones in use 276,360 2,315,297 
Telephone subscribers 232,140 2,178,366 
Number of talks 600,000,000 5,070,000,000 
Capital at par — $348,031,058 


'The growth from the year 1902 to the present time has shown no 
signs of diminution, so that it is difficult even for' the most skilled 
experts in the States, or those best acquainted. with the general 
situation, to forecast the ultimate development, 
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As to the amount of capital expended on telegraphs and tele- 
phones, the full facts are not forthcoming, as во much of the plant 
has been provided by the various Governments which do not keep 
ordinary commercial capital accounts, but it certainly amounts to 
hundreds of millions of pounds sterling. A consideration of these 
facts, howeyer, tends to show that whether in capital invested, in 
plant provided, in staff cngaged, or in commercial activity, both the 
telegraph and its daughter the telephone show no signs of lagging 
behind the other branches of electrical engineering ; and so far as 
the telephone is concerned, notwithstanding the progress it has 
made up to the present date, there is every reason to think that we 
have only seen the commencement of its development in the 
United Kingdom. Much of its future success depends, howéver, 
on the action of local authorities, who will have to show a more 
accommodating spirit than many of them have done in the past, 
unless they desire that the constituencies that they represent shall 
lag behind the remainder of the world in the enjoyment of the 
facilities for intercommunication that science has placed at their 
disposal. For these bodies to insist that all telephonic connections 
shall be laid underground without regard to the number of wires to 
be provided, to the capital cost involved, or to the fact that long 
telephone trunk lines must, in the present state of our knowledge, 
be provided by means of overhead wires, is to place an insuperable 
bar to the provision of a cheap and efficient service. In its own 
interest, and for the good of the service which it controls, a tele- 
phone administration will always place its wires underground where 
it is either possible to work its circuits satisfactorily or it is not 
absolutely uneconomical to do so, but for local authorities to insist 
on this method being followed in every case simply means either 


the stifling of the industry or its provision at a cost beyond the . 


reach of the ordinary user. When a corporation has to provide the 
capital expenditure for public undertakings it takes good care to 
see that no waste of funds takes place, but when the cost has to be 
provided by others, there is а tendency to make demands that 
would not be considered in carrying out its own works, the autho- 
tities appearing to be oblivious of the fact that the expenditure 
must be ultimately met in some form by those whom they repre- 
sent. 

If we now consider the actual apparatus by means of which com- 
mercial telegraphy is effected, perhaps the most surprising fact that 
strikes the observer is the predominance of the use of the ordinary 
Morse code and Morse apparatus throughout the world. Where 
high-speed automatic Morse apparatus, however, is in use, the 
want of a means of automatic transcription which would save the 
labour and delay of manual transcription has long been felt, and 
extremely promising systems have been devised whereby the 
problem has been solved in two different ways. In one, which was 
recently illustrated in a paper read before the Institution, a per- 
forated slip is used for transmission, as in the ordinary Wheatstone 
system, but instead of the signals being received in Morse characters 
at the far end, a second slip is perforated, the exact counterpart of 
the original ; this is placed in an automatic typewriter which prints 
the message on ordinary type. Two different methods of applying 
this system are now under the consideration of the Post Office. 

It is interesting to note how the practice in the ordinary tele- 
graph service has materially benefited by the development of other 
branches of applied electricity. Thus for testing and localising 
faults, and in order to obtain control over the large mass of wires 
entering the principal offices in this country, these were formerly 
attached to screw terminals fixed in а test box, which was bulky 
and occupied much valuable space in a costly building. The 
practice in the Post Office now is to terminate these wires on tele- 
phone jacks, and to provide for connections for testing, crossings or 
other purposes by means of plugs and flexible cords, the modern 
arrangement only occupying one-third the space of the old type. 
Again, the extended introduction of secondary cells charged from 
lighting plant by means of motor-generators has resulted in the 
last few years in the abolition of about 150,000 primary cells in the 
Post Office service, this change leading to a proportionate saving of 
space, and to a great economy in generating energy and in up-keep. 
Again, the great extent of modern London necessitates a very 
considerable amount of local telegraphic traffic. The number of 


intcr-Metropolitan messages, viz., those from one part of London to. 


another, some time ago amounted to 18,000 per diem. These were 
all re-transmitted at the Central Oflice, for it was obviously 
impossible to provide direct connecting wires between every one 
of some 600 telegraph offices. The Post Office, therefore, deter- 
mined to revert to the system of switching lines through to one 
another as required. 

A special switching board based on telephonic lines was designed 
to meet telegraphic requirements, and a section providing for 138 
lines was fitted up at the Central Telegraph Office and brought into 
use experimentally on November 13th, 1902. Now, any office 
connected to the switch, which wants to communicate with another 
similarly connected, mercly calls the latter, and the switch clerk 
hearing the call simply joins the two lines through in the manner 
adopted for telephonic ser‘ ісе. 


The result has been so satisfactory that the whole of the Metro- 


politan circuits are now being treated in a similar manner, and this 
handling of 18,000 ae twice over each day is about to be 
entirely obv iated. : 

In submarine cable WO the same progress may be noted as in 
other branches of telegraphy. ‘The growth in half a Сене; 18 
represented РА the following tigures :— 


1852 ке с T 87 nautical miles 
1892 . a 139,594 n 
1902  ..  ..  .. 212,94 "- 


and it goes on without interruption. 


* 


Types of submarine cable have in practice not been materially 
changed, with the one exception of the air spaced submarine cable, 
designed for telephone purposes by Mr. Willoughby Smith, one of 
which was laid by the Post Office between Nevin, in North Wales. 
and Newcastle, in Ireland, in the year 1892. The problem of 
devising submarine cables for long-distance telephones, is however, 
still to be solved. The longest telephone cable of the old Paris 
type was laid by the Post Office in the year 1902 for communica- 
tion between London and Brussels. It is 47 knots in length, and 
this is about the practical limit of distance over which satisfactory 
telephonic speech is possible under existing conditions when 
alowance is made for the addition of the connecting land lines, 
and of the local subscribers’ plant. 


(To be concluded.) 


Abstract of Address delivered by J. M. M. Munro, Chairman, to 
the Glasgow Local Section, November 14th, 1908. - 


THE keynote of Mr. Munro’s inaugural address was“ Municipal : 
Trading.” First recalling his attempt, 25 years ago, to establish a 
telephone exchange in Glasgow, .which was not met with favour, he 
proceeded to recount the principal arguments against municipal | 
trading, to the number of fourteen. | Ex-Lord Provost Chisholm 
had defined the limits of legitimate municipal trading approxi- 
mately as follows :—A town ought not to undertake the supply of a 
commodity or convenience unless (1) such service would be bene- 
ficial to the citizens generally—not merely to a section of them ; 
(2) the service partook of the nature of a monopoly; (3) the opera- 
tions in connection with it involved structural interference with 
streets or other public property. 

The Chairman then dealt with the career of the Corporation of 
Glasgow in electrical-municipal trading, as a typical example, com- 
mencing with the installation of electric fire alarms in 1877. There 
are now 239 public and 50 private street fire alarm boxes, and 34 
May-Oatway installations, and an 80-ft. fire escape driven by a 
petrol-electric system is under construction. Time service used to 
be given, but was dropped ; the question of renewing it is under 
consideration. 

The Corporation telephone service was opened in 1901, and now 
has 10,231 subscribers. Mr. Munro hoped that if the Government 
would not extend the period of the telephone licence, it would рау 
such a price for the exchange as would prevent loss to the City. 
“ If во, the citizens will have benefited by their venture." There 
were in April this year 25,224 names in the combined directories. 

The electricity department was opened in 1893 with Waterloo 


Street station, followed by the Port Dundas and Eglinton Toll 


works, and the Kelvinside undertaking was absorbed in 1899; the 
generated output last year (including traction) was over 44 million 
unita. 

The tramways were taken over in 1894, and first electricallv 
operated in 1898. There are now 700 cars and 150 miles of track, 
&nd last year 200 million passengers were carried. The plant 
installed for tramway purposes is rated at 21,800 в.н.р., and the 
electricity department had in May last plant of 19,993 xw., which 
is being supplemented with steam turbo-generators. 

The total consumption of coal last year was 82,623 tons; the Gaa 
Department consumed 680,235 tons, generating nearly 6, 450 million 
cb. ft. The tramway load factor was 41 per cent., and that of the 
electricity department 18:3 per cent.; the coal consumed per 
“useful " unit in the former case was 41 lb., and in the latter 62. 
Mr. Munro calculated that in 1915 the electrical departments would 
consume 200,000 tons of coal, and the gas department 560,000 tons. 

The Chairman then turned to the questions whether the produc- 
tion of electrical energy should be concentrated in the bands of 
one separate department; whether the generating stations should 
be outside the City proper; and whether the City ought to pur- 
chase a coalfield, and he discussed the conditions of working of such a 
department. He had been biased in favour of erecting generating 
plant on a coalfield owned by the Corporation, but had failed to 
convince himself that there would be financial benefit from 
removing the generating stations outside the City. He believed 
that the large power gas engine or gas turbine was sure to come 
into use, and referred to the question whether it would be better to 
transmit gas or electricity to the City. Refuse destructors, peat 
fuel, &c., were also touched upon. 


PHYSICAL SOCIETY. 


AT the meeting held November 10th, 1905, Dr. C. CHRER, F.R.S., 
Vice-President, in the chair, a paper on “ The Question of Tempera- 
ture and Etliciency of Thermal Radiation" was read by Mr. James 
SWINBURNE. It has long been known that various surfaces have 


different emissivities, and it is generally held that at a given tem- 


perature some bodies radiate a larger percentage of their total 
radiation in the form of light. This view is largely based on some 
experiments by Evans and Bottomley. Evans's experiments really 
show that if two filaments А and B of the same area, but of low and 
high emissivities respectively, are run to give the same light, the 
filament a of lower emissivity will give a higher efficiency, and it 
will give a still higher efficiency if run зо as to use the same power 
as B. ‘This is a natural consequence of the different emissivities, 
and does not at all show that a gives a higher efficiency at the same 
temperature as B. Prof. Bottomley's experiments are criticised 

on the ground that he used no photometer, and his reasoning - 
attacked on the ground that he makes the same slip as Evans in 
confusing difference of emissivity with difference of efficiency at the 
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same temperature. It is urged that a body a, at the same tempera- 
ture as.B, cannot give out radiation corresponding to a higher tem- 
perature of B; for if it could, and a and B were enclosed in a per- 
fectly reflecting space, a would heat в іо a higher temperature 
than a. High efficienty or selective emissivity is always sought in 
polished, grey, or white surfaces like flashed filaments, platinum, 
and other metal wires and rare earths. If there were such a thing, 
it should be found not in white but.in black bodies, as a body 
which is a specially good radiator of light when hot, should be 
black when cold. Lummer's curves of the distribution of energy 
for a black body ” and polished platinum are compared, and show 
somewhat higher efticiency for platinum ; but the comparison is 
diticult. The behaviour of flashed lamps and incandescent gas- 
mantles is explained by the difference of emissivity, without any 
need for selective emissivities. 

The SEcRETARY read a letter from Dr. J. T. Воттомгевү, in which 
he stated that he could not see that Mr. Swinburne had made a 
single experiment in support of bis proposition that In the case of 
pure temperature-radiation, the light-efficiency is a function of the 
surface-temperatare only.” Не failed to see that the author had 
worked out any logical proof of the proposition. 

Prof. H. L. CALLENDAR, with regard to the action of incandescent 
mantles, thought the author's theory was reasonable and satisfác- 
tory. 
Мт.Мхлстиск SOLOMON said he did not agree with Mr. Swinburne's 
contention that їп the case of solids there was no such thing as 
selective emissivity, but that all bodies at the same temperature 
radiated light of tne same efficiency. Selective emisaivity existed 
in the case of incandescent vapours, and if it was consistent with 
the laws of thermodynamics in such a case, it could not be incon- 
sistent in the case of an incandescent solid. 

Prof. W. E. AYRTON referred to experiments which he had carried 
out, which tended to show that the temperature of a Bunsen flame 
was lowered by an incandescent mantle. He had also found that 
small pieces of mantle heated in a platinum boat to various tem- 
peratures just below the melting point of platinum never looked 
brighter than the platinum. If, however, a small hole was made in 
the bottom of the boat and coal-gas passed in, the mantle imme- 
diately became brilliant. 

Mr. SwINBURNE, replying to Dr. Bottomley, said that his main 
argument was that he had not made experiments. In the investi- 
gation of a question such as that considered in the paper, it was 
possible to prove much by means of experiment, but it was, also 
possble to attack the problem by thermodynamic reasoning. 

i Мг. T. Н. BLAKESLRY read a Note on Constant-Deviation 
risms." 


THE USE OF GAS FOR POWER AND HEATING. 
By Ernest A. Dowson, A.M.I.M.E., M. J. I. E. 


Abstract of paper rcad before the Birmingham Association of Mecha- 
nical Engineers, April 27th, 1900. 


CoMPARING gas engines and steam engines, the author stated that 
gas engines were рак nearly all the services to which 
the steam engine had previously been applied, one of the causes to 
which this was attributed being that the efficiency of a modern gas 
engine is quite 30 per cent. as compared with 15 per cent. for a 
good steam engine. Another advantage of the gas engine is the 
saving of ground space, as well as fuel, water, and labour, while the 
fact that small gas engines are practically as efficient as large ones 


A. Steam Roiler 
В. Generator 


C. Hydraulic Seal 
For making Оле D Coke Scrubber 
E. Sawdust Scrubber 


} ror Cleaning Gas 
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is of importance in this comparison. Another point in favour of 
gas engines is that there is no loss in transmission to some distance 
from the generator, as compared with the heavy loss in the case of 
steam. 

After comparing the apparatus required in each system, and 
showing the advantages of the gas plant, it was stated that the 
efficiency of the latter had reached 90 per cent., while in steam 
boilers the average efficiency was about 70 per cent., and this was 
seldom reached in the smaller units. 


F. Governor. 


а Regulating Gea: 


FIG. 1.—Srerion тявосон DOWSON GAS PLANT. Ікәвстоа Treg. 


To show the advantage of the gas plant in consumption of fuel, 
a comparison between gas and steam plants of 100 в.н.р. was made, 


in which the former would consume under 1 lb. of coal per B. H.P. - 


hour as against 3 lb. for compound non-condensing steam plant of the 
best type. As showing that in common practice steam plants usually 
consume more than this, reference was made to an investigation made 
by the Birmingham Corporation some years ago in which the actual 
figures ranged from 9:6. to 27:5 lb. per 1.H.P.-hour, the average being 
as high as 18 lb. 

Referring to stand-by losses, these for gas plants were said to 
average under 5 per cent. of the equivalent for steam boilers. 

Further advantages claimed for gas plants were greater sim- 
plicity arid reduction in accessories; absence from danger due to 
high-pressure boilers and mains; installation can be left in un- 
skilled hands, and can be put to work at full power under shorter 
notice than steam, thus being able to cope with unforeseen “ peaks 
owing to fogs, &c. | 

Passing on to the question of fuel gas, the author briefly described 
the chief characteristics of coal gas, coke oven gas, air gas, water 
gas, and semi-water gas, which he described as a combination of 
the above gases, a typical volumetric analysis of Dowson semi-water 
gas being :— 


Hydrogen 18:50 per cent. 
Carbon monoxide m .. 25°25 7 
Marsh gas (CH.) m js 2:00 i 
Carbon dioxide... Ж T 5˙25 5 
Nitrogen... T 49°00 ips 
100:00 » 


The heating value is about 160 B. TH. u. per cb. ft., and the inclusive 
cost per 1,000 cb. ft. from 14d. to 24d. Те sectional diagram 
of & Dowson gas plant (fig. 1) clearly shows the working of the 
system. 

Many installations put down over 20 years ago are said to be. 
still doing good service, showing long working life. At thc. 
Birmingham Small Arms Co.'s Cycle Works, gas plant put down in 
1897 has 8ince been extended, and the old steam plant entirely dis- 
placed. B 

For gas engine purposes, the best fuel is either small anthracite 
peas or ordinary gas coke, but latterly something has been done in 
the way of using ordinary hard, non-Caking, bituminous coals ; but 
the removal of tar in this case necessitates more extensive cleaning 
apparatus, part of which requires power, and there is increased | 
water consumption. | 

After detailing the difficulties to be overcome іп using bitu- 
minous coal in power-gas producers, the author said that, provided 
one had sufficient scrubbers and washers, there was no obstacle to the 
use of such bituminous fuel, and instanced the large plants arranged 
by Dr. Mond, in which the by-products were recovered; even 
in this case that fuel had to be selected which had a fair percentage 
of nitrogen. ` | 

Coming to the suction producer, in which the engine is made to 
draw air through the gencrator and produce exactly the quantity of 
gas required, without the intervention of a gas-holder, reference 
was made to tests showing a working efficiency of 89 per cent., 
quoted by Mr. Dugald Clerk in his “ James Forrest" lecture. 

A sectional view of a Dowson suction gas plant is shown in fig. 2, 
which is fairly self-explanatory. As showing that the power of the 
engine when working on gas of its own suction is not less than when 
the pressure system is employed, the author stated that he had often 
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FIG. 2.—Section through Dowson Gas Plant. Suction Type. . 


e 


changed the engine over from normal working under pressure to 
working by suction alone, without having to ease the load. The 
fuel consumption comes to about 8 lb. of small anthracite per B. H.P. 
hour, such as can be obtained in Birmingham at about 18s. per 
ton, the water required for gas-making and cooling does not exceed 
about 6 pints hourly per в.н.р., while for a 100-в.н.р. plant the 
amount of attendance required only comes to about 2 hours daily, 
for one man. With regard to space occupied, this is roughly about 
half a sq. ft. for each B.H.P. of capacity. 
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In installations of this type, supplying current for electric light r. The'interesting point about this plant lies in the fact that the 


and power, the whole station costs were said to work out at id. ammonia compressors are electrically-driven by means of direct- 
to 24. per unit. | coupled variable speed motors, an arrangement naturally tending 
(To be concluded.) | to extreme compactness and easy manipulation in comparison with 


steam or gas-driven plants; and further, that electric drivingfand 
lighting has been adopted throughout. 


AN  ELECTRICALLY-DRIVEN 
REFRIGERATING PLANT. 


THROUGH the courtesy of Messrs. Aplin & Barrett, Ltd., of Yeovil 
and London, we were recently enabled to inspect a modern cold 
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Fic. 3.—STANDARD ARRANGEMENT, OF CEILING MOTORS | 

WITH SWITCHGEAR. | 

1 


Energy for operating the motors, and for lighting, is purchased 
from Battersea Electricity Department, the power and lighting 
mains (three-wire) being led into the compressor house adjacent. i 
to the main buildings, where the two supplies are metered and led 
Еа. 1.—VIEW OF THE SWITCHBOARD IN THE COMPRESSOR to a main switchboard, fig. ls which controls the whole of the 

House. electrical circuits in the buildings. 

At present two cold storages are in use, each having a capacity | 
of 22,000 cb. ft., the 
refrigeration їп each 
case being obtained by i 
cold air circulation in 
conjunction with ап 
ammonia plant. 

The refrigerating plant 
was supplied by the 
Haslam Foundry and 
Engineering Co, and 
consists of two com- 
pressors of the double- 
acting type, in which, 
the anhydrovs ammonia 
reaches its initial ¢6m- 
pression, subsequently 
being forced through a 
condenser of the evapora- 
tive type into a receiver. . 
From the latter it is 
allowed- to expand and | 


* 


— 


vapourize through suit- 
able expansion valves into 
duplicate pipes leading 
to two cooling batteries 
in the storage, the ex- 
pansion, of course, coin- 
ciding with a big re 4 
duction in temperature i 
of the ammonia. By. 
means of fans the air 
is forced . through the 
cooling batteries into the 
stores and sucked out 
again, through inward and 
outward ducts arranged 


Fic. 2.— VIEW IN THE COMPRESSOR Horvsi on either side. The 
cooling batteries can be 

storage plant which the firm have equipped at Battersea ; th: plant utilised either together ol separately, and for either storage. 
in qui stion 1s utilised for the preservation and storage of р! risbable Fach of the compressors 18 coupled direct to a compound-wound 


produce prior to its distribution to the firm's customers, variable-speed motor, by Newton Bros., Derby, capable of giving 
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30 B. R. P. continuously at the higher speed, the speed variation being 
from 65 to 90 r.p.m., which is obtained by means of shunt regulation. 

The Sturtevant starters and regulators are mounted on the motor 
frames as shown in fig. 4, and the heavy fly-wheel mounted on 
the shaft ensures an exceedingly steady drive. 

The arrangement of the valves of each compressor enables one 
end of the cylinder to be worked on one of the cooling batteries 
and the other end on the second battery, thus making it poseible to 


keep widely different temperatures if necessary in the two stores, 


with one compressor working. | 
_ The cooling batteries consist of galvanised corrugated iron plates, 
arranged in nests, with coils of lap-welded direct-expansion 
ammonia pipes, standing over a wrought-iron brine tank, and the 
whole enclosed by a non-conducting casing. Each cooler is fitted 
with a 30-in. Blackman fan for circulating air, the shafting which 
et the fans being driven from the couplings of the brine pump 
motors. | i 


Fid. 4.— View oF Motor DrRECT COUPLED TO COMPRESSOR, WITH 
STARTING SWITCHGEAR, &c. 


\ 


There аге two sets of brine pumps, each consisting of two 2-in. 
rotary pumps by Messrs. Gwynne & Co., and each coupled at 
either end to a 5-в.н.р. B.T.H. shunt-motor. By means of these 
pumps the brine is circulated over the ammoniz coils and corrugated 
plates above referred to, the cooling effect being produced by the 
expansion of the ammonia in the coils of the battery. The ammonia 
condenser in the yard is of the evaporative type in three sections ; 
each section is provided with independent valves and cocks, so 
that it may be shut off if desired. 

The circulating water is pumped, either from the dock or the 
tank under the condenser, by means of a 2-in. Gwynne centrifugal 
pump coupled to а variable speed B.T.H. motor, situated in the 
compressor house. 

As previously mentioned, the switchboard is situated in the 
compressor house ; it contains two power panels oontrolled by а 
circuit breaker and fitted with positive and negative switch fuses 
for 16 motor circuits; also two panels for the various liehting 
circuits, in which also positive and negative isolating switches 
are fitted to each circuit. 

The wiring throughout is in screwed steel conduit, the conductors 
in all cases being pushed through.” 

At the ends of every length of conduit, suitable insulating bushes 
are employed in order to protect the insulation from rough edges. 
Several 10 and 4-н.р. motors are installed in the main building for 
operating individual machines; the larger motors are fixed to the 
ceilings with the starting and regulating switches on the wall below, 
ав shown in fig. 3, the smaller ones being located under benches; and 
'а 2-H.P. motor is used for operating а box elevator. 

An electrically operated 1-ton lift, of Messrs. A. Smith & Stevens’s 
make, communicates between the various floors; automatic safety 
devices are provided for holding the lift in case of breakage of either 
of the suspension ropes ог of over-travel. The 10-н.р. motor for the 
latter, and, indeed, all the motors are operated on the 460-volt circuit. 

For the lighting of the building, 250 incandescent and 15 B.T.H. 24- 
ampere enclosed arc lamps are provided, the lighting circuits from the 
main board being led to ironclad distribution boxes, which control 
lighting groups. All the distribution boxes are directly earthed. 

The lighting of the cold storage is by means of lamps in oyster 
fittings, each group of four being controlled by a switch. This 
method of lighting is an exceedingly convenient and suitable one 
for the situation, and it may be mentioned that the switches through- 
out the factory portion of the building are of the ironclad pattern. 

Messrs, E. J. Eckersley & Co., of Manchester, were the contractors 
for the electric lighting installation and wiring generally. 

The advantages of electric driving for such work as the above 
cannot be overestimated. Ice making and refrigerating plants are 
generally situated in built-up areas, where compactness, cleanliness 
and freedom from noise are invaluable features; as a matter of 
fact, the exceedingly compact nature of this compressor plant 
precluded our obtaining adequate illustrations of it. The use of 
direct-coupled variable speed motors in this connection is also, 
we believe, somewhat of a novelty. 


The whole of the cold storage plant and electrical installation , 
has been ied out to the specifications and under the supervision 
of Mr. Philip Dawe, A.M.I.C.E, of Westminster; the architect for 
the buildings was Mr. Edgar S. Underwood, of London, Е.С. 


THE ELECTRICAL FROISSART CHRONICLES. 


(With some apologies to Sir John, and more to F. C. G.“) By Ibid. 
No. ПІ.—Тне OLYMPIAN GAMES. 


I wovrD not have you suppose that all the Electricks be 
sad fellows, grey with much study,'and abstract with fervent 
ponderings. For to the Outer Circles it is permitted to have 
what they call a Sense of Humor, if so be that the possessor 
| shall certify that he is takying steps 
to be healed of the same. And this 
Affection doth occasionally break forth 
amongst them, and evidence itself in 
the holding of Fayres or other variety of 
Bencfest, though it is not permitted to 
be shown in their Conversazion. Of 
these is the Fayre which they have 
held їп the great hall of Olympus, 
where divers gods have held sway in 
these later times. Now, whether this 
is a Fayre, or affair or function of the 
Guild, I am not precisely informed ; 
but I have taken careful note of its 
appearance, and of the curious machines 
which therein are displayed, the better 
to decide. | 
Mark then, the hall is laid out as it 
were in streetes of boothes and fenced 
squares, and on these boothes are dis- 
played all manner of magick, as far as a 
man may see; and to. each booth or 
square several learned men, filled with a 
righteous zeal for informing those that 
| | resort there the meaning of the many 
signs and curious implements. And this will seem to 
you a very good undertaking, for thereby even the great 
and powerfnl, and the consultings (which, I am told, is a 
kind of electrick of a most comprehensive ignorance, 
which is kept and instructed at the expense of the rest 
because it hath the gift of eloquence) may come to know 
something of the reason for those things which they see at 
their clubbes and in the streetes, effected by the Electricks. 
To tell of the many wonders that there are shown and 


explayned (and of those that are explayned and not shown) 


needeth a very grete deal of paper ; moreover, many learned 
men have already recorded it. That which can he seen is 
that it is a marvellous fine show of lights and all instruments 
concerning {һе noble patrons of the Guild, whom they call 
consumer. But of these strange coaches which are caused 
to run on iron grooves by various means, either the upper or 
the lower (or penny-rate-in-the-slot) or the push-button, saw 
I nothing at all. | 

Now it is not always that the Electricks which are there 
have sufficient consumers before them to instruct, wherefore, 


_ to while the tedium of their wayting, various sports or games 


are given, as the opening, which is on this wise: They do 
lay out sundry odd boxes, wood, shavings, and the like, and, 
bringing thereto а number of men of greate repute in other 
matters, do cause them to travel at .speed over and around 
the obstacles aforesaid : whensoever they pause for breath, 
it is recorded on a tablet the name of the nearest booth ; and 
the owners thereof are mightily pleased ; without this is never 
a Fayre held. | | | 
At other times they will fetch in from the unexplored regions 
of the North, and the forests of the Mid land, the chiefs of 
the tribes thereabout ; and this can be done without danger, 
for theyre nature is not so wilde as is commonly reported. 
Now, these are of the gretest consumers, and it is theyre 
delight to provide themselves with the instruments most 
suited to the rugged country which they inhabit ; saying, by 
the arc lighting of such a pass shall we confound the raiders 
of a neighbouring tribe; or, an we com accross a bridge 
in a carriage of the Electricks we shall be the sooner over," 
which is a thing not rightly understood in Westminstere. 
Neither do they comprehend here that the grete mill grindeth 
cheper than many little mills ; but these folke understand it. 
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Now, the case of these foreigners exciteth the compassion 
of the learned men who are at the boothes and enclosures 
aforesaid ; and they display a kind forwardness to explain 
to them the virtues of the contrivances displayed on their 
boothes.. It is well to be seen that these learned men, 
wearing themselves in the study and perfecting each of. his 
own: machine, do become, as it were, greatly attached 
thereto ; wherefore they will say, This is, without doubt, 


the best," and so many as are there shown the more the 


mind of the stranger becometh confounded. In guch a case, 
what can he do? He will hie to the nearest of the 
laboratories that are round about, and there he findeth one of 
those Electricks which are called Consultings engaged in a 
-kind of Alchemy. Then he consulteth : “I pray you, what 
is the shrewdest machine for the stewing of Indian herbs ? " 
(or for whatsoever purpose he requireth it) And the Con- 
sulting, privily reading a list which he hath on his tablete, 
counselleth ** Such an one," being the name that first thereon 
appeareth. Whose this is receiveth the reward or prize of 
this game. 

The power of these Consultings in thus awarding the prize 
is evident, and thereby is shown the esteem in which this 
people hold the art of eloquence, for І ат assured that they 
have no other quality. Yet it seemeth strange that they 
should be of the whole Guild enriched and placated for this 
thing alone, seeing that in that land the preachers have but 
small fees, and the Parlements попе at all, and these make 
more noise than any Electrick. Wherefore I am constrained 
to esteem these. people as possessors of the Secret of the 
Guild, and members of the Inner Circle, which accounteth 
for the reverence and fear in which they are held. 


THE SEPARATION OF IRON 
AND FRICTION LOSSES IN DIRECT 
CURRENT MACHINERY. 


Bx Е. HANDLEY PAGE. 


From time to time various methods of determining the 
different losses in direct current machinery have been brought 
eut and many modifications of these methods proposed, some 
special advantage being claimed for each one over preceding 
ones. With the advent of direct-current compensated 
motors, it has become extremely important, owing to the 
wide range of speed variation used, that a quick and easy 
method should be available for finding the iron and friction 
1оззев at different speeds of the motor. For this purpose, 
the two principal ones which have been used until now are 
the well-known * Swinburne” and Hopkinson tests. 

In the “Swinburne test" the motor is run light at 
various excitations, and on correspondingly varying voltages, 
зо a8 to keep the speed constant, and a curve plotted con- 
necting watts input (after deducting all the C*R losses) with 
excitation. This curve, when extended to zero excitation, 


gives the friction loss at the speed at which the motor was 


run. To obtain the friction loss-speed curve, it is necessary 
to carry out several of these tests at different speeds before 
` one can obtain sufficient values of the friction loss. This 
method is, therefore, at once out of the question, on account 
of the length of time involved in taking the tests, although 
the results obtained by it are absolutely reliable. 

For the second method under consideration—due to Kapp 
—two machines are needed, one to act as motor and drive 
the other which is under test. First, by running the motor 
light at different speeds, the total losses of the motor at the 
various speeds are obtained. Secondly, by running the 
motor driving the generator unexcited at different speeds, 
the total losses of the motor plus the friction loss of the 
generator are obtained, and by subtracting the watts input 
viven hy the first test from those given by the second at 
any required speed, the frictional loss at that speed is at 
once determined. To find the iron loss at the different 
speeds, it is necessary to take a third test with the generator 
excited from a constant excitation, and the increase in the 
watts input at any speed is equal to the iron loss in the 
generator at that speed. 


This last method complies better with what is required, 
but, with the test carried out and the results calculated in 
the way indicated above, it ís still а tedious process. This 
has led the writer to employ a slight modification of the 
above test, and this has given excellent resulta. 

For this test, two machines of similar type, size and 


. voltage, are coupled together, and the one run as a motor 


driving the second, which is unexcited. The speed of the 
motor i8 varied by altering the shunt excitation, and simul- 
taneous readings are taken of the armature amperes and 
volts, the excitation and speed. The fields of the two 


machines are now put in series across double the normal 


voltage of one machine, and a second test carried out exactly 
similar to test, No. 1, with the exception that the excitation 
now passes through the fields of the second machine as well 
as the first. From these tests two curves are plotted con- 
necting watts lost (exclusive of C?R losses) with r.p.m. In 
the first test, at any speed in r.p.m., the loss, w, is equal to 
the friction loases of the two machines plus the iron loss in 
the motor. In the second test there are the same losses as 
before plus the additional loss in the generator. Now, as 
the two machines are of the same size, type and voltage, the 
field in both will be approximately the same if the same 
exciting current is flowing through their field coils. This 


Kilowatts loet 


‘sora sap minute 


Fra. 1. 


condition was fulfilled by putting the two fields іп series, 
and consequently in the second test the increased loss is due 
to the iron loss being doubled. Subtracting the results 
obtained by the first test from those given by the second, 
we get the iron loss at any speed of the motor; and, further, 
subtracting the iron loss from the results obtained from No. 1 
test, the friction losses of the two machines are determined. 
If this result be halved, the friction loss of one machine is 
at once obtained, and thus by two simple tests the whole 
separation is effected. 

This result could have been accomplished with the first 
two tests of the Kapp method, for, by using two similar 
machines and subtracting the friction losses of the second 
machine from the no-load losses of the motor at its different 
speeds, the iron losses of the motor are obtained. This 
method will, however, very easily admit of serious errors, 
owing to differences in the friction losses of the two machines. 
This is especially the case when the motor is running at its 
higher speeds, for then the iron loss is small compared with 
the friction loss, and a small error in the latter will cause a 
large percentage error in the former. 

In the first method, even the errors due to differences in 
the fields of the two machines, when both have the same 
exciting current, can be easily eliminated. It is only neces- 
sary, whilst taking the second curve, to place a voltmeter 
across the generator armature terminals, and to read the 
armature volts corresponding to the different excitations. 
The flux in the generator can then be calculated, and a 
curve plotted of iron loss against flux, instead of against 
r. pm. By making a corresponding calculation for the 
motor, it will be at once ascertained whether the two fluxes are 
the same for any given excitation, and, if not, the true 
value of the motor iron loss can be found from the generator 
iron loss curve. 
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In fig. 1 are given curves showing the results of tests on 
a 80-H.P. motor made by the British Electric Plant Co., 
Ltd., of Alloa, Scotland. Curve a shows the total‘ watts 
input (exclusive of C?R loss in armature and field) of the 
motor when driving the uriexcited generator. Curve B gives 
the watts input (after ine the C*R logses as before) in 
the motor when it is driving the generator with the same 
current passing through both generator and motor fields. 
Curve с is obtained by subtracting А from в at several 
different speeds, and gives the iron loss at any speed. Curve 
D gives the friction loss of one machine at different r.p.m., 
and is obtained by plotting half the difference of curves A 
and c against speed. 

The writer's thanks are due to Dr. Breslauer, of the British 
Electric Plant Co., Ltd., for permission to publish the 
resulta obtained by this method. RE 
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USES OF ELECTRICITY IN MINES. 


Tue Cantor lectures delivered by Mr. Н. W. Ravenshaw on May 
15th and 22nd, 1905, before the members of the Society of Arts, and 
printed in the September issue of the Journal of that body, are of 
special valye to electrical engineers interested in the uses of elec- 
tricity in mines. | | 

Some idea of the various classes of machinery in general use 
about collieries, with the type of load and the range of sizés usually 

о 


met with, is given in the following table :— i 
Purpose. Usual sizes. Type of load. 
Winding ... 50 to 2,000 B. H. p. Intermittent, with frequent 
short stops. 


Single rope haulage 5 to 200 B. H. p. Intermittent, with long stops. 
Continuous haulage 15 to 500 в.н.р. Steady. 


Mainandtail haulage 15 to 100 в.н.р. Intermittent, with fairly 
long stops. 

Locomotives 15 to 100 в.н.р. Intermittent, with variable 
stops. 

Coal cutters 20 to 50 в.н.р. Intermittent, with variable 
stops. : 

Creepers 10 to 30 B. H. p. Continuous variable. 

Pumping 5 to 500 в.н.р. Steady. 

Air compressors 20 to 100 B.. . Intermittent. 

Fans... 20 to 200 в.н.р. Steady. 

Screens. 20 to 50 B. H.. Steady. | 

Coal washing 20 to 100 в.н.р. Fairly steady. 

Stamps 885 .. 16 to 100 B. H. p. Steady. 

Crushers... .. 20 to 100 B. H.. Very variable. 


Mr. Ravenshaw deals with most of the items in the above table 
separately. As to winding, he says:—“Steam engines are at 
present almost universally used for winding, many of them being 
of large size, and capable of raising heavy loads at a high speed. 
The character of the load requires rapid acceleration and retarda- 
tion, with extreme accuracy of control The importance of 
accurate control is shown in a diagram (see fig. 1). . . . where an 
engine raises nearly 5 tons of coal in 42 seconds from a depth of 
544 yards. The load attains a speed of 45 miles an hour, and yet it 
only takes 12 seconds to bring it from full speed to rest. This is 
done 500 times a day all the year round with a remarkable freedom 
from accident." 'Then speaking of electric winding engines:— 
©“ Some electrically-driven winding engines have been erected on 
the Continent, and are giving satisfaction; а good many are also 
being erected in this country. For small pits and staples (shafts 
connecting one underground level with another) electrical winding 
engines have been in use for a good many years, and I know of one 
which was put down in 1891, and has been in use ever since. 
Owing to the large amount of power required, and the extreme 
variations of the demand, the large electrical winding engine 
presents one of the most difficult problems that the electrical 
engineer has to deal with." 

The problem is that the engine has to start a heavy weight of, 
say, 9 tons, from rest, raise it 500 yards in 40 seconds, stop for 
15 seconds, and repeat the operation in the reverse direction. 
This means that the engine must give an enormous starting effort, 
and develop from 1,500 to 2,000 н.р. for 30 seconds. It must also 
be capable of absorbing а large proportion of the energy that has 
been put into the load so as to enable an accurate stop to be made 
at the end of its travel. It must be remembered that the moving 

are of great weight, and move at a high velocity, thereby 
increasing the difficulties in acceleration and retardation. . . ... 


Where rapid and economical winding is necessary, it is important 


that the load should be as uniform as possible, and this requirement 
is not obtained when the cages are unbalanced." 

Figs. 1 and 2, which we here reproduce, show the two systems of 
unbalanced and balanced ropes respectively. In the latter case 
the rope is balanced by а tail rope under the cages. With the 
former, again quoting Mr. Ravenshaw. ‘Owing to the great weight 
of the rope the load on the engine is constantly varying; for 
instance, the unbalanced load at starting is the weight of coal to be 
raised plus the weight of rope. When the cages are passing, the 
ropes balance each other, and the load unbalanced is equal to the 

coal being raised. Towards the end of the wind the weight of the 


descending rope predominates and actually overbalances the weight 
of coal. To pes an instance in a particular case, the coal weighed 
three tons and the rope four tons. Ав а result, the load against the 
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engine at starting was seven tons, at the middle of the wind three 

tons, and at the end of the wind an overbalance of one ton was 

tending to drive the engine. This meansan extremely variable load 
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and a tendency to run away at the end of the wind.” By using a 
balance rope, as shown in fig. 2, these objections are overcome, and 
by the use of a heavy balance rope the stresses due to inertia can 
also be partly balanced. This method of balancing is frequently 
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used in this country, and it is doubtful if really fast winding can be 
economically carried out without this or some similar arrangement.” 

Without detracting in any way from what Mr. Ravenshaw has 
said, we may be allowed to point out that it is a mistake to assume 
that fast winding, whether balanced or unbalanced, is really 
economical. Theoretically, the balancing should be arranged to 
overcome the inertia due to the dead weight of the mass to be put 
in motion and accelerated, then to run in balance during the steady 
motion period, and overbalance in the same way as at the start, but. 
negatively, to retard the moving masses. Further, it is more 
economical to wind a heavy load at a low speed than a light one at 
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a high rate of speed, and it can be shown that, for a given output 


+ a stated period, the former will require a less engine than the 
atter. 

In figs. 1 and 2 it is also to be noticed that two loading platforms 
are shown, but it is not to be understood that this is always the 
arrangement with multi-decked cages, though undoubtedly it is the 
best. More often there is only one loading platform, and each 
deck of the cage has to be changed separately by the engine- 
man. The cages are also rested upon cafches or "keps" at the 
surface, and often at the pit bottom as well. Hence, unless keps,” 
which may be removed or withdrawn while the weight of the cage 
is still resting upon them are adopted, the cage has to be slightly 
raised by the engine to allow them to be withdrawn, when the 
engine is again reversed to lower the cage, so that two reversals of 
the engine take place with the changing up of each deck. We may 
refer our readers who wish to go more deeply into the subject, to 
"The Mechanical Engineering of Collieries" by Т: Campbell 
Futers, published by the Colliery Guardian Co., where the question 
is fully discussed. К 

Mr. Ravenshaw has designed an apparatus for taking continuous 
records of the work done by winding engines, and the results of 
tests taken from two large steam winding engines of modern design 
under actual working conditions are shown graphically in figs. 3 
and 4. The former shows “ that with the balanced arrangement а 
much higher rate of acceleration is obtained, steam is on the 
pistons for two-thirds of the running time and the cages are very 
promptly brought to rest. In the unbalanced arrangement, 
although the maximum horse-power developed per ton of coal 
raised is greater, the speed of wind is less, the acceleration and 
retardation are less rapid, and steam is only applied to the pistons 
for one-half of the running time.” 

In neither case were the brakes used for retarding, and it is 
interesting to note the large amount of energy required to stop, 
especially in the case of the balanced load, where the mean pressure 
against the engine rises to 110 lb. per sq. in., a greater indicated 
horse-power, in fact, being developed to stop the load than to raise 
it. The peculiar shape of the power curve is due to the fact that in 
each case when the engine attained a speed of about 40 r.p.m. an 
automatic cut-off came into play. . . . In fig. 3 steam was admitted 
during the whole of the stroke forsix revolutions; it was cut off at 
one-fourth of the stroke for 14 revolutions, and the valves were 
reversed with steam against the load for five revolutions.” The 
diagrams are both interesting and instructive, and show clearly the 
work at present being done by what are considered really “good ” 
steam winding engines in this country. The problem of dynamic 
balancing is to turn the “ negative" work below the zero line into 
“ positive,” and so reduce the extreme variation of the mean 
pressure line, which in an ideal winding engine would be almost a 
strai тё line parallel to the zero line. 


With reference to electrical winding, the lecturer continues:— "^ 


“ Although these diagrams do not bear directly upon the question' 
of electric driving, they are of the greatest importance as showing 
the kind of loád that must be dealt with if rapid winding has to be 
carried out electrically. It will be seen that to apply electrical 
driving to во variable а load, presente considerable difficulties, and 
that if the demand on the supply is to be free from sudden fluctua- 
tions, some method must be adopted for storing up energy during 
the period of no load." The now well-known Ilgner system 
meets the latter condition; it includes a Ward-Leonard motor 
transformer, consisting of а motor connected across the source 
of supply, which drives а heavy fly-wheel to store the energy 
during the period the winding drum is standing, and a con- 
tinuous-current separately excited generator; the winding 
motor is also separately excited, and is supplied with energy 
from the generator, so that any speed can be obtained by 
varying the strength of the fields of the two latter machines. The 
following particulars of the Zollern II. colliery winding engine on 
this principle, may be of interest:—Supply, 520 volts direct 
current ; fly-wheel 124 ft. diameter; weight, 45 tons; maximum 
peripheral speed, 13,600 ft. per minute; revolutions per minute, 
300 to 345. The motor-generator takes 600 amperes to start, and 
After 10 minutes takes 100 amperes light When winding, the primary 
current varies between 250 and 450 amperes; 5 tons of coal are 
raised per wind, the lift of 330 yards being made in 43 seconds; the 
maximum epeed is 1,980 ft. per minute. The periods of rest are as 
long as 45 seconds, against 12 to 15 seconds occupied in some of our 
best collieries. 

| (To be concluded.) 


NEW PATENTS APPLIED FOR. 


«Compiled expressly for this Journal by W. P. Тномрвом & Co., Electrical Patent 
gents, 822, High Holborn, London, W.C., and at Liverpool, to whom all 
inquiries should be addressed. 


93.941. “ Improvements in laying electric conductors." J. Н. C. Вкоокіхо. 
November 13th. | 

23,967. * Momentum engine and electrical self-generation dynamo and 
motor.“ B. C. Pott. November Lith. 

23,208, “Iinprovements in and relating to electrical safety devices for 
guarding against burglary and the like." C. JacoB. November 13th. (Com- 
plete.) 


23,312. „ Improvements in connection with the clectro-deposition of 
copper and other metals.“ S. О. CowrER-CoLESs. November 13th. 

23.313. “Improvements in removing metallic cylinders from mandrels on 
wich they are electrodeposited." S. O. CowrEng-CorEs.. November 13th, 

2. 618. Improvements in connection with mercurial vapour lamps." J. Y. 
Jonssox. (The firin of W. C. Heraeus, Germany.) November 13th. 

23,520. ** Im provenmients relating to sockets for receiving electric lamps, plugs 
and the like.“ К. Милахотох and A. Н. MILLER. November 13th. 


* 


238,328. Improvements in electrical conduit tubing joints." A. Н. Hoar. 
November 14{һ. | i 


23,579. ‘Improvements relating to pendants or like supports for electric 
lamps." H.C.SmirH. November 14th. З І 
23,102. “ Improvements in electric furnaces.’* Р. С1кор. (Date applied for 


under Patents Act, 1901, December 24th, 1904, being date of application in 
France.) November lith. Complete.) ! - 

28,487 ‘‘Improvements in and relating to incandescent electrio lamps." 
Tue British Тномвок-Носвтом Co., Lrp. (The General Electric Co., 


United States. November 15th. 


23,438. “ Improvements in and relating to electric distribution systems." 
THE BnrrisH Тномвох-Носзтох Co., Ltp. (The General Co., United States.) 
November 15th. 


23,440. “Improvements in and relating to electric distribution systems.“ 
THE BRITIsSE THomson-Hovuston Co., тр. (The General Electric Co., United 
States.) November 15th. . 

28,441. “Improvements in and relating to electric railways.“ 
THomson-Hovuston Co., LTD. 
November 16th. 


23,442. “ Improvements in and relating to methods of manufacturing incan- 
descent electric lamps.“ THe Вигтікн Tromson-Hovston Uo., Lrp. (The 
General Electric Co., United States.) November 15th. ` 

23,446. “ Divers’ and miners’ portable and electrical lamp.“ 
and Н. MipGLey. November 15th. 


28,449. “ Electric working of mine shafts." J. SWINBURNE. November löth. 

23,451. “A combined electric and automatic self-locking double railway 
carriage lock and spindle adaptable, final fastener unpickable and burglar- 
proof." Н. TAxLoR. November 15th. 

29,474. “ Improvements in and relating to the electro-deposition of metals, 
alloys, and the like." M. K. D. RoBERTS and E. W. JarrRaAvy. November 15th. 


23,526. Improvements relating to electrical furnaces.” В. PLATSCHICK. 
November 15th. i 


23,547. * An improved method of fixing the grooved casing covers as used for 
the wires in electric lighting." W. Mils and F. T. Paine. November 16th. 


23,553. “Improvements їп electric motors and similar dynamo-electric 
machines." VERITYS, LTD., and P. A. Нікясн. November 16th. 


23,561. “Improvements in electricity, motor- meters. 
November 16th. 


23,569. ‘* Improvements in electric accumulators.” 
апа T. W. ANDERSON. November 16th. 


23,582. “ Improvements in electrical switches.” 
and W. L. Barser. November 16th. 


23,584. “Improvements in electric motor apparatus Applicable to machinery 
of all kinds requiring force.“ T. J. Ножкі, and E. J. RICHARDSON. 
November 16th. 


28,619. ‘* An improvement in microphones.” C. D. ABEL. (Siemens & Halske 
Aktien-Gesellschaft, Germany.) November 16th. (Complete.) 


28,024. ‘‘Improvements in electric circuit-breakers." Тнк FELTES AND 
GUILLEAUME-LAHMEYER-WERKE AKTIEN-GESELLSCHAFT. (Date applied for under 
Patents Act, 1901, December 22nd, 1904, being date of application in Germany.) 
November l6th. (Complete.) 


283,656. Improved top electric rollers for electric stop motion: fram 28.“ 
A. BRoADBENT. November 17th. 

23,661. ‘‘ Improved arrangement for the regulation of speed of compensated 
single-phase motors.“ E. ARNOLD and J. L. La Cour. (Date applied for under 
Patents Act, 1901, November 21st, 1904, being date of application in Germany.) 


THE Витівн 
(The General Electric Co., United States.) 


W. DENTITH 


б. Hooxnax. 
E. BAILEY, W. Pi. x ws 
W. MoG R OCH & Co., LTD., 


November 17th. (Complete.) | 

28, 662. An e ding terminal connection for electric cables and the like.“ 
C. Н. Rosinson. November 17th. 

28,720. Improvements in and relating to transformers and the like.“ A. P. 
ZANI. November 17th. (Complete.) 

23, 722. Improvements in and relating to systams of connections for tele. 


phone offices, with separated plug- service and means for signalling, whether an 
operator is unoccupied or engaged.“ DEUTSCHE TELEPHONWERKE R. STOCK AND 
Co., G. m. b. H. (Date applied for under Patents Act, 1901, November 17th, 
1904, being date of application in Germany.) November 17th. (Complete.) 

23,7388. “Improvements in or relating to commrators and the like.“ H. A. 
Mavor and Mavor & CouLsoN, LTD. November 1 /i. : 


23,751. "Improvements in brush contaets for; electric switches." W. Н. 


Scott. November 17 h. 

23,753. “Improvement in electrical apparatus for regulating clocks." R. J. 
Rupp. November 17th. 

23,756. ‘‘A new or improved junction box for electric cables." Е. W. HiLL. 
November 18th. (Complete.) 

23,888. Improvements in and relating to apparatus for changing the fre- 


uency of alternating electric currente." Tue British Тномвок.Носвтох Co., 


тр. (General Electric Co., United States.) November 18th. 

23,899. ‘Improvement in dynamo-electric machines." THE BRITISH 
ac a Co., Ltp. (General Electric Co., United States.) Novem- 

r 18th. 


PUBLISHED SPECIFICATIQNS. 


Copies of any of these Specifications ma be obtained of Messrs. W. P. 
\ THoMPsON & Co., 822, High Holborn, W. C., and at Liverpool, pries. post 
free, 9d. (in stamps). | 


1905. 


t 
MEANS FOR SUPPLYING AND CUTTING OFF CURRENTS OF HIGH POTENTIAL TO AND 


FR м Сохосстіме LIN ES. Siemens Schuckertwerke G. m. b. H. 16,075. 
August 5th. | 
SAFETY Fuse APPARATUS FOR ELECTRICAL INSTALLATIONS. J. Hartig. 17,800. 


September 2nd. А 


ELEcTRo-MAGNETICALLY CONTROLLED FLUID Pressure Motors. Е. de M. 
Malan. 209. January 4th. 


ELECTRICAL. CONDENSERS. J. Rymer-Jones. 1,136. January 30th. 


CONTROLLER AND BRAKE MECHANISM FOR ELECTRICALLY-DRIVEN Колр VEHICLE. 
В. A. Russell and E. Ford. 1,732. January 28th. 


ELEcTRIC SIGNALLING APPARATUS. -Evershed & Vignoles, Ltd., and 8. Evershed. 
3,076. February 14th. 


ELECTRICAL SwircHES. E. Tyer. 8,965. February 16th. 


ELECTRICALLY OPERATED TUBES OR BULBS CONTAINING RAREFIED Gas OR VAPOUR. 
F. W. Howorth. (The Moore Electrical Co.) 5,866. March 20th. 
ELECTRIC Lamps For ILLUMINATING TIME PIECES AND FOR OTHER Usks. 

Vickery. 6,053. March 22nd. 

Gas PROOF AND DISCONNECTING PLUG FOR ELECTRICAL SWITCHES. 
8.127. April 17th. 

TELEPHONE Мостн Pieces. R., Knoll. 12,406. June 15th. 

ELECTRIC DRILLS. A. J. Boult. (W. O. Duntley.) 13,093. June 24th. 

METHOD OF, AND MEANS Fon, SUPPLYING CURRENT TO BRANCH STATIONS or TFI- 
PHONE EXCHANGES. Siemens Bros. & Co., Ltd. (Siemens & Halske Akt.“ 
Ges.) 13,586. July Ist. 

APPARATUS FOR ELECTRIC WELDING. 
Со.) 14,780. July 18th. 

Есків.к ELECTRIC Cvt-Outs. British Thomson-Houston Co., Ltd. 
Electric Co.) 402. January 9th. И 
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THE BOARD ОЕ TRADE AND OVER- 
HEAD MAINS. 


So much misapprehension exists, we believe, with regard to 
the use of overhead mains at high pressure in this country, 
and the attitude of the Board of Trade towards it, that we 
have thought it advisable to collect some information on the 
matter for the benefit of our readers. In view of the work 
which has already been carried out in this connection, and the 
proposals described in our last issue, the importance of the sub- 
ject cannot be ignored. It is only within recent years, how- 
ever, that it has come to the front, the first definite instance 
of powers being sought to carry such lines over public 
roads, &c., beiug found in the case of the Gloucestershire Elec- 
trie Power Co., which was formed іп 1902 to generate and dis- 
tribute electrical energy for motive power in part of the 
county named; but high pressure overhead lines had 
previously been used on private property. ` 

Very special reasons depending upon the local conditions 
rendered the use of overhead mains essential to the success 
of this undertaking ; the area scheduled was conveniently 
arranged for supply, the works from which а demand was 
anticipated being distributed along narrow valleys, but 
cheapness was a sine quà non, and it was found impossible 
to quote low enough rates: with underground cables, which 
cost twice as much as overhead mains. Moreover, the 
visible presence of the overhead lines would constitute an 
excellent advertisement, and it would be possible to put 
up light and inexpensive lines at first, which could after- 
wards be replaced by heavier cables, whereas the high cost of 
laying underground cables renders it imperative to put in 
heavy sections from the start. In fact, the true ratio of 
cost, for the first two or three years, would have been more 
like 5 to 1 than 2 tol. 

Mr. G. L. Addenbrooke, engineer to the company, 
approached the Board of Trade on the matter, furnishing 
full particulars of the scheme; the Board required full 
details and proof that the cost of underground mains 
would be prohibitive, as well as proof that the commercial 
importance of the scheme justified the use of high pressure. 
It was proposed that the best Continental practice should be 
followed. The provision of a separate low-pressure distributing 
system was considered, but was found to be too costly, 
involving twice as much overhead work, and increasing Ње 
cost, of supply over a distance of only half a mile by no less 
than £1 per annum per kilowatt. The company represented 
that opposition to the use of overhead wires on the part of 
the Government would be impolitic, and would be the cause 
of great loss to the country. Nevertheless, it was not until 
July, 1903, that the sanction to use overhead wires was 
given, and then only for sparsely populated districts. It is 
important to note here that at no time was the somewhat 
hostile, or at any rate discouraging, attitude of the Board of 
Trade dud to the advice of its technical staff, which was dis- 
tinctly favourable to the scheme. The real difficulty 
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lay in disturbing a long-established ruling. The very fact 
that no attempt had been made to get this ruling altered 
made it more difficult to established a precedent for high- 
pressure overhead conductors. : 

However, thanks in the first instance to the efforts of the 
company above named, the attitude of the Board has beén 
greatly modified, and although it retains a strong preference 
for underground mains—and rightly so, where the condi- 
tions are suitable—since 1903 it has sanctioned several 
other schemes involving the use of overhead mains. 
Inquiries made of the various undertakers, which have been 
most courteously answered, have elicited the following 
facts N 

No difficulty has been met with in obtaining sanetion for 
overhead transmission at high pressure. On the contrary, 
every facility has been granted. In each case the full 
voltage asked for (up to 30, 000 volts) was allowed, and, 
while details of construction have been closely examined, 
criticised, and in some cases amended, in no case were the 
designs for the overhead work objected to by the Board. 

The projects sanctioned include lines up to 24 miles in 
length, and powers of 6,000 and 8,000 н.р. 

No delay in carrying ot) the work has been caused by the 
action of the Board of Trade, and very little by that of the 
local authorities. 

As regards wayleaves—perhaps the most delicate matter— 
as a rule bùt little difficulty has been experienced; but some 
landowners have refused permission to take the mains over 
their property, thus necessitating deviations from the route 
first contemplated, and others, especially in agricultural 
districts, have imposed conditions and restrictions, which in 
some cases have even rendered the use of underground mains 
preferable. | 

In each case provision is made to prevent people from 
climbing the poles, such as barbed wire or spiked collars, and 
danger notices. Cages are used to prevent wires from falling 
where the lines cross roads, railways, &c., and such crossings 
are avoided where possible. Guards are also used to catch 
the conductors in case of failure of the insulators. The 
work is in every case of the highest class, and the route will 
be patrolled continually. 

It is clear, therefore, that the use of overhead high- 
pressure mains in this country has now left the abstract and 
entered the concrete stage, with the full approval of the 
governmental authorities. Attention may be drawn to the 
articles which appear on other pages of this issue in 
ilustration of this fact. While, as we are informed by 
one of the most competent authorities, it is more than 
questionable whether overhead transmission will be adopted 
for permanent use in this country—except, of course, in 
mountainous districts such as that of the North Wales 
Power and Traction Co., Ltd.—there is no doubt that in 
the early stages of a power distribution undertaking, when 
the turn-over is small, and the capital charges of great con- 
sequence, the low first cost of the overhead construction is а 
strong point in its favour. To this must be added the 
advantages mentioned at the commencement of this article, 
which render the system peculiarly well suited for the 
purpose of ** prospecting," testing the demand of a district, 
and attracting inquiries from possible customers. 

Especial interest attaches to the question in view of the 
proposal to transmit electrica] energy to London from 
Nt. Neots. In this case the circumstances are exceptional. 
The primary transmission will be carried out at a pressure 
of not less than 20,000, and probably 30,000 volta, rendering 
the use of underground cables out of the question. But here 


the transmission line will be carried for almost the whole 


distance on a private right of way, and thus a great part of 
the difficulty will be solved from the start. In this con- 
nection it is interesting to note that in the United States, 
where California has hitherto held the lead with regard to 
long transmissions (the chief lines being 142 and 147 miles 
long, and minor lines no less than 282 miles), the State of 
New York, according to the Electrical Review of New York, 
is about to oceupy the premier position. Power from 
Niagara will shortly be available at Syracuse, 145 miles 
distant in а direct, line, and may be carried further to Utica 
or Albany. The Falls of St. Lawrence are also available, 
at similar distances, and ere long New York itself may be 
supplied from one or other of these sources. 


PERHAPS owing to an impetus from 
the pushful ha'penny morning papers, 
our revered and old-established contem- 
porary of Shoe Lane—the Standard— 
seems to have taken on a new lease of life, and shows 
unaccustomed energy and go-a-headness, where of old one 
looked for stodgy respectability and ten-day-old news. Its 
Commercial Page" has now become one of considerable 
usefulness, not least by reason of the special articles by 
Special writers, to be found thereon; and we shall have 
occasion to call the attention of our readers to more than 
one of these articles, and the subjects to which they refer. 

For instance, the Standard points out in a recent issue 
the essential features of an Act passed during the present 
year for the purpose of throwing upon railway companies 
the burden of compensation for damage done to crops, 
fences, or other agricultural properties by means of sparks 
or cinders from passing locomotives, though one would fee) 
tempted to consider our contemporary to be biased in favour 
of the agriculturist from the naive way in which it speaks of 
the law as being “altered for the benefit" of large numbers 
of persons at present unaware of the change. 

We do not propose to argue all the pros and cons of this 
Act or its probable results. Doubtless, many farmers, 
especially of the poorer and smaller class, have suffered 
very much from loss of hay crops or damage to fences, &c., 
in this way, and that, probably, from no special fault or 
neglect of their own. But it is no argument to say that the 
railway company is better able to bear the cost, and should, 
therefore, be called upon to do so. If the same thing is to 
be said with regard to other conceivable causes of complaint 
(e.g., noise due to escape of steam, excessive shunting, &c.), 
our railway companies may as well resign themselves, not 
merely to the absolute loss of dividends hardly enough earned 
as itis, but even to the possibility of stopping altogether 
rather than be shot at by all and sundry. 

Even if the new Act limits claims to amounts under £100, 
it opens the door to another prolific system of spending 
money in fighting or settling claims perhaps not always well- 
founded ; and a possible sequence may be demands from the 
public for protection in other ways and in other directions. 

So faras the railway companies are concerned, it should 
make them consider still more seriously the adoption of 
electric services to replace steam traction, wherever this is at 
all possible. | 

Опе cannot, unfortunately, lay down the general principle 
that the steam trains and lines most likely to create mischief in 
this way are just those which can be soonest and most easily 
replaced by electric services. Any observant traveller wall 
be able to say that the worst offenders in the matter of cinder 
and spark throwing are the big express passenger and goods 
engines on the long-distance trains, which admittedly will 
be the last to suffer abolition in favour of electric cars. 
There may, however, be something in the theory that near- 
ness to towns and cities makes the subarban farmer more 
inclined to exact his full rights than the (presumably) more 
unsophisticated countryman. In any event, the railway 
companies should look forward to avoiding trouble in this 
way along their electrified suburban lines; and as for the 
main lines and long-distance traffic, they must—until such 
time as these can be profitably converted—see to it that the 
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best mechanical contrivances are used to prevent sparks and 
cinders being thrown out of the locomotive chimneys. 

There is, besides all this, an additional indirect result of 
the new Act which we fear may have some effect on 
electric power supply. Most generating stations would 
like to be in the position of having statutory authority to 
make smoke or vibration if they do it in a reasonable way 
in the conduct of their business, and after taking reason- 
able precautions against such a contingency, or, to put it in 
another way, they do not want to be indicted by reason of 
possible smoke or vibration. If this new Act represente a 
tendency in legislation, there is not much hope that gene- 
rating stations will have more consideration than railways. 
One cannot, however, generalise about them, as their 
individual rights and powers may vary considerably. It is 


enough to point out the bearing of ithe new Act, both 


direct and indirect. 


Іт is often very difficult to get men 
to think alike on mere physical matters 
such as the relation of heat and tem- 
perature. When a brisk fire is burned on a grate, there 
is an appearance of higher temperature than when the 
fire is burning slowly. So long as the weight of air 
passed through the furnace per pound of fuel is alike 
in either case, the temperature should. be identical ; 
but no fire can burn without losing heat by radiation, and a 
very small fire loses heat to a greater proportion of its total 
generated heat than does the larger fire, so that the 
temperature of the former is actually reduced to some 
extent. 

In the case of independently fired superheaters, entirely 
useless attempts are made to protect the small tubes of 
uncontrolled superheaters by the use of smaller fires. Now 
the effect of this is that in the first place, the first tubes of the 


Heat and 
Temperature. 


superheater are still exposed to practically the full temperature, 


and perish. Secondly, that the small fire produces an in- 
sufficient quantity of heat to supply the desired temperature 
to the steam. As а result of this dilemma, we find super- 


heater makers compelled to use the larger fires in order to 


obtain quantity of heat, while they admit double and treble 
the necessary volume of air in order to moderate the tem- 
perature so that the earlier tubes may not burn ont. 
But this large excess of air carries with it an 
equally large amount of waste heat, for the final 
temperature of the gas cannot be less than, perhaps, 700° Е. 
Consequently the waste heat is very great, and its 
temperature is not such as to make it very useful in a feed 
heater. The common type of superheater cannot avoid these 
difficulties. If a given degree of superheat is to be secured, 
there must be so much coal burned, and во much excess of 
air employed to prevent danger to the tubes. This explains 
why, with superheat, an engine may show 20 per cent. 
economy, and only 5 per cent. may show in the coal heap. 
Obviously, therefore, if the engine economy of superheat is to 
be secured at the coal heap also, the furnace efficiency of the 
superheater must be equal to that of the boilers. "There 
must be no unscientific admission of useless cold air. In 
order to render this possible, the high temperature of the 
gases must be toned down by absorbing their heat by water 
tubes placed between the furnace and the superheater, and 
the tempered gases from a large fire may then be poured 
through the superheater. 

~ The water control pipes of а controllable super- 
heater, which are contained inside the superheater pipes, 
then serve for the temperature control element of the super- 
heated steam. In this way a separately-fired superheateT 


may have a large fire, во that there is plenty of low temperature 
(1,400? to 1,6009) heat available for superheating, and yet 
none of its heat is wasted in heating an avoidable excess 
of air. By these means the engine economy due to super- 
heat is extended to the coal heap, and only in this way 
can it possibly be made to do so. 

The whole problem is one of clearly distinguishing between 
quantity of heat and temperature or intensity. Unless 
and until engineers are willing to distinguish more accu- 
rately between heat and temperature and all that this means 
in reference to rates of combustion and quantities of fuel, 
there can be no really sound appreciation of what superheat 
can do, nor of how it can be produced and controlled. The 
problem is simple enough if the principles of heat are clearly 
grasped. 


* 


WE recently received, and also saw pub- 
lished in a trade journal, a report of a 
most ignorant and audacious character upon the merits 
of a certain perpetual motion machine whose fallacies we 
ourselves exposed in 1901; and this report was signed by an 


individual who appended to his name the sacred letters 
„M. I. C. E.“ | 


Aghast at this, to us, profane association, we examined 
the list of members of the Institution of Civil Engineers for 
the past 20 years, but could find no indication that the 
individual in question had ever been a member of the 
Institution. Under the circumstances, we thought it 
desirable that the attention of the Council should be drawn 
to the matter, with a view to visiting with condign punish- 
ment the unauthorised use of the letters. We were 
astonished to find, however, that the utmost action likely to 
be taken was to demand an explanation, and that, if an 
apology were forthcoming, the incident would close with a 
mild injunction not to do it again ! | 

We have from time to time deplored the sleepiness of the 
Council of the Institution of Electrical Engineers in matters 
affecting the interests of the profession; and it is dis- 
heartening to find that even the Civil Engineers seem also 
blind to the importance of upholding the dignity and honour 
attaching to membership of their world-famous Institution. 
The policy of laissez-faire, in this as in so many other 
matters, has seized upon our leaders, and, as the Prince of 
Wales so clearly pointed out in his famous * Wake up, 
England! speech, it ів sapping the energy of the nation. 
Would that we could suggest a remedy. 


In Dreamland. 


PROTESTING against the oft-recurring 
baseless suggestions, generally originating 
in the imagination of an irresponsible 
reporter, that such and such a fire was “due to electric | 
wires fusing,” isa weary and, perhaps, unprofitable task. It 
is with pleasure, therefore, that we turn to a brighter aspect 
of the fire risk question. Our readers will remember that in 
the disastrous accident which took place on the Great 
Eastern Railway at Witham, on September 1st, one of the 
coaches was destroyed by fire. 

The report of Lieut.-Col. V. G. von Donop to the 
Railway Department of the Board of Trade has just been 
published, and it is interesting to observe that the inspector 
calls attention to the fact that the fire was due to the ignition 
of gas, which was used for lighting the train. The danger 
of an excruciatingly painful death by fire is one of the most 
awful risks attendant upon personal injury in a railway 
accident, and it is not to be wondered at, therefore, that the 
inspector points out the desirability of adopting some other 
mode of illumination, such as electricity. 

As a matter of fact, electricity is absolutely the only safe 
means of electrically lighting a railway train, and now that 
such excellent systems are available for applying it, there is 
no excuse for the use of any other illuminating agent. We 
look forward to the time when the Government will make 
its adoption compulsory, and thereby improve the lighting, 
reduce the cost, and abolish this horrible danger. 


D 


Electricity and 
Fire Risks. 
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ELECTRIC CARS AT OLYMPIA. 
[COMMUNICATED. ] 


Ат the recent Exhibition of motor-cars at Olympia, 
London, there were some hundreds of petrol and 
steam cars shown, but the electric cars did not number 
twenty in all. The reasons for this are not quite 
clear, but one obvious cause and reason why electric 
cars have not made more headway, particularly in this 
country, is. the difficulty of getting a re-charge, a difficulty 
considerably increased by the absurd and ludicrous action 
of our Board of Trade in allowing the hundred and more 
different voltages and systems now in use, instead of the 
Standard or standards of voltages as adopted in other countries. 
This error has acted to the detriment of English electrical 
engineering, and more than any other cause has put 
this old grandmotherly, decaying and unemployed country 
into the position it now holds as a fourth-rate field 
for electrical enterprise, only kept alive by, the 


devotion and energy of the men who have had to live. 


with it. | | 

Quite recently the Chief Commissioner of Works has been 
good enough to open a rift in the clouds, and to allow elec- 
trical vehicles the privilege, over petrol cars, of running. in 
the Royal Parks during all hours—a privilege which they 
have earned by the marvellous comfort, freedom from smell 


Fico. 1. KRIRMEn Course. 


Fic. 2.—KRIEGER VICTORIA. 


and vibration, and other advantages they undoubtedly and 
admittedly possess. 

The electrical cars exhibited at Olympia this year, as may 
be easily understood, do not show any great advances over 


Fic. 3.—OpPERMANN ELECTRIC LANDAULETTE. 


the cars exhibited last year; it is simply a question of demand 
and supply. 

The electric landaulette of the Electromobile Co., Ltd., of 
Curzon Street, London, is well known and ів an almost perfect 
car. This company exhibited several of these really beautiful 
carriages, as well as a cbassis, showing motor, battery, &c. 
Those who have ridden in these cars can testify to their 

i excellent running qualities and ease 
of control, but they are heavy— 
nearly 2 tons, complete—and are 
proportionately costly in upkeep. 
The company has not apparently 
made any progress towards  pro- 
viding a reliable, light and com- 
paratively inexpensive car suitable 
for the many. The company now 
fit their landaulettes with ап 
4-H.P. electric motor (speed 1,500 
r.p.m.), in place of their earlier 
practice of a 4-11.P. motor, to provide 
the additional power required for 
the increase of speed from 14 to 
20 miles, allowed under the Motor- 
Car Act of 1904. The motor 
beiug of larger size, has necessitated 
а new arrangement for suspension 
and buffersprings. Imitation being 
the sincerest form of  flattery, it 
says much for the Electromobile 
Co.'s landaulette, that the makers 
of petrol landaulettes have almost 
exactly copied their design in many 
of ita features, mcluding the scolloped 
front dash, &c. 

This company make their battery 
on the car about 33 per cent. of 
the total weight ; theoreticallv, this 
is the most economical proportion 
of carriage, battery and load. 

The Electromobile Co. apparently 
not finding sufficient outlet for 
their electric carriages are making 
petrol cars, as other electrical firms 
are doing ; of course, under more 
favourable conditions as to charging 
their batteries, they, like the pro- 
verbial cobbler, would probably 
have stuck to their last, and have 
expanded their electric — carriage 
business. 

The Kricrer Electric Carriage 
Syndicate, Ltd., of 8, Victoria Street, 
Westminster, had а most attractive 
show of electric earriages, and, as ia 
well known, the Kriéger system is 
one of the oldest, for the firm 
were amongst the first in the field to make electric carriages. 
The illustrations show two of their exhibits, and as will be 
seen the front wheels are of smaller diameter than the 
rear wheels; the front wheel drive allows of this, but it is 


= 
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of doubtful advantage asthe upkeep of tires may be greater, 
and the different sizes must be somewhat inconvenient. 

These carriages are also weighty, and their upkeep costly ; 
on the other hand, they run perfectly smoothly, and are 
luxuriously comfortable. 

Two electric motors are used, each gearing into one of 
the two front wheels by means of a pinion and an internal 
toothed wheel. These motors are supported by a flexible 
spring fixed radially to the axle, giving an easy drive and 
softening the shocks of starting and stopping. The battery 
consists of 44 Fulmen cells of 180 ampere-hours capacity, and 
weighs about 13 cwt., the weight of the carriage with battery 
being about 30 cwt., and the stated run for one charge, 
30 to 40 miles. The Kriéger system of control has the 
advantage of recuperation at 40 volta (batteries in parallel), 
and also at 80 volts (batteries in series), 

The Carl Oppermann Electric 
Carriage Co., Ltd, of Underhill 
Street, Camden Town, N.W., ex- 
hibited а new form of chassis, which 
we illustrate, together with & com- 
plete electric landaulette. It will 
be remembered that the Opper- 
mann Co. has for some years fitted a 
worm wheel drive to their carriages, 
but this has now been superseded 
by the more efficient chain drive, 
with an advantage of approximately 
10 per cent. saving in the battery 


power. 
The new features of this 
chassis are the method of 


suspending the battery in two 

trays and of driving from the motor 

in or near the front. by means of Renold’s saw-tooth 
chain on to a live back axle; gear ratio about 8 to 1°1. 
The motor, of the four-pole enclosed type with laminated fields, 
is rated by the Oppermann Co. at 6 н.р. at 700 r.p.m. ; it 
has a single commutator with two carbon brushes. The 
battery consists of 44 cells of the A.B.C. pasted plate type, 
and weighs about 12 cwt. The controller is much 
simplified and reduced in size, but the advantage of making 
this small, taking into consideration the heavy current dealt 
with, often 100 amperes at 80 volts, is doubtful, and Messrs. 
Oppermann may find trouble at this point. Tbe whole 
arrangement of chassis is most workmanlike, and the design 
of the carriage and its running qualities are excellent. 


(To be concluded.) 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished unless weYhawe the writer's name and address in our possession. 


Slovenly Business Methods. 


I should like to call the attention of those of your readers 
who are connected with manufacturing firms to an oversight 
which occurs on the part of their clerical staff. For some 
time past it bas been the practise of many firms, when 
addressing letters and invoices, to address them blankly as 
Corporation, . In my own case, letters and 
invoices are daily being received addressed in this way. At 
present there are about one dozen different departments 
of the Corporation, with offices in various parts of the town, 
and, consequently, when letters are received addressed like 
this, they have to filter their way through the various 
departments, from the town clerk’s office, till they reach the 
right one. This process often occupies a week, and the 
delay is solely due to the senders. As there are so many 
firms who permit their letters to be sent out in this way; it 
would be impossible to write each of them a separate letter, 
pointing out the inconvenience of such a course. 


Borough Electrical Engineer. 


Overhead Construction. 


With the rest of the world, I was not astonished to find 
in your issue of November 17th an article which discourages 
belief in certain statements of fact which I had the honour 
to submit in a previous issue for the consideration of your 
readers. | 

In order to recall my position to the memories of your 
readers, I may be allowed to quote the sentence which opens 
that portion of the article to which “ А J.ineman” takes 
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exception :—“ The greatest part of the maintenance of over- 
head work is directly due to circular wire, just as the life 
of the rails hitherto has been that of the joints, those pointe 
of fatal weakness. Until a perfectly smooth path is 
provided for the trolley-wheels by the removal of the ear 
from contact with them, the heavy depreciation of the 
trolley wires at every point of suspeusion will continue, and 
this must be во for so long as ears are soldered directly on 
to the circular wire. Figure-8 wire would be the salvation of 
many a line in England, and the difficulties of erection are 
traditional only." 

Now, the proposition of a perfectly smooth path being 
that which will cause the least possible wear both to itself 
and to that which moves over it, sounds reasonable enough 
as а general proposition, and quite apart from, tramways, 
but * Lineman " says that the case of the trolley wheel 
running over the troley wire is different, that, in fact, the 
least wear occurs when the wire is “ protected " by a break in 
its smooth regularity at every point of suspension. Neither 
he nor anyone else disputes that a mechanical ear cannot be 
applied to circular wire without enlarging the section of the 
path of the trolley-wheel, and he says that his experience 
proves how injurious it is to try to prevent this. For 
instance, when a deep grooved ear which became badly 
worn in corrugated fashion " was replaced by the best type 
of shallow-grooved soldered ear, the wire under the ear being 
unprotected by. the lips of the deep-grooved ear “ rapidly 
disappeared ! Finally, grooved wire superseded the circular 
wire, “апа the results are no more satisfactory." ‘ Lineman ” 
ridicules the explanation of all this trouble which his brother . 
lineman gives, as quoted ia my article, and puts it all down 
to the pitching of the cars: “ The actual cause of the wear 
is due neither to ‘arcing’ nor ‘bumping’ of the kind sug- 
gested by Mr. Tweedy. . . . The trolley pitches with the 
car, and at the rigid span the trolley wire suffers. . . .” 

Let us consider these very positive statements. In 
the first place, one does not look for the trolley wire to 
be worn dangerously where it is clasped by a deep-grooved 
ear, until the lips themselves are worn through, except in the 
case of arcing wear, as explained below, but one does 
look for wear with considerable certainty where the wire 
leaves the ear. A bump occurs as the wheel hits the larger 
section or drops on to the smaller, and an arc may occur at 
the same instant. Nobody complains that, wires break under 
the ears, but that they snap off at the ends. 

The corrugations on the under side of the wire in a decp- 
grooved ear have met with little or no public mention, but 
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they provide an interesting subject for study, and for specn- 
lation as to their true cause. It was Dudgeon again who 
brought this phenomenon under my notice, and I am inclined 
to account for it by assuming that the stiff but springy 
trolley-pole is set vibrating at the sharp impact of the wheel 
against the leading end of the ear, and consequently the 
pressure of the wheel against the wire is caused to fluctuate, 
so producing crests and hollows in the metal. Probably 
this happens only with deep-grooved ears, which present a 
comparatively deep step for the wheel to jump, or with 
shallow-grooved ears from which the end clips have not been 
removed either purposely or by wear, and the possibility of 
the suggestion being correct is heightened by the observation 
that the amplitude of the waves increases constantly from 
the end towards the centre of the ear. 

A perfectly smooth path for the wheel, such as would be 
presented by figure-8 wire, does away with the cause and the 
effect of this bumping wear. 

No shallow grooved ear in use to-day was so dimensioned 
when new that it did not overhang the vertical tangents to 
the circle of the wire, and it is to that fact that we must 
look for an explanation of the rapid disappearance of which 
“ Lineman writes. It is that which brings about the 
arcing style of wear, so christened by Dudgeon. Directly 


the trolley wheel meets the lips of the ear it is thrown out 


of contact with the half circumference of the wire, and has 
to exchange a comparatively good contact for two points on 
the flanges. On an wp grade, when heavy currents are 
demanded by the cars, this contact is not sufficient, and 
destruction of the under surface of the trolley wire follows. 

Corroborative evidence is given by the ears on the down- 


grade of the same hill, for nothing but **bumping " wear 


occurs there as no current is drawn. On one hill, therefore, 
the life of the ears on the up-grade may be measured in 
months, as against years for those on the down wire. An 
interesting and helpful fact in connection with this is that 
the clips at the ends of shallow ears disappear by degrees 
on the up wire of a hill, but remain on the down wire. 
Arcing removes them in the first case, and finally produces 
a smooth path for the wheel, but not until the wire has been 
reduced seriously, while“ bumping " without arcing on the 
down line has little effect on the obstructions, but causes 
corrugations on the wire itself instead of on the ear, as 
would be the case if deep grooved ears were used. 

Besides circular section wire, we have in England what is 
called the grooved section, and the true figure-8 section. 
As you pointed out in that part of your description of the 
Tramway Exhibition which appeared on August 11th, there 
is all the difference between these sections when considered 
with relation to the trolley wheel, and І am quite prepared 
to believe “ Lineman " when he says that the wear under 
the ears was a8 bad with grooved wire as with circular wire 
held by shallow ears. If figure-8 wire had been used this 
wear would have vanished, for there would have been no 
projections beyond the section of the lower bulb to impede 
the smooth path of the wheel. 

From what I have said it will be fairly evident that ** the 
cause of the wear is vot the same on up-hills as on down- 
hills and levels." 

I have just received a letter from Mr. Dudgeon, from 
which J trust you will allow me to make lengthy extracts, 
for then anything further from me will be unnecessary, as 
he deuls with the outstanding points in such & practical 
and careful manner. I should like to say that I was not 
prepared for his statement that there is no difference between 
rigid and flexible suspensions, so far as rate of wear of the 
trolley wire is concerned. With the majority of people who 
have any opinion at all on the subject, I have held that 
span-wire suspension is the best ; but, in view of the measure- 
ments taken by Mr. Dudgeon, I am prepared. to modify my 
views, and shall await with curiosity the results of similar 
measurements which the present correspondence may stimu- 
late your readers to take. It will surprise many to learn 
that great differences in the pressure of the trolley wheel 
against a wire Which is truly central to the track have little 
or no effect either way on the wear of the wire. That is not 
to say that normal pressures in excess of 18 to 25 lb., 
according to circumstances, need not be avoided. Probably 
on those few lines where the trolley wheel: has а path of 
equal section throughout, little notice need be taken of 


trolley pressure so long as it does not fall below a certain 
minimum, but wherever there are ears to be bumped, and 
larger sections every 40 yards to give smaller contact, the 
pressure should be regulated carefully. 

Mr. Dudgeon says, If anyone cares to put my notes on 
wear, as incorporated in your article, to the test, ib may 
trouble him to dispute them. ‘ Lineman’ has not, for he 
says offhand that the trolley wheel makes more contact at 
the ears than on the free wires. "That is precisely what 
most people would say before they tried it. He does not 
realise what I meant by ‘ rigid suspension,’ for he goes under 


a low railway bridge to find an example; but the condibions 
there are essentially different from those on the road with the 


trolley pole at the usual tension." 

He goes to some trouble to explain about an ear that 
“fulfils my ideal but was found wanting.” In it you have 
doubtless recognised the shallow-grooved ear mentioned in 
your article. The lugs on the ends were not designed to be 
filed off; as ‘ Lineman’ says, but even if they were, the ear 
would not fulfil the conditions 1 laid down, for though it is 
only sweated on the top half of the wire, the sides are con- 
siderably wider, say, ear } in., wire ‚ñ, in. These sides foul 
the wheel. 

„The above are the grounds on which J.ineman’ dis- 
putes my theory. Now we shall see how his stands when 
looked into from the top of a tower wagon on a system older 
than Glasgow, and using different types of cara on different 
routes where nearly every known style of ear is to be found, 
where there are bracket arms (rigid and flexible suspensions), 
span wires, swivel and fixed trolley heads, plenty of hills and 
very low bridges. . . My proof that the rigidity of the 
trolley wire does not appreciably affect the wear is found in 
careful measurement with a micrometer. It is necessary to 
take the measurements on a straight road, for if there is 
the least curve and the wires are out of alignment with the 
track another factor comes in, as I explained in my original 


letter. | 
TABLE I. 


am ——M—À 


Diameter 4 in. 


Diameter 4in. | Diameter 


Location. 


from ear. between ears. from next ear. 
Bath Hill, “ up" 308 in. :307 in. 3085 in. 
Bath Hill, down " 320 in. 322 in. 320 in. 


“ The spans were tight, and there was practically as much 
rigidity 4 in. from the ears as directly under them, yet the 
greatest difference is only ууу in. after five years’ hard 
wear." 

The following measurements were taken from wires held 
very rigidly under troughing below a bridge, where the avail- 
able clearance between wire and rail is 11 ft. 3 in., probably 
the worst example in England :— 


TABLE II. 

Four measurements on one wire, 322 in., 320 in., 318 in., 
318 in. 

Same wire at usual height clear of bridge, 319 in., 320 in. 

Four measurements on other wire under bridge, 315 in., 316 in., 
316 in., 316 in. n 

Same wire at usual height clear of bridge, 318 in., 317 in. 

The greatest difference here is only 003 in. after two or three 


years' wear. 


The wires clear of the bridge are suspended on the bow- 
string bracket system. Certainly the flexible span i8 of no 
great length, but its flexibility must be greater than the 
suspension under the bridge, which converts the wire into 
a rigid bar. 

“If there was anything in * Lineman’s’ theory, then the 
wire near the ears would show very much more wear, for оп 
one of Ше above spaces on the up line on Bath Hill, when 
the ears were clianged a year ago, the trolley wire under the 
ears was found to have arced away until the wire measured 
187: in.“ 

Particular attention should be paid to the difference 
between the diameter of the up and down wires on that 
hill (Table I.). The Americans found that wire which 
transmitted heavy currents to the trolley-wheels diminished 
more quickly than mere rolling friction would account for. 
If then the plain wire is reduced in this manner, how much 
more likely is it that the wire under an ear will be reduced 


too ? 
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“Then, again, according to ‘ Lineman,’ an ear riding free 

on the wire between suspensions should show no wear. I 
have examined a splicing ear in such a position, and find 
that it is wearing at just ‘the same rate as one 14 yards 
farther on that has been attached rigidly to a bracket arm 
for five years. I have examined algo a splicing sleeve in the 
same position, and find that in 15 months Jy in. has been 
arced off its vertical diameter, while the wire close to it has 
worn only & in. in six years. 
- “On the section, where only bogie cars are used, and 
where the suspensions are ‘rigid,’ the ears wear in exactly 
the same way, and at the same rate as on sections where 
single-truck cars are used. Оп section, where very 
heavy bogie cars are used extensively, the wear at the ears 
i8 worse on the up line." 

I recognise fully that different phenomena are to be 
expected on different lines, but the general principles will 
remain fairly constant within wide limits. No one should 
arrogate the power to prove eonclusively any point in argu- 
ment as affecting all systems when the material of the proof 
is derived from a comparatively small number of observations 
made over a comparatively short length of track, and it is 
for that reason that I hope the evidence of others from all 


parte of the country will be given, во that true light тау 


shine upon our darkness. : 
Robert N. Tweedy. 


Stourbridge, November 21st, 1905. 


In the REVIEW a week or two back there was an article 
on the above subject by A Lineman,” in which he says the 
wear at the ears is due to the rocking of single bogie cars, 
and that the cure is double bogie ones. 

He takes some pains to make me out a duffer, because my 
theory of tlie wear, as explained in а previous article by Mr. 
Tweedy, does not agree with his. If, as he says, my 
remarks are entirely erroneous and I have yet much to 
learn," I am afraid, to say the least, he would bea bad tutor. 
His argument is во absurd that I think it is a slur on the 
intelligence of linemen in general. 

I could bring forward heaps of facts that would entirely 
disprove his assertions, but I think it would be taking up 
space unnecessarily. Suffice it to say, that I am employed 
on a system where both double and single bogie cars are used 


on different sections, and that there is no difference what- . 


ever, either in the rate or appearance of the wear at the ears. 

He argues with me that the ears on an up-hill wire wear 
quicker than those on a down-hill one. On some of the 
hills here the up ears have been renewed several times in 
the course of seven years; whereas most of those on the 
down wire side by side on the same span and over the same 
track as the others, are practically as good as when first put 
up. ‘ Lineman” gives two reasons for this difference. 
Опе is because “ the rigidity is greater." Now where, or for 
why, is the rigidity greater ? 
In his other reason it is “due to fact that the pitching 
motion of the car is shorter and more acute and to the con- 
sequent retarded movement of the trolley wheel." This 
rather complex state of affairs, he explains in his previous 
sentence, is governed by the speed of the cars. At a high 
rate of speed the effect at the ears is visible, but apparently 
harmless, * corrugations.” As the speed gets slower, as in 
climbing a hill, things get more acute, and the result is the 
ears get corrugated to the scrap heap. Therefore, the slower 
the cars go the quicker the ears go. This is surely some- 
thing for every tramway engineer to ponder over. It is 
horrible to contemplate what must be going on overhead 
when a car is creeping along through fog or is slowing down 
to stop. Perhaps the trolley wheel, being so much 
"retarded," goes round the wrong way, and saves the 
situation. | | 

With reference to my own theory of the cause of the wear, 
I would ask “ Lineman ” to try the experiment described 
in Mr. Tweedy's article, with trolley wheels, ears and wire. 

I would also like to point out to him that neither gtooved- 
wire ears nor the ears he describes for circular wire, offer a 
free path to the trolley wheel. I am well acquainted with 
the latter type, having several hundred under my care. 


H. Dudgeon. 
'- Stourbridge, December 4th, 1905. 


Will he please explain? 


A Death Trap. 


I beg to give poor nervous Tin-Tack ” a little advice, if 
he is still in the land of the living, and his fragile anatomy 
has not been dead-earthed in the meantime through his cruel 
chief's biting sarcasm, or the н.т. “ juice" having broken 
down his thin-skinned dielectric. 

First of all, I should advise him, if possible, to forsake 
such an awful “death-trap,” and take up some less risky 
occupation, such as measuring calico or baby ribbon. Should 
he not be able, however, to follow the above course, but be 
forced by circumstances to stay in his chamber of horrors, I 
should advise him to have a good protective suit made on the 
following lines :—The material to consist of two thicknesses 
of 4-in. pure Para rubber of an insulation resistance of not 
less than 10,000,000 megohms per cubic millimetre, and 
capable of withstanding his chief's maximum sarcastic 
pressure x 1,000 x 2 for a period of not less than 
500 ampere-hours. The space between the two thicknesses 
to be filled with atmospheric air or senseless vapourings 
(S. V.“ T.-T.“), so that, if the volts happen to drop, poor 
^4 T.-T." will not get bruised, and also will be guarded from 
accidental contact with the H.T. bus-bars or such dangerous 
things as “earthed” transformer and switch-cases, metal 
door-knobs and the like. 

Tin-Tack Hammer. 


[We do not think that any useful purpose will be served 
by a continuation of this correspondence.—Eps. E. R.] 


Christmas Boxes. 
The interesting communication from Mr. Walter Daven- 
port, which was published in your issue of last week, is 
worded in such a peculiar way that one is tempted to ask 


. Whether its ingenuousness is intentional or accidental. Are 


we to understand that a genuine attempt is to be made to 
abolish the pernicious system of Christmas boxes, or are the 
members of the N.E.M.A., who framed the resolution, playing 
with the matter ? Аз it reads, it appear that applications for 
Christmas boxes will be ignored ; but I think it is within 
the knowledge of all that those presents which are sent out 
in response to applications form a very small percentage of 
the whole. I merely ask this question because there are 
strong doubts whether the members of the N.E.M.A. can 
hang together on a simple matter like this any better than 
they are doing on the question of local ix hibibtens or. 
indeed, anything else where there is an opportunity of 
securing an advantage over competitors. No doubt my 
scepticism will call forth a protest ; but I shall be happy to 
hand you privately the names of any recipients of gifts that 
come to my knowledge, às well as those of the donors. 


Index. 


The Truth about Gas. 


The enclosed paragraph appeared in the Daily Mirror for 
Saturday, December 1st. You will see it relates to high 
pressure gas lighting, and that certain statements (unqualified )~ 
are made as to its superiority over arc lighting. What are 
the real facts of the case ? 

As a student of electricity I have been trying to obtain 
really reliable information on this point, but a statement 
which is made one week by one side is contradicted the next 
by the other. Have no tests been made by a disinterested 
authority at any time ? 

Í High Press. 

[The paragraph is headed ** Improved High Pressure Gas 
Lighting at Buckingham Palace.” It is well known, how- 
ever, that Buckingham Palace is lighted with electricity ; 
the gas lamps in question are used only outside the Palace. 
This kind of misrepresentation has been going on for a long 
time, and is undoubtedly inspired by the gas people. 

It is amusing to read that “The brilliant effect of the 
high pressure gas lighting in the neighbourhood of the arc 
lamps proves conclusively the immense superiority of gas 
over electricity for illuminating purposes.” 

In the neighbourhood of the arc lamps—Borrowed plumes ! 

Why do not the editors of the daily Press, who insert 
such paragraphs, go and see for themselves whether Ше 
statements that they father are true? Ав for reliable, in- 
dependent tests of both gas and electricity for street lighting, 
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those of Mr. Bradley, City Engineer of Westminster, are 
unimpeachable ; and they prove electricity to be the best 
and cheapest.—Eps, Е.К.) 


Belfast Tramway Engines. 


In connection with the new Belfast electric tramways 
we notice that reports have appeared in the Press, which are 
not only misleading to the public, but very detrimental to 
our interests, and we now take the opportunity of laying the 
facta of the case before your readers. 

The main point at issue ig, the running of the engines 
non-condensing. and from the specification issued by V. À. H. 
McCowen, Esq., city electrical engineer, we give you the 
following extracts :— 


Each engine shall be arranged to drive one 1,000-xw. dynamo. 
It must be capable of giving continuously the required power for 


its dynamo output, with steam pressure at the stop valve of the | 


engine. of 170 1b. per sq. in. 

The engines shall be capable of working up to 25 per cent. over- 
load by by-passing steam or other approved means, and the fly- 
wheel shall be sufficiently keavy to deal with momentary over- 
loads of 50 per cent. i | 

The engines shall be capable of giving the above duty when working 
condensing with a vacuum of 25 їн. 

The following tests will be made: — The engine will be run for 
12 hours continuously, driving its own dynamo at full power. The 
engine shall run steadily, quietly, and without knocking or heating, 
at the specifiqd power and speed. Indicator cards and electrical 
readings will be taken during the гип. : 

The engine shall also be tested at tbree-quarter load, half load, 
quarter load and dynamo excited, for steam consumption, both 
condensing and non-condensing ; governor tests will also be carried 
out. 

The guaranteed results shall be filled in on the' attached schedule 


by the party tenderiog, and it must be distinctly understood that : 


the figures given as to efficiency, steam consumption and governing 
are to be guaranteed by the contractor, and shall form part of this 
contract, and shall be the subject of a test. 


The economical operation of the steam dynamos is most im- 


portant, and the figures guaranteed by parties tendering shall be 
obtained subject to a bonus or deduction of £250 per engine for 
every lb. of steam per xw.-hour, and pro rata for every one-tenth 
part of a lb. of steam below or above that guaranteed when the 
engine is working full load condensing. 

This will be the subject of a test to be carried out in the presence 
of, and to the satisfaction of, the engincer. 


The only other reference as to how the engines are to run 
is in the Schedule of Guarantees, where the steam consump- 
tion is specified at full load, three-quarter load, half load, 
and quarter load, condensing and non-condensing. There is 
no other reference whatever to running the engines non- 
condensing. | 

In accordance with the specification, therefore, the engines 
were designed for most efficient. running when working con- 
densing. At the same time, the engines are capable of 
working up to full load, and have been running with full 
load and up to 10 per cent. over-load when working. non- 
condensing. 

The main contention between ourselves and the city 
electrical engineer is the length of time the engines should 
run in this way. 

We maintain that we were only called upon to run non- 
condensing in the case of an emergency, such us the break- 
down of the condensing .plant. Оп the other hand, the 
city electrical engineer states in his report to the Tramways 
Committee :—* I will find it necessary to run them either 
condensing or non-condensing for long periods." The reason 
of this is that he now finds that the condensing plant will not 
be ready for some months ; this is due to the fact that the 
pump house for the circulating pumps, which is built on the 
hanks of the river, and which is no part of the main contract, 
is not yet completed. 

The engines are completed to carry out the full requirements 
of the specification, but we maintain that it is not advisable to 
run them for long periods with the present valve setting. 
We have pointed out that a slight modification will make them 
suitable for running non condensing for long periods, but in 
that case the valve setting would have to be altered before 
the efliciency could be attained which we have had to 
guarantee when running condensing, 

We may point out that the engines are constructed with an 
nutomatic by-pass valve worked by the governor, which 
udinits steam when necessary into the middle pressure 
cylinder, and are not fitted with automatic expansion valves, 


In the face of this, we maintain that the specification has 
been strictly adhered to, and the reports which have been put 
out are not only misleading, but are incorrect and detrimental 
to our interests. 

Fairbairn, Lawson, Combe Barbour, Ltd. 
BRANCH: COMBE BARBOUR. 


London, December Ath, 1905. 


[In view of this statement, our impression is confirmed 
that a quite unnecessary fuss is being made. As mentioned 
in our * Tramway Notes" last week, there appears to be no 
ground for withholding the complete service of cars until 
next February—at any rate, so far as the engines are con- 
cerned. Is there some other reason, not stated, for the general 
manager's action ?—Eps. E. R.] 


Regenerative Control. 


I have no desire to use so much of your valuable ink and 
paper—that I am writing to you again is Mr. Raworth’s 
fault, not mine. | А 

I have used every means to raise myself out of the Stygian 
darkness into which Mr: Raworth has consigned me, and 
have even gone so far as to devour a reprint of the 
voluminous, but somewhat one-sided, correspondence which 
has been passing between that gentleman and the publisher 
of one of your contemporaries. As a result, І regret to 
report that, like the whale mentioned by Mr. Raworth, I am 
suffering from indigestion. i 

I am quite convinced, however, that regenerative control 
will be the only system used in the next world—only there 


will be no more self-induction, neither heating пог 


sparking. 

Mr. Raworth asks me to say what facts he has left 
unpublished, which is exactly what I have been asking him. 

I have, however, already ventured to indicate the presence 
in his system of several sample niggers, whom, however, he 
does not seem to welcome very warmly. . 

May I enumerate the chief points with information obtained 
and comments thereon ? | 

1. Speed оп Hills.—A shunt motor pounds uphill at full 
speed, and takes an overload while working at minimum 
field. | 

If any confirmation is needed, it is given by Mr. Raworth’s 
own figures of the awful overload forced cn his motors by 
the shoulder of mutton” hill. Yet this point, curiously 
enough, is claimed as an advantage by the supporters of the 
system. 

Ч Мг. Raworth himself occupies a good deal of space in the 
series of love letters referred to, in proving the obvious fact 
that at a high speed a shunt motor can be made to take more 
load than a series motor of corresponding winding. 

Of course, the series motor is not such a fool as to overload 
itself while running with weak field, but, like the British 
workman, the more it has to do, the slower it does it. 

Mr. Raworth is triumphant because his motors do not 
spark under their ill-treatment. 

I fully believe that the reason why he has not found 
himself in a hole yet from this cause, is given by himself in 
letter No. 7 of the above-mentioned series, where he says 
that the Aorse-power of motors usually fitted 18 altogether 
ercessive. At Southport he actually used one small series 
motor in place of the %o larger motors advised. 

2. Size of Motor.—This is partly covered by the above. 

. Mr. Raworth objects to my resulte, which, he says, are the 
faults of the designs used. 

No doubt the actual figures wil] vary slightly with the 
design, but the main relation will hold, as this depends on 
first principles. 

But first principles, like poached eggs, are indigestible 
when served alone, for which reason I gave them a solid 
foundation to sit on. 

J quite realised that Mr. Haworth overruns his shunt for 
starting, to get the extra amperes-turns corresponding to 
those given by a heavy starting current in a series motor. 
My comparison was at normal load and speed, so that this 
point does not affect my comparison, which I maintain is 
quite fuir. | | SM | 

The temperature rating is, of course, at full load, for 
which condition the windings of both motors should be 
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desigued, und in neither motor will the field be saturated, or 
the extra ampere-turns at starting would be of little nse, 

The “error” into which Mr. Raworth falls is comparing 
a xutisfuctory shunt motor with a series motor, of which he 
gives no particulars, but which is probably much loo large 
for its work. 

3. ^elf-induclion Af I This little nigger is shrivelled 
up by a stroke of the pen. 

The self-induction of an extra heavy 500-volt shunt has 
no more terrors. 

This is curious, considering that Mr. Rawortli tells us in 
letter No. 9 of the above-mentioned series that the field is 
fully excited before the power (armature) circuit is closed. , 

In conclusion, I may say that I have no animus against 
shunt control, which I always advocate for suitable cases or 
against dynamic braking, and which I have used with excellent 
results for various purposes, 

I have no wish to kill Mr. Raworth’s goose, which 1 hope 
may lay him many a golden egg—but I strongly object, to 
calling it a swan. 

Crane. 


P.S.—Since when have shunt motors been self-exciting ? 


Lead-Covered Wire. 


Не lead-covered wires, pressure of other matters hus 
prevented me replying sooner to the question asked in your 
issue of 17th ult. by Mr. 5. G. Payne. 

He admits the possibility of electrolytic action taking 
place, but says, “inasmuch as, should this occur, the 
current will flow from the iron fo the lead, it does not appear 
that the lead covering will be damaged by it.” The italics 
are mine. 

Now, in this statement, Mr. Payne is right, and at the 
same time he is wrong, for the current will flow from iron to 
lead at the points of artual metallic contact, but (and it is a 
most important but) from lead to iron through the 
electrolyte. 

I have never analysed the condensed moisture inside a 
conduit, but assume that it is most likely to contain sodium 
chloride and ammonium chloride, and in both of these 
solutions lead is electro-positive to iron. In dilute H,SO,, 
iron is electro-positive to lead, but this is an unlikely 
electrolyte to find inside an iron pipe laid in the ground. 

Mr. Payne cites the example of a prominent firm of cable- 
makers to disprove my contention. Well, or course, I know 
such things are done—and done successfully, too, at times— 
but because a “ Blondin " walks half-a-dozen times a duy 
across a tight-rope in mid-air, such a feat does not convince 
me but that it is safer for the average mortal to walk on 
lerra-firma. 

And, probably, did we fully know the circumstances, those 
cable-makers carefully considered all the local conditions 
before recommending such a method; and can Mr. Payne 
tell us whether the cables were sheathed with steel wire 
armouring ? | 
3 John D. Mackenzie. 
Glasgow, December 14th, 1905. 


Re L. M. Waterhouse and the Patents Acts. 
Patent No. 28,632 of 1903. 


May we add to Messrs. Glynne, Jones & Co.'s letter, tbat 
our case against Waterhouse's patent was supported by 
Messrs. Astbury, K.C., and J. C. Graham as counsel, and 
Messrs. Dugald Clerk and C. E. Lugard as experts, and 
found acceptance with so experienced a judge as Mr. Justice 
Buckley. 

The Metallic Seamless Tube Co., Ltd. 


A. E. Evans, Seeretery. 


Birmingham, December 5th, 1905. 


What is a “ Kilo”? 


Glancing down the * Situations Wanted” columns of 
your current number, would that I had a berth to offer 
5,271, whose opinion would certainly carry much weight — 
or does the 8,000 refer to the capacity of the station? If so, 


exact specification to be drawn up as to the “ precise 


what an opportunity for tariff reform ; why has no one 


thought of it before—electrical energy dispensed by the 


gramme ! ! 
à W. A. В. 


[* Rennet” has omitted to send his name and address,— 
Bos, E. R.] 


—......—.. 
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Aecumulutori | Elellrici. By Dr. V. Lucemiwr..— Milan: 
Editori della Biblioteca di Elettricità. Price, lire 3. 


On opening this book one finds that the original work of, 
Volta is mentioned, and the history of accumulators carefully 
gone into from the earliest experiments in 1800. To record 
the numerous developmente from that date to the present 
time occupies practically one half of the volume, consisting, 
with an appendix, of 456 pages. С 

The historical portion starts with the discovery of 
Nicholson, in 1800, that water was decomposed by passing 
electricity through it. In 1801 Gautherot found that a 
reverse current was established when the poles of his volta- 


meter were reconnected. Erman, of Berlin, and Ritter, of 


Jena, are also mentioned amongst the early experimenters ; 
to the latter is attributed the honour of christening the 
apparatus © secondary battery,” whilst his researches included 
the formation of plates of most of the common metals :— 
gold, silver, platinum, iron, copper, &c. The author, how- 
ever, reserves to Gaston Planté the merit of being the first 
to undertake a vigorous research with the object of arriving 
at а practical result, and deals fully with the more rapid 
formation process introduced 20 years later by Faure. 

In thus picking out a few of the names mentioned in the 
early part of the book, scant justice is done to the author in 
the labour that he has undertaken in collecting and recording 
very fully the early stages of tlie accumulator. 

Whilst following further the developments of the Faure 
process, one is seriously led to consider whether the present 
day inventors and designers of motor-car radiators might 
not profitably study the numerous dodges introduced to im- 
prove the surface and weight proportions of the lead plates, 
of which Dr. Lucchini gives so many examples. 

The second part of the book is concerned with the theory 
of lead accumulators. The reader is, however, left to digest 
these numerous theories of English, Continental and 
American scientists for himself, with little aid from the 
author. A judicial summing up of the separate theories 
would have made this part of the book more complete. 

The third part deals with technical points, being divided 
under different branches into ten chapters. | ' 

In the chapter on “ Raw Materials,” a table is given 
showing that a good sample of lead contains only 0°012 per 
cent. of impurity, made up as follows :—Antimony, 0:004 
per cent.; bismuth, 0:004 per cent.; copper, 0°0017 per 
cent.; silver, 00005 per cent.; zinc, 0°0005 рег cent.; 
iron, 00009 per cent.; and cadmium, 0:0004 per cent. 
Other data are given in sufficient detail to enable a very 
" class 
of lead required. Several methods are given by which 
manufacturers of lead (chiefly German) conduct their 
refining operations; sulphuric acid is dealt with from 


manufacture to use; the distillation of water is also con- 


sidered. 

The types of plates are divided into two classes—(a) plates 
with a finely-divided surface (translating literally nervous 
plates), or of the grid pattern, and (5) the assembling of 
strips or wires of soft lead, us in the Blot and other cells. 
The negative plates are usually made in the same way for 
either type. "The furnuces and presses used in the manu- 
facture of the plates are described and illustrated, as well as 
the various accessories ; also the methods adopted to cause 
the litltarge to adhere to the supports. 

The formation of the plates is dealt with in the next 


chapter, under the sub-headings—Planté process, electro- 


chemical process and chemical process. The object being to 
cover the plate evenly with a layer of peroxide of lead, the 
Planté process is condemned as being very lengthy and costly, 
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one or other of the alternative methods being now usually 
adopted, with electrolytes of exact proportions and under a 
careful system of regulation. 

Subsequent chapters deal with the arrangement of plates 
in the cells ; the erection of cells, including a description of 
the hydrogen and oxyhydrogen flames with their gas 
generating apparatus for burning together the connections ; 
charging the batteries, dynamos, regulators and automatic 
switches, but omitting the mention of any system of boosting 
or automatic regulators; the value of accumulators to an 
installation, showing how in some cases they may be used in 
conjunction with a dynamo driven by wind power and giving 
numerical examples of'the correct size of battery to use under 
various conditions ; special applications of accumulators, for 
driving vehicles, boats, lifting trains, for telegraphic and tele- 
phonic: work, &c.; the maintenance of accumulators, 
covering the daily inspection to which they should be sub- 
jected during charge and discharge and the proper upkeep of 
the controlling apparatus. 

The appendix deals with the practical application of 
accumulators in Italy, including a description of the large 
battery in the central station at Milan capable of supplying 
7,000 н.р. for one hour ; the result of experiments carried 
on for a number of years on electric traction with 
accumulators ; methods of analysing sulphuric acid, lead 
and other materials employed, with the means to be adopted 
to identify any impurities, and a concluding article on the 
medicinal prevention and cure of lead poisoning and ill 
effects of acid fumes, ailments frequently troubling work- 
people engaged in the manufacturing processes. 

Dr. Lucchini has evidently compiled rather than written 
the work. That he has taken immense trouble in co'lecting 
the material there can be little doubt; there is much to be 
learned from it by manufacturers as to what their opponents 
are doing ; not only in one particular country, but in all the 
more important centres. 


British Progress in Gas Works’ Plant and Machinery. By 
C. E. BRACKENBURY. (Vol. III. of “ National Engi- 
neering and Trade Lectures.” Edited by Ben Н. 
Morgan.) London: Archibald Constable & Со. 1905. 
Price 6s. net. 


This volume, of 105 pages, treats the subject of machinery 
for gas works’ plant under the following heads :— 

Origin of Gas Lighting, Coal Storing, Retort Houses and 

Benches, Retort Stoking Machinery, Inclined Retorts, Coke 
Plants, Condensers, Exhausters, Washer-scrubbers, Purifiers, 
Station Meters, Gas Holders, Station Governors, Water Gas 
Plant, Gas Appliances, By-products, and Conclusion and 
Summary. 
To these is added: — A Classified List of British Gas 
Engineering Literature, (1) Earlier Books and Pamphlets, 
(2) Later Books and Publications, (3) Students’ Books, 
followed by a Classified List of British Firms Interested in 
the Manufacture of Gas Works' Plant. 

The work contains 113 excellent illustrations, prepared 
from photographs and drawings. 

In dealing with the question of the original discovery, the 
author is unable to decide between Dutch Minkelers 1784, 


French Lebon 1786, or British Murdoch 1792, but claims. 


for Britishers the lion's share of credit for the practical 
application and extension of gas lighting. The lecturer 
likewise claims that the British gas industry is ever on the 
watch to improve designs and keep its machinery up to date. 
The date of the first gas company—the London and 
Westminster Chartered (tas Light and Coke Co., is given as 
1810, but it was several years later when gas works 
could receive their coal by rail. In dealing with the 
receiving of coal, the Hone patent grab, of which the Gas 
Light and Coke Co. London, has over 100 at its 
different stations, is said to save 4ld. per ton, or about 
£60,000 per annum ; while unloading by elevators can be 
effected at about 14d. per ton, even in a small plant, and in 
some cases this cost is reduced to 1d. In regard to retorts, 
a recent change is shown by an illustration of the first prac- 
tical setting of vertical retorts, the advantages of which, or 
otherwise, will only be proved after a lapse of time. 
Referring to the different machines for retort-stoking, 
West's {modern combined drawing and charging machine 


The Mechanical Handling of Material. 


worked by compressed air is quoted as marking a good step 
forward. 

From the inclined retort as suggested by M. Coze, in 
1885, there have sprung 160,000 lineal feet of inclined 
retorts in Great Britain, representing over £1,000,000 in 
value, while in France, the land of its origin, there are less 


than 3,000 ft. 


Among the many interesting details mentioned is the 


. “Largest Gasholder in the World” at the South Metro- 


politan Gas Co.’s Works, in which 1,840 tons of wrought- 
iron, 320 tons of steel and 60 tons of cast-iron were em- 
ployed, the total cost being £61,000, which works out at 
the low figure of about £5 per 1,000 cb. ft. of gas storage. 

The latest advance, as far as regards lighting appliances, 
is marked by the high-pressure system, in which it is 
claimed that the cost of 1,000 c.r. per hour is 1d. 

Though the lecture was intended chiefly for those in- 
terested in the gas machinery trade, even the man-in-the- 
street would find much to interest him in a perusal of the 
condensed information given, while the object of the pro- 
moters of the lectures is amply fulfilled by the careful and 
complete manner in which the subject has been dealt with. 


By G. Е. ZIMMER. 
London : Crosby Lockwood & Son. 1905. Price 25s. 


net. 


Mr. Zimmer is a specialist in the construction of appli- 
ances for the handling of grain, ore and coal, and the book 
under review is a compilation of notes taken during the 
course of his experience. The result is a collection of draw- 
ings and data concerning machinery designed to handle 
material, such as we believe cannot be found elsewhere. In 
addition to the personal study of Mr. Zimmer, the proceed- 
ings of the Institutions of Civil and Mechanical Engineers, 
the friendly assistance of Lord Armstrong and the late Herr 
Krupp, besides other sources, have been laid under contribu- 
tion, so that the book should be representative of modern 
standard practice. Much of the matter is outside the 
immediate concern of the station engineer, dealing as it does 
with appliances for thé handling of such diverse goods as 
corn, beer barrels, molten iron and slaughter-house carcasses. 
The handling of coal, coke and ash, however, is one of the 


most exigent problems of the power house, and the informa- 


tion which the book contains on this topic will be found to 
be of much value. 

The book is divided into four main sections :—the con- 
tinuous handling of material, the intermittent handling of 
material, loading and unloading devices, and miscellaneous 
operations and appliances. By far the largest division is the 
first, and the respective merits of worm, puslt-plate, band, 
trough (either continuous or vibratory), or tilting-bucket 
conveyor may be fitly estimated from these pages. Mr. 
Zimmer also discusses in this section elevators of various 
descriptions, coke conveyors and various tightening gears. In 
the second section rope and chain haulage in connection 
with light railways and aerial ropeways are discussed, and 
the electro-technical reader is tempted to stray from his 
normal course of study by the interesting descriptions and 
illustrations of coaling at sea by means of aerial cableways. 

In the third section we have an admirable array of dis- 
charging apparatus—such as skips, grabs and coal tips. 
The man in charge of the black gang in an electricity works 
must sigh for some of the machinery that unceremoniously 
seizes a coal truck by the hinder extremity and compels it 
to disgorge its contents without loss of time. А very useful 
chapter on the automatic weighing of material, including 
descriptions of Avery’s, Ingrey's and other makers’ weighers, 
is included in section four, which also contains а chapter of 
great importance on coal-handling plant for gasworks, power 
stations, boiler houses, &c. The “ Hunt" system appears 
to us to receive considerable attention, but a very repre- 
sentative collection of other types is also given. The final 
chapter on cantilever cranes is algo worthy of the attention 
of managers of large coal-consuming planta. 

Detailed criticism of such a book is impossible in these 
pages, as the design of each machine can only be judged by 
practical results in operation. The construction of such 
machinery is largely a matter of attempt and experience, 


= 
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theory only providing a means of attacking the central 
problems. In giving us this book describing во many suc- 
cessful designs, therefore, Mr. Zimmer has inost valuably 
contributed to the mitigation of the lot of the power house 
designer, which is usually not a happy one. Indeed, were 
it not that every conveying plant has to be adapted to local 
conditions, we should be inclined to think that Mr. Zimmer, 
by the care and completeness displayed in publishing the 
results of his and others’ experience, had given his occupation 
away. 


THE FIXATION OF ATMOSPHERIC 
NITROGEN. 


4 


— — — 


Ix a recent number of Le Genie Ciril, M. A. Boileau has 


` published a survey of the methods that have been proposed 


¢ 


for converting the nitrogen of the atmosphere into cyanides 
and nitrates for employment in agriculture and chemical 
industry generally. Neglecting the processes he describes 
which are not of an electrical character, we have extracted the 
following particulars from lus article. | 
(rium Cyanamide and Cyanides—The German patents 
controlling the manufacture of calcium cyanamide are held 
by Drs. Frank and Саго, and are being exploited by a Berlin 
company, in which Messra. Siemens & Halske and the Gold 
und Silber Scheide-Anstalt, of Frankfort, are concerned. 
The original process consisted in raising powdered barium 
carbide to redness in a muffle furnace, and passing a current 
of nitrogen over it. Thirty per cent. of the carbide was 
thus converted into cyanide, and the rest into cyanamide 
with separation of carbon, the product containing about 
11 per cent. of nitrogen when the original carbide was 
80 per cent. pure. On fusing the mass with soda, the 
cyanamide was converted into cyanide; and on lixiviating 
the melt a crystallisable solution of sodium cyanide was 
obtained, together with a precipitate of barium carbonate 
which was ready for conversion into carbide in an electric 
furnace. The various operations involved a loss of about 
14 per cent. of the nitrogen. The next step consisted in 
working with calcium instead of barium salts. In this ease 
calcium cyanide was not obtained, but solely the cyanamide ; 
and the latter, unlike the corresponding barium compound, 
was fit for immediate employment as a fertiliser. А carbide 
of 75 to 80 per cent. purity was heated in an electric or 
mute furnace, and treated with nitrogen, of which it 
absorbed 85 to 95 per cent. of the theoretical quantity, 
yielding a black mass containing lime and carbon, and from 
20 to 23:5 per cent. of combined nitrogen. The product 
was next fused with common salt, when it was converted 
into cyanide, and contained from 90 to 95 per cent. of the 


nitrogen originally fixed. Erlwein has stated that this pro- 


cess gives а cyanide of 30 per cent. strength without апу 
purification, which is quite fit for gold extraction. 
At the present time a more economical method, avoiding 


the preliminary preparation of any carbide, is used, lime. 


and carbon being heated in presence of nitrogen in an 
electric resistance furnace. The product is calcium cyana- 
mide as before, and it is now worked up in а variety of 
ways. On treatment with water the calcium cyanamide is 
converted into the crystalline dicyanamide (dicyandiamide) 
containing 66 per cent. of nitrogen. If the latter is fused 
with sodium carbonate, it is converted into sodium cyanide, 
some ammonia is given off which can be absorbed in sul- 
phuric acid so as to obtain ammonium sulphate, and a sub- 
limate of polymerised cyanamides is left which can be fused 
again with a subsequent batch. The sodium cyanide is 


white, crystalline, and very риге; and its manufacture in 


this way avoids the inconveniences accompanying the evap- 
oration of an aqueous cyanide liquor. The crude calcium 
cyanamide contains between 14 and 22 per cent. of nitrogen ; 
the yield is 1,250 kg. per electric н.р.-усаг. The details 
given by Boileau as to the employment of calcium cyanamide 
as a fertiliser have already been published in the ELECTRICAL 
REVIEW. The value of cyanamide (itself), and of dicyana- 
mide as fertilisers have not yet been fully established, 
according to ВоПеап ; but it should be recollected, he says, 
that by simple addition of ia molecule of water cyanamide 


yields urea, and, by heating under pressure with water, gives 
ammonia, like the calcium compound. It is also con- 
ceivable that they may prove useful in chemical synthesis— 
in the preparation of alkaloids and albuminoids, for example. 
By combination with sarcosine, cyanamide yields creatine, 
a substance whiclr exists in muscular tissue. 

Nitric Acid and Nitrates.—Boileau then proceeds to 
discuss the manufacture of nitric acid and nitrates by 
submitting air, or air duly enriched with oxygen, to the 
action of the electric discharge. After referring to early 
experiments and investigations, he goes on to describe the 
apparatus employed at Jersey City by the Atmospheric 
Products Со., who are “ operating” Bradley & Lovejoy's 
patents, and who use а direct current. The apparatus itself 
consists of a vertical iron cylinder revolving 500 times per 
minute. Connected to the positive pole of the dynamo 
through its spindle, this cylinder carries 23 horizontal rings 
of brass, each ring being fitted with six small metallic pro- 
jections covered with platinum points. The cylinder: 
revolves inside a case, which is provided with an equal 
number of projections connected to the negative pole, and 
insulated in porcelain, except at their ends, where they 
terminate in depending platinum points. The current is 
derived from a 45-KW. dynamo, which gives an average 
current of 0°75 ampere at 8,000 volts, but can be urged till 
it delivers “several amperes” at 15,000 volts. Thus the 
current makes 185 ( ? 138) ares, the circuit being opened 
and closed 50 times per second, each arc receiving 0°015 
ampere. The total number of arcs is therefore 6,900 per 
second, and the duration of each ів ус} both of a second. 
The interior of the apparatus is coated with an asphaltum 
varnish to protect it from corrosion, and it is maintained at 


a temperature of about 80? C. The air is dried by means 


of calcium chloride before entering the reaction chamber, 
and quits it for a coke tower, which is supplied with water or 
a solution of soda according as acid or salt is required. In 
the latter case a mixture of nitrite and nitrate is obtained, 
from which 65 grammes of nitric acid (HNO,) per H.r.-hour 
can be recovered. The plant in actual operation is said to 
be of 2,000 H.P. | 

In the Kowalski and Moscicki process, an alternating 
current of 0°05 ampere at 50,000 volts is employed in an 
apparatus resembling the last, but fitted with discharging 
points of aluminium 20 cm. apart. The yield of nitric acid 
is stated to be about 53 grammes per Kw.-hour, but it can 
be increased by enriching the air with half its volume of 
oxygen. An important improvement can also be effected by 
increasing the electric pressure to three or four times 
the figure mentioned, multiple electrostatic condensers being 
employed for that purpose. According to Brandt, 1 Kw. 
will actuate 13 Noé electrostatic machines of six plates each, 
and, grouped in batteries, these will produce 50 to 58 
grammes of nitric acid per hour. à 

Boileau next describes the apparatus constructed by 
Birkeland and Eyde, of Christiania, on lines that have 
already been traversed. He remarks that their process has 
the economical advantages of permitting the employment of 
powerful ares, whereas in those previously diseussed the 
energy of each arc must be reduced as much as possible. 


A 500-Kw. Birkeland apparatus, will work for several 


hundred hours without injury to the discharging points, во 
that they can be constructed of iron or copper. Moreover, 
the dimensions of the apparatus are such that it can be 
cooled with circulating water. The yield of a Birkeland 
apparatus is 900 kilogrammes of nitric acid per KW.-year. 
Roeber has proposed а modified system of construction, in 
which the effective surface is increased by causing the succes- 
sive arcs to occupy a spherical space instead of a disk. 
Boileau sums up his study of the electrical processes for 
oxidising atmospheric nitrogen as follows :—One of the dis- 
advantages of these processes is that they yield a mixture of 
nitrites and nitrates, and as the former are harmful to 
vegetable life, the products are not suitable for agricultural 
purposes. They might be made so by a complete oxidation 
of the nitrite, but on a large scale this operation does not 
work well. An absorption of the vapours by water so as to 
produce a 55 per cent. nitric acid is practically possible, but 
the plant would doubtless be too expensive to allow the pro- 
ducts to be sold for manures ; and, moreover, it is not quite 
certain that the proportion of nitrites could be sufficiently 
E 


of preparation. 
fertiliser (calcium cyanamide) 
and of cyanides fit for employment in industry, on the other 


he describes in different units, 16 may be 


them all to kilogrammes per horse-power-year of 8,760 
hours. They then stand thus :— 


Total Kilogrammes of 
Product kilogrammes. combined N, 
Crude CaCN; 1,250 175-275 
HNO,, Bradle 56 126:5 
HNO,, Kowalski 327-380 73-85 
Os, Birkeland ; 670 149 


LEGAL. 


IN re LETTERS Patent No. 14,006 or 1903, GRANTED TO 
J. N. ALSOP, AND THE PATENTS, &C., ACTS.. 


—ů 
(Concluded from page 878.) 


AT the conclusion of the arguments of Counsel, judgement was 
d. 


On Tuesday last week Mr. J ustice BUCKLEY postponed the hear- 


petition been fixed for 
Wednesday, until after judgement was given in the above appeal. 


SOUTH-WESTERN ELECTRICAL Co., Lrp., е, NEALx. 


Ix the City of London Court, on "Monday, 
Smith, K.C., an action was brought by the Plaintiffs, of Palace 
Terrace, Fulham, to recover the sum of £65 і 


he claim was admitted, but the defendant raised a set off of 
- £141 188. 9d. Mr. Ha | 

electrical engineer, and in 1903 he was carrying on business as the 
South-Western Electrical Со. 


. У, 
1904, {һе company went into liquidation, and a Mr. Peebles was 
appointed liquidator, pro 
appointed,'and he wag bringing the Present action on behalf of the 


the defunct company. 


Neale receiving two guineas a week from his wife. 


; Subsequently, it was arranged that instead of 
paying Mrs. Neale, the liquidator should set the payments off the 


Sums the apprentices would otherwise have received from the 
liquidator, 
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for him, and he had been paid. As for the apprentices, he петер 
agreed to any such Suggestion as was now put forth. The 


But to raise a get off for £140 was ridiculous, | 

Judge LUMLEY бмттн said it was quite clear that the claim of the 
apprentices would be against the company in the liquidation, just 
the same as any other debt. Neale had given a muddled acconnt 
of the whole matter. He would allow £7 10s. for the work which 
Neale did in helping the liquidator, and judgement would be given 
for the plaintiff company for £65 (less the £7 10s.), and costs. 


te 


HOLLAND z. RyrANDS Ввоз. 


Ат the Liverpool Assizes (Nisi Prins Court) last week, before Mr. 
Justice Bray and a special jury, Phillip Holland, trading as Winn 
and Holland, merchants, Montreal, Canada, sued Rylands Bros., 
Ltd., of Warrington, for breach of contract іп respect of а 
quantity of telephone wire Which it was alleged was defectively 
galvanised. Mr. T. G. Horridge, K.C., and ‚ Keogh (instructed 
by Messrs. Hill, Dickinson & Co.), were for the plaintiff, and Mr. 
W. F. Taylor, K.C., and Mr. Greer (instructed by Messrs, Batesons, 
Warr & Wimshurst) represented defendants, Defendants denied 
the alleged breach of contract. 


plaintiff's contention that the wire was not satisfactory according 
to tests they claimed they were entitled to apply. 
Mr. W. F. TaxTLon, C., for the defendants, said what the 


contract, had à right to reject the wire as not being equal to the 
To give him i 


Considerable evidence was given to show. that the wire was 


properly galvanised. 


His Говрѕнір submitted to the jury the following five questions 
of fact upon which tHey were 


(а) at the time it was loaded on board the barges at Warrington, 
and () at the time it was loaded on the sg, Dominion at Liverpool ? 
(3) Was the wire of merchantable quality ? ‚ (4) Was the wire of a 


to make. 
His Lorpsure then gave Judgement for the plaintiffs, 
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BUSINESS NOTES. 


Sawing Machines.—Mussks. EDPwARD G. HERBERT, 
Lrp., of Manchester, have in hand for the Admiralty three full- 
automatic circular sawing machines for cutting brass and copper 
bars and tubes up to 3 in. diameter. These machines feed the ba 
forward, and make successive cuts automatically. Other orders 
from the Admiralty include a “ Git” sawing machine for gun-metal 
castings, and two No. 3 eccentric sawing machines for cutting steel 
bars, &c., up to 20 in. X 12in. Messrs. Herbert have also received 
a repeat order for an eccentric saw for the Ordnance Department, 
Woolwich Arsenal, and have in hand one of these. machines with 
independent motor drive for the London County Council Tramways. 
Several illustrated lists of various sawing machines have been 
issued by the firm. 


Belgium.—The last order for insulated rubber cables 
for the State Railway of Belgium was given to Messrs. JOHNSON 
AND Puurs, Lrp., through Mr. Douglas Wells, M. I. E. E., of 
Brussels. 


Cowans's Contracts.—The following orders have been 
recently received by Messrs. Cowans, Lrp., of Salford :— 


ADMIBALTY.— Main switchgear for dynamos and circuits for H.M.8. Eritannta, 
Hibernia, Warrior, Africa and Creasy, 

GnTENOCR.— Feeder switchboard. 

Great WrsTERN RAILEwAVY (per Electric Construotion Co., Ltd.). —Thirteen 
sets alternating- current Andrews's discriminating apparatus. 

ADMIRALTY.—Main switchgear for new battleship H. M. S. Dreadnought. The 
reverve- current devices аге to be Andrews's patent Manchester type direct- 
acting circuit breakers. 

BocukNnEMoUTH.—Equipment of three additional alternating-current generators 
with Andrews's patent discriminating cut-outs of the inductive balance type 
previously supplied. 


Warning to Contractors.—Complaints have been made 
that the following fraud has been lately „ A gentlemanly 
man called on a firm of builders and, a having asked them for 
particulars for а large job, asked them to recommend а firm of 
electrical contractors, and induced them to write down the name on 
their own letter paper as an introduction. Armed with this he 
called on the contractor and, after having made arrangements for a 
meeting at his country house, discovered that he had left his puree 
behind, and as his bank was some distance off, could he borrow a 
pound or two until the date of meeting?” The money having 

assed, no more is heard, and on writing to the address given the 
letter is returned through the Dead Letter Office. If any of our 
readers have already been victimised, or if such a caller should turn 
up, please ring up the office of the Association and the hon. sec. will 
give full particulars. We understand there is also а consulting 
engineer going round with bogus specifications and forged orders, 
and getting money on loan to be repaid when he obtains his fees. 
The hon. вес. can give full particulare of this also.— Te Electrical 
Contractor. 


Japanese Cotton Mills.—Special Agent Crist, of the 
United States Bureau of Manufactures, in a report published 
by the Department of Commerce and Labour, says, according 
to the Electrical World and Engineer: “In view of the past 
favour which the output of Japanese cotton mills has met both here 
and in China, there isa strong tendency to turn to England to 
obtain the equipment for the enlargement and modernising of the 
cotton-weaving industry. This should be a fine opportunity for 
American manufacturers of spinning, weaving and power machinery 
to obtain a large share of йв if they will send out expert men able 
to thoroughly demonstrate the economy, efficiency and simplicity 
of their machines. The situation is being closely watched by 
American importing houses having branches in New York, and there 
is a strong belief that steam turbo-generators, which are looked 
upon with high favour by the Japanese, with electric motors adapted 
to running looms or spindles in numbers of eight or ten, will meet 
with success. The engineer of the American Trading Co. informs 
me he is making a close study of this question, and that manu- 
facturers of steam turbo-generators, motors or dynamos can obtain 
full information in regard to this matter by corresponding with the 
New York office of that company. I am also informed that this 
particular matter is being closely watched by representatives of 
English and German concerns.” | 


А New German-Austrian Combination.—A scheme 
is being promoted which will have the effect, on completion, of 
reducing from three to two the number of large firms engaged in 
the electrical engineering trade in Austria-Hungary. The first 
group is the Austrian Siemens-Schuckert Works Co. which was 
formed a year or two ago, while the second relates to the projected 
establishment of a community of interests between the Austrian 
Union Electricity Co., which is closely associated with the Allge- 
meine Co., of Berlin, and the firm of Ganz & Co., of Buda-Pesth. 
It is understood that negotiations on the subject have been pro- 
ceeding between the two companies for some time past, and repre- 
sentatives of the Allgemeine Co. have also participated in the 
deliberations. The scheme proposes the complete severance of the 
electrical engineering department of Ganz & Co., and its trans- 
formation into an independent company. The majority of the 
shares in the new concern will be held by Ganz & Co., while either 
all or. a portion of the remainder of the shares will be taken over 
by those interested in the Union Co. On the other hand, the firm 
of Ganz & Co., or the Hungarian Credit Bank, will acquire a block 
of shares in the Union Co. In addition to these financial inter- 
changes, the scheme provides for the division of markets between 
the Union Co. and the new (Union-Ganz) company, and the mutual 
utilisation of experience and new ipventions. 


A City Electrical Exhibition,—The Charing Cross, 
West End and City Electricity Supply Co., Ltd., has recently 
opened a permanent exhibition at 85, Fenchurch Street, E.C., for 
practically demonstrating the uses to which electricity may be put. 
The exhibition room has an area of over 5,400 sq. ft., and shows 
electric motors, driving machines of many types as used in London, 
also electric cooking and heating apparatus, starting devices, photo- 
graphic and other arc lamps, Nernst and tantalum lamps, &c. The 
exhibition is open daily from 10.30 to 4 p.m. This should be a 
useful means of educating and persuading possible consumers. 


Milan International Exhibition Commission.—A 
meeting of the British Commission for this Exhibition was held at 
the offices of the Commisaion, Oxford Court, Cannon Street, E.C., on 
30th ult., when Sir Albert К. Rollit, M.P., President, was in the chair. 
The Commission discussed certain pointe which had arisen in regard to 
restriction on the admission of British goods intended to be shown 
in the Working Hall of Industrial Arts and the Decorative Arts 
Section of the Exhibition, and instructed the hon. Executive 
Commissioner to proceed to Milan to interview the Exhibition 
authorities there, with the object of discussing necessary modi- 
fications in the interpretation of the regulations by the Italian 
authorities, A number of gentlemen were elected on the Commis- 
sion, including the Rt. Hon. the Earl of Glasgow, G.C.M.G., &c., 
Sir Philip Watts (the Admiralty), Sir Alexander Binnie, Sir 
Thomas Wardle (Leek), and representatives of the Manchester 
Society of Engineers, the Iron and Steel Institute and the British 
Chamber of Commerce for Italy (Genoa) The Commission 
appointed “Executive” and “Juries” Committees, and approved 
the Finance Committee previously formed. Arrangements were 
made for the representation of the Commission in Milan. The 
Hon. Executive Commissioner made a general report as to the 
number of exhibitors already enrolled, and a resolution, passed by 
the Leeds Chamber of Commerce on November 28th, stating :— 
„That the question of participation is worthy of consideration by 
the manufacturers of Leeds and district, was read; also com- 
munications from the Sheffield, Blackburn, Wolverhampton, Bir- 
mibogham and other Chambers of Commerce. 


Books Received.—' Machine. Tools.” By Thos. !R. . 


Shaw. Manchester: Scientific Publishing Co. 165s. net. 

“ Report of the Locomotive Committee on Standard Locomotives 
for Indian Railways. Engineering Standards Committee's Report, 
No. 5. Second issue. London: Crosby Lockwood & Son or the 
E. S. Committee. 108. 6d. net. 

" Engineering Mathematics Simply Explained" By H. H. 
Harrison. London: Percival Marshall & Co. 1s. 6d. net. 

" Report of the Board of Education for 1904-5.” London: 
Wyman & Sons. 44d. | 

" Alternating Currents: Their Theory, Generation and Trans- 
formation.” By Alfred Hay, D.Sc. London: Harper Bros. 
6s. net. ! 

„The Practical Telephone Handbook and Guide to the Tele- 
phone Exchange." By J. Poole. Third edition. London: Whit- 
taker & Co. 6s. net. 

„Fire Tests with Floors: A Cement Concrete Floor with Bays of 
Various Aggregates.” Red book, No. 101. London: British Fire 
Prevention Committee. 28. 6d. 

“ Proceedings of the American Institute of Electrical Engineers." 
Vol. 24, No. 11, November, 1905. New York: The Insti- 
tute, 95, Liberty Street. 

“ American Society of Civil Engineers’ Proceedings.” November, 
1905, Vol. 31, No. 9. New York: The Society, 220, West 
57th Street. Ж 

“ Siam Engineering: The Journal of the Engineering Society of 
Siam,” Vol. 1, No. 1, October, 1905. Publishing Office: Bangkok. 


Catalogues and Lists.—Messrs. EvkRED & Co., 
Lrp., Surrey Works, Smethwick.—Several pamphlets illustrating 
their various types of switches, switch panels, &c., for mining use. 
No. 6 briefly describes and prices a watertight switch enclosed in 
cast-iron case with hinged lid and interlocking arrangement. This 
switch is claimed to be entirely gas proof, its eurrent carrying parts 
are of hard drawn copper of ample section, and we understand that 
it conforms in every detail to the latest. American Fire Insurance 
rules; No. 9 deals with mining panels; No. 5 describes double-pole 
switches in teak cases; No. 3 is devoted to A type quick-break 
switches, and No. 1 to Barnand’s patent protected type quick-break 
switches. 

Messrs. FERRANTI, Lro., Hollinwood.—Catalogue No 52 giving 
prices and particulars of triple-pole single-throw quick-break knife 
switches for from 25 to 1,000 amperes. 

Messrs. MavoR & Courson, Glasgow.—The firm's December 
calendar card gives data relating to a month's cutting by а Pick- 
Quick electric coal-cutter at a Stirlingshire colliery. 

THE GENERAL ELECTRIC Co., LTD., London.—New booklet giving 


illustrations and particulars of "Angold" arc lamps. Reductions 


of prices of lamps and accessories are shown. A new pattern twin 
carbon Angold“ lamp for continuous current is described. 
Another G. E. O. list is an abbreviated price card, just being issued, 
giving particulars of Witton” continuous-current motors. 

THE SIMPLEX STEEL Сомрит Co., LTD., London, W.C.—Green 
show-card No. 112, giving a list of contracts for which their material 
was used during the first eight months of this year. These include 
26 cotton spinning mills in this country and abroad, and many 
hospitals, workhouses, harbour works, collieries, public schools and 
colleges, town halls, chemical works, electricity works and factories. 
A large trade-mark show-card (21 in. x 15 in.) is also being issued 
to customers who require it for display purposes. 

ELECTRICAL. TRADES SUPPLY Co., LTD, Birmingham.—Leaflet 
S 27 on double-pole switches in cast-iroh cases. Also illustrated 
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catalogue and price list of E. T. S.“ incandescent electric lamps 
for high and low voltages, in all shapes, ordinary tubular, candle, 
reflector and battery. , 
` Messrs. Hopason, Wricut & Woop, Century Works, Halifax.— 
Price list of single, two and three-phase motors of squirrel cage and 
slip-ring types. 

- ELECTRIC AND ORDNANCE ACCESSORIES Co., Lrp., Birmingham.— 
Small pocket pamphlet entitled System in Business,” detailing 
the “Stellite” central battery exchange system telephone 
equipment. | 

British Тномзон-Ноовток Co., LTD., Rugby.—Several new 
pamphlets as follows:—No. 185, describing the B. T. H. flexible ear 
for grooved trolley wire, already shown in our pages; No. 186, 
describing various portable electrical measuring instruments; 
No. 187, particularising ammeters, voltmeters and wattmeters for 
switchboard use; and No. 188, dealing with miscellaneous switch- 
board instruments. All of the lists are, as usual, well illustrated, 
and are intended for filing with previously issued circulars of the 
B. T. H. series. : 

Hart ACCUMULATOR Co., Lro., Marshgate Lane, Stratford, E.— 
New list of their latest ignition cell price list. We understand that 
this type of cell is being supplied in Jarge numbers to the trade and 
motor-car builders at the present time. A stock of all sizes is kept. 

С. W. Номт Co., U.S.A.—Catalogue of Hunt” steam hoisting 
engines. 

Messrs. Guest, KERN & NETTLEFOLDS, Lrp., Birmingham.-- 
Lists showing increases in discounts on iron and brass screws, бе. 

Messrs. NEVILLE Bros., 7 and 9, James Street, Liverpool.— 
Catalogue (56 pp.) dealing with labour-saving machines and tools 
for electrical engineers and others. The contents include illustrated 
descriptions of vacuum drying and impregnating cbambers for 
dynamo and motor armatures, &c., automatic coil-winding machines, 
slot broaching and slitting machines, automatic tissue papering 
machines, armature disk varnishing machines, notching and dividing 
machines, geared rotary shears, dynamo-makers’ presses, electri- 
cians’ hydraulic presses, drilling and tapping machines, portable 
workshop cranes, “ Raffard” flexible safety couplings, regenerative 
vas muftle furnaces and various other special and interesting lines. 

Messrs. CHAS. WINN & Co., St. Thomas. Works, Granville Street, 
Birmingham. New catalogue D. 38 (72 pp., fully illustrated, art 
paper) devoted to Winn's boiler and engine fittings. Views of the 
works appear at the beginning of the book, and descriptions of a 
large variety of steam valves, cocks, lubricators, water gauges, 
pressure gauges, injectors and other fittings nre given, together 
with particulars of prices. Special attention may be drawn to the 
firm’s improved parallel slide stop valves, in which are employed, 
in combination with other parts, a pairof wedges andaspring. The 
latter is fitted in a casing in the usual manner, and two hollow 
rectangular wedges are hung looscly upon the casing, one on either 
side of the main spindle. The wedges, we understand, in no way 
interfere with the free opening and closing of the valve, as they 
only come into operation when the bore of the valve is closed, and 
operate upon the valve gates in such a manner as to ensurc the 
valve closing tightly without overstrain, entirely obviating the 
objectionable tendency to jam or lock, which valves of this ty pe are 
frequently liable to when operated. 'The freedom of action and 
certainty of working thus attained are claimed to constitute im- 
portant improvements which are much appreciated by users. 
Attention may also be directed to the asbestos-packed automatic 
water gauges and protectors illustrated in the catalogue, and the 
special advantages claimed for these fittings as indicated by the 
drawings and letterpress іп the catalogue. Messrs. Winn have had 
many years’ experience as makers of Reliable“ fittings, and their 
produetions are extensively used by clectric power companies, 
railway companies and other authorities. 

Messrs. MackENz & Moncur, Lro., Edinburgh.—A new 
edition of their catalogue of latest designs of arc lamp pillars, 
carriers, brackets, &c., has been issued. The size of page (114 in. x 
174 in.) has allowed the designs to be shown on a large scale, 
bringing out to advantage the artistic ornamentation. The variety 
includes many examples of pillars and brackets which have been 
supplied for street lighting in London and the provinces. Engi- 
neers who are engaged upon street lighting questions would do 
well to keep a copy of this edition before them. Messrs. Mackenzie 
and Moncur have also issued an illustrated price list of switch 
blocks, junction boxes, draw-in boxes, and a set of circulars relating 
to their ventilating road box and pavement covers and frames. 

GILBERT ARC Lamp Co.—New and greatly amplified catalogue 
and descriptive list, giving particulars of all the Gilbert specialities. 
It is really more than a catalogue—rather a guide to arc lighting, 
as it contains reprints of articles on actual installations, and notes 
on globes, cut-outs, series a.c. arc lighting, resistances, post gear, 
&c., which, quite apart from the apparatus actually dealt with, are 
of interest and value. Special features of the brochure are the 
Gilbert moving-coil choking coils, which can be used instead of 
constant current transformers when the voltage is suitable; the 
Gilbert flame arc lamps; enclosed arc lamps; * small watt" lamps ; 
enclosed lamps with rod feed ; raising and lowering gear, and post 
gear, the latter assembled ready for fixing; transformers of 
various kinds, and lamp carriers. The apparatus are made in two 
grades—standard (high-class) and ordinary—and the lamps are 
characterised by specially long hours of burning. 

Messrs. D. HurETT & Co., Lrp., 55-56, High Holborn, London, 
W.C.—Catalogue (68 pp.) of electric light fittings, bell fittings, 
accessories, ke. A large variety of details such as ceiling roses, 
fuses, cut-outs, switches, lampholders, wall plugs, and ball fittings, are 
illustrated and priced, аз are also steel conduits, tubes and fittings, 
electroliers, brackets, ceiling, and other fittings, are lamps, heating 
and ventilating apparatus, bells and bell accessories, batteries, wires 
and telephones. 


Mr. Percy PrrMAN, Bosbury, Ledbury.—illustrated circulars 
describing his combined Hector” water-motor and dynamo for 
charging accumulators, and his tangential water wheel with 
adjustable nozzle. 

Tre British PROMETHEUS Co., Lrp., Kingston-on-Thames.— 
New catalogue of electric heaters describing and illustrating alto- 
gether some 66 different patterns of convectors, light radiators, and 
a combined convector and radiator. Many antique-finish copper 
convectors are illustrated, but the firm also supplies convectors in 
polished brass or antique brass at the same prices. Full particulars 
appear of the Prometheus principle, together with working instruc- 
tions and notes on cost of working. Prices, dimensions and heating 
capacity are stated in tabulated form. 


The Whitchurch Asylum Installation Contract.— 
In a report on the electric lighting of the Whitchurch Asylum, to 
the Corporation Asylum Committee, Mr. Ellis, electrical engineer, 
said that Messrs. D. Firth & Son, of Manchester, when tendering 
for electrically equipping the institution, on June 18th, quoted 
exactly the specification with all specified materials and fittings, 
and were cognisant of all the requirements. The South Wales Daily 
News abstracts the report thus: —“ It was now 10 weeks practically 
since the work was begun, and up to now very little progress had 
been made. There were 3,604 lights to be wired, but up to date 
they had not completed a single light. It was because he 
could not see his way to give them a certificate for £1,012 
out of a total contract of £6,421 that trouble had arisen. The 
contractors said that they had understood |? misunderstood | 
the specification, and could not carry out the work in accor- 
dance with the same at the price quoted. The real fact was 
that the contractors wanted the Committee to finance them 
during the progress of the work. The report proceeded to state 
that Mr. Firth had seen him (Mr. Ellis), and expressed a wish to be 
relieved of his contract, and ina letter to this effect there was a 
paragraph saying that at the very outset Messrs. Firth were not 
anxious to secure the contract, and they tendered at such a figure as 
they thought моцу exempt them from their offer being accepted. 
He suggested that another firm be called in to complete the work. 
The next two lowest tenders received were Lea & Warren 
(Kettering), £6,491, and Clay Bros. & Co. (Cardiff), £6,964.” It 
was resolved that notice be given forthwith to the contractors 
requiring that the work be proceeded with in a reasonable manner 
and with reasonable dispatch, and that failing compliance within 
seven days a further notice to determine the contract be given; 
further, that notice be given to the sureties of the steps taken and 
contemplated by the Corporation, and that in the event of the con- 
tract being determined the same be relet to Messrs. Lea & Warren, 
or failing them to Messrs. Clay Brothers & Co. 


Dissolutions and Liquidations,—The ELECTRICAL 
Оке Finpinc Co., LTD. -A petition presented by Andrew Anderson, 
mining engineer, a creditor, for the winding up of this company, is 
to be heard in London on December 12th. 

L. Hermes & Co. (electrical engineers and contractors, 29, 
Uxbridge Road, Ealing, and Acton).— Messrs. L. Hermes and W. A. 
Wallis have dissolved partnership. Mr. W. A. Wallis attends to 
debts. | 

PIONEER PowER Co. oF Lonpon, Ltp.—-A meeting is to be held 
on January 3rd at 58, Coleman Street, E.C., to hear an account of 
the winding up from the liquidator, Mr. F. W. Pixley. 

British PIONEER ELECTRIC [лант AND POWER Co. оғ INDIA, 
Lrp.—The company on November 2nd and 23rd resolved upon 
voluntary liquidation. | | 

W. G. Іклтнев (Windus Electric ,Co.), electrical engineer, 
Sheffield.—First meeting to be held on December 13th, and public 
examination on January tlth, both at Sheffield. 


Bennis Stoker Contracts.—We are informed that the 
following orders have been placed with Messrs. Ep. Вкммів & Co., 
Lro., of Little Hulton, Bolton :— 

The Wimbledon U.D.C., for its electric lighting station.—A repeat order for 
four stokers and compressed air fornaces for their water-tube boilers. | 

The Swadlincote (Derby) U.D.C.—For two stokers and compressed air 
furnaces. 

The Rugby U.D.C., for its “electric power station.—Two sets of stokers and 
natural draught furnaces for Babcock & Wilcox boilers. 

Messrs. Clarke, Chapman & Co., Ltd., Gateshead-on-Tyne.—One set of 
„ Bennis and Miller-Bennett"’ chain-grates. 

The Patent Shaft and Axletree Co., Ltd., Wednesbury (Staffx.).—46 stokers 
and compressed air furnaces, with complete coal and ash-handling plant, for 
their various works at Wednesbury. 

The Babbington Coal Co., Ltd., Nottingham.—Repeat order for six stokers 
and compressed air furnaces, making a total of 23 supplied to this firm. 


Annual Dinner.—The Apparatus Department of 
Messrs, SIEMENS Bros. & Co., LTD., held their annual dinner last 
Saturday week at the Trafalgar Hotel, Greenwich. Mr. О. Doerner 
oceupied the chair, the number present being nearly 120. 


Bankruptcy Proceedings. — James Woop 
(Smith & Co.), clectrical engineer and contractor, Darwen. 
ing order made November 28th on debtor's own petition. - 


Consular Notes.—Srainx.—The French Vice-Consul at 
Cadiz reports that an electric tramway is now under construction 
and will be completed in a few months to join the town of Cadiz 
with that of San Fernando and “Іа Compagnie Belge," which 
obtained the concession, proposes to extend the line to Chiclana. 
Should the undertaking, as anticipated, be very successful, the com- 
pany will probably extend the line to Algeciras; at present the 
journey between Cadiz and Algeciras has to be made by coach, and 
takes 16 hours for a distance of 74 miles. 

UGanNDa.—Lieut.-Col. Hayes Sadler, in a recent report to the 
Colonial Office on the trade, &c., of Uganda, states that there is one 
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main line of telegraph connecting the East Africa system with 
Jinja, Kampala, Entebbe, Hoima and Wadelai, on the Nile. From 
Hoima a branch connects with Butiaba—the landing-place on the 
Lake Albert. This year an extension will be carried from Fajao, on 
the Victoria Nile, through Fatiko to Nimule, eventually, it is to be 
hoped, to connect with the Soudan system at Gondokoro, which will 
give an alternate and cheaper line to Europe, besides adding an 
important link to the Cape-to-Cairo system. During 1904-5 the 
extension from Masindi to Wadelai was completed, and the work 
of making permanent the temporary line from Karanias to Jinja 
was commenced, and subsequently finished. Telegraphic communi- 
cation was fairly well maintained, and there were fewer interrup- 
tions tban in the previous year. The Government offices at 
Entebbe are connected by telephone, and there is a telephone 
service open to the public on payment, along the Protectorate tele- 
graph wires. £7,440 is the estimated share paid by Uganda towards 
postal and telegraph expenditure, including £1,747 for new tele- 
graph construction. 


For Sale.— The Derby borough electrical engineer ів 
offering some arc lighting sets for sale. See our ndvertisement 
pages to-day. i 

Hello ![—Messrs. Veritys, LTD., ask us to announce 
that, for the convenience of their customers, in order, as far as 
possible, to avoid the prevailing congestion of the National Tele- 
phone Co.' Gerrard Exchange, they have put in a Post Office 
telephone, the number being 9984 Central. | 


Trade Anneuncements,—Owing to greatly increased 
business, Messrs. Bruce PEEBLES & Co., Lro., have transferred 
their London office from Westminster to No. 1, London Wall 
Buildings, E.C., which will be the headquarters of Mr. Roland 8. 
Portheim, managing director, with Mr. Morton Beales as manager, 
and Mr. W. J. W. Bullock as chief engineer of the contract depart- 
ment. All communications, therefore, should be addressed to No. 1, 
London Wall Buildings, E.C., instead of 25, Victoria Street, E.C. 

Messss. L. E. WILSON & Со. have commenced business as tele- 
phone experts and engineers at 20, Cross Street, Manchester. Mr. 


L. E. Wilson was formerly chief {electrician of the National Tele - 


phone Co. in the Manchester district, where he gained wide and 
varied experience. | 

Messrs. C. A. Parsons & Co. announce that owing to the develop- 
ment of their business in Wales, they have arranged for per- 
manent representation there, and have opened an oflice at Caledonian 
Chambers, 102, St. Mary Street, Cardiff. 

The Maschinenfabrik Oerlikon announce that they have 
appointed Mr. G. WurHnICH manager of their British, Irish and 
Colonial department and London resident engineer. Mr. Wiithrich, 
who was formerly at 19, Barclay Road, London, has been London 
resident engineer for the company for some time past. From 
December 1st bis address will be Oswaldestre House, Norfolk 
Street, Strand, London, W.C., and his telegrapbic address is 
*" Oerlik London.” 

Owing to tbe expiration of lease, Messrs. ROGER Dawson, Lro., 
electrical engineers, of 8, Berners Street, London, W., are closing 
their branch at 81, Victoria Road, Surbiton. 

Messrs. E. H. Captor & Co., 12, Rue St. Georges, Paris, have 
accepted the sole agency for the Metallic Seamless Tube Co., Ltd., 
for France and Colonies, and they keep a large stock of metallic tubes 
and fittings in Paris; the Continental agent of the company is Mr. 
Douglas Wells, M. I. E. E., 10 Rue de la Реріпісге, Brussels. 

Nernst ELECTRIC LI GUT, Lrp.—From 11th inst., the offices are 
transferred from 82, Victoria Street, S. W., to 5, London Wall 
Buildings. 

Mr. Fabius 
‘McNaughton, 79, Mark Lane, E. C., who has for nine years been 
sole representative for the sale of bis carbons, &c., in the United 
Kingdom, is retiring from the business. MkssRs. GEIPEL. AND 
LaNGE, of 724, St. Thomas’s Street, London, S. E., will represent 
him in future, and they have engaged the services of Mr. A. C. 
Ashworth, who was manager of Mr. McNaughton's carbon depart- 
ment, to act in the same capacity for them. 

In our last issue we referred to a circular letter issued on the 
27th ult. by Mr. N. C. Woodfin, of the firm of Helps, Woodfin 
and Co. We subsequently received a communication from Mr. 
J. W. Helps stating that not only was the cireular incorrect, but 
that it came as 4 great surprise to him, and that he is instituting 
proceedings against Mr. Woodfin in consequence. We understand 
that Messrs. Helps & Woodtin have since parted. | 
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LIGHTING AND POWER NOTES. 


Australia.— SvpNEv.— In order to cope with the 
demand for electric light, the Sydney City Council has decided to 
invite tenders for increasing the machinery in the power house at 
Pyrmont by 2,000 Kw.; this will bring the total up to 5,240 xw., or, 
approximately, 9,000 н.р. The extra power will be used for pro- 
viding light for private consumers. The lighting of a portion of 
Hyde Park is being expedited; nearly 100 electric arc lamps are to 
be installed, and when practicable, the lamps are to be suspended 
from the trees. The statement of expenditure, laid before the 
Electric Lighting Committee on October 9th, contains the following 
sentences :—'' A loan of £250,000 was authorised, and of this amount 
£225,000 was raised. The whole of the latter amount has already 
been used up, while the expenditure and commitments in excess of 
the amount raised are £19,606, the total expenditure being 
£244,606, which only leaves £5,394 of the quarter of a million 
authorised,” : 


Henrion, of Nancy, announces tbat Mr. D. 


Blackpool.—The T.C. has decided to apply to the 
L.G.B. for a loan of £4,000 for E.L. cable extensions. 


Canada,—The Canadian Westinghouse Co. will shortly 
commence to install a number of motors, transformers, and other 
electrical appliances in the grain elevator of the Grand Trunk 
Railway at Windmill Point, Montreal. There will be twenty 
motors ranging from 3 н.р. to 200 н.р, distributed throughout the 
works. 


Cheltenham.— The T.C. has fixed meter rents for motor 
supply at £1 per annum up to 5 xw., and £1 10s. per annum for 
motors of 5 Kw. and upwards. 


Colne.—The T.C. has reduced the rents ot electrio 
meters by 50 per cent. | 


Continental Notes.—lIrALíLv.—Some few months ago 
a company of 700 sbarcholders—all local men—subscribed the sum 
of £20,000 to establish: electric generating works st Bari. The 
installation will be inaugurated during the present month; it con- 
sists of three gas engines each of 250 н.р. by Tosi, operating with 
low-quality gas; these drive direct-current generators, which, like 
the boosters, are manufactured by Savigliano; and a battery of 
accumulators by the Tudor Co. The network is supplied at 2 x 
240 volts. А | | 

The Municipal Authority of Rome is considering a report from 
its sub-committce for obtaining the service of water power amount- 
ing to about 20,000 н.р., to be used for electrical purposes, situated 
across an are of the Neva, between Montoro and Orte, and again 
near Subiacco. The report states that the cost of the necessary 
works for utilisation and transmission of the energy would not exceed 
£20 per electrical н.р., so that energy could be sold in Rome at 
about £2 per н.г. per annum, а figure which would include а large 
sum for depreciation and reserve. 

Mr. Antonio Vandano has requested permission to take 1,200 
litres of water per second, from the River Stresa in the Province of 
Usiglia; this will provide 5,588 н.р. The electrical energy 
generated will be transmitted to the Province of Turin for metal- 
lurgical works there.— L Flettricista. 

The following estimates have been prepared in connection with 
the contemplated works whereby about 8,000 E. R. P. will be available 
for distribution in Turin (for convenience the figures are put into 
English value on an exchange basis of £1 =з 25 lire) :— 


Hydraulic works = Ыз “> SE | £102,800 
Turbines and electrical machinery PE P» T ox 41,500 
Two overhead lines Chíomonte to Turin к is 89,600 
Distributing station in Turin .. du hs 34,600 
Distributing network in Turin. ds 198,000 — 
Purchase of concession of water-power 13,200 
Total £359,700 


With figures such as these, which are likely to be exceeded in 
carrying out the work, the installation demands the serious 
attention of manufacturers. | 

It is proposed to put down a water power plant on the River 
Corchiano at Corchiano to supply electrical energy for lighting and 
power purposes. | : 

Girmany.—A municipal electricity works is to be erected at 
Werneuchen. 


Coventry.—The T. C. has been recommended by a 
special committee not to make ару alteration in the present scale 
of charges for electricity. | 


Dorking.—4A correspondent states that the U.. C. has 
scaled an agreement with Edmundson's, Ltd., transferring to 
them all the Council’s powers with regard, to the E.L. under- 
taking, excepting the power of borrowing money. 


Dudley.—The Corporation Lighting Committee has 
recommended the T.C. to reduce the price of energy on the flat 
rate from 5d. to 4d. per unit, and to charge a time switch rent of 
28. per quarter for all future switches connected. 


Dunfermline.— Conferences have been held recently 
with representatives of the Fife Electric Power Co., the 
National Gas Engine Co. and Messrs. Tangyes, Ltd., in regard to 
the electric lighting question, and it is expected that the matter 
will be brought before the T.C. at an early date. 


Edinburgh.—The E. L. Committee, with the conveners 
of the various Committees, paid a visit to Glasgow recently for the 
purpose of inspecting the condensing plant at Port, Dundas station. 
The inspection was made with a view to satisfying the Edinburgh 
Corporation as to the practicability and value of the schemes for 
providing condensing plant at Dewar Place and M'Donald Road 
electric power stations. 


Fareliam.—The B. of G. has decided to have the E. L. 


installed at the workhouse. 


Friern Barnet,—The U.D.C. prov. order expires on 
the 31st inst., and the proposals of the North Metropolitan Electric 
Power Supply Co. have been rejected. A conference has been held 
with representatives of the Hornsey B.C. with a view to obtaining 
a supply, but the B.C.'s price has been rejected as prohibitive. The 
B. of T. has asked for definite information by the first wcek in 
January, and a special sub-committee has becn formed. | 


Gloucester.—The T.C. has decided to reduce the charge 
for energy for power purposes as follows:--Firet 200 units per 
quarter, 2d. ‘per unit; next 1,000, 144.; next 10,000, 1jd.; all 
beyond 11,200, 13d. For energy for the tramways, 1d. per unit is 
to be charged, | 
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Hapton.—The lighting question is at present agitating 
the township, and deputations from the Burnley Corporation and 
Padiham U.D.C. have expressed their willingness to supply gas. 
At a recent Council meeting, a letter was read from the présent 
lighting contractors, stating that providing there was а sufficient 
demand they were prepared to put down a special plant for the 
supply of electricity for lighting purposes, and would undertake to 
supply energy to any householder at 5 рег cent. less price than was 
charged in the neighbouring borough of Burnley ; the matter is 
{о be decided at a ratepayers' meeting. 


India.—MvssoonrE.—In regard to the proposed elec- 
trical undertaking for this district, Indien Engineering states that 
20 tenders have been received, that of the Brush Co. being the 
lowest. 


Kidderminster.—With regard to the prov. order for 
E.L. being applied for by the Kidderminster and District 
Electrical Co, the company has informed the R.D.C. that it 
intends to extend the mains from Kidderminster, and to supply 
energy at 44d. per unit, on the flat rate. 


Liverpool.— The Mersey Docks and Harbour Board has 
decided to install six electric Jib cranes, and six electric trans- 
portors are to be erected at the new No. 1 and No. 2 King's Docks. 
Tenders have been accepted from the Glasgow Electric Crane and 
Hoist Co. for the transporters and from Royce & Co. for the roof 
cranes. 

Extensions to the generating and destructor station in Smith- 
down Road, at an estimated cost of £2,950, are contemplated. 


Liversedge.—The U.D.C. has decided, in response to 
appeals by the ratepayers, to withdraw from its agreement with the 
Yorkshire Electric Power Co., and has resolved to apply for an 
extension of its prov. order for 12 months. 


London.—CirTy.—It has been resolved on a recommen- 
dation of the Streets Committee to extend the lighting of Lower 
Thames Street and Monument Street by a larger use in the district 
of high pressure gas lamps. Considerable discussion on this subject 
ensued at the meeting, and it was pointed out that the electrical 
engineer of the Corporation had stated that if the electric lighting 
company was permitted to install up-to-date apparatus, the gas 
companies could not compete. 

HAMMEBSMITH.— It was stated at а recent T.C. meeting that there 
were many complaints about the quality of the light in the streets 
and private houses. The electrical engineer stated that the Council 
only undertook to supply electricity, and not light; the pressure 
was quite sufficient and, if anything, above that required. The fault 
lay with consumers in not using their lamps properly. 

MARYLEBONE.—The Electric Supply Committee of the B.C. 
reported on Tuesday having under consideration the purchase of (a) 
a ninth turbine (to be supplied by Messrs. Parsons), £10,000 ; 
(b) storage battery, North Street sub-station, £10,000 ; (c) storage 
battery, Rathbone Place sub-station, £5,000; (d) two boilers, 
£9,000. The turbo and boiler plant is necessary to ensure a sufli- 
cient reserve in the event of the failure of one of the present large 
turbines. The expenditure in respect of the storage battcries at 
North Street and Rathbone Place will be covered by the £15,000 
which (under the provisions of the order of the Court, August 7th, 
1903) the Metropolitan Electric Supply Co., Ltd., has to repay to 
the Council in respect of the nine motor-generators at North Street, 
which the company is now arranging to take back. The addi- 
tional battery power at North Street is necessary to ensure a con- 
tinuity of service to Hertford House and the Rathbone Place 
battery will ensure the Council being in a position to take over 
the supply of the whole of the consumers in the borough by the end 
of March next. 

BERMONDSEY.—As a result of further correspondence between 
the B.C. and the London Electric Supply Corporation in regard 
to a bulk supply from the latter, the B.C. has intimated its desire 
to drop the matter. 

HampsTEaD.—The B.C. has decided to revise the charges for 
private lighting as follows:—Maximum demand system: two winter 
quarters, 6d. per B.T.U. for 182 hours’ consumption of maximum 
demand per quarter, and 14d. per unit beyond; two summer 
quarters, at a uniform rate of 14d. per unit. Flat rate system: a 
uniform rate of 4d. per unit. 

SHOREDITCH.— The B.C. has decided to supply energy for heating 
purposes at ld. per unit, as from the end of the present month. 
The Lighting Committee of the B.C., in a recent report, gives its 
opinion on the Administrative Power Co.’ 8 proposals, and 
states that the company seeks to sell at a loss for four 
years to capture the business, paying dividends meanwhile out 
of capital.” The promoters ‘of the Additional Electric Power 
Supply (London) Bill (the St. Neots scheme), the Committee states, 
wish to supply municipal authorities in bulk by agreement, and 
seek no powers to compete with such authorities, but desire to 
co-operate for mutual advantage. The Committee has been 
negotiating with the promoters, and states that the price and terms 
upon which the new company is prepared to give a bulk supply to this 
Council (at certain periods of the day), if required, are very favour- 
able to the Council, and are recommended by the borough 
electrical engineer, but the Committee thinks, for obvious reasons, 
that they should only be fully considered by the Council in com- 
mittee. One of the conditions, of the agreement is that the Electric 
Power Supply (London) Bill should be supported by the Shoreditch 
B. C., which the Committee thinks will be the best means of com- 
batting and defeating the dangerous monopoly sought by the 
Administrative Bill. The Committee recommended: (a) That an 
agreement be entered into with the promoters of the Additional 
Electric Supply (London) Bill, and the contract, when ready, be 


sealed; and (+) that the Bills of the Administrative County of 
London and District Electric Supply Co., and the Charing Cross, 
West End and City Electric Supply Co. be opposed. The recom- 
mendation was carried, as was also another to the effect that 
Hackney B.C. be informed that Shoreditch would support its Bill 
if Hackney agrees to support the Bill promoted by Shoreditch. 


Malton.—Dissatisfaction has been expressed as to the 
lighting of the town; an inspection of the lamps is being made by 
the U.D.C., and the expenses in connection therewith are to be 
charged to the Supply Co. 


South Africa. — Care Town.— The city electrical 
engineer, in а report to his Committee, points out that the 
cost of production during the year 1904 was 8:21d. per unit, 
whilst for the nine months ending September 30th, 1905, the cost 
was. reduced to 6:578d. per unit. The revenue from the sale of 
energy to private consumers up to September 30th of the current 
year, amounted to £39,974, which on 1,110,498 units sold gives an 
average price obtained of 8'2d. per unit, this result being obtained 
with a charge per unit of from 1s. to 84. for night supply and half 
this for day energy, equivalent to an'average price of 10°516d. and 
5°258d. for night and day supply respectively. The electrical 
engineer suggested that the price to be charged for next year might 
be fixed ор a sliding scale between 10d. and 8d. for night, and half 
the amount for day, giving an average all-round price of 719d. per 
unit; also that & further reduction might be made for continuous 
motive power to be used in the daytime only, and suggested the 
flat rate of 3d. per unit, such rate not to apply to lift motors, and 
that the energy supplied at such & rate would be cut off by 
means of a time switch at 6 p.m., and put on again at 12 o'clock 
midnight. 


Stockton.—The Council's E.L. prov. order has been 
extended for another 12 months. 


Stourbridge.—The T.C. has resolved to apply to the 
B. of T. for а further extension of its prov. order, and has instructed 
the Electric Powers Committee to negotiate a sale (with the option 
of re-purchase) or lease of the order. 


Sunderland.—4A report has been submitted by the 
engineer, which recommends extensions to the Hylton Road power 
station, comprising four new boilers and other plant, at an estimated 
cost of £16,000. 


Sutton.—The U.D.C. has received two tenders for the 
public lighting of the streets; viz, from the Sutton Gas Co. and 
the South Metropolitan Electric Traction and Lighting Co. It was 
resolved to accept the tender of the Electric Lighting Co. at £757 
per annum for five years. 


Todmorden.—The T.C. has reduced the price of energy 
for any purpose other than lighting to 2d per unit. 


Torquay.—The L.G.B. has consented to the Corporation 
taking up a loan of £8,099 for extensions of the Beacon Quay 
station, disallowing £1,400 of the total sum asked. In a letter 
from the Board, read at the Council's last meeting, the former 
States the desirability of postponing for the present any exten- 
sion of the system of public lighting on the ground that it is unre- 
munerative, and having in view the financial advantage of utilising 
the present station as long as possible, intimates that it is clearly 
inadvisable to increase the existing loan for any unprofitable pur- 
pose. Moreover, asthe provision of a new station will ultimately be 
necessary, the undertaking must be carried on with the greatest 
economy, and in such a manner that a reserve fund may be built up 
to meet the anticipated large expenditure. 


Warrington.—The Corporation Electricity and Tram- 
ways Committee has adopted the following new scale of charges for 
energy for power purposes :—40 per cent. load factor, 1d. per unit; 
50 per cent., ‘98d. ; 60 per cent., 04d. ; 70 per cent., 82d. ; 80 рег 
cent., ‘76d. ; 90 per cent., 70d. 


Wednesbury.—The result of the past year's working of 
the electricity undertaking shows a loss equal to a 1d. rate. No 
sum has been set aside to depreciation. 


West Ham,—The price of energy for tramway purposes 
has been fixed by the Council at l'6d. per unit for the year ended 
March last, 1:5d. for the half-year ended September, 1905, and 1d. 
per unit on and after October 1st, 1905. The Council has trans- 
ferred the supervision of the overhead equipment from the borough 
electrical engineer to the tramways manager. 


TRAMWAY AND RAILWAY NOTES. 


Argentina.—4All the tramways of Cordoba have been 
purchased by a syndicate and are to be electrified. Other conces- 
sions have been asked for, for the construction of additional lines 
to the suburbs. The Buenos Ayres Port and City Tramway Co. has 
been formed to take over the concession granted to Gandulfo & Co. 
to build and work an electric tramway from Barrancas Bridge along 
the Riachuelo and port to Retiro Station, a distance of seven[miles. 
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Australia.— The views of the three Victorian Railway 
Commissioners (Messrs. T. Tait, W. Fitzpatrick and C. Hudson) on 
the proposed electrification of the suburban metropolitan steam 
railway service have been laid before the Railway Standing Com- 
mittee appointed to inquire into the question. The evidence 
of Mr. Bradford, electrical expert to the Government, was 
recently given, and the statement by the Commissioners 
tsaversed the opinions he expressed. The Commissioners were 
mot opposed to the electrification of the existing lines, provided 
these would yield sufficient additional net revenue to pay the 
interest charges and the other costs of revenue. They drew attention 
$o the fact that within the next two years £7,000,000 of State loans 
would be due for redemption or conversion, and that during that 
period money would be wanted for other railway works. The 
system of electrification recommended by Mr. Bradford was that 
most generally employed at the present time, but it might become 
obsolete before being completed. The Commissioners dealt with 
each of the six proposals for tramway lines by Mr. Bradford, and 
stated that they did not consider any of the six should be built at 
the present time. They further added:“ The question as to 
whether the provision of street tramways should not be left to the 
municipalities concerned, or under satisfactory terms, and with 
proper safeguards, to private enterprise is one deserving of serious 
consideration." 


Belfast.—As already intimated, the new electrical 
tramway system was successfully inaugurated on the 29th ult. over 
the southern portion of the lines. The B. of T. inspection of the 
remaining part of the system is being carried out, and it is expected 
that the eastern and northern roads will be opened this week. So 
far everything has gone without a hitch. Onthe opening day one 
car, driven by the Lord Mayor, Sir Daniel Dixon, attained a speed 
of 20 miles per hour. А lady, unconscious of the identity of the 
titled motorman, “tipped” him with a £1 note, which Sir Daniel 
accepted and handed over to the Coal Fund. 


Continental Notes,—ItTaLy.—The Bologna horse tram- 
ways have during the last few months given way to a system of 
electric tramways under the care of the Thomson-Houston Co. The 
total length is about 17 miles. Inside the city rails of 87 lb. per 
yard, and outside the city of 60 lb. per yard, have been used, with 
Falk bonds throughout. The generating machinery consists of 
three steam sets, each of 225-K W. direct-coupled compound tandem 
type; the dynamos are shunt-wound, and work in parallel with a 
large battery of accumulators, 300 cella of 350 ampere-hour capacity. 
Provision is made for adding further plates, so that the capacity 
may be increased to 500 ampere-hours if desired ; 55 cars have 
been delivered, of which 48 are in general use, and seven are kept 
in reserve. 

Although electric railway schemes proceed slowly in Italy, an 
attempt 1з now being made to induce the Government to display 
greater activity in the matter by the laying of schemes before 
_Parliament. For instance, the Chambers of Commerce of Lecco 
and Bergamo have addressed a request to the Ministry of Public 
Works asking that the conversion of the Milan-Lecco and Lecco- 
Bergamo railway sections to electric traction should be pro- 
ceeded with as rapidly as possible. The two electric lines leaving 
Lecco have hitherto scarcely had any influence upon the traffic 
results, as direct connection with Milan did not exist, and the 
train service has only been slightly increased. At Bergamo а com- 
mittee has been formed with the object of promoting the con- 
n of a high-speed electric railway between that town and 

ilan. 
increased by the roundabout way which has to be traversed vid 
Treviglio. A high-speed line is also suggested between Milan and 
Genoa by a committee which has been formed at the former town 
under the auspices of well-known men, and with the support of the 
Italian Commercial Bank, while a further project relates to a main 
line between Novara and Biella. 


Crewe.—The L. and N.W. Railway Co. are concentrating 
their electrical staff at Crewe; the electrical and telegraph staff 
at Stockport, to the number of several hundred, will move there 
this week. When the alterations now in progress are completed, 
5 ү be one of the best electrically-equipped stations in 
the world. | 


Edinburgh.—The Tramway Sub-committee last week 
discussed the present position of tramway matters in the city. Mr. 
Brown, the representative of the Kingsland electric System, was 
present, and explained very fully the particular points of that 
system. The Committee considered that the system was worthy of 
serious consideration, and an effort is to be made to secure the con- 
sent of the lessees of the present tramways to allow the Morrison 
Street route to be used experimentally for the Kingsland system. 
The expense is to be borne entirely by the Kingsland Co. The 
Committee further agrecd to ask Sir Alexander Kennedy for his 
detailed report on the ditferent systems mentioned by him in,the 
Tramway Committee's report, especially with regard to the Kings- 
land method of traction. 


Lancaster.—The Corporation last week was informed of 
the offer of Messrs. Kershaw, of Birmingham, on behalf of a 
syndicate to purchase the Lancaster horse tramway to More- 
cambe and electrify it, providing the Corporation will not exercise 
purchasing powers for 42 years instead of in 1910. The energy 
would be purchased from the Corporation, which had previously 
been in negotiation with the company but declined to give more 
than £27,000 when £30,00) was asked. The Tramways Committee 
has given Messrs. Kershaw a chance of submitting alternative 
proposals. 


The distance between the two towns by rail is considerably 


London.—Lonpnon County Councm..—The Finance 
Committee at Tuesday’s meeting of the Council reported that the 
balance of the tramways renewals reserve fund amounted, with 
accumulations, to £83,041, of which £66,787 had been invested in 
3 per cent. county stock. As a request had been made that a 
further investment should be undertaken of the balance available, 
the Committee recommended that it should be authorised to 
invest in a similar manner the sum of £16,200 standing to the 
credit of the tramways renewals reserve fund. Mr. E. Collins 
remarked that in other towns 6 per cent. was set aside for depre- 
ciation, but the County Council only made provision for less thah 
2 per cent. The recommendation was 8 to, and it was resolved 
to sanction the borrowing of £820 by the Woolwich B. C. for the 
erection of a cooling tower, and to lend £7,500 to the same Council 
for boilers and extension of mains. 

METROPOLITAN District Rarmway.—On Monday the last of tho 
steam locomotives on this railway was replaced by electric loco- 
motives, hauling the L. and N.W. trains from Earl's Court, and thus 
the electrical operation of the underground railways was completed, 
and the way left clear to carry out the acceleration of the circle 
traffic. The maximum speed, however, will not be attainable until 
the reorganisation of the signalling apparatus is complete. 


` Mexico.—La Electrica Co., of Guadalajara, Mexico, has 

decided to erect a large steel and masonry building there at a cost 
of about £60,000. It will be 354 ft. long and 169 ft. wide. A 
modern car repair shop and a transformer station. аге included in 
the plans. 


West Bromwich.—1n a report issued last week, the 
Highways Committee of the Corporation stated that the matters in 
dispute with the South Staffordshire Tramways (Lessee) Co. had 
been settled as follows: The company had paid certain arrears due 
from them for electrical energy supplied. The use of the Quin cut- 
out was to be discontinued, and instead the company was to adopt 
the most approved method in existence; the rent payable under 
the lease was not to be reduced by the discontinuance of the Quin 
cut-out system, and the company was to bear the whole of the costs 
in connection with the alterations; the company was to be allowed 
to run smaller cars. The company agreed to take a minimum 
supply of electrical energy of 900,000 units per annum, instead of 
the minimum of 300,000 per annum provided in the lease; but at 
the prices fixed by the lease. 


TELEGRAPH AND TELEPHONE NOTES. 


Durban (8.A.)—The Postmaster-General of Natal has 
written to the T.C. with regard to the establishment of communi- 
cation between the Durban Municipal Telephone Exchange and the 
Trunk telephone system of the colony. It was hoped in the course 
of two or three weeks to have the line between Durban and Pieter- 
maritzburg completed, and later on to connect it with Ladysmith, 
Dundee, and Newcastle; but until some agreement has been 
arranged the service lines between the Municipal Exchange and the 
Government Exchange could only be used by local subscribers 
through the call office. He suggested the payment of a maximum 
sum of £200 a year by the Council, to place local subscribers on 
equal terms with Government subscribers. Negotiations have been 
going on for some time, and it is also hoped eventually to have 
communication with Johannesburg. 


Persian Telegraphs.—The Central Persian telegraph 
line is, says Indian Engineering, to be extended from Bam to 
Karachi this cool season. 


Wireless Telegraphy.—TRINIpaD.— The Governor of 
Trinidad, in a recent report to the Colonial Office, states that the 
electrical engineer of the Colony has been carrying out experiments 
in wireless telegraphy during the year 1904-5. А receiving and 
transmitting station was erected at Port-of-Spain (Trinidad), and 
endeavours were first made to obtain direct communication with a 
station erected at Scarborough (Tobago), across the intervening 
lofty northern range-of wooded hills in Trinidad. Communication 
was obtained, but not sufficiently distinct to justify the belief that 
a satisfactory system could be established direct’ between the two 
places. A temporary experiment station was, therefore, erected at the 
lighthouse at Chacachacare, and between this point and Tobago—a 
distance of 684 miles, with no land intervening ; communication 
proved easy and reliable. The Port-of-Spain station has now been 
transferred to the North Post Signal Station, a spot on the north- 
west coast, about 9 miles from Port-of-Spain, and connected by 
telephone with the capital, and as soon as the installation is com- 
pleted, it is hoped that a regular and satisfactory system of com- 
munication will be opened to public use between Trinidad and 
Tobago. 

ITALY.—A commission has been appointed by the Postal 
Authorities in Italy to consider the application of the wireless tele- 
graph service to private uses. 


Tramway Supper.—The Bury tramway employés were 
entertained to supper at midnight on Tuesday last week by the 
Tramways Committee. 
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CONTRACTS OPEN AND CLOSED. 


OPEN. 
Australia.—December 18th and 19th. The Deputy 


Postmaster-General, Brisbane, invites tenders for the supply of 
insulators, phosphor bronze wire, copper sleeves, binders and tapes. 


The Deputy Postmaster-General, Melbourne, invites tenders for 
the supply of (1) 10 miles of 26-pair lead-covered paper-insulated 
telephone cable; (2) 1 mile of 156-pair lead-covered paper- 
insulated telephone cable (124 lb. conductors); (3) 5,000 barrel 
iusulators, e within three months of date of acceptance of 
tender. 


Austria.—December 20th. The Austrian State Railway 
authorities at Pilsen are inviting tenders until December 20th, for 
the establishment of an electric lighting plant at the railway station 
in that town. 


Bermondsey.—December 8th.' Water-tube boiler, and 
500-Kw. steam dynamo forthe B.C. бее “ Official Notices” Nov em- 
ber 24th. 


Brazil. — December 16th. The municipal authorities of 
Sao Luiz (Maranhao), Brazil, are inviting tenders until December 
16th, for the electric lighting of the town. 


NiQicHTEROY (Rio de Janeifo).—Installing a system of clectric 
lighting. 


Buxton.—December 15th.. One 52-K Ww. gus-driven 
balancer set for the U.D.C. See Official Notices December 1st. 


Clyde Navigation.— December 18th. 
ally driven capstans, and tipping turntables. 
Notices " November 24th. 


Crane, electric- 
See Official 


Dublin.—December 11th. Electric lighting of the new 
Fire Brigade Station, Great Brunswick Street, for the Corporation 
Waterworks Committee. Specifications, plans, &c., from the City 
Treasurer, Municipal Buildings, Cork Hill (£2 returnable). 


BIRMINGHAM TAME & REA DISTRICT DRAINAGE BOARD 


General Plan of Site of Outfall Works and Irrigation Lands 
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Dublin.—December 11th. The Corporation Lighting 
Committee want tenders tor the electric lighting and ventilating of 
Green Strect Court House. Specification at the Office of the City 
Electrical Engineer, Flect Street, Dublin (one guinea). 


France.—The Prefectural authorities of Га Loire 
Infericure, at Nantes, are about to invite tenders for the supply 
of the plant required for the electric lighting of the entrance to 
the port of Saint Nazaire. 


Grimsby.— January 5th. 500-Kw. engine and dynamo, 
boiler, switchboard, and other plant and cables for Corporation 
electricity department. See “ Official Notices " to-day. 


IHford.—December 12th. Triple-concentric armoured 
cable for the U.D.C. бее Official Notices" November 24th. 


Islington.—January 1st. Suggestions for purification 
of water are invited by the B.C. electricity department. бео 
„Official Notices“ today. 


Launceston (Tas.). — January 15th. 500 or more elec- 
tric meters; maximum demand indicators; for the Corporation, 
Бөө ‘Official Notices“ November 17th, 
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London.—December 11th. The Powell Duffryn Steam 
Coal Co., Ltd., invite tenders for the supply of the undermentioned 
stores, &c., from January Ist, 1906, including india-rubber and 
asbestos goods, and electrical fittings. Forms of tender, Stores 
Manager, Aberaman Offices, near Aberdare. 


Plymouth.—December 23rd. Coal discharging and 
conveying apparatus for the Corporation electricity department. 
See “ Official Notices " to-day. 


Poplar.—December 13th. Steam engines, dynamos, 
pipework, switchboard, wiring, motors, fire alarms, telephones and 
electric bells for the Guardians. See Officia] Notices November 
17th. 


Spain.—January 30th. The Spanish Ministry of Public 
Works in Madrid, is inviting tenders until January 30th for thé 
concession for the construetion and working of an electric tramway 
between Santander and Astillero. Particulars may be obtained 
from, and tenders are to be sent to, La Direccion General de Obras 
Publicas, Madrid. 


Stalybridge Joint Board.—December 18th. Adver- 


tising rights on 55 electric cars. See Official Notices“ December Ist. 


Three double-deck radial- 
See Official Notices” 


 Swindon.—December 19th. 
axle truck tramcars for the R 
December Ist. 


. CLOSED. 
Barrow.— In connection with the proposed extensions, 
the T.C. has accepted the following tenders :— 


Vickers, Sons and Maxim x "m 
Babcock & Wilcox .. sta ah T 1; 


Phoenix Dynamo Co. 247 
James Hodgkinson, Ltd. 210 
Hitchen and Sons 392 
Herbert Morris and Bastort, Ltd. 261 


Bedford. — The Borough Education Committee has 
appointed Messrs. Wilson Bros. to do electrical engineering work 
during the ensuing half year. | 
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(See p. 931.) 


Cardiff.—The Asylum Committee of the City Council 
on Monday considered tenders for the electric installations at the 
new Asylum. The tenders of the Electric Power Storage Co. to 
supply the batteries, for £956; Messrs. Siemens Bros. & Co. for 
engines and generators, for £11,998; and that of the General Elec- 
tric Co. for a switchboard, for £527, were accepted. 


Carlisle.—The tender of Mr. С. E. Vormeister, for the 
E.L. installation at the new Palace Theatre of Varieties, Carlisle, 
has been accepted. . 


Clydebank,—The Works Committee of Clyde Navigation 
Trustees have recommended for acceptance the offer by Messrs. 
Wm. Shaw & Sons, Ltd., for the power station buildings at Clyde- 
bank Dock, subject to the engineer's approval of the sub-contractors. 


Durban.—Ten tenders for new cars were recently sub- 
mitted and the Committee recommended the acceptance of that of 
the British Westinghouse Co., the cars to be fitted with No. 220 
motor equipment and a new and improved type of magnetic brakes. 


Salford.—-The contract for fibre conduit placed with the 
Key Engineering Co., Ltd. (все ELECTRICAL REVIEW, last week, 
p. 584), was for 13,000 yds., not 6,000. 


(Continued on page 935.) 
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АМ ELECTRICALLY-OPERATED SEWAGE DISPOSAL SCHEME. 


Ах electrical power transmission scheme, extending from 


Birmingham down the valley of the Tame for a distance of 


about 6 miles, has recently been ‘completed for the Birming- 
ham, Tame and 
Rea District 
Drainage Board, 
for the purpose 
of enabling the 
latter to pump 
sewape up to a 
strip of land situ- 
ated at a higher 
level than the 
main conduit which 
conveys the sewage 
from the outfall 
works to the sew- 
age farm, in the 
Tame Valley. The 
scheme is due to 
the enterprise and 
initiative of the 
engineer to the 
Board, Mr. John 
р. Watson, 
M. I. C. E., and has 
been carried out in its entirety by the British Thomson- 
Houston Co., of Rugby. iA | 
The Drainage Board's estate comprises a total area o 
2,830 acres, used mainly for irrigation. 

Apart from pumj ing sewage, the power transmission 


Fic. 1—Tuk SALTLEY DESTRUCTOR AND GENERATING STATION, SHOWING THE OVERHEAD 
TRANSMISSION LINE. 


generating station and five brick pumping stations with 
provision for a sub-station in each, 5 miles of overhead line 
with underground crossings under public roads, together 
with the complete 
equipment of ma- 
chinery. The gene- 
rating station is 
situated near the 
Saltley boundary of 
the — Drainage 
Board's estate. It 
containstwo B.T.H. 
115-Kw. standard 
three - phase gene- 
rators (fig. 2), 
each of which is 
coupled to a high- 
speed Belliss & Mor- 
com engine. The 
generators are de- 
signed to give their 
output at 2, 250 
volts 50 periods, 
each being fitted 
with a direct- 
connected exciter 


so that the unit is self-contained. A small continuous- 


current steam set of 15 Kw., 220 volts (fig. 3), also 
installed in this station, is used to operate a number of B.T.H. 
enclosed arc lamps on the sewage beds at Saltley: to light 
the station, and, in case of necessity, to excite the alternating- 


Fics. 2 AND 3.— VIEW OF ALTERNATING AND DiRECT-CURRENT GENERATORS, INSTALLED AT SALTLEY. 


scheme is employed to drive sewage screening rakes, sludge 
elevators, sewage distributors, workshop appliances, farmyard 
machinery, and for lighting, &c. 

The scheme involved the erection of a destructor by the 
City of Birmingham on land belonging to the Board, a 


current generators. The steam is supplied to the engines 
from Lancashire boilers combined with the destructor which 
adjoins the generating station, under an arrangement with the 
authorities of the City of Birmingham. 


The engine room and boiler house are lighted from the 
F 
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generating station, and there are two alternative systems of 
lighting, one from the continuous current side, and one 


from the alternating system of supply from the main 


generators; in the latter case suitable transformers are 
provided in а transformer chamber under the generating 
station to reduce the pressure from the primary 2,250 volts 
to 220 volts, which is the pressure of the lighting circuits. 

The main switch- 
board, which 18 
illustrated in fig. 
4. contains two 
generator panels, for 
controlling the 
alternators, the 
equipment includ— 
ing the main switch, 
which is of the 
B. T. H. Co.'s well- 
known **Oilbreak ” 
type, ammeter and 
voltmeter, together 
with the field rheo- 
stat for varying the 
excitation of the 
alternator. There 
is also one feeder 
panel controlling 
the supply to the 
overhead line, and 
to the station power 
and lighting trans- 
formers and опе 
meter panel for 
measuring the out- 
put. 

The bus-bars are 
connected to the 
overhead line by 
means of three high- 
tension cables, 
‘separately supported 
from the walisof the generating station by heavy porcelain insu- 
‘lators, and led up to the outlet which consists of three separate 
porcelain outlet tubes built into the wall. Through these 
tubes the high-tension insulated cables are led, and connected 
outside on shackle insulators to the overhead line, which 
consists of hard-drawn copper cf special high tensile strength, 
supported throughout its entire length by high-tension insu- 


| | 
| 
| 


—— 
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Fic. 5.— TERMINAL POLES ON EITHER SIDE OF A Punric ROAD. 


lators of the triple-shed type. The section of the copper in 
the overhead line is so graded that a drop in pressure of only 
74 per cent. over the whole line is obtained at maximum 
load. Throughout the length of the overhead line a barbed 
wire is run on the top of the poles, and earthed at frequent 
intervals for protection against lightning. In all cases where 
the overhead line enters or leaves а building, lightning 


Fic. 4.— MAIN SWITCHBOARD: SALTLEY GENERATING STATION. 


arresters of the standard B.T.H. alternating current type 
have been installed. 
For the underground road crossings a special steel terminal 


pole has been designed (fig. 5), on the top of which is fitted 


a dividing box into which the high-tension overhead wires 
are led, and there connected to а three-core high-tension 
cable, which is led down the inside of the pole and brought 
out at the bottom 
into а junction box. 
The cable from this 
point is laid solid 
in a wooden trough 
to the steel terminal 
pole on the opposite 
side of the crossing 
where it is con- 
nected through 
another dividing 
box to the high- 
tension line, which 


proceeds overhead 
up to íhe next 
crossing. 


The poles, except 
at crossings, are of 
creosoted wood and 
are set in concrete, 
on account of the 
soft character of 
the soil in which 
they are planted, 
most of the land 
being under irriga- 
tion. 

From the gene- 
rating station the 


line proceeds 
to the Drainage 
Board's Saltley 


Farm, wherethe line 
is tapped and led 
into a sub-station containing three transiormers, each of 9 KW. 
capacity and the necessary controlling switchgear. These 
transformers are used for supplying energy to three 2}-н.ь. 
motors driving sewage screens, and one 8-H.P. motor driving 
farm machinery through a countershaft, and for lighting the 
offices and the house of the superintendent of works. The 
motors for driving the screens are 200-volt 50-cycle 


Fic. 6.—HIGH-TENSION РогЕ LINE. 


machines, running at 1,420 r.p.m., and are connected to the 
screens through spur reduction gearing. 

From Saltley the high-tension line proceeds towards Min- 
worth to tlie Troutpool pumping station. 

Each pumping station is divided into two rooms, one con- 
taining the pump and motor, starting gear and high-tension 
switch-panel, and the other the transformers. 
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The Troutpool pumping station contains one 6-in. 
Gwynne centrifugal pump, designed to raise 696 gallons 
per minute, against a head of 16 ft. It is direct-connected 
to an 8-B. li. P. three-phase motor, running at 712 r.p.m. 
The starting arrangement for this motor is supported on 
brackets from the floor immediately adjacent to the motor, 
and the same plan is followed in all the other pumping 
stations. 

The switch panel (which in every case includes а B. T. H. 
high-tension oil switch for isolating the station from the line) is 
built into the wall of and projects into the transformer chamber. 
All parts carrying high-tension current are on the back of the 
panel, so that it is impossible for accidental contact to be 
made with the high-tension gear from the front of the panel. 
The transformer chamber at 'lroutpool contains two 4-Kw. 
single-phase transformers having a ratio of 2,200 to 200 
volts, and is divided from the pump room by a brick parti- 
tion, the door between being kept locked, and access to it 
obtained only by the authorised staff of the board ; thus the 
risk of accident, due to ignorance or carelessness, is reduced 
toa minimum. Similar precautions are taken at all the 
other stations. 

In all the pumping stations the cables connecting the 
transformers to the switchboard are run in special trenches, 
covered by chequered plates and readily accessible. All the 
pumping and sub-stations are arranged in a similar manner, 
the only difference being in the number of circuits controlled 
from the sub-station to meet the requirements of the particular 
area supplied, 

From Troutpool the line proceeds to a similar pumping 
station at Bromford, which, like the Troutpool pumping 
station, is equipped with a 6-in. Gwynne centrifugal pump 
direct connected to a motor of 8 B.H.P. capacity, The trans- 
former equipment in this station is also similar to that at 
Troutpool. 

From Bromford the high tension line proceeds to a pump- 
ing station at Ashold, which contains one 7-in. pump 
designed to raise 896 gallons per minute against a head of 
32 ft., driven by a motor of 22 B.H.P. capacity, working at 
15] r. p. m. 

The transformer chamber at the Ashold sub-station con- 
tains three single-phase transformers of 10-K W. capacity each ; 
the high tension line, however, is brought into this station 
underground, whereas, in the case of the others, the over- 


Fic. 7.—View or INDUCTION Motor, DRIVING A SEWAGE ELEVATOR, 


head line is tapped immediately opposite the sub-station, an 
offset being taken, and the line led into the building from 
shackle insulators, to which are connected three higbly- 
insulated cables, which are led through the wall of the sub- 
station through a special type of porcelain duct. There are 
two low-tension circuits at Ashold, one for the pump motor 


and one for the 3}-н,р. motor driving an elevator similar to 
that at Tyburn. 

From this station the high tension line proceeds direct to 
Tyburn, where the largest pumping and sub-station is 


Fic. 8.—SaLTLEY SUB-STATION ; TRANSFORMER Room, 


situated. This station is also connected to the high-tension 
line by underground cable, the transformer chamber contains 
three 15-kw. single-phase transformers and three 75-KW. 
single-phase transformers, each being arranged for a ratio of 
2.900 to 200 volts. The larger transformers, are for the 
power circuits, and the smaller ones for the lighting circuits ; 
they are all of the B. T. H. standard **oil- 
cooled ” type. 

At Tyburn the three power circuits 
are as follows :—One controls a motor 
of 8 H.P., running at 960 r.p.m., and 
an 11-н.р. motor running at 965 r.p.m., 
used for the operation of general farm 
machinery and for driving machinery in 
the mechanics’ and joiners’ shops, where 
the mechanical repairs required to thb 
existing plant on the Board's estate 
are carried out, and any special tools 
required on the estate are made. 

A second circuit controls the pump- 
ing station proper, which, as in the 
case of the other stations, is imme- 
diately adjacent to the transformer 
chamber and contained in the same 
building. This station contains a 
Gwynne s-in. centrifugal pump, de- 
signed to raise 963 gallons рег 
minute against a head of 30 ft., 
and direct-coupled to а three-phase 
induction motor of 22 H.P. running at 
575 r. p. m. 

A third circuit controls a 35-H.P. 
motor with a speed of 1,420 r.p.m. for 
driving a sewage elevator. ‘The cable 
supplying this motor is partly under- 
ground and partly overhead. 

The secondaries of the lighting transformers are connected 
to a special switchboard from which the circuits for the 
offices, engineer's residence and the home farm buildings are 
controlled ; the cables for supplying these circuits being luid 
underground from the sub-station to the various buildings. 

The high-tension line continues from Tyburn to Plant’s 
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Brook, which has the heaviest duty of any of the pumping 
stations on the estate. This station is used for pumping 
only, and contains one 10-in. Gwynne centrifugal pump 
designed to raise 1,900 gallons per minute against a head of 
17 ft.; it is direct.connected to a 28-H.P. three-phase 
induction motor, running at 475 r.p.m. The transformer 
chamber contains three 10-kw. single-phase transformers 
having a ratio of 2,200 to 200 volts and the usual control- 
ling switchboard. | 

Near this station the high-tension line is led into a 
conduit laid for the purpose under the Midland Railway in 
1900, and thence to Minworth Greaves, where at present it 
terminates. The sub-station at the latter place is used for 
supplying power to operate two sewage distributors, which 
were previously operated mechanically, and are used for dis- 
tributing sewage over circular bacteria beds. This sub- 
Station contains three transformers having a ratio as before 
of 2,200 to 200 volts and the necessary switch gear. 

Provision has been made under a new contract to extend 
the high-tension line from this point one half-mile further 
towards Curdworth, where the Drainage Board are carrying 
out very extensive works in the building of bacteria beds, 


Lake Glaslyn, 1,970 ft. 


era, in which, by granting to power companies the right to 
transmit electricity at high pressure on bare overhead wires, 
as is usual in most other countries, Great Britain will be less 
handicapped in the commercial race than she has been in the 

t. 
This will be the first hydro-electric power transmission 
scheme on a considerable scale to be carried out in Wales, 
and we have particular reason to hope that the scheme may 
be in every way a success, on account of the trying climatic 
conditions which exist in a country with such a heavy rain- 
fall as characterises the more mountainous district of Wales. 

The water supply is furnished by lakes Llyn Lydaw, 
1,415 ft., and Glaslyn, 1,970 ft. above the sea level, which 
lie at the very foot of Snowdon, close to the path leading 
from Pen-y-Gwryd up to the summit of the mountain—a 
route much favoured by those who ascend on foot instead of 
taking the railway from Llanberis. 

The pipe line taps the lower of these two lakes some 30 ft. 
below the natural water level by means of a long tunnel cut 


in the solid rock, which admits the water to the upper end 


of the line, consisting of riveted pipes of 3 in. steel plates 


and 2 ft. 6 in. in diameter; these measurements are varied, 


Power house and pipe line. 


. T 
- 


Powerihouse:and pipe line, 
pole line and camp. 


Pipe line; Snowdon in background (+). 


Expansion joints, air valves and anchor bend. 


VIEWS ON THE NORTH WALES HypRO-ELECTRIC INSTALLATION. 


which it is intended to light with arc lamps, and to provide 
with electrically-operated gravel-washing machinery. 

It is also intended to extend the use of the electric 
power by installing silt pumps 400 yards from the 
Minworth Greaves terminus. These pumps will be supplied 
with current at a pressure of 200 volts, direct from the same 
sub-station which supplies the gravel washer. 

The scheme, as a whole, is interesting alike to the elec- 


trical and sewerage engineer ; Mr. J. D. Watson, engineer to. 


the Drainage Board, and the electrical contractors, the British 
Thomson-Houston Co., are equally to be congratulated in 
carrying through such a workman-like project. 


POWER TRANSMISSION IN NORTH WALES. 


STANDING, as it does, so far behind both America and the 
Continent in the matter of high pressure overhead trans- 
mission, this country will watch with considerable interest the 
development of the work which is now being carried out in 
the Snowdon district by Messrs. Bruce Peebles & Со., of 
Edinburgh, as contractors for the North Wales Power and 
Electric Traction Co. We are on the threshold of a new 


as the pressure increases, to !! in. thickness and 2 ft. 3 in. 
in diameter at the lower end of the line. The pipes averzge 
about 19 ft. 3 in. in length, and some 450 sections are 
employed between the lakes and the power house, the line 
being nearly 2 miles in length. 

Just above the power station, and at the head of the 
steepest incline, expansion joints and air valves have been 
placed. On this, the steepest portion of the line, in addition 
to anchoring each pipe-joint to over a ton of concrete, the 
pipe has been bedded in four masses of concrete of more than 
35 tons each, one of which is placed at the bend of the pipe 
on the hillside. The pipes are further secured by backstays 
placed at frequent intervals, consisting of 14-in. iron rods 
bolted to oaken beams sunk in the hillside. The head of 
water available is nearly 1,200 ft. 

The power house is a handsome greystone building, which 
in any other position would look imposing enough, but, when 
viewed from the sides of the hills amongst which it nestles, 
looks more like a toy house than a building 40 ft. in height. 
The length and breadth are 145 and 45 ft. respectively, 
exclusive of that portion which is to contain the Ferranti 
switchboard. 

The prime movers consist of four Pelton wheels coupled 
direct to Bruce Peebles three-phase alternators of the 
revolving field type, each with an output of 1,500 k. v. A. at 
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10,000 volts 50 periods when running at a speed of 
500 r.p.m. 

Space has been left'in the power house for the erection of 
two more alternators and wheels as the load increases. 

The transmission line, which is intended to carry current 
at 10,000 volts, runs from the power station in a north- 
westerly direction towards Llanberis, and in a south-westerly 
direction to the famous Oakley Quarries, in the neighbour- 
hood of Blaenau Festiniog. On certain portions of the line, 
notably those parts known as Sections 5 and 6, considerable 
difficulties were met with on account of the labour involved 
in distributing poles, cement, ballast and other heavy 
materials over mountains totally devoid of even a foot-path. 
The poles bad in some cases to be set in the face of the cliff, 
and in others in a quaking bog. Poles 32 ft. and 38 ft. in 
length have been used, giving a minimum clearance of 18 ft. 
from any part of the ground to theline; they are set in 
concrete where necessury. 

The wires are carried on insulators supported by either 
galvanised iron brackets or the usual wooden cross-pieces 
bolted to the poles. The galvanised iron pins which bolt 
into the brackets are cemented into the insulators by means of 
а mixture of litharge and glycerine. ‘The iron brackets are 
all placed on the same side of the pole, and are at a distance 
of 2 ft. from each other, the highest being 5 in. from the top 
of the pole, which is capped by a heavy plate of galvanised 
iron of the usual form. Where a change in the direction of 
the line occurs, heavy strut poles bedded in concrete have 
been placed in order to carry the extra strain. Eventually 
there will be over 130 miles of overhead mains in the area 
supplied by the company. 

In order to overcome the difficulties of distribution of the 
heavy material used, it was necessary to construct on Sections 
5 and 6, lying between the power station at Cwm Dyli and 
the railway station at Roman Bridge, à tramroad some 
5 miles in length, worked on the easier grades by horse 
traction, and where the incline is too steep, by means of 
steam winches. The economical building and maintenance 
of this track over a broad tract of boggy country during a 
period of incessant rains has been not the least of the pro- 
blems which had to be faced by the contractors. Those 
sections which were traversed by the splendid coaching roads 
which cross the best known passes presented fewer difficulties 
in the matter of transportation of material, and greatly 
lightened the labour of the engineers in charge of the work. 

Besides supplying power to the quarries, mills, &c., in the 
area, the station will supply a three-phase railway, 20 miles 
in length, with electrical energy. А considerable load has 
already been booked, and the works will commence opera- 
tions very soon with motors of 4 „000 H.P. connected. As 
coal is dear, and there is an enormous demand for power in 
the quarries, &c., the prospects before the undertaking are 
very bright. 


The consulting engineers for the power and railway 


echeme are Messrs. Harper Bros. & Co. and Sir Douglas Fox 
and Partners. Mr. W. V. Waite and Mr. A. W. Beuttell 
are resident engineers for the contractors, and the whole 
work, we understand, has been carried out under the super- 
vision of Mr. Oborniack, the engineer representing Messrs. 
Ganz & Co., Buda-Pesth. 


^ 


— 


CONTRACTS CLOSED. 


(Concluded from page 930.) 
G.W.R.— Messrs. Newtons, Ltd., Taunton, have received 


a repeat order for a number of Mawdsley” motors from the 
G.W.R. Co., for driving machinery in their locomotive workshops 
at Swindon. 


Leyton.— The U.D.C. has accepted the tender of Messrs. 
Edgar Allan & Co., Ltd., for the supply of tramway lay-outs, at 
£1,660. 

The U.D.C. has received the following tenders for the installation 
of the electric light at the Lea Bridge branch library :— 


(accepted) £135 0 


Troup, Curtis & Co., London 
l ; 


J. T. Halses у 149 17 
Headland & Headland, Leston ae 145 18 
Marshall & Co., Leytonstone 176 10 
Murrell Bros., Harringay М, 146 0 


Ryan & Co., Lestonatone .. Pi i" Е; 175 0 
WBimmons Stratford ee es es 178 0 


London.—FurnuAM.—The B.C. has accepted the follow- 
ing tondors in connection with the electricity undertaking :— 


Condenser pipes, Mossra. Westwood & Wright, £427. 

Meters, the eneral Eleotrio Co., O at 8 N £1 175 6d. each, 30 at 10 
amperes, £1 19s. 6d. each. 

Electric lighting fittings for Town Hall extension, Messrs. Spittle, £909. 


MAnkYLEBONE.—The Electric Supply Committee roceived the 
following tenders for a milking booster and switchboard :-— 


Phcenix Dynamo . Co. 
Fteotromotors, Ltd. ба с» oe T "А X. 
Siemens Bros. & Co., IId. T a T $ .. 108 


The Committee has provisionally accepted tho tender of the 
British Thomson-Houston Co., Ltd., at £135 10s., for two spare 
armatures for the motors driving the induced draught fans at the 
generating station ; and has further placed an order with Messrs. 
Babeock & Wilcox to carry out the work in connection with the 
foundations for two future boilers, at £850. 


L.C.C.—The Highways Committee of the L. C. C. has obtained 
the following prices for the construction of conduit lines over tho 
new Vauxhall Bfidge:.— 


(provisionally accepted) 1 


J. Mowlem & Co. is .. £4,995 0 0 
J. G. White & Co. ӨР .. 6.200 12 7 
Dick, Kerr & Co. ie ag Sas 5,548 16 7 
C. Wall.. 6,520 00 


L.C.C. 'engineer' в estimate 25, 391 


The Committee expresses the opinion that the work should be 
executed by Messrs. Mowlem & Co. Tho amounts of the above 
offers do not include the он rails, which are estimated at 
£5,300. : 


Manchester, Ме йай that Messrs. Wright, 
Methuen & Co., Ltd., of Manchester, have secured the contract for 
the electrical installation at the new buildings in Quay Street, 
Manchester, for H.M. Postal Telegraphs Department. 


Torquay,—The T.C. has accepted the tender of Messrs. 
Siemens Bros. & Co. for new ка ‘at £7, 106 for supplying 
the tramways load. i 


Warrington. Тһе T.C. has — the tender of 
Messrs. W. Rouse & Sons, Heckmondwike, Tr the supply of four 
tramcar top covers, at £279 18s. 6d. 


Worksop.—The U.D.C. has just ordered a “ Criton ” 
water softener for 1,500 gallons an hour for n шоу station 


: from the Fulecmotcr Enginocring Co., (Des 


——— — 


Carbon Tetrachloride.—A good deal of attention is 
being bestowed at the present time upon the substance known as 
carbon tetrachloride or tetrachloromethane, a body which is being 

made at Niagara by the Acker proccss from electrolytic chlorine. 
It is a heavy liquid having a specific gravity of 1593 at 20 C., but 
it is fairly volatile, boiling at 76° С. Being an excellent solvent 
of oils and grease, carbon tetrachloride has been employed as a 
substitute for petroleum spirit or benzol in “ dry-cleaning " works, 
but its use has been objected to on the ground that its vapour 
exercises a harmful, if not poisonous, action upon the operatives. 
In this particular carbon tetrachloride may well be inferior to 
petroleum spirit, but it can hardly be much more toxic than benzol, 
the coal-tar aromatic hydrocarbon. Recently it has been proposed to 
employ carbon tetracbloride instead of petroleum spirit for the 
extraction of grease from bones. It is stated that the grease 
recovered by means of the tetrachloride hasa better colour and 
less odour, and is therefore worth two or three shillings per cwt. 
more than the grease extracted with light petroleum. The putrescent 
matter of the bones is soluble in petroleum spirit, but not in carbon 
tetrachloride, so that the latter solvent yields an almost odourless 
product. Moreover, the odour of petroleum adheres firmly to the 
grease extracted with its aid, whereas that of the carbon tctra- 
chloride can easily be removed with a current of steam. The new 
solvent docs not injure the gelatinous matter of the bones, and they 
are accordingly better suited for the manufacture of glue. It is 
claimed on behalf of carbon tetrachloride that so much less cooling 
water is required in the extraction plant, and the premiums for fire 
insurance are во much reduced that it has a good chance of super- 


‘seding petrolum spirit for the present purpose. There is, however, 


a loss of solvent equal to about five or six parts by weight per 1,000 
parts of bones treated, which represents a loss of some three shillings 
per ton of bones; and it does not seem that existing plants 
designed for petroleum spirit can be properly used with carbon 
tetrachloride. It is rather interesting to observe that the proposal 
to employ the electrolytic product carLon tetrachloride for the 
purpose of grease extraction has come to the front almost at the 
same time as that for the use of acctylene tetrachloride or 
tetrachlorethane in a similar way. Tetrachlorethane is prepared 
from chlorine and acetylene; the acetylene is obtained from calcium 
carbide, a product of the eleotric furnace, and the chlorine may be 
electrolytic as well. As might be expected, tetrachloretbane is 
considerably less volatile than the corresponding methane com- 
pound, its boiling point being about 146? C. Trichloromethane is 
also an excellent oil solvent, but has other more important appli- 
cations, for it is the systematic name of chloroform. 


986 


THE ELECTRICAL REVIEW. (уо. 67. No. 1,463, DECEMBER 8, 1905. 


FORTHCOMING EVENTS. 


Te-day's Eveate (Friday, December 8th)—At 7.90 p.m. I. E. E. (Manchester 
Students). Mr. W. H. M. Parr on The Electrification of Existing 
Steam Railways.“ 
At 7 p.m. I. E. E. Annual dinner at the Hotel Cecil. 
At 8 p.m. At Northampton Institute. Prize distribution by Sir Wm. 
сое, and Conversazione. 
At 8 p. m. Physical Society Meeting. 


Saturday, December 9th.—Glasgow Technical College Scientific Society. 
Fourteenth Anniversary Dinner., 
At 10.30 a.m. I. E. E. (Students) visit to Bow Electricity Works, Marsh- 
gate Lane, B. 
At2p.m. North of England Institute of Mining and Mechanical Engi- 
neers. Meeting at Newcastle. 
At 7.30 p.m. Birmingham and district Electric Club. Annual general 
meeting at Colonade Hotel. 
Monday, December 11th.—At 8 p.m. Society of Arts. Cantor Lecture, by Dr. 
J. A. Fleming, on The Measurement of High-Frequency Currents 
and Electric Waves.“ (Lecture III.) 


At 7.30 p.m. I. E. E. (Manchester. Mr. Н. Marrison on “Street 
Lighting." 

I.M.E. (Graduates). Mr. А. W. Waddy, on *‘ Organisation in Small 
Engineering Works."' 


Tuesday, December 12th.—At 8 p.m. LE.E. (Glasgow). At 207, Bath Street. 
Dr. r Erskine-Murray on Recent Advances in Wireless Tele- 
graphy.” 


Nottingham Guild of Mechanical and Electrical Engineers. Mr. G. 


Preece on Electric Cables.“ 

AtB8 p.m. Electrical Contractors’ Association (London). At Frascati's 

staurant. Mr. Alger on Electricity r. Gas.“ 

At8 p.m. I. C. E. Further discussion on paper on The Steam Tur- 

. bine," by the Hon. C. А. Parsons and Mr. G. G- Stoney. 
Wednesday, December 13th.—At 7.80 p.m. I.E.E. (Birmingham.) The Univer- 
sity. Mr. 8. H. Holden on Two New Electricity Meters.“ 

At 8 p.m.—4Association of Engineers-in-Charge. Mr. J. W. Blakely on 
“ High-Pressure Gas Illumination.“ | 

At 7.30 p.n. I. E. E. (Students). Flame Arc Lamps,“ by Mr. L. J. 

Pumphrey. 

At 7.90 p.m. Wolverhampton and District Engineering Society. Mr. 
Geo. Bulkeley on The Locomotive of To-day.” 

Thursday, December 14th.—At 3 p.m. Tramways and Light Railways Ass 
ciation. Visit to Lot’s Road power station. 

At Rugby.—Rugby Engineering Society. Mr. P. A. Mossay on ''High- 
Lift Pumps.“ 

At S p. m. I. E. E. Adjourned discussion on Mr. W. H. Patchell's paper 
on The Charing Cross Со. 's City of London Works.“ : 

Friday, December 15th.—At 7 p.m. Physical Society. Ап Exhibition of 
Electrical, Optical] and Physical Apparatus. 

At8 p.m. Electro-Harmonic Society. Smoking Concert and Presenta- 
tion of Souvenirs to the members of the Electrical Exhibition 
Executive Committee. 

At 8 p.m. I. M. E., at Storey's Gate. Adjourned discussion cn seventh 
report to the Alloys Research Committee by Dr. Н. C. Н. Carpenter 
and Messrs. R. A. Hadfleld and P. Longmuir. 

At 8 p.m. Junior Institution of Engineers. Prof. J. T. Morris on 
* Electric Mains for Power Transmission Work.“ 

At 8 p.m. I. C. E. (Students). Mr. E. E. Mann on Tests of Street 
Illumination in Westminster. 


Saturday, December 16th.—At 7.30 p.m. Glasgow Technical College Scientific 


Society. Mr. W. D. Hamilton on The Economy of Power Pro- 
duction—Relative Merits of Gas and Steam Engines for Various 
Purposes.” 


At10a.m. Junior Institution of Engineers. Visit to Messrs. Johnson 
and Phillips’s Old Chariton Works. 


I.E.E. (Manchester Students). Visit to Stuart Street generating station. 
Meet at Queen's Statue at 2 p.in. 


Friday, December 22nd.—At 7.90. I.E.E. (Manchester Students). Mr. J. C. 
Ward on The Electrical Equipment of Automobiles.” 


—€—————— неше -=-_—) 


THE ELECTRICAL ENGINEERS R.E. (VOLS.). 


THE following orders are issucd :— 


Monday, December llth.—''A"" Company, recruits’ drill, 6 p.m.; technical 
instruction, 7 p.m. 

Tuesday, December 12th.—“ B" Company, technical instruction, 7 p.m.; medical 
inspection, recruits, 7 p.m. 

Wednesday, December 13th. — A" badge examination. 

Thursday, December l14th.—'* C" Company, technical instruction for the whole 
company at 7 p.m. 

Friday, December 15th.—** D" Company, technical instruction, 7 p.m. 

Saturday, December 16th.—Week end instruction for “A” Company (whole 
duy). “A” Company Supper, 7 p.in., at headquarters. 


WiLFkip C. DumBLE, Captain E. E. 
For O.C.E.E R.E. (V.). 


NOTES. 


Short Circuits as Causes of Fire.—Prof. Kubler, of 
Dresden, read a paper on the supposed dangers of electrical instal- 
lations before the recent general meeting of the German Institution 
of Naval Architects at Berlin. It was mentioned that in the case 
of the majority of fires the publie simply attributed the cause to a 
short circuit. Many investigations had taken place of fires in 
buildings not electrically lighted, but the cause was returned as 
being due to a short circuit. In one instance near Dresden, a shed 
was burnt down, and the owner explained that the fire was due to 
wshort circuit. It appeared that the shed was actually wired, but 
the supply had been cut off a long time previously, because the 
owner had not paid for the energy consumed. 


By a Mains Man installing Cables in a Coal Mine.— 


Of sunlight sweet I have no power to sing, 

I cannot ease the burden of your fears; , 

Or make of dismal shaft a pretty thing, 

Nor bring again the pleasures of past years— 
Those cables laid "mid trees by silvery meres, 
Or tramway mains laid in the light of day, 
Or seaside networks in the month of May! 


The heavy cables, the bewildering care’ 

Which stalks your mind by day, by nigbt your bed, 
My idle verses have no power to вһаге, 

They cannot transmigrate the black pit head. 

The work on Sabbaths (wishing you were dcad), 
The dust and wet careering down your neck, 

Your only jointer drunk, a helpless wreck 


And then when you, aweary of the earth, 
Have done the work, and wearily ye sigh 
For something cleaner, something nearer mirth: 
When, after many days, again you see the eky 
Erstwhile forgot, and shines again the eye— 
Behold, a letter from your firm to say: 
“ Go (о another coalpit job TO-DAY.” 

DUPLICATOR. 


A Westphalian Electrical Monopoly. — It is con- 
sidered probable that the Rhenish-Westphalian Electricity Works 
Co., of Essen, which was formed several years ago for the 
supply of light and power in that town, will gradually obtain a 
monopoly in that part of Germany which constitutes the heart of 
the coal and iron and steel trades. Associated with the undertaking 
are the principal coal and iron magnates and such leading financial 
institutions as the Deutsche Bank, the Dresdner Bank and the 
Disconto Gesellschaft, and the combination, therefore, renders 
everything possible where enterprise and money in conjunction 
are able to decide matters. The company, which has a generating 
station at Essen, has already acquired the electric lighting under- 
takings of several local authorities, and is in negotiation with other 
communal councils for the purchase of their works. In addition, 
the company has another large power station newly-erected at the 
Wiendahlsbank Colliery, and a supply of electrical energy is 
furnished to a number of towns, local authorities, coalmines and 
iron and steel works. In fact, the industrial load is of considerable 
importance to the company, as it starts at 6 a.m. and ceases about 
2 p.m., while the lighting load commences about half-past three 
o'clock. In many cases the company has agreements with the 
mining companies for the supply of power, these including such 
important works as the Deutscher Kaiser, Thyssen & Co., the F. 
Krupp Co., the Mulheim Mining Association, the Friedricks- 
Wilhelmshutte, the Gelsenkirchen Mines, the Harpen Mining Co., 
the Bochum Union and many others. The Government authorities 
are also customers of the company, and it is being suggested that in 
order to protect the public in general, the State and the consumers 
should become financially interested in the increasing share capital 
of the Essen Co. 


A New Wire Insulation.—In our issue of the 1st inst. 
we described at length a new system of insulating wires, for which 
an important claim was that it enabled a thin yet effective insnla- 
tion to be given. From the Western Electrician we gather that 
Germany has recently produced a new insulated wire, in which the 
insulation is exceedingly thin, but nt the same time a successful 
dielectric, possessed of elastic properties, This new insulation, 
when used for very fine wires, is formed of acetic cellulose applied 
by а special machine. Although tough, supple and elastic, the 
insulation is said to have a thickness of but 0°03 millimetre. It is 
further asserted that the insulation is unaffected by humidity 
or a temperature of 150° C., and will suffice for a pressure 
of 1,500 volts. For coarser wires up to two millimetres in 
diameter the insulation is formed of another substance of 
similar qualities, resembling enamel in external appearance. 
The latter form possesses nearly perfect elasticity and flexibility, 
with insulating qualities permitting it to withstand 2,000 to 
2,500 volts. Unaffected by humidity, it resists a temperature’ 
up to 200° C. The iusulation being exceedingly thin (between 
0:015 and 0:025 millimetre) its success in many applications appears 
to be assured. 


New York Electrical Society.—The centenary of the 
birth of Benjamin Franklin, January 17th, 1906, is to be celebrated 
with much distinction in the United States. Owing to the number 
of functions on hand for the evening of that day, the New York 
Electrical Society, the oldest electrical society in America, has 
decided to hold its * Franklin Night" on the 16th. Mr. Marconi, 
who had engaged to lecture before the Society in January, has 
expressed his desire to render his tribute to the memory of the 
great electrical inventor, and his address has, therefore, been fixed 
for that evening. 


The Physical Society s Exhibition of Apparatus. 
—We have before us an advance programme of the exhibition 
which is to be held by the Physical Society on Friday evening, 15th 
inst., at the Royal College of Science, South Kensington. Invita- 
tions have been issued to members of the Institution of Electric. 
Engineers, the Roentgen Society, the Optical Society, and th: 
Faraday Society. Admission will be by ticket only. The leadin: 
instrument makers will be exhibiting various electrical, optical. 
and other physical apparatus, and the occasion bids fair to be une 
of considerable interest and profit to those who can make the oppor- 
tunity to b2 present. | 
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A Forthcoming Presentation.— An interesting 
certainly a most unusual—item in the programme of the next 
Electro-Harmonic Smoking Concert will be the presentation of 
souvenirs to the members of the Eleetrical Exhibition Executive 
Committee. The success of the show at Olympia was largely due to 
the good work of Mr. Cunliffe Owen and. his committee; and the 
exhibitors, desiring to express their thanks and appreciation, have 
chosen this method. Mr. John Gavey, C.B., President of the 
Institution of Electrical Engineers, has consented to make the 
presentation. The concert will be held at the King’s Hall, Holborn 
Restaurant, on Friday, the 15th inst. It begins at 8 p.m., and the 
presentation will take place during the interval. Tickets of 
admission to the concert have been furnished to all contributors 
through the courtesy of the Electro-Harmonic Socicty. 

The programme issued by the secretary of the Eleotro-Harmonic 
Society for the smoking concert announces the following items: 


Vocal Music: By Messrs. Gwilym Richards and William 
Forington. 


Instrumental Music: Solos and a duet by Mr. T. E. Gatehouse ` 


(violin) and A. E. Izard (pianoforte); also concertina solos by Mr. 
Alex. Prince. 

Miscellaneous Items: Humorous recitations by Mr. W. О. 
Churcher; humorous songs by Mr. Walter Walters; and humorous 
sketches hy Mr. Frank Leedam. 

Mr. John Gavey, C.B., is to preside. 


Electric Lift Accident.—An inquiry was held at the 
€ity Coroner's Office on November 23rd as to the death of a youth 
who was killed at the Central News Building. The deceased, whose 
age was given as 15, was employed to work the electric lift, and, 
according to the evidence, he had had three days’ tuition by the 
makers, who considered him to be quite proficient. It was not 
clear from the evidence precisely how the accident occurred. If 
was stated that, after going down into the basement to switch on 
the current, he ascended to the first floor; and whilst he was in the 
act of clearing out the lift, the cage descended and guillotined him 
between the top of the lift door and the floor, death being due to 
suffocation owing to pressure on the chest. The boy's position 
suggested that he was reaching into the lift to turn off the handle. 
Subsequent inspection showed that the switches were “on” but 
the main fuses were blown—due, of course, to the lift having been 
jammed, The Home Office Inspector was of opinion that the lift 
was in proper working order, and was fitted with a number of 
safety appliances ; he could suggest nothing that would make it 
safer, except that the handle on the inside of the cage should be 
capable of being removed. 

The jury made a strong and emphatic recommendation to the 
effect that a boy of 15 should not be employed on an electric lift. 
He was jeopardising mot only bis own life, but the lives of the 
passengers carried. They were of opinion that the instruction given 
was insufficient and haphazard, and called attention to the fact 
that the boy was working 114 hours a day. 

There have been upwards of 30 lift inquests during the past 
five yeara in the City alone. It is important, therefore, in the 
interests of the clectrical industry, that every reasonable precau- 
tion in the design of the operating gear of electric lifts should be 
taken. It appears that the operating handle of the lift in question 
was removable and ought to have been removed, but this is a 
matter of course depending upon the carelessness or otherwise of 
the lift attendant. 

Ав to the jury's recommendation that a boy of 15 should not be 
in charge of a lift, it might be pointed out that there are many 
lifts in the City in which there are no attendants at all. We refer 
to lifts worked on the push-button principle. It is, however, pos- 
sible to design electric lifts in such a way that they cannot be 
operated unless the lift doors are shut, and such a design, it appears 
to us, would prevent such an accident as the one in question. 

We trust that, in view of the above and other cases which have 
occurred, electric lift makers will realise that to some extent the 
interests of the industry generally may be jeopardised by such 
unfortunate occurrences, and that they will do their utmost to 
design their apparatus so as to make them as safe as is humanly 
possible. Electric lifts are much more economical in operation 


than hydraulic or mechanically-driven lifts, and if it can be shown - 


that they are safer it will be an additional inducement for their 


adoption. ; 


Electro-Chemical Notes.—The seventy-seventh annual 
meeting of the German Society of Naturforscher und Aerzte 
was held at Meran during the week ending September 30th last. 

-In the Applied Chemistry section several papers were read of con- 
siderable interest, and of some of them we give an account in the 
following lines. 

The Anodic Attack of Iron by Stray Earth Currents.— Dr. F. 
Goldschmidt, of Essen, read a paper on this subject, which con- 
tained the results of some investigations carried out by Dr. Bunte, 
of Karlsruhe, Prof. Haber, and himself; the chief point under 
consideration being the influence of any acidity or alkalinity in 
the ground water upon the attack of iron pipes by stray earth 
currents. It has been found that the iron does not become passive, 
as might be anticipated, when the soil is alkaline; the reason being 
that the earth hinders diffusion, just as happens when an iron 
anode is surrounded by a diaphragm of animal membrane or the 
like. Such an anode is attacked in a solution of an alkali metal 
carbonate, presumably because the anodic liquor gradually comes 
to contain some bicarbonate. In ordinary conditions the layer of 
bicarbonate next the anode diffuses away, normal carbonate taking 
its place. When, however, this diffusion is hindered through the 
presence of a diaphragm, the bicarbonate concentration increases 
until passivity is no longer possible. In the solution of a caustic 


alkali the iron is prevented from becoming passiye by the presence 
of chlorides; an observation which agrees with Mugdan’s statement 
that iron rusts progressively in achloridesolution. Between active 
and passive iron there existe such an electro-motive difference that 
the former is as negative towards the mercury of a decinormal 
electrode as the passive iron is positive thereto. For the purpose 
of studying the effects produced by stray currents issuing from 
tramlines and escaping into the earth, a portable non-polarisable 
electrode of zinc in zinc sulphate paste can be made, which permits 
of convenient and accurate work being done. In the course of a 
discussion following the paper, Dr. Goldschmidt stated that already 
а good deal of damage had been done in Germany by stray electric 
currents. 


The Manufacture of Lampblack and Graphite from Calcium 
Carbide.—A paper was read before the same section of the Society 
by Dr. Adolf Frank, of Charlottenburg, describing a new process 
devised by Drs. Albert Frank, N. Caro, and himself, for obtaining 
either lampblack or graphite from calcium carbide or from acetylene 
previously generated therefrom. The process is carried out in two 
different ways. When a mixture of acctylene with either oxide of 
carbon is caused to explode, all the carbon present is recovered in 
the form of a lampblack, which is stated to be a pigment of excep- 
tional blackness and covering power, superior to the best grades of 
American gas or carbon black. When, however, a current of either 
oxide of carbon ів led over a heated metallic carbide, the reaction is 
80 energetic that the temperature of the mass is raised considerably. 
All the carbon present is recovered, as before, in the free state, but 
it is obtained ав a graphite mixed with the metallic oxide. If the 
latter is extracted by suitable mechanical and chemical means, a 
pure graphite free from ash is left, and it is said to be fully equal 
in all respects to the graphite manufactured by Acheson in the 
electric furnace. It is put forward as an additional merit of the 
new process that the calcium carbide employed is the dust or smalls 
produced during the crushing and grading of ordinary carbide; and 
the dust is essentially valueless for any other. employment, such ав 
the generation of acetylene. | 


The Value of Calcium Cyanamide.—In the agricultural section a 
paper was read by Prof. Frank upon last summer's experiments 
with calcium cyanamide, the new fertiliser. The general outcome 
was that calcium cyanamide is undoubtedly a valuable fertiliser, 
which is actually some 20 or 25 per cent. less efficient than sodium 
nitrate, but occasionally proves fully equal thereto. 


Electrolytic Production of Zine froin Sulphate Solutions.—A 
German patent has been granted to Siemeus & Halske, of Berlin, 
for a process of electrolysing zinc sulphate solutions with an 
insoluble anode. Hitherto, it is said, processes of this kind have 
proved troublesome to work, owing to the formation of a zinc mud, 
and to the action of the liberated sulphuric acid upon the metal 
deposited at the cathode. These difficultics are stated to be over- 
come in the new process, the essential feature of which is that the 
current density all over the insoluble anode, or at certain spots 
thereon, is several times higher—preferably 20 to 50 times higher 
than the density at the cathode. For the treatment of the most 
concentrated solutions of zinc sulphate that it is practicable to use, 
the cathode current density should be about 150 amperes per square 
metre; and the corresponding anode current density should there- 
fore range between 3,000 and 7,500 amperes. The form of the 
anode is immaterial, provided its localised or general current 
density is sufficient. To attain this object, the superficial area of. 
the anode itself may be appropriately reduced in proportion to the 
size of the cathode, or it may be constructed of equal area to the 
cathode, but with ribs, inlaid wires or the like, so that its higher 
conductivity at those places may cause it to possess the required 
high current density. When the whole anode is made small, it may 
be composed of platinum or an alloy thereof, for then con- 
tamination of the electrolyte with foreign matter from the anode is 
entirely avoided. The process is claimed to give a crystalline and 


‘perfectly solid deposit of zinc, which is smooth and free from 


lumps, resembling in outward appearance electrolytically-refined 
copper (except presumably in colour). 


Electrical Steel in Germany.—The proprietors of the calcium 
carbide factory at Gurtnellen have decided to increase their 
capital in order to be able to lay down plant for the electrical 
manufacture of steel according to the Kjellin system. At first 
they intend to work on a comparatively small scale, a 500-н.р. 
furnace being installed, which was expected to be ready by the end 
of November. The Röchling iron and steel works at Völklingen 
have also partly adopted the elcetrical process, a 1,500-н.р. furnace 
being already in process of construction. It is reported that 
several other important blast furnace works contemplate a similar 
excursion into the domain of electro-metallurgy. 


Electric Shock Fatality.—An inquest was opened on 
Saturday last at Newcastle into the cause of the death of J.T. 
Curry, a fitter at the Bushy Pit, Pelton Colliery. From the 
evidence given by Jacob Robson, jun., it appears that he was 
working with Curry in the blacksmith’s shop, and the electric 
lamps were lighted. As the light was not strong enough, an 
electric lamp, with flexible cable attached, was held by Curry. 
The cable was attached to the lighting circuit. Curry was on the 
floor, and having picked up the lamp and switched the light on, 
he walked about 4 yards along the shop floor towards witness, 
who was on the shafting in the roof. He heard deceased shout 
“Jake!” and on looking round saw Curry lying on his back on the 
floor. The lamp was still in his hand, lighted. Witness thought 
he had hold of the lamp with both hands in front of his breast, 
the handle touching his body. When the witness pulled offsthe 
main switch, the lamp was extinguished. To 
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According to a report in the Newcastle’ orth Mail, J. W. 
Armstrong, clectrical engineman at Pelton Fell Colliery, also spoke 
of seeing Curry holding the lamp. He touched Curry and received 
a slight shock, and found that Robson had turned off the wrong 
switch. He turned off the right switch, and then took the lamp 
from Curry's band. Armstrong added that there was only a vol- 
tage of 120. He had received a shock at 440 volts. Curry would 
receive the current for about four minutes. Further evidence 
showed that on the night in question there was a leakage, and 
Curry might have received 254 volts. 

The jury found that Curry was accidentally killed through 
receiving an clectric shock from a portable electric hand lamp 
whilst following his employment. | 


Electric Lift for the River Weaver.—lt i8 stated that 
nearly £20,000 is to be expended by the River Weaver Trust in 
reconstructing the Anderton lift and substituting electrical for 
hydraulic power. Parliamentary powers have been granted for an 
expenditure of £30,000. | 


Claim against Leicester Corporation.—4A: claim has 
just been settled by the Leicester Corporation, in which Messrs. 
Walker & Sons, hosiery manufacturers, claimed against the Electric 
Tramways Committoe that goods were damaged by smuts from the 
tramways power station chimney. They demanded £3,500 compensa- 
tion. Expert evidence was obtained by both parties, and acting on 
eminent legal advice the Corporation has settled the claim by 
payiog £500 damages. 


Gas v. Electricity for Street Lighting.—The Sutton 
(Surrey) Urban Council has recently been considering this question, 
and after having before it tenders submitted by the Gas Co. and 
the South Metropolitan Tramways and Electric Light Co., Ltd., has 
resolved to go in for electric lighting (Gas journals please note !). 
The offer of the Gas Co. was £3 14s. per lamp per annum, or 
£3 12s. under a three years’ contract. From the Sullon Herald we 
gather that the. Electric Light Co. offered to provide 500-watt 
flame lamps or other type of arc lamps opposite the fountain 
at the railway station and at the Cock Hotel, two Nernst or 
other incandescent lamps of 132 с.р. in the High Street, 
and 168 Nernst or other lamps for the side streets, for the 
sum of £737 5s, being the equivalent of £3 12s. 6d. for each 
incandescent lamp апа #17 for each arc lamp. As there 
would be a heavy capital charge in fixing the lamps, &c., the con- 
tract must be for five years. They pointed out that the lamps 
would give a total candle-power of 17,586, which was about 40 per 
cent. more than the rated candle-power of the existing gas lamps, 
and further, that by their agreement with the Council in 1900 they 
undertook to provide one 16-c.p. lamp burning all night for 70s., 
and that on the basis of 194 lamps this would give a total illumina- 
tion of 3,104 c.P. at a cost of £676, whereas now they offered the 
equivalent of 14,500 с.р. for £703 58. | ; 

Mr. Wakcford, as chairman of the General Purposes Committee, 
said they had gone very thoroughly into the matter, and had 
arrived at the opinion that it would be a distinct advantage to the 
town to light up as much as possible with the clectric light. They 
were getting it at a lower rate than the gas, and there was not the 
slightest doubt they would get a light far in advance of anything 
they had at present. He had no hesitation in saying that he 
believed the electric light people would keep up the standard as 
specified in their contract. He moved that their tender be accepted. 

Mr. Holland seconded, and said that as 4 progressive body they 
ought to endeavour to keep up with the times. The matter had 
received minute consideration from every point of view, and they 
felt that in installing the electric light they were doing the right 
thing. Hitherto they had been paying £3 14s. per lamp, which for 
551 lamps amounted to £2,038. Presuming that each lamp burnt 
5 cb. ft. per hour for 3,639 hours, according to the schedule, that 
would make 18,150 ft., and at 2s. 8d., with the 5 per cent. off 
allowed to large consumers, that would mean that their lamps 
ought to cost them £2 6s. for gas, leaving £1 8s. for cleaning, main- 
tenance, &c. That appeared to him to be a very bigh charge, he 
believed tbat the average was about 17s. 5d., so that it would appear 
they were being asked to pay something like 10s. 9d. per lamp 
more than they ought to'do. He thought it was quite time the 
matter was looked into, and that they cndeavoured to secure better 
terms from the company. If they desired to secure better terms 
the only way of doing it was by competition, and they had thought 
it right to introduce that competition. 

The recommendation was adopted. 

We congratulate the Sutton Council upon its decision to pursue 
an enlightened policy. Had the City Corporation made as fair and 
complete an inquiry into the question, the retrograde step which 
has been adopted reverting to pas lighting would never have been 
taken. The blindness of the City authorities, or something else, 
appears to prevent them from secing that it is absolutely unfair to 
compare the most modern gas systems with a comparatively ancient 
arc lamp lighting. Surely members of the City Corporation 
ought to be intelligent enough to understand that since fifteen 
years ago enormous strides have been made in electric street illumi- 
nation. "There are none во blind as those who, for some reason best 
known to themsclves, won't see ! | 


King's College Engineering Society,—The twelfth 
annual dinner of this society, which has existed for no less than 
45 years, was held on November 25th at the Hotel Cecil. Prof. 
A. К. Huntington took the chair, and amongst the guests were Sir 
A. Binnie, Sir А, Rucker, Profs, Thomson, Capper, Wilson and 
Hudson, Mr. C, Н, Wordingham, and Mr. F. W. 'l'immis (pre- 
ident). Mr. M. Н, Curry proposed the health of the guests, to 


which Sir A. Riicker and Sir A. Binnie responded, the latter 
recalling the time when he was an evening student at the College 
47 seven years ago, and urging the students to secure & broad 
foundation of general knowledge before they began to specialise. 
Other speeches and a musical programme contributed to the enjoy- 
ment of the company. 


Gas v. Electricity.—Next Tuesday's meeting of the 
London Section of the Electrical Contractors' Association (Incorp.) 
promises to be one of considerable interest and importance, for a 
member, Mr. Alger, of Newport, who is understood to have gone 
very carefully into the comparative costs and consumption of air of 
gas and electricity, will read a paper on the subject. The meeting 
takes place on Tuesday next, 12th inst., at Frascati's Restaurant at 
8 p.m. The recent braggart claims of gas advocates render it neces- 
aary for all engaged in the elcctric lighting industry to be fully 
posted in regard to the real truth of the present controversy. 


The Fire at Shrewsbury Schools. — The following 


important communication comes to band as we go to press:— 


“I notice in the newspapers this morning that the cause of the 
fire at Shrewsbury Schools is put down to the fusion of the clectric 
light wires. I have thoroughly investigated the matter, both 
yesterday and to-day, and can say positively that thís was not the 
cause of the fire. The whole of the branch fuses were in order on 
the distributing boards (which were not damaged by the fire), 
showing that the damage to the wires was-the effect of the fire, and 
was done after the main switches were turned off. 

“The fire is supposed to have started some distance from any 
electric light wires, and due to the fluc leading from the heating 
apparatus. 

“ The report in the newspapers has come from no reliable source. 

“С. M. Jounstron, M. I. E. E., M. I. M. E., 
r Borough Electrical Engineer, Shrewsbury. 
“ December 6th, 1905.“ j 


Once more electricity has been made the scapegoat. These false 
accusations are exasperating ; but what can we do? 


Appointments Vacant.— Charge engineer for Southend- 
on-Sea electricity and light railways department (508.); mains 
engineer for Dartford U.D.C. 


Institution and Lecture Notes.—I.E.E. (DuBiry).— 
On November 30th, in the theatre of the Royal Dublin Society а 
conversazione was held, there being a very large attendance. The 
programme opened with a lecture on "High Frequency Electric 
Current, by the Very Rev. Monsignor Molloy, D.D., and an 
attractive vocal and instrumental entertainment followed. 

RówTGEN SociETv.— Before a meeting of the Society last even- 
ing, Mr. J. Butler Burke read a paper on “The Spontaneous Action 
of Radium and other Bodies өп Gelatine Media." 

INSTITUTION OF Суи, ENGINEERS.—At the meeting on Tuesday a 
paper on “The Steam Turbipe” was submitted by the Hon. 
Charles A. Parsons, C.B., F.R.S., and Mr. G. G. Stoncy, M.Inst.C.E. 

ROYAL, Society.—On November 30th, the annual meeting was 
held at Burlington House, Sir W. Huggivs, president, delivered 
his address. Lord Rayleigh was elected president for the ensuing 
year, and the society's medals were afterwards presented. The 
annual dinner of thc society was held in the evening. 

Rovan IwsTITUTION.— The following are among the lecture 
arrangements at the Royal Institution, before Easter: A Christmas 
course of rix illustrated lectures, adapted to а juvenile auditory, 
by Prof. Н. H. Turner on Astronomy.” Prof. B. Hopkinson, 
three lectures on Internal Combustion Engines" (with experi- 
mental illustrations) ; and Prof, J. J. Thomson, six lectures on the 
" Corpuscular Theory of Matter." The Friday evening meetings 
will commence on'January 19th, when Prof. J. J. Thomson will 
deliver a discourse on Some Applications of the Theory of Electric 
Discharge to Spectroscopy." Succeeding discourses{ will probably 
be given by Prof. S. P. Thompson, Mr. W. C. D. Whetham and 
other gentlemen. 

Before the Glasgow Architectural Craftsmen's Society last week. 
Mr. John D. Mackenzie, A. I. E. E., read a paper on Electricity as a 
Home Comfort." 

At a mecting of the Nottingham Guild of Mecbanical and 
Electrical Engineers held last week, a lecture on“ Steam Boilers 
of all Kinds" was delivered һу Mr. Н. J. S. Mackay, of London, 
expert to the Stirling Boiler Co. 

The Hon. Charles Parsons lectured on Saturday night in the 
Armstrong College, Newcastle-on-Tyne, on “The Future of tbe 
Steam Turbine." | 


The Charing Cross Disaster.—In connection with this 
very sad disaster, it is interesting to learn that at 6.50 p.m. on 
Tuesday a detachment of the Electrical Engineers Volunteers was 
telephoned for to bring searchlights from the Headquarters in 
Westminster to enable the repair work to proceed. Before 8 p.m. 25 
men and two field searchlights were on the spot under the command 
of Capt. J. J. F. Phillips and Lieut. E. Graham Sheppard. А few 
minutes later the projectors were mounted on tops of railway 
carriages and the lights concentrated on the places where the repair 
work was going on, thus enabling very risky work, which would 
otherwise have been delayed till daylight, to proceed witbout a 
break. "This is, we believe, the first occasion on which such a thing 
has taken place, and this lighting will be continued by the Corp 
every night as long as required. It is very creditable to the Corre 
that at so short notice they were able to carry out the whole of this 
work entirely unaided, more especially as the men were not in any 
way picked, but were simply those who happened to be at Hes: 
quarters for drill, 
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Dinner of the British Motor Trades Alliance. 
—The first annual dinner of this new association was held at 
the Holborn Restaurant, on Monday last, December 4th. 
Though the membership of the Association numbers something 
under 40, it comprises almost all the best firms; its object is 
to further the interests of British trade, which has had a 
good deal of stern chasing to do. But though foréign cars 
still come into the country in increasing numbers, the rate of 
increase is less than that of British-made cars, and buyers now 
prefer the British car. Britain, indeed, holds the record for speed. 
She also holds the record for reliability, and stands high for touring 
cars, British tires are used on the best French cars, and generally 
the superiority of the British car is becoming more and more widely 
recognised. The United States are afraid of the British car to the 
tune of 40 per cent. tariffs. Electricity has so far not had a very 
large sbare of the motor-car industry, apart from its use for 
ignition purposes; but there is hope yet for the daily improving 
battery of secondary cells, and the electrical car will undoubtedly 
in time find a field for its peculiar capabilities in the smooth 
city strects. Fancy а nerve specialist calling on his patients in 
a petrol car, with its frequent pistol shots in the. exhaust pipe 
and general clamour. The gentle.hum of the electric motor 
will be half а cure for nerves in itself. It is impossible not 
to sympathise with the objects of the Association, especially 
when in their optimistic company. At the same time, we 
believe nothing would do more to further the interests they 
have at heart, than a successful clean method of dealing with 
dust. We cannot forget that the motor-car bas been the ruin of 
many a home by the main roadsides, and that great loss has been 
incurred by unfortunate owners of houses. A real dust remedy 
would be of priceless benefit, and would greatly increase the 
business of the members of the Association. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and indust 
also electric tramway and railway officials, to keep readers of t 
ELECTRICAL REVIEW posted as to their movements. І 


æ. w —— — 


Central Station Engineers.—Mr. Wu. Warn, switch- 
board attendant at the Blackpool Borough Electricity Works, has 
secured a similar appointment under Paisley Т.С. 

The Bolton T.C. has appointed Mr. CLAUDE Barry, assistant, 
engineer-in-charge of the Blackpool Corporation Elec tricity Works, 
as engineer-in- charge of the Electricity Works. 

The Dover Т.С. bas appointed Mr. К. E. Heyvcarg as shift engi- 
neer at the Electricity Works. 

The Leyton U.D.C. has increased the salary of the electrical 
engineer (Mr. Е. Н. Lewis) by £150 per annum. 

Illuminated addresses have been presented by the late Dover 
Electricity Supply Co. to Mr. §Voopman, electrical engineer, and 
Mr. Broan, chief clerk, in recognition of their services to the com- 
pany, whose undertaking has been taken over by the T. C. 

Mr. R. J. J. Swan, resident engineer to the Empire Electric 
Light and Power Co., was appointed to succeed Mr. A. Н. Seabrook 
as electrical engineer and tramways manager at Barking at a salary 
of £225, rising to £300, but he declined to accept, his company 
having increased his salary to the sum offered by the Council. The 
Barking Council has since unanimously appointed Mr. HENLEY L. 
HowaARD, A. M. I. M. E., A. M. I. E. E., of Manchester, to be chief engineer 
and general manager of the Electricity and Tramways Department. 
Mr. Howard leaves Manchester on 16th inst. 

Mr. B. T. Hawk'Ns has left the Sheffield Corporation Electric 
Supply Department to take up the position of shift engincer at 
Consett for the Cleveland and Durham County Electric Power Co. 

According to the Australian Mining Standard, a number of the 
aldermen and officers of the Sydney City Council met at the Town 
Hall at the eud of October to wish а pleasant journey to Mr. T. 


Rooke, city electrical engineer, who was about to visit Great Britain - 


and Europe on six months’ leave of absence. During his absence Mr. 
Rooke will inspect various electrical systems, and more particularly 
the working of turbine engines аз compared with the system of 
reciprocating engines at present used by the Council. Amongst 
the other toasts honoured was that of Mr. Donohue, assistant elec- 
trical engineer, who will discharge Mr. Rooke's duties during his 
absence. | 

Mr. R. J. RonEnTS, of Merthyr Tydvil, has been appointed 
junior charge engineer at the Cheltenham Corporation Electricity 
Works. 

The position of meter inspector to the Croydon Electricity 
Department has been filled by Mr. JosRPEH Н. Bryan, of Messrs, 
Ferranti, Ltd. 


Tramway Officials.—The Gloucester City Council, оп 
November 29th, appointed Mr. LEONARD Јонмзтом, of Blackburn, 
as general manager of the tramways, at a salary of £250 per 
annum, rising by £25 а year to £300. An amendment favouring 
the amalgamation of the offices of electrical engineer and tramway 
manager was rejected. 


Mr. Hy. Mozury, the general manager of the Burnley Corpora- 
tion Electric Tram ways, at a smoking concert last week, presented 
the medals to the members of the Tramways Athletic Club having 
the best batting and bowling averages. 


General.—Mr. W. Н. Beck, M. I. M. E., F. C. I. P. A., 115 
and 117, Cannon Street, E. C., announces that he has admitted as 
partners in his business of consulting engineer and patent agent his 
former manager, Mr. STEPHEN EDWARD QGunyon, and his son Mr. 
ALEXANDER EpwABD BECK, A. M. I. M. E., consulting engineer. The 
business will be carried on in futn re under the style of W. H. Beck 
and Co. 

Mr. J. Н. Нлвжоор has resigned his position with Messrs. 
Masson, Seott & Co., of Fulbam, and has commenced business on 
his own account as a consulting engineer at Crosby Buildings, 
Great St. Helens, Е.С. 

Mr. Grorar A. Goopwin, M. I. C. E. Whitworth Sc holar and Past- 
President of the Society of Engineers, has removed his o ftices from 
28, Victoria Street, to 25, Victoria Street, Westminster, where he 
practises as a consulting engineer and technical expert. 

Mr. Око. Н. CurBUvsH, who has been for over five years as 
assistant in the mains and stations department of the Charing 
Cross, West End and City Electric Co., is leaving London on 
December 9th for Glasgow to take up the assistant editorship of 
the Motor World and Industrial Vehicle Review. Mr. Cutbush has 
long been interested in the motor industry, and is & well-known 
contributor to automobile journala. 

Mr. W. T. BARKER has recently retired from the office of tele- 
graph superintendent at Chester post office. He was for 36 years 
at Northampton prior to his going to Chester four yeara ago. He 
commenced his career, with the Electric and International Tele- 
graphic Co. in the sixties, and was taken over at the time of the 
transfer by the Government. 

On Friday, 24th ult., Mr. R. Heywoop CLAXTON was entertained 
at dinner at the Trocadero by some of his old colleagues, and was 
presented with a silver tray on the occasion of his retirement from 
the position of superintendent of the North-Western Province of 
the National Telephone Co., which position he has held since May, 
1893. Mr. Claxton is one of the pioneers of the telephone industry 
in this country, having been engaged in the Telephone Service 
upwards of 26 years, а period which covers the whole telephone 
development in the United Kingdom. Не inaugurated the system 
in Liverpool in 1879; he was the first to employ female operators 
(these now number about 7,500) in telephone exchanges; under his 
auspices the first multiple switchboard in Europe was installed in 
Liverpool in 1884, and the first dry core paper cable in the United 
Kingdom was laid in the Mersey Tunnel. He leaves the manage- 
ment of the Province with a large system comprising over 53,000 tele- 
phones and a staff of some 2,300, and his experience in seeing a 
staff grow to its present dimensions must be unique. Mr. Claxton 
is well known in Liverpool and district, and on his retirement has 
been made a member of the Lancashire and Cheshire Local Board 
of the Natioual Telephone Co. 

Mr. M. M. GILLESPIE, until recently a prominent member of the 
staff of the British Westinghouse Electric and Manufacturing Co., 
was on Friday last entertained to a complimentary dinner given 
at the Midland Hotel, Manchester, by his old friends and collengues 
in the firm, as a mark of the esteem in which he was always held. 
The proceedings, which were of an informal nature, bore ample 
witness to the popularity of a gentleman who has been associated 
for over 17 years with the Westinghouse Companies on both sides 
of the Atlantic. In future Mr. Gillespie will be found at his 
offices, Amberley House, Norfolk Street, Strand, W.C., where he 
will represent, among other firms, Messrs. Browett, Lindley & Co., 
for London and the South and West of England. 

The Daily Mai! says that since leaving Liverpool, on October 
3rd, Mr. J. R. IX RAM, a traveller for the Imperial Electric Co. 
has not been seen or heard of. He was on his way to Birmingham. 

Mr. W. E. Wurre, of Brighton, has been appointed by the Elec- e 
tric Supply Committee of Marylebone Borough Council, to deal 
with consumers’ accounts generally, and more particularly in con- 
nection with the tariff of charges to consumers. 

It is reported that Mr. CHARLES Т. YERKES is lying at the 
point of death at the Waldorf-Astoria Hotel, in New York. . 

The Daily Telegraph says that Mr. W. T. SMITH, who has for 
many years had charge of special telegraphic arrangements through- 
out the country, including all the recent Royal tours in Ireland, 
has been appointed by the Postmaster-General telegraphic traffic 
manager, in succession to Mr. Newlands. 

Мг. W. L. Spence, А.МІС.Е., M.I.M.E., was the recipient on 
Friday, December 1st, of а presentation from the employes of the 
British Electric Plant Co., Ltd., Alloa, on the occasion of his 
retirement from the managing directorship of the company. ВЕ 
testimonial was subscribed to by every employé at the works; 
took the form of a large combined filing and card 8 
cabinet, and a framed photograph of the staff and workmen. The 
presentation took place at a smoking concert in the Crown Hotel, 
Alloa, a large number of the employés being present. Mr. Spence 
is now practising as a consulting electrical and “mechanical engineer 


in Glasgow. 


Obituary.—The death is reported of Sir CLINTON 
Epwarp DawkiNs, K. C. B., in his 46th year. Не bad had a dis- 
tinguished career in connection with Government finance, which 
he relinquished in 1900 to become a partner in Mr. Pigrpont 
Morgan's firm. In this capacity he was interested in several elec- 
tric traction schemes, and gave evidence before a Parliamentary 
Committee in support of them. His career is described in the 
Times as “опе of the most varied and successful of modern times," 
but his “swift succession of high and responsible posts was too 
much for him," and his heart began to fail a year or two ago.“ 
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The death occurred on November 30th of Sir Henny C. FISCHER. 
C.M.G., late Controller of Telegraphs, in his seventy-third year. 
According to an account of his life in the Times of Saturday 
last, Sir Henry entered the Hanoverian Government telegraph 
service in 1852. He came to England in 1856, and entered the 
service of the Electric and International Telegraph Co. He also 
became superintendent of that company’s foreign department, and 
the London inland branch was placed under his care in 1860. At 
the transfer of the telegraph tothe State in 1870, he was deputed by 
the Postmaster-General to organise the staff and other arrange- 
ments of the Central Telegraph Office of the General Post Office, 
and he was for many years controller of the department before his 
retirement in February, 1898. In 1877 he went with Sir Wm. 
Preece on а special mission to America to report on the American 
telegraph system. Не was a British delegate to several inter- 
national telegraph conferences. Upon his retirement in 1898, he 
received a knighthood ; he became a Companion of the Order of 
St. Michael and St. George two years earlier. Important foreign 
decorations were also conferred upon him. Sir Henry was a 
director of the Eastern Telegraph Co. 


NEW COMPANIES REGISTERED. 


Н. E. Steel, Ltd. (86,628).— This company was registered on 
November 27th, with & capital of £10,000 in £1 shares, to carry on the business 
of electrical, automobile and general engineers, manufacturers of and agents 
for and dealers in motors and cycles, coach-builders, public carriers, automobile, 
omnibus апа des carriage manufacturers, agents, dealers and proprietors, eleo- 

tric wiring and electrical appliance inanufacturers, &c. The first subscribers (each 
with one share) are :—H. E. Steel, Regent Street, Cheltenham, electrician ; Mrs. 
M. R. Steel, Regent Btreet, Cheltenham ; H. Ripley, J.P., Ashley Manor, 
Cheltenham ; C. H. Loveridge, 12, Oxford. Place, Cheltenham, private secre- 
tary; Н. E. Ripley, Ashley Manor, ‘Cheltenham, engineer ; R. L. Wood, Lloyd's 

Bank Chambers, Cheltenham, solicitor; and W. "opp, New Club, Cheltenham 
civil engineer. No initial public issue. Н. h.pley is the first chairman, an 

H. E. Steel and R. E. Ripley are the first managing directors. Remuneration of 
H. E. Steel as managing director, £8 per week ; & bonus of 20 per cent. of the 
net profits, after & dividend of 5 per cent. has been paid, is to be divided between 
the managing directors; remuneration of ordinary directors as fixed by the 
company. Registered office, 27, Regent Street, Cheltenham. 


OFFICIAL RETURNS OF ELECTRICAL 
COMPANIES. 


Mexico Electric Tramways, Ltd. (56,932). — This company's 
annual return was filed on October 17th, when the entire capital of £1,000,000 
in 500,000 ordinary and 500,000 preference shares of £1 each had been taken up, 
£500,000 heing paid on the ‘preference, and £500,000 considered as paid on the 
ordinary. Debentures created prior to 1900, £400,000. Debentures created 
since 1900, £500,000 (issued, £200,000). _ 


ELECTRICITY SUPPLY ACCOUNTS. 


Tux returns of the Bristol electricity supply 


Bristol undertaking for the past year contain a gratify- 
Municipal ing record of progress, which, especially as 
Electricity regards the output for power purposes, is very 

Supply. marked. During the year some 1,000 н.р. of 


motors was added, and over half a million extra 
power units were supplied by the department, whose output reached 
5,217,528 units. 

The recent development of the undertaking has coincided largely 
with the extension of the Avonbank generating station, where it may 
be noted turbo-generating plant of large capacity has recently been 
installed. | 

Two 1, 000-Kw. 6,600-volt three-phase turbo-generators have been 
provided for operating motor-generators at the Temple Back Works 
and outlying sub-stations, especially for power supply purposcs, and 
the latter works bas been, to some extent, remodelled by the dis- 
posal of the smaller and more inefficient plant. 

The арене works costs of the two stations are as under :— 


Temple Back. Avonbank, Combined system, 
Coal A .. 527d. 391d. 442d. 
Oil, &с. .. 70524. 043d. 047d. 
Wages 255d. 233d. 290d. 
Repairs, &c. 147d. 126d. 190d. 
Total 982d. 793d. 969d. 


The coal bill per unit shows a reduction of 25 per cent. on the 
previous year, and with other economies in working allows of a net 
profit of over 4d. per unit, a figure which has not been reached since 
1898, when the price was 6d. per unit. 

The prices charged are :—Private lighting, 33d. (day) and 43d. 
(night) per unit; power, 11d. to 3d. per unit; public arcs, £21, £19 
and £14 10s. perannum. The chief engineer is Mr. H. Faraday 
Proctor. 


GENERAL STATEMENT. 
For year ending March 25th  ... "T 1905. 1904. 


Total capital expended ... £590,984 £542,244 
Number of units sold— 

А Lighting ... 2,620,387 2,461,458 
Private supply { Power 1.7 59,085 1,224,738 
Public lighting 838,056 613,313 

Total number of units sold ... 5,217,528 4,299,504 
Equivalent No. of 8-c.P. lamps connected 274,176 234,098 
н.р. of motors connected... f 3,213 2,306 

А 677 arc. 674 arc. 

Number of public lamps 9 ag 8 inc. 

Maximum load in Kw. 4,284 3,444 
Revenue account— 

Gross revenue £69,687 £61,372 

» expenditure £31,935 £29,841 

» profit £37,752 £31,531 

Average price obtained per unit— E 
Light 4'18d. 4 

Private supply [сыш 1-24d. 1:308. 

*Public lighting 3°40d. 34а. 


* Includes cost of attendance and repairs, which is repaid to the department. 
REVENUE ACCOUNT FOR YEAR 1905. 
£69,687 = 32d. per unit. 


£23,035 = 1:064. „ 
£37,752 = 174d. „ 


Gross revenue.. 

Works and distribution costs 
(including public lighting) 

Total working costs ... А 


ProFit STATEMENT, 1905. 


Interest on loans, &c. £17,168 

a Sinking fund £9,723 
Net profit on year's working £10,861 
Gross profit £37,752 


From the foregoing it will be gathered that the undertaking is 
repaying the forward policy adopted by the department, and after 
meeting ordinary financial charges, a handsome surplus of £10,861 
remains on the year’s working. The latter, together with £2,408, 
being the last year’s balance and accraed interest, was allocated as 
follows :—Reserve fund, £5,561; depreciation and contingency 
account, £4,526 ; interest and dividends account, £2,230, leaving a 
balance of £952 to be carried forward. 

The reserve fund now totals £10,000, ind the depreciation 
account £6,000, while the special expenditure due to the fire of 
December, 1903, has been paid off with the exception of a small 
balance which will be otherwise covered. 


Tue Leeds returns, like those of Bristol, show 


Leeds Ње prominence which motive power supply is 
Municipal attaining, although the total output for all pur 
Electricity poses is far greater in the northern city. 

Supply. The working coste, which have decreased, are 


always а satisfactory feature ‘of the year's 
working; the latter, however, despite a Jarge increase in gross 
profit, resulted in а deficit of some £700 after meeting the heavy 
financial charges. This deficit was covered by transferring to 
revenue £1,000 from the redemption fund suspense account, the 
balance being carried forward. 

During the year the units sold and revenue per lamp installed 
were 20:33 and 5/10:55 as compared with 20:88 and 6/0:59 in the 
year ending March, 1904. The revenue and units sold per motor 
H.P. installed were similarly 3/5/8 and 589 units; and 3/18/4 and 
732 units respectively. 

The prices charged are :—Private lighting, 4d. and 1d. per unit, 
special scale; power, &c., 2d. to 111. with discounts, and public 
lighting, 14d. net per unit. The chief engineer is Mr. Н. Dickenson. 


GENERAL STATEMENT. 
For year ending March 25th T з 1905. 1904. 


Total capital expended £822,123 £757,327 
Number of units sold— 

Private supply 4,871,731 4,428,657 
Public lighting 217,997 177,170 
Power and heating 1,940,953 1,665,359 

Total number of units sold .. 7,030,681 6,271,186 
Equivalent No. of 8-c.P. lamps connected 362,248 307,849 


H.P. of motors connected ... T 
Number of public lamps .. T mv 247 133 


Maximum load in Kw. 5,540 5,040 
Revenue account— 
Gross revenue ... £84,416 475.721 
„ expenditure £28,364 £26,184 
„ Protit ‘ £56,052 £49,537 
Avernge price obtained per unit— 
Private .. » 182 5 3:57d. 3:56d. 
Public lighting m is 1:25d. 1:504. 
Power and heating. б i 1:33d. 128d. 
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REVENUE Account FOR YEAR 1905. 


Gross revenue T T £84,416 =  2:88d. per unit. 
Works aud distribution costs £19,318 = 66d. „ 
Total working costs... | £28,964 = 965d. „, 
PnoriT STATEMENT, 1905. 
Interest on loans £28,809 
Sinking fund... 2 " 27,961 
Deticit on year's working ... — 718 
Gross profit £56,052 
CITY NOTES. 


Geneva Tramways Co. 


THE directors’ report for the year ending September 30th, 1905, 
states that the profit and loss account of the Compagnie Genevoise 
des Tramways Electriques shows a gross profit on working of 
469,776°76 fr, and including the credit balance of 56,390°45 fr., 
brought forward from the previous period, makes a total of 
526,167°21 fr., which, after making provision for the necessary contri- 
butions to amortisation, renewal and reserve funds, amounting 
together to 158,030°35 fr. and for sundry expenses 5,518°40 fr., 
leaves a balance of 362,618:46 fr., out of which a dividend of 
1 per cent., amounting to 200,000 fr., has since been paid, leaving a 
balance of 162,618°46 fr. to be carried forward. Additional rolling 
stock having become necessary, this balance, together with a further 
amount from the current year’s earnings, has been set aside for this 
purpose, which will absorb a sum not exceeding 250,000 fr. Of the 
dividend of 200,000 fr. above referred to, 199,960 fr. have been 
received by this company in respect of its holding of shares in the 
Swiss company, as shown in the profit and loss account. The 
following is an analysis and comparison of the traffics and results 
for the four years ending December 31st, 1904 :— 


Жуйке Total train |Average | Passengers carried. 


+ kilo- kilometres | train | e 
. б metres | including kilo- | : 
Period. | of line | merchan- | metre | T P o Daily е 
in Opera- dise Дет | otal. kilom. average. train 
| tion. traffic. у. ! of line. kilom. 
| ER SCR — Aes 
1901 ..| 112760 ; 2,043,331 | 7,249 11,60, 467 100,749 | 81,124 | 4-291 
EG .. ' 124081 3,509,299 9,721 | 11,711,974 | 94,010 | 32,143 | 3:337 
(361 days) 
1903 .. | 125:813 | 8,831,098 | 10,497 | 12,460,767 | 99,485 | 84,155 | 9:959 
1904 . | 125:500 | 9,940,593 | 10,796 13,928, 429 | 110,990 | 88,055 | 9:594 
— MÁáá—H 
| І Gross revenue. 
Period. : | Average | Average Average ee | Average per 
Total. per kilom.! per train per. | {аге passenger on 
«at line kilom, |PBs»enger including, merchandise 
| | E : gross. | baggage. | and sundries, 
| ED 
| Fr. | Fr. Fr. Fr. Fr. Fr. 
1901 . 1,811.90 16.35 696 162 156 000 
1902 .. 1,890,77515 15,177 "S 161 155 006 
1903 1.95.3, 4%˙25 15.570 “BOY 157 150 0⁰⁷ 
| 144 *009 


1904 — + 2,132,051:36 | 16,080 41 `158 


— — à 
uS MENU | C ccc л лл ле ID C CC C IM . —e—e—ê 
Gross expenditure. ‘Electric traction expenses. | 


— — E — — — 


Electric 


E: | Avernge Я | Ex- Ratio 
t | | »er Aan se Average penses Буле саас expenses 
& | Total. |kilom.| (РЕГ Per pas. рег | Stone |Сон рег to 
o К senger. | train- ү KW- revenue, 
line om. kilo: train- hour. | 
| | kilom. | 
| | E = 
| Ет. Ет. Ет. | Ет | Fr Fr. Fr. | Per cent 
1901 1.591,692˙20 14,115°75 602 140 i 25 11 12 | 86°41 
1902 1,745,161°85 14,008°17, 497 149 281 10 107 923 
1903:1,742,037-45 13,901˙52 451 140 23 “108 104 | 89°18 
1804 1,670,441-85 13,30; 92 423-119 | 921 | 101 104 | 78:34 
————Á——— — ĩͤ . Tr:... A. HP 


== == = . тше .. . 
| Profit. 

Period. Total Ratio of | per Per On 
profit on profit to | passenger!  train- Bverage 
working. | revenue. | carried. | kilom. fare. 

| сол ze „ 
Fr. Per cent. Fr. Fr. Fr. 
1901 ate 250, 243°40 13°59 022 09 016 
1902 xa 145,623°30 77 012 041 004 
1908 ss 211.448:50 10°82 "017 055 010 
1904 es 461,610°20 21°65 034 Н 118 *025 


| | | 


————— ———— ———————— PN. „у СЭ, С! 
Of the authorised issue of £20,000 prior debentures, £4,000 have. 


been subscribed and issued and subsequently redeemed in accord- 
ance with the terms of the supplementary trust deed of August 26th, 
1903. Consequent upon the continued inability of the Compagnie 
Genevoise des Tramways Electriques to pay adequate dividends on 
its capital with which to meet this company's indebtedness, the 
revenue account of this company shows a loss for the period of 
£34,270 18s. 5d., increasing the amount standing to the debit of 
revenue account to £151,559 12s. 5d., mainly the result of the accu- 
mulation of unpaid interest on the debenture issues. 
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Aron Electricity Meter. 


Тнв report of the directors, to be submitted to the meeting to-day, 
says that the profit and loss account for the year to September 30th, 
1906, after providing for general charges, depreciation and share of 
expenses and discount on the issue of debentures, shows а net 
profit of £11,724, making, with the balance of £413 carried forward 
last year, a total available profit of £12,137. Of this amount there 
will be set aside for the debenture sinking fund in accordance with 
the trust deed £2,500, and the directors propose to pay 44 per cent. 
on account of the preference dividend in arrear, absorbing £5,020, 
and to carry forward £4,016. The directors consider this result 
most encouraging. Trade in Germany and Austria has been very 
healthy throughout the year. The factories in Schweidnitz and 
Charlottenburg are also giving dvery satisfaction. The business in 
France and England is still in a somewhat unsettled condition; 
the outlook is, however, distinctly hopeful, and the directors will 
continue their policy of economy and care. Two directors, Lieut.- 
Col. К. E. Crompton, C B., and Mr. 8. Barclay Heward, retire by 
rotation, but offer themselves for re-election. 


The Cape Electric Tramways. 


THE ninth ordinary general meeting of this company was held on 
Wednesday at London Wall Buildings, London Wall, Col. Sir 
Charles Euan-Smith presiding. In moving the adoption of the 
report, the chairman said that the falling off in receipts was due to 
the prevalent commercial depression all over the country. The hope 
expressed last year that the prospects would improve had not been 
realised, and he was compelled to tell them that, since the date of 
the balance-sheet, there had been a further decrease in the receipts. 
Much of it was due to the interruption caused by the renewal work, 
which was now being rapidly pushed forward. With regard to the 
dividends, the former large dividends were never issued without 
& warning that the company could not continue to pay such high 
dividends—that they must be exceptional. That warning was 
issued in 1900 and in the following years up to 1903, and now that 
period of prosperity had been succeeded by a period of commercial 
depression. The question of the lease of the Consolidated Tram- 
ways had been settled at the two extraordinary general meetings. 
The lease expired on the 3lst of this month, and after that date 
they would have no further connection with that company. The 
general renewal work and the extensions of their line had been 
carried out by the money obtained on loan, their reserve fund being 
invested in their undertaking. In June last the company suffered 
a serious loss by the gas explosion which destroyed a considerable 
part of their line, and now they were seeking legal remedy for the 
damage sustained. The severe floods and violent storms in Port 
Elizabeth and other places had also seriously interfered with them. 
The question of the expropriation of the Sea Point Railway was 
sub judice, во that he could say nothing about it, except that the 
directors considered it to be a very valuable part of their property, 
and would endeavour to get the best terms forthe shareholders. In 
conclusion, he remarked that prosperity in the Transvaal, and the 
abundant rains which had fallen, would both tend to make an im- 
provement in business in the future. 

Мг. Lupwia BREITMEYER, in seconding the motion, said that all 
the company could do was to provide an efficient service for the 
public; if the public did not take advantage of it, it was not their 
fault. ' 

Replying to shareholders questions, Mr. BREITMEYER said that 
the lines of the Consolidated Tramways would be handed back to 
them in good repair. 

The report was then adopted, and the directors were re-elected. 


Prospectus.— British Columbia Electric Railway Co.— 
This company has this weck been inviting applications fof an issue 
of 185,000 of б per cent. cumulative perpetual preference shares of 
£1 each, at the price of £1 Os. 104. per share. The company has 
outstanding £100,000 6 per cent. two-year promissory notes, and it 
is for retiring these notes and to provide funds for the further 
capital extensions required by the business that the present issue 
has been made. 


Bayliss, Jones & Bayliss.—The directors recommend 
а dividend of 5 per cent. on the ordinary shares for the year ended 
September 30th. The sum of £6,450 is placed to depreciation 
reserve account, leaving £662 to be carried forward. 


Stock Exchange Notices.—Application has been made 
to the Committee to appoint а special settling day in and to grant 
a quotation to :— | 

Bombay Electric Supply and Tramway Co., Ltd.—60, 000 6 per cent. cumulative 
preference shares of £10 each, Nos. 1 to 60,000; and £600,000 44 per cent. deben- 
ture stock. : 

The Committee has ordered the undermentioned securities to bo 
quoted in the Official List :— 


Oriental Telephone and Electric Co., Ltd.—4100,000 4 per cent. redeemable 
debenture stock. 


Mersey Railway Со, —А a meeting of debenture stock- 
holders held last week, a resolution approving the proposed Bill 
with reference to the extension of the period during which the 
payment of interest on the company's debenture stocks (other than 
the new debenture stock) shall be contingent on the revenue avail- 
able therefor, in each separate year, was adupted. Mr. James 
Falconer presided, and gave an exhaustive account of the com- 

ув financial position and the results of the working of the line 
y electric traction, | 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. | 


night the 
ended, fortnight. 
T 
Aberdeen e . Dec. 9| 9,318 + 124 
Ayr а ee ee Nov. 26 350 |+ Б 
Bath .. Уж e| » 20 | 1,172 :+ 197 
t Birkenhead (d. 3 % 900 + 26 
Blackburn .. „ 29 1.704 271 
Blackpool Corp. ee [1] 80 528 = 9. 
" —Flieetw'd | Dec. 2 810 — 42 
$i — Lytham | Nov. 80 280 4 2] 
Bolton bs ..i Dec. 8| 8,008 + 278 
Bournemouth .. Nov. 99 | 2,941 + 493 
Bradford .. | Dec. 1 7,996 |+ 1,087 
Brighton .. „ 3 1,488 + 74 
Bristol aie |,» 1| 8,708 — 174 
Brit. Blec. Trac. Со. 
Airdrie .. .. | Nov. 24 400 95 
Barnsley .. 4% y 924 905 10 
Barrow .. . . „ 24 998 25 
Birmingham (City) ,, 24 | 9,966 153 
Birmingham (Mid.) „„ 24 | 2,695 126 
Devonport cal gp 2A 145 182 
Dudley—Sto'rb’ge!| „ 24 | 1,606 ＋ 128 
Gateshead. . .. „ 24 1,899 |+ 75 
Gravesend, N'fleet ,, 9 882 |+ 18 
Gr'n'k, Pt. Glagw „ 24 | 1,166 |+ 152 
Hartlepool e|» 24 475 |+ 8 
. Kidderminster ..| ,, 24 174 |— 12 
Leamington |» 24 951 |+ 72 
Merthyr .. e| „ 24 340 — 86 
Metropolitan. ,, 24, 4,888 7 1, 704 
Middleton.. eda, A 560 + 44 
Oldham — Ashton „ 24 | 1,079 |+ 96 
Peterborough . » 2 188 |— 10 
Potteries .. А н 24 | 8.527 + 184 
Rothesay .. Š 5 94 80 |+ 10 
Вһеегпеза .. " » 22 99 — 10 
Southport . [T] 24 498 7 94 
South Staffs. » 24 1 1,556 |+ 274 
Bwansea „ 24| 1,422 |+ 497 
Taunton „ 24 83 i+ 14 
. s » 24 827 E 21 
eston-s-Mare . „ 22 00 — 15 
Wolverhampton D. „„ 24 765 |+ 78 
Worcester. e} pp 24 446 — 46 
Wrexham.. ..| „ 94 165 + 1 
Yorks, Wool. Dist. | „ 924 | 1,890 i+ 478 
Burnley +s e+ | Dec. 2| 2,093 |+ 247 
Burton-on-Trent ..| „ 3 495 — 20 
Ba ee ео oe Nov. 26 1,496 . ` 
Car iff oe ee (T) 25 3,410 [s 96 
Carlisle е • ee Dec. 2 301 — 94 
Chatham and Dist. | Nov. 80 | 1,041 ＋ 159 
Colchester eo .. 99 29 268 = 16 
Cork os ee es! [T] 30 760 + 4 
Darlington .. .. Dee. 2 894 + 41 
Darwen жы л de „ 1 400 |+ 58 
Dover s e|, 2: 8 5'+ 46 
Dublin ae .. ,, 010, 8,52 + 470 
Dundee ..  ..|Nov.29| 1,766 + 200 
East Ham .. Dec. 2. 1,465 + 846 
Glasgow .. . „ 2! 29,628 48,210 
Gloucester. . Nov. 29 498 i+ 40 
Halifax ee oe | » 22 ! 2,642 + 239 
Huddersfield .. Dee. 2! 2,025 |+ 365 
На) .. kx .. „ 2| 4,965 |+ 156 
Шога 6d „ adc 4 "45 + 92 
Ilkeston .. Nov. 8991 90+ 19 
Ipswich ae .. | Dec. 2 607 |+ 2 
Isle of Thani , 2 455 T 
Kirkcaldy :. Nov. 29 876 |—— 25 
Lan'kshireTrm. Co. | „ 30 1.576 |+ 412 
Leeds s ..| » 25 10,790 |+ 729 
Leicester ..| Dec. 2 8,813 |+ 679 
Liverpool .. .. | Nov. 25 | 19,726 |+ 878 
L.C.C, - S „ 18 | 24,860 72, 227 
Lowestoft .. | Dec. 2 268 + 6 
Manchester . .. „ 2 24, 184 |+ 2,070 
Newcastle .. .. „ 2| 6912 — 118 
ewport T .. | Nov. 25 | 1,0094 14 35 
Oldbam ..| Dec. 8 | 8,126 |+ 537 
Plymouth... сё е жа T 
Pontypridd .. — 9 267 РТ 
Portsmouth .. .. „ 2 2,690 |+ 159 
Preston 2 ..! Nov. 29 | 1,096 e» 
Reading . » 30 1,111 H 
Rochdale... Dec. 2 | 1,492 |+ 797 
Salford a Nov. 27 | 8,166 71,118 
+Scarborough „ уу D 49 es 
Sheffield oe ..| Dec. B| 9,495 141,018 
{Southampton ‚. | Nov. 22 775 |— 20 
Bouthend-on- Ses. „, 29 446 |+ 64 
Btalyb’dge,Hyde,&c. | „„ 25 | 1,146 |+ 406 
Stockport |,» 24 1,427 |+ 659 
Sunderland .. .. Dec. 3 | 2,942 |+ 198 
Swindon Nov. 29 809 |+ 41 
Tyneside .. . , 29 633 + 17 
arrington .. e|.» 28 640 M 43 
West Ham .. oe! „„ 30 3, 481 1, 580 
Wolverhampton ,, eu 1,423 a 
| i 
| 
Cen. London Rly. Dee. 2 14,145 — 21 
City & S. Lon. Ку. „ 3 6,269 + 18 
Dublin-Lucan Rly. | „ 1 171 i— 4 
G. N. and City Rly. » 2 8,02 4 508 
L'poolOverh'd Rly. „ 3 2,752 — 103 
Mersey Railway .. , 2 8,305 + 83 


| 


Fort- Receipts tor 


| 
— ш —ä—ä—m’— Б А аан ае -_———————————_——————— a аьаа аан 
Р 


in ee 


| + Compared with the corresponding period of 1904, 
| Includes horse and other receipts,. 


No. Route 
of Total to date. miles 
wks. open, 
2 £* * 
21 38,831 — 1,12 
48 92.880 2278 i3 i 
34 35,786 ia cont 158 Н 18-6 ee 
863 | 35,185 | + 1,824 |185 ў 
2 13.507 1.03 
1| e PU M S 
86 | 69,417 | + 2,749 26 |+ 1 
S4 | 50, + 9,914 | 174 |+ 1 
85 155,740 — 5,880 58 e 
96 : d i 26 : 
41 9,670 | + 155 8 · 55 
99 ‚56б — 386 Б] e 
„ | 11,351 | + 2.177 B87) |. 
„ 252,087 + 981 145 
76 14,999 — 85 12°26 * 
„ | 21,682 | — 3,900 | 8:65 | .. 
„ 42,241 | + 1,487 [21-25] `. 
= | sia пш 
Н 856 | + 8,996 | 1:95 | | 
„ | 12,583 — 1, 01 6-72 
5,15 — 384 45 
19 | 2,698 4 1,816. 
41 8,917 — 608 2°9 ee 
„ | 125,465 753,60 . 
„ 15,958 4 671 8·5 
» 26.89 + 627 919 
: 6,866 | — 665 15:91 | |: 
10 80,897 | + 660129 |.. 
"M 9,464 | + 9,674 | 91b... 
ө 8,999 | + 2791 2˙5 
„ 14,724 — 684/817] 7° 
„ 34,793 | + 1, 496 18-87 
70 33,982 | + 8, 608 65:5, .. 
„ 1,972 — 2 1:5 ee 
» icm A 598 н ; 
„ | 18,6964 + 974/1475 
„ 14,268 4 889 57/5 
„ 4.786 — Bao | 4i 
” 81,166 + 8,826 17 oe 
ee e ee ! T6 e 
35 nae — 1,865 8˙5 
‘ .. 10˙5ͤ 
M 71,106 + 00 166 i 
J — oe eo 
% seal ee eee 
s Tat S a 
; e 4s58Hl.. 
95 8,507 + 482 4:36) .. 
85 8,249 — 40 475 4 1 
.. | 119,054 l— 618 | 48:5 J 1:5 
98 | 95,889 [4 1,47] 1955; .. 
85 29,302 H 9,868 | 8 E 1} 
= 19 893 Е 16 + 2:6 
? oe | oo 
84 | 55198 + 3,090 87 4 2-5 
85 | 48,229 |+ 1,804 | 28 
85 78,239 + 722 18 
35 | 17,008 |+ 45 
„= {те 794 gb ee 
95 | 15,754 |— 1,881 | 10-5 x 
48 | 80,633 — 3,29 
EN К oe 75 
4 86,004 |+ 4,645 | 12˙5 4 8-9 
94 | 208,095 |+ 4400 895 + 8 
48 | 99490 |199,015 | . 
47 | 496,816 |+ 8,765 | 104 + 1 
33 496,703 +68,413 bl l+ 43 
, 8:5 ee 
9 + 2, 4 ее ee 
8 | 4271 305 | 145 4 1:5 
86 | 59,958 |+15,274 (2815 4 1-6 
35 5,451 .. |8B5|: 
85 | 72,788 |+ 1,116 | 14:6 |... 
35 | 22,449 48 
85 | 27,446 719,548 | 21:8 4 5/8 
2 91 + 8,0908 | .. А 
4 55 4-5 
86 177,66 |+ 8,688 85˙75 -L6 
1% 6,550 507 oe ee 
35 14254 | "| 6 . 
Y ae 21 ee 
84 | 26,124 |+ 6,017 15˙5 |+ 4 
35 47,188 |+ 1,560 d 
JP e 
8 ‚151 '+ 1,066 881... 
B4 | 11624 + 575 |687 4-95 
35 | 68,037 425.616 1395 +84 
ee ee ee 10 | ee 
| | | 
| 
22 E — 961; 6 .. 
22 | 5 + 300 6°26 ео 
55 2. Гы 26 7 : 
22 | 8,149 j+ 006 | 855 l 
22 | 94/Ml — 1,015 667 .. 
29 | 34,666 + 2,000 4:5 ., 


t One week only. 


STOCKS AND SHARES. 


Wednesday evening. 
Money rather than politics is the dominant force in the Stock 
Exchange markets. Russia remains a powerful deterrent upon 
the course of business, but her influence is counteracted to a very 
large extent by the abundance of cheaper money—or credit, as the 
financial purists prefer to say. Investment sections meet with a' 
fair measure of support, but the Electricity departments again 
display pronounced weakness in the shares of Supply companies. 
Railwey stocks are steady, and telegraphs tend to improve. 

Of the various new issues offered to the public during the past 
few days, the British Columbia Electrie Railway Preference shares 
are amongst the best class. They carry a perpetual cumulative 
interest of 5 per cent., and were offered at a premium of 10d. 
apiece, which, it might be thought, would not add attraction to the 
shares in the eyes of the investor. But so far as security goes, they 
would appear to be well covered, and when the shares are in per- 
manent hands they may become more valuable. 

Both the new electric and motor cab companies estimated 
splendid dividends in their prospectuses, but whether falfilment, 
in its literal sense, will wait on prophecy, is open to doubt. The 
cautious capitalist should want to know a great deal more than is at 
present ascertainable about the cost of serviceable motors, capacity 
of tires and probable daily takings—to mention only three points 
before putting money into such ventures. By waiting he may 
lose a golden opportunity for getting in on the ground-floor. Some 
golden opportunities, based on estimates in prospectuses, are worth 
losing. 

Meanwhile, London Motor-Omnibus shares have recovered to 2], 
while District Motor- Bus are 1,4, and the premium on Motor- 
'Bus shares continues at 3s. 9d. London Road Car and London 
General Omnibus issues are both very weak. The latter stands at 
104, a fall of 20 points in 10 weeks. 

Home Railway stocks gave way in some cases under the severe 
pressure of sales that was felt all round the Stock Exchange last 
Monday, and Metropolitan Consolidated at 89 has failed to make 
up its loss. Districts are 373. The Metropolitan is again reducing 
some of its fares, but it is a great pity that the electrification of the 
line to Hammersmith is not pushed forward, since the District must 
cértainly be reaping advantage from the delay. City and South 
London at 47 is firm, and market authorities guess the dividend for 
the current half-year as likely to be at the rate of 14 per cent., the 
same as it was for the corresponding period of 1904. This is the 
first Home Railway dividend estimate we have heard this season. 
Central Londons will, no doubt, get the usual rates: 2 per cent. on 
the Preferred and Ordinary, and 4 per cent. on the Deferred — actual 
money in each case. . 
. Severa! Argentine traction issues are easier.  Anglo-Argentine 
Ordinary shed 4, and so did Belgranos, the traffics sceming to dis- 
appoint some of the shareholders. Traction varieties, on the wbole, 
are uninteresting, so far as, movements in price are concerned. 
Potteries Preference rose ], to their par value of £10, and if there 
were a freer market in them they might go better as a good 5 per 
cent. investment. Westinghouse Preference are nominally rather 
better at 23, but the report, expected last month, bas not appeared 
yet. In view of rumours regarding a possible reconstruction of the 
company, the tardiness displayed with regard to the issue of the 
report has called forth comment none too complimentary in tone. 
The latest that we hear is to the effect that the document will be 
out on Saturday. 

The slight fall of 5s. in General Electric Preference would 
scarcely call for notice were it not that several inquiries have been 
made within the last few days.for a quotation of the Ordinary 
shares. The price is supposed to be somewhere between 9 and 10, 
but possibly а buyer migbt find no great difficulty in dealing at 9. 
We repeat the word “ possibly." 

-Declines and falls distigure the list of shares in the Supply 
companies serving the metropolis. The threatened competition of 
the London County Council has grown no less formidable by the 
resignation of Mr. Balfour, and consequent unsettlement of home 
politics. Dealers in the Electricity Supply market are dropping 
the lower quotation in their sets of prices, and it becomes more 
difficult to realise any substantial number of shares. Kensington 
Ordinary are 5s. better at 11}, and the provincial list is exceedingly 
steady. But weakness is apparent in Chelseas (which are down 
to 54), Charing Cross, Westminster Preference, Metropolitan 
Ordinary and Preference, and Bromptons. City Lights are 
unaltered; the question is raised in some quarters as to whether 
the company has been equitably treated by the Corporation. 

Brush Ordinary are 3 easier, and British Insulated fell j to 65; 
but both the Debenture stocks of the Brush Co. bave improved. 

Russian sensations may prove valuable to the Great Northern 
Telegraph Co., whose lines run to St. Peterburg, and the price of the 
shares hardened 10s. to 36. The cutting off of telegraphic com- 
munication is considered unlikely to do material damage to the 
company's business. Anglo-Americans fell upon а rumom, 
promptly denied, that the board contemplated adding anothercable to 
their trans-Atlantic service. The Deferred shows a loss of 3 at 171. 
Direct United States shares are 3 up, and two or three er dividend 
markings have left no impression upon' quotations. National 
Telephone Preferred fell $ to 111, but the alteration was not con- 
nected with tlie chance of а Radical Government. Monte Video 
Telephone and United River Plate Telephone shares gre Leth 
better. i 2 
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SHARE LIST OF ELECTRICAL COMPANIES. s 
TELEGRAPH AND TELEPHONE COMPANIES. А 
| Stock losing Business done 
Present NAME, or Dividends for the last 8 Quotations week ended е + 
nee: Вав, tonr years, Nov. 20th, Dec. 6th. Dec ĝt рад — 
1902. | 1008. | 1004. | 1905.§ нен Бос 
84,800 Atrican Direct Telegraph, 4 % Debs А ..| 100 5 4 4 | 4% 99 —102 = ve 
95,000 | Amazon Telegraph Co.'s Nos. 1 to 25,000 10 i i N ДА 83— 4i ee T 
119,7001 Е до. 5% Debe » Nos. 1 to 1,250 Red. | 100 Nil Nil Nil 5% 85 — у T 
768,580 | Anglo-American Те! i, ear tobe Btock | 60/6 | 61s. 998.5 62 — 624 62 : 
8,118,910 | Do. do. do. 6% Pref. + Stock | 6 6% 688. 1004—11 11 1195 А 
8,118,210 | Do. до. do. rred Stock А 9s. il б 178— 1 17 1706 — # 
50,000 5 Tel. I5 5%, Mort. Deb. Btock Red. 190 6: Ee к 2s 19 — 73 on ‚з " 
44,000 [.] to 44,000 р А y^ ‚ ^ ES oe ee es 
1,903,866; Gomeerenl Cable Bing Bting. 500 year 4 % Deb. Ві. Red. Stock 4 % 4% 4% 4% 96 — 98 97% 963 
16,000 | Cuba Cubs Telegraph se {ай "^w ..| 10 64% 10 | 5% | 5365 82- 9 : .. 
6,000 Do. 10 % Prei. .. 10 [109 | 54$ |104 | 10 44 17 — 18 : IN es 
12,981 Direct Spanish Telegraph, Ord. ae E we 5 4 9% 4% 4% T 99 ‘ es 
6,000 do. Cum. Pref. ee b 10 uc 10 y 4 10 y: 10 $ lx * ae 
. 80,000 Do do. 4 Debs .. 50 3» | 44% % ai 100 —108 .. oe .. 
60,710: | Direct United States Cable 90 * 8 * * 8 XS 1 vi 14 18$ +b 
14,500 Direct W. India Cable, 4j % Reg. Deb. 10 1,900.8. 100 X | 44%, 89 44 100$—102 101 5 ^» 
4,000,000 | Eastern Telegraph, Ord. cá Bock | 7% | 795, | 7% | 5901 144 —117 1464 | 145 
9,000,000 ро. » Pref. Stock | 100 | 8% | 8490 | 8% | 3495 894— 914 01 
1,886,514 Do. Mort. Deb. Stock Red. Btock | 4% 4% 4% 4 96 106 —108 107. 
800,000 | Eastern Extension, Алтайына элд China Tele. 10 1% 7% 1% 6 9% 144— 15 1 145 
602,400 Do. Deb. Stock Stock | 4% 4% 4% 4 961 106 —108 107 «s 
800,000 Bassa EATIS: те n Mt. Db., 1 to 8,000, red. 1900 100 4% 4% 4% 4% 100 —102 25 +4 
900, 0008 DERE M. Debs enira Bub юа 95 | 44 14 148 44 100 —102 is 
180,887 h and Trust ..| 10 |48 54% | 5835 | 5 $ = 1 105 10 % .. 
180,887 do. Ves ә 10 6 6 «€ 6 9 6 1 14 1 1 КИ 
ones Xo ana pea ph ot бе e e н pie eda Р, pd ys 
46,500 Debe. within Nos 1 — 10 | 4% | 44% | 4% | 44% 1004—1024 M к A 
17,000 | Indo-E b к 95 |10% |10% |183% | 5% 514 — 59) 583 58 E 
251,127 | Maroconi's Wireless elegraph - ix 1 M e AH "ed 1 ks vs бо 
72,680 | Monte Video Telephone Co ‚о. . n 1 8% | 8 % 4% ME - 1 vs uc 
86,403 Do. io. b V Pref , 1 5 5 5 % pe 1 T 85 : 
1,966,667 Do. , k c já .. | 100 4 b Б 5 %8 108 —110 109 107 dd 
16,000 Do. do. 6 % Cum. lst Pref. .. ae 10 6 6 6 6 %§ 8 — 16 ee oe T 
15,000 Do. do. 6 Cum. and Pref. ea 10 6 6 6 6 | 11 — 18 Я ee ee 
000 ро. 39, 5% F 5 A A РА A 055 di. 965 | a 
129813 ре. до. 4 4 рер gU Bee сл 100 Н A 4 : 104 SHE ч " ia T 
Oriental Telep. an ec ‚504, у paid 1 64 3 
50000 Do. do. 6 1 | 6 6 6 6 1. — 11 3 i 
300,000 | Pacific & European Tel., 4 96 Guar. Debe., 140 1,000 100 4 4 4 4 100 —108 | 
11,8802 | Reuter’s ae ss 8 5 6 5 5 %$ TÀ— 8 ss 
60,000 | Telephone Co. of Egret, 4% Deb. Red. : .. | 100 E А, Е 44 109 —105 н | 
8,297 | Submarine Cable S =e | Cort. | 6 6 6 6 X, 125 —128 126 ps 
58,000 | United River Plate 11 5 7 8 8 sa d- 8 x + 4 
40,000 ро. m Етегі Nos. 1 to 40,000 5 5 6 6 § % — . oe 
179.947 Do. do. 5 Stook | б 6 5 5 111 —118 112 | .. +1 
16,0000 | West African Те 10 2 4 14 — 10 ха) .. | .. T 
80,008 ШЫ Совм of Ame со 0,000 а son i 58,008 94 i е7 — 12 d | xu 
150,000 Do. Debs., 1 a. New i рз pns, а Бор el. | 100 4 4 4 4 100 —102 ^ T 
- 207,980 Weetern elegraph, td 1 to m 10 7 7 1 5 14 — 144 щі 14 Ў 
76,060 Do. be oad Ms: 1906 | 100 5 5 б 5% —104 2 Р 
568,880 Do. do. b. Btock Red. e 100 4 4 4 4 96 108 —106 ee ee " 
84.50 шь; pin ad 12 254 J 2 ae 7 7 6 6 3, Zw E 87 8 E 
е ө е ee oe : Б =» 6 T 
4,660 до. 6 Cum. 2nd Pref. ee ee 10 E m We ee ? 74 1 ee ae я 
80,0001 Do. do. 6% Debe., Nos. 1 to1,800 . 10 | 5% | 5% | 5% | 5% 0 —104 | 401 — Е vs | 
t 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES., 
| | | | 
850,000 | r eee Р 5 Vs 8 6 968 | 8 884 — 2 
1,900,085 96 Cum. Prefs. to 900,007 . b К 6 б 2 6 518 : 
Do. ent, 6 % Deb. Btock, 1888 100 5 Ti | T 65 | EE | мэ —15 Е. A i 
200,060 | Auckland E. Trams., 5 % 1st Mort. Deb. Stoc k 100 v. 5% | 6% | Š 105 —107 106 —107 107 - " 
580,000 | Babcock & Wilcox, 1 to 580,000 1 . 17% 19095 11691. BR 4 4 833 8H |: 
100,000 | Do. до. 6% Cum. Pref., i to 100,000 :. | 1 | .. | 6% | 6 6% ip We | We We | „ ai 
| British Aluminium 7 & Gum. Prei. e | 5 | Rol ont | Nd | s6 | Ё— — ба 57 58 
20:000 D = i SOUS. Pref. ee oe р Nil Nil Nil 8 / | 4 4 xd | oe 6 • e 
° 0. 16 2 B І ts. et ee ee oe ' oe ee 
Do. do. б Ti 1st Mort. Бер; b. Brook Red. Stock 5% b b 5% 98 —102 98 —102 ү с, ii 
800,000 | British Columbia E. Rail Def. Ота. В ..| 100 X 6 6 € 194 —127 194 —127 125] ра 
800,000 Do. : Pref, Ord. Stock к ks 100 a 6 5 a 118 —116 111—114 xd "T ae 
115,000 Cum. Perp. Pref. Stock КА 100 ve 5 5 5 106 —109 —109 vs vs 
240,400 Do. 435 1st Mort. Debs., 1 to 6,950 . 40 e 4 108 —105% 108 —106 96 А ee 
990, i Do. % Vancouver Power Debs., 1 to 2,200 190 és 4 | 44% 102 —105 102 —105 vi NIE. 
British Electric Traction zT 8 6 6% | .. 99— 1 g- 1 0 % | 
156, Do. do. 6% Cum. Pref. .. à 10 6 6 6 „ aa 11 — 11 11 — 1 1 1 | 
1,000,000 | Do. do. 5 & Perp. Deb. Stock .. Stock | Б Б 5 | 5% | 121—198 121 —198 1 122} 
260, do. 96 Deb. Stock Red. | 100 ‘a ч 44 44% 98 —100 98 — 100 
100,000 British Insulated and Helsby Cables Kw 5 10 8 8 8 %8 7 za 1 E ~ i 
, до. . Pref. : 5 6 6 6 6 96 6} эз 
212,000 British . Lg Mort. Debs. .. | 100 ME 4 4 . 98 —100 98 —100 T 
2,000,000 | {Br estinghouse 6 % 735,001 te 445,000 р 6% | Nl | .. 2— 9 94— 23 +4 
1,016,858 do. 4% Mort. De .. | 100 m 4 4% | 4% 85 — 89 85 — 89 А " 
50,000 |"iBrowett, Lindley & Co., ei М #1 Nil |. Ni Nil va . 4 А oe 
50,000 do. 6 os £1 Nil Nil Nil vs 14/6 to 14/6 to 1 " “se 
105,781 | Brush Electrical Engineering, Ord., 1 to 105,781 . 9 Nil Nil Nil “a š — i 
150,000 Do. Non-cum t 3 6 | 6 6 M 1 2 1 2 ў S 
à 125,000: Do. 42 Perp b. Stock Btock % 98 — 97 94 — 98 i +1 
500,000 | Buenos Ayres & Belgrano, 1 to 100,000 Vs b ex 8 4 id — 84 За | — 1 
200, Do. & 6 % um. Pref., 1 to 40, 000 5 6 96 6 oe 518 514— ý ee ee ° 
197,500 Do. “B” do. 1 to 27,500 Я ` 5 6% 6 96 V — = és as Ä 
817,700 Do. 5 96 Deb. Stoc 100 6% 5 % 5% 107 —109 | 107 —109 ee HE А 
190,000 Do. 5 % 2nd Deb. Stock 100 ES 5 96 5 5 102 —106 100 —106 «s K^ | i 
625,000 | Calcutta Trams., 1 to 106,000 .. 5 И 6% 8 "7 968 | — s " as 
168,060 Do. 105, 001to 197,610 oe 6 es ee oe за. TR 9 | ee ee . 
850,000 Do. 44 % 1st Deb. Stock 100 " 4% | 44% | 107—109 107 —109 и н 5 
86,000 | Callender's Cable Construction shares .. b |15 1 13456 1 n — 12 11 — 12 ‚Же к 
40,000 Do. do. 5%C f. b 5 5 5 5 | 5j | - т T 
800,000 do. 44% 1s& Mort. Deb. Stock Red. | Stock 43 4% 43% | 4% | 100—1 109 —111 no | . ee 
491,222 | Cape Е. Trams., 1 to 491,222 . 1 | 115 10% , 5% i— abe | |... 7 0€ 
450,000 | Castner-Kellner Alkali, 1 to 450,000 . 1 „ 419 „ 1—. 1 | 1— le = "D ME 
990,211 do. 44 % 1st Mort. Deb. Stock 1000 | 44% 4% | 44% | 991—102 7—0 „ ^ .. .. 
1,968,908 | Central London Railway, Ord. В k | Btock 4 4 4 49 98 — 95 | — 95 94g | 93} | » 
523,906 do. Pref. Stock Воск, 4 | 4 4 . 49658 | 101 —108 101 —108 1 102 se 
528, | Do. do. Stock 4 | 44 4% .. 85 — 88 85 —88 а 861 i: 
* 1,880,000 | City and South London Railway ks Btock | 8j ‚ 2968 46 — 48 45 — 48 | 48 47 — 4 
85,000 Prompt & Co., Nos, EA qo d ie ы 8 b e li— 23 l3 2 a уз 
o 
100,000: || 600 of 4100, X 1st Mort, Reg. Debe, 1t to} + |5% 5 5 * 5% | и — 9976 94 — 99% | 
| | 
* A period of nine months. f Quotations on Liverpool Stock Exchange. nless otherwise stated all shares are fully paid. 1 Interim dividends. 
| And bonus of 10s. « rom Manch ester Share List. 


(Continued om next pade-) 


~ 


944 | | | | THE ELECTRICAL REVIEW. [Vo], 57. No. 1,463, DECEMBER 8, 1905. 


SHARE LIST OF ELECTRICAL COMPANIES.—( Continued). 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —( continued). i 


are 


| Stock А Closing Closing Business done| Rise + ұт 
2 NAME. | or Dividends for the | Quotations Quotations week ended | or 
* Share зат унан. - Nov, 20th. Dec. 6th. | Dee, 6th, 1905. Fall 
t 1902. 1903. | 1904. , $1906. Highest Lowest. 
260,000 | Dick, Kerr & Co., 1 to 52,000 T 5 Re T 10 % se 1 9 н А оре "Pu vs 
805,000 Do. ао. 6 ꝙ Cum. Pref., 1 to 61,000 thy d * 6% | 6 % | 6 54— 64 E 64 63 Ф 2 
294,150 Do. do. 4$ % Deb. Stock .. ..| 100 x 4 | 4% 14 106 —108 - 106 —108 es ou a5 
600,000 | Dublin United Trams. (1896), 1 to 60,000 | 10 d % | 69, | 8 134— 1 188)- Mà -|-—. e PT 
599,700 Do. 6 % Pref. between land 60, 000 [10 са 6% | 6% | 8 14 15: 1 1 Ex grt 2 
63,400 Do. 4 % Debs. ..| 100 i 4% | 4% | 4% —100 1 e: , 2 
800,000 Do. 95 '* А” Debs. ..| 100 - % 33% | 9495 | ,98 — 99 98 — 99 si Be Ст 
300,000 Do. “ B" Deb. Stock 100 T y. 4 te 34% 96 — 97 96 — 97 тж bi ‘ie 
99,261 | Edison & Swan Utd., ‘‘A’’ shrs., £3 pd., 1 to 99, 261 5 Nil il g e 4 1$— af 12 — 0 13 135 * 
17,139 Do. ее 4 " ghares, 01 17, 139 5 Nil , Nil 968 oo 2 — 2 — 24 44 se 
844,0281 Do. 4 % Deb. Stock Red. 100 ‘% 4% | 4% % 85—90 | 8 —90 ~. Det RENT 
100,0001 Do. 595 2nd Deb. Stock Prov. Certs. all pd. | 100 Б 5 > 5 5. 92 — 97 92 — 97 2 $s = 
112,100 | Electric Construction 1 to 112,100 . 2 6 % 4 И С me t 1 — P 75 эү 
81,390 D do о. : 96 Cum. Pref., 1 to 81,390 | 2 ; 1 7 2 T | .. 1 ча, 2% | 1 Xs 20 “* M" 
200,000 do. Perp. 1st Mort. Deb. Sk. Stock 4 4 1 | 4% 92 — 95 92 — 95 $4 э кА 
25,000 Genera Electric Co. d 90), У % Cum. Pref. Ph 10 5 5 96 5 ае 94— 10 91— 9} — — 
200,000 йо. 4 % Mort. Deb. А Stock 4% 4% 4% | 4% 96 —100 96 —100 ee le’ 
780,000 Gt. N. & City Rail Pref. Ord. A 4% 1 to 78,000 10 е 895.1 4% 4 96 5 — 5 — 54 " ^. 
96,000 | Greenwood & Batley 7 95 Cum. Pref. | 10 a Ж у 2 7% 10j— 114 | 104— 114 ` e 
80,000 Do. do. 5% Mort. Debs. * „„ M0 1 59% 5 5 102 —1 102 ~ 104 oh әд 
200,000 Мена) 8 ** P.), Telegraph vo Ord. .. гә 5 20% | 15 15 95 1985 124— 13 | 124— p 13 - E 
200,000 Pref. . 5 ч 44% | 44% * 2 x 
45,900 Do. do. fort. Deb. Stock | Stock | 4 4 4 44% mare 1 5 * i 
50,000 | India- ‘Rubber, Gutta-Percha & Telegraph Works.. 10 10 * 10% | 5 24968 16 — 17 | 16— 17 164 16% 3% 
800,000 do. 4% 1st Mort. Deb. | 100 4 4 ? 4 4% 99 —102 ^ | 99 —102 2425 55 
87,500 |+ (Liverpool ‘Overhead Railway, Ord. el 4 là 18 1} = li— 2 | li— 24 eq. $ : 
10,000 do. Pref. £10 paid 10 5 5% |:5 5.96 64— "1 | 61— 64 i oe — 4 
600,070 8 u United Trams (1901), 1 (о 50,007 А 10 : 8 96 6% 4 9% 10 — 11 10 — 11 ^e TN. 
399,930 Do. do. 60.008 to 100,000 (£4 paid) .. | 10 2 8% | 6% | 4%8 E. NE [^ A 
1,125,000 Do. do. 5 % Cum. Pref., 1 to 125,000 .. | 10 e 156% | 6% | 5% 10 — 104 10 — 104 108 | 10 P 
1,381,000 Do. do. 4% Ist Mort. Deb. Stock . | 100 ^ 4% | 4% | 4% | 100 —103 100 — 10: 1014 | 101} 24 
$14,016 | Metropolitan Electric Trams, Defd. $e = 1 Nil NI~ (oN o aa л 235 — A me 4 bas 
500,000 | Do. 5 % Cum. Pref. | 1 5% | 59% | 5% | 535 1— ló | i> dA e 
350,000 | Do. 44 Deb. Stock Red. e 44% | 44% | 106-108 | 106—108 107 : ; 
160,000 | Peebles (B.) & Co. 6 % Cum. Pref., 20,001 to 40,000 | 5 T T › 96 % -- { 5 ) 2 
240,500 | Potteries E. Trc., 20, 001 to 40.000 &. 50, 001 to 54,500 | 10 "EM ee | 5% 8 9 | 8 9 3 d e 
210,500 Do. 5% Cum. Pref., 1 to 20,000 & 40,001 to 44,500 10 Eve s LB SE c | 5 96 94— 10 | — с +} 
245,000 | Do. 44 %, Deb. Stock ч е 24 100 vM 44% | 44% 44%, 101 —104 | 101 — 1 j {* ЖАШЫ 
37,350 Telegraph Constraction and Maintenance 12 | 20% | 20 115 % | 10% 82 — 84 32 — 54 83% 2; 
150,000“ 4 % Deb. Bds., 1 to 1,500 Red. 1909 100 4 | 4 4 4% 102 —104 102 —104 as < * 
8,599,200 | Undergd. E. R., Lon., 5% Profit Shar. S. Nts. .. Ls Гас 1 AE d 5:5 99 —100 97 — 98 ха TEM * 
640,000 | Waterloo & City Railway, Ord. Stock | 100 | 3% 33% | 8% 8% 84—97 04 — 97 95 94 1 
833,330 | Willans & Robinson, 1 to 30,000 & 80,001 to 116, 666. | 5 4% | ESE] ai ә 1 2 | 1 2 © > 5 
838,390 Do. 6%С.Р., 80,001 to 80,000 & 125,001 to 141,666 | Б | ii 6% | | 2 з | 2%— 9) 3} 3 : 
246,806 Do. 4% lst Mort. Deb. Stock — .. 100 14% 4% | 49% 85 — 90 | z; 


ELECTRICITY SUPPLY COMPANIES. 


— 


| 
70,000 | Bromle (Kent) E.L. & P., 1 to 14,000 re Е ж р: 4 981° 51— 51— "T 55 
50,000 Do. do. 43 % 1st. deb. stock .. | 100 48 44 4 44% | 109 106 102—105 2x à; 
29,877 | Brompton & Kens. Elec. Lt. Bup., Ord., 1 to 20,000 j 5 | 8% 10 10 9% 91— d 9 — 10 Р г ! 
29'623 Do. 7 % Cum. Pref. б 7 1 1 1% | 9 — 9— 94 а { s 
10-782 | Central Electric Ви v4 Guar. Deb. Stock +. | 100 | 4 4 4%- 4% | 104—107 | 102 —105 xd | 1 
80,000 | Charing Cross s; 22 ctricity d es dii 5 10 8 ‚ & | 5 958 | 6— 7 | 53— | 8 AE E. 1 
80,000 Do. 5 4 | 4 а! | % 53 | ео. . ^" . 
40,000 | Do. "City Undertaking "4 I Cum, Perf. 3 б | 4% % б — 65 t. dl VR RA 
' | $3 2 .. „+ 4 4 4 4 5 .. 3 oe ee 1 
850,000 do. 4 % Deb. Stock Red. 100 | 4 | 4- | 4 4 & 103 —105 103 —105 zs ни " 
44,496 Chelsea. инету Supply Ord. x ч 8 | 0 § 51— 64 5 — 6 5 ә — 4 
| 
150,000 Do. a4 % % Deb. Stock Red. .. Stock | 4 4% 43 § 110 —112 110 —112 un is x 
10,595 | City ott London. Biss с. Ligh пал, Ord. ae | 10 | 5 5 | 6 5% | 1 Ti | nr 1 I HE | 3M] x 
000 Pre | | 6% | 1 4 | isi- uE : 1 1 
400,000 Do. б 8. 5 Btk.,Scrip.(iss.atll5)allpd. ^ .. | 5 54 5% 5 % | 194 —198 194 —128 : .. "a ^ 
800,000 Ж Do. 43 % Mmd Db. Stk., Prov. Crts.,allpd. 100 4% | 44 44% | 44%, | 104 —106 108 —106 — : 104 pe с 
40,000 | кийе: of эы Electrical Power, Ord. . m 2 is ЕФ ee | x 2à — 29,.— ra * T — 1 
50,000 do. 5 J, Pref. ..| 5. | is | * Rh HC — 50 — T a 
40,000 бош rot askin. Eleotrio Li hting, Ord. 1—40,000 10 4 4 | 4} 4 968 | 2 — ! I и x — 1 
80,000 Do. . 8. 6 % Pref., 40,001 5 000 10 6 6 6 6% | — | | 190—9 | n = T 
400.000 Ро. до. 44 % Deb. Stock ae a al 44%, | 112 —115 112 —115 DN S d.n 
950,000 Do. . do. % 9nd Deb. Stock .. | Stock | z | 4405 102 —104 BEIM d x » 
70,000 | Edmundson's Electric Corporation, Ord. Shares . 5 7 7 7 * | 52 "- b; | 5H 5a a. 
80,000 Do. do. 6% Cum. Pref.. | ee | 6 6 6. 6 b cr 6% pe * ee “+ 
800,000: Do. do. 44 % 1st Mort Deb. Бк 100 4 44% | 108 —110 | 109 —110 1073 | .. ; . 
50,000 | Folkestone, 1 to 10,000 26 { 5 is % 4 %§ 51— 52 . 
50,000 | Do. 69, Cum. Pref., 1 to 10,000 .. ..| 5 N ce ag 1 BUS 5 — 5 — bà bo 1 46603. . 
50,000 $,1st. Deb. Stock — ..  .. 100 w | 44% | 4 44% | 101 —104 101 —104 ко БУК ои 
68000 Hove 1015, „ E “Жык | o> Е d ee a Аф 
шо | DN i7 0 10s. paid) | yos NE 3 % 8 4 | 54— 6 1 — el i T is ‚+ 
,90: о. е 1 "m 4 4 4 04 — 97 94 — 97 | oe we ee 
7,300 | Do. 44% Deb. Stock | 100 | ж 44% | 43 | 44% 96 — 99 ‚ 98 100 | .. | ри +1} 
21,000 | Kensington and . Electric Ord. Р 5 10 1 12 10 % 109 — 114 104 — 11} 11{ 1-5 < 
130,000 Do. do. 4% Deben. Stk. | Stock 4 ó 1% | 4 4% | 98—101 | 06—101 2 dw] Е" 
111,000 | London Electric Supply бато Limited, Ord. | 8 | Ni Ni 8 14 11— 24 | 1j— D tuo wd d 
60,000 | Do. do. do. 69,Pret.. | 5 6 6 6 6 95 4j— bà a Ri | 5 Ki 
871,895 | do. 4% lst Mort. Deb. Stk. Red. Stock | 4 4 4 4% | 99—102 99 —102 101 | 1004 
100,000 Melo A Electric Supply 100,000 . Б 7 | 10 10 %§ — 1 | 1 1 9A | — 
76,121 Do. % Cum Gin Bret. 1—71,106, £3 pd. 5 4396 . 4 44% = | — "y 1 d aoe i 
290;0001 ро. 45 % 1st Mort. Deben. Stock — .. | a 4 44°, | 109 —118 109 —118 Кей Он? $ 
250,000“ Do. % Mort. Deben. Stock Redem. Stock 390 — 99 97 — 99 | 98 98 ti 
250,000 | Midland Electric Corporation, 4} % 1st Mort. Deb. | 100 | 4 4 44% | 101 —108% | 101 —108 % | .. |... és 
dg ven | Newcastle-on- Tyne, 1 to 57,000 : sil BoU uus 8 % 8% | 24% § | 8 — | 8 — | 
89,955 Do. 57,010 to 75,000... E 3i d x odo ИЕ ЖЕУ uu c | | ы 
{ 285,045 | Do. - 5 % Pref., 1 to 57,009 . 1 6 | 5% 5 5 — | | 2 
89,955 — Do. 57,010 to 75,000 А | 5 | A "WEE — | + 
10,852 Notting Hill Electric Lighting " 10 6 4 | 6 $ | 7 96 | 6 * 144 — 15 144— 15 | i ^ 
59,000 | Do. do. 495 1st Mort. Deb.. .. 100 4% 4 4 % % | 98 —100 98 —100 | à 
92,500 | Oxford, 1 to 98 and 407 to 18,810 га i oed 100 ' 8996 7% 5 6 63 — 63 | 68— 6% m d E 
00 | Do i! | se ] 4*4 | 4€ | 4X. ч. 100-209 100 —102 р 
40,000 St. James’ and Pall Mall Cpe Light Oord. 5 | 144% | 144°, | 14 " 104 13 — 14 13 — 14 edd. co^ ^] М 
20,000 Do. do. ТФ Pret. $0,051 to 40,000. 5 1 7% | 7% | 7%8 8— 9 8— 9. | 8 | 
150,0001 Do. do. 84 % Deb. Stock Red. .. | 100 ` ‚ 849 | 849% | 34% 98 —100 98 —100 is 
12000 | Smithfeld Markets Electric Supply, Ord... 5 | | 4$ 4 2— 9 $3 | : 
50,000 Do. do, re Stock 4% | 4% | 4% 4% 76 — 80 76 — 80. ^ i 
65,000 South London Electricit вей, Ог i 5 13 ' B | 4% | l 81— 3j — 37 34 
100,000 South Met. Elec. Lt. & Power | Ord.. А oe 1 Nil Ni ! Nil | ##— t — A e 
50,00 (Late Blackheath and Greenwich 4 7 % Pret. . 1 Nil 7% 79 17% m 10, 1 if 1 
100,000 Dist. E.L.Co.) 44 % 1st Deb. Stk. 100 4 44% | 4 44% 105 —108 | 105 —108 | ё 
88 | и ee aoe i dion ET = б | Б н 5 ф | 5 5% | 4 4 | 4h 49 А + 
, * LI | b b 96 Б — 5 ! 5 -— | .. .. 
200,000 Do. do. 44% Ist Mort. Db. Stk. Red 100 er MM: 405 | 44, E —106 | 104 106 | 1055 D EN" 
110,000 | Westminster Electric Supply, Ord. .. К 5 12 | 184% 14 13 f 111 — 194 хгіз llà— 1 1133 ‘is 
28,151 Do do, 5 % Cum. Pref, oe 5 б 56% 65 9; | 6 — 6 x rts + н d | ! Г — i 
T | | 
Shares not officially quoted :—Mackay Companies, ord., 534—544. Pref. 734—74 
+ Unless otherwise stated al! shares are fully piä. * i - § ei dividends. 
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Fluctuations in November. 


| SPELTER (G.O.B's.) 
Nov. 1 2 3 6 7 8 9 1013141516172021 2223 24 27 28 29 30 


| LEAD (ENGLISH) 
Nov. 12367 8 9 1013 14 15 16 17 20 21 2223 24 27 28 2930 


B IRON. Ы ` 
Nov.12367 8 9 101314151617 20 21 22 23 24 27 28 29 30 


TIN. 
Nov. 1 2 3 6 7 8 9 101314151617 2021 22232427 282930 


— NT 
— XE 


COPPER (d. M. B's.) 
Nov. 123 6 7 8 9 1013 14 15 16 17 20 21 22 23 24 27 28 2930 


CC 
TT 
e? 


USES OF ELECTRICITY IN MINES. 


(Concluded from page 912.) 


UNDERGROUND haulage is next dealt with, and two interesting 
curves are given, which we reproduce. Fig. 5 shows a load curve 
taken from a 25-н.р. single rope-haulage motor, and shows clearly 
the excessive variations of load owing to curves and stecp places on 


o 10 20 30 40 50 бо 70 80 90 100110 18) 130 140 160 160 170 180 
scconos 


Fic. 5. 


| + 
Ж i 


the incline. This demand on the mains was repeated every half- 
hour. Fig. 6 shows, on the other hand, a load curve taken from a 
25-H.P. single-rope continuous haulage plant which is remarkably 
steady. 

The effect on the generating station of the variable loads on 
difforent classes of mining motors is shown in the diagram fig. 7, 
which gives readings taken for three minutes from a dynamo 
supplying three haulage engines from 73 to 25 H.P. As will be seen, 
at times there is no demand whatever, hence it is important for 


Seconde. 


Fic. 6. 


effective governors to be used on the engine. Mr. Ravenshaw cites 
а casc where the governors failed on a large proportion of the load 
being thrown off, the pressure rose from 500 to 1,200 volts, and a 
great deal of damage was done. Reliability, good running, and 
а minimum cost in repairs and attendance are always required in a 
mine, but extreme economy in steam consumption is not o 
attempted.” ` | 

Electric lighting, shot firing, signalling, alternating and direct 
currents are then discussed, and from the latter we quote the 
following: Both direct and alternating currents have been used 
in mines with success, but experience points to the. fact that th . 
alternating system is the more suitable. Where large powers are 
required the difficulty in breaking heavy direct currente in enclosed 
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Seconde 


Fic. 7. 


boxes is very great; oil switches cannot safely be employed owing 
to the quick break causing a heavy rise of potential in the circuit, 
and the same objections apply to magnetic blow-outs. With alter- 
nating currents oil switches can be safely used, and this one point 
alone is sufficient to give that system a great advantage." 

Mr. Ravenshaw then deals with precautions, and says, “It is of 
absolute importance that the safety of the mine is ensured, and a 
very long step towards immunity from accident is to put down а 
first-rate plant m the first place. In a colliery where capital 
expenditure is of necessity kept low, there is а temptation to buy 
in the cheapest market. Electrical machinery, however, has been 
reduced in price to а remarkable extent, and there is no possible 
excuse for those responsible risking the lives of men in their charge 
by purchasing in the very lowest'market. J speak strongly on this 
question, as I have seen a great deal of dangerous rubbish in use, and I 
am glad to say that the report of the Home Office Committee made 
a very strong point on this question." The italics are ours, and we 
cannot but endorse the views of the speaker. 

Ав to costs the following is given:—'' Where steam engines are 
used, an excellent electric generating plant suitable for a works or 
colliery сап be,put down for £22 per kilowatt output. A gas 


! 
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engine plant using coke or anthracite would cost £24 per kilowatt, 
and if coke oven gas is used £22 per kilowatt. An exhaust steam 


plant of the Rateau type would probably cost from £18 to £20 per 


kw. These figures are taken from actual practice, and make no 
allowance for spare plant. 

“ With regard to coal consumption, it must be remembered that, 
although coal may be cheap, boilers cost money to put down and 
maintain. . . . On an average, for every ton of coal burnt, the costs 
for labour, boiler repairs, depreciation and interest on capital 
amount to at least 2s. 6d.; consequently, even if the coal cost 
nothing, a ton saved per day would mean a saving of аё least £40 
per annum. In large collieries from 50 to 80 tons а day are burnt 
under the boilers, and in many cases it is pri ctically certain that 
this consumption could be reduced by one-half." 

The following consumptions, if obtained all the year round, are 
not likely to be improved on with a 200-kw. plant working 16 hours 
a day:—Steam engines, 5 lb. per kw.-hour; gas engines with 
anthracite, 1:85 lb. per Kw.- hour; gas engine with coke, 2:25 lb. per 
Kw.-hour. The costs with a good load factor should not exceed :— 


Coal and boiler or producer charges 
Labour, stores, repairs 
Depreciation and interest 


0:20d. per unit. 
0:154. 5 
0°25d. 5 


0°60d. " 


This, however, may be considered higb, but everything depends 
upon the load factor. We know of one colliery where the total 
cost, with an 11l-hours full load factor for 280 days per year, 
would be under 04d. per unit, and Mr. Ravenshaw himself says:— 
“Т am convinced that a colliery of fair size can generate electricity 
for its own use at а considerably lower rate than a public supply 
can afford to sell it at a profit, if а proper allowance is made for 
depreciation in both cases," a statement which is well worth the 
careful consideration of colliery owners and others who are about 
to adopt electric driving to any extent. 


PROCEEDINGS OF INSTITUTIONS. 
INSTITUTION OF ELECTRICAL ENGINEERS. 
Abstract of Inaugural Address delivered in London on November 9th 


by JOHN GavEy, C. B., President. 


(Concluded from page 906.) 


Wireless tclegraphy, so called, has attracted 


Wireless 


a great deal of intermittent attcntion for many 
Telegraphy. 


years past. 

It may be of advantage to briefly review 
the gradual development of the art from the date of Marconi's 
early work. It will, no doubt, be remembered that after a 
period of experiments, first in Italy, then in this countty, а 
crucial trial was made in the year 1896, under the auspices 
of the Post Office, across the Bristol Channel from Lavernoek 
Point, first to the Island of Flatholm, and then to Bream- 
down, near Weston-super-Mare. At that period, what has 
by some been termed the Whip Crack Method” only had 
been tried; that is to say, a powerful spark coil was con- 
nected, one terminal to the vertical conductor, the other to the 
earth. This arrangement emits a very powerful impulse which 
is damped down almost immediately, and it is probably the first 
single impulse alone which affects the receiver at a distance. 
Elementary attempts at tuning were made by various experimenters 
during this period, but the art was not sufficiently developed to 
admit of any really useful results being obtained. The coherers 
were probably far too sensitive, and the difficulty experienced in 
the early days was rather due to their not decohering than to 
their failing to respond to the electrical waves. In course of time 
this difficulty was remedied by the use of an oscillating transformer 
in the receiving circuit which admitted of the use of less sensitive 
coherers, and excellent results were obtained, but owing to the fact 
that every receiver within a certain definite range of a given trans- 
mitting apparatus responded to each impulse, and all receivers 
were affected by all transmitters within range, it appeared at first 
as though Marconi’s attempt to increase the effective limit of his 
рен would tend to restrict rather than to extend the use of 
the system. He and others interested in wireless telegraphy, 
therefore, turned their attention to the establishment of syntony 
between the transmitting and the receiving apparatus, and a marked 
degree of success has attended their efforts. This syntony is usually 
effected by connecting one or more closed oscillating circuits to 
the source of energy and coupling these either direct or through an 
oscillating transformer with the vertical antenne, the closed 
oscillating circuit and the vertical antenna being in unison, i.¢., 
having the same frequency. A closed oscillating circuit includes a 
capacity and an inductance, and therefore for each primary impulse 
a train of waves is generated. The first portion of the wave has 
not such an amplitude as when the Whip Crack Method is used, 
but this is more than counterbalanced by the effect of the long 
train of oscillations, which results in restricting to a great extent 
the visible effect to receivers tuned in harmony, other receivers 
not so tuned not responding when a certain critical distance is 
passed. In the next place, by a judicious combination of oscillating 
circuits with antenna of suitable capacity, the amount of energy 
that can be;utilised forithe transmission of signals may be increased 


‘although much remains to be done. 
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from the small limits imposed when an ordinary inductidn coil is 
used to practically any given amount—an utter impossibility with 
tbe original method of working. О? courae, where а very powerful 
exciting system is in use, the radiating surface must be increased 
proportionately, and the well-known method of multiple antenne 
has been designed to achieve this end. At the receiving station, 
the tuning is effected by the addition either of inductance or of 
capacity, the receiving installation being brought into as perfect 
&yntony with the transmitter as is possible. In addition to this, 
special devices have been introduced in the receiving circuit for the 
elimination of waves of other periodicities so that even Whip 
Crack transmission can to a great extent be eliminated. The effect 
of having the transmitting and the receiving apparatus in harmony 
was shown in an admirable manner by the Post Office experiments, 
recently carried out and described by Messrs. Duddell and Taylor, 
which gave graphical measurements of the energy received under 
both conditions. 

A great deal has been said by rival inventors as to the possi- 
bilities of wireless telegraphy, and some exaggerated claims have 
been made on their behalf which have led to counter statements by 
some interested in other methods of communication. Whilst on 
the one hand it may be fairly assumed that wireless telegraphy is 
not, under any circumstances, likely to supplant or even to com- 
pete seriously with inland methods of intercommunication, there is 
no doubt that there is а very distinct and important sphere of 
utility awaiting its further development. For intercommunication 
between ship and shore, and ship and ship, much has been done, 
For intercommunication 
between neighbouring coasts there is also a possible future, but this 
depends almost wholly on the further development of the methods 
ok syntony or tuning. It does not appear to be very probable that 
it will seriously compete with the highly developed cable communi- 
cation in the near future, although it may in many instances 
supplement that service. 

No marked changes have taken place in the 
methods of overhead construction, but in 
underground telegraphs something approaching 
a revolution is in progress. The introduction of the modern 
multiple cable insulated by dry paper and enclosed in lead sheath 
has gone along way in the direction of overcoming the financial 
difficulty of cost and the electrical difficulty of high static 
capacity. | 

In cables of this type relatively large conductors weighing from 
100 to 200 Ib. per mile can be provided with a static capacity of 
0'1 microfarad per mile, and where a large number of wires have to 
be provided, at a total expenditure not very unduly in excess of 
that necessary for overhead wires. 

Ав soon as this type of cable became available for use, the Post 
Office took the initial step in the construction of a line containing 
76 wires, enclosed in a 3-in. iron pipe from London to Birmingham, 
a distance of 117 miles. This line was commenced in 1897, and was 
completed in 1899. The general result was admirable from every 
point of view, and the steadiness of working and the freedom from 
interference by atmospheric or other causes was so great that the 
Postmaster-General subsequently decided to extend the London- 
Birmingham line to Glasgow. In the interval many types of paper- 
insulated cables had been devised with a view to obtain & form 
suitable for use with earthed circuits, and therefore to a great 
extent free from mutual induction, either static or electro-magnetic, 
the ultimate outcome of which was the design of а conductor 
insulated with paper, each insulated conductor being lapped with 
copper foil, and the whole of the wires cabled and sheathed with lead. 

It was finally determined to continue the London-Birmingham 
section northwards by the laying of a cable containing 37 pairs of 
the ordinary paper-insulated wires as а core surrounded by 29 
copper-screened single-wire conductors; this decision was arrived 
at after it had been proved conclusively that where quadruplex or 
high-speed circuits were required, it was possible to obtain satis- 
factory working with the quadruplex or Wheatstone on a metallic 
loop, and to superimpose thereon a key duplex. Where quad- 
ruplex is therefore in use on & long circuit, six channels are 
obtained on two wires, or a Wheatstone duplex anda key duplex 
can be worked on each loop. Again, it has been proved that 
between London and Glasgow, by the use of a repeater at Preston 
or Warrington, a speed of 200 words per minute can be obtained on 
these wires with Wheatstone apparatus, so that it will be observed 
that a great step has been made.by the substitution of а moderately 
economical system of underground work susceptible of working at 
high rates of speed, for the old costly and slow methods which 
the use of gutta-percha involved where land telegraphy was con- 
cerned. 

The main underground line from London to Glasgow will be 
completed by March or April, 1906, and other important sections 
of main line, notably a section from London to Chatham, are in 
hand. 

Here, perhaps, I may fitly state that the Port Office and the 
general public owe a debt of gratitude to our British manufacturers 
of electrical plant for the energetic and able manner in which they 
meet all requirements, however onerous, made upon them. They 
spare neither time, trouble, nor expense in an endeavour to meet 
the most difficult specifications, and it is not too much to say that 
without their assistance this record of modern progress could not 
have been realised. 

Not the least remarkable of the modern deve- 
lopments of electrical engineering is the extra- 
ordinary growth of the telephone service througb - 
out the whole of the world. 

As the result of successive inventions, а steady and rapid 
improvement in the outdoor plant available for exchange work 
taken place, and so far as modern telephone switch is concerned, 


Construction. 


Telephones. 
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these improveme nts have been wholly in the direction of reducing 
the amount of talk cn the part of the operator, that was necessary 
under- the old conditions. This has been brought about by the 
provision of a complete system of automatic signalling whereby she 
is kept abreast of her work, so that, with the exception of asking 
for the number of the subscriber who is wanted, there should, in all 
ordinary cases, be no need for conversation between the subscriber 
and the operator, this being accompanied by a correspond ing 
increase in the speed of working. In fact, one system goes so far as 
to render it unnecessary even to ask for the number of the sub- 
scriber required, that information being printed by the caller on a 


Morse slip. This tendency to reduce the operator to a species of . 


intelligent automaton naturally suggests the possibility of the entire 
elimination of the operator, and the introduction of suitable auto- 
matic apparatus at the exchange. Several very ingenious methods 
of attaining this end have been devised, and one system has achieved 
a certain measure of success in America, several exchanges of some 
magnitude having been equipped with apparatus of thistype. The 
subject is being carefully studied аі the present time in America, 
and there appears to be some possibility of development in the not 
distant future that may lead to important modifications in present 
methods. 

There appears to be an occasional tendency to look upon tele- 
graphs and telephones as a little apart from serious engineering 
undertakings, but when modern telephone practice is considered, it 
will be found that, in the complexity of the system, the amount of 
electrical energy used for the purpose of signalling, and the extent 
of the works undertaken, a telephone system regarded from the 
engineering standpoint is in no degree behind any other electrical 
enterprise. As an illustration, it may be stated that, in carrying 
out the preliminary arrangements for serving about one-third of the 
metropolitan area, the Post Office has already excavated 565] miles 
of trench, it bas laid 1,251 miles of duct, it bas provided 162,210 
miles of wire, and the weight of copper buried in the London 
streets amounts to 2,200 tons; and this apart from the work carried 
out by the National Telephone Co. in the same districts. 

The secondary cells used for signalling 3nd common battery 
speaking at the Central Exchange have a capacity of 5,500 ampere- 
hours, and the number of glow lamps in use on the existing Central 
Exchange for signalling purposes is 25,000. It may be added, how- 
ever, in illustration of the growth of the system, that the first 
contracts for the Post Office system in London were entered into on 
February 24th, 1900, and the first Exchange was opened on 
February 24th, 1902, with 169 subscribers, the ultimate capacity 
being 14,000 subscribers. Its growth was 80 rapid that within two 
years of its being opened it became necessary to commence the 
installation of a second exchange which is being constructed within 
the same building and which will shortly be opened with a further 
capacity of 20,000 subscribers, a corresponding enlargement of the 
general appliances in the building being involved. 

The growth in the number of telephones provided by the 
American Telegraph and Telephone Companies (commonly known 
as the Bell Companies) in the Uni States of America, is 
absolutely startling. I visited America in 1898, at which date the 
company had about 400,000 stations open. I have just returned 
from another visit, and find that they have 1,950,000 stations at 
work, an inorease of 1,450,000 in seven years, and they are still 
progressing at the same pace. Dgmestic and other reasons appear 
to foster the use of the telephone. 

The most important adjunct to the local exchange system is the 
trunk line, or long-distance service, as it is variously called. In 
1896 the Post Office acquired, by purchase, such of the trunk lines 
as had been erected by the National Telephone Co., and not only did it 
at once erect such additional wires as were necessary to provide a 
comprehensive service covering the whole country, but it has been 
engaged year by year in erecting additional trunks. Such is the 
favour with which the trunk service generally is regarded, that it is 
difficult to keep pace with the demand for additional wires. 

In the year ending March 31st, 1896, there were 165 circuits, aud 
17,500 miles of wire in use; at March 31st, 1905, there were 1,604 
circuits, and 112,744 miles of wire actually in use. 

The determination of the distance over which telephonic speech 
is possible on various types of telephone circuit is a question of the 
greatest theoretical and practical interest, and it is one that has 
received much careful consideration. The simple K.R. law applies 
with some degree of accuracy to telephonic cables in cases in which 
wires of approximately the same gauge are concerned, but it fails 
in cases in which the electrical constants в K and L vary materially, 
and it is quite inapplicable as part of a generallaw to open lines 
where self-induction is & marked factor or where the conductivity 
of the wires varies materially. 

On comparing a large number of results obtained over Post Office 
lines of different character, the following rough empirical formule 
were found to give fairly concordant results within certain limites. 

Aerial lines of 100 lb. copper and upwards :— 


z 210 V ДИ 
KR 175 
For unloaded paper cables— Lu 
M = 85 aL 
KR 


where м = limits in miles. 

The ordinary electrical conditions in a circuit which may modify 
or effect an impulse in transitu are the following :— 

А, resistance. 

B, electrostatic capacity. 

c, self-induction. 

D, insulation. 

E, abrupt and numerous alterations in the circuit which may 
cause reflection. 


F, interference from extraneous cause, i.c., static or magnetic 
induction, leakage, &5., from neighbouring circuits. 

When an electrical impulse is started in a conductor, if the latter 
had neither resistance, capacity, nor self-induction, and if the insu- 
lation were perfect, the wave would move on without attenuation 
or distortion. The effect of resistance or of uniformly distributed 
low insulation, however, results in a definite attenuation which 
increases with the length of the circuit, and, further, the effect of 
capacity is to cause the wave to spread out, both forwards and back- 
wards, this “tailing,” as it is termed, not only increasing the 
attenuation by lowering the amplitude, but causing distortion of 
the wave itself and also of the neighbouring impulses, with which 
it interferes. This distortion eliminates the higher notes and 
harmonics, and in extreme cases causes the voice to lose its charac- 
teristic tone, and ultimately to become marticulate. 

The actual practical work attenuation, due partly to resistance, 
and partly to electrostatic capacity, is the dominant factor, and this 
attenuation, when combined with disturbance from neighbouring 
electrical conductors, actually determines the limits of speech. 
This view is supported by а comparison of the results obtained by 
calculation and those obtained by actual experiment. The remain- 
ing factora, although they must have some influence on the results, 
can in practice and under conditions which obtain in а simple 
metallic circuit be neglected. 

Ав а preliminary to the determination of the limits of speech, it 
is necessary to ascertain the degree of volume and articulation, or, 
in other words, the audibility, which may be accepted аа satis- 
factory, and further to establish standard circuits with well-known 
constants of в т, and к, to which all lines may be reduced either by 
calculation, by experiment, or preferably by both. For this 
purpose, both in America апа England, one of the types of 
ordinary lead-covered paper-insulated cables, in which the above 
constants are measurable, has been selected, and the dimensions of 
the English standard cable, which agree closely with American 
figures, are as follows:— | 


r 


Gauge Weight Diameter n (loop). K wire to wire. Insu- 
8.W.G. per mile. Mils. Ohms., Microfarad. L. lation. 
English... 20 20 1b. 36 88 0:056 0001 200 


It is generally considered that from 42 to 46 miles of the above- 
named standard cable is the effective commercial limit, although 
conversations have been ‘held by experts over 60 miles of such a 
cable. | 

This being accepted, two ‘methods can be adopted for deter- 
mining the limits of speed on various types of telephone circuits. ` 

In the first place, the attenuation is calculated for various types 
of cable, tables of ratios which express the relative equivalence of 
each type of circuit to the standard cable are prepared, and the 
limit of commercial speech having been fixed in miles of standard 
cable, the limit on all other types of conductors is a simple matter 
of calculation. 

The second method, of course, consists in a direct comparison of 
all existing types of line with a standard cable. A lengthy series 
of experiments bas been made on all classes of Post Office con- 
ductors, overhead, underground, and submarine, and they have been 
balanced by means of a standard apparatus to their equivalent 
lengths of actual standard paper cable. 

The calculated limits of speech based on attenuation agree abso- 
lutely with experimental results on all the underground cables. 
There are, however, variations in the calculated and observed 
results obtained on overhead lines, and these are no doubt due to 
variations in insulation and to slight disturbances which affect the 
audibility materially when approaching the limits. 

Another method of investigating the problem of telephonic trans- 
mission has been undertaken at the Post Office. Two circuits have 
been selected, one consisting of a nile of tne standard cable already 
referred to, and the second consisting of 20 miles of similar cable. 
A Duddell oscillograph has been used for observing simultaneously 
the curves due to the action of the induction coil at the trans- 
mitting end and the corresponding curves at the receiving end of 
the circuits. A number of letters, both vowels and consonants, 
have been rapidly spoken into the transmitter, and the respective 
transmitted and received cuives for each have been recorded in the 
usual photographic manner. 

On the one-mile length the curves at opposite ends are almost 
counterparts one of the other, the difference of amplitude being 
inappreciable, and all the irregularities of cach transmitted curve 
being faithfully reproduced at the distant end. Where, however, 
the longer length of cable is introduced the difference of amplitude 
is most marked, and although it is, perhaps, somewhat more difficult 
to compare the shapes of the two curves, they still bear a sub- 
stantial resemblance one to the other. 

It is, of course, obvious that any marked improvement in the 
normal types of telephone apparatus will tend to extend the ranges 
given in the tables. Further, it will be observed that these ranges 
are based on a 43-mile limit of standard cable, although under 
favourable conditions, and with expert users of the telephone, much 
longer distances are practicable. These limits also presuppose 11% 
the telephone is joined directly on to the line, and they have to Le 
cut down when the exchange apparatus and the subscriber's line 
are added by an amount equal to their equivalent mileage. 

I have already referred to the question of increasing the self- 
induction of telephone lines by the addition of induction coils at 
definite lengths. In America the question has been dealt with by 
Dr. Pupin, and considerable work has been done in that country in 
the direction of loading underground cables, as it is termed. The 
Post Office took up the subject at an early date in connection with 
its main underground lines, and а marked measure of success has 
already been obtained. In one case, that may be taken as an 
illustration, a cable containing 56 100-10, conductors was loaded by 
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the insertion of coils at intervals of a mile; the original factors 
were R = 17 ohms, K = 0'053 microfarad, L = 14 millihenries, 
and the total added inductance per mile amounted to 40 millihenries, 
the original в being raised to 21:34 ohms per mile by the addition 
of the coils. The equivalent range of speech was, however, 
increased from 66 to 176 miles. In the Post Office experiments on 
its long-distance lines so far, the use of iron in any portion of the 
coils has been found to be deleterious as compared with coils with- 
out iron cores. True, the volume of sound was always materially 
raised wheze iron was used, but at the cost of articulation, whilst a 
judicious addition of self. induction without iron always improved: 
both the volume and the articulation. 

Very satisfactory results have, however, been obtained in 
. America and in Germany by the use of ring-coils with extremely 
fine iron cores, and further progress in this direction may be 
anticipated. 

Experiments with overhead conductors have not proved во satis- 
factory as with underground cables. The variation in the insulation 
of tbe open wires upsets the balancing due to the coils, and lightning 
troubles have affected the coils. 

These are neither few nor unimportant. The 


Unsolved telegraphic problem is by no means finally 
Problems. solved, notwithstanding the years which have 
elapsed, and the growth of the system since its 

introduction. A means whereby telegraphic messages can be 


received at high rates of speed in type or written character ready 
for immediate issue to the public oz the Press, appears to be one of 
the desiderata of the future. 


Next, in wireless telegraphy, there is the difficult problem of 


perfect tuning which will obviate all mutual disturbances between 
different wave-lengtbs, and in addition it can, I think, scarcely 
be said that we bave arrived at finality in the ‘matter of wireless 
receivers. 

Then in telephony there are at least two fundamental problems 
which await solution. First, the invention of an effective telephone 
relay or repeater ; and, secondly, a method of extending the range 
of communication in submarine cables. 

Until recently all attempts to design a satisfactory telephone 
relay bad failed, but the American Telegraph and Telephone Co. 
have now under trial an instrument termed an exalter, which, when 
placed in a suitable position on a long line, materially improves 
the communication. I tried this recently between New York and 
Chicago, and I hope shortly to have an opportunity of experiment- 
ing with it on our long-distance lines and cable circuits. 

The largest multiple that can be fitted in practice on one board 
does not exceed 20,000 lines, and not only in London, but in 
several American towns, provision is being made in one building 
for numbers varying from 40,000 to -60,000 telephones, two or three 
separate exchanges being provided in one building. . That this 
duplication and triplication of exchanges is the final solution of the 
of the problem no one would, I think, venture to predict, and as I 
have already hinted, there are arc indications that the difficulty 
may be met in another manner. 

The submarine cable problem for telephonic use is not an easy 
one, as gutta-percha, which, so far as our present experience goes, 
must be used in some form, bas such a relatively high electrostatic 
capacity, that it. has not been found practicable to use it for really 
long cables, and the problem of loading, which at first sight would 
pre to offer a solution of the difficulty, has not yet been met in 

a satisfactory manner. 

Finally, I have little doubt that the progress of electrical means 
of intercommunication will in the future go on unchecked, and that. 
those associated with and responsible for such progress will in the 
course of the next few years bring about such developments that 
they will be in a position to compare in no unfavourable manner 
the advance of these particular branches of our work with that 
which we can foresee in all other branches. 


PHYSICAL SOCIETY. 


AT the meeting held November 24th, 1905, Prof. J. Н. POYNTING, 
F.R.S., President, in the chair, a paper on “The Dielectric Strength of 
Air" was read by Mr. A. RvsskELr. The dielectric strength of air, 


at a given barometric pressure, is generally deduced from the, 


results of experiments made on the disruptive voltages between 
equal metal electrodes at given distances apart. It is assumed that 
‘the electric field surrounding the two electrodes just before the dis- 
ruptive discharge takes place is similar to that round the electrodes 
at low voltages. Schuster has shown that this assumption is un- 
tenable. The author has found that in certain cases the dielectric 
has broken down before the final discharge takes place. Hence the 
boundaries of the Faraday tubes are no longer the surfaces of the 
metal electrodes, but the boundary of that part of the dielectric 
surrounding the two electrodes which has ceased to insulate and 
has become a conductor. It is known that for various gases there 
are certain minimum sparking potential differences between the 
electrodes. The electrostatic equations fail to take this into 
account. The author, therefore, makes the assumption that. for 
distances apart greater than about a millimetre, when the dis- 
ruptive voltage is v kilovolts, the effective р.р. between the ends of 
the Faraday tube which is subject to the maximum stress is v — e, 
where e is the minimum sparking voltage. Applying the formule 
which he bas deduced, using his assumption, to tests of Heydweiller, 
Steinmetz, Algermissen, &c., the author finds that tbey agree in 
making the dielectric strength of air 38 kilovolts per cm. approxi- 
mately. A knowledge of this quantity enables us not only to find 
the disruptive voltages between electrodes of many geometrical 
shapes, but also to find the “ critical " pressure for overbead electric 
power transmission at high pressures. The author gives a complete 


proof by Kelvin's method of images of the Kirchhoff series-formula, 


d sbows how its numerical value can be readily, found both by 
ordinary algebra and by elliptic function series. 

A paper by Dr. H. A. Witson and Mr. E. Gorp, “On the 
Electrical Conductivity of Flames for Rapidly Alternating Cur- 
rents,“ was read by Dr. Witson. This paper contains an account 
of a series of experiments on the electrical conductivity of a 
Bunsen flame containing various alkali-salt vapours, for alternating- 
currents with freqnencies from 7 x 104 to 11 x 10° alternations 
per second. 

A paper “On the Lateral Vibrations of Loaded and Unloaded 
Bars" was read by Mr. J. Morrow. 


THE USE OF GAS FOR POWER AND HEATING. 
By Ernest A. Dowson, A. M. I. M. E., M. J. I. E. 


Abstract of paper read before the Birmingham Association of 
Mechanical Engineers, April 27th, 1905. 
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To meet special cases, the author referred to a modification where 
part of the gas is passed into a small holder, to be used for heating 
purposes in blow pipes and burners, while the rest is sucked away 
direct to the engines. 

Explaining that all gases made in modern power plants were of 
the semi-water class, it was pointed out that whether pressure or 
suction methods are employed made but little difference to the 
gas evolved, and each application required full treatment of the 
merits of the case and local considerations to decide upon the moet 
economical system to adopt. 

To illustrate the economy effected by the use of semi-water gas 
plants, the following figures, covering a year's morem based on 
50 weeks of 54 hours, were given :— 


ANNUAL CosT OF RouxNING POWER PLANTS. 


95 в.н.г. 100 B. N. p 

(A) Electric motor, taking energy at 14. 

per B. O. Tr. unit. Energy, allowing $ 
unit to develop each B. R. P.-hour . £205 0 £820 0 
Interest, depreciation, &c., at 74 per cent. 4 10 11 5 
Totals... . £209 10 £831 5 

` (B)— High-speed steam engine with Lanca- 

shire boiler. Coal: 5 lb. and 4 lb. per 
B.H.P.-hour, respectively, at 12s. per ton... £90 8 £289 5 

Water: 4 gallons per B.H.P.-hour, at 9d. 
per 1,000 gallons ... 10 2 40 0 

Labour, at 15s. and 27s. per week respec- 
tively 67 10 


Interest, depreciation, &c., at 10 per cent. 


Totals zn 4173 0 £496 0 
(C)—Gas engine on coal gas, at 28. per 1,000 
cb. ft. Gasat 17 cb. ft. and 15 cb. ft. per 
B.H.P.-hour respectively ... £114 15 £405 0 
Labour, 1 hour per day at 6d. 7 10 710 


Interest, depreciation, &c., at 10 per cent. 163 0 50 0 


Totals ... £138 5 £462 10 
(D)—Gas engine on semi-water gas. Coal: | 
1 lb. per B.. p.-hour at 20s. per ton £30 0 £120 0 


Water: ł gallon per B.H.P.-hour at 9d. per 
1,000 gallons t pas is 2 0 8 0 


Labour, at one-third of Case B 12 10 22 10 
Interest, depreciation, &c., at 10 per cent. 25 O0 65 0 
Totals ... . £69 10 £215 10 


— 


With respect to the application of semi-water gas for the propul - 
sion of vessels, a barge fitted with plant of the suction type, by 
Herr E. Capitaine, and a passenger vessel by Messrs. John I. 
Thorneycroft & Co., were referred to. While many knotty pointe 
had to be overcome before fast passenger vehicles could be dealt 
with, progress was expected in regard to beavy lorries. 

After explaining the different cycles upon which modern gas 
engines worked, and the arrangement of cylinders adopted, a number 
of typical illustrations of modern gas engines were given and 
described, most of which have already appeared in our pages. 

The difficulties to be combatted in dealing with the high tem- 
peratures resulting from the employment of large cylinders and 
high compression were reviewed, and the latest methods of super- 
compression by added air and cooled exhaust, by Mr. Dugald Clerk, 
and the Banki system of spraying a little water into the cylinder 
on the charging stroke, were described. 

The advantages of low-tension magneto-ignition for large engines 
were touched upon, and diagrams were exhibited, showing that 
though the hit-or-miss system of governing was most economical, 
the system of throttling the charge gave a better inrning moment 
at anything under full load. 

The advantages of gaseous fuel over solid fuel for heating pur- 
poses were also taken into consideration, and the direction of 
economy pointed out, savings from 15 per cent. to 75 per cent. 
being realised by the use of semi-water gas instead of coal, or соз! 
gas. 
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The obtaining of temperatures of 2,000* F. under conditions of 
perfect control was possible without air blast, while higher tem- 
peratures could be obtained by air blast and superheated gas. 

Illustrations and particulars were given of several types of fur- 
naces for heating purposes suitable for use with semi-water gas. 


In the discussion, Mr. A. E. A. EDWARDS gave an instance of a 
7-H.P. steam engine connected to a vertical boiler which used 24 lb. 
of slack per н.р. per hour. Referring to a test of а 150-н.р. gas 
plant working at 100 H.P., the consumption of bituminous slack, 
over a period of four months, and taking into account all stand-by 
charges, was 1:8 lb. per B. H. P.-hour. With wages at 27& рег 
week, repairs estimated at about 5 per cent. on the cost of the 
plant, the cost of the gas, including fuel, wages, repnirs, and 
10 per cent. depreciation, came out at 02d. per n.P.-hour. Coal gas 
for the same engine would cost 0°5d. per н.р. Cost, with producer, 
two-fifths that of coal gas. The stand-by on this plant averaged 59 
lb. per night and 901b. per weck-end. "The above were nothing like 
the best figures he had. A similar plant gave 88 lb. common slack 
per в.н.р. at 11s. 9d. per ton, whereas in the other case the fuel cost 
7s. delivered, or 3s. 6d. at the pit mouth. 

In another case, the consumptiou of coal per H.P.-hour on а 

50-H. P. plant working at 26 н.р. was 34 lb. A compound condensing 
steam engine, working at 120 H.r. cost, including depreciation, 
wages, &c., £710 per year, or 0`654. per H.P., of which the fuel cost 
0:37d. The engine used 11 lb. of coal per rH.P.-hour. In regard 
to the cost of oil for gas engines, he instanced one case where the 


fuel cost £315 per annum and the oil £280; this was in a vertical 


engine. Against this a Belliss engine of 150 н.р. in a year of 3,000 
hours used 5 gallons of oil for the whole year. 


Mr. B. J. Егетснев mentioned a steam plant of about 1,600 | 


LH.P. compound condensing, with superheaters, steam pressure 
150 lb, in which the cost of fuel over а year, including all 
charges for handling and stand-by, came out at 0:154. per 1.H.P.- 
hour. The plant had been running from 8 to 10 years, and the 
above result was from actual working results, not a special test. 

Mr. C. S. Hopkins gave the cost of a Dowson pressure plant at 
from £5 to £6 per RB. H. P. per year of 2,800 hours, or 0:43d. to 0:514. 
per R. n. p.-hour. In regard to depreciation, he considered that 10 
per cent. at least, or even more, should be allowed, as frequently 
it is necessary to replace the plant in five or six years, before it is 
worn out. 

As a good many members contributed their views and expé- 
riences to the discussión, we may turn to Mr. Dowson's reply for 
the principal points raised. 

Replying to Mr. Edwards, the AuTHOR pointed out that “one 
cannot safely compare the merits of different systems of power 
production unless the specific cases taken are on approximately the 
same scale of working." In regard to the use of bituminous coal 
for gas-making instanced by Mr. Edwards, evidently these installa- 
tions had been very carefully worked; at the same time they did 
.not show any very solil advantege commensurate with their cost 
and complexity, аз compared with gas plants using anthracite. 
He agreed with Mr. Edwards in taking 0’2d. per в.н.р.-һопг as the 
average inclusive cost of working an engine on semi-water vas. 

Regarding the consumption of oil instanced, he did not think 
this could be taken as typical. in 

Replying to Mr. Thornbery, the AvTHOR defended the use of 
small gas-holders for certain installations. | 

Answering Mr. Fletcher's question as to whether gas plants 
maintained their efficiency over a period of years, Mr. Dowson 
said that this was undoubtedly the case, and resulted from the 
extreme simplicity of this type of apparatus. 

Answering Mr. Fletcher’s inquiry as to the scale on. which it 
would pay to install ammonia recovery plant, the AUTHOR said the 
smallest type standardised by the Power Gas Corporation was 
3,000 B. H. P., though Mr. F. Grover had given the figure of 5,000 в.н.р., 
and this figure was borne out by other authorities. There were two 
by-products, tar, and sulphate of ammonia; the former was of a 
special nature and of little commercial value, while the market for 
the latter had been falling for some time. Mr. Hancock had 
referred to the proportion of hydrogen in gas for driving engines, 
and it was pointed out that an excess of hydrogen was not desirable, 
owing to trouble arising from the rapidity of its flame propaga- 
tion. 

The application of semi-water gas for beating furnaces, anneal- 
ing, &c., was also discussed at some lengtb, and the advantages of 
the use of gaseous fuel for these purposes were fully demonstrated. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


(Continued from page 864.) 


I. E. S. Time Switches, 


In the new edition of their list of “Time and Automatic 
Switches,” the IMPROVED ELECTRIC SUPPLIES, Ltp., of 7, Great 
Newport Strect, W. C., describe a number of their specialities. 
In these time switches the clock itself, which is, of course, 
the vital point, is made in England, and has а jewelled 
lever balance; it can be arranged for working with one 
winding for 8 or 28 days, is very solidly made of brass, is fitted 


into a dust-tight cover, and is of very solid construction. The 
switch (fig. 129) is doubly insulated from the clock in order to avoid 
electrolytic effects in the bearings, which are found to take place 
when double insulation is not provided. The switch movement is 
actuated by two small levers attached to the spindle of the clock, 
which revolves once in 24 hours. One of these levers impinges on 
the upper side of the “У” shaped ivory piece, which is rigidly 
attached to a spindle, in turn fixed to the middle of the mercury switch 
tube. The mercury switch tube is composed of a glass having two 
platinum contacts inside, one at the end of the tube and опе at the 


Fic. 129.—Mencury CONTACT Tiuk Switon. 


centre, The tube is half filled with mercury and about } in. of oil 
to prevent arcing. The weight of the mercury running up the tube 
forms a quick break-and-make movement. The longer lever 
impinges on the under side of the '* У” shaped piece, and tilts the 
mercury tube in the opposite direction. This mercury tube, we 
are informed, has been found to be very satisfactory in its working, 
in fact, it has been used for some months in conjunction with a 
flashing sign. The tubes have been making and breaking а 10-amp. 
circuit some thousands of times every evening for the last three 
months, without, we understand, any deterioration whatever. 

The mechanical contact type is shown in fig. 130. The same 
clock is provided with this switch. The action is as follows :— 
Mounted on the 24-hour spindle is a dial and a collapsible 
concentric cam. This cam is capable of being extended to 
cover the whole of the 24 hours, or to be condensed so as 


Fic. 130.- -MECHANICAL Contact Time Swrtcn. 


to cover a period of only three hours The arm carrying the 
switch contact itself is pivoted on to the clock case, and a small 
steel roller runs on the edge of the cam mentioned above. This 
cam gradually pushes the small steel roller out from the centre of 
the clock, and causes the moving contact to slowly approach the 
clips. А small trip is provided to hold the contact off the clips 
until the small roller reaches the position marked on.“ This trip 
then allows the contact to smartly enter the clips and the contact 
is held in its position by the concentric cam until it comes into the 
position marked off, when the roller falls over the edge of the 
cam thereby actuating the switch and breaking the circuit. 

With this particular type of switch the actual work done by the 
clock is spread over a very long period, so as to prevent any undue 
strain being put upon the clock. By slacking back the milled 
headed nut the cam can be set in any position relative to the dial 
and to cover any period of time marked thereon. | 

Other recent publications by this company include illustrated 
lists of ironclad and cast-iron accessories, stage and window 
lighting appliances, electric batteries, torches and hand lamps. 
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The Glasgow Are Lamp Starter. 


Mr. James FERGUSON, late manager of the electrical department 
of Messrs. Kelvin & James White, Ltd., has started business on his 
own account, with works and offices at 61, Pollok Street, Pollok- 
shaws, Glasgow. The equipment of the works is of the most 
modern kind, and adapted for the manufacture of light electrical 
and mechanical apparatus generally. He will shortly put on the 
market several specialities of interest to the electrical and engi- 
neering trade. One that he has already introduced is the Glasgow 
arc lamp starter (Lackie, Calderwood & McEwen’s patent) A 
number of these starters have been in use on the Glasgow Corpora- 
tion street lighting system for over eight months, giving, we under- 
stand, every satisfaction. Mr. Lackie is, as our readers are all 
aware, electrical engineer to the Glasgow Corporation, and Mr. 
Calderwood and Mr. McEwen are well-known members of his 
staff. . 

This apparatus has been designed for switching in strect arc 
lamps with an interval of time between each group. The switch 
consists principally of two parts, viz.:—(1) A main switch proper 
controlled: by an electro-magnet; and (2) the time element 
mechanism which closes a secondary circuit after a pre-determined 
interval, thus actuating the main switch of the next set in the 
series. From any central or suitable point a series of lamps may 


Fig. 131.—STARTER IN "Orr" 
POSITION. 


Fic. 132.—" On” 
POSITION. 


be switched into circuit, set after set of the series, with a time 
interval between the switching in of the various sets; on the last 
of the sets being switched in, contact is automatically made to 
indicate at the central switching point that the circuits have been 
completed throughout the entire series. The interval of time 
obtained between the lighting of one set or group of arc lamps, and 
another set or group of arc lamps, permits of the electric current 
being steadied to obviate flickering of the lamps of private con- 
sumers, 

The electro-magnetic switch is actuated by a powerful clectro- 
magnet 4 (fig. 132), rotating an armature which is pivoted by arms 
to the yoke. This armature is coupled by insulated connecting 
pieces at the sides to the double-pole switch, which is provided 
with suitable carbon contacts. One of the switch coupling-pieces 
is fitted with an arm which is coupled to the plunger c, which 
actuates the time element mechanism. The whole apparatus is 
fitted on & base of insulating material, with an insulating partition 
between the two switches, so that accidental contacts betweeu the 
positive and negative terwinals, or between the positive or negative 
terminals and the middle wire terminals, may be made difficult or 
impossible. 

The time element mechanism consists of a wavy spiral B 
(fig. 132), the axis of which is vertical, mounted on a platform 
forming part of the insulating base. Through the centre of both 
the spiral piece and the base is a hole large enough to allow a 
plunger c to pass freely up and down. The function of this plunger 
is to elevate a smooth spherical ball p from the bottom of the base 
to the top of the spiral. The ball then descends by travelling 
round the zig-zag till it reaches the base, where it rolls on to the 
top of the contact spring, pressing it down against the fixed con- 
tact, and closing the circuit for the relay magnet of the next 
starter. The time taken for the ball to travel from the top till it 
closes the circuit for the next switch is 11 seconds, or sufficient to 
allow one group of lamps to be burning steadily before the next 
group is switched on. When the starter is switched out, the 
plunger drops to the bottom, and the ball rolls off the contact 
spring on to the top of the plunger, ready forthe switching-in 
operation. The white dotted lines in the figure show the travel of the 
plunger and ball. A clutch Е, which can be released by the electro- 
magnet E, holds the switch оп. As soon as the “all on” lamp in 
the station lights up, indicating that all the groups of lamps in the 
series have been switched on, the switch for the electro-magnet a 
may be opened, and the switches are held on mechanically. To 
open the switches, the main magnet or “in” switch is first closed, 
thus relieving the clutches F, which are withdrawn on closing the 
“off” switch, which controls the circuit for the electro- magnet. 

The whole apparatus is of substantial construction, and has been 


designed for fitting in section pillars or lamp pillar bases. It is 
claimed that a very great saving in cost of arc street lighting, in 
men’s time, and in current consumed, is effected by the use of these 
arc starters. | 


А New Screw. 


The accompanying small illustration (fig. 133) shows 
Ballantyne’s improved stud screw, which has been 
introduced to get over the unsightliness of ordinary 
round-headed screws, as used in the fixing of elec- 

— tric light fittings, flush switch plates, and many 
other ways. By means of this simple invention, a 
first-class finish can be obtained. It is being sold 
by Mr. Wm. ANDERSON, 212, Bath Street, Glasgow. 


Extra High Tension Voltmeters. 


Messrs. GALILEO, of Florence, have introduced instruments 
reading direct to 200,000 volts; these are modelled on the simple 
principle of electrostatic attraction, but the designers state that 
they have found it extremely difficult to work out the practical 
details. Two ranges have been designed, one reading up to 120,000 
volts, the second to read up to 200,000. A section through the latter 
is shown (fig. 134). лапа в form the terminals; o and Pare electrically 


Fic. 133. 


Fic. 134. 


connected together, and to B. Qand о, are sheets of metal on 
opposite sides of the surrounding glass vessel v, into which only 
one pole enters. The object of Q is to afford a well-defined equi- 
potential surface. The attraction of the disk P towards 4 is 
measured on the scale—extending over an arc of 60°—by the long 
pointer. These instruments are mounted on ebonite bases, sup- 
ported by wooden legs.—L’ Elettricista. 


AMERICAN ELECTRICAL EXPORTS IN 1904. 
By W. POLLARD DIGBY. 


ForLowiNa the practice of reckoning electrical exports as 
taking place to certain trade zones, which the writer has 
adopted in his preceding contributions to the ELECTRICAL 
REVIEW on the subject of electrical export trade, compari- 
sons of the following figures with those of preceding 
years can be easily made. First, a word as to the 
sum total of the two chief headings under which American 
electrical exports аге classed. Electrical machinery 
had, for the 1904 fiscal year, an aggregate value of 
$5,645,809 as against $5,779,459 for 1903. Instruments 
and apparatus for scientific purposes (including telegraph, 
telephone, and other electric appliances) amounted in the 
aggregate to $4,861,204 as against $4,206,617. 

Examining the distribution to various marketa in 1904 
the following figures are obtained :— 
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Electrical Instruments and 
machinery. apparatus. 
Dollars. Dollars. 
United Kingdom 1,323,019 1,522,849 
Rest of Europe... 472,465 666,700 
British North America. 1,406, 252 664,798 
British Africa ... 390 101,393 179,869 
British Australia 282,541 64,655 
British East Indies 197,440 121,795 
Other British Possessions 31,203 183,308 
South America.. 273,724 291,219 
Other foreign countries 1,558,949 681,368 


Comparing the exports of electrical machinery to the 
various zones with those obtained in the previous year (1903), 
decreases occur to the United Kingdom of nearly $1,000,000 
(the 1903 figures were $2,256,062), to British Africa of 
about $21,000, and to South Africa of $136,000. Against 
these we have to set the following increases :— 

Rest of Europe, $148,000; British North America, 
$166,000; British Australasia, $82,000; British East 
Indies, $172,000 ; to other foreign countries, $341,000. 
The bulk of this latter item is due to a great increase in the 
exports to Japan, from $428,427 in 1903 to $884,792 in 
1904. 

So far as instruments and apparatus are concerned, 
decreases only occur in regard to British Africa, $130,000 ; 


to British Australasia, $28,000 ; and other foreign countries, 


$232,000. The following increases have occurred :—To 
the United Kingdom, $452,000 ; to the rest of Europe, 
$272,000 ; to British North America, $198,000 ; to British 
East Indies, $72,000 ; to other British possessions, $90,000. 
The trade to South America has remained practically con- 
stant. 

With regard to the figures concerning the United King- 
dom, if we had been living under the Protectionist régime 
so earnestly desired in certain quarters, the decrease in im- 
ports of electrical machinery from the States would have 
been at once attributed to the beneficent action of the tariff, 
while if а growth of the imports of instruments and appa- 
ratus had occurred, there would have been clamourings for 
higher import duties. Yet, under the present system, we 
have a decrease under the heading of machinery, which is 
double that of the increase under the heading of instruments 
and apparatus. This, by the way, is an illustration, not an 
argument, for none should presume to argue fiscally by com- 
parisons of two selected years, no matter whether adjacent 
or remotely separated. 


OUR LEGAL QUERY COLUMN. 


[Questions addressed to the Editors for insertion in this column should 
be written оп one side of the paper. Free use of fictitious names, dc., 
may be made. Answers are furnished by a duly qualified law yer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express.) 


„G. S," writes:—' We have noticed with interest your remarks 
and notes in recent numbers of the ELECTRICAL REVIEW re Muni- 
cipal Wiring, and should be glad to hear whether you consider that 
the Corporation Electric Supply Department are acting within 
their powers in the following cases, in which we thiak that they 
are competing unfairly with the electrical contractors of the 
town :— 


“1. In fixing (and we believe supplying) electrical illumination | 


signs outside business premises. 

“ 2. In offering to supply and fix with all the necessary wiring, 
&c., arc lamps to light a large publie hall, free of charge to the 
proprietor of the hall, the revenue to be obtained from the supply 
of current for the lamps. 

“3. In taking down, repairing and refixing, free of charge to 
the owners, of arc lamps which, from having been ia use for some 
years, require a little to be done to them." 

*„* ЧА. S." does not say anything with regard to the provisional 
order under which the local authority of his district supplies 
electricity. Much will depend upon the terms of that order; and 
unless the Corporatioa have secured the insertion of a clause 
permitting free wiring, it is anticipated that their doing so is ultra 
vires. 

Some local authorities have expressly obtained these powers. 
Thus by the Nottingham Corporation Act, 1899, 62 and 63 Vict. c. 
ci., Sec. 40, power is conferred to provide (but not to manufacture) 
‘limps, meters, electric lines, fittings, apparatus, and things for 
lighting and motive power, and for all other purposes for which 

‘electric energy can or may be used, or otherwise necessary or 
proper for the supply, distribution or consumption of electric 
energy." G. S." should apply to the Corporation for a copy of 


‚ Hez.—but I couldn't kcep up to him, and I says: 


their provisional order, with which thcy must supply him at a 
price of not less than 1s. If he cares to send it to this office, the 
provisions relating to wiring, &, can be fully explained. 


"S." writes:—''A Corporation, A, having no Parliamentary 
powera to take from or give a supply of electrical power to any 
peraon outaide its supply area, has received ап application from 
а consumer for a supply of power in bulk. A's radius would be 
terminated at the consumer's existing power station inside A's area, 
but the consumer’s private mains would convey A's energy to points. 
outside this area, being the area of another local authority, B. Bis 
quite prepared to agree to A doing this, on terms, and I want to 
know if A and B can arrange this by agreement and without 
Parliamentary powers. There is no company’s area in question, 
and the matter apparently only affects A and B.” 

% The short answer to S" is to be found in Sec. 4 (2) of the 
schedule to the Electric Lighting (Clauses) Act, 1899, which pro- 
vides that the undertakers shall not at any time after the commencc- 
ment of the order supply energy or (except. for the purposes of that 
order) erect or lay down any electric lines or works beyond the 
area of supply, otherwise than under the authority of Parliament or 
under a licence granted by the Board. It has be2n held ina gas 
case (Gas, Light & Coke Co. v. South Metropolitan Gas Co., 62 L.T. 
126) that where there is a clause of this kind, and the premises are 
situate on the border line separating districts A and B, gas cannot 
be supplied by the A company to be used in that part of the premises 
which extends into B. It is submitted that the same principle 
applies to electricity. Agreement between the two Corporations . 
will not supply the want of statatury power. | 


THE YOUNG IDEA. 


[COMMUNICATED.] 


Scene. —Engineer'a office at power station. 

Ting. - Office hours, any day, all the year round. | 

Curtain lifts and discloses engineer surrounded by papers, drawings, ` 
Jiles and baskets, deeply engrossed in manipulation of inevitable 
slide-rule. 

Enter, after knocking, portly dame in red hat, trimmed to over- 
flowing with green feathers, and wearing complete week-end 
costume. 

She advances against the engineer, smiling fearfally, draws a 
chair to her, sits down in a strategic enfilading position, and opens 
fire thus: | 

P.D.—Ithink you look after the electricity engines, don't you? 
This electricity is such a wonderful thing, isn't it? It always 
puzzles me, you know, but I should like to find out all about it 
My husband's brother's brother-in-law does a bit at it in his spare 
time; you know him, I daresay—Tom Jones, lives just a few doors 
down our road; I'm Mrs. Hawkins, 101, Bell Street —put that down 
so’s you don't forget it. As I was saying, he's a clever chap, Mr. 
Jones is, knows all about the bells, and puts our electricity to rights 
when he comes round to have а bit of tripe with us— won't you 
come one evening to mect him, he'd be very pleased, I'm sure? 
No formalness about him, you know. 

Well, as I was just going to say, when you put it out of my head, 
this young feller used to try to explain all about the clectricity and 
magneticism to me and Hezekiah—that's my husband, vou'll like 
" You're too 
clever for me, Tom, I says, but you give it to Henry „that's my 
boy, he's 14 come Michaelmas—* you give it all to him, and praps 
he'll make an electricianer one day. So Tom tells the dear lad all 
about the positives and negaltives, and how he’s never to touch any- 
thing painted red, because its sure to be magneticised and might 
kill him dead, and he shows him what he calls experiments with . 
rulers and sealing wax picking up things; so that Henry knows 
nearly as much about it as Tom, and is for ever cutting the bell- 


- wires and joining them up again, and stopping the bells ringing, 


until I wish he wasn't so clever. 

Well, what I came here for was to ask you whether you can find 
him something to do about your engines. He wouldn't want much 
to begin with, because he might have to be taught a few little 
things—place might be a bit strange like—but you'd find him a 
clever lad. Now, what do you think about it? 

Engincer.—Madam, at the present moment I am incapable of 
thought. If you would be good enough to leave your address —oh ! 
yes, I have it here—I will communicate with you later. Good 
morning m'a'm. 

P.D. (rising).—Thank you very much. I forgot to show you his 
photo. Here it is, but I always взу it isn't very flattering. (Hands 
cabinet photograph of sickly looking youth dressed in a black suit 
that looks as if it had been cast on him, standing straight up with 
heels together, one hand stiff at his side and the other resting— 
planted would be a better term—on a couple of large books, which 
lie on a wool-work mat at the edge of an oval table with one 
central leg.) Praps you would like to keep it by you for a day 
or two. I'm sorry you can’t give me an answer now, but I'll call 
round again in & day or two. It's no trouble at ai thank you, 
because I often have to be passing. Good morning, sir. Iam glad to 
see you looking so.well. Any evening you like to call we shall be glad 
to make you welcome. Good morning. I wish I had time to stop 
and find out something about this electricity. Such a wonderful 
thing, 1 always say, and (looks at engineer admiringly) I suppose 
you know all about it. Well, good morning, I hopa I have not 
interrupted your business at all, but I expect vou are glad to see 
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people sometimes, it must be so lonely up here all by yourself. 
What a funny card! What does it say, “ For every minute I am 
delayed I have to work overtime!” Well, I never! You don’t 
mean to say they’re that hard on you? I wouldn’t have Henry 
treated like tha‘! What a shame! Well, of course, they can't say 
I've delayed you, because I came on business. Good morning 
(leaves). 

Enginecr.— Good morning, madam. (Presses one of a row of 
buttons on his desk. Presently enter boy.) 

Engincer.—1f you ever show that woman up here again you 
young scoundrel I'll break your silly little head ! 

(Curtain falls on boy expostulating, and then dodging something 
heavy.) 


NEW PATENTS. APPLIED FOR. 
Co Ө ag i ice this journal Lond W. P. Тномрвом & Co., Electrical Patent 


igh Holborn, on, W. C., and at Liverpool, to whom all 
inguiries should be addressed 
23,863. “An advertising device for electrical station indicators." J. ESSER. 


p^ ember 20th. (Complete.) 


. *" Improvements relating to automatically cutting off the current 
iroi electrically c furnaces, stoves or otber apparatus at any desired 
temperature.“ E. NEwWTON. (Klewe & Co., 
November 20th. 


23,894. “Improvements іп and габар to electric switches." THE BRITISH 
Тномѕом-Н осѕтох Co., LTD., and J. М. WALLAcE. November 20th. 


23,904. “Improvements in connection with monophase electric motors." 
FELTEN & GuUILLEAUME-LAHMEYER- WERKE AKTIEN-GESELLSCHAFT. (Date applied 
for under Patents Act, 1901, November 21st, 1904, being date of application in 
Germany. November 20th. (Complete.) 


23,994. “Improvements in or relating to electrical distribution systems.“ 
A. J. Bovrr. (J. Lester Woodbridge, United States.) November 20th. 
(Complete.) 

23,976. ‘Improvements relating to combined electric motors and air com- 
ressors.” THE Pnucxix Dyxamo MasvracrURING Co., LTD., and R. Pout. 

ОУ i 21st. 


23.997. Improvements in electric telegraphs.” fiEkMENS Bros. & Co., LTD., 
and G. 8. Grimstoxn. November 21st. 


21,025. “Improvements in and relating to vapour electric apparatus.“ 
Tue British THomson-Hovuston Co., LTD. (The General Electric Co., 
res States.) November 21st. 


“ Improvements in elastic suspension devices for the electric motors 
of 1 and like trucks," M. B. Movntain, G. M. Gipson and A. F. H 
Heap. November 22nd. 


21,061. Im W in electric arc lamps." H. Brevis and A. E. ANGOLD. 
November 22n 


24.106. Improvements in operating rotating apparatus by means of single- 
phase commutator electric motor supplied for polyphase circuits." R. Braun. 
November 22nd. 


24.115. Improvements relating to pirn-carrying tubes of electric weft pro- 
tectorsand other purposes. F.FovcoERAT. Noveinber 22nd. 


G.m.b.H., Germany.) 


24,139. Improvements in magneto or dynamo-electric machines." H. 
GUILLOU. November 22nd. 
21,141. ‘Improvements iin dynamo.electric machines." The Hon. C. A. 


Parsons and A. Н. Law. November 22nd. 


21,158. “А prepayment mechanism and switch in connection with the pre- 
paying of rentals or instalments for hire-purchase, in respect of apparatus or 
wiring in connection with installations of electric light, beat or power.“ F. Н. 


MEnniTT. November 23rd. 

24,162. Improvements in obstruction removers applicable to electric tram- 
ears or the like." J. R. HvbpsoN. November 28rd. 

24,183. '*Improved controller finger contact for electrical work." F. E. 
IuEsoN. November 28rd. 

24,184. An automatic lifeguard or cut-out for overhead electric wires.“ 


J. E. Newton. November Ard. 


21.187. Improvements in apparatus for the control of Ses Ends 
power hammers, drop stamps, presses and the like." T. H. Larue., November 
23rd. (Complete.) 

24,197, " Improvements in or connected with the control of electric motors 
usel in connection with secondary or storage batteries." W. N. STEWART. 
Noveniber 23rd. 


21,00. Improvements in devises for electrically lighting inverted gas 
burners." P. Вехако. (Date applied for under Patents Act, 1901, November 
20th, 1904, being date of application in France.) November 8rd. (Complete. ) 


1 “ a rovements in make-and-break apparatus suitable for induction 
coils.” oH1NG, November 23rd. 
1 “ шш ements in electric motor controlling devices." THE 


Bnirisu Тномѕох-Носѕтох Co., LTD. 


(The General Co., United States.) 
Noveinber 23rd. 


24,236. ‘Improvements іп and relating to electric switches.“ Тнк BRITISH 
"guoxsoN-HovsToN Co., LTD. (The General Electric Co., United States.) 
November 23rd. 


21.219. Improvements in and relating to electrical contact breakers of ex- 


plosion engines of motor vehicles." W. J. CHARLES and A. Watson. November 
24th. 
24.258. Improvements in the section and form of conduit in the method of 


laying it in connection with tramway rails and placing within it an electric con- 
ductor and in the manner of applying a brush or pulley from a car to the said 
electric conductor." H. J. PRDbDpik. November 2th. 


24,280. *“ Improvements in electric interlocking of railway signals with block 
telegraph instruments." W. R. Sykes, JUN., F. T. Horis, ара F. W. LEAKE, 
November 24th. 

21,2891. “Improvements in electrical block indicators for railway gate cross- 
ngs." W. R. Sykes, JUN., F. 1. HoLLiNs, апа F. W. Leake. November 24th. 
‚ 24,293. "Improvements in contact breaking devices for magneto-electric 
ignition apparatus." W. Roos. November 24th. (Complete.) 

24,302. “Improvements in mechanism for automatically actuating electric 
switches or contacts or apparatus for regulating the supply of electricity at 
different rates or for similar purposes." J. M. Toukrzl. November 24th. 

24,303. “Improvements in switch-releasing mechanism for coin-freed elec. 
tricity meters.“ q. M. TovirEL. November 24th. 


24,316. ‘Improvements in electrical generators or motors." S. JEVONS 
Novetnber 24th. 

21,325. “ Improvements іп or relating to electric conductors." A. J. Вост. 
(Н. E. Knight, United States.) November 24th. 

21,339. '' Improvements in junction boxes and similar apparatus for the con- 
nection of electric cables or the like.“ A. T. Dawson and A. Р, Pyne. Novem- 
ber 24th. 

24. 83. e in electric switches." J. A. Hirst and P. S. Brook. 


Nov ember 25 25t 


, T ELEGRAPHIC RECEIVING APPARATUS, 


24,409. ‘Improvements in apparatus for controlling electric circuits." 
British WESTINGHOUSE ELECTRIC AND MANUFACTURING Co., LTD. (The West- 
inghouse Electric and Manufacturing Co., United States.“ November 25th. 


re ‘* Improvements in dynamo-electrio machines." L.Torpa. Novem- 
r 25th. ee 


^ 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications cag Ap obtained of Messrs, W. P. 


5 h Holborn, C., and at Liverpool, price, 
free, 9d. (in nid t os dads ке 


1904. 


APPARATUS FOR USE IN THE DISTRIBUTION OF ALTERNATING ELECTRIC CURRENT. 
A. F. Berry. 23,164. October 14th. 

MEANS OR APPARATUS FOR REGULATING THE DIFFERENCE oF POTENTIAL BETWEEN 
PukTIONS OF ELECTRIC CURRENT DisrRIBUTING Systems. A. F. Berry. 
22,869. October 17th. 


Авс Lamps, J. M. Wellington and W. F. Daniel. 22,522. October 19th. 


METHODS or EXCITING ELECTRO-MAGNETS BY ALTERNATING ELECTRIC CURRERTS. 
M. Latour. 2,681. October 20th. 


VACCUM BRAKE APPARATUS FOR ELECTRICALLY-OPERATED AND OTHER TRAINS. J. 
Gresham, H. E. Gresham and G. Keirman. 22,962. October 25th. 


REkGOLATION OF ALTERNATING ELECTRIC DisTRIBUTINO — SYSTEMS. 
Thomson-Houston Co., Ltd. (Allgemeine Elektricitéts Ges.) 
October 27th. 


ELECTRIC CLOCKS AND THE LIKE, I. H. Parsons and A. E. J. Ball. 24,620. 
November 14th. 


TREATING THE CONTENTS OF ELzcTRoLYTIC CELLS. J. Hargreaves. 95,881. 
November and. 


Systems or ELECTRICAL DistrisuTion. British Thomson-Houston Co., 144. 
(General Electric Co.) 26,588. December 6th. 

ELEcrRIC SwitcHes. British Thomson-Houston Co., Ltd. 
Co.) 26,589. December 6th. | 

APPARATUS FOR Forming Devices РОВ HOLDING OR ScosPENDING OVERHEAD 
ELECTRIC ConDUCTORS, OR TROLLEY WIRES OR THE LIKE. А. E. Winslow. 
26,003. December 6th. 


APPARATUS FOR ELECTRO-DEPOSITION oF METALS. 
December 9th. 


Evectro-Static WATTMETERS AND WarT-HovR Meters. E. Wilson. 2, 201. 
December 18th. 

ELEcT«1C Dry BATTERIES. 

December 30th. 


APPARATUS FOR OPENING AND CLOSING ELECTRIC CIRCUITS АТ PRE-DETERMINED 
Times. J. Gunning. 29,281. December 81st. 


British 
23,905. 


(General Electric 


B. M. Bailey. 26,849. 


C. A. Day. (Empire State Dry Battery Co.) _ 29,138. 


1905. 


ELECTRICAL CONTACT BREAKERS AND SWITCHES ron I@NITING THE EXPLOSIVE 
MIXTURES OF PETROL MOTORS AND OTHER Gas AND OIL ENaiNEs. R. Н. 
Jones. 883. January 17th. 


THERMAL ELrcTRIc Сот-Оств ов Fuses. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 2,491. February "th. 


ELECTRIC LAMPHOLDER WITH LOCKING DEVICE TO PREVENT THE WITHDRAWAL OF 
А Lame ТИЕНЕЕВОМ. H. Hirst and Н: Bevis. 2,894. February 13th. 


CONTROL or ELECTRIC Motors. W. Geipel and Е. M. T. Lange. 3,177. 
February 15th. 


TELEPHONE CABLES. A. Whalley. 4,131. February 28th. 
TELEPHONE Apparatus. Н. Bines, 4,166. February 28th. 
Ixpucriox Coins. R. Bines. 4,167. February 28th. 


TELEPHONE Systems. R. Bines. (Date applied for under Parent Rule 9, 
February 28th, 1905.) 4,1674. February 28th. 


Evectnic Cut-Out Switcues. J. Frechette. 7,617. April 10th. 


MANUFACTURE AND PRODUCTION OF BOBBINS FOR ELECTRICAL MEASURING INSTRU- 
MENTS. Hartmann & Braun Akt.-Ges. (Date applied for under Inter- 
national Convention, June 16th, 1904.) 11,442. Мау 3lst. 


MEANS BY WHICH ELECTRICAL BELLS MAY BE EMPLOYED ON ан TENSION 
Cracuits. Е. Agaggio. 11,770. June 5th. 

8. D. Field. 12,914. June 22nd. 

SIGNALLING BY ELECTRO-MaGNETIC WAVES. R. A. Fessenden. 13.678. July 3rd 

METHOD AND APPARATUS FOR THR MANUFACTURE OF ELECTRICAL CONDENSERS. 
Siemens Bros. & Co., Ltd. (Siemens & Halske Act.-Ges.) 18,682. July 3rd. 

АРГАЛАТОЯ FOR SUPPLYING ELECTRICAL ENERGY TO A NETWORK BY THE AID or 
AN AUXILIARY CURRENT GENERATOR AND AN AUXILIARY LINE WIRE. Siemens 
Bros. & Co., Ltd, (Siemens, Schuckertwerke G.m.b.H.) 14,209. July 10th. 

TROLLEY RETRIEVERS FOR ELECTRIC TRAM CARS AND THE LiKE. C. J. Earl. 
1,224. January 21st. 

INCANDESCENT ELECTRIC LAMP Sockets. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 1,400. January 24th. 

MEANS FOR ELECTRICALLY TURNING ON AND LioHTING Up Gag Lamps, AND 
PARTICULARLY THOSE WHOSE BURNERS ARE BEyonp НЕАСН or HAND. W. 
Pare. 1,762. January 30th. 

PROTECTOR OR COVER ron ELECTRIC CONDUCTORS, PIPES, OR THE LIEE. О. 
Wilhelmi. 2,579. February 8th. 

PROTECTIVE DEVICES FoR ELECTRIC Crrcuits. British Thomson-Houston Co., 
Ltd. (General Electric Co.) 2,789. February 10th. 

ComBtInED ELECTRIC. CovPLiNOG AND. Two-Way PLUG. 
February lith. 

CoMPENSATING РоЕВ FOR DyNAMO-ELECTRIC MACHINES. Elektrizitats Act.- 
Ges. vorm W. Lahmeyer & Co. (Date applied for under International 
Convention, April 16th, 1904.) 4,858. March 8th. 

ELEcTRo-MaAaNETIC Brakes. British Thomson-Houston Co., Ltd., and C. B. 
Larzelere. 41,881. March 8th. 

ELECTRICALLY-OPERATED Pianos. J. Weber. 5,042. March 10th. 

ELECTRIC INSULATORS. А. G. Bloxam. (H. Goffin.) 5,049. March 10th. 

ELECTRICALLY-PROPELLED VEHICLES. A. Weiss. 7,036. April 3rd. 

SAFETY APPLIANCES FOR EXPOSED ELECTRIC ConpucTors. J. C. Thorne. 8,524. 
April 20th. 

Dry Batrery. F. Westherill. 8,631. April 22nd. 

COMBINED ELECTRIC SWITCHES AND Fuses. Callender's Cable and Construction 
Co., Ltd, and J. C. Ward. 10,669. May And. 

ALTERNATING CURRENT MEASURING INSTRUMENTS. E. Conrad and W. M. 
Bradshaw. (Date applied for under International Convention, May 27th, 
1904.) 11,036. May 26th 

GALVANIC BATTERY PLATES. H. C. Hubbell. 11,862. June 6th, 

ELECTRIC CONDUCTORS AND METHODS OF INSULATING THE SAME. British Thom- 

- son- Houston Co., Ltd. (General Electric Co.) 13,883. June 29th. 

CLUSTER EłLZCTRIO LAMP Socket. W. Fairweather. (Benjamin Electric 
Manufacturing Co.) 13,425. June 29th. 

DEVICES FOR ELECTRO-MAGNETICALLY INFLUENCING THE AROS OF ELECTRIC ARC 


Lamps WORKING WITH ALTERNATING CURRENT. T. L. Carbone. 15,591. 
July 29th. | 


Н. Stokes. 8,049. 
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. BRIGHTON: RAILWAY ELEC- 
| TRIFICATION. 


AN important announcement was made on Monday. last, 
with reference to the placing of the contracts for the 
electrica! equipment of the first portion of the suburban 
railways of the L.B. & S.C. Railway. It appears that 
the directors have finally decided to proceed with the 
electrification, and that the Allgemeine Elektricitäts 


Gesellschaft is to be entrusted with the work ; negotiations 
are in progress with the A.E.G. regarding minor details, 
one of the directors of the company being in London 
for that purpose, 

The system to be adopted is, as previously stated in our 
pages, the single-phase alternating system with overhead 
conductors at high pressure. The A.E.G. was thé pioneer 
firm in carrying out ап important European installation on 
this system—that of the Spindlersfeld Railway, which has 
given entirely successful results during its two years' working 
—and has received the contract for the electrification of part 
of the Prussian State Railways in the neighbourhood of 
Hamburg on the same system. We understand that the com- 
pany, on the basis of the experience which it has, already 
acquired, has been able to give guarantees for the satisfactory 
performance of its motors and other apparatus, which in 
every respect—-efficiency, economy, power factor, &c.—are 
far in advance of any of the proposals put forward by the 
other firms tendering ; further, the price at which the work 
is to be executed is very substantially less than any of the 
competing tenders. These considerations, joined to the fact 
that the A.E.G. was the only firm tendering which had 
had prolonged experience of heavy single-phase traction 
under commercial conditions, left no alternative to the 


‘directors of the railway but to place the work in ita hands. 


It must not be supposed, however, that the decision repre- 
sents a total loss to this country of the large amount of 
employment resulting from the electrification of the railway. 
It is, we believe, the patriotic and enlightened practice of the 
L.B. and S.C. Railway to stipulate, in placing its contracts, 
that the work shall be carried out with British labour and 
material. In the present instance, while the electrical equip- 
ment for the first few trains will be made in Germany, the 
whole of the remaining work, including the construction of 
the car-bodies and trucks, the cables, switchgear, the line 
equipment, additional motors, and all other apparatus and 


equipment, will be done in this country. Knowing the 
relations which exist between the A.E.G. and the B.T.-H. Co., 


we may safely surmise that a large portion of the work will 


be carried out at Rugby. The “contract, it is stated, will 
involve an outlay of about a quarter of a million sterling. 

The directors are to be congratulated upon the wise and 
enterprising spirit in which they have dealt with the difficult 
problem of improving their service and regaining the 
suburban traffic from the competing tramways. They have 
shown a lead to their hesitating confrères on the directorates 
of other railway companies, who, no doubt, will watch the 
progress of the work with keenest interest. Not content 
with travelling in the old ruts, favoured by those who love 
fixed standards not wisely but too well,“ and their 
imitators, the directors have moved with the times. All honour 
to their courage, which, we poe and believe, will be crowned 
with its due reward. 
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Overhead We have before us a paper with the 
versus above heading read before the Illinois 
Underground State Electric Association by Mr. H. B. 
Lines. Gear, of which there is a reprint in the 
Western Electrician for October 14th. Mr. Gear is general 
inspector of the Chicago Edison Co., and we would expect, 
therefore, to find a discussion of this question on the most 
up-to-date lines. In this paper he tries to compromise, and 
meet the objections of many people, by using overhead high- 
tension transmission and a partly high tension, partly low 
tension buried culvert system. 

It is somewhat astonishing to find that he recommends for 
towns of 15,000 to 25,000 inhabitants, an overhead high- 
tension system, the primary wires being led to transformers 
placed at the corners of the blocks of buildings he wishes to 
light. The transformers also are placed not above ground, 
but in manholes, a method which has been discarded long 
ago in this country for new work. The low-tension 
wires are then led from the transformers through ducts 
to the laterals, where there are smaller manholes com- 
municating with the buildings (at numerous intervals). In 
another duct of the same culvert run the high-tension wires 
to the transformer at the next corner of the block of buildings, 
and then more ducts, &c. Four ducts are put in to allow of 
future extension, and apparently all these are of the draw-in 
type. Meanwhile, but two of them are utilised, one high 
and the other low tension. | 

Estimating, or “ figuring,” his secondary copper on a 
three-wire basis, he arrives at the conclusion that this style 
of underground work is from four to five times as costly as 
for overhead of the usual type (with transformers apparently 
on poles). For average conditions of lighting, he shows 
that this represente an increase of 6 cents per KW.-hour to 
the consumers in the blocks of buildings referred to. There 
would apparently be two scales of charges, one for the “ over- 
head" consumer, and another for the “ underground " 
consumer. 

The general idea is to keep the poles out of the way, but 
to tap the high-tension lines here and there to supply small 
transformers, the network of culverts being continued from 
block to block of buildings—the streets running American 
fashion at right angles. 

Mr. Gear apparently does not favcur an all underground 
system, with sub-stations, for the busy parts of the town, 
with overhead transmission to the outlying portions. 
Nothing is mentioned, even in the discussion, of the possi- 
bility of using а sub-station with motor-generators or 
rotaries, and a three-wire continuous-current distribution. 
It seems to us under the circumstances that using many 15 
to 25-Kw. transformers buried in the ground is somewhat 
antiquated compared with sub-stations and the usual low- 
tension network. Further, the costly ducts might be done 
away with altogether for the distributing cables, and the 
risks of breakdown enormously diminished. 

Climatic conditions may account for much, but it is very 
curious to notice that there appeared to be complete unanimity 
on the part of the speaker and his audience that the correct 
way to supply a town of 15,000 to 25,000 inhabitants was by 
small transformers of 15 to 25 KW., slung up on poles, or 
buried in the ground, at the street corners. Nothing was 
mentioned in the discussion as to the effect of load factor, 
which simplified matters considerably. | 

However, Mr. Gear showed very clearly that the initial 
cost of installing an overhead system is very much cheaper 
than that of an underground one, and we think that 
in cases of small towns, up to 10,000 inhabitants, an 
overhead system with suitable sub-stations and low-tension 
distribution for the busier portion would in many cases in 
this country enable light and power to be distributed 
economically. At present many small places shrink from the 
heavy initial expenditure of underground construction, and 
some often afterwards rue the “ white elephant " when they 
have got him. 

Mr. Gear also states that depreciation on culverts and on 
paper-insulated cables is an unknown quantity, but allows 
10 per cent. to cover “ changes in the art, changes in the 
load, and other causes." We quite believe that depreciation 
on culverts (presumably earthenware) will be difficult to 
determine, owing to the shortness of human life, since we 
have read of culverts being discovered in Mexico for 


water supply originally designed by the Aztec engineers, 
and, further, wooden pipes (for water) have been dis- 
covered in London in a good state of preservation, 
installed about the time of Henry the Eighth, besides 
other examples from: the never-ending researches fat 
Pompeii, &c. | 10 

As regards the paper-insulated cables, however, some facts 
ought at least to be fortheoming by this time, but at present 
depreciation seems to be a guess of the wildest type in most 
cases. | | 

What with countless small transformers, countless man- 
holes, draw-in ducts containing high-tension and low-tension 
cables, we fear the engineer-in-charge of a system such as 
Mr. Gear describes, if he did not “go for his revolver," 
would, at least, use language we cannot command," in 
accordance with Bill Nye's Western custom. 


ALTHOUGH the American central station 


aa engineer is fond of treating his confreres 
Works, to discourses compounded with the valuable 


igredient of “р erscral experience,” it is 
rarely that a British engineer condescends to bestow 
upon his fellows details of the inner experience of his own 
undertaking. 

For this reason, and because an ounce of practice is worth 
a ton of theory, we gladly welcome Mr. W. Н. Patchell's 
recent paper on the Charing Cross Co.'s City of London 


- works, read before the Institution of Electrical Engineers. 


Up to the present an almost Lhasarian secrecy has been 
maintained as to the later engineering developments of the 
company, which, however well-intentioned, was not exactly 
conducive to the popularity of a prominent public concern 
operating in the heart of the most prominent city in the 
world. 

However, Mr. Patchell’s paper solves the mystery, and 
discloses many matters of more than usual interest, 
which are incorporated in our illustrated description of 
the Bow Works and plant elsewhere in the present issue. 
The fact that the company is operating the largest 
generators and boilers in this country will certainly 
surprise the average engineer, who has probably, 
ere this, relegated the reciprocating engine for electrical 


purposes to oblivion, in favour of the more fashionable 


turbine. 

Of the large reciprocating planta for electrical driving, the 
Manchester (Wallsend-Electrical Co.) 3, 750-KW. sets, the 
Metropolitan Co.'s (Sulzer-Kolben) 3,500-K W. sets and the 
L.C.C. (Musgrave-E.C.C.) generators rank as prominent 
examples which, however, do not equal in size the 4, 000-KW. 
Sulzer-Lahmeyer units installed at Bow. The latter station 
can also claim some notoriety for ite boiler plant, consisting 
of Hornsby boilers of unusually large proportions. 

Both in design and size the latter possess features which 
are peculiarly valuable in such circumstances as obtain at 
Bow. ! 

That Mr. Patchell was the first in the field to operate 
direct-driven 10,000-volt generators in this country is a 
matter for personal congratulation, as also is his perspicacity 
in evading the L.C.C. building restrictions, and thus 
rendering possible the construction of such an efficient steam 
generating plant. | 


e 


I the decision recently announced to re- 
move Messrs. Yarrow's works from Poplar 
to the North, a part of the daily Prese sees 
only a local trouble. Most people will rather perceive in it 
a constitutional disturbance. The rates in Poplar amount 
to 12s. in the pound, and this is brought forward partially to 
explain the trouble, and to serve as an excuse for pressing 
forward the equalisation of rates. But if rates were equalised 
throughout the Metropolitan area, they would be still far too 
high everywhere. To begin with, rates are levied in London 
on assessments which are themselves at least a third higher 
than on equal property in a city like Manchester. Con- 
sequently, a rate of 9s. in London brings in as much as one 


Derelict 
London. 
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of 12s. would bring in Manchester. London's heavy rates 
are therefore even worse than they appear to be. 

А works like Yarrow's is not only pressed upon thus 
heavily by rates on the works, but has to pay the rates df 
its workers in the shape of increased wages. It iseven question- 
able whether the higher wages paid in London do meet the 
workmen’s increased cost of living as compared with costs 
and wages in other towns. So long as Yarrow's practically 
had no competitors outside the Thames Valley, it did not 
materially atfect their special work. But for foreign work 
more especially they are exposed to outside competition. 

Now, Poplar's needs and Poplar’s debts will not, we may 
presume, diminish because Yarrow’s are leaving the place. 
But Yarrow’s will not be there to pay their share, and it will 
fall on those who remain. The burden is becoming con- 
centrated on shoulders even less able to bear it; on the 
shoulders of those who cannot get away if they would, but 
must remain behind in the struggle, and perchance perish in 
the mélée. The problem before London ratepayers has now 
become so severe that no longer is it а question of how to 
stay the too open hand of expenditure, but of how to reduce 
expenditure promptly by a considerable amount. That 
expenditure could be reduced, there can be no manner of 
doubt. As guardians of the interests of all of us, the 
London County Council has been weighed in the balance and 
found wanting. 


THE great outery of the engineer, or, 
rather, of the young engineer at this 
moment is, as may readily be gathered 

rom our “ Correspondence " columns from 
time to time, that after a youth has learned all sorts of 
things about chemistry, physics and what not, he can only 
command: the wages of a day labourer. When everyone js 
technically educated to the point of intelligence, the country 
as a whole will, no doubt, profit by the transaction, but 
there will be no better pay for the technically educated than 
there was when all were possessed only of the three R's. 
Technical education of the nation's youth is not, from a 
national point of view, intended to be of direct benefit to the 
youth. It is rather that British youth shall not lag behind 
the youth of Germany or апу «ther body of educated 

youth. | 

Au apology is perhaps due for the use of the word educated. 
Technical education is in the mouths of. all, but what is 
meant is teaching, and teaching is not education. The 
average American or German youth is much held up as-an 
example of good technical education, bat technical teaching 
of a youth alone will not make a cultivated gentle- 
man of him, and the too great readiness to measure the value 
of a technical training entirely in cash is not a hopeful sign. 
Even good technical training is valueless to the indivi- 
dual as а means by which he can gain a start over 
equally trained competitors. 
England to her place amongst the nations, but England's 
place has been gained for her by men who were first honest 
and next gentlemen, and it seems to us that these simple 
facta are in danger of being overlooked, and that modern. 
engineers are occasionally less truthful and less clean handed 
than engineers of old, when there was less of technics about 
them and more of the humanities. It is easy, moreover, to 
carry technical training too far into à sham practice, when 
the time is all too short to acquire principles. 

A word as to ће shops. There is the utmost difficulty 
in getting a youth into the workshop. Emplovers ask for 
premiums of £300 and so forth on the ground that the boy 
ів а nuisance. Is not the premium plan the very way to 
make a nuisance—a: privileged nuisance—of the boy, who 
would be less than human did he not feel that he had a 
right to some fun for his father's £300 7 Boys ought to be 
selected in a proper manner, and they should then keep shop 
hours and eonform to shop rules, thougli they might be passed 
rapidly through the various departments. We never knew a 
youth treated on these lines who did not earn his salt, and 
more than his salt, for his employers. It is an easy matter 
to pay an apprentice enough for his subsistence and yet to 
make a profit out of him of 20s. a week. 


The Truth 
about Technical 
Education. 


It is everyone's duty to hold 


NOTES ON CONTINENTAL SYSTEMS OF 
FUSE STANDARDISATION. 


By ALFRED SCHWARTZ. 


ALTHOUGH we find that a high degree of standardisation exists 
in the fuse systems in vogue in Germany, this is due to the 
fact that consumers cannot easily replace a fuse with one 
of their own fashioning, but must obtain a refill from the 
manufacturer, who is responsible for its proper rating and 
marking in accordance with the conditions laid down by the 
Verband Deutscher Electrotechniker. This system is not 
а good one in so far as the various large manufacturing 
concerns have each developed fuse systems of their own, 
which are not interchangeable the one with the other, and 
while this doubtless secures the trade in refills to the manu- 
facturer of each particular line, it is hardly conducive to the 


convenience of the public or the safety of the installations, 


as in cases of urgency the fuses are sometimes tampered 
with. If the fuse in this country is often treated with an 
almost profane familiarity by the consumer, it is by our 
official-ridden neighbours regarded perhaps in too sacred a 
light. An amusing contrast between these two views was 
recently furnished to the writer, who found himself last 
Christmas at a Swiss Hotel in the high Alps with a number 
of English people who were bent 6n amusing themselves one 
evening with some “tableaux vivants." An arc lamp and 
а lantern were requisitioned, but the fuge in the arc circuit 
was found to have been blown. The proprietor, however, 
promised to send up to the central station, which was 
situated in а wild ravine at some. distance from the hotel, 
for a refill, and assured us that the engineer would come 
down and that the new fuse would be in position about an 
hour and a half after the performance was timed to com- 
mence. In due time the engineer arrived, and found to his 
dire consternation that a distinguished Fellow of the Royal 
Society, having detached four or five yards of No. 12 
galvanised iron wire from a fence outside, had tapped the 
lighting circuit and connected up the arc lamp through a 
large electric stove as resistance, and was busily playing the 
part of * limelights.”’ 

The official regulations for the testing of fuses (Vor- 
schriften für die Konstruktion und Prüfung von Installations- 
material) published in the E. T. Z., 1903, р. 683, are con- 
cerned only with fuses of the plug type, with carrying 
capacities up to 60 am The regulations for these fuses 
are divided into two parts, the first dealing with the material 
and construction of the fuses, while the second deals with 
the necessary tests for approval. Further regulations and 
general arrangements for the installation of fuses are con- 
tained in the safety regulations (Sicherheitsvorschriften) of 
the German Institution of Electrical Engineers, issued in 
1896. These regulations refer to low-pressure work up to 
250 volts, with additional regulations for medium pressures 
from 250 to 1,000 volts, and for high pressures from 1,000 
volts upwards. The principal points in connection with 
fuses contained in these regulations are given in abstract 
below :— 

Vorschriften für die Konstruktion und Prüfung. von Instal- 
| leltonsmelerial. 
Construction and Matertal, 


§ 21. The current-carrying parts of the socket and plug 
must be mounted on a non-inflammable and non-hygroscopic 
base, which will not change its form with a temperature of 
300? C. | 

$ 22. The socket must be so constructed that its con- 
nection to the conductors is made by means of screws. All 
screws which are used for making contact must screw into 
metal. 

$ 98. The normal carrying capacity and the maximum 
pressure for which the fuse is intended must be marked on 
the fuse holder. - 

$ 24. As standard current ranges the following are to be 
taken :—2, 4, 6, 10, 15, 20, 30, 40 and 60 amperes. 

$ 25. As standard pressure ranges :—125, 250 and 500 
volts. 

$ 26. Plug fuses from six amperes upwards must be non- 
interchangeable, in the gense that they cannot be changed by 
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careless or irresponsible persons for fuse holders of. a higher 
carrying capacity. "E "NA | 

$ 27. Metal parts on the socket or plug which can be 
touched must be insulated from all live parts. 


Experimental Tests. 


§ 28. The fuse must successfully withstand for five 
minutes an alternating pressure of 1,000 volts above the 


pressure of the circuit for which it is intended. This pres- 


sure i8 to be applied in the first instance with the fuse plug 
in situ, between the screws for holding the fuse block in 
position and any metal portion of the plug or socket which 
can, when in position, be touched with the hand. Further, 


with the fuse plug removed, this pressure is to be applied. 


between the fuse contacts. 
$ 29. The fuses are to be tested with continuous current; 


as а source of current a dynamo or battery or both may be. 


used. From the current supply two conductors are to be 
taken to the terminals of the fuse, and in this circuit a 
switch and a regulating resistance which is capable of being 
short-circuited are to be arranged. The fuse is to be placed 
as а short circnit to the leads on the far side of the switch 
and resistance. The voltage across the terminals of the 
switch must be 10 per cent. higher than the normal voltage 
of the circuit for which the fuse is intended. Fuses are to 
be tested both by a sudden short-circuit, and by a slowly 
increased load. . = са 

The following conditions apply to the short - circuit 
test :—§ 80. The output capacity of the source of current and 
the resistance of the leads are to be so arranged that at the 
time the fuse blows the total fall of pressure in them shall 
not exceed one per cent. These conditions will be regarded 
as being fulfilled if, in the place of the fuse, an adjustable 
resistance is placed, arranged to carry a current of 20 times 
the normal carrying capacity of the fuse (this current must, 
however, not be less than 400 amperes), and at the same 
time the pressure across the terminals of this resistance 
must not be less than the normal pressure of the circuit for 
which the fuse is intended. hen matters have been 
arranged to comply with the foregoing conditions, the switch 
i8 to be opened, the resistance removed and the fuse replaced, 
On closing the switch the fuse must melt without maintain- 
ing an arc and without explosiye violence. 

§ 31. For testing with a gradually increasing load, the 
resistance referred to in $ 30 is to be removed and replaced 
by the resistance mentioned in § 29, which is to be used for 
regulating the current strength. Fuses with normal carry- 
ing capacity up to 50 amperes inclusive, must be able to 
carry continuously at least 1} times their normal fusing 
current; and when switched on suddenly and loaded with 
double their normal current, they must melt inside two 
minutes. | 


Sicherheitsvorschriflen des Verbandes Deutscher. Elertro- 
techniker. 


Low Pressure Systems. 


$ 120. The maximum fusing current allowable with con- 


ductors of given area is detailed in the following table. 
Several conductors may be connected to one common fuse, 
provided that it has a normal fusing current of not more 
than 6 amperes. Fuses may also be used with a lower fusing 
current than that indicated in the table. 


Conductor. Normal carrying Fuse. 
Cross-section in capacity of the fuse Fusing currents 

sq. mm. in amperes. in amperes. 

0775 s 6 ee - 12 

1 s 6 des 12 

1:5 кон 6 a 12 

2:0 Te 10 se 20 

4 TE 15 jas 30 

6 e" 20 РР 40 

10 928 30 9925 60 

16 st 40 За 80 

25 Sas 60 es 120 


Notr.—This table is continued up to cross sections of 1,000 sq. 
mm., with а norma] carrying capacity of 1,000 amperes, the fusing 
current in every case being double the normal carrying capacity. 


(d). Fuses for conductors up to 6 sq. mm. cross-sectional 
area (20 amperes normal carrying capacity) must be non- 
interchangeable with fuses of greater carrying capacity. 


Medium Pressure Systems.—For house installation work, 
fuses with normal carrying capacities from 2 to 20 amperes 
must be non-interchangeable with those of greater capacity. 

' High Pressure Systems.—The maximum fusing currents 
with conductors of given area are shown in the following 


table. Fuses with lower melting currents than those 
indicated may be employed. 
Conductor. Normal carrying Fuse. 
M Cross-section in capacity of the Fusing current 
sq. mm. fuse in amperes. in amperes. 
1:5 ИЕ 6 К 12 
2:5 88 10 ae 20 
4 E 15 "T 30 
6 sis 20 Же? 40 
10 hs. 1 30 € 60 
16 Pus 40 | ВРУ 80 
25 м 60 з ; 120 


Norr.—This table is continued up to cross-sections of 240 sq. 
mm., with & normal earrying capacity of 330 amperes, the fusing 
current in every case being double the normal carrying capacity. 


While these regulations are considerably ahead of our own, 
they fall short in many respecta of what is desirable; they 
do not, moreover, represent the degree to which standardisa- 
tion has been carried in Germany, as owing to the initiative 
of private firms, the standard ranges both for current and 
voltage have in practice been largely extended. The Siemens 
cartridge cut-outs, for instance, are standardised and non- 
interchangeable from 0:5 ampere to 100 amperes, and for 
pressures up to 500 volta. 

In France the regulations in connection with fuses are 
not so complete; the following abstracts are taken from 
the regulations issued by the “ Associations Françaises 
de Propriétaires d'Appareils à Vapeur Ayant un Service 
Electrique," the ** Association des Industriels du Nord," and 
the “ Association Normande pour Prévenir les Accidents " :— 

Cut-outs should be во constructed that on disconnection 
or fusion an arc cannot be maintained or the metal be 
scattered, or an explosion occur in the casé of a short-circuit. 

Up to 50 amperes the section is determined by the follow- 
ing conditions: (1) to he able to withstand without melting 
or altering, a current density of 25 per cent. above the normal. 
(2) To melt with certainty in not less than two minutes 
with double the norma] current. For cut-outs of over 50 
amperes the first condition is not insisted upon, but it is 
considered generally desirable that fusion should take place 
under two minutes with double the normal load. 

Up to 20 amperes at least, cut-outs should be constructed 
80 as to obviate the erroneous employment of too strong 
fuses, and the following current ranges are suggested: 1, 3. 
5, 75, 10, 15, 20 amperes. The following recommendations 
also refer to fuses up to 20 amperes :— 

1. That Шеге should be no charged metallic part capable 
of being touched when in position or during removal. 

2. That the replacing of the movable part by another 
metallic piece should be rendered as difficult as possible. 

3. That the plug should be in one piece without any 
exposed metallic paft. | 

4. That the replacing of the fuse cannot be effected except 
by competent persons. 

5. That it can be easily controlled if а short-cirenit occur. 

б. For circuits over 250 volts, cut-outs should Бе con- 
structed so that the plugs intended for lower pressures cannot 
be used for them. 

These regulations have evidently been modelled on German 
lines, but are not nearly so comprehensive: they are further _ 
not universally employed, their use being confined chiefly to 
the northern and eastern departinents. 


Municipal Wiring at Sheffield.— The Council of the 
Sheffield Chamber of Commerce has received & deputation from 
the Sheffield Electrical Contractors’ Association on the subject of 
municipal trading. ав carried on in the electrical fittings and wirine 
department of the Sheffield Corporation. The electrical traders 
are substantial ratepayers of the City, and by reason of the 
municipal competition to which they are subjected, they have 
convinced the Council of this Chamber that it is impossible to 
carry on their business. The Council has recorded its dia- 
approval of the City Council's carrying on this department with 
public funds, and recommends that a copy of the resolution be 
forwarded to the City Council in the name of the Chamber, and a 
copy of the same be given to the Electrical Contractors' Association 
for their use in the legal opposition they are pursuing. 
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THE ZAMBESI POWER SCHEME. 


transmitting power electrically to the Rand is no new scheme, 
though only recently has it been brought prominently before 
the public. Whether the project is feasible from an engi- 
neering point of view, or, if so, on what lines it had best be 
carried out, are questions which are of the greatest interest 
to scientific men ; the question, however, which is of para- 
mount interest to the investor who puts up his money is— 
Will it pay ? 

The scheme now proposed by Mr. H. Wilson Fox, the 
manager of the British South African Co., in South Africa, 
embraces duplicate transmission lines 700 miles long. The 
conductors are to be of aluminium, and the insulators are to 
be supported on braced steel towers about 60 ft. high spaced 
half a dozen or so to the mile. The construction of these 
towers is to be similar to that of the towers used in the 
Guanajuato transmission in Mexico, but the spans proposed 
are twice as long, the Guanajuato spans being 448 ft. It 
is calculated that the requirements of the Rand may amount 
to 150,000 H.P., but the promoters are prepared to make a 
start with an installation capable of delivering a maximum 
of 20,000 H. p. 

The proposed pressure on the transmission lines does not 
appear to have been published, but obviously it would be 
unwise to attempt anything very much higher than what we 
already have experience of. The highest pressure at present 
in use for three-phase work ів 60,000 volts, though a line 
is under construction to work at 67,000 volts, and, in two 
new schemes, provision is being made for apparatus which 
will stand 80,000 volts. The idea in the last two cases is, 
that whenever a line insulator appears which can be relied 
upon to work at 80,000 volts through all kinds of weather, 
the pressure will be raised accordingly. Though pressures 
of 60,000 volts are no longer experimental, they are not yet 
free from troubles, and it would be injudicious, to say the 
least, to depart. in a scheme of such magnitude, from the 
lines of experience. Ав the constant current system of 
Thury seems to be favoured by the promoters, we shall 
assume for argument's sake that a pressure between the 
conductors at the generating end of the line of 100,000 
volts is permissible. This pressure, so far as the strain on 
the line insulation is concerned, is equivalent to about 
60,000 volts on the three-phase system. Р 

It is always difticult to predict the number of units which 
will be demanded annually from a power house, for each kw. 
of capacity. In his paper recently presented to the British 


Association at Johannesburg, Mr. R. Hammond assumed 


that the average of the consumers’ load factors on the Rand 
would be 40 per cent., which is equivalent to working their 


machinery at full capacity for 3,500 hours annually, cer-: 


tainly a reasonable assumption. The diversity factor he 
took to be 60 per cent.,“ which I consider rather too favour- 
able for the scheme, but, as the figure has been given, I 
will, for argument’s sake, keep to it. According to this, a 
20,000-H.P. installation will supply power to 33,300 fl. P. of 
motors fixed, and this latter running at full load for 3,500 
hours gives us, say, 87,500,000 units per annum. In esti- 
mating the chances of any new project, it is necessary to 
assume some figures, andithese should be fair according to the 
best of our judgement ; we should take neither too sanguine 
nor too depressing a view of the possibilities, and what will 
apply for the steam station which Mr. Hammond advocates 
will, of course, apply for a hydraulic station. 

To judge of the merits of the scheme, it is necessary to 
find the amount chargeable to each unit by reason of its 


having to be transmitted over 700 miles and then suitably - 
It is proposed 


transformed for distribution to customers. 
to work with a loss of 25 per cent. in the line, and the 
waste in the transforming machinery will bring the total loss 
up to 83 per cent. We may therefore say. in round 
figures, that of tlie power put into the line at the Falls one- 
third is wasted. It must be clearly understood that, as 
regards the cost of the conductors, there is no room what- 
ever for difference of opinion. Given the distance, the 


* The figures of 40 per cent. and 60 per cent. taken together give 
the equivalent of a 66 per cent. load factor on the bus-bars. 


power to be transmitted, the power which it is permissible 
to waste in the line and tlie pressure, and there is'& certain 
weight of conductor which must, with the system. referred 
to, be used to meet these given conditions. By no possible 
means can this weight be reduced by a single pound, and 
the metal market quotations settle the price. In the inter- 
view, published in South . Africa, Mr. Wilson Fox tells 
us that each of the duplicate lines is to be capable of 
transmitting the whole of the power. Hence, to receive 
15,000 Kw. at the mines, we have to put into either 
line at the generating station 22,500 KW., which, at в 
pressure of 100,000 volta, corresponds to 225 amperes. With 
the data before us, it is easy to work out the weight, ind a 
simple calculation shows that the aluminium in the con- 
ductors for this 20,000 н.р. scheme will run out at 9 
tons to the mile. This makes the total weight of wire 
6.300 tons, and at £177 per ton—the price of aluminium 
to-day—the cost works out to £1,115,100. : 

The cost of the steel towers is not fixed like the cost of 
the conductors, but depends upon the design. I have, how- 
over, made some calculations with regard to these and the 
insulators, and my conclusion is that, having regard to the 
character of the country, the total cost of the 700-mile 
double line will be about £2,000,000 sterling. This is, of 
course, a large figure, but it is nothing to be frightened at 
if a fair return will be yielded on the outlay. By the sale 
of energy this return must be obtained, and we must 
also derive from the same source enough to pay for the cost 
of up-kécp. If we take the return on capital at 5 per cent. 
per annum, and assume that maintenance and renewals will 
require another 5 per cent., we must get 10 per cent. on 
£2,000,000, or £200,000 to pay for the transmission, this 
constituting a charge to be spread over the 87,500,000 
units. From this. we perceive that on account of the cost 
of constructing a transmission line 700 miles long, each unit 
delivered from the transforming apparatus at the Rand 


must be charged with nearly 55 of a penny, or something 


over а half-penny per unit. 

It has been stated that the larger the installation the 
lower will be the capital cost per horse-power. This, as a 
general statement, is quite correct; but it is to be inter- 
preted as regards the line in a somewhat different way than 
as regards the other parts of the plant. For the same per- 
centage of loss, the weight of the conductors actually in 
use to transmit the power must be absolutely proportional 
to the amount of power transmitted, but whereas in the 
20,000 Hp. scheme the cost of the spare line is 50 per cent. 
of the total, in the 150,000 H.P. scheme it need not be more 
than, say, 20 per cent. It is only in so far as the percentage 
of spare can be reduced in the larger scheme that any saving 
per horse-power in the conductors can be effected. The cost 
of the steel towers will also be relatively less in the 
150,000 H.P. scheme, and it is not unlikely that when this 
latter is in full operation the total amount chargeable to cach 
unit, in respect of the line, will be reduced to *3 of a penny, 
or even less. | 

The above represents only one item of the capital cost, 
and there are the generating plant at the Falls and the 
transforming plant on the Rand to be taken into account. 
As regards the former we have to remember that, owing to 
the losses in the line and transforming plant, the capacity of 
the turbines and generators has to be one-half larger than 
that of the motor-generators. I have seen no estimates of 


these costs; but they will necessarily depend to a large extent 


on the nature of the hydraulic works to be undertaken. 
Judging from other power schemes, however, and having 
regard to the system to be used, £15 per KW. installed, for the 
hydraulic works and power house complete, would seem a 
probable figure, while for the transforming houses complete. 
£8 108. per KW. installed would also appear about right. This 

gives us £337,500 for the power house, and £127,500 for the 
transforming houses, or £464,000 together. If, as before, 
we ask a return of 5 per cent. on the capital outlay and 
assume that the average cost of maintenance and renewals . 
will be met by another 5 per cent., making 10 per cent. in - 


all, we get a further amount of £46,500 to be spread over 


the 87,500,000 unite delivered annually. This comes to 
nearly *13 of a penny, and taken with the amount of 55d. 
chargeable in respect of the line, brings the total capital 


charge to *68 of a penny per unit, for energy transformed 
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ready for distribution to the users, but without taking into 


account the cost of the distribution lines. When we add 
interest on the cost of the distribution lines, also main- 
tenance and renewals, include the cost of oil, stores and 
wages at the generating and transforming stations, and 
allow for the expense of administration, it appears that even 
on a 20,000 н.р. scale the Gost of power to the consumers 
need not exceed about $d. per unit. 

On a further calculation, if the capacity of the undertaking 
were increased to 80,000 H.P., which is about the capacity 
of the steam installation suggested by Mr. Hammond, it 
looks as if the costs would come out lower than in any steam 
installation that could be put down. The figures assumed 
in this article are, of course, incomplete, and subject to 
modification, as accuracy could only be arrived at after a large 
amount of preliminary work had been done. But they clearly 
show that there is nothing in the proposals put forward 
by the promoters to justify wholesale condemnation of the 
scheme. Amongst other things, far too much has been made 
of the matter of patrolling the line. Two American com- 
panies already. patrol 700 miles and 1,000 miles of line 
regpectively, running over the roughest country in the world, 
and with their well-trained staff of. patrolmen it doesn't 
worry them at all. The experienced transmission engineer 
does not count as difficulties matters of this kind, and if better 
arguments cannot be brought forward against the scheme, 
it is not in much danger. 


GEAR WHEELS. 


Uri quite recently nobody thought of departing from the 
standard split gear—at all events, nobody did depart from it. It 
was universal, and, as it was well made, it gave general satisfaction; 
but for some years past many tramways have been plagued with 
broken axles. | 

We have alluded to this before, and we mentioned the key-ways 
1 split gears as being responsible, together with several other 
things. 

Almost without exception, axles break at the end of the key-way 
next the wheel, this being the weakest section, and the question at 
once presents itself, Would breaks occur at all, if the key-way were 
not there? Spencer, of Halifax, and a few more thought so, and 


tried a gear cast machined in one piece. This was bored and. 


pressed on to the axle just like the flanged wheels, and it was found 
that the maximum driving effort did not shift it. The removal of 
the key-way was not the only advantage gained, for the new wheels 


- A NovEL Two-Piece Tramway GEAR AND Hep. 


could be made more cheaply than the split wheels, and there were 
по bolts to come loose, and drop, as they sometimes did, into the 
teeth, where they played sad havoc, even to the extent of bending 
the armature spindle. 

There can be no doubt that the solid gear has saved axles from 
breaking, and it has been suggested that they are of some value in 
this way when pressed on to axles which have been key-wayed. In 
this case it is considered better to fill up the way with a well-titted 
steel insertion. | | | 

The pressing on and off of these solid gears presents no diffi- 
culties which cannot be overcome with a small expenditure of time 
and money, and in most repair shops appliances which will do the 
work, are to be found ready to hand. When cast-iron running wheels 
are used, there do not seem to be any disadvantages in the solid 
gear, except that the wheel next the gear has to be pressed off 
when the gear is worn out, and it is doubtful whether it will go on 
again tightly enough without resort to the objectionable practice of 
roughing the axle round the wheel seat. Probably then the 
removal of the gear carries with it the removal of both the wheels 
on that axle, as a new and old wheel cannot be run together. 

Of course, it may happen that the gear and the wheels are all fit 


for scrapping nearly at the same time, in which case this objection 
does not apply. After all, the life of a gear-wheel is somewhere 
between two and three years, and the rather theoretical objection 
which we have raised, is nothing in comparison with the immunity 
from broken axles. . E 

It is when steel-tired wheels are used that the solid gear is at a 
disadvantage, for in that case the wheel centres are pressed on once 
and for all, and it would not be at all desirable to press them off 
even at intervals of two or three years, even if it were possible to 
put them on again at the same pressure. 

It is this drawback which has prevented the solid gear being 
taken up as much as it deserves. 

An English firm supplies these gears in cast steel with the teeth 
left just as they come out of the sand, and, contrary to expectation, 
they run as smoothly as the machine-cut teeth of a split gear, while 
the advantage of the extra life given by.the extremely hard skin is 
gained. . 

In order to satisfy the objection to pressing off the gear at any 
time, one firm supplies а form which is made in two , the 
centre, cast in one piece and pressed on to remain until the axle is 
discarded, and the rim, which is bolted to а vertical flange on the 
periphery of the centre casting. "This deals with the main trouble 
—the key-way—just as effectively as the one-piece gear, but it re- 
introduces the bolts. On the other hand, while it is little, if any, 
more costly than the one-piece gear, it certainly costs less after- 
wards, as only the rim has to be renewed. Probably thia cheapening 
of renewals, will lead to the rims being scrapped before the teeth 
are reduced so much as they are on the split or solid gears, and that 
will make for less noise and longer life for the pinions. 

In addition to the two-piece keyless gear just mentioned, we find 
the Street Railway Journal for October describing something which 
is the same in principle, but still more novel in design. From the 
illustration below it is seen to be composed of a toothed rim, which 
is bolted on to an extension of the hub of the running wheel. 
That appeals to us as an eminently practical arrangement where 
cast-iron centred steel-tired wheels are used, as there must be an 
economy in both material and labour. 

Where cast-iron wheels are used the extended limb has no 
advantages over the separate hub. 

Every engineer who is using split gears should go into the 
question of pressed-on gears for himself. Our experience leads us 
to say with some confidence, that a careful investigation will result 
almost invariably in the diecovery that money can be saved directly 
by the gradual substitution of pressed-on keyless gears for split- 
keyed gears, while indirectly the saving willbe in proportion to 
present trouble with axles. | = 
It is not to be supposed that this substitution is guaranteed as an 
absolute prevention of broken axles. While there is no doubt that 
axles are fractured earlier by reason of the key-way which is 
required with split gears, they will fracture sometime, but later, 
when there is no local weakening in the design. 

A steel bar will withstand only a certain limited number of 
shocks before re-arrangement of its particles reaches the point at 
which it can no longer stand up to its load, and every axle will 
follow this law irrespective of the method of attaching the gear 
wheel. : 

But it has been shown over and over again that a steel bar may 
be rejuvenated, that its go-as-you-will particles can be forced to 
return to their proper positions by a carefully performed heating 
and annealing. Ж. - 

Considering the widespread trouble which has visited tramways, 
in which axles have been running for several years, and bave then 


broken down, it is somewhat remarkable that no firm or individual 


has put on the market an annealing plant suited for the tramway 
workshop. mE | v 

If any of our tramway readers have adopted this principle for 
lengthening the lives of their axles, we shall be glad to have par- 
ticulars of the process, and' any information which proves its 
efficacy. The method has been applied in railway shops, and ought 
to be just as useful for tramcar axles. | 


INSTITUTION OF ELECTRICAL ENGINEERS’ 
DINNER. 


On Friday last, the seventeenth annual dinner of the Institution 
was held at the Hotel Cecil. Mr. John Gavey, C.B., the President, 
occupied the chair, and there were present about 400 guests, includ- 
ing the Rt. Hon. Lord Strathcona, Sir G. S. Clarke, Major-Gen. Sir 
A. Е. Turner, Sir J. W. Swan, Sir George Murray, Sir Norman 
Lockyer, Sit A. R. Binnie, Sir W. de W. Abney, Sir J. C. Lamb, 
Sir C. Owens, Col. Sir H. Jekyll, the Hon. Sir W. Arbuckle, Sir 
Henry Tanner, Sir Robt. Hunter, Lieut.-Col. H. A. Yorke, Brig.- 
Gen. Н. M. Ruck, Capt. A. M. Field, the Hon. J. G. Maydon, Rer. 
Dr. J. Gow, Prof. Dr. E. Budde, Prof. R. Meldola, Mr. H. H. 
Cunynghame, Mr. C. A. Cripps, Mr. T. S. Kelley, Mr. H. Babington 
Smith, Dr. T. E. Thorne, Mr. Т. R. Price, Mr. J. Young, Mr. С. 
Hawksley, Mr. A. B. Kempe, Mr. J. А.Е. Aspinall, and many other 
distinguished gentlemen, besides the member of council, and 
ordinary members with their guests. 

After the loyal toasts, the toast of The Institution of Elec- 
trical Engineers" was proposed, in the absence of Mr. В. W. Perks, 
by Mr. Н. Babington Smith, secretary об the G. P. O., who remarked 
that the Post Office was one of the earliestclients of the Institution, 
and had supplied it-with many presidente before its present 
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engineer-in-chief. He paid a warm tribute of esteem and affection 


to Mr. Gavey, and expressed the satisfaction of his friends in the. 


Post Office at the honour which had been paid to him. The 
Institution had existed for a whole generation, and in that 
space [enormous advances had been made in electrical science, 
bat he thought that in the next generation equally great strides 
were possible and probable. In his reply, Mr. Gavey recalled the 
days, 50 years ago, when electrical engineering was represented 
only by the telegraph engineer, the unit of resistance was 
a mile of copper wire, the unit of Er. a Daniell cell, 
and the unit of current no one knew what. The admirable 
system of units afterwards evolved in this country was discovered 
and adopted 15 years later by the world, without much acknowledge- 
ment of ite origin. Since then the importance of electrical science 
had developed to such an extent that soon it would form an 
integral part of every engineer's curriculum. 

Sir A. B. W. Kennedy proposed “ The Electrical Industries" in a 
humorous speech, distinguishing between industries and industries, 
and congratulated them on the fact that they had become of 
national importance, and were financially on a sound foundation. 
They had kept themselves in close contact with the latest progress 
in physical science, and indeed there was no other industry which 

done so much towards the advancement of the science on which 

it was based. He eulogised the work of Mr. Cunliffe Owen in con- 

nection with the Electrical Exhibition at Olympia, and conclud- 

ing with warm greetings to Dr. Budde as the representative 

of the German electricians, he said he hoped that Dr. Budde 

.had not come to reproach them for stealing Prof. Kapp 
—it would be useless, for they meant to keep him. 

Mr. E. Cunliffe Owen responded, and attributed the success of 
the Exhibition to the efforts of his colleagues and the exhibitors, 
but also largely to the support of the Institution. Не apologised 
for the defective arrangements for thc lectures given by members 
ef the Institution, due to the enthusiasm displayed in the cookery 
demonstrations. The accounts had not yet been issued, but 25 per 
cent. of the rentals would be returned to the exhibitors, and the 
two benevolent funds—that of the Electrical Manufacturers’ Asso- 
ciation, and that of the Institution— would benefit by the surplus, 
the latter to the extent of £250. 

Dr. Budde (president of the Verband Deutscher Electrotechniker) 
communicated the cordial greetings of the German electricians 
whom he represented to the members, and remarked that the 
Institution, which had been the first to go abroad to inspect 
foreign works, had now returned the compliment of invitation to 
its foreign friends, He thought that science and technics could 
not be too closely associated; intellectual labour and research 
formed а bond drawing together all the best spirits in the world. 
The Germans cordially admired their English colleagues, to whom 
they were indebted for the locomotive and the steamboat. They 
would bear with pleasure the words of Sir А. B. W. Kennedy. 

Mr. Alex. Siemens proposed “Our Colonies,” and referred, at 
some length, to the pleasant experiences of the British Association 
in South Africa, to the cordial goodwill and kindness there met 
with, which, he knew, were manifested also in Canada and other 
British Colonies. Replying to the toast, the Hon. J. d. Maydon 
(Minister of Railways in Natal) said that the Mother country saw 
in her children beyond the seas her own youth renewed; not a 
colony or a colonist but was proud of his descent, and devoted to 
the flag. The greatest danger lay in too much wealth being accu- 
mulated in Great Britain, resulting in contentment with things as 
they are. Not in South Africa alone, but in the whole Empire the 
dominion of Great Britain was at stake five years ago; since then 
enormous progress had been made in the South African Colonies, 
which he hoped would in their own lifetime be federated. 

Mr. W. M. Mordey proposed the health of Our Guests,” and 
referred especially to the railway inen, to whom he recommended 
electrification as the cure for the tramway competition complaint. 
The fact that no power station gave out more than 5 per cent. of 
the energy of the coal put into it showed that the help of men of 
science was badly needed—there were many problems awaiting 
solution. Sir Alex. Binnie (President of the Institution of Civil 
Engineers), in reply, said that electrical engineers had done more 
than any others to promote harmony between the nations. Steam 
did much, but electricity brought the minds of men into closer 
communion, forming a great congress of human beings who all 
ought to do good to one another. 

The company then adjourned to a reception room, where they 
were able to converse at ease. During the evening the Imperial 
Orchestra, under Mr. A. Crudge, performed а programme of music, 
and the proceedings were in every way successful. 


LEGAL. 


Victor Coates & Co., LT». (BELrasT) v. Law ACCIDENT 
INSURANCE Society, Lro. 


AT Belfast last week Mr. Justice Gibson and Mr. Justice Kenny 
had before them this arbitration. According to a Belfast news- 
paper, the defendant company bad insured a large engine, erected 
by Messrs. Coates at Newcastle-on-Tyne, for the Corporation elec- 
tricalstation. А question arose whether certain works required to 
be carried out during the trials of the engine and afterwards, came 
within tbe clause of the policy and were to be borne by the 
insurance company or by Messrs. Coates. Having failed to agree 


on an arbitrator, the King's Bench was invoked to appoint one 
under the Irish Common Law Procedure Act, but the insurance 
company sought to discharge an order making the submission to 
arbitration a rule of Court, on the ground that the Court had no. 
jurisdiction. The Court, after hearing the arguments, suggested 
that, as the matter must come to arbibration, the parties might 
agree on the selection of an arbitrator, the case meanwhile to stand 
out of the list. . 


Dickinson & Co., Lr». 


In the Chancery Division on Friday Mr. Dunham applied to Mr. 
Justice Joyce for the appointment of & receiver and manager of 
Dickinson & Co., Ltd. The learned counsel stated that his client 
held the whole of a series of £500 debentures in the defendant 
company, which carried on business as electrical and mechanical 
engineers in London. The principal became due on December 
31st, 1904, and no interest had ever been paid. In November a 
р to wind up the company was presented, and it would be 
eard next week. ; | ` 
Mr. Justice Joyce appointed a receiver and manager as asked. 


Davis v. SPAGNOLETTI & Co. 


Tuis case came before Mr. Justice Channell, sitting without a jury, 
in the King's Bench Division, on Thursday last week. Mr. New- 
bolt appeared for the plaintiff, and Mr. McCall, K.C., and Mr. 
J. C. Graham for the defendants. 

Mr. NEWBOLT, in opening the case, said that the defendants were 
contractors and manufacturers of electrical appliances, and agents 
for the Rex Fire Extinguishers, and on July 9th, 1901, an agrec- 
ment was made by which the defendants engaged tho plaintiff to 
sell the extinguishers, and also to obtain manufacturing orders for 
electrical work. The terms between the parties were arranged by 
a letter written on July 9th, 1901, and at an interview which fol- 
lowed. The plaintiff's case was, that in pursuance of the contract 
the plaintiff introduced to the defendants six or seven firms who 
gave them orders. Amongst these firms were the British Thomson- 
Houston Co., Messrs. Blackwell & Co., and the Great Central Rail-- 
way Co. By tbe statement of claim, plaintiff alleged that defen- 
dants had refused to pay.him any commission after November, 
1904, and had not rendered him any account of sales. In February, 
1905, the plaintiff received notice from the defendants terminating 
the contract. Plaintiff accordingly claimed a declaration that he 
was entitled to commission as to the defendants' dealings with his 
customers by reason of the employment, and for those that he had 
introduced after he was dismissed without notice. By the defence, 
the defendants alleged that up to February 28th, 1903, there had 
been a settlement ; but the defendants did not allege that the plaintiff 
bad any accounts. Defendants further said that on January 14th, 
1904, they paid plaintiff £17 188., which was admitted, and then 
they said that they had delivered an account containing a com- 
plete statement of all sales of the defendante’ fire extinguishers 
and for manufacturing orders. Defendants also raised the curious 
defence that the manufacturing orders were at such a price that 
defendants could not afford to pay any commission. Defendants 
further said that plaintiff sold nothing after February, 1903, and 
they paid £30 into Court in respect of the past commission due, 
and the plaintiff's right to future commissions. The learned 
counsel said that the plaintiff for years past had been engaged in 
electrical work, and about 20 years ago was a partner in an im- 
portant company called Laing, Wharton & Down. After he severed 
his connection with that company, he felt capable of introducing 
work to the defendants, and so entered into the contract in ques- 
tion. . 

The PLAINTIFF gave evidence in support of his, Jcounsel's state- 
ment, going in come detail through the accounts with the defen- 
dants. Á ] 

In the result his Lorpsuip, after hearing the evidence of the 
defendant and his manager, held that the plaintiff was entitled to 
£30 commission, but as the defendants had paid this amount into 
Court, judgement was entered for the defendante, with costs. 


\ 


TIMPERLEY v. BURNLEY CORPORATION. 


At the Burnley County Court last week, defendants were sued for 
£50 damages, alleged to have been caused, by the negligence of one 
of the Corporation's electric car drivers, to the van of a baker and 
confectioner. Tte case for the plaintiff was that on September 
5th his man had been delivering goods at a shop in Westgate, and 
prior to re-entering the van he looked up and down the road to see if 
it was clear. At that time there was no electric car in sight, but 
when the horse had walked 10 yards a car crashed into the van and 
jammed it against an iron pillar, smashing it, and throwing the 
driver into the road insensible. When the driver had recovered 
somewhat the car driver, it was alleged, came up smiling, and 
remarked that he thought he could just pass the vam before it got 
to the pillar. For the defence it was contended that the van was 
at а standstill till the car got level with it, and then the horse 
started off, swerved suddenly, and the front part of the van collided 
with the tram. The back part of the van was not touched. There 
were а number of witnesses called on both sides. His Honour 
Judge Bompas said there seemed to have been equal negligence on 
the part of the drivers, and under the circumstances he thought 
the plaintiff could not recover. He would give judgement for the 
Corporation | 
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THE Mayor, &c., oF CAMBRIDGE r. THE NATIONAL TELEPHONE Co. 


In the Chancery Division on Saturday before Mr. Justice. Joyce, 
Mr. Pattison said he moved on behalf of the Corporation of Cam- 
bridge for an order to compel the National Telephone Со. to 
remove certain poles апа standards for carrying  tele- 
phone cables and wires in Cambridge. The defendants had 
appeared to the action, but the matter now came on ав а motion 
for judgement in default of defence, and defendante were not 
represented by Counsel. Within the borough of Cambridge there 
were a number of these poles and standards, which were erected 
under a terminable licence from the plaintiffs. Notice to 
terminate the licence had been given. The statement of claim 
alleged that the necessary notice had been given to the defendants, 
but the poles and standards had not been removed. He therefore 
vies for an order to compel the defendants to remove these 
things. "A 

His Logpsuip said that the plaintiffs could have an order that 
ihe defendants do remove the poles and standarde within 21 days. 

Mr. Pattison said plaintiffs would be content with an order that 
the poles should be removed within a month. | 

His Lorpsur said he wished he could make the Telephone Co. 
pay, but he was not sure whether the plaintitfs bad sustained any 
еш: An inquiry as to damages would bother the Master very 
much. 

Mr. Pattison said he would not insist on the inquiry. 

His Lorpsuip made an order for the removal of the poles within 
a month, the costs up to and including judgement, to be taxed. 


SwaNsEA CORPORATION v. NATIONAL TELEPHONE Co., Іт. 
(APPEAL). 


Lonups JUSTICES VAUGHAN-WILLIAMS, Stirling and Cozens-Hurdy 
have this week been hearing the appeal of the defendants 
in the action of the Mayor, Aldermen and Burgesses of the Borough 
of Swansea v. The National Telephone Co., from а decision of Mr. 
Justice Buckley. 

Mr. Аѕтвовү, K. C., who appeared with Mr, Danckwerts, K.C., 
and Mr. Gay for the appellants, said this was the first case that had 
come up for decision under the new Act of 1899, which gave to & 
borough council the right, if it could obtain a licence from the 
Postmaster-General, under certain circumstances to compete in the 
area of the borough with the Telephone Co. on certain terms. The 
Telegraphs Act shortly provided this: that if certain conditions 
were complied with on both sides, a borough council could obtain а 
licence for telephones within its own area; that, on the Tele- 
phone Co. consenting to certain conditions being inserted into their 
licences, the licences should be extended for the period for 
which the Postmaster had granted the new licence to the Borough 
Council; and that, on certain further conditions being complied 
with, the borough council might ask the new licensee to apply for 
what was called restricted intercommunication. In this case the 
Borough of Swansea had obtained а new licence until 1920, and 
had now called upon the Telephone Co. to give, as the Act called 
it, "reasonable facilities" for what it described as “ restricted 
intercommunication.” All that it meant was really not that one 
system should be joined to the other, which was the view that the 
judge below had taken, but that subscribers to one system should 
have an opportunity of communicating with the subscribers of the 
other. This was the first time this had occurred, and, of course, 
it was quite possible that it might happen іп а great 
many other places. It was of extreme importance to 
the company that they should see that these facilities were 
given in such a way as would not disintegrate and ruin the system 
which was asked to give the facility. The directors of the National 
Telephone Co. were a considerable body of шеп, many of whom 
occupied very high positions, and this particular case was one of 
vast importance to them, because if Mr. Justice Buckley’s construc- 
tion of the Act were correct, the company’s business throughout the 
country, if other cases arose in any numbers, would be lamentably 
Jlisintegrated. The learned judge, he thought, had assumed that 
he was entitled to judge of what was the class of facility that they 
should give. There were many ways in which this might be done. 
It was the most complicated class of work of this vature that could 
possibly be conceived. A telegraph office was nothing to it. There 
were three great telephone systems known, the Western of America, 
the Swedish system, which was very largely used in this country, and 
the system that the National Telephone Co. had hitherto adopted, 
which was more or less a combination of the two. The different sys- 
tems were worked in different ways with different sorts of battery con- 
nections. Assume that the Corporation had started a system and 
demanded intercommunication. All that the Act said was that 
when that demand was made the company was to give reasonable 
facilities. It provided that within six months of the passing of 
the Act the Postmaster-General might, bv general order, lay down 
the circumstances and terms and conditions upon which such facili- 
ties should be given. Whether he was unable to do it they did 
not know, but he did not do it. He made a general order, which 
added nothing to the Act at all, and it did not prescribe any mode 
or term or condition which was to be complied with. Supposing 
there were five well recognised modes in which these facilities 
could’ be given, and that three out of the five were modes which 
would ‘disintegrate and cause great confusion and difficulty in their 
working. Supposing that the two other modes would give the 
Corporation exaetly the same facilities without costing the company 


all this trouble and convenience, and supposing that the directors. 


of the Telephone Co., as they had done in this case, met and dis- 
cussed it, took the very best expert opinion they could get, and 
came to the conclusion that they would allow it to be done in one 
of the two ways that they thought would alone do it efficiently and 
without unnecessary disturbance, and without interfering with 
their obligations to their own subscribers. In that case the Coart 
could not, would not, and ought not to interfere, because it had 
been laid down for years and years past that where a body had to 
give reasonable facilities for a certain thing which could be done 
in various ways, the choice of the right way was left with the person 
who was called upon to give the facilities. The Corporation had 
demanded that they should do a particular act, and that act only. 
They demanded intercommunication in a particular way and by a 
particular means, which the company said would destroy both 
systems, and in the honest exercise of their discretion and their 
powers, they had come to the conclusion that that was not a proper 
way of giving facilities. The learned Judge had taken upon him- 
self the jurisdiction to hold that he was entitled under this Act to 
say what reasonable facilities were, and how they must be given, to 
this extent—tbat he had expressed himself extremely strongly in 
favour of the Corporation’s demand, and he had gone so far as to 
hold that the facilities which the company had offered amounted to 
a refusal to give any facility at all within the meaning of the 
Act. Tbe directors of the company felt this very much. 
They had done what they held to be their very best in 
deciding in what way these facilities were to be given. 
The Corporation did not say that what the company 
proposed ‘would have апу pernicious effect. They admitted 
that it was the best, but said it was too expensive. They 
did not deny that that system when in operation would give the 
best possible results, and they admitted that what the company 
proposed might have to be done at a later date, but at the moment 
they said they were entitled to have partial communication 
between the exchanges and to compel the company to take their 
messages through various exchanges instead of direct to their sub- 


'Seribers. The Corporation wanted it done ia a rough and ready 


and bad and faulty way, admitting that it would have to be 
altered as time went on and as more subscribers came in. The 
company wanted to do it in а way which would once for all make 
it perfect and enable them to comply with their obligations. If 
their Lordships came to the conclusion that what they bad offered 
to do was not only reasonable, but was the only sensible way of 
doing it, based upon their experience of very many years, then 
unless they could hold that that was a refusal to give facilities, their 
Lordships would not take upon themselves jurisdiction to order them 
to do something else. That was where their jurisdiction did not come 
in. Thecompany had 12 exchanges in Swansea, and the Corporation 
had now five. They said that all they were bound to do was to 
bring a great bundle of cables up to the company’s central exchange 
and demand that the company should put them on to the switch- 
boards. Then they said that if any of their subscribers wanted to 
telephone to any of the company's exchanges, the company would 
have to do that—lay the necessary junctions, and do the necessary 
work to take their messages through the central office. They 
treated it as if each system had a large mouth, and all they had to 
do was to pour their messages into the mouth of the company's 
system. The company, on the other hand, said the Corporation 
must carry their message up to the switchboard to which their sub- 
scriber was connected. The learned Counsel said he could not 
see how the learned Judge could say that the National Télephone 
Co. were trying to put on the Corporation of Swansea unnecessary 
obstacles. Whatever the Telephono Co. wanted the Corporation to 
do, the company were willing to do exactly the same. The Act 
said that the Telephone Co. were to give reasonable facilities for 
the Corporation's subscribers to speak to the company's, and the 
Act also said that the Corporation were to grant the same 
facilities. | 

During the learned counsel's argument Lord Justice VAUGHAN- 
WILLIAMS, addressing Mr. Buckmaster, asked if the question to be 
decided was not very much one of expense. 

Mr. BUCKMASTER: If you only see what the Judge has ordered it 
is very difficult to see what they are appealing from. The Judge 
has merely declared that we are entitled to certain things, and 
that certain things shall be done, and that if in the course of work- 
ing, certain things he has described are necessary, there shall be 
liberty to apply. 

Lord Justice VauGHAN-WILLIAMS: At the bottom is it not really 
a question of costs ? 

Mr. Buckmaster: And delay. One thing is certain: if there is 
anything further to be done to render this thing effectual, there is 


. power left open to the Court to determine it. 


Lord Justice VAUGHAN-WILLIAMS: What I want to know is 
this. Take the Pontardulais. We are told by Mr. Astbury that if 
the messages from any of the Corporation stations can be sent 
through the telephone central to Pontardulais, that there will be, 
amongst other things, a necessity for a considerable increase in the 
junction wires between the junction and Pontardulais. 

Mr. BUCKNASTER : Directly we start working, and find that it 
will occur, three extra wires will be laid. The only dispute between 
us is this. We have never disputed that, if in the course of 
working it will be necessary to lay further wires, we will join in 
the expense tbat they incur in laying them. 

Lord Justice VAUGHAN-WILLIAMS: Will you undertake that, if 
for the purpose of carrying your messages additional junction 
wires are required from the telephone central, in each case you 
will pay the cost ? | | 

Mr. BUCKMASTER: The whole cost? . 

Lord Justice VAUGHAN-WILLIAMs: They are willing to meet you 
there. They are willing to рау the cost of the return wire. 

Mr. ASTBUBY : It would be ludicrous not to put an up linc and a 


— 
- 


/ 
л” | - : 


vol. 57. No. 1,464, Dxczwaza 15,1905] THE ELECTRICAL REVIEW. 


‘961 


down line. We have been carrying on business in hundreds of 
places for many years, and it isa matter of calculation. If the 
Corporation are able to carry it on in this way they may get 
hundreds of subscribers in the next 12 months. What I want to 
say is this: It is not a mere matter of accommodating their people 
at Swansea, but it is a matter of vital importance to the telephone 
company. If the judgement stands, Corporations all over the 
country would say that they would have atelephone system in 
rivalry with ours. .We want to protect ourselves against that. 
Proceeding, the learned counsel said he thought that when their 
Lordships heard the evidence they would have no doubt where the 
weight of evidence lay. There was another important matter about 


these trunk lines. Their Lordships knew that under the Acts all 


the trunk lines from town to town were vested in the Postmaster- 
General, and they were bound to give preference to trunk messages 
from any town. There would be great confusion if the trunk 
lines became overloaded. The evidence was that their wires were 
overloaded at present. 

Mr. AsTBURY continuing, read copious extracts from corres- 
“pondence that had taken place between parties before the issue of 
the writ. 


Lord Justice VAUGHAN-WILLIAMS: Ishould like to ask both sides 


whetber we are bound to listen to this correspondence, the object 
S which is to show that on one side or the other there was bad 
blood. СИ 

Мг, Автвивү said һе would not proceed further with the corres- 
pondence. 

Lord Justice WILLIAMS said the question they had to decide was 
whether the Telephone Co. had a right of selection or not. If they 
decided that they had, they would not take away that right even if 


4 


they had made the selection іп а malicious spirit. 


Mr. AsTBURY said he did claim the right on the part of the com- | 


pany to make a proper selection, however inconvenient it might be 
tothe Corporation. They desired to give reasonable facilities by 
the use of their operators and switchboards to enable subscribers to 
the Corporation system to intercommunicate with their subscribers. 
The system which the company proposed to introduce might be 
dearer at the beginning, but it would prove cheaper in the end, 
because it would be at once efficient and perfect, and could not 
possibly get out of order. 

After some further discussion, Lord Justice VAUGHAN-WI1LLIAMS 
made a suggestion that the parties should agree that the two 
centrals should remain connected as they were, and that as soon as it 
was found by the Post Office engineer that there was a block 
betw een the central and any of the sub-exchanges of the Telephone 
Co., then there should be provided + sufficient number of junction 
lines at the joint expense of the borough and the company. 

Mr. AsTBURY said that the lines they wanted most were from 
Pontardulais to their exchange. 

Lord Justice VAUGHAN-WILLIÀAMS: What I meant was that 
direct wires should be put down as your people have suggested that 
they should be done. 

Mr. AsTBURY: Ithink this will be more reasonable. I agree by 
way of arrangement that for the purpose of trying and testing how 
it should be done, the junctions between the two central 
exchanges shall remain. Leave them in as they are, and then if 
and when we find that there is а congestion which interferes with 
the reasonable carrying on of business between our central 
and any one of our sub-cxchanges, we shall call in the chief 
engineer of the Post Office, and if he is satisfied that a block does 
exist then between that exchange and their exchange, there sball 
remain these two things at the joint expense. I will agree to that, 
and provided that it is agreed that Mr. Justice Buckley’s judge- 
ment is reversed, I am willing to pay my own costs both here and in 
the Court below. ; 

Lord Justice VAUGHAN-WILLIAMS: I suppose we may discharge 
the judgement instead of reversing it? 

Mr. AsTBURY : Oh, yes. 

Mr. BUCKMASTER said that һе could not consent to the suggestion. 
Up to a certain limit the judgement of Mr. Justice Buckley pro- 
vided precisely what his Lordship suggested. The learned judge 
gave liberty to either party to apply to the Court if it was found 
that there was really any difficulty as to the connections. The 


Whole point of the thing was to try these connections at their 


exchanges. ; 

Lord Justice VauGHaN-WILLIAMS: It is quite plain, as the 
judgement stands, that the only thing that will happen will be а 
consideration of what work is necessary to carry out the inter- 
communication on the basis asked for by the Corporation. 

Mr. BUCKMASTER said tbat he feared the Court did not really 
appreciate the posjtion of the Corporation. 

Lord Justice VAUGHAN-WILLIAMS : If you take the position that 
wherever any works are required— additional wires and switch- 
boards—they are to be paid for exclusively by the company, you are 
quite right in not agreeing to anything. 

Mr. BUCKMASTER said he did not ask any such thing. 

Lord Justice VAUGHAN-WILLIAMS said that up to a certain 
extent be thought that additional wires were necessary, and that 
the expense should be shared. 

Mr. BUCKMASTER said he could not accept the suggestion. 

Mr. AsTBURY then continued reading the evidence given in the 
Court below. 

Mr. DANCKWBRTS, following on the same side, said the last thing 
the company could be accused of was suggesting something which 
was unfair and unreasonable, or of^ not regarding the true interests 
of the subscribers. What they did was, mechanically and from a 
business and an economical point of view, the best. 

'The hearing was adjourned. | 


(To be continued.) 


CORRESPONDENCE. 


Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward their com- 
munications at the earliest possible moment. No letter can be pub- 

. lished unless we have the writers name and address in our possession. 


| Slevenly Business Methods. > 
І see in your issue of this week a letter signed Borough 


Electrical Engineer.“ pointing out the trouble he has 


intended for his 
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experienced through communications, 
department, being addressed only “ Corporation of ————, 
and taking a long time to filter through the various 
departments before they finally reach his hands. 

I had the same trouble for years, more particularly with 
invoices and accounts, and had the following stamp made, 


which is stamped on all orders :— 


ALL INVOICES AND A/CS MUST BE 
ADDRESSED TO THE ENGINEER, 


This stamp has done splendid work, and a. modification of 
it would no doubt be helpful for * Borough Electrical Engi- 


neer.“ , 
| C. M. Johnston, M. I. E. E., 


Borough Electrical Engineer. 


Shrewsbury, December 11th, 1905. 


Please accept my thanks for publishing my few remarks 
last week on the question of addressing letters. I would like 
to add a few further remarks this week on another point 
which has already cropped up. 

On the day you published my letter, I received a letter 
bearing the impress of nearly all the corporation departments, 
addressed to ** The Engineer, Corporation.” 

Now, I would ask you, Mr. Editor, if any sensible firm 
expects a letter, addressed like that, ever to reach the person 
whom it is intended for ? : | 

The following is a list of engineers connected with this 
Corporation :— - 

The consulting engineers for the new waterworks. 

The resident engineer for the new waterworks. 

The resident engineer for the present water supply, who is 
also the borough surveyor, and often termed the borough 
engineer. | | 

'The dust destructor and sewage farm engineer. 

The gas engineer, and myself. 

With this number of engineers all connected with the 
Corporation, your readers will easily see how utterly im- 
possible it is for letters to reach their destination without 
unnecessary delay, and although the firms, whose letters 
are addressed in this way, have to take the responsibility, 


I really believe that the fault is due to some unimportant 


little member of the staff, who is too much engrossed with 
other details to pay sufficient attention to his work. 

If it is a matter of saving time, the address of any 
corporation electricity works can shortly be written in three 
words, ¢.¢., Electricity Department ,or the other way would 
be to address the letters to the engineer by his own name, as 
all.corporation engineers are too well known by the postal 
authorities in each town, and the public as well, for letters to 
get very far astray, when so directed. 


Borough Electrical Engineer. 


Milan International Exhibition, 1906. 


But few persons in this country realise the importance of 
the Milan Exhibition, to be opened next spring, as в great 
commercial opportunity for manufacturers. I learnt during 
a recent short visit to Milan that our Continental com- 
petitors are still clamouring for space in addition to the large 
areas they were wise enough to reserve a long time ago, when 
the prospects of the Exhibition were very uncertain, and 
that they are willing to conform with the rigid and some- 
what unusual rules that regulate admission, classification 
and arrangement of exhibits. In the meantime, indifference 
on the subject prevails in this country, and the prospects are 
that on this, as on so many previous occasions, we shall 
make a display unworthy of our industrial greatness, unless 
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there is an awakening at the eleventh hour. As reasons 
for abstention, our manufacturers plead stress of business ; 
the cost and trouble involved by exhibiting ; the uselessness 
of attempting to compete with foreign makers ; the difficulties 
(shared in common with other countries) of tr ying to make 
business in a protected country; besides many other reasons 
which, not being a manufacturer, I cannot gaingay. But it 
does seem to me that if it is worth the while of France, 
Germany, Austria, Belgium and other nations, to incur the 
expense and trouble inseparable from exhibiting, in order to 
capture or increase a rapidly growing trade in Italy, it 
should also be worth the while of our home manufacturers to 
do likewise, and not to abandon a great and increasing 
market to other hands, at all events without a struggle. 
Our workshops may be full of orders, but our streets are full 
of unemployed who cannot be fed on the traditions of British 
commercial greatness. 

It is not for me to decide this question; I can only 
record with regret our competitors’ energy, and our own 
indifference, and express the hope that I may be wrong in 
my deductions. 

However this may be, I can only state with certainty 
that the Milan Exhibition of 1906, though not half large 
enough for the demand upon its space, will be one of the 
most attractive and (in my judgement) one of the most 
useful that has ever been’ held, and that it will reflect, the 
highest credit on it& organisers and administrators. 

Arthur Serena, 


Hon, Executive Commissioner, British Section. 


London, E.C., December 12th, 1905. 


Cost of Gas Power. 


I have been interested in Mr. G. M. Brown's contribution 
on this subject in your issue of the 24th ult., and -my in- 
tention was, on first perusing it, to utilise it as a means of 
converting а certain user of power. 

On further looking into the figures I think some error 
has crept into the cost of a gas engine for town gas and 
also a gas engine for suction gas plant. The cost of the 
former should be approximately £180 instead of £450, and 
the latter £300 instead of £600. 

I also think that the attendance item under the suction 
plant has been estimate: too high. It seems that some £75 
per annum has been allowed for this, when half this would 
appear to be ample. Allowing for these two alterations it 
hrings the comparative costs for electric motor, gas engine 
with town gas, and gas engine with suction plant respec- 
tively ав follows :— 


Electric Motor. Engine with Town Gas. . Suction Plant. 
993d. 854d. 629d. 


I am just as anxious as your correspondent that the very 
best case possible should be made for electric power, but I 
think great care should be taken to see that the figures 
utilised are quite correct. 

There is no doubt that, taking the above amended figures, 
and assuming a poorer load factor, which in many cases is 
as low as 25 per cent. and under, electric driving. can in 
many towns compare very favourably with both the gas 
engine and the suction plant. 

Р, J. Pringle. 

Burton-on-Trent, December. 6th, 1905. 


Steam Meters. 


I should feel very much obliged if you or any of your 
correspondents could describe means, if any there are, of 
directly measuring the rate of flow of steam in a pipe—e.., 
by some form of meter. | 

Also, what degree of accuracy may be expected from the 
inethod described, and would it be equally suitable for 
superheated and saturated steam? 


| | A. 8. L. Barnes. 
Gibraltar, November 30th, 1905. 


[A steam meter was described by R. S. Bayntun in our 


issue of February 5th, 1904 ; another was described in a 
paper read before the American Institute d Mechanical 
Engineers last year, —Enps. E.R. ] 


Temperature rating is, of course, at full load." 


-Compound-Weund Dynamos for Small Lighting Stations. 


In the ordinary two-wire and three-wire stations (par- 
ticularly small stations) with storage battery, when the 
intermittent working of motors is objectionable, on account 
of the fluctuation in lights caused by starting and stopping, 
would the partial compounding of the dynamo field magneta 
not get over the trouble? It seems to me that if the usual 
shunt-wound dynamos, with only a small amount of series- 
winding added were used, this series-winding would tend to 
prevent the usual fluctuation caused by the starting of, say, 
a passenger lift, or the working of a good sized circular saw. 

Would this series winding reverse the polarity of the 
dynamo in the case of a short-circuit, or the momentary. 
driving the dynamo as a motor from the bus-bars ? 

Where storage batteries are concerned, of course the 
reversal of polarity would be a serious matter. 

Are not some gas-driven stations ran with compound- 
wound dynamos and storage batteries ? 

I shall feel grateful if one of your readers will reply to 
these points. 


* 


Werdna. 


5 Control. 


Permit me to uest your unknown correspondent, 
“ Crane,” to stick 1 e truth when quoting from publica- 
tions issued by this company or Mr. Raworth. 

In his letter of last week he says: —“ In letter No. 7 he 


. (Mr. Raworth). says that the horse- power of motors usually 


fitted is altogether excessive.” 

On referring to letter No. 7, I find the. gentence referred 
to reads as follows :—** А few months later І found that the 
power of the motors (at Southport) was still altogether 
excessive, 80 I took one motor off and put it in the stores." 

The unfairness consists in founding an argument upon . 
the interpolated words, usually fitted.” 


J. Hodgson, Secretary, 
Roworth's Traction Patents, Ltd. 


London, December 14th, 1905. 


I read in your issue of the 8th inst. that Crane has 
obtained the following “ information ” :— 

1. “А shunt motor pounds up hill at full speed.“ 

It does nothing of the kind—it goes up at the minimum 
reactive speed of the motor. 

2. A shunt motor takes an overload while working at 
minimum field." 

This is also incorrect. . 
than the series motor. 

8. * The реп Valley shunt motors have an awful over- 
load forced on them by the Shoulder of Mutton Hill.” 

All the series motors at Spen Valley, cast from the same 
patterns, take the same load every ten minutes. 

Let me advise Crane to collect his information 
instead of inventing it. I again invite him to come down 
to Spen Valley, where he can have every facility for doing so. 


Alfred Raworth. 


It will, however, take more load 


Great Northern Hotel, Leeds, 
December 11th, 1905. 


It is a pity that the space you have been good enough to 
allot to correspondence on the subject of Regenerative 
Control " should have been so largely taken up with pointless 
argument, and that the critics should have been, in many 
cases, so careless in their statements of facts. 

“ Crane” seems to be the principal sinner. This is, 
perhaps, due to an attempt on his part to imitate the style 
of another. Mr. Raworth can be a humorist and an 
engineer at the same time, but “ Crane,” it would appear, 
has not this faculty. Са 20 

Most of Crane’s” letter, published im your issue of 
December 8th, is too irrelevant to be fairly criticised . and 
can hardly have any real interest for principal traction 
engineers. 

It is not unfair, however, to refer to the statement that 
„Crane 
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must know, if he has had any experience with traction 
motors, that this is not the case. Perhaps the printer has 
left something out. Crane also says, For which 
condition (referring, no doubt, to full load) in neither 
motor (J. e., shunt or series) will the field be saturated.” 
The field of practically every standard traction motor is 
saturated at or about rated load, which is, and should be. 
considerably below full load. 

The whole question is a simple commercial one. Not one, 
not a dozen, but scores of motors are at this moment running 
successfully, economically, and to the full satisfaction of the 
companies operating them, under regenerative control, and 
have been so running for many months. This is not due to 
any occult powers of Mr. Raworth or anyone else. 

Cannot ** Crane " abandon his humour and deal with the 
practical and commercial points under consideration ? 


` | А. К. Baylor. 
London, December 12th, 1905. 


І have read the letters signed “Crane.” I have also 
tested a number of the regenerative cars now in operation, 
and I am convinced that Mr. Raworth's so-called ** Goose ” 
is really a * Swan." | 

* Crane " should accept the offer which has been made of 
а practical demonstration of the working of the regenerative 
control on one of the severest tramway tracks in this country. 

If he will do so, I am certain he will be surprised at the 
progress which has been made in the working of this type of 
traction motor, and I feel sure he will acknowledge its great 


future in tramway work. 
S. Sudworth. 
Croydon, Derember 11th, 1905. 


BUSINESS NOTES. 


* 


Imitation is the Sincerest . — We notice that 
some of our contemporaries are inserting several small advertise- 
ments taken bodily from the columns of the ELECTRICAL 
Review. Our advertisers will have the satisfaction of knowing 
that when they pay for such advertisements in the RRVIEw, they 
may yet extra insertions in the columns of the said contemporaries 
gratis. But perhaps that which costs nothing is hardly worth 
having." 


A Storage Battery Monopoly in Germany.—The 
developments which have taken place in Germany in the past three 
years are leading to the establishment of a monopoly of the business 
in stationary accumulators. Until 1902 а syndicate of secondary 
battery makers was in existence, the combination: being composcd 
of ten firms, but the price war waged against it by outstanding 
firms wrecked the undertaking, and the syndicate collapsed with 
the result that free competition became once more the order of the 
day. Since then а system of concentration has been pursued by 
the Berlin-Hagen Accumulator Co., which has either absorbed or 
become associated with most other makers, so that it now controls 
` the greater portion of the trade in secondary batteries for stationary 
work at the present time. The consolidation has proceeded so 
rapidly that only three independent firms remain. These are the 
firm of Gottfried Hagen, of Kalkberge, near Cologne, the recently 
formed Witten Accumulator Co., and the Accumulator Works (late 
Boese) Co. of Berlin. Аз far as the first mentioned is concerned, 
it appears that the firm has an alliance with the Berlin-Hagen Co., 
and it is, therefore, not a rival; the Witten Co. only has a paid-up 
capital of £12,500; and the Boese Co., after financial reorganisation, 
is endeavouring to come forward in the front rank again. Аз to the 
causes which have largely contributed towards the creation of the 
practical monopoly, it is mentioned that the Berlin-Hagen Co. 
originated in the accumulator interests of the Allgemeine Co. and 


the Siemens & Halske Co., and thus close relations existed between 


the former and the two latter companies from the beginning. 
When the battery syndicate was dissolved, the Berlin-Hagen Co. 
succeeded in concluding agreements which assured it the largest 
share of the German trade. The arrangements were made with the 
Allgemeine Co., the Siemens & Halske Co., the Lahmeyer Co., and 
the Schuckert Co., while to these has recently been added the Saxon 
Light & Power Co. It is stated that under the agreements the 
battery company is given a preference in tendering for accumulators 
required for works carried out by the electrical firms in question, 
and the support rendered by the latter in many cases secures the 
orders for the former. The importance of the agreements is shown 
by the fact that the group of electrical firms mentioned controls 
about 70 per cent. of the entire demand for stationary batteries. 
In return the Berlin-Hagen Co. grants these firms the maximum 
rebates, and in the case of orders directly executed without the 
intermediary of any one of the firms composing the group, a per- 
centage on the transactions is paid over to the latter in accordance 


with the terms of the agreements. It will be apparent that in 
thesc circumstances some difficulty is experienced by the two out- 
side makers of batteries in competing with the Berlin-Hagen Co. 
The paid-up share capital of the Witten Co. is too small to allow 
of its making headway against its strong rival, but the Boese Co. is 
agitating in the direction of endeavouring to induce consumers to 
divide their orders instead of placing them dis dg with one com- 
pany. It is stated that this agitation hag been successful in many 
cases, although no instances are cited to substantiate the assertion. 


Increased Prices of German Telephonic Apparatus. 
—Itwas intimated atthe recent general meeting of one of the German 
telephonic material manufacturing companies that an agreement in 
regard to prices was being arranged. This statement has now been 
amplified by the announcement that the principal German firms 
engaged in the production of telephonic and telegraphic apparatus 
and appliances have been compelled, having regard to the large 
increase in the prices of raw materials, to advance prices of manu- 
factures by 10 per cent. The arrangement affects the ALLGEMEINE 


ELECTRICITY Co., the SIEMENS & НАгзКЕ Co., Mix & GENRES T, the 


J. BERLINER Co., R. Stock & Co., E. Zwretuscy & Co. and several 
others. The number of small firms occupied in the same branches 
were not included in the negotiations which have led to the 
bringing ‘about of this price arrangement, which, it is said, is also 
about to be extended во as to apply to the trade in storage 
batteries. 


Consular Notes, —BALEARIC ISLANDS.—Acoording to a 
report of the French Consul at Palma, the population of that town 
amounts to nearly 75,000 persons, but the facilities for communi- 
cation between one part of the town and another leave much to be 
desired. The only tramway line existing is five miles long, and 
narrow gauge ,with animal traction. This undertaking, exploited 
for some years by & local company, is very inefficient, in point of 
view of service, for the several districts of the town. The tram- 


way was established with a view to communication between the 


town and Terreno and Puerto Pi, which are the residential districts. 
The speed is very low, owing to the fact that the single-track syetem 
is in use. Passengers from the residential districts are now obliged 
to travel by carriage to the town. It is stated that an electric 
system would be too expensive, but whether this be so or not the 
Consul is of opinion that the present system could be very much 
improved in new hands, or that a competing line would have every 
hope of success. The Consul is also of opinion that a service of 


automobiles connecting Palma with the various parts of the island, 


at present without railways, would be very successful The Consul 
adds that firms would lose nothing by sending an expert engineer 
to study these two questions. | 

CoLOMBIA.— In a recent report, published by the German Govern- 
ment on the condition of the province of Casanare (Colombia), it is 
stated that ав a telegraph line exists between Bogota and 
Villavicencjo, and Bogota and Chita, it would be easy to arrange 
for communication with Orocue. The only system suitable would 
be that of wireless telegraphy. The ordinary telegraph system 
would be too costly. As the “Llano” is not populated, special 
arrangements would have to be made for inspection of the line to 
guard against damage by prairie fires, floods, and particularly white 
ants unless the posts were of iron. For the wireless system three 
stations at the most would be required. | 

RussIA.— The Austro-Hungarian Consul at Odessa reports that 
Germany and Great Britain share the trade in steam machinery, 
turbines, &c., and Austria and Germany the trade in petroleum 
motors. The use of the latter is relatively small, in spite of the 
fact that fuel is cheap, but much greater trade could be done if 
prices were more suitable for small undertakings. Motors of 
German and Finnish manufacture are chiefly used for electric 
lighting and similar purposes. The trade in gas generators is 
increasing from year to year. | | 


Condensing Plants.— We understand that the MIRR- 
LEES WaTSON Co., Ltp., of Glasgow, have a long list of orders in 
hand for condensing plants, among which are the following :— 


Gloucester Corporation.--One set surface plant, duty 80,000 lb. 

Moss Bay Hematite Coal & Steel Co.—One elevated counter-ourrent jet con- 
densing plant (in connection with blast furnace engine), duty 70,000 Ib. 

County Borough of Devonport.—One set surface plant, duty 25,000 lb. 

County of London Electric Supply Co. (per B. T.-H. Co.). One set sub-base 
surface plant for Curtis turbine, duty 29,250 lb. 

North epg tae Electrio Power Supply Co. (Willesden Station). Two sets, 
each 22, lb., surface plant for turbine installation (repeat order). 

Bentley Pits, Doncaster (per Mr. P. J. Mitchell). —Elevated counter-current jet 
condenser, duty 22,000 Ib. ' 

For Malaga (per Mather & Platt, Ltd.). Elevated counter-current jet condenser, 
duty 23,000 Ib. 

For Rangoon (per B.T.-H. Co.).--Two elevated counter-current jet condensers, 
duty of each 15,000 1Ь., and one ad 12,000 lb. 

Kearsley Spinning Co. (per Electrical Co.).—One surface plant having 8,650 sq. ft. 

South Wales Electric Power Distribution Co., Cwmbran Station (per Messrs. 
Bramwell & Harris).—Three sets surface ince duty each 20,000 lb. 

South Metropolitan Electric Power Со. (per Willans & Robinson, Ltd.).—Surfase 
plant, duty 32,500 lb. | 

Shoreditch Borough Council (per Willans & Robinson, Ltd.).—One set surface 
plant, duty 27,000 lb. 

Beckenham U.D.C.—Onc set surface plant, duty 9,000 Ib. 


Large Lamp Rheostat.— Messrs. PIRELLI, of Milan, 
in connection with the testing of their cables, have adopted a rheostat 
of 800 incandescent lamps of 110 volts placed in series, and capable 
of withstanding 90,000 volts in all. The lamps are connected 
together with bare copper wire, and a thin silk-covered wire is 
joined across the conductors which make connection with the lamp- 
holder. Normally, when the filament is in good condition, the 
layer of silk around the small wire insulates it from the conducting 
circuit, but should а filament break, the silk being subjected to a 
large difference of potential is burnt through, and metallic contact 
established, thus short-circuiting the faulty lamp. | 
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The Charing Cross and City Co.’s Exhibition.— | 


In our last issue we referred to the permanent Exhibition of the 
Charing Cross, City and West End Electricity Supply Co., Ltd., 
which has been opened at 85, Fenchurch Street, for the enlighten- 
ment of possible light and power consumers in the company’s 
area. On Wednesday, in company with other representatives of 
the Press—technical and otherwise—we had the pleasure of paying 
a visit to the Exhibition, where there are, as we have already 
indicated, many of the latest attractions in electric light and power 
appliances. Inthe absence of the chairman of the company, Mr. 
F. W. Fladgate, who was attending the funeral of Lord Ilchester, 
Mr. G. Brougham Glasier, в director, welcomed those present, and 
made & few brief comments on the objects of the Exhibition, 
stating also that if other manufacturers, beyond those already 
showing, had apparatus that they desired to place in the collec- 
tion of exhibits, they should communicate with the company. An 
appropriate quotation from Shakespeare, “ Апі we must take the 
current when it serves ог lose our ventures,” placed on the wall ina 
conspicuous position to catch the eye; the convincing arguments of 
the company's staff; and the lessons imparted by the exhibits them- 


selves, vill combine to bring on many new consumers. Any display . 


which brings the public into closer touch with the multifarious 
applications of electricity and their convenience and economy, is 
beneficial to tbe electrical industry. Неге we have on а small 
scale the co-operation of the electricity supply authority and the 
electrical supplies manufacturer and trader which helped to make 
the Olympian show so successful. We wish the Charing Cross Co. 
the full reward for their present enterprise. Of the exhibits them- 
selves little need be said here, beyond the remark that flame, arc, 
tantalum and other types of lamps, electric heating and cooking 
apparatus, motors driving various tools, electric lift equipments, 
air-compressing plant, ozonising apparatus, the Solarium” light 
baths, and many other things that the public ought to know about, 
are exhibited for practical demonstration, 44 firms having lent their 
co-operation. The Exhibition occupies a large floor above the 


Fenchurch Street sub-station, which we illustrate in another part of 


+ 


this issue. 
Dissolutions and Liquidations.— OTTO ELECTRICAL 


Manvuracturina Co. (1905), Lro.—This company has decided to 


wind up voluntarily with Mr. E. H. Fletcher, 14, George Street, 
Mansion House, E. C., as liquidator. | 

THE Ілант RAILWAY DEVELOPMENT Co., Ltp.—Meeting to be 
held at 181, Queen Victoria Street, on January 12th to hear an 
account of the winding up from the liquidator, Mr. David 
Williams. 

Tram Skar IMPROVEMENT Co., Ltp.—This company is winding 
up. voluntarily, with Mr. Henry Baker, 18, Booth Street, Manchester, 
as liquidator. | | ` 

Parent REGENERATIVE FURNACE Co., Lrp.—This company is 
winding up voluntarily, with Mr. W. H. King, 13, Basinghall Street, 
E.C., as liquidator. Ыы 

IMPERIAL ELECTRICO LAMP !Ахр BATTERY SYNDICATE, LTD.— 
This company is winding up voluntarily, with Mr. Arthur Sissons, 
Gresham House, E.C., as liquidator. Creditors аге to send 
particulars of their debts, &c., to the liquidator by January 15th. 

INGERSOLL-SERGEANT DRILL Co., Lrp.— This company is winding 
up voluntarily, with Mr. A. Burbury, 144, Leadenhall Street, E.C., 
as liquidator. 

Wr«sHunsT, Ноылок & Co., Lrp.—This company has resolved to 
wind up voluntarily, with Mr. Wm. Cash, 90, Cannon Street, E.C., 
as liquidator. ` 


Bankruptcy Proceedings.—Joux Sampson RoBsoN.— 
At Newcastle-on-Tyne Bankruptcy Court on December 7th, the 
examination of John Sampson Robson, electrical engineer, par- 
ticulars of whose affairs have already appeared in the ELECTRICAL 
REVIEW, was closed. | | 

J. W. SurrH (Smith & Co.), electrical engineer and contractor, 
Darwen. First meeting, December 18th; public examination, 
January 10th. 

WILLIAM LESLiE, electrical engineer, Putney (present address, 
Н.М. Prison, Brixton).—Receiving order made December 7th on 
creditors’ petition. Also a similar order against ALICE FRANCES 
CHEESEMAN, of the same address. 


Trade Announcements. — Messrs. CurTTING BROS., 
dynamo and motor manufacturers, ask that all communicationg 
should be sent to them at their new works—Park Works, Stamford. 

Mr. А. Н. Номт, of 115/117, Cannon Street, E.C., has taken over 
the sole British agency for the Hellesen dry cells from the former 
agents, Messrs. Fuller, Macleod & Co., Ltd. Mr. Hunt wishes it to 
be known that this well-known dry cell can be supplied from 
London stock. Не has in circulation lists showing and pricing the 
cells for ignition, telephony, telegraphy, bells, testing, and various 
other purposes, - 


A. B. P. Accumulators.—The following orders have been 


booked by the A.B.P. AccuMULATOR Co., LTD. :— 


480 cells, 13-plate, for Dumbarton; 26 cells, 5-plate, for Derby; 55 cells, 17- 
plate, for Oxford; 110cells, 25-plate, for Croydon; 54 cells, 9-plate, for Tain, N. B., 
АП © S" type: 54 cells, 23-plate, “С 8” type, for Ealing: 64 sections, renewals, 
for Newcastle ; and 108 cells, 7- plate, ** L type, for South Africa. 


Calendar.—Merssrs. SIEMENS BROS. & Co., LTD., 
are the first in the fleld, so far as we are aware, with a pocket di 
and calendar (Letts) for electrical engineers for 1906. Tabulated 
information, which will be of interest and value to everyone at 
some time or other, occupies the first few pages, and some neat half- 
tone illustrations of Siemens's plant, &c., come next, followed with 
an ample allowance of space for daily notes. The £1,000 Accident 
Assurance coupon i$ not likely to be overlooked. 


Book Notices.— Tue Electrical Testing Laboratories.— 
This is a neat reprint of an article published in the Electrical World 
and Engineer, New York, January 7th, 14th and 21st, 1905, by 
C. H. Sharp, Ph.D., describing the laboratories named as above, 
which have been equipped by a company in New York. Judging by 
the particulars given and the illustrations, the equipment is of the 


most modern and complete description; ample space has been 


provided, and apparatus has been installed for carrying out every 
kind of test that is likely to be required. No fewer than 6,000 
lamps can be tested for life simultaneously, each at its own 
voltage, and storage is provided for 50,000 lamps, besides lock-up 
storage for over 3,000 lamps. The Matthews integrating photo- 
meter is used for arc lamp testing. Altogether the equipment is 
well worth study by those interested in such matters. 

Annalen der Physik.—The last two numbers of the Annalen 
(Band 18, Heft 2, 1905) contain several papers of interest. In 
No. 12 there is an account by Stark, Retschinsky and Schaposchni- 
koff, of their investigations in regard to the distribution of poten- 
tial in the mercury lamp. Their paper begins with a summary of 
the present state of knowledge concerning the ionisation theory as 
applied to arc phenomena. Experiments are made with different 
electrodes and with different gases, and some general conclusions 
are arrived at asto the relative velocities af the ions in the anodic 
and cathodic regions of the discharge, respectively, and as to the 
temperature conditions. Peter Nell contributes an account of his 
researches upon the diffusion of aqueous solutions through geltine. 
Among other results, he finds that gelatine exerts a retarding effect 
upon diffusion, and diminishes the conductivity of such solutions; 
diffusion and ionisation in such cases are influenced by the addi- 
tion of gelatine in direct proportion. Ostwald’s explanation of the 
Liesegang ring (E. Liesegang, "Chemische Reaktionen in Gal- 
lerten," Düsseldorf, 1898) is not accepted by Nell as sufficient. A 
paper by J. S. Sachs concerning the influence of the earth in wire- 
less telegraphy indicates that for waves 31 metres in length, the 
earth's surface acts as a strongly absorbing and weakly reflecting 
medium. The introduction of a condenser in the circuit to earth 
is prejudicial to transmission. Care should be taken, especially 
when transmitting by comparatively short waves, to insulate the 
apparatus effectively from the earth: Trees in foliage absorb and 
reflect the waves. If they are between stations they may weaken 
transmission, but when they are behind the apparatus they may 
improve matters. The plane of transmission should be per- 
pendicular to the plane of the antenne. The intensity of a system 
with two antenne is three or four times as great as that of a system 
with only one and а condenser. Wires perpendicular fo the 
antenne and to the line between stations exert no influence upon 
transmission; if they lie along the line between stations they 
improve the working. Wires placed parallel to the antenne screen 
the transmission more, in proportion as they are wellearthed. For 
effective transmission such conductors should therefore, if possible, 
be insulated from the earth. With waves of 30 metres the 
te integral effect" of transmission diminishes as the square of the 
distance. The Annalen No. 12 also contains a discussion by 
Aschkinars on the relation between the electrical conductivity of 
metals and their reflecting power for ultra-red rays, and а paper by 


R. H. Weber on the measurement of the permeability of steel 


spheres. No. 13 includes an elaborate paper by Ignatowsky on the 
reflection of electro-magnetic waves in а wire, another by Voege on 
the discharge of electricity through gases, and others of theoretical 
importance. 

* Hazell’s Annual for 1906." (24th year.) Edited by W. Palmer. 
London: Hazell, Watson & Viney. 3s. 6d. net. 

" Practical Dynamo and Motor Construction" Ву Alfred W. 
Marshall. London: Percival Marshall & Co. 18. net. 

"Baku: An Eventful History. Ву J. D. Henry. London: 
Archibald: Constable & Co. 12s. 6d. net. 

“Papers and Reports relating to Minerals and Mining, Com- 
prising Statement by the N.Z. Minister of Mines, Report on the 
Goldfields, Report on Coal-Mines and State Coal-Mines, 1905.” 
Wellington, N.Z.: By Authority. 

„Mica, its Occurrence, Exploitation and Uses.“ By Frits 
Cirkel. First of a series of publications to be issued by the Mines 
Branch of the Canadian Department of the Interior, on the 
Economic Minerals of Canada. London: Offices of the High Com- 
missioner for Canada. 

„Handbook on British Patents for Inventions; also referring to 
Colonial and Foreign Patents.” London: Day, Davies & Hunt, 
322, High Holborn. 6d. 

“ Report on Progress of Work of the Engineering Standards 
Committee, from January, 1901, to July, 1906." London: By the 
Committee. The above is a short account of the work of the Com- 
mittee from its inception to July 31st last, together with a list of 
the members serving on the committees, and a list of the 
publications and templates issued. The number of committees has 
gradually grown from the original single committee formed by the 
Institution of Civil Engineers to 35 sectional committees and sub- 
committees, the whole work being now supported by the five 
leading technical societies. The Committee is also receiving the 
support of Н.М. Government, and there are serving on the 
different committees official representatives from most of the 
technical societies and trade associations of the country. 


Smoke Abatement Exhibition.—Among the interesting 
exhibits shown at the Royal Horticultural Society's Hall, Vincent 
Square, Westminster, by the Royal Sanitary Institute in conjunc- 
tion with the Smoke Abatement Society, is that of Messrs. Ep. 
Bennis & Co., Ltp., Little Hulton, Bolton. 

One of their newest things is a fine model of the Bennis and 
Miller-Bennett" improved smokeless chain grate stoker. This 
machine is specially applicable for furnaces.of steam boilers refuse 


DEA 


— 


Vol. 57. No. 1,464, Окскмвив 15,1905] THE ELECTRICAL REVIEW. 965 


destructors, and like purposes. The top surface of the chain grate 
remains continuous across the junction of each pair of links, and 
there is no opening at the end of the links into which ashes or 


‘clinker can fall, or an excessive quantity of air gain admission, even 


at the ends where the chain grate passes overtherevolving drums. The 
importance of this improvement can scarcely be overrated. The fuel 
is fed over the whole width of the grate, and the depth of the fire 
regulated by raising or lowering the fire doors by means of a hand- 
wheel. These doors open outwards as in ordinary hand-firing. An 
improved arrangement of the fire bars enables the whole of the 
back end of the furnace to be used asa cooling place for the clinkers. 
The dumping bar is placed at the back end of the grate, thereby 
removing it from the intense heat of the furnace and affording 
extra grate area. It should be mentioned that the patentees claim 
that a very small percentage of coal is lost between the bars as 
compared with other chain grates, and this is practically confined 
to dust. We are informed that excellent results have been obtained 
with this grate at the Kensington and Notting Hill electricity 
works, where it may be seen in operation, and orders have already 
been placed by leading firms, electric light and power stations, &c., 
with Messrs. Bennis, who are the exclusive manufacturers. 

A second exhibit shown by this firm consists of the Bennis 
patent stoker and compressed air furnace, which is shown applied 
to a Cornish boiler, and is in active operation. The coal is supplied 
to the fire intermittently in very small quantities, and each time to 
a different part of the fire; the amount of feed is controlled by a 
simple adjustable cam on the right-hand side of each stoker. The 
self-cleaning furnace shown is of the “ Bennis" patent compressed 
air type, by which the supply of air is exactly adjusted to the 
evaporative requirements of the boiler. The furnace is entirely 
self-cleaning, and is so arranged that the wearing parts are prac- 
tically “ everlasting.” 

The third exhibit shown on this stand (No. 21) is the well-known 
“ Darling " calorimeter, which is claimed to be extremely simple, 
giving very accurate results. 


Whist Drive.—The staff of Mrssrs. Vreritys, Man- 
chester, together with friends, had & very enjoyable evening on 
Saturday last, when a whist drive was held at the Exeter Restaurant, 
Manchester. The drive consisted of two series of games with an 


interval for refreshments and the greatest interest was taken in . 


the various scores, excitement running high. The evening was 
brought to а close somewhere about 11 p.m., after prizes had been 
given and a few short speeches made. We hear that it is likely 
that other drives will follow at an early date. The chair was taken by 
Mr. W. M. Landon, in the absence of Mr. M. B. Cotterell, director. 


Annual Dinner.—On Saturday last the niembers of the 
Robertson Private Fire Brigade held their second annual dinner 
at the Brook Green Hotel. Mr. Wilson, the works manager, was 
in the chair, and Mr. Driver, the assistant manager and super- 
intendent of the fire brigade, occupied the vice-chair. After dinner, 
the evening’s entertainment took the form of a smoking concert, 
during which several toasts were proposed. Mr. Wilson, speaking 
on behalf of the firm, said that the members of the fire brigade 
should be proud of the position which they held, as they were 
recognised by the firm to be the most trusted of their employés, as, 
in the event of any outbreak of fire occurring, the primary respon- 
sibility of checking the fire rested with these men. At the same 
time, he reminded them that their duty was not to supersede the 
London Fire Brigade, but to render first aid until their arrival. 
Remarking on their success this year at the London Private Fire 
Brigade Competition, he thought that they missed carrying off the 
championship cup through their over-confidence, although they 
were to be congratulated on taking away one first prize and two 
second prizes. Mr. Driver replied on behalf of the members of the 
fire brigade, regretting that they had not succeeded in carrying off 
the cup this year, but they would make sure of doing 80 next year. 
Mr. Rushforth, of Merry weather's, chairman of the London Private 


Fire Brigades Association, replied on behalf of the visitors. 


Brush Contracts.— The following contracts have been 
booked by the Ввозн ELECTRICAL ENGINEERING Co., Гтр.: — 
Manchester Corporation.—20 four-wheel tramcar trucks. . 


: 9 South Wales Government (Traction Department). — Four type AA. 
rue 


New Plymouth (N. Z.).—75-Kw. three-phase alternate- current generator. 


E. C. C. Hospital Fund.— The employés of the ELECTRIC 
CONSTRUCTION Co., LTD., Wolverhampton, have, during the year, 
contributed £155 10s. 4d. to the local hospitals. 


Catalogues and Lists.—Mxrssns. ELLIOTT BROS., 
Lewisham, S.E.—Pamphlet describing and illustrating their new 
network ohmmeter (Groves's patent). 

WORTHINGTON Pump Co., Lrp., 153, Queen Victoria Street, Е.С. 
—Leaflet No. 107. A well-illustrated 12 рр. pamphlet fully detail- 
ing with diagrams and tables of sizes and code words, their 
exhaust steam oil separators; also showing steam and electric- 
driven oil pumps and exhaust heads. 

Messrs. R. W. BLACKWELL & Co., Lro., City Road, E.C.—Three 
new lists. Section 14 for addition to their recently-issued catalogue 
No. 59 relating to circuit-breakers. Also a new catalogue, No. 81, 
entitled “ Electric Transmission Lines: High and Low Tension,” in 
which are given prices and particulars and useful line diagrams of the 
firm's standard porcelain and brownware insulators, pins, brackets, 
straps, &c., for overhead transmission work. Suitable tools for use 


on electric power lines are further particularised. Messrs. Black- 


well are specialists in overhead transmission, and are paying parti- 
cular attention to porcelain and brownware insulators, of which, 
we understand, they hold large stocks. The catalogue should 
prove interesting to engineers connected with the work of modern 


electrical power distribution. Illustrated leaflet describing their 
improved air-gap pattern section insulator, which is fitted with 
" Aetna" insulation. This is a new type recently taken up by the 
firm. 

Mr. James FERGUSON, Pollokshaws, Glasgow.—Illustrated cir- 
cular describing the Glasgow arc lamp starter, of which we gave full 
particulars last week. 

Mxssns. FERRANTI, LTD., Hollinwood.—Catalogue No. 653, 
giving prices of single-pole, double-throw, quick-break knife 
switches. 

STURTEVANT ENGINEERING Co., LTD., London, E.C.—New Sec- 
tional Catalogue No. 43, illustrating and describing the Sturtevant 
“ steel plate” fans. These fans have been expressly designed for 
handling large volumes of air with the least expenditure of power, 
and are particularly adapted for such purposes as ventila ating, 
drying, boiler draught, &c. The.true test of a fan's efficiency is not 
simply its volumetric capacity against no resistance, but its 
volumetric capacity per horse-power when working against a 
specified resistance. А small fan run at high speed, although pos- 
sibly cheaper in first cost, may easily require 50 per cent. more 
power than a larger fan run at a slower speed would take to do the 
same work. This 48 pp. catalogue, which is very fully illustrated, 
is intended for insertion in the special expanding cover cironlated 
by the company a short time ago. 

The LAHMEYER ELECTRICAL Co., Lrp., London,—New curd list 
giving prices of the company's new type of single-phase motors, 
slip-ring and squirrel-cage, 50 cycles. The machines are all fitted 
with patent ball bearings. | 


Brockie-Pell Arc Lamps.—Messrs. Duncan Watson 
and Co. have placed with the BRocKrE-PELL Arc Lamp, LTD., an 
order for 300 of their new single enclosed arc lamps to be used for 
97 i one of the largest drapery establishments in the West 

nd. 


* 


LIGHTING AND POWER NOTES. 


Acerington.—The T.C. has by a large majority rejected 
a proposal that the Corporation electricity department should do 
its own wiring, instead of placing the work out to contract. 


Australia.—BaLwAIN (N.S.W.).—The work of sub- 


stituting electricity for gas in the lighting of the streets is shortly to 
be commenced. The offer of Messrs. Kenway & Co. to light the 


‚ borough with electricity, to provide motive power, and to remove 


and destroy all garbage, has been approved by the Council, and 
an agreement entered into. 


Birmingham.—The City Council has approved of the 
reduction in the scale of charges for energy, recommended by the 
Electricity Committee, the same to take effect as from January 1st 
next. 


Boston.—The T.C. has rejected а recommendation from 
the Lighting Committee that the Council should proceed to carry 
out the E.L. order, an amendment that the Committee should make 
the best terms possible with any company seeking 9 obtain a prov. 


` order being carried by 14 votes to 6. 


Brandon.—The U.D.C. has decided not to consent to 
the application for a prov. order for E.L. being made by the County 
of Durham Electric Power Distribution Co., but will not go to any 
expense in opposing it. 

Bridlington.—On the 6th inst. an accident occurred at 
the municipal electricity works,the town being in darkness during 


part of the evening. А Yorkshire paper states that a fire broke out 
behind the main switchboard, the back of which was wrecked, and 


that the damage done may amount to over £100. 


Brighton.—An inquiry by the L.G.B. was opened at the 
Town Hall on the 12th inst., respecting an application by the T.C. 
to borrow £38,500 for the purposes of the electric lighting under- 
taking, and £5,909 for a site and buildings for a new sub-station. 
The inquiry was continued on the 13th. 


Canada.—MoNTREAL.—The lighting contract entered 
into with the Montreal Light, Heat, and Power Co. in 1901, called 
for а gradual reduction in the рсе of street lighting. From 
January 18%, 1906, the price for lighting the street lamps will be 
$60 а year, ‘while for the Curt year the average price is $89:82. 
At the present time Montreal has 1, 455 arc lamps, 90 65-c.». мире, 
310 32-c.P. lamps, and 380 gas jets. 


Clacton-on-Sea,—The U.D.C. has accepted tenders, 
amounting to £11,472, for carrying out a scheme for lighting the 
Front and other principal thoroughfares by electricity. 


Continental Notes.—GrRMany.—An electricity works 
is to be erected at Lobsen (Posen). 

ITALY.—lt is proposed to put down a hydro-electric power plant 
on the River Aso, аё Carassai, Ascoli, and application for power to 
do so has been made. 


Crediton.—In regard to the resolution approving of the 

roposal of the Crediton Gas Co. to supply the town with electric 

light, the U D.C. has resolved to oppose the application of the gas 
company, and to support Messrs. Christy. & Co.’s application: 
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Cannock and Hednesford.—Last week a report by the 
E.L. Committee was submitted to the Council on an experimental 
scheme, involving an expenditure of £3,000, by which it was pro- 
posed to light a compulsory area in the centre of Cannock. A 
petition was presented from the Hednesford Tradesmen’s Associa- 
tion protesting against the scheme. A similar petition was signed by a 
large number of Cannock ratepayers. After some explanation of 
the scheme had been given, however, the report was adopted. 


Darlington.—It was stated at a meeting of the T.C. on 


December 6th, that the net loss on the electricity and tramway . 


undertakings for the past year amounted to £1,400. This, however, 
did not include any allowance for depreciation. 


Dublin.—A L.G.B. inquiry was held on 5th inst. into 
an application made by the Corporation for sanction to a loan of 
£100,000 for extending the electric lighting works. 

The inquiry was resumed on the 7th inst., when Mr. Ruddle 
explained that it is necessary to install new boilers at the Pigeon 
House station, and tolay new mains. The engineer, we gather 
from a local report, stated that the Corporation is required by the 
Home Office to improve the safety of the switchgear. It is neces- 
sary and more economical to make the proposed alterations in the 
sub-stations in the old area, in view of the proposal to make the 
mains suitable for three-phase current. A question elicited the 
fact that if there was time the existing boilers, which are in various 
conditions, could be improved in efficiency. They were in the 


highest state of efficiency when put in, but require overhauling. ` 


The inquiry was further adjourned. 


Dumfries, — The  India-Rubber, Gutta-Percha and 
Telegraph Works Co. is to take over the Council'8 prov. order, pay- 
ing £700 for initial outlay, а rent of £100 yearly for the site 
and £30 to cover the cost of inspection. The Council is to have the 
option of purchasing the works on payment of the capital expendi- 
ture and а premium of 25 per cent. 


Eastbourne.—The T.C. has decided to make a reduction 


of 14. per unit, in the present price of 544. for electricity sup- 
plied to private arc lamps used outside consumers’ premises. 


Erith.—The U.D.C. has decided to reduce the price of 
energy for power and heating as follows, as from March 31st 
next:--Up to 1,500 units per month, 2d. per unit; from 1,500 to 
3,000, 12d. ; beyond, 14d. 


Gomersal,—The U. D.C. on December 7th considered an 
application from the Electrical Distribution Co., asking for the 
Council’s consent to the application for a prov. order for E.L. The 
company offered to fix the maximum charge for energy at 6d. per 
unit instead of at 8d., to pay the Council’s reasonable costs in the 
matter, and to provide a supply at the earliest date. The Council 
decided to take no action either way in the matter. 


Halesowen.—The U.D.C. bas received a letter from the 
B. of T. in reference to the E.L. order which was obtained in 1899, 
and had since been extended. The Council replied asking the 
Board not'to revoke the order, and stating that it is negotiating 
with the Empire E.L. and P. Co. 


Meston-Isleworth.—4A IL. G. B. inquiry was held at 
Hounslow on 8th inst. into the application of the U.D.C. for 
sanction to a loan of £11,500 for E.L. extensions. 


Higham Ferrers.—The T.C. has decided to confer with 


the County of Northampton Electric Power and Traction Co., who 
are applying for a prov. order for E.L., respecting terms for the 
supply of energy, &c. 


Hipperholme,—The E.L. Committee of the U.D.C. has 
decided to circularise the ratepayers with the object of ascertaining 
the number of prospective users of energy. 


Hythe and Sandgate (Kent).— The Folkestone E. L. 
Co. is promoting a Bill, as the result of the law suit, Sudbury Cor-, 
poration v. The Empire E.L. and Power Co., with the object of 
making the transfer of the Hythe and Sandgate E. L. Orders legal; 
these Orders, which have been taken over by the company, not con- 
taining any clause authorising the transfer. 


India.—CarcurTA.—The Calcutta Port Commissioners 
are making special arrangement for lighting the new landing stage 
at Chandpal Ghat. Electric lights are to be installed on the pon- 
toons and bridges, &c., in the buildings. The Commissioners are erect- 
ing their own generating plant at the jetties, but it will not be 
ready before April. In the meantime energy is to be purchased 
from the E.L. and Power Co. 


Inverness.—The North of Scotland Electric Light and 
Power Co. opened an electrical exhibition in the Music Hall on 
Tth inst. The exhibition will last a fortnight. 


Larne.—The U.D.C. has received revised tenders for the 
lighting of the town. The E.L. tender was £450 per annum for a 
term of three years, and the Larne Gas Co. tendered at £300 for 
wiuter lighting and 12s. 6d. per lamp for summer lighting, exclu- 
sive of the provision of mantles. The Council has accepted the 
tender of the E.L. Co. 


Llanelly.—With a view to lighting some of the streets 


by electricity early next year, the U. D. C. proposes to give the gas 
company notice to terminate its agreement, 


London.—Hacknry.—The boiler plant at the electricity 
works is to be equipped with the chain-grate air-seal. 

The costs of opposing the electric power Bills in Parliament last 
session, amounting to £1,845, are to be charged to the electric 
lighting reserve fund. 

BaTTERSEA.— The Lighting Committee of the B.C. has decide 
that the charges for meter rents shall be altered as follows :—If any 
consumer's quarterly account amounts to less than 128., a meter rent 
of 3s. be charged; exceeding 12s., but be less than 15s., such sum 
shall be charged for rent as will bring the total up to 15s., no meter 
rent to be charged to consumers whose quarterly accounts exceed 
lós. If more than one meter is fixed on a consumer's premises, 
the above conditions shall apply separately in respect of each 
meter. In reference to the agreement entered into with the 
County of London Electric Supply Co. relative to the supply of 
energy in areas transferred under the provisions of the London 
E.L. Areas Act, 1904, the amount to be paid to the company 
is £595. | 

L.C.C.—The question of some of the London Supply companies 
providing testing stations for the Council’s inspectors of electrical 
energy, was brought up by the Highways Committee. It was 
suggested that a notice should be served on the County of London 
Co. to provide such stations for the convenience of the L.C.C. to 
test the supply. 

The Bill which the Council is promoting for powers to supply 
electricity in bulk, and which has been framed on the basis of the 
Council co-operating with existing local authorities, will be 
supported by Sir W. H. Preece, Mr. Robt. Hammond and Mr. John 
F. C. Snell, as expert witnesses. The scheme contemplates using 
the temporary surplus of energy from the Council’s Greenwich 
station during the carly stages, as the 34,000 Kw. of plant to be there 
installed, will not be all required for tramway purposes for some 
five or six years. In the meantime another generating station of 
80,000-к w. capacity is proposed, on the riverside at Battersea, near 
the Grosvenor Road railway bridge. The site comprises 15 acres, 
and belongs to the Metropolitan Water Board; its estimated cost 
is £120,000, and any portion of it not required for bulk supply 
purposes will be utilised for the tramways. The station will be 
put up in sections, and two of the latter (40,000 xw.) are proposed 
as the first installment. While the temporary supply is being given 
for bulk purposes from Greenwich, it is proposed to charge the 
undertaking with the average cost, including a proper proportion of 
the capital charges, and, as soon as the Battersea station is running, 
it will also be used for tramway purposes. The majority of the 
existing and proposed tramways sub-stations will be available as 
bulk supply centres, which it is proposed shall be linked up to the 
Greenwich station by the bulk supply undertaking. It is pointed 
out that, in comparison with other schemes, this one restricts the 
right of breaking up streets to the public authority. 

The provisions of the draft Bill define the area of supply as 
387 sq. miles, including 117 in the County of London and 
270 &q. miles of the surrounding area. Powers are sought to enable 
the Council to supply (a) to authorised distributors, (b) to railways, 
tramways, canals, docks, waterworks, and similar undertakings for 
use within, and partly within and without, the area. The Council 
is not to supply for use wholly within any area where &n authorised 
concern is giving & general supply, without the latter's consent. 
Other clauses relate to the erection of а generating station, the co- 
working with the tramways undertaking, revision of prices, and 
sundry financial matters. "The capital expenditure is estimated at 
24 millions, spread over 7 years to 1913. The amounts required in 
the first three years are estimated at (1907) £355,000, (1908) £545,000, 
and (1909) £449,000. It is suggested that the Council's bulk under- 
taking will reduce the borrowings (from the L.C.C.) of the Borough 
Councils for their undertakings, but that the extra cost of trans- 
mission for the large scheme would to some extent neutralise any 
saving thus effected ; the important saving would be in working 
expenses. Я 

Isuincton.—The Lighting Committee has proposed to the Т.С. 
an expenditure of £21,011 for the E.L. extensions. It was pro- 
posed that the arc lighting should be substituted for gas lighting in 
about 15 miles of streets. The number of new arcs would be about 
245, and they would displace 714 incandescent gas lamps. In view, 
however, of the present discussion on London E.L. and power 
supply, the B.C. has declined to sanction any further large capital 
expenditure. 

St. Pancras.—The B.C., in seeking powers in the next session of 
Parliament to extend its electricity undertaking, desires exemption in 
respect of all lands used in connection with electricity and dust 
destructor works, from all indictments, actions and other pro- 
ceedings for nuisances.” Would the B.C. agree to a private com- 
pany’s Bill containing such a clause ? 

HAMPSTEAD.-—To provide for the increased load expected next 
winter, the B.C. has resolved that the output shall be increased by 
altering two of the Ferranti sets to rum in parallel with the other 
plant, at a cost of £600 per set, the work to be executed by Messrs. 
Musgrave & Sons, of Bolton. The cost isto be paid out of the reserve 
fund or revenue. The price for energy for motors is to be reduced 
from 24. to 1d. per unit, with a minimum charge of £1 per quarter 
per Kw. installed, or, at the option of the consumer, to 14d. per unit 
without a minimum charge. It was also decided to reduce the 
charge for current for heating from 2d. to 14d. per unit. 


Macclestield.—The В. of T. has approved of the 
system of electrical supply submitted by the T.C., and the latter 
on December 6th, decided to place before the B. of T. plans of the 
E.L. station. A loan of £250, to cover the cost of obtaining an 
E.L. Order, 1901, has been applied for. 

Messrs. Foote & Milne, Ltd., have intimated that they are 
applying for a prov. order for-E.L. 
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Middlesbrough.—The E. L. Committee of the T.C: has 
refused the application of the Cleveland and South Durham Elec- 
trio Power Supply Co. for permission to supply energy for power 
to three firms in the borough, on the ground that the Corporation 
was already supplying power on reasonable terms. 


Pontefract.—The T.C. on December 6th decided by 
13 votes to 7 to oppose the application of the Electrical Distribu- 
tion of Yorkshire, Ltd., for E.L. powers, owing to the West York- 


shire Electric Supply Co. already possessing powers to supply in. 


bulk. 


Rhymney.—A syndicate which had given notice of 
intention to apply to the B. of T. for a prov. order for E.L., has 
informed the U.D.C. that it has abandoned the scheme for the 
coming session of Parliament. 


Salford.—Mr. C. D. Taite, the Salford Corporation electrical 
engineer, stated at the annual staff dinner on Saturday last, that in 
а year the Salford electricity undertaking had risen from fifth to 
second place among similar municipal undertakings of the country. 
The coal cost was the lowest in the country, i.e., 194d. per unit; 
the works costs amounted to 486d.; and the total costs, including 
interest and sinking fund, was 1:544d. per unit. The number of units 
sold during the past year amounted to 9,002,310. A maximum 
load of 3,600 Kw. was recorded. The load factor worked out 
at 28:5. Тһе н.р. of private motors connected at March last 
amounted to 2,817. 


South Africa.—SrwoN's Town.—The ratepayers re- 
cently held a meeting to consider the town lighting question. At 
present it is carried out by 61 oil lamps, at а cost of £230 per 
annum. The Pioneer Gas Lighting Co. offers to erect, 75 lamps and 
light the town at a cost of £9 each per annum. The consulting 
electrical engineer of Cape Town has also introduced the question 
of electric lighting, and the matter has been postponed to consider 
his suggestions. 

САРЕ Town.—The lighting of Hall's American Hippodrome has 
been carried out by Messrs. Green & Trevett, of Cape Town, who 
have installed 28 arcs, 9 200-с.р. and 179 16-с.р. incandescent lamps. 
The whole of the wiring is carried out by overhead wires run on 
iron poles, the Hippodrome being а temporary erection only. 

ExBABAAN (SWAZILAND). — A new electric hoist and pumping 
gear was formally started yesterday at the Forbes Main Reef Mine, 
by Mrs. Enraght Moony, the wife of the resident engineer. 'The 
machinery is intended to facilitate the work of sinking the new 
incline shaft on the Reef. | 


South Shields.—The number of units sold during the 
past quarter was 138,086 against 137,250 for the corresponding 
period last year, but there is a reduction in revenue of £236, the 
average price obtained being 4°22d. as compared with 4°71d. per unit 
in the same period of 1904. 


Southwick-on-Wear.—The U. D.C. is considering the 
question oflighting the main thoroughfares by electricity, and it 
has been proposed that the County of Durham Electrical Power 
Distribution Co. should crect lamps and supply energy. 


Standish.—The B. of T. has informed the U.D.C. that 
consideration of the question of revoking the E.L. order has been 
deferred for a year. 


Taunton.—On December 6th a L.G.B. inquiry was held 
into the Corporation's application for a loan of £4,844 for E.L. pur- 
poses. It was explained by the town clerk during the course of the 
inquiry that as a result of the 11 years’ working of the undertaking by 
the Corporation, £1,270 had been repaid to the rates, in respect of 
£1,775 contributed by the rates during the first four years of 
working. Continuing, a Somerset paper gives the clerk credit for 
having stated that £10,904 was repaid by sinking fund “ recog- 
nised by the board as in lieu of depreciation”; £2,048 had been 
set aside to reserve and meter funds. 4 local councillor 
endeavoured to point out to the Inspector the desirability of pro- 
viding for depreciation, but apparently his colleagues did not hold 
the same views. 


Tiverton.—The T.C. has decided to present to the 


L.G.B. its objections to the cancelling of its E.L. order, aud its 
objections to granting an order to the National Provincial Elec- 
tricity Co. 

Torquay.—The T.C. has decided to apply to the L. G. B. 
for £800 for extending the distributing mains; £1,000 for extension 
of condensing plant; and £260 for the installation of de-oiling 
plant. 

Tredegar.—The 1901 E.L. order has been revoked by 
the B. of T. 

Tunbridge Wells.—The T.C. has decided to adopt an 
optional double tariff for the supply of energy, the charges being 


2d. per unit for energy supplied between midnight and dark, 
and 6d. per unit at other times, with rent for an additional meter. 


Uxbridge.—The Steel Barrel Co., Ltd., officially opened 


its new works at Uxbridge on the 6th inst. An interesting 
feature in connection with the company’s new plant is the adoption 
of electricity for welding purposes, under which process the com- 
pany can turn out 200 steel barrels a day. 


West Ham.—The engineer, Mr. A. Н. Seabrook, has 
recommended the installation of four more chain-grate stokers and 
a total of eight by Novemberjnext. The Council has adopted the 
recommendation. In regard to, the hiring of motors, consumers pay 


& fixed rental per annum, based on the horse-power (and not the 
price of the motor) plus а flat rate of 2d. per unit for all energy 
used. ‘This price, being in some cases prohibitive, and considerably 
higher than the rate of charge for power supply to other consumers, 
alterations have been made so that in future the charges are to be 
15 per cent. per annum on the cost of the motor, and a supply of 


energy at the ordinary power rate. 

Westhoughton.—The U.D.C. has approved of an agrec- 
ment with the Lancashire Electric Power Co. for the establishment 
of an electricity supply. The Council is to provide £5,000, and will 
have the option of purchase at the end of 7, 10 and 14 yenrs; for 
public lighting, energy ів to be sold at 23d. per unit. 

Whitefield.—The U.D.C. is asking Bury, Salford, 
Radcliffe, and the Lancashire Electric Power Co. for terms for a 
supply of electricity to the town. 


Wolverhampton.—A sum of £700 is about to be 
expended on the installation of further E. L. cables. 


TRAMWAY AND RAILWAY NOTES. 


Ayr.—The T.C. has decided to appoint a Committee to 
report as to the advisability of extending the tramway system 
through Hawkhill to Whitletts. 

Birkenhead 


Birkenhead.—The Watch Committee of 
recently licensed four motor-omnibuses, which have been provided 
by the Mersey Railway Co., to be run as feeders to the railway, 
which includes the Mersey Tunnel service between Liverpool and 
Birkenhead. The action of the Watch Committee gave rise toa 
long and warm discussion at the monthly meeting of the Birken- 
head Т.С. last week, the opposition being based on the assumed 
competition of the "buses with the electric tramways, which are 
owned by the Corporation, in Birkenhead, which competition, it 
was affirmed, might mean the fixing of a 1d. rate on the town. The 
action of the Watch Committee was ultimately sustained. The 
four motor-’buses commenced to run on Saturday; they have cost 
about £900 each, and will run between the central station and the 
higher parts of Birkenhead to the west and south-west of the 
town, in districts which are served by the electric tramways. The 
tramcars run to the ferry, and so feed the boat service across the 
river. The aim of the railway company is to secure much of 
the traffic which has hitherto been done by the ferry steamers. 


Brierley Hill.—At a recent conference with the Bir- 
mingham and Midland Tramways Joint Committee, in which one 
of the things asked for by the U.D.C. was a circular route between 
Brierley Hill and Kingswinford, Mr. Lycett, managing director of 
the company, said the company appreciated the advantage of a 
circular route when the line was laid down, and powers were then 
applied fer, but the attitude of the Council being then one of 
opposition, the company gave up the project. The company were 
now powerless to do anything, as the Dudley Corporation was 
determined to take over the tramways in that borough. With 
regard to 4d. stages, the experience of the company was ayainst 
these being given. Ав regarded overlapping stages, the company 
might be able to meet the wishes of the deputation. 


Cardiff.— Last week an action was heard at Cardiff 
County Court in respect of а claim against the Corporation on 
account of injuries sustained by a child named E. M. Coakley, who 
was knocked down by an electric car in September. The jury 
returned a verdict for £50, the amount claimed by the plaintiff. 


Clydebank. — Following a communication from the 
B. of T., the T.C. has decided to oppose any suggestion on the part 
of the Glasgow Tramways Committee for a 16-mile maximum speed 
of the cars on Dumbarton Road, demanding that in all parts of the 
burgh the maximum speed should not exceed 12 miles an hour. 


Continental Notes.— ITALY. — The Public Works 
Department have given favourable consideration to the project for 
а funicular railway, worked electrically, from the seashore near 
Capri to Anacapri. The length of the inclined plane is 660 metres, 
and the difference in levels 139°3 metres; the maximum gradient 
is 48 per cent. 

SwIrzEnLAND.— The Swiss Commissioners appointed to examine 
exist ing electric railways with the view of, adopting electric traction 
in the Simplon tunnel have now returned. At a recent interview 
one of the members informed our correspondent that the com- 
mission was very favourably disposed to the adoption of the three- 
phase traction, as exemplified on the Valtellina road in Northern 
Italy. It appears that Messrs. Ganz & Co. and the Brown, Boveri 
tirm could offer very favourable deliveries of three-phase loco- 
motives and material, and as the inauguration of the Simplon will 
most probably take place in May or June next, the question of 
deliveries is bound to affect the decision of the Commission. It was 
further stated that if good offers of direct current material were 
fortheoming they would receive favourable consideration, the direct 
current system being in every way suitable to the proposed 
installation. It is believed that the larger German firms are pre- 
paring a very tempting offer on these lines. It will be seen that 
this statement differs in some respects from the particulars given 
in our issue of the 1st inst. 

А law is in preparation, to be placed before the Swiss Federal 
Council, with the objecting of forbidding the sale to districts ont- 
side of Swiss territory, of electrical energy generated from the 
mountain falls and torrents. It is considered thaf the principla 
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involved in this case was raised because of a recent discussion in 
the Council wherein it was stated that all the available sources of 
energy would be required to supply the Swiss railway system, 
whenever the lines were electrified on a large scale. The time is not 
considered to be very far distant when these demands will be made, 
and the present is a measure of precaution to safeguard Swiss 
interests in regard to contracts for the supply of energy abroad. 

F nANCE.— There have been running on Paris streets for the past 
few months, a number of motor-omnibuses of various types and of 
the principal French makes, but the 'buses have been loaded with 
sandbags in lieu of passengers, and the tests have been very 
eautiously undertaken by the Compagnie Générale des Omnibus, 
which has at length stated its intention of commencing in the 
Spring of 1906, а number of lines of motor-'buses. Among the 
"buses to be represented will be those with engines operated by 
petroleum, alcohol and (Serpollet) steam. There will also be a 


line of "buses supplied by the Kriéger firm, driven by their petrol- 


electric combination. The engine is flexibly coupled to a 24 or 
30-kw. generator, [from which power is transmitted to the two 
12-H. . motors geared to the rear wheels of the bus. Owing to the 
success attending this type of 'bus at the recent trials on French 
roads, it is expected that these petrol-eleetric machines will give a 
good showing. 

The Cie. des Chemins de fer du Sud has obtained a concession for 
the installation of electric tramways at Grasse. It is expected that 
the necessary officia] authorisation will shortly be given to put the 
work in hand, and the concession-holders are anxious to commence 
service within a year after this authorisation. a 

The P.L.M. Railway Co. are actively continuing the scheme for 
the electrification of their Cannes-Vintimille line, and in view of 
the successful tests made on the rectifier designed by their chief 
electrical engineer, will shortly be looking round for constructors. 
It is thought that the Westinghouse Co., who have large works at 
Havre, may undertake the construction of this apparatus, and, 
perhaps, also the traction material. 

Norway.—According to the Elektroteknisk Tidsskrift (Chris- 
tiania), a new electric railway is to be constructed between Chris- 
tiania and Sandviken. The railway is to be of 1°435 metres gauge, 
the central lines of the tracks being 4 metres distant and the rails 
29°76 kg. in weight per metre. The maximum gradient is 1 in 50, and 
the minimum radius of curves 200 metres. Motor-cars having a speed 
of 60 kilometres and more per hour are to be used. The journey 
from Christiania to Sandviken is to be completed in 214 minutes, 
corresponding to an average speed of 374 kilometres per hour, in- 
clusive of stoppages. One hundred and twelve trains are to be run 
each day. Electrical energy will be supplied from a special power 
station near Hovik or Lysaker, or from the municipal electrical 
works. The cost of construction is estimated at 1,770,065 kronor, 
inclusive of the cost of land purchase, rolling stock, line, and 
electrical plant. i | | 
. SWEDEN.—With reference to the proposed electrification of the 
Swedish State Railway system, the Elektroteknisk Tidsskrift reports 
that experiments have for some time been carried out on the Vürta 
railway, with good results. In June last the first electric locomotive 
(American make) of relatively small size was introduced. Another 
locomotive from Berlin was introduced in September, in addition 
to several motor-cars manufactured at the Swedish State Railway 
workshops in Tomteboda. As soon as the electric railway to Järfva 
has been completed and connected to the capital, electric trains 
will be used. The electric conductors and track have been com- 
pleted as far as Vürta. Тһе work is being continued on the Tomtc- 
boda-Jarfva section, and next year the railway is to be continued as 
far as Stockholm Central Station. 


Croydon.—On Monday the Borough Council had before 
it a recommendation of the Tramways Committee that the offer 
of the British Election Traction Co., Ltd., for a fresh lease of the 
system should not be accepted. The company offered to increase 
the yearly payment upon the capital expended by the Corporation 
from 64 to 7 per cent., and to increase the amount contributed 
towards road repairs. These two items would represent an increase 
of about £3,000 per annum on what has hitherto been paid. Further, 
the company offered to give the Corporation 25 per cent. of the net 
profits, in addition to the 7 per cent. already spoken of, and to 
allow the books and accounts to be open for inspection for ascer- 
taining the amount due. The proposed new lease was for 21 years, 
determinable at seven or fourteen years “оп six months’ notice on 
either side. In the discussion it transpired that the offer was 
tantamount to an extra contribution of about £4,000 a year. On 
the other hand, the lease proposed a continuance of the supply by 
the Corporation to the company of electrical energy at 2d. per unit. 

The Council unanimously agreed to refuse Ше company's offer ; 
but it was fully understood that this decision did not imply that the 
Corporation had accepted the principle of taking over the entire 
control of the tramways. At present it is very strongly inclined to 
do во, but a definite vote is in abeyance in anticipation of a further 
offer from the company. The Tramways Committee's report also 
contained a recommendation that proceedings should be taken 
against the B.E.T. Co. for the recovery of £3,000 in connection with 
the temporary leasing of the short length of line just coinpleted at 
South Norwood, over which the dispute has been so prolonged. 
The completed line has been unused, because the company refused to 
accept the lease, an act which would at once involve them in this 


sum of £3,000 towards bridge improvements, and this with the 


knowledge that their tenure of the line for more than six months is 
very doubttul. But on Monday evening, when the Council was 
about to discuss the life or death of the company as far as Croydon 
was concerned, a letter arrived during the proceedings from Mr., 
Charles H. Dade, secretary, which stated that in order to avoid any 
undesirable friction with the Corporation, and consequent incon- 


venience to the public, the B.E.T. were now prepared to accept the 
lease of Tramway No. 20, and to work the line thereunder at the 
earliest possible date. | | 


Dundee.—The Dundee, Broughty and Monifieth tram- 
way will be in operation this week. The contracting company is 
liable to the penalty of £100 per week from the 5th inst., and work 
is being pushed forward rapidly. A temporary iron chimney has 
been erccted at the generating station to save time, but a brick one 
will be substituted later. 


East Ham.—4At the meeting of the T.C. on Tuesday a 
letter was received from the North Metropolitan Tramways Co. 
stating that they were prepared to accept £25,000 for their lines and 
depot in the Romford Road, and to waive the question of the pur- 
chase of the cars and horses, provided the Council would undertake 
to complete the purchase by the 31st prox. It was resolved that an 
offer of а certain sum be made to the company for the undertaking. 


Folkestone, Hythe and New Romney.—The New 


Romney T.C. has requested the engineer of the proposed electric 


tramway scheme from Sandgate and Hythe to the town, to inter- 
view the Corporation and explain the scheme. The promoters, if 
they obtain the powers sought for, will take over the horse tramway 
from Sandgate to Hythe, belonging to the South-Eastern and 
Chatham and Dover Railway Co., who will support the Bill. 

Hythe T.C. on December 8th had an interview with Mr. Stephen 
Sellon, the promoter of an electric tramway scheme from Folkestone 
to Hythe, and that gentleman offered for the Council's consent 
alone to give it £1,500, and another £1,000 if the Bill passed. 
He also undertook to pay a penalty of £1,000 if the construction of 
the work was not commenced within six months after the passing 
of the Bill, and added that in two years he would complete the 
whole line from Folkestone to Romney. Mr. Cownie, of the 
National Electric Construction Co., also attended, and, in reply to 
questions, said that no one could legally buy the Council’s consent. 


The Council, before coming to any decision, decided to take the 


Parliamentary Agent's opinion on the point as to whether the 
Council could accept the £1,500 offered by Mr. Sellon for the 
Council’s consent. 


Halesowen.—The U.D.C. has come to terms with the 
Empire Electric Lighting Co. respecting the transfer of the order 
obtained by the Council for the construction of light railways and 
the provision of electricity in the district. The company has 
agreed to apply fora prov. order amending the orders obtained by 
the Council, also for sanction to conetruct additional light railways, 
and to repay to the Council the money spent in securing orders. 


Hyde and Stockport.—A scheme to enable the Stock- 
port Corporation to take over the whole of the electric car service 
between Hyde and Stockport is under consideration. For some 
time past the Oldham, Ashton and Hyde Tramways Co. have run 
cars through Hyde to Stockport, but the company intimated recently 
that the arrangement had resulted in a lossto them. The Highways 
Committee at Hyde has now invited the Stockport Corporation to 
provide a 15-minutes’ service of cars between the two towns for 
the six years commencing January 1st, 1906. : 


Leeds.—A motor-omnibus service will shortly. be estab- 
lished in the suburbs of Leeds in connection with the electric tram- . 
ways. Опе bus, of 30 H. p., with accommodation for 34 passengers, 
has arrived and is undergoing official trials before turning it out for 
publie use. It is proposed to put one'bus on the Headingley, 
Launswood and Adelroute and another to ply between the tram- 
way terminus at Lower Wortley and Farnley. 

The popularity of the covered-top tramcars in Leeds has induced 
the Corporation to order covers for another 25 cars.  Withina 
fortnight the work will be completed at the Corporation's depót in 
Kirkstall Road. The new covers will be a great improvement on 
those in existence, in regard to both space and ventilation, whilst a 
simpler method of raising and lowering the windows will be 


adopted. 


London.—The L.C.C. has resolved to approve the Tram- 
ways and Improvements Bill, 1906, relating to certain lines pro- 
moted in previous sessions and to the following new tramways :— 
(1) From the “ Plough,” Clapham, across Clapham Common and 
vid Clapham Common north side and Cedars Road, to Lavender 
Hil! tramways; (2) from Seven Sisters Road, viá Amhurst Park, 
to Clapton Common; (3) from Aldgate, vid the Tower Bridge 
northern approach, to a point near the Tower Bridge ; (4) from the 
Lea Bridge Road terminus, vid Lea Bridge Road, to Lower Clapton 
Road; (5) from Tooting Broadway, vid Mitcham Road, to the 
county boundary near Tooting Junction Railway Station; (6) from 
High Street, Streatham, viá Streatham fligh Road, to the county 
boundary at Norbury, with down line vid Gleneldon Road, Bourne- 
vale Road and Stantborpe Road; (7) from near the Marble Arch, 
vid Edgware Road, Maida Vale, and High Road, Kilburn, to the 
county boundary at Cricklewood; (8) junction lines between the 
tramways in Kast India Dock Road and Upper Clapton Common, 
and the proposed car-sheds at Poplar and Stamford Hill respec- 
tively ; (9) further diversion, v Shardeloes Road, instead of along 
Malpas Road of the authorised tramways from Lewisham High 
Road to Forest Hill; (10) loop lines along Curtain Road and 
Harwar Street respectively, as alternative routes to single line 
sections of existing tramways in Old Street and Kingsland Road. 
The total length of the proposed tramways included in the Bill is 
13 miles of double track and 14 miles of single line. 

The Highways Committee recently presented a report in relation 
to the reconstruction of the first group of the northern tramways at 
ап estimated expenditure of £788, 0. It was calculated that the 
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cost per mile of single track would amount to £31,883. After dis- 
cussion, a recommendation to proceed with the work was adopted. 

METROPOLITAN DistRicr RatLway.— Many of the Oroga- 
London" fares between this company's stations and the Metro- 
politan Co.'s Inner Circle" stations have been reduced to 4d. first- 
class and 2d. third-class for the single fare. Return fares are also 
greatly reduced. 


Millerston, N.B.—The Tramways Committee of the 


Glasgow T.C. has under consideration a proposal to establish a 
indi service between the terminus at Cumbernauld Road and 
illerston. 


Newcastle-on-Tyne.—The Corporation Tramways Com- 
mittee has under consideration a scheme for the extension of the 
tramways in the Heaton district, a very populous neighbourhood 
within the city boundary. 


South Lancashire.— We learn that the South Lancashire 
Electrical Tramways Co., which has been reorganised, is about to 
lay lines from Hindley, through Hart Common and Westhoughton 
to Deane, where they will join the Bolton Corporation's tramways. 
The lines will also be continued from Four Lane Ends through 
Walkden to Swinton, effecting a junction with the Salford Cor- 
poration's system; also from Boothstown through Worsley to 
Winton, where the Salford lines will be reached again. The South 
Lancs, Co. will have nearly 100 miles of tramways, and will tap 
dozens of towns and industrial villages. 


Standish.—The U.D.C. has received notice that the 


Preston and Horwich Tramways Co. intend applying for powers to 
construct electric tramways in the town. 


Swindon.—The Т.С. has received from the B. of T. 
sanction to borrow £2,550 for tramway purposes. 


West Ham.—The whole of the track work in connection 
with the tramway junction at Barking, Beckton and Hermit Roads 
has been completed and opened for traffic. The Leyton U.D.C. 
has decided to proceed with the acquisition of properties required 
in connection with the new tramway scheme, and the West Ham 
Council has decided to proceed with the construction of its part of 
the line concurrent with the work in Leyton. 


Wood Green.—On Wednesday last week the Turnpike 
Lane, Priory Road and Alexandra Palace route of the Metropolitan 
Electric Tramways was opened. Single-deck bogie-cars have been 
used, on account of the low bridges on the route. The first car was 
started by Sir Francis Cory-Wright, chairman of the County Council 
Light Railways Committee. 


a 
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TELEGRAPH AND TELEPHONE NOTES. 


— 


Australia.— The Federal Senate has ratified the agree- 
‘ment concluded by the Commonwealth Government on June 8th, 
1903, with the Eastern Extension Co., conferring on the latter the 
right for a term of years to have cial wires and to open offices 
apart from the Government telegraph stations, and bestowing certain 
other advantages. 


Brighton.— In again refusing permission to the National 
Telephone Co. to place its wires underground—work which, 
as it was pointed out, would necessitate the expenditure of £8,000 
on unskilled labour, and thus solve the unemployed" problem in 
Brighton for this winter—a committee of the T.C. expressed regret 
that the company should make the necessities of the unemployed 
an excuse for forwarding its own interests. We should like to 
know what the unemployed have to say to this. It is perfectly 
certain that if there had been no municipal telephone system in 
Brighton the permission would have had to be given; thus the 
unemployed are called upon to contribute £8,000 to the support of 
this municipal enterprise for the benefit of the small minority of 
the ratepayers who use the telephone. 


Ceylon.—It is reported that temporary arrangements 
have been made to enable the Colombo telephone service to be 
resumed, whilst the reconstruction of the Exchange and the erection 
of the new poles are carried out. 


France.—The postal authorities have decided to establish 
three new wircless telegraph stations, probably at Bizerta, Port 
Vendres, and Cherbourg. Like the two already existing at Por- 
querolles and Ushant, they will only be experimental. The results 
obtained up to now have been discouraging, and the authorities 
require to be satisfied as to the value of the system before giving it 
a permanent extension. 


Italy.—The nationalisation of the Italian telephone 
service now seems about to be taken in hand. At the present 
time only the trunk lines are in the possession of the Government, 
while the local telephone networks belong to various private com- 
panies, whose management is said to leave much to be desired on 
the part of telephone users. The Government is having prepared a 
Bill to authorise the State to take over the entire telephone system. 
It is expected that £320,000 will be required for this purpose, and 
в further sum of £40,000 will be needed for the provision of new 
telephone equipment. 


London.—HackNEY.—The Works Committee of the 
B.C. reported on Monday that it was very annoying to find that no 
sooner had the Mare Street widening works, which had been in 
hand for two years, been at last completed than it was immediately 
found necessary by a Government department (the Postal Tele- 


graphs) to serve notice for the breaking-up of the paved footway 


almost from end to end. The Committee, under the circumstances, 
had decided that the Postmaster-General should be informed that the 
local authority withheld ite consent for the present to the proposed 
works, | - 


* t 


Mexico.—A report has been issued by the German 
Government on “Latin America in 1904,” which states that the 
receipts from telegraphs in 1904, in Mexico, were 10 per cent. m 
advance of the previous year’s receipts, and that 1,500 kilometres 
of wire had been laid. Nine new ieri fie a offices were opened, 
and an underground cable 1,530 metres long was laid between 
Campeche and the terminus of the marine cable in the Gulf of 
Mexico. Wireless telegraphy had also been successfully adopted. 
Great efforts were made to repair the damage done by the 
exceptionally long rainy season, and much was done to extend the 
telegraph systems in the centres of population. In Puebla an 
underground cable of 21 wires was laid to unite the. chief tele- 
graph office with the outskirts of the town. Two telephone lines 
were erected in Sierra de Nacatete and in the harbour of Vera Cruz. 
In spite of the interruptions in the rainy season, 4 per cent. more 
telegrams were dispatched in 1904-5 than in the previous year. 


Russia.—The Morning Post correspondent in St. Peters- 
burg, on December 3rd, stated that the capital bad been for the last 
three days in a state of semi-isolation as regarded not only oon 
countries but also the greater part of the Empire. Even tbe tele- 
phone service to Moscow was interrupted. The Finland telegraph 
employés also struck, and closed the emergency channel. The 
Moscow employés sent the following telegram to the strikers in 
other cities and towns in Rusšia:—“ All our demands are to be 
fulfilled. Continue the strike, and trust in victory. The prospects 
are good; Witte agrees to everything, and only Durnovo opposes. 
Remain firm until further notice.” The inland telegraph service 
was reopened on the 5th inst., and the Morning Post on the 11th 
inst. stated that the telegraph was working between St. Petersburg, 
Moscow, Reval, Kieff, Kazan, Pskoff, Nijni Novgorod, Archangel 
and Narva, that many of the employés had resumed work, and it 
was believed the strike was collapsing. 

The Times of yesterday states that, owing to the return of many 
of the postal and telegraph employés to their duties, the strikers 
have cut the telegraph wires at many places. The Railwaymen’s 
Union has telegraphed to all railway stations in Russia to the effect 
that, if the Government tries to punish the railway telegraphists 
for refusing to transmit Government telegrams, the railways are to 
refuse to carry the Government mails. „ “д 


^. 


South Africa.—The German Administration announces 
the opening of a new telegraph office at Teumis, in German South- 
East Africa. TEE : 


Switzerland.—There were 1,508,574 inland telegrams in 
1904, this being an increase of 15,803. The International traffic sent 
and received amounted to 1,976,761 telegrams, being an increase 
of 99,134. "Transit telegrams numbered 760,509, or an increase of 
35,684. The total telegraphie traffic, therefore, amounted to 
4,245,844 messages, being an increase of 150,621. Germany sent 
and received 657,721 telegrams; France, 519,201; Italy, 240,291; 
Great Britain, 143,542; Russia, 54,348; North America, 45,884, and 
Netherland Indies, 1,957,051. As regards telephonic conversations, 
there were 27,249,559 local; 5,790,764 between towns and 194,434 
international conversations, showing increases of 7°94 per cent., 
6:36 per cent., and 21:91 per cent. respectively. Germany's share of 
these was the largest, viz., 100,431, France following with 68,324. 
Receipts from telegraphs and telephones for . 1904 were 
10,022,389 fr. (£400,895) whereas the expenses were 10,705,536 fr. 
(£428,221) leaving a surplus of 683,146 fr. or £27,326.—Journal 


Télégraphique. : 
 "Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED, 
Trinidad-Demerara (No. 1.) ak T" .. Aug. 96, 1901.... .. 
Dominice-Martinique .. a ae 35 .. May", 1902.. 

Bt. Lucia-Martinique .. as se Ye .. Мау 7, 1902 T 
Reissa-Issa (Yemen) on Мы чы Oot, 18 1902 . Bii 
Cayenne-Pinheiro a oe s es .. Aug. 18, 1902... К 
Tarifa-Tangier .. T - | , e a 8 s» 
Viadivostoc . agasaki ee ee ee өр. eo 
Closed { borg Arthur.Chifa о о 012 Mar. 3. 1904. : 
Jamaica-Colon ee es ee ee ee e Jan. 6, 1906 ee . 
Cadiz-Tene i ee ee ae ee July 20, 19065 ee 
Puerto Plata-Martinique vs Oct. 80, 1905 .. " 
LANDLINES. 


Kertch-Soutehoum ee ee ee oe 
Communication with Brazil via Galveston —" 
Indo-European ee [a es es ee . Dec. 6 


A 


Venezuela.—A Reuter message says, according to a 
Herald telegram from Caracas, President Castro’s Note to the 
French Government asking it to state the reasons upon which it 
founded its protest regarding the action of Venezuela against the 
Cable Co. still remains unanswered. Later telegrams announce 
the refusal of France to withdraw her protest, but President Castro 


has offered to withdraw the Venesuelan note to which France took 
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exception if France withdraws the protest tin! question. The 
situation, it is said, is daily growing worse, and French patience 
is near breaking point, but Mr. Russell lis still fenden vouring to 
bring about a peaceful settlement. 


Wireless  Telegraphy. — South America. — The 
Government of Pern has decided to establish wireless telegraph 
stations from the capital of Lima in a westerly direction over 
the chain of the Andes as far as Iquitos, an important harbour on 
the Amazon River. The German (Gesellschaft fiir Drahtlose 
Telegraphie has been granted a monopoly for the exercise of wire- 


less telegraphy in the Republic of Peru, and two engineers are 


engaged upon the erection of the five stations. The locality of 
Puerto Bermudez on the eastern declivity of the Andes, which is 
the terminal point of the present telegraph system, has been 
chosen as the starting station for wireless telegraphy, and the dis- 
tance from that place to Iquitos is approximately 620 miles. It is 
proposed later on to extend the wireless system over Brazilian 
territory to the mouth of the Amazon, and, in fact, first to the 


large river harbour at Manaos and then to Para. The execution 


of this contemplated extension would complete a system of wireless 
telegraphy between the Pacifié and the Atlantic oceans. 

W Several remarkable and interesting experiments in wireless tele- 
graphy were made recently on the railway line from Chicago to St. 
Louis, Two express trains were fitted up with the De Forest 
system. The signals sent by the telegraphs at Chicago and St. 
Louis were distinctly received on the trains which were going at 
56 miles per hour. When, however, the trains crossed metal bridges 
the signals weakened considerably, and were undecipherable, 
whereas they were stronger when the trains passed near water. It 
was ascertained also that the signals were strongest when the train 
was ascending towards the sending station and weakest when going 
down an incline in the same direction. A special train fitted with 


the De Forest system now accepts telegrams for passengers, and 


communication is kept up with the train at St. Louis, Springfield 
and Chicago, and another station will be established at Bloomington 
if necessary. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Australia. December 18th and 19th. The Deputy 


Postmaster-General, Brisbane, invites tenders for the supply of 
insulators, phosphor bronze wire, copper sleeves, binders and tapes. 

The Deputy Postmaster-General, Melbourne, invites tenders for 
the supply of (1) 10 miles of 26-pair lead-covered paper-insulated 
ielephone cable; (2) 1 mile of 156-pair lead-covered paper- 
insulated telephone cable (124 lb. conductors); (3) 5,000 barrel 
Eom delivery within three months of date of acceptance of 
tender. 


Austria.—December 20th. The Austrian State Railway 
authoritics at Pilsen are inviting tenders until December 20th, for 
the establishment of an electric lighting plant at the railway station 
in that town. 


Buxton.—December 15th. One 52-Kw. gas-driven 
balancer set for the U. D. C. See Official Notices " December 1st. 


Clyde Navigation.—December 18th. Crane, electric- 


ally driven capstans, and tipping turntables. See “Offcial 
Notices " November 24th. | 


Grimsby.—January 5th. 500-kw. éngine and dynamo, 
boiler, switchboard, and other plant and cables for Corporation 
electricity department. See Official Notices December Sth. 


Islington,—January Ist. 
of water are invited by the B.C. electricity department. See 
“Official Notices" December 8th. 


Launceston (Tas.).—January 15th. 500 or more elec- 
tric meters; maximum demand indicators; for the Corporation. 
See Official Noticgs " November 17th. 


Plymouth.—December 23rd. Coal discharging and 
conveying apparatus for the Corporation electricity department. 
Sce Official Notices“ December 8th. T 


Spain.—January 30th. The Spanish Ministry of Public 
Works in Madrid, is inviting tenders until January 30th for the 
concession for the construction and working of an electric tramway 
between Santander and Astillero. Particulars may be obtained 
from, and tenders are to be sent to, La Direccion General de Obras 
Publicas, Madrid, у 


Stalxhridge Joint Board.—December 18th. Advers 
tising rights on 55 electric care, бее Official Notices“ December 166 


Suggestions for purification 


ing engineers being Messrs. Robert Hammond & Son. 


Swindon.—December 19th. . Three double-deck radial- 


axle truck tramcars for the Corporation. See Official Notices” 
December 1st, | 


- 


CLOSED. 


Birkenhead.—The tender of Messrs. A. Reyrolle & Co., 
Ltd., for motor starters, in accordance with the specification of Mr. 
Wm. Bates, borough electrical engineer, during the period of 
12 months commencing January 1st, 1906, has been accepted by the 
Electricity Committee. 


Burnley.—The Electricity Committee has accepted the 
tender of the British Insulated and Helsby Cables, Ltd., for the 
supply of feeder pillars and accessories necessary for more readily 
loeating faults which may occur in the lighting mains; also the 
tender of the St. Helens Cable Co. for the supply of 200 yds. of 
“7 sq. in. cable for No. 8 engine at the works. | 


Canterbury.—The T.C. has accepted the tender of 
Messrs. Н. Pooley & Sons, Ltd., for the supply of a 7-ton weigh- 
bridge for the electricity works, at £75. 


Саре Town,—The following tenders were received for 
the electric light wiring and fittings at the new building for the 
National Mutual Life Assurance Association of Australasia :— 


. Clyde Engineering Со... . (aecepted) £445 
Gorey & Co. sé ix Y 441 


Koch & Dixie ә 2 T" 2 3 .. 48 
G. Findlay & Со... 5s КЕ T s Se 462 
Cunningham & Gearing v Ыз ats - 465 
Green & Trevett .. - i eS 2. 470 


The work comprises wiring and fittings for 130 points (in screwed 
conduit), also wiring for one 1-H. . motor. 


Clacton - on - Sea, — The U. D. C. on December 6th 
accepted the following tenders in connection with the plant needed 
for the power station: | - 


Davey, Paxman & Co., horizontal two-cylinder engines with 


Parker dynamos - s T: ‘ és 616 
J. E. Spagnoletti & Co., switchboard .. gi ats is 2 600 
Johnson & Phillips, Ltd., cables р д8 „ gg T 4,098 
D.P. Battery Co., aecumulators - "m z sa 2x 1,450 
J. McKay, Clacton, buildings 1,848 


Glasgow.—The Tramways Committee of the T.C. have 
recommended for acceptance the following offers :— 

Telephone switchboard, Ericsson Bell Telephone Co. 

. Gun-metal gland cocks, Dempster, Moore & Co. 
Brass armature spindle сарв, William Landell. 
Extension of heating system, Coplawhill, Duncan Stewart. 
Lorry axle arms and bushes, Atkinson Bros., Ltd 
Transfer figures, Tearne & Son. 
Aluminium ribbon, W. H. Coe Manufacturing Co. 
С.В. bogie-wheels, P. & W. MacLellan, Ltd. 
Rubber boots, P. Paisley & Боп, 


India.—The East Indian Railway Co. have accepted the 
tender of Messrs. Johnson & Phillips, Ltd., for the supply of 
motors, traneformers, and complete electrical plant for Lillooah. 


London.—The Highways Committee of the L.C.C. have 
received the following tenders for the supply of conductor tee-rails 
for the first section of the northern tramways :— 


Frodingham Iron and Steel Co. (recommended) 
Bolckow, Vaughan & Co. es ВЕ А 
P. & W. Maclellan .. xis ve зу 9 8,612 
Steel, Peech and Tozer ws sx oe aw 9,050 
The tender of C. Wall, Ltd., amounting to £29,006, is recom- 
mended for acceptance for the;erection of a car-shed at Poplar. 


HamMERSMITH.---The B.C. has accepted an offer made by the Rat 
Electric Co. to sell 50 10-ampere meters, which were hired from 
them for the purposes of the exhibition at Olympia in October last, 
at £1 17s. per meter, the Bat Co. foregoing 5s. each, the hiring 
fce at the exhibition. 


Pembroke (Ireland).—The London Electric Firm, of 
Croydon, have just received the order from Messrs. W. Lucy and 
Co., Ltd., of Oxford, for 45 complete sets of their “one working 
part" arc lamp lowering gear for strect lighting here, the consult- 


Portland Coaling Depót.—The contract for conduits, 
feeder and arc lighting cables, underground boxes and lamp 
pillars, has been placed by the Admiralty with Messrs. Johnson 
and Phillips, Ltd. 


Rochester.—It is stated that Messrs. Dick, Kerr & Co.'s 
tender for extending the tramway system at Rochester frum Star 
Hill to Delce has been accepted by the Rochester Corporation. 


Stafford.—The T.C. has accepted the tender of Messrs 
Baxendale & Co., Manchester, for the ensuing year’s supply uf 
wrought-iron tubes and fittings for the electricity works. 


(Continued on page 980) 
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THE BOW GENERATING STATION OF THE CHARING CROSS AND CITY co. 


WiTH the near approach of another Parliamentary session, 
in which the great question of London's electricity supply 
will, undoubtedly, | 
be a prominent 
feature, we feel that 
no more appropriate 
occasion сап be 
found than the 
present, for a brief 
description of the 
later engineering 
developments of one 
of the best known 
of the existing 
supply companies, 
to wit, the Charing 
Cross, West End 
and City Electri- 
city Supply Co. 

The company's 
area, shown in 
fig. 2, extends some 
3} miles along the 
northern bank of 
the Thames, and 
embraces important 
business and resi- 
dential sections of 
the City and West End. The company can also supply in bulk 
to the Boroughs of Stepney, Bethnal Green, Poplar and West 
Ham. 

Ав may be inferred from tle districts supplied, the com- 
pany's business is largely a lighting onc, no less than 800,000 
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Fic. 1.—GENERAL VIEW OF ENGINE Room, SHOWING 2,500 н.р. SULZER-LAHMEYER 
GENERATORS AND THE SWITCH GALLERIES. 


Eu . 


sudden and temporary demand, enormously complicates the 
problem of efficient generation. During the year 1904, over 
224 millions of 
units were. gene- 
rated by the 
company, and 
the maximum 
recorded load 
amounted to 
12,140 kw. Hap- 
pily, in Mr. W. H. 
Patchell the com- 
pany possesses an 
experienced and 
able engineer, to 
whose credit stand 
many of the 
unique features 
of the company's 
plant; the present 
description is for 
the most part 
abstracted from 
his paper read 
before the Insti- 
tution of Elec- 
trical Engineers on 
December 7th. 

The company, known then as the Charing Cross and 
Strand Electricity Supply Corporation, Ltd., was registered 
in 1889, to work provisional orders granted in 1889 for St. 
Martin's; 1895, for the Strand, and 1898 for part of the 
districtssof Holborn and St. Giles. 
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Ес. 2.— PLAN OF THE CHARING CROSS, WEST END AND City ЁгЕстдїсїтү SuPPLY Co.’s AREA. 


(equivalent) 8-c.P. lamps being connected, and this, in con- 
junction with the peculiar atmospheric conditions which 
characterise the London area, where a storm or fog frequently 
necessitates the placing in operation of some 7,000 kw. of 


plant within the short space of 20 minutes, to meet the. 


In 1899 the company obtained access to the City of 
London. Up to that time the supply was maintained from 
direct current generating stations at Maiden Lane and 
Lambeth, and the latter is still in operation for supplying 
the western portion of the company’s area. 

F 
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The prospect, however, of à large demand for electricity 
in the City, and also the necessity of providing further 
generating plant in connecticn with the rapidly increasing 
West End supply of the company, led to the construction 
of the works at Bow, about 4 miles from the City and 
close to the main line of the Great, Eastern Railway. 

After consideration, a three-phase system of generation and 
transmission was decided on, necessitating the adoption of 
transforming sub- 
stations in the area 
of supply, as the 
demand in the City 
was for direct cur- 
rent, and the 
supply in the West 
End, which was 
to be augmented, 
was also direct 


= 


fail 4f 
LN ч 


current. Ий 900 ae 
The highest pres- PY зев 


sure that could be 
directly generated 
by the machines and 
used by the motors, 
was adopted, with a 
view to eliminating 
the complication of 
stutic transformers and to save the extra space and switch- 
gear necessitated by them, and 10,000 volts was the pressure 
chosen with a periodicity of 50 cycles per second. At that 
time no direct. generation at such a pressure was in use in 
this country, although various power and traction plants 
have since been put to work on these lines. 

The generating station is illustrated in fig. 6 and a sec- 
tion and plan are shown in figs. 3 and 4. The building 
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Fic. 3.—SEcTIONAL ELEVATION OF THE Bow GENERATING STATION. 
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boiler, made by Messrs. Richard Hornsby & Sons, of 
Grantham. The boiler plant is all constructed for a 
working pressure of 160 lb. per sq. in. and is hand fired. 
The two smaller sizes are of the horizontal type and have 
heating surfaces of 4,590 and 8,100 sq. ft. respectively ; 
grate areas of 62:5 and 125 sq. ft., and normal evaporations 
of 12,000 and 24,000 Ib. of water per hour. The smallest 
size had already been in successful operation at the company's 
Lambeth Works 
for some years ; the 
larger size was 
specially built for 
this work. 

One pair only 
of the small boilers 
was put in, for 
light loads, these 
are fired п the 
usual way from the 
front only. 

А novelty was 
introduced in the 
case of the larger 


boilers, where a 
grate was arranged 
in the ordinary 


way at the front 
and another at right angles to it, which could be fired from 
These second grates have proved to be of enormous 
benefit when sudden fog or a thunderstorm has called for an 
extra supply of steam at very short notice. The ashpits for 
the two grates are quite separate, and are provided with the 
usual doors. At times of light load the boilers are fired from 
the front only, and the doors in connection with the side 
grates are all closed. As soon as the demand arises coal is 
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Fic. 4.—PrAN OF THE Bow GENERATING STATION. 


was laid out for a boiler room 75 ft. wide, with two rows of 
boilers facing each other, and coal bunkers of 7,500 tons 
capacity, overhead ; and an engine room parallel to the boiler 
room also 75 ft. wide, with 36 ft. 6 in. clear under the 
traveller hook. The existing building is 300 ft. long, 
and the site is sufficient for the extension of it to 500 ft., 
and the provision of a similar building alongside. 

In the boiler house (fig. 5) are installed three sizes of 


thrown on to the side grates, the ashpit doors opened, 
and the extra fires are got away with surprising 
rapidity. The large heating surface in proportion to 
the grate worked at light loads, is an advantage, and 
the large size of boiler gives much less radiating surface 
per square foot of heating surface, than in the small sizes 
usually adopted. 

Notice is also called to the special down-comers with mud- 
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drum and header, for the bottom rows of tubes immediately 


over the fire. 


Each boiler is provided with its own superheater of the 


McPhail & Simp- 
sons’ type: in the 
small boilers they 
аге fixed imme— 
diately under the 
drum, but in the 
larger boilers it was 
recognised that in 
this position the 
gases would be so 
low in temperature 
that the amount of 
heating surface to 
get the desired effect 
would have to be ab- 
normally large. 
They were therefore 
put in about two- 
thirds of the way up 
the boiler, as will be 
seen on reference to 
fig. 9. 

Last year a pair of 
Hornsby's “Up- 


fire-bricks are 12 in. thick, while, higher up, tiles 6 in. in 


thickness are used, the brickwork being separated every- 
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where from the wrought-iron casing by 1 in. of magnesia. 


The brickwork 
between the grates, 
which is honey- 
combed and carried 
up about 6 ft., 
becomes  incandes- 
cent during work- 
ing, and its effect, 
combined with the 
ample combustion 
chamber, ensures a 
much more perfect 
combustion than is 
obtained in the hori- 
zontal type of boiler. 
Coal which might 
give heavy smoke 
when burned under 
the horizontal 
boilers can, with no 
more care taken in 
the hand-firing, be 
burned without 
smoke in the.** Up- 


right“ boilers were Fic. 7 
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Fic. 6.—GENERAL VIEW OF THE Bow GENERATING STATION. 


added, of the type 
shown in fig. 16. 
and they are erected 
as one steam unit, 
and form probably 
the largest steam- 
producing unit in 
existence. These 
boilers are also con- 
structed for a 
working pressure of 
160 Ib. per sq. in. 
Each one hasa heat- 
ing surfaceof 10,850 
sq. ft., and a 
grate area of 168 
sq. ft.: the normal 
evaporation per 
hour being 323,000 
lb. water. Each 
‘boiler in- working 
order contains 
78,440 16. of water 
and occupies an area 
of 27 ft. x 18 ft. 
9 in. Owing to the 


high temperature which would exist the type of setting was 
very carefully considered, and a wrought-iron casing with 
fire-brick lining was eventually adopted. In thefire zone the 
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Fic. 7.— VIEW or THE Pump Room. 


In the case of 

these boilers the 
ashpit is divided, so 
that only a part or 
the whole of the firc- 
grate can be used 
as desired, with a 
similar benefit to 
that described 
above. 
The upright tubes 
are a great improve- 
ment on the hori- 
zontal, both as 
regards external 
and internal clean- 
liness. The back 
sections act ав 
water-heaters ог 
economisers with a 
definite circulation, 
any scale or sedi- 
ment is deposited 
in them, and the 
front sections kept 
quite clean. 


The pair of “Upright” boilers last erected have been 
steamed at the rate of 100,000 lb. per hour. and so will 
easily provide steam under ordinary working conditions for 
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a 4,000-Kw. generating set. Superheaters are also included through the water heaters at the various engines to a tank 
with these boilers, and can be seen in fig. 10. over the pumps, into which also tbe exhaust steam from the 

With a view to economising ground space, eight steel latter is discharged, and to which all the feed-pump suction- 
| pipes are connected. There are also 
alternative suction pipes direct into 
the reservoir in the basement. The 
feed-pumps are all of the Woodeson 
slow-speed compound type made by 
Messrs. Clark, Chapman. 

Turning to the generating plant, the 
first to be ordered consisted of two 
800-Kw. sets and two 1,600-KW. sets, 
followed almost immediately by two 
further 1,600-Kw. sets. Last year а 
1,000-Kw. set was added, and a similar 
set has just been put to work. 

The engines driving the 800-кү. 
generators (fig. 15) are three-cylinder 
triple-expansion, quick-revolution, en 
closed engines of Messrs. Belliss and 
Morcom's well-known type, with 
cylinders 19, 28 and 43 in. in 
diameter, and а stroke of 90 in. 
Their speed is 230 r.p.m., and they 


Fic. 9.—SECTIONAL ELEVATIONS OF THE HonwsBv HOLZ ON TAL Түрк BOILER. will normally develop 1,120 B. II. I'. 
А | | They exhaust into jet condensers іп 
chimneys, each the basement, the 


about 120 ft. high 
and 7 ft. 6 in. 
diameter, have been 
erected, supported 
on the steel girder 
work of the building 
over the firing floors 
between the boilers. 
Thegases from adja- 
cent boilers are led 
into the chimneys 
by short breeches 
pieces, each leg of 
which is fitted 
with a regulator. 
This gives the 
gases an almost 
direct route from 


pumps for which 
are driven by elec- 
tric motors. 

The engines driv- 
ing the 1,600-kw. 
generators are of 
the horizontal cross- 
compound type, 
by Messrs. Sulzer 
Bros., of Winter- 
thur, see figs. 11 and 
13. The H. and L.P. 
cylinders are 343 
and 61 in. dia. re- 
spectively, with a 
594 in. stroke. 
These engines are 

am ‹ ә A | 
{һе crate to the top Fic. 10.—SkcrroNAL ELEVATIONS OF THE HORNSBY VERTICAL Түрк COMBINED BOILERS. dee * бан 
of the chimney. 


д, speed of 83°3 r. p. m. 
As mentioned above, 


the boiler house was 
laid out for two rows 
of boilers in view of 
the larger engine units 
to be put in later. One 
row suffices to supply 
steam to the horizontal 
engines, which leaves 
the space opposite them 
avallable for lavatories, 
office, workshop, and 
pump-room. 

The water supply 
for the station is 
derived from two 13- 
in. Artesian wells on 
the premises, 400 ft. 
deep, which each yield 
15,000 to 20,000 gal. 
per hour, as required. 
The method of pump- 
ing adopted is the 
air-lift system, and 
the water raised is 
discharged into a 
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large reservoir in . 
the basement below 
the pump-room ; the Fic. 11.—2,500-н.р.-1,600-кҳ. SULZER-LAHMEYER™THREE-PHASE GENERATOR: END View. 3 


latter is illustrated | 

in fig. 7. From this reservoir the water is pumped For comparison, it may be noted that, including the gcnerator, 
by Woodeson slow-speed compound steam pumps to a the floor space occupied by the complete sc t is 1,128 sq. ft. In 
tank at the top of the building; it runs back by gravity details they differ materially from the usual type of slow- 
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SWITCH GALLERY. Гартаа]! 
^ 2 А = serves aA „a vore Ва 
speed engine, inasmuch as the connecting rods and cranks EET e 0. ЕР ls 
are enclosed, and the oil supply is continuous and under = — — 2 | 
pressure. p 


The valves are of Messrs. Sulzer's latest four-seated 
pattern. "The pistons are provided with tail-rods, and are 
supported outside the cylinders by special bearings. The 
cranks аге set at 108° instead of the more usual 90°, with 
the low-pressure crank leading. The exhaust steam from 
the low-pressure cylinder is divided in an oil separator and 
taken to two jet condensers, one on each side of the engine. 
These condensers stand on their air-pumps, which are driven 
from the high and low-pressure crankpins respectively. 

The engines driving the 4,000-Kw. generators (fig. 16) 
are of the vertical three-cylinder compound type, with a 501 
in. diameter high-pressure cylinder in the centre and a 704 in. 
diameter low-pressure cylinder on either side, driving on to 
cranks which are equally placed. These engines, which 
have a 514 in. stroke, and a speed of 83:3 r.p.m., developing 
nominally 6,000 B. H.P., are, we believe, the largest in use for 
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Fic. 14.—Diacram oF HALT SgcrioN oF Main SWITCHBOARD 
CONNECTIONS. 


such a purpose in this 
country. Au engine 
itself weighs some 450 
tons and occupies 540 
sq. ft. of floor space, 
the vertical overall 
height being 33 ft. 
1 in. 

The piston rods, 
cross heads and con- 
necting rods are 
entirely enclosed to 
prevent splashing. The 
oil is supplied under 
pressure from а tank 
above the cylinders, 
and after running 
through the engine 
bed to a filter tank in 
the basement it is 
returned to the tank at 
the top by pumps and 
used over again. 

The valves are of the 
four-seated type, ав 
used on the horizontal 
engines. Main and 


Fic. 15,—View or THE BELLISS-LAHMEYER 800-KW. GENERATORS. afety governors are 
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both provided, and the latter in addition to automatically 
closing the main steam valve, opens an air valve to break the 
vacuum. ‘This arrangement can also be operated by a 
lever from the driver’s stand, where all the hand wheels 
and levers necessary for working the engines are assembled. 

Two jet condensers are provided, with separate air-pumps 
driven from the low-pressure cross-heads. 

A special feature which is shown clearly in fig. 17, and has 
proved thoroughly satisfactory, is the adoption of feed-water 
heaters on all the engines, inserted between the low-pressure 
cylinder and the jet condenser. 

The air pumps deliver into steel hot wells, and from 
the latter the water is drawn by centrifugal pumps, 
direct coupled to motors, and delivered into the cooling 
towers. The vacuum obtained under normal working con- 
ditions is between 25 and 26 in. 
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two 350-Kw. motor-generators (fig. 18), similar to those 
used in the City sub-stations, and by a Hart storage batterv. 

The generators are all of Messrs. Lahmeyer's make, of 
the rotating field type. The magnet wheels of the 800 Kw. 
sets are provided with 26 poles wound with copper wire, while 
the larger 1,600 and 4,000 Kw. sizes have each 72 poles, 
with windings of flat copper (edge wound). 

The larger machines have stators 27 ft. and 29 ft. in 
diameter respectively, and the diameters of the magnet 
wheels are 23 ft. and 25 ft. 

The number of slots per pole per phase in all the machines 
is two. 

The stator frames were all bored out in the vertical position 
in which they were subsequently erected. 

The winding is in mica tubes, embedded in slots which are 
nearly closed. Crossings of the wires are, as far as possible, 


Fic. 16.—ViEw or a 6,000-n.H.p.-4,000-k w. SULZER-ILAAHMEYER GENERATOR, INSTALLED AT Bow. 


The cooling towers have steel circular shells and each 
has a capacity of 25,000 lb. of steam per hour on easy 
working. 

Figs. 3, 1 and 6 show the general arrangement of the towers, 
which are 30 ft. in diameter, 38 ft. bigh to the base of the 
cone where the water is delivered into them, and 85 ft. high 
to the top of the chimney. 

A small continuous current exciting plant has been pro- 
vided to supply the energy required for the generator fields, 
station lighting, and the various motors which drive the 
circulating pumps, coal cranes, travellers, &c. 

This includes two Belliss & Morcom 3-cylinder triple- 
expansion 350-B.H.P. engines, with a speed of 365 r.p.m., 
driving 300 kw. Lahmeyer continuous current 200-volt 
dynamos (see fig. 8), and exhausting into the same con- 
densers as the 800 Kw. sets. These are supplemented by 


avoided, and where the coils leave the iron core they are 
carefully wound over templates and covered over with insu- 
lating tape to prevent breakdown between adjacent coils or 
between the coils and the frames. 

The rotors or magnet wheels, which also serve the purpose 
of fly-wheels, are built up of four parts, held together by 
means of bolts and shrunk rings. Such rings are not only 
used at the hubs, but also at each side of the joints on 
the rim. 

The wrought-iron poles are solid, of circular shape, and 
bolted on to the wheels in such a manner that they may be 
dismantled at any time without altering the position of the 
stator. 

No difficulty whatever has been experienced in paralleling 
the 800 Kw. machines driven by high-speed engines with the 
larger machines driven by slow-speed engines. 
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The main switchboard is at one side of the engine room, 
arranged in two distinct halves, which, however, may be 
connected by an emergency switch. The generating plant is 
numbered consecutively, each of the odd numbers being 
connected to one-half of the switchboard, and the even 
numbers to the other half. 

Fig. 12 is a section through the switchboard. The resist- 
ances for the fields of the machines stand on the main 
engine room floor; the panels carrying the controlling gear 
are upon the principal gallery, and the high-tension switches 
are placed on the upper gallery, and worked positively from 
the gallery below, by levers. 

At first, chimney type switches with fuses in series were 
used, but as experience showed that they were not reliable in 
connection with large machines and long cables, they were 
replaced by oil switches, which are also fitted with relays to 
act as automatic cut-outs. | 

The measuring of the high tension circuits is done under 
Messrs. Lahmeyer's Schuler patents, in which one coil of the 
generator is taken out to a one-to-one transformer, and from 
the secondary side of this transformer low tension circuits 
are taken to the measuring instruments. 

Each machine has its own panel complete, which carries 
its main switch lever, synchronising lamps, field ammeter, 
main voltmeter, wattmeter, and watt-hour meter ; and each 
trunk main panel carries a wattmeter; ammeter, and watt- 
hour meter. 

The halves of the switchboard have their own k. I. r. ring 
bus-bars, which can be divided into sections by suitable links. 

Fig. 14 is a diagram of one half of the main switchboard 
connections, showing the emergency switch by which the 
other half may be connected. The two sets of bus-bars are 
kept distinct with their own allotted machines and feeders; 
selector switches, by which the machines or feeders can 
be thrown on to either bus-bar, are not employed. 

Cable charging gear is provided to run up the cables to 
working pressure or to test them at 15,000 volts. 

A three-phase generator, driven by a: D.C. motor, gives а 
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Fic. 17.—ELEVATION oF 6,000-B.H.P. SULZER ENGINE, SHOWING 
THE ExHavustT:FEED-WATER' HEATER. 


‚Кто. 18.—LAHMEYER MoroR-DRIVEN EXCITERS AND TESTING MoToR-GENERATOR AT THE Bow STATION: 
SIMILAR Moror-GENERATORS ARE INSTALLED IN THE SUB-STATIONS. 


Еа. 19.— PLAN AND SECTIONAL ELEVATION OF THE FENCHURCH STREET SuP-STATION. 


current at a normal 
— | 2,000 volts pressure. 
ыш, Г || a ч This current ів 
gm | ва б am c stepped up by a 

a bank of two three- 
phase oil transformers, 
and the pressure is 
varied by varying the 
field of the 2,000-volt 
generator. Special 
bus-bars and switches 
are provided in con- 
nection with the 
charging gear, so that 
a cable may be run 
up and then put in 
parallel with other 
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working cables, or a working cable may be taken off the 
main bars and discharged for testing or other purposes. 

Ten three-core, lead-sheathed, paper-insulated trunk 
feeder mains at present leave the generating station. Six 
of them go to the City and four go to the West End ; means 
of interconnecting the City cables and the West End cables 
are provided in the City. The cables are laid on the solid 
system in steel troughs, which are heavily bonded to comply 
with the Board of Trade requirements. The cables have 
a half-inch of insulation between conductors and between 
conductors and earth, so that they can be worked either 
with the middle point earthed or unearthed as desired. 
Although over 70 miles of such cable has been installed there 
has only been one cable fault. 

No joint boxes were allowed to be built on the route of 
the trunk mains; special joints, therefore, were designed 
which could be made in the steel trough without increasing 
the size of the trough or unduly diminishing the thickness 
of bitumen between the cable and the trough. Several types 
were tried, the form selected is shown in fig. 23. 

It will be noted that it consists of two ebonite disks to 
keep the three cores in position ; short copper sleeves were 
sweated over the three cores and a lead sleeve wiped on over 
all and filled up with cable compound. Further experience 
showed that the ebonite disks were better replaced by porce- 
lain disks of the modified type shown, which give a longer 
path for creepage, the form of lead sleeve also was improved. 

In order to overcome the trouble due to the heat, in filling 
the troughing on the solid system, short funnels were tem- 
porarily tacked on to the sleeve, and after the trough had 
been filled the insulating material in the gleeve was topped 
up, the funnel cut off, and the hole covered over. 


Fic. 21.— H. T. OIL Fuse. 


Fic. 20.— SPARR-GA P & DETECTOR. 


There are four sub- stations in the City, each provided with 
motor-generator and battery plant. As the type of plant 
used in each is the same а description of the Fenchurch 
Street sub- station will suffice. 


Fig. 19 shows a plan of the basement and a. sectional | 


elevation of the building, which is arranged for machines and 
switchboards in the basement; the ground floor may sub- 
sequently be used as a battery room ; the floors over are laid 
out for batteries. 

This building will take motor-generator plant of 8,400-Kw. 
capacity, and battery plant of 1,600-Kw. capacity on a four 
hours' rating. | 

The r.H.r. mains are brought to the E. H. r. chamber 
underneath the switchboard platform, and are there connected 
through oil fuses to ring bus-bars. Each motor is con- 
nected to the bus-bars through oil fuses and a Siemens and 
Halske chimney type switch, which are also fixed in the 
к.н.т. chamber. The switches are controlled positively by 
levers from the machine-operating panel on the switchboard 
platform above. 

Each motor-gencrator has its own standard panel complete. 
Main switches, ammeters, voltmeters, also field switches and 
ammeters, are provided for both the motors and generators. 


A synchronising gear of voltmeter and lamps combined, is 
provided for the synchronous motors, and the motor field 
switches are omitted on the'panelsifor!induction machines. 
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Fic, 22. RECORD OF ENERGY GENERATED & Солт, USED AT Bow. 
The synchronons motors are all started up from the 


generator side, and the starting switch is used as the main 
switch for one pole of the generator, while the induction 


MOOIFIEO C. N. T. CABLE JOINT 
Fic. 23.— VIEW OF THE TRUNK FEEDER JOINTS. 


motors can be started alternatively from the generator side 
or from the motor side, and are fitted accordingly. 
Induction motors are preferred in some quarters, because 
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they can be started up more quickly, and it is believed that 
in the event of an accident they will maintain their load 
better than synchronous machines; the latter, however, are 
preferred by some engineers because of their better power 
factor. The regulation of the direct-current side can be 
managed equally well with either type of machine under 
normal conditiong. With rotaries, the regulation is not 
usually sufficiently good for a high-class lighting load. 

In this case synchronous motors were selected for the 
majority of the machines with one or two induction motor 
sets in each sub-station. In all cases the motors are wound 
for the full pressure of 10,000 volts, with a uniform size of 
motor of 500 H.P. and а speed of 300 r. p. m. 

The motors in some cases drive 350-Kw. generators wound 
for the full pressure, 400 to 440 volts, across the “ outer "' 
wires, and in some cases, two generators each of 175 Kw. 
capacity, which are wound for 200 to 220 volts, and are used 
as balancers on the three-wire system. | 

The batteries at Fenchurch Street at present comprise 
904 cells, each of 4,000 ampere-hours’ capacity at a four- 
hour rate, made by the Tudor Accumulator Co. 

No end-cells are used, their place being taken by reversible 
boosters. The ordinary pressure from the “outers” of the 
distributing network is used for running the motors, and 
they are thus available at all times, no matter whether the 
E.H.T. plant is running or not. Є 
. The conditions obtaining are met by hand-regulating, 
as automatic regulation, although excellent for tramway 
purposes, would not be so convenient for the work in 
question. 

Practically no movement of the brushes is required from 
no load to full load of 1,200 amperes. The latest con- 
struction is even better, as in it the generator machines are 
provided with compensating poles, and can be run from full 
load in one direction to no load, and up to full load in the 
other direction, without moving the brushes or showing any 
signs of sparking. 

In the battery rooms, floors of concrete screeded over 
with a hard cement, smoothed off and tarred with two coats 
of Stockholm tar have proved both cheap and efficient . 

The supply into the districts presents little novelty. The 
Ludgate area was first supplied from the western districts 
of the Charing (ross Со. at 100 volts on each side of the 
three-wire system, by simply extending the existing network, 
and supplementing the supply from the old sub-stations with 
a temporary plant in Ludgate sub-station. Before Bow 


generating station was started there were more than 50, 00 


lamps supplied in this way: the pressure, therefore, was 
unaltered uptil this year, when it was doubled. The 
other three districts of the City, Fenchurch, Cannon 
Street, and Beech Street, are all supplied at the higher 
pressure. At present some 12,000 Kw. of А.С. motor- 
generators alone, are installed in the company's sub-stations, 
while the battery capacity in the City is some 16,000 ampere- 
hours, at 400 volts pressure. 

The feeders and distributors are paper insulated, lead- 
covered cables laid on the solid system, with spareways into 
which further feeders can be drawn as required. Each 
feeder is provided with an automatic cut-out in the sub- 
station, and the distributing networks supplied by separate 
feeders are interconnected through enclosed type fuses. 

General Working  Results.—The Bow plant began to run 
in May, 1902. Fig. 22 showing the weekly output of B.T.U. 
generated and coal used, is interesting, as it indicates the 
value of the plant more truly than any other tests. 

Тһе units and coal are plotted on a 1 to 4 scale, and it 
will be noticed that almost throughout the coal used is less 
than 4 lb. per unit. 

The coal used at first was large Welsh, but in the second 
half of 1904 small Welsh began to be used in gradually 
increasing quantities, and through the winter not much 
more large coal was used than waa necessary for lighting the 
fires, and a little on the peak. During the year 1905 the 
quantity of large coal used had been infinitesimal. 

Before а type of switch and fuse for the generating 
station was decided upon extensive experiments were made, 
and а type of fuse was developed which has operated most 
satisfactorily ; it is shown in fig. 21. It will be noted that, 
while it is an oil fuse, the actual fuse wire is above the 
surface of the oil and covered by a little insulating chamber, 


which contains the metal vapour until it is blown under the 
surface of the oil as the bottom terminal of the fuse is 
dragged away by the action of the spiral spring. 

The substitution of oil switches for the chimney-type 
switches in the generating station rendered the retention of 
fuses there unnecessary, but this type of oil fuse is now being 
used throughont the sub-stations. ! 

It has also been found that under working conditions, in 
the event of a circuit being opened through, for instance, the 
action of a fuse, a surge is likely to occur, and that it would 
be safer to provide spark-gaps. The common form of horn 
type spamk-gap was experimented with and abandoned in 
favour of a spark-gap of the type shown in fig. 20, which 
has carbon on the one side and copper on the other. The 


. travelling of the spark up the parallel portion of the horns 


is increased by the chimney action of a glass enclosure, 
and the result of many tests has been to show that they may 
be: calibrated and set with much greater accuracy than the 
ordinary bent wire horn type. 

The resistances consist of earthenware vessels filled with a 
solution of glycerine and water. 

The width of spark-gap employed is 4°5 mm. for 10,000 
volts working pressure, i. e., 5,800 volts between each phase 
and earth, with the centre of the star earthed. А spark will 
jump the gap at 12,000 volts when the horns are clean and 
the atmosphere normal. Є, 

With а view to obviating occasional and irregular working 
of the spark-gaps, a detector apparatus was added, consisting 
of a small transformer with its primary inserted in the earth 
wire of the spark-gap resistance, without adding appreciable 
self-induction to the circuit, and a relay which is actuated 
by the secondary and rings a bell, or it could equally well 
mark a time recorder. 

When a discharge occurs, the relay shutter falls, causing the 
bell to ring, and so calls the attention of the switchboard 
attendant, who notes ona report form the exact time, and 
whether any change in switching or alterations in the 
conditions of running were made. These reports are 
collected and examined with the running logs of the other 
stations, when frequently the effect in one place can be 
directly traced to the cause in the same or another place. 

Irregularities when starting up machines, although not 
sufficient to ‘affect easy synchronising or switching in, are 
prolific causes of spark discharges. 

On two occasions small measuring transformers have gone 
to earth ; faulty insulators have also caused interruptions, 
and on nearly every occasion discharges have been reported, 
which emphasises the fact that sudden interruptions cause 
surges all over a system. Another curious fact is that, after 
a failure the spark-gaps have acted for some time after all 
obvious indications of the trouble were over, from which it 
would appear that a system takes some time to recover from 
a severe shock 

In conclusion, we wish to acknowledge our indebtedness to 
Mr. W. H. Patchell, the company's engineer and manager, 
whose valuable paper before the Institution of Electrical Engi- 
neers, we have so largely drawn on in this description. 

Our best thanks are also due to Mr. Н. W. Kingston, his 
assistant, for much time and trouble expended on our behalf. 


Ningle-Phase Motor-Cars at Berlin. — The new 


electric motor-cars, which are to serve as models for the cars to be 


` used on the Hamburg-Altona railway and eventually on the Berlin 


city and suburban railways, have now been equipped in the 
Tempelhof workshop and conveyed to Nieder Schonweide in order 
to begin their trials on the Spindlersfeld railway. There are two 
cars, each of which has three axles, and the two cars form a train 
unit, although the latter can be enlarged by the addition of other 
cars. Each car is fitted with motors of 116 н.р. capable of giving 
a speed of 31 miles an hour. The single-phase alternating current 
has a line pressure of 6,000 volts, which is transformed to 750 volts 
on the cars, the overhead collection being effected by means of two 
bow-shaped trolleys on each car. Electric lighting and heating 
arrangements are provided in the cars, which give accommodation 
for 115 persons seated. On the completion of the trials, it is pro- 
posed to build 50 other ears of the six-axled type, for the Hamburg- 
Altona railway. 
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CONTRACTS. CLOSED. 


(Concluded from page 970.) 


Torquay.—The T.C. has accepted the following tenders 
for the supply of additional plant for the power house :— 


Siemens Bros. & Co. ie , £5,168 15 
Tudor Accumulator Co. .. vs 1,966 0 


Warrington.—At the meeting of the T.C. on December 
6th, objection was taken to the acceptance of the tender of Messrs. 
W. Rouse & Son, Heckmondwike, for the supply of four top covers 
for tramcars, at £279 18s. 6d., it being urged that the tender of 
Messrs. McDowell, a local firm, should have been accepted. It was 
pointed out that this tender was £20 higher, and did not provide 
for the electrical fittings. The next lowest tender, which included 
the electrical fittings, was that of Milnes & Co., Birkenhead, at £380. 


West Ham.—The Corporation have placed an order 


with Messrs. Babcock & Wilcox for four chain-grate stokers, at 
£248 per boiler. б 


Wolverhampton.—The Corporation has entered into a 
contract with the Sirdar Rubber Co., Ltd., for the supply and main- 
tenance of tires for the motor-omnibuses fur 12 months, 


FORTHCOMING EVENTS. 


 Ye-day's Events (Friday, December l5th)—At 7 p.m. Physical Society. An 
Exhibition of Electrical, Optical and Physical Apparatus. 

At8p.m. Electro-Harmonic Society. Smoking Concert and Presenta- 
tion of Souvenirs to the members of the Electrical Exhibition 
Executive Committee. 

At8p.m. I. M. E., at Storey's Gate. Adjourned discussion on seventh 
report to the Alloys Research Committee by Dr. H. C. H. Carpenter 
and Messrs. R. A. Hadfield and P. Longmuir. 

At8p.m. Junior Institution of Engineers. Prof. J. T. Morris on 
“ Electric Mains for Power Transmission Work.“ 

At 8 p.m. I.C.E. (Students). Mr. E. E. Mann on Tests of Street 
Illumination in Westminster. | 

At 7.30 p.m. North-East Coast Institution of Engineers and Ship- 


builders. Mr. W. F. Parish, jun., on The Engineering Value of 
Lubricating Oils.“ А 


Saturday, December 16th.—At 7.30 p.m. Glasgow Technical College Scientific 
Society. Mr. W. D. Hamilton on The Economy of Power Pro- 
duction—Relative Merits of Gas and Steam Engines for Various 
Purposes.” , 

At10a.m. Junior Institution of Engineers. Visit to Messrs. Johnson 
and Phillips's Old Charlton Works. 

I.E.E. (Manchester Students). Visit to Stuart Street generating station. 
Meet at Queen's Statue at 2 p.m. . 

Monday, December 18th.—At 8 p.m. Society of Arts. Cantor Lecture by Dr. 
J. A. Fleming on ‘‘The Measurement of High Frequency Curves 
and Electric Waves." (Lecture IV.) 

Tuesday, December 19th.—At 8 p.m. I. C. E. Мг. H. A. Mavor on “ Heat 
Economy in Factories.” 

Wednesday, December 20th.—At 2.30 p.m. I. C. E. (Students). Visit to the 
works of the Euston extension of the C. & S.L.R. 

Thursday, December 21st.—At 8.30 p.m. Chemical Society. Meeting. 

Friday, December 22nd.—At 7.80 p.m. I.E.E. (Manchester Students). Mr. 
J. C. Ward on The Electrical Equipment of Automobiles.“ 


THE ELECTRICAL ENGINEERS R.E. (VOLS.). 


THE following orders are announced :— 


Monday, December 18th.—'* A Company, recruits’ drill, 6 p.m.; technical 
instruction, 7 p.m. 

Tuesday, December 19th.—'* B" Company, technicalinstruction, 7 p.m.; medical 
inspection, recruits, 7 p.m. 

Wednesday, December 20th.—'* A ” badge examination. 

Da December 21st.—'* C" Company, technical instruction, 7 p.m. 

Friday, December 22nd.—*'* D' Company, technical instruction, 7 p.m. 

Headquarters will be closed from 11 p.m., Friday, December 22nd, 1905, until 
10 a.m., Monday, January Ist, 1906. 


J. Н. S. PuirLiPs, Captain Е.Е. 
For O.C.E.E.R.E. (V.). 


Water Power in Germany. —А memorandum has been 
prepared by the Ministry of Public Works, in regard to the pro- 
posed utilisation of the water power which will be available on the 
execution of the works for the canalisation of the Moselle and the 
Saar. It is pointed out that the Moselle on Prussian territory will 
yield about 35, 000 H.P., the Lorraine section 5,000 H. P., and the 
Saar approximately 10,000 H. P., or a total of 50,000 н.р. This total 
will only gradually be brought into use, as new industries would 
have to be established to create a demand, and as the iron and steel 
works in Lorraine and the Saar already use the blast furnace gases 
for power purposes. It is considered that the establishment of 
water-power stations would be the means of affording a cheap 
supply of power, especially as the utilisation of water-power has 
engaged but little attention in Germany, down to the present time. 


NOTES. 


Christmas, 1905.—Will all of our friends kindly take 
note of the following arrangements which have been made to 
facilitate the production of our issue of December 29th, the Friday 
after Christmas. ;— ` 

Articles and correspondence for publication should, as far as 
possible, reach ua by Saturday morning, December 23rd. 

Late correspondence and notes and notices should be received 
by us on the morning of Wednesday, December 27th, as usual. 

Our advertisement department announces that :-~ 

New advertisement copy and alterations to existing advertise- 
ments, should be received not later than Friday morning, 
22nd inst. 

Official Notices and small prepaid advertisements will be in time 
if received by noon on Thursday, December 28th, as usual. 


The Borough Polytechnic Institute.—The thirteenth 
annual distribution of prizes and certificates took place on Monday 


.evening, December 4th. The newly-appointed chairman. Mr. J. 


Leonard Spicer, presided. Не said the work of the Institute was 
going forward with great strides, and he feared that, even allowing 
for the magnificent additions to the buildings which had recently 
been made, the governors would again be faced with the problem 
of knowing how to house the studente. Although the word 
„Polytechnic“ was associated in many minds with recreation and 
amusements, the chief work of these institutes lay in an educational 
and technical direction, £15,000 а year being the least sum on which 
ihe work at the Borough Polytechnic can' be carried on at 
present. Mr. C. T. Millis, the principal, read the annual report, 
which showed that the percentage of passes gained in examinations 
was higher than last year, and the total value of scholarships was 
£375. Certificates were ‘gained in applied mechanics, magnetism 
and elcctricity, steam, machine construction, plane and solid 
geometry, and practical mathematics; every candidate entered 
from the Institute for the examination in steam was successful. 
A satisfactory feature of the work of the Institute was the readiness 
with which intending students asked for and followed advice given 
as to their courses of study, and the increasing number of those 
students who attend for two, three and four years. After. the 
certificates and prizes were distributed by Lady Lockyer, Sir 
Norman Lockycr delivered an address. He said that the sums 
spent on education in Germany and Amcrica considerably out- 
weighed what was considered a sufficient amount in England, and it 
must be realised that if learning was to progress in this country, 
we should have to pay for it. Prof. Perry claimed for the Poly- 
technic Institutions of London that they were doing а work which 
was unprecedented, and which our Colonies were now endeavouring 
to imitate. He had just returned from South Africa, where he 
found the people following the lead which London was now giving 
in the matter of technical education. 


The Electrical Volunteers and the Charing Cross 
Disaster.— With further refcrence to the excellent work done by 
the Electrical Engineers Volunteers last week (see p. 938, ELEC- 
TBICAL REVIEW), the following has been sent to us offipially :— 

The following particulars of the call and turn-out made by the 
search light sections of the Corps of Electrical Engineers on the 
night of the disaster at Charing Cross, show what has already been 
effected in the dircction of organised mobilisation if this section of 
the Auxiliary forces. 

" On the night of the accident a call was telephoned to me, the 
officer commanding, at 6.25 p.m. The orders were issued from the 
headquarters and the sections warned at 6.35. Two sections under 
Capt. Phillipsand Lieut. Sheppard were mobilised with two 24-in. pro- 
jectors, all lamps, cable reels, and without waiting for horse trans- 
port these were dragged through the streets by the service drag 
ropes, got into position and the beams turned on the damaged roof 
and walls at 8 o’clock, bejng a total of 95 minutes:from the time 
the call was started from Charing Cross. А 

" These lights have been in continuous action during the thours 
of darkness ever since the disaster. 


“К. E. B. Crompton, Lieut.-Colonel, 
* Officer Commanding, Electrical Engincers, К.Е. ( Vols.) 


Overhead Mains.—The central station at Heimbach on 
the Ruhr, which recently commenced to supply the pumping plant 
of the Mechernich Mining Association, has now extended its opera- 
tions so as to include the town of Aix-le-Chapelle, +14 Blatten, 
Stockheim, Lendersdorf, Gurzenich, Mariaweiler, Langerwehe, 
Rohe and Haaren. Bare overhead mains carried on masts are 
employed for the transmission of the current, which is effected at a 
pressure of 30,000 volts. At Aix-la-Chapelle the current is stepped 
down at a transformer station to 5,000 volts, and at this pressure it 
is conveyed to the municipal electricity works which distribute 
the energy to consumers either in the form of three-phase current 
or, after conversion, as continuous current. The town of Duren has 
also been brought into the scheme, and other towns in the same 
industrial area are installing plant for undertaking distribution 
from the bulk supply works. The masts carrying the overhead 
wires have affixed to them tablets warning persons of the danger of 
touching the wires. 


Electric Welding.—On 6th inst. the Steel Barrel Co. 
opened their new barrel and tank factory at Uxbridge for inspec- 


tion. The various parts of the barrels, &c., are welded together 


by means of electricity. 
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Automatic Train Control.—A paper on this subject 
was read at a Students' meeting of the I. E. E. on November 29th, 
by H. G. Trust, in which the author dealt with the Westinghouse 
electro-pneumatic multiple-control system; the Westinghouse unit- 
switch control; and the Sprague-Thomson-Houston multiple-unit 
train control, in detail. 

In the discussion a note was communicated by Mr. Т. Н. Schoepf 
on the subject of pneumatically-operated electric switches, giving 
the results of a series of tests which were obtained with these. 
The switch closes with а quick and steady motion, the contact 

ieces first closing at or near the tip, and ав the piston rod moves 
orward the contacts roll and slide one on the other, finally resting 
at the hec] and under the full pressure of the air against the piston. 
This motion between the switches has the effect of keeping the con- 
tact pieces perfectly clean, with the result that the carrying 
capacity of the switch is always a maximum. This condition, he 
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said, could not be obtained with a system operated electrically or · 


electro-magnetically, since the pull on the moving arm of the switch 

varies inversely as the square of the distance of the core from the 

centre of the magnetic circuit, and therefore the switches come up 

with a very severe slam, tending to work the contacts loose, no 

matter how securely they are fastened to the switch, and the shock 
naturally shortens the life of the entire apparatus. The figure shows 

two curves giving the results of temperature tests which were 
obtained upon a switch having contacts 1 іп. in width and with 

various pressures on the contact. The piston was 2? in. in diameter, 

and the several pressures on the contact were obtained by varying 

the pressure per sq. in. of the compressed air admitted to the 

cylinder. 


Oscillographic Tests at Bow Generating Station.— 
In the appendix to Mr. W. H. Patchell’s paper on the Charing Cross 
Co.’s City of London Works, which is dealt with elsewhere in this 
issue, a number of oscillographic records were reproduced. These 
showed that the wave-form of the alternators was very satisfactory 
at both full and light loads. With certain of the City feeders con- 
nected (unloaded) the 11th and 13th harmonics were clearly shown, 
but dangerous resonance was not, nor is it likely to be, approached. 
The worst condition is met with when a small alternator is con- 
nected with several unloaded feeders. Switching individual cores 
on and off produced a maximum instantaneous value of 9,800 volts, 
nearly twice the R. M. S. value (5,0)0), so that it should be safe 
‘to switch on a feeder on open circuit at 10,000 в.м.з. volts—if the 
insulation will stand 20,000 в.м.в. volts, this gives a margin of 
safety of 40 or 50 per cent. Sudden changes of voltage on the 
cable, or current in the machine, are dangerous, especially on open 
circuit ; thus it is dangerous to switch on an unloaded feeder, or 
suddenly to cut out a heavy load if by so doing a lightly-loaded. 
feeder is left connected to the generator. The occurrence of arcs 
or sparks of any sort in the circuit is especially to be avoided, as it 
may lead to the development of voltages sufficiently high to break 
down the insulation. In order to avoid such dangers, charging 
gear has been provided for switching feeders in and out. 


Profit Sharing.—The Toronto Globe reports that the 
British Columbia Electric Railway Co., under a profit-sharing 
arrangement, has distributed $15,600 among 390 employés, as 
representing the men's share in the profits for the year ended June 
80th, 1905. This experiment in profit-sharing is said to be proving 
quite satisfactory both to the employés and to the company. 


The Electrical Engineers (Volunteers).—The non- 
commissioned officers’ mess held its annual dinner at Anderton's 
Hotel on Saturday, December 9th, C.S.M. A. Marshall in the 
chair. Among those present were Capt. Dumble (Adjutant), Major 
Leaf, Captains Le Rossignol, Pierce and Bransby Williams, and 
Lieuts. Sheppard, Leys, Tolley and Thorne. | 

After The King,” the Chairman, in proposing ''The Officers,” 
made reference to Col. Crompton's evidence before the Defence 
Committee, from which important developments for the corps are 
expected ; he also referred to the assistance given by Capt. Pierce 
and the staff at the disaster at Charing Cross. Major Leaf, 
in responding, alluded to the steady increase in numbers, which 
had now reached 700, to the general good feeling which existed 
between all ranks, and to the loss of officers owing to their being 
appointed to important posts, both civil and governmental, abroad. 

Replying for the Permanent Staff, Capt. Dumble, in à racy 
speech, said that nowadays he had little to do, as the N.C.O.'s 
seemed to run the corps themselves, while Sergt.-Major Gunn told 
of the time when he had only one recruit to drill, and that with 


_ borrowed rifles. 


In proposing The Sergeants’ Mess,” Lieut. Sheppard said that 
the talent for effective organisation shown by its members, and 
their habit of looking ahead, were qualities which could not be too 
highly commended. Не also gave testimony to the advantage of 
all officers having passed through the lower ranks. 

During the evening C.S.M. Marshall, the mess president, was the 
recipient of a handsome electric standard lamp and an autograph book ` 
from his comrades, on the occasion of his marriage. Quarter- 
master Sergt. Applebee made the presentation in a neat speech, to 
which the recipient suitably responded. 

An excellent programme of music enlivened the proceedings of 
the evening. | | 


Glasgow Technical College.—The annual report of the 
work of the Glasgow and West of Scotland Technical College shows 
that the college has maintained its satisfactory position ; during the 
1904-5 session there were 530 day students, 4,424 evening students, 
and others, making a total of 5,671, as against 5,333 last year. The 
“ student-hours" amounted to 406,221. There were 118 graduates 
of Scottish and English Universities in attendance, showing the 
value attached to the instruction given. Good progress is being 
made with the new building; the total expenditure to date has 
been £163,060, and the building fund now stands at £209,763. 
The College has received a legacy of £20,000 unler the will of the 
late Mr. J. Donald. Dr. A. L. Mellanby has been appointed to the 
Chair of Prime Movers, in succession to Prof. W. W. Watkinson. 
Prof. M. Maclean occupies the Chair of Electrical Engineering. 


"The N.E.M.A. Electrical Trades Benevolent Insti- 
tution.—The National Electrical Manufacturers’ Association 
(Incorp.) at a general meeting held at the Hotel Cecil on the 
4th inst. accepted rules as submitted by the Committee for this . 


Benevolent Fund. These rules are about to be printed and circu- 


lated. The following gentlemen were elected to serve on the Com- 
mittee of the Bencvolent Fund, with power to add to their number 
up to 30 :— : 


H. Bevis. . Justus Eck. C. S. Northcote. 
J. B. Birnbaum. T. J. Grainger. H. Oppenheimer. 
Herbert H. Berry. E. F. Johnson W. L. Packenham. 
G. Braulik. P. A. Lundberg. W. Schmahl. 

E. J. Clark. Е. Н. Nalder. L. Thurnauer. 


Donations as follows were promised at the meeting: — General 
Electric Co., Ltd., #100; International Electric Co., £25. Smaller 
donations were promised by 14 others. 


The fund starts with £260 as the gratifying result of a first 
attempt. To this will be added a good sum from the surplus of the 
Electrical Exhibition at Olympia. The members of the Committee, 
in addition to personal donations of £10 each, have pledged them- 
selves to raise £100 each forthe fund. No doubt, when the com- 
plete rules are before the trade, there will be considerable additional 
assistance forthcoming from those who have not as yet had an oppor- 
tunity of examining orshowing practical sympathy with the scheme, 
which is to grant pensions and temporary relief to deserving and 
necessitous persons (or their widows and families) who have been 
connected with the electrical trade of the United Kingdom. 

There are, of course, other funds in existence of а somewhat 
similar kind, namely, the Institution of Electrical Engineers’ Benc- 
volent Fund, which has £2,050 invested, and the Institution's 
Wilde Benevolent Fund of about £1,500— both for the benefit of 
present and past members of the Institution and their families; and 
the B.E.T. Electrical Superannuation Fund for B.E.T. and allied 
companies, with which several other concerns are also connected. 

The Manufacturers’ Fund will be run in the interests of the 
electrical trade workers generally—a need that is naturally not met 
by the other funds above mentioned. 


An Electrical Volunteer Rifle Company at Banga- 
lore.—The Times of India says that it has been proposed to form 
a company of Electrical Engineers in connection with the Bangalore 


. Rifle Volunteers. Instruction will comprise telegraphy, telephone, 


engine-dynamo, lighting, searchlight and mining work. Certificates 
are to be given to men who become efficient and expert for which 
26 and 36 drills a year will be required instead of the usual nine to 
qualify for the capitation grant. Moreover, there will be good 
prospects of employment in connection with the industries that are 
growing daily, from the output of electrical power at the Cauvery 
Falls. Мт. Е Gibbs, се electrical To to the Mysore 
Gov өр, will command the company, wit т. A. B. Andrews, 
electrical Sntractor, as lieutenant. m 


989 


THE ELECTRICAL REVIEW. [Vol 57. No. 1,464, DecgwBER 15, 1905. 


Energy and Momentum.—The following remarkable 
etter and report have come to hand as we go to press :— 


19, Imperial Buildings, 
Ludgate Circus, E.C. 
А December 13th, 1905. 
Editor of the ELECTRICAL REVIEW, 
| 4, Ludgate Hill. 

Dear Sir, 

Enclosed I send you.the report of the momentum engine by 
Mr. W. J. Harding, M.I.C.E. The report simply means that the 
modern accepted theory of energy is false, that it is proved to be a 
farce, and I say worse than that, that a fund was established in the 
sixties for exploiting false science. The reason for it was simply 
that the key to universal electric light, heat, and power is spelt 
Power. . You can have no idea how proud I am, as a born English- 
man, that it has fallen to that race to discover the mechanical 
manufacture of power. There is an old saying in the world that 
“І smell MICE.” When an inventor before a lot of engineers 
should show one-fifth of power delivering 30 per cent. of power, 


and then by mechanical construction in I face of the theory of ^ 


energy add to the machine and deliberately deliver from one-fifth, 
33 per cent., four-fifths never attached to the line shaft. Eminent 
men should have smelt a MOUSE. 
Kind regards, 
Yours faithfully, 
B. C. Роге. 


[coPv.] 


Consulting and Inspecting Engineer. 
Telegraphic address, “ Howadji, London." 
Telephone number, C217 Central. 


60, Mansion House Chambers, 
11, Queen Victoria Street, London, E.C., 
om December 12th, 1905. 
B. C. Pole, Esq., C.E. 
Dear Sir — 


MOMENTUM ENGINE AT ALEXANDRA PALACE. 


With reference to your request as to the result of my observations 
on above :— | 

Indicator diagrams show that, the engines working non-con- 
densing, there is a back pressure in the cylinders of 104 lbs. at 275 
r. P. m., steam on engine side of stop valve 80 lbs. Max. I. H. P. 24. 

Engines have eight cylinders, single acting, 44 in. dia. x 4 in. 
stroke of piston. 

Lights lighted, which may be verified at any time, 739 from 
5 to 8-с.р., 20 16-с.р., one 32-c.r., together with two arc lamps, 
say, 10 amperes— voltage 105. 

Inspection of the voltmeters and ammeters at any time show 
that by using the ordinary rules for obtaining E.H.P. а paradox is 
apparent, the І.н.р. being less than the E. H. P. 

Faithfully yours, 
(Signed) W. J. HARDING, NI. Inst. C. E. 


The ridiculous mouse that Mr. Pole has brought forth fills him 
with pride; we may point out, however, that the old saying is mis- 
quoted. One says, "I smell a ral ”—and we think RAT S!“ 
would have been most appropriate. We shall have more to say on 
the subject in our next issue; in the meantime we can only refer 
our readers to our issue of November 1st, 1901, for the report of 
the action brought against us by Mr. Pole, in which we proved his 
claims to be fallacious, 


Electric Shock Fatality. —On Mondäy, according to 
the Liverpool Post and Mercury, Mr. Coroner Brighouse resumed his 
inquiry at the Bush Hotel, Ince, near Wigan, relative to the death 
of David Evan Jones, 20,a drawer, employed in the Yard Mine of 
the Ince Hall Colliery, Ince. On November 14th deceased was 
working on a road along which an electric cable ran. One of the 
tubs he was taking to the shunt got off the road, and the cable 
became entangled in the angle iron of the tub, and, while deceased 
was attempting to get the tub back on to the rail, the sharp corner 
of the angle iron of the tub cut through the insulation of the cable, 
the result being that the deceased reccived an electric shock. and 
he was found dead under the tub. Mr. Henry Knight, the collicry 
manager, explained that the installation had been laid down for 
three years, and that was the first accident they had had. Dr. 
Fletcher, of Ince, stated that he had made a post-mortem examina- 
tion. The deceased was a perfectly healthy man, and there was 
no doubt death was due to an electric shock. Mr. Hall, Govern- 
ment inspecter, said no rule had been broken, but he thought some 
effective steps ought to be taken by using an armoured cable, or 
that the very best expert advice should be sought and acted upon. 
The jury, after considerable discussion, found a verdict of 
“Accidental death,” no blame attaching to anyone. They left it 
in the hands of his Majesty’s inspector and the colliery manage- 
ment to make such arrangements as would make the installation as 
safe as possible. 


Micanite Litigation.—With reference to the several ` 


paragraphs which have appeared in this journal, especially in our 
issues Of November 21st, 1904, and November 7th, 1905, we 
understand (from Messrs. G. Schulz & Co., the London agents) that 
Messrs. Mierowsky & Co. have successfully defended the action 
brought against them by the Mica Insulator Co. for infringement of 
all classes of mica patents in Germany. In view of the uncertainty 
which may exist in the mind of many of our readers as to the exact 
position of the actions which have taken place, we are asked to 
mention this, notwithstanding that there are at the present moment 


actions by the Mica Insulator Co. for infringement in this country 
which are still pending. 


Northampton Institute.—The annual prize distribution 
at this Institute took place on Friday evening last, Mr. L. В. 
Sebastian, the chairman of the governors, presiding. In presenting 
the annual report of the work done by the Institute and its 5,000 
students, Dr. R. Mullineux Walmsley, the principal, once again 
referred to the necessity for increased accommodation, applicante 
having to be turned away during last session. He stated that there 
were under consideration proposals for enlarging the Institute 
by the ercction of an additional building. The presentation of 
prizes and certificates was performed by Sir W. Н. Preece, F.R.S., 
who delivered an address, in the course of which he had eomething 
to say on the question of technical education, remarking, among 
other things, that, notwithstanding the better technical education 
of the foreigner, the young Englishman was in demand abroad, 
because of his self-reliance and his power of command. As usual 
on these annual events, the various laboratories, workshops, &c., 
were thrown open for the benefit of visitors, who inspected much of 
the ordinary work of the Institute in progress. The social and 
recreative side of the Institute was represented in the gymnasium 
and the swimming bath, where displays were given. The annual 
conversazione took place on the following evening (Saturday). 

In addition to the usual demonstrations of work in progress in 


the various departments, musical entertainments, &c., а special 


feature was found in a series of beautiful and interesting experi- 
ments carried out by Dr. C. V. Drysdale and hís assistants in the 
electrical laboratories. Stroboscopic methods of measuring speeds 
have in his hands received an extraordinary development, and have 
rendered possible the performance of experiments which have 
hitherto. presented great difficulties, such as the accurate deter- 
mination of the retardation curve of a motor armature running free, 
the slip of induction motors, &c. The arrangements made for 
testing transformers, both single and polyphase, energy meters at 
all loads and power factors, motors, &c., in the laboratories are 
admirable. Mention must be made also of а 25-Kw. alternator 
which has been made for the most part in the workshops of the 
Institute, and is arranged in such a way as to enable a number of 
interesting problems to be thrashed out when the machine is com- 
pleted. А visit to the laboratories would prove of interest and 
instruction to any electrical engineer, and Dr. Drysdale’s enthusiasm 
would prove an excellent tonic after the worry of the daily round. 


Institution and Lecture Notes.—BiRMINGHAM AND 
РіѕтвісТт ELECTRIO CLUB. — The annual meeting was held on 
Saturday last. The report of the committee—the first since the club's 
initiation—showed very satisfactory progress, the membership being 
82. A number of useful papers have been read, and social meetings 
and works visits have taken place. Mr. J. A. Jeckell was elected 
president for the ensuing year, and Mr. Riddle (of Inniss & Riddle, 
City Chambers, New Street, Birmingham) was appointed secretary, 
Mr. M. G. Waggott having retired from that position. 

INSTITUTION OF Civi, ENGINEERS.— At the meeting on Tuesday, 
the 5th inst., a paper was read on “The Steam Turbine,” by the 
Hon. Charles A. Parsons, C. B., F.R.S., and G. G. Stoney, 
MM.Inst. C.E. The general theory of the working of the steam 
turbine was given, and the chief features of the flow and expan- 
sion of stean and the conditions essential to economy were touched 
upon. Various applications of steam turbines were dealt with, and 
а large part of the paper dealt with the application of the steam 
turbine to marine propulsion. 

At the Albert Hall, Nottingham, on 7th inst., Prof. W. E. Ayrton, 
F.R.S., lectured on “Energy and Patriotism: British, American 
and Japanese." From a report of the lecture in the local Press, we 
gather that the Professor had nothing good to say of the present- 
day Englishman. 

The danger of incandescent electric lamps in the mine was dis- 
cussed at a meeting of the North of England Mining and 
Mechanical Engineers, held in Newcastle on Saturday. -The sub- 
ject arose out of experiments made by Mr. Holliday, of Littleburn 
Colliery, where an outbreak of fire had been traced to this cause. 
Mr. Blackett said he never could understand how people imagined 
that there should be no heat in an electric light, and Mr. J. B. 
Atkinson, Mines Inspector, quoting from a book on explosives 
written by himself and his brother, showed how coal dust in the 
upper parts of mines, probably due to its absorption of oxygen, 
very easily becomes ignited. In the discussion it was urged that 
incandescent globes should be enclosed, as they were on their 
original introduction into mines, in outer cases. Yorkshire Dailu 
Post, Х 

MANCHESTER ENGINEERS! AssocIATION.—Mr. E. G. Constantine. 
consulting engineer, of Manchester, and an ex-president of the 
above Association, read a paper at a meeting of that Association 
on Saturday last, on the subject of “ Steam and Steam Generators.” 
He referred, in the course of his remarks, to water-tube boilers as 
having been extensively adopted in the generation of electricity. 
and quoted particulars of the relative numbers of different types of 
hoilers now in use in the 348 electricity stations in the United 
Kingdom. Of stations equipped with  water-tube boilers 
exclusively there are 385 per cent.; with mixed shell type and 
water-tube, 244 per cent.; with Lancashire boilers, 241 
per cent.; with  shelbtvpe boilers, other than Lancashire, 


130 per cent. In the electricity generating industry, a 
system of keeping costs, under the heads of instal- 
lation, fuel, attendance and maintenance, is  adopted—a 


system which might be advantageously followed in some 
other trades, for, if more attention were paid to the cost of 
steam generation, the resultant saving would be enormous. Tuking 
the average price of conl at Зв. 6jd., it appeared that ctaticrs 
equipped with shell-type boilers, other than Lancashire, lad tis 


am ЗЫКЛЫ bd e О Гу oru ООУ ОО eee ee e 


Vol. 57. No. 1,464, DkckMBzA 16, 1905.) THE ELECTRICAL REVIEW. 


983 


least coal cost, 36d. per unit sold, the wages of workmen being 
'04d., and cost of repairs ‘02d. higher than in Lancashire boiler 
stations. The next stations in economy of coal per unit were 
those provided with mixed shell-type and water-tube boilers, 
the cost of coal being 409d., while repairs and maintenance 
were '05d. per unit higher than in the case of Lancashire boilers, 
the wages of workmen being the same. Оп the same basis the cost 
of coal per unit in stations equipped with water-tube boilers was 
'44d. per unit, or ‘Old. less than in Lancashire boiler stations, the 
wages of workmen being '0ld., and repairs and maintenance ‘03d. 
per unit greater. This comparison goes to show that there is no 
practical difference in cost of fuel and repairs and maintenance 
per unit of electricity sold, in the stations equipped with 
Lancashire boilers and those with water-tube boilers. These 
results, Mr. Constantine remarked, would probably come rather as a 
surprise to the advocates of Lancashire boilers, and also to those 
whose experience agreed with his own that water-tube boilers of the 
best design, are alone equal in efficiency to combined Lancashire 
boilers and economisers, and that when they are worked in con- 
junction with economisers (and all boilers, no matter what their 
design, should be fed with heated water) they give a proportionately 
higher efficiency under similar conditions of working; while the 
cost of installation, for fair-sized units, and for attendance, 
repairs and maintenance is no greater than for  high- 
pressure Lancashire boilers. Dealing with the subject of 
mechanical firing, Mr. Constantine said: One of the most 
interesting forms of mechanical firing is that of introducing 
to the furnace, fuel which has previously been converted into 
powder, in such a manner as to secure the utmost combustion of 
the heat-giving constituents attainable in practice. After long 
experimenting and trial, a satisfactory system has been developed 
by means of which low-priced or unsalenble small fuel can be 
utilised with marked economy, as compared with the fuel 


usually employed in the generation of steam. This 
opens up а wide field for the using up of enor- 
mous quantities of what has hitherto been regarded as an 


unsaleable by-product of collieries and gas works. Mechanical 
draught is a branch in which, after many failures, great progress has 
been made; and when a system of artificial. draught is devised, 
after an intelligent study of the conditions has demonstrated 
its desirability and practicability, satisfactory results have ensued 
from its employ ment. 

On Saturday last Mr. W. C. Mountain delivered his third lecture 
on “ Electricity as Applied to Mining," at Nottingham University 
College. 


Cable Steamers.—The German telegraph steamer 
Stephan, belonging to the Norddeutsche Seekabelwerke, is reported 
to have sailed from Port Said for Nordenham on the 7th inst., and 
should reach her destination about the 19th. She will have been 
away four months all but five days. During this time she has 
steamed out to Shanghai, successfully laid the section of cable 
between there and the Island of Yap, in the West Caroline Group— 
a length of some 1,800 miles—coaled, returned to Shanghai, landed 
her spare cable, and finally steamed back to Nordenham, making a 
total distance of over 25,000 miles. 

The stcamer Гоп Podbielski, belonging to the same firm, has 
during this period been sold to the Dutch Government, for service 
as a repairing ship in the Dutch East Indies, and has been renamed 
the T'elegraaf. After extensive alterations, to make her suitable 
for a tropical climate, she proceeded to the East loaded with a 
cable to be laid between Macassar and Balikpapin. This work 
has been duly accomplished, апа the German-Dutch system of 
cables completed between Java and China, connecting at Guam 
with the Commercial Pacific Co.'s system. 


The Complete Municipal Fault Finder. — Every 
municipality owning a fair sized network of mains, should possess 
on its electrical staff an individual specially trained in what might 
be called electric second sight, or the psychology of fault finding. 

At. ordinary times, when all is calm and bright, this super-man 
ran be used to wash the shift engineer's collars, or wipe the perspi- 
ration from the stokers; but, anon, when the busiest part of the 
town is plunged into Stygian shadows owing to a cable breakdown 
on some Friday night, and the ,circrumambient darkness rings with 
the curses of shopkeepers and the howlings of publicans and sinners 
for light—then does our noble faultfinder find his true vocation and 
enter with joy upon his labours. And the method thereof is some- 
thing like this :— : 
. Alone, in a quiet corner, with a plan of the mains fronting him, 
he gazes with soul enrapt and classic chin on hands into a glass 
(with a bit of lemon in it, perchance). After a few minutes of deep 
cogitation (and deeper draughts from the aforesaid pipkin) light 
breaks upon him, and he places his confident and grimy premier 
digit on the plan at the faulty place. 

Out goes the mains man with jointer and handcart, and repairs 
the trouble at the spot indicated. 

A man like this would be a boon and blessing beyond all the 
D'Arsonval or Kelvin test sets cver invented ; saving time, trouble 
and mains men. 

How many mains men have come to an early grave through fall- 
ing downstairs when finding faults in their sleep, and how many 
are at this moment sojourning in padded rooms, smiling idiotically 
at the gas bracket and babbling incessantly of loop tests, earths on 
positives, and the foolishness of the 5-light pork, butcher in the 
Market Place ?—DUPLICATOR. 


Appointments Vacant, —An electrical draughtsman is 
to be appointed at Hackney at a salary of £130 per annum; two 
shift engineers for Brighton electricity works (508.5, 


The Railway Electric Power Scheme.—A_ powerful 
syndicate has been formed to promote a Bill in Parliament to carry 
out the electric power scheme, which has been already referred to 
in our columns, and which is generally known as the “ St. Neot's " 
or “ Railway " Power Scheme. A joint stock company has been 
registered with a capital of £60,000, to provide in the first instance 
the financial necessities of the enterprise during the passage of the 
Bill through Parliament, and the names of the members of the 
syndicate which appear on the register as signatories to the memo- 
randum of association are a guarantee that any necessary capital 
will be forthcoming for the ultimate construction of the electric 
works and mains. The signatories to the memorandum of associa- 
tion are: | 
Law Debenture Corporation, Ltd. 
Railway Share Trust and Agency 

Co., Ltd. 


Messrs. Lazard Bros. 
Messrs. Helbert, Wagg & Russell 
Messrs. Sperling & Co. 
Mercantile Investment and | Col. Henry Platt, С.В. 
General Trust Co., Ltd. Mr. Louis Floersheim 
United States and South Ameri- Mr. Robert Fleming 
can Investment Trust, Ltd. Mr. J. G. B. Stone 
Right Hon. G. J. Shaw Lefevre | Mr. George Kitchin 
Right Hon. J. W. Mellor, K.C. Mr. J. S. Bergheim 
Sir James Sivewright, K.C.M.G. | Mr. Н. A. Vernet 
Sir William’ Mather Mr. Stanley Boulter 
Sir John Gray Hill Mr. E. B. Merriman 
Messrs. R. Raphael & Sons Mr. G. A. Touch 
Messrs. Stern Bros. Mr. Joseph Beecham - 


The directors of the syndicate are stated by the articles of 
association to be Mr. Stanley Boulter (chairman), Mr. George 
Kitchin, and Mr. H. A. Vernet. 

The objects of the Bill are the supply of electric energy in bulk 
to railways, Metropolitan Borough Councils, and existing electric 
supply companies. The promoters are, we understand, directing 
their attention mainly to the supply of the great London railways, 


. for the electrification of whose suburban traffic it is estimated that 


fully 700,000,000 units per annum will in the near future be required ; 
but negotiations are also pending for supplying in bulk municipal 
and other electric undertakings. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway and railway officials, to keep readers of the 
ELxrcraicaL REvIEW posted as to their movements. | 


Central Station Engineers.—The Woolwich B.C. has 
appointed the assistant electrical engineer (Mr. G. W. Kxars) to 
be acting electrical engineer until the appointment of a successor 
to Mr. Mitchell. It was resolved to give a testimonial to Mr. 
Mitchell testifying to his capabilities as an electrical engineer. 

The Canterbury T.C. has appointed Mr. S. В. Тіте as switch- 
board attendant. 

Mr. E. Crosse has been appointed mains assistant engineer to 
the Woolwich Borough electricity undertaking in place of Mr. 
C. W. Bloomfield, who has resigned to take up an appointment in 
the drawing office of the British Insulated and Helsby Cables, Ltd., 
of Prescot. 

Mr. Harry RicHarpson, the electrical engineer for Dundee 
Corporation, is reported to have been offered an appointment in 


connection with a large electrical engineering firm in England. 


The staff of the Barking U.D.C. Electricity and Tramway Works 
have presented Mr. A. Н. SEABROOK, the late electrical and tram- 
ways engineer, who has obtained а similar appointment at West 
Ham, with a marble clock with bronze reliefs. 

Mr. HENRY WILKINSON, of Radcliffe, has been appointed elec- 
trical engineer to the Radcliffe District Council. There were 157 
applicants. І 


Tramway Officials —The following increases of salary 
are to be given in connection with the tramways department of 
East Ham Town Council: -T. Owen, traffic superintendent, present 
salary £200, increased to £210; W. G. NEv'TON, outdoor assistant, 
from £200 to £210; W. R. ELLIOTT, station superintendent, present 
salary of £180 increased to £190; Т. ArTKEN, mechanical engineer, 
present salary of £180 increased to £190; E. T. BAKER, chief 
clerk, present salary of £140 increased to £150. 


General.—The staff of the electrical department of the 
North Staffs Railway at Stoke-on-Trent have presented a kit bag 
to Mr. Recan P. Bourp, and he received from the superin- 
tendent (Mr. A. F. Rock) a writing case, on his departure to take 
up an appointment on the North-West India State Railways. 

Mr. Percy P. GUuTTERIDGE, accountant to the Light Railways 
Committee of the Gloucester Corporation, has been appointed 
cashier and accountant to the Wakefield and District Light 
Railways Co. 

Mr. GILBERT C. VYLE, A. M. I. E. E., has resigned his position as 
works manager and assistant to the general manager of the Tele- 
phone Department of the General Electric Co.'s Works at Salford, 
and has established himself at 14, Ridgefield, Manchester, as a con- 
sulting engineer for telephones and all systems of electric sig- 
nalling. Не is also specialising in works organisation and the 
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manufacturing details necessaty fof the economie production of 
light and intricate mechanical and electrical apparatus. 

Mr. W. S. HALLIWELL, electrical engincer to the Colony of Lagos, 
is at present in this country, on leave. His address is Darcy Lever 
Old Hall, Darcy Lever, Bolton, Lancs. 

Mr. Н. C. Hawkins, who is retiring from the staff of the Arc 
Works, Chelmsford (Messrs. Crompton & Co.), has been presented 
by the staff and employés with a silver tray. 

We learn that Mr. Jóhn Cowan has resigned the managing direc- 
torship of the Stirling Boiler Co., Ltd., of Motherwell, and 25, 


Victoria Street, Westminster. The directors have appointed Mr. 


E. G. Constantine, A. M. I. C. E., МІМ.Е., of Manchester, to be 
managing cirector, and he will enter upon his duties at Motherwell 
on January lst next. Mr. Cowan still retains his interest in the 
company, and will continue to be chairman of the directors. 

We learn that Mr. Bertram S. Gies, МІ.Е.Е., has been 
appointed by Messrs. Mather & Platt, Ltd., chief representative 
for London and the South of England for their electrical and 
hydraulic departments. Мт. Giles was previously employed for 
nearly 17 years by Messrs. Mather & Platt, Ltd., at their Salford 
Iron Works. 


Obituary.— The death has occurred at East Acton of 
Mr. Туох MoLESWORTH CHARLES JASON DE HavILLAND, A. I. E. E., 
who designed the '* Iris " motor-car, concerning which much favour- 
able comment was made at the Olympia Exhibition. Deceased, an 
electrical engineer, was only 27 years of age, and on Sunday even- 
ing last, after having been in bed a week ill with influenza, he 
procured a revolver, which he kept in readiness for burglars, and shot 
himself twice in the left breast, death being instantaneous. 

A Dalziel Press telegram from Paris says that M. ARTHUR 
RapiavET, who devoted his life to the study of X-rays, particularly 
in regard to their effect on the human body, has just died in Paris, 
a victim to his devotion to the science. The X-rays produced a 
wound on his right arm which could not be healed. Gangrene 
eventually set in, and M. Radiguet succumbed. 


NEW COMPANIES REGISTERED. 


London and General Power Supply Co, Ltd. (86,791).— 
This company was registered on December 9th, with a capital of £60,000 in £10 
shares, to carry оп the business of generators, transmittera, distributors and 
suppliers of electrical energy for any purposes, constructors and equippers of 
generating stations and electric light and power works, layers of cables and 
Wires, company promoters, financiers, &c., and to apply for any necessary Acts of 
Parliament or Orders. The subscribers are :—_ 

- Shares. 
Н. R. Russell, South Sea House, Threadneedle Street, E.C., stookbroker.. 150 


J. G. B. Stone, 9, Drapers Gardens, E.C., stockbroker .. 50 
К. D'Oyley Carte, Savoy Hotel, W. C., gentleman.. ae я -" $i 50 
К. Fleming, 2, Princes Street, E.C., merchant .. s v ^ .. 100 
Lazard Bros. & Co., 40, Threadneedle Btreet, E.C., merchants s an 50 
R. Raphael & Sons, 25, Throgmorton Street, E.C., merchants “es .. 100 
Stern Bros., 6, Angel Court, E.C., merchants - - wn. cie . 100 
The Right Hon. G. Shaw Lefevre, 18, Bryanston Square, W., Privy 
Councillor кр os T v 2 ВЕ be FM е ate 25 
Railway Share Trust and Agency Co., Ltd., 3, Bank Buildings, Е.С. ix 50 
Lr. Floersheim, 8, Bank Buildings, E.C., merchant ee ba i is 25 
Sir J. G. Hill, Kt., 10, Water Street, Liverpool S 25 


The Right Hon. J. W. Mellor, 68, Bt. George's Bquare, S.W., Privy 

Councillor " T UT eh Ey Ж: ea vs M 8 10 
E. B. Merriman, 39, Threadneedle Street, E. C., Chairman Capital and 

Counties Bank.. - ex x M 2 ys - di ae 10 
H. Milton, 41, Threadneedle Street, E.C., secretary — .. - са x 50 
Sir Wm. Mather, Kt., 16, Kensington Palace Gardens, W., engineer T 50 
H. H. Bartlett, 39, Victoria Street, S.W., contractor for public works 50 
J. 8. Bergheim, Belsize Court, Hampstead, N. W., gentleman M .. 100 
Sir H. Platt, C. B., Gorddinog, Llanfairfechan, Carnarvon  .. s usi 50 
Sir James Sivewright, K.C.M.G., Tullyallan, Kincardine-on-Forth, Fife, 


landed proprietor  .. ке i^ i5 T ix - e .. 100 
G. A. Touch, Basildon House, Moorgate Street, E.C., chartered ` 
accountant “. 50 


J. E. Rawlins, J. P., Syston Court, Bristol, Chairman North Wales Power 
and Traction Co., Ltd. А КЕ s " iu 855 г БА 
Joseph Beecham, St. Helens, Lancashire, merchant .. ax x "T 
E. Welton and J. W. Strange, Bond Court, Walbrook, E.C., stockbrokers 
(members of the flrin of Sperling & Co.) is "i И A" .. 100 

No initial public issue. The number of directors is not to be less than two 
nor more than seven; the first are Stanley C. Boulter (chairman), Geo. Kitchin 
and Henry A. Vernet, with power to add to their number; qualification, £500; 


remuneration, 5 per cent. of the profits available for distribution to the 
members, divisible, 


Ss 


- 


CITY NOTES. 


India-Rubber, Gutta-Percha and Telegraph 


Works Со, 


THE directors’ report for the year ending September 30th, 1905, 
to be presented at the meeting at 106, Cannon Street, E.C., 
on Tuesday, December 19th, shows, after provision for 
doubtful debts, a net profit of 451,729. Adding £53,274 
brought forward, and deducting £12,500 interim dividend paid 
in June, there remains a disposable balance of £92,503. The 
directors recommend the distribution of a dividend of 15s. a share, 
free of income-tax, amounting to £37,500, making, with the 
interim dividend paid in June, a total payment of 10 per cent. for 
the year, and leaving £55,003 to be carried forward. The general 
business of the company shows an increase compared with last 
year, and although the price of raw material is still very high, the 
fluctuations have not been great, and therefore better prices have 
been obtained for manufactured goods. The cable department, 


besides having other smaller work in hand, is at present engaged in 
the manufacture of 1,300 nautical miles of submarine telegraph 
cable, which will be laid by the company's cable steamer Silvertown 
between Shanghai and Manilla in March next. The Dacia and 
Buccaneer have been employed in cable-repairing work during the 
year, and the latter is at present under charter. The works at 
Silvertown and Persan have been maintained in their usual etate 
of efficiency, but considerable expenditure must still be made at 
Persan to provide for the economical production of goods for the 
French market. The board regrets to record the death of Mr. 
Stephen William Silver, one of the founders of the company, who 
to the last took the deepest interest in its welfare. His advice and 
guidance were always, as the shareholders know, of the highest 
value, and, although he has passed away in the fullness of years, 
his loss is none the less great. The Board also regrets to record the 
death of Mr. Jobn Bailey, who had recently retired from the 
position of manager at Silvertown. Mr. Bailey served the company 
since 1864, and earned the esteem and respect of all with whom he 
was thrown in contact. The Hon. Henry Marsham, owing to the 
necessity of residence abroad during а considerable portion of the 
year, has resigned his position as a director, and has been appointed 
an extraordinary director. Major Leonard Darwin bas been elected 
chairman. Mr. George Henderson and Major Leonard Darwin, the 
retiring directors, offer themselves for re-election. 


Aron Electricity Meter, Ltd. 


Мв. Н. Нвзт presided at the meeting held at Winchester House 
last Friday. He said that the report (see ELECTRICAL REVIEW, 
December 8th) was not yet quite the subject of congratulation 
to the shareholders; they were not yet paying the full 6 per cent., 
but the directors had the right to be pleased with it to a certain 
extent. The path they had entered upon was beginning to look 
straight and clear. They had practically earned sufficient this year 
to pay the full 6 per cent., but they would like to have another 
year’s results before them before they resumed that rate. It was 
only the consideration of the best interests of the company that 
had prevailed upon them to declare 44 percent. dividend. He 
proceeded to make comments upon such figures in the balance- 
sheet as were different from last year's. The loss carried forward 
from recent years had disappeared. The stock of meters, clocks 
and parts was £6,000 up for two reasons. First, they had done an 
increased business, which naturally meant a little larger stock. 
The other reason was that the stock had increased, particularly in 
their German business, and in view of the serious labour troubles 
in Germany, Prof. Aron, not knowing which industry might next be 
affected--he was drawing his supplies from various industries 
—thought it wise, so that they should not suffer more than necessary, 
to fill up his stocks to the best of his ability. It was all good stock. 
In regard to the profit and loss account, they had always been very 
liberal in depreciation, and that item was again very large. It 
strengthened the company to be liberal in that way. Upon the 
maintenance of patents they had spent over £1,000 more. The 
meter business, as well asthe electrical business generally, was in a 
constant state of evolution, and it would be no use sitting tight on 
their patents if they did not employ a constant staff and try to get 
ahead of what other makers were doing. They hoped one day to 
get ahead of them all, so this item was a necessary expense. They 
had not altered the item of goodwill in the balance-sheet for this 
reason. The results of that fairly satisfactory report were due 
principally to the business carried on in Germany and at their 
branch in Vienna. In Germany Prof. Aron had worked very hard 
and economically, and had used his influence even to the extent of 
obtaining orders by travelling a great deal himself. In France and 
England they could not claim to have made any profit—they had 
even made a small loss. The reason for this was a different one in each 
country. In France they used to do their business principally with the 
central stations in Paris; recently they had to make efforte to do 
business in the country with the smaller stations. Paris was stagnant 
at present, because the concessions of the electric lighting companies 
expired in 1907. The State had not yet settled the policy that 
was to be carried on after 1907. The companies, feeling that they 
might have to lose all their rights ара to clear out without adequate 
compensation, were not following other companies and reducing 
their prices, and they had shirked capital expenditure and every- 
thing that meant buying. Until it was settled which way the 
future supply was to be carried on, not much business might be 
expected from Paris. The meter enjoyed а good reputation there, 
and as the question had to be settled in 1907, they had thought it 
wise, with the smallest amount of expenditure, to carry on their 


business until they knew what the future had in store for them. It 


might surprise them when he said that there was more private 
house electric lighting in this country than in any other. Pro- 
duction of electric lighting here appeared to be much cheaper than 
in Germany and on the Continent generally, and when а com- 
modity was cheap, engineers were not so careful with it aa when it 
was dear; in other words, their meter, which was the most accurate 
one, was not so much appreciated to measure a cheap commodity 
where the unit cost 1d. or 2d. or 3d., ав it was to measure an 
expensive commodity in Berlin or Vienna, where it was 6d., 7d. or 
8d. In consequence, the craze had been for cheap meters. The 
company had spent a lot of money to produce cheap meters, 
and he was exceedingly pleased that their little meter was finding 
favour, but it had not yet fouud favour in such quantities as 
would help the company seriously in ite dividends, though they had 
reason to hope. The business that had generally been done in this 
country had been for two-rate, or double-tariff meters, and for standard 
instruments and traction meters. Some railway and traction com- 
panies had begun to appreciate the use of putting meters on their 
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engines and cars in order to check the drivers against each other. 
If that measure took popular favour, hé believed their meter would 
one day give satisfaction. Whilst formerly the company practically 
supplied one type of meter, the money they had spent year after 
year in maintenance of patents and developments had put them 
already on a little broader base. In that direction they wished to 
continue, and they were at present studying petrol traction 
and auto-car developments for the purpose of seeing whether 
they could not find an outlet for their unemployed capital. They 
hoped next year, if they had good results, to put some tangible 
proposal before them. After paying a personal tribute to Dr. Aron, 
he formally moved the adoption of the report. 

Sir J. PENDER seconded, and after some discussion it was carried 
unanimously. e 

A SHAREHOLDER was of opinion that the full preference dividend 
should have been paid, and a smaller balance be carried forward. 
There was nothing more disastrous to existing or future prosperity 
than for the preference interest to be in arrears. 

The CHAIBMAN said that if they had paid the 6 per cent., there 
would be, under the agreement, commission due to Dr. Aron ; there 
also would be directors' fees to pay, and the amount carried forward 
would have dwindled down. 

The retiring directors and auditors were re-elected. 


Isle of Thanet Electric Tramways and Lighting Co. 


THE report for the year ended September 30th last states that 
traffic receipts show & reduction of £2,924, and the sale of elec- 
tricity an increase of £490. The directors regret that the profits 
have only enabled them to pay the preference dividend to 
March 1st, 1905, and they have carried forward the balance of 
revenue, £1,047. Two accidents took place during the year. The 
company was fully insured against third party risks, and therefore 
lost nothing by personal claims, but the accidents had a detrimen 


effect on the traffic receipts. An inquiry was held by Col. Vo 


Donop, R.E., on behalf of the Board of Trade, into the accident 
which occurred on Madeira Hill, and the report of the inquiry has 
just been issued. Col. Von Donop attributes the accident to want 
of experience on the part of the driver. Owing to the greatly 
increased service of cars required for a few months during the 
summer, itis necessary that & number of new drivers should be 
employed every year, but they aretrained as thoroughly as possible 
before they are placed in charge of cars. The company have, 
however, now made arrangements for exchanging drivers before 
arriving at Madeira Hill and the other steep gradients, so that in 
future none but their most experienced men will operate the cars on 
these parts of the system. The sum of £418, being the cost 


incurred in the unsuccessful promotion of a lighting order for 


Ramsgate, has been charged against revenue. 


British Electric Traction Co. 


THE interim report states that since the date of tho last report 
about 174 miles of new or reconstructed tramways or light railways 
have been opened for гас by electric traction, and the Bombay 
horse tramways, of about 17 miles, have been added to the list of 
associated undertakings. The total mileage of tramways, railways, 
and combined omnibus routes is now 439 miles, and the total traffic 
receipts of all the associated undertakings for the current year are 
estimated at £1,400,000, as compared with £1,264,061 for 1904. Elec- 
tricallines are now under construction at Penge and Croydon to 
Mitcham, near London, at Cavehill,near Belfast, in Middlesex 
(forming part of the large system of the Metropolitan Electric 
Tramways Co.) and in the Birmingham district. In spite of the 
fact that the company had sold its interests in several undertakings 
to local authorities and others, upon which the return for 1904 was 
about £12,000, the directors expect that the aggregate return for the 
current year upon the company's investments will be maintained. 
The directors anticipate that satisfactory profits will be made by 
the company before the closing of the books on March 31st next, 
but, ds the substantial profit receivable in shares of the Bombay 
Electric Supply and Tramways Co. has not actually been received at 
this date, the directors prefer not to declare an interim dividend on 
the ordinary shares for the present half-year. The Bombay Co. has 
successfully raised £600,000 in debenture stock and £600,000 in 6 
per cent. preference shares, thus enabling this company to meet its 
main obligations in regard to this enterprise. Energetic steps are 
being taken to carry out the conversion of the tramways to electric 
traction, and to enable the Bombay company to deal effectively 
with the supply of electric light and power, for which there will be 
a large demand. The volume of business carried out by the Brush 
Electrical Engineering Co. during the current year shows a con- 
siderable increase. The rolling stock and general engineering 
departments are expected to show improved returns, but owing to 
keen competition the margin of profit upon the manufacture of 
electrical machinery is small. 'The Brush Co. is largely interested 
in the tube railway authorised by Parliament to be constructed 
from the Marble Arch along the Edgware Road, but considerable 
uncertainty has prevailed in regard to tbe traffic question in 
London, pending the issue of the report of the Royal Commission. 
In the meantime the construction has not been proceeded with. 
A further Bill will be promoted in the ensuing Session, for which 
notice has been given, for an extensiom of time for construction, 
and also to authorise, as recommended by the Royal Commission, 
the construction of an underground railway from the Marble Arch 


to Victoria, forming an extension of the authorised Edgware Road 


tube railway. 


British Westinghouse Electric & Manufacturing Co 


THE sixth annual report of the directors for the year ended July ~œ 
31st, 1905, states that the profit and loss account shows a gross 
profit of £113,409 7s. After providing for debenture and loan 
interest, depreciation and the further special expenditure 
enumerated below, the directors regret that a loss of £15,407 
10s. 10d. is shown after deducting the balance of £2,809 15s. 11d. 
brought forward from last year. The special items аге: — 


Exceptional expenditure under the Mersey Railway con- 
tract . . £49,549 17 1 


The balance of exhibition and sundry expenditures 
brought forward on July 81st, 1904, now written oft 25,340 2 1 
Proportion applicable to the current year of excess cost 
and experimental expenditure on manufacture of new 
types of apparatus during that period , .. £25,000 0 0 
“Following the course indicated by your directors in last year's 
report, care has been exercised to have your works' equipment 
ciently maintained, and, in addition, а very considerable sum 
has been charged to profit and loss account for the maintenance of 
large machine tools and machinery, while all patterns and draw- 
ings, together with patents acquired, have equally been charged to 
profit and loss account. In view of this, your directors are of 
opinion that the sum of £16,500 provided for depreciation, which 
includes £5,000 in respect of the buildings themselves, is adequate. 
“The balance of £225,000 of 4 per cent. mortgage debenture stock 
available for issue has been sold to the American Westinghouse 
Co., to be taken at 95 per cent., in the course of the year 1906. 
“The volume of the output from the works during the year under 
review was considerably in excess of that for the previous year, and 
a large saving in manufacturing costs and in selling and general 
expenses was effected. Competition is still very keen, and seriously 
affects the company's business and outlook; but it is hoped by the 
directors that with the revival in trade this condition may improve. 
* Mr. J. W. Cloud and Sir Joseph Lawrence, M.P., have retired 
from the board, and Mr. Newcomb Carlton, а vice-president of the 
Westinghouse Electric and Manufacturing Co., of Pittsburg, Pa., 
U.S.A., was elected a director last month. This appointment will 
be submitted for confirmation at the meeting." 
Lieut.-Col. Montagu Cradock, C.B., offers himself for re-clection. 


Prospectuses, 


British, Foreign and Colonial Autumatic Light Controlling Co., 
Ltd.—The list opened on Tuesday, and closes to-morrow, in an 
issue of 35,000 6 per cent. participating preference shares of £1 
each. The company takes over the goodwill of the business of the 
Automatic Light Controlling Co., Ltd., and the patent rights of 
Mr. John Gunning for lighting and extinguishing gas lamps at 
predetermined times, aid for improvements for opening and 


' closing electric circuits at predetermined times. Current contracts 


for sale and hire of lamp controllers will also be taken over from 
the vendor company. The electrical switch is stated in the pros- 
pectus to have a great future before it and to be available for both 
public and private lighting and for illuminated advertisements. 
The purchase price is £50,000, as to £20,000 in cash, or part in cash 
and part in preference shares, and £30,000 in ordinary shares. 

The Liberian Rubber Corporation, Ltd.—An issue of 120,000 shares 
of £1 each has been offered for subscription this week. The 
nominal capital is £270,000. The company acquires from the 
Monrovian Rubber Co. a Liberian Government concession for 
collecting and exporting rubher from that Republic. There are 
four rubber collecting stations at Bopora, Kaka, Sikong and Putu. 
There are stated to be 20,000 sq. miles of dense virgin rubber 
forest. Sir H. H. Johnston considers that the stations can be 
increased to 30, and the output of rubber to about 500 tons a year, 
yielding a net profit of about £65,000 per annum. Out of the 
present issue, £50,000 is to be provided for additional working 
capital. The concession is for 26 years. The Dunlop Rubber Co. 
has contracted with the company to purchase for 10 years at 
market price, less brokerage, its entire output of rubber. The list 
was to close on Wednesday. { 

Rubber Estates of Ceylon, Ltd.—This prospectus, too, has been before 


the investor, the list closing yesterday, with an issue of 40,000 


ordinary shares of £1 each; 42,000 have been already issued. The 
company is to acquire, develop and work properties in Ceylon, 
suitable for the cultivation of rubber. The company is now pro- 
ducing tea, cocoa and coco-nuts, and during the development of 
the rubber it is estimated that sufficient profits should be earned to 
provide a small dividend, to be matefially increased as rubber trees 
arrive at a productive stage. 


British Columbia Electric Railway Co.—The issue 
of 185,000 5 per cent. cumulative perpetual preference shares of £1 
each was considerably over-subscribed, and letters of allotment and 


regret have been posted. 
Electric. and General Investment Co. — The 


directors have declared interim dividends at the rate of 6 per cent. 
per annum on the preference shares for the six months ending the 
31st inst, being 3s. per share, and at the rate of 10 per cent. per 
annum on the capital paid up on the ordinary shares, being 1s. per 
share for the six months ended the 30th ult. Both dividends will 
be paid, less income-tax, on January 1st, 1906. 


Eastern Extension, Australasia and China Tele- 
graph Co.—The directors have declared an interim dividend for 
the quarter ended September 30th of 2s. 6d. per share, free of 
income-tax. 

Eastern Telegraph €o.—The directors have declared 
an interim dividend of 1] per cent. on the ordinary stock in respect 
of the quarter ended September 30th, 1905, 
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MARKET QUOTATIONS. 


Wednesday, December 13th. 
CHEMICALS, &o, ee оона 


a i о 


ая 
| 


а Acid, Нудгосћотіс $5 .. per ct. 
a „ Nitric.. ale oe .. percwt. 
a y» zalio .. per cwt 
a „ Sulphuric А per сиё. 
a Ammoniac, Sal 82 г owt. 
a Ammonia, Muriate (crystal) per ton 
a » i 3 per ton 
a Bleaching powder .. per ton 
a Bisulphide of Carbon per ton 
a Borax.. Бе - per ton 
а Benzole (90 %) per gal. 
a * (50 %) per gal. 
a copper Sulphate per ton 
a Nitrate P per ton 
а „ White Sugar.. per ton 
a Peroxide per ton 


a Methylated Spirit .. — .. . pe 
a Naphtha, Bolvent (90 % at 160°C) per 1 
casks b 


a Potassium Bichromate, in 


a Potash, Caustic (75/80 %) per ton 
a Potassium Cyanide as per lb. 
a Shellac m 28 perewt 
a Sulphate of Magnesia  .. per ton 
a Sulpbur, Sublimed Flowe per ton 
a РА Recovered - per ton 
a РЕ Lump “г per ton 
a Soda, Caustic (white 70 %) per ton 
а „ stals Es M per ton 
a Sodium Bichromate, casks per Ib 
a уз Cyanide ee per Ib, 
METALS, &c. 
b Aluminium Ingots, in ton lots .. perton 
b эз Wire, іп ton lots. per ton 
i Sheet, in ton lots .. per ton 
b Babbitt’s metal ingots .. рег ton 
с Brass (rolled metal 2° to 12") basis per Ib. 
€ „ ube (brazed) gs .. per lb. 
e „ » (solid drawn). per lb 
e „ Wire, basis 4 per lb 
е Copper Tubes (brazed) .. .. per lb. 
e "i „ (solid drawn) .. per lb. 
g Copper Bars (best selected) .. perton 
g Copper Sheet ва c per юп 
f „ Rod 5 28 per ton 
e „ (Electrolytic) Bars per ton 
€ 55 $t Sheets per ton 
$n | НО. Wire’ per Ip. 103d d.i 
e 97 ITI . per iD. e Inc. 
f Ebonite Rod ss И . per lb. ah 25 
97 Sheet oe ee ee per lb. 8/- eo 
n German Silver Wire Ms .. per lb. 17 1d. ine. 
h Gutta-percha, fine * es ee per lb. 6/- to 7/- ee 
h India-rubber, Para fine .. per lb 5/2 to 5/8 
í Iron, Charcoal Sheets... .. рег юп £18 НА 
í , Pig (Cleveland warrants) рег ton 68/8 4d. inc. 
í ^, Forgings, according to size per ton m #11 ss 
4 , Borap, heavy- m . per ton 47/6 to 50/- 
4 ,, Wire, galvanised No. 8 .. рег ton 15 зе 
д Lead, English Ingot per ton { 9 | 25/- inc. 
9 „ „ . Sheet ss .. рех ton 976 25 / inc. 
m Manganin Wire No. 28 .. .. per lb. 8/- 3 
9 Mercury _.. ds ms .. per bot. #7 5 
d Mica (in original cases) small .. per lb 6d. to 1/- n 
” " „ medium per lb 2/6 to 4j- 
а 97 97 U oe per lb. 4/6 to 8/6 °з 
р Phosphor Bronze, piain aoe per lb. 1/1 to 1/8 es 
р » rolled bars & per lb. 1/14 to 1/8 5 
p : i" » Strip & sheet per lb. 1/4 s 
o Platinum c és .. per os. 85/6 1/6 inc. 
в Silicium Bronze Wire . per lb. 1ld. to 114d vs 
4 Steel, Magnet, &oo'd'g todesc'p'n per ton £58 
[1] » bars oe ee £15 to £40 as 
9 Tin Blk. . per ton 132180 10 £6 10 inc. 
n „ Wire, Nos.11016 .. .. perlb. 1 . ine, 
p White Anti-friction Metals— п ža 
1 “ елш аш TM per юв #246 to 270 
агпв, теу n,onsp’ls per lb. 8d. 
€ len. Flax s Р b 


J „ per lb. А E 
j „ 8 Р. O lbs. Russian... e 
j „ 10 Ibs. Russian, single .. 

j „ 180 Ibs. Jute rove per ton 
k Zinc, В '+ (Vieille Montagne bnd.) per ton 


Quotations supplied by :— 


а а. Boor & Со, А Edward Till & Co, 
b The British Aluminium Co., Ltd. i Bolling & Lowe. 
€ Thos. Bolton & Sons, Ltd. j Walter H. Hindley & Co., Ltd. 
d F. Wiggins & Bons. k Morris Ashby, Ltd. 
e Frederick Smith & Co m W. T. Glover & Co., Lid. 
п P. Ormiston & Sons. 
ө Johnson, Matthey & Oo., Ltd. 
p The Phosphor Bronze Co., Ltd. 


Glover's Almanac.—Messrs. W. T. GLOVER & Co., 
Lro., of Trafford Park, have once more placed many an electrical 
engineer and office worker under a debt of gratitude, they having 
just issued their 1906 Almanac. It takes the same form as before, 
to which we have all become well accustomed by now, being made 
up of a block of daily tear-off slips, with matter of electrical interest 
on vach—sometimes quotations from Institution speeches or papers, 
at others versification, while yet others are simply illustrations. 
The appearance of Glover's Almanac is one of the looked-for events 


of the electrical year, and the 1906 one will be as acceptable as its 
predecessors, 


STOCKS AND SHARES. 


Wednesday evening. 

Mox£Y conditions remaining easier, Stock Exchange markets аге, 
on the whole, steady to good. In some few speciality sections & 
fair amount of business is being transacted ; but, on the whole, the 
approach of Christmas tends to check new trade. The political 
ferment causes remarkably little practical effect upon prices, so 
that the City comment on the new Cabinet may be taken as 
favourable. . 

Electrical departments, of course, have the slump in British 
Electric Traction and British Westinghouse Preference shares as 
their outstanding feature. The latter fell to 2 upon a disastrous 
report, that is reprinted elsewhere. British Electric Traction 
Ordinary collapsed from 10 to 84, when it was announced that no 
interim dividend would be paid. A further fall to-day (Wednesday) 
makes the price 8, while the Preference have dropped to 103, and 
both the Debentures are lower. 

In view of the dramatic falls in the above shares, a few par- 
ticulars are worth noticing in reference to the highest and lowest 
prices reached during the last five years, with the dividend record 
added :— 


Company. 1901. 1902. 


1 15—12 | 144—113 11 1 
Бек ан | s. 

For 1901 and 1902 British Electric Traction Ordinary received 
9 per cent., while 8 per cent. was paid in 1903, and 6 per cent. in 
1904. The last distribution was one of 6s. per share in July, 1905. 
Westinghouse Preference got their full 6 per cent. until 1904, when 
the proprietors received only 3 per cent. in the February of that 
year, and nothing has been paid since. Those who have followed 
these notes wil! have been prepared for the non-appearance of a 
dividend on Westinghouse Preference now, but the gloomy nature 
of the report had hardly been anticipated, and as for the passing of 
the interim dividend on Britisa Electric Traction Ordinary, this 
was entirely unexpected. Insiders were steadily selling a 
little while ago, but not in sufficient amount to cause any suspicion 
as to the actual state of affairs. The reason given for this passing 
of the dividend is that the substantial profit receivable in shares of 
the Bombay Electric Supply and Tramways Co. has not been actually 
received at this date.” The italics are our own, and a more flimsy 
pretext for not declaring a dividend it would be difficult to con- 
ceive. The market is busily speculating as to the real reason for 
this step. 

Brush shares are unchanged, despite the traction slump. Indeed, 
the company's two Debenture stocks have substantially improved, 
following upon the advance of last week. On the other hand, 
Willans & binson dropped 2 to 84%, on pressure of sales, and 
Westinghouse Debenture shed five points to 824. Manufacturing 
shares on balance show a hardertone. India-Rubber, Gutta-Percha 
shares shot up to 19, a rise of 50s., upon the company’s resumption 
of 10 per cent. dividends, the lately iseued report being exceedingly 
good. "Telegraph Constructions rose 10s. in sympathy, but dropped 


1909. | 1904. | 1905. 


B.E. Traction Ordinary.. .. 
British Westinghouse Pref. .. 


‘back again to 33. Edison & Swan “A” fully-paid shares at 23 are 


5s better. 

Telegraph descriptions display insignificant movements. Even 
Eastern Extensions have not moved, despite the recent success of 
the company in its Australian negotiations. The Preference stock, 
however, hardened a shade to 91. Dulness continues to depress 
West African Telegraph shares, and Reuter's are 4 lower at 7}. 
While Great Northern Telegraphs put on 1 at37, 1 
the Russian riots, Indo-Europeans lost 10s. at 58. Direct Unite 
States are well maintained at 144, but Anglo-American stocks went 
a shade easier, excepting the Deferred. The only change in Tele- 
phones is j rise in United River Plate Preference, which are 5§ 


. middle. 


No change for the better has occurred in the Electricity Supply 
list. The falls this week embrace County of London Ordinary, 
Metropolitan Preference, St. James's Ordinary and South London 
shares. Hove Ordinary are nominally better at 84, nnd the weak- 
ness of the metropolitan companies' shares would appear to have 
added strength to provincial issues. tos 

For British Columbia Railway Electric Railway Preferred and 
Deferred stocks to have declined somewhat suddenly is not a sur- 
prising sequel to the issue of new Preference shares; some share- 
holders have perhaps exchanged the old for the new. Argentine 
varieties have hardly altered, and London United Tramway Pre- 
ference are 10]. 

Metropolitan Railway Consolidated is still weak at 874, and Dis- 
tricts also went flat to 364, both falls being due in part to another 
reduction in fares that takes place this week. The drop in Metro- 
politan was humorously ascribed by one grave financial authority 
to sales on behalf of a “diseased account!" City and South 
London is rather off at 46, and for some occult reason the market 
says that the Charing Cross accident may imbue the public with 
suspicion of tube stocks because of the suggestion that underground 
burrowing will render London а more risky place to live in than 
ever. But Baker Street and Waterloo Debenture is 102, Great 
Northern, Piccadilly and Brompton certificates 984, and Charing 
Cros», Euston and Hampstead 974—all being 4 per cent. stocks. 
That Underground Electric 5 per cent. profit-notes stand at a point 
or two below par is because of the finance of the group of companies 
with which this one is associated. 

London Motor-Omnibus shares have weakened to 2, and District 
Motors and Bus to 1,5, while the premium on the new Motor- Баз 
shares fell to half-a-crown. Contrariwise, the issues of the 
London General Omnibus and the Road Car Companies are both 
better. 
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SHARE LIST OF ELECTRICAL COMPANIES. 
TELEGRAPH AND TELEPHONE COMPANIES. 
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| Business done | 
Bob. Closing Closing . eek ended | Rise + 
or Dividends for the last otations Quotations w or 
g NAMB. Share. four years. Shee the | Dec. 18th. Eo Fall — 
aa cud чы Б —ö V 0 [Uuw- їй I. 1508.) Highest Lowest., 
99 —103 99—102 - р ө 
8,800 | ‘African Direct Telegraph, 4% Deb. 100 | 49 | 4 4% 4% s " 4 i 
36,000 Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 10 wi wi ni Tn Mc A are 90. uw d 
119.700 Do. do. 6% Debs., Nos. 1 to 1,250 Red. | 100 Nil да . 61 — 68 613 | ME 
- 768,580 Anglo-American Telegraph .. is КА .. | Stook | 60/6 6 т 586. 1094 —11 109 —110 10 | 10 — 4 
8,118,210 | Do. do. dos rs егесте EUM]. "Es : . | 102 —104 102 —104 T | Е ss 
50,000 Chill Telephone, Nos. 1 n мос Deb. Stock Red. E. 5 5 g's | e "ü— 4 "i— 4 n s w 
44 Chili Telephone, Nos. D ; 4 ee = RED 97 , Р 
1001806: | Commercial Cable Sting. 500 year 4 % Deb. Šk. Red. Stock „ 987 — p? = e 91 s 
16/000 Cube етир rcr MA 10 lı 104 1109) 17— 18 17— 18 ä | N 
ee ee ee r, 4 y | 4 $ ee oe 
12,981 | Direct Spanish Telegraph, Oord. 5 8 / 9— Pe M — i 
6,000 Do. do. 10% Cum. Pre. "Bp. p. p^ : 100 = dhe 100 —108 = : s 
80,000 Do. do. 4 % Debs. .. .. 90 + ? | 848| 184— M 14 — 15 144 198 7 1 
60,7101 | Direct United States Cable 440 4305 1 1025 1 1025 as si 
74,00 Direct W. India Cable, le, 44% Re Reg. Deb., 1 t01,900,R. 100 TA 354 144 —177 144 —147 14 144 
4,000,000. | Eastern Telegraph, T Stock | 7 844 8355 853 — 914 90 — 92 91 062 +4 
1,886,814 e 4 Mort. Deb. Stock Red. Stock 7 4 y 6 М 1 15 1 15 14{ s a9 
800,000 | Eastern Extension, Australiasis, and China Tele. | 10 н 44 44% | 108 —108 106 —108 107 . $a 
602,400 b. Stock . Btock i 44 | 4% | 100 —102 100 —102 1014 it . 
800,000 East&8. Afric. Tel., 4 % Mt. Db., 1 to 8,000, red. 1900 | 100 1 1:105 = 108 100 —102 fg D 
900000 | Do. 4% Reg. M. Debe. (Mauridiue Bub.) | o 6,000 25 4 аю * TE 
Me deed eem у c 2| 25 бб Me | ee e o 
150,000 Great Northern Telegraph, of nhagen МЕ 10 4 и % x 85 — 87 95.096 
46,500 | Halifax and Bermudas Cable, AAI Ist . 100 49% 496 44% 1004—1024 1004—1024 oe oe 
Debs., within нок каша маш 18 % 5 % 67 57 — 59 58 57} aig 
17,000 | Indo- Telegraph oe 25 10% 1 — 1 1 18 " m x 
261,127 | Marconi’s Wireless a ys 5 T 1 #9 155 га Zi I е 2: i 
72,680 | Monte Video Telephone Co., Ltd. Ога, ..  .. 1 8% HN Ie ® ө 1 1 Е ae 
86.492 Do. do. do. 6 % рге! ee 1 5 fo 6 дэ 6 6 e ‹ 11 -114 11 1114 1114 11 2l 
1966-661 D. J. hone, Det, су CE 8 A 6 $ 6 6% | 108 —110 108 – 110 1094 1 e 
» ө . ee eo ue e 16 E ‘a s 
15000 | Do. 6% Cum. lst Prein. 10 | 6 6 $ 6 6 70 e 3 і "U 
15000 | Do. do. 69% Cum. and Pref. 10 | 6 6 5 K 5 — 53 | Бү? 2 
250,000 Do. do, 5 M Non-cum. 8rd Palto 250,000 5 5 5 5 34^. 98  — 100 98 —100 «s 
169500 | Do. „% 8 10 450 4 re 4% | 104 —106 104 —106 0 е к 
"179,318 Oriental Telep. and El ес. 1 to 171,504, duly paid 1 6 6 6 6 $ | m І : E = 1 É j | . 2 
100,000 Pacific & European Tel., 4% Guar. Debe., 1 to 1,000 100 4 { : : e | 1 1 = n 975 ^ xr 
11,8892 uter’ 8 О ee ee Ó 102 —105 102 —105 
60,000 | Telephone Со. of Egypt, 44% % Deb. Red. -- | 100 Ж és ae 44% ДЗ ; » 
8,297 | Submarine Cables Trust 00e eg. | 63 | в» % % | 195 —108 125—128 | - 
68,000 | United River Plate Telephone 5 7 : 4 E ^ d- 52 i М 
179,941 Ро. do. b Debs. oe ee ee Stock b 4 | 4 % 9 "n. 1 xd 04— 10 xd 10 | 93 l s 
15,609) | West African Telegraph, Shares : 10 2 à " NK aud wm di i 18 > 
20,008 | W. Coast of America, 1 to 80,000 & 58,001 to 9) i | „ ET E Pun "A. 
150,000 3 to 1,500 guar. by Bras. Sub. 100 4 - 1 54 14 — 144 14 — 14 148 14à з 
20.900 wenge eee б МЫ me 7% Bebe. 2d $a 1906 ‚| 129 i 5 5 5% | 109 —104 102 —104 ci к 
5 0. ‹ — — oe ee . 
568, Do. ‘ona 22: Deb, Btock Red. ..| 100 | 4% | 4 «d „ | 10) —105 108 106 : 
88 West India anama e ee ee eo a — „=. К 
"m E кошы c s B уы М л» xd фа э 
4 е e. um a ee 1 А -— — * eo eec ee 
80,0002 Do. 40. Debs., Nos.1t01,900 — 100 | 5% | 5% 7. ̃ SITMET | 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. 
' GNEMEN ADOS XI iG . ne ee Ae MF MEL EE | 
| = B| Bh .. 
850,080 Ang Агканае Trams, 900,008 to 480,007 . "T 5 ve | T | 8 © | 6 96$ — | Ў А 8 
1.500. 8 БА % Cum. Prefs., 1 to 260,007 2. EL ae goer eae 142—145 142 145 14 5 
966,600 : Do Permanent, 6 % Deb. Btock, 1 100 24 6 2 Ф Н e ' 105 107 105 —107 Е к | n 
200000 | Auckland E. Trams., 6 % Ist Mort. Deb. Sock 10 | 8 | 5% | 5% 10—07 1 ew s : 
530,000 Babcock & Wilcox, 1 to 590,000 z 1 vs “a 20% | oa | 133 a | 5 
100,000 Ро. do. 6 % Cum. Pref., i to 100,000. 1 in A S% | 6% үс dye E 33 : 
40,000 British Aluminium 7 % Cum. Prei. 6 Nil Nil | Nil 8 | = ЖЕ, Кез? 
90,000 ' Do. do.  "À"695Cum.Pref. .. .. 5 |, Nil | Ni | Nil | . 8/- "- е5 "- : | "a NDS 
20,000 Do. do. 4% Funding Certs. .. .. 5 M „ is | S RET 98 114 | | x 
800,0000 Ро. do. 58 jet Mort Deb. Pook Rid. Воск 5% d | T | 124 —127 121 3244 — | MÀ | 12 -$ 
юю | Do. 5% Pret: Ora. Stock o V 5 20M | 2 82 (83 | ТЕС ха M9 Ons | MO, | 1 | -1 
Д . os oe ee oe i — 1 a E 
115,000 , Do. 69% Cum. Perp. Pref. Sto. | 10 .. |5% 5% | Ито шы | x 
240,400 | Do. 4496 1st Mort. Debs., 1 to 6,950 . 40 - 1d i ge е eine ; i 
220,000 | Do. 4 Vancouver Power Debs. ad to 2, 200 1o0 459% 44% | 4; о 1— 1 "À— 84 "e à | —9 
188,801 | British Electric Traction oe ee oe 10 | 8 : б & ae 11 — 11 i 10 — 11 11 1 rem 1 
250,000 | Do. do. 4 5 Deb. Stock Red. 100 Б, в: Bo | Ux 100 | =a + n 
100,000 | British Insulated and Helsby Cables 6 10 8% | В 6 5 | am б . Е 
100,000 Го. до. um. Pref. 5 6 44955 108 —106 108 —106 - oe .. 
500,000 | Do. do. 44 % Ist Mort. 100 44 Hi Hi ite | 98 —100 98 —100 ee oe ee 
219,000 | British Thomson-Houston 44 % 1st Mort. Debs. 100 % | | : 
3.000.000 {Baten Westinghouse 6 % Pret. 20 mo omens 5 6% Nil m | 91— 98 1— 23 28 з | — 5n 
1,016,858 | Do. o. op 65,014. Deb. Stock. 1o In | | 42 | 4% | pu Pe" — e |4 
е Ота. ee oe 1 KK = “ү d 
9855 „ Lindley , 6% Cum. Pref. 34 | #1 Nil Nil | Nil | А | 108 to i 14% to E š j жы i 
105,781 | Brush Electrical Engineering, Ord., 1 to 105,781 .. | 3 Nil | Ni | Ni | .. ! n А if 1 Е = 
160,000 Do. Non-cum. 6 % Pref. . ae | aele т E 96 —100 $ 422 
125,000: ро. Perp. Deb. Stock . | Stock 4 44% : 3 d е Mi = +34 
500,000 | Buenos ‘Ayres & E E 1 to 100, 000 | x 3 % 1 & | in NAE: à— 516 oe ee 
200,000 Do. ' 6 % Cum. Pref., 1 to 40,000 5 2. 6% | 6% e 2E — & 3 ie : 
197,500 “B” do? 1 to 27,500 5 | 6% 6 5 | 53, 107 109 107 —109 E Ha . 
817,700 Do. 5% Deb. Stock ..  .. 100 ы 5% % : 8 i 108 1 s ' 
190,000 Ро. 5 % 2nd Deb. Stock .. 100 e | 59, 5 | 5% 3 91 od ) 
525,000 | Calcutta Trams., 1 to 105,000 l^ bs ws 5 s | 6% | 8% dd 25 s 9 Е к 
163,050 Do. 105,001to 187,610 Б М " „ dd 10305108 1077100 7 
350,000 Do. 44% let Deb. Stock — .. — .. | 100 4% | 49% „ щй. | in 
85,000 | Callender's Cable e shares PEG ; ш & | 124% po | 102, ©й E #— 5 » : : 
Do. до. um . ee . 
900.000 Do. do. 44% Ist Mort. Deb. Stock Red. stock 43% | ae | ug | 4% ше ж | 10 — 1, | ' 
491,222 | Саре E. Trams., 1 to 491,222 . (01, e |15% wee AIME T. 1— 13 ial iA йн 
450,000 | Castner-Kellner Albali, 1 to 450,000 |. 1 | . 4% | 4% - 97 —102 97 —102 D 
230,211 Do. do. 44 9% Ist Mort. Deb. Stock | 100 43% | 48% | 48% A c | 99 — 94 К 
1,963,208 | Central London Railway, Ord. Stock - +. | Stock 4% | 4% | 4 1 Set 6 101 —109 1 10 
528,806 Do. do. 4% Pret. Воск | ++ | Btook | 4 ic 3 85 87 87 "i 
523,896 Do. о. о. eo ee s TUS 5 с 
1,390,000 | City and South London Railway .. ..  .. Btook | 31 305 A% EXT а= e cr e^ : E E ў 
F Бе ist Mort. R g. Debs., 1 to} : E 94 — 90% V7 —100% 99 (49 
J о е 4 ES of — — . 
100,000 || 6000 ot 2100, and 901 to 11,000 of 20 Red ug 5% | 5% 6% 5% 


| | И | 
peri nine months. — t Quotations on Liverpool Stock кош t Unless otherwise stated all shares are fully paid. 3 Interim dividends. 
i: a = 1 And bonus of 108. 4 From Manchester Bhare List. 


(Contimued em next pade-) 
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SHARE LIST OF ELECTRICAL COMPANIES.—( Continued) | — 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL CO ntinued 


usiness done| Rise + 
Closing сова: ek ended | or 
Stock Dividends for the Quotations Quota Dec. 13th, 1906. | Fall- 
h Dec. 13th. 
Present NAME. Share. , ча 
Issue. ‘Highest Lowest. 
—* 10. 1908, | 1 rca 51906. Ы 9 9 — ^ b. - 
1 to 52,000 e 5 P 6 % 64 6 10 106 — 108 à 
2850 5 Co^ 8 Cam. Pret., 1 to 61,000 100 $ d $2 | $ Ча 183— 1 ss 
204150 Do. до. 4 Ded Stock 000 ‚| 10 0 & 6 14 15 x —1004 
800,C00 | Dublin United Trams. (1896), 1 to 60, 1 and 60,000 10 — 6 6 | T 100i 00 
599,700 Do. one Debs. . 5 25 100 8 1 8 g | 34% 8 c Е 96 = 91 
68,400 Do. “А ” Debs. 1 20 100 ° sk | 34% = 1 1g + 
800,000 Do; 45 В” Deb. es ш Nil il 2 8 ee a af Q} — 91 | 85 d. i 
E меде теу epus iu W mdi or ; 
, ares, , Mig 4 — 91 TE T 
E Do. 5 % 2nd b. Stock Prov. Certs. 9 6 4 1 U 1— a 95 ig | re А 
112,100 | Blectric Construction 1 to 119,100 ee 9 7 7 45, 92 — 95 = 5: À t 
81 800 Do do. i? Cum. Pref., b.Sk. | Stock | 4 4 9)— 94 93 : КА 
900,000 | Do. T 8X Oum, Pret. ae] 10°] 6 1% | 43 | 4% 0 100 ег de 
25000 | General Eleotrio Co. (i Mort. Deb. Book: |1 84 |4 13 | 194—114 10 1i : . 
300,000 Do t. Oord. TI A S 1 to 18,00 18 : 7 13 7 10— 102 —104 iA in? 
780,000 | Gt. N. & City Rail Pre Pref. . 10 | 5 5% | 102-104 184 183 | ig 
96,000 Eee Dd & "do БФ Mort Debs. ч oe me 20 15 15 | i сва p үза bi "T . oe 
80,000 ee € 5 А é ee 
FF ота SE SIL 
200,000 Do. ort. Deb. Stock | Вос 10 Б 234 | 16— 99 100 ы . 
45,900 Do. do. h Works.. | 10 | 10 4 99 —102 9à е .. 
000 | India-Rabber, а rd Ask Mort. Deb... | 10 uz | we Hu 5 | M— A — d . à 
н 9% 10 91— me * - 
57500 {Liverpool Overhead i Railway, Ord. Pref. £lüpaid |! 10 6 96 А б | A ^ 10 — п : = Ч + А 
ее et T — 10 Е 
600.070 " London United Trama Qo, 1 to ОЛ. i) 10 | 8 g б г f 2 20 —1 100 — 104 fh » 
1,125,000 Do. do. Б 5% Cum. Pref., 1 to 195,000 '' | 100 s | 4% | 4% | 4% с ЖИИ 2 — b. dox 
831,000 | Ро. мн i... elu ко NH. pu DE 610 106 10% 10 .. 
121401 Metropolitan Electric Tram, = ELTE CW % | 48% 106—108 pu Pas s} si 
M е т 1 ae oe 2 = xs 
160,000 | Peebles (B.) & Co. 6% 5 60,001 to 54500 10 р 5% 54 — 101 | 101—104 * Ж 
240,600 pe. $35 Cum, Pref to 20/000 & 40,001 to 05 4 | ae 4 n c B2 — Bi PESE 
»500 : . i | 10 % = — 104 H IN — 
249 000 Do. 44% Deb. Stock .. Maintenance : 12 20 92 5 Ки i £% 109 —104 15 — 98 xd | : : 
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| t. 14—15. 
Shares not officially quoted :—Mackay Companies, ord., 52583. кү i qu den nds. 
1 Unless otherwise stated all shares are fully paid. 
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ELECTRIC CARS AT OLYMPIA. 
[COMMUNICATED. } 


(Concluded from page 917.) 


Messrs. Henry F. ок & Co., of 31, Wilson Street, 
Finsbury Square, London, E.C., who have had a wery long 
experience in building and running electric carriages 
exhibited a very elegant little 
carriage on the stand of Hora Co., 
Ltd. There were several new and 


Fic. 5.—Јокі, ELECTRIC PARK PHAETON. 


interesting points in this carriage. It was the only light 
electric carriage exhibited, weighing 17 cwt. complete with 
battery, motor, &c. 

The carriage will seat two ut the back, with an additional 
seat in front, and will run 50 | 
miles with one charge, carrying two 
persons, at speeds from 4 to 20 miles 
an hour. It is designed on the = 


Every part, motor, gears, &c., can be easily seen for 
oiling, &c., through traps in the footboard. 

The battery to run 50 miles consists of 42 cells, weighing 
7 cwt., and is divided into seven portable trays, which аге 
eusily handled for inspection. | 

A special feature of this battery is that it can with 
advantage be charged in half the time of other batteries, and 
will stand being quickly charged at very high rates, if 
required. "The 42 cells of the 
battery are always in series, 
and the changes of speed are 
effected by means of the series- 
paralleling of the double- . 
wound motor. 

The system of control is 
such that the carriage can be: 
run forwards at from 4 to 20 
miles an hour, and backwards, 
as desired, and on the slow 
speeds in traffic without mov- 
ing the controller handle. 
The controller is fitted under 
the seat, together with the 
leading wires and main 
switch, and by means of 
а hinged cover it is readily 
accessible. 

A most important feature 
is that the electric motor acta 
ОУ Г ава perfect automatic brake 
Л = when the controller is turned 
to “ Stop "—and when going 
down hill the motor acts as a 
generator, and the car cannot 
exceed the speed fixed by the 
controller, whilst аё the same 
time the motor, acting as a 
generator, returns some proportion of the electric current 
to the battery. "This on a long journey, over a hilly country, 
is very useful. On a journey to Brighton—53 miles—on 
one charge, the current returned to the battery in this way 


lates& French model, and has a ae — 
weather hood and leather wings. pom 
It is built on а steel chassis, and 
is finished in the very best style, 
being upholstered in best leather. 
The wheels are all of the same size, 
with artillery hubs and pneumatic 
tires. | 

The control and steering are во 
simple that a lady can easily man- 
age and drive the car, whilst the 
comfort, freedom from vibration and L 
smell, and smoothness of running Ссс 
make it an ideal carriage. 

The electric motor (Zone patent), 
of 4 to 6 H.P., has the very high 
efficiency of 87 per cent., and is of 
extremely light weight (only 200 Ib.). 
The motor has a double-wound | 
armature with two commutators. ‘This is suspended on a 
tubular underframe independently of the carriage body, and 
this underframe, with the motor and gears, can be easily 
detached and lowered on the ground for inspection, 
cleaning, &c. | 

Fig. 6 shows the plan of the chassis made by the .Joel Co., 
with. the motor, gears, &c., and fig. 7 is a plan of the 
motor and gears with suspension tubes detached, while a side 
view of the chassis is given in fig. 8. | 

The motor drives the back wheels by means of a chain 
and balance gear. Тһе. underframe connects the front and 
back wheels by means of a spring support on the front axle, 
and adjustable screw connectors on the back axle, which 
allow the chain to be tightened .as desired. E | 

The motor and chain drive is admitted by all authorities 
to give the highest possible efficiency, whilst it allows of 
perfect flexibility. | „ 


Fic. 6.— PLAN or J OEL ELECTRIC CARBIAGE CHassis (PATENTED). 


enabled the carriage to be run ап additional 2 to 3 miles at 
the end of the journey. There are also two mechanical 


a 
E: 
11000000 
== 
Fic. 7.—PLAN оғ THE TUBULAR UNDERFRAME, CARRYING MOTOR 

AND GEARS, DETACHED FOR INSPECTION, &С. | 


brakes, a foot brake, which at Ше same time cuta off the 


current on slow speeds, and a hand lever brake. 
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The Scheele Electric Carriage Co., of Grosvenor Mews, 
New Bond Street, W., һай an electric coupé on show with 
the chassis detached from the carriage body. It is driven by 
means of two 4-H.P. electric motors, one to each of the back 
wheels. 'The motors are centred and suspended from the 
back axle on the one side and by buffer springs on the other 
side, as is usual. The battery had 48 cells, arranged in two 
nesting trays, 16 cellsover the front wheels and 32 cells over 
the rear wheels. "The control handle is attached to an outer 
tube working round the steering pillar, and actuating the 
controller through bevel wheel ring, in a somewhat 
similar manner to that fitted by the Electromobile Co.—a 
most convenient arrangement. 

The exhibition—or, rather, lack of exhibits—of electric 
carriages at Olympia is a matter for most serious considera- 
tion, and the writer is earnestly wishful to assist and do all 
he can to obtain some more promising and satisfactory con- 
ditions to encourage the trade in the futare. 

He ventures to appeal to the electric supply station author- 
ities and engineers, and invites them to find some means of 
agreement, 80 that all electric supply stations, or as many as 
possible, may within, say, the next 12 months, provide 
charging plant and garage accommodation for electric cars at 
a cost for energy of 1d. per unit, or such less or greater sums 
as may pay them, and a charge for connections, housing, 
cleaning or repairing such cars. Such a movement, if made 
general and well advertised, must, on becoming known, 
materially and favourably influence intending purchasers of 
electric cars, who would readily avail themselves of 
its advantages, and it would also be а source of 
revenue to the supply stations. 
quite worth the attention of such 
authorities and engineers to provide 
customers—their own—with electric 
carriages on hire. 

He also suggests that the electric 
motor-car manufacturers, users ог 
sellers, electrica! engineers, motor 
makers, battery makers, consulting 
engineers and others who muy be 
interested, should at once form 
themselves into a .corporate body, 
society, or combination for mutual 
assistance, and to further the in- 
terests of the electromobile 
industry — The — Electromobile 
Society“ Such a society with a 
representative council should be of real strength, and 
could formulate recommendations as to some of the crucial 
points to be settled, viz. :— 

Standard voltage of charge. 

Fixing the minimum space required, or dimensions to be 
allowed for batteries in carriages. This would be most 
useful to carriage builders, and would be the nearest approach 
to standardising practicable. | 

Then there would be the questions of electric vehicle trials, 
exhibitions, insurance, recommendations as to type of 
charging board, and many others of great interest to 
discuss, such as ratio of weight of battery to output, 
system of control, &c. | 

He is aware-of the existence of a sub-committee which 
has been engaged in an attempt to standardise clectric 
motor-cars, but, of course, recommendations on such a snb- 
ject should come first from those who are directly interested 
and specially qualified by experience to speak. There are 
petrol car men on that Committee who have little if any 
sympathy with, or direct knowledge of, electric automobiles, 
and others of the Committee, even if they were desirous of 
assisting, have not the time. The labours of such a Com- 
mittee will probably be of no avail, as it is doubtful whether 
the Engineering Standards Committee will undertake to 
standardise such an immature and very complex thing as an 
electromobile. He frankly admits that he has no expecta- 
tions from the work of the Committee, and therefore it 
appears to him that it is only by some such society or com- 
bination of the men who make a living directly or indirectly 
from the manufacture and sale of electric carriages, such as 
he has suggested, leading to strong and united action, that 
the present state of stagnation can be remedied and the 
electromobile industry advanced. 


Beyond this, it may be 


SMOKE NUISANCE IN ITS LEGAL ASPECT. 
[BY OUR LEGAL CONTRIBUTOR. ] 


Tue establishment of generating stations on a large scale for the 


distribution of electrical power has occasioned a recrudescence of 


the question as to whether and how far statutory undertakers are 
liable for smoke nuisance. It might be thought that because Par- 
liament has authorised the construction of large works in which a 
large quanjity of coal is consumed, that there is an implied licence 
to the undertakers to create a nuisance. This, however, in the 
case of electric lighting companies and railway companies who 
have abandoned their steam locomotives in favour of electric trac- 
tion affords no protection. It is first necessary to consider the 
relevant sections of the Acts of Parliament. 

Sec. 91 of the Public Health Act, 1875, provides that for the 
purposes of the Act any fireplace or furnace which does not, as far 
as practicable, consume the smoke arising from the combustible 
used therein, and which is used for working engines by steam, or 
in any mill, factory, dye house, brewery, bakehouse or gas works, 
or in any manufacturing or trade process whatsoever, and any 
chimney (not being a chimney of a private dwelling house) send- 
ing forth black smoke in such quantity as to be a nuisance, shall be 
deemed to be nuisances liable to be dealt with summarily. Pro- 
vided that where a person is summoned before any Court in respect 
of a nuisance arising from a fireplace or furnace which does not 
consume the smoke arising from the combustible used in such fire- 
place or furnace, the Court shall hold that no nuisance is created 
within the meaning of this Act, and dismiss the complaint, if it is 
satisfied that such fireplace. or furnace is constructed in such 


Fic. 8.—Si1ipE View or JoEL ELECTRIC PARK PHAETON CHASSIS. 


L 


manner as to consume as far as practicable, having regard to the 
nature of the manufacture or trade, all smoke arising therefrom, 
and that such fireplace or furnace has been carefully attended to 
by the person having charge thereof. | 

The above provisions are practically identical with Sec. 24 of 
the Public Health London Act, 1891. | 

It should be noticed that the above section is divided into tw 
parts—(1) that part which makes it an offence to have a furnace 
which does not, as far as practicable, consume its own smoke; 
(2) that part which makes it unlawful to have a chimney sending 
forth smoke in such quantity as to prove a nuisance. The proviso 
to the section exempts anyone from liability if the fireplace or 
furnace is constructed in such a manner as to consume its own 
smoke as far as practicable. In the case of Weekes v. King (1885), 
58 L.T. 51), an information was laid against the proprietor of a 
brewery for that black smoke was sent forth from the chimney 
of his brewery in such quantities as to be a nuisance.” He was 
fined and convicted. The Court (consisting of Justices Day and 
Pollock) upheld the conviction, upon, the ground that the proviso 
extended only to the first part of the sub-section, and not to the 
latter part, making it an offence to send forth black smoke in such 
a quantity as to be a nuisance. It followed from this that the 
defendant was not entitled to call evidence as to the construction 
of the furnace. | | 

It is to be observed that, upon the authority of a very recent 
case, it is not necessary that a manufacturing process shall be 
carried on upon the premises in order to make the occupier liable. 
For instance, in the case of M'Nair v. Baker (21 T.L.R. 95), а club 
in the West End occupied a house with the usual club accommeda- 
tion, where meals were cooked for the use of the members, and 
where there was a furnace and boiler for heating the premises. In 
addition to the servants' bedrooms there were five озго ms for 
the use of members. The smoke from the cooking ranges and the 
heating furnace passed from one chimney. This chimney having 
sent forth black smoke in such quantities as to be a nuisance, it was 
decided that the house was not a private dwelling house within the 
meaning of Sec. 24 (b) of the Public Health (London) Act, 1891, 
and that an offence against the section had been committed. 

In so far as the provisions of the section above set out apply 
outside the metropolis, they must be read subject to a very im- 
portant exception. 
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Thus Sec. 334 of the Public Health Act, 1875, provides that, 
„Nothing in this Act shall be construed to extend to mines of 
different descriptions so as to interfere with or to obstruct the 
efticient working of the same; nor to the smelting of ores and 
materials, nor to the puddling and rolling of iron and other 
metals, nor to the conversion of pig-iron into wrought-iron, 
чо ач to obstruct or interfere with any of such processes respec- 
tively.” | | | 

It has been held that the provisions of 18 and 19 Vict. с. 121, 
Sec, 44, which correspond to the above provisions, prevented the 
application of that Act to manufacturers of the produce of ores and 
minerals, so that justices had no power to order the abatement of 
a smoke nuisance arising froma bichromate manufactory (Norris v. 
Barnes, L.R. 7 Q.B., 537). 

Again, it has been held that the owner of a coal mine cannot be 
prosecuted for the emission of smoke from his chimney, if he could 
show that the smoke could not be prevented without interference 
with the efficient working of the mine (Patterson v. Chamber Col- 
liery Co., 56 J.P., 200). 

It is to be noticed, however, that the section does not relieve the 
owners of mines, &c., from liability for a public nuisance in a suit 
brought by the Attorney-General for its abatement, nor from their 
common law liability to a person whose property is affected by it 
(A. d. v. Logan (1891) 2 Q.B. 100). 


We have observed that there is a distinction between the law. 


relating to smoke nuisance as applied in London and that which is 
applicable elsewhere. This distinction is emphasised by the fol- 
lowing provision which appears in the Act of 1891. 

Section 23 of the Public Health (London) Act, 1891, provides 
that—(1) Every furnace employed in the working of engines by 
steam, and every furnace employed in any public baths or wash- 
house, or in any mill, factory, printing house, dye hoũse, iron 
foundry, glasshouse, distillery, brewhouse, sugar refinery, bake- 
house, gasworks, waterworks, or other buildings, used for the pur- 
pose of trade or manufacture (although a steam engine be not used 
or employed thercin), shall be constructed so as to consume or burn 
the smoke arising from such furnace. (2) If any person being the 
owner or occupier of the premises, or being a foreman or other 
person employed by such owner or occupier (а) uses any such fur- 
nace which is not constructed so as to consume or burn the smoke 
arising therefrom ; or (^) so negligently uses any such furnace ав 
that the smoke arising therefrom is not effectually consumed or 
burnt; or (c) carries on any trade or business which occasions any 
noxious or offensive effluvia, or otherwise annoys the neighbour- 
hood or inhabitants, without using the best practicable means for 
preventing or counteracting such effluvia or other annoyance, such 
person shall be liable to a fine not exceeding £5, and on а second 
conviction to a fine of £10, and on each snbsequent conviction to 
a fine double the amount of the fine imposed on the last preceding 
conviction. 

In a prosecution under this section the Court may, however, 
remit the fine if of opinion that the accused bas so constructed 
his furnace as to consume or burn, as far as possible, all the smoke 
arising therefrom, and has carefully attended to the same, and 
consumed or burned, as far as possible, the smoke arising from 
such furnace. 

The question may arise upon this enactment as to whether the 
employer can be held responsible for the default of the servant. 

In Chisholm v. Doulton (1889, 22 Q.B.D., 736), the owner of pre- 
mises in the metropolis was summoned under the Smoke Nuisance 
(Metropolis) Act of 1853, the language of which is similar to that 
of Sec. 23. It appeared that smoke issued for the space of 10 
minutes on the morning of the day in question from one of the 
defendant's furnaces, but it was found that the furnaces were pro- 
perly constructed, and that there was no negligence on the part of 
defendant or his foreman. The smoke was caused by the act of 
the stoker who lighted the fire. In deciding that the defendant 
could not be held criminally responsible for the negligence of his 
servant, Field, J., said: It is a general rule of law that a person 
cannot be convicted and punished in a proceeding of а criminal 
nature unless it can be shown that he had a guilty mind. . . . . 
It is said that the respondent is liable because he, ín fact, used this 
furnace for the purposes of his trade. I agree that he used it, for 
I entertain no doubt that if this were а civil proceeding for 
damages he would be liable, and yet he could in such proceeding 
only be liable if he were the person using it. . . . . The 
essence of the offence is, that it should be negligent, and here the 
respondent took all the care he could." 

The question of the liability. of the owner of & mill for the 
negligence of his servants in causing or allowing tbe furnace to 
smoke is one which has given rise to considerable discussion. The 
reported cases may appear at first sight to be conflicting. Ава 
general rule, it may be said that a master is not responsible for the 
criminal acts of his servant, unless he command or personally 
co-operate in them. Statutory offences, however, are of a quasi- 
criminal nature, and are treated differently. We have seen that, 
according to the case of Chisholm v. Doulton (ubi supra), if the 
offence has been committed owing entirely to the negligence of a 
servant, the master cannot be held liable under that particular 
clause of the Act.. One of the elements of the offence there created 
was “negligence,” and this word cannot be found in, much less 
inferred from, the construction of Sec. 24. EGE, * 

Another important case was Niven v. Greaves (1890, 54 J. P., 
548). There the defendant was the owner of a mill which upon 
sevéral occasions sent forth black smoke from its chimney. The 
furnaces communicating with the chimney were constructed in such 
manner as to consume their own smoke as far as pract icable. The 
‘respondents had exercised reasonable and proper supervision over 
the persons in charge of the furnaces, and the nuisances complained 
of arose through the neglect of the stokers, and not through that of 


the respondents or their foreman. Upon the case 5 the 
Divisional Court, it was held by Lords Justices Coleridge and Fry 
that the Justices ought to have convicted in spite of the case of 
Chisholm v. Doulton. A distinction appears to have been made 
from that case on the ground that (a) to use a properly-constructed 
furnace negligently, and (/) to allow black smoke to issue from a 
chimney are two distinct offences, and that whereas the master 
must be held liable in case (a) he cannot be so regarded where the 
mischief is caused solely by the neglect of his servants. 

In R. v. Waterhouse and Another (L. R. 7 Q.B., 545), it was 
decided under the Nuisances Removal Act, 18 & 19 Vict., c. 121, 
Sec. 12, that each daily emission of smoke was a separate act of 
disobedience for which а separate summons might be lawfully 
issued, and that the Justices were entitled to inflict fines 
accordingly. А 

Upon the authority of Gaskell v. Bailey (30 L.T.N.S. 560), it is 
not necessary to show for the purposes of procuring a conviction 
that the issuing of black smoke is injurious to health as well as a 
nuisance. That case is also of interest, inasmuch as during the 
hearing certain by-laws were discussed containing clauses with 
regard to what constitutes black smoke and medium smoke. By 
black smoke is meant such a volume of smoke that an object on the 
opposite side of the smoke to the spectator could not be perceived. 
By medium smoke is meant such а volume of smoke that an object 
on the opposite side could be perceived. It was proved that on 
five different days during one hour each day black smoke issued 
from 36 to 54 minutes during the hour, and medium smoke for 
nearly the whole of the remaining minutes. It was also proved 
that there was a foreman on the premises, and that the furnace was 
constructed in a proper manner, but the conviction was upheld. 

In addition to the statutes above referred to, it will be seen 
that there are numerous questions of fact, after the investigation 
of which it becomes the duty of the magistrates to adjudicate upon 
the merits of each particular case. In determining whether a mill- 
owner has broken the law, the magistrates are naturally guided by 
the general nature of the industries which are carried on in the 
district, if not by the temperament and hardihood of the inhabi- 
tants who may, во to speak, have become acclimatised to the inha- 
lation of an atmosphere ladened with a certain quantity of smoky 
particles and carbonic acid gas. For instance, that which in an 
agricultural town might constitute an intolerable nuisance would 
probably be regarded in Leeds, or in any other busy manufacturing 
centre, as а matter of every-day occurrence. In each case, it must 
be a question of degree. | 22 

In tbe case of the South London Electric Supply Corporation v. 
Perrin (which was reported in the Times in May, 1901), the com- 
plainant alleged that upon ten distinct occasions (specifying them), 
the appellants had allowed smoke to issue forth in such quantities 
as to be a nuisance. No witness stated that the black smoke was 
з nuisance to himself. The Lord Chief Justice, in giving judge- 
ment affirming the convictions, said that he must not be thought to 
say that the magistrate was bound to convict because black smoke 
issued from the chimney ; but, on other hand, he did not think it 
was necessary to show that any particular individual or property 
had been injured. It was impossible for the Court to say that the 
magistrate was wrong in coming to the conclusion that an offence 
had been committed. ° 

To be concluded.) 


PEAT FUEL. 


In Electrochemical and Metallurgical Industry Mr. Stillings writes 


on peat fuel, and draws attention to the very large areas of peat 
land available in the United States and elsewhere. There is an 
area of over 11,000 square miles in Germany.  Ireland's area is 
one-tenth peat, and some of the Irish bogs are 50 ft. deep. A 
square kilometre of bog 5 metres deep will yield 700,000 tons of 
dried peat, including, we may suppose, what must be burned in the 
preparation. In any case, there is a vast store of fuel in peat if 
it can be obtained dry. | | 

The empirical formula for peat is given as 6 С, Hio О, before 
decomposition. Ав this vegetable matter carbonises it produces 
7 CO, + 3 C Hy + 14 H: О + Св Н» О», the latter being the peat. 
Doubtlese, if put under pressure as by deep burial in the earth, 
coal would be formed, peat being in the first stage only, whilst 
anthracite їз the last. Approximately, of the combustible matter in 
peat, ten-elevenths is carbon and one-eleventh hydrogen, but part 
of the latter is neutralised by the oxygen. There is no sulphur, 
so that peat should be capable of producing an ideal metallurgical 
fuel. . 
Descriptions are given of some of the methods employed in pro- 
ducing peat briquettes. These generally include a tearing and 
kneading process, which breaks up the fibres and delivers the 
kneaded peat in rough bricks, which are first air-dried and then 
artificially dried. What is really needed, in the opinion of some 
engineers, is a continuous process of centrifugal drying ; not a slow 
speed electro-complicated toy whizzer, such as some of our readers 
have seen, but a powerful high-speed process. Unless water can 
be thus ejected, the air-drying process must be very insufficient in 
climates like that of Ireland. Artificial drying by heat may, per- 
haps, then be carried on, but.in a long rotary dryer, after which, 
still hot, and with a necessary residuum of moisture, the peat might 
be briquetted and further dried, thougb, when completely dry, 
even small briquettes are apt to split unless holed. 

No peat process appears to us to possess the elements of success 
which does not include a thoroughly: sound mechanical method of 
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garnering the peat. A friend of ours proposed to the Irish 
Government to gather peat by floating dredgers in the bog water 
and taking out the peat to the bottom by a ladder dredge. The 
best bogs in Ireland are all water Logs, though their surfaces may 
rise lu to 15 ft. above water level. Hand-got peat is never taken 
ont more than a spit below water level. & dredger, pumping the 
pest to the works, would do part of the necessary disintegration 
work, nor would tbe peat be any wetter as a result of the water 
carriage. 

Within reasonable limits of distance, and with bare conductors 
at high tension. there may be something in the idea proposed by 
Mr. Stillings of converting the peat into gas and employing it in 
gas engines. But very long-distance work would not be so good as 
the establishment of local factories. Ireland possesses already an 
established woollen industry. Irish tweeds are equal to the best, 
and the taint of shoddy and St. Mungo. has not vet ruined the 
character of Irish go««ls, во that this industry ought to be capable 
of extension. р 

In the Ziegler process, peat is carbunised in closed ovens by the 
heat of the gas driven off, and the waste heat furnishes the means 
of drying off the raw material. From a ton of peat '? how much 
dried there is obtained 350 kilos. of coke. 40 of tar, 6 of alcohol, 
4 of ammonia sulphate, 6 of acetate of lime. the lime and the «ul- 
phuric, of course, being added components. The idea of producing 
products more valuable than peat and ef small weight per value 
unit appears sound. Ordinarily it is claimed that peat fuel may 
be produced for £s. per ton. The Ziegler process costs more, but 
produces more costly by-products. 

One man with a digger machine? will die 5 tons of raw peat 
in an eight-hour day. This is only equal to half a ton of drv fuel 
apparently. A dredger 110 ft. long would gather 180 cubic 
metres per hour, ог. say, 18 cubic metres of dry peat. or 150 tons 
in a day witb, perhaps, three men as a crew, thus reducing labour 
charges to a very low point. The dredger quoted would vathertbe 
above measure of heavy clay. On peat it could be run at least 
twice аз fast. 


PROCEEDINGS OF INSTITUTIONS. 


INSTITUTION OF ELECTRICAL ENGINEERS. 
BrRMINGHAM Locat SECTION. 


THE opening meeting of this Section was beld at Birmingham on 
November 23rd. 

Dr. St MPSNER having taken the cbair, congratulated the members 
on the success of tbe previous session's work, and pointed out that 
not only had all tbe papers been published in full in the Institution 
Jeurnal. but also two of them had been awarded Premiums. The 
most important event of the session was, however, tbe coming of 
Prof. Rapp, wbo was present with them for the first time, and 
whom they would cordially welcome. Among his many great 
services rendered to the electrical engineering industry, perhaps 
none was greater than that rendered when, in 1885, he pointe d out, 
simultaneously with Dr. Hopkinson, the true theory of the m: ignetic 
circuit, and made it clear to dynamo designers. 

After a vote of thanks to Dr. Sumpner for bis services as cbair- 
man, Prof. Threlfall, the new chairman, delivered his address. 

Choosing for his subject “Some Problems of Electro ahd 
Electro-thermal Chemistry,” Prof. THRELFALL first referred to 
the secrecy which is maintained by chemical manufacturers 
with regard to their processes, and which rendered his position 
somewhat delicate. The chairman then dealt with the fixation 
of nitrogen by electrical means, progress in which is at present 
retarded by the existence of the extensive nitrate deposits 
of Chile. Messrs. Eyde & Birkeland claim to be able to make 
650 kg. of oxidised nitrogen with the expenditure of one kilowatt- 
year. во that 1 lb. of nitric acid would cost 07454. for energy, at 
$10 per kilowatt-vear. Chile saltpetre costs 10s. 6d. per ewt. at 
Liverpool, equivalent to 17d. per lb. of nitric acid content, and 
therefore, under the foregoing cunditions, artificial nitrie acid 
should have a market if made in an agricultural country. The 
treatment of calcium carbide at 2,006 C, with nitrogen vields 
ealeium cyanamide, which can be used direct as an artificial manure. 

Turning to the manufacture of diamonds, Prof. Threlfall 
described the investigations of Dr. A. Ludwig, heating carbon to 
very high temperatures under great pressure, Ata bydrogen pres- 
sure of 1,500 atmos} heres, it was fonnd impossible to form an are 
between carbon electrodes, but when the two carbon rods were in 
contact the current would flow for a few seconds and then stop; 
recommence after a few seconds and again stop, and so on. This 
curious phenomenon was believed to be due to the conversion of 
the heated carbon tip into a non-conducting variety, which inter- 
rupted the current, but being transformed into graphite as the 
temperature fell, again became conducting. Various attempts to 
cool the transformed carbon very euddenly, resulted in failure to 
produce diamond, though sudden cooling by a jet of water at a 
pressure of 2,000 or 3,000 atmospheres gave a non-conducting trans- 
parent form of carbon. The author also described researches of his 
own in this direction, based on analogy between the properties of 
earbon and these of sulphur: he suggested that to make large 
diamond crystals it would be necessary to go to still higher pres- 
sures, of the order of 10,000 atmospheres, when the rate of cooling 
would probably be immaterial, 

The problem of making a useful abrasive of cubic carbon was 
simpler; at high enough pressures carbon vapour might possibly 
condense in this form. The behaviour of boron, siiicon and 


selenium under similar conditions of high pressure and tempera- 
ture was also worthy of study. 

The use of carbon as a soluble electrode in a voltaic cell was 
next dealt with, the author suggesting that possibly a vascons 
electrolyte, such as ionised oxygen, would serve. 

Turning to electro-chemical theory, Prof. Threlfall deplored the 
prolixity of laboratory electro-chemists, whose work would be better 
known if their papers were shorter. The dissociation theory, 
which applied so well to dilute solutions, and bad appeared so fuil 
of promise, bad proved quite unable to cope with the phenomena 
under more general conditions, in spite of the often misapplied 
ingenuity with which explanations of electro-chemical phenomena 
were elaborated. The complexity of these phenomena was such 
that theorising was of little use until the chemical reaction“ 
occurring at the electrodes should have been elucidated in detail. 

The conduction of electricity through ga*es was a subject of great 
importance, and its study might eventually furnish some insight 
into the mechanics of conduction. 

Prof. Threlfall then discussed the new lamp materials recently 
brought forward, and eulogised the researches of Dr. von Bolton 
and his colleagues in connection with the properties of tantalum 
and other rare metals, Graphitised carbon and osmium filaments 
were also discussed. 

The process invented by Elihu Thomson for the manufacture of 
tubes of fused silica was described: in this process a carbon tube or 
rod, provided with water-cooled connections, is buried in dry sand 
of suitable quality, and heated with an electric current, when the 
sand grains fuse together and shrink away from the conducter. 
The tubes thus formed are rough and opaque, but can be dressed 
on à carborundum wheel, and then have tbe appearance of white 
vitreous earthenware : they can be heated red hot and dropped into 
water without cracking. Other methods were also mentioned. 

The Chairman then turned to the private business of the Insti- 
tntion, and suggested that the Birmingham section should rather 
be entitled the Midland Local Section; he congratulated the 
members on the excellence of the papers of 1904-5, the whole of 
which had been published in the Journal. He referred at 
some length to the importance of military training. and suggested 
the establisbment of a standing school of instruction. where young 
men could attend at convenient opportunities, instead of a volun- 
teer camp held at some arbitrary date. Such work could be carried 
on by the Universities and the engineering societies, and might be 
the means of providing a nucleus of educated men capable of 
taking their place in the national defence, and already partly 
trained in -oldierineg. 


NrEwcasTLE Locar SECTION. 
Aistract of Address read November 90th, 1905, by 
W. M. THonNTON, D Sc., M. Exd., Chairman. 


IN every branch of engineering there are three distinct classes— 
proprietors, executive staff, and workmen—each of which requires 
shitahle training. The ditference between that of the first two and 
the last is that a knowledge of the physical laws of Nature is 
essential for the former, and is to be gained best by a special pre- 
paratory education. For the latter a knowledge of a few properties 
of matter is sufficient, to be gained during the practice of the trade. 
With the training of the artisan I do not propose to deal. His 
work may be regarded as purely an art, and is handed on through 
the ages by personal transmission from man to man. 

It may be well to consider shortlv the course of training which 
experience has shown to produce good results. One can assume 
that a boy desiring to become an engineer of the better sort has 
been to a good secondary school, and that he leaves at the age of 
17. He should then have an adequate knowledge of his own lan- 
guage and at least another “French or German by preference’, the 
elements of Euclidian and co-ordinate geometry, algebra to the 
binomial theorem, trigonometry to solution of triangles, mechanics 
of a sound, descriptive kind, and a little chemistry and physice. 
Classical scholarship can in the future only be atforded or attained 
һу schoolmasters or men of leisure. There is certainly no greater 
handicap to a boy entering an engineering career than an education 
on the classical side of any public or secondary school. The pupil 
should, while his school work is fresh, be required to take the 
entrance examination at some university where engineering is 
taught, and this should be regarded as the finishing point of bis 
school life. 

One enters now upon debatable ground. Is it better to go straight 
from school into the works, or to college? "There are manufac- 
turers who prefer to have a bey straight from school, and it may in 
many cases be more to their interest, but no desire for cheap labour, 
or material to mouid in any particular direction, should take pre- 
cedence of the highest national efficiency. On the whole, the gain 
in works knowledge and stimulus, is more than counterbalanced by 
the loss of clear thinking and recognition of first principles which 
prove xo valuable later. In addition to this, & boy serving an 
apprenticeship first rarely bas a chance of showing ability within 
three or four vears, — 

All colleges which provide a three or four years’ course in engi- 
necrine insist on a sound knowledge of the elementa of matbe- 
matics, physics and chemistry. The first year is, therefore, almost 
entirely oocupied with learning or revising these, a few descriptive 
classes or a little geometrical drawing being added for stimulos — 
If possible, mathematics should be continued through all three 
years, The power of facile thinking with abstract quantities, 
though it may rarely have direct expression in after life, is 
of immense service to engineers. The more advanced laws 
of heat and elasticity, and the simpler quantitative and higher 
descriptive treatment of technical subjects, will form the sec .nd 
years course. That of the third vear is entirely technical, and of 
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апеһ an order that a student should have little difficulty on its com- 
pletion in judging for himself the significance of any new sugges- 
tion or advance in practice or theory. А fourth vear may well be 
occupied in experimental work on new ideas. 

If it is to come st all, a time of speculative activity almost 
inevitably follows the completion of a university course, and, it 
may be, the taking of a degree. It is then that encouragement, 
and, perhaps, pecuniary help are of vital importance to a young 
student. He should have the opportunity of seeing how to carry 
out ideas by watching or belping in the research work of his pro- 
fessor, and the advantage is mutual, я 

There is in connection with experimental research а disregard by 
many, though not all, manufacturers of much promising material. 
We take our young engineers from college, and put them for years 
to routine work which untrained men do as well ог better, and are 
disappointed that they do not show striking results, forgetting that 
two things are necessary to progress —the man and the opportunity. 
I would suggest that men with a first-class college record should, 


instead of being treated as beginners, be taken into the confidential . 


departments, design or test room, and set to work on new things, at 
first under supervision. 

The interdependence of science and industry has been a fruitful 
theme for a hundred vears. One never knows to where an experi- 
ment a little off the beaten track will lead. I have recently bad a 
коой example of this, on a small scale, which тау be of interest. 
Some years ago I made a few experiments upon bacteria, working 
mostly with typhoid germs om account of their sensitiveness. 
During these I found that M. Lortet had discovered what I was 
looking for, that alternating currents cause them to orientate and 
place themselves along the lines of flow, but he failed to find anv 
effect with direct currents. As a matter of fact, bacteria of all 
kinds, living or dead, orientate in the same way under either direct 
or alternating electrification. It was found tbat the movement 
depended entirely upon the relative conductivity of the organism 
and the surrounding liquid, во that the former behaves as a rod of 
iron in a magnetic field, or one of а dielectric in an electrostatic 
field, the same laws governing lines of stress or steady flow, 
whether of electricity, magnetiam, heat or liquids. In searching 
for the cause I found that glass orientates in oil, but not in water, 
апа that carbonised silk filaments are very sensitive in either. 
Some time after I wished to design an apparatus to indicate the 
state of charge on cables, in order to see whether they were safe to 
handle. The simple electroscope was first thought of, but rejected 
as not mechanically strong enough to be placed in & platelayer's 
hands. It occurred that one might use the same thing on а emall 
scale, observing the movement in a kind of linen-tester's micro- 
scope. On trying this I noticed a small spark pass between two 
particles of carbon suspended in oil, and the idea at once came, why 
not look for the sparks? In 10 minutes or so after this the first 
" volta&cope" was made and tried on a 2,000-volt circuit, and а 
little while later on 20,000 volts. The instrument as it is now 
made consists of a glass tube containing oil and sbort fine carbon 
rode. Contact is made across the mains through а heavily- 
insulated wire having an ebonite or fibre handle, with sharp steel 
points to get good contact. It works equally well with direct апа 
alternating currents, and in any position. As soon as contact is 
made the carbon filaments become polarised and form an irregular 
chain, along which a small current passes, jumping acruss minute 
gaps between the particles, and so forming sparks which are 
instantly extinguished by tbe oil, their constant appearance and 
extinction giving the tube the effect of scintillation. The working 
range of the instrument is from 10 volts upwards. 

The same line of thought led further to the invention of the 
high-tension voltmeter shown. So far as I know, this differs from 
other forms in the use of a di/ectric needle or quadrant. A short 
ellipsoid of parattin or sealing wax is suspended by a fine silk or 
quartz thread between brass plates, contained in a glass globe about 
15 cm.in diameter. Theory indicates that the torque on the 
suspension is proportional to the square of the voltage, and this is 
found to be experimentally true. One uses the instrument in the 
same way as а Siemens dynamometer or the Ayrton-Mather volt- 
meter of the same type. Тһе ellipsoid is brought to a balanced 
position between stops by rotating the torsion head. The lowest 
voltage to which it is sensitive is about 500, and I have used it to 
measure spark-gap voltage up to 100,000. Since specific inductive 
capacity varies with¢frequency, a correction must be applied for 
this. 

One can determine by this instrument the dielectric constants of 
all solide, liquids, or gases when a litre of the latter can be 
obtained. 

These examples, given for what they ‘are worth, serve to show 
that a little research with a microscope may lead to results quite 
unthought of at the time, in an entirely ditferent subject and on a 
different scale. The microscope might be much more used in 
electrical engineering than it is at present, if, indeed, it is used at 
all. We know now that the permeability of iron is intluenced by 
the size and distribution of the crystals of carbide of iron in the 
metal, and that these are changed by the heat treatment this has 
received. Why should we not estimate permeability by polishing 
& surface on the metal, observing it through a microscope, and, if 
necessary, photographing it? After a time, by collecting a set of 
standards, the quality of anv specimen might be assigned in a few 
minutes bv inspection. We have timber mercbants selecting wood 
by inspection of the grain; why not makers of machines selecting 
magnetic iron in the same way, and requiring ironmakers, when 
quoting, to send a micro-photograph of the material? 

Workshop research in the heavier branches of electrical envi- 
neering can show many examples of important results reached by 
following side tracks, and there are still problems of the greatest 
interest awaiting solution. 
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DESTRUCTORS AND THEIR BY-PRODUCTS. 
By F. L. Watson, 
(Alsirnet of Paper read at Leeds, Nuvember 23rd, 1905.) 


HaviNG explained the necessity of destroying town refuse by 
cremation, the author discusses the combination of destructors with 
electricity works due to the facts that as a rule an electricity 
undertaking is the only municipal enterprise capable of fully 
utilising the steam from a destructor, and that both establishmenta 
are generally placed near the centre of population to diminish the 
cost of transmission and cartage. . 

Taking a town of 120,000 inhabitants, the author draws up an 
ideal balance-sheet, based upon the best results obtained in different 
towns, and showing a return (due mainly to the sale of bricks and 
steam) of 10 per cent, on the capital expended. He points out, 
however, that in no existing plant is the utilisation of residuala 
carried out to the extent assumed in his estimate. | 

Turning to the construction and working of the destructors them- 
selves, Mr. Watson states that the chief differences, consist in tbe 
methods of feeding, of taking away the waste gases, and of applying 
forced draught. The simplest mode of feeding is the front 
feed by hand, which is suitable for small plante, but has the dis- 
advantage that the unburnt refuse and clinker lie on the same floor 


‚апа may get mixed. ‘he “ back feed” system, on the other hand, 


has all the advantages of the former, and others in addition; the 
refuse is thrown into thé furnace at the back, and tbe clinker _ 
The '"top-feed" system is very 
Unfortunately, it is impossible to handle 
refuse with mechanical appliances such as are used for coal. In a 
few instapces provisicn has been made for tipping the refuse direct 
from the carts into the furnaces, and tbis is a very clean and whole- 
some arrangement; but in lieu of other provision for storage, it is 
necessary to leave the refuse in the carts until wanted, using other 
carts meanwhile, Ап alternative in large plants is to deposit the 
refuse in storage tubs with self-opening bottom doors, and to stack 
these up when full with a travelling crane. 

The best method of taking away the products of combustion is 
that invented by Mr. W. Horsfall, in which all the outlet flues from 
the furnaces open into а common high-temperature combustion 
chamber, where they mix before passing to the boilers. 

Both steam-jet and fan-blast draught have their advantages. 
The former is useful where there is much carbon in the refuse, 
while the latter is more suitable for refuse which is largely of a 
vegetable character, and for large destractors. Much can be gained 
by heating the blast. 

For every 10,000 inhabitants there is, roughly, 10 tons of refuse 
per 24 hours, which is capable of producing over 50 н.р. if properly 
utilised. The most suitable boilers are of the water-tube type. The 
draught should not be too strong, for if it is, а great quantity 
of dust will be carried out of the furnace ; a dust catcher should be 
provided beyond the boiler. The chimney need not be more than 
90 ft. high. 

The author gives particulars of the 12 hours' official test of the 
Batley destructor, carried out in May last, when 1°6 lb. of water 
were evaporated per pound of refuse (from and at); the mean tem- 
perature in the main flue was 2, 000“ F., and 406°6 gallons of water 
were evaporated per hour, the destructor having three cella. 

Mr. W. M. Binny's report on the Sunbridge Hoad Destructor,. 
Bradford, is also given, in full. This was a seven-day test. An. 
abstract of it was given on p. 187 of our issue of August 4th; 1905. 

Finally, the author discusses the allocation of costs and returna 
between the destructor and the electricity works, and the manage- 
ment of the joint undertaking. These questions are very im- 
portant, but ditlicult. In the author's opinion, tbe ideal method of 
determining the value of the steam supplied by the destructor is 
to run a separate generating set with it at constant load, and to 
credit the destructor with the actual ontput. It has been said that 
* most of the electricity generated by destructors was produced by. 
friction between the two departments." | 


THE APPLICATIONS OF ELECTRICITY IN THE ROYAL 
GUN FACTORY, WOOLWICH ARSENAL. 


By Col. Н. C. L. Ногрех, R. A., F. R. S. 
(Abstract of paper read in London, Nuremer 23rd, 1905.) 


THe work of the Royal Gun Factory consists in the manufacture of 
guns ranging from 3 cwt. up to 60 tons or even more, and also in 
the manufacture of the breech mechanisms and otber adjuncts and 
appurtenances of the guns themselves. This work necessitates a 
very large range of machine tools, from boring macbines 50 yards 
in length, and lathes of 100 ft. bed, down to the smallest milling 
machines and lathes. ‘There is, therefore, plenty of scope and 
opportunity for the employment of ditferent descriptions of elec- 
trical drives. 

Although there were previously several instances where in the. 
factory electro-motors had been substituted for steam engines, it- 
was only in 1900 that I converted tbe first of two large boring 
machines to a direct electric drive by means of a variable speed . 
Scbuckert four-pole motor of 25 B. H. Pp. The variation of speed 
was obtained by varying the excitation of tbe fields, and the ratio 
in this case was 1 to 3:5 or so, giving speeds of from 250 to 880 
r.p.m., which is amply sufficient range, without any further gear, 
for the work that is put intothese machines. "The headstock which 
revolves the work carries between its bearings a large worm wheel, 
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which is driven bya worm shaft forming a continuation of that 
of the motor, but connected to it by a flexible coupling; the thrust 
of the worm shaft is taken by a thrust bearing of marine type, апа 
through this the cutting lubricant passes on its way to the boring 
bar; this is only a precautionary measure, but, nevertheless, a 
necessary one, as it is very important that the machines should not 
stop during a boring operation. It would be impossible in a spur- 
gear driven machine, I believe, to fine bore a hole 12 in. to 20 in. 
in diameter and up to 50 ft. in length without a variation of 
0:004 in. in diameter, which is what these boring machines are 
called upon to do, and do to perfection, daily. 
` The feed of the boring bar is worked from the motor by means 
of a shaft, which connects it with change gear at the other end of 
the bed, 150 ft. away. At this end there is also a 15-H.P. series 
motor, which can be mechanically coupled to the screw shaft 
moving the boring head and saddle, with the object of with- 
drawing or advancing one or both rapidly in either direction 
as required; in this case I have introduced a slip coupling, which 
fn the event of an overload not only slips, but also draws attention 
to the fact by making a hideous noise; this is, I think, better in 
many ways than the overload release, and much more convenient, 
of course, than а fuse which has to be replaced. The change to 
motor driving, and the improved control of the speed, enabled us 
to turn ont at once more than double the former amount of work 
done per week. | 

A later development of this method of driving is one whereby 

the driving shaft, just mentioned as running the whole length of 
the bed, is entirely done away with, and the one motor, now a 
variable-speed shunt motor, does all the feeding of the boring bar, 
as well as the rapid advancement and withdrawal of it and the 
saddle, the latter weighing 10 to 12 tons or more. . : 
. "The gear is worked entirely from the main switchboard by which 
the man starts and stops &nd controls the speed of the headstock 
carrying the gun tube, and the switches are so interlocked elec- 
trically that it is impossible either to start the feed gear or to leave 
it running unless the main motor is running. 

A magnetic clutch is employed in connection with this gcar; but 
it has advantages over a friction clutch in that it can be used under 
conditions which would be impracticable, and in many instances 
impoesible, for an ordinary friction clutch, owing to the fact that it 
can be as readily worked from a distance as from close at hand, 
whilst its action is quicker and more definite as to holding power, 
and it cannot possibly stick or seize. 

I am at present using two types of these clutches, one rated at 
6 H.P., aud the other at 25 н.р. at 300 r.p.m.; 21 watts are 
abeorbed in the magnetising coil of the 6-н.р. clutch, and about 42 

in the coil of the 26-н.р. clutch. This gives an efficiency of under 

1:5 watts per н.р. in the case of the 6 H.., which actually transmits 
1436 н.р. at 300 r.p.m. ; the 25-н.р. clutch is still more efficient. 
The diameter of the clutch has a more important effect upon the 
number of watts per н.р. transmitted than any other factor, and it 
is quite feasible to transmit 1 н.р. for { of a watt or even less. 
These figures as regards н.р. transmitted were obtained with the 
surface of the clutches dry and free from oil. Some 117 of these 
clutches are in daily work at the gun factory, and are applied to a 
variety of purposes. - 

For driving the lathes and other machine tools in the gauge room, 
the motor, a 15-Н.Р., is attached to the wall, and drives the main 
shaft, which runs down the centre of the shop, by means of a belt 
at a point about midway in its length at a speed of 450 r.p.m. 
There is none of the usual countershafting and its multiplicity of 
belts ; instead, there is one cone pulley over cach machine, driving 
the machine in the usual manner with a belt. These cone pulleys 
are carried on tubular bearings through which the main shaft passes 
quite clear, while the bearings themselves are supported on 
brackete; the pull of the belt thus does not come upon the shaft 
when the cone pulley is not running and the machine is idle. The 
cone pulley carries the armature of the clutch at one end of it, and 
against this end the electro-magnet with its collecting rings is 
keyed or otherwise fixed to the shaft. Very slight longitudinal 
play in its bearing is given tothe cone pulley, and a slight bias 1з 
given to the belt drive, so that the tendency of the pulley is to run 
from the magnet when the latter is de-energised. It is found that 
by adopting this simple method no spring or other device is required 
to keep the surface from contact or rubbing when the clutch is not 
in action. The extent to which frictional losses are reduced can 
be imagined when it is explained that when the motor-driving belt 
is thrown off, and there is no current on the clutches, the main 


shaft can be revolved between the fingers. The switches used to 


actuate the clutches are of a selective type—that is, when the 
current is off, a pull at the switch rope puts it on, and а secoud 
pull cuts the current off again. 'This appears from practical expe- 
rience to be more convenient than the ordinary bell-shifting 
method, in which two ropes are employed, опе to put the power on 
and another one to cut it off. . 

The north-east shop is the most recent shop built in the Royal 
Gun Factory, and it was designed with a view toelectric driving ; it 
is a lofty building measuring 200 ft. x 190 ft. Altogether on the 
ground floor there are 83 machine tools, of which 21 are separately 
motor-driven, the other 62 being grouped and driven from one of 
the four main shafts which serve the same number of bays. The 
method of driving these main shafts which are 200 ft. long is by 
means of a 30-H.P. motor suspended from the girders and situated 
in the centre of the shaft, to each half of which it is coupled 
direct; the speed of the shaft is 250 r.p.m. 

In the grindery some 12 Gisholt tool grinders are continuously in 
use, and the problem to be solved was to drive them in the most 
economical and efficient manner. The grinders were arranged half 
on either side of the shop and driven by belting from a shaft running 
&t very nearly the same speed as the wheels, and coupled direct 


through a flexible coupling to а '6-н.р. shunt motor standing on a 
bracket fixed to the wall. 

The method adopted for driving a large rifling machine-enables 
the rifling of a 12-in. gun to be carried out in 40 hours, six grooves 
being cut simultaneously, whereas only a few years ago the same 
operation, with one tool only cutting, took more than three weeks, 
working day and night. ; 

For lapping the bores of guns—an operation which has to be done 
in order to get the extreme uniformity of diameter that is necessary 
in the bore, there are three machines in the factory for dealing 
with various sizes of guns. 'Two of these were designed to be 
driven by separate motors, and the third was converted to an elec- 
tric drive. | 

A portable electric lapping machine has been devised for use on 
board a ship or elsewhere. ‘The machine is attached to the muzzle 
of the gun, and rotation is imparted from the motor to the machine 
by a flexible shaft. | 

So far as planing machines generally are concerned, I am in 


. favour of cutting in both directions with two separate tools when- 


ever and wherever it is possible, the economy in power, time, and 
labour, being grester thua having a quick return stroke, for it is 
obvious that however rapid the return stroke may be, time is lost, 
and no useful work is done. This will explain why the gear is so 
designed that the speed of the table in either direction is the same. 
In the case of planing machines, as in the case of the boring 
machines, I hold a strong brief for the screw drive as against the 
rack and pinion drive. The former undoubtedly does the better 
work. The planing machines are driven by a shunt-wound 
variable-speed motor, which runs continuously in one direction, and 
drives, by means of a bevel pinion, two bevel wheels revolving in 
opposite directions; these two bevel wheels are concentric with the 
shaft which drives the screw of the planing machine, and ase each 
furnished with a magnetic clutch, by which they can be attached 
to the shaft; the clutches are alternately energised by a rocking 
switch, actuated by adjustable tappets on the bed of the planer. 
The reversing action of these machines is very quick and silent. 
No check or change of speed is discernible in the motor, though, 
of course, the ammeter shows a momentary rise of about 25 per 
cent. on the reverse. | 

Electricity has been of assistance to us in enabling the amount 
of eccentricity of the bore of a gun which, as sometimes happens, 
has from one cause or another become bent, to be readily ascer- 
tained. You will, I am sure, appreciate the difficulty in first of all 
ascertaining, and, secondly, actually measuring, the want of truth 
in the bore of a gun 20 to 30 ft. from the breech end, which distance 
it may easily be, as the 12-in. gun is 45 ft. in length. The means 
adopted, however, are, thanks to electricity, quite simple. А 
tapered steel tube, stayed and tied with a single gun wire so as to 
bring both ends of the tube to the same level, carries at one end a 
knife-edged contact wheel about 2 in. in diameter, this wheel being 
insulated from the tube, but connected to a flexible conductor 
passing down the interior of it to the other end of the tube 
which is fixed in the slide rest; a dead-beat galvanometer and a 
couple of dry cells complete the equipment. When the wheel 
touches the metal of the gun the circuit is completed through the 
galvanometer, which indicates accordingly. The movement of the 
slide rest, necessary to make contact, reveals the amount of 
eccentricity. » 

When any billet of steel arrives in the factory, the first thing to 
be done is to obtain a smal! quantity for chemical analysis. This 
is generally taken in the form of fine drillings from a point midway 
between the centre and exterior of the .billet and at both ends. 
Until current was generally available throughout the factory 
this was quite a lengthy operation, involving the loss of time taken 
to fix a ratchet brace, and then the time to drill the hole in order 
to obtain the shavings; by the aid of the electric drill the time lost 
in fixing is eliminated entirely, and the drilling by power is quite 
a short operation. . 

The use of Ње electro-magnet for lifting projectiles was intro- 
duced by me many years ago when the 110-ton gun was in use. 
The cast-iron projectiles for proof were exceedingly awkward 
things to remove from the pile and sling for the crane to lift; this 
was made delightfully easy by substituting an electro-magnet for 
the sling. The magnet used consisted of one piece of mild steel 
of P=] section, and 10 in. in length, with a single coil wound 
round it longitudinally- the surface magnetised was 30 sq. in., and 
the maximum weight it had to support 1, 800 Ib., the weight of the 
projectile of the 110-ton gun, though there was ample power to 
spare. The weight of this magnet, complete with the shackles for 
attaching it to the crane hook, was under 56 10., and the electrical 
energy required for the maximum lifting power was 120 watts. 

Measuring temperatures is most conveniently done by electrical 
means, and for our purpose the measurement by means of the 
electromotive force generated by a thermo-couple bas been found 
to be the best adapted. T" 

The thermo-junction we use is а platinum and iridio-platinum 
one, in conjunction with a modified form'of D'Arsonval galvano- 
meter to measure the electromotive force which indicates tbe. 
temperature. The instruments are fixed in various parts of the 
factory, and connected up to the reheating, annealing and tem- 
pering, &c., furnaces, as also to the lead baths for tempering steel 
specimens, in such a manner that the temperature of any one of 
them can be immediately ascertained by those in charge, and 
regulated accordingly ; but this is not all. From each of these 
centres line wires are led to the metallargical laboratory, where 
there is a standard recording instrument, and by this means not 
only can a continuous record be taken of any operation desired, 
but the individual instruments can be, and are, constantly checked 
to ensure accuracy and uniformity with the standard, for which 
purpose the points are connected by telepbone. 
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To sum up, there are at work at the present time in the Royal 
Gun Factory 134 motors of an aggregate rated horse-power of 1,903, 
whilst there are 61, either connected or ready to be connected, to 
the supply mains when current is available, of an aggregate rated 
power of 840 н.р. more. The largest motors—viz, 100, 50 and 
40 H.P., are all connected to individual machines. The number of 
magnetic clutches in use is 117, 31 rated at 25 н.р. and 86 at 6 н.р. 
Of magnetic chucks and holders there are 16 in use, but fresh fields 
of application are continually being found for them, and their 
numbers are, therefore, constantly on the increase. Magnetic 
holders are of the greatest service in connection with surface 
grinding machines, and enable small steel work to be turned out 
with the greatest accuracy and rapidity. One instance may be 
‘given of the utility of the magnetic lathe chuck, and that is in 
turning obturatorrings. These rings are made from extremely hard- 
tempered steel, во hard, indeed, that they can only be cut at a very 
low speed with specially hard tools, yet it is found that, in spite 
of the small surface area they afford for the magnetic attraction, 
and also of their somewhat low permeability, the magnetic chuck 
is the most effective method of holding them whilst being turned 
that we have yet been able to devise. 

It may be of interest if I add a few data as regards the amount 
of material removed per E.H.P. per minute on various machines— 
the E. H.P. is the gross amount required not only to drive the motor 
and machine, but also to do the work. 
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ELECTRIC DRIVING OF WINDING DRUMS 
FOR PIT-MOUTH HAULAGE.* 


* 


THIS paper is devoted to a practical and theoretical consideration 
of the conditions affecting the driving of winding drums by elec- 
tric motors, with special reference to a system adopted at the 
beginning of 1905 by the Socicté des Charbonnages du Hazard, 
at Héron, introduced by the Cie. Internationale. 

In discussing the various systems at present in use for the pur- 
pose, the author rejects as obsolete those in which a battery or a 
resistance in the main circuit of the motor is employed, on the 
score of lack of economy. He cites as modern practice those 
systems employing a special dynamo for the motor driving, devoted 
to that purpose only, whose voltage admits of adjustment; and 
those in which an auxiliary dynamo, acting as a reversible booster, 
is run on the positive lead from the supply to the motor. Further 
improvement in compensating for the shock caused by the sudden 
cessation of the load has been rendered possible by thc introduc- 
tion of steel fly-wheels capable of running at a peripheral speed 
of 100 metres (325 ft.) per second. 

The author proceeds to calculations demonstrating that, in the 
curve showing the current taken by the motor, the reduction of the 
initial peak caused by the start, and the spreading of the starting 
acceleration over almost the entire time occupied by the upward 
pull, as well as the maintenance of constant current after the first 
few turns, are possible, in dealing with balanced loads. 

He remarks that, to improve the efficiency of the machine, it is 
necessary to diminish, as far as possible, the importance of the losses 
in the fly-wheel. To do this, the time of the stops (loading and 
unloading) is reduced to the minimum by the use of loading and 
unloading stages at different levels, or by automatic counter- 
balancing. As the time of stopping diminishes, the output of coal 
per day remaining constant, the speed of the journey may be 
lessened, needing a motor and fly-wheel of smaller size. The cost 
of installation will thus be less, and the etficiency of the plant 
greater. 


* Paper read before the Liége Congress by M. L. Creplet, ergi- - 


neer to the Compagnie Internationale d'Electricité, of Liége. 


auxiliary dynamo. 


The author considers the various possible combinations 


995 


which have been tried and devised, with a view to keeping the 
demand for power constant. He discusses: 

1. Generator and tly-wheel «a crankshaft of steam engine, 
driving winding motor. Here fluctuations will occur, owing to 
the drop in speed of the engine when the load comes on, the rise 
when it goes off. 

2. Winding motor driven by a rotary transformer using con- 
tinuous current, with fly-wheel between dynamo and motor of 
transformer. This works well with automatic regulation of the 
exciting current of the transformer motor (Siemens-Schuckert 
system) or with a reversible booster on the positive lead between 
the transformer and the supply (Labmeyer). 

3. Rotary transformer driven by a three-phase motor, the dynamo 
of the transformer driving the winding motor. This case ів similar 
to that of the steam engine ; steadiness is not attained. | 

4. Motor with heavy fly-wheel c, connected across the mains of 
the generator a, driving the winding motor b; i.c., the fly-wheel 
motor is in parallel with the winding motor. With this arrange- 
ment regulation is effected not through the motor of the trans- 
former, but at the dynamo. А further modification is effected by 
introducing a booster d on the positive lead between the dynamo a 
and the winding motor b, mounted on the same shaft as the fly-wheel 
and its motor c. When the winding motor is stopped (loading and 
unloading), the booster d is out of circuit; the motor c, connected 
in parallel with the motor b, is then tending to increase the speed 
of the fly-wheel. During the working period, the booster d gets 
the benefit of the fly-wheel momentum, which it transfers to the 
winding motor. The action of this combination is thus a trans- 
ference of loads on the generator, keeping the demand constant 
and the fly-wheel always running; but, with the generator, four 
electrical machines are needed, or five, including the transformer 
motor, between the mains and the supply. 

5. Motor d, with heavy fly-wheel, on the positive lead between 


‘the generator a and the winding motor 5. This is the system 


applied at Héron. 

If direct current is given by the supply, the only machine 
between the supply and the winding motor is the motor on the 
positive lead. Ifthe supply is three-phase alternating current, it 
is necessary to transform to continuous. The machines between the 
supply and the winding motor are then—three-phase motor driving 
continuous current dynamo, driving winding motor through the 
auxiliary motor with tly-wheel. | 

The author proceeds to describe the installation at Héron, in 


which this arrangement is used: 


The supply here is three-phase alternating, 48 periods, at 2,000 
volts, from a power house а mile from the works. 
The following particulars are also given: — 


Useful load... te ^ uu 2,000 kg. (nearly 2 tons). 
Depth of shaft 825 .. 313 metres (341 yds.;. 
Mean speed of cage per second. 4'3 metres (14 ft.). 

Dead weight of cage and trucks... 2,160 kilos. 

Reduction in gearing .. 5 to 1. 


Fly-wheel weighed 1,700 kilos (1°6 tons), and was 6 ft. 6 in. in 
diameter. 

The motor driving the transformer (first machine from supply) 
is a synchronous three-phase machine taking about 360 amperes. 
The dynamo (second machine) gives 700 amperes at 157 volts 
during the winding period. 

The auxiliary motor (third machine}, with fly-wheel, has to be 
capable of taking the current from the generator during the loac- 
ing and unloading periods. It has the same current through it as 
the winding motor, i.e, 700 amperes, and must be capable of a 
voltage equal to that of the generator. The winding motor (fourth 
and last electrical machine between the drum and the supply) needs 
225 volts at the start. The difference has, therefore, to be made up 
by the fly-wheel driving the auxiliary motor. The efficiency of 
this combination, taken on different occasions, varied from 33 to 
39˙1 per cent. Foran output (lifting) of 200 tonnes (per day, 196 
tons, about), the author calculates the annual consumption at 
168,000 units, from which he reckons a cost of 4'2 centimes per ton, 
or 4 of a penny. This is based on a kilowatt-hour produced from 
3:3 lb. of coal. 

In working, the machinery is controlled by four levers :— 

l. The reversing lever, giving the required direction according 
as it is pushed forward or drawn backward, controls the armature 
and exciting circuits of the winding motor through interposing 
resistances, if in intermediate positions. 

2. The accelerating lever, controlling the excitation of the 
auxiliary dynamo with fly-wheel. 

3. Slowing lever, controlling the voltage of the generator. Not 
moved during the work, but placed in a position corresponding to 
the greatest speed required, and maximum power desired. 

4. Brake lever. 

An ampere-meter shows the current given out by the generator. 
A voltmeter acting in either direction shows the working of the 
A governor and circuit-breaker are arranged 
to break the main circuit if the speed of the fly-wheel exceeds 80.) 
r. p. m. A safety brake comes into operation when the current is 
cut off, or if the cages pass above the discharging level. 


New Zealand.— The New Zealand Customs authorities have 
lately given a decision that air brakes for elecirical cars are to be 
classified as electric machinery and appliances," the duty being 
10 per cent. ad valorem. : 


„ 
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NEW PATENTS APPLIED FOR. 


Compiled ressly for this journal by W. P. Taompson & Co., Electrica! Patent 
kaon 4, Baa, High Holborn, London, W.C., and at Liverpool, to whom all 
inquiries should be addressed. 


6.790 4. Im rovements in apparatus for electro-plating.“ L. Роттноғғ. 
(Date applied for under Rule 6 of the Patents Rules, 1905, March 30th, 1905.) 
December lst. (Complete.) 


24,452. Improvements in incandescent electric lamps." Е. HARRISON. 
November 27th. а 

94,461. “ Improvements in or in connection with drain, sewer, water and 
other pipes, and electric conduits." Н. E. RouRRDOEZ. November 27th. 

24,475. “ Improvements in appliances for ол ano suspending globes for 
inverted incandescent electric and other lamps.” W. ANDERSON and H. ANDER- 
зок. November 27th. (Complete.) 

24, 82. Improvement in electric incandescent lamp." J. Sxwirsky. No- 
vember 27th. 

24,494. Improvements in electrically-driven clockwork mechanism for regis- 
tering and indicating purposes." W. R. SYKES, JUN., F. T. Ношихѕ and F. W. 
Leake. November 27th. 8 

24,502. Improvements in or relating to electric arc lamps.“ А, BLONDEL. 
November 27th. (Complete.) 

24.507. Process for electrolytically producing peroxide of hydrogen." 
G. TEICHNER. November 27th. (Complete.) 


24,518. “ Self-generating steam or hot-air power electric machine." C. P. A. 


DaHL. November 27th. 


94,538. "Improvements in electrodes for electrolytic apparatus." F. W. 
HowonTH. (M. Kellner, E. Kellner, E. Kellner, E. Kellner, M. Kellner, heirs 
of C. Kellner, Germany.) November 27th. 

94,589. ‘Improvements in electric demand indicators." THe BRITISH 
THoxsoN-Hovsrow Co., LTD. (The General Electric Co., United States.) 
November 27th. 

24,621. ''Improvements in or connected with electro-magnetic generators.“ 
L. A. GiANOLI. (Date applied for under Patenta Act, 1901, December 2nd, 1904, 
being date of application in France. November 28th. (Complete.) 

24,642. “Improvements in ignition plugs." А. DavELvv. (Date applied for 
under Patents Act, 1901, December 5th, 1904, being date of application in 
France.) November 28th. (Complete.) 


24,698. “Improved fitting for a sparking plug for internal combustion 


engines.” H. G. Eastwoop. November 29th. | 

24,718. ''Improvements in or relating to wireless telegraphy.” Е. Lori. 
(Date applied for under Patents Act, 1901, November 30th, 1904, being date of 
application in Italy. November th. (Complete.) 

24,724. ** Process for the electrolytic manufacture of metal tubes and other 
bodies." W.Crank. (F. Da ter, Germany.) November 29th. 

24,729. Improvements in and relating to electric controllers." С. W. 
ATKINSON. November 29th. 

94,747. “Improvements in electric automobiles." A. DINIX and M. 
EsPAGNENT. (Date applied for under Patents Act, 1901, December 9th, 1904, 
being date of application in France.) November 29th. (Complete.) 


24,777. "A mechanism for setting back the motion work and hands of 


electric clocks." 8. D. NkiLL. November 30th. 


24,785. An improvement in the production of the electric arc for scientific 
and industrial purposes." V. MITKEVITCH. November 30th. (Complete.) 

24.794. Improvements in brush-holders for electrical machines." H. W. 
WiLsos. November 80th. 

24,809. An improved system of syntonic radio-telegraphy.“ A. PARRAVANO. 
: November 30th. Complete.) 

24.410. Improvements in the electrical control and propulsicn of vehicles 
or trains of vehicles." J. S. RawortH and A. B. RawonrH. November 30th. 

24.811. Improved means of fixing an electric bell to an alarm clock and the 
like." H. R. RvsuToN. November 30th. 

24,450. “Improvements in or relating to switches or controllers for electric 
motors for ships’ steering gear, hoists, and the like." J. G. COCKBURN. 
November 30th. . 

24,853. ''Improvements in and relating to electric switches." ^ Tux BRITISH 
Tuossov-HovsroN Co., Lro. (The General Electric Co., United States.) 
November 30th. 

24,455. '‘ Improvements in and relating to electric resistances.” THE BRITISH 
THoxson-Hovston Co., Lro. (The General Electric Co., United States.) 
November 30th. 

24,856. ‘Improvements in and relating to vapour electric apparatus." THE 
Внітіхн Тномвох-Носвтох Co., Ото. (The General Electric Co., United States.) 
November 39th. 

24,458. Improvements in electric fire alarm systems and apparatus." H. 
Hawthorn. November 30th. 

21.47. Improved ignition device for internal combustion apparatus." P. M. 
Justi. (Industrial Development Co., United States.) November 30th. 
(Complete. E 

24.77. Improvements in dynamo-electric machines," A. F. Hils, D. 
Uit: Hair and A. E. Нохку. November 30th. 

241,43. “Improvements in and relating to electric arc lamps burning 
mineralised carbons. Н. HEGNER. November 30th. 

24,402. ‘Insulating supports for conductor-rails of electric railways.“ Н. L. 
Dovrtros and C. E. Mons. December Ist. 

24,931. ‘Improvements in or relating to electrical time switches.” R. F. S. 
Vexvenand R. C. GRIESBACH. December Ist. 

24,443. '' Improvements in telephonic and other electrical apparatus." M. R. 
Dr Mal val. December ist. 

21,962. *''Improvernents in or relating to electric traction systems." E. A. 
Mir нкі and Тнк Dorrrg Evectuic Traction, Lro. December 1st. 

24,995. ''Method and means for the control of any bank of electric lamps, 
displaying characters and the like." G. E. Cann. December 2nd. 


24,56. ‘* Improvements іп and relating to electric arc lamps." L. B. Copp. 
December 2nd. е 


25.007. Improvements in trolley poles." Т. УУлтан. December 2nd. 

25,0:22. “ Improvements in electric stoves.” О. C. Hawkes. December 2nd. 

25.017. Improvements in and relating to vapour electric apparatus or 
devices," Sir O. J. Loner, Knight, А. Мощннар and E. E. RoBINSoN. Decem- 
ber 2nd. (Complete.) 

25,004. '' Improvements in and connected with the insulation of electric 
cnbles." THe L. ANi- UND SEERABELWERKE Akr.-Grs. (Date applied for under 
Patents Act, 1901, December 2nd, 1904, being date of application in Germany. 
Decetuber 2р4. (Complete.) 


"aris Motor Show.—The Morning Pos! special corre- 
spoudent in his account of the Paris motor show reports that a new 
electric car is shown“ with a Zedecco accumulator, that can run 
320 kilometres on a single charge, the replenishing being done by 
changing the positive plates of the battery placed beneath the 
bonnet, so that the car presents the appearance of an ordinary 
petrol touring machine. The accumulator is lighter, more efficient 
and sturdicr than those formerly placed on the market. the usual 
negative lead electrode being superseded by a special zinc one. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifloationa may be obtained of Messrs. W. Р. 


THoMPSON & Co., 822, High Holborn, W. O., and at Liverpool, price, post 
free, 9d. (in stamps). 


1904. 

TRANSFORMING THE ENERGY or ELECTRIC CuRRENTS. E. Weintraub. (Date 
applied for under International Convention, July 28rd, 1903.) 16,258. 
July 22nd. 

CONSTRUCTION OF SECTION INSULATOR FOR ELECTRIC TROLLEY WIRES OR THE LIKE. 
T. E. R. Phillips.. 23,258. October Bth. 

ALTERNATING CURRENT ELECTRIC GENERATORS. British Thomson- Houston Co., 
Ltd. (General Electric Co.) 94,874. November 16th. 

ELECTRODE FOR APPARATUS Propvucina Raptamt ELECTRICAL Exeroy. Siemens 
and Halske Akt.-Ges. (Date applied for under International Convention, 
November 24th, 1908.) 25,282. November 21st. 

ELECTRIC Power TRANsMITTING MECHANISM. British Thomson-Houston Co., 
Ltd., H. 8. Meyer and B. Hopps. 25,686. November 24th. 


ELxCTRIC Meters. О. Imray. (Soc. pour l'Exploitation de Compteurs Elec- 
triques Rittener & Co.) 26,283. December 2nd. 


_ ELECTRO-MAGNETIC APPARATUS SUCH AS I8 USED IN ELECTRIC Betts. Н. H. 
December 8th 


Lake. (C. J. Schwarze and A. M. Kells.) 26,772. 


ELECTRICAL COUNTING APPARATUS MORE ESPECIALLY APPLICABLE FOR USE IX 
CONNECTION WITH SHi1Ps8' Loos. Т. Crawford. 77,089. December 19th. 


CONTROL or ELECTRIC MOTORS AND APPARATUS THEREFOR. British Thomson- 
Houston Co., Ltd. (General Electric Co.) 27,083. December 12th. 


MEANS OF REFLECTION IN CONNECTION WITH ELECTRIC AND OTHER LioHTS. T. D. 
Jackson. 27,317. December 15th. 


ELEcrRIciTY Meteas. W. Hamilton and Ferranti, Ltd. 97,899. December 15th А 


ELECTRIC DEMAND on REBATE Ixpicators. F. M. Lewis and Reason Manufac- 
turing Co., Ltd. 27,926. December 91st. 


ELECTRICITY METERS. S. Matthews. 28,044. December 21st. 


TREATING CARBON AND MzrHops or Propvucinc Samet. British Thomson- 
Houston Co., Ltd. (General Electric Co.) 28,062. December 21st. 


PERMEABLE DIAPHRAGMS FOR Usk 1X ELECTROLYTIC CELLS. Н. Hirtz. 28,129. 
December 22nd. . 


ELECTRICAL SWITCHES, PLUGS, AND THE LIKE. W. W. Strode and С. Н. White. 
28,252. December 28rd. 


INSTRUMENTS FOR INDICATING THE CHARGED oR UNCHARGED CONDITION or 
ELECTRIC CABLES OR OTHER ELECTRIC APPLIANCES. W. M. Thornton. 
£8,278. December 28rd. 


ELECTRICAL Gas-IgNiTING AND EXTINGUISHING APPARATUS. H. L. .Down and 
D. Н. Wiseman. 29,343. December 3184. 


ELEcTRiCAL Gas-IGNITING AND EXTINGUISHING APPARATUS. Н. L. Down and 
D. Н. Wiseman. 29,915. December 3186, 


ELECTRICAL Gas-IGNITING AND ExriNGUISHING APPARATUS. H. L. Down and 
D. Н. Wiseman. 29,346. December 3lst. 


RHEgosrATS. C. Wirt. (Date applied for under International Convention, 
November 6th, 1908.) 28,726. November 2nd. 


TELEGRAPHIC AND OTHER TRANSMITTING APPARATUS. J. T. Armstrong and A. 
Orling. 23,952. November 5th. 


ELECTRIC Мотов CONTROL AND APPARATUS THZREKTron. British Thomson- 
Houston Co., Ltd. (General Electric Co.) 24,699. November 14. 


SiNOLE-PHaAsE COMMUTATION ELECTRIC Motors. T. yon Zweigbergk. 25,386. 
November 22nd. 


CONTROL OF ALTERNATING CURRENT MOTORS AND APPARATUS THEREFOR. British 
Thomson-Houston Co., Ltd. (General Electric Co.) 26,99). December and. 


MECHANISM FOR USE IN CONJUNCTION WITH APPARATUS FOR U -1LISING ELECTRO- 
MAGNETIC un HERTZIAN " Waves. M. H. Smith. 96,391. December 5th. 


INSTRUMENTS FOR THE MEASUREMENT OF WAVE LENGTES IN WIRELESS TELEGRAPHY. 
J. A. Fleming. 27,683. December 19th. 


TELEPHONES FOR THE Usk MORE PARTICULARLY OF Divers. E. C. Lacey and J. 
Ноһпап. 28,749.. December 29th. 


ELEcTRic INSULATION. М. Meirowsky. 29,057. December 90th. 
ELECTRIC Dry BATTERIES. Н. W. Butler. 29,065. December goth. 


METAL. REFLECTORS FOR Use WITH ELECTRIO LANTERNS. J. A. Rey. 29,074. 
December 30th. 


Fuses кок ELECTRICAL Circuits. M. B. Field and Ferranti, Ltd. 29,377. 
. December 3lst. 


Arc Lamps. O. Könitzer. 29,448. December 3lst. 


# 


è 
1905. 


PaRTICULAR Tyre oF RHEosTAT. Veritys, Ltd., and A. E. Got. 17,146. 
August 24th. 

DEVICES FOR CONVEYING FRESH AIR, TELEPHONIC AND OTHER MESSAGES TO THE 
INTERIOR OF SUBMERGED SUBMARINES, APPLICABLE ALSO FOR OTHER PURPOSES. 
F. A. Smith. 17,170. August 24th. 

VAPOUR ELECTRIC APPARATUS FOR CURRENT RECTIFYING AND OTHER PcRPOSES. 
A. Churchward. (Date applied for under International Convention, January 
18th. 1904.) 954. January 17th. 

ELECTRIC Fans. British Thomson-Houston Co., Ltd. (General Electric Со.) 
3,918. February 24th. 


ELECTRIC Мотокз. J. Burke. 4,040. February 27th. 

SPARKING PLUGS FOR ELECTRICALLY-FIRKD INTERNAL COMBUSTION ENGINES. Н. 
Lewis, W. Hill and J. Whitfield. 4,321. March 2nd. 

ErLEcruic Time Switcu. H. Liiback. (Rights under Patents, &c., Act, 1901, not 
granted.) 41,354. March 2nd. 

CENTRAL STATION TELEPHONE SY8TEMS8 WORKING WITH A Соммох BATTERY. 
1. B. Birnbaum and F. G. Bell 4,883. March sth. 

FALLE RA Fon ELECTRIC STOP-MOTION MECHANISM FOR Looms AND OTHER TEXTILE 
MACHINERY. J. B. Whitney. (Date applied for under Patents Rule 9, April 
3rd, 1905.) 6,9875. April 3rd. - 

ELECTRICAL ALABM MAT. J. Skinner. 7,082. April 4th. 

MULTIPLE-Unir CONTROL FOR ELECTRIC Motors. T. 8. Perkins and R. P. 
Jackson. (Date applied for under International Convention, June 6th, 
1901.) 5,196. April 17th. 

ELECTRIC CONDUCTORS AND METHODS OF INSULATING THE ЅАМЕ. British 
Thomson-Hovuston Co., Ltd. (General Electric Co.) 18,384. June 29th. 

STARTING SWITCH FOR THREE-PHASE ELECTRIC Morors НАУ О A RESISTANCE IN 
SERIES WITH THE К ток. Siemens Bros. & Co., Ltd., Н. Berry and C. M. 
Toplis. 13,587. July Ist. 

EvectuicaL Testing Devices, G. Harrison. (Electric Railway Improvement 
Co.) 13,954. July 6th. 

CONSTRUCTION OF SOUND Pnoor TELEPHONE CABINETS AND OTHER CHAMBERS. R. 
Haddan. (Akt.-Ges. Industrie für Holzverwertung.) 14.131. July nth. 
ELECTRICAL SWITCH APPARATUS FOR SUPPLYING CURRENT CoxscMING Devicrs on 
SEVERAL Мотой CARS OF ELECTRICALLY PROPELLED TRAINS, Siemens Bn». 

and Co., Ltd. (Siemens Schuckertwerke G.m.b.H.) 14,908. July 10th. 

APPARATUS FOR EXPLODING MINES BY MEANS OF ELECTRICAL Waves. F. 
Schneider, (Date applied for under International Convention, October 
25th, 1904.) 17,740. September 1st. 

MEANS OF RECTIFYING ALTERNATING ELECTRIC CcnREsSTS. F. S. Povahand S. G. 
Livett. 15,013. September 6th. 

ELECTRICAL MEASURING INSTRUMENTS. M. B. Field. 1,668. January 96th. 

Сомтаст BREAKERS oF INDUCTION CuIL8, M. A. Codd. 1,891. January 3lst. 
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Vou. LVII. DECEMBER 22, 1905. No. 1,465. 
ova cc HBEECTRICAL REVIEW. -. onis se AMERICAN аи СЕЗСЕ 
oie а. LVS] — December 82, 1908. р. 1,465. - 
| Е : Pace Tue first. outcome. of. the visit of Mr. A. L. с. Fell, chief 
doses Tuum T Atte КК б 3 _ officer of the L. C. C. tramways, to America in May last, has 
Wie шы m es aT . s. Р - 1000 been an elaborate report, which has now been issued to the 
New Apparatus (il us.) „ .. 1001 public. Mr. Fell inspected the tramways of the leading 
Smoke Nuisanve in its oe Aspect (omc i .. 1002 Weste 
бш Фу бшш „ре estern Cities of the United States, and Toronto in Canada, 
Lega! : oo ovo omi . . 1003 and has evidently been impressed by the enterprise mani- 
5 e oe 5 0 1006 fested by the promoters in laying down tramways with a 
Business Notes - 5 — .. 1010 
5 — 3515 view to developing new districts, and in running at high 
The Electrical piani at the e Shotley Naval Training Schaol speeds between cities ; but there is nothing new in this. The 
onu et | x y report fails to point out the absence in America of the muni- 
Electric Tramway * Railway Traffic Returns : . 1026 cipal opposition to private enterprise, which is so striking 
Btocks and Shares DM e 04. 5. e 1026 a feature of the conditions obtaining in this country. 

Bhare List of Electrical Companies VL. we йк 13.272097 ; 

e Mr. Fell has gathered a number of useful hints for the 
. :u The Calculation of Electric Feeders (iius) — ... .. 1029 management of the Aldwych-Holborn subway from 
P mite rote Systems z 1029 observation of the subway in Boston. Owing to the 

ew Electrical Devices, Fittings and Plant illus.) (continued) 1081 А : 163 
The Duddell-Mather Standard Wattmeter (illus) . . 1033 Aifference in the conditions, the London cars will only seat 
Gas v. Electricity .. esses se 5 a 1084 86 passengers, as compared with 60 in the case of the 
New Patents Applied For- e 00 05 1036 Boston cars, and passengers are allowed to stand up in the 
. Published Specifications .. 2: E 5 ese e.. 1036 | | 


latter, so that the capacity of the Boston subway for tram- 
way passengers will in effect be three times that of the 
London subway. Не evidently favours the use of a centre 
door as on the Boston lines and the Metropolitan District 
Railway in London, but unless vastly better results can be 
obtained than on the latter, we doubt whether anyone will 
be found to share this view. 

The schools for drivers which Mr. Fell inspected com- 
pelled his admiration ; it appears that first-class instruction. 
is given to the men, and they are periodically re-examined. 
He recommends that a.similar school be established in 
London, as, in his opinion, the training of the men in many 
cases has not been thorough enough. It is suggested also 
that, conductors be taught the duties of drivers, and paid at 
the same rate when fully qualified, at a lower rate when not 
so qualified. That the most efficient training possible should 
be given to the drivers is unquestionable, but that conductors 
trained, but not acting, as drivers should receive the same rate 
of wages strikes us as unreasonable. We have no doubt, 
however, that the County Council will think otherwise. 
Recreation rooms are provided in America for the men, and 
it is stated that similar accommodation is provided in the 
plans for the new depdts of the L.C.C. > . 

It is interesting to note that steel-tired wheels are 
“rapidly superseding " chilled wheels in America, though 
the evidence upon which this conclusion is based is not con- 
vincing, as Buffalo is the only city mentioned as using the 
former extensively. The longer life and greater freedom 
from flats, enabling the cars to run longer without removing 
the wheels for grinding or turning, are the chief reasons 
for preferring steel-tired wheels; in Buffalo they last, ол 
the average, 85,000 miles for each turning. 

American tramways have long been noted for eiis 
extended use of air-brakes; curiously enovgu, the electr_- 
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magnetic brakes devele [el in this country have not been 
tried there yet. That inadequate brake equipment is the 
rule on British tramways has long been our contention, 
and in this respect the Americans Lave much to teach us. 

The trouble due to rail corrugation seems to be very wide- 
spread in America, as it is here. The length of the wave 
appears to depend on the speed, being no less than 31 in. 
on the Boston elevated railway, where the speed is 40 m.p.h. 

Perhaps the most, interesting feature of the report is that 
which concerns steam turbines. Mr. Fell states that when 
the first portion of the Greenwich power station was designed, 
reliable data as to the capabilities of large steam turbines for 
traction work were not available ; hence the adoption of the 
reciprocating type. He now, bowever, has no hesitation in 
recommending the committee to adopt steam turbines for 
the second half of the station, and states that the latter will 
contain turbine plant of 20,000 KW. capacity, instead of 
14,000 Kw. of reciprocating plant as originally proposed. 
We expressed our regret, when the engine specifications were 
issued, that this course had not been followed from the 
start; had it been, the cost of the huge building necessary 
for the vertical-horizontal engines would have been reduced 
to about one-half. As reported elsewhere in this issue, the 
Council has already accepted the recommendation. 

In conclusion, Mr. Fell expresses his confidence in the 
future of the single-phase system for traction, not only on 
railways and light railways, but also on tramways. We 
need not say that we are with him in this respect also. 


ELSEWHERE we give abstracts of two 


n = а Papers on cables which were read at the 
Practice, meeting of the Manchester Section of the 


Institution of Electrical Engineers on 
November 28th. Dr. Rhodess paper was somewhat 
abstruse, and was consequently not well received by the 
. practical Manchester men. - We agree with Mr. T. L. Miller's 
protest against the way in which Dr. Rhodes used the term 
„ feeder." Ав а matter of fact, Dr. Rhodes's ideal “ feeder " 
was like nothing во much as what we term a distributor,“ 
ав he assumed a gradually decreasing current with a 
maximum value at the generating station. For this reason 
we fear that his formule will not meet with general 


acceptance. 


Mr. Watson's paper dealt with almost every cable system 
known at present, but it is to be regretted that tl e bare- 
copper- in- compound system was not mentioned. Mr. 
Beaver, in his remarks, exploded the theory that the glaze 
on stoneware conduits was responsible, through chemical 


action, for faults on lead-covered cables laid therein. 


His explanation that electrolysis—generally caused, in our 
‚ opinion, by leakage current of the cable system itself rather 
than by stray tramway currents—is the trouble, is un- 
doubtedly correct. His remarks also on cement-lined con- 
duits will be interesting to and appreciated by those 
who have had trouble with vulcanised bitumen and lead- 
covered cables laid in these conduits. 

We must agree with Mr. B. Welbourn in his appreciation 
of armoured cables laid direct in the ground, and many 
well-known engineers hold the opinion that armoured 
cables, treated with suitable preservative compound in 
such a manner that the cable isa perfect solid system in 
itself, will have a very long life even when laid in made 
ground, contrary to Mr. Watson's opinion. There are 
certainly much greater chances of securing а perfect, solid 
system in an armoured cable made in a factory than there 
are with any system which has to be laid solid under the 
influences of outside weather conditions. ect 


t . 

The successful result of relaying old rubber cables in asphalt 
troughing is noteworthy, and. many engineers in towns 
where vulcanised rubber mains have been laid for some 
years, might well consider the adoption of this plan, especi- 
ally with the high prices now ruling for metals. 

The question of earthing and bonding lead-covered cables 
is still а vexed one. There are many advocates of the system of 
insulating the lead covering bonded throughout, and then 
earthing at a suitable point or pointe. "There has been, and 
is, great difficulty in the accomplishment of this insulating ; 
the system which seems to offer the best solution is 
the asphalt trough. Carefully laid, there is no reason 
why such a system should not be successful. We understand 
that the advisers to the Great Western Railway Co. on the 
electrification of their Hammersmith line specified that the 
high-tension mains were to be laid in asphalt troughing, and 
that the idea of insulating the lead sheath throughout was in 
their mind is proved by the fact that they asked for a 
pressure test to be put on between the outer side of the 
tronghing and the lead sheathing.  'The results of this 
system will be awaited with interest. 


NEN THE settlement of the contracts for the 
Railway L.B. & S.C. Railway, to which we referred 
Electrification, in our last issue, has aroused a storm of 
protest and invective in the daily Press, 
only slightly modified by the fact that the bulk of the work 
is to be done in this country. An echo of this tempest will 
be found elsewhere in our pages. No one will grudge the 
British Westinghouse Co. the opportunity of stating the 
case as it appears from their side; we would gladly have 
seen the contract go direct to them or to one of the other 
British firms tendering, instead of by the roundabout 
course it has followed. But the main point is that the work 
shall be done in this country, and that will, we believe, be 
the case.. | 
As regards the reference of Mr. Dunlop to the experience 
of his firm in single-phase traction, our article alluded only 
to the firms tendering. We did not in this phrase include 
the Westinghouse Co. of America. Mr: Dunlop, however, 
assures us that the experience of one of the Westinghouse 
companies is that of all, and on this basis it must be 
admitted that the British Westinghouse Co. have strong 
claims to consideration. | 
No doubt a similar argument will be advanced on behalf 
of the British Thomson-Houston Co., who are associated 
with the A.E.G. in the execution of the present contract ; 
but, apart from experience altogether, the prices offered by 
the A.E.G. were lower, and their guarantees better, than 
those of their competitors. Hence the result recorded. 


Ir was recently urged (at the meeting 
of Electrical Contractors’ Association, 
December 12th, 1905), and has probably 
been previously remarked, that, whereas the gas companies 
are engaged in issuing quantities of pamphlets, leaflet sand 
other matter setting forth the advantages of gas, and, 
incidentally, the disadvantages of electric light, it is difficult 
to obtain similar matter which will show the consumer what 
there is to say on the other side. The reasons for this are 
probably two—tirst, che electrical industry feels the 
security of its position, and recognises in these efforts the 
struggles of an almost exhausted competitor; and secondly, 
the eleztrical engineer, when he has time to read any of 
these literary efforts, finds in them so much to amuse that 
he is disinclined to take them seriously. Possibly, also, he 
mistrusts the powers of his own imagination to enrich with 
picturesque detail (somewhat prejudiced) an otherwise 
“bald and uninteresting " statement, after the manner of 
the eminent Pooh-Bah. In any case, although the gas 
interest is untiring in its shop-window ‘displays and other 
advertisements, the great supply companies, shrinking oo 


Gas v. 
Electricity. 
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up а side alley, leave such matters very largely to the 
contractors. mE 

The statements made by the great bulk of advertisements 
relating to clothing, food, patent medicines, or what not, 
receive from the public во much credence as experience 
warrants ; but in the matter of electricity the information of 
the world at large is very limited. It may be said, 
they have the technical papers ; but, does the man in the 
street, contemplating the installation of lighting appliances, 
study technical literature for information ? - He is more likely 
to consult the nearest acquaintance in any way connected 
with engineering, and any popular literature connected with 
the subject which he may come across. Apparently, the 
gas companies are quite ready with their arguments, while 
the electric lighting interest merely reproves him for his 
ignorance. That the contentions in the pamphlets he receives 
are based on some such premises as the argument that 
because Mr. Jones is 3 ft. shorter than the late Mr. Chang, 
the English race is physically inferior to the Chinese, he 
can hardly be expected to immediately recognise; he gets 
something put in familiar language, with plenty of financial 
references backed (apparently) by imposing experiments, and, 
if not actually persuaded, his belief in the electric light is 
badly shaken. 

To counteract this, as was suggested at the Electrical Con- 
tractors’ meeting, it would certainly seem sensible for supply 
companies to allow facilities for exhibition purposes to those 
contractors whose showrooms have windows fronting on 
important streets ; and, at the same time, to issue a kind of 
manual, comprising a clear explanation of their own tariffs 
and actual examples, if possible from the district which they 
supply, of quarterly bills for large or small installations 
working under varying circumstances. 

If you are strong, be merciful, is a good maxim, but one 
which should be acted on with discretion. 


THE memorial which has just been pre- 
pared for the Chancellor of the Exchequer, 
with a view to obtaining an increased 
grant from the National Physical Labora- 


The National 
Physical 
Laboratory. 


tory, would probably have been more effective if it could 


have been held back until the questions raised in recent 
discussions concerning that institution were provided with 


satisfactory answers. The facts and arguments are well- | 


known. The laboratory has received for capital expenditure 
about one-tenth of the amount spent in Germany on the 


Reichsanstalt, and less than one-fifth of the sum devoted in 


America to the establishment of the Standards Bureau. The 
memorial complains that the laboratory * is starved, and 
little interest is taken in it." That it is starved, is only 
partly true ; to say that little interest is taken in it, is wide 
of the mark. For weeks the technical Press, at any rate, 
has been interesting itself in the laboratory, the professional 
and general public have warmly discussed its merits and 
defects, апа по fewer than 150 members of the House of 
Commons have signed this memorial of praise and advo- 
cacy for it, to enlist the good services of the new Govern- 
ment. While, however, this considerable interest 18 
taken in the National Physical Laboratory, there 
is а corresponding amount of disapproval to Бе observed 
in regard to the class of work the Institution is doing, the 
Way it is advertised, and the lack of proper appreciation 
which some maintain it exhibits towards the profession of 
engineering and the profession of chemical industry. The 
most important piece of equipment for the National Physical 
Laboratory at the moment would seem to be a clear statement 
of the class of work it is to undertake. When that is settled, 
and when direct evidence of the value of the Institution is 
somewhat more pronounced, there should be no difficulty in 
obtaining funds. We sincerely hope that the Lord Chan- 
cellor will accede to the requests of the memorial, for we 
are confident that, notwithstanding the defects to which 
attention has been directed, the merits amply justify. 
the expenditure. — It seems desirable that the grant. 
should be accompanied by an official declaration of the 
objects and limitations which ought to be kept in 


State aid, there must inevitably be State control. 


- Laboratory. 


mind by those who are responsible for its disbursement ; 
these objects are stated explicitly enough in the original 
Blue-book ; but in view of the dissatisfaction which has 
been expressed regarding the manner in which the definitions 
have been interpreted, the occasion would appear to justify 
an official dictum for future guidance. Regret must 
necessarily be felt that a national scientific institution has 
to be brought within such limitations ; but when ads 
y 
advice of this kind, the Chancellor of the Exchequer could 
confer considerable benefit upon the National Physical 
It should be possible so to define the position 
for the future that the good fellowship with the ousted 
professional men may be restored, as is most desirable. 


THE BRIGHTON CONTRACT—AND AFTER- 
WARDS. 


By D. N. DUNLOP. 


A NEVER-FAILING source of prickly heat, even to the case- 
hardened commercial man, is the perplexing way in which 
truth gets mixed up with error in most public announce- 
ments (purporting to be bare statements of fact) immediately 
following upon the signing of important contracts. 

Of course, any not altogether disinterested person, lifting 
up his voice on these occasions, runs the risk of being 
designated a **sore-head." The temptation in the present 
instance to break away from the customary attitude .of 
reserve, and to have a word on the subject, was so great 
that I find myself taking the risk cheerfully, trusting tó the 
very openness of my remarks to acquit me of the charge of 
peevishness. Indeed, considering what is now known of 
the stringent terms of this contract, that should be the 
last feeling to take.possession of one. | ; 

First of all, everybody is agreed that railway directors 
have a perfect right to allocate their contracts on any 
grounds, and to whomsoever they choose. They are likewise 
entitled to authorise for publication their reasons for assign- 
ing a contract to any particular firm. They commonly do 
this for all who run to read. But when I read in the daily 
Press of last week some of the reasons given for the assign- 
ment of this contract to the Allgemeine Electricitäts 
Gesellschaft, I was at first not а little taken aback by their 
simple audacity of mis-statement, even making all allowances 
for journalistic uncertainty in technical matters. My amaze- 
ment was not to end here, however. Later in the week 1 
found these statements repeated in full by my good friends, 
the technical journals. I found them taken as a basis for 
the reasoned argument, deduction and: final judgement of 
expert critics! | | | 

The chief of these erroneous statements, taking on a 
different form for each paper in which it found repetition, 
was to the effect that the Allgemeine Electricitäts Gesell- 
schaft was the only firm tendering which had experience of 
single-phase traction. In one paper it ran: "any experi- 
ence "; in others * prolonged experience," anything but 
the slightest experience," experience under commercial 
conditions," aud во forth. Each of the writers making the 
statement evidently spoke in good faith, and all of them 
offered it аз an important factor contributing to explain 
why this contract went to ihe Allgemeine Electricitäts 


Gesellschaft. 


Let me give the reade a notion of the temptation to 
correct, this statement under which T laboured. In order 


to correct it Т had only to refer to the easily available pub- 


lished records. The Allgemeine Electricitüts, Gesellschaft's 
name is publicly associated with single-phase lines to the 
number, in all, of five. Of these, three are in operation. 
They are known ая the Spindlersfeld (Berlin), Stubaitalbahn 
(Austrian Tyrol) and Borinage (Mons, Belgium) lines. Of 
the other two, the Swedish Ntate Railway is experimental, 
and the Hamburg City and Inter-Urban is not yet opened. 
But let me, for the sake of brevity, call it five railways. 
This, therefore, is the experience of the Allgemeine Elec- 
tricitàts Gesellschaft, as gathered from the published records. 
D 
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Merely to mention the number of single-phase lines 
Standing to. the credit of the Westinghouse companies 
throughout the world is at once to enter the region of 
puzzledom as to the origin of the libel upon them. These 
lines number 16. Nine of them are in operation, and seven 
are in course of construction. (As I write, reporte come in 
of several others for which tenders have been accepted.) If 
space permitted, I could make a detailed searching com- 
parison between the two firms' lines in all respects to the 
advantage of the Westinghouse companies ; but I shall confine 
myself to a couple of telling details. The aggregate horse- 
power capacity of Westinghouse {single-phase lines is 52,100 
(not counting contracts of which particulars are as yet un- 
published). The total horse-power capacity given of the 
Allgemeine Electricitäts Gesellschaft's lines is 22,306. 
(This includes 3 x 40 н.р. motors for the Menzel mining 
shaft, and 57 x 3 н.р. compressor motors for the Spindlers- 
feld, Swedish, and Hamburg lines.) The aggregate mileage 
of the Westinghouse lines is over 300; that of the 
Allgemeine Electricitäts Gesellschaft lines 46. The 
Westinghouse companies, therefore, have more than three 
times the number of lines, aggregating in horse-power 
capacity more than double, and in mileage more than six 
times those of their rivals. So closely in touch are all the 
Westinghouse companies that the experience of any one of 
them in this matter may be taken as the experience of all. 

Whence, then, the mis-statement? To anyone asking 
the question I reply, much in the words of Dr. Johnson: I 
can supply you with the statement, but not with the under- 
standing of it. In short, the matter passes my own under- 
standing altogether. It is, I hope, unique of its kind; and 
having placed it on record I have done with it. Its origin, 


however interesting, is of no more importance than some 


other surprising statements made in connection with this 
contract. As, for example, that the greater part of the 
work for it will be done by an English firm whose record in 
the special branch of single-phase traction is represented by 
the numeral 0. I have no more concern with the reasons 
for these things than I have with, say, the German firm's 
prices or guarantees. Westinghouse guarantees are based on 
experience under severe commercial conditions, and are, 
therefore, satisfactory in the best sense. 

And, after all, there is ample consolation both for mis-state- 
ments and misunderstandings to be derived from the one 
certain fact before us—namely, that a British railway com- 
pany has at last decided to adopt single-phase traction. 
Whoever installs the system for the Brighton directors, all 


may now cheerfully unite in congratulating them on their 


courage and foresight. 


—— ñ— 


THE WEEK-END. 
By Н. О. WRAITH, A.M.LE.E. 


IT was Saturday, and night, and I had dropped my book 
and sat dozing in a comfortable arm-chair by the fire. It 
occurred to me to go down to the works and see whether the 
repairs to No. 3 condenser had been finished in the power 
house, so I put on my hat and coat and went works- wards, 
Г got there to see no lights in the power house, and on 
going inside I stood still to listen to voices I heard, and 
listening, wondered :— | 


“ It’s all very well you fellows talking,” said a rythmic, 
rather high-pitched voice, but I tell you the place would 
get on jolly badly without us governors. We regulate our 
speed to within 8 per cent. momentary and 23 per cent. 
steady increase from full to no loud, and that’s better than 
our makers specified for us. And look at what happened 
week before last. I knew one of my springs was cracked, 
and I rattled and shoved the throttle valve up and down for 
a quarter of an hour, but that silly engine driver wouldn't 
notice, so it had to break, and I fancy that shut you up for 
а bit, old cock." 

"Oh! it was you, you little beast, was it?” this from 


No. 3 engine. “ І thought it was that vapouring mixture 
of oil and dirt and water that comes along and calls itself 
steam." 

Fes. Т never was in such a funk of motoring in my 
life," chipped in No. 3 dynamo, “ І felt my very brushes 
tingle, but thank goodness Charlie pulled out the main 
switches in time." 

* Just you wait till Monday morning," whistled a voice 
in the top main steam pipe, ** when the pipes are nice and 
cold ; I'll give you vapouring mixture of dirt and oil. Why 
you couldn't move an inch without me." 

“ Good. gracious, why aren't you safe in your boiler," said 
the four engines simultaneously, you've no business out at 
this time of the week." : 

„It's because I can't keep tight," whined a voice out- 


side, evidently somewhere above the boilers, “ they've ground 
and re-ground me, and last week-end a fitter took me out 


and put me in what he called а lathe, and increased my 
mitre to a quarter of an inch; you can't expect any self- 
respecting valve of my size to keep all that surface tight, 
but I do my best." 

* Pough,” said No. 4, the newest engine, what do you 
know about surfaces? Look at me, I've been running now 
for 54 months, doing 500 horse at 300 revolutions for four 
days and three nights а week, and not one of my bearing 
surfaces have worn five-thousandths of an inch." 

* Oh ! yes, we know that tale," said No. 1, “ I've heard 
each of you youngsters spin it in turn., I haven't got any 
of your latest improved piston rings and metallic packing 


and automatic expansion governors, but each one of you 


costs twice as much in repairs as I do. Why, I’ve never 
had any repairs to speak of, except when they had to reline 
my crankshaft on account of the foundation sagging, and 
if you want a treat, look at the surface of my н.р. cylinder 


inside." | 


Foundation! bedplate you mean," said No. 2. 
don't think you can remember what Faulkner — (myself. ye 
gods)“ said about you and your bowlegged habits, as he 
called it, at the time." (I remembered—and regretted.) 

“Tt was nothing to what he said when he came in that 
morning you broke your cross-head gudgeon," snapped No. 4 
commutator. © I was being erected, and happened to be 
quite close to the switchboard at the time. The waggy 
piece of that absurd voltmeter was down to 140, and the 
names Faulkner called you I really couldn't repeat. It's 
lucky for your mother she wasn’t about, I know that.” 

„That's it, baby," said No. 3 armature, all talk and 
no work is your motto, although your output is nominally 
50 KW. more than ours. No. 1 and I did more apiece in 


the next four days than you've ever done in а week, and if 


it hadn't been for us they would have had to shut down one 
of the shops. Thank goodness that is a disgrace that has 
never come to this power house while I’ve been in it. Whew! 
[ never was so hot and dragged in my life as I was during 
those four days, and they had to grind both of us up 
after it." 

Talking about surfaces,“ said No. 1 commutator in a 
low musical voice, “ you should have seen my surface after 
that. It was like a chain grate.” 8 

* [f it was anything like my chain grate after it, buzzed 
an angry voice from the boiler house, “ it was all shapes and 
sizes, and none of them fitted. I can keep’ 150 lb. pres- 
sure to the square inch, and evaporate 6,000 Ib. of water 
per hour with ease ; but when it comes to 170 lb. pressure, 
it is more than I am built for, and I’m jolly sure J won't 
do it next time to help you jiggeting giddy-go-rounds out 
of a hole. Why it scorched me nearly to the top of my 
ho r." . : А Р 

Have you ever seen No. 1 break his shunt circuit while 
оп the board? chortled a hearty voice behind me, which 
made me jump. “I have, and I laughed till I fairly ex- 
ploded and came out ; and that made my worthy friend on 
No. 3 panel come out also. It was a mess; No. 1 looked 
rather like a catherine D 

“None of your jaw, stupid," said the frame of No. 1 in 
а threatening manner. It was that rotten old-fashioned 
cable connector came loose. "Thank goodness they have put 
my bobbin ends into proper terminals since." 

“My ends have always been in terminals,” and 1 don't 


break my shunt circuit," said No. 4. 1 don't think you 


— — — 
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old folks have got so very much to crow about after all; 
besides | 

And here No. 4'в voice seemed to die off softly to a 
whisper— . 


„Would you like your supper now, sir?” said my land- 
lady: ang there—you’ve let the fire go out!“ ч 


NEW APPARATUS. 


Ат their closing meeting of the year on December 15th, the 
Physical Society of London had an exhibition of scientific 
apparatus, and a considerable number of very recent instru- 
ments were shown. ‘Excepting at the summer soirées of the 
Royal Society, where every novelty is pretty certain to be 
found, we have rarely seen so many interesting designs in 
one exhibition. We propose to describe in order a few of 
those we were able to examine. 

The most interesting instrument shown was, we think, the 


Fic. 1. 


Einthoven string galvanometer, made by the Cambridge 
Scientific Instrument Co. А very fine quartz fibre coated 
with silver is stretched in the interpolar gap of a powerful 
electro-magnet. The gap is a long narrow slit, and the 
poles are formed to narrow edges so as to produce as dense a 
field as possible. The current to be measured passes along 
the silver coating of the quartz fibre and causes it to be 
deflected in the magnetic field. The movement is perpendi- 
cular to the field, and would be in the line of sight of an 
observer facing the magnet gap, but is observed through a 
hole pierced in the magnet pole. The amount of movement 
is exceedingly small, but is observed by throwing an enlarged 
image of the fibre on a screen, the magnification being 500 
times. The instrument is extremely sensitive, a very small 
fraction of а micro-ampere being easily measured, and is as 
rapid in its movements and as deadbeat as an oscillograph, 
though not being a reflecting instrument, it could not be 
used in that way. The resistance of the conducting fibre of 
the instrument shown, was 15,000 ohms. Having regard to 
its simplicity, its great sensibility, and its freedom from 
external influences, it seemed to us admirably adapted for 
marine work, as its readings would be entirely unaffected by 
the motion of the ship. Its considerable weight, and the 
optical arrangements required for observing the motion, 
might prove objectionable in some cases, but would not for 
the permanent installation of a repairing or laying ship. It 
would be interesting to hear the opinion of an experienced 
cable electrician on the advantages of the use of this 
instrument, of which fig. 1 is an illustration. 

Another piece of apparatus shown by the Cambridge 
Scientific Instrument Co. was one of Mr. Duddell’s thermo- 


of Friday, the 


galvanometers, which were described some time ago by the 
designer in a paper before the Physical Society. The 
instrument consists of a Boys radio-micrometer, below the - 
thermo-junction of which, but not touching it, is placed a 
conductor termed the heater. The current to be measured 
is passed through this, and the heat generated is indicated 
by the movement of the radio-micrometer suspended above 
it. The construction of the heaters, and the extreme 
sensibility of the instrument, are the pointe of most interest. 
It will be remembered by those who heard Mr. Duddell's 
description that he was constructing, heaters at that time by 
depositing platinum on mica in very thin films, from the 
liquid used by porcelain manufacturers to decorate their 
ware, and that he was able to prepare perfectly reliable 
resistances of 1,000 ohms or more in exceedingly small areas: . 
We believe excellent condensers are made in this way, by 
covering both sides of mica sheets with platinum or 
silver. As to the sensibility of these instruments, the 
data of one given in the Cambridge Co.’s circular may be 


. quoted. 


With a heater of 927 ohms, a current of 2:3 micro- 
amperes could be detected, and а current of 23 micro- 
amperes could be fairly measured ; the full reading would 
be obtained 10 seconds after the application of 
the current. Considering that the instrument 
measures direct and alternating currents equally, 
is independent of periodicity and wave fórm, and 
has extremely small self-inductance, it is a re- 
markable instance of recent advance in instru- 
ment design and construction. The principle 
seems to be capable of extension in severgl 
directions, and when reading his original 
paper Mr. Duddell showed ап instrument con- 
structed in the ordinary switchboard form. 

Some years ago Mr. Holden described an 
instrument for measuring the magnetic flux 
ina bar of iron. The coil of an ordinary 
moving-coil instrument is connected in series 
with another external coil. The instrument 
coil is freely suspended, but has no control, во 
that it stands indifferently in any position. 
When a magnetic flux, e.g., a magnetised 
bar, is introduced into or withdrawn from the 
external coil, the instrument pointer moves 
through an angle proportional to the flux, and 
stands in the new position, returning - exactly 
tothe old one when the bar is withdrawn; 
the amount of movement is independent 
of the speed at which the bar is inserted or 
withdrawn. In Mr. Holden's instrument the internal 
and external coils were a single frame of continuous 
copper strip. The external coil formed a large ring 
hung below the indicating part, and the bara to be tested 
were thrust through a hole in the base of the instrument, 
the ring being so large that it was able to turn through an 
angle of about 90? without coming into contact with the bar. 
This arrangement had the advantage that no electrical con- 
nections were used, the moving part hanging freely cn its 
pivots without any flexible connections or control of any kind. 
Its use, however, was limited to experiments on bars or coils, 
which could be inserted into the lower ring. At the meeting 
Cambridge Scientific Instrument Co. 
exhibited an apparatus called the Grassot fluxmeter, manu- 
factured in Germany, and imported by them. The flux- 
meter is an instrument on the same principle as Mr. Holden's, 
but the external coil is separate from the instrument, and 
connécted to it by flexible leads. The construction involves 
some control of the moving coil by the flexible leads 
required to convey the current into it, but this control may 
be very small, and the instrument is capable of a far greater 
range of uses than was Holden's. The design and finish of 
the Grassot instrument are quite admirable. vi 

Of the other electrical instruments, we noticed an. electro- 
meter shown by Messrs. Crompton & Co., in which the 


- opposed surfaces of the moving part, and of the inductors, : 


are parts of concentric spheres struck about the pivot as a 
common centre. This construction allows the movement to 
be hung on a single compass point, giving great freedom 
from friction, and affords a ready means of locking the 
movement for transport. The same firm, and Mr. R. W 
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Paul, exhibited’ pyrometers, using thermo-junctions and 
moving-coil ampere-meters. Messrs. Crompton & Co. use a 
large instrument of low resistance with a heavy nickel-steel 
couple. Mr. Paul uses a more delicate instrument with a 
platinum, platino-iridium couple. | 

Of the optical apparatus, we noticed particularly a micro- 
scope exhibited by Messrs. Zeiss & Co., arranged for observing 
small particles in thick transparent media, such as particles 
of gold in coloured glass or in colloidal solution. The 
difficulty in observing them lies in the fact that in ordinary 
illumination, all the particles are illuminated, and the light 
thrown into the objective from those particles which are out 
of focus, and would be seen, if at all, only as ill-defined 
disks, makes it impossible to observe separately those which 
are in focus. Messrs. Zeiss meet the difficulty by paasing 
horizontally through the medium an exceedingly thin plane 
of intense light obtained from an arc lamp and a fine slit. 
The particles of gold in this plane only are illuminated, and 
when the microscope is focussed on it, they are clearly seen. 
This device, though it has no direct bearing on electrical 
matters, seemed worth noticing here from its great ingenuity. 
The design and finish of the parts were representative of 
Messrs. Zeiss’s excellent workmanship. 

A spherometer exhibited by Messrs. R. & J. Beck contained 


а very ingenious arrangement for reading the micrometer. 


with a standard and constant pressure on the lens. Micro- 
metric measurements of mechanical parts are now so com- 
monly used in engineering work that the different methods 


of making such measurements ure of general interest, and 


the measurement of figured surfaces to the degree of 
accuracy sufficient for high-class optical work, is more difficult 
than any operation of the kind in mechanical engineering. 
The problem presented is as follows :—W hen a measurement 
is to be made by advancing a micrometer screw until its end 
or. point touches an object, the reading may depend to an 
important extent on the degree of pressure at the point. The 
muscular senge upon which we depend in the use of a simple 
pocket micrometer is sufficient only for a limited class of 
work, and the provision of a spring ratchet in the handle 
carries one but little farther. 

More refined methods depend upon advanciug the screw 
either until the object forces the anvil back against a spring 
or weight to a certain accurately observable point; or 
secondly, until the screw makes electrical contact with the 
object : or thirdly, by the observation of interference bands. 
Both the first and third methods were illustrated by Messrs. 
Beck’s exhibit. In their spherometer the contact point that 
touches the lens is independent of the micrometer screw, and 
is pressed against the lens by a weighted lever. The micro- 
meter screw, as it rises, lifts the fulcrum of the lever until the 
latter points to a fiduciary mark. It is difficult to judge of 
the value of such a device without a good deal of experience 
in manipulating it, but it appeared to us to have certain 
distinct advantages over the weighted test piece or the 
sensitive spirit-level indicator commonly used in micro- 
meters. Probably in the future an electric contact indicator 
whose correct action is independent of any mechanical 
attachments will be most extensively used, though we do not 
know whether it can be made of the exireme sensibility of 
Whitworth's test piece. 

А set of perfect and imperfect optical plane surfaces was 
exhibited by Messrs. Beck and conveniently illuminated, in 
order to show by the form and arrangement of the coloured 
bands the defects of their figuring. 

It is pleasant to note in an exhibition of this kind 
evidence of a steady advance in the design and production of 
work of this class, and there can be little doubt that in the 
course of time we may hope to find in England a breed of 
workmen capable of such work as certain large foreign firms 
turn out. At present, leaving on one side specimens pro- 
duced by single workmen of exceptional skill, we do not 
manufacture in England, on the commercial scale, any instru- 
ments comparable to those of Zeiss, Wolff, Hartmann and 
Braun, and some other firms. There can be no doubt that 
several generations are required to produce a class of work- 
men of special skill in any one product, and it is difficult to 
train the men without а large and constant business to keep 
them well employed. Hitherto, in England, such a business 
has not existed, at least in electrical work, to a sufficient, 
extent. | 


SMOKE NUISANCE IN ITS LEGAL ASPECT. 


[BY OUR LEGAL CONTRIBUTOR. } - 


(Concluded from page 991.) 


— WirH regard to railway companies, it is to be observed that the 


fact of their being authorised by statute to use coal-burning loco- 
motives, admits of their creating a certain amount of nuisance in 
this way; but it must not be taken for granted that in cases of 
alleged nuisances the railway company can always claim the protec- 
tion of the Railway Clauses Act of 1845. 

. Вес. 114 of that Act provides, That every locomotive, steam 
engine, shall, if it use coal or other similar fuel, emitting smoke, 
be constructed on the principle of consuming its own smoke." It 
might be thought from this that for an engine to emit smoke at 
allis illegal. Such, however, is not the case ; but the company, no 
doubt, becomes liable as soon as so much smoke is emitted as to 
annoy those whose premises adjoin the line. The case of Smith r. 
Midland Railway Co. (37 L.T.N.S. 225) affords a good illustration. 
There the plaintiff, who occupied a mansion house and grounds 
adjoining a railway on which there was a shed for cleaning engines, 
sought an injunction to restrain the company from causing or per- 
mitting smoky vapour to issue from the shed so as to occasion 
nuisance. 'The company contended that in so using their sidings 
they were within their statutory powers, and that the plaintiff had 
no rights against them. It was decided, however, that the statute 
had not deprived the plaintiff of his ordinary rights, and that the 
emission of smoke and vapour while cleaning and re-lighting the 
engines was not a necessary evil incident to the proper working of 
the line, or a reasonable use of the land for the purposes of the 
railway, and that the plaintiff was entitled to an injunction. Had 
it not been shown that the emission of smoke in his case was some- 
thing extra for the necessary working of the line, it is doubtful 
whether the plaintiff would have succeeded. 

The case of Cull & Rooke v. The Great Eastern Railway Co., which 
was heard by Mr. Justice Grantham and a special jury on March 30th, 
1900 (see the Engineer, April 13th and 20th, 1900), serves to show 
that the law places some limit upon the amount of smoke which 
may be emitted from the funnels of railway locomotives. It 
appeared that the plaintiffs had for 13 years occupied the 
Shelborne Nursery Gardens at Tottenham.. These premises abut 
on the defendants’ line, at a place where the company in 1898 con- 
structed a siding on the east side of their line. Shunting 
operations on these sidings involved the use of a number of loco- 
motives, which, it was alleged, emitted so much smoke as to cause 
serious injury to the plaintiffs’ vines and ferns. In the event, the 
jury found for the plaintiffs, damages £400. As was pointed out 
by Mr. Justice Grantham in his summing up, the smoke was 
largely due to the use of coal from Staffordshire, Yorkshire and 
Derbyshire. 

We have now dealt with the law as to the liability of a person 
who permits the emission of black smoke. Certain other provisions 
of Sec. 21 of the Public Heath (London) Act of 1891, also merit 
attention in this connection. 

That section provides, in effect, that where any manufactory 
building or premises used for any trade, business, process or manu- 
facturc causing effluvia, is certified to the sanitary authority by 
their medical officer of health, or by any two legally qualified 
medical practitioners to be a nuisance, or injurious or dangerous to 
the health of any of the inbabitants of the district, the authority 
may make a complaint. Then unless it is shown that such person 
has used the best practicable means for abating the nuisance or pre- 
venting or counteracting the effluvia, the person во offending (the 
owner or occupier of the premises, or being a foreman or other 
person employed by such owner or occupier), shall be liable to a 
fine not excecding £50. The Court may, however, suspend ite final 
determination on condition that the person complained of under- 
takes to adopt, within a reasonable time, such means as the Court 
may deem practicable, and order to be carried into effect for 
abating the nuisance, or mitigating or preventing the injurious 
effects of the effluvia. 

A case which was heard in June, 1904, at the Clerkenwell 
Sessions, shows that this section may prove to be a source of very 
real danger to manufacturers and others. 

On various occasions during 1903 occupiers in the neighbourhood 
of Marlborough Street Police Station, complained that a nuisance 
of smoke or odour was to be observed. The matter was investi- 
gated, and since the inconvenience was only noticed during the 
winter months, and when the wind was apparently in a certain 
direction, the offenders were believed to be the proprietors of the 
National Skating Palace, where power is consumed in freezing 
water by the ordinary carbon dioxide process. The medical officer 
to the City of Westminster accordingly gave the necessary certi- 


ticate stating that effluvia noxious or dangerous to the health of the 


inhabitants were emitted from the shafts of the works. The 
Mayor, &c., of Westminster, therefore, brought an action against 
the Acme Investment Co., who own the Skating Palace, which was 
heard by Mr. Marsham. During the early stages, and in the 
preliminary correspondence, nuisance of smoke was alleged, which 
comes within Scc. 24, not Sec. 21, of the Act; but this complaint 
was dropped. when it, was shown that the best smokeless Welsh coal 
was always employed by the defendants, whose boilers and chimney 
were admitted to be in an excellent condition. The next point was 
that the nuisance consisted in the emission of sulphuretted hydrogen, 


* A note uf the case appeared -in the- ELECTRICAL REVIEW, June 
24th, 1904. oif Toe Masel alo ew > 4 
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but this was shown by expert evidence not to occur. Finally, how- 
ever, Mr. Marsham delivered a rescrved judgement in which he 
found the defendants guilty of causing effluvia within the meaning 
of Вес. 21, and of not having taken the best means available for 
minimising that nuisance. He, therefore, imposed a fine of £10 
and costs. 

The case was then taken to Quarter Sessions. The charge of 
emitting smoke was not pressed, because the action was brought 
upon the medical certificate. The charge of evolving sulphuretted 
hydrogen was disproved and dropped by counsel. A new complaint 
was made of the production of sulphurous acid. Vapour containing 
this substance was shown to be an inevitable constituent of the com- 
bustion products of the best kinds of coal that can be purchased, 
although the amount present is very trifling. The charge of 
producing sulphurous acid in appreciable or avoidable quantity 
was dropped. It was urged that the shaft was too low, and that 
the boilers were leaky. After expert evidence, given by Mr. R. J. 
Friswell, F. I. C., that these accusations were unfounded, and that 
it would not really matter if they were true, they were also 
dropped by counsel. Finally, counsel on behalf of the plaintiffs, 
used words to this effect:—We claim that in any fire, not being a 
domestic fire, if its pure smoke (if I may use the term)—not black 
smoke, but the inevitable products of combustion—causes a 
nuisance, i. c., discomfort to any person, then, since a profit is made 
of such fires, the users thereof are bound to set aside part of the 
profit and use it to mitigate the nuisance. The Bench apparently 
accepted this Jine of argument, and, after two days’ hearing, con- 
tirmed the judgement of the magistrate. 

Of course, this is but a decision of the Quarter Sessions, which, 
so far as wc know, has not been considered in the High Court. 
Nevertheless, it involves an important principle—namely, tbat 
wherever coal is burnt for any commercia; operation, even when no 
black smoke is emitted, the products of complete combustion may 
be effluvia, if the Medical Officer of Health choores to say so. Of 
course, there does not seem to bave been any finding by the 
magistrate that the defendant took steps to counteract the effluvia ; 
but it must be presumed that he did not do so, and that tbis was 
the ground of the conviction. It would apparently have been com- 
petent for the defendant to ineist upon such a finding. 

We have said enough to show that factory owners are under 
serious liabilities if they permit a smoke nuisance ; and the irony of 
their position is that although, as a matter of fact, the private con- 
sumer of coal is answerable forthe greater part of the nuisance 
caused by smoke, the blame is never put upon him. 


— tee — 


OUR LEGAL QUERY COLUMN. 


{Questions addressed to the Editors for insertion in this column should 
be written on one side of the paper. Free use of fictitious names, dc., 
may be made. Answers are furnished by a duly qualified lawyer, 
but the Editors cannot undertake to be responsible for the accuracy of 
the views which he may express.) 


“ FELICITAS" writes:—'' Will you kindly inform me what is the 
position of the owners of an electricity supply undertaking working 
under a provisional order, in the following circumstances :—For the 
past 18 months a large place of business has been supplied by the 
supply authority, and the consumer has now arranged to put down 
а private generating plant, and requires the supply authority to 
provide a ‘stand-by,’ which can be used at any time in the event 
of failure of their own plant; this demand may mean 20 kw. at 
any moment. The premises are away from the ordinary low- 
tension network, so tbat a special high-tension main, transformers 
and switchgear, &c., have had to be provided at a capital cost of, 
say, £150. 

“Can the supply authority be compelled to furnish this 
‘stand-by’ if the consumer refuses to enter into an agreement to 
pay a. yearly minimum sum to cover the ‘stand-by’ costs, and 


interest on the capital outlay ? Would you kindly cite any deci- 


sion on this point which may have been given?“ 

„% The subject matter of the above query has often formed the 
ground of complaint on the part of undertakers. We assume 
that the provisional order in force in the district referred to con- 
tains no exceptional clause providing for stand-by supply. For 
an example of such a clause see Wills’s ' Law of Electric Lighting " 
(1903), p. 72, where such a clause as inserted in (inter alia) the Bury 
Corporation (Tramways) Act, 1901, is set out. In the absence of 
such a clause the undertakers must grant a supply upon the usual 
terms; such, for instance, as those set out in the Electric Lighting 
Clauses Act, 1899, Schedule sec. 27 (2) (0). 


“Е. H.“ writes:—'' I shall be glad if your legal contributor will 
express his view as to the whereabouts of the liability for the re- 
placement of a meter, the property of undertakers, destroyed by а 
fire on а consumer’s premises, in the absence of any specific 
agreement between the undertakers and the consumer." 

%% In the case suggested, the meter is clearly the property of 
the undertakers, though the consumer has the use of it for the time 
being. What, then, is the liability of a person when hired goods 
on his premises are destroyed by fire? It is the duty of under- 
takers, by virtue of the Electric Lighting Clauses Act, 1899, 
Schedule Sec. 56, to keep all meters let for hire in proper order 
for correctly registering the value of the current consumer. 

Again, by the Board of Trade Regulations (В. 36) “the under- 


takers shall be responsible for all electric lines, fittings and 
apparatus belonging to them, or under their control, which may be 
upon a consumer's premises, being maintained in a safe condition; 
while by Sec. 38 of the Gas Works Clauses Act, 1871, which is 
incorporated with the Electric Lighting Acts, penalties are imposed 
upon any consumer who wilfully injures any meter. There is no 
provision in any Act or rule which shows who is liable in the case 
of а fire; and a diligent search has revealed no case in the law 
reports which throws light on the point. The matter, however, is 
probably governed by the 14 Geo. 3, c. 78, which protects a tenant 
from an action in respect of damage occasioned by ап accidental 
fire on his premises." 


„G. S." writes: —“ We thank yon for your reply to G. S." in 
to-day's issue of the ELECTRICAL Review, and, as suggested, for- 
ward to you a copy of the Corporation's provisional order. 

“It is not the ordinary ‘free wiring’ to which we object; that 
has been carried on in this town for some years by a private com- 
pany working in conjunction with the Corporation, and is a form 
of competition comparatively easy to meet, but we do object to the 

'orporation employing their staff of mains superintendent, outdoor 
foremen, jointers, meter fixers and inspectors, labourers, &c., in 
canvassing for and doing work which falls within the provision of 
electrical contractors, and not only doing tbe work, but also doing 
it, either free of charge or at charge far below the actual cost of 
lubour, to say nothing of materia). 

* Also, in addition to this, the Electric Supply Department bave 
been acting as wiring contractors to other Corporation departments 
in wiring new buildings and extensions to existing buildings; such 
work in fairness to the electrical trade of the town should, we con- 
sider, be placed out to tender, and we are confident that if this 
latter course were taken the work would be done quite ав well and 
as cheaply as by the Corporation staff. 

The action of the Corporation is causing considerable resent- 
ment among contractors in this town, and if it is ultra vircs on the 
part of the Corporation to carry on this rate-aided competition, we 
should be pleased to hear if there is any remedy and the best way 
to apply same." 

*,* A careful examination of the copy of the B. T. regulations and 
provisional order sent to this office reveals nothing in the nature of а 
free wiring clause. This being the case, it is apparent that the 
undertakers in the district have no power to undertake free wiring. 
It appears, however, that frec wiring is not objected to. With 
regard to the other work, it is to be remembered that ratepayers' 
money cannot be spent except upon purposes authorised by 
Parliament; and if electrical engineers acting in their capacity. 
as ratepayers were to band together, something might be done to 
put a stop to it. As to the character of such proceedings, it would 
be beyond the province of the REviEw to advise. It is suggested, 
however, that G. 8.“ might communicate with other electrical 
engineers in his district, collect all the available evidence, and 
submit the whole question to some counsel who has experience in 
such matters. Here there seems to be a wrong ; and the law says 
there shall be no wrong without a remedy. , 


LEGAL. 


SWANSEA CORPORATION v. NaTIONAL TELEPHONE Co., LrTp. 
(APPEAL). 


(Concluded from page 961.) 


THE hearing was resumed on Wednesday last week of the appeal 
of the Nationai Telephone Co. from the judgement of Mr. Justice 
Buckley in the action brought against them by the Swansea Cor- 
poration. 

Mr. BUCKMASTER, K. C., who appeared with Mr. P. J. Parker, in 
opening the respondents' case, said the company had absolutely 
declined to allow the Corporation's subscribers to communicate 
with theirs except upon the terms that the Corporation should run 
from their central exchange at Swansea to each one of the com- 
pany's sub-exchanges a new and totally independent route for the 
purpose of carrying all the messages that originated upon their 
system. They declined to allow the Corporation to use any part 
whatever of their junction lines, or, as he understood it, their local 
sub-exchanges, except for the purpose of putting in a wire. It was 
that and that only that they would allow them to do if they 
were to have intercommunication. There could be no doubt about 
that. | 

Lord Justice VAUGHAN-WILLIAMS: You must not take me as 
assenting that there is no doubt about that. 

Mr. BUCEMASTER: I think I can show your Lordship that there 
is no doubt about it. It is their case as shown by their pleadings, 
their letters and their arguments. 
Mx. ASTBURY: I agree that that is our argument, though I do 
not say it should all be done at one movement. 
. Lord Justice VAUGHAN-WILLIAMS: It is quite true that the only 
offer they have made уоп is what you have just described. But as 
far as you are concerned you have made a demand, so that there is 
really a demand on one side and an offer on the other, and you 
must not leave the demand out of consideration. We might come 
to the conclusion that both of you are wrong, that you have no 
right to ask for what you have asked, and that their offer is not 
sufficient. ` | | 

Mr. BUCKMASTER said if their Lordships held that the company's 
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offer was not sufficient, that would not meet this’ point. The 
point to be considered was whether the company had refused to 
give proper facilities, and if their Lordships held that the facilities 
which were offered were not facilities within the meaning of the 
Act, it was not for the present moment for the Court to consider 
anything further, though there might be further questions to be 
dealt with subsequently. Everyone appreciated that this was not 
a case that stood by itself. It was one of the first cases in which 
corporations had been attempting to use the powers which the Act 
had conferred upon them, and the conditions under which this 
communication was going to be made were going to affect, not 
merely this Corporation, but corporations all over the kingdom that 
had licences. a 

Lord Justice VAUGHAN-WILLIAMS : I am sure you will not argue, 
and we shall not decide it, on the mere form of the pleadings.  . 

Mr. BUCKMASTER said the company's contention was that if a 
Corporation subscriber at Swansea wanted to talk to a company's 
subscriber at Pontardulais, the Corporation must lay a Jine to carry 
the message. The Corporation said that fo do such a thing was in 
effect to duplicate the systems. Не could not help thinking that 
the case was being presented by the company in the interests 
of their shareholders, while the Act thought of nothing of the kind. 
The Act thought of the subscribers, and was only directed to pro- 
viding that where there were two different systems in the same 
area, and certain conditions had been complied with, the sub- 
&cribers to one system were entitled to be put through to the 
subscribers of the other. If that was so, what the company pro- 
posed would be quite unreasonable. What was the advantage 
of taking a wire of their own to the company’s exchange at 
Pontardulais? All they would do by that was to render the 
exchange more efficient than it was before, and give it greater 
advantages than it had hitherto enjoyed by increasing their 
subscribers. It was quite clear that if the arrangement they 
suggested were the one that had to be adopted, the two systems 
would never come into communication. | 

Lord Justice CozExs-HARDY: I suppose you have the right to 
make as many sub-exchanges as you please ? 

Mr. BUCKMASTER : I think so. 

Mr. AsTBURY: Yes; and if you take your exchange to Pontar- 
dulais, if. one person demands facilities there, you are bound to 
give them under your licence. | 

Mr. ВсскмАвтЕВ: I do not think so. 
a preference to one over another. 

Mr. AsTBUBY: You are bound, at the request of any person 
within the area, to supply telephonic communication to him. 

Mr. BUCKMASTER (reading from the licence): Тһе local 
authority shall, at the request of any person within the licensed 
area, supply means of telegraphic communication to such person 
on the same terms on which they supply the like means of com- 
munication to any other person in such area under similar circum- 
stances.” He should have thought it difficult to suggest that if one 
man absolutely being himself at some remote district asked to 
have telephonic communication, the Corporation were bound to 
lay wires. 

Mr. AsTBURY : Absolutely. 

Mr. Buckmaster said he should doubt it. The point was not 
that they were bound to supply everybody, but that they were not 
to give one person better terms than another. The Corporation 
would not be at liberty to take demands from half-a-dozen sub- 
scribers in one village and give them telephonic communication, 
unless they were prepared to give communication to the same number 
of subscribers in some other village. There was nothing to compel 
them to open а sub-exchange in any district where any single 
individual demanded it. To adopt the system that the company 
. suggested would really prevent intercommunication of the systems 
at all, because no one would lay lines to carry their traffic to such а 
point as Pontardulais, unless they were going to open a sub- 
exchange there. The company's case was that the Corporation 
must bring their subscribers to the company's switchboard without 
using the company's system to bring them there. An obligation 
had been imposed on them by reason of the fact that their monopoly 
had been extended, and the object of the Act was to provide that 
advantages should accrue to the public, and that it should not be 
possible for the company to withhold from the public the benefit 
of the use of their system, simply because they had become users 
of another system. 

- Lord Justice VaAUGHAN-WILLIAMS: Supposing we decide that you 
must bear certain costs, which you say you ought not to be called 
upon to bear, and that the Swansea people say, if they have to pay 
these costs, it is not worth while to ask for intercommunication, and 
they withdraw their application, could some member of the public 
come forward and say the whole object of granting you the licence 
was that there should be intercommunication, and, as a member of 
the public, insist on it? 

Mr. Buckmaster: I cannot say the Statute is so framed as to 
give the subscriber that right; but it does not follow that that was 
not the reason for which the Statute was passed. | 

Lord Justice VAUGHAN-WiLLIAMS: I thought your statement 
went that length. 

Mr. BUCKMASTER said what the Act provided for was inter- 
communication of subscribers and not of system& The 
company said that would make it difficult for them, and throw 
expense проп them, but the Act did not mind that. It 
only considered how it could best arrange that the two sets of 
subscribers should get intercommunication. The question whether 
the company's proposal afforded proper facilities was not dependent 
on the question whether or not at the present moment their lines 
were full. His case was that there should be communication 
between the two centres ; and if it resulted from that that any 
part of the joint systems became overloaded, it was the 


We are bound not to give 


person on whose system the overloading occurred who had 
to remedy the defect, just as if it were caused through 
the subscribers having increased in number. That was not 
in the least unfair. It was said that the company’s subscribers 
outnumbered the Corporations in the ratio of 1,500 to 700. If the 


company put their 1,500 subscribers into communication with the 


other 700, the Corporation would have to provide for just twice.as 
much traffic as the company would, and if they had not made 
proper provision to take the increased traffic, they would have to 
do just twice as much work in the way of laying extra wires as the 
company would have to do. He invited their Lordships to see how 
that would work out. He would assume that they had provided 
for all the increased traffic which would result from the inter- 
communication, for example, from Skewin and the Corporation’s 
Central Exchange from Swansea. ‘Phe brown coloured line on the 
plan was sufficient to carry all the Corporation's traffic and the 
company's. The Corporation were prepared to take all the com- 
pany's messages at once. What the company said was that when 
they wanted to communicate with Skewin they would lay their 
wires from Swansea to Skewin, and would not use the Corporation's 
wires at all. The company’s case was that they were only compelled 
io put their subscribers at one of their exchanges on to a 
messenger whom the Corporation brought to the company’s 
exchange. He submitted that the problem to be solved was the 
best way to knit up the two systems, and when that was got each 
one had to see that the system carried the increased traffic. The 
decision in the present case would apply to all cases where there 
was а similar contract. It was important to observe that the com- 
pany were never aware of any overloading at al! until the Swansea 
Corporation made their application, and then the company became 
aware that their lines were insufficient for the traffic they were 
asked to carry. The short question was, Were the company entitled 
to say that the only intercommunication they would give the Cor- 
poration was that which had been described more than once? His 
case on behalf of the Corporation was that the Corporation was not 
entitled to one bit of the company’s system, but the Corporation 
were entitled to the full benefit of the company's system. бо far 
as the first and most important part of the .case was concerned, 
his submission was that the company’s offer had not been an offer 
to give the Corporation proper facilities, and that was the main 
dispute in the appeal. The question as to whether or not what the 
Corporation wanted would be final or sufficient was not the dispute 
in the appeal, nor was it the subject of dispute under the order, 
because it was not declared by the order. The order had provided 
that certain things should be done, and the learned Judge gave 
liberty to apply, do that the parties could come back to the Court 
time after time if necessary. The poiht on the appeal was whether 
the company offered the Corporation proper facilities. 

Lord Justice CozEns-Harpy: Would you be satisfied witha 
declaration that the defendants shall not refuse to give proper 
facilities without prejudice to any question as to the mode in which 
that should be determined ? | deb: 

Mr. BuckMaSTER : The important thing is that it should be made 
perfectly clear that it is no condition precedent of intercommuni- 
cation that we should take lines from our centres to their sub- 
exchanges. That is the point of substance between us. Е 

Lord Justice VaAUGHAN-WILLIAMS: You mean that you yourself 
should take the lines in that way. But you do not suggest that 
there is anything in the judgement which prevents the company 
in the slightest degree from doing so. Do you agree to that? 
Speaking for myself І am strongly impressed with the evidence, 
which says that the only possible way in a growing business like 
this, to carry out this telephone business with convenience to 
both sets of subscribers, is by having three direct communications 
between three outside stations. I think that if that is not done 
things will be in a hopeless muddle. What I want to know is that 
you do not wish to prevent them doing that ? < 

Mr. BUck MASTER: Of course І do not mind that. My point is 
that if the block arises they must relieve it. I do not want to 
stop them, but I want them to do it. I say that directly the load 
occurs they must relieve it, and I must relieve it on mihe. ^ 

Mr. AsTBURY said that the company had no right to go into the 
Corporation’s exchanges and put lines. à 

Mr. BUCKMASTER: Their proposition is that we should double 
our junction lines. ii P 

Lord Justice VAUGHAN-WILLIAMS: Do you agree that it is not 
the intention of the judgement that they should in any way be 
prevented putting the dotted lines communication indicated in the 
plan “ В,” if they think it necessary to do so? 

Mr. BUCKMASTER : Of course, I do not. | 

Lord Justice WAUGHAN-WILLIAMS: But Mr. Astbury suggests 
that in truth and in fact they could not do that without your 
consent. | 

Mr. ВсскмА5ТЕВ: I will join them, if they will bring them up. 

Mr. Автвовү said that it was no use discussing a thing which 
was electrically and perfectly impossible. If the suggestion were 
accepted, the switchboards of both systems would have to be 
entirely altered. Mr. Astbury then cited cases with a view to show 
that the Court had power to order the Telephone Co. to grant 
facilities for intercommunication. He said unless the Court had 
this power, the Act became a dead letter. The Act said definitely 
that they “shall” afford facilities. The Corporation had facility 
given them to get from Swansea to Pontardulais if the company 
would let them use one of their wires to get there. It might be 
that circumstances would arise in which it would not be necessary 
to use the whole of the company’s system. In the present case the 
Corporation's subscribers could not get from Swansea to Pontar- 
dulais except by using the company's wires.. He submitted that 
the appellants had proceeded on the mistake, of assuming that every 
advantage which was derived from subscribers on the Corporation's 
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system having communication with the company’s, was for the 
advantage of the Corporation's subscribers alone. That was not so. 
There must be a mutual advantage to the man who talked, and the 
man talked to. It might be that somctimes the man talked to, got 
the greater advantage. You could not say that when he 
originated a call on his system that the advantage was only for his 
subscriber alone. It was an advantage to both his subscriber, and 
the subscriber to whom he was talking. Mr. Astbury said he did 
not dispute that. 

Mr. BUCKMASTER : Oh, but it was put that the advantage was only 
mine. It is just as much our interest as theirs to see that 
the thing is efficient. Each party ought to see that their system is 
efficient. 

Mr. PARKER followed on the same aide. 

Lord Justice Cozkews-HaRDv asked what alteration or addition 
the respondents suggested to Mr. Justice Buckley's order. It wasa 
question whether it was not the duty of the Court in some way to 
interpret the obligation imposed upon the company by the Act of 
Parliament, and it would assist him very much if counsel would 
suggest what alteration he thought desirable. | 

Mr. РАВКЕВ said they would like a further declaration that in 
order to give such facilities it will be necessary and proper in the 
first instance to join the exchanges at Swansea, Mumbles and 


Morristown respectively,” aud an order to the defendants to make 


such functions with liberty to them to apply to be relieved from the 
obligation of maintaining such junctions or providing some proper 
alternative mode of communication. 

Lord Justice VAUGHAN-WILLIAMS : I am not sure that liberty to 
apply is not beyond what the Court is entitled to deal with. That 
is why we suggest that the liberty should be to apply to be released 
from the existing order. 

Lord Justice CozEns-Harpy: To be released from all or any 
part of this order." 

Mr. AsTBURY, in reply, said their Lordships were asked to affirm 
an order which declared that the mode of coupling up two seta of 
telephonic businesses, such as had been done in London with the 
help of the greatest experts in the world, was а breach of the com- 
pany's statutory obligation. What they were proposing at Swansea 
was that the two systems there should be so dealt with as to give 
intercommunication between their various subscribers, as had been 
done in London. London was a bigger place, but the difference was 
in quantum and not in principle. 

Lord Justice VAUGHAN-WILLIAMS: It may be that what you offer 
is perfectly reasonable, and yet your offer may have amounted to 
a refusal, because you coupled it with an amount which they should 
pay for it, which makes all tbe difference. It might be perfectly 
reasonable if you are to pay for it, and unreasonable if they are 
to pay. 
^ Mr. AsTBvRY: Our offer was that they should do their part and 
we should do ours. | 

Lord Justice VAUGHAN-WILLIAMS: That may have made it 
unreasonable. 

Mr. AsTBURY said he appreciated that, but that was what was 
done in London. What the other side said in effect was that, if 
they wanted to speak from one system in Kensington to another in 
Kensington, they were to go round by London Wall. 

Mr. BUCKMASTER: Indeed, I don't. 

Mr. Justice STIRLING: We have an Act saying you are to afford 
all proper facilities. It is impossible that any general rule can be 
laid down by any Court which is to apply at all times in all places 
and in all circumstances. It is a matter of degree to be considered 
in each particular case. 

Mr. AsTBUBRY : I assent to that. 

Lord Justice Cozens Harpy: But you are asking us to lay down 
rules. 

Mr. Автвокү said he was only asking them to say that the way 
in which it had been found necessary to do the work in London 
was not so absurd as to amount to а refusal. He did not say there 
were not other ways, but he did not know any other which was 
practicable. A great deal of their argument seemed to be abso- 
lutely misunderstood. The Act said the provision of facilities was 
to be mutual What one did the other was to do. His learned 
friends were constantly talking about the company saying this was 
a benefit for the Corporation, and it was for that reason that he 
contended that the Corporation ought to bring their messages to 
the company. The Act said pot that either party should lay down 
junctions or build exchanges, but simply afford facilities. Primd 
facie, that did not mean that a large expenditure should be incurred. 

Lord Justice STIRLING suggested the appointment of an expert 
to define what were reasonable facilities. 

Mr. AsrBURY said he supposed the greatest expert, apart from 
themselves, would be one from the Post Office, which was the next 
biggest system to that of the Telephone Co. "They were opponents 
of the company and their rivals in London, but he had not the 
slightest objection to their Lordships asking the principal engineer 
of the Post Office system in London to go down to Swansea, look at 
the two systems and state in his opinion what was the best way of 
. affording facilities. 

Mr. PARKER asked their Lordships to decide the points Mr. 
Justice Buckley had decided, and if there was а reference he hoped 
it would not go to the chief engineer of the Post Office. Having 
regard to the relations which now existed between the company 
and the Post Office, he thought the case should not be referred to 
him. 

Mr. DANCKWERTS thought that that remark cast a reflection on 
the engineer of the Post Office. 

Lord Justice VACOGHAN-WILLIAus saw no reflection on the gentle- 
man at all. 

Mr. DaNCEWERTS said that the only alternative was to get a 
gentleman from America. 


Lord Justice VavaHAN-WILLIAMS8 said they were not bound to 
consult the learned counsel on the matter, The Court. could send 
its own expert. 

Mr. PABEEB said he would leave the matter во far as he was con- 
cerned to their Lordships. 

Lord Justice VAUGHAN-WILLIAMS said that any referee appointed 
by oa Court would have to have inspection of the Telephone Co.'s 
WOPFKS. 

Mr. DancKwERTs said that there would be no difficulty about 
that. 

Lord Justice VauGHAN-WILLIAMS: It is obvious that our judge» 
ment must stand over for the present, 

Order accordingly. 


Ке LETTERS PATENT oF ALsOP, No. 14,006, 1903. 


IN the Court of Appeal, composed of Lords Justices Vaughan- 
Williams, Stirling and Cozens-Hardy, on Saturday, judgement was 
delivered on the appeal of the owners of the above patent from a 
decision of Mr. Justice Buckley. The question for decision arose 
on a petition for revocation of the patent, which was for a new 
process of purifying flour by means of electricity, and thus in- 
creasing its nutritive value. The machine consisted of two parts. 
By means of the first, a powerful current was passed through air. 
altering its chemical qualities, and the air so treated was passed 
into another machine, where the flour was subjected to treatment. . 
The owners of the patent recognised that some of the clauses of the 

specification as they now stood were invalid, and they asked Mr. 

Justice Buckley for leave to apply at the Patent Office to disclaim 

that part of the invention which related to a suggested chemical 

action, which it was now known did not take place. The 

petitioners opposed the application, and pressed for the revocation 

of the patent on the ground that what the applicants proposed to 

do was not to disclaim, but to correct the specification by striking 

out incorrect statements, and leaving the invention as wide as it 

was before. Mr. Justice Buckley held that the word “ disclaimer” 

in Sec. 19 of the Act of 1883 was to be read strictly, and did not 

include corrections or such explanation as might be required 

for the purpose of defining the claim. He held that what the. 
patentee sought to do was not within Sec. 19 of the Act, 
and, therefore, he refused to grant the liberty asked. By consent 
it was agreed that the application should be treated as a summons, 
and dismissed with costs. Hence the present appeal. The hearing 
of the petition for revocation, which is to come on for trial before 
Mr. Justice Buckley, was postponed until judgement was delivered 
in this appeal. 

Lord Justice CozEns-Harpy delivered the first judgement. 
He said that the appeal was from a decision of Mr. Justice 
Buckley, who, in a proceeding for revocation of a patent, had 
declined to give liberty to the patentee to apply at the Patent 
Office for leave to amend his specification by way of disclaimer. 
The application was made under Sec. 19 of the Patents Act, 1883. 
It had been held that the power given by that section was limited 
to amendment by way of disclaimer as distinct from correction or 
alteration. It was plain that the Court, which could not itself 
amend a patent, had a discretion in the matter, and in order to 
guide the Court in the exercise of this discretion, it was convenient 
and, indeed, necessary that the Court should be informed generally 
as to'the nature of the amendment desired. If the Court saw 
clearly that what was proposed was not an amendment by way of 
disclaimer, the Court ought not to give leave. If the application 
was made at а stage in the proceedings when the Court had 
heard evidence, and was in a position fully to appreciate 
the nature of the invention, the Court might reasonably refuse 
leave if satisfied that the desired amendment by way of disclaimer 
could produce no good result to the patentee. It was argued that 
the Court had no jurisdiction to grant the application unless 
it was satisfied affirmatively that what was desired would be 
amendment by way of disclaimer. He felt no doubt of the juris- 
diction of the Court to give leave in the precise language of Sec. 19. 
In his opinion it was not desirable where the Court felt uncertain 
whether the proposed amendment was by way of disclaimer, to 
refuse to send it to the proper tribunal appointed by Statute to 
decide that question. In the present case there were six claims in 
the patent, and the patentee said he wished to strike out three of 
those claims, and also certain passages in the body of the patent 
relating to the claims so struck out. Primd facie, that would be an 
amendment by way of disclaimer. It was contended, however, 
that the patent was really for one single process, and that the dis- 
claimer would leave the process just where it was before, without in 
any way reducing the ambit of his claim,and that the patentee 
wanted only to say that one of the two results which he asserted 
that his process could produce, could not in truth be produced. 
Mr. Justice Buckley adopted that view, and had in effect held that 
what was desired was amendment by correction of the explanation, 
and not by way of disclaimer. He (the Lord Justice) was not 
satisfled by the mere reading of the specification that that was so. 
He thought the patentee ought to be allowed to apply to the proper 
tribunal—that is, the Patent Office where there would be the 
opportunity of securing such explanation of the process, and of the 
language used, as might be necessary to enable the tribunal te decide 
whether amendment by way of disclaimer only ought to be allowed. 
That being so, he thought it better not to indicate any view of his 
own. The application would be dealt with on its merits and with- 
out any intimation from this Court as to the course the Comptroller 
ought to take. . 

The other Lords Justices concurred, and the appeal was accord- 
ingly allowed. 


1006 


THE ELECTRICAL REVIEW. vol. 57. No. 1,485, Ресимвьв 22, 1905. 


In the Chancery Division of the High Court of Justice on Tuesday, 
Mr. J. G. GRAHAM mentioned the case to Mr. Justice Buckley, in 
whose list there is a petition for the revocation of the patent. 
Counsel asked that, having regard to what had taken place in the 
Court of Appeal, the ‘case might stand out of the list until the 
Comptroller had decided whether the patentees could amend or 
not. ` 


His Lonpsurr acceded to the application. 


MooRE r. NEWCASTLE AND DisTRICT ELECTRIC LiaurING Co. 


Ат the Newcastle-on-Tyne County Court on the 12th inst., Thomas 
Lilywhite Moore sued the Newcastle and District Electric Lighting. 
Co., Ltd., for £96 88. The plaintiff, in his particulars, alleged that 
he bad suffered damage by slipping on an iron plate placed by the 


defendants in the pavement in Clayton Street, Newcastle, which 


plate was, by the defendants’ negligence, slippery and dangerous. 
He claimed £85 for personal injuries, £8 8s, for doctor’s fees, and 
£3 for railway fares, Ee. 

Mr. MEYvNELL, for the plaintiff, said the accident occurred on 
August 9th last. The plate in question was situated in the pave- 
ment at the corner of Newgate Street and Clayton Street, and was 
worn smooth, thus becoming dangerous. He explained that origin- 
ally these plates had upon them a pattern—generally a sort of 
cross-work with a place in the middle of the plate for the name of 
the company. He quoted from the company's provisional order to 
show that the boxes in the street were for the exclusive use of the 
undertakers, and under their sole control," and “every such box, 
including the upper surface, or covering thereof, shall be constructed 
of such materials, and shall be constructed and maintained by the 
undertakers in such a manner as not to be & source of danger, 
whether by reason of inequality of surface or otherwise." Another 
elause, said Mr. Meynell, stated that the undertakers should be 
liable for all damages caused by accidents of the kind. If it could 
be proved that this plate was smooth and dangerous, there could, he 
submitted, be no defence. 

Mr. Тномлв LILTwHTITE Moore, the plaintiff, said that the day 
was wet, and he slipped and fell, and his shoulder was dislocated. 
He was laid up practically 17 days and he was still suffering. 

Other evidence was called to prove that several people had 
slipped on the plate. n 

Mr. SHORTT, for the defence, said that his position was that they 
had their inspectors and the Corporation had inspectors, and that 
there had not been the slightest complaint. The company's 
inspector said that the plate was safe that day. 


Mr. Huen МсЧплувАү, outdoor superintendent for the New- 


castle and District Electric Lighting Co., said the plate was 
absolutely safe, and would be for years to come. 

Mr. SHORTT submitted that the damages for injuries were exces- 
sive, and with regard to the liability, he contended that it was not 
sufficient to show with the greater knowledge that something was 
discovered to be dangerous. 'The point was whether or not, at the 
time of the accident, the plate was negligently in use. They could 
never'have а surface which was absolutely safe. "There was no 
portion of any street which was absolutely safe. Anybody on a wet 
day might slip on anything. No doubt these plates were always 
approaching emoothness before they reached a dangerous smooth- 
ness, and the real question seemed to be whether or not this plate 
had been allowed to go too far. The Corporation had never 
objected, and it was inconceivable that any servant of the company, 
knowing that they were liable to penalties of £5 a day for a 
defective plate, would knowingly allow a dangerous plate to 
remain. 

His Honour, Judge GREENWELL, beld that the plate was dan- 
gerous, and commented on the fact that the company's superinten- 
dent chose to carry out his experiments on a fine day. Judgement 
would be for the plaintiff for £75 damages and costs. 


LEE r. HABSANT. 


AT the December sitting of the Torquay County Court, Judge 
Lush Wilson, K.C., heard a case in which Edwin Lee, electrical 
engineer, &c., of Union Street, Torquay, sued Theodore Harsant, of 
Torwood Street, Torquay, for £50. The sum was due for the 
electric light installation, fixing electric bells, &c., at the 
defendant's place of business, and the defendant disputed liability 
to а certain extent, and contended that for the greater portion of 
the work the landlord of the premises was liable, as the old wiring 
and bells had been removed when alterations were carried out by 
the landlord. It was proved that the landlord gave his contractor 
no orders whatever with regard to wiring for the electric light, and 
that the order for tbis work was given by the defendant to the 
` plaintiff. The judge held that the defendaut was liable, and he 
found for the plaintiff for the sum claimed. 


LLANRWST ELECTRICITY Surety Co., LTD., v. LLANRWST URBAN 
DISTRICT COUNCIL AND OTHERS, 


Mn. JUSTICE WARRINGTON, on Saturday, heard this action in which 
the plaintiffs, as lessees of an old flour mill on the banksofa stream 
running from Lake Crathrant, claimed, through their predecessors: 
in title, to be entitled to reentate the flow of water, so as to ensure 
з snpply each evening. Phe defendants claimed a right to control 


and prevent any water flowing through the sluice-gate at their will 
and pleasure, and asserted that plaintiffs’ predecessor in 1903 
received an award in complete satisfaction of his water rights. 

After hearing evidence, his LonpsurP decided in favour of the 
defendants, with costs. 


— — 


PRIVATE WIRE AND TELEPHONE INSTALLATION Co. т, 
PoRTMAN & Co. 


Tis case, reported in our issues of November 10th and December 
lst, was resumed in the Westminster County Court, before his 
Honour Judge Woodfall, on Tuesday. After a further lengthy 
hearing, his Honour said he would have to take time to consider 
the question of whether the contract was & legal one or not, and 
intimated that he would notify the parties concerned when һе 
intended to give his decision. i 


CORRESPONDENCE. 

Letters received after first post on Wednesday morning cannot appear 
until the following week. Corr should forward their com- 
munications at the earliest possible moment. No letter can be pub- 
lished un less we have the writers name and address in our possession. 


Compound-Wound Dynamos for Small Lighting Stations. 


There is a letter br Werdna in your * Corre- 
spondence” columns of the current issue, re the use of 
compound-wound dynamos for small lighting stations, to get 
over the trouble of objectionable flickers on the lamps owing 
to the stopping and starting of motors on the system. 

This might get over the trouble to а certein extent, but 
not altogether, for the following reason :—If the series turns 
were just sufficient to always keep the terminal or bus-bar 
volts constant, then there would still be а flicker on that 
part of the network fed by the feeder that the motor was 
also fed from, owing to the voltage drop in the feeder, but 
this should not affect other feeders. Next, if the dynamos 
were over-compounded, then the bus-bar volts would go up 
with the load. This might be advisable, but then the kicks 
would be felt all over the system. Also, instead of the 
battery helping at times of peak load, it would be being 
charged owing to the bus-bar volts rising, and so would be 
adding load to the machines. 

It would not be possible, as is suggested, for the series 
turns to reverse the polarity of the machines on a short. A 
shunt machine may be reversed on a short circuit, but not a 
compound machine, as the series turns always keep the poles 
magnetised correctly, and it is impossible for the armature 
ampere-turns to reverse the polarity. Of course, if it were 
possible for the battery to motor the machine to any great 
extent, the dynamo might then get reversed, but this is 
unlikely, though it would be gerious if it happened. If on 
a short circuit the machine volts drop owing to drop in 
speed, the battery will pick up some of the load until ite 
volts are equal to the machine volte. If it were possible for 
the machine volts to, drop still further, then it might get 
reversed ; but, in reality, instead of this, it would give over 
more of its Іомі to the battery, hence its speed would tend 
to rise and its volts come up as well. 


| Ernest R. Alexander. 
Newcastle-on-Tyne, December 17th, 1905. 


— Your correspondent * Werdna " would do well, or I should 
say better, to compound “theory with more practice. 
How can he expect to gain the required information on such 
a point when he so briefly states the circumstences he is 
labouring under ? 

Small lighting stations may, in my opinion, vary in 
capacity from, say, 100 amperes to 1,000 amperes, and since 
tle size and normal load of plants have everything to do 
with his question, it would be difficult for one to advise him 
rightly what course to pursue. other than the one men- 
tioned herein. 

- бео, Caddick, 

publin. ecember J 81, 1904, 
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Fuse Standardisation. 


Re “ Notes on Continental Systems of Fuse Standardisa- 
tion" in this week's issue, should not at least 1] times 
their normal fusing current" in paragraph 31 read “at 
least. . . . at their normal carrying current? 

Again, where is the distinction to be looked for in the two 
tables for “ Low Pressure Systems" and “ High Pressure 
Systems " ? Except that there is a difference in the ranye 
covered, I can see no excuse for the insertion of both 
tables. | 

А. Y. Jaker. 

Newéastle-on-Tyne, December 17th, 1905. 


[Our correspondent is right in substituting “ carrying 
for “fusing” in the quotation. As regards the second 
query, it is true that a few lines might have been saved by 
omitting the second table, perhaps at the expense of clear- 
ness ; but this would merely have made a distinction with- 
out a difference, where he finds a difference without a dis- 
tinction !—Eps. E. R.] 


Electro-deposition of Copper. 


I am much interested in the controversy between Mr. 
Cowper-Coles and Mr. Ellis, Мау I ask whether the appa- 


rently meaningless letter which appeared on November 3rd, 


and seems to have closed the correspondence, was actually 
printed as written, or translated—to the best of his ability— 
by an ingenious comp. from a partially illegible MS. ? 


Onlooker. 


[The letter was type-written, and, to our mind, was quite 
intelligible.—Enps. E. R. 


Mr. Patchell's Institution Paper. 


In the Electrician; Vol. 54, page 573, Mr. J. 8. High- 
field wrote a short article dealing with certain troubles that 
had been met with about that time in the working of his 
3,000-Kw. 11,000-volt steam alternators at Willesden, for 
which my company were the contractors. Previous to such 
‘publication Mr. Highfield courteously communicated with 
the parties concerned, in order to ascertain if they had 
objections to the publicity that would be thus given to the 
matter, and in view of the scientific interest attached to the 
questions involved, no objections whatever were raised at the 
time. 

I do not propose to deal here with the causes that led to 
the troubles or with the nature of the same, beyond remark- 
ing that there never was any doubt with regard to these 
points; moreover, it soon transpired that many other makers 
in this country, the States, and on the Continent had met 
with the same phenomena from time to time and to a greater 
or less extent. But it is to be particularly noted that in the 
- above-mentioned article of Mr. Highfield’s, it was specially 
pointed out that all the materials used in the construction 
of the armature were the best of their respective kinds, and 
I may add that Mr. Highfield's statement in this respect 
was based upon the reports of the independent specialista to 
whom the question of the quality of the materials employed 
had been specifically submitted. The reports made by these 
gentlemen, based upon their analyses and examinations, were 
absolutely conclusive on the point, and it became perfectly 
clear that the troubles were due to other causes and condi- 
tions, which those interested will find set forth in Mr. High- 
field's article. 

Notwithstanding the fact that nearly £60,000 worth of 
plant was involved, regarding which even the shortest stop- 
page meant inconvenience and loss, the Metropolitan Co. and 
its engineering staff (recognising that; the troubles were due 
to exceptional causes which could not have been foreseen), 
extended their sympathy and practical help to the contractors 
from the first to the last, and after the difficulties had been 
overcome and the contract closed, an amount of £4,440 was 


awarded to the contractors as a bonus in respect to steam con- 


sumption, efficiency and reduced heating. 

The publication of Mr. Highfield’s article naturally gave 
wide publicity to the matter, and as а result, much comment 
has been made in many quarters in regard to the same. 
Throughout, and from everyone (particularly from com- 


‘ petitors), I һауе received much sympathy and evidences of 


goodwill, and in some cases. considerable help, in the shape 
of data and particulars of similar insulation troubles with 
other high pressure plants. | 

It remains for Mr. W. Н. Patchell, in his recent Insti- 
tution Paper, to be the first, as far as I know, to bring up 
and treat this matter in an altogether different manner. 
Referring to Mr. Highfield's discovery of nitric acid in the 
windings of the Willesden alternators, he says :—“ It appears 
to the author, therefore, that probably the acid is due to im- 
purity of the insulating materials rather than the destruction 
of pure material by ozone.” 

In other words, Mr. Patchell, knowing little or nothing 
of the facts of the case, and in face of Mr. Highfield’s explicit 
statement to the contrary, goes out of his way to do my com- 
pany and the manufacturer of the alternators a grave injury 
by deliberately making the wholly incorrect assertion that 
the troubles were due to the use of bad materials. 

I feel compelled in the interests of the manufacturers of 
the alternators to protest against Mr. Patchell’s action, and 
in doing so have little doubt but that I shall have the 
support of all those who like to see fair play. It may be 
that Mr. Patchell, when making the comments in question, 
did not realise that he was doing an injustice and an injury 
to others ; and if this was the case, I have no doubt that he 
will think it well to withdraw or amend the statements 
referred to above. 

A. C. Eborall. © 

London, December 19th, 1905. 


Simplon Railway Electrification. 


In your edition of December Ist appeared a short note 
relating to the electrification of the Simplon Railway which 
is based on erroneous information, and we, therefore, beg to 
supply you with the true facts of the case. 

First, we may say that the contemplated system is not 
what you call the Ganz system, but the Brown, Boveri 
and Co. three-phase system. We would remind you that 
the first three-phase railway was started to work by us as 
far back as 1896; at that time we never thought of asso- 
ciating our name with this new system, believing that the 
all-embracing denomination of “ three-phase system " would 
amply suffice. In 1899 we put down a full-gauge railway 
worked on this same system ; this latter line has undoubtedly 
served Messrs. Ganz & Co. as а model for their Valtellina 
railway. 

By what right Messrs. Ganz & Co., therefore, call the 
system adopted on the Valtellina railway the “ Ganz " system 
is, indeed, a puzzle to us. If the term three-phase system 
was too vague a one, the denomination Brown, Boveri system 
would have been justified, as we were indeed the first to 
introduce and render successful this system, in spite of great 
opposition from contemporary firms and engineers. 

It is true that the trolley tension of the Valtellina Railway 
is 3,000 volts, while the tension adopted for its predecessor, 
the Burgdorf-Thun Railway, is only 750 volts, but then no 
merit for this new feature is due to Messrs. Ganz & Co., but 
only and solely to the Italian authorities, who were less 
prejudiced against high trolley tensions than their Swiss 
colleagues. 

Whether the much vaunted and much advertised 
* cascade" method of control, which is a Ganz feature, is to 
be reckoned as an improvement, is more than doubtful. 
The main advastage of this method of control is that it 
supplied Messrs. Ganz & Co. with в necessary pretext for 
calling it their system. 

Should the adoption of the three-phase system for the 
Simplon Tunnel Railway be decided upon, then we shall not 
apply what you call the ** Ganz" system, but our own, 
which had already stood the test on a number of railways 
before Messrs. Ganz & Co. decided to follow in our steps. 

Ав regards the rolling stock, ло motor-cars will be run, 
but at the start only two electric locomotives of our design 
and construction. Should these prove inadequate to cope 
with the traffic, then the Italian railway authorities have 
decided to temporarily place some of their locomotives at our 
disposal until we have completed the additional locomotives 


required. 


Finally, we beg to say that the electric power will be 
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generated at the existing power houses at each end of the 
tunnel (Brigue and Iselle), and not at Domo d'Ossola as 
mentioned in your article. 

Trusting you will be able to find gpace in your valuable 
paper to publish the above facts, we remain, dear sir, 


Brown, Boveri & Co., Ltd. . 
рр. W. BAERLOCH. 


[We regret that а wrong impression should have been 
conveyed by our note. That Messrs. Brown, Boveri & Co. 
were the first to carry out electric traction with three-phase cur- 
rents is a fact which is beyond dispute, and great credit is due 
to them for their enterprise and technical skill in accomplish- 
ing this feat. Still, the system adopted on the Valtellina Rail- 
way has been called the “Ganz system” for yeurs—at any 
rate, in this country—and Messrs. Brown, Boveri's protest 
ig somewhat belated. We are pleased to learn definitely, 
after receiving various conflicting statements, that the work 
is to be carried out by Messrs. Brown, Boveri.—Eps. E. R.] 


Information Wanted. 


In an account of the ** Zedecco " battery published in the 
New York Herald, Paris edition, it states that “the 
technical papers devote a large amount of space to setting 
forth the advantages of the system.” Can you or your 
readers oblige by giving me the names of the technical papers 
80 quoting 7— . L. O. 

Where shall I be likely to obtain electric light fittings for 
roll-top desks, with a telescope arrangement and turn-down 
shutter, manufactured by Messrs. McLead & Ward, New 
York ?—J. E. II. 

The writer would be pleased to know of a firm that hgve 
built а simple and cheap pattern of plug-type switches suit- 
able for sub-stations, with 5 to 10-Kw. transformers, H.T. 

2,000 volts, L. T. 100 volts. ER А. W. 

А new substance, named Galalith, and manufactured from 
milk, is said to possess valuable properties as an electrical 
insulator, being flexible, plastic, uninflammable, &c. Раг- 
ticulars as to where it can be obtained would be esteemed by 
—St. MUNGO. E 


Regenerative Control. 


Having read a number of comments which have recently 
appeared in your paper upon the merits and de-merits of 
the Raworth regenerative controller, I trust you will permit 
me to contribute a few remarks to the discussion, inasmuch 
as I have had 12 years' experience with electrical car work 
in Great Britain, and am thoroughly acquainted with every 
detail connected with their maintenance. 

I can testify to the fact, which came under my own 
notice, that а car fitted with one of the Raworth controllers, 
on а hill with a grade of 1 in 16, returned 26 per cent. of 
current, as registered by the wattmeter, to the line upon 
descending the hill. 

Such saving must be of especial interest to tramway com- 
panies who have to purchase their current, but there are, 
however, other and equally important aspects of economy 
associated with this controller, viz., as affecting the “ life 
of car wheels, brakes and brake blocks, which is, in my 
estimation, increased by fully 50 per cent., ard if this be so 
the cost of them and the time and labour involved in sub- 
stituting new for old ones are proportionately decreased. 

I consider also that the freedom from the flattening of 
wheels renders the control by the motorman far more com- 
plete and the immunity from accidents greater. 

I know of no system possessing such advantages as the 
Raworth regenerator, and I am fully convinced that were 
some of the critics of this system better acquainted with its 
adv antages, they would agree with me that “it has come to 
stay." 

W. Wood. 

London, December 18th, 1905. 


The letters in this week's issue seem to call for some 
comment from me, although your correspondents show a 
lamentable lack of enthusiasm in giving a logical and 
scientific reason for the hope that is in them. 


standard motors are too big ; 


I hope I have not done Mr. Raworth the injustice 
imputed to me by Mr. Hodgson. I used my own words to 
express my reading of Mr. Raworth's meaning во as to save 
your valuable space, for which reason also I only gave one 
reference. 

I had, however, marked in case of need the following 
passages :— 

Letter No. 5. —(2 of the) “ Points in which many cars 
lack economy. 

x (a). Inefficient and unsuitable motors ; (b) excessive 
weight,” (these both more or less concern motors). 

Letter No. 6.—'* 1 have had nothing better to look for- 
ward to than the continuance of the series-parallel system 
ERES itis true that the defects of the system might be 
ameliorated by better design of the motors and accessories. 

* Unfortunately the standardisation of traction motors 
has been carried so far that the buyer has to take what he 
can get, not what he wants.” f 

„Take an ordinarily bad саве in which 0-2 unit per mile 
could be saved by re-motoring the cars, &с.” 

„This is based on the substitution of а good series motor 
for a bad one." 

From this it seems pretty clear that Mr. Raworth con- 
siders there is usually something that can be improved. In 
Letter No. 7 he holds up a “ world's record” (Southport) in 
which he effected the improvement mentioned in my letter, 
and which, I take it, he had in mind when writing Nos. 5 
and 6. 

Southport being more than usually level, of course, 
presented a favourable case, but the disparity of powers is 
greater than can be accounted for by the gentle grades in the 
majority of English towns. 

Of course, it is not important to know who has said the 
the question is, arethey ? Мо 
one takes this point up. 

Your other correspondents all miss the point at issue. It 
is not, Do regenerative motors work cars ?—horses and cables 
do that. The question I raised was, Does not a shunt motor 
system possess certain inherent and constitutional disadvan- 
tages compared with a series motor traction system, assuming 
the best arrangement in either case. 

It may be that the admitted inherent advantages counter 
balance the disadvantages, but Mr. Rawérth ought.to either 
admit or disprove my points in a more logical way than by 
blank denials. 

Mr. Alfred Raworth denies that (1) a shunt motor goes 
up hill at full speed ; (2) that it takes an overload while 
working at minimum field. 

Perhaps he will explain the following information, 
“collected” from the voluminous published letters of Mr. 
Raworth, sen. 

Letter No. 12. 
have any moderating effect on the speed. 

Letter No 16.—“ Speed, 10:5 miles per hour; grade, 12-5 
per.cent. . . . the two 40-H.P. motors were doing 120 н.г. 
between them." 

(May I “ invent " the information that this is 50 per cent. 
overload ?) 

Letter No. 20.—“ They take the cars up 1 in 18 at 
9 miles an hour, but the best that the series motor can do in 
series is about 54 miles per hour. . . ." Average speed, 
including stops, is 8 miles per hour. 

This last is, perhaps, the most charming piece of {орву- 
turvy reasoning in the whole series of letters. The best that 
a series motor can do! Why, the fall in speed is its chief 
virtue. 

Mr. Alfred Raworth says that the Spen Valley series 
motors take the same overload as the shunt motors. Curious. 
Does he mean current, torque or power, and at what speed 
(I. e., at what field) does it occur ? 

In reply to Mr. Baylor I must point out that I do not 
hold a brief for the standard series traction motors. If he 
will refer, however, to the curves given in Mr. Raworth’s 
letter No. 3, he will see that the field of these motors, at 
any rate, is not saturated, as, indeed, it should not be. 

When с.в. drop alone is causing the fall in speed, the 
gpeed-ampere curve runs into a straight sloping line. 

The temperature test is, of course, either a long inter- 
mittent run at full rated load, or a short continuous run at 
the same load. In practice, "the overload capacity of the 


— A hill of 1 in 15 did not appear to 
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motor should take care of any sudden calls for extra torque. 
By the way, how often are trailers used in ordinary practice? 
Is it not а fact that motors are put in double the necessary 
size for a contingency which rarely arises? 

I wish I had time to accept Mr. A. Raworth's invitation, 
but I do not see how this affects the point at issue. To see 
a car climb a hill will not alter first principles. 

Crane. 


I have been extremely interested in, and also diverted by, 
the correspondence appearing in your columns between 
„Crane“ on the one part, and Mr. Raworth and Party 
on the other part, on the above question. 

As no one has, up to the present, come forward to support 
* Crane" in ploughing his lonely furrow, so to speak, 
crave а little space and a little indulgence in that 
capacity. 

There are a number of points upon which I should like 
to touch, but time and space forbid, and so one or two will 
have to suffice. 

First of all, then, re the statement made by Mr. Raworth 
* that two regenerative motors propelled a car up a 12} per 
cent. gradient taking 120 н.р. without injurious effects, I, 
like “ Crane," am quite certain that two similar, as regards 
design and size, series motors would have done the same 
thing with less current, and also with less sparking. 

Without ‘injurious effects, granted, once or a few times ; 
but how long would the motors stand this ? 

What was the sparking like during this extraordinary 
performance? Did Mr. Raworth take note of it? I notice 
he does not mention it. 

Then again, with reference to the size of motor, there 
can be no manner of doubt that, to make a series motor 
converted to regenerative (sliunt) anything like satisfactory, 
it must (when a series motor) have been.too large for its 
work. 

Messrs. Raworth’s themselves indirectly confirm this by 
not: taking on conversion of motors rated at, say, 25 Н.Р. 
or less ; also I hear that the original Brush motors, which were 
converted to regenerative at Devonport, are now being (or 
are to be) reconverted to series, as they have proved too 
small. 

Referring to Mr. Raworth’s invitation to “ Crane,” to 
visit the Spen Valley and вее the results obtained with series 
motors and similar motors converted to regenerative, I should 
strongly advise him to accept it, ав something scems to tell 
me that perhaps what he will see will not be altogether to the 
disadvantage of the series motor. 

With regard to Mr. A. Raworth’s letter in your issue of 
15th inst. I must give my support to “Crane.” Taking the 
points as numbered :—(1) The regenerative motors do 
pound up hill at full speed, i.e., “with any given field 
strength, they pound up hill at the same speed as they run 
on the level, but with an increase in armature current corre- 
sponding to the gradient. It follows, therefore, that if the 
load and grades are sufficiently heavy, the regenerative motors 
will have overloads forced on them. Results will be severe 
sparking and heating. Also, if the field is weakened to the 
minimum while negotiating a hill it follows that the 
the regenerative motors cannot help “ pounding up the hill 
at full speed.” Perhaps Mr. Raworth will dispute this. I 
don’t think he can. 

2. This is partly answered by (1) the regenerative 
motors will take an overload with ** minimum field." If 
this is not so, how on earth can one accept Mr. Raworth’s 
figure of 120 H.P. for two 40-H.P. motors? The field, I 
presume, was not the absolute minimum, but, was the 
minimum so far аз that particular hill is concerned. 

Suppose the field had been weakened to the minimum, 
what would have happened ? Why, increase in two things, 
of course, armature current and speed, and as a natural 
consequence, a further increase in overload. 

The poor 40-H.P. motors—theirs must be an unhappy 
lot on that famous hill ! 

I hesitate to think what value the current would rise to 
with minimum field. 

3. Mr. Raworth does not contradict this flatly as he does 
(1) and (2. Why? 

He also adds, “ All the series motors at Spen Valley, cast 

from the same patterns, take the same,load every 10 


minutes." They don't. а far as weight of саг, passengers, 
and gradient are concerned, they do. But what about 
speed ? We must not forget that. The regenerative motors 
cannot go slower if they want to (poor things), but the 
series motors can and do. Result, in favour of series, less 
speed, less current, no overload. 

Coming back to the question of injurious effects. What 
about heating ? It has come to my knowledge that, after 
testing under the same conditions, the various parte of two 
regenerative motors were roughly about 50? F. hotter than 
the corresponding parts of two similar series motors. Is 
this correct? What will be Ше effect on the motors after 
working under the above conditions for some time ? 

As far as the handling of regenerative control cars is con- 
cerned, І gather that a much higher standard of skill is 
required than with the ordinary S.P. cars, also in starting 
on severe gradients, under conditions of greasy rails, &c., 
there is no comparison between the two systems ; ; regenera- 
tive comes a bad second. 

In conclusion, I must say, judging by results obtained at 
various places, that there is a big future before regenerative 
control, but I do not think it fair to our friend the series 
motor, to say that, when converted to shunt (regenerative) 
it is а better motor. No; leaving out the question of 
regeneration and the consequent economies, it must be 
patent. to everyone that, with motors of the same size and 
operating the same routes under severe conditions, the 
regenerative motor cannot give as good results as the series, 
and owing to the heavy overloads 16 will have to stand, its 
life will be shorter and maintenance higher. 


Fair Play. 


Zambesi Power Scheme. 


I have read with much interest the article on the 
Zambesi power scheme by my friend, Mr. Esson, which 
appeared in your last issue. 

Since [ have recently had occasion ама to consider 
the whole question of the most economical means of supply- 
ing the Rand with electricity, and have arrived at my own 
conclusions ; the expression of the views held by others is 
naturally of great interest to me, whether antagonistic or the 
reverse, particularly if the former. 

In any controversial question the arguments in favour of 
one’s own view are apt from frequent use to appear to one- 
self somewhat hackneyed, and one welcomesa fresh opposing 
view in order that one may have the pleasure of demolishing 


` it —at any rate, to one’s own satisfaction. 


For this reason, on reading the first two columns of Mr. 
Esson’s article, I must confess that my interest wag not 
awakened to any extent. Here I thought is a very able 
exposition of views which coincide entirely with my own, and 
my interest was only stimulated in waiting for and 


recognising the familiar points being brought out in 


succession. 

To my surprise on turning over the page and on reaching 
the last paragraph, I found that these very arguments had 
led Mr. Esson to a conclusion exactly opposite to that to 
which they seemed to point. 

Having gone во far as to admit that in a scheme involving 
the transmission of energy from the Falls, the working costs 
would be burdened with 55 of a penny per unit, in respect 
of interest on capital and maintenance and renewals of the 
transmission line alone, it is certainly surprising to hear that 
the energy could be sold at a price which could compete suc- 
cessfully with any steam station that could be devised. 

It seems to me that there is one rough and ready way in 
which it can be ascertained infallibly whether water power 
can compete with steam, under any given circumstances. 

The one great economy with which water-power can be 
credited which overshadows all the other small subsidiary 
economies is the saving of the coal bill. If the capital 
charges and maintenance and renewals costa of the trans- 
mission line and the cost of the energy lost in transmission 
involved by the use of water-power,are much greater than 
the coal bill of а steam plant at the delivery end of the 
transmission line, then obviously the use of water-power 
cannot be justified. 

Coal having a calorific value of about 11,000 B. TH. u. 
per Ib. can be delivered into the bunkers of the steam station 
which I advocate for 58. per ton of. 2,000 lb. 
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In order to obtain this low price, however, the transmission 
of the energy over a comparatively short distance is 
necessary. The same coal can be delivered anywhere on the 
Rand itself for 10s. 6d. a ton. It ів unnecessary to go into 
the question of whether the transmission of the energy over 
this short distance is worth while in order to obtain the 
advantage of the cheaper fuel. It is sufficient for the 
present comparison to consider a steam plant situated at a 
central point on the Rand. 

The annual coal bill of such а station having an output 
of 87,500,000 units, with coal at 10s. 6d. per 2,000 lb., 
and taking a consumption of 4 lb. per unit—a safe 
figure, considering the load factor adopted for the com- 
parison—would amount to £91,875. Against this figure 
we have Mr. Esson’s estimate of £200,000 per annum as the 
capital and maintenance costs alone involved by a trans- 
mission line from the Falls. | 

A steam plant has therefore over £100,000 to its credit 
with which to meet the small additional economies which 
might result from the use of water power, such as the saving 
in boiler house, wages, waste, oil, water and stores. 

If I have not already trespassed too far on your valuable 
space, may I refer to Mr. Esson’s statement that under the 
Zambesi scheme the energy could be sold to consumers for 
id. per unit ? 

Mr. Esson shows that the interest on capital and mainten- 
ance and renewals alone would amount to ‘68d. delivered 
and transformed at a central spot on the Rand. 

Mr. Esson, therefore, gives himself 07 of a penny per 
unit to cover interest on capital and maintenance and re- 
newals on distribution lines which have to supply mines 
scattered over an area about 50 miles long by 10 miles wide, 
also the cost of wages at both the generating and trans- 
forming stations in a country where a mechanic gets £1 a 
day and other wages are on the same scale. 

Not only does ‘07d. cover these items, but it also has to 
cover administration charges and, lastly, interest on working 
capital, which must include the debenture interest, which 
would have to be met out of capital during the initial stages 
of the scheme. | | 

However, I do not think I need labour the point, for 
verbum salis sapienti, and the comparison between the coal 
bill of a steam plant and the transmission costs of a water- 
power plant is sufficient. 

Robert Hammond. 

Westminster, December 19th, 1905. 


[A number of letters are held over owing to the pressure 
on our space.—Eps. E. R.] / 


BUSINESS NOTES. 


Calendars, &e.—An acceptable pipe cleaner has come to 
hand, “with W. T. Glover & Co.'s compliments.” It has the 
firm's well-known trade-mark, with ‘‘ Glover's Cables” on the wings 
at one end, and a small loop, hole for holding cleansing wool at 
the other end of a twisted wire. A good supply of wool is 
furnished. 

Messrs. CLARKE, CHAPMAN & Co., LTp., Gatesend-on-Tyne, send 
us а copy of their neat little pocket diary, similar to the one issued 
last year, and containing an insurance coupon for £1,000. This is 
a very practical and useful form of souvenir. 

Messrs. Epwarp Woop & Co., Lro., of 88, Cannon Street, E. C., 
have issued a handy-shaped pocket diary for 1906, and among 
other features we observe some new tables of safe loads for com- 
pound girders and stanchions. 

The BRITANNIA ELECTRIC LAMP Works, Lro., South Tottenham, 
N., have issued a handy waistcoat-pocket diary giving particulars 
and prices of their well-known “ Britannia" lamps, together with 
postal and other information, bound in a neat leather case with 
pockets. 


Bankruptey Proceedings.—Harry JoxEs and GwiLT 
Lrovp CaTHRALL.—At Wrexham Bankruptcy Court on December 
12th, Harry Jones and Gwilt Lloyd Cathrall, electrical engineers 
and plumbers, carryiug on business at 19, Chester Strect, Wrexham, 
were examined, the accounts showing liabilities amounting to £543, 
and assets estimated to realise £128. The creditors include 33 for 
trade materials, their claims being £531.  Debtors commenced 
business 13 years ago with a capital of £50. Last October the land- 
lord of the premises distrained for rent, and sold the stock ; £124 
was realised, and of this £112 went for rent. The debtor Jones 
stated that the stock was sold at just a little over a third of the cost 
price. It did not occur to him that the best course to take would 
have been to file his petition. His wife bought some of the stock, 
and the business was being carried on in her name. No statement 
had ever been made out to show how the partnership stood, and no 


cash book had been kept. He and Cathrall were not now working 
in partnership. The debtors were ordered to file certain accounts, 
and for this purpose the examination was adjourned. 

Око. WEBBER.—Last week, at the Wandsworth Bankruptcy 
Court, George Webber, formerly an ironmonger, of High Street, 
Putney, who was recently convicted of complicity in the big elec- 
trical frauds case, and sentenced to five years’ penal servitude, was 
brought up in custody to undergo his public examination. Accord- 
ing to his statement of affairs, says the Times, his gross liabilities 
amount to £30,000, and he attributed his insolvency to the orders 
wbich Leslie induced him to sign. Mr. R. Tweedie Smith, for the 
trustee, questioned Webber on several points about his dealings with 
Leslie. In answer to one question, Webber denied that he received 
over £6,000 in notes and burnt them. The Registrar granted Mr. 
Tweedie Smith an extension of three months in which to consider 
the numerous proofs, and the examination was adjourned, the debtor 
being taken back to prison. | 

J. W. G. LEATHER.—At the Sheffield Bankruptcy Court on 18th 
inst , it was stated in this case that the receiving order was made on 
8 creditor's petition, and it appears that the bankrupt left some time 
ago, his present whereabouts being unknown. No statement of 
affairs had been lodged, and therefore no particulars could be given, 
and no assets had yet been ascertained. It was stated that the 
furniture had been removed from the house at Totley where 
debtor had been living, and no trace of his movements had yet been 
fonnd. 


Book Notices.—“ Dynamo-Electric Machinery." By S.P. 
Thompson, D.Sc. Seventh edition. Vol. IL, Alternating-Current 
Machinery. London: E. & F. ЇЧ. Spon. 30s. net. 

* Annuaire Pour L'An, 1906" (by the Bureau des Longitudes). 
Paris: Gauthier-Villars. Fr. 1.50. | 

The Central. Vol. 11. No. 7, December, 1905. London: Hon. 
Sec., C. T. C., Old Students’ Association. 1s. 6d. Р 

* Statistics of Public Education in England and Wales, 1903-4-5.” 
Issued by the Board of Education, and published by Wyman and 
Sons. Price 2s. 

„Fortschritte der Electrotechnik.” Part IV., 1904, and Part I., 
1905. Berlin: Julius Springer. 12 and 7 M. respectively. 

The Rhodesia Review. An independent quarterly for settlers and 
shareholders. Edited by Percy Lindley. December. London: 
30, Fleet Street, E.C. * 

Hazll’s Annual, 1906. Edited by W. Palmer, B.A. London: 
Hazell, Watson & Viney. Once more this welcome annual 
is issued. It has now reached its 21st year of publication, and as a 
cyclopredic record of men and topics of the day, which is what it 
claims to be, it can be highly recommended. To say more about 
the work than that it is a valuable work of reference, is not 
necessary, во well are its merits known already. 


Annual Dinners, &e.—The seventh annual supper and 
concert in connection with the Leicester Corporation Tramways 
Employés' Sick: Benefit Society was held last week, Mr. A. Р. 
Lucas (tramways manager) presiding. 

The third annual dinner of the premium apprentices of Messrs. 
Ernest Scott & Mountain, Ltd., Gateshead-on-Tyne, took place on 
12th inst. at the Savoy Restaurant, Newcastle-on-Tyne. The 
works manager, Mr. W. F. Coaker, took the chair, and Mr. G. L. 
Batty the vice-chair, the secretary being Mr. L. Darby. Mr. 
Ernest Scott, who was present for a short time, spoke 
upon the recent crisis in the affairs of the firm upon 
their removing to their present commodious and up-to-date 
works at Gateshead. He expressed his disbelief in the pre- 
sent supposed boom in trade, stating that, in his opinion, in the 
present disturbed state of European affairs any sustained boom was 
impossible. The principal toast of the evening, that of “Тһе 
Firm,” was proposed by Mr. G. L. Batty, and replied to by Mr. 
Норрет, in the unavoidable absence on business of Mr. Mountain. 


Smoke Abatement Awards,—The only silver medal 
the highest award—for mechanical stokers for industrial boilers, 
has, we understand, been accorded to Messrs. ED. Bennis & Co., 
LD., by the Smoke Abatement Society for their mechanical stoker 
and self-cleaning compressed air furnace; also a bronze medal 
for their new chain grate (Bennis-Miller-Bennett patent). 


Dissolutions and Liquidations.— FULLER, MACLEOD 
AND Co., Ltp.—This company has resolved to wind up voluntarily 
with Messrs. Ehrenfest and T. V. Macleod as liquidators. 

CONSOLIDATED ACCESSORIES Co. (Messrs. G. H. Scriven & H. C. 
King, electrical and consulting engineers and dealers in patents), 
Craven House, Kingsway, London.--Partnership dissolved, Mr. 
Scriven retiring. Mr. King attends to debts and continues the 
business under the old style. 

MUSSELBURGH CONSTRUCTION SYNDICATE. Lrp.—This syndicate 
is winding up voluntarily, with Messrs. L. B. Schlesinger and W. B. 
Cownie as liquidators. 


Trade Announcements.—From 18th inst. the editorial 
and business offices of the Engineering Times are removed to 
6, Bouverie Street, Fleet Street, London, Е.С. The paper is now 
under entirely new business and editorial management. 

The B.T.-H. Co., Lrp., Rugby, announce that their offices there 


will be closed from Friday evening, December 22nd, until Wednes- 


day morning, December 27th. 

The works and offices of Ernest Scorr & MOUNTAIN, Lro., will 
be closed from December 22nd to January 3rd for the Christmas 
and New Year holidays. | | 


Steel Chimneys.—Messrs. THOMAS Piccorr & Co., 
makers of pipes and steel structures, have just successfally com- 
pleted two steel chimneys in South Wales, one 175 ft. high and the 
other 125 ft. high, 
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LIGHTING AND POWER NOTES. 


Basford.—The Board of Guardians has been recom- 
mended by the Visiting Committee to put down an E.L. plant at 
the workhouse at an estimated cost of £2,000. It is proposed to 
also utilise electricity for raising water. At present gas costs £257 
per annum, and water £130. | 


Birkdale.—Tbe Electric Supply Co. was summoned 
recently for smoke nuisance, but the Bench said the evidence was 
not sufticieut to justify them in making an order. The case was 
_ dismissed. 

Brighton.—0n the 12th inst. Mr. Н. R. Hooper opened 
a L.G.B. inquiry at the Town Hall into the application of the T.C. 
for sanction to borrow £38,500 for electrical purposes, and £5,909 
for the purchase of the Star Foundry site for the erection of build- 
ings in connection with the electrical undertaking. The inquiry 
lasted over two days, and elicited much information on the status 
of the undertakings, both old and new. | 

At the outset it was stated that a reduction of £2,650 would be 
made on the first amount on account of a large prospective consumer 
not coming on immediately. The balance, £35,850 was made up 
as follows :—900 house services, £10 each, £9,000; new feeder, 
£2,000 ; 1,000 meters, £4 each, £4,000 ; motors for hiring purposes, 
£4,000 ; switchboard and accessories, £1,350, &c. Upon a question 
being put as to what balance of the previous loan remained in 
hand, the inspector was informed that there was about £4,000. 
Stock is purchased out of capital, and owing to the method of 
keeping the accounts the inspector was not able to find out whether 
applications or estimates uader any particular sanction had been 
exceeded. Mr. Hooper criticised the estimates for the house 
services and joint boxes, which were £10 (plus £4 for meter) and 
25s. to 308. respectively. £37,878 has been spent at Brighton 


on meters and terminal boxes, and £1,000 written off, in . 


fourteen years. Mr. Wright as long ago as 1903 recommended 
that £1,400 should be written off on account of obsolete meters, 
but this has not been done. It appears that 5,647 meters have 
been purchased altogether, and that some of them have already 
been scrapped, whilst a debt of £2,500 is still owing under this 
‘head. In regard to the £4,000 asked for meters, the inspector did 
not think the T.C. could obtain any further money when meters 
had been disposed of without sanction, and with a debt still out- 
standing on them. Не advised the paying off of this debt out of 
reserve. 

In regard to street lighting, taking a 10 hours’ day average, and 
the number of units as 979,000 for which £10,000 is paid, this 
works out at about 24d. per unit 32-c. p. lamps cost £9 16s. a year. 

Coming to the question of the Star Foundry site for new offices, 
workshops, &c., the residerit engineer, Mr. Christie, said there was 
no room at the North Road station to allow of extension. He 
explained that the plant at this station would be retained in order 
to take the load during the three darkest months, which would be 
more economical than scrapping the whole of the existing plant at 
North Road, and buying new plant to installat Southwick. For 
nine months in the year the North Road station would be practically 
closed down as a generating station. The inspector pressed Mr. 
Christie to admit that the reason for this was-that there was not 
depreciation enough to ndmit of the Council scrapping the plant. 

Mr. Hooper remarked that it seemed peculiar that, having 
erected one big power station where coal could be got for 13s. 6d., 
the T.C. воша go on producing electricity with coal at 22s. Gd. 

er ton. 
E Mr. Christie replied that the alternative was spending a large 
amount of capitalto install plant at Southwick to cope with the 
"peak" for three months in the year. He did not think this 
alternative would be economy under any circumstances, and it would 
not pay to move the North Road plant to Southwick. 

The North Road station is to be kept up contrary to the original 
scheme, because, at present, it will not pay to move it or scrap it. 

Mr. Wright, in, reply to questions put by the Inspector, stated 
that about £330,000 had been expended on the Southwick station. 
At present there are three sets out of nine installed. The maximum 
load last year was 4,300 Kw. plus 700 kw. for tramways. The 
capacity of North Road is 5,400, Kw. and there is now provided, 
with Southwick, a total capacity of 10,900 kw. Mr. Hooper remarked 
that more plant than double the maximum demand is provided, 
and a building capable of containing machinery cqual to three 
times the present demand. He asked when it was expected that 
the station would be filled up. Mr. Wright admitted that the esti- 
mates had been exceeded by about £70,000: he proposed to supply 
6,000 xw. of new plant at Southwick and remove 4,000 x w. from the 
North Road station. 

The Clerk stated that the net profit, after providing for all 
sinking fund and interest payments, amounted to £43,124. Of this 
gum, £28,800 had gone to depreciation, and £14,244 to the reduction 
of the rates. 

Without going more fully into the details of this inquiry, we are 
inclined to agree to some extent with the Inspector ; evidently 
greater accuracy in dealing with questions of finance is very 
desirable. 

For this short report of the inquiry we are indebted to the Sussex 
Daily News. 

Burslem.—The T.C. lias received from the L.G.B. per- 
mission to raise a loan of £5.500, for the purpose of extending the 
E.L. main to Tunstall. 

Chichester.—The T.C. on Friday passed a resolution in 


favour of transferring the E.L. order to a company formed by Mr. 
Horace Boot, of Tunbridge Wells. > 
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Continental Notes.—GERMANY.—An electricity works 
is to be established at Aschaffenburg. 

ITALY.—Application has been made to the authorities of the 
Province of Sondrio, for a concession to put down plant to utilise 
the water power of the River Bith for generating electrical energy 
for lighting and power purposes at Valtellina. 

La Societa Elettrica per le Piccole Industrie is the name of a 
company which has just been formed in Verona, with a capital of 
£10,000, to supply electrical energy for lighting and power purposes. 

A concession to take 158,000 cb. ft. of water per second from the 
River Lanfro has been granted, to utilise a fall of 470 ft. giving 
theoretically about 8,500 H.P. The concession, however, with the 
whole installation, may be subsequently purchased by the Railway 
Administration on terms determined by them. 

The Municipality of Rovereto possosses water power available to 
the extent of 8,000 н.р., and is desirous of receiving proposals for 
its development from firms interested in such undertakings. 

Russia.—The balance-sheet of La Compagnie Centrale d'Elec- 
tricité, of Moscow, for the last financial year shows a loss of 767,202 
roubles. 


Coventry.—The T.C. on Tuesday adopted а recom- 
mendation of the E.L. Committee that a further sum of £5,000 be 
expended on the purchase of motors to let out on hire, making 
altogether £12,000 for that purpose. 2 


Dolgelley.—The U.D.C. has decided to invite tenders 
from electrical engineers for preparing a preliminary report on the 
establishment of the proposed E.L. works. 


Dundee.—An excellent customer has been lost to the 
Corporation. Messrs. Gourlay Bros. & Co. had intimated their 
willingness to take a supply of energy for their shipbuilding yard, 
but having failed to agree with the Corporation for & supply of 
power, they have now placed orders for generating plant for their 
own use. | 


Edmonton,.—The U.D.C. has instructed its Parliamentary 
agents to draw up a deed of transfer in accordance with the agrec- 
ment with the North Metropolitan Electric Power Co. 


Gellygaer.—The U.D.C. has decided to proceed with the 
application for a prov. order for E.L., and, if the order is grantcd, 
to apply for a loan of £11,000 for carrying out a scheme in con- 
junction with the South Wales Power Co. 


Hanley.—The T.C. has fixed the rate for ordinary free 
wiring at 1s, 6d. per lamp per quarter, for three years. 


Kidderminster.—The R.D.C. has at length consented 
to the application for a prov. order for E. L. by the Kidderminster 
E. L. Co. on condition that the» terms of agreement are similar to 
those existing within the borough. 


Leyton.—The U. D.C. has resolved to apply to the L. G. B. 
for sanction to borrow £21,100 the estimated cost of proposed exten- 
sions to the electric power station. 


London.—Ciry.—The Streets Committee of the Corpora- 
tion has evidently been purturbed by a report that the two com- 
panies supplying energy within its area had come to a working 
ayrcement. However, the Charing Cross Co. has informed the 
Committee, that the report was not inserted in conscquence of any 
communication by that company. Mr. Morton stated that no 
actual amalgamation between the two companies could take place 
without the consént of the City Corporation and the B. of T. Any 
such amalgamation would be of serious consequence to the citizens, 
seeing that the Charing Cross Co. entered the City as a competing 
company. The City Corporation has the right to purchase the 
Charing Cross Со.'в City undertaking at a settled price in the course 
of à few years. 

L.C.C.—4A conference of representatives of Borough Councils sup- 
porting the L.C.C. Electric Supply Bill, held at the Town Hall, Ful- 
hat, affirmed the resolution passed in favour of the L. C. C. obtaining 
powers to supply electricity in bulk, and decided, subject to clauses 
being agreed to, to recommend its respective councils to support 
the Bill, in preference to any introduced by private companics 
during the ensuing Session. А representative from each of the 
boroughs is to be appointed to consider the details of the London 
County Council Bil: and other bulk supply Bills, and to report 
thereon to the conference ata future date. 

It has been resolved to lend £25,000 to the Fulham B.C. for E.L. 
purposes. : 

St. PANCRAS.—A writ has been issued against the B.C. at the 
suit of six persons, owners or tenants of premises in Great College 
Street, adjacent to the electricity works, claiming damages for 
nuisances caused by vibration, dust, noises, smell; amoke, &c., and 
asking for an injunction. The Council's solicitors have been 
instructed to enter an appearance to the writ. А feeder and mains 
are to be laid in Cumberland Market to maintain the pressure of 
supply on the 440-volt system. The estimated cost is £1,517. 

STEPNEY.—The new thoroughfare between Little Tower Hill and 
Great Prescot Street is to be lighted with “ flame" arc lamps 
at an estimated charge of £210. 

ISLIN TON. — The scheme for the extension of arc lighting 
(mentioned in last week's Review) has been referred to a special 
committee consisting of members of the Lighting and Finance 
Committees. 

ASSESSMENT AND VALUATION.—In accordance with the quin- 
quennial valuation, the assessment of the Metropolitan Electric 
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Supply, Co. in Paddington has been increased by £11,976, the 
Cen London Railway by £1,370, and the National Telephone 
Co. by £203. The new assessments of electric mains and generating 
stations in the metropolitan boroughs, where the municipal 
authorities are the undertakers, are given as follows :—Bermondsey 
rateable value £1,796, Fulham £2,432, Hackney £3,430, Hammer- 
smith £6,500, Hampstead £13,000, Islington £4,666, Poplar £3,760, 
St. Pancras £6,621, Shoreditch £4,628, Stepney £4,233, Woolwich 
£2,620. These figures have come before the Paddington B.C., and 
а motion was carried to bring the matter before the L.C.C. with a 
view to these assessments being made in accordance with the real 
values. 

WESTMINSTER.—The Works Committee having complained that 
some of the arc lamps lighted under contract by the St. James 
and Pall Mall Electrical Lighting Co., are still under the agreed 


standard illumination, the company has pointed out that the work 


of altering the lamps ів not yet complete. 
penalty will be enforced. 

MaRYLEBONE.—The question of the extensions outlined in our 
issue of the 8th inst., has been under consideration, and it has been 
decided to report on the whole question of expenditure on the E.L. 
undertaking. Of the £433,800 sanctioned, £340,405 (being the 
total amount sanctioned for 42 years) has now been taken up. The 
B.C. has still borrowing powers for £48,545 for alterations of works 
and mains, &c., repayable in 38 years, and £44,850 for meters, &c., 
repayable in 10 years.. In view of tbe rapid completion of the 
works it will be necessary very shortly to obtain these sums. 

SHOREDITCH.—Half the cost of opposing the Administrative Bill 
last session is to be charged to the electricity undertaking, and the 
other half to the general rate account. The result of the quin- 
quennial valuation which has just been concluded, is to reduce the 
assessments of railway, tramway and gas companies by £11,000. 
The reductions in the railways and tramways is stated to be due to 
the competition of the new electric railways, while the decreased 
assessment of the gas company was chiefly due to the success of 
the municipal electricity undertaking, the assessment of which has 
been substantially increased. 


Meanwhile the contract 


BERMONDSEY.—The load on the B.C. plant has considerably: 


increased since March last; the Surrey Commercial Dock Co. 
and Messrs. Peek, Frean & Co. are now consumers; 19,225 private 
lamps have been connected up during the past nine months, the 
total now being 58,359 8-с.Р. 

From the Standard we learn that on December 19th the auditor 
of the L.G.B. attended to audit the accounts of the E.L. Committce 
for the year ended March 31st, 1905, and criticism was offered by 
the Bermondsey Municipal Association. It was pointed out that 
the accounts showed a surplus of £1,000. This profit, the association 
contended, was a fictitious one, brought about by charging to 
other accounts expenses which really ought to be borne by the E.L. 
undertaking. They pointed out that the sale of energy to private 
consumers resulted in a loss of £308. The declared profit of £1,000 
is arrived at as follows:—During the year 387,480 units were 
generated for municipal purposes at a cost of £3,592, while the 
ratepayers paid £5,039 for it—i.c., lighting municipal institutions, 
£1,536; public lighting, £3,506. Deducting the loss on sale to 
private consumers of £308, and other items amounting to £140, the 
profit of £1,000 is left. As regards the destructor, working in con- 
junction with the E.L, undertaking, the cost of working, &c., for 
the year was £5,675. The revenue, including £500 credited for 
steam supply to the electrical plant, amounted in all to £887. The 
cost of destroying the refuse was £4,788. Some 13,027 tons of 
refuse were dealt with, which, if carried away by barges in the old 
way, would have cost £1,302. The loss for the year was, therefore, 
£3,486, the cost per ton being 7s. 4d. The assistant engineer was 
called to give evidence, and said that the destructor was not 
earning by any means the £500 credited to it. 


Louth.—The T.C. has asked the L.G.B. to receive a 
deputation with reference to the recent refusal to grant a loan for 
E.L. purposes. The Council had applied to the B. of T. for an 
extension of time for carrying out the E.L. order, but the Board 
raised the objection that the L.G.B. had refused the loan—hence 
the present action of the Council. 


Luton.—The T.C. has reduced the price of energy for 
lighting to 6d. per unit forthe first 70 hours of the maximum 
demand per quarter, and 2d. afterwards, or a uniform rate of 4d.; 
for power to 2d. for the first 1,000 units per quarter, 14d. for the 
second 1,000, and 1d. beyond. 


Partick.—From the burgh electrical engineer we have 
received a copy of a neat little pamphlet which the Electricity 
Department has issued on “ Electricity in the Home.” The merits 
of electricity for lighting and heating purposes are concisely 
stated, and should be interesting to the ratepayers in the burgh. 


Portslade, Southwick and Shoreham,—Difficulties 
have arisen with regard to the E.L. scheme projected by the 
Portslade, Southwick and Shoreham U.D.C.’s. It was intended 
that the Councils should obtain a prov. order, and lease it to 
Brighton Corporation. The Brighton Corporation has been advised 
that it should obtain the order. The price at which energy is to be 
supplied by Brighton has not yet been decided, and the prov. 


order will not be applied for in the ensuing Parliamentary 
sersion. 


Portsmouth. — Тһе T. C. has decided to install at once а 
reserve plant at the electricity works, and to obtain a further 


16 double-decked tramears, at au estimated cost of 429, 800; appli- 
cation for a loan of this amount has been made to the B. of T. 


* 


Southampton.— The L. G. B. has forwarded to the T.C. 
sanction for a loan of £6,291 for E. L. purposes. Of this amount, 
£4,744 represents excess expenditure. 


Swanage.— Mr. H. B. Renwick attended a meeting of 
the U. D. C. on behalf of the Bournemouth and Poole Electricity 
Supply Co. on Friday last, in order to meet the expert appointed 
by the Council, апа after a lengthy discussion, a resolution was 


passed consenting to the company's application, and approving the 
draft prov. order submitted. 


South Africa.—Care ToWN.— On the recommendation 
of its electrical engineer and Electricity Committee, the T. C. has 
decided to reduce the price of energy for lighting and power. 
The cost of production during 1904 was 8:214. per unit, and for 
1905, up to September 30th, 6:574. per unit. The reduction to be 
made in the lighting charges is to equal the saving effected during 
the current year, and at the same time cover the profit at present 
made and placed to the credit of the rates. The revenue accrued 
to September 30th from the sale of energy amounted to £37,974, 
the nunrber of units sold being 1,110,498, giving an average price of 
8:2d., the prices charged varying from 1s. to 8d. for night supply to 
half that rate for day lighting. The charges now brought into 
effect are 10d. to 8d, and 5d. to 4d., sliding scale, for night and day 
consumption respectively. А flat rate of 3d. for power has also 
been adopted, instead of from 5d. to 4d., lift motors being supplied 
with a time switch operating from 6 p.m. to midnight. The charge 
for street lighting has been reduced from 74d. per unit to the bare 
cost of generation, effecting an annual reduction of £2,433 under 
this head. 

KrIMBEBLEY.— The T.C. has asked the De Beers Co. to give some 
definite information as to when the installation of the street 
lighting might be effected. 

CAPE PERINSULA.—It is expected that electric light will soon be 
extended to the southern suburbs. The Cape Peninsula Lighting 
Co. express their willingness to lay down supply cables and install 
electric light into private fresidences in return for repayment by 
monthly instalmente extending over one or two years. 

EMBABAAN.—A new electric hoist and pumping gear has been 
erected at the Forbes Main Reef. Energy is generated by two 
dynamos in parallel, driven by a turbine, through belting, the 
water being derived from the Mhlotshen's stream under a head of 
127 ft., through 12-in. diameter pipes; the length of the trans- 
mission line being one mile. 

PnaETORIA.— Through some telephone wires, which were being 
repaired in Market Street, coming in contact with the electric light 
wires, a couple of mules were recently electrocuted. 

JoHANNESBURG.—Mr. Dawbarn, in a report to the T.C., stated 
recently that good progress was being made with the erection of the 
new generating station. "The p.c. supply, which has been in opera- 
tion since March last, has not been interrupted, and motors aggre- 
gating some hundreds of horse-power, are now connected to the 
underground mains. From 85 to 90 per cent. of the underground 
mains have been laid. The temporary generating station at 
Bertramstown has recently becn extended by putting down some of 
the discarded sets from the old works, and is serving the districts 
of Troyeville and Beznidenhout Valley. 


Sunderland.—At the T.C. meeting on the 18th inst. 


the Electricity and Lighting Committee proposed that а second 


complete auxiliary motor-generator and transformer set be obtained 
from the British Westinghouse Co. at а cost of £475; also that the 
buildings and plant at Hylton Road station be extended at an esti- 
mated cost of £18,000, and that the Finance Committee be directed 
to obtain the sanction of the L.G.B. to the borrowing of thi: 
amount. Alderman Bruce said that four new boilers were required 
at Hylton Road. At present there were 20 altogether—12 at 
Dunning Street and eight at Hylton Road. At the former works 11 
out of the 12 were in constant use, and at the latter all the eight were 
constantly working. One of the engine and shipbuilding works had 
applied for 800,000 units, but was actually taking over а million. 
Another estimated 250,000 units, and was taking 350,000; and since 
the last engines were installed, the Committee had agreed to 
supply Sir James Laing & Sons' yard for 10 years, the River Wear 
Commissioners had extended their demand to 400 E. p., and the 
Scotia Engine Works had also come on. The output had increased 
during the last three years by one million units each year. They 
were negotiating with other firms with a view to supplying them. 
The report was carried. 


Truro.—The T.C. has appointed a committee to meet the 
directors of the Gas Co., which intends applying fora prov. order 
for E.L. purposes. As a precautionary measure the Council has 
decided to oppose the application, anda similar one by the National 
Provincial Electricity Corporation, Ltd. 


Warrington.—T!:e borough electrical engineer, Mr. 
F. V. L. Mathias, informs us that his Committee has decided to 
introduce an optional scale of charges for power purposes, based on 
the load-factor of the plant installed. The scale of charges is 
as follows, with intermediate values worked out proportionally :— 


Load factor Charge Load factor Charge 
per cent. per unit. per cent per unit 
10 Ex is 10d. 70 T id ‘ва. 
50 Кя ЯЕ 91d. 80 on ks 76d. 


This scale is based on the present price of coal, and is linble to 
revision. Consumers also have the option of the rate now in opera- 
tion, ir., 2d. for the first 3,000 units per quarter, and 1d. afterwards ; 
they must pay the cost of bringing the new scale into operation 
in the way of alteration of connections, rent of meters, &. It js 
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contem to put the new charges in force at onoe, and there 
is no bt that they will be much appreciated by the large 
number of manufacturers in the town. P US 


Whitehaven. — The Lowea Engineering Co. has 
approached the R.D.C. with reference to lighting the parish of 
Parton by electricity. The company contemplates extending the 
plant at the works and desires to supply energy for lighting. The 
matter has been referred to а committee. 


Yarmouth.—4A showroom and office for the display of 
electrical appliances for heating and lighting and for inquiries, is 
to be opened by the T.C. 


TRAMWAY AND RAILWAY NOTES. 


Ardrossan.—The Ayrshire С.С. has decided to petition 
against,the proposed tramway order unlessasatisfactory agreement 
is come to with the promoters in regard to wayleave. 


. Greenock.—The Tramway Co. has -decided to pui а 


number of new single-truck cars in service. 


Belfast.—At the weekly meeting of the Tramways Com- 
mittee on Monday last, it was stated that the total cost of the recon- 
struction of the tramways system and its electrification was esti- 
mated at £1,050,000, exclusive of some £70,000 spent six years ago 
in extending the line on several roads with a view to the present 
change. 


Bury.—The annual report of the Bury Corporation tram- 
ways shows that the revenue for the year was £19,544, and the 
working expenses £11,041. There was a net balance of £510. The 
number of passengers carried was 4,065,455; the average revenue 
per car-mile 9°21d.; average working expenses per car-mile, in- 
cluding power cost, 5:204. Since the complete system had been 
working the average number of passengers carried per week had 
been 96,448, and an average of 8,805 workpeople per week had 
been carried at half fare. 


Huddersfield.—O wing to alleged grievances not having 
received attention, the tramway men in the employ of the Corpo- 
ration declined to commence work on Tuesday morning until an 
assurance had been given that various matters in dispute should be 
investigated. Asa result no cars were running before eight o'clock, 


and considerable inconvenience was caused. The men allege that . 


unreasonable suspensions and arbitrary dismissals are their main 
grievances, and they also complain of not being allowed to use the 
magnetic brake when the rails are in an unfavourable state for the 
hand-brake to be used. The Tramways Committee met on Tuesday 
and decided to invite representatives of the men's union to meet 
them with a view to a settlement at an early date of all the ques- 
tions now at issue. The Committee also decided to allow the 
drivers to use the magnetic brake anywhere on a greasy rail at 
their discretion. 

In regard to the scheme of the National Electric Construction 


Co., Ltd., to connect by tramway Halifax and Huddersfield, the 


General Purposes Committee has decided that, subject to the 
approval of the B. of T. and all other necessary authorities being 
obtained, and upon the company entering into an agreement, the 
Corporation will grant running powers to the promoters. 


Jarrow-on-Tyne,—Last week the T.C. resolved to send 
a deputation to the B. of T. to oppose an application of the B.E.T. 
Co., which is seeking an extension of time for the completion of the 
local tramways. 


London.—Loxpon County Сосхсп.— The Highways 
Committee brought forward on Tuesday a report in regard to the 
erection of the second portion of the generating station at 
Greenwich. It was cstimated that the buildings, the foundations 
for which were commenced last August, would be completed in 
24 years from that time. The cost of the buildings was computed 
at £186,000, and that of the plant and equipment at £250,500. 
These estimates provided for the installation of fourturbo-generators, 
each of 5,000-kw. capacity. The Council approved of the proposed 
expenditure. a 

It was stated by the Highways Committee that, owing to the 
limited number of cars which would be available for a time, it 
would only be possible to run a four-minute service of cars in the 
first instance on the Strand-Angel tramway route, which was about 
to be opened, and later on a two-minute service; but the one- 
minute service would not be introduced in the current financial 
year. On that basis the working expenditure to March 91st, 1906, 
would be about £3,560, as against estimated receipts of £5,255. 
It was agreed to sanction the expenditure. 

The traffic receipts for the first three months' working are 
estimated at 1s. per car-mile, and the working expenses at 8:19d. 
per car-mile, but when the full service is working it is estimated 
that the working expenses will be reduced to 64d. per car-mile. 
The surplus on working will not suffice to cover debt charges at the 
commencement of the service. 

The Highways Committee asked the Council conditionally to 
consent to the introduction of а Bill by the Middlesex County 
Council to authorise the construction of tramways in London to 
join the proposed L.C.C. tramways from the Marble Arch and 
Netherwood Street, Kilburn, at the latter place onwards to High 
Road, Kilburn, and to Cricklewood. 


Kilmarnock,—<As the result of the first year's working 
of the tramways, the drawings amounted to £8,543, while the work- 
ing costs were £6,200, and after allowing £2,300 for interest on 
M and expenses of opposition to the order, the net profit was 

42. ] 


Manchester.—The recent experiment of the Manchester 
Corporation on an “inner circle" of tramcars was an unfortunate 
failure. From the first the public did not seem to appreciate it. 
It is now announced that, during the few weeks the cars were on 
the route, they did not earn 25 per cent. of the cost of running them. 


Provisional Orders (Scottish).—Amongst the appli- 
cations for provisional orders lodged at the Scottish Office this week 
were the following :—Ardrossan, Saltcoats and District Tramways ; 
Dumbartonshire Tramways; Dunfermline and District Tramways; 
Falkirk and District Tramways (Extension). 


Radcliffe, —The B. of T. has approved of the U. D. C. 
leasing the tramways to Bury T.C. 


Rochdale.—The Tramways Committee has appointed a 
sub-committee with power to settle the matter of the agreement 
between the Rochdale and Heywood Town Councils. When the 
agreement is signed Rochdale will have running powers to 
Heywood. The B. of T. inspector has passed the Rochdale section 
of the Heywood tramways, and it is now possible to travel by car 
from Rochdale to Liverpool. Through connection from Livérpool 
to Halifax will shortly be obtained. 


Sedgley.—At a meeting of the U.D.C. last week the 
Tramways Committee reported in respect to the existing agree- 
ment between the Council and the British Electric Traction Co. and 
the company's obligations to the Council, that the Committee was 
unwilling for the agreement to continue for a longer period than to 
March 3rd, 1924. Р 


South Africa.—.JoHANNESBURG.—Several miles of track 
have now been laid and the main car-shed, it is hoped, will be com- 
pleted in the course of a week or so. Forty cars have arrived. 

Spain.—The Sociedad de Tranvias de Malaga has secured 
а concession to construct and work an electric tramway in the town 
of Malaga. 


Wolverhampton and Dudley. — Another advance 


towards intercommunication between these two towns was made 


last week, when at the meeting of the Sedgley U.D.C., the Tram- 


ways Committee reported that there had been submitted to it the 
draft of а proposed agreement between the Corporation of Wolver- 
hampton and the Wolverhampton District Tramways, Ltd., the 
Sedgley District Council, and others for intercommunication 
between the tramways of the Corporation and the company between 
Dudley and Wolverhampton, and Bilston and Wolverhampton. 


TELEGRAPH AND TELEPHONE NOTES. 


Glasgow.—A very serious interruption of the tele- 
phone system of the National Telephone Co. in Glasgow 
was caused on Saturday evening last, by an outbreak of fire 
in the test-room of the Royal Exchange. The fire was overcome 
in the space of half an hour, but not before the cables were 
destroyed and 3,000 subscribers cut off, in addition to all trunk 
wires running into the Exchange. The cause of the outbreak is 
unknown. The switch-room adjoining, where from 12 to 20 girls 
were employed atthe time, was saved. The Royal is the most 
important exchange of the system in Glasgow, and the fire caused 
a complete dislocation of the service. Immediately after the flames 
had been subdued, Mr. F. Douglas Watson, the Scottish superin- 
dent, and Mr. W. A. Valentine, district manager, communicated 
with all the leading centres for assistance, and by Sunday afternoon 
the work of erecting a new test-room had begun. Before the week 
is out it is expected that the Exchange will be in full swing again. 
The disorganisation of the service was seriously felt in commercial 
circles of the City. Though only the “ Royal” was unworkable, 
the other exchanges were seriously handicapped in that no com- 
munication could be had with the main exchange. The damage by 
fire was estimated at 8,000: 


Italy.—The following Italian trunk telephone lines are 
to be inaugurated during the current month :—Verona-Vicenza- 
Ridova, Milano-Brecia, Napoli-Salerno, Pavia-Novara. 


Russia.—4A St. Petersburg telegram to the Morning Post 
states that direct railway communication with St. Petersburg is 
interrupted, the rails having been torn up and all the telegraph 
wires cut. It was ordered that any postal or telegraphic employé - 
not having resumed work on 14th inst. should be dismissed. 
Telegraph wires in many places throughout the country have been 
destroyed by strikers. : 

At Konigsberg, on December 18th, it was officially notified that 
telegraphic communication with Russia was resumed on all the 
wires. 


The Telegraph Cable Export Trade.—We have 
frequently commented on the fluctuating character of the export 
trade of this country in telegraph cables and apparatus connected 
therewith. This fluctuation is well shown by the November returns, 
which show a total of no less than £338,964, which compared with 
only £24,842 in October last and £96,091 in November, 1904.g For 
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the 11 months ending with November, the aggregate shipments 
attained a value of £1,522,751, as contrasted with only £791,799 in 
the corresponding period of 1904. 


Telegraphic Interruptions and Repairs :— 


CABLES. INTERRUPTED. REPAIRED, 
Trinidad-Demerara (чо, 9 РЕ ae s . Aug. 26, 1901 .. - 
Dominica-Martinique s v аа .. May", 1902.. PE 
St. Lucia-Martinique ss © vs .. May 7, 1902.. ө 
Reisse-Ieea (Yemen) Camaran és ae - Oct. 99, 1902 .. ae 
Tarifa-Tangier .. vi ee .. Jan. 18, 1904.. ee 
Cayenne-Pinheiro “ "e we Aug. 18, 1902 .. ae 


Viadivostock-Nagasaki ee ee Е b 
Closed {роз Arthor-Ohifa ..  .. 4. 


Jamaica-Colon ee Фа ee ee ee ГЕЈ Jan. 5, 1906 .. А ee 
Cadis-Tenerif ee ee oe. . ә ee July 20, 1906 ee oe 
Puerto Plata- Martinique э m m .. Oct. 30, 1905 és 
Ponce-84. Croix .. d к» a M Dec. 18, 1905 Dec. 18 
B. Juan-St. Thomas " ex v Dec. 13, 1905 Dec. 18 
LANDLINES. | 
Puerto-Barrios .. T са is ive . Aug. 98, 1902.. * 
Kertch-Soutehoum t. 97, 1904 .. - 


Communication with Brazil via Galveston’ - . Бері 18, 1906.. АА 


Wireless Telegraphy.—The Mexican Government has 
decided in favour of the Telefunken“ system, and has placed 
with the Allgemeine Elektricitiits Gesellschaft, Berlin, an order to 
install stations for the establishment of wireless communication 
between Mazatlan (Simaloa) and San Jose del Cabo, the distance 
between these points being about 325 kilometres. At the request 
of the Government, the stations in question will be arranged for 
different wave lengthe, 88 they are designed not only for intercom- 
munication with each other but also with moving ships. 
telegraph stations were installed on the “ Telefunken” system in 
Rosalia and Guaymas in 1902, avd since that time the Mexican 
Government has practically tested the system and trained a staff of 
operators, and the erection of a large number of stations on this 
system is therefore confidently expected by the company. 

AustRia.—Experiments are being conducted at Fiume, in 
Austria, with wireless telegraphy. The transmission towers are being 
put up, to a height of 35 metres. Communication will be 
established with the lightship Elore, and subsequently with the 
islands of Cherso and Ancona. 
provided at a pressure of 2,000 volts. 

Ітлгт. 1+ is announced from Milan that a Bill will shortly be 
introduced in the Senate to authorise the Post and Telegraph 
Ministry to establish a “ network" of wireless telegraphy, which is 
to afford communication between all the large towns in Sicily and 
Sardinia on the one hand, and those in the Italian part of the 
European Continent on the other. The Bill will not indicate the 
particular &ystem to be employed for the purpose, but a decision on 
the question will be referred to a committee of experts and elec- 
trical engineers under tbe presidency of Prof. Blaserna, а member 
of the Senate. It is calculated that the expenditure likely to be 
incurred in the execution of the work will amount to £80,000. 


CONTRACTS OPEN AND CLOSED. 


ME |. OPEN. 
Austria.—The City Council of Kepfenberg has voted the 
sum of £12,000 for the installation of electricity works. 


Croydon.—January 9th. The Guardians are inviting 
tenders for electric fire alarms at the Infirmary. Specifications, &c., 
from Mr. Henry Berney, architect, 104, беже Street, Croydon 
(deposit, £3 3s.). 


Grimsby.—January 5th. 500-Kw. engine and dynamo, 
boiler, switchboard, and otber plant and cables for Corporation 
electricity department. See Official Notices " December 8th. 


Islington.—January Ist. Suggestions for purification 
of water are invited by the B.C. electricity department. See 
„Official Notices December 8th. 


Kroonstad (8.A.).— The M.C, invites tenders for the 


supply of certain electrical machinery for the municipal generating 
station. 


Launceston (Tas.).—Janvary 15th. 
{тїс meters; maximum demand indicators ; 
See '' Official Notices " November 17th. 


Marylebone.—. January 10th. 
also stores, for the Borough Council. 
to-day. 


Plymouth.—December 231d. Coal discharging and 


conveying apparatus for the Corporation electricity department. 
see " Official Notices" December 8th. 


500 or more eleo- 
for the Corporation. 


House service fuse boxes, 
See two Official Notices 


Pontypridd.— January 1st. 
U. D.C. See Official Notices " to-day. 


Cable conduits for the 


Pontypridd.—January 15th. Eight double-deck tram- 
cars for the U. D С. See " Official Notices " to-day. 


Wireless 


The necessary current is being 


St. Pancras.—J anuary 9th. Arc lamps, columns and 
cradles for the B.C. See Official Notices ” to-day. 


Southend-on-Sea.—January 25th. One 500-Kw. stcam 
dynamo for the Corporation. See “ Official Notices " to-day. 


Spain.—January 30th. The Spanish Ministry of Public 
Works in Madrid, is inviting tenders until January 30th for the 
concession for the ‘construction and working of an electric tramway 
between Santander and Astillero. Particulars may be obtained 


from, and tenders are to be sent to, La Direccion General de Obras 


Publicas, Madrid. 


Spain.—The municipal authorities of Andvain (Guipuzcoa 
province) have just invited tenders for the supply and erection of 
the plant required for the utilisation of the water-power of the 
River Argarate-erreca, in the generation of electrical energy for 
clectric lighting purposes in the town. 


Tyrol.—The municipality of Tels is proposing to con- 
struct electricity works. 


CLOSED. 


Ashton-under-Lyne.—The T.C. has accepted the tender 
‘of the Harris Patent Feed Water Filter, Ltd., Manchester, for the 
supply of a Harris-Anderson water purifier for the electricity 
works, and that of Messrs. Matber & Platt for a tank for the well 
pumping plant. 

Burslem.—The T.C. has accepted the tender of Mr. 


E. N. Evans for wiring St. John’s Market for the clectric light, at 
£104 17s. 


London, — PorLAR.— The B.C. has accepted Messrs. 
Geipel & Lange's tender for provision of plant for the manufacture 
of disinfectant from salt water by electrolysis, at £325. 


Sr!Panoras.—The B.C. received the following tenders for elec- 
tric light cables :— yo 


ELECTRIC LIGHT CABLES. 


Lahmeyer Electrical Co. аера) £2,279 13 7 
Western Electric Co. 2,557 16 8 
British Insulated and Helsby Cables, Ltd. 2,576 0 0 
Callender's Cable and Construction Co. * 2,600 8 2 
W. T. Henley's Telegraph Works Co. = Ар 2,616 4 8 
Siemens Bros. & Со. : . = es 2,621 19 8 
F. A. Glover & Co. st T "M ba T 2,624 7 3 
The Electrical Co. 288 925 E ы 9,665 13 4 
Johnson & Phillips, Ltd. à in 23 E 2.684 18 7 
St. Helens Cable Co. wa 2x Ny - 2,702 18 3 
Two TEST PANELS. 
E. F. Moy, Ltd. i $i 2n (Aece ned? £88 0 0 each 
J. Pitkin & Son .. „„ “es ij 56 5 6 „, 
Electrical Co. .. $4 Ex Я . 80 0 , 
THREE ЗИЯ Bodine. е 

Е. Е. Moy, Ltd. (accepted) £89 5 0 each 
Veritys, td. Ў э» ee - .. 89 15 7 „ 
Northcote, Heaver & Co. ii - $4 .. 92 0 0 „ 
Dorman & Smith : .. 88 00 „ 
British Westinghouse Manufacturing Co. .. 1600 „, 
Edison & Swan United Electric Light Co. 11912 0 „ 
British Thomson-Houston Co. 132 0 0 „ 
Electric & Ordnance Accessories Co. 175 0 0 „, 


Коса LiQvuiD CONTROLLING RESISTANCES, 
Dorman & Smith bs (accepted) £810 O each 
Northcote, Heaver & Co. 9 0 0 
British Westinghouse Elec. Manufacturing Co. 18 00 „ 
E. F. Moy 200 „. 
Electrie È Ordnance Accessories Co. 50 0 0 ,, 
i The General Purposes Committee of the B. C. bave 
received the following tenders for putting in fittings, &c., to light 
the Town Hall :— 


Gas Light and Coke Co. - v ae .. 4 £998 10 0 
Metropolitan Electric Bupply Co. (Recommended) 636 0 0 


MABYLEBONE.—The B.C. has received the following tenders :— 
STORAGE BATTERIES FOR NoRTM STREET AND RATHBONE Р1АСЕ SunB-.BSTATIONS. 


Hart Accumulator Co. .. £28,490 
Accumulator Industries Co, .. 25,400 
Tudor Accumulator Co. 22,146 
D.P. Battery Co.. 18,135 
Chloride Electrical Storage Co. 16,988 
A.B.P. Accumulator Co. i Ww 925 i 16,704 
Electrical Power Storage Co. ` (Provisionally accepted) 14,918 


THREF Moron-GrENERATORS FOR MIDDLESEX HOSPITAL. 
Siemens Bros. & Co. ds s "" «s . . £789 7 9 
Electrical Construction Co. (Provisionally accepted) 769 0 O 
Lonpon County CocNwocir. — The Highways Committee have 
received tenders as follows from selected firms for the steelwork 
required in connection with the erection of tlie second portion of 
the power station at Greenwich :— 


E. C. & J. Keay (Recommended) ` £46,490 
Clayton Son & Co. .. ae Mg Че ae 47,726 
J. Westwood & Co. 49,461 
Braithwaite & Kirk .. as se € as 50,215 
Thames Ironworks Со, " Ds vs we 53,199 
Redpath, Brown & co. PET саз ,060 
Head, W rightson & Со. 25 oi EM 54,918 
J. Butler & Co.’s Trustees , ; $us 57,997 


| Architect's estimate, ‚ £48, 180. 
The following tenders have been received for the reconstruction 
of the tramways in Vauxhall Bridge Road :-— 


J. Mowlem & Co. 

Dick, Kerr & Co. 2 кз s 

J. G. White & Co. „а ee ee LI 
Engincer's estimate, £19,070. 
(Uentsnusd on page 1019. ' 


(Recommended) 290,973 
Ж - 21,448 
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THE FALKIRK TRAMWAYS. 


THE town of Falkirk is situated near the eastern end of the 
Firth of Forth, about equidistant from Edinburgh and 
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Fio. 1.—DiAGRAM or TBAMWAYRROUTES. 


Glasgow, in the 
County of Stirling ; 
it lies in the midst 
of a busy manufac- 
turing centre, which 
is the home of, 
among others, the 
famous Carron Co. 
This fact promises 
well for the pros- 
pects of the Scottish 
Central Electrical 
Power Co., from whose 
new generating station 
at Bonnybridge, power 
for the tramways is 
supplied. The line 
will eventually provide 
communication be- 
tween Falkirk and such 


м 


Fic. 3.—TAR BarxsFORD SWING-BRIDGE: CLOSED. 


neighbouring towns as Larbert, Stenhousemuir, Camelon, 
Carron and Grangemouth. 

One factor which probably had much effect in postponing 
the commencement of the system, was that it was essential for 
any useful route to cross both the Hiver Carron and the 
Forth and Clyde Canal at two points on each. Of the 
four road bridges originally existing, only one could be 
regarded as fit for tramway traffic without alterations so 
extensive as to amount to rebuilding, and difficulties becume 
obvious, it being evidently necessary for a three-cornered 
arrangement to be made between the three interested parties, 
viz., the Tramway Co., the Local Authorities, and the Cale- 
donian Railway, as owners of the canal. Eventually, it was 
arranged that the local authorities should rebuild one of the 
stone bridges over the river (the cost being borne partly by the 
local authorities and partly by the Tramway Co.), and that 
Messrs. Bruce Peebles should construct and erect new swing 


Fic. 2.—THE BaInsFoRD SwiNG-BRIDGE ; ОРЕМ, 


bridges over the canal, 
the above-mentioned 
firm being the con- 
tractors for the entire 
scheme. | 
Ав will be seen from 
the map, fig. 1, the 
route of the tramways 
is a circular one, com- 
prising in all some 7 
miles of track, and an 
extension is proposed to 
the busy shipping town 
of Grangemouth — a 
new line which would 
undoubtedly add 
greatly to the traffic 
receipts. | 
The construction of 
the track was sublet by 
Е 
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Messrs. Bruce Peebles to Messrs. J. G. White & Co. The gauge 
is 4 ft., the rails (which weigh 90 lb. per yard and conform 
to the British Standard No. 1 section and specification) 
are laid in 45-ft. lengths, on a 6-in. bed of 6 to 1 
concrete. The points, crossings and special work are all 
of Hadfield’s manganese steel, the length of the points being 
8 ft. 6 in., and the radius of the sharpest curves 48 ft. The 


necessary at certain pointe, are earthed at every fifth pole. 
The trolley wire is as usual divided into 4-mile sections, the 
section boxes containing the usual switch and fuse 
equipment. | 

The car-shed is situated between Larbert and Camelon, it 
has six tracks and at present accommodates 18 cars, though 
there is room for more. The usual inspection pits are pro- 


Fic. 4.—ViEW OF A STANDARD САВ. 


gradients are on the whole not severe, though they occur at 
frequent points, the worst being a length of 300 ft. of 1 in 
15:5. The track is paved throughout with Whinstone 
setts ; its construction generally follows standard tramway 
practice for a moderately dense service. 

The overhead construction is of the bracket-arm type on 
all sections, with the exception of about + mile of span wire 


HET 


Fic. 5.— THE Car-SHEDS. 


vided beneath four of the tracks, and there are also, separate. 
paint and repair shops, offices, &c. "The. sub-station, from 
which the system is supplied, adjoins the car-shed. 

т ~ А 

The 18 cars are of the single truck double-deck type: 
without roof covers; one is seen in fig. 4. The electrical 
equipment was supplied by Messrs. Bruce Peebles & Co., 
Ltd., and includes their most recent type of motors and 


Fic. 6.—THE INTERIOR OF THE SUB-STATION, SHOWING THE PEEBLES-LA Cour Moron CONVERTERS. 


supported in part by poles and in part by rosettes; there is 
no centre pole construction. ‘The side poles which are in 
four weights, stand 24 ft. high from the ground, the length 
of bracket arm varying from 8 to 16 ft. 

The trolley wire is of copper, 4/0 section, suspended in 
flexible bow springs. The ears are of the ordinary grooved 
type, and Nicholson’s patent mechanical and trailing 
frogs are used at the points and crossing, Guard wires, 


The motors as usual have cast-steel cases, 
divided horizontally. The armatures are of standard 
ventilated construction. The brushes are held in box 
type holders, and а positive means of adjustment is 
provided. The bearing housings are separate castings, 
and are not included in either upper or lower field frame, 
an arrangement pioneered by Messrs. Bruce Peebles, which 
is found most convenient in the car-shed. The lubrication 


controllers. 
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of the armature bearings also signálises a departure from pover being transmitted to the bridge by means of а wire 
old-fashioned practice, being of the oil-ring type, the ring rope running over guide pulleys. Ава stand-by, in case of 
being of special form, and a check being fitted (above it to necessity, the motor can be thrown out of gear and the winch 


on 
"T" | [OMIM ьалаа 
— L| d 
BERLIN i 
S к= Ж 
Ж NEM ˖—— 


— — : oo 


operated by hand. 
he bridges turn on 


— FALKRK & DISTRICT ELECTRIC TRAMWAYS — a circular roller path, 
S — ana ооо ә being pulled round 
i — S by the wire горе, 
| а 32 They can be opened or 
—— han —— closed completely, in 

4 40 secs. 


ЕЕЕ The arrangements 


| for the overhead elec- 
trical equipment are 

| clearly shown on the 

e x а | accompanying diagram 
(fig. 7), from which 

it will be seen that the 
trolley wire is divided 
into three sections— 
viz., two lengths of 100 
yards on either side, 


Fic. 7,—DiuGRAM OF ELECTRICAL CONNECTIONS OF THE BaINSFORD AND CAMELON SwING BRIDGES. and the short length 


оп the bridge. These 


prevent violent ‘chattering when passing over points, &c. sections are independently fed from the switchboard in the 


Ordinary pad lubrication is used for the axle bearings. 


The motor house. Four poles are erected on the bridge, two at 


motors are rated at 30 H.P., and the efficiency with gears, each end, while corresponding poles are fixed on the bank. 
exceeds 80 per cent. at all loads between one-third load and These poles support girders, as shown in the illustration, 


25 per cent. over- 
load. | 

The controllers 
are of the magnetic 
blow-out type, hav- 
ing four series, four 
parallel and six 
brake notches, 
arranged for series- 
parallel control. 
Hand and rheo- 
static brakes are 
fitted to all cars, 
track brakes not 
being’ necessary 
in view of the 
easy gradients. 
The lifeguards 
are of Hudson- 
Bowring make, 
and the trolley- 


which take Ше 
place of the 
ordinary span wire, 
and also serve to 
support the me- 
chanical device, 
J, for aligning 
the overhead. line. 
The trolley wire 
is run back a dis- 
tance of about 
50 yards from the 
bank as single wire, 
and then branches 
off into double line 
at the frogs marked 
x, and ху. 

Section insulators, 
капа в, are placed 
beyond the frogs 
100 yards on either 


heads of the swivel- Fig. 8.— Tun CANAL BRIDGE AT CAMEL ON: OPEN. ` o. Bide of the bridge, 


ling type. 


thus ‘isolating the 


The power supply for the tramways is obtained from the total length of line between S and t. The three lengths of 
Bonnybridge Station of the Scottish Central Electric Power пе thus isolated from the rest of the system are fed at the 
(Co., recently erected and equipped throughout by Messrs. Bruce points M, х, 0 ; M and & feeding the lengths from the section 


Peebles. It is transmitted at 3,300 
volts two-phase, 50 periods, to a sub- 
station, the interior of which is 
shown in fig. 6, and which adjoins 
the car-shed. The sub-station equip- 
ment includes a H.T. incoming feeder ; 
a switchboard, combined with which 
are two panels for the control of the н.т. 
side of the two Peebles-La Cour motor- 
converters. These converters, which 
were described in the ELECTRICAL 
Review, of November 24th, 1905, are 
each of 200-kw. nominal capacity, 
but each can readily take an over- 
load of 100 per cent. for short periods, 
so that at present one set can take the 
tramway load. 

The sub-station equipment also in- 
cludes negative boosters, and, of course, 
а low-tension switchboard; there is 
no battery. 

Perhaps the items of most interest 
are the two electrically operated swing 


Fic. 9.—THrEÉ CaMELON BRI DGE: CLOSED. . 


bridges at Bainsford and Camelon respectively, illustrated in insulator to the bridge, whilst o feeds the line on the bridge. 


figs. 2, 3, 8 and 9. | 


These feeder points are connected to а single-pole double- 


Each bridge is operated by a motor-driven winch, the гож switch in the motor house. To the top contact of 
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this switch the three feeders above mentioned are connected, 

whilst the bottom contact feeds the bridge-operating motor, 

and the switch centre is connected to a positive feeder. 
When it is desired to turn the bridge, the switch is thrown 


SHOTLEY NAVAL TRAINING ScHOoOL: THE ELECTRIC LIGHTING 
STATION. 


to the lower posi- 
tion, cutting off 
current from the 
overhead wire be- 
tween section insu- 
lators s and R. Auto- 
matically - operated 
gates are also pro- 
vided at either end 
of the bridge, and 
theseare interlocked 
with catch points 
some 20 yards back, 
so that a car run- 
ning by momentum 
with disabled brakes 
would be derailed. 
It will be seen that 
for a car to run into 
the canal is a phy- 
sical impossibility. 
F; Systems of swing- 
bridge operation are 
fairly numerous in 
connection with 
trolley tramways, 
and our readers will, no doubt, study 
with interest the ingenious arrangement 
adopted by Messrs. Bruce Peebles. In 
conclusion, we may say that Messrs. 
Harper Bros. were the consulting engi- 
neers for the scheme, with Mr. A. A. 
Campbell Swinton as electrical adviser. 
Messrs. Bramwell & Harris were the 
consulting engineers for the sub-station 
equipment, and Mr. R. D. Munro acted 
in a similar capacity for the bridge-work, 


THE ELECTRICAL PLANT AT 
THE SHOTLEY NAVAL 
TRAINING SCHOOL. 


THE maintenance of sea power is the 
keystone of our national policy, and 
although there are many yards for 
building ships, there is only one establish- 
ment at present for training the future 
seamen.  'lhis is the recently opened 
Royal Naval Training Establishment, 
at Shotley Point, Harwich, where ac- 
commodation is provided for 1,600 boys 
with the necessary complement of seamen, marines, officers 
and instructors. There is also a naval hospital with a staff of 
surgeons, male nurses and nursing sisters. 

The site covers about 40 acres of ground on the point of 


VIEW OF THE GENERATING PLANT, SHOTLEY. 


land between the mouths of the Orwell and the Stour, one 
of the most bracing spots on the east coast. 

There are 32 separate dormitories for 50 boys each, and 
instruction class rooms are provided, where, in addition to an 
elementary English training—seamanship, gunnery, torpedo 
work and the rudiments of mechanical and electrical 
engineering are taught. 

A large recreation field, which is also used for drill 
purposes, and an open-air gymnasium are provided. A 
covered gymnasium, a dining hall, and swimming bath are 
beng constructed. 

Separate buildings are provided for the ward room 
officers, seamen, marines, &c., with the necessary stores and 
offices. 

The establishment is officially known as H.M.S. Ganges 
from the fine old wooden line-of-battle ship anchored in the 
river, which was for many years used as a training ship and 
from which the boys have now migrated to the roomy and 
comfortable quarters on shore. 

The future British seaman is, in fact, well fed, comfortably 
lodged and educated, and even paid a small salary, and his 
headquarters compares most favourably with any public 
school. Our 
readers, however, 
will be most inter- 
ested in the electric 


lighting installa- 
tion, which consists 
of five 50-H.P. 


Gardner oil engines, 
each driving а 
“ Westminster ” 
dynamo generating 
current at 220 volte 
pressure. The en- 
gines are started by 
compressed air ; a 
motor-driven air 
compressor and а 
reservoir for а 
working pressure of 
120 lb. per sq. in. 
being provided. 
The reservoir 
when charged 
will start all 
five engines if 
necessary without 
recharging. 


f THE SWITCHBOARD: SHOTLEY NavaL SCHOOL. 


A battery of 125 Pritchetts & Gold cells (500 ampere- 
hour size) is installed for supplying energy during the 
hours of light load, and is charged through a booster. A 
pair of small motor-driven centrifugal pumps circulate the 
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cooling water round the engine jackets, the water being 
re-cooled by passing it through a long pipe in a cooling 
pond outside the engine room before its return to the 


pumps. 

The switchboard is constructed of marble panels in an 
angle steel frame, with neat brass moulding. It contains 
five dynamo panels, each fitted with ammeter, maximum 
and reverse automatic cut-out, quick-break switch, watt- 
meter, field regulator and switch fuse; one battery panel 
with 20-way regulating switches and the usual instruments ; 
one booster panel with motor starting switch, field regulating 
switch, automatic cut-out, ammeter and fuses, and also panels 
for eight feeders with ammeter and р.р. switch fuses for each. 
There are three illuminated dial voltmeters, one for line 
pressure, one for paralleling and one for the battery. The 
two-wire distributing system consists of eight paper-insulated 
and lead-covered feeders laid solid in earthenware troughs, 
filled with bitumen and covered with hard glazed tiles. 
The service cables are vulcanised rubber insulated, lead- 
covered and armoured, and are laid direct in the ground ; 
these are all of Messrs. Callender's make. The wiring of the 
buildings, outside and police lighting, is carried out on the 
jointless system, the wires being looped into the switches and 
fittings, and each circuit terminating at a D.P. fuse and con- 
trolling switch. The wires throughout are enclosed in solid 
drawn steel tube with screwed joints, the whole of the 
tubing being fixed in position and the wires afterwards 
drawn in. The total number of lights is close on 3,000. 

The guaranteed oil consumption of the generating plant 
was 95 pint per Board of Trade unit, and on test this was 
not exceeded. The oil used is refined Russian, costing 5d. 
per gallon ; the fuel cost thus works out at ‘6d. per Board of 
Trade unit generated. 

The governing is remarkably good. The guarantee was 
that on suddenly removing the load, the speed should not 
rise more than 10 per cent.; on test, however, the actual rise 
was only 2 per cent. 

The engines are of the horizontal type, with a single heavy 
fly-wheel. The complete installation has been carried out by 


the Westminster Engineering Co., Ltd., of Victoria Road, 


Willesden Junction, under the supervision of Messrs. Preece 
and Cardew, the consulting engineers to the Admiralty, the 
dynamos, booster, motors, switchboard and other details of the 


electrical equipment being of the Westminster Engineering 


Co.'s own make. 


CONTRACTS CLOSED. 


(Concluded from page 1014.) 


Cape Town.—The following tenders were received for 
electric lighting at Messrs. Cleghorn & Harris’s premises, to the 
specification of Mr. Clifford Jones :— 


Windows. Arcs. 
Messrs. Koch & Dixie .. . (accepted) £276 0 0 £52 0 0 
Messrs. Green & Trevett - she 298 10 0 48 9 6 
Messrs. Govey & Co. we er CR 304 10 0 50 0 0 
Clyde Engineering Co. .. 3 ws "T 350 0 0 80 0 0 


The work comprised 210 window brackets and wiring for 10 arcs. 


Clacton-on-Sea.—The battery referred to last week as 
being ordered from the D.P. Battery Co., Ltd., will consist of 250 
gells of their Lumford station type, 13 plates. 


Croydon.—The T.C. bas accepted the tender of the 
British Thomson-Houston Co., Ltd., for the supply of a three- 
machine motor-generator, at £1,450. | 


Dundee.—The Ferbeck Chimney Construction Co., of. 


Finsbury Pavement House, E. C., has secured the contract for the 
erection of the chimney shaft (constructed on the company’s patent 
system) for the Dundee-Monifieth tramway power station. 


Mexborough.— А contract for 16 double-deck car bodies 
for Mexborough (National Electric Construction Co.) has been 
placed with the Brush Electrical Engineering Co., Ltd. 


War Office.—The Haste Pump Co., Ltd., have received 
orders from the War Office for three sets of surface condensing 
plant of the counter-current tvpe, including Edwards patent air 
pumps; also a separate contract for a large direct-acting steam 
pumping engine. 


— tirenn 


Christmas Dance.— The members of the Robertso 1 Social 
Club are having а Grand Christmas Dance on Saturday, D -cember 
30th, at Brodk Green Works. | 


FORTHCOMING EVENTS. | 


Te-day'e Events (Friday, December 22nd).—At 7.80 p.m. I. E. E. (Manchester 
Students). Mr. W. T. Massey on The Manufacture of Electric 


Cables. 


NOTES. 


A Merry Christmas.—The ELECTRICAL Review wishes 
everybody electrical the Compliments of the Season. 


Ten Little Gas Lamps.—In congratulating our young 
contemporary the Tyneside Electrical Pioneer—the monthly organ 
of the Newcastle-upon-Tyne Electric Supply Co, Ltd.—upon its 
excellent Christmas number, we quote therefrom one of its 
amusing Christmas Jingles” on a topic that has pressed its way 
to the fore of late. 


TEN little street lamps burning in a line,— _ 
Wind blew a mantle off, and then there were nine. 


Nine little mantles glowing very late,— 
Drunk clasped a lamp post, and then there were eight. 


Етєнт little gas lamps looking up to heaven,— 
Bobby sneezed upon his beat, and then there were seven. 


SEVEN little gas lamps rather in a fix,— 
Water in the gas pipe—and then there were six. 


Six little stray lamps tried to look alive, 
One overstrained itself, and then there were five. 


FIveE sickly gas lamps! Town Surveyor swore,— 
One mantle trembled, and then there were four. 


Four winking gas lamps, shabby as could be,. 
Boy shied a pebble, and then there were three. 


THREE little gas jets looking rather blue,— 
Gent. slipped upon the kerb, and then there were two. 


Two little mantles completely overdone,— 
One failed its warranty, and then there was one. 


Охе little gas Jamp burning all alone, — 
Gas main exploded, and then there was— 


Electric light all along the street, supplied by the 
County of Durham Electrical Power Distribution 
Со.; Ltd. è 


There is a good deal of interesting chatty matter in the!Pioncer, 
which will educate the public for whom it is intended, in regard to 
electric lighting and driving, but the coloured frontispiece repre- 
senting an interesting stage in А Christmas Story” told after 
dinner in the effective light and cosy warmth of an electric 
radiator, is the chicf attraction of this particular issue. 


National Electrical Manufacturers’ Association 
(Inc.). — At à meeting of the Association on the 4th inst., 
there was s general discussion of the matter of the increased price 
of raw material, and it was resolved that as from the 11th inst. 
the manufacturers should make a minimum advance of 5 per cent. 
on their present home and export net prices (i. e., 5 per cent. on the 
net). ; 

P а meeting of conduit tube manufacturers held on Monday, 
it was unanimously decided, owing to the rise in the prjce of raw 
material, to raise prices 5 per cent. on the net, as from Decem- 
ber 20th. 


What is an Electrical Engineer ?—The Standard 
recently, under the heading What is Whisky?“ reported the 
hearing of an action which has prompted the heading of this notc, 
for amongst the witnesses was Mr. F. L. Rawson: We are accustomed 
to find electrical engineers acting in all kinds of capacities—for 
instance, the Electrical Engineers (R. E.) Vols. have lately been 
acting ав a sort of “ first aid” to broken down railway statiohs— 
but this is the very first intimation we have had that they were 
experts in whisky. We should never have suspected it. 


The Exhibition Presentations,—4At tbe Electro- 
Harmonic Smoking Concert on Friday evening last, the presenta- 
tion of the Olympian Exhibition souvenirs to the members of the 
Executive Committee of that very successful undertaking took 
place in the interval. Mr. John Gavey, C.B., the chairman, in hand- 
ing over tho souvenirs, of which & list is given on p. 1020, remarked 
that the exhibition had undoubtedly been а success from every 
point of view. The public were pleased ; the exhibitors were 
likewise well satisfied with the result, and the Executive Com- 
mittee were pleased also, particularly because of the successful 
financial issue which had resulted in а substantial return of their 
payments to the exhibitors, the sum of £250 being handed over 
to the Institution of Electrical Engineers Benevolent Fund, and a 
considerable sum to the newly-established Electrical Trades 
Benevolent Fund of the National Electrical Manufacturers’ 
Association. Mr. E. Cunliffe-Owen, C. M. G., chairman of the 
Executive Committee, in acknowledging the presentations on 
behalf,of himself, the vice-chairman (Mr. C. S. Northcote), and their 
co-workers, said that words failed him to express adequately his 
own gratitude for the Honour thus bestowed upon him; ahd in 
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such a remark he was voicing the sentiments of his colleagues. The 
success of the exhibition was due to all parties having pulled well 
together—with such unanimous co-operation failure could not have 
happened. Among the many other excellent resulte of the 
exhibition was the creation of a spirit of friendliness and good 
feeling among those connected with the electrical trades. 

It will be remembered that the committee was constituted as 
follows :— 


(a) Exhibitors belonging to the N.E.M.A. .. 8 members. 
8 Exhibitors not belonging to the N. E. M. A.. 5 
(с) Electric supply undertakings а T к 
(4) Incorporated Municipal Electrical Association 1 
(c) National Electrical Contractors’ Association 1 


Total ... ... 16 members. 


The idea of presenting the members of the Committee with 
souvenirs originated with some of the exhibitors, and at their 
request the five weekly electrical papers exhibiting at Olympia 
took the matter up, as they formed a small class distinct from the 
trade exhibitors, and it was felt that they were well suited to act 
as an informal committee to carry out the common wish. Con- 
tributions werelimited to a small uniform sum from each ex- 
hibitor, the desire being to make the gifts an expression of general 
appreciation, and not a material return for services freely rendered. 
The manner in which the exhibitors supported the fund was 
most gratifying, and the subscribers, who numbered 127 in all, 
included tbe great majority of them. The names of the sub- 
scribing firms appear on page 57 of our advertisements this week. 

The following is a list of the committee (including the secretary) 
with the gifts which were awarded to each. Each of the souvenirs 
bears the initials of the recipient, and also the following: 


1905 
Olympia 
E.E. 


CHAIRMAN. < 
E. Cunliffe-Owen, C.M.G., gold chronograph, non-magnetisable 
(supplied by Messrs. S. Smith & Son, Ltd.) 
DEPUTY-CHAIRMAN. 


С. S. Northcote (Veritys, Limited) gold combination match-box 
and sovereign purse, 


ORDINARY MEMBERS. 
S. W. Baynes (St. Pancras Borough Council) 
H. Bevis (General Electric Co.) 
O. H. Bishop (Edison & Swan United Electric 
Light Co., Ltd.) 
H. W. Butler (Electrical Power Storage Co., Ltd.) 
Sidney T. Dobson (St. James & Pall Mall Electric 
Light Co., Ltd.) i 
J. E. Edgcombe (Kingston-on-Thames Borough 


Council and President of Incorporated 

Municipal Electrical Association) Gold 
T. C. Elder (Brush Electrical Engineering Co., Ltd.) Match 
Frank Gill (National Telephone Co.) я 
J. Е. Kingsbury (Western Electric Co.) Boxes 


H. Oppenheimer (International Electric Co.) 

W. L. Pakenham (Crompton & Co., Ltd.) 

W. H. Patchell (Charing Cross, West End & City 
Electricity Supply Co., Ltd.) 

Roland 8. Portheim (Bruce Peebles & Co., Ltd.) 

W. R. Rawlings (National Electrical Contractors’ 
Association) 5 

SECRETARY. 
Walter Davenport 


Institution and Lecture Notes, — BIRMINGHAM 
ASSOCIATION OF MECHANICAL ENGINEERS.—On the 14th inst. a 
paper was read by Mr. J. D. Bailie, of Leeds, on The Parsons 
Steam Turbine.” 

LIVERPOOL ENGINEERING Socrety.—On 13th inst. Mr. P. Barrett 
Coulston read a paper on The Use of Electric Power in Collieries.” 

Dick, KERR ENGINEERING SociEkTy.— On Saturday last the 
members of the Dick, Kerr Engineering Society held their first 
socialevening. The entertainment took the form of a smoking 
concert, all the songs being rendered by members of the society. 
The evening was an entire snccess, and was thoroughly enjoyed by 
all present. Mr. Cox, of the testing department, was in the chair. 

SOCIETY OF ENGINEERS.—The fifty-first annual general meeting 
was held on Monday, December 11th, at Westminster. The chair 
was occupied by Mr. Nicholas J. West, President. The following 


gentlemen were duly elected by ballot, as the council and officers - 


for 1906, viz.:—As President, Mr. Maurice Wilson; as Vice-Presi- 
dents, Messrs. Richard St. George Moore, Joseph William Wilson, 
and William Henry Holttum; Honorary Secretary and Treasurer, 
Mr. David Butler Butler. The following premiums have been 
awarded by the Council for papers read during the past session, 
viz.:—The President’s Gold Medal to Mr. Sherard Cowper-Coles 
for his paper on Тһе Metallic Preservation and Ornamentation of 
Iron and Steel Surfaces”; and a Society’s Premium of Books to 
Mr. William Pollard Digby for his paper on “Statistics of British 
and American Rolling Stock.” 

TRON AND STEEL IwsTITUTE.— The Times says that the Council 
of this Institute bave arranged that the annual general meeting 
shall be held in London on May 10th and 11th, 1906. In place of 
the usual autumn meeting, a joint meeting with the American 
Institute of Mining Engineers will be held in Lenden on July 23rd 
to 28th. It is intended during the week following to give the 


American visitors an opportunity of seeing some of the iron making 
districts. 


At the meeting of the Manchester Geological and Mining 
Society last week, Mr. G. J. Hooghwinkel contributed a paper on 
“The Generation of Electricity by the Waste Gases from Modern 
Coke Ovens.” 

Last week at the Nottingham Guild of Mechanical and Electrical 
Engineers, a lecture on “ Electric Cables: Their Manufacture and 
Uses,” was given by Mr. G. Preece (of Mesars. W. T. Glover and 
Co., Ltd.). 

INSTITUTION OF MECHANICAL ENGINEERS.—On Friday last a paper 
on “The Behaviour of Materials of Construction under Pure 
Shear" was read by Mr. E. G. Izod. The paper embodied the 
results of tests carried out at University College Engineering 
Laboratory on the more commonly used materials. There appeared 
to be no constant relation between ultimate shearing stress and 
ultimate tensile stress. Some of the results were as follows :—Cast- 
iron, tension, 1377 tons per sq. in., shear, 16°1 tons; cast phosphor- 
bronze, tension, 13:4, shear, 17:2; gun-metal, 12:1 and 12:5 ; yellow 
brass, 7:6 and 9:4; delta metal, 473 and 242; aluminium, 6:4 and 
4'5; wrought-iron bar, 26:0 айа 19:4 ; mild steel plate, 26:9 and 21; 
Swedish crucible steel, 56:3 and 36:6 tons per sq. in. 

Before the Sheffield Society of Architects and Surveyors last 
week Mr. S. E. Fedden, A. M. I. C. E., chief of the Sheffield Cor- 
poration Electric Supply Department, delivered a lecture on The 
Uses of Electricity in Modern Buildings." 


Engineering Employment. — The Amalgamated 
Society of Engineers reports continued improvement in the con- 
dition of trade so far as its members are affected. The figures this 
month (November) are again of a satisfactory nature, the member- 
ship now reaching 98,643, and the unemployed having been reduced 
to 3,146, the number on sick benefit being 2,386, and the number 
on superannuation 5,058." The London district, however, reports 
continued depression in the eastern portion, with slight improve- 
ment in the north, south and west. 


Municipal Wiring at Sheffield.—The protest of the 
Chamber of Commerce on this matter (see ELECTRICAL REVIEW, 
p. 956) came before the City Council on 13th inst, when 
Alderman Styring proposed that it be referred to the Electric 
Light Committee. He complained that the Council of the Chamber 
of Commerce had received a deputation of traders hostile to the 
Corporation, and passed а condemnatory resolution after hearing a 
one-sided statement. 'The department referred to was necessarily 
purchased by the Corporation as an integral part of the electric 
light undertaking, and cost about £40,000. He did not think the 
electrical traders'claim that it should begiven up would receive 
any serious attention at the hands of the Council or of the public. 
The traders had been received by the Electric Light Committee, 
and had been asked to show any single instance in which they 
thought the Corporation had unduly.competed with them in carry- 
ing on electrical business; and they had absolutely failed to do 
anything of the sort. The Committee only did wiring and fitting 
for persons who were customers, or were intending to become 
customers. They did not enter into open competition for electrical 
work. The resolution was carried. 


Fatality.—A Belfast paper reporte that an ironturner 
named John Smith met his death at the Belfast electric light 
station on 12th inst. It seems that Smith was engaged on a scaffold- 
ing at work in connection with the construction of additional accom- 
modation rendered necessary owing to the introduction of the elec- 
{тїс trams. Deceased got into one of the bucketa of the coal convey- 
ing plant, when a man working above shouted to him to get out. 
In attempting to do во, he overbalanced himself, and fell to thc 
ground, a distance of nearly 50 ft. "When picked up he was in an 
unconscious condition. His injuries proved fatal. 


Gas.—“ Death from gas poisoning" was the verdict 
returned at an inquest held the other day on Jane Northage, age 73, 
who lived at Waterloo Street, Bangor. She was found in bed, 


having been asphyxiated by gas, which escaped from the Cor- 
poration main. e 


North Wales Power Scheme,— With reference to our 
recent article on this undertaking, we are informed that tbe last 
-sentence is incorrect; Mr. Obornyak was in the employ of Mesers. 
Bruce Peebles & Co., who made and erected the whole of the elec- 
trical plant, Messrs. Ganz & Co. having nothing to do with the 
contract. Mr. Obornyak did not supervise the work, Mr. W. V. 


Waite being resident engineer, and Mr. A. W. Beuttell chief 
assistant. 


Price Advance of Austrian Electrical Machinery.— 
The Austro-Hungarian electrical firms have decided to advance as 
from January 1st the prices of electrical machinery and materials 
by 10 per cent. The increase has been prompted by the constantly 
growing prices of raw materials, which render impossible the 
further maintenance of the depressed prites already in existence. 
At a conference held in Vienna on the 11th inst., it was mentioned 
that since the beginning of 1904 copper wire had advanced by 
40 per cent. and copper sheets by over 25 per cent., whilst large 
increases had also taken place in reference to iron, brass, rubber, 
ebonite and lead. The Austrian firms explain that in raising 
prices they are only following the example set them by the elec- 
trical engineering firms in Germany a few months ago. The con- 
.ference which decided upon the increase was attended by repre- 
sentatives of the Austrian and Hungarian Siemens-Schuckert 
Works, Ganz & Co., the Union Electricity Co., the United Elec- 
tricity Co., Fr. Krizik, Kolben & Co, the Vienna Electrica! 
Industry Co., Pickler & Co., the Weiz Co., and Bartelmus, Donat 
and Co., of Brunn. These are the largest firms in Austria- 
Hungary. 
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Poleforcia—What is it ?—How many of our readers 
can answer this question ? And how many recollect how we took 
upon ourselves, as a public duty, to expose the fallacy which it 
connotes? А profitless task, it is true, and one which led to an 
action for libel. How we won that action will be found recorded 
on pp. 710—712 of our issue for November 1st, 1901.  Never- 
theless, the indefatigable Mr. Pole, whose pertinacity would 
be above praise in а better cause, continues to extol the 
virtues of -his multiple energising momentum engine, and has 
even succeeded in obtaining the support of a gentleman 
whose name is on the list of members of the Institution of 
Civil Engineers, as well as that of one who uses the 
sacred symbols M.I.C.E., but is unknown to the Institution. Once 
again, what is Poleforcia? In the words of the inventor (of that 
mysterious Shibboleth) it is 'the new power,” “the mechanically 
made power,” ‘‘the momentum of several fly-wheels.” Let us 
explain. Mr. B. C. Pole mounts а series of small engines opposite 
a series of heavy fly-wheels, with ratchet gearing so arranged that 
each fly-wheel is alternately coupled to a countershaft and to an 
engine. Only one fly-wheel is coupled to the shaft at a time, while 


all the rest are being accelerated by their respective engines. Each : 


fly-wheel in succession, when it reaches full speed, is uncoupled from 
the engine, and coupled to the shaft. If there are л engines and 


n = 1 


fly-wheels, each fly-wheel is driven by an engine for and is 


coupled to the countershaft for : of the time occupied in one 


complete cycle or series of complete cycles. 

Thus, in reality, there are n ~ 1 engines constantly at work 
storing up energy in the fly-wheels, which periodically discharge it 
into the shaft in succession. The speed of the shaft necessarily 
fluctuates between a maximum and a minimum value n times in a 
complete cycle. The resultant effect is simply that of » — 1 
engines coupled to the shaft through a most barbarous type of 
gearing, hunting all the time, and wasting a large proportion of 
their power in friction. 

An electrical analogne may be found in, say, five storage 
batteries, each charged for four minutes at 100 amperes by a 
separate steam dynamo, and discharged for one minute at, say, 
360 amperes, into а common set of bus-bars, with a fearful array of 
automatic interlocked switches which ensure the coupling of only 
one battery to the bars while the other four are put to charge. The 
idea of coupling four of the dynamos direct to the bus-bars, and 
dispensing with the batteries and the fifth dynamo, to say nothing 
of the switchgear, is obvious. 

We suggested that Mr. Pole would do better to dispense with his 
wheels, thus saving friction losses. But he says that he puts in 10 н.р. 
and gets out 30! Clearly, if this is во, when his machine is driving a 
dynamo, he need only substitute a set of motors for his engines 00 
couple them to the dynamo. Then he can save all his coal, and have a 
margin of power for electric lighting or any other purpose. If he 
will do this, we will be the first to pay homage to him as a genius 
of the first water—more gifted even than his predecessor, the illus- 
trious Keely, of motor fame. And we shall be most curious to 
know how it is worked. 


Appointments Vacant.—General clerk for the 
Cheltenham and District Light Railway Co. ; switchboard attendant 
for Coventry (£50) ; switchboard attendant for Wrexham (25s.). 


Some Properties of Electrolytic Hydrogen.—A 
recent number of The Analyst contains a preliminary note” on 
the reducing action of hydrogen, by Messrs. A. C. Chapman and 
H. D. Law. The matter in question is, perhaps, mainly of chemical, 
rather than electrical, intercst, being based on certain anomalies in 
what is known as the Marsh-Berzelius test for arsenic. When this 
test is employed, hydrogen formed at the surface of a platinum 
cathode in the electrolytic method fails to reduce arsenates (and во 
to give the indications sought by the investigator). In the zinc 
method, where that metal is decomposed in dilute sulphuric acid in 
presence of a material suspected to contain some arsenic compound, 
quite different results are obtained when different samples of zinc 
are used. The explanation is electrolytic. When a hydrogen 
electrode is placed in a solution of zinc sulphate, there is a tendency 
for the deposition of zinc; but when a rod of zinc is immersed in 
dilute sulphuric acid, there is a tendency for the metal to pass into 
solution. In the latter case, hydrogen is only liberated when the 
solution tension of the zinc is greater than that of hydrogen. The 
solution tension of hydrogen is about 1 volt, that of zinc about 17 
volts. The retaining“ effect, however, which every metal exerts 
on the hydrogen formed at its surface, renders it necessary that a 
potential far in excess of that of the hydrogen electrode shall be 
present before any hydrogen can be obtained in the free state. In 
the case of zinc, this excess or super-tension“ js about 0'7 volt; 
and so little or no hydrogen is evolved when pure zinc is immersed 


in sulphuric acid. Other metals have lower supertensions, platinum 


and iron, for example; and when they are present as coatings on, 
or as impurities in, the zinc, gas comes off freely at a lower poten- 
tial. Sometimes, indeed, the potential and consequent “ activity " 
of the hydrogen is во far reduced that it is no longer capable of 
reducing certain compounds, ¢.g., some of the compounds of arsenic 
which may be present in the substance undergoing the Marsh- 
Berzelius test. The authors have found that palladium, platinum, 
copper, nickel, cobalt, silver, and iron all render zinc “ insensitive ” 
in the test under consideration by unduly lowering the potential of 
the nascent gas ; whereas cadmium, lead, and tin, metals of high 
supertensions, have no such effect. In fact, a sample of zinc 
originally sensitive may be rendered insensitive by a deposition of 
any of the former metals upon its surface; and an insensitive 
sample rendered sensitive by an application of one of the latter, 


The British Electrical Friendly Society. — The 
fourth annual meeting of the British Blectrical Friendly Society 
was held on Monday, December 1lth, 1905, at Basex Hall, Essex 
Btreet, Strand, W.C. "There were 40 delegates present, representing 
branches in all parts of the kingdom. The c ап (Mr. W. G. 
Bond) in moving the adoption of the report and accounts pointed 
out that membership had increased from 1,950 to 2,142, income 
from £3,574 to £3,718, and expenditure had decreased from £3,336 
to £3,266, a most satisfactory state of affairs. Sick pay claims 
amounted to £1,887 12s. 6d., as compared with £2,044 2s. 10d. for 
the previous year. The available assets of the society now amounted 
to £1,260. In the discussion which followed several delegates sug- 
gested considerable extensions of the society’s operations, matters 
which the chairman said would probably be dealt with during the 
year by the central committee. After the meeting the delegates 
were entertained at the Coliseum and supper. 


OUR PERSONAL COLUMN. 


[The Editors invite electrical , whether connected with the 
technical or the commercial side of the profession and industry, 
also electric tramway ‘and railway officials, to keep readers of the 
ELECTRIOAL REVIEW posted as to their movements. | 


Central Station Engineers.— Another presentation 
was made on Friday to Mr. A. H. SEABROOK, late electrical engi- 
neer at Barking, the members and officials of the U.D.C. presenting 
him with a gold keyless English lever watch. The principal users 
of current for power and light also gave him a silver-mounted 
spirit tantalus in appreciation of his services. 

The Johannesburg Electric Light and Power Committee are recom- 
mending the Council to appoint a successor to Mr. Coverenton, 
lately resigned distribution engineer, at a salary of £840 per year. 

Mr. A. T. CooPER, who has been managing engineer to the 
Reading Electric Supply Co., Ltd., for the past eight years, leaves 
England on 23rd inst. to take up the post of chief electrical 
engineer to the Bombay Electric Co., Ltd. Mr. Cooper's successor 
at Reading is Mr. E. RowLAND HILL, who has been chief engineer 
to the Harrow Electric Co. | 

Mr. James P. Kemp, A. M. I. E. E., is vacating the position of 
assistant engineer to Messrs. Kennedy & Jenkin (on the Mersey 
Railway) to take up that of resident engineer, Summer Lane Elec- 
tricity Works, Birmingham. He commences his new duties on 
January 1st next. | 

Mr. J. W. Lowe, charge engineer at Pontypridd lighting and 
tramway power station, has been appointed to a similar position 
at Wigan, and, as a token of the esteem in which he was held, the 
employés of the department have presented him with a non- 
magnetic watch and a pipe. The presentation was made on 13th 


. inst. by Mr. Teasdel, the engineer and manager. 


Mr. HENRY JosEPH has resigned the position of resident engineer 
to the Folkestone Electricity Supply Co., he having been appointed 
engineer and manager to the Melton Mowbray Electric Light Co. 

Mr. G. СгымЕнт MILNES, of the Sandycroft Foundry Co., 
Chester, has been appointed switchboard attendant at the Lancaster 
Corporation Electricity Works. 

From the Engineer and Staff of the Electricity Department, 
Leek Urban District Council,” we have received Christmas greet- 
ings—the card by which they are conveyed having a group photo- 
graph of the chief and his staff. 

It is reported that Mr. RICHARDSON, the electrical engineer for 
Dundee, has declined the offer he received of а post with a private 
firm in England, at a salary of £700. 

The Brighton borough electrical engineer has recommended the 
T.C. to make the following appointments to the permanent staff at 
the Southwick power house :—Mr. SHARPE, construction superin- 
tendent and clerk of the works, to be superintendent, at £5 per 
week; and Mr. d. CLAUGHTON, assistant superintendent, at £4 10s. 
per week. 


Tramway Officials.— We learn that the Municipality of 
Johannesburg has appointed Mr. J. FOosTER as car-shed superin- 
tendent. 

Mr. Percy PAUL GuTTERIDGE was presented by the Gloucester 
Corporation Light Railway staff with a service of silver-mounted 
cutlery on the occasion of his appointment as cashier and accountant 
to the Wakefield and District Light Railways Co. In making the 
presentation, Chief Inspector Stephens referred to the high respect. 
each member of the staff had for Mr. Gutteridge. 

The Electricity and Tramways Committee of the Blackburn 
Corporation have appointed Mr. J. Н. CowELL sole manager of the 
tramway undertaking, at £5 per week. Mr. L. JOHNSTON, of 
Blackburn, has been appointed. general manager of the tramways 
in Gloucester. 


General.— Mr. W. A. CHAMEN, who came from Glasgow, 
where he was city electrical engineer, to join Messrs. Bramwell and 
Harris, consulting engineers, in London, has now been appointed 
manager of the South Wales Electrical Power Distribution Co., 
Ltd., Mr. HILL having resigned. к.а 

Mr. J. A. GIBSON, who has been in England for the last six 
months, chiefly in connection with the electric plant for the Kim- 
berley Tramways, proposes to leave England on his return to South 
Africa on 20th prox. in the Dover Castle. Mr. Gibson hopes to be 
back in England some time in the course of the summer. 

Mr. G. Н. Oswarp Strick is leaving the Westinghouse Co.'s 
publishing department to take up the position of publicity manager 
with Messrs. Davidson & Co., Ltd., of Belfast, the manufacturers 
of the well-known Sirocco fan. 
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We understand that Mr. W. А, PRICB, who has recently been in 
charge of their works at Chelmsford, has left the service of Messrs. 
Crompton & Co., Ltd. 

Mr. Око. Е. WHEELER announces that he has been compelled to 
give up a position in the engineers' office of Messrs. Cammell, Laird 
and Co., Ltd., Cyclops Works, Sheffield, owing to the dust in the 
works’ part of the town affecting his eyes. Не will practice 
privately in the designing and testing of machinery and general 
кщ work. His address is Donnington, near Newport, 

op. 

ME G. Г. Сновв, formerly in the service of the Metropolitan 
Electric Supply Co., Ltd., has been appointed collector to the Elec- 
tricity Department of Paddington Borough Council. 


Mr. Јонн Law, chief clerk to the National Telephone Co. for 


the Swansea district, has been presented by the staff with a book- 
case, and by the office clerical staff with a photographic group of 
themselves, on his departure for Plymouth. 


Obituary.—We regret to learn from our Durban corre- 
spondent that the death of Mr. Сотнвевт W. Moors, who recently 
resigned his position as town electrical engineer of East London, 
took place on November 11th, from the result of enteric fever con- 
tracted some months ago. i 


LJ 


NEW COMPANIES REGISTERED. 


National ‘Radiator Co., Ltd. (86,718).— This company wae 


registered on December 4th, with a capital of £50,000 in £10 shares, to carry on 
the business of manufacturers of radiators, boilers and heating apparatus of all 
kinds, makers of household utensils and ornaments, engineers, ironfounders, 
brassfounders, coppersmiths, metal workers, electrical and water supply 
engineers, producers, storers and suppliers of gas and electric light, &c. The 
first subscribers (each with one share) are:—R. T. Wilson, East Parade, 
Sheffield, solicitor; C. R. Wilson, East Parade, Sheffield, solicitor; T. 8. Wood- 
cock, 15, Junction Road, Sheffield, clerk ; Н. Hughes, 12, East Parade, Sheffield, 
solicitor; C. M. Woolley, 90, Shoe Lane, E.C., manufacturer; Н. S. Downe, 
90, Shoe Lane, E.C., merchant; and F. W. Monohan, 90, Shoe Lane, E.C., 
merchant. No initial public issue. The number of directors is not to be less 
than three nor more than six. The subscribers are to appoint the first; remu- 
neration ав fixed by tne company. 


Shanghai Electric Construction Co., Ltd. (86,795.).—This 
company was registered on December 9th, with a capital of £320,000 in £1,000 
shares, to enter into two contracts (1) between this company of the first part, 
Bruce Peebles & Co.,Ltd., of the second part, and Dent Bros. & Co. of the third 

rt, relating to the acquisition by this company of the benefit of two contracta 

ated October 10th, 1905, between the Council for the Foreign Community of 
Shanghai, of the one part, and Bruce Peebles & Co., Ltd., of the other part, 
relating to the construction and working of certain electric tramway lines in 
the foreign settlement of Shanghai, and (2) between this company of the one 
part and Bruce Peebles & Co., Ltd., of the other part, relating to the con- 
straction and equipment of the said tramways by the said Bruce Peebles & Co., 
Ltd.,on behalf of this company, and to carry on the business of tramway, 
railway, omnibus, electrical, steam and mechanical carriage and van con- 
structora and proprietors. carriers of passengers and goods, electricians, 
electrical, water, gas and mechanical engineers, suppliers of electricity, 
galvanism, magnetism and gas, layers of cables, wires and lines, manufacturers 
of lamps, dynamos, generators, accumulators and other appliances and plant, 
&c. The subscribers (with one share each) are:—Sir Alfred Dent, 78, Grace- 
church Street, E.C., merchant; В. Haskell, 9, Fenchurch Avenue, E.C., 
merchant; A. 'Thys, 48, Rue de Namur, Brussels; E. Francqui, 18, Rue de 
Namur, Brussels; J . Walter, 81, Lombard Street, E.C., banker; W. Raphael, 
25, Throgmorton Street, E.C., merchant; E. Wagg, South Sea House, Thread- 
needle Street, E.C., stockjobber. Minimum cash subscription £200,000. The 
number of directors is not to be less than three nor more than seven: the sub- 
scribers are to appoint the first; qualification, £1,000; remuneration (exclusive 


of salaries to managing directors or committec of management), £250 each per 


annum (£500 for the chairman). 


Cork City Railways and Works Bill Promotion Co., Ltd. 
(8,0841. — This company was registered in Dublin on December llth, with a 
capital of £10,000 in £10 shares, to apply for, promote or procure the promotion 
of a Bill in Parliament authorising the incorporation of a company for the pur- 
pose of constructing railways, tramways, sidings, &c., in the city of Cork. 
The first subscribers are :—J. Barrett, 6, Parliament Street, Cork, newsagent, 
with 2 shares; J. Long, Spy Hill Villas, Queenstown, co. Cork, deputy clerk of 
the Crown of Peace, with 20 shares; J. Pike, Dunsland, co. Cork, deputy lieu- 
tenant, with 50 shares; Sir E. Fitzgerald, Geraldine Place, Cork, with 25 shares; 
S. French, Caskinny, Queenstown, co. Cork, lieutenant for county, with 50 
shares; W. McDonald, Minane Bridge, co. Cork, farmer, with 5 shares; 
J. Collins Douglas, Cork, gentleman, with 5 shares, and others. The number of 
directors is not to be less than 4 nor more than 25: the first are the Right Hon. 
J. Barrett, J. Long, J. Pike, Sir E. Fitzgerald, Bart., 8. French, R. Hall, jun., 
W. McDonald, J. Collins, J. Dinan, W. Phair, H. Shanahan, W. T. Green, 
J. Ogilvie, W. Donegan, J. Bimcox, C. Desmond, E. McCarthy, D. McDonnell, 
M. Barry, J. C. Ashlin, and J. Dillon: qualification, 5shares; remuneration not 
given. Registered office, 60, South Mall, Cork. 


Kamm’s Zerograph Syndicate (1905), Ltd. (86,771).—This 
company was registered on December &th, with a capital of £24,000 in 10s. shares, 
to acquire the business of manufacturers of telegraphic and other instruments 
and typewriters carried on at 27, Powell Street, Goswell Road, E.C., as 
„ Kamm's Zerograph Syndicate, Ltd.“ (incorporated in 1895), to adopt an agree- 
ment with the said company and Н. В. Harvey, the liquidator thereof, and to 
carry on the said business and that of general manufacturers of typewriters, 
printing machines, N electric and scientific instruments and the like, 
suppliers of electricity for light, heat, motive power or otherwise, workers, con- 
trollers and regulators of telegraphic and telephonic exchanges and electrical 
works, Ke. The first subscribers (each with one share) are: — I.. Kamm, 27, 
Powell Street, E.C., civil engineer; F. R. Hickson, 40, York Rise, N. W., elec- 
trical engineer: H. B. Harvey, 13. Templeton Place, Earl's Court, S. W., secre- 
tary; J. S. Ryder, 31, Muschamp Road, East Dulwich, clerk; Н. Wallach, 35, 
Cambridge Street, Hyde Park; W. Sanderson, 10, Angel Court, F.C., stock- 
broker; and F. C. Engelke, 68, Cromwell Avenue, Highgate, N., clerk. No 
initial public issue. The numberof directors is not to be lessthan two nor more 
than 20 ; the first are L. Kamm and Е. R. Hickson; qualification (except first 
directors), £100 shares; remuneration as fixed by the company. Registered 
office, 27, Powell Street, Goswell Road, Е.С. 


Rubber Trade Mutual Insurance Co., Ltd. (86,822).—This 
company was registered on December 12th, with a capital of £10,000 in 10s. 
shares, with objects as indieated by the title. No initial publie issue. The 


number of directors is not to be less than five nor more than twelve, The first 


are:—H. G. Tippet Cleeve, Ross; D. Moseley, Ardwick, Manchester; G. C. 
Mandleberg, Pendleton, Manchester; P. H. Lockhart, St. Mary’s Mills, 
Leicester: and F. Pegler, Retford; qualification, 50 shares (solely or jointly), or 
directorship of a company holding 50 shares; remuneration as fixed by the 
company. Among the subscribers are:—The Liverpool Rubber Co., Ltd.; 
Messre. Anderson, Anderson & Anderson; the Liverpool Electrie Cable Co., 
Ltd.; the Unity Rubber Co., Ltd.: Hooper's Telegraph and India-rnbber 
Wotkt, Lta.; I. F eee & Sons, Ltd, ; the Anchats Valg Rubber Co., Ltd.; 
the Ácdn fndla-rubber Co. Ltd.; and J. Mandleberg & Ch. Ltd. i 


Feot's Cray Electricity Supply Co., Ltd. (86,868).—This 
company was registered on December 15th, with a capital of £20,000 in £1 
shares, to carry on in Kent the business of suppliers of electricity for light, heat, 
motive power or other purposes, engineers, manufacturers of and dealers in 
wire ropes and cables, makers of all tools, plant, appliances, apparatus and 
things required or used in connection with the generation, accumulation, dis- 
tribution and supply of electrical energy, &c., to acquire the undertaking 
authorised by the Foot's Cray Electric Lighting Order, 1901, either with or 
without any amendments which аге to be applied for by the Urban District 
Council of Foot's Cray, and to carry into effect an agreement and an indenture, 
the one with В. C. Baines, and the other with the said Council. The first sub- 
scribers are :—G. Н. Nisbett, Huyton, Liverpool, engineer, 3,000 shares; E. К. 
Мыр J. P., 5, Windsor Buildings, Liverpool, 1,000 shares; J. S. H. Banner, 
24, North John Street, Liverpool, chartered accountant, 1,000 shares; J. 
Taylor, Heather Cliffe, Helsby, Warrington, manufacturer, 1,000 shares; D. 
Sinclair, The Grange, Huyton, engineer, 1,000 shares; Mordey & Dawbarn, 82, 
Victoria Street, S. W., consulting engineers, 1,000 shares; J. C. Still, J. P., 
Kirkside, Croxteth Gate, Liverpool, 500 shares; A. E. Levin, Hillcroft, Shaw- 
field Park, Bromley, Kent, engineer, 500 shares; A. P. Haslam, 83, St. Dunstan's 
Road, Hammersmith, W., engineer, 250 shares; D. Bates, The Orchard, 
Huyton, engineer, 500 shares; G. W. Peard, Eldon House, Huyton, engineer, 
125 shares; and W. Kerfoot, Prescot Hall, Prescot, chartered secretary, 125 
shares. No initial public issue. The number of directors is not to be less than 
three nor more than five; the first are G. H. Nisbett, D. Sinclair and J. 
Taylor; qualification, £500; remuneration, £200 per annum, divisible. 
Registered office, Dacre House, Victoria Street, Westminster. 


8. W. Deacon, 59, Duncan street, Longsight, Manchester, clerk; E. Armstroug, 
22, Cromwell Street, Stretford, Lancashire, cashier; P. B. Coulson, Beach 
Mount, Clarence Park, Blackpool, textile export; and J. D. Collier, Hazel- 
hurst, Whitefield, Manchester, electrician. No initial public issue. The 
number of directors is not to be less than three nor more thun seven; the sub- 
scribers are to appoint the first; qualification, £100. A 


CITY NOTES. 


British Westinghouse Electric & Manufacturing Co. 


Mr. W. I. BucHANAN, deputy chairman, presided over the sixth 
annual meeting of the above company, held at Hamilton House on 
Monday. There wasa large attendance of shareholders. 

The CHAIRMAN, in moving the adoption of the report (see p. 985 
of our last issue), said he desired to say, at the outset, that the year 
had been one of disappointment to the board: While some of the 
reasons for this would be referred to as he proceeded, he deemed it 
well just to say that he should deal that day with the undertaking as it 
stood, and with the future, rather than with the past, since nothing 
со@а be accomplished by an expression of the views any of them 
might hold as to the wisdom shown in the formation of so large an 
undertaking in electrical manufacturing as the company had come 
to be. The facts were that the works were here, aud must be dealt 
with, leaving to the future the proof as to whose views were 
correct. One thing was clear, namely, that the controlling factor 
which guided those who created this large industrial undertaking 
was not the immediate present but the future industrial develop- 
ment that must follow the constantly increasing uses to which 
electric power was being put—a feature yet in its childhood in 
this country; and certainly the moment had not been reached 
when either the capacity or potential ability of their immense 
plant had had an opportunity to justify the faith and belief oí 
almost every competent person in touch with the development 
of electrical traction and power undertakiogs in this country. 
There would seem' to be no reason, hence, to say that, merely 
because that moment had not yet been reached, and the works 
they had built with that end in view had, in consequence, not 
been remunerative, that they would not be so. It would appear 
reasonable, on the contrary, to think that if, in the near future, 
any strides were taken in this country in the electrification of 
railways proportionate to those that had taken place in America 
during the past eight months alone, there would then possibly be 
proof in sight that the optimistic views held by those who founded 
the company were not without foundation. Before taking up the 
report in detail, he desired to express the regret occasioned the 
board by the retirement, since the last annual meeting, of two of 
their colleagues— Мт. J. W. Cloud and Sir Joseph Lawrence. Mr. 
Cloud retired by reason of the necessity he felt to give his entire 
time and attention to the Wertinghouse Brake Co., of which he 
was the directing mind. The resignation of Sir Joseph Lawrence 
had been under consideration by him for more than 18 months, 
growing out of his wish and purpose to lessen the cares and responsi- 
bilities entailed by his long service in companies and undertakings. 
The baord presented for their confirmation asa director the nomina- 
tion of Mr. Newcomb Carlton, a vice-president of the American 
Westinghouse Co. Mr. Carlton had come here to give the under- 
taking his undivided time and the benefit of his knowledge, expe- 
rience and capacity. They would notice that the capital account 
had been increased by the issuance of £400,000 of 4 per cent. 
mortgage debenture stock, which was taken during the year by the 
American Westinghouse Co. at 95 per cent., and a further £225,000 
of such stock was available for issue, and that this would also be 
taken at 95 рет cent., and paid for at stated times during the vear 
1906 by the American Westinghouse Co. The use to which the 
new capital that had come into the undertaking had been put was 
mainly shown by the addition of £105,738 that had been made to 
their account for “completed work on contracts in progress," of 
£29,828 to “sundry debtors , account, of £118,642 to shares in other 
companies" account, and by the “suspense account " that had been 
opened. It was hoped that the additional capital arratiged to be 
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provided during the year 1906 by the sale to the American Westing- 
house Co. of the debenture stock, to which he had referred, would 
answer the company’s requirements, but it was not to be forgotten 
that an undertaking so extensive as theirs required a varyingly 
large working capital in order to safely and satisfactorily conduct 
so large a general business as theirs was growing into, and carrying 
out heavy contracts which in ail cases required the investment of 
large sums for a considerable period of time during the early pro- 
gress of the work. As their business increased in volume, as it 
must do to bring about the success all of them desired, it went without 
saying that they would be the first to recognise the desirability of 
making such provision as the financial needs from time to time 
might make desirable in order to carry on the work. This 
was, however, a question for the future. Temporary loans” 
had decreased £116,000; “sundry creditors” bad decreased 
£86,680 ; and “premium account” had decreased £37,468. This 
latter decrease had resulted from the writing off of discounte and 
expenses incident to the issue of debenture stock and of shares in 
other companies, namely, those of the Adelaide Development Co. 
Turning to the other side of the accounts, they might recall that 
last year he said that the expenditure of that year had, he thought, 
practically completed the installation of the works. He was glad 
to say that this opinion had been apparently confirmed, since the net 
additional outlay on this account during the year under review had 
been but £162 on the “ Works at Trafford Park” account, and £791 


on machinery and tools” account. The increase of £18,850 shown . 


on the balance-sheet in the Works at Trafford Park " account, and 
the decrease of the same amount in machinery and tools” account, 
were merely book entries through which items that had been 
standing since the beginning of the works had been credited to 
the latter account and properly charged to Works at Trafford 
Park”- account as the result of a careful analysis that had been 
madeofthetwoaccounts. Ifthe works began the manufacture of motor- 
omnibuses, as seemed likely during the next year, then additional 
tools would be required for that special purpose. The stock of 
" material on hand and in process of manufacture " stood £188,590 
lower than in the last balance-sheet; completed work on con- 
tracts in progress" showed an increase of £105,738; “sundry 
debtors'" account, an increase of £29,828 ; shares in other com- 
penies" account, an increase of £101,357; and that the cash at 
bankers, and in hand, showed an increase of £8,284. The increase 
in " shares in other companies " consisted of an addition of £50,000 
on shares in the Traction and Power Securities Co., and of £65,254 
on shares of the Clyde Valley Electrical Power Co.; the remainder 
represented shares of electrical power undertakings, which were 
large customers of the company. In connection with these two 
chief items, at the last meeting he referred at some length 
to both the investments, viz., the Traction and Power Securities 
Co., and the Clyde Valley Electrical Power Co. Не could do no 
better now than to confirm what he then said, and probably 
to add something thereto, since, by во doing he would be 
answering an inquiry he had received from a shareholder in the 
company with respect to the subject of depreciation. Each year's 
business of the company brought out more clearly the fact that the 
relations they established between the Traction and Power 
Securities Co. and their own, had been of material benefit and 
assistance to their enterprise. The position occupied by the 
Traction and Power Securities Co. was & conservative and 
safe one, the policy of its board having been to retain 
the company’s investments in debentures and shares of com- 
panies until time improved both their position and value. 
In consonance with this policy they had followed the 
safe course of fortifying themselves by largely transferring their 
earned profits to a reserve account, so that they might be in a safe 
position at all times. Acting upon this they last year transferred 
£25,000 from their profits to their reserve account, which, with this 
sum, reached a total of £35,000, so that he thought they would 
agree with him that the position of the company was improving. 
The other chief item in the asset consisted of the shares of the 
Clyde Valley Electrical Power Co. held by their company. Since 
last meeting the two large power stations built by them for the 
Clyde Valley Co. had begun to regularly furnish power service to 
consumers. Опе of these stations was at Yoker, and the other at 
Motherwell, both points adjoining Glasgow. The two stations were 
probably the most modern that had been built in connection with 
power undertakings in this country, and certainly reflected great 
credit on their company. Contracts were now being made by the 
Clyde Valley Co. for the use of electrical power, and when it was 
remembered that the field covered by the company's two stations 
was believed to be one of the very best in Great Britain, the out- 
look appeared encouraging. The Clyde Valley Co. had an active, 
energetic board headed by Sir David Richmond, and a hard- 
working economical management, so that no apparent reason was 
insight why the company should not in the near future be estab- 
lished on a successful road. Under the circumstances given, it was, 
he thought, clear that the board would certainly not have been 
warranted in doing other than carry these assets at their book 
value. In connection with the items on the balance-sheet covering 
depreciation, they would notice that certain shares had been 
written off by debiting them to Premium Account." This item 
was in respect of the value of the shares in the Adelaide Develop- 
ment Co., to which company he referred last year. While it was 
true that the board was not without hope that in the end they 
might be ablej to recoup the company to some degree in connection 
with that business, they had deemed it wiser to write the shares off. 
In the matter of depreciation on the plant, they would be interested 
to know that in addition to the item of £11,500 for depreciation on 
tools, &c., shown by the balance-sheet, the important sum of 
£25,012 was charged to general expenses during the year for their 
repair, renewal and improvement. £15,144 was equally charged to 
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general expenses for the repair and renewals of patterns, dies and 
small tools, and £19,040 for new patterns, this last item being 
exclusive of patterns charged directly to the contract for which they 
were made. There was also charged to general expenses £6,536 . 
expended during tbe year for the maintenance of buildings and fix- 
tures, while the furniture and fixtures have been depreciated £1,277. 
These charges against general expenses were in accord with the 
policy adopted by the chairman and board 18 months ago—viz., 
that the important portion of their plant to which the above 
remarks applied should not only be kept in good condition and im- 
proved, but added to as far as possible, without further additions 
to capital account. The charges thus made to general expenses, 
coupled with the depreciation recommended under different heads, 
had appeared to them, under the circumstances, to reasonably and 
conservatively care for the subject. Quite apart, however, from 
the explanations he had given, and in reply to inquiries he had 
received as to the policy of the board in these regards, he wished 
to reiterate the belief he ventured to express at the last meeting, 
to the effect that, after all, the subject of the extent to which 
depreciation of any plant shall be carried become pertinent and 
important only when directors had before them a proposal to pay а 
dividend from profits earned. While this was true, the board felt 
that the policy they had adopted was a fair, conservative and safe 
one, and in line with good policy. ‘‘ Raw Material” had been 
reduced notwithstanding the fact that during the year under 
review a much larger volume of work had beep done by the works 
than during the previous year, and that Finished Products” stood 
in the present balance-sheet at, approximately, £40,000 less than 
in the previous year. It would be interesting to know that the 
amount of work turned out by the plant at Trafford Park had 
materially increased, indicating progress in the use to which their 
works were being put. Further, there had been an increase of 
£360,000 in shipments billed out during the year, and a striking 
decrease in “Purchases resold” of £165,000, which was a clear 
indication that an increasing proportion of the product they were 
selling was being made at their own plant. An especially en- 
couraging feature had been a decrease of £10,000 in selling and 
administration expenses. They: would agree with him that these 
figures pointed in the right direction, and when he said that com- 
plaints had become а negligible quantity, and that their factory 
expenses had markedly decreased during the year, the decrease 
being about £55,000, he thought they would admit that there were 
indications that care was evidenced in the work that had been 
done by the management of the company. His attention 
had been requested by а shareholder to one item that 
appeared on the balance-sheet—viz., the additional charge 
of £43,549 made to the Mersey Railway. In explana- 
tion of the item he referred to, it was to be said that some 
two yeárs ago a dispute arose between the Mersey Railway 
and their company with regard to the date upon which the line 
was to be considered as being completed within the terms of the 
contract. While this dispute was going on other questions having 
to do with complaints urged against specific portions of the work 
done by the company became involved, with the result that at the 
close of the year covered by the last balance-sheet the railway com- 
pany, within its rights, demanded an arbitration as to the position 
taken by the company on the questions at issue. During the 
course of this arbitration, however, an amicable adjustment of the 
matters in dispute between the two companies was reached, but 
with the result that the date of completion asserted by their com- 
pany was not maintained and, therefore, the interest upon the new 
debentures of the railway, which, by the terms of the contract, was 
to be paid by their company up to the date of completion of the 
line, had to be charged against the account, together with other 
sums for certain changes that had to be made in the plant as a 
whole, with the result shown by the figures before them. "The 
other item of importance to which he wished to refer was the 
“ Suspense Account," which appears for the first time in the books, 
and against which the directors had recommended that £25,000 
should be written off. The items comprising this account were 
carefully and exhaustively considered by the management of the 
eompany, with the result that the directors were convinced that 
the account was one which, in their judgement, should be opened 
and treated as they had recommended. Their reason for this was 
their conviction that it was unwise and unfair to charge against 
“ Profits Earned " during one year the whole of the very large sum 
that had had to be expended during the year under review in con- 
nection with the development and building of the important new 
types of apparatus furnished during the year, notably steam turbines 
and gas engines, and for the experimental work that had been 
carried out in connection with the development of single-phase 
traction apparatus, as well as in several other fields of electrical and 
mechanical development in which it had been deemed by the 
management vital to their interests to try to place the company in 
a first and prominent place in relation to the wider use of such 
apparatus and machinery, which all indications pointed to as being 
practically certain in the near future. In the opinion of the direc- 
tors the experience and knowledge gained by the expenditure thus 
made would be reflected to their advantage in the company's business 
in the lines in question in the future, and it therefore seemed to 
them not only fair to the year under review but wise to open the 
account in question and to depreciate it from year to year from 
profits, rather than to make the one year’s trading bear an unfair 
load. Their works had been well maintained, and in some ways 
improved during the year, and were to-day in an efficient condition. 
The essentialthing now was that such use should be found for the 
output of their plant as would make it profitable to them. This 
meant that а large increase in their business must be secured, and 
equally an increase obtained in the prices at which their product was 
sold, and a low cost of production maintained. These were the 
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things that were being sought for by those directing the affairs of 
their company, and constituted the programme their directors had 
for the fature. The difficulties met with by their board in these 
regards were, however, many and varied, chiefly centring around 
the keen competition the company had to meet in the sale of their 
product as a result of a very light demand. These had brought 
constantly lowering prices with them, with the invariable result, 
namely, abnormally reduced trading profits. While the recent 
appreciable revival that had taken place in general trade in Great 
Britain had affected their company somewhat, it had not been 
sufficiently marked in the electrical trade to bring with it any 
decrease in the existing competition, and hence no rise occurred in 
the abnormally low prices the company had been forced to meet as a 
result of existing conditions. 
prices was one of such importance to their company’s success that 
too much attention could hardly be given to its consideration, since 
without a low cost of production, fair prices and an increased 
sda ды, no success could be forecasted for any large industrial 
undertaking. They could more easily appreciate how this question 
of prices affected for good or bad such a large undertaking as theirs 
when they considered that an advance of but 10 per cent. in the 
turnover of their company last year would have practically meant 


an addition of £100,000 to their trading profits, since all their 


charges were provided for out of the prices actually secured. The 
limited demand for electrical material had not made it possible for the 
company to increase its output, and thus cover, through savings in 
factory cost, the heavy disadvantages low prices had brought to the 
turnover. While all this was true, and while it was equally true, unfor- 
tunately, that no orders for the execution of large undertakings had 
fallen to the lot of the company during the year under review, it 
was gratifying to know that there bad been a constant increase in 
the number of orders received by the company, and in the number 
of new customers who had opened accounts with the company. 
This was certainly a healthful and gratifying sign, since it indicated 
that the efforts that bad been expended by the management and 
board to improve and perfect the manufactured material turned 
out by the works bad been successful, and that their product had 
been steadily growing in favour and in the confidence of users. 
The number of orders received during the year under review was 
nearly double that for the previous year, and three times that for 
the year 1903, while the total value, even in the absence of any 
large orders, had remained approximately that of the previous 
year. Another encouraging feature was the fact that the business 
being done by the company in the colonies was increasing. The 
directors were making extra efforts to further increase this by 
opening branch offices, and by vigorously entering into competition 
for all work offered, and he was glad to say that the outlook in this 
direction was encouraging, and led the board to hope for a marked 
benefit in the company’s business. A further market was being 
looked for by an extension of the sales of other Westinghouse 
companies thus utilising the great advantages the works had to 
offer in the production on a larger scale of many products for which 
a market might thus be extended. While this was true, it was 
equally true that the competition the company had to meet at home 
was still disadvantageously affected by Continental companies, and 
he saw little likelihood that any change in this vital matter was 
in sight. It was a factor that completely destroyed all plans that 
a British company could make who were trying to secure fair prices 
in competition on important contracts here. Many of them might 
have seen the statements that had lately appeared in the London 
Press regarding one case that would illustrate the results that flowed 
from such competition; he referred to the experimental appli- 
cation of single-phase electrical traction to one of the prominent 
railway lines, the order for which was given to а Continental 
company. Their company, among other British concerns, sub- 
mitted tenders for this work—a new and important class of work, 
by the way—which their company was peculiarly fitted to carry out, 
both by reason of their plant, and through the ability of the com- 
pany to avail itself of the wide and valued experience attained in 
this special class of work by the American Westinghouse Com- 
pany as a result of the close and advantageous relations 
existing between them, since that company had constructed, 
or had under construction, a greater total horse-power of appa- 
ratus of the kind in question than had all other companies in 
existence. His information was to the effect that the work in question 
was awarded the Continental company under terms heretofore un- 
known in large undertakings and at an exceedingly low price. He was 
in no manner criticising the action of the railway company, which 
had both right and custom in its favour in adopting the c urse it 
took to secure the material desired under the most advantageous 


terms possible, without regard to where it came from. His point. 


wa8 that competition of this kind from a strong industrial country, 
a rival of their own, was a thing against which neither their 
directors nor that of any other company could accomplish 
much. It was not alone the question of the price at which the 
order was taken that was involved, but, more important, the 
pernicious effect exercised on prices as a whole by the con- 
stant presence of such а competition. бо long, however, as 
the publie policy of a country encouraged competition within its 
own borders from its strongest and mest active rival, just so long 
would that country's industrial undertakines be powerless to do other 
than try to meet it by following down prices to the point of factory 
costs, or, in many cases, see work they urgently required for their 
own shops go abroad to help reduce the shop costs of their foreign 
competitors, who themselves enjoyed freedom from outside inter- 
ference within their own country through economic legislation. 
From what he had said, they would see that he was unable to hold 
out any strong encouragement for them to look for a marked change 
during the present year, either in an advance in prices or in an 
increase in the volume of their output. He was sure, however, that 


is subject of competition and 


the increasing reputation being secured by their product, the grow 
ing increase in the number of orders received during the year under 
review, showing a widening distribution of their products, a 
lessened factory cost, indicating a lower cost of production, a 
decreasing selling and administration expense, & decrease in 
the value of purchases resold, and a beavy increase in the 
vaiue of the product of the factory, would be of aid and permanent 
advantage to their interests, and would enable them to quickly take 
advantage of every favouring condition that arose. Certainly these 
conditions showed such ап improvement in general as to greatly 
encourage them. In conclusion, might he not say that the board 
felt they would cordially agree that it was due to Mr. Westinghouse 
and to his associates and interests to say tbat the confidence they 
constantly and unvaryingly showed in the success of the under- 
taking, not alone through their continued heavy investmenta of 
capital in the company, but through their personal efforts and 
help in conducting its affairs, was not only greatly appreciated by 
their associate shareholders here, but it afforded all here unqualified 
encouragement. Mr. Westinghouse and his associates were 
now practically half owners of the company, and, for the 
reasons he bad given, were certainly entitled to expect from their 
associates here a measure of confidence and encouragement 
in return for the unwavering faith they had shown, and 
continued to show, in the ultimate success of the com- 
pany. This faith was not only evidenced by their continued 
investment of great sums of money in their enterprise, but by the 
personal intcrest they showed and the great services they rendered 
in connection with the administration of the company’s affairs. He 
felt sure that the business judgement of shareholders present 
would recognise that it was safe to assume that Mr. Westinghouse 
and his associates, who were so deeply interested in the success of 
the company, both from a financial and an engineering standpoint, 
might be safely relied upon to work out the largest success possible 
for their undertaking concerning every problem with which they were 
peculiarly fitted by experience and skill to deal more efficiently 
than could any other agency. Their record in these regards was 
one of unbroken success in their own country, and he knew they had 
entered on no problems with which they had had to deal, with 
more purpose to win, than on the solution of those connected with 
the successful rounding out of the company. The encouragement 
of the shareholders was counted upon by them, and with it he was 
willing to hazard the prediction that unless all signs failed, the 
near future would find the corner turned and their undertaking 
started on the road towards that success to which those who founded 
it looked forward. He was confident this was the only result that 
would satisfy either Mr. Westinghouse or his associates, and that if 
it was a possibility they would attain it. 

Mr. J. H. Luk Ach seconded the motion. 

Mr. D. Brown said he was a man without hope after hearing the 
speech of the chairman. Mr. Westinghouse came over here with а 
great flourish of trumpets and was going to show how a great 
engineering company ought to be run. They had had some years’ 
experience and were faced with losses. They could see how 
extravagantly the company had been managed, and how money had 
been “shied about." They found that £794,876 was paid for good- 
will and patents, but surely they started de novo. "They built a huge 
shed at Manchester, on what was called their own freehold property, 
and now they were called upon to pay a heavy rent. Not content 
with spending a million of money on this enormous building, they 
spent £925,800 on tools and fittings. Не believed if they had to 
dispose of all this property to-day they would not get £500,000 for 
it. He saw that they spent £23,564 upon furniture, which was pre- 
posterous. Why, also, should they have so much invested in other 
companies when they had to pay over £20,000 to issue their own 
debentures. They had а liability of £112,000 on these 
shares, and he asked if that was good finance? (Cries of No.) 
Mr. Westinghouse was their chairman, but he was not there that 
day to face the music, nor was he present last year. He had been 
told that rats deserted a sinking ship, and they found that 
directors were now resigning, while the gentleman nominated to 
succeed them, was the vice-president of the same named company 
in America. It looked as if the American company was squeezing 
them out. He maintained that they had been trifled with. They 
had a capital of £4,000,000, and a deticit on the year’s working of 
£15,000. He moved that the report be not accepted. 

Mr. MackENzIEB seconded the amendment, and said that the 
American company’s shares stood at $190, while the £5 preference 
shares of the English company stood at £2. There were a great 
many inferences to be drawn from that. They were told that the 
directors hoped to get a lot of business from the Colonies, but they 
could not go into the richest colony, because there was а Canadian 
Westinghouse company. The Canadian company, he believed, was 
successful, but they manufactured brakes. 

Mr. BENNINGFIELD pointed out that paying off £25,000 a ycar, 
it would take 6 years to wipe out the suspense account. 

Mr. BovEs wished to know how many patents had been taken 
out as the result of the experimental work, and, further, how 
many of the shares which Mr. Westinghouse and his associates took 
up, they now held. 

The СнлївмАх said that Mr. Westinghouse had hoped to be at 
the meeting, and it was postponed for that purpose, but owing to 
an appointment he was unable to come on the date fixed, and be 
(the chairman) took on himself the responsibility of not delaying 
the meeting any longer. The best answer be could make to the 
criticism was the success of the Westinghouse organisations. Any- 
one who soberly thought for 5 minutes, would see that the 
insinuations of an ulterior motive were not tenable. The interests of 
the American company in this company had been constantly 
increasing, and Mr. Westinghouse himself had increased his hold- 
ing by 6,000 preference shares during the past year. Mr. Westing 
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house and his associates took every share they had agreed to take, 
and had hold every one, and ha о their holding. That 
indicated the confidence which Mr. Westinghouse and his associates 
had inthe company. As to the criticism of the foundation of the 
company he had nothing to do with that; but it was the manful 
thing for them to take hold of the situation as it was, and that was 
what they were trying to do. They were trying to make it & 
success, and they were surrounded by those who had made success 
of similar undertakings, and who held over 50 per cent. of the stock 
of the company. Those people bad never made a failure yet, and 
were not going to make a failure of this. The board held 60 per 
cent. of the proxies of the company, and was prepared to stand by 
the report, and he hoped there would be no obstruction, as it could 
only have one result. The number of patents they took out during 
the year was 120 or 130. The sum paid for goodwill to the 
American company was represented by deferred shares, and that 
did not enter into the problem at all, because the preference sbare- 
bolders would have to be satisfied before the ordinary shareholders 
got anything. 

Mr. Brown said he recognised that he would be only beating the 
nir by persisting in his amendment, and consequently he with- 
drew it. 

Mr. WALTON urged that the company was an industrial onc, and, 
therefore, it should not be allowed to get into the hands of finan- 
ciers. If they stood nó chance of making money, what was the 
good of holding on until their shares got lower and lower. He did 
not believe the company was ever wanted, and it bad been 
beaten by English competition. 

Sir J. LAWRENCE denied that Mr. Cloud and himself left the 
board because they had any disbelief in the future of the company. 
He knew that the directors had had great difficulty in conducting 
the concern, and had met with unprecedented competition. 
them take the contract of the London and Brighton Railway for 
electrifying the line from Battersea to Peckham. Their company 
went into competition with the single-minded endeavour to do 
good business, but found the conditions were almost impossible. 
Nevertheless, they tendered at a price which left but а very small 
margin of profit, and they competed with concerns representing 
millions of capital, which came into this country boletered up by 
the cartel arrangements with othercompanies. One of the features 
of the combination of electrica] manufacturers in Germany was that 
they guaranteed to those of their members who competed for contracta 
outside Germany the difference between the lower price which 
they had to take in Great Britain and the price they took in Ger- 
many. It was such competition as that that the company had had 
to meet. Mr. Westinghouse anticipated great development in 
electrical traction, but the railway companies had only gone into 

eit ina small way. He thought they had better be patient and bide 
their time and in the end they would come out on top. 

Mr. HILL asked for a little more explanation as to the Mersey 
Railway loss. : 

The CHAIRMAN again explained how it was that they had made 
the loss over the Mersey Railway, and invited any shareholder to 
give any suggestion to the company at the offices. 

The motion was then carried. 

Mr. Carlton was elected а director, and Lieut.-Col. Montague 
Cradock was re-elected a director, and the proceedings closed. 


India-Rubber, Gutta-Percha and Telegraph 


Works Co. 


THE meeting of this company, held at 106, Cannon Street, E.C., on 
Tuesday, was presided over by Major LEONARD DARWIN, who, in 
moving the adoption of the report (see ELECTRICAL REVIEW, 
December 15th, p. 984), expressed the pleasure of the directors in 
being able to lay before them а satisfactory statement of the 
results of the year's trading. At the last meeting held а year 
ago, Mr. Henderson and himself expressed the hope that the board 
would be able to mcet them on this occasion with a more favourable 
Statement than was then submitted, and he was glad that the hope 
then expressed had been in part realised by the result of the year's 
trading. One of the factors in this result had been the fact that the 
prices of raw material, although high, had undergone no very great 
fluctuations. This comparative steadiness had enabled them to 
adjust their selling prices to a certain extent to meet existing con- 
ditions. The high level of prices had an effect which he should not 
ignore in addressing them. It produced an apparent increase in 
their turnover, that was, the handling of the same quantity of 
material caused a larger cash turnover to appear. It was, how- 
ever, a satisfactory state of things when high prices did not, as 
they might do, reduce the quantity of goods handled. With an 
uncertain disturbed market of raw material, one was never quite 
certain how to deal with manufactures, and they could only wish 
that when the fall took place, as take place it must, the lowering 
would be a gradual and not a violent one. The manufacture of the 
Manila-Shanghai cable was progressing as usual in а perfectly 
satisfactory manner, 900 nautical miles having been manufactured. 
The Zuccaneer, which returned from her charter since the drawing 
up of the directors' report, left again on the evening on the 18th inst., 
on 8 further short charter. Considerable further expenditure must 
be made at the Persan works; it would be principally in the 
nature of extending the buildings and putting down more plant. 
This extension was forced upon them as there were certain lines of 
goods which they at present could not produce in sufficient quantity 
to meet the demand. One could only wish that they could graduate 
the demand by an increase in the selling price of these goods, but 
although their manufacture of them was recognised, perhaps, as 
superior to that of their competitors, yet this superiority wag not 
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quite sufficient to lift their productions to a higher and more prof- 
itable grade of selling price. But, perhaps, he might be allowed 
again to take the opportunity of calling attention to the 
heavy burden of local taxation which industrial under- 
takings had to contend with in certain localities. At Silvertown 
they had to pay rates which exceeded 10s. in the pound; whereas 
in Newcastle, for example, they were, he believed, at about 5s. 9d. 
On the assumption that properties were valued on the same basis 
in Newcastle and in West Ham, it bad been estimated that tho 
direct and indirect effect of this difference in the rating was to 
handicap them to the extent of about £25,000 a year as the result 
of their works being at Silvertown instead of at Newcastle. If 
this possible economy could be capitalised, the sum thus created 
would be sufficient to erect new works in another district where the 
local burdens were less heavy. The action of Messrs. Yarrow, who 
were said to be leaving the banks of the Thames for the North, 
proved that in those districts this was not a mere imaginary possi- 
bility. Local authorities should remember, and the bankers who 
lent to them should also remember, that the closing of one large 
firm would generally throw an increased local burden on the other 
firms who remained; or, in other words, that the geese who lay 
the golden oggs will be tempted to take flight in a body if they are 
too much harassed.” He thought in submitting these remarks he 
had referred to such matters affecting the company as could be 
referred to in a public meeting, and he hoped that they would serve 
to convey an impression of the general state of the company's 
business. He then formally moved the adoption of the report and 
accounts for the year ended September 30th, with a dividend 
of 15s. per share, free of income-tax. e 

Mr. HENDERSON seconded the motion. 

Mr. Fuint asked whether the board had considered the question 
of equalisation of dividends, especially with regard to the paying 
off of the debentures next March. Would the question of a real 
reserve fund be considered ? 

The CHAIRMAN, replying, said that the question of the debentures 
was before the board, and when the time came the subject would be 
taken into consideration, though they did not anticipate the 
slightest difficulty with regard to those debentures. Any suggestion 
with regard to the equalisation of dividends would be most 
carefully considered. It had been the policy of the board, and 
always would be, to make the dividends as equal as it was possible 
to do. He doubted if they would find many companies with a 
more steady dividend than this company ; it had been 10 per cent., 
with only one exception, for about 20 years. That record proved 
that their endeavour was to pay an equal dividend. If any method 
of making it still more successful in the future should occur to them 
they would give it every possible consideratjon. He could not say 
more at the moment. | 

The report was unanimously adopted. 

The retiring directors and auditors were re-elected, and a hearty 
vote of thanks was accorded to the board and the heads of the 
different departments, especially the Messrs. Gray, to whom they 
owed more tban they could possibly recognise. 


Prospectus, — Shanghai Electric Construction Co., 
Ltd.—This company has been offering 312 shares of £1,000 each at 
par. It willconstruct some 233 track miles of electric tramways 
in Shanghai, and a contract has been entered into with Messrs. 
Bruce Peebles & Co., Ltd., to construct and equip the system at 
£277,000. Mr. R. S. Portheim, of that company, will join the 
board after allotment. When the system is constructed, it is pro- 
posed to form d new company, with the consent of the Council, to 
take it over. | 


Stock Exchange Notice.— The Committee has ap- 
pointed Thursday, January 4th, 1906, to be a settling day in :— 
British Aluminium Co., Ltd.—88,000 ordinary shares of £5 each, £2 paid. 


Nos. 2,001 to 40,000; and £300,000 54 per cent. Lock Leven debentures of £100 
each, Nos. 1 to 3,000 (registered). 


And same have been ordercd to be quoted officially. 


South Metropolitan Electric Light & Power Co.— 
The final instalment upon the ordinary and preference shares and 
debenture stock, issued under the circular dated June 23rd, 1905, 
falls due on the 1st prox. | 


Richard Hornsby & Sons.—The profit on the year's 
working is £16,767, after writing off depreciation, paying directors’ 
remuneration and interest on debenture stock, on mortgage loan, 
and on payments in advance of calls. The directors recommend a 
further dividend on preference stock for the half-year ended Sep- 
tember 30th, making 6 per cent. per annum; a dividend of 6s. per 
share on ordinary shares to September 30th, £9,000; placing to 
reserve account £2,000; and carrying forward £1,476. 


Blackpool Tramway Companies.—The annual meet- 
inge of the Blackpool, St. Anne's and Lytham Tramways Co., Ltd., 
and the Blackpool Electric Tramways (South), Ltd., were held 
consecutively at Blackpool on 18th inst., when, according to the 
Financial Times, shareholders of the latter company were privileged 
to be present at both meetings. After the meeting of the former 
company, the meeting of the Blackpool Electric Tramways Co. 
(South), Ltd., was held, and Mr. Guthrie (the chairman) spoke at 
length regarding the relative position of the two companies, and 
regretted the debenture-holders' action in opposing the winding up 
of the 1 and a division of the assets, consisting entirely of 
shares in the Blackpool, St. Anne's and Lytham Co., amongst the 
shareholders 
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ELECTRIC TRAMWAY AND RAILWAY 
TRAFFIC RETURNS. 


| Fort- | Receipts for | No. Route 
Locality. oy E the of Total to date miles 
en fortnight. | wks. 2 ореп. 
& g* £ 4” Ф 
Aberdeen .. Dec. 16 | 2,343 |+ 174 | 99 | 41,198 — 1,239 
yr oe es ee : » 1 846 + 11 31 10,835 те 1 8 ° 
Bath .. s ..| » 16 | 1,296 |+ 211 50 84.057 | + 2,865 | 18 HE 
Birkenhead .. e|» 17; 1978 (+ 65 | 87 38,732 | — 678 | 18°65) .. 
Blackburn . |» 18; 1,711 |+ 206 | 374 | 86,897 | + 1,550 18776 . 
Blackpool Corp. ..| » 14 0:+ 20 87 44,669 | + 1,800 |11°87! .. 
эз —Fleetw'd| „ 16 808 — 8 24 19,810 | — 1,106 ; 
" —Lytham, , 14 289 + 47 6 912 + 68) 73 
Bolton Va |» 17, 3,000 |+ 88 78,018 | + 8,045; 26 |+ 1 
Bournemouth | „ 18 | 2,475 T $20 | 364 | 52,540 | 410,884 11774 |+ 71 
Bradford . » 16 | 8,099 |+ 87 | 168,840 | — 5, 68 |.. 
Brighton e . [1] 17 1 76 TEA 38 ,988 e 9:5 es 
Bristol s» " „ 15| 9 + ae sle У 98:6 | .. 
Brit. Elec. Trac. Co 
Airdrie. Dec. 8 49 10,116 | + 230! 8· 55 
Barnsley » 8 T 7,574| — 828) 8 
Barrow » 8 з 11,765 | + 2,231 | 5°87 
{Birmingham ( zi » 8 " 98 | + 198 | 14:5] .. 
m (Mi » 8 i 77,059 | — 827 12:95 
Devon 99 8 77 22,414 — 8,878 8 85 
ревер Beo · rb · be „ 8 " 49,TI8 | + 1,584 (21°95 
Gateshead. . " 8 » 45,287 + 1,022 11-95 
Gravesend, N'fleet » 8 уз 11,293 | — £86) 65 
Gr'n'k, Pt. Glsgw | „ 8 „ | 81,550 | + 8,487 | 7:25 
Hartlepool ee L 8 » 13, == 1,184 6°72 
Kidderminster ee 97 8 97 5, — 884 4:5 ГЕ) 
Leamington ‚| » 8 21 8, + 1,416 | .. we 
Merthyr [x 2 97 8 49 9,253 — 517 2:9 ee 
{Metropolitan oe 99 8 ” 180,888 + „l oe ee 
Mi iddleton. * 77 8 » 16,624 + 164 8°5 ee 
Oldham a ' Ashton э 8 97 21,964 + 777 9-18 ee 
Peterborough [] 8 18 » 6,570 — 678 5:81 e 
Potteries . г „ 8 | 8.648 |+ 384 | ,, 84,045 | + 1,024 20 
Rothesay . * » 8 78 1+ 18 „, 9,542 | + 2,688 | 2-75 | .. 
Bheerness.. os . 99 6 90 p 9 9? 8,880 + 270 2°5 ee 
. Southport ee 99 8 436 5 9 9 15,160 —— 548 8:17 e 
South Staffs. з 3З | 1,603 |+ 344 | „, 96,396 | + 1,840 /18°87| .. 
Swansea и 8| 1,96 |+ 568 „, 85,421 | + 9,160 | 5:6) .. 
Taunton »» 8 86 + 1 99 2,059 — 226 1:5 oe 
emonth _ » 8 349 + 19, „, 12,558 | — 1,680 | 3:75 | .. 
s- Maro of ! » 6 59 + 3 э 6,777 + Е 596 8 2 
W стпаларіов D.] „„ 8 978 |+ 109 ,, 19,409 | + 888 14775, .. 
: Worcester ww] 3.5.8 466 14 | ,, 14,728 | + 8755-75 | .. 
Wre 5» 8 188 + 21, ,, 9294 | — 359 4 К 
Yorks, a Wook: Dist. » 8| 1,661 |+ 698| „, 82,827 | + 4,524 17 
Burnley Dec. 16 | 2.148 |+ 218 x dá 750 
Burton-on Trent 4» 17 510 — 72 8 11,679 — 1,488 | 8:5|.. 
B ee ee e. v 10 1,570 ee 86 979 ee 10:6 ° 
Car iff ee 0 57 9 8,698 ENG 62 86 74,190 + 46 15:8 e. 
Carlisle 5 „ 16 297 — 40| 50 9,100 — Ж : 
Chatham and Dist. „ 14, 1,108 |4 188 | 60 ›ү598 |+ 8,518 |9:8 7 8 
Colchester . . » 18 286 92 | 20 888 — 1,993 | 7 
rk .. .. | Nov. 80 769 4 | 48 98,145 |+ 684 19:89. .. 
Coventry Deo.14| 815 8,50 | 298,960 |+ 642 959] .. 
Dar n » 16 868 + 21,87 | 1,626 | - 4187 
Darwen E 15 | 446,4 85 87 9,043 1+ 467,486, .. 
Dover T |o» 16 847 — 5 |87 | 8,5908 — 48 4-75 + 13 
Dublin eo e „ 15 9,280 1+ 860|.. | 121,89 — 288 48˙5 1 15 
Dundee „ 18 4 7 187 90 27,750 !+ 1,742 125 
East Ham | „ 16 1,499 |+ 298 | 87 ,809 |+ 8,656 8 |+1 
Glasgow .. „ 16 | 80,656 8,877 | 28 | 497,462 424,941 16 +8 
Gloucester . uL s d 454 j+ 40/87 | 11,120 „„ ue 
š „ 13) 2,681 + 482 87 59,226 3,791 | 87 |+9°5 
+Huddersfield ги 16| 1,800 (+ 1290 87 | 50,830 |+ 2,208 | 98 | .. 
ull... T , » 16 4290. 188 | 37 82,530 860 13 
Нота à » 16 761 ＋ 69 87 17, 770 495 | .. |.. 
eaton .. » 18, 905 19 87 4,481 715 | 85). 
h » 16 652 — 382,87 16,408 1,665 | 10°5' . 
Isle of Thanet ..| , 16 449 |+ 18 | 50 | 81,082 |— 3,245 
Kirkcaldy .. % „ 18 + 12l.. s Vi 75) .. 
Lan'kshire'Trm.Co.| „„ 14| 1,607 |+ 404 | 60 | 87,611 |+ 5,060 1255/4 8:9 
Es 11,106 !+ 788 | 86 | 210,201 |+ 6,216 | 89:6 |+ 8 
Leicester „ 16| 8 + 508 50 | 108, +80,168 | .. us 
Liverpool ji 9 | 20,724 |+1,826 | 49 | 517,040 |+10,156 | 104 |+ 1 
L.C.C. А „ 2| 96,494 |+8,441 | 85 | 598,199 |+70,511 | 51 |+ 44 
Lowestoft .. » 16 951|— 18 |11 1,688 44 | 8:5 ; 
Manchester А „ 16 | 25,064 41,977 | 37 | 479,706 | 21,880 | .. 
Newcastle „ 16 7,899 |. 299 | 87 | 141,259 |+ 3,282 
Newport. а „ 16 1,057 |+ 64 11 5,842 878 | 14:5 |+ 1:5 
Oldham „ 17] 8,101 |+ 399 88 62,455 |+16,673 |28°75 | + 1:6 
Plymouth .. . к» Es s - э р 
Pontypridd ee | » 16 i 37 6,016 s 8:5 |... 
Portsmouth $9 9 1,449 |+ 116 | 36 74,238 |+ 1,993 | 14:5 
Preston » 28| 1,154 si a vs ka 
Reading 5 566 |+ 14 | 96 28,006 
Rochdale . „ 16 | 1,009 |+ 784 | 87 954 14 20,276 | 21:8 |+ 5:8 
Salford А 211 | 8,949 |+ 720 | 37 | 158,472 |+ 8,814 
+Scarborough Nov. 25 49 РМ 46 7,785 n 
Sheffield . .. | Dec, 17 | 9,698 |+ 776 | 88 | 187,384 |+ 9,868 |86:75 1-1-5 
Southampton „ 19, 1,706 |+ 90 10 9, $11 
Southend-on-Sea ..| „ 13 459 1+ 41 | 87 14,717 |+ 752 6 
e » 9 1,18 |+ 462 | 36 418 2 
Stockport 2 8 1,476 (+ 696 | 40 27,590 6,708 |15:5 |+ 4 
Sunderland . oe | gy 17 2,894 |+ 220 | 87 49,588 |+ 1, is "e 
Swindon .. . » 5 159 |+ 18 | 86 7,172 44!.. 
Tyneside  .. . p» 1.39 692 |+ 59 | 50 20,444 i+ 1,125 | 8:87 | .. 
West Ham 14: 8,670 |+1,083 | 87 ‚109 1+ 28,250 | 14-7 + 4:9 
Wolverhampton | » 19; 1,92 s e | is КА 


City & 8. Lon. Rly 8*0 ў 
Lublin-Lucan Rl „ 15 18 = 6 24 | 2,983 — T 6. 
G, N. and City Rly. | , 16 8,049 4 49094 | 87,92 4 8,086 | 85. 
L'poo|Overh'd Rly. | „ 17 2,711 — 106 24 97,452 — 1,650 657, 
Mersey Railway ..| , 10 R408 1+ 281 24 | 88.074 |+ 2,981 45. 
+; Netropolitan Riy. , „ 17 | 17,807 |+ 551 24 | 413,480 4 2,648 | 70-5 

Met. District Rly... | „ 17 16,266 |+ 912 | 24 pues * 9,827 | 24 


| | 


* Compared with the corresponding period of 1904. + One week only, 
t Includes borse, steam and other receipts, 


STOCES AND SHARES. 
Wodneeday evening. 

Сосір we a tale unfold of buoyant markets and expanding trade, 
there might be at least & reasonable excuse for lingering over dry 
details of finance on the eve of the Christmas holidays. But, un- 
fortunately, this plea is denied us, and our mind is clear upon the 
point that, however little we feel moved to discuss tbe prosaics of 
stocks and shares, the inclination on anybody’s part to read about 
them must be even less. То which inclination, perhaps, some 
indulgence may be extended, considering the season. 

In British Electric Traction shares the tone is decidedly better, 
though the nominal quotation remains at 8. Buyers came in at 
72, and sowe of the cheerier sort expressed their gratification at the 
directors baving the courage to pass the dividend! How the 
board could possibly have proposed a distribution, in the face of 
the issued statement, it would be hard to say, but such remarks we 
have overheard this week. The market opinion seems to be that 
the fall is stayed, at any rate for the present. Westinghouse Pre- 
ference are also steady at 2, but the Debentures have not recovered 
any of their 5 point fall of last week. There is z decline in Brush 
Ordinary, to 78. 6d., and of 1 in the Preference [to 14, movements 


that reflect the hint already [given here. Both the Debentures 


retain their recent rises. Rather a feature amongst the Miscel- 


laneous shares is the 58. advance in Willans & Robinson Ordinary 


and Preference, the respective prices now being 2 and 3}. 

Still falling, is the only phrase applicable to the Electric Supply 
section. This week the declines occur in Brompton Ordinary, 
Ed mundson's Preference, Metropolitan Ordinary and Notting Hill 
Shares. The last named havé suffered to the extent of 15s., being no 
better than 144. Maybe the price for some time past has been 
what Cornhill liked to call it. One or two Debentures have also 
weakened. Why Edmundson's issues should be lowered could only 


be explained by the sympathy that exists between different shares 


in the same market, for the company, of course, does no supply 
work in London, and therefore stands to lose nothing by the 
threatened competition. The company's policy of restricting the 
flotation of new subsidiaries, whereby profits may falloff to some 
extent in this direction, is not likely to affect dividends, since the 
increasing revenue derived from the present Edmundson offshoots 
will, in all probability, soon counteract the shrinkage in profitf 
from promotions. For the decline in Metropolitan Ordinary there 
can be no other reason ascribed except that same sympathy just 
alluded to in explanation of the dulness in Edmundson's shares. 
It takes a Stock Exchange mind to appreciate the real power of 
sympathy, however much а member of the stronger sex may think 
She understands it. 

City and South London Railway stock has been down to 434, and 
at 45 the price shows a drop of a point. Well- informed insiders 
were selling early in the week, but the stock was taken, though not 
very readily nor to any large amount. Оп the eve of the dividend 
Announcement, these realisations are certainly curious, if not 
significant. Central Londons keep firm, but Districts at 36, and 
Metropolitan at 86 continue to recede. The reduction in fares 


may have started the fall, but it looks as though some more cogent 
reason were at work to account for the weakness. Underground 


Railway profit-sharing notes followed Districts, and are 4 lower 


at 97. London Motor-Omnibus shares are 13, District Motors 1,5, 
and Motor-'Bus 38. premium. 

Tramway descriptions have mM to distinguish them for 
notice. London United Preference lost 5s. at 10. We wonder 
whether this portends any dividend disappointment? Anglo- 
Argentine Ordinary recovered to 84, an à advance, and British 
Columbia Electric Railway Ordinary and Preferred Ordinary are 
quoted e rights. The former shows а fall of 2 to 1204, and the 
Preferred remains at 112. It may be pointed out that British 
Thomson-Houston Debentures are 99, which is no change, despite 
the good advertisement secured by the company in connection with 
electrifying part of the Brighton Railway’s system. 

Unimportant fluctuations in Telegraph] stocks comprise falls of 
each in Anglo “A” to 17, in Direct Spanish Preference to 9, and 
in Cuba Telegraphs to 83. The island of Cuba is said to have been 
visited by floods, but information of damage is meagre. Great 
Northern of Copenhagens at 38 have another advance of a sovereign 
to their credit, while Indo-Europeans are 58. The National 
Telephone varictics have not altered, but Oriental Preference, with 
a rise of g, are now in line with the Ordinary at 1,4. Electrical 
markets are concluding the year in a very subdued manner, and the 
threatened competition by the L.C.C. has given the Supply section 
a fit of financial indigestion that is singularly inappropriate, 
coming in advance of Christmas. 

The donor of the £100,000 so munificently offered to the Salva- 
tion Army, for final payment to the King’s Hoepital Fund, is well 
known in circles associated with clectrical finance. Mr. G 
Herring is chairman of the City of London Electric Lighting Co. 
and of the Electric and General Investment Trust. Through the 
latter he has been brought into close contact with electric traction 
enterprise, and his is a familiar name in: connection with a 
multiplicity of interests that centre round electrical * 
, 
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SHARE LIST OF ELECTRICAL COMPANIES. 
TELEGRAPH AND TELEPHONE COMPANIES. 


| 


‚ Вивїпевв йопе | 


| Bode Closin | Closi | Rise + 
Present or Dividends for the last Е nd week ended | 
NAMB, | Quotations Quotations : | or 
* ыш four ear. Dec.l3th. | Dec. 20th, | Dec 20th, pal 
Bro Jd dc aer S 3 | 1908 | 1908. | 1904. 1905.5 Highest Lowest. 
84.800 | African Direct Telegraph, 4 95 Debs... ia ..| 100 4 4 49 4% 99—102 99 —102 ND Ж УУД! ee 
25,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 25,000 10 il | i NU | es | 32— 44 8]— 4i | | 
119, 700% Do. do. 5 96 Debs., Nos. 1 to 1,250 Red. 100 Nil Nil Nil | 5% 85 — 90 85 — 90 - 
768,580 | Anglo-American Telegraph ave js 80 .. Stock | 60/6 61s. 2 2 298.5 | 61 — 68 61 — 68 ^ |. «e 
8,118,210 Do. do. до. 6 96 Pref. ‘ó Stock | 6% 6% 54“ 58s.§ | 109 —110 109 —110 110 | y EET 
8,118,910 Do. do. do. Deferred T .. | Stock 1/ 2s. il | - 174— 178 164 — 17 17} 1 = Ё 
50,000 | Anglo-Portuguese Tel., 5% Mort. Deb. Stock Red. 100 ia * P NC 102 —1 102 —104 os è oe 
44 Chili Telephone, Nos. 1 to 44,000 ine as "e 6 6 1% 895 | .. 78— "i 72— 8 22 ; * 
1,982,805] | Commercial Cable Sting. 500 year 4 % Deb. Sk. Red. Stock | 4 4% 4% | 4% 96 — | 964— 984 978 963 + 
16,000 Cuba Telegraph .. se es ee ee er | 10 64 10 , 7 5 У * | 5 968 91 | * 9 ide | I 
6,000 Do. 10 96 Pref. "e av EN -- | 10 10 5 % 10 96 10 965 17 — 18 17 — 18 173 
19,981 | Direct Spanish Telegraph, Ord. Ji Vs es | 5 4 4 $ 4% | 4% ot m | 
6,000 x "e n4 ея Pref, * m 10 p" y ы ' phi on = E. 9 " 40 | — 1 
80,000 . о. . ee ee O У D 7 — — .. ee 
60,7108 | Direct United States Cable. .. 90 s 8 t 8%§| 14—15 14 — 15 14g | Md |. 
74,500 | Direct W. India Cable, 44 % Reg. Deb., 1 to 1, 00, R. 100 44% % | 44% 1004—1024 101 —103 н + 4 
4,000,000 | Eastern Telegraph, Ord. Stock 452 жаг of BDO |! € 795 | 7% | 5958 | 14 —147 144 —147 1464 | 1455 | .. 
9,000,000 Do. 84 % Pref. Stock оү ке ШЕТ 84 83% | 845% | 34% | 90 — 92 90 — 92 EI ; 
1,896,814 Do. 4% Mort. Deb. Stock Red. .. Stock 4 4% 4% 4 gi 106 —108 106 —168 1064 | .. | А 
684.400 Eastern емо rideo = China Tele. "Eun d T 7.4 : % | *i e n 1 aee 14% | 1445 ; 
о. . toc .. ee ee y D У D ) — — . . | ee 
800,000 | East & B. Afric. Tel., 4 ф Mt. Db., 1 to 8,000, red. 1909 100 4 4% 4% | 4% 100 —102 100 —102 1018 | | as 
200,000; | Do. 4% Reg. M. Debs. (Mauritius Sub.) 1 to 8,000 25 4% 4% 4 96 4 96 100 —102 100 —102 z BET 
Globe Telegraph and Trust  .. - ae T 10 28 54% 9% | 5% 1 14 1 1 1013 HS 
180,9? Do. do. 6% Pret n. 10 1% 1,65 4 | 6% | u-i Mi— 14 MP i 
150,000 one Сеи еза, Cable tay, беп, 10 124 15 U% | .. 86 — 88 — 934 | +1 
| ап ermudas Cable, st Mort. = ay, 4 
46,500 Debs., within Nos. 1 to 1,200, Red. | 100 | 44% | 4% | 4% | Me pM, | Ee se | B 
17,000 | Indo-European Telegraph yv. aah we "Y 95 10 % |10% |18% | 5% 57 — 59 57 — 69 58 574 ve 
261,197 | Marconi's Wireless Telegraph .. ae ‘ie * 1 i pk. C^ P li— 18 11— 1$ M | Yd ae 
72,680 | Monte Video Telephone Co., Ltd, Ord. ae rr 1 8% 8 4% e» — 1 — 1 A |р ө 
86,492 Do. do. do. 5 ꝙ Prei. 1 5% | 5% | 53, ж: 1 =e: Tes ЖАС a 
1,988,988 | National W Pref. Stock is da .. 100 6 2 6 6 6 958 | 1104—1114 1104—1114 1114 | 1080 ЖЕ 
1,906,067 | Do. А Def. Stock ee T ee 100 44 5 5 5 %§ | 108 - 110 108 —110 109 | 1 BET 
15,080 Do. do. 6 % Cum. lst Pref. .. и? 10 6 6 6 6 %§ 13 — 15 18 — 15 14% „ Dos 
15000 | Do. do, 69 Cum. 2nd Pre. 10 6 6 6 6%§| 11—18 11 — 13 ë | VAI (ҮЕ 
950,000 Do. do. 5 95 Non-cum. 8rd P., 1 to 250,000 b 5 5 2 5 5 9$ 5 68 — - as | 
2,000,000 Do. do. ` 84% Deb. Stock Red. .. Stock 33 84 83% | 845, 98 —100 983—1 99 | 99 +4 
1,689,698 | Do. do. 1% Deb. Stock Red. ..| 100 | 4 4 495 4% | 104 —106 | 104 —106 106 | M re 
179,818 | Oriental Telep. and Elec. 1 to 171,504, fully paid 1 6 64 64 6 & 1 ld ц-н i N 
509000 . Do. do, do. 6 % Cum. Pref. T 1 6 _6 6 6 ^ 14— lf 14— 12 ar || | + 
о, P & European Tel.,4 95 Guar. Debs., 1 to 1,000 ич : : | H | - ee ч — 7 109.100 1 | Lt 4 
uter’s ee T T T T T - | 8, | — T oe 
60,000 | Telephone Co. of Egypt, 44% Deb. Red. ..  .. 100 Өр M 25 44%, | 102 105 103 —106 Bui +1 
8,287 | Submarine Cables Trust гә * * .. Cert, 6 6 6 & ' 6% | 195—198 125 —128 125 - 
68,000 | United River Plate Telephone „ Шш ЫК Ж 8 85 7 — 8 7"4— 8 | .. К 
40,000 ро. б $ um. Prel., Nos. 1 to 40,000 5 6 5 5 2 | 5 % | к 5⁴ Й oe 
179,947 Do. do. 6 Debs. ee ee oe ee Stock 5 b b р 5 v 111 — 118 111 —118 • е 
15,6091 | West African Telegraph, Shares T T es 10 2 4 ФА 4% ' 94— 10 xd 10 « ME 
80,008 | W. Coast of Ame 1 to 80,000 & 58,001 to 58,008 2$ ii — 13 — dH ; А, | ss 
150,000 Do. 4 * Debs., 1 to 1,500 . by Bras. Sub. Tel. | 100 4 4 4 | 4% 1004 —102 1004—102 TEM А 
907,990 Western Telegraph, Ltd., Nos. 1 to 207,980 ө» 10 1 1 1 15 e 14 — 14 183— 144 xd 13 14 — 14 
75,000 Do. А 5 96 Debs. 2nd series, 1906 | 100 5 b 5 ‚ б 102 —104 102 —104 = Ge. c 
568,980 Do. do. 4% Deb. Stock Red. .. | 100 4 4 | 4 ‚ 4% 108 —105 1034 —105 1044 TE 
88,821 West India and Panama Telegraph ee ee ee 10 А N 1 i ee — P => ee oo | ee 
84,568 Do. до. 6% Cum. lst Pref. „ „10 1% 1 8% 6 95 — 8 вӱ 89 | 
4,669 Do. do. 6 Cum. 2nd Pref. ee ee 10 N 1 il ee 7 ! 64— 7 oe ee oe 
80,0001 Do. do. 6 Debs., Nos. 1 to 1,800 ec | 100 6 % 5 % Б % | 5 % 101 —104 ! 101 —104 | ee ! ee | ee 
oe а * КК УЛКЕН P n - Siesa MTS 3 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIFS. 
| | | i H | | | | 
850,000 Anglo-Argentine Trams, 960,008 to 490,007 . 5 nee om B 6 * Ө — |  E5à— 85 | * à 
1,800,085 : Do. 96 Cum. Prefs., 1 to 960,007 .. · 5 | .. 5% p: 53 — d 54— 9 | 6% | 5 MEL 
266,600 Ро. rmanent, 6 % Deb. Stock, 1288 100 ' .. 6% 6% 6% . 42-145 142 1415 uc М? 
200,000 Auckland E. Trams., 6 % 1st Mort. Deb. Stock. .. 100 se d 6 | 59$ 59$ 106 —107 105 —107 1063 p^ ot 
680,000 Babaock & Wilcox, 1 to 580,000 T vs .. | 1 А M 20 & 16 95! 31— 4 | 1 i 
100,000 Do. do. 6% Cum. Pref., 1 to 100, 000 | C" ; 6 ' 6 6% y m IW | lyk 
40,000 : Briush Aluminium 745 Cum. Prei. 6 Nil; NI NI 978 = A 238 моз Ф 
20,000 | Do. do. A 6 Cum. Pref. .. is 5 Nil | Nil! Nil 8/ "m -- 4 «s 
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,PROCEEDINGS OF INSTITUTIONS. 


THE CALCULATION OF ELECTRIC FEEDERS. 
By W. G. Кнореѕ, D.&c., M. I. E. E. 


(Abstract of Paper read before the INSTITUTION OF ELECTRICAL 
EnGinneks, Manchester Local Section, November 28th, 1905.) 


In the calculation of the requisite cross-sections of electric feeders 
the primary consideration is that of fall of potential. Whether the 


feeders are for electric traction or for lighting, it is usually neces- 


sary that the potential difference between the extreme ends should 
not exceed a specified amouat when the system is working on full 
load. 

In the following treatment I shall assume that the current in any 
feeder is proportional to the distance measured from the end 
furthest from the generating station. This is never strictly true, 
but the largerthe system, whether for traction or lighting, the more 
nearly is the assumption correct. * | 

The following theory shows us in any particular case how to 
calculate the least cross section of feeder which will satisfy the 
electrical requirements. m 

The data upon which we have to work are as follows :—- 

1. The total permissible drop of volts, v, along the feeder. 


2. The maximum current, c, that is, the current on full load at | 


the end nearest the generating station. 

3. The total length, r, of the line. | 

4. The specific rebistance, с (= 16 х 10-7), of copper, or what- 
ever material is used. 

PROBLEM 1.— To find the cross-sectional area of a uniform circular 
cylindrical feeder of length L, to carry a maximum current c, with 
a fall of potential v.' 


Let A B represent the feeder, the current in it being zero at a,- 


and c at B. 
The total fall of potential from a to B is— 


у= С. в, (1) 
2 


where н is the total resistance of the feeder. 

That is, the fall of potential is one-half the maximum current 
multiplied by the total resistance of the feeder. 

The least cross-section is therefore given by 


а= °С, (2) 


PROBLEM 2.—To find the fall of potential along any portion of an 
electric feeder in whieh the current varies as in Problem 1. 

Let a B be a portion of a feeder such that the current at A is ci, 
and at B is сз. | 

The whole fall of potential from a to B is 


9L C t0 (3) 
a 2 ` 


That is, the fall of potential along any portion of a feeder is the 
resistance of the portion multiplied by the average current flowing 
in it. 

Ме will now proceed to the general саве. 

In an electric feeder the current is a maximum at the generating 
station end, and iapers off to zero in the other direction. 

The ideal feeder should, thercfore, be in the form of a truncated 
cone, the cross-section at any point being approximately pro- 
portional to the current at that point. 

PRoBLEM 3.—To find the fall of potential along a conical 
feeder in which the current is proportional to the distance 


v = 


Y 


measured from the end furthest from the generating station, baving 
given the maximum current and the specific resistance of the 
material. | | 

Let x v (fig. 1) represent the conical feeder whose length 
measured axially is L. | i 

Let o be the vertex of the completed cone, and let / + т, be the 
total axial length from vertex to base. 

The total fall of potential from x to v is given by 


1 [1o à з 
1 е - 


6 1? 
БӘ T (R = ry 


V 


where p 


If, now, a and a are the respective cross-sectional areas at x and 
y, we have 


сет? 1 A A/^ 
e аео Vici w 
For numerical calculation this is more convenient in the form 
(A ze I А Мла _ ү 
ү = * rer 2 logi 4 X loge 19 + 2 ы (5) 


In practice we should assume a value of d, say 01 sq. in., or 
0:625 ва. cm., and then the value of А can be. approximately deter- 


mined from equation (4). The exact value of 4 cannot be deter- 
mined, since equation (4) is not capable of exact solution, and the 
simplest way is to assume successive values of a (preferably multiples 
of d) and substitute until the desired value of v is approximately 
obtained. 

In practice, of course, a conical feeder would never be adopted, 
but a series of cylindrica feeders of various sectional areas. 
Having settled, however, the values of a and 4, the section, s, 
of any intermediate section can be determined by means off the 
relation | 


/в = Vat(Vx- Va), (6) 


x being the distance from x of that end of the section furthest from 
the generating station. | 

Remembering that the power wasted in the line is а function of 
the current and the resistance, it becomes a question of consider 
able importance whether the least section of feeder permissible in 
any particular case is the most economical, or whether it would not 
pay better to install a larger feeder in order to reduce the losses in 
the line. й 

PROBLEM 4.—To find the watts lost in the feeder considered in 

Problem 1. 

The watts lost in the whole line are given by 

Cok | 
[a 3 a * | (7) 

Thus, the rate of loss of energy. is one-third of the square of the 
maximum current multiplied by the resistance of the line. 

Рвові.км 5. To find the watts lost iu any portion of an electric 
feeder in which the current varies, as in Problem 2. 

In this case the total watts lost in the portion are 


W = 


cL cy + oc, + су? | 
NES ee ques (8) 


since ¢ L = Cy — Ci. This formula is far nearer the truth than R х 
(average current )?. 

PROBLEM 6.— To find the watts lost in the conical feeder,{con- 
sidered in Problem 3. 

The watts lost in the whole line are given by 


| co Vu A Na | 
mo,.——41- „ log. а }. 9 
Ы ук ТУ A- V eT on (9) 
For purposes of numerical calculation this formula is more con- 
venient in the form 


5 Vaata, А 
pg xs C 1 ĩ ——-—— lor lee 
"m (4 — a)* A- 4 ee еы А (10) 


This is on the assumption that the current has always its 
maximum value. The average value of the current would probably 
not exceed one-half of the maximum value, and the watts lost 
would consequently be but one-quarter of the above. 

If the most economical section is less than that required for the 
maximum admissible fall of potential, then that corresponding to 
the maximum fall of potential must be adopted. If, on the con- 
trary, the most economical section is greater than that corre- 
sponding to the maximum admissible fall of potential, then the 
most economical section, should be adopted. 

I have in this paper considered only continuous-current feeders. 


The introduction of self and mutual induction renders the calcu- 


lation of alternating-current feeders much more complicated. It is 
to be noticed that I have only treated of such feeders as carry 
current according to the law stated above. I have not considered 


-it necessary to mention feeders which carry a uniform current 


throughout their entire length, since only a straightforward appli- 
cation of Ohm's law is required for their determination. 


STREET CABLE SYSTEMS. 
By S. J. WATSON. 


(Abstract of Paper read before the I. H. E., Manchester Local Section, 
November 28th, 1905.) 


THE author first deals with draw-in and solid systems of laying 
cables, describing the usual methods adopted. He remarks that the 
cables originally put down in is town, which is supplied on a 
three-wire direct current system, were insulated with vulcanised 
rubber, all three cables making up the set, being contained in a 
single 4-in. cast-iron pipe. After about three years’ fse faults 
became of frequent occurrence through deterioration of the rubber, 
and finally resulted in all the rubber cables being withdrawn and 
replaced with another type. To avoid the loss of selling at the 
price of scrap copper, the cables were thoroughly dried, re-insulated 
at the jointe, and laid in an asphalt trough on extension work. 
Some have now been in use for over five years, and no trouble what- 
ever has been experienced, except where the ends were left 
exposed in street boxes, and this has since been remedied. - 
or low tension direct current purposes, whether for & drawn-in 
or solid system, the cables may be of single, concentric or multi- 
core construction. The first cost of а concentric or multicore 
system will be less than the equivalent in single cables, on account 
of the greater compactness of the set of cables and the less expen- 
sive pipe or trough required when laying. Jointing is, however, 
much more difficult and costly to carry out, and necessitates the 
cutting off of the supply while the work is being done. | 
A more reliable system is obtained by using ‘single cables 
drawn into separate ways of a conduit or laid spaced apart on а 
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solid system. Each cable is then unaffected by its neighbour's 
breakdowns, 2 | 

Vulcanised rubber is now rarely adopted for street mains, the 
first cost, and the maintenance due to the want of permanence in its 
insnlating properties, being prohibitive. 

The choice is, therefore, between vulcanised bitumen, which does 
not require an outer watertight covering, and impregnated fibre or 
paper, which must be provided with a lead or other waterproof 
protection. 

For a solid system no advantage is to be gained by using a lead- 
covered cable, when bitumen non-lead-covered cable can be ob- 
tained at about the same cost. 

It is more difficult to choose between lead апа bitumen for а 

draw-in system. Excellent results are obtained with both. Lead- 
covered have been most successful when drawn into iron pipes, but 
have given trouble in some instances when used in stoneware, 
probably due to & deleterious action between the salts used for 
glazing the stoneware and the lead covering. 
‚ A leadless cable, whether laid solid or drawn into a conduit of 
an insulating nature, rarely gives a serious fault without warning, 
even although the insulation is badly damaged ; a leakage can con- 
sequently be localised and repaired at the most suiteble time, with- 
out inconvenience to consumers. 

Before the advent of earth return tramway systems, no necessity 
existed for tbe earthing of all lead coverings and bonding acroes 
joint- boxes, &c., but owing to the deterioration of the lead in some 


localities, it has now become the general practice to do so. Where . 


long lengths of cable run parallel with the tramway track and are 
connected direct with the generating or sub-station, it is doubtless 
a wise precaution to take, but in the event of a fault on the cable 
developing to a short circuit, damage may be done to the covering 
of all the cables in the immediate vicinity of the fault, owing to the 
relatively poor.conductivity of the lead compared with the copper, 
and thus result in further breakdowns in the near future. 

The best method would be to earth at frequent intervals through 
а fuse with а resistance in parallel,as was suggested by a well- 
known cable company some years ago. If this is done electrolytic 
action will not take place, and any serious leakage on the cable is 
reduced to a safe limit. Such an arrangement, although effective, 
would probably be expensive in first cost and in upkecp. 

A street box is not the most suitable place to fix either fuses or 
circuit-breakers, which should be easily get-at-able. During a frost 
following rain ora fall of snow, the covers of the strect boxes may 
be frozen down, and take a considerable time to thaw before the 
apparatus can be attended to. Any receptacle for a cut-out for 
fixing in a street box must be water-tight, and this usually necessi- 
tates the use of bitumen or wax for filling and sealing. If a fuse is 
used to give the desired results at times of need, it must get 
appreciably hot at full normal load, in which case the filling may 
melt and leak away. | 

The best practice is to provide a fuse or circuit-breaker at the 
venerating station switchboard, where tbe feeder connects to the 
bus-bars, and an above-ground section box, where the feeder ter- 
minates at the distributing end, the outers of each set of distri- 
butors being connected to the feeder bars through fuses fixed to 
removable handles. An additional box of similar pattern, as 
required by the B. of T. regulation, can be fixed halfway between 
feeder points. Only an eighth of the consumers supplied by any 
one feeder will then be cut off through a serious fault on the dis- 
tributing cables. 

Such boxes are convenient for taking periodical tests of th 
cables, and of great assistance in the quick localising of faults. 

To provide against the unnecessary blowing of fuses through 


deterioration, it is advisable to arrange for a weekly inspection of 


all fuses at the time of maximum load. 
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The foregoing figures may be taken as the Approximate cost per 
mile of laving a 8et of low-tension three-wire distributing cables of 
«ections 15, 075, 15, on some of the systems enumerated. 

It is assumed that the set of cables will cost £450 a mile, whether 
single lead- covered, single jbitumen-covered, triple-concentric, or 


\ 


three-core lead-covered, also that armouring will increase the cost 
20 per cent.—say, to £540 a mile. | | 

The prices ате not quite correct for all types of cables, but the 
variations would probably not be greater than about 5 per cent. 

The costs given are for single cables of the size mentioned. For 
larger or smaller sections the cost of the cables and protection will 
vary, but the cost of the other items will remain the same. Farther, 
with a draw-in system laid in concrete, a set of ways could 
be laid at the same time, and only increase the quantity of concrete 
by a trifle more than half, as the covering of the lower set would be 
the foundation of the upper set. Variable circumstances will alter 
the cost and require the revision of the figures given to suit other 
conditions. 

To show the cost of stranding and ingulating conductors, it may be 
refnarked that the set of 15, 075, 15 cables, pm above at a price 
of £450 per mile, costs, say, 5s. 14d. per yard, containing 43 10. of 
copper. Taking the cost of bare rod or tape at 9d. per Ib. the value 
is 3s. 3d. per yard, so that stranding and insulation increases the 
cost by 16. 104d. per yard, or nearly 60 per cent. А set of larger 
insulated cables, say 5, 2, 5, at present prices, is worth about 
14s. 9d. а yard and contains 14 lb. of copper. At the same price, 
9d. per Ib., the value is 108. 6d. per yard, giving an increased cost for 
the stranding and insulation of 4s. per yard, or nearly 40 per cent. 

The most encouraging direction for fmprovement appears to lic 
in the use of a mechanically strong insulating and absolutely water- 
tight duct or trough, во that bare copper rod or tape can be used, 
surrounded with a suitable filling. The expense of stranding con- 
ductor and of cable insulation, which is at present considerable, 
will then be saved. The materials at present on the market most 
suitable for the purpose suggested, are the asphalt trough and the 
patent fibrous material used for the construction of pipes for draw- 
ing-in purposes. | 

The revised Board of Trade regulations for the first time offici- 
ally recognise the possibility of bare copper conductors on poles 
being used for genoral light and power distribution. Although 
such construction is not likely to be tolerated in large centres of 
population, it should be found useful in enabling a supply to be 
given in outside and country districts, which, on financial grounds, 
would otherwise be left isolated. 


In the discussion on the two papers the Chairman, Mr. 8. L. 


`РЕАВСЕ, said a great percentage of the capital cost of a system was 


spent on mains, and this expense would make engineers consider 
any idea that would tend to bring down first cost. He could not 
see that Dr. Rhodes was warranted in the assumption that the 
current in a feeder was proportional to the distance from the 
generating station. He had worked out by the usual method the 
example given by Dr. Rhodes, and found the result to be much in 
excess of the result arrived at by him. Не considered the prices 
given in Mr. Watson's table for excavation were too low, working 
out only to 2s. per yard. Considering that flagging costs 1s. per 
yard, and then there was paving and also the expense of broken 
flags, he thought it ought. to be quite 50 per cent. higher. 

Mr. MILLER protested against the loose way in which Dr. Rhodes 
used the word “feeders.” They had definite meanings for the 
words feeders and distributors, but if they were not strictly adhered 
to it would cause much confusion. The difficulty in ascertaining 
sizes was not in the calculation, but їп obtaining reliable date to 
work on. The sizes could be found more simply by au application 
of the principle of moments. 

Mr. ANDREWS had heard of many cases where lead-covered cables 
had been laid in stoneware ducts and had been bonded and earthed 
right throngh, but at every point where the cables rested on the 
bridge-pieces the lead was attacked, so that it appeared bondiny 
and earthing were not sufficient. If joints were not bonded, the 
return current leaked at the joints whcre the !ead was broken and 
caused electrolytic action. To insulate and bond to earth as well 
as insulating was undoubtedly a very difficult problem. He thought 
the best plan was а draw-in system of feeders and a solid system 
of distributors. With regard to the cost of excavating, he had seen 
quotations for the work for 6d. per yd., and others up to 5e. per yd., 
the cost varying with the nature of the ground, &c. A fibre con- 
duit could be laid in much less time than the stoneware. | 

Mr. BEAVER said cement-lined troughing possessed many dis- 
advantages, as when water got in it formed an electrolyte, and in 
time caused the breakdown of the cables. He knew of rubber 
cables which had been working on a 2,000-volt line for 10 years, 
and there was every chance of them lasting another 10 years. He 
had examined many kinds of glazing used in stonewaré conduit, 
but had never come across anything which would by itself cause 
chemical action. | 

Мг. WELBOURN thought armoured cable had been passed over 
toolightly. He knew of an armoured cable that had been down 
14 years, and was as good to-day as when it was put down. For 
distribution work multicore cables were cheaper to lay and reduced 
the capital cost. Services could be made with live cables. 

Messrs. CooPER, CONNELLEY and WILKINSON also spoke. 

Dr. Rxopes, in replying, said that if a single traction line were 
taken as a practical case, it would be found that although the 
current was not exactly proportional to the distance from the 
station, it was a maximum at the station. and a minimum at the end 
of the line. Under normal working conditions, if feeders were 
calculated in the way he described, no better result would be 
arrived at, and he hoped those who had to calculate feeders wonld 
try it. 

"ur. WaATSON, in his reply, said the cost of excavation was taken 
at а round figure. It might be done for 1s. 3d. per yard, or it 
might cost 5s. per yard, but a good average was 3s. Practically, 
the only case in which he had lead-covered cable in use, was on 
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Fic. 136.— THERMAL DEVICE ATTACHED 
TO MAGNETIC CIRCUIT-BREAKER. 
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distributors laid in iron pipes, and the lead was discontinued at 
service joints. He did not think armoured cable at all suitable for 
made-up ground, or where there were cinders. 


NEW ELECTRICAL DEVICES, FITTINGS 
AND PLANT. 


(Continued from page 950.) 


Time Element Thermal Cut-Out. 


An extremely ingenious device for attachment either to existing 
circuit-breakers, or to new switches, has been placed on the market 
by Messrs. Garrrira & Вплотт of 8, John Street, Adelphi. 
The essential feature of the device is a metal capsule containing а 
small quantity of ether, and arranged in such a way that when the 
ether is evaporated by beat, the capsule expands and trips the 
switch. The accompanying di tic section (fig. 135) shows that 
the capsule is made of two thin corrugated metal disks, joined at the 
edges, and provided with a brass boss one side and а pin on the 
other; the latter holds the capeule in the correct position, while the 
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` Fia. 135. 


former provides a bearing for the plunger which actuates the 
trigger. The capsule is contained in a little brass box in which 
there is a resistance wire traversed by the whole or part of the main 
current; the heating of the resistance sets the device in operation 
when the current exceeds the normal value. 

The device can be adjusted so as to act with an overload of 
25 per cent. in any period from 20 minutes to an hour; a greater 
overload causes it to act in a much shorter period, the time 
varying inversely as the square of the current, and it can be 
set so as to go off in 30 seconds with an overload of 100 per 


‘cent. Momentary overloads have no effect upon it, but a rapid 


succession of overloads, by their cumulative action, would cause it 
to open the circuit if the resultant effect was such as to endanger 
the insulation of the circuit. It is in this respect that a thermal 
time element cut-out has an advantage, and its action depends upon 
the same factor as the liability to injury of the apparatus, &c.— 
namely, overheating. Fusible and magnetic cut-outs are objec- 
tionable in many situations, such as, for example, in eonnection 
with squirrel-cage induction motors, which take a large current at 
starting. The device in question .is unaffected by these current 
rushes, where a fuse or а circuit-breaker. would either prove а 
nuisance by opening unnecessarily, or would: have to be set so high 
аз to afford little protection to the apparatus. - 9 


Fic. 137.— TR ELEMENT THERMAL | 
CUT-OUT AND SWITCH. 


On p. 632 of our issue for April 14th, 1905, we gave a diagram 
showing a simple means whereby the cut-out is enabled to give an 
alarm some time before actually opening the switch; the accom- 
panying illustrations, figs. 136 and 137, show it applied to an exist- 


. ing circuit-breaker, and to a switch specially designed by the 


makers for use with the thermal cut-out. | 


Motor-Driven Centrifagal Pumps. 


The accompanying figures (188 and 139) illustrate an interesting, if 
small installation, in which direct-current transmission is employed 
for actuating a vertical motor driving а pump at the Alexandra Docks, 


Fic. 1338. 


Newport, Mon. The motor (fig. 138) is of the Westinghouse direct- 
current multi-polar type, is supplied with current at 500 volts, and 
develops 320 H.P. It drives a centrifugal pump at 300 revolutions 
per minute, the pump raising a million gallons of water per hour, 
against a head of 25 ft. The water is pumped from the river into 
an adjacent dock for the purpose of keeping up the level of the 
water in the latter. The Westinghouse generator (fig. 139) is of 
300-kw. capacity, and is rope-driven at 325 r.p.m., it being of 
sufficient capacity to work other motors besides that illustrated. 


Fic. 139. 


The overhead transmission line consists of bare copper conductors 
of about `5 sq. in. sectional area, these being suspended on special 
hook insulators, supported on steel lattice poles. The work was 
carried outiby the BRITISH WESTINGHOUSE ELECTRIC AND MANU- 
FACTURING Co., LTD. 


Sperling?s Patent Nut-Lock. 


A clever device has been introduced by SPERLING's Nut- 
Lock, LTD., of 2, Pancras Lane, Queen Street, E. C., and is already 
being used on the District-Railway for fish-plate nuts. The arrange- 
ment is shown in fig. 140 (p. 1032) А metal plate, with 
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teeth stamped round the ends, fits on a pair of fish-bolts, and а 
small steel washer, with upturned edges fitting the nut, and a spring 
pawl which engages with the ratchet teeth, is placed on each bolt 
between the nut and the plate. As the nut is screwed up the paw! 


engages with the teeth, and renders it quite impossible for the nut - 


to slacken. 


A modification of the device is used for isolated bolts, consisting | 


of a washer with teeth round the edge, and two sharp points 
punched up in the lower face. These points, when the nut is 
tightened, grip the surface of the parts that are being bolted- 
together, and hold the washer immovable. A spring washer fitting 


\ 


Fia. 140.—SPERLING'8S Patent Nut-LocK FoR RAILWAVYT FisH-PLATES. 


a hexagon nut is placed between the toothed washer and the nut, 
and is provided with a spring catch or pawl as in the former case, 
which engages with the ratchet washer. 

We are informed that the device has been in use for 18 months, 
and a nut so locked has never been known to slack back, even where 
exposed to excessive vibration. The nut-locks are made in all 
standard sizes, and a similar bolt lock, consisting of a washer with 
sharp pins on each face, which is placed under the bolt head, is 
also made. The agents for their supply are the Consolidated 
Supply Co., of Northampton Park, Canonbury. , 


Leyland Motor Tower Wagon. 


We illustrate in fig. 141 the first of a trio of petrol motor wagons 
which the LaNcaSHIRE STEAM Motor Co., LTD., of Leyland, are 
building for the Belfast tramways. The chassis portion of the vehicle 
is of the company’s standard design, the motive power being pro- 
vided with a four-cylinder petrol engine developing 22 н.р. at a 
speed of 800 r.p.m. The transmission is through a gear-box giving 
three speeds forward and a reverse, and thence through a univer- 
sully jointed shaft and bevel gearing to a rear live axle. The tower, 


Fic. 141. 


which is constructed of oak, is supported by an iron frame, a 
revolving platform being provided at the top for the accommoda- 
tion of the workmen and for any necessary material. The tower 
has a maximum height of 20 ft., and when collapsed has an eleva- 
tion of 12 ft. Two rows of seats are provided, one for the driver 
and another for the accommodation of three mechanics. Two large 
chests for the reception of tools and material also form part of the 
equipment of the vehicle, which at the normal speed of the engine 
is|geared to respectively 3, 6 and 10 miles per hour. 


Overload Circuit-Breakers. 


In their new list of circuit-breakers, to which we made brief 
reference last week, Messrs. R. W. BLACKWELL & Co., Lro., show 
various additional types of their cheap overload W.E. circuit- 
breakers, We select for illustration (fig. 142) the single-pole 
laminated edgewise type with back connections only. It is for direct 
or alternating current, 500 volte or less. This device is intended for 
any service except tramway or_railway feeders. / Itishould be noted 
that it can be fitted with loose handle device, if required, as also 


Fia. 142. 


N 


can the double arm breaker of this pattern, which is likewise illus- 
trated in the new catalogue. | 


A Portable Planing Device. mis tt 


The accompanying illustrations show the Planos portable 
planing apparatus, which, we understand, is being used by scveral 
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electric tramway departments in the provinces, and also by manu- 
facturers, because of its adaptability for light work, outdoor jobs, 
and во forth. It is being supplied by the Union STANDARD 
MacHINE Co., of 165, Queen Victoria Street, Е.С. 

The construction of the device, which resembles in its action a 
small shaping machine, can be understood from figs. 143 and 144; 
the to and fro movement of the tool carrier in a guide or saddle 
is effected by the hand lever projecting at the side, while the cross 
travel of the tool is obtained automatically by means of an internal 
star wheel, which rotates on a leading screw fitted into what ordi- 
narily corresponds to the bed of the machine. 

The to and fro motion of the tool carrier rotates the star-wheel, 
but in one direction only, and as the position of the latter wheel 


is fixed relatively to the saddle by means of jaws under the latter, 


it follows that the star-wheel, in turning, travels along the leading 
screw imparting movement to the saddle. 

If 5 a slight adjustment will enable the cross traverse 
to be effected by hand. The apparatus is clamped on to one of 
vice jaws, and the work can be fixed between the remaining jaw 
and the planing machine frame. А 

The tool carrying head is of the swivelling type, as usually fitted 
to this class of tool, which, of course, adds to its handy qualities. 

The phd gra weights of the devices shown in figs. 143 and 144 
аге 34 and 68 lb., and longitudinal and transverse travels of 10 and 
7 in. respectively are obtainable on them. 


THE DUDDELL-MATHER STANDARD 
WATTMETER. 


THE essential features claimed for this wattmeter are :—The entire 
absence of all unnecessary metal from the instrument; effective 
stranding or lamination of the conductors it contains; long range; 
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Fia. 1.—Low-PRESSURE WATTMETER. 


astaticism; high sensitivity ; large overload capacity ; 
high accuracy on low power factors; good air 
damping ; direct reading ; and great constancy. 

Two patterns of instrument are made, one suitable 
for use on circuits between 100 and 2,500 volts, and 
the other for extra high pressures of 11,000 volts. 
The former type is shown in fig. 1, and the latter in 
fig. 2. In the extra high-tension type the whole 
instrument is enclosed in a glazed case, and supported 
on porcelain insplators about 5 in. high. ‘ The in- 
sulation from earth is, therefore, ample for very 
high pressures, and ап ebonite rod projecting 
through an earthed guard tube in the end of the 
case enables the wattmeter to be operated with 
safety. 

The instrument is of the electro-dynamometer type, 
having a set of fixed coils c, o, o, C (figs. З and 4, 
p. 1034), and movable coils c, c, which are brought 
into the same relative position by a torsion head Е 
on which the reading is taken. 

The frame and supports are constructed entirely 
of insulating materials, chiefly ebonite and ivory, 
the only metal used in the instrument being in the 
coils and controlling spring. The coils are built up of 
strands of fine wire, and the spring is of high resistance 
material; by these means eddy currents, which 
vitiate the readings of so many wattmeters on 
alternating current circuite, are eliminated. | 

Sub-division of the windings enables the sections 
of the fixed coils, of which there are usually ten, 
to be connected in series or parallel, or partly _ 
series and partly parallel, thus giving the instrument a number 
of sensibilities in known ratios. By the fixed coils and torsion 
head а useful range of 1 to 100 is obtained without using 
deflections less than 50 divisions of the head. А further 
set of sensibilities may be got by putting different non- 
inductive resistances in series with the moving or pressure coil, 
the resistances being supplied suitable for any voltage between 
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100 and 10,000. A total range of 1 to 10,000 is therefore 
possible. 

No terminals are put on the instrument itself, but the various 
sections of the fixed coils as well as the ends of the moving coil 
are connected by tlexible wires several feet long, stranded together, 
to a plug board, fig. 8, on which the various arrangements of coils 
can be quickly made. This device has the advantage of removing 
the terminals, plugs and blocks to a safe distance from the coils, 80 
that eddy currents in the metal work cannot affect the readings, 
and also of ensuring that the leads near the instrument are properly 
stranded. 

The moving system includes two coils, c c, set astatically on the 
same support, во as to avoid errors due to stray fields acting on the 
instrument. 

The sensitiveness is such that, with one-tenth of an ampere 
through the pressure coils, and maximum current through the fixed 
coils, a complete turn of the torsion head (100 divisions, sub-divided 
in fifths) is required to bring the pointer back to zero when the 
power factor is 0'1. It will thus be seen that for power factors as 
low as 0°01, quite a large reading (about 45 millimetres) can be 
obtained on the instrument. As, however, the pressure circyit of 
all the wattmeters will safely carry 0:125 ampere, the reading of 
the instrumenta may be further increased by 25 per cent. by using 
à ampere in the pressure coils, thereby making it possible to obtain 
a deflection of 56 mm. (62 sub-divisions on the torsion head) on 
a circuit whose power factor is 1 per cent. This isa matter of 
increasing importance in the measurement of losses in dielectrics 
and cables, and in small quantities of iron, and is rendered possible 
by the high sensitiveness of the instrument and the relatively 
large cooling surface of the coils. — 

For ease in reading the instrument the figures are engraved in 
white on the black ground of the torsion head; a fixed index is 
employed, thus keeping the reading point always in a convenient 
position. 

The strength of the controlling spring is adjusted so that with 
1,000 ohms, or (convenient3multiples ofj1,000 ohms, in the pressure 
circuit, the scale is direct reading withYthe principal arrangements 
of tlie current coils. . | 

Efficient damping of the moving system is obtained by air friction 
projections from the plate of insulating material 1 1, which carries 
the pressure coils, с c, passing into glass boxes, ö ö, and thus serving 
both as damping vanes and pointers, р Р. By this means the move- 
ments are made practically aperiodic. 

Resistances for the pressure circuits are made in two forms, one 
form for measurements where the power factor is high, and the 
other where the power factor is low; the former being designed to 
carry pth of an ampere, and the latter zth ampere continuously, 
For pressures below 125 volte, the resistance of the preseure circuif, 
in measurements where the power factor is below 0°1, is made 
1,000 ohms, and for high power factors (0'8 to 1:0) this is increased 
to 10,000 ohms, whilst for pressures between 125 апа 250 the above 
resistances are doubled. For still higher pressures the resistances 
have to be increased in proportion. ; 

Anti-Capacity Resistances. All the resistances used in the pres- 
sure circuits of these wattmeters are of the “anti-capacity type, 
and are made of manganin wire (silk-covered) woven into. a fabric 
with silk threads as warp. They take the form of а ribbon 7 to 
10 in. wide, and of length sufficient to give the required resistance, 
Fig. 5 (p. 1034) shows the iaterior construction of a box of 25,000 ohms 
(low power factor form), and fig. 6 an external view of the same. From 
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Fic. 2.—Extra HIGH-PRESSURE WATTMETER. 


the former it will be seen tbat the ribbon is wound in a zig-zag 
fashion round porcelain insulators supported from the ebonite top of 
the box. The resistance is divided into nine parte, four of 5,000 ohms 
each, and five of 1,000 ohms each, whilst the last of the latter is 
further sub-divided into two parts, one section having a resistance 
of 900 ohms, and the other 100 ohms. This enables the resistance of 
the pressure circuit of the wattmeter to be kept in multiples of 1,000 
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pne the pressure coil of each instrument. being adjusted to 100 
ohms. 

The advantages of this form of resistance are (1) large cooling 
surface, every wire being exposed to the air, and (2) its negligible 
inductance and capacity. In the ordinary so-called “ non- 
inductive resistances,” the wire is wound double, so as to make the 
inductance as small as possible. This, however, brings parts of the 
wire which have P.D.'s of considerable magnitude between them in 
close proximity with each other, and these parts act as condensers 
when an alternating current passes through the coils. Such a coil, 
therefore, takes a leading current under these conditions, and often 


Figs. 3 AND 4.— DETAILS OF WATTMETER. 


causes large errors in wattmeter readings. The woven construction 
is equivalent to a number of very short loops in series, and the P.D. 
between adjacent parts is very small, never exceeding 1 volt. 
This makes the condenser effect quite negligible at all ordinary 
frequencies, and the loops being at the same time very narrow, the 
inductance is also negligible. 

© Ranges of Wattmeters.—The wattmeters are made in three sizes, 
intended for maximum currents of 1 ampere, 10 amperes, and 100 
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Ба. 5.—ANTI-CAPACIT W RESISTANCE. 


amperes respectively, but by putting all the sections of the current 
coils in series, the instruments are suitable for currents of 01, 1:0 
and 10 amperes with corresponding increase in sensibility. 

The chief arrangements of the plug-board are shown in figs. 7 
and 8. In fig. 7 all the current coils are in series. Fig. 8 shows 
them all in parallel. 


Fio. 6.—ExTERIOR oF ANTI-CaPACITY RESISTANCE Box. 


The constants of the instruments depend, of course, on the 
arrangement of the current coils, and on the resistance in the pres- 
sure circuits, and the controlling springs are adjusted to make these 
constants simple and convenient numbers. For example, in any 


size of wattmeter the constant w (watts per large division of 
torsion head) is given by the expression— 


W = I A, 
8 


where R is the total resistance of the pressure circuit, s is the 
number of fixed coils in series, and X has the values 0:0001, 0 001 
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Fic. 8.—PrLuUGBOARD WITH COILS IN PARALLEL. 


and 0°01 for the l-ampere, 10-ampere and 100-ampere instruments 


respectively. Thus by making в decimal multiples of в, the con- 
stant can be made unity multiplied by some power of 10, and there- 
fore direct reading. | : 

Uses of Wattmeters as Ammeters and Voltmeters.—The instruments 
being of the dynamometer type, it is evident that under certain 
conditions they may be used as ammeteors for currents not exceed- 
ing 1 ampere, and as voltmeters for any ordinary pressure, either 
direct or alternating. For example, if the fixed coils of the 
10-ampere instrument be coupled in series, and these put in series 
with the pressure coil, the instrument will give а full deflection 
(100 large divisions) for one-tenth of an ampere, and such a current 
can be measured by the instrument to an accuracy well within 
1 part in 1,000. The instrument, therefore, forms a convenient 
and accurate standard ammeter for small currents. 

Ав the inductance of the 10-ampere instrument, when arranged as 
above mentioned, only amounts to 11 millihenries, it may be used as 
a voltmeter on alternating current circuits without appreciable 
error for any P.D. above 20 volts at ordinary frequencies. By 
adding non-inductive resistance to the instrument to give a total 
resistance of 200 ohms, 20 volts will give one complete turn of tha 
torsion head, and the error due to inductance, on a cireuit of 
frequency 100, will not exceed eth per cent. For higher voltages, 
higher non-inductive resistances must be used, and thia xrduces 
the inductance error still further. It will, therefore, be evident. 
that the same instrument, with suitable non-inductive or anti- 
capacity resistances, can be used to measure power, current or 
pressure to a high order of accuracy. | ö 

The instruments are manufactured, under licence from the 
patentees, by Mr. Robt. W. Paul, Newton Avenue Works, New 
Southgate, London, N. 


GAS v. ELECTRICITY. 


AT the meeting of the Electrical Contractors’ Association held on 
Tuesday, December 5th, at Frascati's Restaurant, a paper was read 
by Mr. C. E. Algar (Newport) on “Gas v. Electricity." There 
were 14 gentlemen present. Mr. W. R. Rawlings was in the chair 
till 9.30; then Mr. E. L. Berry. ` 

The chairman (Mr. Raw ings) in calling upon Mr. Algar to read 
his paper, said that it was felt that some such paper was needed, 
owing to the numerous statements made to the detriment of the 
electrical industry. The authors paper would be devoted to 
refuting these contentions, both as to disadvantages and cost. 

Mr. ALGAR, on rising, gave a brief explanation of the reason 
which induced him to write the paper, viz., the absence of a satis- 
factory reply to the opponents of electric lighting, whose attacks 
were based upon distorted and unfair comparison. He quoted the 
Gas Exhibition, which he thought would have been counteracted ` 
by the subsequent electrical one, but considered that many of the 
public left the latter thinking gas the better illuminant, owing te 
the small effort which was made to refute the statements in the gas 
interest's circulars. He also noted the revival of gas lighting in 
London, with reference to the City. He believed, however, that 
electric light would ultimately be acknowledged the “ be: 
brightest and cheapest.“ 

These terms were applied by the gas interests to their illuminspr. 
He would proceed to analyse the statement, and take it, first, as 
applied to gas. | 

As to the attendant effects of gas, the Bray burner generated 
2,900 units of heat per 16-с.р., the Welsbach incandescent burner 
1,740. The Bray burner consumed 4'1 cb. ft. of oxygen per hour, the 
Welsbach 5:8. Incandescent electric lighting consumed no oxygen. 
and arcs only a negligible quantity. This oxygen was converted 
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into carbon dioxide, at 6 8 cb. ft. for the 16 c.P. Bray, and 1'8 for 
the Welsbach. So marked was the heating effect that some burned 
gas for that reason, ignorant of the fact that it was the worst апа 
most expensive form of heating, four to seven times as expensive 
as hot-water heating. | 

The author quoted cases of atmosphere improved by the intro- 


duction of electric light, notably that of the General Post Office, in 


which 75 per cent. less time lost through sickness by the employéa 
was recorded after ite introduction. 

By-passes were a fruitful source of waste, and were always letting 
unburnt gas into the atmosphere. Carbon was given off into the 
atmosphere by gas lighting, witness the blackening of surrounding 
objects. House cleaning becomes much easier when electric light 
is introduced. 

For artistic effects the electric light is much more adaptable, as 
the presence of the gas flame limits the possibilities. Simplicity 
and convenience are on the side of electricity, and its safety is 
undoubted, as shown by the fact that in any position where this 
' is the consideration no other illuminant is in question at all. 

All the grave dangers from leaky fittings, dry chandeliers, taps 
left on, &c., are entirely obviated. 

In comparison of brightness, of course a 16-с.р. electric lamp is 
no brighter than a 16-c.P. gas lamp. The 75-с.р. Welsbach is 
naturally brighter, but the object of illumination is to disseminate 
the light, not to establish merely а very bright spot, which is 
objectionable. If a bright spot is desired an arc can be used. 
The bright spot causes an optical illusion, giving the general public 
false ideas of the power of the illuminant. 

The Welsbach light would drop in candle-power after three or 
four hours' burning, and after 100 hours the candle-power drops to 
50. Dust or other causes will make it vary from day to day. 
Moreover, the 75-с.р. Welsbach is often installed where 16 c.r. 
would do all that is required. Comparisons based on laboratory 
statistics of sach variable and fragile articles must be misleading. 
The 16-с.р. incandescent electric lamp will not drop lower than 13 
after 600 to 800 hours’ burning. 

The consumptions in watts per candle-power of the following 
lamps were given :— Ж 


Ordinary incandescent 985 es. 3˙5 
Tantalum lamm sd im: ke. Wd 
Oamium lamp 18 
Are 7 TT p^ а e. 96 
Flame arc ... jus зз н Wee. 
Mercury vapour ... » - «s OB 


These latter were never quoted in comparison by the gas 
supporters. 

A nominal 3,000-c.P. pressure incandescent gas light consumed 
75 ft. of gas, which, at 3s. per 1,000, would cost 3d. per hour. As 
the true candle-power is generally 2,000, this figure becomes, for 
comparison, 4d. 

A flame arc of 2,750 с.р., with current at 4d. per unit, costs 2]. 
per hour. These figures were confirmed by а recent speech of the 
President of the Manchester Section of the Institution of Electrical 
Engineers. 

Arc lamps were an advance in candle-power of 50 on the ordinary 
incandescent using the вате current, tantalum and osmium 88, and 
. the mercury vapour 800. "These are not used for comparison by the 
gas pampleteers. Street lighting may also be done at special rates. 
Colonel Crompton's ideal of 2d. per unit was approaching. The 
author's firm were putting in a 50-H.P. suction-gas plant to generate 
at 675d. per unit, including all upkeep, cost and attention, and 
6 per cent. interest on capital. 

We were indebted to the gas industry both in past and present, 
but the laws of nature will have their way, and bring the electric 
lighting industry to the first place. 


DISCUSSION. 


Mr. STRODE said his firm existed in the early days of gas lighting, 
and had since carried out installations of electric light. He did not 
contest the superiority of electric light for beauty, health, &c., but 
thought gas cheaper for outside lighting, and that the new high 
pressure gas would prove a strong rival to electricity. Any CO, 
given off in the street was a mere flea-bite to that given off from 
other sources. In the previous day's fog he had been struck by the 
superior penetrative quality of the pressure gas lights at the gate 
of Buckingham Palace to that of the arcs round the fountain. He 
thought all would agree that gas ог oil lamps gave a light more 
penetrative in а fog. He also did not agree that electric light. was 
cheapest. "Taking statistics from a test made for a leading London 
gas company, he found that the lowest consumption in watts per 
С.Р. for the electric incandescent lamps tested was 4:82. "Taking 
- 4'5 watts and a 60-c.P. lamp, he found the consumption per hour 
270 watts—i.¢., for 100 hours, 2,700 watts, or 27 units, which, at 4d. 
per unit, comes to 9s. А gas burner of C size burnt 34 cb. ft. per 
. hour, or 350 in 100 hours. At 3s. per 1,000, this came to 1з. 
Renewals would cost 5d. These were two ordinary burners from 
the streets of London. Inside & house electric light was, of course, 
better. He had recently had to do with the Keith light, and gave 
an instance from Newport where these had been substituted for 
six arc lamps and some incandescents, resulting ia a saving of £18 
on the corresponding quarter's bill, or about half. This light he 

estimated at one-third the cost of electric light. 
Mr. Tarr thought Mr. Strode had hardly grasped Mr. Algar's 
first point, which was that it was unfair to ccmpare the Welsbach 
burner with the ordinary electric incandescent. He thought there 
was much to be said on behalf of saving to fittings by use of electric 
light. Ceilings which must be whitewashed annually with gas would 
go for 7 years with electric light. 
Mr. BREITWELL had for 15 years bcen connected with gas 


interests. He bad recognised the advance of electric lighting, and 
had attempted for some time to dam the flood. He now had more 
faith in the future of electric than of gaslighting. Many owners 
of large houses told him they found electric lighting cheaper than 


gas. The maintenance expenses came to 25s. to 503. per annum for 


в large house, a negligible amount. In support ofthe contention that 
decorations were saved, he cited the fact that whereas formerly ia 
July and August, builders were often in despair for want of a dozen 
painters, now 100 could be had for the asking; also a case in which 
а draper claimed for £300 for delay in installing electric light, asin 
four months through using gas, he had had to re-decorate. 
Another 12 months would enable us to judge of the value of the 
high-pressure gas. | ni 

Mr. J. Eck said that lighting was a question of distance and 
strength of illumination. Powerful yellow rays would best piercs 
& fog. With regard to tbe Buckingham Palace lighting, this was 
a job not affected by competition, and enclosed ares were used. He 
had noticed the gas lamps in Queen Victoria Street receiving daily 
attention. The contract price for the gas was 2s. 3d. per 1,00) ft. -- 
what margin was there for the attention, &c.? The installations 
producing current at ideal prices, which were now shown to be 
possible, should be installed, as the price of electricity could then 
be reduced, whereas the price of gas was stationary. He would 
like to know exactly the candle-power of the Welsbach light. Ас- 
cording to statistics available, he found it to be 73 mean spherical at 
а consumption of 11 cb. ft. per hour. He thought 3:5 watts per 
candle-power for 600 to 700 hours more nearly represented the case 
than the 4:8 quoted. И 

Mr. S8nurTz(Notting НШ Electric Lighting Co.) said that if lamps 
took 4'8 wa ts per candle-power the best course was to smash them, - 
since good lamps could be obtained to run at 3:5 watts. Cheap lamps 
are often used by consumers, who, when the candle-power falls, 
complain to the station engineer. He, of course, recommends 
renewal, and then there is a groan about mainteaance expenses. Mr. 
Shultz also considered the yellow flame arc suited in light and price 
for outdoor Y ped Street lighting, as a good load, would soon be 
possible at 1d. per unit. Compared with pressure gas lighting, at 
£15 per annum, the flame arc would cost £13 10s. E 

Mr. JENKINSON said that a good reply to the gas pamplets had 
been made in the Electrical Times last June, when figures and 
particulars were given. As for Mr. Strode’s 60-c. . lamp at 4:8 
watts per c.p., what electrical engineer would put in an incan- 
descent lamp of that power burning at that rate? Osmium lamps 
could be bad which were cheaper than any form of gas lighting. 
Economy could greatly be helped by suitable design of installation, 
and judicious arrangement of switches. Waste oflight cost monev, 
not use of it. He was burning lamps very satisfactorily on 240-voit 
circuits. His bills were 25 per cent. less than for gas, Now that 
he had the electric light, he found that gas lighting was much more 
wasteful than supposed. Consumption attributed to heating was 
often due to lighting. He suggested that the paper be published as 
а couaterblast to the gas propaganda. Also that it should be 
possible for contractors to obtain assistance from the Associntion 
when they found it difficult to lay the case before consumers. The 


ordinary householder cared nothing for candle-power, he could оп!у 


judge by appearance. Gas l.terature was shown in one instance 
giving electric light at 10 times as dear as gas. He said that parti- 
culars given in an article in the ErLEcTRIcCAL Review showed that 
electricity was practically impossible for cooking or heating, on 
account of expense. ; 

Mr. RawLIN Ss (Mr. Berry in chair) said he had written to gas 
companies in London for information, and received quantities of 
pamphlets. In one book a room costing 29s. per annum to light 
with gas was calculated to cost £16 17s. Gd. if lit with electric light. 
Another pamphlet advocated the use of gas in a public institution 
in Birmingham for the better preservation of the treasures it cor- 
tained ; also the use of gas to ventilate the rooms—cost of electric 
light given as 13 to gas 1. He re:ommended the methods of these 
literary works be not followed, but that the supply companies 
encourage th» contractors by giving a low rate for exhibition 
purposes. | 

Mr. Snur.TZ here said, on behalf of the supply companies, that his. 
firm were about to issue a kind of magaziae on the subject. 

Mr. RapcrirrE said that large candle-power lamps were often 
used to replace small candle-power, which gave an unnecessarily 
large consumption. He considered the supply companies backward 
in giving encouraging facilities and thought that gas was not going 
into new buildings very much. The slowness was in turning it out of 
existing ones. : 

Mr. ALNACH, replying, said he had learned gas lighting under 
Mr. Strode. The flame arc was 30 to 50 per cent. more economical 
than pressure gas, according as the arcs were long or short. 
The case quoted by Mr. Strode was a long corridor, 200 ft. long x 
6 ft. wide, quite uusuited for lighting by arcs. He considered that, 
at ld. per unit, electric heating compared favourably with gas 
heating. m 

The CHarRMAN (Mr. Berry) in proposing a vote of thanks, said 
that, under favourable conditions, gas could shew convincing 
figures which were quite accurate. Judgement must be displayed 
in arrangement and choice of lamps for conditions. Station 
engineers should arrange for dissemination of literature. | 

The vote was seconded by Mr. Sraopk, and duly replied to by 
Mr. ALGAB. С 


Will.—It is stated that Ше late Mr. Charles Grey Mott, 
chairman of the City and South London Railway, left £23,552. 
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Assn ii E wh Holborn, ondon, W. and ab Liv to whom ‘all 
— —— т +” „„ . ас 


25,084. “ Improved sand gear for electric. trem-cars-and.the like. Н. L. 
_ KENWORTHY. mber ain. 3 С. | 
25,085. ‘Safety electric car step.“ Н. FrDI xo. December 4th. a 
W, 114. Electric lock.“ T. H. SCRUMSHAW. December 4th. 
25147. “Improvements in connection with the regulation of alternsting- 
ourrent motors." ELEKTRIZITATS-AKTIEN-GESELLSCHAFT VORM. W. LAHMEYER 
. AND Co. (Date applied for under Patents Act, 1901, December 2nd, 1904, being 
date of application in Germany.) December 4th, (Complete.) AJ eA 
. 45,158, „ Improvements . in.. for protecting .electric apparatus 
i 8 currents о! excessive мре ox, voltage.“ Soc. INDUSTRIELLE DES 
LEPHONES, CONSTRUCTIONS ELECTRIQUES, CAOUTCHOUC CABLES, (Date applied 
{от under Paáente Act,-1901, December J3th, 19, being date of. application 
.in France. December 4th. (Complete.) P E © 
205.159. Improvements in and relating to phonograph oy talking machines.” 
DxvuTscHe TELEPHONWERRE, R. Stock & Co., G.m.b.H. ate applied for under 
Patents Act, 1901, March 4th, 1905, being date of application in Germany.) 


‚ December 4th. (Complete.) | 
" 69.. Improved meang for operating. the controlling switch of electric 
vehicles." L. KRiEOER & Ск. PARISIENNE DES VOITURES ELECTRIQUES (Pro- 
cedes Krieger). (Date applied for under Patents Act, 1901, March 9th, 1905, 
being date af application in France.) December 4th. (Complete): 7) à 
25,171. “ Improved means for controlling an electric motor." L. KRIEGER. 
(Date applied for under Patents Act, 1901, May 24th, 1906, being date of appii- 
cation in France.) December 4th. (Complete.) 
25,173. ‘* Improvements in electrically propelled vehicles.“ 
COMPAGNIE PARISIENNE . DES VOITURES ELECTRIQUES 


L. KRIEGER апай 
(Procedes Krieger). 


(Date applied for under Patenta Асі, 1901, May 80th, 1906, being date of applica- 
tion in ce.) December 4th. (Complete.) 
25,174. “Improvements in electric furnaces.” - Sec. ANON. ELECTRO- 


METALLURGIQUE (Procedes Paul Girod). (Date applied for under Patents Act, 
п, January 4th, 1906, being date of application in France.) December 4th. 
(Complete.) 


25,224. ‘ F electrical measuring instruments.“ E. I. 
Е+квктт and K. ЕроссмвкЕ. December bth. 
25,296. ‘‘Improvements in and relating to Nernst lamps." ALLGEMEINE 


ELzornictrars Ges. (Date applied for under Patents Act, 1901, December 5th, 
1904, being date of application in Germany.) December 5th: (Complete.) - 


25,283. ''Improvements in electro-magnetic band-brakes for vehicles." Н. 
‚ DoLTER and 9. Mertens. (Date applied for under Patents Act, 1901, December 
Sth, 1904, being date of application in Germany.) December 6th. (Complete.) 
26,287. ‘‘ Method of and apparatus for striking electric arcs between elec- 
trodes.” А. J. PETERSON. December 5th. e 


25,288. “ Improvements in electric signalling apparatus.“ A. F. STREET. 
December 5th. (Cemplete.) 


25,295. ‘‘Coin-actuated electrical advertising device." Н. W. CHINNERY, 
Q. W. CuiNNERY and F. CHiNNERY. December bth. 

25,347. Improvements in electric cut-outs.” J. Н. C. Ввоокіко and E. A. 
CLAREMONT. December 6th. (Complete.) 


25,953. ''Improvements in apparatus or devices for generating electricity on 
motor-cars or motor-boats." J. TAYLOR. December 6th. * 


25 * Improved electrical winding device for combined clock and wheel 
trains." A. Н. W. TRILKE. December 6th. (Complete.) 
25,961. ‘Improvements іп  electrically-driven hydraulic pumps for 


operating lifts, cranes and the like." Р. 
December 6th. 


25,365. Improvements in trolleys or current collectors for electrically-driven 
vehicles." 8. B. Forwoop. December 6th. 


25,383. '' New or improved receiving apparatus for explosive submarines and 
land mines operated by electric waves." F. SCHNEIDER. (Date applied for 
under Patents Act, 1901, January 28rd, 1905, being date of application in 
Germany.) December 6th. (Complete.) 


25,992. Improved apparatus for illuminating photographic studios with 
electric incandescent lamps." Р. G. vox DER Lirrr. December 6th. 
(Complete.) | 

25.803. A device for limiting the speed of series alternating-current electro- 
motors. ELEKTRICITATS AKTIEN-GESELLSCHAFT VORM W. LAHMEYER & Со. 
(Date applied for under Patents Act, 1901, December 27th, 1904, being date of 
application in Germany.) December 6th. (Complete.) 


25. 405. Improvements in and relating to systems of electrical distribution.“ 
. THE Britisy THomson-Hovuston Co., LTD. (The General Electric Co., United 
States. December 6th. 


25,412. “ A new and improved vacuum tube or tubes for the production of 
violet or ultra-violet rays, X-rays or other rays or combination of rays on high 
or low tension currents." J. C. Bowie and J. Н. PHELPS. December "th. 


O. Dar and В, WiESENURUND. 


25,415. “ Ап improved method of controlling the trolley poles of electric cars 
and the like." 8. НЕхвнд and J. SWINDELLs. December 7th. 

25,404. “ Improvements in or relating to month-pieces for telephones." P.J. 
MANTLE. December 7th. i ph 
БОШ “ Improvements in electric switches." F. J. J. GiBBows. Decem- 

r 7th. | 


2,490. Improvements in and relating to wireless telegraphy.” Sir O. J. 
LopuE. December 7th. dieu g 


25,502. “Improvements in contact-breaking devices for the magneto-electric 
ignition of internal combustion engines." DRESDNER GASOMOTRENFAB VORM 
Moritz Нил. (Date applied for under Patents Act, 1901, May 22nd, 1905. 
being date of application in Germany.) December 7th. (Complete.) 


„25,512. “ Improvements in and relating to controlling apparatus for electric 
circuits," THe British THoMson-Hovuston Co., LTD. (The General Electric 
Co., United States.) December 7th. 


75,518. Improvements in electric motor-control systems.“ 


| THE BRITISH 
Тномвох-Нос»тох Co., LTD. 


(The General Co., United States.) December "th. 


2,521. Improvements in electric switches." A. G. HawsaRD and Н. б. 
‘Watson. December 8th. 

25,533. “ A new or improved monetary recorder for use in combination with 
the ordinary telephone instrument." J. Н. LAN GLK and E. W. Mason. 
December 8th. 

25,550. 


An improved electro-magnetic power hammer, drop stamp or press.“ 
T. Н. Lance. December 8th. ( Complete.) | Р зр 


25,570. *' Improvements in circuit breakers and indicators for use with 
electric alternating-current circuits." L. ANDREWs. December &th. 


25,581. ‘* Improvements in means or apparatus for electric lighting." H. T. 


HankisoN. December 8th. 

25,041. "Improvements in and relating to electrical distributing systems.” 
L. ANDREWS. December 9th. . к 

25,669. *' rovements in and relating to conduits or casings for electri 
conductors.” R. H. W. KNIGHT and L. NAGkL. December 9th. j ; 

25,670. 


‘*Improvements in or relating to secondary or storage batteries.“ 
THE М.В. ELECTRIC STORAGE Co. and J. T. NIBLETT. December oth, ` 


25,676. “Improvements in electric controlling devices for cars.” J. Н. К. 
MeCoLLux and J. W. L. Forster. December 9th. 


25,615. Improvements in electric arc lamps.“ G. Davis. December 9th, 


FW: Р.?Рйойузби & Co., Electricat Patent 


е 
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Gopies ої any of these Specifications may be obtained of Mesars. W. Р. 
2 ep. Barn High Holborn, W. O. and at Liverpool, pui pest 
DG hee T4, High. Holborn, V da 
ON aes i — 
- ° ` 1904. 


- ELECTRIC Мотов CoNTBOLLERS. 


X-Ray Овзтвсотна Margriat. W. Н. Martin. 24,618. November 14th. 
ELECTRIC Arc Lamps. W. R. Whitney. (Date 


Convention, November J6th, 1903.) 24,788. November Iöth. "e 


Electric Qe» 25264. November 26th. | | 
ELECTRIC CowTROL Systems. British Thomson-Houstan Co., Ltd. i 
' ` Eléattie’Ce.). 26,295. ‘December 2nd. .— | ш н Зевс 
PROTECTION oF ELECTRICO DisTRIBUTION Вүвткмз. British Thomson-Houston 

Co., Ltd. (General Electric Co.) 27,211. December I8th. ‘ 


Es CONTROLLING APPARATUS. Otis Elevator Co., Ltd. (Otia -Bjevator Co.) 


Deceniber 15th. 


: Evecraic SwiTcHEkS. A. Eckstein and J. D. Krause. 27,444. December 16th. 


* 


+. national Cenvention, November 12th, 1908.) 24,578. 
ELECTRIC SroRBAGE BATTERIES. 


Euxcraicat SwirOHES. G. B. Stern and A. C. Greene. 98,787. December 29th. 


TELEPHONES FOR DIVING AND LIKE PURPOSES. R. N. Davis and A, Grahain. 
: a 29407. . December 30th. ПОК 
Drxaxo-EL CRI Machixks. A. F. Batchelder. (Date applied for ander Inter- 
, vember 12th. 

L. N. J. Roselle. (Date 4 under 
International Convention, November 15th, 1908.) 2,0. сеа 14th. 
Execrric Motor CONTROL Systems AND APPARATUS THEREFOR. British Thom- 

. son-Honston Co., Ltd.. General Electric.Co.) 94,700. November-Mth. ` 


. ELECTRICAL CoMMUTATORS. Nalder Bros. & Thompson, Ltd., Nalder and Cox. 


. 24,769. November 15t u. 


Process ғов PRODUCINO Nitric ACID BY AID ОР Exgcrnicity. W. P. Thompson. 


e 


. ALTERNATING CURRENT MEASURING MACHINES. 


ELECTRIC TELEGRAPHY. 


(Westdeutscne Thomasphosphat- Werke G.m.b.H.) (Rights under Patents, 
&c., Act 1901, not granted.) 25,010. November 17th. | | 

ELzcrRic 'TRAN&FORMERS. British Thomson Houston Co., Ltd. (General 
Electric Co.) 26, 175. December Ist. i 

ACTUATING APPARATUS FOR MAQNETO-ELECTBIC Sram IGNITION APPARATUS AND 
THE LIKE. G. A. Unterberg. 28,157. December 22nd. 

BRusH HOoLDEES FOR DYNAMO-ELECTBIC AND LIKE MACHINES. 
D. E. Rogers. 28,396. December 27th. 

Мктнор AND MEANS FOR THE PROTECTION OF ELECTRICAL APPARATUS BRANCHED 
ON CIRCUITS WHICH ARE TRAVERSED (ACCIDBNTALLY. OR OTHERWISE) BY 

. . CURBENTS ӨР Hick FREQUENCY... G. E. Gaiffe. 99,937. December 319. ' 

ELECTRICAL FIRE ALARM OR OTHER CALL APPARATUS, C, Shore . Heap. 
29,627. December 81st. кейе ые ‚т 


veritys, Ltd., and 


„ 15905. 


METHOD AND MEANS FOR ELIMINATING OR REDUCING THE INFLUENCE ОР 
DISTURBING CURRENTS ON TELEPHONE CiRcUiTS. С. M. Jacobs. 9,090. 
February 1st. | 

SWITCH APPARATUS FOR COIN-FREED ELECTRICITY METERS. J. M. Tourtel. 
3,347. February 17th. 

TELEPHONE AND LIKE TRANSMITTERS. Н. А. Cutmore. 5,149. March llth. 

ELECTRIC Switches. Electric Ignition Co., Ltd., and Е. Н. Hall. 9,991. 
May 13th. | 

в. E. Conrad and W. M. Brad- 

shaw. (Date applied for under International Convention, May 27th, 1004.) 
(Originally included in No. 11,036, 1905.) 11,0964. 

ALTERNATING CURRENT MEASURING INSTRUMENTS. E. Conrad and W. M. Brad. 

. Shaw, (Date applied for under International Convention, May 27th, 1904.) 
(Originally included in No. 11,086, 1905.) 11,0865. 

DvNAMO-ELECTRIC MacHINES. British Thomson-Houston Co., Ltd. (General 
Electric Co.) 11,702. June 8rd. 

I. Kitsee. 12,494. June 15th. 


_ ELECTRIC CLOCK AND ALARM SxsrkMS. W. Rausch and Н. Gondolf. 18,068. 


June 24th, 


ELECTRIC DRILLS. A. J. Boult. (W. О. Duntley.) (Date applied for under 


Rule 5, Patents Rules 1905, June 24th, 1905.) 18,0984. 

CENTRAL BATTERY TELEPHONE TRANSMITTERS. J. H. Scales. 14,668. July 17th. 

CONNECTION OB ELECTRIC CovPLING BOXES FoR ELECTRIC CRANES OR OTHER 
ELECTRICALLY-OPERATED MACHINES. Siemens Bros. & Co, Ltd. апа J. 8. 
Huddleston, 16,772. August 8th. 

APPARATUS FOR SOUND TRANSMISSION BY MEANS OF ELECTRICALLY-PRODUCED 
LiGHT AND HEAT Rays. Siemens Bros. & Co., Ltd. (Siemens-Schuckert- 
werke G. m. b. H.) 20,371. October 9th. - 

ALTERNATING ELEcTRIC CURRENT Motors. British Thomson-Houston Co., Lid. 
(General Electric Co.) 1,670. January 27th. 

ELECTRIC SWITCHES FOR CONTROLLING BRAKE APPARATUS OR SYSTEMS. 
weather. (National Electric Co.) (Date applied for under Rule 5, Patents 
Rules 1905, February 6th, 1905.) 2,8104. 

SAFETY CUT-OUT Drvices For ELECTRIC С1ңссїтв. British Thomson-Houston 
Co., Ltd. (General Electric Co.) 2,686. February 6th. 


ELxCTRO-MACNNTIC Devices, H. G. Pape and J. Bender. 4,057. February 27th. 

ALTERNATING CURRENT Ei ECTRIC Motors. British Thomson-Houston Co., Ltd. 
(General Electric Co.) * 5,981. March 21st. 

ELECTRIC MOTUR STARTERS. A.J. Horton. (Date applied for under Internatior al 
Convention, November 2nd, 1904.) 8, 158. April 17th. 

MEANS ron TUNING " HERTZIAN WAVE RECEIVERS TO PARTICULAR TRAN MITTENS, 
C. Hülsmeyer. 8,511. April 20th. К 

MEANS FOR SUPPORTING AND ENCLOSING TELEPHONE AND OTHER . ELECTRICAL 
APPARATUS. J. E. Kingsbury. (Western Electric Co.) 11,886 May 80th. 

SAFETY APPARATUS FOR USE IN CONNECTION WITH TELEPHONES AND OTHER ELEC- 
TRICAL APPARATUS. J. E. Kingsbury. (Western Electric Co.) 11,337. 
May 30th. 

ELECTRIC LIGHTING OR OTHER INSTALLATIONS. P. F. Corkhill. (Date applied 
for under Rule 5, Patents Rules 1905, July 6th, 1905.) 13,9644. 

STARTIKG APPARATUS WITH CONTROLLER Овом ғов INDUCTION Motors. Siemens- 
Schuckert-Werke G.m.b.H. (Date applied for under International Con- 
vention, August 3rd, 1904.) 14,211. July 10th. 

STORAGE BATTERY ELECTRODES. W. Gardiner and C. P. Stringfield. 15,257. 
July 25th. 1 

MULTIPLE TELEGRAPHY. 8. F. Jones. 15,298. July 95th. 

MULTIPLE TELEGRAPHY. 8. F. Jones. 15,299. July 25th. 

INTERRUPTERS FOR MAKING AND BREAKING ELECTRIC CIRCUITS. 
16,080. August 5th. 

REVOLVING FIELD MAGNETS FOR DYNAMO-ELECTRIC MacHines. Siemens Bros. 
and Co., Ltd, (Siemens Schuckertwerké G.m.b.H.) 16,773. August 18th. 

FITTINGS AND ACCESSORIES PERTAINING TO ELECTRICAL IXCANDESCENCE LAMPS 
AND THE LIKE. W. R. Lambert. 17,4883. August 29th. 

SIGNALLING BY ELECTRO-MAGNETIC Waves. C. J. Briggs. (Secret Document 
under Sec. 44 Patents, &c., Act 1883.) 17,873. September 4th. 

JOINTS FOR ELEcTRIC CABLES. Siemens Bros. & Co., Ltd., and Neale. 
September 5th. 

Вкивн HOLDERS ror ELECTRIC Dynamos oR Motors. L. C, Barker and J. W. 
Burleigh. 2,015. February Ist. 


El. TOrRICAIL. REGULATION OF CLocks. Е. A. Chandler and В. Bonniksen. 3,545. 
February 8th. 
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THERMAL EFFICIENCIES IN 
BOILER HOUSE. 


THE 


As our readers Well remember, we have from time to time 
expressed ourselves strongly concerning claims for very high 
boiler efficiencies. We do not doubt that these are pnt for- 
ward in perfectly good faith. For instance, the anthors of 
a paper оп ©“ Boiler-house Economy " (of which we print an 
abstract on another page) state that, * working in connec- 
tion with an economiser, a good type of mechanical stoker, 
and a superheater, as much as 85 per cent. can be utilised.” 
Regarded critically, these words do not categorically state 
that the thermal efficiency of the boiler might be 85 per 
cent., but we presume such to be the authors’ implied 
meaning, 

We are open to conviction that such а figure is possible, 
but, until we are convinced, we are very dubious of the accu- 
racy of such а statement. Меге comparisons of the calorific 
value of the fuel (taken by a selected calorimeter) with the 
weight of water fed into the boiler in a given period are 
not all that is necessary to carry conviction to the engineer. 
The model boiler test for our purpose is that embodied in a 
report of the Committee of the Institution of Civil Engi- 
neers on the Thermal Efficiency of Steam Engines,” which 
report was adopted on April 26th, 1898. This report con- 
tains a test of the Leavitt Pumping Engine at Louisville. 
The thermal balance-sheet of the steam-raising plant works 
out as follows :— 


Starting at the fire-grate, it is shown that 183,600 Br. Th. U. are 
produced per minute by the combustion of the coal, and that 
131,700 of these go direct into the water of the boiler, 10,000 are 
lost by boiler radiation and leakage, and the remaincer, viz., 
41,900, pass away with the Uue gascs. On the way to the ccono- 
miser, 1,000 Br. T. U. are lust by radiation, but in the economiser 
itself 15,750 Br. Th. U. аге diverted into the feed water, 5,000 Br. Th. U. 
are dissipated by radiation, and, finally, 20,150 Br. Th. U. pass out of 
the economiser and into the chimney, and are lost to the steam 
plant. The heat entering the economiser with the feed-water is 
5,450 Br.Th.U., which is added to the 15,750 Br.Th.U. diverted from 
the Hue gases, tuns giving a flow of 21, 200 Br. Th. U. in the feed out 
of the economiser. Radiation, however, reduces this flow to 
20,950 Br. Th. U. per minute at the entry to the boiler, where a further 
addition is made of 6,600 Br. Th. U. returned by the jacket water. 

The steam produced by the boiler derives its heat from 
the furnace grates, from the economiscr, and from the jacket 
water, and has а value of 159,2508.TH-U. That is to say, 
that in this installation the combined efficiency of the boiler 
and economiser, deducting the jacket and hot-well returne, 
is just over 80 per cent. | 

In marine engineering, it is the last knot which counts ; 
that is to say, the margin of power required for identical 
vessels to raise the speed from 24 to 25 knots is greater 
than that required to raise the speed from 23 to 24 knots. 
So, also, in thermal efficiencies, it is the last 1 or 2 per cent. 
which costs both n.oney and thought. The heralds of 85 
per cent. efficiencies would acclaim that the addition of a 
superheater would have made all the difference in the effi- 


ciency of the Leavitt pumping engine. Perhaps. АП that 
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we ask of them is an authenticated test based on the lines 
of the standard referred to. In preparing it, they would 
have to allow for radiation from the economiser, and for the 
actual power required in operating the automatic stoker and 
in scraping the economiser. Without such deductions, talks 
‚ about efficiencies of over 80 per cent. require the use of the 
‘salt cellar. While the apparent efficiency might presumably 
be high, the real efficiency, if one debited to the boiler the 
steam used in driving the accessories required to produce 
such a result under the most favourable conditions as to 
load, would be obviously much lower. 


WHAT IS WRONG? 


POLITIcs in the ordinary sense must not find a place in these 
columns, but questions: of trade, large and sinall, and 
questions of legislation and administration so far as they 
affect the trade of engineers, may be introduced without 
apology to readers of any party. 

We still cherish the hope, dulled by long years of йыр 


pointment, that the Government of this country will change 


fundamentally. 

The vast engineering interests of this country, not less the 
electrical trades than any other, desire a fundamental change, 
demand it, and must have it, to survive. 

The nation will shortly decide the fiscal question at least 
for a few years. _We must abide the issue ; but all practical 
men are bound to examine the proposals. We will leave 
it to them, only asking them to consider these facts. Out of 
the huge total of our imports (which are sent here in 
exchange for exports) only 10 per cent. consists of finished 
manufactured goods. "е remaining 90 per cent. is food 
_ for our factories and our people. The tariff can only help 
the manufacturer in one way—by raising the price at which 
he can sell. It may hinder him by making an increase of 
wages a necessity, and any tax on raw material comes out of 
his pocket. It can only raise the price of the goods he sells 
at home, and for that our own people pay. It does not 
enable him to get a higher price for the goods he sells 

abroad. 
It raises the price at home of the whole consumption ; зо 
that, for the sake of a tax on the small volume of the foreign 
manufactured imports, we must also pay a tax on the huge 
volume of the home manufacture. 

The tariff does not prevent unemployment for Germany 
and America, our two chief competitors. During the recent 
bad times the clectrieal trade, for instance, in Germany has 
suffered far worse than our trade in this country. 

There is no evidence that our manufactures suffered worse 
in any respect than those of protected countries. On the 
contrary, there is abundant evidence that, under our free 
trade conditions, our manufacturers are feeling the advantage 
of better times earlier and more fully than the Germans. 

A change such as the re-introduction of Protection should 
not be contemplated except on absolute proof that it will be 
for the benefit of the country at large. No man’s guarantee 
will suffice, nov any amount of sentiment and vainglorious 
clap-trap about the Empire, | 

Is there по alternative policy ? 

We no more believe that there is а single remedy for all 


our troubles as a nation, and ав engineers and manufacturers» 
than, we believe, that one kind of quack medicine will cure 
all the ills of the body. 

But we know that there is a multitude of abuses, 
inefficiencies, faults and shortcomings in connection with our 
systems of Government, and of business and personal 


. eonduct, which, if remedied, would have a cumulative effect 


sufficient to lift the whole nation, and make life a happier 
thing for all the citizens of this dear old country of ours. 
We do not pretend. to be able to indicate a tithe of the 
necessary and practical steps which require to be taken, but 
we can indicate a few of the more pressing questions for 
engineers, and beg our readers’ kind and indulgent con- 


~~ gideration of the same. 


What is wanted is Tariff Reform, with the word * tariff” 
left out. And first and foremost reform of the procedure of 


Government, in-connection with public and private works, 


presses to be accomplished. 

Here is а leaf that might be taken out of Germany's book, 
aye, and out of the book of little Switzerland, whose 
electrical and engineering industry is the admiration of all. 

The fate of the London Power Bill last session, is an 
illustration of the kind of reform which is needed. The 
enormous initial expenses, the waste of public and private 
time, the fiual failure of the Bill, not on its merits at all 
(they had not come before Parliament, though recognised hy 
the Committee) form a crowning example of the scandalous 
inefficiency of our Parliamentary methods. | 

This scheme, if ever it comes to maturity (and we are not 
concerned now with its merits), will be loaded from the start 
with water capital pumped in vain into the Houses of 
Parliament, and borne away on the flood of oratory which is 
the principal output of that angast assembly. 

The same procedure is responsible for millions of capital 
on which dividends and railway rates have to be paid for all 
Instead of Government being a facile instrument for 
the purposes of the country, it is a brake on the wheel of 
industry. No wonder there are unemployed. 

We asked a Swiss engiueer the other day, What is the 
cost of a Bill for public work—for instance, a railway in the 
Swiss Parliament ? “Two francs fifty,” was the prompt 
reply. 

* Of course, this means only the official fee, but it 
ensures a prompt and thorough consideration and a definite 
decision on the merits of the case in a reasonable time, land 
beiug always acquired by Government valuation." 

No work of the magnitude of the Simplon Tunnel has 
been undertaken in this country for years by any private 
concern, and if it were proposed that the Government should 
spend a similar sum of money, for instance, in buying up the 
derelict canals and putting them into working order, what 
shouts of “ Impossible," ** Iniquitous," Crank,“ Socialist," 
would resound from the talking shop for years ! 

And yet that is just what Holland: and Belgium and 
Germany have done, and are doing, and most of the other 
countries of the world, includiug India and Egypt, where 
our money flows freely enough. 

Fortunately for those outlying parts they are “ The 
Empire.” | 

This is merely ** Little England's" ease of acquisition of 
Jand on reasonable terms; facilities of transport, no pre- 
ferences to the foreigner in railway rates, encouregement of 


time. 
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competition in the great public services, better supervision 
by Government of railway management, particularly as it 
affects traders, enforcement of the Plimsoll Act on foreign 


ships entering and leaving our ports, better roads (here is 


work for the unemployed which would bring forth a 
hundred fold!), and better telephones. Surely such 
subjects as these, simple and ordinary as they are, 
are worthy of the serious attention of competent men—mere 
practieal questions, © a policy," so to speak, “of drains,’— 
but in their cumulative effect of vast importance to us all. 
This should be our home policy ; and our foreign policy— 
peace. | 

Then we should have cause to rise up and bless our 


| Government, Liberal or Consetvative, red or blue; it would 


matter little what i& was called to the hard-working harassed 
men of science and industry. 

~ Brewers and publicans say, Our trade our policy." 
Professional politicians say, * Our policy our trade." Let 
us all as engineers ask the candidates in our divisions: 
„Will you make the business of this country your policy; 
not forgetting the interests of the Empire at large, but 
remembering that even the dwellers. in Westminster ought 


- to havea turn? " 


A REPORT has just been issued by the 


Employers Association of Technical Institutes of an 
and Technical . . . A 

inquiry as to the co-operation of employers 

Education. „„ : 
and technical institutions in the matter 
of technical education. The inquiry was undertaken in view 
of the interest excited by the reading and discussion of two 
papers on the co-operation of employers in the technical 


training of their apprentices, read at the Association last 


January. 


In the first place, a form of inquiry was sent out to the 
65 institutes affiliated to the Association, and subsequently 
copies of the form were sent to technical institutions and 
university colleges not so affiliated. In order to make the 
report still more complete, the inquiry was extended to some 
of the large employers of labour, whose educational work 
was not likely to be connected with the various technical 
institutions already approached. 

Although the report cannot be said to contain a record of 
every example ог the co-operation of employers in the 
technical training of their apprentices and workers, yet it 
contains sufficient evidence that, in a general sort of way, 
employers are beginning to recognise the value of technical 
education, and, where they do not actively assist or encourage 
their employés to attend technical classes, there are very 
few instances in which they actually discourage them. In 
the report before us, although we find several references 
whieh indicate indifference on the part of employers, we 
find only one case in which technical education is really 
discouraged. This reference reads, “In one town the 
foremen are reported as very obstructive." No further 
information is given about this, but it is possible that in 
the town referred to there is an old established firm where 
the foremen are somewhat fossilised men, who served their 
time before technical education was thought much of. Such 
men as these are inclined to be rather jealous of their 
workmen or apprentices knowing more than they do, and 
simply take delight in scoffing at what they would call 
theory. Whilst the student can put up with chaff of this 
kind, he is powerless to prosecute his studies if his foreman 
invariably finds that on the class night some important job 


necessitates his working overtime. There is no doubt that 
with the increasing co-operation of employers who appreciate 
the usefulness of technical education, the foremen of the 


future will be men who are themselves, to some extent, 


technically trained, and will be, therefore, the more ready 
to recognise the advisability of encouraging, rather than 
otherwise, any studious bent in those under them. 

We gather from the tone of the report that the Council 
of the Association attaches more importance to day courses 
than to evening classes, for, referring to the replies sent from 
institutions not affiliated to the Association, the report says 
“the replies were of little value," a result probably due to 
the fact. that the inquiry was chiefly concerned with 
evening students. Every teacher of a technical class, 


however, knows that it is the evening studente who are most 
keen on their work. The fact of a man sacrificing to 
technical studies time which might be devoted to some form 


of recreation indicates, at any rate, a desire on his part to 


improve his knowledge, and we think that if an accurate 
record could be kept of both day and evening students, it 
would be found that a higher percentage of successful 
engineers would be found to have been recruited from the 
ranks of evening students than from those who had passed 
through day courses. 


Another reason for this may be found in the fact that 
many of the teachers of evening classes are men who are 
actually engaged in practical engineering work, whereas. 
those on the regular day teaching staff really belong to the 
class of teachers, a class not, perhaps, in such direct contact 
with the practical needs of the industry. 

The usual disparaging comparison is made in the report 
between technical education in this country, and the attitude 
of employers towards it, as compared’ with the conditions in 
the United States and on the Continent. In this connection, 
it is interesting to observe that British engineers are very 
frequently preferred for foreign work to the technical 
graduates of Continental and American institutes. Sir 
W.H. Preece made special reference to this point in his 
address at the Northampton Institute a few weeks ago on the 
occasion of the prize distribution. On being requested to 
recommend an English engineer to take charge of contracts, 
he has frequently asked the reason why English engineers 
were needed, in view of the claim that technical education 
is во very much superior abroad. The reason given is that 
the technical education abroad is really too thorough, and, 
to some extent, destroys a man's initiative and self-reliance. 
These qualities Sir William put down to opr national games, 
such as cricket and football, in which each man has, to some 
extent, to act for himself, although nominally under the 
direction of а captain ; but, whatever may be the cause, it 
is to be hoped that British manufacturers and heads of 
technical institutes will not lose sight of the fact, and by 
over training our rising generation, cause the atrophy of. 
these qualities, without which technical knowledge is 
heavily handicapped. 

There is a great deal of useful information in the report 
as to the trade and technical classes held in a large number 
of Colleges and Institutes, and of the nature and amount 
of co-operation on the part of local employers. Without 
such co-operation and encouragement, technical education is, 
to а very large extent, absolute waste of time and money. 
Employers will no doubt co-operate if the right kind of 
teaching is given; and, on the other hand, the technical 
institutes will be equally ready to give this, if the employers 
will say what they want, and afford the necessary facilities 
to their employés, to which we may have occasion to refer 
later. | | | 
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THE PRESERVATION OF HANGER BOLTS 
ON ELECTRIC TRAMWAYS. 


By ROBERT N. TWEEDY. 


— — = — 


Кок years I have been puzzled by the failure of insulated 
hanger bolts, and have tried many different kinds in an 
endeavour to overcome the trouble, which is most serious. 
Almost invariably the failure seemed to start at the lower 
end of the bolt by the gradual formation of a nodular growth 
at the junction of the metal and insulation, and the swelling 
and splitting of the insulation due to the increased bulk of 
the oxide which formed on the skin of the bolt beneath. 

This symptom is common to all lines with which I am 
acquainted. 

t was noticeable that failures took place on those bolts 
on which the growth was worst. 

I put this deterioration down to the effect of the atmo- 


sphere in a manufacturing district, and in that I seem to 


have been at one with all who have experienced the same 
trouble. I considered it inevitable, and gave the linemen 
orders to scrape and clean thoroughly every bolt on the 20 
odd miles pf route. This scraping had to be done periodic- 
ally, and it was found to rednce the hanger failures, but it 
took up a lot of the linemen's time, and was an expensive 
business, besides involving a continual, -though small, de- 
preciation of the insulation at every scraping. 

On some systems the expense incurred in combating this 
trouble is even greater, for practically two sets of bolts are 
kept, one set being replaced at short fixed intervals by the 
other, which has been cleaned in the meantime. 8 5 

This scraping went on for a long time, and might have 
continued to this day if it had not been found that the root of 
the trouble is not the atmosphere at all, but the trolley wheels. 

This became absolutely obvious when the action of the 
trolley wheels was watched during rain, and everyone will 
хее for himself, now that it is mentioned, that this must be so. 
. Briefly, the deposition of conducting and foreign matter, 

and the formation of oxides, are all due to the moisture 
which is thrown into the hanger аз а trolley wheel parses 
under it. 

Remove a hanger from the line, and you will see that the 
interior is coated with the same nodular formation as you 
have observed on the insulating bolt, but it does not have 
the effect there that it has on the bolt. 

Get an intelligent lineman to watch a hanger under which 
trolley wheels are passing on a wet day, and he will report 
that water—loaded, of course, with greasy particles of brass 
and copper dust—is thrown into it every time a wheel 
passes. 

When once the surface of the bolt is damp, the dust 
suspended in the air will settle on it, and the action con- 
tinues until failure occurs. 

Having found the root of the disease, no great effort of 
inventive genius was required to supply the cure, which, in 
this case, acts by prevention. 

It is necessary only to interpose a shield of some material 
between the trolley wheels and the bolt, and I do this by 
stamping out an annular disk from hard or flexible fibre, 
rubber, dermatine, or even а metal sheet, which I thread 
over the end of the hanger bolt, and retain in position by 
clamping it between the top of the lug of the ear and the 
underside of the hanger bolt, or by other suitable means 
which will vary according to circumstance. 

The disk may be made of any diameter, but it is best, 
probably, to cut it a little less than the inside diameter of 
the hanger at the rim of the petticoat. 

This disk effectually prevents the throwing of water or 
anything else into the hanger, and, moreover, it has the 
valuable quality of preventing the deposition of suspended 
or wind-swept dust on the surface of the bolt. | 

There is nothing to prevent the disk being made sufficiently 
flexible to be spruug downwards in order that tlie interior of 
the hanger and the bolt itself may be inspected, but the 
great advantage of it is that this inspection is rendered 
unnecessary, and the usual flash test (ride my article on the 
“ Prevention of Overhead Accidents" in the ELECCRICAL 
Review, for August 11th, 1905) will reveal a failure of the 


А 


primary or secondary insulation before trouble can arise, and 
before any sign can be detected by visual inspection. 

I satisfied myself by the following tests that it is this 
nodular formation which gradually lessens the value of the 
insulation, and finally supplies a path along which a quickly 
increasing leak сап pass. If, therefore, this formation can 
be arrested the insulation will last as long as the hanger 
itself, other things being equal. 

Of course nothing will protect the user against insulators 
which are defective in composition or manufactare. 


TESTS REFERRED TO ABOVE. 


The insulation resistance of an overhead hanger was 
tested under various conditions to show what may be 
expected from the use of the hanger shield as а means of 
protecting the bolt from the effects of water carrying 
metallic dust, &c., thrown off the trolley wheels of passing 
сагв. 

1. New bolt in hanger. 

Insulation Résistance. 
(a) Dry Infinity 
b) Wet* Infinity 

* This bolt did not remain wet in reality, as the water ran off 

the new surface just as if it were covered with.an oily film. 


2. Old bolt in old hanger, as removed from the line 
without selection :— 


a) Dry . 2,267 megobms 
р) Wet 8 ae 05 r3 .. 005 megohm 
(c) Bolt scraped clean and moisture 


removed by wiping only Pt .. 980 megohms 

(d) Bolt in same condition as (c) but dried 
by stoving for 44 hours at 160? F. 

(«) Bolt in same condition as (v), but tested 
after being dipped in water and not 


dried... А 


Infinity 


5°32 megohms 


These tests show conclusively :— 

1. That an insulating bolt which can be kept in a new 
state, with the original shiny surface off which water runs at 
once, will never break down, and the nearer that condition 
can be approached, or the longer it can be maintained, the 
less chance there is of failure. | 

2. That an insulating bolt which has been in use under 
ordinary conditions—i.e., exposed to the action of water, &c., 
thrown off the trolley wheels—although a fairly good insu- 
lator when dry, has its essential quality reduced to the 
point of breakdown when wet. 

3. That the removal (by scraping or other means) of the 
deposit and oxide at once returns the bolt to its original 


condition of perfect insulation when dry, and that when . 


thoroughly wet the insulation resistance is still well above 
breaking-down point—some 1,000 times better, in fact, 
than the unscraped bolt. 

4. That if periodical scraping and continuous depreciation 
of the insulating bolts is to be avoided, the only thing to do 
isto prevent the access of moisture and of foreign condueting 
and corrosive material. : 

Compared to the economy in all directions which is 
obtained by the use of the simple shield of which I have 
written above, the cost of the shield is absurdly small. 
Patent rights are in course of being granted, for although 
the remedy isso simple, the disease lias been running ite 
disastrous course unchecked, or checked only by expensive 
means, foy as many years as the insulated hanger bolt has 
been in use, and it is only right that the monetary recogni- 


tion which may be gained by a monopoly should be given to 


anyone who finds the cure, howsoever simple it may be. 


ELECTROMOBILES. | 


By HENRY Е. JOEL, A. M. I. C. E. 


— — в 


IN an article contributed to the Electrical World and 
Engineer, of New York, October 21st, 1905, by Mr. Frank 
В. Rae, оп © Speed-Time Curves for Automobile Motors.“ 
some most astonishing conditions and results are given, 
which, taken seriously, wonld undoubtedly mislead any 
readers who might not be well informed as to the modern 
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practice of electric traction and of electromobiles. The paper 
is а most laudable attempt to add to the knowledge of this 
highly interesting subject, and it deals with and gives 
elaborate calculations and curves affecting the special question 
of the influence of stoppages on the total running output of 
the battery. 

Mr. Rae starts with two defects “that must be acknow- 
ledged in electrically propelled vehicles; the distance they 
will travel is not great enough for many requirements, and 
the cost of maintaining the storage battery is very high for 
the mileage obtained.” | 

In calculating the power required to start and run a truck 
of 9 tons (truck 4 tons, load 5 tons) on fair condition of 
road, asphalt, macadam or good block pavement, in about 
equal proportions, or the average roadway that the electrical 
vehicle encounters in ordinary operation in city streets. 
Mr. Rae assumes the extremely low draw-bar pull or tractive 
resistance of 30 lb. per ton, and he calculates that two 
electric motors giving together 4'8 H.P, would be sufficient 
to run this truck, whereas experience has shown that for 
such a road and load it would be at least 60 lb. per ton,.and 
most probably would average 100 to 120 lb. per ton, whilst 
the power required of the motors, taking the efficiency of the 
whole truck at 50 per cent., and allowing for the increased 
power uired for the starting effort, hill-climbing and 
other conditions, would be from 18 to 40 Н.Р. 

Mr. Rae is careful to point out at the end of his article 
that the 30 lb. taken is evidently too low for average con- 
ditions, but he nullifies this by stating that the builders 
allow ample- margin in the motors and controlling system 
to take an increase up to 50 lb. per ton or over: his 
whole article, with calculations, curves, and resulta, is 
unfortunately based upon these false premises and is there- 
fore erroneous, and the conditions given for the power 
required and results obtained are absurd. 

Mr. Rae takes a battery of 44 cells with 19 plates each, 
giving 90 volts and having a capacity of 63 amperes for four 


hours, which must be taken as the maximum rate permissible - 


—the weight of this battery probably being about 16 cwt.— 
and he drives his car of 9 tons, accelerating in four stages 
at nearly 14 ft. per second per second with this battery 
up to six miles per hour within eight seconds, a dangerous 
acceleration with such a load on common and public reads. 
To do this he provides two 2:4-H.r. electric motors running 
at, 800 revolutions, per minute. 

As to the tractive resistance on the level, in ТЬ. per ton, 
authorities differ considerably :— ` 


Dupuit, in 1837, gave 66 lb. per ton for good macadam. 
Telford and Babbage » 70 " 
Michelin, with iron tires ,, 60 
U.S. Agricultural Bureau „ 45 


77 7 
77 3? 77 


7* 27 37 
The Society of Arts, London, in 1875, experimenting 


with an omnibus weighing 2°57 tons, at 3} miles per hour, 
found the tractive resistance with— 


Granite ... 17:41 lh. per ton. 
Asphalt , e 
Wood ... wae 8 . 41:6 » 
Good macadam 44 to 48 к 
Granite macadam ... 101 M 


The state of the roads, tires and bearings, all affect the 
question, and inclines or variations of road, such as would 
be met with in towns, raise the above figures to double or 
more, and 60 Ib. per ton would be a reasonable average. 

The efficiency of such small motors cannot be taken as more 
than 70 per cent., whilst when overloaded, with no margin in 
the field cores the efficiency would be much less. The loss 
of efficiency in the transmission gear for a truck weighing 
9 tons would be at least 10 per cent., and an all-round 
efficiency of 50 per cent. is a fair basis. 

A little consideration will show that, taking the tractive 
resistance at 60 Ib., and an all-round efficiency of 50 per 
cent, the power necessary to run this truck at six miles 
an hour on a dead level road would be at least 17:29 H. P.: 
allowing for drop of E. M. F. due to the large discharge, the 
current taken would be about 150 amperes—the starting 
effort would require at least double this current or 300 
amperes—and for taking an incline of, say, 1 in 20, the 
current required at the still further reduced E. M. F. would be 
over 300 amperes. . 


Needless to say, such a current through the 2°4-H.P. 


. motors would burn them out, and it would irretrievably 


destroy the battery. The outfit of battery and the two 
motors would be barely sufficient for an electric landaulette 
weighing only 30 cwt. | 

On an ordinary city macadam road, a car of 9 tons, even 
with broad tires, would cause subsidence and sink a little 
into the surface of the road ; the effect would be the same 
as running the truck up an incline, possibly of 1 in 20, and, 
of course, such a battery and the two small motors, even if 
they stood the current, would be quite unable to start the 
car ab all. 

Upon the basis of the tractive effort of 30 Ib. per ton, and 
two motors of 2:4 н.р. each, Mr. Rae has investigated the 
effect, of stoppages of the car upon the output of the battery, 
and after plotting the curves from such calculation he 
arrives at the following results :— | 


'The effect of stops and of the necessary acceleration to full speed 
upon the “ watt-hour рег ton" rate, and in which the best speed 
possible is attained, is shown in the following table, in which the 
total miles that tbe truck will travel on one charge is determined 
by dividing the watt-hours per truck-mile into the total watt- 
ш capacity of the battery (22,680 watt-hours) as stated by the 
makers :— 


Average Watt-hours Total miles 
Stops per 1,000 ft. speed in m. p. hi. per ton-mile. on one charge. 
0 78 71:8 35 
1 71 78 32:2 
2 6:5 85 297 
3 59 „ 91:7 27:5 
4 57 ` 96 264 


These figures, as 1 have shown, are absolutely unreliable. It 
is not safe to calculate the watt-hours per ton-mile on ordi- 
nary town roads with varying grades, and with this class of 
heavy goods vehicle, at less than 200 watt-hours per ton-mile, 
and the effort, required for starting such a truck, allowing for 
subsidence in the road surface, subsidence of the axles in their 
bearings (known to require an increase of starting power of 
something over 20 per cent.) under such a load as 5 tons, as 
well as the road tractive resistance, would make the power 
actually required probably four times as much as that given: 
two 9°6-н.р. motors — that is, four times the 2-4 Н.Р. 
— capable of standing & 100 per cent. overload, would 
be required, with а battery whose output at a four-hour 
rate and with 90 volts only, should not be less than 
240 amperes (again four times that, provided), and weighing 
approximately 3 tons. The miles given for a run on one 
charge are ridiculous, assuming that the truck could run 
at all with the power outfit provided ; it has been shown 
that probably the whole available current in the battery, 
taking it at 200 ampere-hours at a one-hour rate, would be 
used up in less than one hour, giving less than six miles in 
place of the 26 to 35 miles given in the table of results, and, 
of course, the curves would require to be replotted with the 
proper quantities, much higher peaks, and altogether different 
periods of time, both in making the changes for acceleration 
and also for braking and coasting—i. e., the whole article 
would have to be reconsidered and rewritten. 

I would point out that electric tramcars weighing loaded 
about 10 tons and running on iron rails require, and are 
fitted with two 25 or 30-H.P. motors, of course to run at higher 
speeds. Petrol omnibuses, such as those used by the Great 
Western Railway, weighing with passengers 7 to 8 tons, require 
engines of 28 H.P. Lorries carrying 3 to 5 tons, running at 
only 6 miles per hour, are fitted with 30 to 40-H.P. engines, 
and experience has shown that electric goods cars with 
batteries of suitable size and proportionate weight would at 
times require to exert even as much as 40 н.р. to meet all 
conditions of the road at 6 miles an hour only. 

Imagine an electric landaulette equipped with two 2:4 . 
electric motors, and the same battery as described for this 
9-ton truck. Such a landaulette would run about 30 to 
40 miles on one charge. Now load this carriage (strengthened 
to take the weight) with an additional 7 tons of dead weight, 
and find the distance it could now run, even on a hard 
level road—that is, if it could possibly move at all—and we 
can then get some idea of the conditions given and the 
theoretical results obtained by Mr. Rae. 

It is unfortunate that such articles as the one I criticise 
should be published. Had Mr. Rae confined himself simply 
to the academic and theoretical treatment of the subject, no 
one could have taken exception to it; but it goes forth as 


— 
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an actual and practical basis for equipping a truck of a total 
weight, with load, of 9 tons, and I trust that no one will 
endeavour to carry it into practice. 


THE ELECTRICAL FROISSART CHRONICLES. 
(With some apologies to Sir John, and more to F. С. G.“) 


By IBID. 


JV.—Or THE BATTLE OF THE POWERS AND THE COUNT 
OF LONDON. 


Now you shall hear how the Count of London, being jealous. 


of the power of the Elektricks, was minded to enclose all 
their magick under his own control, and to sell the same to 
his subjects at such a price as pleased him. And in this he 
did, to my mind, very rightly; for, seeing he is Count and 
Prince of all that vast city, he is by nature fitted to rule, 
and by learning and endowments gifted to curb the passions 
of his subjects; and it is in no wis? meet for any guild or 
association of persons who have not been born rich or 
powerful to abrogate to themselves too great share of the 
direction of things, howsoever wise they be. 

Howbeit, I conceive the Count to be in the wrong, that. 
he doth ever conceal himself, and is known to the people 
only through his Council; but doubtless so great a Prince 
hath а wise reason for so doing. 

To this end sent he a very great force armed with Retoric 
and Statisticks and Arguments and the like weighty and 
pointed matters, to subdue the Hlectricks and wrest from 
them their magick power. 

Now, I would you remark tke cunning of these magicians ; 
for they, feigning submission to the Count, assure him that 
his doings are in a great degree pleasing unto them, and that 
it is their fixed desire to advantage his purpose; and await 
his coming as those that watch favourably a procession (the 
which is à common óccupation here) and would in no wise 
pay therefore. So that Icaguer set forth from the Count 
his Palace, which is in the Mausoleum strete, or thereabout, 
hard by the place of the Great, Candlestick. They came 
without let or hinder the space of about half-a-mile, to a 
part where the ground is soft, and laid out in gardens and 
terraces, very suited for а pleasant contemplation, and. a 
favourite resort. Many people were here already from divers 
countries and climes, engaged in a peripatetical discussion. 
Others, again, were burning of foreign weeds, and in deep 
meditation upon the adverse times. Апа the officers 
appointed thereto were taking up and mending the roads. 

The Count, seeing this concourse, sent to enquire of them 
the safegt way to the stronghold of the Elektricks ; and 
they madè haste to answer that all ways leads thereto, also 
that many of themselves had an errand thither, and would 
presently proceed to compass it, and, until that might Бе, 


there would be no space for others on the same road. Ко 


the Count enquired who they were, and the names of their 
leaders, and to this their herald made answer : ** We are the 
Powers that be, and the Powers that would be ; and whereas 
the Electricks have divers holds and magazines from 
which to send forth their magick, we esteem it better for 
ourselves, and for the good order of the County, if tliese 
were collected under one head, so that their jealousies and 
dissensions may be quieted and cease; for, at the present, 
the magick we have from one division will by no means fit 
the place prepared for it in another, though they be in the 
same strete, and the geniuses which are in the houses of 
magie groan dismally from overwork, to the terror of all 
worthy dames thereabout; and, moreover, if all the magick 
be gathered under one jurisdiction and head, for one mara- 
vedi shall ye propitiate the devil which is in the slot-meter, 
where now he is barely content with six. Wherefore we are 
minded to go to the Electricks and, by the threatening of 
them with our Bills and other hedging implements, to 
compel them to allow us this supply of Power, or Power of 
supply." In this they were all agreed, and so murmured 
approvingly; but when one would have proposed a site for 
the great principal workshop, as on the shady slopes of 
Wandlesworth, the lofty steppes of Stepney, the breezy banks 


of Greenwich, or the sunny isles of Chesil, or even the woods 
thereof, there arose such babel and clamour that it seemed 
that not two were of the same mind. 


Now, when the Count heard this, he took long counsel 


with himself, meditating ; and J doubt not it seemed to him 
а good thing for all these people and countries to make war 
on the Electricks first, and for him to follow them after a 
seemly space; for, by this means, both the Electricks would 
become weary with much fighting, and, their magick in the 
fight becoming apparent, he would know better the means 
to cope therewith ; truly a very sagacious Prince. 

(It has been told me that the Electricks can at will squirt 
upon the foe from a pipe, water mixed with a very strong 
Electrick fluid; which compound is eagerly drunk by the 
invaders. But he that told me this said at the same time 
* Bunkum " ; which also hath a hidden meaning.) 

While they were thus meditating, comes forth a stern 
knight, clad in suitable armature, and remark-worthy for 
that in charging he aimed very low, and did strive with his 
Bill to force a passage through the throng. They, leaving 
their own dissension, hang about his path, and press him on 
all sides, so that his progress is very slow. Nevertheless, by 
perseverance, and the support of those who were won over 
by his courtly bearing, he won throngh them to the other 
side of their camp- | ' 

Alas! how many broken Bills were left behind in the 
melly ! And, I suppose, some sore heads also. 

Now, when this good knight had won a way through the 
Press (which was oft hard upon him), and, with those on 
his side, was coming near to gain his object (his Bill yet in 
his hand, unscathed save for a few nicks and scratches, and 
still serviceable) he findeth before him a fenced road very 
fair to see, and which certain persons of solemn mien are 
continuously mending. So was he compelled to pick his 
way carefully thereby, often waiting till the stones of the 
road were suitably placed, watered, mudded and rolled. 
Meanwhile, the sun is become high in the heavens. 

Presently a cheerful sound is heard amongst the workers: 
and, collecting their coats and implements, they fetched a 
board wheréon was written, Road stopped," and placed it 
in the path of the approaching company, departing with 
many agreeable expressions of pleasure. The advancing 
company, when they saw this, were very greatly cast down; 
for they knew that it is contrary to Precedent to pass such а 
board, also that it was now dinner-time. : 

And some asked how long should this resting last, and 


were told, We have no official information.“ 


So they returned all to their homes. Now, ye will say, 
this is no battle of the Count of London ? 

In that I know nothing, for some say the knight who 
fought so well is called the Administrative Count, so herein 
I am not sure; others, that he is called Progress, and will 
come again in some other form; while others yet call him 
the Giant Monopoly. In whatsoever form he appeareth, ] 
trow there will be a great bill for road-mendmg. 


THE MANAGEMENT OF SMALL CENTRAL 
STATIONS. 


By HENRY JOSEPH. 


ALMOsT ever since electricity has been supplied from central 
generating stations the efforts of central station engineers 
have been directed towards the attainment of a high load 
factor as an element in the cheapening of the cost of рго- 
duction. As a means to this end every effort has been, 
and is being, made to increase the day load by advocating 
the use of motors, heating apparatus and so forth. In large 
towns, where the day load is sufficient to justify a day shift. 
there can be no doubt that this course is a wise one, and 
that current in such cases can very well be sold for use in 
the daytime at a price very considerably less than that 
charged for night consumption. But when we come to con- 
sider individual cases of small towns or villages, where, either 
from their purely residential character or their small size 
and limits of ultimate expansion, a large day load is out of 


J 
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the question, it is quite a debatable point whether it is 
advisable to encourage а day load at all, especially if, in 
order to do во, the rates for such purposes as have been in- 
dicated are to be materially reduced. 

There are, in fact, many problems in central station 
management which bear an entirely different aspect in a very 
small undertaking to what they do in a large or moderately 
large one. What is true for a fair-sized but growing town 
with an industrial population is not by uny means neces- 
sarily correct for a small town of under 10,000 inhabitants with 
a residential population, and no apparent prospects of any 
very rapid expansion. In such a case it is very unlikely 
that the day load will for many years be sufficient to econo- 
mically load the smallest set ; and, consequently, the current 
used in the daytime has to be supplied from a battery, which 
practically means an extra loss from charge to discharge of 


25 per cent., ог a loss equal to 333 per cent. of the units 


sold. Probably little or no labonr is entailed in the genera- 
tion of these extra units, so the extra cost is not quite as 


great as it would at first sight appear, but under these con- : 


ditions it does not seem to be commercially sound to sell 
current in the day time at a reduced price. In an alternat- 
ing station this argument does not of course apply (unless 
а motor-alternator is combined with a battery), and in this 
case the day load, though more difficult to obtain, is essen- 
tial to anything like economical running. There are, of 
course, Many continuous current stations of small size that 
have for years been trying to increase their day load by 
means of cheap rates, but few indeed of the really small ones 
have started a day shift. So long as there is an ultimate 
prospect of this being attained, it is perfectly justifiable to 
- hasten matters by reducing the power rates even if for the 
first few years the result is not remunerative. But where 
from the very nature of things the day load must ever bear 
а very small proportion to the evening load, it appears to be 
the best policy to look facts in the face and charge a uniform 
rate for light and power. . 

_ In one or two small towns where no appreciable day load 
is anticipated, a small oil or gus-driven set of from 4 to 
10 H.P. is installed in place of a battery, so as to save the 
capital cost as well as the heavy depreciation of the latter. 
This system although inefficient certainly recommends itself, 
us it does not entail stand-by losses or the cost of 
attendance. 

There is а tendency with central station engineers, as with 
people in nearly every branch of industry, to follow one 
another like a flock of sheep. Once a certain lead has been 
given by one man and adopted by a few others, the rest 
follow as a matter of course without appearing to consider 
whether their case is similar to those of the few pioneers, 
and so electricity supply schemes come to be carried out on 
stereotyped lines, as if the system which is applicable to 
Liverpool were equally suitable in all its details to Muggle- 
ton-on-the-Mud.  . 

À good example of this kind of thing is the adoption of 
the maximum demand system. One man comes along with 
a demand indicator in the hope that he will flatten out the 
peak of his load, and also with the conscientious desire to 
charge his various consumers in proportion to the cost of 
supplying them. 

The system, no doubt perfect in theory, impresses itself 
on other engineers, and is finally adopted by stations all over 
the country, in many of which the capital cost and clerical 
work involved are probably out of all proportion to the 
advantages ever likely to result from its adoption. The 
maximum demand system is а bad one inasmuch as the 
average consumer can never be brought to understand its 
working, and many fight shy of adopting electric light for 
fear they should be charged at the higher rate. Indeed, 
everything points to it being finally superseded by a flat rate 
with a sliding scale favouring large consumers. 

The system of charging at a reduced rate for heating and 
power purposes irrespective of the hour at which the demand 
is made, also seems to be unsound, and the case is being met 
in some places by the use of double tariff meters controlled 
by time switches. This system seems to be very sound in 
theory, but it remains to be proved whether the extra 
capital cost is justified by the advantages gained. One of 
these is the tendency to prevent the overlapping of the 
lighting and power loads. If this were its only merit the 


system would certainly not pay for itself, but ſt also has one 


very great point in its favour. 
If the cheaper rate is sufficiently low, the consumer can 


_ very well afford to be extravagant in his daylight con- 


sumption, and will not hesitate to make what use he can of 
his supply as long as the meter is only registering cheap 
units. Hence it encourages the use of apparatus which 
otherwise would not be used at all, and what most of all is 
needed in a station of moderate size, it results in a long- 


hour day load. 


A long-hour demand at any time is, of course, much to 
be desired whether in the daytime, or in the evening or 
night, and for this reason street lighting is a most valuable 
asset both for large and small stations. In small towns it 
is not usual to keep the public lamps alight after midnight, 
hence this load will mostly be supplied direct from the 
generators. 

The selection of a suitable consumers’ meter is a problem 
that requires very careful consideration. It is difficult to 
find a meter which, while cheap, is also accurate and reliable. 
There is a very considerable difference between the cost of 
the cheapest and the most expensive meter, and this differ- 


ence in the aggregate represents a capital expenditure which 


cannot be treated lightly. ^ Are the advantages of the 
expensive meters sufficient to justify this extra cost? The 
principal advantages which one expects to find are: (1) 
Accuracy, or, in other words, the assurance that the con- 
sumer will not be paying for less current than he consumes ; 
(2) Reliability, freedom from breakdown with ite resultant 
necessity for more or less frequent replacements and repairs ; 
(3) Low consumption of energy ; (4) Low starting current. 
Only careful trials of different meters can settle the question 
at issue. One. of the faults which most motor meters 
develop is а tendency to run slow after they have been in use 
for a considerable time, and this defect, which is likely to 
result in a very considerable loss, is one that is by no means 
restricted to the cheaper variety. There are meters on the 
market which show the reading in units direct, thus pre- 
venting the possibility of error on the part of the inspector. 
Confusion is very liable to arise in reading the old-fashioned 
dial meters, and it seems a pity that the former system is 
not universally adopted. It really seems as if^à meter which 


is fairly accurate and not too liable to be ирас by careless 


handling is, after all, what is most needed, especially on small 
systems where most of the consumers are small ones. And 
if such a meter can be obtained at a price considerably lower 
than that of one of greater accuracy and lower energy consump- 
tion, the saving is in most cases justifiable. . The other 
extreme has, of course, to be guarded against, for a meter, 
though low in first cost, may entail an amount of labour in 
replacing, overhauling, and re-testing that will make it the 
dearest in the long run. are 

In most small towns a good deal of attention is given to 
the prepayment system. It is usual to wire small houses 
up to 10 or 12 lights free of chargé, the slot meter being 
arranged so as to charge the consumer about 25 per 
cent. more than the ordinary rate, in lieu of paying for 
the hire of the meter and installation. This system has in 
many places been fairly successful, but things have to be cut 
very fine all the same to make it pay, and the cost of the 
meter is often nearly as much as that of the installation. 
Most prepayment meters are very liable to get out of order 
either through careless use or bent coins being used, or 
through some inherent defect in an over-complicated 
mechanism. А really good and reliable slot meter at a 
reasonably low figure has yet to be found. 

If all the costs incurred in connection with a pre-payment 
system were properly allocated, very few towns, in the 
opinion of the writer, could show much of a margin on this 
class of consumer. Frequent attention is necessary either 
from defects in the meters, or from those sudden and un- 
accountable, and altogether too frequent changes of tenancy 
which seem inseparable from the poorest class of consumer. 
One of the advantages of the pre-payment system is that the 
clerical costs are reduced to a minimum, and if special efforts 
were made to lower the capital charges, there is no reason 
why there should not be a considerable profit on slot con- 
sumers in spite of the inherent disadvantages already referred 
to. One essential is the reduction of mains costs by putting 
a block of cottages on one service. If every house is to have 
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а separate service, especially if this entails a road crossing, the 
system cannot be expected to pay. The writer puts a service 
in the centre of a block of from four to six cottages, and 
loops from cut-out to cut-out on the bus-bar system by means 
of interior wiring, the wires passing through the party walls 
in insulated tubes. One objection to such a plan is that the 
fuse may blow in the service cut-out, when the tenant in 
whose house it is fixed is away for a long holiday with the 
key in his pocket. This possibility is somewhat remote, 
especially if good heavy service fuses are used, but it would 
certainly place the supply authority in a very awkward 
position if the other five houses had to wait for their light 
until the holiday-maker had returned, or the key of the 
house had been obtained. This possibility could be removed 
by fusing the block in a cheap inspection box just outside 
the centre house, but the probability is that liberal com- 
pensation in such an eventuality would be cheaper than 
taking elaborate, and perhaps. expensive, precautions to 
obviate it. Some engineers, who are wantonly extravagant 
in services for small consumers, choke off many really good 
ones by making a charge for all cable laid over and above 
the 60 ft. limit. Except in extreme cases, it is the greatest 
folly to make this charge, for, although the particular con- 
sumer may not object to pay, it has a very serious deterrent 
effect on others who are contemplating taking a supply. 
Everything should be done to reduce the initial outlay of the 
would-be consumer to а minimum, as it is often on this 
ground, rather than from any fear as to the cost of current, 
that a man will shrink from adopting electric light. 

The free-wiring system has for this reason been the means 
of greatly extending the business of many electricity supply 
undertakings. A fairly common system is to charge the 
consumer with a rental equivalent to 5 per cent. ог 74 per 
cent. on the initial outlay. If the latter figure is adopted, a 
sufficient return is assured/to pay interest and depreciation 
on the installation. The wiring is either done by the 
company or by local contractors who, having canvassed the 
consumers, are given the order to wire the houses on behalf 
of the company. This acts as an incentive to the local firms 
to thoroughly canvass the district. The same plan is adopted 
for slot consumers. To get over the disadvantage of the 
heavy capital cost of slot meters, it has been suggested that 
small cottages should be wired free with, say, seven lights 
each, and supplied in blocks of half-a-dozen or more in a 
row, off one service. The cottagers would be charged a fixed 
sum varying from 6d. а week in the summer months to 1s. a 
-week in the winter, and would be allowed to use as much 
current as they pleased up to a certain limit. А meter 
-would be fixed which would show the consumption of each 
block, and if at any time this meter showed that wastefnl use 
was being made of the supply, the culprit would be localised 
by fixing a meter in each house. The offender would then 
be liable to be disconnected. Where this system has been 
tried, it has failed, for two reasons— firstly, the current con- 
sumption was excessive, the consumers being unnecessarily 
extravagant ; and secondly, it produced a feeling of discon- 
tent among other consumers on the slot system, who were 

paying as much or more and getting less light. | 

The question of canvassing is one that is not always given 

the amount of attention it deserves. Where the undertaking 
is too small to pay for the services of a canvasser, the best 
plan is to encourage by every available means any wiring 
contractors that are willing to do this work, even though the 
result may be to bring the said contractors into competition 
with the company’s wiring department. By the exercise of 
a little tact, any tendency to unpleasantness can be avoided, 
and it is often wise in certain cases for the company to retire 
and leave the field free to the contractors. It is, after all, a 
matter of secondary importance whether the wiring depart- 
ment makes a small profit or merely pays its way. By adopt- 
-ing the free wiring system and sub-letting the installations, a 
whip hand is kept over the local wiring firms, and it is 
.possible by these means to force them to adopt certain 
standards laid down by the company, such as the exclusive 
use of lamps of two or three of the best makers, both for 
free wiring and cash installations. Where a canvasser is 
kept, or where there is a man who can be spared from his 
ordinary work for a few hours a week, the canvassing should 
be done on а systematic plan. It should be borne in mind 
that consumers show the same sheep-like tendencies as central 


station engineers, and once a start has been made in a 
particular road, it is often a comparatively easy matter to, 
induce others in the same neighbourhood to take a supply. 
Three consumers, each paying £10 per year for current are 
better than one consumer paying £20; hence it is the best 
policy to во arrange the installations as to reduce as far ав 
possible the current consumption of every consumer. It is only 
by во doing that the gas companies can be successfully com- 
peted against. Therefore, current-saving lamps, such ав 
Nernst, tantalum lamps, &c., should be advocated, and care 
should be taken that 16-c.P. lamps are not installed where 
8 c.P. would be sufficient. If a room is sufficiently illu- 
minated by three 8-c.p. lamps the extra illumination of 
three 16's is not only wasted, but is not appreciated. The 
writer has often traced complaints of excessive consumption 
to the reckless use of unnecessarily high candle-power lamps. 
Such complaints do ап amount of damage to the company 
which is out of all proportion to the value of the extra cur- 
rent sold. Complaints should not be treated lightly, but a 


. responsible person should be detailed to inquire into their 


cause and suggest remedies. 
‚ In conclusion, the writer would urge the necessity of 
keeping all capital costs as low as possible on small systems. 
Large systems with numbers of big consumers packed close 
together all along their mains can afford to adopt extra- 
vagant means to safeguard the supply and maintain a steady 
pressure, and many fads can be indulged in inside the station 
to facilitate the working of the system, but in small under- 
takings, with mostly small consumers more or less scattered 
about, it is necessary to do everything in the cheapest 
possible manner consistent with economy and sound 
engineering. 

The writer looks forward to the time when overhead wires 
will be more generally used for supplying scattered districts, 
thus rendering a cheap supply possible where it is now 


prevented by the prohibitive cost of underground mains. 


CORRESPONDENCE. 

Letters received after first post on Wednesday morning cannot appear 
until the following week. Correspondents should forward thetr com- 
munications at the earliest moment. No letter can be pub- 
lished unless we have the writer's name and address in our possession. 


Cash on Delivery. 


In connection with an advertisement in your column of 
“ Articles Wanted,” I recently experienced a little difficulty, 
which, if briefly related to your readers, may prove useful to 
them, by impressing on them the necessity for extreme 
caution in arranging first transactions with even old- 
established firms. 

Having a motor-fan for disposal fulfilling the advertised 
requirements, I wrote in, quoting a low price—£4 10s.—and 
stipulating prompt cash. A week later (September Ist) a 
etranger called at my house, in my absence, examined the 
article, and retired, leaving no name. On September 4th 
he called again while I was out, and left a written offer of £4 
in the name of his firm. 

On receipt of this I promptly signified my acceptance, by 
telephone, agreeing to deliver to bearer of the firm’s written 
order, and insisting on cash remittance as soon as goods 
should have been checked in at warehouse. 

On September 5th, as arranged, their man took away the 
fan. With it I sent a letter of advice requesting early 
remittance. | 

On September 6th the firm sent me, instead of the pro- 
mised cheque, the following eye-opener :—“ We shall have 
to return the fan owing to owr customer having bought one 
from elsewhere without our knowledge." Naturally, ] 
declined to be introduced to their customer after I had com- 
pleted my part of the transaction, and on September 7th 1 
wrote saying 80. 

On September 12th the firm sent me a letter informing 
me (1) that as soon as they за the thing (on 5th idem) 
they knew at once it would not suit; (2) that they never- 
theless offered it to (heir customer, only to find he had ordered 
elsewhere ; (3) that their assistant had instructions to. make 
a conditional offer only; (4) that, if it had suited they 
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would һауе immediately sent a cheque ; (5) that І could 
hardly expect them to keep it, &c. 

On September 13th I wrote stating fully my view of the 
matter and offering in default of prompt settlement to 
submit the matter to arbitration (at Westminster County 
Court). Nonotice was taken of that letter. I spoke to the 
managing director by telephone on September 21st. He 
said he would see what could be done, but as he had not 
decided on September 26th what could be done, I on that 
day entered a plaint at the County Court (hearing fixed for 
November 9th). 

On November 1st the amount was paid into Court—with 
costs. These facts show that, even in Victoria Street, there 
ure firms who have vague ideas of the real meaning of the 
expression ** prompt cash.“ 

Neophyte. 


— — — 


Prepayment Meters. 


With the services of the rate collectors placed at their 
disposal, and an overflowing municipal exchequer to draw 
upon, the engineers of wealthy cities have little recourse to 
prepayment meters. But companies operating in small, poor 
towns, have to sell energy in spoonfuls to many a consumer 
with an unsettled income, barely sufficient to provide the 
necessaries of life. А good, reliable, prepayment meter 
would be a great help in dealing with such consumers. The 
alternating current ones give, disappointing results, the 
switching mechanism being very erratic, and the methods 
used for sealing the cases being open to adverse criticism. 
Besides, the general design of the instruments is not con- 
ducive to long life, so that they cannot be considered, with 
their extra cost, as warranted to prove good investments. 

Perhaps some engineer has found an alternating current 
meter that hus stood the test of time; if во, some par- 
ticulars of their performance would be welcome. 


Manager. 


Wear of Overhead Wires. 


I can corroborate the statement made by two of your 
correspondents, namely, that the wear of overhead trolley 
wires is largely due to arcing. With deep-grooved ears, or, 
indeed, any ear round circular wire, wear takes place mostly 
at the tips, where the point of contact changes its diameter, 
that is, from small diameter when running on wire to large 
when touching ear tip; and from 'large diameter on ear, 
dropping to small diameter on wire. At both these points 
slight arcing takes place. At the facing tip the arc is from 
wire to wheel, and at the trailing tip arcing is from ear to 
wheel. This is the reason that when a trolley wire breaks 
it is almost invariably fractured at the facing and not at the 
trailing end of the ear, the continuous arcing on the wire 
at this point making the metal short. 

I also agree with the statement that the wear on wire is 
just as great with flexible suspension as with rigid, and in 
the middle of a span as at so rigid a place as a low bridge; 
but I do not think much reliance can be placed on micro- 
meter measurements, as the wear is not circumferential at 
all; unless a section is cut and measured with a planimeter, 
the eye is the surest guide. It must be borne in mind that 
with flexible suspension less arcing and hammering takes 
place, and consequently falling wires are less frequent. 


A. J. B. 


Flame Arc Lamps. 

In your issue of December 22nd you quote some figures 
given by Mr. Alger, and I should like, seeing that I took 
part in the meeting, and you are good enough to report part 
of my speech, to correct the reference to flame arc lamps. 

In your issue of April 21st of this year you were good 


enough to make reference to the tests of the Excello arc. 


lamps made by the Westminster Electric Testing Labora- 
tories on March 11th, 1905. I am also aware that vou took 
particular care to verify the methods employed in these tests, 
So as to be sure that the figures referring to the Excello 
lamp, which seemed to indicate an unprecedented efficiency, 
were actually credible. 

In'the issue in question the consumption for the Excello 
arc lamp, with a candle-power of about 2,300, without the 


globe, was given as 382 watts, which brings out the con- 


sumption in watts per candle-power us °166—a very much 


superior figure of merit to that of the *4 given in your issue 


of the 22nd inst. 
Justus Eck. 


London, December 22nd, 1905. 

[Mr. Eck is here referring to mean hemispherical, not 
mean spherical, candle-power. As a luminous source absorb- 
ing about 16 watt per candle (meun spherical) approaches 
100 per cent. efficiency, it is necessary to bear in mind this 
distinction. —Eps..E.R.] ` 


— P————— M H—— | 
LEGAL. 


MANCHESTER CARBIAGB AND Tramways Co. v. SWINTON AND 
PENDLEBURY C. D.C. 


AcconbrNG to the Manchester Daily Guardian, on the 15th inst., 
the House of Lords gave judgement on an appeal at the instance 
of the Manchester Carriage and Tramways Co. (in liquidation) in 
their litigation with the Swinton and Pendlebury District Council. 
The appeal was from an order of the Court of Appeal reversing the 
judgement of Mr. Justice Channell on a special case stated by an 
arbitrator in the matter of the purchase by the respondents of a 
portion of the undertaking of the appellants. The question raised 
by the appeal was whether the respondents were compelled to pur- 
chase with the tramway lines in their district the Church Street 
depot, which was not in their district (sec ELECTRICAL REVIEW 
for December 9th, 1904, p. 939). | 

Lord MACNAGHTEN, in delivering judgement, said the tramway 
was worked by the Tramways Co. in connection with lines con- 
structed by the Salford Corporation and leased to the company. 
In this way it formed part of a continuous line to Manchester from 
the limits of the district of the Swinton Council. The purchasers 
of the line were required to pay the value of the adjuncts and 
accessories, even although these were of no value to the purchasers. 
The arbitrator, in an award dated May, 1903, found the value of 
the Church Street depót, &c., to be £49,000, but added that 
should the Court be of opinion that the Council was not 
compelled to purchase the depót, then two items, which amounted 
together to £24,317, were to be deducted and the value was to be 
reduced to £24,689. The Lords Justices of the Court of Appeal 
inferred from the variation in language that there was some 
ambiguity in the award, and that the arbitrator had it in his mind 
to submit to the Court some question of law which he certainly did 
not formulate, and which counsel for the Swinton Council candidly 
admitted that he did not ask him specifically to state. His Lord- 
ship could not guess what the question could be. Questions of user 
and of suitability were mere questions of fact, which had been 
answered by the arbitrator, and answered in favour of the Swinton 
Council. The only question which the arbitrator reserved—the 
question depending on geographical position was determined in 
favour of the appellants by thé Judge in the court of first instance. 
He moved that the order appealed from be reversed, and that the 
order of Mr. Justice Channell be restored. 

Lord RoBERTSON and Lord LINDLEY concurred. 

(The decision of Mr. Justice Channell was reported in the ErEc- 
TRICAL Review for May 20th, 1904, p. 823.) 


‘UNDERGROUND ELECTRIC RaiLwavs Co. or LONDON, LP., r. 
COMMISSIONERS OF INLAND \REVENUE. 


In the House of Lords on 15th inst. an appeal was heard as to 
whether, upon the true construction of the Stamp Act, 1891, an 
agreement between the appellant company and the Metropolitan 
District Electric Traction Co. for the sale and transfer by the latter 
(the Traction Co.) to the appellants of their undertaking, upon 
certain terms, was properly chargeable with ad valorem duty in 
repect of £1,527,357, and also ad valorem duty as to £780,000, the 
consideration money. The appellants contended that the con- 
sideration money ought not to include the £780,000; the re- 
spondente, that it was properly included. Mr. Justice Channell 
gave judgement in favour of the appellants, but the Court of Appeal 
reversed his decision, and gave judgement for the respondents. 
Hence this appeal. Their Lordships, who heard the arguments in 
the case, were of opinion that the Court of Appeal was right, and 
dismissed the appeal. 


THE POSITION OF ALUMINIUM. 


Tk issue of fresh share capital by the Aluminium Industry Co., 
of Neuhausen, to which reference was made in this journal on 
September 29th, has taken place at a period which is very favour- 
able to the undertaking, owing to the scarcity of supplies of 
aluminium in the market and the consequent increase in the price 
of the metal in recent weeks. АЁ present, the price in Germany 
and Switzerland has advanced to 4s. per kilogramme for large pur- 
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chases of the first quality, or, say, £200 per ton—a quotation which 
was obtained only at the commencement of the electrolytic produc- 


tion of aluminium about 15 years ago. The competition among 


the various worka, however, soon brought the price down to 2s. per 
kilogramme, but the International Convention of a few years ago 
was the means of increasing the price to 28. 6d. The actual cost 
of production is estimated at 1s. 94d. per kilogramme, although 
authentic information on the subject is not available. 

An explanation of the recent sudden advance in price is not to 
be found in an equally sudden increase in the consumption. On 
the contrary, the cause is to be sought in an unexpected reduction 
in the capabilities of production on the part of the four works 
Situated in France, which were subject to a strike between August 
23rd and August 30th. Asa consequence, the plant at the works 
will have to lie idle, it is said, for several months, as the baths 
which were in operation became frozen in." The European 
market is closed to the Pittsburg Reduction Co. by virtue of 
mutual agreements with the other producers, and this fact, and the 
stoppage of the output at the French works, leave the market in 
Europe entirely dependent upon the Neuhausen Co. and the British 
Aluminium Co. The statistics which have, just been issued by the 
Metal Co., of Frankfort-on-the-Maine, principally based upon esti- 
mates, show that the total production of aluminium in 1904 
amounted to 8,750 tons as compared with 8,250 tons in 1903. The 
United States are credited with 3,400 tons of the former total, 
France with 1,700 tons, and the Swiss Co. with 3,000 tons, thus 
leaving àpparently only 650 tons for the British company. Ав 
already mentioned, these figures are mainly founded upon esti- 
mates, and it is therefore interesting to turn to a calculation made 
by a technical correspondent of a Frankfort newspaper in regard 
to the approximate horse-power and production of the different 
manufacturers. The computation is given below :— 
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Approx оргох. 
Сотрапу. Situation of works. water- vroduction 
power in tons. 
{| Neuhausen, Switzerland. 4,500 675 
Aluminium Industry Co. ... | Lend-Gastein, Austria. 15,000 2,250 
( i Rheinfelden, Baden. 00 100 
С 8 zl Foyers. 5. 
British Aluminium Cò.  .. i Sarpsfos, Norway. 10,000 1,500 
Société Electrometallur. La Praz, Savoy. 1,500 1,125 
gique Francaise. | Les Sordrettes, Savoy. 8,000 1,200 
Société des Produits Chi- : | 
miques d’Alois et de la | a Len 8 ркы 3500 
Carmagne. | . F ' , 
( Niagara, New York. 11,000 1,650 
Pitteburg Reduction Co. Shawinigan, Canada. 5,000 750 
| | \| Massena, New York. 12,000 | 1,800 
Total usb Lam E Sa me xs 97,000 14,550 


It will be seen that the estimated annual production of alumi- 
nium in Europe, on the assumption tbat the tabular statement is 
correct, is represented by 10,350 tons, and as the French output 
alone is 4,425 tons, the stoppage of the works in France for a few 
months will materially tend to strengthen the market during that 
period. When, however, the effects of the labour troubles have 
been overcome, the quantity of aluminium produced will not only 
be brought to its former tonnage, but it will also be increased. This 
is explained, first, by the large extensions being carried out by 
the Neuhausen Co.; secondly, by the proposal of the Société des 
Produits Chimiques to increase by next spring the water-power 
utilised from 14,000 н.р. to 20,000 н.р.; and, in the third place, by 
the opening next month of a new works in central Italy, having an 
annual output of 600 tons. 


` TRAMWAY COMPANIES AND ROAD 
\ REPAIRS. 


[FROM А LEGAL CONTRIBUTOR.] 


А QUESTION of great importance to tramway companies sometimes 
comes before the Courts for consideration, namely, whether and 
how far the company is liable to do repairs to the roadway or street 
along which the track is laid. Primd facie, of course, the burden 
duty of repairing a highway is upon the highway authority, t. c., the 
local authority who carry out the work and defray the cost out of 
the rates; but it is obvious that when a tramway company obtain 
under an Act of Parliament a “limited monopoly " (if we may use 
the expression) of а certain part of the road, it is but reasonable 
that some part of the cost of maintaining that part of the road 
should be thrown upon them. 

With the substitution of electricity for horses as a means of pro- 
pulsion, the bearings of this question have somewhat altered during 
recent years. In the old days, when every tram belonging to a com- 
pauy was drawn by horses, it was necessary for the company to keep 
the portion of the track between the rails in good repair for the 
benefit of their own horses. With the advent of electric traction 
this necessity has disappeared. So long as the tramrails are kept 
firm and in good condition, it is a matter of indifference to the 
company whether the setts or macadam which fill up the rest of the 
road are in good condition or not. The Tramway Acts, however, 
place upon the company a heavy liability in this respect. 


It is proposed in this article to consider the sections of the Tram- 
ways Acts which impose this liability, as illustrated by numerous 
cases which have been decided upon the construction of those 
sections. 

Section 28 of the Tramways Act, 1870, makes it clear that the 
liability to maintain and repair the roadway is on the promoters. 
It is there provided that promoters shall, at their own expense, 
and at all times, maintain and keep in good condition and repair, 
with such materials as the road authority shall direct, and to their 
satisfaction, so much of any road whereon any tramway belonging 
to them is laid, as lies between the rails of the tramway and (where 
two tramways are laid by the same promoters in any road at a dis- 
tance of not more than 4 ft. from each other) the portion of the road 
between the tramways, and in every case, so much of the road as 
extends 18 in. beyond the rails of and on each side of any such 
tramway .... If the promoters fail to comply with the provisions 
of this section, the road authorities, if they think fit, may themselves, 
at any time after seven days' notice to the promoters, open and 
break up the road, and do the works necessary for the repair and 
maintenance or restoration of the road to the extent in this section 


above mentioned, and the expense incurred by the road authorities 


in so doing shall be repaid to them by the promoters." 

It is clear that this section relieves the highway authority of a 
burden which it places upon the promoters. The question then 
arises— What is the meaning of the phrase “ Maintain and keep in 
good condition and repair"? It obviously places upon the pro- 
moters the duty of repairing the pavement when it gets worn 
away; but decided cases seém to show that it includes much more 
than this. In this connection reference may be made to the case 
of Dublin United Tramways Co., Ltd., v. Fitzgerald ((1903) А.С. 99), 
which came before the House of Lords in 1903. It illustrates in a 
somewhat forcible manner the full extent of the burden which is 
imposed upon tramway companies. It appeared that, owing to the 


. slippery state of one of the streets in Dublin, an accident took place 


whereby injury was done to a horse and cart. The owner of the 
cart brought an action against the Dublin United Tramways Co. 
for negligence. Sec. 37 of the Companies Act, which delimited 
their liability for maintaining the street, provided as follows :— 
“The company shall maintain and keep in condition and repair, 
and so as not to be a danger and annoyance to the ordinary traffic, 
the rails substructure, wires, posts, &c., and the paving." Sec. 28 
of the Tramways Act, 1870, was incorporated with the Dublin Act. 
It was argued, on behalf the company, that their liability only ex- 
tended to maintaining the fabric of the road; but this argument was 
rejected, and in the event the company were held liable. The case 
may now be cited as an authority for the important proposition 
that the duty of repairing a tramway track carries with it the duty 
of laying sand in order to prevent horses slipping in the streets. 
If, as we have already suggested, it is of no concern to the company 
that the setts or other surface of the roadway is out of repair, it is 
obviously no concern of theirs that the setts should be kept from 
being slippery. In the old days they would lay sánd to prevent 
their own horses from slipping: under the new régime, they must 
lay sand for the benefit of other people's horses. 

It has been held that the removal of snow, the presence of which 
rendered a road impassable, was part of the maintenance of a road 
within the meaning of the above section (Ogston v. Aberdeen Dis- 
trict Tramways Co (1897) A.C. 111), and tbat the promoters must 
remove such snow; but the same case is also an authority for the 
proposition that in removing snow from their part of the road the 
promoters must not create a nuisance to any other part. In that 
case the defendant company had cleared their tracks by means of a 
snow plough which heaped up the snow on either side of the street, 
and had scattered salt on the rails. The House of Lords held that 
they had committed a legal nuisance. | 

It is not quite clear from the report of the Dublin case (ubi supra), 
how far the liability of the company depended upon the provisions 
of their own Act as distinct from the provisions of Sec. 28 of the 
Tramways Act, 1870. At the same time, it should be noted that 
Mr. Robertson, in his well-known work on the law of Tramways 
and Light Railways, cites the Dublin case as an authority for the 
proposition that a tramway company must lay sand upon their 
track. 

For the purposes of general illustration, however, it is better to 
look at cases which have been decided inconnection with the general 
Tramways Act. These may be summarised as follows :— 

The road authority has no power to order the promoters to alter, 
at their own expense, the material which has been once approved, 
so long as the promoters keep it in repair (Leek Improvement 
Commissioners v. Staffordshire J.J. (1888) 20 Q.B.D. 794) The 
promoters are bound to provide for the scavenging, cleaning, and 
watering of their part of the road, except in so far as is necessary 
for its maintenance and repair (R. v. Essex J.J., 1888, 4 T.L.R. 676). 
[NorE.—This decision is somewhat difficult to reconcile with the 
Dublin case, where the promoters were held liable to lay sand, and 
with the Aberdeen case where they were directed to remove snow. 
As already stated, however, the House of Lords may have given 
particular weight tothe special words of the Dublin Tramways Co.'s 
Act.] One other case decided upon the words of a particular 
statute is worthy of notice. 

In the case of the Mayor, &c., of Norwich v. the Norwich 
Electric Tramway Co. (the Engineer, July 23rd, 1904), an action was 
brought by the Corporation of Norwich to recover certain expenses 
incurred by them in the repair of a road along which the defendant 
company had laid a line. It appeared that the road, round the 
metals was paved with stones, while the space between the track 
and the kerb at eitherside was filled with macadam. Owing to the 
macadam falling into disrepair, there was a drop between the stone 
pavement and the macadam, which rendered the road dangerous to 
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passing traffic. The Corporation having levelled up the macadam 
ao аа to make a clean junction between the macadam and the 
pavement, brought this action to recover damages from the оош» 

ny, It is provided by Sec. 57 Sub- sec. 5, of the Norwich Electric 
тана Act, 1895, as follows: —“ If the company fail to main» 
tain and keep in good condition to the satisfaction of the Corpora · 
tion . , . (5) the junotion of the paving laid and maintained by the 
company with the surface laid and maintained by the Corporation, the 
Corporation may, if they think fit, themselves, at any time after 


seven days’ notice to the company, do the work necessary for the . 


repair and maintenance of the road, and the expense reasonably 
incurred by the Corporation in so doing, shall be repaid to them by 
the company, with the addition of 5 per cent. of such expense. 
Having regard to the stringent provisions of this section, Mr. 
Justice Phillimore was bound to give judgement for the plaintiffs ; 
he said: —“ The obligation of the company, under Sec. 57 (5) of 
the Norwich Electric Tramways Act, 1897, to maintain and keep in 
good condition the junction therein mentioned, extends to cases 
where, by reason of the presence of tramways in a road, the traffic 
in such road has caused the surface laid down and maintained by 
the Corporation to become worn down below the level of the 
paving laid and maintained by the company of a uniform and un- 
broken contour of such surface and paving, whether it is to be 
effected by the raising of the surface immediately adjoining such 
paving, or the lowering of the paving itself.” : 

In the case of the Mayor of Middlesbrough v. the Im erial Tram- 
ways Co. (ELEcTRICAL Review, May 24th, 1901, p. 870), a question 
arose whether a tramway company could be held liable for alleged 
nuisance caused by washing out the tramlines with water. The 
plaintiff sought an injunction to restrain the defendants from pour- 
ing water on the lines of their tramway within the borough. It 
was alleged that the defendants had watered the lines to such an 
extent with the ordinary moving tank, that the highway had become 
rotten and unsound. The witnesses called by the defendants 
proved that this was the customary way of washing the lines, and 
that it was necessary for the purpose of preventing sparking and 
slipping. Mr. Justice Wright gave justice for the defendants, 
saying: “І am satisfied that the system of cleaning tramways is а 
proper one. If there was a serious nuisance, it was only 
when the company were experimenting a few days after the trams 
were opened; since then any nuisance there has been, has been 
caused by the fact that the roads were flat and were not provided 
with proper gutters.” 

This case appears to show that a tramway company are not, at 
any rate, liable for any nuisance which may be shown to be attri- 
butable not to any action of theirs, but to some defect in the con- 
figuration of the road. 

Having considered the liabilities to which the promoters of a 
tramway are exposed, it remains to discuss the question whether 
they can divest themselves of liability in any way. As we have 
already seen, Sec. 28 of the Tramways Act, 1870, provides that if 
the promoters fail to do the work, the road authority may do it for 
them and sue for the cost. Sec. 29 of the Tramways Act, 1870, 
provides that both the road authority and the promoters may enter 
into contracts to have the whole or any portion of the roadway in 
which trams are laid kept in repair. The case of Barnett т. Poplar 
Borough (17 T.L.R., 461) may be here referred to. There the plaintiff 
brought an action against the highway authority in Poplar to 
recover damages in respect of an injury caused to a van by coming 
in contact with a tram-rail which projected above the level of the 
street. The tramway company had entered into a contract with 
the highway authority handing over all liability in connection 
with the road repairs to them. The existence of such an agree- 
ment having been proved, the Lord Chief Justice and Mr. Justice 
Lawrance held that the defendants were liable. 

Another case goes even further than this. By Sec. 55 of the 
Tramways Act, 1870, it is provided that the promoters or their 
lessees shall be answerable for all accidents, damages and injuries 
happening through their act or default. . or in consequence of 
any of their works. . . &c. In Howell v. Nottingham Tramways 
Co. (12 Q.B.D. 16), it was held that an injury could not be con- 
sidered as due to the promoters’ act or default, where, owing to the 
contract, they werejnot responsible for the repairs which caused the 
injury. | 

It must not be assumed, however, that a tramway company сап 
divest themselves of legal responsibility by employing a contractor 
to tear up and effect repairs to the roadway. In such cases the 
tramway company remain liable. Thus in Hardaker v. the Idle 
District Council, a District Council being about to lay down a 
sewer under their statutory authority employed a contractor to con- 
struct it forthem. In consequence of his negligence in carrying 
out the work, a gas main was broken, and the gas escaped from it 
into the house where the plaintiffs resided, and an explosion took 
place, by which the wife was injured and the furniture was 
damaged. In an action by the plaintiffs against the District 
Council and the contractor, it was decided that the Council owed a 
duty to the public (including the plaintiffs) so to construct the 
sewer as not to injure the gas main; that they had been guilty of a 
breach of this duty; that, notwithstanding they had delegated the 
performance of that duty to the contractor, they were responsible 
to the plaintiffs for the breach; and that the damages were not too 
remote to be recovered. . If,“ said Lord Justice Lindley, “ the con- 
tractor fails to do that which it is the duty of the Council to do 
or to get done, their duty is not performed, and they are liable 
accordingly." | | 

The heavy liabilities which are imposed upon tramway com- 
panies in the manner above described should not be lost sight of 
hy those who say that these concerns are worked for the benefit of 

their shareholders alone. What are the facts? At the commence- 
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ment of their undertaking, the tramway company put the greater 
on of the roadway in a state of thorough repair, often sub. 
stituting well laid pavement for worn-out macadam. This they do 
at their own expense, to the great relief of the ratepayers. The 
cases referred to above show that the liability of the tramway 
company to repair is a continuing liability of no mean order, 


——M M 


THE DIFFUSION OF LIGHT. 


Ir frequently happens when a new or improved method of devel- 
oping artificial light becomes of. practical utility, and its ex- 
ploitation falls partly into the hands of men whose knowledge of 
theory is not sufficiently extensive to render them afraid of making 
categorical statements, that assertions are put forward to the effect 
that the light in question exceeds all others in diffusivenesa or 
power of diffusion. Soon afterwards disbelievers in the merits of 
the light seize the best opportunities they can to proclaim that it 
is deficient in diffusiveness, and this kind of warfare goes on 
indefinitely without either combatant condescending to offer proof, 
or even evidence, that real grounds for his belief exist. 

In these circumstances, it may be well to consider whether light 
possesses such an intrinsic property as diffusiveness—that is to say, 
whether one kind of light diffuses or passes through air better or 
worse than another. First, however, it should be postulated that 
we are considering only such forms of light as have been found of : 
practical value in everyday life, and that we are dealing primarily 
with the domestic or social applications of such light—e.g., the 
illumination of a room, public building or street. The mono- 
chromatic light of the laboratory and the employment of a 
polychromatic light for projection over extreme distances, as in 
lighthouses, are different things altogether. е 

Once developed, all artificial lights (with the exception of 
the mercury vapour arc) are во much alike that they may be said 
to be qualitatively identical. If we possessed (it is doubtful 
whether we do) as absolutely precise an objective method of 
analysing a heterochromatic light as the chemist has for ascer- 
taining the composition of a mixed substance, we should pre- 
sumably find that all lights are quantitatively very similar. In all 
artificial lights we should find present rays of all, or very nearly 
all, the different wave lengths that exist in the sun; the only 
difference being that the ratios between the amounts of light of 
different wave length in each different polychromatic light are 
somewhat different. Hence it is that different lights strike the 
eye as being different in tint, and seem to affect the photographic 
plate to a different extent, even when, to our limited powers of 
observation, the total polychromatic illumination developed is the 
same. It must not be forgotten that an artificial light may appear 
to the eye tinted—say, red—for any of three or four causes: (1) it 
may be monochromatic, or essentially so—i.e., composed almost 
entirely of red rays; (2) it may be heterochromatic, containing all 
its constituents except the red in nearly the same proportions as 
exist in a well-balanced white light, but with an excess of red; 
(3) it may be made up as the last, but with normal proportion of 
red, its apparent redness being derived from a deficiency in the 
green, which is complementary to the red; to perhaps, (4) the 
want of balance may be spread over rays of several wave lengths 


other than red, which together make a kind of complementary 


colour to the red, the comparative poverty of ihe light in those 
several rays allowing the red to be- predominant. Of course, 
except in quantity or proportion of the total, the light which is 
composed of rays of a given wave length is absolutely identical, 
whether its source be the sun, a candle or a perfectly mono- 
chromatic light emitting that particular wave length. 

Hence, however a polychromatic light is developed, the result is 
not only qualitatively identical, but it is largely, if not principally, 
identical quantitatively ; for we may say that the minimum pro- 
portion of rays of any given wave length in any practicable light is 
not so very much smaller than the maximum proportion of the 
same rays in any other practicable light ; and when it is shining 
for a distance measured only in yards through an atmosphere com- 
posed solely of gases and vapours, it is shining through an atmo- 
sphere which never differs seriously in the relative proportions of its 
gaseous constituents, but only in its temperature, and in the amount of 
vapour (water vapour) present. But, inasmuch as the various con- 
stituents of different lights are identical among themselves, each 
constituent must behave in the same fashion, however it be 
developed, as it passes through air; and therefore one polychromatic 
light, considered as an indivisible entity, cannot be affected by its 
passage through air in a fashion appreciably different from that of 
any other polychromatic light. On the other hand, it is perfectly 
conceivable that rays of one wave length travel through air more 
easily (so to say) than rays of another wave length; or that 
differences in the amount of moisture present affect the travelling 
power of monochromatic light more in one part of the spectrum 
than in another. 

Assuming, however, selective absorption of this character to occur 
in an atmosphere of gases and vapours only, if we could split up 
with the chemist’s objective accuracy any particular beam of light, 
the results of analysis would be different if the sample were 
taken close to the source from those obtained at a distance ; and if 
the absorption were serious, the optical and photographic effects óf 
the light at different distances would not be even approximately 
identical among themselves when corrected for the distance by the 


law of the squares. The most conspicuous result of such selective 


"absorption would naturally be that a light should appear to the eye 


different in tint at & distance from what it does when observed close 
Е 
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at hand. In the conditions we have postulated, this is not the 
general experience. The human eye is not an exact measuring 
instrument as perhaps the photographic plate is in certain portions 
of the spectrum; but we are not aware that photographic results 
obtained in a pure gaseous atmosphere demonstrate any alteration 
in composition of a heterochromatic light during its journey. We 
use the word photographic in its conventional sense, meaning the 
effect on a film of silver bromide emulsified in gelatine, or the like. 
When we come to consider the extraordinary conditions of a 
beam of heterochromatic light travelling miles over the sea, or 
yards through a mist or fog, we have a very different state of 
affairs. The air over the sea is not merely air more nearly saturated 
with true water vapour than the air in occupied buildings, but it is 
very frequently also charged with enormous numbers of minute 
particles of liquid water (spray); just asthe air on land during a 
sea mist or clean country fog is still more heavily charged with 
liquid water, and is no longer transparent. During its extended 
journey the lighthouse beam of light encounters masses ot air of 
different temperatures, and of different degrees of saturation, i.e, 
of different densitics; and at the surfaces of contact a little 
reflection, and a little rofraction, no doubt, occur. Thus, being 
originally polychromatic, the beam is split up into its constituents 
to asmall extent, and its separate constituents are then left to 
travel alone, to be refracted further out of their first path according 
to their natural angle, to be totally reflected at some surface bound- 
ing two masses of air, or to combine again with other mono- 
chromatic rays to producc once more light of the first colour. The 
common presence of spheres of liquid water aids materially in the 
reflection and refraction of the light ; and although the latter effect 
is presumably much too slight at any one spot to yield a light 
which the eye would recognise as coloured, in time even а parallel 
beam, which ideally remains of constant strength, is weakened in 
proportion to the distance travelled. During a fog at sea or in the 
country, when the light is only being transmitted yards instead of 
miles, а very similar effect is produced, the extra amount of liquid 
water compensating for the shorter distance travelled; and here 
it is often more or less correctly observed that an artificial light is 
yellowed somewhat, just as the sun is reddened at sunset by pre- 
ferential absorption of the complementary ray or rays as its light 
passes through an unusual amount of moisture-laden air during the 
last stages of its journey to the earth. At least when liquid water 
is absent, the preferential absorption and degradation of certain 
rays (presumably those nearer the violet end of the visible 
spectrum) is too slight to cause a green“ artificial light to be mis- 
taken for a white" one, or a white" light fora “red” one; but 
it is apparently large enough at long distances to enable a nominally 
white.light, in which yellow and red rays are somewhat super- 
abundant to travel further, and yet be recognised by the eye as a 
white light than is the case with a nominally white light in which 
the green, blue, or violet rays are in excess. In the mist the same 
thing happens to an enhanced degree. During a city fog, much 
dark coloured and more or less opaque solid matter exists in the 
air, most of it being probably present as а coating on the spheres 
of liquid water. This foreign matter should be opaque to light as a 
whole, and, broadly speaking, should produce equal effects on all 
forms of natural or artificial light, by merely blocking its path. The 
only noteworthy part that dirt of this kind can play in chromatic 
phenomena is to cause a very slight yellowing or browning of the 
light as a few of the rays are reflected with a yellow or brown tinge 
from the surfaces of the soiled water spheres, and as a few other 
rays pass through such layers of dirt as are composed of imperfectly 
opaque brownish matter of a tarry character. 
| ( To be concluded.) 


POWER PLANT ECONOMY. 


— — — 


A PECULIARITY of all routine work is its gradual progress towards 
simplification, but this very simplification increases the dullness of 
it all. Again, the more familiar one becomes with any particular 
duty, the more do the details of that duty obtrude themselves. No 
sooner are the details fully comprehended, than the desire to tabulate 
and classify asserts itself, and so we find that in that most highly 
specialised branch of engineering the generation of electricity from 
fuel—the whole series of operations is now performed on more or less 
hard and fast lines. We do not, however, remember having previously 
noticed any attempts to bring the whole business down to & mere 
matter of « = f(y), though Mr. A. M. Taylor's I. E. E. paper of a year 
ago was & long step in this direction. At least one engineer, not- 
withstanding, has contrived to give us “а temporary expedient until 
something more reliable can be compiled,” by which we may deter- 
mine the amount of electrical energy we may expect to get per 
pound of fuel burnt, under various conditions, with a given plant. 
Аз its author remarks, the attempt would seem an absurdity when 
we consider the number of varying conditions obtaining. On the 


' strength of the close agreement between the results of his calcula- 


tions and modern commercial attainments, we are presented with 
the foriner in the form of two tables in an article appearing in the 
October issue of Power. The figures have been compiled from data 
supplied to Messrs. C. C. Moore & Co., of San Francisco, concern- 
ing a number of stations on the Pacific Coast operating engines of 
the cross-compound condensing type, using saturated steam and 
direct coupled to electrical generators. 

After mentioning the principal causes of loss of efficiency in the 
generating plant, the author—one of the engineering staff of Messrs. 
Moore & Co.—-proceeds to explain how it is possible to calculate 
1 closely the probable efficiency of any plant along the follow- 
iug lines:— | 


All machinery, owing to legitimate wear and repairs, experiences 
a general decline in economy. This he assumes as 10 per cent, 
taking for comparison a waterworks pumping station as having a 
steady full load, while still including all the losses incidental to 
the normal running of a steam plant. Then taking a typical effi- 
ciency curve for a direct coupled unit in conjunction with the known 
steam consumption of the type of engine in question, he arrives at 
a relation giving relative steam economy at different fractional 
loads as measured at the switchboard. From this, the next step is 
to include the boiler plant and auxiliaries, whence, calculating from 


the known efficiency curve of the boiler and assuming a slightly 


increasing rate of economy of the auxiliaries, he gets а working 
result as follows :— 


Percentage of full load output 
measured at the switchboard. 


. Relative fuel consumption 
per Kw. -hour in per eent. of 
fuel economy at full load. 


100 per cent. 100 per cent 
75 „ 94 „ 
50 „ 82 „ 7 
25 „ . 54 „ | 


It is necessary to mention the few assumptions апа qualifica- 
tions made. The unit referred to bas a combined efficiency of 87`5 
per cent. at full load, so that larger units will give a relatively 
greater economy up to as much as 90 to 92 per cent. in the largest 
sizes; superheated steam and fuel economisers will also increase 
the economy. The total keat loss from steam piping, the whole of 
which is assumed to be under steam, is taken as the same at all 
loads and equal to 2 per cent. of the fuel consumption per hour 
during the peak ; the loss of fuel due to banking fires is given as 34 
per cent. of the full load fuel consumption of the plant per hour. 
All boilers in use on the peak are kept under banked fires or in 
service for the full time, and the engines are cut in as soon as the 


_ load reaches the rated capacity of the plant in service. 


From the data obtained as described, with the aid of an average 
load curve, the author draws up his first table, from which one may 
learn the economy to be expected from a plant of one, two, three 
or four units, under load factors of 100, 50, or 334 per cent. when 
run for 24, 20, or 10 hours per day, under the conditions set forth 
above, with the rather obvious reservation that exceptional 


forms of load curve would necessitate considerable alteration in 


the figures. The units under consideration are from 250 to 500 xw, 
in size, and are run through а peak load equal to their rated 
capacity. DE 

The writer of the article next proceeds to give а more pretentious 
table, giving the actual cost of power delivered at the switchbonrd, 
including fixed charges—also given in detail—and fuel charges 
for plants from 50 to 20,000 kw. in size, under similar conditions, 
except that the units smaller than 150 Kw. are cited as “ high-speed 
tandem compound non-condensing engines, and those in the 
20,000-x w. plant as “ Manhattan four-cylinder type, condensing.” 

The tables are most interesting, as affording a means of com- 
parison between typical British and American practice—except that 
the stations referred to are using oil fuel—and as showing how 
much can be done in the way of analysis and calculation, but we 
question their practical utility. They are too general; and, more- 
over, we are of opinion that the same information embodied in a 
curve sheet, for which our esteemed contemporary is already 
famous, would have been more easily assimilated. One cannot 
but appreciate the large amount of work their compilation 
has involved, but the average station engineer is not con- 
cerned to be able to reckon with certainty the fuel consumption 
for any particular day, and we doubt whether the above method of 
arriving at the coal bill would, in any case, give a reliable check on 
the working of the plant, for reasons we have given. It is sufficient 
to know that each unit of plant is working up to its normal effi- 
ciency, and to be able to trace any deterioration as soon as it 
shows itself, with a view to the maintenance of the plant in the 
best possible condition. We venture to suggest, then, that ingenuity 
and labour expended along these lines would be vastly more pro- 
fitable than the mere calculating and verification of a table of 
figures of probable operating efficiencies. | 


THE OVERLOAD AND REVERSE CURRENT 
| RELAY. Au 


[COMMUNICATED.] 


Tun design of switchgear has during the last few Years 
reached such a state of perfection, that, from being the weakest: 
link in an electric installation, it can now claim to be as 
reliable and safe as the rest of the apparatus of the system. 
That it took many years to bring about this change, was 
mainly due to the fact, that the vital importance of switch- 
gear was overlooked, as also that wrong principles were used 
in the design. | | ! 
The continuous current board has, since the introduction of 
the automatic circuit-breaker, faithfully performed its function 
both in lighting and traction work. Most of the continuous 
current circuit-breakers that, one meets with in practice 
embody the same general features. The main contacts are 
generally relieved from the strain of the breaking current by 
supplementary contacts placed in parallel with the former. 
This supplementary circuit further contains a pair of strong 
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electro-magnets for blowing out the breaking arc. In the 
event of rupture, the main contacts disengage first, leaving 
the auxiliary ones to carry the breaking current. These 


latter are placed in a strong magnet field set up by the afore- 


mentioned magnets, and any arc formed at the moment the 
supplementary contacts disengage in their turn is spzedily 
extinguished. Such circuit-breakers answer their purpose very 
well, although the sparking at the main contacts is not 
totally done away with, as by having blow-out magnets in 
the auxiliary circuit a certain amount of induction has been 
introduced, which gives rise to a small spark at the main 
contacts. This sparking is, however, too trivial to be 
taken into account. The newest tendency 
tinuous current circuit-breaker design seems to be to dis- 
regard the blow-out magnets altogether, and to rely upon 
carbon contacts for taking the breaking arc. The carbons 
will, of course, be arranged in such a way that frequent 
renewal is possible. By means of these carbon tips the 
sparking difficulty at the main contacts appears to be totally 
overcome. 

Alternating current plants have been installed in great 
numbers, and have assumed great proportions since the com- 
mercial value of multiphase currents became recognised. In 
these plants, high potentials and not current strengths, enter 
as principal factor into the design of switchgear and appa- 
ratus. The phenomena attending high-tension currents, as 
also other characteristics of the alternating current circuit, 
such as capacity and self-induction effects, render it a most 
difficult problem to provide efficient and adequate controlling 
and protecting devices. The most essential point in high- 
tension working is to provide ample clearance everywhere, 
and to arrange the various apparatus in a symmetrical 
manner. The importance of these simple rules was for a 
considerable time overlooked, especially by station engineers 
themselves, who compelled, or at least encouraged, switch- 
board manufacturers in the crowding of their gear. Time has 
taught us now on which lines a board ought to be designed, 
and all modern high-tension switchgear installations present 
the following features :— 

1. The switchgear is located in a specially designed building 
or bay of a building. The high-tension gear is installed in 
fireproof cells. 
from where the whole of the machinery can be supervised. 


`2. Complete separation between high and low tension. 


apparatus. Distant control adopted for the former either by 
electrical or mechanical means.. All instrumenta are fed 
through step-down transformers; in this way only low- 
tension apparatus and connections appear on the operating 
board, thereby practically eliminating all danger to the 
manipulator. | 

3. Means are provided for isolating any part of the 
system, sub-stations as well as each separate unit. 

4. Every part of the system is adequately protected. 
Absence of fuses in all main and feeder circuits, but instead 
automate time limit elements, overload or reverse current as 
the occasion demands. 

It is especially the last point which has for some years 
engrossed the minds of switchboard designers, and in view 
of its actual importance, a description of an instrument that 
meets all the requirements of present-day practice and 
is also being largely used in England, ought not to be un- 
welcome. 

The purpose of this article is not to draw up a comparison 
between the antomatic device and the fuse, as this matter 
was, in the writer's opinion, thoroughly thrashed out by 
Mr. Eborall in a series of articles which appeared in Zmngi- 
neering, in the autumn of 1908. Mr. Eborall demonstrates in 
the above articles that, apart from other advantages, the 
fuse ** does not fulfil the requirements of an overload pro- 
tecting device, as it has no selective action," in other words, 
so the author goes on, it cannot be made to discriminate 
between forward and reverse currents, or to operate after a 
certain perfectly definite time has elapsed." This is, indeed, 
the main drawback to the fuse, and a sufficient reason for 
giving the preference to the electro-mechanical device, even 
if in all other respects fuses were superior. 

It was only natural that the fuse should in the early days 
suggest itself as a protecting device, its low first cost being 
its chief inducement. At first when there was only a ques- 
tion of small current strengths distributed over a restricted 


in con- 


The operating board is erected on a gallery, 


aren at low working tensions, the fuse answered the purpose 
very well, but with the growth of engineering, the outputs 
of machines increased to undreamed-of proportions, and the 
want of something more definite and responsive, something 
less sluggish in its action, but at the same time less disturbing 
in its effect, was felt, and the automatic electro- mechanical 
circuit-breaker was put on the market. Most of these auto- 
matic devices consist of a solenoid which sucks up a plunger 
when the current in the circuit rises above a predetermined 
density. These apparatus can be set for several current 
strengths by altering the position and, therefore, the stroke 
of the plunger. When the required tripping current is 
reached, the plunger knocks up forcibly against a trigger 
or catch, and the releasing mechanism opens the switch. 
This arrangement can be rendered selective by providing an 
electrically-operated dashpot, or in quite a number of other 
ways. | | 

The automatic device which forms the subject of this 
article, was put on the market by Меввгв. Brown, Boveri and 
Co., of Baden, Switzerland, and is protected by patent rights 
in most civilised countries. It has now stood the ‘test of 
time for more than three years, and as it is a total departure 


^ from the above mentioned plunger-type circuit ‘breakers, it is 


of special interest.. | 

The Overload Relay.—The general idea of this instrument 
is as follows :—<A little single-phase motor is fed from the 
main circuit throngh step-down transformers. This motor 
is kept stationary by means of a suspended weight. As soon 
as the current in the main circuit increases beyond a certain 
value, the torque of the motor overcomes the resistance of 
the suspended weight, and the latter is raised until at the 
end of its travel it establishes contact between two flat 
springs, and completes a direct-current auxiliary circuit 
which energises the tripping coil. 'The latter operates in 
the usual way. With the above brief description in mind, it 
will be easy to follow the more detailed explanation. 

The principle underlying the working of the relay is based 
on the “superposition of two simple alternating fields 
differing in phase." This is by no means a new idea, but 
was advanced by Prof. Galileo Ferraris more than 11 years 
ago, when he demonstrated that ** two superposed alternating 
fields, differing in phase with one another, produce a 
resultant rotating field or vice versa." This theory is applied 
in this case in the following ingenious manner. The stator 
of the little motor consiste of an alternate-current magnet 
energised directly from the system through a step-down trans- 
former. An aluminium disk (the rotor) is made to revolve 
in the air-gap of this magnet (fig. 1). A copper ring is 


Fic. 1l.—OvERLOAD RELAY. 


fixed to embrace half the face of the magnet. By means of 
this ring a field is created, differing in phase with the main 
flux. "The two fields combine to give a resultant rotating 
field which sets up eddy currents in the aluminium disk. A 
driving torque is consequently produced in the latter, and 
the disk tends to turn. 'The spindle of the disk is 
horizontally pivoted, and carries a little grooved drum. On 
the circumference of this drum a silk thread is attached, 
which carries a weight. The weight holds the disk in check 
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8s long as the torque, and consequently the current (the 
first only and wholly depending upon the latter) keeps 
within normal limits. As soon as the current in the system 
exceeds the safe limit, the disk starts rotating and winds up 
the thread on the little drum, until, at the end of its travel, 
the weight: forces the two contacts together and completes 
the continuous current circuit. The tripping coil which is 
mounted on top of the oil switch casing (fig. 2) is fed from 


Fic.:2.—O1n SwircH FITTED WITH TRIPPING Соп, 


, 
` 4 se wb 


this circuit in such a way that as soon as the armature has 
been attracted by the solenoid and the switch opened, the 
supply of current to the said solenoid is cut off. This is 
accomplished by means of a small collector fixed on the 
switch spindle, whence the current is collected by means 
of brushes and conducted to the solenoid. As soon as the 
switch moves through a small angle, the brushes leave the 
collector and the current supply of the electro-magnet is 
interrupted in the above-mentioned manner. In order to 
retard, ав well as steady, the motion of the aluminium disk, а 
strong brake magnet has been provided. 

It will at once be seen that the above relay provides for :— 


(1) Ample margin for time adjustment (by altering the. 


length of the silk cord); and (2) close adjustment for 
overloads (by increasing or decreasing the suspended 
weight). 

The curve, fig. 3, shows the length of duration of the 
breaking process in seconds against the percentage of over- 
loads. A glance suffices to demonstrate that the duration 
of the operation varies inversely as the overload, so that 
the apparatus can indeed claim to possess an “ inverse time 
element" in the fullest sense of the word. The values of 
time are by no means fixed quantities, but can be altered to 
suit special conditions, simply by altering the length of the 
thread. "The instrument from which the curve was taken was 
set to comnience operating with an overload of 40 per cent., 
the time taken for winding up the weight beiug in this case 
40 seconds ; with an overload of 200 per cent., the relay 
responded in 2 seconds, 

Messrs. Brown, Boveri & Co. have adopted a working 
current of 1 ampere throughout for all their relays. 
By standardising in this way, it is little trouble to 
adapt the relay to any circuit, the only variable being the 
ratio of transformation of the current transformer. The 


relay may be, and ів commonly, fed from the same current 
transformer as the ampere-meter, This latter instrument 
must, for obvious reasons, be calibrated in such a way that 
the maximum deflection. оп the scale corresponds to a 
current of 1 ampere in the secondary of the instrument 
transformer. 

The relays lend themselves equally well for single, two or 
three-phase systems, and are designed as single, double or 
three-pole types to suit the above circuits, А two-pole relay 
may be used on a three-phase system when the neutral point 
is not earthed. When, however, this point is grounded, 
then it is imperative to install a three-pole instrument, as, 
in the event of a fault developing in the unprotected phase, 
the circuit would be completed through earth, and the relay 
would not operate, and therefore would no longer act as a pro- 
tecting device. Thediagram of connections below (fig. 4) repre- 


Percentage load. 
Ета. 3. 


sents the relay adapted to а three-phase circuit. The wiring, 
it will be geen, is extremely simple. "The stator coils of the 
relay are placed in series with their respective ammeters in 
the secondaries of the transformers. The tripping coil is 
energised from a small storage battery ; this battery should 
be capable of supplying a current of from 1 to 14 amperes ata 
pressure of from 15 to 20 volts. The tripping coil may be, and is 
in most central stations, directly fed from the exciter bus-bars. 
To bring the voltage down to the required value, a resistance 


St T 


2 


Ae . X 
^, ammeters ; B, battery; M, tripping coil; R, relays; St T, current 


transformers; Au, main switch. 
Fia. 4.—D1aGRaM OF CONNECTIONS FOR A THREE-PHASE CIRCUIT. 


is inserted in the tripping circuit. This resistance generally 
takes the form of lamps placed in parallel or series to suit 
the conditions. In sub-stations where absolutely no con- 
tinuous current is available, the above mentioned accumulator 
battery is resorted to, the latter being periodically charged 
from a continuous current supply. 

In power transmission plants where the current generated 
by the machines is directly led to the primaries of step-up 
transformers, one relay suffices for protecting both generator 
and transformer, by connecting the tripping coils in series 
with one another. The same holds good for transformer 
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sub-stations, only one relay being installed for protecting 
both primary and secondary winding of the apparatus. 


(To be concluded.) 
ee 
BUSINESS NOTES. 


Cable Makers’ Association.—The following circular 
has been issued by this Association :— 


“ Ав some considerable amount of misapprehension seems to have 
been created in the minds of electric cable users as to the objects 
and aims of the Cable Makers’ Association as now constituted, we 
desire to state exactly what the present position of the association 
is. Some seven years ago the leading cable makers decided that, 
unless steps were taken to remedy the matter, the quality of the 
V. I. R. cables sold must ultimately deteriorate owing in great part 
to keen competition, and to prevent this they agrecd amongst them- 
selves to adopt as a minimum the competitive prices then prevailing, 
and to compete only in quality. To facilitate trade, and to protect 
the user, the cables of the three grades then most in use were 
standardised both as regards the weights and resistances of the 
copper conductors, the thicknesses of dielectric, and the protecting 
coverings overall. It was further decided that for these grades 
only the best rubber should be used, the quantity to be varied 
according to the grade, and the necessary ingredients added 
according to the experience of each manufacturer. Until recently 
only these association grades were made by the members of the 
association. Lately, however, a lower class of cable has been 
adopted by some users, and they have pointed out to members of 
the Cable Makers’ Association that there is a real and legitimate 
demand for such cables for certain purposes, and that engineers 
and contractors would be glad to purchase in certain cases this 
lower class of cable from houses of good experience and repute who 
had hitherto abstained from selling any goods other than those of 
the high standard they had set up. As an outcome of these repre- 
sentations some of the members of the Cable Makers’ Association 
placed on the market a lower class under the name of non-associa- 
tion cables, in the belief that, although admittedly the quality was 
lower, they should secure these special orders owing to their long 
experience in manufacture and their technical skill. This action 
and the recognition by engineers and contractors of the advantages 
of buying from makers of the highest standing has led those makers 
whose trade existed on the basis of low price alone to misrepresent 
the motives of the Cable Makers' Association. Having thus officially 
explained our position, we suggest that where cables of the best 
grade are required, engineers should specify association grades 
made by а member of the Cable Makers' Association, but in cases 
where an inferior class can be used, we believe the buyer will get 
the best value for his money by ordering non-association class from 
а member of this association. In order to prevent misunderstanding, 
the two classes have distinctive labels attached to the coils. Asso- 
ciation cables have, under the canvas wrapping a yellow label, 
stating the class of cable and also its electrical particulars. This 
label is tied round each coil by a tape secured by a lead seal. The 
tape and seal must be broken before the coil can be unwound. Non- 
association cables have a green label giving similar particulars, 
which is attached to each coil in the same way. Outside the canvas 


wrapping each coil has an ordinary tag label either yellow or green 


as the case may be—giving manufacturer's name and address and 
class of cable. 
“THE ANCHOR CABLE Co., LTD. 
"Tug British INSULATED & HELSBY CABLES, Lro. 
* CALLENDER's CABLE & CONSTRUCTION Co., LTD. 
„ CoNNOLLY BROS., LTD. 
„W. T. GLOVER & Co., LTD. 
„W. T. HeNLEY’s TELEGRAPH Works Co., LVD. 
“THE INDIA-RUBBERB, GuTTA-PERCHA & TELEGRAPH 
Works Co., LTD. | 
“THE LONDON ELECTRIC WIRE Co., LTD. 
" SIEMENS Bros. & Co., Lp. 
„THE WESTERN ELECTRIC Со.” 


Switzerland.— The Société Générale du Carbure de 
Calcium in Giirtnellen (Switzerland) have decided to build a new 
factory for the manufacture of metallurgical products, and notably 
of steel, according to the Kjellin system for which this company 
has exclusive right in Switzerland. The new works will shortly be 
ready. The manufacture of carbide of calcium will not be given 
up but will be carried out on а smaller scale. | 


An Electrical Contractors’ Association at Cape 
Town.—A meeting of electrical contractors was held at Cape Town on 
the 24th ult. for the purpose of forming an Association on similar 
lines to the Electrical Contractors’ Associations in England. The 
principal objects of the proposed Association referred to at the 
meeting were the prevention of unfair electric light regulations 
being adopted by municipalities and unjust clauses being inserted 
in specifications by consulting engineers, also the securing of trade 
discount to contractors on electric light fittings imported by con- 
sulting engineers. A provisional committee was formed for the 


purpose of framing rules, &c. 


--Private Installations.—The mansion, Old Alresford 
House,” Hampshire, is to be fitted up with a complete electrical 
installation, including oil engine plant and pumping apparatus. 


The entire wor "been'entrusted to Messrs. Duncan Wateon and 
Co., of CharingzCross Road, W., who have also in hand important 
installations for the Central Foundation Schools, Finsbury, Murphy 
Memorial Hall, S.E., the Whitgift Grammar Schools in Croydon, 
and the new buildings which have been erected by the Whitgift 
Governors in North End; also а complete electric lighting suction 
gas plant for Leamington Steam Laundry, Warwick, and a number of 
motors and motor-generators for printing machines, cigarette 
making, and various other purposes, the motor- generators being 
used for experimental purposes in connection with an important 
college and technical school. This firm are said to be engaged in 
лш out some of the largest arc lighting installations in 
ndon. jy. 


Curtis Turbine Contracts.—We understand that the 
BRITISH THomson-Hovston Co's sales to date of Curtis turbo-gene- 
rators amount to a total of 24,000 kw., of which 11,750 Kw. have 
been delivered and put in service in various stations inthe United 
Kingdom. The principal orders show a total of 10 1,500-Kw. sets, 
four 1,000-kw. sets, and four 750-kw. sets. The Curtis turbine 
rights in America are owned by the General Electric. Co., of 
Schenectady, N.Y., who have received orders to date. for 472 
machines, aggregating 454,886 xw , of which 282 machines, aggre- 
gating 237,775 Kw., have been delivered and are in use or in 
course of erection. Four sets of 8,000 Kw. are under. construction, 
and it is interesting to note that these will be the largest steam 
turbo-generators in the world. The list of orders also includes 30 
5,000-Kw. sets, 11 3,000-Kw. sets, 31 2, 000-K w. sets, 31 1,500-xw. 
sets, of which 15 5,000-Kw. sets, 7 3, 000-Kw. sete, 16 2, 000-K W. sets 
and 23 1,500-Kw. sets have been delivered. This is an imposing 
list of orders, considering that the Curtis turbine has only been on 
the market for about three years. . | 


(9 ce 


Steam Railway Activity,— There is reported to be 
great activity at the L. & N.W. Railway works at Crewe, and the 
Christmas holidays were reduced in order to keep pace with 
the demand for rolling stock, &c. The Tunes says that a large 
number of new engines are being built, and, from the beginning of 
the new year, over 5,000 of the employés, in addition to the 3,000 
put on fuller time recently, will be required to work on Saturdays. 


Large Gas Engine Installation.—It is reported that 
the Francisco Light and Power Distribution Co. is about to install 
in San Francisco a gas engine of 4,000 B. H. p. Eventually there 
will be four engines of this size, three direct coupled to alternators 
working at 25 cycles per second, and one to а 60-cycle alternator. 


Catalogues and Lists. — BRITISH INSULATED AND 
HzrsPBY CABLES, LTD., Prescot.—Finely illustrated 32-page cata- 
ay be on the subject of the annealing of non-ferrous metals, giving 
a full description of the Bates and Peard patent annealing furnace. 

The ELECTROMOTOR AND Dynamo Co., 15, Gray’s Inn Road, 
Holborn, W.C.—A number of leaflets bound up together in an 
expanding cover allowing for additions. They describe and very 
fully show by means of half-tone blocks various electrical hoisting, 
lifting and controlling gear, including direct-driven electric friction 
hoist gear, spur-geared winches, tramway type reversing controllers, 
lift controllers, lift-gate locks, sundry lift gears, electric pulley 
blocks, travelling hoists, wharf cranes, goods lifts, and so on. 

Mzssrs. BAXENDALE & Co., Miller Street, Manchester.—20 pages 
illustrated catalogue of luminous electric radiators, also loose leaflets 
of the “clincher” plug, and portable instruments for lamp testing. 

Tus ELECTRICAL CO., LTD., London.—Brochure (26. pages) 
devoted to the many applications to which electricity has been, and 
may be put in shipbuilding and similar yards. The views well 
illustrate an electrically-driven saw-mill with various types of sawing 
machines, also punching and shearing machine, scarfing machine and 
straightening rolls, drilling machines, lathes, pug and sand mills, 
pneumatic hammers, pipe-cutting saw, rattler, blowing fan, &c. It 
is stated that most of the electrical equipments illustrated in the 
book were adopted for the conversion of Messrs. Harland & Wolff's 
shipbuilding yards from steam to electric driving. Other leaflets 
received from the Electrical Co., Ltd., are as follows:—No. 191 
devoted to Rignon small arc lamps; No. 194, dealing with small 
motors ; and No. 151/1 giving comparisons of Nernst with ordinary 
glow-lamp lighting. ed 

The BRITISH Tuowsox-HovsTON Co., Lrp., Rugby.— Illustrated 
pamphlet No. 190, giving a full account of the Mercury arc 
rectifier, of which we published a description in our issue of 
November 24th, 1905, p. 864. 

Messrs. MECHAN & Sons, Lro., Glasgow.—In several well got up 
pamphlets, the Watkinson patent steam superheaters of inde- 
pendently-fired, shunt circuit, flue-fired and marine uptake types 
are particularised, also the Watkinson steam dryers for extracting 
water and grit from high pressure steam, and oil separators for the 
removal of oil and grease from exhaust steam. A comparative 
summary of results of trials of saturated and superheated steam, 
and diagrams illustrating the effect of superheat on steam consump- 
tion, are included among the other features. 

The Tiran Packina Co., 2 and 3, Tower Royal, Cannon Street, 
E.C.—New catalogue giving illustrations, particulars and prices of 
“Titan” rubber and asbestos goods, including black and red 
“ Solvis” jointing, spiral piston packing, gaskets, asbestos packings 
and jointings, adhesive tape, metallic packing, corrugated metallic 
rings, &c. 

EoD ELECTRIC Firrincs Co., Lro., Hampstead.—A 16-page 
pamphlet showing various designs of L.E.F. electric radiators and 
giving prices of same. A picture-postcard from the company gives 
a good view of a cosy corner in their Soho Square showroom with a 
fine variety of artistic electric fittings. 
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С. W. Hont Co, U.S.A.—Fally illustrated catalogue of the: 


' Hunt" automatic railway ав employed at the Dublin United 
Tramways power station and many other places in different parte of 
the world. 

GENERAL Exvxrorric Co., Ltp.—Scction * H ” of their catalogue 
giving particulars of heating and cooking apparatus, radiators, &c. 
To enumerate all the particulars here illustrated and described is 
not necessary, but in addition to the numerous variety of electric 
kettles, saucepans, ovens, and so on, there are such things as auto- 
service water heaters, hot water jugs, and sealing wax heaters, which 
are specially noteworthy. 


Messrs. O. C. Hawkes, Lro., 69-70, Aldersgate Street, E.C.— 
New issue of their catalogue No. 19 relating to patent induced 
draught electric stoves and fittings of artistic and original design. 
The firm have a very lengthy record—some 36 ycars—as art metal 
craftsmen, and the experience and reputation so obtained have been 
brought by them into the heating department of the clectrical 
industry. A variety of very fine examples of drawing room 
designs of electric stoves, also electric light fittings in combinations 
of metal, wood, glass and silk are illustrated. At the firm’s show- 
rooms, at 69 and 70, Aldersgate Strect, E.C., a selection of these 
special lines is placed on. view. ' 

Messrs. ALLEY M MAcLRLLAN, LTD., Glasgow.—Catalogue 
(104 pp.) in which are given very fully detailed particulars with 
many explanatory line diagrams, excellent half-tone illustra- 
tions and curves of the “Sentinel” air compressors. Vertical 
compressors for belt and steam driving, horizontal for belt, steam 
and motor driving, also vacuum pumps and sundry valves re- 
heaters, traps and so forth are described. Views of the works’ 
extensions, lists of users and some hints on piping, and general 
tabular information are inoluded. 

WzsTINGHOUSB BRAKE Co, LTD., King’s Cross, N—A new 
catalogue describing the various types of Westinghouse brakes for 
light railway and tramway systems. .These are compressed air 
storage and motor compressor types; air brake apparatus. 
Numerous diagrams, also half-tone illustrations of the several parts 
appear. 

Messrs. HAYWABD-TYLER & Co., Ітр., Queen Victoria Street, 
E.C.—List M (36 pp.) containing particulars and many excellent 
small half-tone views of the firm's electrically-driven and other 
treble-barrel pumps. | | 

Messrs. FERBANTI, LTD., Hollinwood.—Catalogue No. 54 
devoted to double-pole, double-throw, quick-break knife switches. 


Messrs. MATHER & PLArr., Lro., Manchester.—New catalogue: 
fully describing and illustrating the firm's Rosenberg patent system 
of eleotric train lighting. А specification with detailed diagrams 
are included. 


Mzssms. Davip WILSON & Co., Huddersfield.— Illustrated list 
о 7 conductor, chimney repair and other work executed by 
the firm. | 


Dissolutions and Liquidations.—The ELECTRICAL 
OBE-Finpinc Co, Lrp.—Winding up voluntarily, with Mr. 
J. D. A. Norris, Suffolk House, Laurence Pountney Hill, E.C., as 
liquidator. 


BARCELONA TRAMWAYS Co.—Creditors must send particulars of 
their debts, &c., to Mr. J. B. Glenn, Salisbury House, London Wall, 
E. C., by January 31st. е 


GRAHAM, Morton &. Co., Ітр.- Voluntary liquidation decided 
upon. Circular offering £10,000 new capital met with disappoint- 
ing response, and advisory committee convened meeting for 21st 
inst. at which this decision was arrived at. 


Bankruptcy Proceedings.—W w. LESLIE, electrical 
engineer, Putney.—-First meeting to be held January 2nd, at 132, 


York Road, Westminster Bridge; public examination, January 
25th, at Wandsworth Court House. 


The Austrian Cable Industry.—Count Auersperg, of 
the Austrian Ministry of Commerce, recently granted an interview 
to Herr R. von Heller, who took the opportunity of submitting a 
report in regard to the Austrian cable industry. He pointed out 
that some of the Austrian works had been induced by Hungary to 
undertake the manufacture of cables also in the latter part of the 
monarchy. Ав a matter of fact, the leading cable companies have 
erected branches in Hungary which have largely developed, and the 
Hungarian cable industry is now almost equal to that in Austria. 
Those Austrian cable-makers who have not started branches in 
Hungary have recently been entirely climinuted from deliveries 
both for public and private demand in Hungary, and as the old 
condition of affairs still prevails in Austria in respect of the 
method of distributing orders for publie contracts, the Austrian 
works having no Hunyarian branches suffer from the operation of 
this method of open and free competition. As а result of this 
report Count Auersperg has promised to investigate the question 
thoroughly, and it is said that he will also advise contractors invited 
to tender for public works to give first consideration where prices 
are similar to those Austrian firms whose factories are solely 
situated in Austria. The matter is regarded ав of grent importance, 
an extensive publie works are in prospect. 

Since the foregoing was written the Austrian Felten and 
Guilleaume Co., the Cable Works Co., and the Siemens & Halske 
Co. have issued a statement disclaiming ару connection with the 
representations made to the Minister of Commerce. As the most 
prominent representatives of the Austrian cable industry, they 
observe that Herr В. von Heller is entirely unknown to them, and 
that he was not authorised to convey wishes or complaints on their 


behalf to the Minister. The representations made, they further 
State, were not in accordance with the general interests of the 
Austrian cable makers, but only indicated the special standpoint 
of one firm. 


Calendars and Diaries.—Once again the ELECTRICAL 
PowER SToRAGE Co., LTD., has favoured us with one of its very 
serviceable desk blotting pads with diary and. memoranda. book, 
and with monthly card slips conveniently placed at the top. Each 
pad has as usual the acceptable £500 Railway Accident Insurance 
coupon. Illustrated and tabulated particulars of the E. P. S. 
batteries aud specialities are, of course, given, and some loose lists 
detail miners' electric safety lamps, laboratory batteries, &c. 

A wall calendar with monthly tear-off sheets has been received 
from the Chemical Trade Journal. 

A neat pocket diary for 1906 with insurance coupon, and some 
information relating to their well-known specialities, is being circu- 
lated by the SIMPLEX STEEL Сонрсіт Co., Lro. The book is 
arranged to serve both as a diary for engagements and for keeping 
an alphabetical list of addresses. 

are again indebted fo the BRITISH ELECTRIC TRANSFORMER Co., 
Lrp., of Hayes, for our copy of Whitaker's Almsnack for next year. 
In the experience of most of us occasion arises to consult our indis- 
pensable Whitaker many times in the course of the year. The 


Hayes Co. takes advantage of this excellent opportunity for keeping* 


its name before its friends, and is circulating this Morocco Bound” 
volume into which it has introduced illustrated and other matter 
re]ating to its manufactures. 

From Mr. JoHN WHITELAW, engineer, 154, Duncan Street, Edin- 
burgh, we have receivod a bright desk calendar with monthly 
cards. 


Trade Announcements.—The PRivATE WIRE AND 
TELEPHONE INSTALLATION Co., Lrp., have just removed to premises 
acquired by them at 78, Queen Strect, Cheapside, E.C., where they 
have extensive showrooms equipped with every kind of electric 
fittings. They have facilities there for charging and repairing 
accumulators, and thus will meet a want amongst many motoring 
men who daily come to the City. This company commenced its 
operations close on 12 years ago, and, owing to the increase in its 
business, it has been compelled to remove from Palmer Street, 
Westminster, where its offices have been for so long. 

Messrs. Bruck PEEBLES & Co., Lro., announce that their works 
will be closed for the annual audit and stocktaking from December 
30th until January 8th. 

Mr. Е. E. MacxEr, who has been with the British Insulated and 
Helsby Cables, Ltd., for nearly 11 years, has now left this company 
and started business with Mr. О. M. Robinson, of 13, Castle Street 
Liverpool. In future, all inquiries should be addressed to 
Frederick E. Mackee & Co., electrical engineers, 22, Crane's 
Buildings, Liverpool. l 


Book Notices—“ Luton as an Industrial Centre. — 
The municipal authority at Luton is endeavouring to attract the 
attention of those connected with industrial concerns to the many 
advantages obtaining in the Corporation area for the erection of 
factories and works. The Luton Chamber of Commerce and the 
Corporation New Industries Committee have shown no little enter- 
prise in issuing this nicely got-up booklet, which contains many 
ilustrations. We record to-day in another column the fact that 
the electrical charges at Luton have been further reduced, power 
gas charges are low, the water supply is good and the rates very 
moderate. Those interested in a site for new works should obtain 
a copy of this interesting booklet. | 

Harmsworth Self-Educator. In 48 fortnightly parts. Edited by 
Arthur Mee. London: The Amalgamated Press. 1905. Price 7d. 
per part.—The current age is remarkable for two special features: 
the monumental work іп а lump, paid for over а series of years; 
and the monumental work in parts, paid for as they come. The 
Harmsworth Encyclopedia has run about half its course, and already 
it is being followed, or accompanied, by the Harmsworth Self- 
Educator—both bi-weekly, and both entailing the expenditure of 
precisely а halfpenny per day, neglecting interest. The idea 
of the new serial seems excellent, and its execution is no less 
praiseworthy. The articles are mostly by experts, and are written 
in a style and illustrated in a manner which, so far as we have seen, 
are most admirably adapted to the purpose in view. Many of the 
illustrations, indeed, compel our admiration. The syllabus of 
subjects dealt with, comprising 29 groups, covers practically all the 
more important interests of mankind, each being sub-divided into a 
number of subsidiary headings. No fewer than 28 subjects are 
dealt with in serial form simultaneously, including in the earlier 
parts those subjects of most pressing interest. The section on 
Electricity is in the hands of Dr. Silvanus Thompson, than whom 
it would be impossible to find an author more competent to deal with 
the subject in the most appropriate way. Doubtless many of our 
readers will subscribe to this valuable publication—we can assure 
them that, old or young, rich or poor, they will find in it much to 
interest, instruct, and perhaps to amuse them. 


 Mathicsows Handbook for. Investors for 1906." London: F. С. 
Mathieson & Sons, 16, Copthall Avenue, E.C. 2s. Gd. net. This is 
an essential work for those who need at hand а conveniently 
arranged record (pocket size) of Stock Exchange prices and 
dividends of fluctuating securities for the past ten years. А 18 
supplement to the Mining Handbook gives the highest and lowest 
mining prices, dividends. &., for the past six years. 

" Uber das Nachleuchten der Luft bei Blitzschlagen." By Б. 
Walter. Reprint from Annalen der Physik. Leipzig: J. A. Borth. 
1905. 
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LIGHTING AND POWER NOTES. 


Bacup.—The Corporation has agreed to take a supply of 
energy in bulk from the Lancashire Electric Power Co., for private 
lighting and power purposes, commencing with the new year. Tho 
question of street lighting is not yet settled. 


Barnstaple.—A L. G. B. inquiry was held recently into 
the T. C.'s application for power to borrów £4,000 for E. L. 
extensions. It was stated that a large proportion of the sum 
had ulready been expended in the laying of cables and on 
extensions. The Council has reduced the charge for lighting from 
6d. to 5d. per unit. A ratepayer, interested ih the local gas com- 
pany, уре the application, contending that, in order to make 
the undertaking pay, the charge for public lighting had beon 
increased from £691 to £2,043. 


Barton.—The R.D.C. has declined to accede to the 
request of the Flixton P.C. to exclude the parish from the E.L. 
order boing applied for by the former Council. 


Bootle.—On the 21st inst. a short circuit occurred on one 
of the generators, and the supply for lighting was curtailed for about 
half an hour. 


Burnley.—The Т.С. has adopted the borough electrical 


engincer’s proposal to divide the lighting network by means of dis- 
connecting fuse pillars into five areas, at an estimated cost of £450. 
The above will meet the requirements of the B. of T. regulations, 
and reduce the possibility of failure in the supply duc to a fault on 
the mains to a minimum. 


Burslem.—The L.G.B. has sanctioned the borrowing of 
£5,500 for the purposes of extending the E.L. mains to Tunstall. 


Canada.—MoxTREAL.—According to a local paper the 
Chambly power station of the Montreal Light, Heat and Power 
Co. was recently shut down owing to minute particles of frost 
getting into the machinery and stopping the turbines. Theshutting 
down of this station caused much dislocation of the tramway service 
and the failure of the E.L. supply. Eventually the steam plant 
at the company's William Street station was got into operation and 
а full supply of energy wasavailable. The Chambly power station, 
we gather, has a capacity of 20,000 н.р., and this is the second time 
this season, the plant has failed. 


Chobham.—The P.C. on December 18th decided to ask 
the R.D.C. to oppose the application fora prov. order for E.L. being 
made by the Sunningdale and District E.L. Co., on the ground that 
the оршу would not undertake to supply the whole of the 
parish. 


Continental Notes.—ITALV.—A company has been 
formed under the auspices of the Tranentola (Potenza) municipality 
to install E.L. into the town. About 600 н.р. is to be obtained 
from the River Caolo. 

The Campagna (Salerno) Council has decided to put down and 
work an installation for the town. 


A scheme presented by Messrs. Asquini & Crisanti for the electric | 


lighting of Genzano (Potenza) has been approved by the Town 
Council. | 

At Trani, the municipal autbority has resolved to take over the 
public and private electric lighting of the town. Difficulties have, 
however, arisen between the Council and the company over the 
interpretation of the law governing the purchase. 

A company has just been formed in Milan with the title La 
Bocietà Elettrica Suburbana Milanesa to undertake the electric 
lighting of the little towns of Corsico, Cesano and Baggio. 

Га Socicta Elettro-Chimica di Carema is putting down a plant 
to utilise the water of the River Rova in the vince of Piemonte, 
in the generation of electrical energy. 


Darlington.— We regret that under these notes in our 
issue of December 15th, we were in error in stating that the net loss 
on the electricity and tramways undertakings of Darlington for the 
past year amounted to £1,400. This sum is not an actual loss for 
the past year, but an estimated loss for the present year, and it is 
on the tramway undertaking only. 


Dorking.—A correspondent states that with the consent 
of the B. of T., the U.D.C. proposes to transfer its E.L. powers, 
duties, liabilities, and works to Messrs. Edmundson’s Electricity 
Corporation, Ltd., for a period of 25 ycars from May 19th, 1903. 
The Council is to have the option of purchasing the undertaking at 
the end of 7, 10, or 14 years, or any subsequent year. 

The U.D.C. gives notice of its intention to transfer its prov. order 
to Edmundson’s Electricity Corporation. . 


Dundee.— Mr. Н. Richardson, the burgh electrical engi- 
neer, has prepared а report in regard to extending the municipal 
electricity supply, which deals with :—(1) The putting down of more 
plant at the present station and more L. T. feeders; and (2) erecting 
а new H.T.generating station at Stannergate, at a cost of about 
£75,000, with sub-station, distribution. He favours the adoption of 
the latter scheme. 


Dunfermline.—The T.C. is still considering the question 
as to whether it will accept the Fife E.P. Co.’s terms for bulk 
supply. The E.L. Committee has instructions to still keep up the 
negotiations. 


Faversham.—Arising out of the recent County Court 
action, the Т.С. has decided that in all cases where in any quarter 
the amount of charge for energy for lighting for a larger consump- 
tion, shall come to less than the amount of charge for the actual 
consumption, the consumer shall have the right to be charged as if 
he had, in fact, consumed the larger amount, and be allowed the 
discount appropriate to such higher consumption. This is the 
pee which the consumer sued, fought for in the County Court, 

ut on the question of law he lost the oase. 

The T.C. has also lowered the price of energy for power to 2d. per 
unit up to 1,000 units, with a discount of 25 per oent. beyond that 
quantity. 

Fraserburgh.—The Consolidated Pneumatic Tool Co. 


has offered terms to the U.D.C. for the lighting of the town by 
electricity, as follows :—The Counoil to pay £4,000 to meet the cost 


of installing the additional plant required and to pay the company 


2d. per unit for the first two years and 19d. thereafter, aud aleo 
expend £4,000 in laying the necessary mains, 


Frimley.—-The York Town and Blackwater Gas Co. has 
asked the U.D.C. to consent to the company applying for a proy. 
order to supply electricity. 


Glasgow.—A Sub-committee was appointed in October 
last, to consider the question of providing additional. generating 
plant to meet the increasing demand for electricity supply. On the 
15th ult. the chief engineer, Mr. W. W. Lackie, submitted a report. He 
stated that, including the two 4,500-H.». turbo-generator extensions 
which have just been installed at a cost of £130,000, the Corporation 
has now about 27,000 н.р. of plant. The demand during the present 
winter was estimated at quite 24,000 н.р., and in consequence, should 
one of the larger sets break down, supply would be defective. The 
engineer having been asked if larger sets than those just installed 
at Port Dundas could not be put down, plans and estimates have 
been got out accordingly. Sufficient space is available at Port 
Dundas for the addition of four 4,500-н.р. sets or three 7,500-н.р. 
sets. The report states that in the year 1910, the capital expendi- 
ture involved, if the smaller sets were put in, would be about 
£480,000, whereas with the larger sizes it would be £600,000, with 
а decrease also in interest, sinking fund and depreciation costs on 
the smaller sizes. From an engineering point of view the larger-sized 
plant would encroach on the switchboard gallery already erected, and 
it would be necessary to install larger or different boilers. Another 
point against putting in large unite was that a breakdown would be 
& more serious matter. Continuing, Mr. Lackie stated that if these 
extensions were carried out, in 1910 the plant installed would 
total 54,000 н.р. in the different stations. It would then be time 
enough, he considers, to think over the installation of plants of 
7,000 or 40,000 н.р. and any other extensions of, buildings at Port 
Dundas or elsewhere might be designed to this end. "The whole of 
the foregoing is based on the assumption that the increase in 
demand remains normal. In October last, the Extensions of Mains 
Sub-Committee reported that applications for a fortnight repre- 
sented over 500 H. p.; this was exceptional, but nevertheless it was 
an indication of what might occur in the future. If the smaller seta 
are decided upon, it is proposed to install two in 1907 and two in 
1909, and the cost of this plant alone is estimated at £65,288; or 
if the 7,500-H.P. seta were put. down, two of which would probably 
be erected in 1907, and the third in 1910, the cost would be 
£73,605. EA 

In regard to this question of future supply, the manager of the 
tramways department has intimated that that department would not 
be able to continue the supply of energy either to St. Andrew’s 
Cross Station or to Waterloo Street sub-station after the winter of 
1906-7; and possibly the supply to the French Street sub- 
station after the winter of 1907-8, would have to be discontinued, 
as all the current generated at the Pinkston power station would, 
after the latter date, be required for tramway purposes. Existing 
arrangements for these supplies must terminate at the 
end of the periods referred to. Їп consequence Мт. 
Lackie states that in addition to what is recommended above, 
it will be necessary to put down another turbine-driven gene- 
rator of 4,500 H.P., making three in all, with boilers, econo- 
misers, &c., together with motor-generators and switchboards, and 
that this set should be put down at the St. Andrew’s Cross station, as 
the cost of laying down the necessary H.T. main from that station to 
the French Street sub-station, would be about £12,400, com- 
pared with £22,400, the cost of laying such a main from Port 
Dundas. He estimated the capital expenditure on the 
plaut, main, and buildings, at £35,500, making the total 
expenditure on additional plant and buildings to meet the demand 
of the winters of 1906-7 and 1907-8, £275,500. The sub-committee, 
considered the report, and resolved to recommend (1) that the 
engineer be authorised to obtain and submit offers for a third 
turbine generator of 4,500 E. p., with boilers, economisers, 
&c.; (2) that specifications for the necessary motor-generators and 
switchboards, &c., relative to the turbine generator above referred 
to be advertised for; and (3) that the engineer be authorised to 
obtain and submit offers for the completion of the second chimney 
at the St. Andrew's Cross station. 

Finally, the Committee agreed to recommend (1) that in the 
meantime two additional turbine-driven generators of 4,500 H. p. 
each (one to be put down at Port Dundas station, and the other at 
St. Andrew's Cross station), with relative boilers, economisers, &c., 
be provided, and that offers be obtained therefor; and (2) that the 
engineer be authorised to prepare specifications for the necessar 
additional motor-generators and switchboards, &c. | 

It was also decided to recommend that application be made to the 
Secretary for Scotland for consent to borrow à further sum of 
£300,000 for electric light purposes,  - i 5 
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Hapton.—The offer of Messrs. Simpson Bros. to supply 
electricity to the district,on terms 5 per cent. cheaper than the 
Burnley Corporation, has not been accepted by the ratepayers, who 
held a special meeting to consider the lighting question. 


Kingston-on-Thames.—The 


reduce the price of energy for power, cooking and heating to 2d. per 
unit after March next. 


London.—PoPLAR.— Ап explosion occurred recently in 
an E.L. distributing box in West Ferry Road, Millwall, and a 
person passing at the time was burnt about the face and head. 

LAMBETH.—According to a return presented to the B.C. at ite 
meeting on the 286 inst., the total cost to the 17 boroughs which 
opposed the Supply of Electricity Bills last session was £6,898, 
made up as follows: Administrative County Bill, £4,935; County 


of London Bill, £618; City of London Bill, £613; East London, . 


&c., Bill, £339 ; Charing Cross Bill, £267; North Metropolitan 
Bill, £123. | 

Pappinaton.—The tender of the Metropolitan Electric Supply 
Co. to carry out an E.L. installation in the new Town Hall 
buildings for £636 has been accepted. 


Lower Bebington.—The B. of T. has threatened to 
revoke the U.D.C.'s E. L. order, which has cost the Council £150. 


Menai Bridge.—The U.D.C. has been asked by the 
National Electric Construction Co. to support a scheme to supply 
the Anglesca side of the Menai Straits with electricity. 


Nottingham.—The P.C. has asked the Woolwich B.C. 
upon what terms it will supply energy to the parish. 


Prestwich.—The Salford Corporation has quoted prices 


forlighting the public street lamps by electricity, and the U.D.C. 
has appointed a committee to consider the matter. | 


. Rostrevor.—AÀt a recent ratepayers’ meeting it was 
resolved to recommend the Sanitary Committee to adopt the E.L. 
scheme submitted by Messrs. Curran Bros., of Belfast. 


Sheffield.—The Sheffield Chamber of Commerce recently 
forwarded a copy of a resolution to the Corporation, stating that it 
had received а deputation from the Sheffield Electrical Contractors' 
Association on the subject of municipal trading as carried on in the 
electrical ionis | and wiring department of the Corporation. The 
Chamber recorded its disapproval of the Council's carrying on this 
department with public funds. The matter has been referred to 

-the E.L. Committee. 


Sheerness.—The Admiralty has decided that the E.L. 
and power installation at Sheerness Dockyard, which was postponed 
by order a few months ago, is to be taken in hand without delay. 
The work is to be carried out by private contract. 

Sutton Coldfield. — Another nicely printed and 
interesting little pamphlet has been received, this time from the 


d ire and manager of the Sutton Coldfield electricity depart- 
ment. 


Torquay.—By a majority of one vote the Corporation 


has decided not to entertain the question of disposing of its elec- . 


trical undertaking 


Upholland.—The U. D. C. recently approached | Wigan 
T.C. with reference to a supply of electricity, but Wigan has replied 
55 as the U. D. C. has not obtained a prov. order, nothing can be 

one. ; 


Walthamstow.—A writ has been served upon the 
Council for an injunction in respect of an alleged nuisance at the 
electric lighting station. Theclerk has heen directed to defend the 
action. 

Wantage.—4A fire occurred recently at the Wantage 
Engineering Co.’s Works, but the E. L. installation fortunately 
sustained no damage. 

Yardley.—The U.D.C. has decided to apply to the 


B. of T. for a further prov. order for E.L., which will enable the 
Council to transfer ita powers to & company or public authority. 


TRAMWAY AND RAILWAY NOTES. 


Altrincham.—The U.D.C. has memorialised the B. of T. 
for the grant of а prov. order for the revival of the powers granted 
to the Council by the Tramways Order, 1904. 


Bath.—The new Midland Bridge was opened on the 
12th inst. by Alderman Taylor, chairman of the Electric Traction 
Committee. The bridge is of fine proportions, and supersedes а 
smaller one. 
towards the cost. 


Birkenhead.—W ith regard to the opposition of the T.C. 
of Birkenhead to the action of the Mersey Railway Co. in starting 
a motor-'bus service to feed the railway traffic, referred to in last 
week's issue, matters at Birkenhead have reached an interesting stage. 
A special meeting of the Council was held on Tuesday to discuss the 


T.C. has resolved to 


The Bath Electric Tramways Co. contributed £11,000 . 


situation, and а resolution was passed to take legal proceedings 
against the Mersey Railway Co. to restrain the latter from running 
motor-omnibuses within the borough. Dr. Pearson said that the 
receipts from the Birkenhead tramways amounted to £50,000, and 
it was estimated that the loss which would be sustained by the 
tramways through the motor-'bus service would be one-eighth of 
the revenue. From the ferry receipts, which amounted to £25,000, 
the loes would also be one-eighth, making a total of £9,425, which 
would mean a rate of 44d. on the town. If the reduction were only 
one-sixteenth, it would amount to £4,713, equal to a 23d. rate. 
With the extra cost of repairing the roads, through wear by the 
motor-’buses, the ‘estimated total loss would be £11,000, which 
would mean a 6d. rate. Mr. Robinson reminded the Council that 
they held £5,000 in ordinary stock and £30,000 in debentures in 


the company. И | 


Bury.—The T.C. is promoting a Bill in Parliament pro- 
viding for the construction of new tramways which will connect u 


with those in the borough of Heywood in Rochdale Road and wi 
those of Ramsbottom in the Walmersley Road. The total length of 


tbe new tramway is a little over three miles. 


Colne.—The Colne and Trawden Light Railway has been 
completed, and on Thursday last week Colonel Druitt, R.E., of the 
B. of T., inspected the last section at Trawden, which is constructed 
partly on the public highway and partly on land acquired by the 
company. The line, which is 5} miles long, extends from a junction 
with the Nelson tramways through Colne to Trawden. 


Continental Notes,— FRANCE.— Arrangements are being 


. made for the transmission of electrical energy from the generating 


station of the Compagnie La Volta, near Moutiers, for motive power 
for the Lyons tramways. The power is furnished by a waterfall 
about 90 metres high, giving 14 cubic metres of water per second, 


and capable of supplying 12,000 н.р. The generating works, which 


have just been constructed by Messrs. Soprani et Basso Jean, con- 
tractors at Moutiers, are built for a power of 10,000 н.р., but only 


6,000 н.р. will be used at the start. Four dynamos will be worked 


by the water-power, the hydraulic works for which have been 
carried out by Bonnet, Bonnet Spazin et Cie., of Lyons. The power 
will be transmitted to Lyons, in the form of direct current, by 
means of two copper wires, 9 millimetres in diameter, and it is 
estimated that only 10 per cent. will be lost on the way —that is to 
say, that 5,400 н.р. will be available at Lyons. The poets, of first 
quality fir from the Black Forest, are placed at a distance of about 
40 metres from each other, and are deeply planted in the soil in a 
foundation of cement. There are 12,000 posta on the line, and 
the total cost of each post, including transport, erection, wires and 
all accessories, will be 72 fr. Two telephone wires will be placed 
alongside the transmission cable, one direct from works to works 
and one to various points on tbe line, for notification of breakdowns, 
&c. The line will be unique in the world, and is to cost nearly 
5,000,000 fr. po. 8 
GREECE.—It is proposed to substitute electricity for horse 
traction on the Athens tramway system, and for steam traction on 
the Athens-Phaleron line. Large quantities of new rolling-stock 
will be required. Ж 
SwITZERLAND.—The proposal for a railway through the Bernese 
Alps is becoming more and more defined. A Swiss contemporary, 
quoting from a report of the Department of Public Works of the 
Canton of Berne, states that, according to the memorandum of the 
international experts, Messrs. Colombo, Garnier & Pontzen, the 
Cantonal Committee received in 1904 from the Paris bank, Loste 
et Cie., in the name of a firm of contractors, an offer relative to 
the execution of financial and technical studies for the piercing of 
the Bernese Alps. The Committee accepted this offer, and in 
December, 1904, a contract was entered into for the presentation of 


the complete project. On October 3rd of this year the firm Loste 


et Cie. presented their plans and estimates for both steam and 
electric exploitation. Independently of these proceedings, the Com- 
mittee has appointed Mr. A. Zollinger (the engineer forthe Simplon 
Railway) to examine the question and submit plans for electrical 
exploitation. 

Iraty.—The Société du Tramway Rome-Civita Castellana has 
formulated a project for the extension of the electric railway from 
Civita Castellana to Viterbo. The line will be 42:5 kilometres 
long, and will connect with Falleri, Fabbrica, Corchiano, 
Vignanello, Vallerano, Canapino and Cagnaia. 

The Commune of Varese has approved of subventions for the 
construction of an electric tramway between Varese and Brinzio, 
and for the extension of the Varese to Lake Varese line as far as 
Sesto Calende. | 

On November 12th last a meeting was held at the Chamber of 
Commerce at Lecco for the purpose of proposing to the Govern- 
ment that the system of electrical traction at present in force on 
the Valtellina line should be extended to the Lecco-Milan, Lecoo- 
Bergamo and Ponte San Pietro-Usmate lines. More than 200 
sentatives of the provinces of Milan, Como, Bergamo and Sondrio 
attended, and, after having decided that the potentiality for traffic 
of these lines should be increased to render them capable of dealing 
with the increased Milan-Bergamo-Lecco-Valtellina trade, it was 
agreed that, considering that only а portion of the available 
hydraulic power is utilised for the Valtellina line, that the inevitable 
increase of traffic consequent on the change will give а correspond- 
ing stimulus to the revenues of the State, and will also increase the 
well-being of the people, and that the Government has promised 
from time to time to carry out this work, the meeting should urge 
the Government to undertake without delay the application of 
electrical traction to these lines. 


(Continued on page 1059.) 
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THE 


SINGAPORE ELECTRIC TRAMWAYS. 


THE newly-equipped tramways in Singapore may, with the 


exception, perhaps, of that thriving enterprise in Calcutta, 


safely claim to be the largest and most up-to-date system 
east of Suez. 

The buildings in Singapore, like those 
of other places in. the Far East, range 
from substantial brick and stone struc- 
tures to the rudely made huts of the 
native Malays. From the illustrations 
given herewith it will be seen that the 
streets are for the most part broad, 
straight and level, thus being admirably 
adapted for electric tramways. 

The total population is approximately 
250,000, which, besides Europeans, 
includes Eurasians, Chinese, Malays, 
Indians, Japanese, and many others. 

‘Singapore is situated almost on the 
equator and suffers but little variation 
in temperature all the year round ; the 
vegetation is, of course, of a tropical 
character. 

The City of Singapore @ Sincapore) 
was founded in 1819 by Sir Stam- 
ford Raffles. In 1824 the British 
Government, purchased by treaty from the then Resident 
Officer or chief, called the“ tumangong,” for 60, 000 Spanish 
dollars (£13,500) and a life annuity to the Sultan of Johore 
and his resident officer, of. 24, 000 dollars (£5,400), the 
sovereignty and fee simple of the island, as well as all the 


Fig, 2. —THEcBoILER PLANT: SINGAPORE. | 


seas, straits and islands to the extent of ten geographical 
miles around ; in 1830 it was made the capital :of the Straits 
Settlements, superseding Penang, and to-day it is un- 
doubtedly the most important trading centre in the south- 
east of Asia. | | 


The construction of the tramways was authorised 
by an ordinance passed by the Legislative Council of the 
Straits Settlements in 1902; the promoters of the scheme 
were the Association General, Ltd., 


London, and the Eust 


Fic, 1.—Visew-oF THE SINGAPORE POWER STATION AND CAR-SHED.:- 


India Construction Syndicate, Ltd., London, was formed 


for the purpose of carrying out the construction of the 
tramways. | 

The consulting engineers to the company are Messrs. Alfred 
Dickinson & Co., of Birmingham and London, who super- 
intended the carrying out of the work, 
for which the contractors were Messrs. 
Dick, Kerr & Co., Ltd., of London and 
Preston 

The contract included the construc- 
tion of а bridge over the Kalang 
River, in addition to the tramways. 

The work was commenced in July, 
1903, and the first section of the line 
was opened for traffic in J uly, 1905. 

The total length of the tramways is 
16 miles of route, the length of the 
single track being about 26 miles 
4 furlongs. The track is laid to metre 
gauge, with rails of the girder type 
weighing 95 lb. per yd., and the rail 
joints are welded by the “ Thermit " 
process. During the initiation of the 
scheme considerable discussion took 
place as to the advisability of having 
welded joints, the question at issue 
being, of course, the variation in the 
5 temperature; it was finally decided, 
however, that this difficulty was of too slight a nature to 
affect tlie joints after they had been securely welded togetlier 
by this special process. In addition to the welded joint, 
a single 000000 S.w. G. copper bond is provided at every 


joint, thus ensuring perfect electrical conductivity. . 
Е 


1056 


THE ELECTRICAL REVIEW, [Vol57. No. 1,466, Рксмвев 29, 1905. 


The routes in the centre of the city, and those running to 
the docks, are for the most part double track, with centre- 
pole construction, while the two routes leading north and 
north-east along the Serangoon and Gelang Roads respec- 
tively, are single lines with passing places, and are equipped 
with ' side-pole construction. 


Мр Ow rere. > 


Ба. 3. 


The permanent way throughout is of very substantial 
construction. The rails are laid on a longitudinal concrete 
sleeper 8 in. deep by 18 in. in width. The flange of the 
rail is embedded in the concrete to a depth of 2 in., and, 
consequently, there is a solid bed of concrete 6 in. deep under 
the rails, which are tied at intervals of х ft. .The road 
surface up to the rail level has been made up with 
macadam, rolled and consolidated in the usual way. 

The overhead 
struction consists prin- 
cipally of side and 
centre-pole construc- 
tion, and also some two 
miles of span wire 
construction. The 
poles are of mild steel, 
28 ft. 2 in. in length, 
and embedded 6 ft. in 
the ground, in a solid 
block of concrete. On 
the centre poles the 
lengths of arms are 
2 ft., while those on 
the side poles vary in 
length according to the 
distance from the pole 
to the track. 

The trolley wires, 
which are not neces- 
sarily over the centre of 
the track, the possible 
variation being about 


con- 


10 ft., are divided into Pic. 


half-mile 
means of section insu- 

lators. At each of these points, the main feeder cables are 
tapped and energy is led to the trolley wires by means of 
37/16 rubber-covered cables, which are carried up the inside 
of the poles and along the side of the bracket arms. A light- 
ning arrester is provided in each section pillar, as is also 
а telephone giving direct communication with the power 


sections by 


VIEW IN THE ENGINE Room: TRACTION PLANT IN THE BACKGROUND. 


4. 


house, and to guard against the tropical storms which are 
so prevalent in Singapore, the overhead system is additionally 
protected by heavy lightning arresters at every half-mile 
of wire; these are fixed on the poles in cast-iron boxes and 
are connected directly to the trolley wire. 

The whole of the feeder cables were supplied by Messrs. 
Callender's Cable and Construction Co., 
and laid by them on their solid bitumen 
system. | 

The system of feeders has ‘been 
arranged with due regard to future 
requirements, as it is generally antici- 
pated that within the near future the 
traffic will rapidly increase, both as 
regards passengers and the conveyance 
of goods. 

The generating station and car-shed 
occupy a position near the Rochore Canal, 
from which source water is obtained 
for condensing purposes. The depot 
buildings comprise the engine room and 
basement, boiler house, car-shed, machine 
shop, carpenters’ shop, paint shop, smithy, 
offices of the general manager and his 
staff, and the usual out-buildings. 

The engine ‘room is 190 ft. long 
x 48 ft. 9 in. in width, and contains 
two 500-KW. traction sets, one steam 
lighting set, one motor-generator light- 
ing set, and the necessary switchgear. 

The boiler house contains eight 
Lancashire boilers, arranged in two 
batteries of four boilers each; each 
boiler is capable of evaporating 6,000 Ib. 
of water per hour, with a working pres- 
sure of 175 lb. per sq. in. Feed water 
is supplied to the boilers by four feed 
pumps (two to each battery); these are 
of the duplex compound non-condensing 
type, taking water either from the hot well or a storage tank. 
There are two “ Green's " economisers, each containing 228 
tubes: one economiser is situated at either end of the 
boiler house. The chimney stack, which is of steel, is 

35 ft. in height, and 7 ft. internal diameter, and is a 
notable landmark for many-miles around. 

The traction engines were built by Messrs. Yates & Thom, 
Blackburn, and are of their well-known horizontal cross- 


THE Can DEPOT, SINGAPORE. 


compound condensing type, running at 100 r.p.m.: each 
is capable of giving a maximum output: of! 927 B. H. P. 
with a steam pressure of 165 lb. per sq. in. at the cylinders. 
Each engine is provided with a Worthington surface 
condenser, but may be worked either condensing ог 
non-condensing. The condensers are installed in the 
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basement, as are also all the steam pipes and other usual 
accessories. 

The generators аге of the Dick-Kerr continuous-current 
multipolar type, compound wound, mounted on the shaft 
between the н. and L. p. sections of the engine. Each 
machine is designed to give a normal output of 500 Kw. 
with а pressure of 550 volts, and to run separately or in 
parallel. They are in every respect in 
accordance with the firm's standard prac- 
tice. The magnet frame is of cast-iron, 
the pole-pieces being built of laminated 
steel and cast into the magnet frame. The 
commutation is sparkless at all loads, and 
the windings are so arranged as to give 
a 10 per cent. rise in the E. M.F. from no 
load to full load. "The lighting sets are 
for lighting the city and depót by means 
of incandescent and arc lampe, and in- 
clude one 150-K w. Dick-Kerr generator, 
running at a speed of 350—400 r.p.m., 
the dynamo of which is designed for use 
either as a compound or shunt machine, 
and is coupled to a “ Willans" triple- 
expansion condensing engine with exten- * 
sion base; also a 50-KW. Dick, Kerr 
motor-generator set, shunt wound, de- 
signed to give а normal output of 100 
amperes at 500 volts, and а maximum 
of 115 amperes at 550 volts, and two 
balancers of the same firm's make, for 
use in conjunction with the above light- 
ing dynamos, for 500 volts pressure. 

The switchboard was built by the 
contractors, and is composed of 15 
panels, each supported independently on an iron frame. The 
board consists of a main station panel, two generator 
panels, five feeder panels, one B. of T. panel, and six other 
panels for lighting, &c. 

The car-shed, 212-'ft. in length x 138 ft. in width, is 
built to accommodate, 84 cars, inspection pits for which аге 
provided under each track. | 


Fic, 6.— VIEW ON THE TRACK: KEPPIE. Roan. 


The rolling-stock consists of 50 passenger cars, three 
bogie motor goods vans, 15 four-wheel goods vans, and 
15 four-wheel goods wagons. The passenger cars are divided 
into two distinct types, 30 being of the single-deck, single- 
truck, open type, to seat 32 passengers, and 20 single-deck. 
single-truck, combination type, to seat 40 passengers. The 
whole of the rolling-stock was built by the United Electric 
Car Co., of Preston. The car-bodies are mounted on Brill 


21 E trucks, and each is equipped with two D.K. 25 B 
traction motors; the latter are of the four-pole, series- 
wound, single reduction type, capable of giving for one hour 
25 k. H. p. The controllers are of the same firm's standard 


D.B. 1 form “ patent metallic shield blow-out pattern, 
of the series-parallel type. 
The.cars are fitted with Hudson & Bowring lifeguards. 


Fic. 5.—StTREET SCENE IN SINGAPORE: SHOWING THE SINGLE-DECK_CaRs. 


The three bogie motor goods vans are each mounted on 
Brill 27 G trucks, the equipments being of the D.K. 25 B 
quadruple type, with the Р.В. 1 form “C” controllers. 
They are intended for a double purpose, namely, con- 
veying goods and hauling goods trucks, the general arrange- 
ment of the body being such as to provide a self- 
contained- van with divided sliding doors on each side, 


which may be se- 
curely locked np, 
and a vestibule 


canopy at each end 
as the platform for 
the drivers. The 15 
goods wagons аге 
equipped in а similar 
manner to the passen- 
ger cars; they are 12 
ft. in length and 6 ft. 
6 in. in width. These 
wagons are for general 
use for the'conveyance 
of various classes of 
goods up to six tons 
in weight ; the frames 
аге made of mild 
steel channels, stayed 
by longitudinal and 
cross stays, knees 
and gusset plates; 
the side of each 
wagon is provided 
with strong hinges. 
In order to protect 
the goods from the 
weather each wagon 
is supplied with а 
detachable light 
| angle-iron frame, 
upon which a tarpaulin is spread the full length of the 
car at a height of 7 ft. from the flooring of the wagon. 
They are, in construction, similar to the goods wagon 
described above. Each van is fitted with double sliding 
doors, and is the same size as the goods wagon. 

The successful completion of this interesting scheme adds 
one more to the numerous Far Eastern undertakings, for 
which Messrs. Dick, Kerr & Co. have been responsible, 
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THE WEDNESBURY ELECTRICAL UNDER: 
TAKING. 


THE Wednesbury Corporation obtained its provisional order 
in 1899, an agreement having been previously entered into 
with the Midland Electric Power Co. 

The arrangement provides for the Corporation distributing 
electricity to consumers in Wednesbury, the energy being 
purchased in bulk from the company in the form of two- 
phase current at a pressure of 200 volts. 

The Corporation's sub-station contains transforming plant 
to convert from two-phase to continuous, current, which is 
supplied to the five feeding points of a distributing network 
covering some 35 miles of the principal streets of the borough. 
The Corporation’ s mains are complete in themselves, and are 
so arranged that at any future date they may be supplied 
from a separate works, should that become advisable. It 
may here be mentioned that both the two-phase and con- 
tinuous current systems of distribution were very carefully 
considered, and the latter was decided upon notwithstanding 


constructed entirely of lead, and each cell contains 27 plates: 
the positive plates are of the Planté type and the negative of 
the pasted type. The cells have been supplied and erected 
on heavy pitch pine stands by the British Accumulator Co., 
Ltd., of Westminster. 

The battery is worked in conjunction with a Highfield 
booster, manufactured by the British Westinghouse Co., 
Ltd. The booster dynamo is capable of a maximum back 
hoost of 75 volta, during the charging of the battery, and is 
capable of keeping the pressure prac tically constant on charge 
or discharge, automatically, within a limit of 30 volts differ- 
ence of battery and line voltage, under all conditions of load 
(up to 325 amperes) and battery voltage. 

The exciter is direct coupled to the booster , and the ma- 
chine may be driven by either a continuous current motor of 
30 H.P., or a two-phase motor of similar size. The con- 
tinuous current motor is connected to the booster through a 
clutch, and the two-phase motor is similarly connected to 
the continuous current machine. These clutches enable the 
following arrangements to be used :—(1) Two-phase motor 
driving continuous current machine as a dynamo, booster dis- 


THE WEDNESBUBYECORPORATION’S SUB-STATION, SHOWING P.D.M. MoTor-GENERATORS, С. 


the additional expenditure necessitated by the transforming 
plant, so that full advantage could be taken of- tlie maximum 
demand system of charging (for the supply in bulk) and also 
to give the most convenient form of supply to the con- 
sumers. 

The sub-station buildings consist of the following: A 
generator room with switch gallery, an accumulator room, 
workshop, office, test room and stores. The buildings are 
arranged so that they may be easily extended: and in the 
case of the office building, provision has been made so that 
another floor can be added at any time with little or no 
alteration. 

The transforming plant includes two motor-generators, 
manufactured by the Phenix Dynamo Manufacturing Co., 
Ltd., of Bradford. These each consist of a two-phase 
induction motor coupled to a direct current generator, 
which is capable of delivering 300 amperes, at a pres- 
sure of 250 volts. "The starting gear is fixed on to two 
special pillars adjoining the mac по, 

The battery consists of 117 cells, and has а capacity of 
325 amperes for three hours. The containing cases are 


connected:;-(2) two-phase machine driving booster through 
D.C. machine shaft, the latter machine idle; (3) the same as 
(2), but continuous current machine being run as a generator 
as well ; and (4) continuous current machine only, driving 
the booster. 

In addition, a portable “ milking " booster has been pro- 
vided, consisting of a 200-volt two-phase motor coupled 
direct to a shunt-wound dynamo, capable of delivering 150 
amperes at 6 volts. | 

The switchboard, which consists almost entirely of metal 
and marble, is arranged in a “bay” form. The central 
portion is reserved for the two-phase feeder gear, and the 
direct-current main ammeter, voltmeter and time-picce. 
On the left side of the bay the direct-current feeder panels 
are fixed, and on the right, the machine panels.’ 

The switch gallery also contains the starting pillar of the 
booster. Ample space has been allowed behind the board. 
where, in addition to the switchboard connections, the main 
two-phase and direct-current meters are installed. 

The switchboard is arranged to control the following :— 
The duplicate two-phase * receiving " mains, three motors 
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(two main and one booster); a spare panel is allowed for an 
additional machine; five direct- current feeder and two spare 
feeder panels, two main dynamo and two booster panels on the 
direct- current side, one spare panel being allowed for each. 

A system of subways leads from the switchboard to the 
machines, battery, &c., and to the street, for conveying the 
connecting cables. The switchboard was built by Mr. W. 
Sanders, of Wednesbury, the instruments being of the 
permanent magnet edgewise and sector types, and mostly by 
Nalder Bros. & Thompson. 

The mains consist of two-phase twin concentric, `8, `8 and 
45 sq. in. lead-covered “receiving ” cables (connecting the 
Corporation’s sub-station with the Power Co.'s sub-station) ; 
concentric lead-covered direct-current feeder cables, and 
single lead-covered cables for the distribution network. The 


distribution is carried out on the two-wire system, the 


pressure of supply being 230 volts. All the cables are 
laid in wooden troughs, filled in solid with bitumen and 
protected by hard burnt tiles. Generally where there are 
tramway lines, and in important streets, the distributing 
mains are laid on both sides of the roadway under the foot- 
paths, but in the less important streets they are on one side 
of the road only. The cables were supplied by Messrs. ҮҮ. T. 
Glover & Co., Ltd., and are of their well-known diatrine 
paper-insulated type. 

The charges for the supply are as follows :—Lighting, 
6d. and 2d. per unit on the maximum demand (one hour) 
system ; power, 3d. and 14d. per unit, or a flat rate of 14d. 
per unit in the daytime, and 3d. during lighting hours. 

An important point in connection with a distribution 
undertaking such as this, is that there is no risk of an 
excessive cost of production in the early years. The charge 
for electric power in bulk to the Corporation is 8d. for the 
first hour of maximum demand for each day, and 825d. per 
unit for all further supply. The losses due to transformation 
and distribution appear principally in unite at the lower 
charge, and similarly in the accumulators the losses are 
entirely low rate units. Although the maximum demand 
system is used, yet owing to the diversity factor, the total 
maximum load of the Corporation is, of course, less than the 
sum of each individual consumer's maximum demand during 
each quarter. Further, the accumulators reduce the Cor- 
poration’s maximum demand on the Power Co. In- an 
undertaking of this nature the increase in the Corporation's 
capital charges as the load increases will not be heavy. 

A few figures ав to the results of 18 months’ working may 
be of interest. 'The consumers number about 90, and the 
connections have reached the equivalent of 5,258 8-c.P. lamps, 
including 28 H.P. in motors; and a further 596 lamps of 
8-C.P. equivalent have been applied for in addition. | 

A noticeable point has been the even pressure, which has 
rendered the use of Nernst lamps very satisfactory, and it has 
thus been possible to compete successfully with incandescent 
gas lighting in the borough. __ 

The technical negotiations with the Power Co. were 
carried out by Mr. Е. J. Warden-Stevens, of Westminster, 
who has acted as consulting engineer to the Corporation. 
Mr. T. H. M. Swinburne acted as clerk of works. The 
undertaking has been carried on for 18 months under the 
instructions of the consulting engineer, and the position of 
resident engineer is held by Mr. W. Fennell. 


TRAMWAY AND RAILWAY NOTES. 


(Concluded from page 1054.) 


Huddersfield.—At the meeting of the Huddersfield 
T.C. on the 20th inst, Mr. Ald. T. H. Moore and the Mayor 
criticised the action of the tramway employés in handing in their 
notices. Mr. Moore said that if the men had been advised by their 
union the strike would not have occurred. 


Hythe (Kent).—The T.C. has taken the opinion of the 
Parliamentary agents concerning the legality of the offer of one of 
the promoters of tramway schemes to pay a certain sum simply for 


the Council's consent to the application. The opinion is that the 


Council can only take the money for improvements and street 
widenings carried out. | 


. Liverpool-Southport Electric Railway.—The special 
motor carriage buil$ by the Lancashire and Yorkshire Railway Co. 
to maintain a through service between Southport electric railway 
and the south end of Liverpool, over their own lines to Beaforth, 
and thence over the lines of the Overhead Railway, has now covered 
1,000 miles of journeys to and fro over the route. The tests have 
proved so satisfactory that single carriages of this description will 
shortly be put into service. These special cars have accommodation 
for both first and third-class passengers, and for smokers and non- 
smokers, having seats for sixty passengers. 


London.— UNbERGBROUND ELECTRIC RAILLWAVS.— А 
certain modification is proposed in the arrangements made between 
the B. of T. and the L.C.C. in 1904 on the subject of precautions 
against fire in underground electric railways. Since that time the 
chief officer of the Fire Brigade has had an opportunity of in- 
specting an underground line built in accordance with the require- 
ments of the B. of T. Asa result, the officer is of opinion that the 
minimum requirements should be amended in certain respects, us 
regards the provision of fire hydrants, water and sand buckets, &c., 
and extincteurs. 

L.C.C.—On Wednesday last week Col. Yorke, on behalf of the 
B. of T., inspected the length of tramway which has been con- 
structed from the Highgate Archway to the Archway Tavern to 
link up the tramway systems of the Middlesex and London County 
Councils. This short length of tramway has been constructed by 
the L.C.C. on the overhead system, and will be leased to the Metro- 
politan Electric Tramways, Ltd., and worked by them in con- 
tinuation of the line from Whetstone to the Archway, which they 
already lease from the Middlesex. County Council. The new line 
was opened for public traffic on Friday last. 


New York.—The Times New York correspondent states 
that August Belmont & Co. have purchased control of the Metro- 
politan Street Railway system from Mr. Thomas F. Ryan. The 
deal includes the purchase by Mr. Belmont and his associates of all 
the stocks and bonds of the Metropolitan Securities Co. and the 
Metropolitan Street Railway owned by Mr. Ryan and his associates. 
It will result in the absorption of the Metropolitan Street Railway 
system by the Interborough Rapid Transit Co., which already holds 
the lease of the clevated railway system and the working contract 
for the subway. In other words, Mr. Belmont and his associates 
gain an absolute monopoly of passenger transportation in Manhattan 
and the Bronx—underground, surface and overhead. Mr. Belmont. 
now controls the greatest traction monopoly in the world. 


Walthamstow.—It was decided by the U.D.C. on 
Friday to apply to the B. of T. to extend the time fixed by the 
Walthamstow and District Light Railway Order, 1903, within 
which the light railways are to be completed, for a period of three 
years. 


TELEGRAPH AND TELEPHONE NOTES. 


Brighton.—The T.C. has decided to apply to the 
L. G. B. for a loan of £2,000 for connecting new telephone sub- 
scribers to existing spare plant, pending the settlement of the 
negotiations now in progress with the post office. 


Far-Eastern Cables.—A banquet was recently given at. 
Cologne by the German-Datch Telegraph Со. to celebrate the open- 
ing to traffic of the company's cable between Menado, Yap, Guam 
and Shanghai. In addition to the directors of the company, there 
were also present representatives of the German and Dutch Govern- 
ments and of the allied concerns, the German Atlantic Telegraph 
Co., and the Nordenham cable factory, which made the cable in 
question. State Secretary Kraetke, who delivered the first speech, 
gave a review of the political development of the scheme, and 
mentioned that he frequently had occasion to report the progress 
made to the Kaiser, who took great interest in the work, as also 
did the Queen of Holland. The Dutch Minister Fock observed 
that the Queen had expressed high satisfaction at the success of 
the enterprise, and had authorised him to present to the president 
of the board of directors (Herr Müller) the Commander's Cross of 
the Orange-Nassau Order. Herr Max von Guilleaume, in reply to 
kindly references to the work performed by the North German 
Marine Cable Works Co., of Nordenham, observed that he wished 
for further prosperity for the cable industry, with the prospect of 
the establishment of a German cable between the Fatherland and 
South America. 

Germany.—The Imperial telegraph system will be 
appreciably extended in the coming year. According to a recent 
official notice, 1,590 new telegraph offices are to be opened. With 
few exceptions, the places to be connected are small country ones, 
which will be served by telephone, and become telephone 
stations as well, but there are several important lines. 


Glasgow.—The National Telephone Co.’s switch-room 
plant at the Royal Exchange, which was destroyed by fire on 16th 
inst., was reopened on the 22nd, and it was expected that the service 
would be fully resumed atthe beginning of this week. 


Italy.—As mentioned in this column last week, the 
Minister of Posts and Telegraphs was act vely engaged in the pur- 
chase of the telephone lines at present worked by private contract. 
A special commission is at present calculating the value of the 
various lines as a basis for purchase. The Société Générale 
Italienne des Telephones and the Société des Telephones de la Haute 
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Italie are to renounce their rights at the end of a year, and to accept 
з sum based on the returns for the remaining years of the conces- 
sion. By the purchase, the Government will appropriate :—The 
15 city services of the Association Générale Italienne des Télé- 
phones; the nine intercommunal lines of the same society ; the nine 
city services of the Société des Téléphones de la Haute Italie; and 
the six intercommunal lines of the same company. 


Leeward Islands.—The Acting Colonial Secretary of 
the Leeward Islands, in a recent report, states that the subsidies 
paid to the West India and Panama Telegraph Co. amount to 
£1,400 per annum, of which Antigua pays £500; St. Kitt's Nevis, 
£500; and Dominica, £400. There is no telegraphic communica- 
tion with either Montserrat orthe Virgin Islands. There are tele- 
phone services in the presidencies of Antigua, St. Kitt’s and 
‚ Dominica. In Antigua there are 150 instruments in use and 260 
miles of wire; in St. Kitt's, 87 instruments and 253 miles of wire; 
in Dominica, 92 instruments and 280 miles of wire. In Antigua, 
receipts in 1904 amounted to £746, and expenditure to £711; in 
St. Kitt’s, receipts £408, expenditure £456; and in Dominica, 
receipts £306, expenditure £1,396. This is the first occasion on 
which a surplus has been shown on the working of the Antigua 
telephone service. The expenditure in Dominica is somewhat 
large, owing to the extension of the system to the country districts. 


Telegraphic Interruptions and Repairs :— 


Trinidad-Demerara (No. 1.) А 


Domini ee es [EJ es 
St. Lucia-Martinique .. A Pu 48 .. Мау 7, 1902 ee 
Reissa-Issa (Yemen) Camaran s s .. Oct. 22, 1902 us 
Cayenne-Pinheiro es as * ae 
Tarifa-Tangier еа ee ee ee ee * . eo 
Closed { Visdivostock Nagasaki .. .. .. Feb, 1904... 
Port Arthur-Chifu .. as T .. Mar.7, 1904.. ec 
Colon ee ee ee ee ee es Jan. 5, : 1906 .. ee 
Cadiz-Tenerif oe ае eo oe es _ өө July 20, 1906 ee ° 
Puerto Plata-Martinique is Bu aw .. Oct. 90, 1905 
LANDLINES. 


Puerto-Barrios ee ee ee ee ee ee Aug. 28, 1902 ee ` x 
Kertch-Soutehoum ee ee ee ae es Be t. 27, 1904 os ee 
Communication with Brazil via Galveston .. July 18, 1905 x 


Venezuela Cable Dispute.—The Morning Post Wash- 
ington correspondent states that the Franco-Venezuelan dispute is 
rapidly becoming a farce, but at the same time it is a fine obiect 
lesson in the efficacy of the Monroe doctrine in protecting South 
American dictators from European wrath. France, he says, hivted 
to the Washington Government that she would like to make an 
Omelette à la Castro." The Washington Government said, in sub- 
stance, that it had no objection if, in making the omelette, France 
would break no eggs! | | 

A Reuter message states, according to a Herald Caracas telegram, 
that President Castro, on 13th inst., withdrew not only the objec- 
tionable phrase in the Venezuelan counter protest to which France 
objected, but the entire Venezuelan protest, thus rendering possible 
а settlement of the dispute with France. 


Wireless Telegraphy.— The Standard New York cor- 
respondent reports that the North German liner Bremen received 
wireless messages from Nantucket when she was 631 miles eastward, 
which continued until she was 319 mileseastward. From that point 
, messages were incoherent until within 30 miles of the position of 
the sunken lightship. The Bremen’s inquiries regarding the inco- 
herency of the messages were answered by foul language, suggest- 
ing the intervention of some rival agency, which the officers of the 
Bremen declare they will further inquire into. 


CONTRACTS OPEN AND CLOSED. 


OPEN. 


Aberdeen.—January 6th. Six tramcar top-deck covers 
for the Corporation. See Official Notices” to-day. 


Croydon.— January 9th. The Guardians are inviting 
tenders for electric fire alarms at the Infirmary. Spccifications, &c., 
from Mr. Henry Berney, architect, 104, George Strect, Croydon 
(deposit, 43 3s.). | 


Grimsby.—January 5th. 500-Kw. engine and dynamo, 
boiler, switchboard, and other plant and cables for Corporation 
electricity department. See “Official Notices" December Sth. 


Islington.—January 1st. Suggestions for purification 
of water are invited by the B.C. electricity department. See 
„Official Notices" December 8th. 


Marylebone.—January 10th. House service fuse boxes, 


also stores, for the Borough Council See two Official Notices“ 
December 22nd. 


‚ Pontypridd.— January 1st. Cable conduits for the 
U. D. C. See “ Official Notices December 22nd. | 


Pontypridd.—January 15th. Eight double-deck tram- 
cars for the U.D.C. See “ Official Notices " December 22nd. 


St. Рапегаѕ, January 9th. Arc lamps, columns and 
cradles for the B.C. See Official Notices” December 22nd. 


Southend-on-Sea.— January 25th. One 500-кү. steam 
dynamo for tbe Corporation. See “Official Notices" December 


22nd. 


! 


CLOSED. 


Glasgow.—Messrs. Malcolm & Allen have received the 
contract for the electric lighting of Pollokshields Library, their 
offer amounting to £179 18s. 6d. 

The sub-committee on works of the Electricity Committee, 
having considered the tenders received for providing and erecting 
(1) three sets of turbine-driven generators for Port Dundas and 
St. Andrew's Cross stations; (2) nine motor-generators and acces- 
sories for sub-stations ; and (3) high tension and low tension switch- 
boards and instruments for sub-stations, agreed to recommend the 
acceptance of the following offers :— 


Willans & Robinson, Ltd., for the turbine-driven. generators £43,717 0 0 
British Westinghouse Co., Ltd., to the extent of seven sets ў 


of motor-generators and double-balancifig attachments. 17,850 0 0 
Bryce Peebles & Co., Ltd., to the extent of two sets of motor- 

generators and double-balancing attachments "m 5,000 0 0 
British Westinghouse Co., Ltd., for high-tension switch- 

boards and instruments .. i m s Sx © 86711 0 
Ferranti, Ltd., for low-tension switehboards .. is v 1998 0 0 


"The total amount of these offers is £68,832 11s. 


The Tramways Committee has recommended for acceptance the 
following offers :— Be 

Scrap lead.— William Stevenson & Co. 

D.C.C. wire.—The London Electric Wire Co. 

^ Oilskin suits.—Lewis's. 

Springs.—L. Stearn & Co., and George Turton Platts & Co. 

Electric lift for Coplawhill car works.— Turner, Atherton & Co. 

1,000 13-mm. carbons for arc lamps. — Siemens Bros. & Co. 


The contract for the boilers required in connection with the 
extensions of the electricity works at Port Dundas and St.''Andrew's 
Cross stations was the subject of a spirited discussion at the T.C. 
The Committce, by а majority, recommended the acceptance of the 


offer of Messrs. Babcock & Wilcox, Ltd., for ten boilers, at £16,716. 


An amendment was that nine of the boilers be given to Babcock 
and Wilcox, and one boiler to the Stirling Boiler Co. Mr. Willock, 
the convener, in moving the approval of the minute, said that the 
contract had been carefully looked into, and although it appeared 
at first sight that the difference between the two offers was £2,000, 
after taking into account the extra cost of erection, and the extra 
cost necessary to equalise the amount of material offered in both 
cases, the difference between the two offers amounted to £629, 
which, spread over ten boilers, was really a very small amount per 
boiler. The department had already twenty boilers of the Babcock 


.and Wilcox design and they had given every satisfaction. They 


were, naturally, anxious to continue with those if the price was 
any way reasonable, so as to have the advantage of the various 
eeonomies which arose from uniformity of plant in the boiler 
house. Their engineer had estimated that there would be a saving 
of something like £210 per annum in fuel and repairs on the extra 
capital expenditure of £629. They were, therefore, of opinion 
that they were really accepting the lowest offer. Although material 
had risen in price since they last bought boilers, the quotation now 
recommended for acceptance was lower than the price last paid by 
he department to Messrs. Babcock & Wilcox for boilers. Mr. Alston 
moved that the minute be remitted back to have expert opinion on 
the boilers. Bailie R. S. Brown, in seconding, said he had consulted 
several eminent boiler makers, and their opinion was that the 
Stirling boiler was the better of the two. Mr. Wallace said that 
if they laid down the doctrine that only one firm could supply 
boilers to the Corporation they would greatly restrict competition. 
The Stirling boiler was considered in America to be one of the 
best boilers in the world. He denied that there would be any 
such saving with the Babcock & Wilcox boilers as Mr. Willock had 
suggested. Не had estimated that they would save £70 а year on 
the ten boilers. That was very fine figuring. The Stirling Co. 
were prepared to guarantce that the boiler would come up to the 
standard laid down on the specification, and also to build in the 
boilers at the same price as the Babcock & Wilcox Co. Ultimately 
the minutes were sent back to the Electricity Committee for 
further consideration. 


II ford.— The I. D. C. has accepted the tender of Messrs. 
Johnson & Phillips, Ltd., for the supply of feeder cable, boxes, &c., 
at £1,689. ö 

India.—Iyniun | Engineering states that the tender of 
Messrs. T. E. Thomson & Co., of Calcutta, for the supply of electric 
fans and lighting equipment to the new Howrah station of the E. I. 
Railway has been accepted, the price being Rs. 20,000. 


London,—SovuTuwarKx.—The , B.C. has accepted the 


tender of Messrs. Hammond & Champness, at £57 10s., for electric 


fittings for the stables. 


There were 12 tenders, ranging from that 
accepted to £123 11s, 5d. | i 


{ 


— — . ——⏑ oa aan a a ИЛЬ». 


xc —— ell, ee — 


— „ 


— — — = 


| —ÓÓÀ 


Vol. 67. No, 1,466, Dorus 29,1905] THE ELECTRICAL REVIEW. © 


1061 


Leyton.—The U.D.C. has:provisionally accepted the fol- 
lowing tenders :— 


Stirling Boiler Co.—-Two boilers, with superheaters. 

Tudor Accumulator Co.—Storage battery. 

Brush Electrical Engineering Co. Two engines, with Mirrlees-W atson's con 
enser. 

Midland Engineering Co.—Condenser water cooling-tower. 

Mr. Boby.— Feed water heater and purifier. 

Lancashire Dynamo & Motor Co., Ltd.—Reversible booster and motor transe 
former balancer with connecting apparatus. 

Therinit, Ltd.—Welding and bonding tramway rails. 

Troup. Curtis & Co.—Installation of electric light at Loa Bridge branch 
ibrary. 


Salford.— The Education Committee has accepted the 
tender of Mr. Е. М. Burley, of Blac 1, for installing the electric 
light in the Secondary School and Pupil Teachers’ Centre, at 
£168 178. 6d. 


Walthamstow.—Tbe U.D.C. has placed an order with 


Messrs. Connolly Bros., for cables for wiring schools. 


Warrington.—The Electricity and Tramways Committee 
has accepted the tender of Messrs. W. House & Son, of Heckmond- 
wike, for four car-top covers, at £280. 


FORTHCOMING EVENTS. 


a 


Thursday, January 4th.—Rugby Engineering Society. Mr. F. R. Clough on 
: The Conversion of Mechanical into Electrical Energy.“ 
At 8.15 p.m. Röntgen Society, at 90, Hanover Square. Presidential 
Address by Prof. F. Soddy on “The Present Position of Radio- 
Activity." 
Saturday, January 6th.—I.E.E. (Manchester Students). 
Electrical Storage Co.'s Works. 
Tuesday, January 9th.—At 8 p.m. I. E. E. (Glasgow). Meeting. 
Wednesday, January 10th.—At 8 p.m. Association of Engineers-in-Charge- 
Mr. F. Crawter on ‘Storage Batteries and their Application to 
Public Institutions.“ 
Trainways and Light Railways Association. Mr. A. L. C. Fell “Оп 
Brakes.“ 
Friday, January 12th. At 7.30 p.m. I. E. E. (Manchester Students). 
Ward on The Electrical Equipment of Automobiles.“ 
At 8 p.m. I. C. E. (Students). The Theory of Machines by Prof. 


Visit to the Chloride 


Mr. J. C. 
J. D. Соппаск. 
аа ана) 


NOTES. 


— DeL dor. nimm 


A Prosperous New Year.—The ELECTRICAL Review 
desires to wish ‘all of its friends everywhere a time of great pros- 
perity during the coming year. May there be unprecedented progress 
15 M department of British electrical industry at home and 
abroad! ; 


The Electrical Trades Benevolent Institution.— 
In a recent issue we made brief reference to this new effort of the 
National Electrical Manufacturers’ Association. It may interest 
our readers if we give a short summary of the rules of the Institu- 
tion, so that its objects may be better understood. 

The Institution will be supported by donations, annual subscrip- 
tions and bequests. Its object is to grant pensions and to dispense 
temporary relief to deserving and necessitous persons, who are, or 
have been, engaged in the electrical trade in the United Kingdom, 
or to their widows and families. Applicants must have been sub- 
scribers for at least five years, and have been engaged in the elec- 


trical trade, and must not be less than 50 years of age, unless it 


shall be proved to the satisfaction of the Committee that although 
less than that age they are incapacitated from earning a living by 
reason of mental or bodily infirmity : or widows of subscribers who 
are in necessitous circumstances during widowhood. 

The Committee may make immediate grants of money to relieve 
temporary or urgent neccssity, or amongst the children or widows 
of those who are, or have been, engaged in the trade; but no grant 
shall exceed the sum of £20. 

The affairs of the Institution will be managed by trustecs and a 
Committee of not more than 30 (five to form a quorum), to be 


elected by the donors and subscribers at the annual general meeting. 


One-third of the Committee are to retire each year in rotation, but 
they shall be eligible for re-election. | 

А general meeting of donors and subscribers is to be held annually 
in the month of March or April, at which the general business of 
the Institution will be transacted. No member whose subecription 
is in arrear shall be eligible to vote. | . 

The amount and term of an annuity shall be determined by the 
Committee. 

Subject to the rules providing for appointment otherwise than 
by election, all pensioners shall be elected by the votes of donors 
and subscribers to the Society immediately after the annual general 
meeting in each year. 

Upon the death of any pensioner the Committee may grant any 
sum not exceeding £7 for or towards funeral expenses. 

Upon the death of a pensioner leaving any child or children who 
were dependent upon him or her, and who are unprovided for or 
insufficiently provided for, an annuity of such amount as may from 
time to time be determined, not exceeding £6 per annum, may be 


- 
. 


granted by the Committee to each such child, to continue until he 
or she attains the age of 14 years, or for any less period, but so, 


~ 
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nevertheless, that the total amount of the annuities payable under 
this rule to the children of any one pensioner at any one time shal] 
never exceed the annual sum of £50. 

A single payment of £1,000 shall entitle the donor-to found and 
name a permanent pension of £40 per annum with the nomination 
without ballot, during his lifetime. The nominecs of special pen- 
sions must in all cases be eligible under and subject to the existing 
rules of the Institution. i 

Only subscribers and donors to the funds shall be cntitled to 
attend and vote at general and extraordinary general meetings. 

Donations on behalf of a firm, corporation or association shall 
entitle them to one vote for every £1 given, or donations of £100 
shall entitle them to nominate a Governor for 10 years, with 10 
votes per annum. 

Donors contributing £100 in one payment shall be Life Governors, 
and shall be entitled to 10 votes each year. А 

There ате, of course, many details in the rules for which we are 
not able to spare space, but anyone who feels particular interest 
in the matter could doubtless obtain a complete copy by communi- 
cating with Mr. Walter Davenport, the Association’s secretary, at 
Ridler Place, Holland Street, Blackfriars. 


A Short Caused. by a Balloon,—lIt is reported from 
Vienna that a short circuit was caused by a balloon on the evening 
of December 7th in the village of Zistel, not far from the paper 
and celluloid works at Potoshmuhle and Krummau. It appears 
from Austrian accounts that the occupants of the balloon brought 
the latter nearly to the ground, and the peasants who caught the 
anchor rope were requested to post a correspondence card. The 
card having been handed over, the balloon was released, but at 
first it did not rise any higher, and in the darkness the aeronauts 
did not appear to notice the overhead electrical conductors carry- 
ing current at 15,000 volts from the generating station of Messrs. 
The anchor rope caught the lightning con- 
ductor wire, which was thrown down on to the high-pressure mains, 
and in a moment a heavy short circuit took place. A further 
result of the “ fireworks" was experienced by the before- mentioned 
paper and celluloid works being deprived of power for working the 
machinery, the interruption in the supply extending over five 
hours. In the meantime the Balloon had risen and passed away. 
The occupants of the balloon, as shown by the posteard, were 
members of the Augsburg Aeronautical Club, which, it is stated, is 
to be made responsible for the expenses of the interruption in 
working. | 


Water-power in Switzerland.—The Swiss Federal 
Council has approached the long-debated question of the conserva- 
tion of the national supplies of water-power in a form that was 
entirely unexpected. Desirous of having ample water power for 
the production of electrical energy forthe projected working of the 
railways by electric traction, the Federal Council has prepared a 
scheme which contemplates the “prohibition of the export of 
national water powers,” or in other words, the stoppage of the 
electrical transmission of power over the frontier. The preamble 
of the scheme does not suggest an absolute prohibition once and for 
all time, but rather that the utilisation of Swiss water powers 
should be assured for the interests of the country and the popala- 
tion. Thus in so far as the power is not required in the country, 
it will be available for use in neighbouring lands, but where: 
needed in Switzerland it should be at the disposal of the native 
population. · In subjecting to the approval of the Federal Council 
proposals for the utilisation in other countries of the product of. 
Swiss water power, the scheme foresees the possession of a weapon , 
for fighting the competition of foreign industries favoured with 
lower wages and more satisfactory conditions of sale. The legis- 
lative project seems, to some extent, to be aimed at Germany, and 
in this connection а Basle newspaper asks what would happen if 
Germany were to retaliate by placing an embargo on the export of 
coal to Switzerland. The answer, which is not given by the Swiss 
newspaper, is that the French coal producers would be glad and 
willing to increase their exports to Switzerland. But suppose 
Germany were to forbid the transmission (export) of electrical 
energy from Rheinfelden and Lauffenburg across the frontier into 
Switzerland ? This problem has apparently not yct been taken into 
account, and it is really a question whether the present scheme has 
been brought forward with the serious belief that it will be 
approved by a majority of the legislators and the population of 
Switzerland. 


Welding with Acetylene Gas,—Engineer Memmo 
publishes in the Bulletin of Italian Engineers and Architects a 
praiseworthy article on the welding of metals with acetylene gas. 
The employment of acetylene for the generation of heat is of very 
recent date, and shows great promise of entering successfully into 
the field of practical work. Acetylene can, in a small space, 
produce most powerful effects by extremely simple means, and 
should be used in the future in place of the hydrogen flame. 

With the oxyhydrogen flame it is usual to calculate а weight of 
89:6 grammes per cubic metre, and a resulting heat during com- 
bustion of about 3,090 calories. A cubic metre of acetylene gas 
weighs about 1,165 grammes, developing in combustion over 14,000 
calories. 'The theoretical proportions required to assure complete 
combustion are 23 volumes of oxygen per volume of acetylene. The 
flame has a centre of azure blue surrounded by an intensely heated, 
almost colourless, zone. The temperature of combustion is very 
difficult to determine on account of the extremely rapid diffusion 
of the heat; the most recent experiments place it at 3,800" to 
4,000" C., as against 2,500° to 3,500? for the hydrogen flame. The 
jet becomes brilliantly luminous whenever the acetylene gas is in 
excess of the proportion of oxygen, and this gives sufficient 


indication to the operator to enable him to determine practically 
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the proportions necessary to give the best effect, by slowly 
increasing the oxygen until the outer sheath of the flame becomes 
practically colourless. І 

The cost of acetylene gas is given at 14 lire per cubic metre, апа 
3 lire per cubic metre for oxygen; this, in the proportions used for 
welding, works out to 26 lirc, or, approximately, 87s. per 
1,000 cb. ft. On this basis the cost for ordinary work would come 
out at about 6d. per hour. | 

The first mixing tubes employed consisted of the usual simple 
arrangements, but the results were imperfect. Experiments were 
then tried by passing the two gases through a single tube, соп- 
taining diaphragms of porous material, before the nozzle was 
reached. Again the result was. unsatisfactory, on account of 
frequent stops necessary to change these diaphragms, and the 
liability of gas taking small fragments of the porous material with 
it, and thus blocking the nozzle. Recently the plan has been adopted 
of passing the two gases through several extremely fine tubes, con- 
tained in one large tube, beyond the Т piece connected to the 
separate holders, and this has afforded excellent results, when 
working with an initial pressure equivalent to 1 or 14 metres of 
water. 

When intending to use this apparatus, rubber tubes are connected 
between the receptacles containing the oxygen and the acetylene, 
both of which must be provided with pressure regulators, and on 
the acetylene tube there should also be provided а non-return valve, во 
that under no circumstances can the greater pressure of the oxygen 
gas cause it to invade and become mixed with the acetylene in the 
generator or holder of the latter; such a mixture might be 
extremely dangerous. The spear-like flame should have a diameter 
of 3 to 4 millimetres, and a length of 10 to 15 millimetres. 

If there is too much acetylene, there will be a luminous white 
sheath due to the free carbon. With an excess of oxygen, the 
flame becomes too clear, and there is the probability of frequent 
extinction of the flame. 


With care in the quantitative adjustment of. the gases, an . 


extremely neat weld can be effected in about onc-fourth of the 
usual time. Experiments made on welded steel show that the 
results are ав strong as those obtained by electrical welding. 

Examples are given of practical work done in repairing boiler 
plates by welding in new portions, and in repairing a vulcanising 
machine worked at a pressure of 5 atmospheres. Other important 
work, for which it is indicated that the flame may be extremely 
useful, is the welding up of a system of tram raile. The high tem- 
perature effects the fusion of platinum and all the other more 
refractory metals. Whilst approaching the high temperature of the 
electric arc, acetylene admits simple mcans for the regulation of the 
working temperature. 


The Rusting of Iron.— The Journal of the Chemical 
Society issued in October last, includes a paper on the above subject 
by Prof. Dunstan, Dr. Jowett and Mr. Goulding. The paper 
contains a full account of some investigations begun by Prof. 
Dunstan several years ago, first mentioned in a lecture delivered 
by him before the Royal Artillery Institution at Woolwich in 
1898, and afterwards briefly referred to in the Proceedings of the 
Chemical Society during the year 1903. The results of tbe 
research completely upset the favourite view as to the cause of the 
rustiug of iron, and are therefore of considerable importance to all 
engineers, Based on some experiments carried out by Сгасе 
Calvert а good many years ago, and fortified by the approval of 
Prof. Crum Brown, most of [our text-books have stated tbat iron 
rusts in damp air only in presence of carbon dioxide, otherwise 
called carbonic acid рав, the latter body being a necessary re-agent in 
order that the liquid water permanently in contact with, or 
temporarily condensing upon, the metal might become acid, and 
might dissolve the iron just as aqueous hydrochloric acid does. 
Hence we have always imagined that three separate substances 
must approach a piece of iron simultaneously before it can be 
oxidised, viz., oxygen, liquid water and carbon dioxide; and it has, 
therefore, followed from this, that any arrangement capable of 
keeping onc of these materials at a distance, should be competent 
to preserve the metal from corrosion. This idea has, indeed, been 
apparently borne out by the manner in which iron can be prevented 
froin rusting if moisture, or the condensation of water vapour upon 
it, is avoided; and by the fact that articles kept in contact with 
slaked or preferably quicklime in powder (an absorbent of carbon 
dioxide) remain bright. 

It now appears, however, that the presence of carbon dioxide is 
not necessary during the process of rusting, but only that of oxygen 
and liquid water. In contact with dry oxygen or carbon dioxide, 
or a mixture thereof, iron does not rust; nor does it, if the gases are 
moist, provided always that condensation does not occur. The 
actual method whereby ordinary rust is formed, appears to involve 
the temporary production of hydrogen peroxide, thus, Fe + О + 
HO = FeO + HjO, Half the hydrogen peroxide reacts with the 
ferrous oxide to yield “rust,” a body having the formula 
Ғе,О(ОН),; while the other half acts upon a fresh quantity of iron 
in the same fashion as the mixture of oxygen and water. Alkalis 
and alkaline salts, such as sodium, potassium and ammonium 
carbonate, calcium hydroxide (slaked lime), ammonia, &c., prevent 
rusting, not because they withdraw the carbon dioxide from the 
sphere of action, but because their presence leads to the establish- 
ment of conditions in which the production of hydrogen peroxide 
is inhibited. When zinc “rusts,” the presence of hydrogen peroxide 
can be detected, but that is not possible in the case of iron. 
Rusting may be somewhat assisted or hastened by the carbon 
dioxide of the air, but the quantity at hand is so small that the gas 
can only play a small and subordinate part in the process. The 
rusting of pure iron is not an electrolytic phenomenon, and no 
hydrogen is set free. 


Load Factor and Operating Costs.—The generation 
of electrical energy entails several considerations which are some- 
what liar to the industry itself. One of these is the question 
of А factor: А proper study of the effect of load factor in any 
individual plant is indispensable if the commercial value of the 
concern is to be a maximum. The whole matter resolves itself into 
an effort to flatten the load curve. Several means have been 
adopted towards this end, all more or less successful. Various 
systems of charging have been originated in order to discourage 
load during the peak hours and encourage the use of current during 
times of slackness. It must be remembered, however, that for every 
area there is à certain maximüm load factor which no amount of 
juggling will improve. Further improvement can only take place 
by so arranging the plant as to generate with the greatest economy. 
The much-discussed battery here steps in. Of course, the efficacy 
of the battery is often limited by its smallness, and because a small 
battery does not give the result that its installation promised, it is 
often assumed that the principle. is not во good as its supporters 
would have it, when, as a matter of fact, а larger battery would have 
made all the difference. А battery, moreover, in addition to its 
usefulness as a flat-iron, provides a certain amount of insurance 
against collapse of supply, and in all cases the amount of latitude 
in the operation of the plant which results from ite use bas a bene- 
ficial effect, by no means negligible, on the staff itself. 

There are probably several concerns in the United Kingdom 
whose generating plant is installed in two or more stations. The 
advantages that very often accrue from operatiug these stations in 
conjunction, where possible, with а view to economy of running is 
well brought out by Mr. L. P. Crecelius in a recent paper read 
before the American Railway Mechanical and Electrical Association 
at Philadelphia. He mentions a large light railway system—the 
United Railways Co. of St. Louis—running two plants of 13,950 kw. 
and 7,000 xw. capacity and two smaller ones. The bus-bars of the 
larger stations were coupled to the smaller ones by means of trank 
mains of sufficient section to carry the load of these smaller works 
during the hours of light load, allowing for a reasonable loss of 
pressure. Heavier loads were negotiated by running up the smaller 
stations on to the bus-bars as required, so keeping constant load in 
the main centres for a longer period of the day, the efficient running 
of the smaller plants being a subsidiary consideration. The result has 
been a saving of £36 per day on the total cost of operation with a 
load factor in the larger stations of 57:7 per cent., as compared with 
50:28 per cent. when running isolated. The article is illustrated by 
curves obtained from the plant, and the use of the battery in 
levelling the load is demonstrated. $ 


London and Brighton Motor Way.— This scheme, of 
which particulars have been published, includes the establishment 
of а generating station for the supply of electrical energy on the 
banke of the River Wandle, near Waddon Mills, Croydon. 


Electric Power: A Royal Commission ? — The 
Morning Post says that in view of the magnitude of the issues 
involved in the schemes of,the London County Council and private 
companies for the supply and distribution of electric power in the 
Metropolis and over a large area outside, it is anticipated that one 
of the early administrative acts of the new Government, will be to 
recommend the appointment of a Royal Commission to consider 
апа report on this important question. 


Glasgow and West of Scotland Technical College. 
—The new technical college, which has been erected at a cost of 
over £200,000, was formally opened on Thursday last week by 
Captain Sinclair, M.P., Secretary for Scotland. The college is 
the oldest in the kingdom, and with its new buildings the largest 
in Great Britain. The electrical engineering staff consists of :— 
Prof. M. Maclean, M. A., D. Sc., F. R. S. E., M. I. E. E.; J. Kirkwood, 
B. Sc., A. G. T. C.; R. B. Burrowes; Andrew N. Aikman, A. G. T. C.; 
Wm. Allan; Thos. Hetherington; W. B. Hird, B. A.; J. J. 


Hunter Johnstone, M. A., A. M. I. E. E.; John M. Hossack. 


Our American Contemporaries.— The McGraw Pub- 
lishing Co., of New York, announces that from January 1st, 1906, the 
Electrical World and Engineer (weekly) and the Americas 
Electrician (monthly) will be consolidated under the name of the 
Electrical World. Those who still desire a monthly paper will 
receive the first issue of each month. 


L.C.C. Car Speeds.—On 20th inst. a London County 
Council tramcar driver was summoned at Greenwich for exceeding 
the speed of twelve miles an hour between Canal, Bridge and the 
Greenwich borough boundary. It was said that he covered 290 
yards in twenty-six seconds, which was at the rate of over 17 miles 
an hour. The defendant said be had been driving only a fortnight, 
and did not know the speed. Mr. Baggallay said it was a dangerous 
rate, and fined the defendant £3 and 2s. costs. 


Appointments Vacant,—Junior technical assistant for 
Northampton Institute electrical engineering department ; engineer 
fitter for the Camberwell Infirmary (45s.); station and mains super- 
intendents for the Calcutta Electric Supply Corporation, Ltd. 


Will.—Sir Н. C. Fischer, late Controller of the Telegraph 
Department, who died on November 30th, left estate of the groe 
value of £50,061 1s. 2d. 


Electric Shock Fatality.—It is reported that Alexander 
Melville, a young engineer, took hold of a high tension switch st 
a Glasgow electric power station on Wednesday, thinking the 
current had been cut off, and received a 6,500-volt shock, killin 
him instantly. | 
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OUR PERSONAL COLUMN. 


[The Editors invite electrical engineers, whether connected with the 
technical or the commeroial side of the profession and $ А 
also electric tramway and railway officials, to keep readers of 
Югистаюлг, RavIBW posted as to their movements. | 


Central Station Engineers.—On 22nd inst. Mr. G. 
CHARLTON, managing engineer of the Kidderminster and District 
Electric Lighting and Traction Co., Ltd., was the recipient of a 
handsome smoker's cabinet and accessories as a token of the esteem 
in which he has been held by the staff and employés. Mr. J. E. 
Cowderoy made the presentation, and thanked Mr. Charlton for 
the very kind consideration he had shown the employés during his 
time with them, and assured bim that Mr. Arthur Charlton, his 
brother, would receive the same loyal support as had been given 
him. Messrs. Steadman and Titcumb bore out these remarks. 
After the presentation Mr. Charlton invited the staff to supper at 
his residence. Mr. G. Charlton leaves Kidderminster on January 
lst to take up a similar appointment at Merthyr Tydfil, and Mr. 


Arthur Charlton, of the Leicester Corporation electricity works, 


will succeed him. 

Mr. J. E. EDMUNDSON has resigned the position of manager of 
the Scarborough Tramways Co., and has been appointed resident 
engineer to the electric lighting works in Grantham and Stamford: 
Mr. Edmundson is also to be responsible locally for constructional 
work in Scarborough. Mr. W. E. NICOLL, secretary to the Tram- 
ways Co., has been appointed manager at Scarborough. 


Tramway Officials.—The Tramways Committee of 
Bolton T.C. has appointed Mr. JoHN BARNARD as assistant traffic 
ee at a salary of £160 per annum, rising by £10 а year to 
£ , 


General.—Mr. D. G. SuTHERLAND, who for the last five 
years has held the post of chief engincer of Messrs. Bruce 
Peebles & Co.s contract department, resigns his position at 
the end of December to become partner in the old established firm 
of engineers, Messrs, Mitchell Graham & Son, 46, Buccleuch Street, 
Edinburgh. Electrical and mechanical engineers are invited to 
forward lista and catalogues to him at that address. 

Mr. Агам R. Fenn has left the Lancashire Electric Power Co. 
and taken up a position on the sales staff of the Key Engineering 
Co., Ltd., of Manchester. 

Mr. T. L. REED Cooper, M.I.Mech.E., M.LE. & S., is leaving 
Glasgow in order to take up the general commercial managership 
of the Johnson-Lundell Electric Traction Co., Ltd., at their works, 
Southall, Middlesex, on January lst, 1906. Не has resigned the 
post of manager of Messrs. J. Н. Holmes & Co.'s business in Scot- 
land, which he has held for more than 10 years. 

As we go to press various reports are in circulation stating that 
Mr. C. T. ҮвкЕз is in a very critical condition. 


Obituary.— Electric tramway men throughout the world 


will learn with regret of the serious loss their class has sustained’ 


in the sudden death of one of the most noted tramway managers of 
this country Mr. CHARLES REviLL BELLAMY, A. M. I. C. E., the city 
lighting engineer and general manager of the Liverpool Corporation 
Tramways, Death occurred on Saturday last, a few minutes before 
rhidnight, at his residence, Camden Lodge, Edge Lane, Liverpool. 
According to evidence given at the inquest on Tuesday, Mr. Bellamy 
on December 12th, in trying to avoid stepping upon a rope lying on 
some steps leading into the basement of his house, fell, spraining 
his ankle and injuring the calf of his leg. He kept to his room, 
and seemed to be progressing satisfactorily, but suddenly 
collapsed on Saturday night. A post-mortem examination 
showed that death was due to the clotting of an artery from 
the heart to the lungs, accelerated by the injury to the leg. 
A verdict of “Accidental death” was returned. Мг. Bellamy 
was related to Sir George Livesey, chairman of the South Metro- 
politan Gas Co., and received an early training under Sir George, 
who was then engineer-in-chief of the company. In 1877 Mr. 
Bellamy was appointed chief engineer of the Norwich station of 
the British Gas Light Co. In 1882 he removed to Liverpool to 
become assistant gas and meter inspector. In 1894 he was 
appointed superintendent of the lighting department at Liverpool, 
and in the following year became city lighting engineer. Mr. 
Bellamy's services to the city in connection with the lighting 
department have been somewhat eclipsed by his services in 
connection with the change from the old horse tramways 
to the now extensive electric tramways in Liverpool. The 
electric car system was inaugurated in November, 1898, 
and in December of that year, owing to the break- 
down in health of the then manager, Mr. J. O'Neill, Mr. 
Bellamy was appointed acting manager of the tramways. In 
January, 1899, the Tramways Committce appointed him manager 
of the tramways department. The extensive developments of the 
electric tramways in Liverpool, which left the city at the close 
of 1904 with a capital expenditure on tramways account of 
£1,916,257 14s. 11d.; with 103 miles of tramway track; with a 
stock of 494 electric cars; with a total revenue in 1904 of 
£557,888 13s. 10d., and with a gross profit of £190,043 12s. 8d., 
were carried out under Mr. Bellamy's personal superintendence, as 
were also the important duties of organising the working, and of 
introducing improvements in the later working, and advantages 
alfecting the large staff of employés, which now number 2,300. Mr. 
Bellamy was 49 years of age, and has left a widow and a family of 
seven children, one of his sons, Mr. L. C. F. Bellamy, being general 
assistant in the tramways office. A touching circumstance in connec- 
tion with Mr, Bellamy's death is that he had had prepared a special 


' she 


‚ " service " Christmas card which was issued on Sunday, thanking 


the numerous employés on the completion of the seventh year of 
his control of the Liverpool tramways, for the assistance which 
each one had given in building up and maintaining the great 
business with which they were connected. 
——— —. 


NEW COMPANIES REGISTERED. 


Buenos Ayres Grand National and La Capital Tramways 
Joint Committee, Ltd. (96,923). —Тһія company was registered on December 
with & capital of 41,000 in £1 shares, to acquire and hold for an estate equivalent 
to fee simple, or on lease or tenancy or otherwise, any lands, buildings and 
property in the Argentine Republic, to erect workshops, repairing and stabling 

8, buildings, plant and appurtenances, to control the use, administration 
and maintenance of such workshops, &c., to adopt agreements (1) between La 
Capital Tramways Co., Ltd., of the first part, the Buenos Ayres Grand National 
Tramways Co., Ltd., of the second part, La Capital Traction and Electric Co., 
Buenos Ayres, Ltd., of the third part, and F. Thursby, for this company, of 
the fourth part; and (2) with La Cnpital Tramways Co., Ltd., of the first part, 
F. H. Jackson and W. Trotter of the second part, the said W. Trotter and R. 
Fleming of the third part, La Capital Traction and Electric Co., Buenos 0 
Ltd., of the fourth part, the Buenos Ayres Grand National Tramways Co., Ltd, 
of the fifth part, and the said F. Thursby, for this company, of the sixth part, 
to acquire and carry out concessions for tramways, railways and other public 
works, to construct, equip and work tramways, and to carry on the business of 
tramway, railway and omnibus proprietors, carriers, electrical engineers and 
contractors, construction of power houses, dynamos, engines, batteries, lamps, 
motors, converters, meters and other electrical plant, suppliers of electricity 
for light, heat, and power, &c. The subscribers (each with one share) are :— 
J. I. Courtenay, 1, Essex Court, Temple, E.C., barrister; С. M. Rose, 3, Throge 
morton Avenue, E. C., barrister; W. A. Paine, 14, St. Helon's Place, B.C., 
solicitor; Н. M. Cohen, 14, St. Helen's Place, E.C., solicitor; T. F. Thomson, 
62, London Wall, E.C., civil engineer; A. В. Jecks, 24, Austin Friars, Е.С. 
solicitor; F. Thursby, 62, London Wall, E.C., charter secretary; Н. W. 
Johnson, 24, Austin Friars, E.C., solicitor. No initial public issue. The 
number of directors is not to be less than three nor more than five. The 
Buenos Ayres Grand National Tramways Co., Ltd., and La Capital Tramways 
Co., Lia., may each appoint two directors, and the four directors so appointed 
may appoint a fifth. Remuneration as tixed by the company. 


T. Hood & Co., Ltd. (86,900).—This company was registered 
on December 18th, with a capital of £2,000 in £1 shares (800 6 per cent. cumu- 
lative preference), to acquire the business carried on at 26, Bath Street, Bristol, 
us Drewett & Hood," to adopt an agreement with Н. Drewett and T. Hood, to 
act as factors and agents to manufacturing engineers, and to carry on the busi- 
ness of electricians, inechanical engineers, suppliers of electricity and gas for 
light, heat, motive power or otherwise, manufacturers of, and dealers in, 
apparatus used ín connection with the generation, distribution, supply, acci - 
mulation and employment of electricity and gas, &c. The first subscribers (each 
with one ordinary share) are:—T. Hood, 41, Hampden Road, Knowle, Bristol, 
electrical engineer; Н. Drewett. 68, Coronation Road, Bristol, electrical engi- 
neer ; Mrs. E. C. Hood, 31, Hampden Road, Knowle, Bristol; Miss. A. Drewett, 
58, Coronation Road, Bristol; C. 8. Willis, 94, Coronation Road, Bristol, 
builder; W. M. Cleverdon, 60, Coronation Road, Bristol, coachbuilder; and 
W. V. Lawrence, 29, Clare Street, Bristol, chartered accountant. No initial 
public issue. The number of directors is not to be less than two nor more than 
five; the first are H. Drewett and T. Hood (both permanent subject to holding 
100 shares); qualification of other directors, 25 shares; remuneration as fixed 
by thecompany. Registered office, 26, Bath Street, Bristol. 


Q.C.E.D.A. Syndicate, Ltd. (86,794).—This company wis 
registered on December 9th, with a capital of £60 in £1 shares, to acquire any 
existing or new patents and inventions relating to quick charging and efficient 
charging accumulators, and to carry on the business of manufacturers and 
sellers of such accumulators and of motors, motor-cars, motor-boats and all 
machinery and appliances connected therewith, The first subscribers (each 
with one share) are:--E. W. Whitehead, 46, Dover Street, W., gentleman; 
С. R. Whistler, 109, Lidbury Road, Notting Hill, W., assistant secretary ; 
М. М. М. Adam, 90, Park Street, W. (late 8rd Batt. Royal Berks. Regiment); 
E. M. Whitehead, 36, Albemarle Street, W., surveyor; Е. Paul,-32, Sinclair 
Road, W., gentleman; R. Wynter, 14, Argyle Mansions, Beaufort Street, W., 
gentleman; and Н. V. Whitehead, 20, Brunswick Square, W., articled clerk. 
No initial public issue. Registered without articles of association, 


Lens Lamp Со., Ltd. (86,774).—This company was registered 
on December 8th, with a capital of £60,000in £1 shares, to take over the business 
carried on at 150, King's Cross Road, London, as the Bohm Lens Lamp Co, 
Ltd.," to adopt an agreement with B.N.C., Ltd., and to carry on the business of 
lamp manufacturers, glass blowers, electricians, &c. The first subscribers (each 
with one share) are :—E. J. Watts, 7, Great St. Helens, E.C., clerk; H. Gibson, 
8, Great St. Helens E.C., solicitor; T. Н. Sidgen, Sefton Cottage, Forty Hill, 
Enfield, insurance agent; W. Eacott, 29, Powell Road, Clapton, N.E., gentle. 
man; A. W. N. Stuart, 31, Carysfort Road, Clissold Park, N., accountant; C. T. 
Lissenden, 24, Arica Road, Brockley, 8.E., gentleman; and К. J. Hawkins, 10, 
Soudan Road, Battersea Park, 8.W., clerk. No initial public issue. The 
number of directors is not to be less than three nor more than seven; the sub. 
scribers are to appoint the first; qualification (except first directors), £250; re- 
muneration, £100 each per annum (£50 extra for the chairman), and 5 per cent. 
D ш ио available for distribution, divisible. Registered office, 7, Great St. 

elens, Е.С, 


Eldon Electric Co., Ltd. (86,880).—This company was regis- 
tered on December 16th, with a capital of £3,000 in £1 shares, to acquire and 
carry on the business of electrical engineers, importers, manufacturers’ agents 
and dealers in all kinds of electrical apparatus, appliances and accessories 
carried on by A. G. Robson and R. Burdis, at Newcastle-on-Tyne, as The Eldon 
Electric Co.," and to adopt an agreement with A. G. Robson, R. Burdis, A. A. 
Goldstone, M. Н. Goldstone and J. Н. Ward. The first subscribers (each with 
one share) аге :—A. G. Robson, 8, Eldon Square, Newcastle-on-Tyne, electrical 
engineer; R. Burdis, 8, Eldon Square, Newcastle-on-Tyne, electrical merchant ; 
W. A. Chandler, 10, Neville Street, Newcastle-on-Tyne, coal merchant ; J. A. M. 
Collier, 185, Rodsley Avenue, Gateshead, electrical engineer; W. G. Baty, 
2, Jesmond Dene Terrace, Newcastle-on-Tyne, coal merchant; J. Walton, &, 
Bayswater Road, Newcastle-on-Tyne ; and W. Coupland, 129, Windsor Avenue, 
Gateshead, clerk. No initial public issue. The number of directors is not to be 
less than two nor more than five; the first are A. G. Robson, managing director, 
and A. A. Goldstone (both permanent). If A. С. Robson retire froin office, R. 
Burdis may succeed him. Ifthe said A. A. Goldstone cease to hold office, the 
holders of shares Nos. 758 to 1,757 may appoint a successor; qualification, £200, 
Registered office, 8, Eldon Square, Newcastle on-Tyne. 


Thames Electrical Joinery Co., Ltd. (86,888).—This compnny 
was registered on December 16th, with a capital of £10,000 in £1 shares, to 
acquire the business of the Fire Prevention Building Co., Ltd., to adopt an 
agreement with the sald company, and G. G. Smith, and to carry on the busi- 
ness of timber merchants, saw-mill proprietors, joiners, builders, contractors 
engineers, manufacturers of, and dealers in, electrical materials, fittings an 
appliances, &c. The first subscribers (each with one share) are:—A. J. Love- 
lace, 85, Gresham Street, E.C., solicitor; F. A. Cordell, 19, Grovedale Road, 
Upper Holloway, N., clerk; G. W. Branch, 118, Clarence Road, Clapton, N.E., 
clerk; P. Н. Goodwin, 12, Hayton Street, Chelsea, S. W., clerk; R. G. Commin, 
96, Upper Tulse Hill, 8.W., articled clerk; W. A. Richardson, 2, Lynton 
Road, W. Acton, accountant; and J. G. Main, 108, Malmesbury Road, Bow, E., 
clerk. No initial public issue. The number of directors is not to be less than 
two nor more than seven; the subscribers are to appoint the first; qualification 
(except first directors), #200; remuneration, £100 each per annum, 
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Perth Electric Tramways, Ltd. (55,935).—Issue on November 
16th, of £600 debentures, part of series created December 22nd, 1903, to secure 
£90,000, charged on the company's undertaking and property, present and 
future, inoluding uncalled capital, subject to £200,000 first debenture stock. 
Trustees: Lord Arthur Butler, 7, Portman Square, W., and J. S. Austen, 68, 
Dashwood House, E.C. Previously issued of same series: £99,000. 


N. S. Electric Storage Co., Ltd. (London) (75, 623).— Issue 
on November 15th of £4,000 debentures, part of series created August 10th, 1905, 
to secure £20,000, charged on the company’s undertaking and property, present 
and future. No trustees. Previously issued of same series: £2,800. 


Compagnie des Magnetos Simms- Bosch, Ltd. (60,925). 
Formerly Automatic Magneto-Electric Ignition Co. (France and Belgium), Ltd 


—This company's annual return was filed on November 2nd, when the entire 


capital of £15,000 in £1 shares had been taken up. £1,000 has been received. 
£14,000 is considered as paid. Mortgages &nd charges: Nil. 


Musselburgh and District Electric Light and Traction 
Co., Ltd. (85,169).—A trust deed dated November 18th, 1905, to secure £60,000 
debentures, has been registered. Property charged: The company’s under- 
taking and property, present and future, including uncalled capital. "Trustees: 
. Bir Nathaniel Nathan, Kt., The Cottage, Edenbridge; and M. R. Pryor, 48, 
Leadenhall Street, E.C. 


Telephos, Ltd. (81,111).—This company’s statutory report, filed 
November 28th, shows 365 preference and 977 ordinary shares taken up out of a 
nominal capital of £10,000 in 8,000 preference shares of £1 each, and 40,000 
ordinary shares of 1s. each; 10s. per share called up on 315 preference, £1 per 
share on 60 preference, and 1s. per share on 970 ordinary, resulting in the 
receipt of £256. No mortgages or charges registered. i 


Edison & Swan United Electric Light Co., Ltd. (18,984.)— 
This company's annual return was filed on November 8rd. Capital £941,090, in 
150,000 A and 26,136 ' B” shares of £5 each and 23,564 “B” shares of 
£2108. each, of which 99,261 '* A (£3 paid), 17,139 A (£5 paid), and 23,564 
*B'' (£2 10s.) shares have been taken up; £5 per share is considered as paid on 
17,139 * A' and £2 10s. per share on 23,564 ' B," making a total of £144,605 
credited on shares issued аз fully paid; £2 10s. per share is considered as paid 
on 89,261 A (£3 paid), and £3 per share on 10,000 of the same class, making а 
total of £253,152 10s. credited on shares issued as partly paid; £44,630 10s. (10s. 
per share) has been paid in cash on the above-mentioned 89,961 “ A." Mort- 
gages and charges: £399,576. The original capital was £1,000,000, which was 
reduced to above amount in October, 1904, by cancelling £2 10s. per share on 
93,564 “ B' shares. A resolution to further reduce the capital to £888,071 by 
cancelling an additional £2 5s. per share on the said 99,504 “В shares (reducing 
their nominal value to 5s. each) was passed on October 30th last: but no order of 
Court sanctioning such reduction has yet been filed. А special resolution 
awarding the board 750 guineas extra remuneration for the year 1905, was con- 
firmed on November 16th last. 


Electric Supply Co. of Victoria, Ltd. (66,059).—This com- 
any's annual return was filed on October 37th, when 125,000 preference and 
25,000 ordinary shares had been taken up out of a nominal capital of 
£800,000 in 150,000 preference and 150,000 ordinary shares of £1 each; £7 has 
been received and £249,993 is considered as paid. Mortgages and charges: 
£160,000. 


Webster Electrical Engineering Co., Ltd. (Bradford), 
(88, 687).— Issue on December 9th of £375 6 per cent. first mortgage debentures, 
part of series created February th, 1905, to secure 41, 000, charged on the 
company’s undertaking and property, present and future, including uncalled 
and unpaid capital (if any). older: Е. W. Taylor, Newboult, Ivy House, Moor- 
head, Shipley. No trustees, Previously issued of same series, 4625. 


Electric Law Press, Ltd. (72,435).—Issue on December 8th of 
£7007 per cent. debentures, part of series created November 9th, 1905, to secure 
£1,000, charged on the company’s undertaking and property, present and future, 
including uncalled capital. No trustees, No previous issue of same series. 
This series is in substitution for a series which is to be paid off, 


W. Т. Henley’s Telegraph Works Co., Ltd. (13,795).—A trust 
деса dated November 24th, 1905, to secure £800,000 debenture stock, has been 
registered. r ropa charged : Certain land and premises in Woolwich, North 
Woolwich and Northfleet, and in the City of London, and the company’s under- 
taking and other assets, present and future. Trustees: The Rt. Hon. Sir 
Alfred С. Lyall, G.C.I.E., K. C. B., 18, Queen's Gate, S. W.; and H. L. M. Tritton, 
54, Lombard Street, Е.С. 


Guildford Electricity Supply Co., Ltd. (36,725).— £25,000 

debentures, created 21st and dated November 80th, 1905, have been registered. 

. Property charged: The company's undertaking and property, present and 
future, including uncalledcapital. No trustees. 


Electrolytic Alkali Co., Ltd. (64,360).— This company’s annual 
return was filed on November 22nd, when 202,210 ordinary and 100,000 pre- 
ference shares had been taken up out of а nominal capital of £500,000 in 300,000 
ordinary and 200,000 preference shares of £1 each. 41 per share has been called 
up on 227,210 shares, and 75,000 are considered as fully paid. 

Issue on Nov. 30th of £300 4% per cent. first mortgage debentures, part of series 
ereated July 9th, 1904, to secure £50,000, charged on the company's undertaking 
and property, present and future, including uncalled capital. Trustees: Liver- 
pool Mortgage Insurance Co., Lul., 6, Castle Street, Liverpool, Previously 
issued of same series: £20,850. 


Scottish Honse-to-House Electricity Co., Ltd. (29,232).— 
A mortgage or charge dated December 7th, 1905 (supplemental to and endorsed 
ona charged dated March 31st, 1904), securing a further £1,000 and 6 per cent. 
interest, has been registered. Property charged: The company's undertaking 
and property, present and future, including the Coatbridge and Airdrie under- 
takings, benefit of orders and of agreements for lighting and otherwise, uncalled 
capital and book debts. Holders: County of London Electric Supply Co., Ltd., 
Moorgate Court, Е.С. . 


Dewhurst's Engineering Co., Ltd. (73, 205).—This company's 
return was filed on October 24th, when 2,000 preference and 1,007 ordinary had 
been taken up out of a nominal capital of £10,000 in 2,000 preference and 8,000 
ordinary shares of £1 each; £1 per share has been called up aud £3,000 has been 
received. Mortgages and charges: £9,400, 


Amazon Telegraph Co., Ltd. (44,532).—'l'his company's annual 
return was filed on December Sth, when the entire capital of £250,000 in 
25,000 shares of £10 each had been taken up and paid for in full, Mortgages 
and charges: 4255, 600. 


Parific and European Telegraph Co., Ltd. (36,683).— This 
Company's annual return was filed on November 20th, when the entire capital 
of £100,000 in 10,000 shares of £10 each had been taken up, £4 per share had 


been called up, and 440,000 had been received. Mortgages and charges: 
£100,000. 


Flather & Co., Ltd. (74,602).—This company's annual return 
was filed on October 27th, when 1,527 shares had been taken up out of a nominal 
capital of £3,000 in £1 shares. 427 hae been received, and 41,500 is considered 
d paid. Mortgages and charges: £1,000, 


OITY NOTES. 


Isle of Thanet Electric Tramways and Lighting Co. 


‚ AN ordinary general meeting of the shareholders of this company 


was held on Wednesday last week at Winchester House, Old Broad 
Street, Lord Arthur Butler presiding. 

The CHAIRMAN, in moving the adoption of the report, said he 
regretted to have to report a serious decrease in the traffic receipts, 
which had amounted to £32,081 as against £35,005 for the corre- 
sponding 12 months—a decrease of £2,924. The lighting receipts 
had increased by £490, and the number of consumers, both in 
Margate and Broadstairs, showed a weekly increase, but p 
was necessarily slow. The number of 8-c.P. lamps applied for and 
connected was 13,795—3,781 at Broadstairs and 10,014 at Margate. 
The total working expenses for the year amounted to £22,378 as 
against £24,128 last year—a decrease of £1,750. The only item 
of general expenditure showing an increase was that of accident 
іпвигапсе— 1,519. That was a very heavy item, but it was 
unavoidable. It represented the cost of fully insuring the company 
for the year against third party risks, and the expenditure had 
been justified, taking into account what the accidents of the past 
year would have cost the company had the directors not been able 
to effect this insurance. They were finding an economy in fuel 
by using a mixture of coke and coal, and a still greater economy 
would be made now that they were able to use Yorkshire coal 
instead of Welsh coal during the winter. During the year Mr. 
H. F. Parshall had made a very careful inspection of the works of 
the company, and he told the board at a recent meeting that, in 
his opinion, the whole of the plant and machinery, and the per- 
manent way, was in a most satisfactory condition. Taking into 
acc unt the poor result of last year’s working, the directors had 
waived more than half their fees. After paying all charges, there 
remained a balance of £1,047, which the directors proposed to carry 
forward. He was sorry that they were not in a position to pay the 
preference dividend up to September last. The general traffic of 
the year had been disappointing. Trade generally had not been 
good, and there was no doubt that the holiday makers, on whom 
they depended for their summer receipts, had not been able to 
make as much use of the tramways as they had hoped would have 
been the case. Unquestionably, however, the serious falling off 
in the traffic receipts was caused by the two unfortunate accidents 
which had occurred in the past year—one in May, and the second, 
and a more serious one, in August. Neither of these accidents 
would have happened had the ordinary printed rales of the com- 
pany, a copy of which was supplied to every motorman, been 
obeyed. Those rules ordered that compulsory stops should be made 
at the top of Bellevue Road and Madcira Hill, at which places the 
accidents took place, so as to ensure the cars coming to a dead stop 
before descending those hills. In both cases, however, the rule was 
disobeyed, and the accidents were the result. The report of the 
Board of Trade inspector—Colonel von Donop—blamed the com- 
pany for having allowed a. driver of so little experience to have 
charge of a car which had to go up and down Madeira Hill. With 
all due respect to Colonel von Donop, he did not think that was а 
fair deduction from the evidence, as the directors contended that 
the training of the particular motorman, which had been gradually 
spread over the whole of the route since the end of April, should, 
in the ordinary course of events, have enabled him to drive o 
every part of the road with perfect safety. Seeing, also, that he 
had negotiated Madeira Hill at least 70 times before without acci- 
dent or trouble of any kind, it did seem to them that the lack of 
training to which Colonel von Donop referred was not the cause 
of the accident, but that the real cause was the disobedience to 
orders, and neglect in making the compulsory stop at the top of 
the hill. In order, however, to secure the greatest possible ећ- 
ciency in the working of the cars on Madeira Hill, they had now 
arranged that none but drivers of long experience on the road 
9 10 take cars up or down the hill. It would be reassuring to 
the public to see from Colonel von Donop's report that the 
gradients on Madeira Hill “ were not excessive, and, provided the 
brakes were in good order, there is no reason why a car should be 
allowed to get out of hand in descending them.” The recommen- 
dations in the report were receiving the careful consideration of the 
directors; in fact, they had already taken steps to consult an expert 
electrical engineer on the subject, and were now awaiting his 
report. From time to time certain adverse criticisms had been 
made upon the management at Thanet, and one gentleman who 
held that view was Mr. H. F. Parshall, the eminent engineer, who 
was also a large shareholder. He (the chairman) invited Mr. Par- 
shall to make an investigation on the spot, and, as a result, one of 
that gentleman's representatives made an exhaustive inquiry and 
report, and it was with no small satisfaction that he had heard 
from Mr. Parshall that—to use his own words—“ the ment 
at Thanet was as good as could be,” and he added that he could find 
no fault. That testimony had given the board much satisfaction, 
bearing out, as it did, their high opinion of the capacity of their 
manager, Mr. Humphries, and his ability in dealing with a very 
difficult situation. 

Mr. H. Brown seconded the motion, which was agreed to after 
some discussion, 


: Provincial Tramways Co. 


Tuk report fot the year ended September 30th last states that net 
revenue received from the local companies has been £24,050 against 
£24,095 last year. There has been set aside for depreciation 


а 
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£7,000, and the directors recommend a dividend on the ordinary 
shares of 4s. per share, making 7s. per share for the year. The 
balance to be carried forward will be £2,752. Through unforeseen 
difficulties in connection with the construction of the track and 
overhead work, and also in consequence of delay in the completion 
of the power station plant, the directors regret that their expecta- 
tions that this undertaking would have been completed and working 
by electric traction in the spring of this year have not been realised ; 
the lines are, however, now completed, and the machinery has been 
running for some short time with satisfactory results. It is hoped 
that an early date will be fixed for the Board of Trade inspection. 
The Bill in Parliament, for an extension to Privett station, and for 
wer to supply electrical energy to а local railway (provided satis- 
actory terms can be made with that company for such supply), 
duly passed and received the Royal assent. In June last the 
directors issued a circular to the shareholders in order to elicit their 
views as to the desirability of writing off lost capital by reducing 
the nominal value of the ordinary shares of the company. The 
result was, out of 870 shareholders, 230, representing about 31 per 
cent. of the ordinary capital signified their assent; 105 share- 
holders, representing about 14 per cent., signified their dissent ; 
and 535, representing about 55 per cent., did not reply. The cir- 
cular stated that those shareholders who did not reply would be 
assumed to assent. The directors, therefore, conclude that a con- 
siderable majority of the shareholders are in favour of the reduc- 
tion. The matter is somewhat complex, and requires that all the 
details shall be carefully worked out, as, if it were duly approved 
by the shareholders, it would afterwards have to be submitted to 
the Court for confirmation. The directors do not, therefore, pro- 
pose to submit the matter upon the present occasion, but they have 
the scheme under careful consideration. 


Mr. ANDREW BEATTIE presided at this company’s meeting on 21st 
inst., and the report recommending a dividend of 7s. per share for 
the year was adopted. It was stated that the receipts at Grimsby 
had been well maintained, but there had been some falling off at 
Plymouth. Unless the board were asked by the large prepon- 
derance of the shareholders to take steps in regard to the reduction 
of capital scheme, they would abandon it. 


Costa Rica Electric Light and Traction Co. 


THE report for the year ended June 30th last states that the net 
earnings in Costa Rica amounted to £10,159 as against 29,155 in 
the previous year. A further issue of debentures to the amount of 
£5,000 was made during the year, in repayment of the balance of 
Mr. Keith’s advances on capital account. The lighting concession 
under which the company is working in San José was dated to run 
out on December 31st next. А new concession of 50 years from 
January lst, 1906, both for lighting and tramway, has been granted 
to the company by the municipality on equitable terms, subject to 
confirmation by the President of the Republic. The small plant 
at Cartiago, from which a very insignificant revenue was derived, 
has been disposed of to a local enterprise, and the proceeds are 
being devoted to improvements in the San José plant. A storage 
reservoir increasing the capacity of the Maria Aguilar River was 
completed in June last. As practically all the power at present at 
the company's disposal has been taken up, and the management is 
compelled to refuse new customers, it has become necessary to 
develop further water power and to instal further machinery. 
Surveys have been made and estimates obtained showing that for 
а sum of £8,000 or £9,000 the lighting capacity on the Tiribi River 
can be considerably more than doubled. The directors propose to 
make an early issue of debentures for this purpose. 


Diesel Engine Co. 


Mn. C. C. Extis presided at the fifth ordinary general meeting on 
21st inst., and in moving the adoption of the report, he said that 
although he was not able to present as good & statement as last 
year, he hoped they would not feel that the company wns, therefore, 
in a bad way. They had had rather a peculiar year. The last 
general meeting was adjourned for six months, and а committee 
appointed to consult with the directors as to bringing about an 
improvement in the management. During the six months that that 
committee was sitting the directors and the staff had a considerable 
amount of work to do which was not connected with the actual 
current business; but they had got over all this, and the recom- 
mendations of the committee had to a certain extent been adopted, 
во far as it was in the power of the present directors to adopt them. 
They bad only just got over this hiatus in the affairs of the com- 
pany when their manager, whose agreement had terminated some 
time previously, tendered his resignation, having first put. forward 
certain terms to which the directors, in the interests of the company, 
felt they could not accede. They were fortunate in obtaining the 
services of Mr. Browett (their present manager), and since his 
appointment the orders coming in had increased very considerably ; 
indeed, the orders which Mr. Browett had managed to get for the 
company were somewhat phenomenal as compared with those 
formerly received. From March 31st to date they had received 
orders for 5,035 H. P., as compared with 2,595 н.р. in the correspond- 
ing period of last year. These figures, when compared also with 
the total sales of engines from the formation of the company to 
March 31st, 1905—namely, 9,000 u.p.—showed that the company 


- 


was by no means dead, even though the accounts presented did not 
represent it as being in a very flourishing condition. In the past 
they had had trouble with some of the engines first delivered, but 
this was due to no fault of the company, the responsibility resting 
with the makers. He was glad to say that trials which had since 
been conducted by the makers, under the guidance of this company's 
engineer and manager, had proved very successful. The faults had 
all been overcome and adjusted, and the engines were now first-class 
saleable articles. This was proved by the fact that they had 
had many repeat orders for larger engines from people who had 
previously been dissatisfied. At the present time experiments 
were going on, which they had every reason to believe would be 
successful, with a view to the introduction of a two-stroke engine, 
to cost considerably less per horse-power than the old engines. 
The space occupied by this new engine would be about the same as 
that occupied by the old one, but its power would be doubled and 
there would be a saving of some 25 per cent. in weight. In the 
past they had been handicapped somewhat by the weight of the 
engines, and they looked upon this two-stroke engine a8 being a 
very valuable addition, particularly for use where large space was 
not available. The patents for these two-streke engines had either 
been obtained or applied for in Germany. "The engine and dynamo 
exhibited at Olympia created а considerable amount of inquiry 
among people interested in electric lighting and traction, and had 
resulted in orders coming to the company ; and there was hope of 
the seed there sown bearing further fruit. Difficulty was some- 


times experienced in selling the engines in this country owing to 


their being made in Germany and elsewhere. 'The Government, 
for instance, naturally preferred to have English engines; indeed, 
they insisted upon them. The directors had therefore entered into 
& contract with Messrs. Willans & Robinson, of Rugby, which they 
considered would be a very profitable one for this company. No 
engines had as yet been made for the company by Messrs. Willans 
and Robinson, because a considerable amount of preparation was 
necessary. After a few references to the reduction of capital 
proposal which had previously been carried, the report was 
adopted. » 

The meeting was also briefly addressed by Mr. Browert, the 
manager, who said that when the various things spoken of by the 
chairman had been carried out there was no reason why the com- 
pany should not enter upon a career of prosperity. 


Burmah Electric Tramways and Lighting Co. 


Mr. E. C. Moraan presided at the meeting held at 1, Queen 
Victoria Street, on 21st inst., and in moving the adoption of the 
report, he said that the accounts covered a full year's working to 
July 31st, 1905. The traffic receipts had been £13,777, received 
from 2,807,287 passengers, on a car-mileage of 553,494. They had 


‘spent £11,329, leaving a surplus of £2,457, or about 24 per cent. on 


the preference shares. That sum was net divisible at present, 
however, being employed in stocks and stores in hand. Fuel 
figured at £2,057 in their expenses. Wood was not only а dear, 
but a wasteful form of fuel, and they might shortly expect to 
obtain good coal from fields near Mandalay, which would lead to a 
considerable saving. The traffic was showing a satisfactory 
increase. The report was adopted. 


— 


Manx Electric Railway Co. 


Тнв report for the year ended Sept. 30th, 1905, shows that the receipts 
were £32,638 and the gross expenditure £15,349, leaving net earnings 
£17,289. After deducting debenture interest £9,054, and adding 
balance brought forward £780, there is a credit balance of £9,015. 
After payment of dividend due on the preference shares there remains 
a balance of £2,205, which the directors propose should be carried 
forward. During the year a further capital expenditure has taken 
place of £5,995, from which the company has not yet reaped the 
full benefit; whilst preference shares for £6,325, and debenture 
stock for £2,500, have been issued. A considerable amount has again 
been spent out of revenue in maintenance and renewals, and the 
whole line is kept in good repair. The summer season in the Isle 
of Man has shown considerable improvement over the previous 
year. Visitors have been a good deal more numerous, and passen- 
gers carried during the past twelve months totalled 501,696, as 
compared with 472,556 carricd during the previous twelve months, 


New Brotherton Tube Co.—The report for the year 
ended August 31st, 1905, shows a loss on the year’s trading of £405, 
and after deducting the amounts written off for depreciation of 
plant, &c, maintenance of buildings, &c., auditors’ and directors’ 
fees, the debit carried to profit and loss aecount is £2,477. From 
this has to be deducted’ the balance brought forward from last 
account, and it is proposed to transfer £2,000 from the reserve 
account to meet this deficiency, leaving a credit of £12 to profit and 
loss account, and £500 to reserve account.— Financial Times. 


W. and T. Avery.—The directors have declared interim 
dividends at the rate of 5 percent. per annum on both preference 
and ordinary shares for the half-year ended September 80th last. 


— 
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MARKET QUOTATIONS. 


Wednesday, December 27th. 


CHEMICALS, &c. ти “р 


PEP 


a Acid, e 6s .. per cwt. bJ. why 
a [T] Nitri oe oe eo per cwt. | 22J. oe 
a rr Oxalio ` ee ee per cwt. | 89/. ee 
a „ Sulphuric v» > per owt. | 5/6 eS 
a Ammoniac, Sal per cwt. 49. А 
2 Ammonia, Muriate (crystal) per ton £38 10 А 
per ton £80 
Bleaching powder . per ton £5 10 
a Bisulphide of Carbon per ton £18 | 
a Borax. per ton £18 
4 Benzole (90 $) js рег gal. 1044. d. {ne 
a 99 : 50 ae ~ per gal. | 1 . d. ino. 
a Copper Sulp Ме .. per ton £23 15 l- ine. 
a Lead, Nitrate es S per ton £25 125 
а „ White Bugar.. .. per ton £31 A 
a „ Peroxide sé Ж» .. рет ton #91 10 Де 
a Methylated Spirit . рег gal. 2/6 И 
а Naphiha, Solvent (90 95 at 1600 per gal. 5/6 
d Potassium Bichromate, in casks per lb. | за. M 
a Potash, Caustic (75/80 9%) per ton | £20 
a Potassium Cyanide " per lb uw 
a Shellac : 8 per cwt. 190/- 
a Sulphate of Magnesia per ton £4 10 1 
a Sulphur, Sublimed Flowers per ton £6 10 
a - 5 Я . per ton #5 10 
a Lum per ton &5 
а Войа, Caustic Pwhite 10 %) per ton | £10 16 E 
a „ Oryetals per ton £8 
a Sodium ichromate, casks per lb. | 23d. Е 
а "5 Cyanide . per lb. 7d. 
METALS, &c. 
b Aluminium Ingots, in ton lots .. perton | #150 
b з Wire, in ton lots. per ton 4177 s 
b Sheet, in ton lots .. рет ton #115 à 
b Babbitt' 8s metal ingots per ton £18 to £140 . 
c Brass (rolled metal 2 to 17 basis per lb. 83d. 
€ „ Tube (brazed) .. per lb 104d. 
€ „ s (solid drawn).. x .. per Ib : 
e „ Wire, basis Р .. per lb. Sid. Я 
с Copper Tubes (brazed) .. .. per lb 114d 
в „ (solid drawn) per lb. 1144. 
g Copper Bars (best selected) per ton ; 
g Copper Sheet ve T .. рег ton #95 > 
д » Rod. . per ton £95 
$^ z (Electrolytic) Bars .. per ton £88 
€ n ii Sheets .. рег юп &100 
a. c ši per ton £92 10 
e h Н.О. Wire per lb. 19 А 
f Ebonite Rod Я s . per lb. 8 А 
f ээ Sheet • oe * per lb. 8/- i ee 
п German Silver Wire .. рег lb. 177 
h Gutta-percha, fine "n .. per lb. 6 / to 7/- as 
k India-rubber, Para fine . perlb 5/2 to 5/8 Ыз 
i Iron, Charcoal Sheets .. рег ton &18 ae 
i „ Pig (Cleveland warrants) per ton 53,9 6d. ine. 
і , Forgings, according to візе per ton From £11 M 
i, Scrap, heavy s .. perton 47/6 to 50]- we 
i , Wire, galvanised No.8 .. рег ton £9 15 Ss 
g Lead, English Ingot is .. рег ton ! ne } 5/ inc. 
9 Sheet ux .. per ton £20 2 6 5 / inc. 
т Manganin Wire №. 28 .. per Ib. © 8/- се 
? Mercury .. per bot. 27 5 * 
а Mica (in original cases) small .. per lb. 64. to 1/- d. 
99 99 99 mun per lb. 9/6 to 4/- eo 
p Phosphor В ү per ib 1691 ЕК 
р Phosphor топле, plain cas per lb. is 
р " sings per Ib. 1/1} to 1/8 .. 
р 70 " ree 2 sheet per lb. 1/4 
o Platinum  .. è .. рег оғ. | 85/6 ы, 
е Silicium Bronze Wire s per lv. 14. to 113d. i 
{ Bteel, Magnet, acc'd'g to desc' р' п per ton £58 © 
Ü s іп bars © | £15 to £40 "i 
g Tin, Block .. is ès . per ton | { 4 30 / дес. 
п „„ Wire, Nos. 14016 .. per lb 1/104 
р White Anti-friction Metals | 
„White Ant brand. per ton £46 to £70 a 
j Yarns, Bie ae Cotton, on sp'ls per lb. 8d. s 
j „ Flax .. per lb. d. са 
j Ж КЫ 10 Ibs. Russian .. per lb. dtid. " 
j si 1 Ibs. Russian, single per lb. A ae 
4 180 Ibs. Jute rove per ton £11 А 
Zine, Bh't (Vieille Montagne bnd. ) per ton £81 15 


Quotations supplied by:— 


h Edward Till & Co. 
i Bolling & Lowe. 


a G. Boor & Co. 

b The British Aluminium Co., Ltd. 

e Thos. Bolton & Sons, Ltd. j Walter H. Hindley & Co., Ltd. 

d F. Wiggins & Sons. k Morris Ashby, Ltd. 

e Frederick 8mith & Co. m W. T. Glover & Co., Ltd. 

f India- Rubber, G. P. and Teleg. n P. Ormiston & Sons. 

Works Co., Ltd. р Johnson, Matthey & Co., Ltd. 

o James & Shakspeare. p The Phosphor Bronze Co., Ltd. 


— — 


Middlesex Tramways.—At the County Council meeting 
on Dec. 215%, it was reported that a deadlock had ensued as a result 
of в conference which had taken place between representatives of 
the County Councils of Middlesex and Surrey and Sir Clifton 
Robinson in regard to the terms upon which consent would be 
given to the Tramways Co. constructing a line over King Edward 
VII. Bridge. Sir Clifton intimated that the company could not 
accede to the terms, chiefly because the amount of wayleave rent 
was too high. Both Councils’ representatives stated they could 


not recommend any alteration in the terms, The report was 
adopted, і 


STOCKS AND SHARES. 


Wednesday evening, 


Reviewra in customary brief fashion the course of quotations 
throughout the current year, the outetanding features are the rises 
in Tele h and the falls in Eleotric Supply issues, The reason 
for the latter is too recent to need repetition ; had it not been for 
the еса competition of the L.C.C. and опе or two powerful 
groups proceeding much on the same lines, the following set of 
prices might have told a much pleasanter story. Prices for the 
past twelvemonth are preceded by those that ruled at the end of 
December, 1903 :— 


* 


Share. Dec. 81, 1908. Dee. 31, 1904. ! Now. | Change this year. 
ME о CE uo d A 
| ( 

Brompton & кеип 04 107 9 —12 
Charing Cross .. 9 | 8! ! 11 —2 
City of London - 102 | 11 11 + 
County of London 9 9 — 
Edmundson's 61 — j 
Kens. and Knightsbridge 11 12 BE -1% 
Metropolitan а , 174 17 10 — 
Notting Hill ВЕ is 13 | 14 144 — 
St. James's . ke ДЮ 15 | 14 4 | — 
Urban ` ate ©» 5 ' 5 | 4 
Westminster " js 124 i 18 12 -1 


In the case of the Metropolitan Co. allowance must, of course, be 
made for the return of capital. No new undertaking of great 
importance in the London electric supply world has appeared in 
1905, but new issues made by the existing concerns were generally 
well received. 

Our Railway list is noticeable for the rise in Waterloo e l City 
stock, and the drop in Metropolitan Consolidated. So 
have been built on the electrification of the two old Ки саг 
Railways tbat it is a matter of apparent surprise for the prices to 
exhibit losses. Here are the figures :— 


| 
Dec. 81, 1908. | Dec. 831, 1904. | Now. | Change this year. 


Stock. 

Central London Ordinary i 91 94 +8 
ii » Preference 102 102 — 

» Deferred 85 864 +1 
City and South London.. 48 464 45 - 1 
Waterloo and City 92 89 963 + 
Metropolitan Consolidated 86 98 87 - 11 

- District .. 40 - 854 — 4 


British Electric Traction Ordinary are 8, or £2 lower as the result 
of the year's working. London United Tramways Preference were 
103 and now are 10, British Columbia Railway Deferred rose 214 
in 1904, and have added nearly 20 points more during 1905; their 
present value is 1204. A sharp rise took Anglo-Argentine Trams 
to almost 9, and the set back to 74 leaves the price 2s. 6d. better 
on the present year. 

Pronounced strength is shown by most of the Telegraph descriptions. 
The chief honours are shared by Eastern Telegraph stock, Great 
Northern and Indo-European shares, as may be now seen :— 


| | 
Stock or share. Dec. 31, 1908. | Dec. 81, 1904. — Now. |Change thi this year. 

Anglo Preferred .. T 93 | 101: 1 | + 5 

» Deferred ate 8 | 1; 17 + 
Cuba Submarine 1 | 9 | | — 
Direct U.S. - 1 | 103 14 + 
Eastern Extension x 11 | 134 1 | + 1. 
Eastern Telegraph ds 123: | 1 14 | + 9 
Great Northern 25 | 99 + 8 
Indo-European... » 88 | 45 i 68 +1 
Western Telegraph T 19 1 14 + 
National Telephone Pref, 102 | 109 | 111 +2 

з Уз Def. 784 | 108 |: 109 + 6 
[ 


. War in the Extreme East proved a good thing for the cable 
companies, and a long period of activity in American Hai 
shares is retlected in the rise of Anglo-American stocks and Direct 
United States shares. National Telephones advanced with tbe 
prosperous progress of the company. 

With the general revival in trade, manufacturing shares have 
mostly sympathised, as may be seen by a few representative 


examples :— 
Share. Dec. 81, 1908. | Dec. 31, 1904.| Now. | Change this sear. 

British Insulated . 61 2i 61 4 

Brit. Westinghouse Pret. 4¢ 2 2 — 
Callender's . , ni 13 113 +1 
Electric Construction .. 1 1 | — 

Edison & Swan .. "E à 1 + 
Henley's s “> - 14 1 18 + 

India- Rubber Р 355 af | 19 + 
Telegraph Construction 33 -6 


Edison & Swan have improved considerably, and last year's fall 
in Callenders has been quite recovered. Henley's has also had à 
substantial advance, and the outlook for these companies is сег 
tainly good. Were conditions brighter in the Electric Supply 
section” the departments under the electrical heading woul be 
ending 'the year in a very satisfactory state. But perhaps the 
elements of uncertainty now surrounding the outlook for these com- 
panies will disperse, as quickly as we trust they may, in a bappy 
and prosperous New Year. 


> a 
— ж olm el — ee ——— * 
——— —f 
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SHARE LIST OF ELECTRICAL COMPANIES. 


E TELEGRAPH AND TELEPHONE COMPANIES. 
| Stock = Business done Rise + 
Present NAMB or Dividends for the last week ended or 
Issue. * Share. four years. Dec. 27th, Fall — 
i 1905. 
М 1 1908. | 1U04. | 1906.4 . Highest Lowest. 
84,800 | African Direct Telegraph, 4% Debs... .. мо 4x [4 4 4 cr Wen 
25,000 | Amazon Telegraph Co.'s shares, Nos. 1 to 95,000 10 1 NH ! “> T ag 
119, 7008 Do. do. 5 96 Debs., Nos. 1 to 1,250 Red. | 100 Nil Nil Nil 5 ; ve oe 
768,580 | Anglo-American Telegraph  .. x s ..| Stock | 60/6 61s. К si +1 
8,118,210 Do. do. do. 6 % Pref. sé - ӨЕ 6 7 6 % 175 
8,118,910 Do. do. do. Deferred 8 1/- 9s. E 162— 17 l7À— 178 17 ld | + 
60,000 | Anglo-Portuguese Tel., 5% Mort. Deb. Stock Red. 100 EN гь БЕ 102 —104 102 —104 is 2 Ll! 5 
44,000 Chili T Tele hone Nos. 1 to 44,000 ? 5 8 Ч б ee 7 8 7 — В : . ee | ee 
1,989,856: | Com: Cable Sting. 500 year 4 % Deb. Sk. Red. | Stock 4% | 493, | 965— 94 — 98) 973 
16,000 Cuba Telegraph oe es ee ee 10 5 * | b %§ 8 = 9 84— 9 АМ. 
P Di *. ae 10% Pref. a z ee e 928 8 " : 10 X | D» ^ 17 — 18 17 — 18 5 * 
rec Spani egrap ee ee е» * * p Ы 
6,000 ро. до. 10 b Саш. Pref. ee b 10 * 10 * 10 jd B n of 8i— Ды А 
80,000 Do. do. 44% Debs  .. ..| t 4% 5 | 4 i 100 —108 % | 100 —103 
Ли eee эы peitot dm | Hi Bae | te , E 
ы Ө, е 01 1 : Oy — — 10 Р 
4,000,000 | Eastern Telegraph, Ord Ord stock 1,900 ".. | Stock у т 5 Ži 144 —147 144 —147 ер 1453 
000 Do. 8) POE ае ee ° 100 y ^ 84% | 84 § 90 — 92 90 — 92 91: ee 
4 4 96 Mort. Deb. Stoch Red. .. | Stock * 4% 4 &| 106 —108 106 —108 : 55 
800,000 | Eastern Extension, Australiasia, and China Tele. 10 ч 1% 6 144— 15 144— 15 di ; v 
» . 4 96 Deb. Btock . Stock * 4% 4 g 106 —108 106 —108 106 Ле BE 
East & S. Africo. Tol., 4% Mt. Db., 1 to 8, 8,000, red. 1909 | 100 * 4% 4 100 —102 100 —102 pa. Оф tows 
900,000; | Do. 4% Reg. Babe be. (Mauritius Bub.) 1 to 8,000 | 26 ^ 44 | 4% | 100 —102 100 —102 1 5 
180,887 | Globe Telegraph and Trust ea i 10 |23 58% 5 % 1 1 rm 1 107 10% 
180,887 do. 6 % Pre " 10 6 6% 6 % 1 14 1 14 
150,000 | Great Northern Telegraph, of h agen P 10 194 5 | 94% FE — 89 864— 86 e| -$ 
46,508 | канак аш Бшш соаг xi 200, Red.] | 100 | 44%. | a% | a% | 44% | 101 —103 101 —103 "2 e 
17,000 European Telegraph „ %%% ap 95: |10 10 % |139 5 % | 57—59 57 — 60 57 
251,127 | Marconi's Wireloss Telegraph .. T" as zi 1 2 es vs 65 1 18 1 18 - а 
72,680 | Monte Video Telephone Co., Ltd. Ord. es s 1 8 » 8 4 825 — 1 — 1 
86,493 Do. do. do. 5 96 Pret. “ 1 5 5 5 T 1 1 T T - 
1,983,888 | National Tele bone, Pref. Stook zé ae ..| 100 6 6 6 6 958 | 1104—1114 1104—1114 1114 110 | . 
1,966,667 Do. 4 Def. Btock ee ee ee 100 1$ 5 b 5 Б 108 — 110 108 — 110 1083 ee | . 
15,000 Do. do. 6 9% Cum. 1st Pref. .. | 10 6 6 6 6 9$ 18 — 15 13 — 15 ; 
15,000 Do. do. 6 Cum. and Pref. ae ee 10 6 6 6 6 § ll — 13 11 — 13 124 se 
9,000,000 | Do. do. 89 Deb. Stock Red. Stock | 84 84 BA 84 984—1 984—100 99 5833 
1,689,598 Do. do. Deb. Stock Red. 100 4 4 4 4% 104 —106 104 —106 ; 
179,813 | Ofiental Telep. and Elec. 1 to 171,604, fully paid 1 | 6 64 64 6 % H— 12 1 19 " 
50,000 do. do. 6 96 Cum. Pref. 1 6 6 6 6% li— 18 H— 1 oe 
100,000 Pacific & European Tel.,4 % Guar. Debs., 1 to 1,000 100 4 4 4 4% 100 —103 97 — 99 i — 34 
11,889! | Reuter's vs р 8 б b b 5 %8 74— 72 74— TH | 
60,000 | Telephone Co. of Egypt, 44 % Deb. Red. ie .. | 100 ae vis EN 44% 103 —106 103 —106 | 
8,287 | Submarine Cables Trust А E s .. | Cert, 6 6 6 6 96 125 —128 125—128 | = z3 
68,000 | United River Plate Tele «> = b 1 8 8 es d- 8 a- 8 a 
40,000 Do. 5 ф um. n. Pref., Nos. 1 to 40,000 b b b | 5 96 57 , | . ee 
179,947 Do. do. 6 be. ee es ee ee Stock b 6 6 5 % | 111 —113 111 —118 ee 
16,6001 | West African Miei cna ph, Shares vs 10 3 4 4% 94— 10 | 94— 10 5 c 2 
,008 | W. Coast of America, 1 to 80,000 & 58,001 to 58,008 94 і т n— 13. —  1à | ay T 
15,000 | Do. 4% Debs., 1 to1,500 guar. by Brasz. Sub. Tel. 100 4 4 4 4, | 105—102 1003—1 6 
75,000 Do. о. 5% Dene Фа ‘series, 1908 | 100 5 6 5 5 96 102 —104 02 —104 "d 
Do. do. b. Stock Red. | 100 4 4 4 4% 1034—1 1084 —1054 105 - 
88,821 West India and Penama Tele b .. * wa 10 i N M -— : Es 
B4,568 Do. do. 6% Cum. 18% Pref. EN ex 10 7 . d 6 e | 69% — 8 84 83 
4.669 Do. do. 64 Cum. 2nd Pref. | 10 il iie " 1 ЫК kee (| 
80,0001 Do. do. 69 Debs., Nos. 1 to 10 100 | 5% | 5% | 5% 5% Ё 101 —104 i 101 —104 ые | ae are 
- —— — —— —— „ — — — 
ELECTRICAL RAILWAY, МАК UFACTURING AND INDUSTRIAL Манба 
| | | | 
850,000 Anglo-Argentine Trams, 260,008 to 480,007 .. sr] 5 ae I ee 8 % 6 %§ Ер — 88 88— 88 BAR | * 
1,300,085 Do. БА 95 Cum. Prefs., 1 to 260,007 .. 5 * 5 96 5% | 54% 5$— O68 54— ~ ud ё, 
266,600 Do. Permanent, 6 95 Deb. Stock, 1888 | 100 | .. 6 96 6 96 6 96 142 —145 142 —145 . 
200,000 Auckland E. Trams., 5 % 1st Mort. Deb. Stock .. | 100 F 5 % 5 % 5 ^ 105 —107 105 —107 * * к^ 
530,000 Babcock & Wilcox, 1 to 580,000 Ар ed c 1 e 17 o6 20 % 16 95 33— 4 33— 4 81 321 : 
100,000 Do. do. 6% Cum. Pref., 1 to 100,000 .. 1 * 9% 16% | 69% L 14 lA lj 14 | 8 59 
40,000 British Aluminium 7 95 Cum. Pref. .. oe ec | 5 Nil | Nil Nil | 3/6 $ — b; 54— 57 | 51 +Ë 
20,000 Do. do. “A” 696 Cum. Pref, н Б Nil Nil Nil 3J- | 45— 5 4 5 $455 Pate, 
20,000 Do. do. 4 o; X Funding Certs. .. EM WENT. 1 „аб ка? A 2 2 5 
800,0001 Do. do. 5 А 15% Mort. Deb. Stock Red. | Stock | 5 % | 59$ 595 | 5% 98 —102 98 —102 
800,000 British Columbia E. Rail Def. Ога. Stock .. 00° | 5. | 6 % 6% E 119 —122 119 —122 ** ў | at 
800,000 Do. 5 % Pref. Ord. Stock - АР 100 | ze. Ax M 5 96 ad 109 —118 107 —111 * x3 —2 
115,000 Do. 5 & Cum. Perp. Pref. Stock * — 259. Ir SS 5 95 595 |*596 106 —109 106 —109 i : * 
240,400 Do. 44 % 1st Mort. Debs., 1 to 6,250 | 40 Еа 44%, 196 449% 103 —105 % 108 —105% 
220,000 Do. nt & Vancouver Power Debs., 1 to 2,200 | 100 s il nas 45% 44% | 102 —105 102 —105 5 , 
133,301 | British Electric Traction S > 10 8% | 6% 4 82 Th~ 84 TÀ— 84 84 SW 
156,437 Do. йо. 6% Cum, Pref. .. | 10 | 6% 6% | 6% ба 10 — 11 10 — 11 104 10% 
1.000, 0001 Do. йо. Б % ,Perp. Deb. Stock .. | Stock 5 96 5 96 5 4 5 % 117 —119 117 —119 118 ^ 
250,000 Do. do. 44 95 2nd Deb. Stock Red. | 100 T i 44% 44% 97 — 99 97 — 99 Se 
100,000 | British Insulated and Helsby Cables : 5 10 „ | 8% | 8% | 8%$| 64— 7 6 7 
100,000 Do. do. 6 % Cum. Pref. . 5 6% | 6% | 6% | 6 955 51— 6i 54— 6} ба 8 on 
500,000 Do. do. 44% 1st Mort. Deb. Red. | 100 | 449 44% | 44% | 44%% | 103 —106 103 —106 Я Sa " 
212,000 British Thomson-Houston 44 % 1st Mort. Debs. .. 100 | 48% | ae de 98 —100 98 —100 T E we 
British Westinghouse 6 % Pret., 1 to 200,000 and | * rx x: че PL | 
2,000,000 | 275 ‚001 to 475, 000 | o ee 6 75 Nil ee 1ł— 21 14— 21 РА 
1,016,353 Do. do. 4 % Mort. Deb. Stock  .. 100 * 4% 4% 4% 80 — 85 80 — 85 80 
50,000 *Browett, Lindley & Co., Ord. .. „| 4l Nil Nil Nil 3 *— H ўр H 
50,000 { Do. do 6% Cum. Pref. .. £1 Nil Nil Nil * 14/6 to 15/6 14/6 to 15/6 
105,731 Brush Electrical Engineering, Ord., 1 to 105,731 . 2 Nil | Nil Nil 33 1— 14 — 4 
150,000 Do, Non-cum. 6 9 > Pref.. 85 2 6 % 6 96 6 96 с 13— 13 71— 13 
125,000“ Do. 37 Perp. Deb. Stock. | Stock 4% 43% | 4%. 449, 96 —100- 96—100 
125, 0001 Do. % Perp. 2nd Deb. Stock Stock 44 4476 44 4496 84 — B6 84 — 86 2 * 
500,000 Buenos Ayres & Be т: 8 1 to 100,000 : 5 = 8 96 4% БА 38— 38 98— 38 84 33 
200,000 Do. A6 Cum. Pref., 1 {0 40, 000 5 to I8 TUB S PA 514— Б 54— 518 3 a 
137,500 | Do. LA = Be до 1 to 27,500 5 * 6 % 6 96 | T | 5 — d Б 
317,700 | Do, 5% Deb. Stock .. * * 100 га 5 % 5 96 5% 107 —109 107 —109 109 
190,000 Do. 5 95 9nd Deb. Stock „ а 1100 * 5% | 5% 5 102 —105 102 —105 1044 
525,000 Calcutta Trams., 1 to 105,000 .. e "T" р 5 éi 6 % 8 & 7 958 91— 93 91— 9 
163,050 Do. 105,001to 137,610 .. * ә 5 г * кы за. - n 9 <m 9 
850,000 | Do. t4 % Ist Deb. Stock es Spal) ЖК: 4% | 49% 43% | 107 —109 107 —109 
35,000 | Callender's Cable Construction shares T es 5 15 96 1312 | 124% 109, 11 — 12 11 — 12 
40,000 | Do. do. 5% Cum. Pref, й 5 5 96 Б © | БО — & 58— 5i 
800,000 | Do. do. 4à 95 Ist Mort. Deb. Stock Red. | Stock | 43% | 4% | 4% 43% | 109 —111 109 —111 
491,222 | Cape E. Trams., 1 to 491, 222 А 1 „ә 15 % 10 % 5 968 í— 14 — 14 
450,000 | Castner-Kellner Alkali, 1 to 450,000 .. 1 x 4 95 4 9 MES. 1 — 14 | 1— 1] = Ф 
280,211 | Ро. йо. 44 % Ist Mort, Deb. Stock | 10 4496 | 44% | 44% 97 —102 97 —102 993 994 
1,968,208 Central London Railway, Ord. Stock e . | Stock 4% | 4% 4% 4 968 99 — 95 93 — 95 933 933 
523,396 Do. do. 4% Pref. Stock Stock | 4% 4% 4% 4%§ | 101 —103 101 —108 Ф 
523,396 Ро. до. Det. do. .. -- | Stock | 4% | 4% 4% - 85 — 88 85 — 88 863 И 
1,330,000 | City and South London Railway - T .. | Stock | 9152 28% 28 2 %§ 44 — 46 44 — 46 445 2, 41 
85, | Crompton & Co., Nos. 1 to 85,000 Кр | b 96 A ^b Pigs 2— 9j 94 — 9. 2.2. Fal) AMA 
100.0000 | | Do. 5% lst Mort. Reg. Debs., 1 to wn 2 li s Е: ws ** | X 
n 900 of £100, and 901 to 11,000 of £50 Red. | „+ | 5% | 6595 5H 5 | 97—10% 97 —100% 94 . T 


* A period of nine months, { Quotations on Liverpool Stock Exchange. Des Unless otherwise stated all shares are fully paid. { Interim dividends. 
| And bonus of 10s, ul From Manchester Bhare List. 


— —— — —— — — - — 


(Contimuea on next pat..) 
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SHARE LIST OF ELECTRICAL COMPANIES. Continued), - 
ELECTRICAL RAILWAY, MANUFACTURING AND INDUSTRIAL COMPANIES. —/(continued). 


Stock Closing Closing Business done | Rise + 
Issue. NS Bhare. last four years. Чо, 20th. Dec. 27th. | Dec. 27th, 1908. 
I 171902. 1908. | 1904. | $1906. Highest Low 
960,000 | Dick, Kerr & Co., 1 to 62,000 - is .. {10 s- 9 з ж 9 8 
805,000 ; о. % Cum. Pref., 1 to 61,000 » 5 ў 6 6 6 51— 6} 63 : 
994,150 do. 49% Deb. Stock .. `. ..| 100 E У 4 4à 106 —108 106 —108 | 
600,C00 Dublin United Trams. (1896), 1 to 60,000 10 m 6% | 8 184— 1 184— 1 à 
599,700 Do. 6 17 Prei. between 1 and 60,000 10 ws 6 e 6 144— 1 14 a 
05 M0 Do. Debs... al. 55 100 a 4 4 | id 904—100 904—100 H 
300,000 Do. g u В” Deb. Stock 100 = ate $ | 905 96 — 97 96 — 97 . 
90,261 | Edison ё Bwan Utd, “A shre, £8pd.,1t099,961 | 5 | Nil il ges H- у li- 1 » 
17,180 Do. “ А?” shares, 01—017, 2 5 Nil Nil § i 4’ 2— 21— г 
844,0281 Do. 4 % Deb. Stock Red. 100 4 4% | 4 4% 85 — 90 85 — 90 Ё 
100,0001 Do. 6 % and Deb. Stock Prov. Certs. all pd. | 100 5 5 5% | 5% 92 — 97 93 — 97 : 
112,100 | Electrio Construction 1 to 112,100 2 6 4 il is — al a : 
81,890 Do. do. 79 Cum. Pref., 1 to 8890 9 1 1 1 ү 1 1 . 
200,000 Do. do. 4 Porp. lst Mort. Deb. ВК. | Stock | 4 4 4 4% 92 — 95 92 — 95 us 
95,000 | General Electric Co. (1 % Cum. Pref. ..| 10 5 б 5 ex 91— 9] 91— 91 - 
900,000 Do. do. ' 4 4, Mort. Deb. Stock | 4 4 4 4% 96 —100 96 —100 
780, 000 Gt. N. & City Rail Pref, Ord. ГА "4% 1 to 78,000 10 5 3 4 4 $6 5— И 5 — 3 ie 
96,000 | Greenwood & Batley 7 % Cum. Prof. ; 10 1% 7 1% | 1 1 1 11 ds 
80,000 Do. do. Б & Mort. Debs. . | 100 и Б 5% | 5 Ф 102 —104 102 —104 А) 
00000 | Нешеу (W. ТУ, Telegraph Works, Ord. .. ©: | 6 * * 2 1750 | 1 % | oga | ii 
[Г] do. Я ae 
45,900 Do. do. ort. Deb. Stock | Stock d DCUM 5 
60,000 India - Rubber, Gutta-Peroha & Telegraph Works.. 10 10 10 5 965 18j— 194 184— 19j 19} 
800,0001 Do. do. 1% lst Mort. Deb. .. | 100 4 4 4 4% 99 —102 99 —1 А 
87,500 Liverpool Overhead Railway, Ord. ..| 10 là 18 1} 5 1 2) li— 2 is 
10,000 Do. do. Pref. £10 paid М 10 5 5 5 | 5 % . — 7 61— 61 Я 
600,070 | London United Trams (1901), 1 to 50,007 is 10 "m B8 32 6 9, 4 9% 10—11 9 — п 
399,980 Do. do. 008 to 100,000 (£4 paid) — .. | 10 8% | 69 | 496 4— 5 {> i 
1,125,000 Do. do. 5% Cum. Pref., 1 to 195,000 . 10 5 % 5% | 5 2 93— 10} i— 10 104 
1,331,000 Ро. do. 4% 1st Mort. Deb. Stock 100 £ 4 ‹ 49, | 4 100 — 103 100 —108. 1011 
314,016 Metropolitan Electric Trams, Defd. is E 1 Nil Nil Nil v — A 22— 32 
500, 000 Do. 5 % Cum. Pref. 25 zi di nk $90 5 96 5% 5% — 1% 1— 14 ix 
850,000 Do. 44 % Deb. Stock Red. 100 » & 4% | 44% 106--108 106 — 108 iR 
100,000 | Peebles (B.) & Co. 6 Y Cum. Pref., 90,001 to 40,000 b. Mis ix 6 96 6% 5 — bj we 
240,600 | Potteries E. Tro., 20,001 to 40,000 & 50,001 to 54,500 | 10 к b % 5% s 9 — 9j И 
240.000 Do. Oe Pref.. 1 to 20,000 & 40, 1 to 44,500 D B a A à X. 1 ia 1955 "s | 
, * oe е ee ee 70 те: — МЫ 
87,850 Telegraph 9 and Maintenance is 12 20 g 20 $ 15 10 % 83 — 84 82 — B4 881 38} 
160,000 4 % Deb. Bds., 1 to 1,500 Red. 1909 | 100 4 4 4% | 4% | 102 —104 102 —104 > 
8,599,200 —— E. R., Lon., 5% Profit Bhar. B. N ts. m M 6 5% 96 — 98 97 — 98 xd 
540,000 | Waterloo & City Railway, Ord. Stock | .. | 100 34€, | 8% 83 89% 94 — 97 94 — 97 
393,830 | Willans & Robinson, 1 to 80,000 & 80,001 to 116,666 Б 839 6 К 1j— 9 12 — al 
833,350 | Do. 6% C. P., 80,001 to 80,000 & 135,001 to 141,666 5 12 6% 7 e 3 — 
246,806 | Do. 4% Ist Mort. Deb. Stock .. . .. | 100 4% 4% | 4% 82 — 87 89 — 87 
ELECTRICITY SUPPLY COMPANIES. : 
П | | " 
,000 | Bromley (Kent) E.L. & P., 1 to 14,000 b me 5 | 4 968 5}— 5j 59 ; ae 
50,000 Bo. do. 43 % 1st. deb. stock |. | 100 a 43 4d 4205 102 —105 102 —105 $ i 
, a 
29.97] | Brompton & Kens. Elec. 14, вар, Ота 1 to 90,000 | | 5 | 8% |10% |10 1% | B-a 9 oo ; » 
99 623 Е | A = | NE E 
10'782 Central Electric Bu o Guar. Deb. к : | 100 4 4 4 4% 102 —105 102 —105 | В |. 4 
80000 | Charing Cross and Strand cotricity Bu B 10 8 8 5 dy | B— Ө E „ ond oz 
80,000 . 2 А | ee ee 
40,000 | Do. "Cit сынамы Ai es Prt. 5 4 44%, 5 5 rth | |o 
40,000 | Do о. | 6 44% 4{— 5 4j— 5 4 i e 
850,000 Do. do. 4% Deb. Stock Red. 00 | 4% 4 4 4 101 —18ха | 101 —103 xd : A У | 
elsea Electricity Supply, Ord. { Ө 5 6 5— — - А v3 
15010001 qur ji % Deb.Btock Red. .. | Btook d 4 4 1 110 —112 | 110 —112 |o a | 
70,595 | City of London Eleo. Lighting, Ord. 40,001—110,595 | 10 5 5 6 5 11 — | H— 12 114 а ис 
40,000 Ро. 6 % Cum. Pref., 1 to 40,000 .. | 10 6 6 6 6%, 1й—14 | 18i— II na P^ dur 4t 
400,0001 Do. 6% Db.Stk.,Borip.(iss.atl]5)allpd. .. 5 b 5 | 5% | 14 — 124 —128 ЖР? TE 1 
800,000 Ро. 44 % 2nd Db. Stk., Prov. Crts., all pd. | 100 | 4 ax | 4 44% | 108 —105 | 108—106 | .. а Фф P 
40,000 Совы of ошар жөр | Power, os i | : ay cA qo X6 c] 034 L — 51 ' 2 ni 20 — | | 
50,000 ef. .. P EE ME " — 4 ie. А 
40,000 | County ot Ponner Electric ightin ‚Ота. 1—40,000 | 10 4 4 4$ | 4 968 | 832 8i | . H 
80,000 ! ,40,01—60,00 | 10 6 6 6 69, | 1 19)— 1 | 14 Е : T 
400,000: | do. 9 De Deb. Stock HD E 4 5 112 —115 119 —115 | 11 ME MER : 
950,000 | % and Deb. Stock .. | Stock 44% | 101 —108 101 —103 $ б) i ^ 
70,000 Bamundson! 8 шее Corporation, Ord. Shares .. 5 1 7 ia 53 53 : 5б | `+ НЫ 
90,000 ао. 6 % Cum. Pref.. i: 6 6 6 6 96 6 — 6 : =, rs > 
800,000! Do. do. 43 % 1st Mort Deb. Stk | 100 4 4 E 4% | 107 —1C9 107 —109 „ i 
50,000 Folkestone, 11010000 . : Б a 4 ği E NS | i 
50,000 5 % Cum. Pref., 1 to 10,000 N a 5 — 5 — аз Bo qo : 
50,000 | Do; 44 9; lst. Deb. Btock `.. | 10 | % | 44% | 101 —104 101 —104 | n e 
65,000 | Hove, 1 to 18, S Б €, | 8% — 81— 87 ; Es os Jee 
$130 | Do. 4% 55 Е Й 100 4 4 4% | ис | иси | ч s | 
Ро. Й or = Е m ee * oo 
7,800 | Do. i Deb. Stock 00 | o 4) 4% | 98 —100 98 —100 TEGE d 
21,000 | Kensington and Knightsbridge Electric Ord. ` 6 |10 12 10 % 10#— 113 10#— 11$ 8 ке | к { 
186,000 Do. do. do. 49% Deben. Stk. kj 4 9 | 4 4% | 96—101 98 —101 E ae +1 à; 
pom London Electric Supply Corpor ration, IS i d | : | n A 4 555 1 a ue a a ree | id | © : 
* * О un i es ee . 
871,895 | Do. do. 4% lst Mort. Deb. Stk. Red. | Stook | 4 4 4 4%, 97 —100 xd 97 —100 xd | re 1 И 11 
100,000 , Metropolitan Electric Supply, 1 to 100,000 .. EE EN 10 10 9 — 10 94 — 1 N 9 4 4 
76,121 Do. 4à % Cum. Pref. 1—71,108, £8 pd. 5 | 4 4 4 4% 61 Б — s 
220,0001 | Do. % 1st Mort. Deben. Stock 44% | 109 —18 | 109 —11 xs E M. 
250,0001 Do. % Mort. Deben. Stock Redem. | Stock $ „ 97 — — Ru pe 
250,000 | Midland Electric rporation 43 * lat Mort. Deb. 100 4 4 44% | 101 —108 % | 101—1 1013 2" 
1 Newcastle - on- Tyne, 1 57,000 5 a 8% 8 24958 | 8 — 8 — P. | г X 
89,955 Do. 57.010 to 75,000 : ы. ie 5 "NN 24) | 8— 8 — B IE ar 
id E ae E %%% у j- = M 
А oe ee ee oe oe za ! * oe | 
10,852 Notting Hill Electric Lighting T 10 6 $ 6 4 | " 96 6 3 1 14 134 — 14 L o3 | | 
59,000 Do. do. 4% Ist Mort. Deb.. .. 100 4 4 49% | 4% 98 —100 90 100 : 
92,500 | Oxtordy 1 to 96 and ior to 18810 ke e 5 64% | 1% 1 45 KK 10 105 е om | s 
50,000 о. tock .. ii " | —102 = EET »" 5 
40,000 | Bt, James’ and Pall Mall Electric Light, Ord. 6 14% 1. 143 Ev. 193— 137 123— 1 Na ee 
20,000 Do. do. 1 % Pret. 20,061 to 40,080 5 TH | 74, 7 IXI 8— 9 8— 9 | A te 
150,000 Do. do. 84 % Deb. Stock Red. 100 | 9 | 88% | 83% | 3% | 98 —100 | 98—100 | | 
12,000 Smithfield Markets Electric Supply, Ord. . 5 | 4 | 4 5 2 — 23 | 2— 23 ED 
50,000 Do. do. do. 4% Deb. Btock Stock 1% 4% 4 4% 16—80 0 — %% 
65,000 South London Electricity Supply, Ord. .. . 5 | 139 | 8% | 4% | 8 — 8 — , po 
100,000 South Met. Elec. Lt. & Power оо, бё cas 1 | il | Ni zea “ol }— | 0 H- Б dac d. ss : 
50,000 (Late Blackheath and Greenwich 17 % Pret.. 1 Nil ! 7 | 1 795, 1 ly | 1 l4. 0. bom EA 
100,000 . Dist. E.L.Co.) 449% 1st Deb. sti. 100 43% 43 43% | 44% | 105 —108 100—068 | .. ! . А 
20.000 | Urban Electric Supply, 152 ——x . 5 Ed | б | б T Ф 3— 51 | Hm 3 и Е 
, е ы О ес | н ee í ee ee 
200,000 ' Do. do. 44% 1st Mort. Db. Stk. Red 100 на M 4à 44% | 104 —106 ! 104 —106 X" 
110,000 , Westminster Electric Supply, Ord. .. T: b 12 180 14 18 %§ | — 165 | 114—1 12 11 
28,161 Do do. 6 95 Cum. Pre. 5 | 5 5 | 5 5% | ym | 54— әр ә 
} ‚ і i 
Shares not officially quoted :—Mac Companies, ord., 56—57. Pref. 14—15. | 
+ Unless otherwise stated all sarena are fully pai , $ Interim dividends. 
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EXPORTS AND IMPORTS OF ELECTRICAL GOODS DURING NOVEMBER, 1908. 


` 


As we surmised on recording the October returns of electrical busi- the previous month—-amounting to £9,591, as compared with £9,871 
ness in these columns, the succeeding month of November has to during the month of October. 
sume extent righted the balance bet'veon exports and imports. An unusual feature of the month's business is the high value of 


Thus, while we cannot record any very substantial rise in exports, the cable exports; in regard to the imports, large reductions аге 
the amounts for the months in question being £109,102 and apparent in the values of electrical machinery and telephonic 
£110,252-respectively, yet a noticeable reduction has occurred in material imported. No telegraphic material, specified as such, 
the imports, which totalled only £131,194 last month, as compared appears in the month's records. 


with £140,455 during October, a decrease of some £10,000 in Over the first 11 months of the year, it is satisfactory to note an 
value. - increase in value of over £100,000 in electrical machinery exports 
The re-exports remain practically stationary, at the high level of as compared with the corresponding period of 1904. 


Registered Exports of British and Irish Electrical Goods from the United Kingdom. 


c —— — — — — ome 


e | 
EH В | TE- . 2 | Е | 2 E "265 0 Е | d 
S j 2 225 TIPS 2 | 553 ШР pi 
22 5 E2 288 s Ее 3 538 £43 = 5% 2 58 932 
Country receiving exports and importing. ges $3 | о 69 P о 5 8 9 | TE 2 SEE БЕД 8 8 8 
ы 2 Ф -— p e Pe ы 
P8 8 Hi! i 1121,85 di 5 COH DERE 
Ж “ш ш а" Жы M * 
ne АНЫБЫЗ AU T ee ADT IE елате ux . dE cM OC 5 тр тесу Т» aes 
„ ud al xs ^ weg 2 EMEN ЕС E 
Russia, Sweden, Norea and Denmark.. "T 995 28 291 35 | 521 83 | „% 14117 61 | eda 
Germany 2. 2. 2 у 78 86 6б 200 al 200 25 | 
Netherlands. ; 58 252 680 | 16 | (078 |... ке | ae a йй 
Dutch Borneo, Java and Dutch Indian Possessions 26 | 64 ' 11 12 | 57 A eR | " | 
Belgium. siis im 3 n ** 132 4 68 20 | 70 78 2 ox 93 m 
France e: 749. 50 28 258 278 | E | ^50 
Portugal, Portuguese East Africa and India к 507 ; 1,300 224 17 30 | 2,161 | 58 " 20 us 
| | 
поша and Canary Isles. — 16 305 4 | 29 ios | 221 | - 8 | 713 
taly Hs (m а T 30, .. | ME. 3p. "aas е 10 aa T des 4 
Greece 'and Bulgaria is yis sts Ss. Тт | B. s | 3 s 3 100 | em | gs dis | se. М 
Egypt е [os DENM nos we, 212 19 | 30 | 60 786 105 5 221 295 
кө and Siam — . X n m T | 170 | 165 518 | i | 14 | ed | 417 | - 4 | 31 | 
apan jo: ТР bee - 928 Sg 3,072 [ in 197 52 Sis "NIE | T 
U.S.A. and Cuba js T -— TT 76 | 12 3 16; 231 105 | 73 23 * 15 
Mex ioo and Panama " Ө m ui^ ие | 917 368 5 10 5 age . | 
Chili ... 118 v. 132 151 219 | 2,479 126 n T i 
Brazil | 208 ' 88 79 | 36 | 86 294 96 196 А 
Argentine... oe .. | 1,082 | 2,614 410 906 124 | 2,445 924 3 490 | 2,541 
Channel Isles, Gibraltar and Malta | 188 | 1,634 16 15 к " ss | " 
ritish West Africa T EM wa Р ЖИЕ 182 6 = "n m da pa 
CoD of Good Hope n | 288 | 1,385 | 2,123 259 45 | i 96 9 108 248 | 
ata ... | 2,047 | 2,053 | 1,836 ^ 1,511 250 | 5,304 49 in 58 | 1,026 
British Eust Africa, Mauritius and Aden js 44 | 61 eis 36 | — TM 13 96 do weit 
шш i — 2,717 5,697 | 2,656 | 436 | 1,230 ns P^ | TEX 38 9 s 
Burma 95 Ws 5 " 5 2 , | 28 1 
Ceylon 3| .. | 8 39 | 103! .. E 
Straits Settlements.. „ 111 222 | 24 143 
Hong Kong .. ik e е is | 116 811 63 "E EE 1,348 28 ies 68 
West Australia те Ж aes m 102 519 448 21 144 | 471 10 .. 450 
South Australia т iw n Wed o X6 224 95 eas VN 166 26 Р йн 461 
Victoria е К ар T | 104 | 1,245 36 7 | 143 nes кт (ds 
New South Wales 999 . . 2,255 6,448 175 147 45 1,434 71 | P M 240 
Queensland .. — 2 ш с. ш]. | 18 | 9 И | 1,525 ы | = fe 
Tasmania Ж 185 ond 6 uio xx 6 TD INS 110 77 oe 
New Zealand | bir = .. 861 | 3,682 | 440 | 77 | 187 | 528 | 23 | | 2,380 | 
Canada and Newfoundland A i — 803 | | 90 : 2 T S1 | 110 | ee | 
British West Indies and British Guiana " | 11 | 45 26 Д | 54 59 | | 48 | 
-i ' E = 
Total, £ ' ч ‚978 33, ‚151 m 730 | 4,062 | 2,962 |50, 317 | 2,848 | 48 | 3,955 | 8,926 | 275 


Additional exports: French Indo-China, Fittings, £2; Morocco, Goods, £25. 
Registered Imports into the United Kingdom of Electrical Goods from all Countries. 


£ , &£ | £ | £ £; £ £) у £ # | 

Russia, Norway, Sweden and Denmark... T | y E ER | 155 | | 905 597 | 8 | 8,038 , ... bom 
Holland qa... 9,228 946 5103 244 674) ... | 6016, ... „„ И 
Germany .. ggg . . | 9,540 6,446 23 1,233 | n 10. 024 | 310 319, 1.6 
BelgiuiRunun nun. 12,031 745 | ; 4,343 12,369 81, 870 1,648) .. | ... 
France 2 2 36099 1157 un v4 | 67 | 43 2,220 693 2,220 
United States. 5129 к 587| 9,528 104| 18) .. 933 
Canada ix КУ oe iu 8 sro as m | a | 2.118 TENE. ‚| ГА | es MS 

| | | 

| 


9,443 | 11,961 


Total, £ m 864 10 10,887 | 6,900 6,900 TI 571 37, 858 1,785 


Additional 5 Cape of Good Hope, electrical cmm £13. 
Registered Re-Exports of Foreign and Colonial Eleetrical Goods from the United Kingdom. 


£ | £ e £ | £ £ E | £ £ | £ £ 
Various countries, mainly as above 1,602 | 7 | 176 | | 80 1,443 | 186 | 167 | 5,932 | 5 | 
| ` i | | | 
TorAL EXPORTS: | ToraLr RE-Exports: TOTAL IMPORTS: 
£110,252 » -Z £9,591 | £131,194 


NorEÉ.—The amounts appearing under the several headings are classified according to the Customs returns. The first and 
. third columns contain many amounts relating to “goods” otherwise unclassitied, the latter, doubtless, cousisting of similar 
materials to those appearing in adjacent columns. 
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THE SUPPLY OF ELECTRICITY IN PARIS. 


AN interesting report was drawn up by M. Picou for the Technical 
Commission of electrical engineers which considered the present 
and future working of electricity supply in Paris in February last. 
The Commssion was appointed to inquire into the question on 
account of the fact that four of the six existing concessions expire 
early in 1907, and the remaining two in 1908 and 1912 respectively. 

Owing to the growing demands upon the various companies, they 
found it necessary to erect generating stations in the suburbs, and 
to feed sub-stations therefrom; the sub-stations being in several 
cases side by side with the original stations. As the demand is 
constantly increaging, & thoroughly organised and uniform system 
is required to meet it satisfactorily. 

The general progress of the various electrical undertakings has 
bcen very marked, notwithstanding the high price charged per unit, 
which charge is none the less for the restrictions апа conditions im- 
posed upon the concessionaires by the authorities. As compared 
with a gas company, which can always run the works at full load, 
the electricity company has to provide machinery for the peak of 
the load, which is much in excess of the average load, thus 
adding to the capital, sinking fund, and other charges to such an 
extent that the Commission considered an 18 years’ concession, as at 
present, to be of too short a duration, and recommended the time to 
be extended to 35 years. 

Owing to the short length of the current concessions, there was 
no incentive to the companies to bring their plant up to date, and 
they rely upon old-fashioned steam engines, which are not conducive 
to low generating costs. 

The points claiming the attention of the Commission were pro- 
duction, distribution, price per unit, and system of charging for 
energy. 

As regards generation, the consumption is assumed to reach 


80,000 Kw., and the Commission agreed without hesitation in giving 


preference to 5,000-kw.turbo-generator units established in three 
suitably situated generating stations; for the supply of water for 
condensation, the canals of St. Denis and St. Martin and the River 
Seine are available, but the latter alone can furnish the necessary 
quantity, as the Commission does not favour cooling towers owing 
to their unsightly appearance, their cost and to the fact that their 
depends somewhat upon the hygrometric state of the air. 

. The generators would produce three-phase current, which would 


be fed to sub-stations at from 8,000 to 12,000 volts between con- 


ductors. 

For distributing the energy the problem of choosing the best system 
is rather involved, and the Commission endeavoured to disturb 
existing congumers as little as possible consistent with efficient dis- 
tribution ; thus in the central area direct current has been decided 
upon, and in the outer districte three-phase current. 

Asto the voltage of p.c. supply, the Commission recommended 
the maintenance of a 110-volt supply, which is the same voltage as 
now exists on two, three, and five-wire systems in Paris, notwith- 
standing all the various advantages of a 220-volt service, as con- 
sumers will be put to no“ changing-over" inconvenience thereby, 
while the existing mains can be used, and the efficiency of lighting 
with arc and glow lamps is greater. The transformation from А.С. 
to p.c. will be effected by motor-generators in suitably situated 
sub-stations. 

For the outer districts alternating current will be used, with 
transformer sub-stations, because the density of consumption is not 
great enough to justify the greater expense aud lower efficiency of 
converter sub-stations. "The 4.c. supply to consumers will be on the 
three-phase four-wire system with 110 volts between the wires, and 
а frequency of 50 cycles per second. The primary distribution in 
both cases will be carried out with three-phase current at а pressure 
between 800 and 1,200 volts. 

In considering the rate at which the energy should be charged 
for, the Commission allowed the life of boilers to be 10 years 
machines 15 years, buildings 35 ycars, and cables 35 years; and for 
a maximum estimated demand of 70,000 xw., it was considered that 
100,000,000 fr. would be necessary, the annual charge for interest 
and redemption of this sum in 35 years being 6,000,000 fr., the 
charge for renewal of plant 3,165,750 fr., and generating expenses 
8,116,600 fr. annually. ; 

The mean price per unit agreed upon was ‘329 fr., assuming a use 
of the installation for 750 hours per annum. For 400 hours or less 
the rate would be 593 fr., and for 3,000 hours and upwards 165 fr. 
per unit, the rate charged depending upon the duration of 
utilisation of the installation. The figures take no account of 
profits or of municipal taxation. 

Finally, the opinion was expressed that, when the new programme 
was realised, osmium and tantalum lamps would make electricity 
as cheap as vas. 

The question has now entered upon a new phase. Last month, 


as reported in La Rerue Electrique of the 15th inst., the Prefect of 


the Seine laid before the Municipal Council the proposals which 
had been submitted by the various companies for the realisation of 
the scheme for the unification of the supply. ‘Three of the six 
sectors offered terms which met with little favour, and did not 
satisfy the conditions laid down by the Commission. The other three, 
however, and an outside syndicate, brought forward propositions 
embodying entirely new features, which engaged the serious 
attention of the authorities. Each of these took into consideration 
the permanent as well as the transition stage, though the first 
three dealt only with portions of the area to be supplied. The 
fourth, which was put forward by two firms, Messrs. Schneider 
and Co. and Messrs. Mildé & Co., applied to the whole area, and 


was the only one recommended to the attention of the Council by 
the Prefect of the Seine. 


` 


Dealing with this scheme alone, therefore, it appears that the 
new company proposes to commence operations in each, sector 
directly the corresponding concession expires, and guarantees the 
city against any difficulties which might arise between it and the 
sectors. The concession asked for would expire with the year 1938, 
but would be terminable at the end of 1923, 1928 or 1933. Up to 
the end of 1912 the company would carry on the service, utilising 
the existing installations as far as possible; at that date the last of 
the concessions would fall in, and the company would proceed to 
carry out the dispositions indicated by the Commission. The com- 
pany would pay to the city 8 per cent. of the gross receipts from 
the sale of energy, and 45 per cent. of the annual profits, engaging 
to make up the total payment, in any event, to 4 million francs per 
annum at least. On the expiration of the new concession, the 
whole of the assets would pass to the city without payment. The 
tariffs would be reduced at the expiration of each of the existing 
concessions, and a reduction would be made tothe city of 30 per 
cent. on the general tariffs. The charges, up to the end of 1912, 
would not exceed 0°90 fr. per unit (peak load), and 0:35 fr. (day 
load); thence up to 1923, 0°70 and 0:20 fr.; for the remaining 
period, 0:60 and 0:15 fr. per unit. Consumers would have 
the choice of the double tariff mentioned above, or the mazi- 
mum demand system, and a reduction of 25 per cent. would be 
made to consumers taking their supply direct from the primary 
mains (after ee The tariff proposed by the company cannot be 
directly compared with the others, but it seems that the mean price 
for lighting will be 0°60 fr. per unit at the start, while for motive 
power the charge per kilowatt-year from 1913 to 1922 will be 
4,500 fr. and afterwards 3,000 fr., working 10 hours a day. 

It will be gathered from the foregoing brief particulars that the 
City of Paris has under consideration a project which, while differing 


` in many respects from the Administrative County of London scheme 


of last session of, Parliament, is still analogous to it in others. 
According to these proposals the City will benefit by a large annual 
rental, a greatly reduced tariff for electrical energy, and by 3 
uniform system of supply, while after the expiration of 33 years 
from date, the Municipal Council will enter upon possession of a 
vast undertaking entirely free of cost. АП negotiations with the 
existing concessionaires will be handled by the new company, which 
will be solely responsible for the electricity supply of the City. 
The advantages to the City are beyond dispute, but, as our contem- 
porary shrewdly remarks, the mulish spirit which too often prevails 
in the Municipal Council may regard the recommendation of the 
Prefect of the Seine as a reason for the rejection of the scheme— 
а remark which will be only too keenly appreciated by those who 
dwell under the xgis of the London County Council. Let us hope 
that the Municipal Council of Paris will set & wise example to its 
good friend of London. i 


PROCEEDINGS OF INSTITUTIONS. 


INSTITUTION OF ELECTRICAL ENGINEERS. 


DiscussioN oN PAPER By Mg. W. H. PATCHELL, ON THE 
CHARING Cross Co.’s City or LONDON WORKS. 


THE discussion was opened by Mr. Carl Sulzer, who congratulated 
the author on the success of his work. 

Mr. C. P. Sparks drew attention to the fact that Ferranti had 
forestalled the author in the matter of direct generation and trans- 
mission underground at 10,000 volts pressure. The author had not 
been able to trace the presence of nitric acid in his high-tension 
machines; he (the speaker) suggested thorough impregnation of the 
coils at an early stage of manufacture, so as to exclude the air, as 
all that was necessary: The safety of extra high-pressure cable 
systems was very great, and no depreciation would result if all 
moisture were excluded. He, however, considered it a mistake to 
lay cables solid " in the City of London; a drawn-in system was 
more convenient. In his opinion, the generating station might 
have been advantageously placed further out than Bow, haviug 
regard to the prime necessities of coal and water. The author's 
boiler plant was of great interest, and his steel chimneys the 
Speaker envied. He, in common with other speakers, would have 
liked actual figures of coal consumption, &c., as if the latter was 
slightly over 3 lb. per unit, it was a good result, while nearly 4 lb. 
was not good enough with Welsh coal. In his company’s station, 
which was about one-fifth the size of Mr. Patchell’s, the consump- 
tion per unit generated was 44 lb. of North-Country slack, but the 
plant was older and the coal dearer there. Mr. Duddell’s oscillo- 
graphic tests at his own station had been of great value, and it was 
shown that the oil-break switch, breaking at the neutral point, was 
the only reliable one at high pressure; the same was true of oil fuses. 

Mr. J. S. HIGHFIELD drew attention to the fact that at Willesden 
the two-phase plant was operated at 11,000 volts to earth and 
15,000 volts between phases, whereas the Bow plant was three- 
phase with the star centre earthed, involving only 6,400 volts 
pressure to carth from any. phase; this was one advantage of the 
three-phase system. He did not find any appreciable difficulty in 
switching in or out 7 miles of main without any charging gear. 
Discussing the formation of nitric acid in high-tension machines, 
he did not think that there was any way of making mica tubes 
stand, except by making the coils air-tight. Не considered that з 


pressure of 11,000 volts above earth was nearly the maximum for 


use in this country. | : 
Mr. W. Н. Воотн suggested that the interesting features of the 
paper lay in what was omitted. Referring to the boiler plant, with 
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Welsh coal and hand firing, there must be smoke at times. The 
idea of the secondary grate was a good one, but how were the 
secondary fire doors kept air-tight? He did not think that the 
back sections of tubes in the vertical type boiler would act as an 


economiser; in fact, the back and front would be approxi- 


mately at the same temperature, and the waste gases would escape 
at about 600° F. The lack of an economiser was also a 
serious matter. He considered that the system of feed heat- 
ing adopted would add little to the temperature of the water 
if a low vacuum was obtained in the condenser. The 
superheaters were too far above the boiler furnace to be of 
benefit, but they could not be gearer owing to the risk of burning. 
The coal used seemed to be about 4 lb. per unit; he contrasted this 
with the results obtained from a factory type of engine, which was 
fitted with a reheater between the н. and L. p. cylinders, in con- 
nection with which, apparently, a form of controllable superheater 
was used. In the latter, the 1. . P. was 348, the steam being super- 
heated to 495° F.; the result of the system adopted was a reduction 
of 200 tons on the 730 tons previously used per annum, or а 
reduction of from 1:8 lb. to 1:4 lb. of coal per r.H.P.-hour. Sueh a 
system gave much better results than the ordinary methods of steam 
raising adopted in large plants. 

Mr. J. H. Riper commented on tle lack of important data 
in the paper, and on the authors choice of а power station 
site; in regard to the latter he could have gone further out, 
say, to а river site, with advantage. Не could not understand the 
choice of 50 cycles, and 25 cycles would have been better, if con- 
version to direct-current was contemplated. The speaker further 
challenged the statement that extra switchgear would have been 
required with static transformers; in that case there was only the 
H.T. gear on the primary side of the transformers, and the L.T. gear 
on the р.с. side of the motor-generators. The boiler plant was 
most interesting, but the absence of machine stoking was surprising ; 
the double grates were excellent for emergency loads. Не criticised 
the feed water arrangement for its unnecessary complication ; 
the author could have arranged to pump direct through 
the feed heaters to the boilers, and have avoided the loss of 
heat through the water standing in the hotwell. -If the 
author was ‘depending on his two artesian wells for boiler feed, 
he appeared to be getting near the limit of their capacity. He 
(the speaker) had a similar well at the Greenwich power station, 
which, however, necessitated the use of water-softening plant. He 
asked whether the author went abroad for his plant on the score of 
cost or of efficiency, or both, as it appeared to him that it could have 
been equally well obtained in this country. He agreed with Mr. 
Highfield that cable-charging apparatus could be dispensed with if 
suitably insulated cables were employed; the use of a motor- 
generator for such a purpose introduced difficulties owing to its 
having to be run up and synchronised like an ordinary generator. 
The author would, in the speaker's opinion, have saved in cost by 
adopting a drawn-in system for his trunk mains. He had now вирег- 
seded the cable joints described by linen taped joints, the tape being 
wrapped between the leads. Не congratulated the author on his 
using H.T. current direct on the stators of his motor-generators, but 
considered that induction motors were simpler, both in themselves 
and their switchgear, than synchronous machines. Simplicity 
should be the great feature of such plant, and commercial efficiency 
was the end to be attained. He concluded by appealing to Mr. 
Patchell for details of the cost of operation and of the plant, which 
would be more valuable than the paper itself. 

Mr. A. VENNING remarked on the large proportion of 
boiler power to engine power installed, and suggested that the 
crane might have been placed higher up, and so have given greater 
facility for dismantling the 4, 000-Kw. generators. He proceeded 
to criticise, at length, the design of the Hornsby boilers, comparing 
them with the Stirling boilers installed at Carvillé, to the advan- 
tage of the latter as regards output and floor space occupied. He 
did not see how economisers could be added, as suggested in the 
paper. 

Mr. A. C. ANsTEY (of Hornsby's) discussed the greater 
evaporative activity of the boiler tubes nearer the furnace; some 
25 per cent. of the total evaporation of the boiler took place in the 
tubes next the fire, The rate of working had a great effect on the 
life of the tubes, as it is easy to get dangerous rates near the fur- 
nace. In the plant at Bow, after 15 months' working, the tubes 
near the furnace were quite straight. It was quite easy to fit 
machine stokers to the furnaces if desired. Не further drew 
attention to the large volume of the combustion chamber in the 
vertical type boiler, in which, when working at a high rate, but 
little over 11b. of coal was burnt per cubic foot of combustion 
space. This figure was, however, increased four times in the 
horizontal type of boiler with its smaller combustion space. The 
upright boiler unit could be worked at up to 130,000 lb. of water 
per hour if the draught was improved. In conclusion, he assured 
his hearers that a definite circulation was obtained in the back 
portions of the upright boilers, which parts did act as economisers. 

Prof. J. Epstein (of Messrs. Lahmeyer) described experiments 
carried out by his firm with a view to absorbing the gases in 
stator windings; they found, however, that the insulation provided 
on the machines was quite sufficient to withstand anything which 
might occur. He considered that the three-phase system was 
preferable to the two-phase, as used by the Metropolitan Co., and 
that a periodicity of 50 cycles was in this case better than 25. 

Mr. W. М. Мовркү agreed with the last speaker in regard to the 
periodicity ; with 50 cycles, it was possible to carry out electric 
lighting without the use of rotating machinery, if desired. Motor- 
generators could also be used with less risk of variation in the 
secondary pressure. In regard to the deterioration of insulating 
material supposedly by the evolution of nitric acid, with alternating 
currents at high pressure, it was interesting to note that prepara- 


1 


0 


tions were being made on a large scale to obtain nitrogen com- 

unds from the air by electrical methods. He, however, suggested 
Ба his own observations, that the disintegrating action on the 
insulation observed by Mr. Highfield might be due to the actual 
hammering which occurs between conductors, from statical causes, 
in large alternating current generators. This would account both 
for disintegration and heating; and it also made them realise 
how v important were the engineering as distinct from the 
electri росе of electrical engineering. 

Mr. Н. M. Sax RRS, referring to Mr. Highfield’s remarks on the pre- 
sence of nitric acid in large generators, mentioned that he had had 
trouble with an alternating current network owing to deterioration 
of the cables near earthed metal; this was stopped by provid- 
ing a lead sheathing. With regard to the author's boiler plant, 
machine stokers would enable bituminous coal to be used equally 
as well as Welsh. The objection to surface condensers, suggested in 


‚ the paper, was probably scaling of the tubes; the latter, however, 


could easily be cleaned by treating in a bath of hydrochloric acid. 
Such scaling was largely due to the use of cooling towers, which 
tend to concentrate the salts in the water, and the concrete 
reservoirs used under the towers also gave off lime salts. The 
proper remedy was to soften the make-up water. g? 
The discussion was adjourned to January 11th, 1906. 


y 
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MANCHESTER STUDENTS’ SECTION. 


The opening meeting of the students of the Manchester Section 
was held on Friday evening the 23rd ult., in the Manchester 
School of Technology. Mr. 8. L. Pearce presided. Owing to un- 
foreseen circumstances, Mr. Swinburne was unable to be present, 
and his address, which was entitled Efficiencies,” was read by the 
secretary, Mr. D. L. Sands. 

In the opening part of the address the author explained the 
question of efficiency from various points of view of machines, 
trader and seller. He remarked that a trader who looked upon 
buying at 15s. and selling at £1 as making a profit of 33 per cent. 
would be really deceiving himself, because the question was not 
how much he made over the apparent purchase price, but what 
profit he made per annum on his trade capital. Into this question 
all sorts of considerations entered. If he was a trader he had to 
pay rent, incur bad debts and losses through depreciation and other 
causes, and had to give his time to the work. Many unpractical 
people thought a man ought to sell goods for a small percentage 
above what he paid forthem. If an engine builder paid £1,000 in 
wages, and £1,000 for material, to build an engine, and sold it for 
£3,000, it was commonly said he had no business with the odd 
41, 000; he had either overcharged his customer, or had robbed the 
workmen. These notions arose from ignorance, and did a great 
deal of harm. He next explained by diagram the losses that 
occurred in steam boilers and engines, and in a small installation 
with secondary batteries. | 

The losses between the station and the consumers’ terminals were 
made up of different details, according to the method adopted of 
transmitting the power. A diagram was given showing the 
yearly losses in the Metropolitan system, prepared from 
figures supplied by Mr. Highfield, from which it was seen 
that the transformers were very efficient, and when they 
could be cut out at light loads so tbat the transformers in use 
were always well loaded, the efficiency was very high. There was 
& loss of 6 per cent. in the station, only 2 per cent. in feeders to 
sub-stations, and 13 per cent. in conversion and the lighting of 
sub-stations, The figures were for a year, but varied, however, 
from time to time. Thus the station losses were 7 per cent. at 
noon, 4 per cent. at top load, and 20 per cent. at 3 алп. "Though 
the various sources of waste varied, the final result was 79 per 
cent. efficiency at noon, 74 per cent. at 6 p.m., and 65 per cent. at 
З a.m., which was very good, all things considered. 

The question of.accounts was next considered. "These depended 
on whether it was a municipal undertaking or a company. If it 
was a company, interest was really partof the profit, but the 
depreciation should be large enough to allow for the gradual reduc- 
tion of the value of the plant. If the station was run by a town 
the accounts were kept on an absurd system. The town did not 
save money like the private individual, and then buy what it could 
afford ; it had to borrow money for everything, and pay it back over 
а term of years. The length of the term had no reference what- 
ever to the nature of the work done, as the work was not in any 
way security for the loan, the local rates were the security. For a 
private individual always to be in debt would be bad; fora town 
it was another matter, the only question was how much the town 
ought to be in debt. 

. Localauthorities were taking up such businesses as electric supply 
and tramways, which had profit and loss sides, but they were 
obliged to work on the same lines as town improvements, which 
was absurd. . Municipal electric light schemes were thus worked 
under absurd difficulties. They were like a public company that 
had a negative capital, i.e., all its money was borrowed. The rate- 
payers were the shareholders, and held shares depending on the 
rate assessments. The dividends were generally negative. The 
town might only borrow enough money to put down the plant. 
This had to be paid off by sinking fund which returned the money 
in, say, 20 years. The plant might last 10 years, or it might last 
50; that had nothing to do with the case. On the other hand, a 
private concern would start business with enough capital to put 
down the station and run it at a loss for a year or two until it had 
turned the corner. The municipality might not do anything so 
sensible as that, апа for the first few years losses had to be paid 
out of the rates, à proceeding which sometimes excited the rate- 
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payers. Any business had to be run at a loss at first, and if enough 
capital was provided to meet the deficit, when the business paid it 
ought to pay on the whole capital. 

On the subject of tramway accounts, attention was called to the 
very small proportion paid for power, under 3 per cent. Traffic 
expenses were ten times more, and depreciation and renewals 20 
percent. This was in addition to a sinking fund of 6 per cent. 
(This was 6 per cent. of the money received for tickets, and must 
not be confused with а 6 per cent. sinking fund.) There was а net 
profit of 144 per cent. (on money taken, not on capital). 

The proceedings closed with a vote of thanks to the author. 


TRANSIT OF IONS IN THE ELECTRIC ARC. 


We have received from Mr. A. A. Campbell Swinton a copy of a 
paper communicated by him to the Royal Society on the above sub- 
ject. The paper describes an experiment performed to demonstrate 

. the passage of the positive ions from 
one carbon to the other, and of the 
negalive ions in the opposite direc- 
tion. Referring to the figure, it is 
seen that one carbon, 4, is arranged 
so that some of the ions projected 
from the other carbon, в, can pass 
through а small hole in the centre of 
А and pass into a small cell or tube, 
E, which is insulated from a. The 
charges conveyed to в then pass 
through the galvanometer 7, to the 
carbon 4, and deflect the galvano- 
meter. At first Mr. Swinton was 
only able to obtain the result he 
sought by exhausting the air in the 
neighbourhood of the arc, enclosing 
it ina large glass tube к: since at 
full atmospheric pressure the velocity 
of the ions projected from в fell off 
too rapidly to allow them to pass 
clear through the small aperature 
in A and enter the cell E. А 
moderate degree of exhaustion, how- 
ever, showed the effect he looked 


meter deflection showed that the 
charges that reached the cell к, were in each case of the same 
sign as that of the opposite carbon B, whether positive or 
negative. i 

A footnote tothe paper mentions that the author had been able 
subsequently to obtain the same results at ordinary atmospheric 
pressure by using rather larger apparatus. 

The author obtained larger deflections when the carbon B was 
negative than when it was positive, thus confirming the known fact 
that the negative ions in the arc have a greater velocity than the 
positive ions. | 


THE FARADAY SOCIETY. 


Тнв FLOTATION PROCESS FOR CONCENTRATING ORES. 


Тне December meeting of the Faraday Society, which was held 
on the 12th inst., was chiefly devoted to the discussion of the 
theoretical aspects of certain flotation processes for the separation 
of ore from gangue, which are now being largely used in Australia 
for dealing with the famous, or, perhaps, infamous, Broken Hill 
tailings. Some of these flotation processes, notably those of Potter 
and Delprat, have been exciting considerable interest during the 
past year or two in “patent” and “expert” circles, owing to 
troublesome questions of infringement which have arisen, but 
which being still sub judice, we must not discuss at present. But 
apart from the legal aspects of the processes, the physical principles 
underlying them are of the greatest possible interest, and seeing 
that there might in the near future be unlimited scope for their 
application, the elucidation of their theoretical aspects becomes a 
matter of real and SNP aen y practical importance, as well as of 
academic interest. We hope’ and believe that the day has long 
passed, when practical men were content to know merely kow pro- 
cesses worked, without understanding at all why they worked. The 
subject was introduced by Mr. J. Swinburne and Dr. G. Rudorf, 
who dealt chiefly with what they called The Physics of Ore 
Flotation,” while Prof. Huntington in his paper entitled “ The Con- 
centration of Metalliferous Sulphides by Flotation,” dealt rather 
with the experimental and practical sides of the processes. 

The processes as applied, for example, to Broken Hill tailings, 


which contain from about 25 to 35 per cent. zinc blende (ZnS). 


intimately mixed with anything up {07 or 8 per cent. argentiferous 
galena (PbS.) with small quantities of calcite, the carbonates of 
iron and manganese, and a great deal of siliceous gangue, consist 
in adding a dilute solution of either sulphuric acid (Potter) or acid 
sodium sulphate (Delprat) at a temperature of 65° C. Under these 
conditions, bubbles of gas are evolved (we shall presently discuss 
what they consist of), and these bubbles, in rising to the surface, 
carry up with them the valuable sulphides of lead and zinc, where 
they form a coherent and easily removable scum, while the useless 
gangue is left behind at the bottom of the tank. It may seem 
extraordinary, and even incredible, but in practice the separation 
is clean and complete to the point of being quantitative. 

The first question to consider is, What is the gas which is 
evolved? It used to be thought that sulphuretted hydrogen could 
claim that credit, but that has now been ruled out of court, and 
experiments described by Prof. Huntington, prove without question 


for, and the direction of the galvano- . 


that the bubble carriers consist of carbon ‘dioxide, and that this is 
produced by the action of the acid on the carbonates of iron and 
manganese present as impurities in the ores. 

The next question, How do the gas bubbles get into close contact 
with the solid particles of ore? is, we are afraid, one that has not 
as yet been satisfactorily answered. Electrostatic attraction (it 
is known that the CO, produced is electrified) has been suggested, 
and Prof. Huntington devotes some space in his paper to the con- 
sideration of this explanation; but it is impossible to imagine how 
such attraction can exist in a conducting liquid. Mr. Swinburne 
and Dr. Rudorf s st that it is necessary for the gas 
to be actually койо on the surface of the metallic 
sulphides, but the separation is too clear to allow that 
this can always be the case, and in any case experiments 
quoted by Prof. Huntington prove that. this condition is not by 
any means necessary. Perhaps the most promising solution of the 
problem was that foreshadowed—rather than-explained—by Mr. 
John Rhodin in the course of the discussion. Dismissing as dynam- 
ically unthinkable, the possibility of the gaseous particles im- 
pinging against and breaking through the envelope of liquid 
immediately surrounding the solid. particles, Mr. Rhodin thinks 
that the application of the law of mass action, suggests the possi- 
bility of gas being evolved in the body of the liquid at a distance 
from the active carbonates, which are a function of the solubility of 
the latter. With calcium carbonate this would be exceedingly 
small, and hence the poor separation obtained when calcite alone 
is present in the ore. Put in another way, this explanation sup- 
poses that the heterogeneous system FeCO, H, S0, H,O, is in 
equilibrium within the sphere of saturation of the carbonate, and 
that the transition point of the reversible reaction FeCO, + HeSO, 


=» FeSO, + Н.О + CO, is somewhere about 65° C. The fact 


E 

that ordinary soda water which, of course, evolves gas anywhere in 
the liquid, is effective in causing flotation of stibonite, lends colour 
to this interesting hypothesis of Mr. Rhodin. The alternative 
suggestion that small local couples, FeCO;, metallic sulphide, H4SO, 
bring about electrolysis of any HCO, in the solution is, we fear, 
untenable, as the presence of conducting carbonates is not necessary 
for the flotation—iron carbonate is itself a non-conductor. 

Once the bubbles of gas have come into cóntact with the ore 
particles, the explanation of Mr. Swinbufne and Dr. Rudorf makes 
it perfectly clear how it is that the metallic sulphides are lifted. 
Consider the case of an immersed particle of ore in contact with а 
gas bell. We have two capillary effects to bear in mind, the 
adhesion forces between solid and liquid, and the surface tension at 
the free surface of the liquid. The latter tends to make the surface 
of the liquid as small as possible consistently with its still con- 
taining the air, and it will cause a bubble to surround a contiguous 
solid particle, as far as its size will allow. If, therefore, there 
were no adhesion, and the ore particles were small enough and 
light enough, they all would rise with the bubbles. But adhesion, 
tending as it does to immerse the solid particle, acts in the 
opposite direction, and so prevents the solid from being raised. 


Fic. 3.—Sorrp Сом- 
PLETELY WETTED. 


Еа. 1.—Hi1aH ANGLE Ес. 2.—Low ANGLE 
OF CONTACT, OF CONTACT. 


Gas BUBRLE IN CONTACT WITH SOLID. 


Perhaps the effect can be made more clear from the diagrams 
drawn by Prof. Huntington (see figs.). Prof. Huntington’s explana- 
tion, however, that whether a given substance can be floated or 
not depends on the angle of contact which the solution makes 
with the substance at the free surface supplied by the gas bubbles, 
requires some amplification. The statement is accurate as far as it 
goes, but it should be understood, as Messrs. Swinburne and 
Rudorf were particularly anxious to make clear, that this angle of 
contact is tbe resultant of the two opposing forces of adhesion 
and “surface tension." Adhesion, in figs. 1 and 2, tendsto wet the 
whole of the solid, and so reduce the contact angle at the free 
surface to zero. Surface tension, on the other hand, would like to 
enclose the solid in the bubble (in practice, of course, the solid is 
not infinite,“ as shown in the diagrams), and so increase the 
contact angle at the free surface. Now in the case of sulphide 
particles the adhesion is small; they are “greasy in popular lan- 
guage, the angle of contact is large in mathematical language, and 
so under the proper conditions of weight, size and temperature, they 
may be lifted. On the other hand, the gangue is easily wetted, 
and therefore adhesion,“ having the better of surface tension," 
the valueless quartz kindly refuses to be floated. The problem is, 
however, not quite so simple as all this, because an uncomfortable 
complication is introduced by the condensed air-film which exists 
on the surface of all solids, and which can only be got rid 
of with infinite difficulty, if at all. It may be that this air- 
film is more persistent, or is of greater magnitude in the case of 
" greasy " particles (stibnite and molybdenite have enough air on 
them to float them in boiling water without any external source of 
supply), and so assists the bells of CO, to become attached, but be 
that as it may, there is no doubt that the essential quality which 
determines the separation is the comparative greasiness of the 
various constituents of the ore under the temperature and other 
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conditions at which the action is carried out. As to why sulphides 
should be greasy " and quartz not, as well ask why glass should 
be a dielectric and copper a conductor. 


Taw CONDUCTIVITY OF PuRE WATER. 


It is well known that the purer one is able to get water, the less 
is its clectrical conductivity, and it has long been supposed that 
absolutely pure water, could it be prepared, would be a perfect 
insulator. f. James Walker, F. R. S., in his paper The Ions of 
Pure Water,” now finally disposes of that notion and shows, from a 
consideration of temperature coefficients, that even pure water has a 
real conductivity of its own, due to ions of hydrogen, H, and 
hydroxyl, HO. As the delinquents principally concerned, Dr. 
Lowry and Mr. W. R. Bousfield, now fully agree with Prof. 
Walker, we must assume that his position in this controversy is now 
completely vindicated, and that on one small application, at least, 
of the dissociation hypothesis, all authorities are in full and com- 
plete agreement. 


BOILER HOUSE ECONOMY. 


Notes on а Paper read by Messrs. ALFRED W. BENNIS «nd W. E. M. 
CaRNOCK, before the Engineering Society, Huddersfield. 


In regard to the question of fuel economy, manufacturers and engi- 
neers have in the past shown an inclination to consider fuel 
economy as spelling steam economy at the engines. The work of 
the late Mr. Bryan Donkin has educated those engineers who cared 
about boiler efficiencies, but the education of the manufacturers 
has hinged on the gentle art of advertising. The latter, therefore, 
have been the hunting ground of the salesmen of boiler accessories 
manufacturers, and have from time to time been induced to install 
certain apparatus for dealing with the heat losses taking place in 
one particular part of the boiler house. Very few manufacturers 
indeed would care to call in а competent engineer to revise the 
whole of their steam-raising plant. Yet true economy in steam 
raising is not a mere matter of somebody's patent tire bars or of 
somebody else's patent lagging, ог even of another party's method 
of heating the feed water, but consists in a wise selection of 
accessories, coupled with the careful designing and laying out of 
the installation. 

That, but not in the words used above, may be said to be the 
moral which the authors of the paper now before us sought to 
impress on their hearers. The paper itself cannot be reprinted at 
length in our pages—the pressure on our space is heavy, and the 
paper itself has the air of a general elementary exposition of prin- 
ciples which every engineer responsible for the management or design 
of a boiler house should have mastered. Some lessons have in the 
past fallen on idle ears, therefore we reprint (of course for the sake 
of the unconverted only) some notes concerning boiler house design. 

The authors’ enumeration of the points where losses in heat 
may be expected is a fair one, although chimneys such as that 
mentioned in the first of the following clauses have not come 
within the range of our own experience :— 

1. Badly-designed flues or chimney causing bad draught. In 
cases of this kind we have known the chimneyito take 25 per cent. 
of the coal to keep up its bad draught. 

2. Leaky brickwork in flues or chimney. 

3. Paying too much for your coal, through not knowing its 
calorific value. 

4. Low temperature. combustion, and consequent inefficient heat 
transmission. 

5. Using a high-pressure boiler for low-pressure work. 

6. Avoidable radiation losses through more boilers being in 
gervice than necessary. 

7. Inefficiency orlackof boiler, steam and feed-waterpipe covering. 
A reasonable return can be made, even if it costs 1s. per sq. ft. for 
covering. Experiments we have made show that each square foot 
of steam or boiler uncovered surface wastes on an average 10 cwt. 
of coal per annum. 

8. The excess of air necessary in low temperature, firing to keep 
down smoke. 

9. Reducing the air supply too much, through misinterpretation 
of the data furnished by gas analysis apparatus. 

10. The want of enough heating surface in economisers. 

11. High terminal gas temperatures due to prolonged combustion 
in hand and other inefficient furnaces. 

12. Scaly and dirty boilers, economisers, &c. 

13. No spare boiler, no time to clean, &c. 

14. Leaky steam traps. Arrangements should be made so that 
the outlet is always visible, when leakage can at once be 
rectified. 

15. Wasteful pump and auxiliary plant. 

16. Coal and ash-handling costs too high. > 

In regard to chimneys, the authors described the ideal chimney 
as having a height not less than 120 ft., and unless there were 
special reasons for it, not more than 180 ft. The entrance should 
not be straight, but the last foot or so should be inclined at an angle 
of 45° upwards, and the area at the entrance should be 10 per cent. 
extra to limit loss of dranght due to friction at this point. 
Areas of flues and economiser chambers were also discussed, and it 
was stated that, with regard to the walls of the latter, the bricks 
should be covered with mortar. 

Concerning checks on the fuel used, the authors remark that “ it 
vould be a step in the right direction towards effecting boiler house 
economy, if, when an automatic conveying plant were installed in 
а boiler house, or elsewhere, automatic sampling arrangements 
formed a necessary part of the installation." Continuous calori- 
metric tests of the coal were recommended, with the analyst in 
reserve for consultative purposes when placing coal contracts. As 


might be expected, much was made of the fact that well-designed 
mechanical stokers could burn relatively low-grade coal, unsuitable 
for hand firing. 

Passing next to the transference of hest through boiler plates, 
reference was made to Blechynden's experimenta, and from these 
the practice of using plates fit to stand 200 lb. pressure per eq. in. 
for boilers working at 150 lb. was condemned. The authors were on 
safe ground when they urged that boilers should ' be worked at 
their full capacity," and that it is best “Чо have as few boilers at 
work as possible." Such a counsel of perfection as this, applies to 
textile or paper mills with their steady loads. Central station 
engineers with heavy peaks in their loads are unable to work on 
these lines. 

Messrs. Booth and Kershaw in their I. E. H. paper have said all 
that can be usefully said on flue gas analyses, so that the] remarks 
made on this subject by Mr. Bennis and his co-author need not be 
repeated. 

Passing on to hand v. automatic firing, a perhaps tenable parallel 
was drawn between the continuity of the supply of steam to an 
engine, and the intermittent supply of fuel to the furnace grates 
with hand firing. Different types of automatic stokers were dis- 
cussed, but every student knows (or ought to know) the differences 
between coking and chain-grate stokers. The paper was illustrated 
with photographs and descriptions of various installations, such 
ав those at the City Road and Bankside stations with their 
elevating and conveying machinery, and thc Avonbank station at 
Bristol. The final example was that at Martin, Sons & Co.’s works at 
Huddersfield, concerning which the authors (merging their identity 
in the first person singular) said“ There is, perhaps, what I 
might call one of the most į‘ up-to-date" plants in this country. І 
believe I am correct in stating that they were the first to make use 
of an ordinary municipal tramway to bring their fuel in. Tramway 
lines have been run from the main road right into the works, A 
special form of side door electric tramway truck was built by 
Messrs. G. C. Milnes, Voss & Co., with Westinghouse controllers for 
the purpose. 

“This electric railway truck, of which I am able to show a view 
to-night, brings the coal in and deposits it, as depicted, over & coal 
hopper. This hopper is formed of cast-iron plates supported on 
joists, which are let into the brick walls for forming the hopper 
pit. A ‘Bennis’ steel chain conveyor runs through this coal 
hopper, taking up the fuel at an angle of inclination of 24°, and then 
running along over the top of the stoker hoppers, as shown 
in photograph. z 

“Тыв combined elevator and horizontal conveyor does away with 
the necessity of providing a separate bucket elevator and coal con- 
veyor. It consists of a channel-shaped trough made out of close, 
hard-grained cast-iron $ in. in thickness, strongly ribbed, 9 in. in 
width and 6 in. in depth. The conveyor chain consists of U-shaped 
links, made out of 2 in. x 4 in. open hearth acid mild steel flats. 
The links are 12 in. in pitch, and secured at joints by means of 
specially constructed rivets and washers. 

“The coal is distributed through the shoots into the mechanical 
stoker hoppers. The stokers are of the ‘Bennis’ make, with self- 
cleaning compressed air furnaces. 

Each of the distributing shoots is fitted with cut-off slides, so 
that the supply can be stopped in the event of any boiler being 
taken out of service. 

“ The conveyor chain is driven by means of a horizontal drum with 
drags in two spur wheel reductions. 

“The whole of the plant, including the stokers, is driven by а 
slow-speed engine 8 in. cylinder x 9 in. stroke." | 

In an earlier part of the paper the authors speak of an efficiency 
of 85 per cent. when an economiser, a good mechanical stoker and a 
superheater are utilised. This claim is dealt with on another page 
of our current issue. 


SMOKE ABATEMENT CONFERENCE. 


WHILst we sympathise with the objects of the Coal Smoke 
Abatement Scciety, we cannot say so much for some of the methods 
pursued in their quest of the Holy Grail of ultimate purity of 
atmosphere. The worst offenders in regard to smoke are probably 
the householders, and the household fire we look upon as almost 
hopelessly past reform unless the intelligences and pockets of the 
people are both sufficiently furnished to adopt the expensive deep 
underfeeding hopper by which the domestic grate may be fed 
with coal from below. But the cure forthe domestic fire trouble at 
present most obvious seems to be that advocated by Sir Charles 
Cookson and used by himself in bis house in Cheyne Walk. Sir 
Charles simply uses coke, which gives a clear bright fire; and he 
overcomes entirely the lighting-up difficulty by aid of a gas burner, 
which is set alight for а few minutes only to ignite the coke, after 
which the coke burns freely of itself. "This system is that which 
would be so easy to undertake were the gas engineto take the place 
of the steam engine, all bituminous coal being first carbonised 
and the gas used for power purposes. The residual coke would be 
available for domestic use, or it could even be made into producer 
gas, and the whole question of the domestic fire settled in favour of 
gas with due precautions as to suitable flues. It must be allowed 
that the manufacture of gas turns no black smoke into the 
atmosphere. Coke is the only fuel used in a gas works, so that, 
though our London fogs might be made, or rather kept, clean, they 
would still be sulphurous to the extent of the sulphur in the coke. 
They would not be creosote laden, however. The smoke nuisance 
has never appealed to the electrical engineer, who, though he keeps 
our rooms clean, may, perhaps, have no serious commercial objec- 
tion to a fog, because а fog means day load and dividends, and 
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every unit of electricity implies the discharge into the atmosphere 


of the unconsumed fuliginous products of 4 10. of coal and upwards. 


Since electric lighting claims to stand for sweetness and bright- 
ness, it should be the duty of the electrical engineer to see to it 
that the furnaces he employs are not offenders. Every engineer 


. knows, or should know, that there is one electric light station in 


London which burns bituminous coal without smoke, except, per- 
haps, when lighting up. Then, when the furnace is as cold 
as the boiler, smoke may be made, but is not this very complaint a 


clear proof of the correctness of the principlés of construction . 


employed? Now, if one station can do this, so can another. 
Yet, in face of known facts frequently referred to and vouched 
for, no other engineer departs from the commonest furnace 
practice. | 

We do not know if Sir W. Richmond and his friends are aware of 
these things. We incline to doubt whether they do; to us they appear 
rather to take up the attitude of Gallio, who cared for none of these 
things. But if they do know of them they might almost be 


: p in this attitude, resolving that if engineers will not adopt 


own and economical methods of clean combustion, so neither 
need they trouble themselves further than to set in motion 
the Smoke Acts to the utmost of their powers. 
may wellargue, need we go out of our way to instruct these coal 
burners, who will not give ear to their own fellows ? 

We are sorry to say that Sir Oliver Lodge was prevented from 
attending to give an address, but his prepared notes were in the 


hands of Sir W. Richmond. We cannot agree with Sir Oliver that 


the steam boiler acts most efficiently when its surfaces are 
smothered in soot, or, to quote the words of the report, the con- 
ditions which best favoured heat transmission were exactly those 
which favoured the production of smoke and flame in the furnace 
of the boiler." There are no good grounds for this statement, for 
it has been shown time and again that correct furnaces are as 
efficient as smoky furnaces. The drift of the Society seems to be 
to force on the use of gas power rather than to compel the use of 

roper boiler furnaces. Why the long-drawn-out nuisance at 

easden was permitted to. go on can only be attributed to the very 
grave objections to stopping the working of the railway. But why 
should any steam producer be allowed to put down furnaces which 
are al initio so hopeless as those at Neasden must obviously have 
shown themselves to be to any expert who might be shown the 
drawings? Why should there not be a public examiner with power 


to condemn boiler furnace plans when obviously hopeless, stil! 


leaving the onus of even accepted plans upon the undertaker ? 
Space in a furnace is not, per se, a guarantee of smokelessness in 

the absence of correct movement, air mixture, and suitable other 
requis tes. Messrs. Hornsby's representative, who spoke at the 
Institution of Electrical Engineers! meeting on behalf of a plain 
vertical furnace without а brick arch, and with no provision for 
proper air and gas mixture, was understood to say it was when 
referring to the furnaces of the boilers mentioned by Mr. Patchell. 
Mr. Rider also appeared to support this view, which is certainly 
erroneous. The high furnace with three brick sides, and with an 
arch over the fire, will be better than the common horizontal furnace, 
but Mr. Patchell does not himself believe in them in the form he 
has adopted, to the extent of cutting down what must be the heavy 
expense of Welsh coal. But there is room for a brick arch, and 
this will pay for itself in the coal economy. 

The basis of a London fog is mist. This can never be done away 
with. Mists are more or less common to all river valleys, and 
more particularly where the surface is clay, as in the Thames 
Valley for 40 miles above London. A London mist is the product 
of a rapidly reduced temperature and a high barometer; these 
are at least the usually concomitant natural phenomena. But a 
moisture-charged atmosphere is of low specific gravity, and coal 
smoke cannot rise through it, but remains below and produces fog, 
sometimes, as we see, a mere yellow transparent smoke fog when 
the mist is high and blankets down the smoke, but more often the 
dense black fog caused by mixture of smoke with the thick mist. The 
curious incongruity of a high barometer with & moist air of low 
specific gravity is, of course, due simply to the fact that the misty 
stratum often extends upwards from the earth's surface but a few 
feet. But a fog only 10 ft. high is equally obstructive with one of 
100 ft. à 

Itis а very lame conclusion for engineers to speak of smoke 

prosecutions as persecution. The remedy is in their own hands, if 
they would only use it. It is all а matter of design that some 
engineers have solved and others refuse to acknowledge, though 
why the latter it is difficult to see. In anything patented, or that has 
once been patented, they do not mind speculating, no matter 
how hopelessly, but they will not follow the natural laws of com- 
bustion simply because Nature takes out no patents and offers free 
salvation, and free salvation is not welcome. When there was a 
window tax people discovered the value of light. If there were an 
air tax, people who neveropen a window would begin to desire fresh 
air. If smoke is merely the result of neglect of known principles, 
and it is nothing else, then those who make it ought to pay for their 
preference. 


German Electrical Imports and Exports.—The 
exportation of electrical machinery from Germany during the nine 
months ending with September last reached a total of 10,241 tons, 
ns compared with only 9,857 tons in the corresponding period of 
last year. There has also been a slight increase in the imports of 
foreign electrical machinery into Germany—from 1,000 tons in the 
firt nine months of 1904 to 1,100 tons in the nine months ending 
with September last. 


Why, they 


REVIEWS. 


The Electrical Transmission of Energy. By А. V. ABBOTT. 
New York: D. van Nostrand. London: Crosby Lock- 
wood & Son. 1904. Price 308. net. 


Both in telegraphy and in the transmission of energy in 
bulk, the consideration of modern American methods is of 
the utmost value to engineers engaged in practice on this 
side of the water. We therefore welcome the re-issue of the 
above volume, which has been enlarged and brought up to 
date in order to cope with the evolution of the interurban 
railway, the increased use of extra high potential alternate 
current transmissions, and the gradual standardisation and 
modernisation of central station plant and the methods of 
running the same. In this country, a distinct cleavage 
between telegraph circuit work and the distribution of power 
has hitherto been made in the minds of engineers by the 
incidental fact that until recently the bulk of the telegraph 
and telephone wires were carried overhead, while central 
stations supplied their consumers by underground cables. 
Such artificial distinction, however, is now being removed ; 
the modern tendency in telegraph and telephone work, at 
any rate, in crowded districts, is to bury the connections, 
while the introduction of tramway systems and the efforts 
being made by those interested in the supply of power iu 
bulk are resulting in в more favourable attitude towards 
overhead circuits carrying currents at high voltages. 
The arrangement of Mr. Abbott’s book, designed to syste- 
matise American practice, is therefore the best possible to 
meet the new conditions. 

Starting with general remarks on systems of distribution, 
Mr. Abbott then discusses the properties of such wire as is 
used in transmission work, a8 copper, iron, aluminium and 
silicon-bronze. А brief description of the manufacture, 
testing and inspection of wire is followed by three chapters 
on the construction of aerial circuits, dealing respectively 
with general line work, including weak-current circuits, 
standard practice in electric railway circuits to date, and the 
protection of overhead circuits from breakdowns due to over- 
loads and lightning. After two chapters on underground 
circuits, dealing with electric conduit systems (ancient and 
modern) and cables both for telegraph, telephone and power 
supply, a special chapter is devoted to the description of the 
third-rail system and the tramway or railway conduit. 

All the above chapters are by way of analysis and descrip- 
tion of methods : following these come sections on electrical 
instruments and methods of electrical measurements coveriug 


both p.c. and А.с. work. The usual enunciation of the pro- 


blems of resistance, series and: parallel circuits, Joule's law, 
&c., then follow, and to the properties of alternating current 
circuits are devoted 69 lucid pages. | 

Chapters 14 and 15 deal with the design of circuits for 
series and parallel distribution,taking economic conditions aa 
regards first cost and expense of maintainence and operation 
into consideration, and setting forth the problems connected 
with the mechanical strength, heating limits and efficiency 
of conductors, &c. We note, by the way, that the five-wire 
aystem, though accounted by English engineers to be obsolete, 
is still given prominence in this chapter. Although the book 
essentially deals with transmission problems, the best. location 
of the power station is incidentally dealt with in these 
sections. e: 

Certain methods which cannot be conveniently classified 
under the above heads, such as feeding by motor-trans- 
formers, accumulators in distribution systems, and static 
transformers for supply systems, are dealt with in a separate 
chapter, while the last two sections of the book, those on 
polyphase transmission and the cost of production and dis- 
tribution of electricity, are especially useful. NE 

From the above résumé of the subjects dealt with in Mr. 


Abbott's book, it is seen that, given a satisfactory treatment 


of the subject matter, the work deserves to rank as standard. 
In our examination of the book we have not come across аву 
serious errors, and the treatment of the subject is as simple 
as is consistent with an adequate presentment of knowledze. 
Mr. Abbott appears to be writing for the complete instruction 
of the man who is concerned in the development of a trans 
mission system, and has little beyond good general and a litte 
mathematical knowledge. Hence, although an appeal t 
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haps, little to be said about it. 
А technical book, however, is not like a novel ; it needs | 
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calculus is occasionally made, there is not the professorial 
mélee of mathematics that one sometimes encounters in dis- 
cussions on distribution. Moreover, the result&, where of 
importance, are stated in the form of curves either incorporated 
in the text, or placed on detached sheets, for which a pocket is 
provided in the cover of the book. The illustrations are 
numerous and useful; some, intended as horrible warnings, 
ure most efficient in that respect. The “example of a 
direct-current line” facing p. 253, for instance, will never 
more, we hope, be seen outside of a nightmare. The book 
bears internal evidence of much practical research, and we 
van thoroughly recommend it to students and engineers 
who wish to specialise on transmission problems. 


By ‘ANTONIA 
1905. 


What do we know concerning Eleclricily ? 
ZIMMERN, B.Sc. London: Methuen & Co. 
Price 1s. 6d. net. 


Antonia Zimmern has written a useful little work. A 
careful and thoughtful résumé ів given of the fundamental 
phenomena from which the modern theories of electricity 
and magnet ism are deduced. The book is primarily intended 
for non-technical readers. A clear account is given of the 
laws and. principles of electricity, but the reader is not bur- 
dened with those details which, although necessary to the 
electrician in his everyday work, are not of absorbing interest 
to the general reader. Even the technical reader, however, 
will derive pleasure and instruction from а perusal of this 
little volume, as it is thoroughly up-to-date and clearly 
written. Тһе chapters on fhe conduction of electricity 
through gases and on radio-uctivity may be mentioned us 
especially good, 


Practical Eleclrie Light Китү. By F. C. Au Lsop. Sixth 
Edition. London: Whittaker and Co. 1905. Price 58. 


When a book has reached its sixth edition there is, per- 
Its popularity speaks for it. 


repeated revision and modernising. This applies, perhaps, 
with greuter force to books upon electrical practice than to 
any other kind of treatise. Whilst the author has succeeded 
fairly well iu. bringing the subject matter up to date, there 
is a strong savour of the manufacturer's descriptive catalogue 
about it. With few exceptions the illustrations are from 
trade blocks, and while, perhaps, none the worse for that, 
they stamp the book as lacking in originality. | 

In the chapter on arc lamps, a prominent place is given to 


| the old-fashioned Brush lamp. this and the original Brockie- 
} Pell beiug the only two lamps described. — Not a word is 


said about enclosed lamps, flame lamps, or any of the 
other modern forms of lamp. 

On the subject of jointing, the author is a trifle heterocox 
as regards the use of resin. He considers that it is almost 
impossible to make a good-soldered joint on a large cable, 
say, a 37/12, using resin only as a flux, and that if 


spirits " be used, there need be no fear of any action on the 


wires if the joint is afterwards washed with ammonia and 
water. For a joint of this size, a melting-pot would, of 
course, be required, but, after all, soldered jointing, except 
in small conductors, is now very little needed. lt is, in 
fact, prohibited generally, connection boxes being com- 
pulsory. | 

The illustrations of joints are somewhat antiquated. The 


author says that care must be taken not to nick the wire, but 


it would be impossible to cut the insulation to a square edge, 
us shown, without doing so. The insulation should be 
tapered, as mentioned by the author, not cut square as 


/ illustrated. 


The chapter on“ Private Installations“ is badly in need 
It woull pay the author best to rewrito 
it entirely. Engines which have almost reached the 
museum stage are spoken of as vertical high-speed engines ; 
the horse-power is given in terms of nominal н.р, Lan- 
cashire boilers, we read, ** are made usually to work at 80 lb, 
pressure, aud from 4 to 40 H.P.” For higher powers, “ it 
is better to increase the number of. boilers than make them 


larger than 40 H.P.” Good gracious ! where has the autbor 
| been for the last 25 years or so. All the dynamos коп, 


some of which are termed favourite types, are of the 
old two-pole pattern. 

Touching upon accumulators, the author tells us that 
the “ Faure type is * the most satisfactory and efficient "— 
rather an ungracious comment, seeing that a block—an 
ancient one—of the D.P. cell adorns the pages. The truth 
is, that only one of the many makers of repute still uses the 
Faure plate for both positive and negative. The latest 
practice is a Planté positive and pasted negative. We should 
be glad to see the accumulator which gives 2°24 volts оп a 
closed circuit, even “ just after charging." Has the author 
never heard of the use of an automatic switch in 
accumulator circuits ? It would appear not, from the dia- 
grum and description of the charging arrangements. 

The points we have criticised should certainly be revised 
and brought up to date in a future edition, and some of 
the blocks might with advantage be replaced with 
modern ones. | 

Generally speaking, the book is otherwise fairly accurate 
and readable, and covers the ground of house wiring and 
fitting in а popular and practical way. 


———À 


By "ALEX. 
1905. 


Molecular Forces and Newtonian Lars. 
CLARK, М.А. Glasgow: W. and R. Holmes. 
Price 38. 6d. net. 


Mr. Clark strives to convince us that he has established 
the general principles of ** Magnetism, Electricity and 
Chemical Affinity”? on a sound basis, and this book is 
written to demonstrate his contention. In criticising the 
sweeping assertions he makes, we must remember that in the 
preface he disclaims infallibility and invites the reader to 
point out errors. The reviewer, however, has received the 
impression that the author is unfamiliar with the standard 
works on the subject, a knowledge of which is an essential 
preliminary to propounding new theories. Maxwell hesitated 
to attack the problem of terrestrial magnetism, and we think 
that it is extremely unlikely that anyone apparently un- 
familiar with Gauss's life-long labours on the subject should 
yet arrive at the true solution by a happy guess. The author 
makes many assertions concerning the supposed erroneous 
notions of the community at large, but the reviewer is not 
prepared to accept these assertions. The supposed errors are 
not so rampant as the author thinks. If he read Gauss's 
* [ntensitas Vis Magneticae Terrestris he would find that 
his theory did not apply to the facts. 

A few extracts will prove to readers of the ELECTRICAL 
REVIEW that possibly it is the author's and not the 
ordinary electrician's ideas that want clearing up. P. 60. 
* From the foregoing conclusions it follows that there can 
be no magnetic repulsion. Such a force could neither be 
equal to, nor greater than, the force of attraction, for then a 
small magnetised needle between the poles of a magnet would 
either not move at all, or it would move away from the 
nearer pole of the magnet.“ 

The lines of force round a magnet are supposed to be 
ellipses (p. 59). On page 82.we read, If the common 
theory were correct—that an electric current proceeds from 
higher to lower potential, more work, or heat, would be 
available at one part of the circuit than another. But this 
is not the case.” 

* Positive and negative points are not different potentials, 
but only the elements of force“ (p. 115). Notwithstanding 
what the author says on p. 82, he proves Olim’s law (p.117) 
byanalogy with the approximate law of statical friction, ohmic 
resistance apparently being the reciprocal of the coefficient 
of friction. On p. 212 the author says, But all motion ів 
due to force, and is therefore in the same direction. . . When 
a gun is fired, the recoil of the gun is exactly equal to 
the vis viva of the ball; and if undisturbed both would 
return to the same point and with the same energy." 
The latter half of the above sentence appears to us to be 
unmitigated rubbish. We are afraid that the author can 
attach no clear meaning to the words he uses. Ves vira 
was а term introduced by Leibnitz in the year 1695 to 
denote the product of the mass of a body and the square 
of its velocity, and this js the meaning scientists still give 
to it. 

The above extracts could be multiplied twenty-fold and 
yet not exhanft the тару remarkable sayings {р this work, 
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NEW PATENTS APPLIED FOR. - 


Compiled expressly for this journal by W. P. Тномрвон & Co., Electrical Patent 
Agents, $22, High Holborn, London, W.C., and at Liverpool, to whom all 
inquiries should be addressed. 


- L 


14,8894, “ Improvements in the method of insulating electric wires or cables.“ 
P. Cogiponi. (Date applied for under Rule 5 of the Patents Rules, 1905, July 
19th, 1905.) December 114. (Complete.) i 


1.4824. “Improvements ïn or relating to electrical contact makers or dis- 
tributors." P. W. NoBLE. (Date applied for ander Rule 5 of the Patents Rule, 
1905, January 25th, 1905.) December 13th. 


27.681. Improvement in electrical conduit fittings.” 
H. F. RicuENs. December 11th. 


25,687. ‘Improvements in conduits for electrical conductors, pipes and the 
like." J. Н. HannabixE, J. T. Bronce and L. W. Сковтл. December llth. 


25,702. * Improvements in electrical resistances.” J. Н. Hommes. Decem- 
ber llth. (Coinplete.) 


25,729. “ An improved automatic earthing device and cut-out for the over- 


head conductors of electric railways.“ W. E. THomson and C. B. PINKERTON. 
December lith. | 


25,748. ‘Improved magnetic separator." W.Simpkin and J. B. BALLANTINE. 
December lith. . 


25,749. Improvements in automatic starters for vapour apparatus.“ М. YON 
RECKLINGHAUSEN. (Date applied for under Patents Act. 1901, December 13th, 
1904, being date of application in United States.) December lith. (Complete.) 

95,759. ** Improvements іп or relating to protective devices ог the frames or 
stators of electric machines.“ С. DE Kanpo. December llth. (Complete.) 


25,768. ‘Improvements in means for insulating electric wires or cables.“ 
P. Contponi. December llth. (Complete.) 


W. W. STRODE and 


25,771. “Improvements in electric transformer furnaces.” О. FRICK. 
December 11th. 
25,802. An improved electrical terminal attachment device." S. J.Munrny. 


December 12th. 


25,811. “Improvements applicable to trolley standards for electric cars." 
J. ALDWoRTH, L. W. CRosTA апа W. Воот. December 12th. 


25,826. ‘Improvements in and relating to means for automatically con- 
necting пр the subscribers of telephone exchanges to each other." J. PETICKY, 
1. Cizr.k and F. ВсснАхкК. December 12th. Complete.) 


25,840. “A new or improved means for conducting electric currents." F. 
BrascukrE. December 12th. 


25,455. ''Inmrovements іп and relating toeradiators for use with electricity, 
oil, ras or other heating agent." II. Betts and THE IMPROVED ELECTRIC 
StrpPPLIEs Co., L Tb. December 12th. . ; 

25,258. “Improvements relating to rail bonds for electric railways.“ H. Н. 
Lakt. (The American Steel and Wire Co., United States.) December 12th. 
(Complete.) 


25,866. '' Improvements in or relating to electric telegraphy.” Е. RAYMOND- 
Barker, December 12th., (Complete.) - 


25,480, * Improvements in electricity meters for alternating currents.“ L. R. 
LESTER and THE Коснрліе EI.k CT RIC Co., Lrp. December 12th. 


25,893. ''hnprovements in mercury or other vapour electric lamps." 
J. SKWIESKY. December 18th. 


25,944. ‘Improvements in electric arc lamps.” J. ToLLERToN. December 13th. 


25,952. An improved dynamo-electric generator." P. RaebuBiDpGE. 
December 13th. 


26,032. “ Improvements in or relating to electric ignition systems for internal 


combustion engines." 
December lith. (Complete.) 


26,046. “Improvements in or relating to electric clocks." С. 
December 14th. 


26,052. ‘Improvements in or relating to apparatus for storing and paying 
cut lengths of conductors or wires connected to electric instruments or appa- 
ratus." R. F. J. S. Baron. December 14th. (Complete.) 


265.066. Improvements in coin-freed electricity meters.“ 
December 14th. 


26.072. Improvements in telegrapbs for transmitting orders." SIEMENS 
AND HALSKE Axr.- GHS. (Date applied for under Patents Act, 1901, December 
ldth, 904, being date of application in Germany.) December 141. (Complete.) 


26.081. ‘Improvements in or relating to tremblers for induction coils." C. H. 
Влулхг and F. L. M. Forster. December lith. 


J. J. Н. бтсвмкү. (C. E. Duryea, United States.) 


HUBERT. 


J. M. TOURTEL. 


26,056. “Improvements in are lamps.“ Н. M. Konrisc. December Mth. 
26,089, “Improvements in and relating to alternating current dynamo- 


electric machines.“ THE British Tuosisos-HovsroN Co., Ltn. 
Electric Co., United States.) December 14th. 


26,000. **' Improvements in and relating to dynamo-electric inuchines.““ THE 
Brivisn THOMSON-Hovpton Co., LTD. (The General Electrie Co., United States.) 
December 14th. - : | 

‘26,001. “ Tinprovements in and relating to alternating current dynamo- 
clectrie machines.“ THe British Тномкох-Носэтох Co., Lro. (The General 
Ikectrie Co., United States.) December 14th. 

20,002. ‘Improvements in and relating to alternating-current dynamo- 


electric machines.“ THE BRITISH THomMson-Houston Co., Lro. (The General 
Electric Co., United States.) December 14th. 


(The General 


96,003. “ Umprovements in and relating to dyuamo-electric machines.” THE 
British Tromsoxn-Hovston Co., Lro. (The General Electric Co., United 
States.) December lith. 


26,004. “Improvements in and relating to the alternating-current dynamo- 
electric machines.“ ALLGEMEINE ELEKTRICITATS GESELLSCHAFT. (Date applied 
for ander Patents Act, 1901, December 15th, 1904, being date of application in 


Germany.) December 14%. Complete.) 
26,007. ‘An apparatus for centralised control of electric switches connected 


to ulternating-current distributing networks." J. D. Spark. December 15th. 


20,109. ‘Improvements in and relating to conductors for the electric lighting 
of miners’ safety lamps.” D. THOMAS and W. Рниллрв. December 1501. 


20,122. “ Improvements in and relating to incandescent and other electric 
lamps." W. J. Fon. ER. December 15th. 
260,111. 


“Improvements іп and connected with fuses for electrical circuits.’’ 
W.E.RicHanps. December lith. (Complete.i 


26.149. “An improved system of electrical distribution." R. McKEenzir 
Рат мек. (Date applied for under Patents Act, 1901, December 22nd, 1904, being 
date of application in United States.) December 15th. (Complete.) 

26.162. “ Improvements in couplings for electrical wires." Н. FAIRBROTHER, 
id. G. Thomas, UC. S. A.) December loth. 

20,152, Intereominunication. by means of telephones or other electric 
sigualling apparatus over lines used as feeder cables, pilot wires or the like.” 
December loth. R. W. Kruz. 

25. 187. Impravements in means for controlling the lights in 
carriages lighted by electricity or gas.“ 
December loth, 

25.207. 


| railway 
J. STONE & Co., Lina and A. Н. DARKER. 


of electricity by overhead wires for electric tramways and the like." 
December Т. 


26219. А spring improved raising and lowering eleetric light device." 
W. Vhs. December 16th. 

2223. Unproxventents in or connected with electric tramways on the 
conduit system. J. II. Prepon. Deccinber loth. 

26,74]. „ Improvements in electro-1nagnets for alternating current circuit 
breakersand the like." M. B. Кил and FEHHAN TI, Lro. December loth, 


J. Rowson, 


* [Improvements in protective devices for use in the distribution 


+ 


' TRANSPORTARLF (TELEPHONE. APPARATUS. 


PUBLISHED SPECIFICATIONS. 


Copies of any of these Specifications may be obtained of Messrs. W. P. 


Тномрвон & Co., 922, High Holborn, W.C., and at Liverpool, price, post 
free, 9d. (in stamps). | E 


| : | 1904. 

ELECTRIC TELEGRAPHY. A. Muirhead. 11,668. May 20th. 

CENTRAL EXCHANGE TELEPHONE System. B. Brander. (Date applied for under 
Patents Rule 9, July 20th, 1904.) 16,0384. 


CONTROL oF ELECTBICALLY-PROPELLED VEHICLES. J. S. Raworth.. 17,975. 
— August 18th. 


TRANSFORMATION OF REPULSION MOTORS, WHEN RUNNING AT BPEED, INTO ROTATING 
FIELD SyNcHRONOUS Motors. H. Latour. (Date applied for under Inter- 
national Convention, August 27th, 1908.) 18,105. August 20th. 

Arc Lamps. J. D. F. Andrews. 18,108. August 22nd. 


, 


MEANS ron CONTROLLING ELEcrRic Power DISTRIBUTING Systems. J. L. 


Routin. 18,185. August 22nd. 

CONTROL or ALTERNATING CURRENT ELECTRIC Moroms. British Thomson- 
Houston Co., Ltd. (General Electric Co.) 18,683. August 29th. 

APPARATUS FOR INDICATING AND RECORDING ELECTRICALLY AT A DISTANCE. THF. 
MOVEMENTS OF Instruments INDICATING PHysiCcAL Conpttions. J. F. Le 
Page. (Post dated-Septernber 30th, 1904.) 18,790. August 31st. 

Exvectric CaPSTANS. W. Dixon. 20,314. September 21st. 

APPARATUS ADAPTED FOR INDICATING OR AUTOMATICALLY CONTROLLING OR VARYING 
THE FLow or ELEcTRIC CUnnEK NT. G. C. Fricker. 20,554. September 28th. 

CoxNECTION or ELECTRIC on OTHER Wires. W. J. Ford and S. Sudworth. 
21,872. September 28th. 

SINGLE-PHASE DynamMo-Exvectric MACHINES. 
Co.) 21,045. September 30th. ; 

METHOD or EFFECTING COMMUNICATION BETWEEN TELEPHONE. EXCHANGES AND 
APPARATUS THEREFOR. A. T. M. Thomson. 21,401. October 5th. 

ELECTRICAL BwiTCHES. Н. Nunns. 21,122. Octob ~ 6th. | 

Evectatc Switcues. British Thomson-Houston Co., Ltd. (General Electric 
Co.) 22,744. October 21st. 

VARIABLE SPEED WINDINGS FOR ALTKRNATIN . Cornent Morons. British 
Thomson-Houston Co., Ltd. (General Electric Co.) 22,820. October 22nd. 

ALTERNATING CURRENT ExLecteic Moors. British Thomson-Houston Co., Ltd. 
(General Electric Co.) 22,822. October 22nd. | 

APPLICATION OF A COHERER TO ANY ELECTRIC TRANSMISSION BY Mrans or CoN- 
DUCTORS FOR? ANY DISTANCE, FOR TELEGRAPHIC, TREE PHONIC, SIGNALLIBG 
BELL. он OTHER Systems. G. Magini. 25,191. November 19th. 


METHOD OF AMPLIFYING VARIATIONS OF ENERGY IN ELECTRIC. CIRCUITS. 
Hewitt. 25,406. November 22nd. 


E. A. Carolan. (General Electric 


Р. C. 


1905. 


CONSTRUCTION oF ELECTRIC BELTS, BANDS, OR OTHER WEARING Devices. J. W. 
Fowler. 2,777. February 10th. 

ErkcTROsSTATIC WATT AND WaATT-HovR METERS. 
2,850. February lith. = | | 

AUTOMATIC REGULATING APPARATUS. FOR ELECTRICAL INSTALLATIONS WITH 
VARIABLE CURRENT CONSUMPTION, WORKED BY DyNAMOS AND ACCUMULATOR 
BATTERIES. E. Dick. 3,183. February 15th. 

PREPAYMENT ATTACHMENTS FOR ELECTRICITY METERS. 
February 21st. — | 

AUTOMATIC ELECTRIC WARNING SIGNALS FOR RAILWAYS AND THE LIKE. J. Н. 

` Hollyer. 4,127. February 28th. 

ELECTRIC IGNITION DEVICES FOR INTERNAL COMBUSTION ENGINES. 
and A. H. Miller. 4,233. March ist. x _ 

SUPPLY AND REGULATION OF THE ELECTRIC ENERGY EMPLOYED JN THX. OPERATION 
or Anc Lamps USED IN SEARCH Lights AND LIKE APPARATUS. British 
Thomson-Houston Co., Ltd. (General Electric Co.) 4,879. March 2nd. 

TOWERS оң STANDARDS FOR Svprortixu ELECTRIC LAurSs. S. T. Coverstonc. 

4,774. March "th. 

Lamps. P. M. 

March 8th. 

TROLLEYS FOR ELECTRIC TRAMCARS AND THe Like. J. W. Bradley and J. F. 

Mason. 5,205. March 13th. 

Sarery ELECTRIC Circuit CLOSE RS. I.. Ottinger. 7,005. April 3rd. 

APPARATUS FOR THE MEASUREMENT OF X Rays AND OV HER SIMILAR RADIATIONS. 
G. E. Gaiffe. 7,620. April 10th. i 

APPLIANCES FOR Тлонтіхо Gas LAMPS AND THF LIKE: BY ELECTRICITY. W. P. 
Thompson. (О. Freudenthal.) 7,814. April 12th. 

NIGHT SIGHTS WITH ELECTRIC INCANDESCENT LAMPS FOR ARTILTERY SIGHTING OR 
FOR ANY INSTRUMENT IN WHICH NIGHE SIGHTING MAY BB REQUIRED. G. A. 
Bertalot. (Bonino.) 10,480. May 18th. 

'TTEKLAUTOGRAPH Apparatus. L. J. Breuer and G. Isaac. 
International Convention, May 25th, 1904.) 

Con xv rATORS OF DyNAMOo-ELECTBIC MACHINES. 
Berry. 13,588. July Ist. 

METHOD OF AND APPARATUS FOR Cool ix ComMUTATORS OF DyNAMO-ELECTRIC 
Maciuxts. Siemens Bros. & Co., Ltd., and H. Berry. 18,589. July Ist. 


N. Jacobsen. (Date applied for under 
International Convention, December 16th, 1904.) 15,290. July 25th. 


TELEPHONE OR LIKE ‘TRANSMITTERS. H. A. Cutmore and Telaupad Syndicate, 
Ltd. 17,902. August 26tb. 

TROLLEY HEADS FOR OVERHEAD SYSTEM OF ELECTRICAL TRacTion. J. A. Orme. 
860. January 16th. 

CONDUITS FOR THE PROTECTION OF ELECTRICAL Conpuctors. D. Maxwell. 
1,247. January 23rd. 

ELECTRIC ACCUMULATORS OR SRCONDARY BATTERIES. Vickers, Sons and Maxim, 
Ltd., and R. F. Hall. 2,022. February Ist. 

RECTIFIERR FOR ALTERNATING  ELECTRIO CUuRRENTR. О. de Faria. (Date 


applied for under International Convention, February 20th, 1904.) 2,944. 
February 13th. 


ELECTRIC Moron METERS AND OTHER MEASURING INSTRUMENTS МОРЕ ESPECLULLY 
DESIGNED FOR REDUCING THE EFFECTS OF FRIOTION IN BUCH INSTRUMENTS. 
A. G. Davis and C. D. Haskins. 5,369. March 14th. 


TELEPHONE CALLS. Р. Т. Geyerman. 5,577. March 16th. 
ELrcrRiciTY METERS. J. Busch and H. Roosen. 6,640. March 29th. 


Evretricity METERS. J. Busch and H. Roosen. (Date applied for under 
Patents Rule 9, March 29th, 1905.) 6,6104. March 29th. 

TELEPHONE APPARATUS, E. Ehrlich. 7,159. April 5th. - 

AIR-INSULATED "lELEPHONE AND TELEGRAPH CABLES. E. 
Schumacher Aktieselskab. (Date applied for under International Con. 
vention, April 9th.) 7.4908. April 8thi^ 

Erectie Switches. W. F. Jones, D. G. Macmillan and G. J. Neyberch, 
(Date applied. for under International Convention, January 12th, 1954 
8.615. April 22nd. 

FIREPROOF CASINGS AND COVERS FOR ELECTRIC CONDUCTORS. 
9,439. May 4th. 


TREATING OF PATIENTS ny, Static, GALVANIC, OR LIKE ELECTRICAL CURRESS. 
G. J. Масацта, 10,067. May 13th, 


E. Wilson and W. Н. Wilson. 


H. J. J. Swain. 3,604. 


F. Millington 


ARC Justice. Phönix Elektrotechnische G. m. b. H.) 4. N18. 


(Date applied for under 
10,978. May 25th. 


Siemens Bros. & Co., Ltd,, and 


Jensen and H. 


Н. R. Romney, 


INSULATING Base ron ELrecrric SWITCHES, Pr.vos, Prsuks, ANT "IHE ШЕ}, 
Мау 13th. 


General Contracts Co., Ltd., and J. G. Salamon. 10, 112. 
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